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GENERAL  SUMMARY, 

Mountain  and  northern  stations  geiifralLv  reported  tempera- 
tures below  station  normals,  but  elsewhere  excesses  were  accu- 
mulated. As  a  result,  the  average  for  the  State  was  0.8°  high- 
er than  that  of  December,  1942,  and  was  only  slightly  below 
the  January  oti-year  average.  Higluvst  temperatures  of  the 
month  were  reported  by  most  stations  about  the  25th,  although 
at  some  southeastern  points,  they  occurred  about  the  l()th.  Tlie 
extreme  maximunj  was  the  highest  for  any  January  since  1932. 

Precipitation  was  well  distributed  tiiroughout  the  month  but 
was  generally  in  small  amounts.  Only  scattered  stations  re- 
ported amounts  in  excess  of  tlieir  normals.  Much  of  the  pre- 
cipitation fell  in  the  form  of  snow.  Traffic  was  retarded  but 
no  serious  accidents  were  reported.  Greatest  amounts  fell  about 
the  28th,  excepting  at  some  western  stations.  Freezing  rain 
was  reported  by  most  stations  about  the  2d  and  17th.  Forui- 
ing  a  thin  coating  of  ice  on  highways,  it  created  hazardous  road 
conditions  which  caused  numerous  minor  accidents.  An  ice 
storm  in  Wayne  County  on  the  18th  and  lOth  did  considerable 
damage  to  trees  and  power  lines.  Ice  was  reported  to  have 
formed  on  wires  to  a  thickness  of  8.25  inches.  Sleet  was  re- 
ported on  a  number  of  days.  Thunderstorms  occurred  at  n)ost 
stations  about  the  18th. 

High  winds  were  reported  on  several  dates  but  the  most  dam- 
aging occurred  about  the  19th.  In  south-central  counties,  par- 
ticulaily,  some  property  damage  resulted  when  the  wind  blew 
down  trees,  felled  electric  wires,  and  damaged  buildings. 

G.  W.  S 

TEMPERATURE. 

The  mean  temperature  for  the  State,  as  determined  from  the 
reports  of  74  stations,  was  28.2°,  which  is  0.1°  below  the  56- 
year  normal  for  January.  The  highest  monthly  mean  was  34. (>° 
at  Donora,  Washington  County,  and  the  lovi'est  was  19.5°  at 
Montrose,  Susquehanna  County.  P:xtremes  ranged  from  a  maxi- 
mum of  73°  at  Greensburg,  Westmoreland  County,  on  the  25th, 
to  a  minimum  of  -12°  at  Coudersport,  Potter  County,  on  the 
9th. 


PRECIPITATION. 

I'he  averag."  precipitation  for  the  State,  as  determined  from 
the  observations  at  188  stations,  was  2.(58  inches,  which  \h 
O.oO  inch  below  the  5()-year  normal  for  January.  The  great- 
est monthly  amount  was  4.85  inches  at  Laurel  Hill  'J'unncj, 
Westmoreland  County,  and  the  least  was  0.93  inch  at  Erie, 
Erie  County.  The  greatest  amount  recorded  in  any  24  consec- 
utive hours  was  1.88inchesat  Philadelphia,  Philadelphia  County, 
on  the  28th. 

Theaverage  snowfallfor  the  State  was  15.5  inches,  which  is5.0 
inches  above  the  56-year  normal.  The  greatest  monthly  snow- 
fall was  33.0  inches  at  Johnstown,  Cambria  County.  The  great- 
est fall  for  any  observational  day  was  15.0  inches  at  York  Haven, 
York  County,  on  the  29th. 

OOMPAKATIVE  DATA  FOR  JANTTARY 


Year 


Temperature 


188S 

23.2 

i   29.4 

37.5 

30.5 

26.2 

19.0 

1   32.8 

<       24.2 

!   27.6 

25.6 

.30.7 

;   26.6 

29.8 

29.1 

25.6 
26.9 
20.0 
23.8 
35.0 
30.0 
28.4 
31.2 
27.2 
31.6 
18.6 
36.5 
30.2 
28.3 

34.2 
27.9 
16.2 
32.0 
20.9 
31.0 
25.0 
29.1 
28.1 
25.2 
27.8 
27.4 
29.8 
27.3 

29.2 

30.0 

40.5 

37.0 

32.2 

27..") 

23.6 

36.7 

28.9 

30.3 

19.3 

27.9 

27.3  ! 

28.2 

28.3  i 

1 

1889 

1890 

j 

1891 

i 

1892 

[ 

1893 

IH94 

1895  

1896 

1897 

; 

1898 

1899 

WOO 

1901 

! 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1916 

1916 

1917 

1918 

1919 

192(1 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928 

1929 

1930 

1931 

1932 

1933 

1934 

1935 

1936 

19.37 

1938 

19.^9 

1940 

1941 

1942 

1943 

Periorl 

Precipitation 


No  of  day*. 


»  O      i         fc 


61 

68 

77 

64 

60 

57 

65 

58 

60 

74 

67  i 

66 

63 

59 

58 
68 
66 
69 
85 
76 
59 
72 
56 
70 
57 
65 
81 
62 


-19 

-5 

-2 

-4 

-28 

-26 

-9 

-17 

-15 

-25 

-16 

-21 

-8 

-10 

-13 
-13 
-42 
-21 

-4  I 
-23 
-18 
-19! 
-22  I 

-5  I 
-35  ! 
3  ! 
-27 
-26 


-12 
-18 
-29 
-15 
-23 
-13 
-19 
-17 
-13 
-29 
-19 
-24 
-23 
-20 

-24 
-12 

^  i 
-6  I 

-19  I 

-23  I 

:?^| 

-16 
-10  1 
-30 
-12 


4.19 
3.54 
3.04 
3.64 
4.77 
2.85 
2.29 
4.17 
1.43 
2.15 
4.25 
3.05 
2.64 
2.22 

2.80 

3.. SI 

3.55 

3.70 

2.53  i 

4.36 

2.68 

2.92 

5.55 

3.-54 

1.92 

4.95 

3.37 

5.56 


2.42 
3.60 
3.51 
2.63 
2.47 
2.58 
2.26 
4.26 
4.34 
3.. 53 
2.80 
2.90 
2.08 
3.37 

2:/5 
1.46 
4.51 
2.00 
2.54 
3.08 
4.21 
6.36 
2.51 
3.14 
1.41 
2.62 
1.86 
2.68 

3.18 


14.0 

7.8 

1.8 

9.8 

13.5 

18.0 

7.2 

14.2 

3.4 

11.0 

11.0 

10.3 

5.3 

8.6 

11.5 

11.7  i 
20.4 
21.2  I 

4.5 ; 

13.2 
11.4 

12.8  1 
26.0  i 

4.5  1 
13.6  ; 

4.5  I 
11.7 
14.7 


1.8 

4.2 

25.2 

6.2 

10.0 

4.4 

16.0 

17.6 

3.6 

29.4 

10.5 

5.7 

6.8 

7.6 

8.4 
4.4  ! 
1.3  [ 
1.9  I 
2.3  j 

13.5  1 
19.4  I 

4.3  I 
5.1 
16.2  I 
8.4 

14.6  ' 
7.6 

15.5 

10.5 


13 
10 
14 

12 
12 
12 
10 
13 
6 
10 
13 
10 
10 

11 


6 

10 
8 

10 
6 

12 
9 
7 


n  ! 

8  : 
5  i 


7 

!( 

7  I 
7  i 
7 

6  I 

7 


15 

9 
16 
16 
15 
14 
13 
14 
14 
16 
17 
11 
14 
15 

14 
17 
15 
15 
13 
18 
11 
16 
19 
18 
16 
16 
17 
15 


14 
12 
13 
9 
14 
12 
10 
19 
12 
13 
13 
16 
11 
13 

l.S 
10 
18 
J2 
15 
14 
16 
19 
16 
16 
TS 
18 
18 
19 
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Olimatolog-ical  Data  for  January,    1943 


AUentown.  . . . 
Altooua(near) 
Bedford... 

Bethlehem.... : 

Burnt  Cabins(near; 

Carlisle •  •■ 

Chambersburg 

Coatesville. • 

Curwensville  (near) 

Eagles  Mere 

Emporium 

Ephrata. 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover.......  ■••;• 

Harrisburg  Airport 
Hawley .  • 

Holtwood 

Huntingdon. . 
Lancaster..... 
LawrenceviUe 

Lebanon 

Lewistown 

Lock  Haven 

Marcus  Hook 

Martinsburg 

Montrose 

Mt.  Pocono.. 

OrangevilleU 

Palmerton.    .....•.•■■ 

Philadelphia  Airport 

Philipsburg 

Phoenixville 

Port.  Clinton 
Quakertown 

Reading 

Scranton 

Selinsgrove. . 
State  College. 
Stroudsburg. 
Towanda.. .. 
Wellsboro.... 
West  Chester 
Wilkes-Barre 

Willi  amsport 

Willianistowu..  .... 

Woodward(near) 
York 


Bradford 

Brookville 

Butler 

Claysville 

Coudersport 

Derry 

Donora 

Ebensburg 

Edtnboro 

Franklin 

Greensburg 

Indiana 

Johnstown 

Kane 

Meadville 

Midland 

New  Castle 

Pittsburgh  Airport 
Pymatuning  Dam 

Ridgway 

Sharon 

■  Somerset 

Springs 

Uniontown 

Vandergritt 

Warren 

Waynesburg 


Ira  J.  Keath. 

Andrew  B.  Evansha. 

Prof.  N.  W.  Swayne. 

Dr.  Henry  Stewart. 

Miss  Sallie  M.  Johnson. 

Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  Co. 

Prof.  Paul  R.  Yoder. 

Lancaster  Water  Bureau. 

Clarlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

Penna.  Edison  Co. 

William  R.  Kelley. 

Sun  Oil  Co. 

Civil  A.Touautic-  Authority 

Harrv  S.  Fancher. 

I!.  S. "Weather  Bureau. 

Benjamin  F.  Conner. 

New  Jer.>-ev  Zinc  Co. 

U.  S.  Weather  Bureau. 

V.  S.  Weather  Bureau. 

Phila.-Suburban  Water  Co. 

Ear)  E.  Karick. 

John  E.  Benner. 

U.S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Or.  (ieorge  K.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

Mrs.M.  Ordelia  Parks. 

M.  S.  Bliss. 

Clyde  T.  .Saylor. 

U.  S.  Communication  Sta. 

John  D.  McEwen. 

iT.'s.  Weather  Bureau. 
Y'ork  Water  Co. 


City  Water  Dept. 

Civil  .Veronautic;  Auth  y. 

Butler  Eagle. 

Walter  B.  Paget. 

Philip  R  Shaw. 

Miss  N.  Dixie  Wineman. 

Donora'Ziuc  Works. 

Mi^';.  Emma  H.  Eastman. 


Division  mean 
Lake  Drainage 


William  K.  Fuller. 
Westmoreland  Water  <-o. 
Indiana  State  Teachers  Col. 
Robert  Tross 
U.  S.  Weather  Bureau. 
Citv  of  Meadville 
Perrv  B.  Campbell. 
Newcastle  Water  Co. 
U  S  Weather  Bureau. 
Pa.  Dept.  Fore,=ts  &  Waters 
West  Penn  Power  Co. 
Camegie-Illinois  .'^teel  Corp, 
D.  L.  Grove. 
Allen  E.  Yoder 
William  W.  Marsteller. 
Carnegie-Illinois  Steel  Corp. 
Harold  L  Johnson. 
Thomas  S  Knox. 


,  Weather  Bureau. 


State  mean 


Departures 


l^,:^^^^;^^,;;^^^ti^;^^departure  from  normal^ 

of  precipitation  for  stations  with  15  or  more  years  ?f  record  are  computed  from  a  no     ^^^^  ^^  ^^^^^  partially  estimated^  Estimated  T.Urf^enna  c        p^^ 

years  the  means  for  Penod  of  record  are  "|ed^„„J,On?s*^^\•^^*^etc.  indicate,  respectively.  1. 2. 3.  etc..  missing  from  the  record.  I   ^^^^^e  p*bla-5.8-43-975 . 

cipitatlon  less  than  .01  inch.  Reference  letters,    .    .    •  ^^^j.- '^^j^gjiy  Bioomsburg  [near]  w.  u.  u.,  ruumi 


UNP 


Janu.vuv,  n>j;i 
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Statlous 


Counties 


ATLANTIC 

DRAINAGE 
IMaiviiif  KaHn 

I'lTKit  Uki.a\vai;k 

Dingmans  Ferry'-'.. 

Ilawley- 

llollisterville- 

T.nk,-villo- 

Matftmoras- 

Mount  I'oi'ono'' 

l'lon.--ant  Mount!.. . 

Strouil.-iburg 

Tanners  Falls! 


Lehigh 

.Vllentown- 

Hethlebemt 

Blakeslee  Corners} 

LiouUisboro'-' 

l.ansforii-' 

Mauch  Cbunk 

Merwin.-burg- 

New  Tripoli 

I'almertont 

Ziousville 

SCUlYl.Kll.I. 

llonshohocken 

Fredericksville'-'. . 

Freeland- 

Gratersford''' 

Phoenixville-    . . . 

Port  Clinton 

Pottstown2 

I'ottsville-' 

Roadingf     

Werners  ville^ 


LOWEU  Delawahf, 

Coatesville 

Doylestown 

George  School 

Marcus  Hook^ 

Philadelphia 

Airport  Station' .. 

City  Officet' 

Franklin  Inst. '.. . 

Shawmont 

Quakertown 

Westchester 

West  Grove- 

Siii:<iiiehnin)a  lia^iii 

Chemung 

.Vustinburgt 

Ceuterville''' 

Covington- 

Lawrence ville. ... 

North  Bkanoh 

Canton^ 

Danville^ 

Kellogg  Mt  Tower^ 

Millvillet 

Montrose^ 

Orsngeville''^.  .  . 

Orwell2 

Pikes  Creekt... 

Rush2 

Scrantouji 

(Susquehanna''^. . 

Towanda 

Tuiikhannock  t. 
Wilkes-Barre^... 


We.*;!'  BitANCH 

Ansouia^ 

Bald  Eaglet..   .. 

Berwinsdale''' 

Carter  Campt 

('edar  Run2 

Clearfield^ 

Curwensville*.  .. 

Driftwoodt 

Du  Bois(ne.ir). . . 

Dushoret 

Kagles  Mere- 

Kniporium'-i 

English  CenterJ. 

Galeton 

Karthaus^ 

Lock  Haven2 

Medix  RunJ 

Philipsburg' 

Renovo^ 

Shaffers  Path2,. 


Piko 

Wayne 

Wayne 

Wavne 

Pike 

Monroe 

Wayne 

Monroe 

Wayne 


I*;higli 

Northampton. 

Monroe 

Wayne 

Carbon 

Carbon 

Monroe 

Lehigh 

Carbon 

Lehigh 


Montgomery  . 

Berks 

Luzerne 

Montgomery  . 

Chester 

S.  huylkill..  . 
Montgomery.. 
Schuylkill  ... 

Berks  

Berks 


Chester 

Bucks 

Bucks 

Delaware 

Philadelphia. 
Philadelphia,, 
Philadelphia,. 
Philadelphia.. 

Bucks 

Che-ter 

Chester 


Tioga 

Bradford  . 

Tioga 

Tioga 


Bradford 

Montour 

Bradford 

Columbia 

Susquehanna. 
Columbia  .... 

Bradford 

Luzerne 

Susquehanna. 
Lackawanna. . 
Susquehanna. 

Bradford 

Wyoming 

Luzerne 


Tioga 

Blair 

Clearfield. . 

Potter 

Lycoming., 
Clearfield  . 
Clearfield.. 
Cameron.. . 
Clearfield.. 
Sullivan. . . 
Sullivan.  . . 
Cameron.. . 
Lycoming.. 

Potter 

Clearfield.. 
Clinton . . . . 

Elk 

Centre 

Clinton . . . . 
Lycoming.. 


Daily   Preoipitation  for  January,    1943 


Day  of  month 


1       2 


.01 


T. 


T. 


T. 


05 


.04 


T. 


.3'2 


T. 


T. 


.10 

.00    .03 
.Uo    T. 


T. 


T. 


T. 


.06 


T. 


.0'2 


.05 


20 


22 


.02 


.03 


.04 


.12 


,03 


T. 


.03 


T. 


T. 


.0> 


T. 


.04 


T. 


T. 


.02 


.05 


.06 


.0'2 


T. 


.02 


.06 


T. 


.08 


06 
10 
40 
04 
20 
20 
23!   .13 


T. 


.40 


.06 


.33 

.(i9 

.13 

.16 

.  14 

.11 

.17 

.24 

T. 

.19 

.•20 

.07 

.'20 

.19 


T. 


.66 


.39 


.08    .63 
.06   .65 


.04 


.  12 
.35 

« 

.15 

i 

.28! 

2r 


.171  .23 
.  15;  .  12 
.■25 


.45   .03 

.02   .58 

.03    .58 

.  16;   .26 

.12' 

.  681  .  10 
.05   .19 


.  01 


.13 


T. 


T. 


.04 


.02 


28 


24 


T. 


T. 


T. 


26 


26 


T. 


T. 


T. 


.92 


T. 


.06 


.07 


.'25   .14 
.  12  . . . 
.111... 
.061... 


08  1.  72 


.17 


.2.S 
.34 
1.00 
.23 
.31 
.40 
.33 
.'22 
.1 


1.55 
1.20 


.41 
.29 
.  17 
.10 

.20 
.90 
.'28 
.20 
1.  26 


93 

30 

63 

L35 

30 

1.08 

1.'20 


1.60 

1.31 

1.16 

05 


1.63 

1.88 
15 
1.32 
1.35 
1.32 
.35 


.20 


.20 

.01 

.03 

.01 

.  14 

T 

.03 


.06 


.37 

T. 

.04 

.39 

.  05  T.  I  .  76 

.03!... 

.02   T. 


.60 


1.301.... 
I.IOi  .02] 
I.uol  .01 
1.2ii!  T 
1.361  .04 
(/2   .  12 


.26    .05 
.29 


1.28 


,38 


.03 


.23 


.15 
.'23 
.07 


.57 


T.  I 

« 

.62. 


.12 


.03. 

.561. 


.16 
.23 
,27 
.16 
.16 
.01 


.07 


.08 


.16 
.  11 
T. 
.09 
.15 

.'io 

.22 


.25 

.16 
.20 

'."36 

.13 

.24 

.03 

.20 

T. 

.29 

.(j3 

.03 

T. 


.06 

'.'u8 
.19 
.16 
.13 
.12 
.13 
T. 
.72 


.09 


2.98 
2.87 
3.09 
.3.02 
3  20 
3.79 


2.84 
2.60 


3.17 
■2.13 
■2.07 
■2.87 
2.83 
3.12 


3.37 
2.74 
3.33 


2.46 
2.  4» 
•2.70 
■2.68 
3.42 
3.05 
2.62 
2.81 
■2.46 


3.24 
•2.65 
■2.78 
2.^29 

3.25 
3.41 

t 
■2.87 
■2.96 
2.63 

112.  32 


1.52 
1.59 
1.40 
1.76 


2.03 
2. 37 
1.92 
1.86 
2.09 
■2.34 
2.  00 
•2.47 
1.54 
2.11 
1.97 
1.57 
2.02 


1.53 

•2.81 

2.  33 
1.86 
3.83 
3.71 
■2.  43 
2.  ^24 
$ 
2.75 


5 
2.09 
■2.88 
2.32 
2.^24 
2.93 
2.52 
1.75 


Continued  on  page  4. 
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Daily  Precipitation  for  January,   1 943 -Continued  from  page  3 


Stations 


Counties 


Day  of  month 


9      10      11      12      13      14      15      16      17      18      19     20     21      '22      23     24      25      2fi      27      2«      29      30      31 


Susgiiehanna  Basin 

(contimiecl) 

Wkst  Branch 

( continued ) 

State  Colleget 

Tamarack  Tower^. 

Wellsboro^ 

Williamsport'^ 

JUNIATA 

Altoona(near) 

Bedford^ 

Breeze  wood  Intch^ 

Buffalo  Mills- 

Burnt  Cabins(nr.)3 

Charter  Oak(nr.)l 
East  Waterford2... 

Huntingdon  2 

Lewistown^ 

Loop  Mt.  Tower2.. 
Mapleton  Depot^.. 

MartiusburgS 

Newport^ 

Saxton2 

Shade  Gapt 

LwR  Susquehanna 
Arendtsville^... 

Bloserville 

Blue  Mt.  Intchg,..3 

Carlisle 

Ephrata 

Glen  Rockt 

Gordon 

Hanover^ 

Harrii^burg  Arptt'. 

Holtwood^ 

Huntsdale^ 

Lancaster 

Lebanon^ 

Manada  Gap 

MiddletownS   

Millersburgt 

New  Park 

Penn  Nursery 2  — 
Peters  Mt.  Tower2. 

Pine  Grove^., 

Ringtown  2 

Selinsgrove 

Shippensburg 

Sunbury^ 

Williarnstown 

Woodward* 

York 

York  Haven 2 

Potomac  Basin 
Chambersburg2... . 

Gettysburg 

Hewitt(near)t 

Hyndman2 

McConnellsburg2. . 

Mercersburg 

South  Mt.  San't'mS 
GULF 

DRAINAGE 
Ohio  Basin 

Allegheny 

Acmetonia^ 

Aliens  Millst ... 

Blairsville^ 

Bradford     

Brookville* 

Buck,stownJ: 

Cherry  G revet.. 

Clarion^ 

Coudersport 

Crooked  Crk.  Damt 

Derry 

Dunlot 

Ebensburg2 

Edinhoro 

Franklin^ 

Glf-n  Hazel2(nr.).. 

Honiet 

Indiana 

Johnstown 

Kaue' 

Laurel  HillSmtt .. 
Laurel  Hill  Tunnel^ 

Lycippus 

Mahoning  DamJ... 

Marienvillet 

Meadville2 

Mosgrove^ 

Parkers  Landing^. 


Centre 

Clinton 

Tioga 

Lycoming., 


Blair 

Bedford 

Bedford 

Bedford.  

Huntingdon  — 
Huntingdon  — 

Perry 

Huntingdon  — 

Mifflin 

Huntingdon.... 
Huntingdon.  .. 

Blair 

Perry 

Bedford 

Huntingdon  — 


Adams 

Cumberland 

Franklin 

Cumberland 

Lancaster 

York 

Schuylkill 

York 

York 

Lancaster 

Cumberland 

Lancaster 

Lebanon 

Dauphin 

Dauphin 

Dauphin 

York 

Centre 

Dauphin 

Schuylkill 

Schuylkill 

Snyder 

Cumberland 

Northumberland 

Dauphin 

Centre 

York 

York 


Franklin 

Adams 

Bedford 

Bedford  

Fulton 

Franklin 

Franklin 


Allegheny.... 

Jefferson 

Indiana 

McKean 

Jefferson 

Somerset 

Warren 

Clarion 

Potter 

Armstrong.. . 
Westmoreland 
Cambria... 
Cambria.  . . 

Erie 

Venango... 

Elk 

Indiana 

Indiana.  .. 

Cambria. .. 

McKean. .. 

Westmoreland 

Westmoreland 

Westmoreland 

Armstrong. 

Forest 

Crawford.. 
Armstrong. 
Armstrong. 


.03 


.02 


.01 


.06 


.02 


.43 
T. 

.03 
.61 
.07 
.53 
.15 
.02 
.24 
T. 
.04 
1.00 


.01 


T. 


.01 


.10 


02 


.06 


.05 


,30 


,os 


T. 


,01 


.08  T. 

.03 

.09 

.09 

.04 

.02 

.08 

.03 

.18 

.01 

.04 

.0' 

.  13 

.10 


.03 


.02 


.03 


.06 


,02 


06 


.05 


T. 


.20 


.0? 


,03 


.06 


.14  .27 
.15  .01 
.03  . 
.25  .03 


.07 

.38  .08 

.16  .01 

.24  .0 


.35 
.35 
.68 
.80 
.60 
1.06 
.29 
.47 
.72 
.22 


,03 


,09 


,08 


03 


T. 


,03 


,03 


T. 


T. 


.13 


03 


.02 


T. 


,06 


T. 


.03 


,02 


T.  .04 
.62  T 
.,37 


.4t 
.4(' 
.T, 

i.34 

1.2i! 

1.2b 
57 
40 
97 
23 
16 

1.01 
.22 

1.22 

1.14 
5 

l.'<!2 

.0' 
.23 

* 

.25 


l.Ol 

1.16 

■it- 


31 
1.06 
1.15 
.5' 
.33 
.20 


.07 


T. 

.33 

.5' 

1.04 

.12 

* 

.82 
.67 
.32 
.23 

.04 
T 


1.05 
.60 
.47 
.80 
.78 
T, 
.86 
.75 


1.00 

'.''JS 
.89 
T. 
.76 


1.31 
.68 
.80 
.77 
1.16 
1.15 


4.=' 

60 

04 

1.10 


.30 


.03 


.08 


T. 

.V 
.1." 
.02 
.05 
T 

1.00 
.16 
T. 
.06 
.20 
.09| 
.14 


Continued  on  page  5. 


.I.vNiAiiv,  15)43 


CLIMATOLOCilCAL  DATA:  PENNSYLVANIA  SKC'I'ION 


Daily  Precipitation  for  January,  1943-Oontlnuod  from  I'ago  4 


Stations 


Counties 


Al.l.KOHKNY 

(oontinned) 
ritt.-lmrKliCtyOfI' 
I'lUt  .\UoKnny-  — 
l'unxs>it«\vney'''. . . 

Kuigway- 

Saltsliurg'- 

Sowaril- 

Smetliportt 

StroiiRstownt 

Tiouo.-ta  Danit  — 

Titu.-.yillot 

Union  Cityt, 

Vauilererift  ^ 

Warren- 

Youngsyillet 

MoNOl^AHELA 

Coutluenoe^ 

Connellsville- 

Douoraf 

Greensboro^ 

Greensburg 

Irwin 

Meyersdale^ 

Murrysvillet 

Newell'' 

Pitt-burgh  Arpt.l'. 

Somerset 

Springs 

Unioutown 

Wayuesburg 

Be.wek 

Beaver  Falls"-' 

Butler 

Greenville 

Mercer* 

New  Castle 

I'enu  Line-' 

Pymatuning  Dam- 
Sharon2 

Ohio 

Claysville'^ 

CoraopoliS", 

Miiiland- 

Mt.  Lebanon 

Washingtont 

LAKE 

DRAINAGE 

Eriet' 

Raymond  f 


Allogtieny 

Milvoau 

JetVerson 

Elk 

Indiana 

Indiana      

MoKean 

Indiana 

Forest  

Crawford 

Erie 

W&stnioreland. 

Warren  

Warren 


Day  of  month 


Somerset 

Fayette 

Washington... 

Greene 

Westmoreland 
Westmoreland 

Somerset 

Westmoreland 

Fayette 

Allegheny   . 

Somerset 

Somerset 

Fayette  .... 
Greene 


Beaver 

Butler 

Mercer 

Mercer 

Lawrence... 
Crawford.. . 
Crawford.. . 
Mercer 


Washington  . 
Allegheny  ... 

Beaver 

Allegheny  ... 
Washington . 


. . . .  .12 

.05  .07 

T  .  13 

.14  .24 

.06  T 


.1)7    .05 
.04 


Erie... 
Fotter. 


T. 


.12 


.22    .0] 
.06    .04 

.nL 

.161  T 


28   T. 


.45 


.09 


T 

.02.... 
T 
.04 


.19    .06 
.01    .01 


10 


T.     .06 


T. 


.02 


12 


18 


.06 
.06    .03 

:m:;:: 


.04 


.03 


T. 


.12 


04 


.01 


.08 


T. 


16 


16 


.07 


.36 


.08 


.39 


20 


21     22     28     24     26     26     27     28     29     80     81 


.03 


.02 


T. 


.02 


.10 


.08 


.02 


.02 


T. 


.02 


.05! . 


.32 


T. 


.06 


T. 


.47,.... I  .09|  .07, 


.  18  T. 
.0:11  .47 


.01 


T. 

.18 
.16 
.13 
.49 


.02 


.05 


.21 
.15 
.50 
.21 

.16|  .92 
.091  .66 
1.04!  .43 
.01  .59 
.35  .40 
.021  .81 
.27;  .81 
.11;  .65 
.,%  .64 
.22    .53 


.07 


.02 


.25 


.21   T. 

.48!  T. 
.98..., 


.03 


.53 


T. 

.02 


.01 

.'63 
.04 
.02 
.07 
.05 


.05 


.02 


2.51 
2.06 
2.88 
2.29 
2.95 
8.22 
2.07 
3.01 
2.67 
2. 58 
2.08 
1.86 
2.73 
2.86 


3.86 
3.12 
2.46 
3.19 
3.60 
3.23 
3.62 
2.46 
2.48 
2.93 
4.03 
3.99 
3.49 
2.41 


2.32 
1  87 
2.58 
1  81 
L86 
1.78 
1.69 
112.01 


2.38 
1.80 
2  17 
2.48 
2.56 


0.93 
1.97 


Except  as  otherwi.'^e  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  svmset.  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  1  First  order  Weather  Bureau  station ;  precipitation  is  for  24-hour  period,  midnight  to  midnight,  unless  othenvise  indicated.  2  Precipitation  measured  in  the 
morning:  amount  then  recorded  is  for  the  preceding  24  hours.  3  Precipitation  for  period,  midnight  to  midnight.  ■<  Precipitation  for  period,  noon  to  noon,  s  Precipitation 
for  period.  1  :.TO  a.  m.  of  date  on  which  amount  is  recorded  to  1 :30  a.  m.  following  date,  t  Precipitation  measured  with  recording  gage,  midnight  to  midnight.  *  Included  in 
next  measurement,     v^  Incomplete  or  missing,     t  Daily  amounts  inconsistent.    T. (trace),  when  precipitation  is  less  than  .01  inch.    II    Record  partially  estimated. 


PRESSTTRE,  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind" 

Relative 

ID 

(reduced  to 

sea  level) 

Humidity 

!c 

Stations 

0 

* 

a 

3 

0 

>-. 

J3 

e 

0  r», 

d 
0 

S 

s 

s 

^ 

xs 

i 

1 

1 

3 

n 

0 

2 

1 

d 
S 

0. 

0 

CO 

ex 
0 

CO 

0: 

B 

0 

P 

<> 

s> 

0 

Q 

t^ 

'^ 

1> 

Om 

0 

Erie 

30.64     27 

29.28 

15 

9.8 

30 

w. 

19 

87 

85 

16 

1217 

Harrisburg 

30.60     20 

29.44 

15 

7.7 

38 

nw. 

19 

78 

62 

71 

33 

1061 

Philadelphia 

30.57  :  20 

29.48 

15 

9.8 

37 

nw. 

19 

76 

61 

69 

31 

1028 

Philipsburg 

30.55  1  27 

29.36 

15 

11.8 

404 

w. 

19 

90 

79 

86 

1275 

Pittsburgh 

:W.  68     20 

29.42 

\h 

11.4 

45 

nw. 

4 

85 

74 

79 

24 

1065 

Reading 

30.61      20 

29.45 

15 

11.4 

50 

nw. 

19 

71 

57 

54t 

86 

1044 

Scranton 

30.58     27 

29.39 

15 

6.9 

32 

nw. 

19 

80 

711 

28 

1212 

For  any  five-minute  period. 

t  Local  noon  t  4:00  p.  m. 


Corrected  to  true  velocities. 
5  Estimated 


RIVER  CONDITIONS 


Stations 

Rivers 

1 

w 

1 

Si 

Date 

1 
1 

1 

1 

a 

■a 

1 

PortJervis.N.Y 

4.0 
5.0 
4.2 
5.0 
8.5 
5.9 
6.5 
6.3 

17.4 
6.1 

16.4 

« 
* 

9.6 
19.4 
6.6 
9.6 
29.6 
18.8 
16.5 
19.4 
28.9 
10.9 
22.5 
26  5 
42.6 

1 
1 
1 
1 
1 
1 
1 
1 
1 

19 
19 
1 
1 

2.8 
3.0 
3.6 
3.9 
4.8 
2  6 
4.4 
4.4 
13.7 
4  6 

13.0 

* 
* 

31 

29 
29 
29 
31 
15 
16 
17 
15 
14 

18 

Delaware 

22 

9 

Reading"            

Schuylkill 

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

13 

Wilkes-Barre 

22 

Willianisport 

20 

Newport 

22 

17 

Schenley,(nr)  Lock  No.  5. 

Sutersville .. 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 

24 

Youghiogheny 

Monougahela 

Ohio 

Ohio 

■^0 

30 

5 

30 

•  Pool  stage. 


t  On  other  days  also. 


CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


January,  1943 


Daily  Temperatures  for  January,   1943 


Stations 


12       H       4        5 


Allentown2 

Altoona(  near) 

Arendtsvllle 

Bedford 

Bethlehem^ 

Blue  Mt.  Interchange' 

Bradford 

Breezewood  Intchg^.. 

Brookville' 

Burnt  Cabins(near)3. 

Butler 

Carlisle 

Chambersburg 

ClaysvlUe^ 

Coatesville 


/  Maximum.. 
\  Minimum.. 
/Maximum.. 
\  Minimum.. 
/  Maximum.. 
\  Minimum.. 
j  Maximum.. 
\  Minimum.. 
(  Maximum.. 
\  Minimum.. 

Maximum.. 

Minimum.. 

Maximum.. 

Minimum.. 

Maximum.. 

Minimum.. 

Maximum.. 

Minimum.. 

Maximum.. 

Minimum.. 

Maximum.. 

Minimum.. 
(  .Maximum.. 
\  Minimum.. 
/  Maximum.. 
\  Minimum.. 
/  Maximum.. 
\  Minimum.. 
/  Maximum.. 
\  Minimum.. 


Coudersport / 

Cunvensville^ / 

Derry / 

Donora'' / 

Eagles  Mere  2 ( 

Ebensburg2 * 

Edinboro 

Emporium^ 

Ephrata 

ErieS 

Franklin^ 

Freeland 

George  School / 

Gettysburg t 

Gordon I 

Greensburg 

Hanover2 

HarrisburgS 

Hawley 

Holtwood^ 


Maximum. 
Minimum.. 
Maximum. 
Minimum., 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum. 
Maximum. 
Minimum  . 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum., 
Minimum .. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum., 
Minimum.. 


Huntingdon^ 

Indiana 

Irwin 

Johnstown. 

Kane^ 

Lancaster 

LawrencevlIIe 

Lebanon^ 

Lewistown 

Lock  Haven2 

Marcus  Hook^ 

Martinsburg'' 

Mauch  Chunk 


Maximum. 
Minimum.. 
Maximum . 
Minimum., 
Maximum. 
Minimum .. 
Maximum. 
Minimum., 
Maximum. 
Minimum., 
Maximum. 
.Minimum ., 
Maximum. 
Minimum., 
Maximum. 
Minimum., 
Maximum. 
Minimum ., 
Maximum. 
Minimum., 
Maximum. 
Minimum.. 
Maximum. 
Minimum., 
Maximum. 
Minimum.. 


25     23 
37     35 


7       8       9     10     11      12      1,^     14      15      16      17      16      19     20     21     22     2,'3     24      25     26     27     28     29     30     31     Mean 


46     39 

36     30 


33 

16 
36 
-  1 
62 
1' 
.50 
12 
X\ 
30 
4( 
35 


16 
0 

12 

-  2 
20 

5 

22 

13 

-  2 
16 

0 


21 
11 
19 

2 
21 

4 
2f! 

2 
l.'l 
-  6 
33 
10 
21 

5 
21 
10 
29 

To 

21 
8 
28 
16 
20 
5 
29 


Continued  on  page  7. 


.Iani'.vuy,    l',)t;> 


CLIMATOLOGICAL  DATA:    I'KNNSYLVANJA  SKCTION 


Daily  Temperatures  for  January,    1943    ((nitlniiuil  fr paKi 


Statlous 


Moa<lville2 

Meroor"' 

Mlddletowu-' 

MiillBiitl 

Monfn>so- 

Mt.  I.obauon 

Mt.  roi-ouo-"" 

Now  Castle 

Ornugevillo 

Palmerton^ 


Philadelphia 
Airport  Station''  — 

C-ity  onU'c"' 

Franklin  Institute'. 

Shawiiiont 

Philipsburg 

Phoenix  ville 

Pittsburgh  Arpt  Sta.' 
Pittsburgh  City  Oflic 

Port  Clinton 

Pymatuuing  Dam2. 

Quakertowu 

Reading'' 

Ridgway2 


.  /  Mrtxliiuim. 

\  Minimum.. 
,  )  Mnximvini. 

\  Minimum.. 

)  Mrt.ximum. 

\  Minimum  . 

)  Maxin>uui. 

\  Mininunn.. 
.  I  Maximum. 

\  Minimum.. 

I  Maximum. 

\  Minimum.. 
,  (  Maximum. 

■»  Minimum.. 

I  .Maximum. 

\  Minimum.. 

f  Maximum. 

\. Minimum.. 
.  (  Maximum. 

X  Miuimnm.. 

/  .Maximum., 

\  Minimum.. 

)  Maximum. 

\  Minimum.. 
,  (  .Maximum. 

I  Minimum.. 
,  /  Maximum. 

\  .Miniiiuim.. 
.  /  .Maximum. 

\  .Minimum.. 
.  I  Maximum. 

1  Minimum.. 


',  /  Maximum., 

\  Minimum.. 
!3  (  Maximum., 

\  Minimum.. 
. .  (  Maximum., 

>  Minimum.. 
. .  I  .Maximum., 

\  Minimum.. 
. .  /  Maximum. 

\  Minimum.. 
. .  )  Maximum. 

\  Minimum.. 
. .  /  Maximum. 

\  Minimum.. 


Seranton'5 

Selingsgrove 

Sharon 

Somerset 

Springs 

State  College^ 

Stroudsburg 


/  Maximum., 

\  Minimum.. 
...  (  Maximum., 

\  Minimum.. 
)  Maximum., 

\  Minimum.. 
. ..  /  Maximum. 

\  Minimum.. 
/  Maximum., 

\  Minimum.. 
/  Maximum. 

V  Miuimnm.. 
/  Maximum. 

I  Minimum.. 


Towanda / 

Uuiontowu ) 

Vandergrift  ^ / 

Warren / 

Wayuesburg / 

Wellsboro2 / 

Westchester I 

Wilkes-BarreS / 

\ 

Williamsport / 

< 

Williamstown / 

Woodward'' / 

York / 


Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimvim.. 
.Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 


1       2 


34  32 

•261  11 

34|  34 

15  l.'ii 


34      41 

•29  20 
45 
29 
38 
'24 
33 
12 
38 
23 
39i 
27 
29 
6 


•26 
16 

.S8 
21 
35 
24 

45 

•2Si     26 
33i     45 


32 
13 

51 
30 
371    43 

311  25i 
35  27; 
•22!  8 
341     52] 

30'   -ig, 

351  '271 

•26i  10| 

41  36; 

•281  26j 


371    '23: 
191    22 


34  39 
•29|  25 
40:  44 
3U     ^23 

■29  32 
9  18 
45  47 
30;    '201 

30 

13 
35 

•28 
35 
•211 
36 
■2:2 


46  20 

19!  15 

49!  -23 

21'  '20 

35j  28 


38|  21 

■21  16 

37!  28 

•231  17 


33  37 

22  21 

49  54 

32  ^24 

40!  49; 

30i  '22i 

32 1  37| 

16  171 


36!  341 

111  16 

34 1  39' 

•29|  ^27 


35;    37;    34     32 
311    22     25     25 


30  28  27  30  18 

-19  14  ii  14  11 

40  44  42|  39 

27!  25l  32  30  24 


•26 
30 
18 
33I 
25 
■28 
13 
33 
25 
30!  25 
•20  13 
31  31 
18     22 


22  24 

12:  18 

321  36 

181  26 


10 


•28 
-  1 
30 
21 
30 
20 
31 
0 
27 
19 


•29i  30 
111-  9 
32'     33 


22i 

■27; 

16 

30     28 

20 


12 


31 
9 
36 
23 
35 
26 
32 
21 
36 
22 

281  32 
-101  19 
31  40 
•20  24 
29      36;     34 


14!    '25; 


20     35 
-  1        1 


14  10 
23  36 
10 
19 

8 
■23 
10 
21 

7 
•24 

4 
27 

8 
31 
17 


■22 
12 
•25 
16 
30 
16 
20 

-  3 
28 
12 
30 
19 
19 

-  1 


26     32 
in       5 

•26!     .38 


■27i  35 

13'  12 

31  31 

15  15 


301  27! 

21;  9I 

311    43  4'2, 

16     22  27 


29:     30 

41      421 
30     '29 


18  30  32 

fi!  11  '25 

31!  41,  48 

14!  10!  36 

1      ! 


18     ll> 


20 


41 
'22 

52 
19 
47 
39;  14 
39      42 

31!    10 

52!  49 

34;  l."): 

38i  36! 

•251  271 

38!  42 

33 1  '23 


19  35 

4  18 

22]  37 

7  '22 


36!  41 

33'  12 

381  41, 

32  22 


22 


28     24 


■2R     43 
15     '21 


hI     '22 


29  38' 
13  19! 
20  36 
6i  15! 
22  -29! 
15, 


26 


'26 


41!  '17 

30|  37 

70;  66 

35  47 
64  64 
34!  33 
52;  50 
32!  '28! 
69i  66l 
36!  43 
441  51 
12'  30 
481  54 
31  34; 
41!  45 

36  36! 
41i  44} 
28  37 


27 


28     29     Ml     .'.I      ■■!.  111! 


39  30 

19  18 

48  32 

'28!  18 


43|     35 


45!  43  32  32     12  15  22  36|  39]  52'  28  25;  20 

'29  30!  30'  1,-  1;  5!  3  17'  31!  28'  14'  13;  15 

59i  55;  43  44,     32'  30!  321  35|  52,  62  69  321  32 

3'2  41!  34!  31!     13|  15]  13|  171  25!  351  30  22}  22 


.15,     43 
21      30 


26     '25 


36      44 
30     35 


11      '27 


30!     -SO 

22  '24 
38!  42 
■241  ^26 
38!  40 
3M  36 
36l  46 
25 
31 
23 
34 
'26 
41 
21 


30 

■2(1 

39 

31 

37 

31 

36 

'29 

37 

30 

32 

17 

33 

25 

31!     4.H 

22!     26 

39      44 

24     28 


32.0 
16.8 
33.5 
17.1 
36.6 
'23.2 
38.8 
'24.3 
■27.6 
11.4 
38  1 
■2^i.2 
•28.7 
14.8 
37.8 
■22.  3 
33.6 
17.5 
36.6 
'22.3 

38.1 
'25.5 
38. 3 
•26.9 
39.3 
'25.4 
38.6 
■25.0 
TO.  6 
15,5 
44.  1 
23.  3 


37.9 
'23.3 
40.1 
'26.  2 
35.6 
'22.6 
31.5 
15.8 
36.2 
'20.3 
37.5 
2-5.2 
34.1 
14.0 


32.  3 
19.5 
35,3 
■20.4 
31.3 
21.4 
37  5 
'21,1 
36.9 
19.6 
.33.0 
■20.  6 
37.8 
19.3 


33.6 

17.4 

42.4 

■26.3 

:<9.7 

■24.6 

33.6 

16.6 

41.5 

■23.9 

31.5 

13.8 

37.3 

24.3 

32.9<1 

19.7'i 

34 .5 

22.4 


15.9 
40.6 
24.5 


Unless  otherwise  noted  temperatures  noted  represent  extremes  for  24-hour  period  ending  in  late  afternoon.      2    Thermometers  read  in  morning,  maximum  set  back  to  pre- 
ceding date.    3  Midnight  to  midnight.    ^  1  :.3o  a.  m.  to  1 :30  a.  m.    ',*',",  etc.,  indicate  respectively  1,  2  or  3  days  missing  from  record. 
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GENERAL  SUMMARY. 

The  average  temperature  i"or  the  State  was  well  above  normal 
and  an  average  daily  excess  of  0.7°  has  been  accumulated  this 
year.  This  is  in  contrast  to  1942  when,  in  the  same  period, 
there  was  a  deficiency  of  1.7°.  All  but  a  few  scattered  stations 
reported  averages  above  their  normals.  Maxima  were  reported 
by  most  stations  about  the  23d,  while  minima  occurred,  gener- 
ally, about  the  15th.  Extremes  were  well  within  the  range  of 
February  absolute  temperatures. 

Precipitation  was  frequent  but  light  falls  brought  the  average 
for  the  State  to  sUghtly  over  half  the  normal  amount.  During  the 
first  two  months  of  the  year,  a  deficiency  of  1.61  inches  has  been 
accumulated.  With  the  exception  of  a  small  area  in  the  north- 
west portion,  stations  reported  amounts  below  their  normals. 

Snow  was  reported  frequently  but  amounts  were  comparatively 
small.  Some  inconvenience  was  reported  about  the  middle  of 
the  month  when  high  winds  drifted  moderate  amounts  of  snow. 
The  snow  cover  decreased  steadily  and  was  generally  inadequate. 

Sleet  and  glaze  were  reported  on  scattered  dates  but  caused 
only  local  difficulties.  Thunderstorms  were  reported  by  many 
western  stations  about  the  4th  and  20th  and  at  some  eastern 
stations  about  the  24th.  High  winds  were  reported  on  various 
dates. 

Streams  rose  somewhat  toward  the  end  of  the  month  but 
crested  well  under  flood  stages.  One  child  was  drowned  when 
a  small  bridge  on  which  he  was  standing  was  struck  by  ice  and 
swept  away.  Three  boys  were  drowned  when  they  went  boat- 
ing in  a  swollen  river  near  Lewistown. 

G.  W.  S 


hours  was  0.90  inch  at  Mercer,  Mercer  County,  on  I  tic  lOlli. 

Theaverage  snowfall  for  tiie  State  was  7.8  inches,  wliicli  is  2.9 
inches  below  the  ,5()-year  normal.  The  greatest  monthly  snow- 
fall was  25.1  inches  at  .Johnstown,  Clambria  County.  The  great- 
est fall  for  any  ol)servational  day  was  7.0  inches  on  the  8th  at 
Warren,  Warren  County,  and  on  the  27th  at  Lebanon,  Lebanon 
County;  Orangeville,  Columbia  County;  and  Pottsville,  Schuyl- 
kill County. 

ERRATA 

Annual.  1942. -Page  88,  Dushore,  total  precipitation  for 
December  should  l)e  4.44  inches;  total  annual  precipitation 
should  be  38.65  inches. 

Annual,  1942. -Page  89,  East  Waterford,  total  precipitation 
should  be  47.85  inches. 

October  21,  1942  to  January  31,  1943.  — Marienville's  precip- 
itation data  for  this  period  are  questionable. 


TEMPERATURE. 

The  mean  temperature  for  the  State,  as  determined  from  the 
reports  of  74  stations,  was  29.9°,  which  is  1.5°  above  the  56- 
year  normal  for  February.  The  highest  monthly  mean  was  37 .4° 
at  Marcus  Hook,  Delaware  County,  and  the  lowest  was  22.4°  at 
Kane,  McKean  County.  Extremes  ranged  from  a  maximum 
of  75°  at  Phoenixville,  Chester  County,  on  the  24th,  to  a 
minimum  of  —27°  on  the  15th  at  Bradford  and  Kane,  both  in 
McKean  County.  

PRECIPITATION. 

The  average  precipitation  for  the  State,  as  determined  from 
the  observations  at  188  stations,  was  1.71  inches,  which  is 
1.11  inches  below  the  56-year  normal  for  February.  The 
greatest  monthly  amount  was  3.33  inches  at  Warren,  Warren 
County,  and  the  least  was  0.49  inch  at  Lawrenceville,  Tioga 
County.     The  greatest  amount  recorded  in  any  24  consecutive 


COMPARATIVE  DATA 

FOR  FEBRUARY 

Temperature 

Precipitation 

No  of  days. 

Year 

a 

3 

IS 

> 
< 

to 

IS 

§ 
5 

1888  

28.4 
■23.0 
37.0 
34.8 
31.6 
27.3 
27.6 
20.2 
29.4 
30.6 
29.4 
22.7 
27.1 
21.7 

23.9 
30.5 
21.8 
20.8 
28.0 
22.8 
24.8 
35.8 
26.6 
31.0 
23.7 
27.4 
21.8 
33.3 

25.7 
25.6 
28.2 
32.0 
25.6 
32.8 
33.0 
24.6 
26.9 
35.6 
28.7 
35.0 
30.3 
28.0 

35.1 
31.9 
35.3 
31.3 
18.1 
28.9 
21.5 
31.4 
34.1 
33.7 
29.4 
26.5 
2.5.9 
29.9 

28.4 

63 
60 
79 
70 
62 
60 
64 
60 
65 
67 
72 
67 
81 
57 

64 
68 
68 
59 
79 
56 
64 
73 
65 
66 
69 
67 
65 
73 

67 
68 
69 
66 
62 
76 
74 
58 
70 
71 
65 
69 
65 
69 

80 
66 
83 
68 
59 
66 
69 
77 
74 
74 
63 
62 
58 
75 

83 

-31 

-27 

0 

-7 
-18 
-16 
-24 
-26 
-21 

-14 
-16 
-39 
-17 
-22 

-24 
-17 
-27 
-25 
-21 
-20 
-29 

-9 
-22 

-8 
-27 

-9 
-27 

-9 

-22 
-29 
-34 

-7 
-20 
-15 
-19 
-20 
-25 
-11 
-13 

-8 
-11 
-20 

-18 
-16 

-8 
-15 
-34 
-26 
-27 
-12 

—4 
-10 
-19 
-14 
-21 
-27 

-39 

2.50 
1.96 
4.32 
4.61 
1.75 
5.92 
3.53 
1.22 
4.90 
3.28 
2.23 
4.05 
4.22 
0.96 

3.99 
4.49 
2.41 
1.70 
1.70 
1.91 
4.65 
4.84 
3.59 
2.27 
'2.20 
1.84 
2.78 
3.90 

3.08 
1.46 
2.46 
2.23 
2.44 
2.59 
1.99 
2.16 
2.94 
2.16 
4.06 
3.48 
3.42 
2.87 

2.69 
1.98 
1.64 
2.30 
1.31 
2.67 
2.33 
2.32 
2.85 
4.45 
3.16 
1.04 
2.62 
1.71 

2.82 

7.2 

8.7 

5.6 

5.6 

6.3 

26.4 

22.7 

13.2 

10.5 

10  3 

6.1 

23.6 

7.0 

7.9 

14.3 

10.8 

6.8 

9.7 

6.8 

15.2 

23.6 

4.0 

15.0 

11.1 

6.5 

5.7 

23.5 

2.0 

14.3 
8.0 
2.9 
4.7 
18.3 
15.4 
7.7 
11.7 
16.3 
2.1 
23.3 
16.5 
6.7 
11.7 

3.9 

5.2 

2.9 

9.4 

14.4 

14.4 

12.3 

6.5 

3.9 

6.2 

19.3 

7.6 

9.4 

7.8 

10.7 

9 

9 
11 
12 

9 
14 
11 

6 
11 

9 

9 
12 
11 

8 

10 

10 

11 

8 
7 
8 
11 
14 
11 
10 
8 
9 
10 
9 

12 
10 

9 
11 
11 
10 
10 
12 
10 

8 
12 
13 
11 

9 

11 

9 
10 
10 

7 
12 

9 
10 
12 
13 
13 

8 

10 
12 

10 

7 

7 

6 

6 

7 

6 

8 
10 

9 

7 

8 

8 

8 
10 

9 

10 

10 

10 

12 

12 

10 

6 

9 

7 

11 

12 

11 

9 

8 
9 
10 
12 
9 
8 
9 
8 
11 
11 
7 
7 
10 
10 

9 
11 
10 
12 
13 

8 
11 

9 

8 
10 

9 
10 
10 

9 

9 

11 

9 
8 
8 
7 
8 
9 
10 
7 
8 
8 
7 
6 
9 

7 
7 
7 
8 
7 
7 
7 
7 
7 
6 
8 
5 
6 
5 

7 
9 
8 
6 
8 
8 
9 
8 
7 
7 
6 
8 
7 
8 

6 
5 

8 
7 
7 
7 
7 
8 
6 
6 
5 
7 
6 
8 

7 

11 

1889     

12 

1B90 

14 

1891 

14 

1892     

15 

1B93 

14 

1894 

11 

1895     .., 

8 

1896       

13 

1897     

13 

1 898                    

12 

1899   

13 

1900             

14 

1901   

9 

1902     

12 

1903 

1904           

11 
12 

1905             

10 

1906 

9 

1907 

9 

1908              

12 

1909   

15 

1910 

12 

1911            

15 

1912             

10 

1913 

U 

1914     

11 

1915 

14 

1916 

14 

1917             

10 

1918   

10 

1919 

10 

1920           

12 

1921     

12 

1922   

10 

1923                

12 

1924 

1925   

11 
10 

1926 

15 

1927 

1928   

13 
12 

Ui29 

10 

1930 

1931 

1932     

13 
12 
11 

1933       

9 

1934 

8 

1935            

13 

1936  

11 

1937 

11 

1938 

14 

1939 

1940        

12 

15 

1941       

11 

1942             

12 

1943 

11 

12 
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Counties 

1 
% 

a 

i. 

8 

1 

3 

Temperature,  in  degrees  Fahr. 

Precipitation,  in  inches 

No.  of  days 

h 

.2=" 
I.i 

Stations 

i 

S 

3  O 

1 

5 

<6 

03 

0 

"3 
1 

a 

2-3 

03  oj 

Q 

0 

P 

—  a 
03  a 

S 

d  a 

c3  S 

Is 

£.2 

04 

u 

5 

•0 

0^ 

>> 

Observers 

Atlantic  Draimge 
AUentown 

I/ehigh    

254 
1.615 

1,  120 
364 
990 
473 
6U0 
431 

2,2lb 

2,  020 
1,033 

365 

1,970 

181 

5S3 

9on 

600 
361 
900 
200 
700 
255 
996 
469 
467 
557 
12 

1,493 

1,176 

1,914 

610 

455 

10 

1,916 
100 
407 
4b0 
273 
746 
476 

1,217 
440 
754 

1,819 
410 
■544 
.550 

2,  208 
4U0 

31 

56 
U 
57 

2 
74 
46 
56 

1 

2 
57 
46 
50 
37 
70 
39 
39 
74 
25 
28 
56 
56 
46 
59 

5 
53 
17 

1 
38 

2 

5 
25 

2 

1 
33 

5 
58 
73 
49 
53 
59 
29 
49 
73 
94 

5 
57 

2 
55 

30.5 
29.2 
32.6 
30.7 
30.1 
32.6 
34.  2 
33.2 
23.5 
23.4 

+1.1 

+  1.7 
+  1.9 
-0.6 

'+2!  3 
+2.4 

+  2.7 

65 
66 
67 
66 
68 
67 
70 
65 
59 
64 

23 

23 

23t 

23 

23 

24 

23 

24 

23 

23 

-  6 
-10 

-  5 

-  7 

-  4 
0 
0 
0 

-16 
-22 

151 

16 

16 

15 

151 

15 

15 

15 

15 

16 

1.93 
1.68 
I.I61I 
1.83 
0.9711 
1.43 
1.29 
1.64 
3.06 
2.25 

-1.43 
-0.65 
-0.73 
-1.28 

"-\.bi 
-1.37 
-2. 13 

0..55 
0.41 
0.35 
0  57 
0.42 
0.49 
0.48 
0.65 
0.52 
0.57 

11-12 
12-13 

11 

11 

11 

11 
6 

11 
6-7 
1 1-12 

5.1 
12.8 
3.0 
6.8 
4.0 
4.0 
3.4 
3.5 

Xb.'b 

10 
10 
13 
7 
6 
7 
12 
6 
17 
11 

10 
14 
10 
16 
13 
15 
10 
9 

9 

4 
3 
:i 
6 
5 
8 
8 

9 

10 
15 
9 
9 
8 
10 
11 

nw. 

w. 

n  w . 

nu . 

w 

sw. 

nw. 

nw. 

Alleut'n-Bethlehem  Gas  Co. 

Blair  

Citv  of  Altoona. 

Bedford 

Charles  C.  Lee. 

Northampton 

Huntingdon 

Cumberland 

Lehigh  University. 

Burnt  Cabins! near)... 

Penna.  Turnpike  Comm. 
Clarence  E.  Miller. 

William  B  Spear. 

Howard  L.  Pyle. 

Curwensville  (near).  .. 

Clearfield 

Sullivan 

U.S.  Weather  Bureau 

12 

7 

9 

•su-. 

Carl  E.  Bigger. 

Cameron    

33.6 

+3.2 

67 

61 

67 

69 

63 

71 

70 

62 

65 

70 

69 

64 

69 

69 

67 

66 

64 

66 

56 

64 

61 

67 

62 

75 

63 

63 

68 

63 

64 

66 

64 

64 

64 

66 

62 

65 

61° 

70 

75 

f.l 
62 
65 
66 
62 
67 
70 
62 
65 
67 
65 
67 
60 
62 
66 
67 
66 
62 
63 
66 
64 
61 
68 
68 
64 
68 

70 

62 

75 

23t 

211 

23 

23 

23 

23 

23 

23 

20 

23 

24 

23 

23 

23 

23 

23 

23 

23 

23 

23 

23 

23 

23 

24 

231 

23 

23 

23 

24 

23 

24 

23 

■23 

24 

23 

23 

23 

23 

24 

23t 

23 

23t 

23 

23 

24 

23 

23 

23 

23 

23t 

23 

23 

23 

23 

23t 

23 

23 

23 

2.3t 

23 

23 

23 

23 

23 

23 

23 

23 
24 

1 
"18 

-  1 
2 

-14 
2 
2 

-20 
5 

-  i) 
2 

-15 

-  2 

-  1 

-  8 
6 

-  5 
-20 
-19 
-13 
-16 

3 
-13 

-  2 
-12 

-  10 

0 
-13 

-  2 

-  7 
-21 
-14 
-16 

1 
-12 
-10 
-13> 

1 

-22 

-27 
-14 

-10 
-10 
-20 
-11 

-  1 
-10 
-11 

-  7 
-12 
-10 
-27 
-18 

-  3 

-  8 

-  5 
-15 
-17 

-  8 
-13 
-11 

-  4 

-  1 
-20 

-  8 

-27 

-  9 
-27 

16 

15 

15 

15 

16 

15t 

15 

16 

15 

16t 

151 

16 

16 

15 

16t 

16 

141 

16t 

15 

16 

16 

15 

15 

15 

16 

16 

16 

15 

16 

15 

16 

15 

151 

15 

15 

15 

15 

16 

16 

15 

16 

18 

16 

16 

16 

15 

15t 

16 

16 

16 

16 

15 

16t 

15 

15 

15 

15t 

16t 

15 

IS 

Hi 

16 

16 

15 

16 

15 

15 
15 

1.84 
2.  ,55 
1.67 
1.30 
1.92 
1.26 
1.42 
1.68 
1.20 
1.37 
1.94 
0.49 
1.59 
1.65 
1.39 

1.  9511 
1.09 
1.69 
2.41 
1.77 

2  17 
1.89 
1.97 
1.67 
2. '26 
1.71 
1.73 
0,88 
1.52 
0.99 

2.  28 
0.97 
0.85 
1.92 
1.  30 
1.43 
1.41 
1.10, 

1.61 

2.79 
1.62 
1.76 
2.10 
2. 15 
2.02 
1.34 
1.77 
2.63 
2.44 
1.97 
2.76 
2.80 
2.68 
1.79 
2.19 
1.72 
2.27 
1.85 
2. 39 
1.25 
1.74 
1.28 
1.51 

3  33 
1.33 

2.06 

1.25 
L71 

-1.11 
-0,96 
-1..39 
-1.46 
-1.35 
-1.56 
-1.54 
-1.14 
-1.52 
-1.32 
-0.73 
-1.34 
-1.54 

-iiis' 

-1.01 
-0.39 

■-6'2-y 

-1,43 

'-i.'73 
-1,07 
-1.60 
-1.69 
-2.16 
-1.25 
-1.48 
-1.07 
-1.02 
-1.17 
-1.58 
-1.28 
-1.07 

'-i.'es' 

-1  21 

+  0.17 
-0..51 
-0.64 
-0  ..37 
-0.73 
-1.00 
-0.90 
-0.94 
+0.14 
-0.  SI 
-0.89 
-0  72 
-0.05 
+0,16 

'    "6.00' 
-0.90 

'-6.' .52 
-0.33 
-2.65 
-1.45 
-1..59 
-1.30 
+0.99 
-0.96 

-0.76 

-1.33 
-1.11 

0.65 
0.50 
0.66 
0.50 
0.70 
0.,50 
0.  72 
0.39 
0..53 
0,24 
0.72 
0.15 
0.45 
0.40 
0.36 
0.64 
0.46 
0.42 
0.  65 
0.63 
0.64 
0.71 
0.48 
0.45 
O.CO 
0  55 
0.67 
0.37 
(1,  .52 
0.2s 
0.  62 
0.37 
0.18 
0.7! 
0.44 
0.3S 
0,36 

o.5r 

0.80 

0.  65 
0  39 
0.67 
0.60 
0.45 
0.42 
0,36 
0.32 
0.64 
0,46 
0.39 
0.67 
0.41 
0,«2 
0  87 
0.72 
0.40 
0.8(1 
0.47 
0.86 
0.25 
0.31 
0.43 
0.62 
0.68 
0.46 

0.90 

0.42 
0.90 

11 

11 
11 
U 

10-11 
11 
11 
6 
11 
6 
11 
11 
12 
17 

10-11 
11 
6 

111 
11 
11 
11 
11 
11 

11-12 
11 
11 
11 
11 

10-11 

10-11 
13 

10-11 
11 
11 

11-12 
11 
11 
11 

10-11 

10-11 
6-7 

11 
10-11 
1 
12-13 
10-11 
20-21 
10-11 

13 

13 
13-14 
6 
10-11 
10-11 
10-11 
10-11 
10-11 
10-11 
10-11 
6 

24 
10-11 

10-n 

10-11 
6 

10 

24 
10 

7.9 
12.8 
0.9 
3.0 
10.0 
0.2 
4.6 
10.7 
4.5 
3.5 
4.0 
3.0 
9.5 

5.0 

0.7 

is.'V 

17.7 
10.0 
8.2 
1.0 
12.3 
T. 
8.0 
2.6 
8.0 
.5.0 
5.8 
3.3 
7.6 
4,0 
3.0 
6.5 
4.n 
4.3 

6.2 

16.0 

"\\'.h 

7.9 

10.0 

10.5 

2.9 

12.3 

15.0 

14.9 

12.7 

25. 1 

11  6 

19.0 

2.7 

5.6 

.5.8 

'ii!5' 

7.0 
10.8 
7.1 
5.0 

20.9 
2.2 

10.7 

7.1 
7.8 

8 
13 
11 

10 
9 
7 
13 
11 
14 
8 
5 
9 
11 
12 
9 
10 
13 
12 
9 
9 
10 
14 
11 
lO 
8 
9 
10 
9 
10 
12 
9 
11 
10 
11 
13 
13 
8 

10 

14 
16 
14 
13 
16 
14 
13 
15 
15 
11 
13 
15 
17 
13 
11 
18 
14 
14 
13 
13 
16 
17 
13 
11 
18 
8 

14 

13 
12 

13 

0 
18 
14 
16 
16 

7 
14 
13 

9 
18 

7 
17 

13 
20 

6 
2 
4 

8 
3 
2 
9 

7 
7 
5 
15 
6 
6 
,■; 
.3 

9 
26 
6 
6 
10 
10 
12 
7 
8 
12 
6 
6 
5 
16 
10 
5 

s. 

H-. 

nw 

w. 

w 

w. 

w. 

w. 

nw. 

w 

nw. 

n. 

nw. 

ue. 
sw. 

Ira  J.  Keath. 

Luzerne  

.Andrew  B.  Evansha. 

Bucks 

33.9 

.34.5 

27.8 

33.6 

33.5 

25.8 

33.9 

29.3 

33.8 

28.9 

30.6 

33.8 

28.6 

37.4 

28.8 

22.6 

23.2 

27.0 

29.5 

31.1 

24.  3 

36.  2 

31.0 

29.9 

33.  6 

28.4 

32.0 

29.  9 

30.1 

29.0 

24.8 

34.2 

28.8 

31.4 

26.0" 

34.6 

30.4 

26.6 
25.6 
29.4 
28.8 
26. 1 
32.  4 
35.1 
25,2 
27.0 
33.2 
30.2 
.30.6 
22.4 
24.6 
.33.0 
32.2 
31.6 
24.7 
24.0 
31 . 4 
28.6 
27.0 
36.9 
33.4 
27.2 
31.0 

29.2 

28.4 
29.9 

+  2.6 
+3.1 
+  0.6 
+0.4 
+  3.3 
0.0 
+  1.2 
-0.1 
+  2.8 
+  4.1 
+  1.1 

+  0'.2 
+  2.4 

'-6.'3' 

'+0.5 
+  1.6 

+  3.' 9 
+  1.6 
+  1.1 
+3.0 
■1-1.1 
+  3.6 
+  3.1 
+  2.7 
+  3.9 
-0.2 
+  3  fi 

'+3:5' 

'+3^3' 

+  2.0 

'+6.' 6 
+  1.1 
-2.8 
+  1  5 
+2.4 
+0.5 
-2.1 
+  1  2 
+  1-7 
+0.7 
+0.1 
+0  2 
+  0  2 

'+3'5' 
+0.7 

-i.'s 

+3.1 
+  1.5 
-0.7 
+  3.2 
+  16 
+2.3 
+  1.4 

+0.8 

+  1.5 

+  1.5 

Prof.  N.  W.  .Swayne. 

Dr.  Heurv  Stewart. 

Schuylkill 

York  

Miss  Sallie  M.  Johnson. 

Evening  Sun. 

Harrisburg  Airport. . 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pcnnell. 

Lancaster 

Peuna.  Water  &  Power  Co. 

Huntingdon     .... 

Prof.  Paul  K.  Yoder. 

Lancaster  Water  Bureau. 

Tioga 

Lebanon 

Carlos  P.  Darling. 

Lel.iauon  Valley  Gas  Co. 

Lewistown 

Mifflin 

Clinton 

Ponna.  Edison  Co. 
William  R.  Kelley. 

Delaware 

Sun  Oil  Co. 

Blair 

Susquehanna 

Monroe 

Columbia 

Carbon 

Civil  Aeronautic-,  Authority 

11 
9 

12 
9 
4 
1 

10 

2:; 

14 
10 
5 
17 
2 
9 
7 
13 
17 
5 
11 

4 

8 
5 
10 
14 
12 
1(1 
2 
6 
6 
12 
4 
17 
9 
13 
8 
5 
8 
12 

13 

11 
11 
9 
10 
15 
8 
3 
8 
12 
11 

9 
in 
8 
7 
6 
16 
5 

se. 
nw. 

w. 

w 

nw. 

w 

w. 

n. 

w. 

w. 

s\\ . 

w. 

nw 

w 

w. 

s. 

w. 

s. 

w. 

Harrv  S.  Fancher. 

U.  S.  Weather  Bureau. 

Benjamiu  F.  Conner. 

New  Jersey  Zinc  Co. 

Philadelphia  Airport.. 

Philadelphia 

U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 

Chester 

Phila. -Suburban  Water  Co. 

Schuylkill 

Karl  E.  Karick. 

.lolm  E.  Benner. 

Reading 

Berks 

Lackawanna 

Snyder 

U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 

Dr.  (ieorge  K.  Fisher. 

Penna.  State  College. 

Stroudsburg      

Monroe 

Bradford 

Metropolitan  Edison  Co. 

Mrs.  M.  Ordelia  Parks. 

Tioga 

Chester 

Luzerne 

M.  S.  Bliss. 

West  Chester 

Clyde  T.  Saylor. 

WilUp«i-Ra,rre 

U.  S.  Communication  Sta. 

VVillianisport     

Lycoming 

John  D.  McEwen. 

\Voodward(near) 

York            .            

U.  S.  Weather  Bureau. 

York 

12 
11 

3 

9 

13 

7 
10 

12 

w. 

w. 

w. 

Y'ork  Water  Co. 

Ohio  Drainage 

Bradford 

Brookvllle 

Butler            

Mc  Kean  

1,680 
1.400 
1.077 
1,170 
1.653 
1.150 

761 
2.170 

987 
1.160 
I.  .300 
1.  650 
1.938 
1.  065 

780 

900 
1.286 
1,050 
1..371 

2 
53 
30 
38 
16 
46 
17 
26 
69 
34 
42 
61 
10 
49 

6 
63 
101 

2 
36 
30 
76 
26 
55 
29 
54 
12 

Citv  Water  Dept. 

Civil  Aeronautics  Auth'y. 

Butler 

8 
10 
9 
11 
0 
8 
9 
1 
9 
10 
3 
5 
5 
2 
4 

18 
1 
4 

7 
8 
8 
4 

7 

5 
9 

16 
8 
5 
7 
2 
2 
6 

19 

9 
7 
9 

8 
18 
8 

7 

9 
13 

3 
16 
17 

1 
11 

9 

6 
8 

4 

10 
14 
10 
26 
18 
13 

8 
12 

9 
18 
14 
15 

8 
16 

"u 

1 
14 
21 
5 
3 
19 
13 

12 

17 

11 

w. 

sw 

sw. 

w. 

w. 

w. 

w. 

sw. 

w. 

sw. 

w. 

sw. 

nw. 
nw. 

w. 

se. 

s. 

sw. 

sw. 

w 

sw. 

w. 
w. 

w. 

w. 
w. 

Butler  Eagle. 

Washington 

Potter    

Westmoreland 

Washington 

Walter  B.  Paget. 

Philip  K.  Shaw. 

Derry 

Mi.ss  .V.  Dixie  Wineman. 
Donora  Zinc  Work.s. 

Ebensburg -  • . 

Miss.  Emma  11.  Eastman. 

Venango 

Westmoreland 

Indiana 

William  K.  Fuller. 

Westmoreland  Water  Co. 

Indiana  State  Teachers  Col. 

Robert  Tross. 

j^ane             

McKean 

Crawford 

Beaver 

Lawrence 

U.  S.  Weather  Bureau. 

Meadville 

Midland 

Citv  of  Weadville. 
Perry  P.  Campbell. 
New  Castle  Water  Co. 

Pittsburgh  Airport  . . . 
Pymatuning  Dam 

Allegheny 

Crawford 

Elk 

U.  S.  Weather  Bureau. 

Pa.  Dept.  Forest*  &  Waters. 

West  Penn  Power  Co. 

Sh  aron 

Mercer 

940 
■i.  190 
2,  500 
1,060 

825 
1,190 
1,100 

Carnegie-Illinois  Steel  Corp, 

Somerset 

D.  L   Grove. 

Allen  10.  ^  Oder. 

Fayette 

William  W.  Marsteller. 

Westmoreland  — 
Warren 

Carn-^gie-lllinois  Steel  Corp. 

Warren              

Harold  L  Johnson. 

Greene 

Thomas  S  Knox. 

Division  mean. 

J.ake  Drainage 
Erie  

Erie 

670 

70 

U.  S.  Weather  Bureau. 

For  cooperative  stations  the  departure  from  norma!  temperatures  are  computed  from  averages  of  entire  period  for  stations  having  10  or  more  years  of  record.     Departures 
*^..^n,-*«;..n^{n«  *r^w  f.^n+;nno  ,.t{.v,  1ft  rt..  rr^nr^n  TT^n ..o  rtf  yannf^  Q Ko  rtrvvr, »\,i to/^  imm  a  iirnTnoi  r\v  "ctftnHnrH  ineftTi  "  adj usted  to  a  uuiforni  36-year  period;  for  stations  oi  lo  to  14 


of  precipitation  for  stations  with  15  or  more  years  of  record  are  computed  from  a  normal  or  "standard  mean, 
years  the  means  for  period  of  record  are  used.         t  On  other  dates  also.  $  Incomplete.  II  Total  partially  estimated. 

cipltatlon  less  than  .01  inch.  Reference  letters. '.  ••,  °,  etc.,  indicate,  respectively,  1,  2,  3,  etc.,  missing  from  the  record 

It  Formerly  Bloomsburg  [near] 


Estimated. 


T.( trace)  Indicates  pre- 


W.  B.  0.,  Phlladelphia-6- 19-43-975 


Fkiuui.\ry,  n>-lo 
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Daily  Preolpit 

ation  for  February. 

1943 

Counties 

Day  of  month 

1 

Stations 

I 

■2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

18 

14 

16 

Ifi 

17 

18 

19 

20 

21 

22 

28 

24 

26 

28 

27 

28 

29 

80 

31 

ATLANTIC 

DRAINAGE 

Piiivriiir  Ilaain 
VVPV.K  DK.1.AW.\I!E 

Dingmans  Ferry-.. 

llnwlev- 

Hollistcrville^ 

Lakevillc- 

Pike 

Wayne 

Wayne 

Wayne 

Piko 

Monroe 

.07 

tV 

'.'67 

T. 

T. 
T. 
T. 

■;34 

.60 
.39 
.38 
.41 
.47 
.11 

.08 
.20 
.13 
.24 

.07 
.65 

.40 
.33 
.44 

.32 
.47 
T. 

".b'i 
.01 

T. 

'.'ei 

.60 
.29 
.23 
.28 
.48 
.01 

"63 
.05 
.09 

".03 

T. 

.29 

T. 
.02 
.04 
T. 

T. 

.09 
.10 
.09 
.06 
.11 

.08 
.07 
.12 
T. 

.07 
.09 
.09 
.10 
.12 
.06 

1.86 

i'V 

T.' 

T.' 

.01 

.05 

".bi, 

T. 

.07 
.08 
.11 
.07 
.06 

T. 
.03 

'."65 

't.' 

■••• 

'••• 

•••• 

1.68 
1.80 
1.93 

1.74 

Mfttnuiorft.<- 

Mount  Pocono"'  — 
Plen.^ant  Mountt... 
Stroud>burg 

T. 

T. 

T. 

T. 

T. 

T. 

.15 

T. 

.20 

2,41 

Monroe 

Wayne 

Lehigh 

.14 

.04 

.02 

.04 

tV 

.02 

.16 
T. 

.01 

.05 

.42 
.35 

.22 
.44 

.23 
.13 
.03 

.38 

.IS 

.31 

".62 
.14 
.35 
.12 

.09 

:::; 

T. 

.56 
.62 

.10 
.57 
.60 
.27 
.2« 
.80 

.55 

'.'48 
.44 
.05 

.51 
.26 

01 

.11 

T. 

.'65 
.15 

'.'67 

.... 

.17 
.10 

.04 
!26 

.06 
.08 

T 

.23 

.02 

'!22 

.06 

■'    ■ 

.... 

2.28 
1  62 

Tanners  FallsJ 

Lehigh 

T. 

'.'64 
.02 
.05 

.23 
.10 
.04 
.18 
.32 
.27 

1.93 

AUentowu- 

Bethlehem  t 

'.'io 

T. 
T. 

.03 
.10 

.38   T.  1 

'.'63 
T. 

'.'63 

.08 
.21 

'.'22 

1.83 

Monroe 

Wayne .   ■ 

Carbon 

Carbon 

.07 

"m 

.05 

.20 
.11 
.03 
.34 

.04 
.26 
.18 
T. 

1  68 

Blakeslee  Cornerst 

Gouldsboro- 

Lansford- 

. . . . 

■1.94 

'2.08 

2.50 

Mauch  Chunk 

Me^^vin^burg- 

i'. 

.,. . 

Lehigh 

.U 
.07 

« 

.10 
.11 

« 

.1! 

.10 
.OS 
.09 

.01 

T. 

* 

.01 

.51 
.29 

.84 

T. 

.27 

.50 
.16 
.11 
.25 
.18 
.03 
.37 

.02 

.03 
.01 
.03 

.08 

.64 
.64 
.61 

.11 
.21 
.18 
.13 
.11 
.60 
.10 
.37 
.67 

.38 
.56 
45 

T. 

T. 
T. 

t. 

.13 
.18 

.08 

.01 

't.' 

.32 

.17 
.46 

.18 

T. 

T. 

.06 
.40 
.16 

.15 
.32 
.43 
.19 
.17 
.25 
.21 
.49 
.12 

2.07 

New  Tripoli 

Palmertout 

Zion.v  villa 

Schuylkill 
Conshohocken 

.02 

2.17 

Lehigh 

Montgomery 

Berks 

2.63 

'!46 
..50 
.71 
.45 

'.'46 
.32 

.68 
.10 

.02 

T. 

.30 

T. 

T. 

.21 

T. 

111.61 
1.95 
2.56 

Fredericks ville-. .. 

'i'. 
* 

.02 

.04 
.06 
.02 
.03 
.03 

.62 

'!i7 

.06 

".m 

T. 

.02 

.  20 
.  18 
.69 
.32 
.18 
.24 
.18 

i'. 

T. 

'.'62 

.2b 
.22 
.21 
.29 

".aa 

.25 
'1'. 

't'.' 

't.' 

't.' 

'.'20 

* 

Gratersford^^ 

Phoenixville- 

Port  Clinton 

Montgomery  — 

Che.«ter 

Schuylkill 

Montgomery 

SplmvlVill 

2.41 

T. 
'.'62 

T. 

't.' 

T. 

.02 

't.' 

.18 

* 
.25 

'.'26 

... 

1.67 

.10 
.01 
.02 

.18 

'!64 

2.25 

.... 

.... 

1.72 

1.87 

.01 

1.73 

Wernersville^ 

Lower  Delaware 

Uar]Z'i 

Chester 

.04 
".06 

t. 

.09 
.07 

'.'io 

17 
.06 
.08 

.07 

T.' 

.12 
T.' 

■."08 
T. 

'.'62 
■.'27 

■.'06 
T. 
.0.5 

.13 
.05 
.09 
.30 

.24 

.14 

.09 

.09 

T. 

.09 

.12 

.06 

'!6i 

.07 

.02 

'.'08 
.02 

.01 

.08 
.04 

.32 

.29 

.33 

* 

..37 
.40 
.10 
.31 
.42 
.23 
.12 

.06 
.10 

".W 

.03 
.12 

'!32 
T. 

.oc 

.04 
.39 
T. 
.17 

'!24 
.30 
.21 

.06 
.34 
.10 
.12 
.20 
.12 
.41 
.07 
.14 
.22 
T. 

T. 
T. 
.02 
T. 

.02 
T. 

".02 

.65 
.70 
.66 
.07 

.71 
.7.' 
.17 
.80 
.55 
.71 
.25 

.09 

.23 

".ib 
.01 

.16 

.01 

.46 

.04 

T 

.21 

.46 

T. 

.37 

,05 

.37 

.36 

.44 

.10 
.14 
.26 
.18 
.18 
.27 
.47 
.18 
.3- 
.39 
T. 

.30 

.20 
.01 
T. 

T. 
T, 

1.64 

Doylestown 

George  School 

Marcus  Hook''' 

Philadelphia 

Bucks 

Bucks 

Delaware 

Philadelphia 

Philadelphia,,.  . . 
Philadelphia, — 

Philadelphia 

Bucks 

Chester 

.21 
.10 
.42 

'[34 
.17 
.15 
.19 
.30 

.02 
.20 
.22 
T. 

.25 
.21 
.25 

'!36 
.23 

.14 
.01 
.15 
.02 

.26 

r 

'102 
.61 

':58 

'.'45 

'.'is 

.33 
.41 
.30 

^38 
.63 
.26 

'.'65 

'^56 
T. 

.02 
.02 

'.'i2 
.09 
.03 

'!57 

.36 
.30 
T. 

.18 
.17 
.04 
.42 
.26 
.39 
T. 

.10 
.05 

'.'65 

.05 

.02 

.01 

.18 

.02 

.04 

T. 

.19 

T. 

.13 

.04 
.14 
.08 

.07 
.17 

".if> 

'.30 
.24 
.16 
.07 
.04 
.05 

't.' 

.22 

T 
T. 
.21 
T. 

'.'33 

.06 
.03 
.15 
T. 

.07 

T. 

.03 

'.'6.5 
.09 
.03 

'[36 
.06 
.09 
T. 

.01 

.01 
.01 

.19 
.03 

'.'ii 

.04 
.07 
.12 

.02 
.10 
.04 
.08 
.03 
.07 
.18 

.04 
.22 
.04 
.09 

.10 
.53 
.09 
.02 
.12 
.42 
.19 

1.71 
1.67 

T. 

T. 
T. 

T. 

05 

1IL95 

1.89 

Airport  Station' . . 

City  Otficeji 

Franklin  Inst.  2.. . 

.05 
.04 
.05 

1.68 

5 

.04 

.07 

't. 

T.' 
T. 

'.'62 

.04 

.04 

* 
OS 

.02 

".bb 

.14 
.13 

't.' 

T. 

't. 

.23 

't" 

.54 

'!6i 

'.'64 

.14 
.05 

.01 
.13 

'.'69 

't'.' 

.41 
.11 

.04 
.16 

t. 

2.08 

Shawraont 

Quakertown 

Westchester 

West  GroveS 

Susquehanna  Basin 

Chemung 

Austinburgt 

Centerville'^ 

1.11 

T. 

.10 

't. 

".\s 

".ih 
'.'62 

't. 

.02 

.06 

'.'is 

.03 
.04 

.03 
.10 

T. 

't'.' 

.03 

't.' 

T. 

.09 
.20 
.19 

'.'42 
.14 
.09 

'!36 

T. 

.31 
T. 

't.' 

T. 

'.'64 

.03 

1.92 

.03 
.'63 

.07 

1.95 

Tioga 

.01 

.01 

'.'so 

.19 
.05 
.14 
.10 

.10 

T. 

T. 

.22 

'.'ii 

.21 

T. 

.07 

'!i4 

.16 

.05 

.09 
.10 
.26 

L31 

Bradford 

Tioga 

1.01 

0  98 

Covington-' 

Lawreuceville 

North  Branch 

Canton^.,  

Danvllle'- 

T. 

0.49 

Bradford 

Montour 

Bradford 

Columbia 

Susquehanna..  .. 

Columbia 

Bradford  

Luzerne 

T.' 

tV 

T. 

't'.' 
"i'",' 

tV 

t'.' 
't.' 

.05 
T. 

".OS 
T. 
.04 
.02 
.05 
T. 
.01 

']66 
.01 

.0'.; 

.19 
'^32 

".ii 

.17 
.09 
.11 
.10 
.08 

T. 
".m 
.14 

't.' 

■!67 

'.'08 
'.'oa 

'.'61 
T. 

.02 

T. 

.02 

'.'64 
T 
.01 

't.' 
't 

.02 
.05 
.01 

'.'63 

.12 

'.'6i 
.10 

'.'62 

T. 

1.34 
1.71 

Kellogg  Mt  Tower2 

.02 
'.'06 

't'.' 

.04 

.10 

T. 

.0^ 

T. 

0.96 

'!6i 
.'61 

T. 

't'.' 

.06 

't'.' 

T.' 

1.65 

Montrose^ 

Orangeville^ 

Orwelis 

Pikes  Creekt 

Rush2 

T 

1.69 

1.77 

T. 

'.'io 

T. 
T. 
T. 

T 

't'.' 

T. 

1  12 

2.13 

'.'63 
.09 
.05 
.03 
.03 

.10 

'.'i4 
.03 
.23 
.21 

.08 
.07 
.06 
.03 
.41 

't.' 

T. 
.01 

1.70 

Lackawanna 

Susquehanna.... 

Bradford  

Wyoming 

0.88 

Susquehanna^ 

1.50 

0.97 

Tunkhannockt 

Wilkes-BarreS 

West  Branch 

1.16 

.08 
.05 

'.'2.^ 

.07 
.12 
.30 
.34 
.01 
.08 
08 
.36 

T. 

.02 

T. 

T. 
'.'62 

".m 

".05 
.04 
.01 

T. 

.07 

.01 
T. 

T. 

T. 

T. 

1.30 

Tioga 

Blair 

Clearfield 

Potter 

Lycoming 

0.78 

Bald  Eaglet 

Berwinsdale2 

Carter  Campt 

Cedar  Run2 

.... 

1.13 

'.'6i 
.12 

.15 

.07 
.01 
.03 

''62 
.01 

".ih 
't.' 

.13 

5 

0.87 

.09 
.10 
T. 

M 
.01 
.OS 

i''. 

'!in 

.17 

.04 

.10 

'.'i2 
.11 
.01 

.10 
.20 

.18 
.18 
..36 
.20 
.29 
.35 
T. 

.08 
.12 
T. 

".ib 

■;i5 

.04 

1.58 

Clearfield 

Clearfield 

.20 
.14 

.07 
.16 
.07 
.10 

T. 

.03 

.01 

t. 

2.87 

Cunvensville' 

Driftwoodt 

Du  BoisCnesr) 

3.06 

1.17 

Clearfield 

.06 

T. 

1.44 

5 

Eagles  Mere2 

Emporium  2 

English  Centert.,. 

Galeton 

ICarthaiis2 

Sullivan 



.09 

.0' 

.03 

2.25 

Lycoming 

Pnttar 

.12 
T. 

.11 

".6i 

M 
.28 

.12 
.33 
.11 
.0!^ 
.1-1 
.Of 
.0£ 

'.'05 

'.'64 

.05 

.35 
.07 

.r 

.25 
.21 

.2e 

.OE 

.'63 
.Of 
.2f 
.1;- 

.0- 

T.' 

.IS 
T. 

T. 

T. 

.02 
T. 

.3C 
.Of 
.1£ 
.Si 
.2C 
.4i 
.2f 
.Of 

.01 



.02 
.06 

... 
.0£ 
.04 
.31 

(\f 

.12 
.08 
.14 
.25 
.2? 
.2C 
.14 
.01 

'.'6e 

.05 

.01 

. 

T. 

.06 
.2? 

.04 

t. 

'.'os 

.27 
.... 

... 

1.16 

T. 

tV 

't. 

.12 
.IC 
.0:: 
.Oi 
.2f 
.Oc 
.01 

T. 

.12 
.04 
.0:- 
.05 
.li: 
.04 

't.' 

... 

... 

... 

'f. 

.04 

'.'6a 

.Of 
.04 
T. 
T. 

... 
... 

'.'6; 

l'.'.'. 

.0? 

".bi 
.If 

... 

.01 

.21 

.02 



'!6f 
.01 

.11 

.r 

.OJ 
.0' 

t. 
.r 
.i< 

.05 

... 

1.05 

Clearfield 

Clinton 

... 

1.58 

Lock  Havpn2  .   . . 

1.39 

Medix  Runt 

Philipsburg'^ 

.0:, 
.01 

1.34 

Centre. 

.0 

1 ... 

) ... 

::;; 

1.97 

Renovo2  . 

Clinton 

Lycoming 

1.30 

Shaffers  Paths,... 

!    .10    .2' 

1.35 

Continued  on  page  II. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


Februaky,  1943 


Daily  Precipitation  for  February.    1 943  -Continued  from  page  10 


Stations 


Counties 


Day  of  month 


1       2       :<       4       5       6       7 


StiBOuekanna  Basin 

(continued) 

West  Branch 

(continued) 

State  CoUeget 

Tamaraclc  Tower'. 

Wellsboro* 

WiniamsportS 


Juniata 

Altoona(near).... 

Bedford* •• 

Breezewood  Intcn 
Buffalo  Mliua..... 
Burnt  Cabin8(nr.)3 
Charter  Oa)i(nr.)I. 
KastWaterford*... 

Huntingdon* 

Lewistown* 

Loop  Mt.  Tower*.. 
Mapleton  Depot*.. 

Martlnsburg" 

Newport* 

Saxton* 

Shade  Qapt 


LwR  Susquehanna 

Arendtsville*... 

Bloservllle 

BlueMt.  lntchg,..8 

Carlisle 

Ephrata 

Glen  KockJ 

Gordon  

Hanover* ■. 

Harrlsburjg  Arptl« 

Holtwood* 

Huntsdale* 

Lancaster 

Lebanon* 

ManadaGap 

Mlddletown? 

Millersburgi 

New  Park 

Penn  Nursery*... 
Peters  Mt,  Tower*. 

Pine  Grove* 

Rlngtown  * 

Sellnsgrove 

Shippensburg.  . 

Sunbury' 

Woodward* 

York 

York  Haven*... 


Centre 

Clinton.... 

Tioga 

Lycoming.. 


Potomac  Bonn 
Chambersburg*.... 
Gettysburg...  . 
Hewltt(near)t.. 

Hyndman* 

McConnellsburg*.. 

Mercersburg 

South  Mt.  San't'm* 
GULF 

DRAINAGE 
Ohio  Basin 

Allbqhbnv 

Acmetonla* 

Aliens  Millst . . . 

BlairsvIUe* 

Bradford 

Brookvllle* 

Buckstownt.... 
Cherry  Gro  vet. 

Clarion* 

Coudersport 

Crooked  Crk.  Damt 

Derry 

Dunlot 

Ebensburg* 

Franklin* 

Glen  Hazel*  (nr.).. 

Hornet 

Indiana 

Johnstown 

Kane' 

Laurel  Hill  Smtt.. 
Laurel  Hill  Tunnel^ 

Lyclppus 

Mahoning  Damt.. 

Marienvillet 

Meadville* 

Mosgrove* 

Parkers  Landing*. 


Blair 

Bedford 

Bedford 

Bedford 

Huntingdon 

Huntingdon 

Perry 

Huntingdon 

Mifflin 

Huntingdon 

Huntingdon  .  . . . 

Blair 

Perry 

Bedford 

Huntingdon 


Adams 

Cumberland 

Franklin 

Cvunberland.... 

Lancaster 

York 

Schuylkill 

York 

York 

Lancaster 

Cumberland 

Lancaster 

Lebanon 

Dauphin 

Dauphin 

Dauphin 

York 

Centre 

Dauphin 

Schuylkill.... 
Schuylkill.... 

Snyder 

Cumberland. . 
Northumberland 

Centre 

York 

York 


Franklin. 
Adams,. .. 
Bedford.. 
Bedford  . . 

Fulton 

Franklin. 
Franklin. 


.02 


9     10     11      U      13     14     16      16      17      18      19     20     21     '22     23     24     25     26     27     28     29     30     31 


T. 


Allegheny 

Jefferson 

Indiana 

McKean 

Jefferson 

Somerset 

Warren 

Clarion . 

Potter 

Armstrong 

Westmoreland.  . 

Cambria 

Cambria 

Venango 

Elk 

Indiana 

Indiana 

Cambria 

McEean 

Westmoreland. . 
Westmoreland.. 
Westmoreland. . 

Armstrong 

Forest 

Crawford 

Armstrong 

Armstrong 


.02 


.01 


.01 


,03 


.05 


.01 


.03 


.05 


.07 


.02 


.02 


.05 


.06 


.02 


.03 


.05 


.18 


.08 


.04 


.02 


.01 


.01 


T. 


.06 


.13 


.02    .26  T. 

.04  .21 

.03  .  18 

.10  .38 


.06 


.39 


.08 

.04 
T 

".m 

.02 
.05 

'6.5 

.03 

.03 

.05 

.03 

.03 

T 

.05 

.02 

.09 

.11 

.02 


.05 


.02 


.03 


T. 


.05 


.02 


.07 


.05 


.02 


.03 


.01 


.09 


T. 


.03 


.02 


.02 


T. 


.04 


.05 


.07 


.07 


T. 


.02 


.02 


.20 


.10 


T. 


Continued  on  page  12. 
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(bounties 


Al.l.KllHKNY 

(oontimiod) 
rittsburBliCtyOft' 
I'ort  Alk'Kiuiy-  — 
Vunxsutawuoy''' .    . 

UidKway- 

SaltslnirgS 

Sowivrd- 

Smetliportt 

Strongstownt 

Tiouesta  Daint  — 

TitusvilleJ 

Union  Cityt. 

Vaudorgrif  t  '^ 

Warreu^ 

Youngs  villet 

MONONUAHELA 

Contluem'e  - 

ConnoUsvillo- 

Uouora^ 

Greensboro^ 

Greeusburg 

Invin 

Meyersdale- 

Murrysvillet 

NewelH 

Pittsburgh  Arpt.Ji. 

Somerset 

Springs 

Uuioutown 

Waynesburg 

Beaver 

Beaver  Falls- 

Butler 

Greenville 

Mercer^ 

New  Castle 

Penn  Line^ 

Pyniatuning  Dam2 
Sharon^ 


Ohio 

Claysville^ 

Coraopolis2, — 

Midland^ 

Mt.  Lebanon  — 
Washington!  . . . 

LAKE 

DRAINAGE 

Erlet' 

Raymond! 


AlUigheny 

MiKl'iUI 

Joilerson 

Klk 

Indiana 

Indiana       ...  . 

McKeau 

Indiana 

Forest 

Crawford 

Erie 

Westmoreland. 

Warren 

Warren 


Somerset 

Fayette 

Washington... . 

Greene 

Westmoreland. 
Westmoreland. 

Somerset 

Westmoreland. 

Fayette 

Allegheny 

Somerset 

Somerset 

Fayette 

Greene 


Beaver 

Butler..  

Mercer 

Mercer 

Lawrence 

Crawford 

Crawford 

Mercer 


Dally  Precipitation  for  February,  ie43-Continued  from  Page  II 


Day  of  mouth 


Washington . 
Allegheny  ... 

Beaver 

Allegheny  ... 
Washington  . 


Erie.... 
Potter.. 


1       2      8      4      6      6      7      8      9     10     11     12     18 


T. 


.02 


.09 


T. 


.09 
.  05  . . . 
.07 
.05 
.01 


T. 


.03 


.09 


.02 


T. 


.04 


.58    .06 

28    .05 


.05 


Ifi 


.l(i  .08 
.14  .05 
.07    .04 


07  .16 
.01  .15 
.08 
.25 
.11 


.04 


.02 


T. 


T. 


T. 


.02 


20 


T. 





22 


28 


24     26 


.06 


.02 


.02 


.48    .01 

.47  . 


.42 


26 


27 


T. 


.05 


28 


29     80    81 


T. 


1.87 
1.64 
1.88 
1.86 
1.68 
1.84 
1.70 
2.08 
2.80 
2.68 
2.26 
1.51 
8.83 
2.77 


1.81 
MS 
1.34 
1.13 
2.44 
1.87 
1.03 
1.22 
5 

1.72 
1.25 
L74 
1.28 
1.33 


1.94 
1.76 
2.38 
2.70 
2.19 
2.12 
2.27 
2.39 


2.10 
1.38 
1.79 
1.76 
1.66 


1.25 
1.53 


Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  l^^f"""  ^;°*^^°^^^; '';!  "^ 
observation,    i  First  order  Weather  Bureau  station:  precipitation  is  for  24-hour  period,  midnight  to  midnight,  unless  otherwise  indicated.      -  Precipitation  measured        he 
morning;  amount  then  recorded  is  for  the  preceding  24  hours.    ^  Precipitation  for  period,  midnight  to  midnight.    4  Precipitation  for  Penod,  noon  to  noon^       f  f^Xded  ■" 
for  period,  1 :3t.a.  m.  of  date  on  which  amount  is  recorded  to  1 :30  a.  m.  following  date,    t  Precipitation  ineasured  with  recording  gage  ""i"^^^^*  *°;^^"'^^^  .^^^^   "'^^'^ 
next  measurement.     5  Incomplete  or  missing,     t  Daily  amounts  inconsistent.    T.(trace).  when  precipitation  is  less  than  .01  inch.    II    Record  partially  estimated. 


PBESSTJKI 

,  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind** 

Relative 

« 

(reduced  to 

sea  level) 

Humidity 

2 

Stations 

3 

0 
3 

>, 

t^ 

Sf? 

h' 

g 

a 

a 

a 

« 

« 
S 

B3 

2 

S 
^ 

3 

1 

a 

<x>  o 

<  > 

g5 
1^ 

o 

2 
S 

P 

Erie 

30.69 
30.65 

18 

IS 

29.26 

29.50 

6 
6 

11.1 

0.0 

30 

26 

w. 

nw. 

7 
1 

89 

74 

'58' 

82 
60 

32 

55 

1028 

Harrisburg 

880 

Philadelphia 

30.64 

18 

29.48 

6 

10.  4 

37 

nw. 

14 

76 

57 

6b 

56 

817 

Philipsburg 

30.64 

18 

29.41 

6 

13.3 

4la 

w. 

V 

88 

72 

V3 

1113 

Pittsburgh 

30.68 

18 

29.37 

6 

14.0 

35 

w. 

28 

80 

62 

62 

47 

937 

Readiug 

30.68 
30.60 

18 
17 

29.49 
29.40 

7 
7 

13.4 
8.1 

44 

25 

e. 
nw. 

6 
8 

V2 
79 

bb 
69t 

bli 
6911 

67 
42 

881 

Scranton 

1025 

•  For  any  five-minute  period, 
t  Local  noon         II  3 :00  p.  m. 


I  4:00  p.  m. 


Corrected  to  true  velocities. 
'  One-minute  interval 


Stations 


KIVEK  CONDITIONS 


Port  Jervls,  N.  Y 

Easton 

Lehighton 

Readiug 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)  Lock  No.  5 

Sutersville 

CharleroK  nr.).  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7... 


Rivers 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio 


4.1 
4.9 
4.1 
5.2 
8.0 
4.9 
6.1 
5.4 

16.6 
6.5 

16.8 


9.0 

25 

12.3 

26 

5.9 

25 

8.2 

21 

16.0 

26 

11.0 

25 

7.7 

8 

9.0 

26 

21.2 

23 

9.6 

21 

20.9 

2 

* 

20.9 

12 

2.9 
2.7 
3.4 
3.9 
4.4 
2  1 
4.7 
4.2 

13.6 
5.1 

13.0 


*  Pool  stage. 


t  On  other  days  also. 


1 

16 

9t 

3 

3 
17 
19 

5 

18 
15 
18 


18 
22 
9 
13 
22 
20 
22 
17 
24 

■:o 

SO 

5 

30 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


February,  1943 


Daily  Temperatures  for  February,    1948 


Stations 

1 

2 

it 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

t 

16 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30     81 

Mean 

.  /  Maximum  — 

\  Minimum  — 
.  t  Maximum.... 

\  Minimum 

.  (  Maximum.... 

\  Minimum 

.  /  Maximum 

\  Minimum 

.  /  Maximum 

\ Minimum..  .. 
"  1  Maximum... . 

\  Minimum..  .. 

(  Maximum 

\  Minimum 

/  Maximum.... 

\  Minimum 

.  /  Maximum 

■\^  Minimum.. . 

1  Maximum.... 

\  Minimum 

.  (  Maximum.... 

\  Minimum..  .. 
.  (  Maximum 

V  Minimum..  .. 
.  (  Maximum.... 

\  Minimum 

.  (  Maximum.... 

\  Minimum  — 
.  /  Maximum... . 

\  Minimum..  . . 

.  /  Maximum... . 

\  Minimum  — 
.  /  Maximum 

\  Mininmm 

.  /  Maximum  — 

\  Minimum  — 
.  /  Maximum.... 

\  Minimum 

.  t  Maximiun.... 

\  Minimum 

.  /  Maximum 

\  .Minimum.. . . 

40 
25 
38 
24 
38 
32 
45 
29 
38 
25 
42 
24 
40 
19 
44 
26 
39 
21 
39 
25 
45 
26 
40 
30 
40 
31 
31 
29 
42 
30 

40 
20 
38 
16 
51 
27 
48 
28 
32 
18 
29 
29 

36 

24 
31 
19 
36 
19 
34 
23 
32 
23 
40 
24 
2-\ 
16 
36 
16 
25 
6 
34 
13 
28 
21 
38 
23 
38 
24 
33 
20 
35 
21 

29 
17 
24 
8 
34 
23 
35 
25 
29 
16 
25 
18 

36 
11 
32 

8 
32 
10 
33 

4 
31 
15 
34 

8 
32 

-  2 
32 

6 
35 

4 
32 

2 
30 
11 
33 

1 
34 

7 

50 
17 
35 
15 

31 

-  3 
30 

4 
41 
16 
40 
24 
30 

7 
38 

3 

40 
9 
43 
29 
45 
30 
49 
31 
38 
30 
46 
32 
48 
30 
48 
30 
50 
34 
47 
32 
50 
30 
44 
29 
44 
33 
54 
23 
39 
30 

40 
27 
45 
30 
58 
38 
60 
45 
38 

8 
51 

5 

48 
34 
48 
30 
50 
32 
50 
32 
49 
35 
56 
36 
48 
30 
50 
30 
47 
28 
50 
31 
52 
30 
50 
27 
50 
33 
61 
24 
51 
38 

48 
29 
43 
26 
53 
29 
51 
33 
42 
28 
45 
29 

.39 
34 

40 
33 
40 
34 
48 
36 
40 
33 
41 
32 
46 
30 
40 
36 
44 
25 
42 
32 
63 
36 
43 
32 
40 
33 
58 
22 
40 
34 

89 
25 
33 
23 
55 
38 
64 
36 
36 
28 
41 
28 

42 
33 
38 
16 
38 
30 
38 
27 
34 
31 
40 
30 
40 
21 
34 
26 
27 
21 
35 
27 
45 
5 
37 
31 
39 
30 
28 
24 
37 
32 

37 
20 
24 
19 
40 
24 
36 
26 
30 
22 
25 
21 

37 
32 
34 
24 
40 
30 
44 
26 
36 
31 
39 
29 
28 
20 
36 
24 
32 
16 
36 
24 
38 
23 
42 
30 
40 
29 
41 
24 
36 
31 

34 
22 
28 
15 
40 
28 
43 
27 
32 
20 
31 
20 

40 
24 
38 
15 
37 
22 
42 
17 
41 
24 
40 
22 
35 

9 
44 
18 
39 

8 
44 
14 
36 
17 
40 
20 
44 
25 
48 
20 
38 
24 

43 
7 
36 
14 
49 
16 
48 
26 
38 
13 
40 
12 

42 
24 
42 
31 
40 
30 
44 
32 
36 
28 
46 
34 
46 
32 
46 
32 
50 
35 
44 
32 
50 
34 
42 
29 
45 
30 
63 
24 
42 
29 

43 
27 
39 
28 
57 
40 
68 
43 
38 
12 
43 
12 

42 

28 
39 
19 
43 
30 
44 
27 
40 
24 
36 
30 
46 
20 
42 
22 
40 
10 
42 
21 
50 
25 
39 
30 
45 
29 
29 
28 
46 
28 

40 
20 
39 
6 
56 
24 
50 
22 
42 
24 
33 
32 

37 
18 
29 
6 
34 
20 
33 
15 
27 
16 
32 
16 
23 

34 
12 
26 

6 

34 
12 
27 

9 
35 
16 
34 
20 
32 

5 
31 
20 

28 

8 
23 

3 
31 

9 
34 
14 
22 

3 
26 

3 

34 
IS 
32 
19 
37 
28 
36 
26 
32 
22 
36 
21 
26 

5 
38 
16 
28 
13 
38 
19 
27 
18 
38 
19 
40 
15 
29 

2 
3» 
21 

31 

9 
24 

8 
32 
22 
32 
20 
22 

4 
25 

5 

24 
14 
23 

0 
30 

1 
29 

4 
23 

0 
28 

8 
20 

1 
20 

0 
11 

-  6 
20 

0 
25 

-  2 
30 
11 
29 
10 
14 

-  1 
31 

9 

24 

2 

10 

-10 

26 

1 
20 

4 
17 

4 
13 

0 

14 

-  5 
9 

-  9 
15 

1 
13 

-  3 
4 

12 

-  2 
2 

-27 
12 

-  4 
6 

-12 
12 

-  4 
11 

-  5 
14 

0 
15 

0 
11 

-  6 
9 
0 

5 
-20 

5 

-16 

10 

-  6 
12 

-  1 

-  4 
-20 

6 
-10 

21 

-  5 
17 

-10 
24 

-  2 
17 

-  6 
20 

-  1 
22 

0 

16 

-23 

18 

-  4 
15 

-14 
20 

-  4 
19 

-  8 
25 

1 
24 

4 

21 

-10 

21 

3 

15 
-17 

11 
-11 

17 
-11 

19 
1 

13 
-22 

16 
-10 

31 

0 
27 

6 
36 
14 
30 
10 
29 
15 
34 
10 
23 
14 
30 
10 
26 

0 
32 
12 
18 
13 
35 
14 
37 
15 
28 

1 
35 
14 

26 
10 
22 

-  1 
27 
13 
29 
16 
25 

-11 
23 

-  3 

29 
10 
33 

0 
37 

8 
35 

2 
27 
10 
34 
12 
29 
-19 
34 

1 

27 

-13 

34 

1 

25 

-10 

37 

8 
35 
10 
35 

-  5 
28 
10 

30 
-11 

•a 

-  8 
34 

-  8 
36 

5 
22 

-  4 
31 

-  3 

49 
10 
54 
21 
57 
18 
56 
23 
60 
21 
56 
18 
52 
U 
56 
26 
49 
21 
69 
22 
46 
16 
56 
16 
58 
21 
64 

-  6 
52 
19 

51 
16 
49 
19 
62 
22 
58 
29 
46 

-  5 
48 

-  3 

61 

21 
61 
39 
66 
31 
61 
37 
62 
34 
t>4 
30 
52 
42 
62 
42 
55 
41 
62 
20 
55 
41 
60 
20 
67 
32 
62 
26 
62 
35 

52 
33 
54 
42 
61 
42 
64 
45 
51 
18 
56 
31 

58 
29 
56 
38 
65 
40 
61 
43 
60 
40 
68 
38 
48 
31 
60 
42 
53 
27 
63 
32 
54 
23 
6.T 
40 
67 
46 
53 
33 
60 
45 

54 
31 
49 
30 
51 
38 
55 
38 
68 
34 
48 
39 

58 
29 
57 
37 
65 
36 
60 
28 
60 
34 
66 
32 
53 
23 
62 
30 
64 
26 
62 
26 
60 
34 
64 
29 
65 
30 
58 
30 
60 
32 

54 
23 
51 
32 
54 
36 
62 
47 
58 
32 
65 
35 

65 
29 
66 
33 
67 
33 
67 
38 
66 
33 
68 
32 
61 
25 
68 
30 
62 
24 
68 
26 
65 
■26 
66 
28 
70 
30 
66 
30 
64 
33 

62 
■24 
59 
35 
59 
31 
70 
33 
04 
32 
62 
29 

60 
SO 
69 
36 
67 
45 
67 
43 
68 
34 
66 
38 
61 
32 
62 
34 
57 
28 
62 
34 
65 
37 
67 
39 
67 
44 
56 
38 
65 
45 

68 
31 
51 
•22 
67 
31 
60 
32 
60 
36 
51 
36 

38 
28 
37 
25 
56 
30 
45 
28 
37 
25 
40 
21 
32 
18 
38 
■22 
30 
17 
38 
19 
38 
•25 
56 
27 
48 
31 
33 
21 
53 
24 

33 
19 
28 
14 
39 
28 
36 
27 
30 
20 
30 
•23 

31 
23 
84 

21 
38 
23 
36 
23 
29 
22 
37 
21 
30 
U 
36 
•20 
31 
17 
36 
18 
34 
25 
35 
•23 
34 
25 
32 
21 
37 
22 

32 
12 
27 
13 
34 
'26 
36 
30 
■27 
11 
30 
20 

36 
23 
30 
11 
32 
18 
34 
10 
32 
•22 
34 
17 
•28 
13 
28 
12 
26 
16 
32 
15 
32 
13 
35 
18 
34 
19 
38 
11 
82 
26 

29 
14 
•25 
10 
28 
13 
31 
15 
28 
11 
30 
10 

47 
'23 
46 
19 
49 
19 
46 
■23 
46 
25 
48 
22 
35 
26 
46 
'22 
38 
17 
46 
23 
43 
16 
49 
15 
51 
•25 
47 
11 
50 
19 

36 
21 
36 
14 
46 
•25 
48 
31 
37 
11 
38 
10 

40.5 

20.5 

Altoona(near) 

39.0 

19.3 

Aiendtsville 

43  3 

23.6 

Bedford 

Bethlehem^ 

42.7 

22.5 
38.4 
•23.0 

Blue  Mt.  Interchange 
Bradford 

43.0 

■22.  6 
36.5 

14.8 

Breezewood  Intchg^. 

41.3 
'20.6 

Rmnkville^ 

36.6 

14.8 

Burnt  Cabins(near)3 

41.5 
18.7 

Butler            

40.0 

18.  8 

Carlisle 

43.4 

21.6 

Chambersburg 

44.1 

24.3 

Claysvllle2 

412 

16.3 

Coatesville 

Coudersport 

41.8 

24.6 
37.3 

14.9 

Cunvensville* 

Derry 

33.2 

13.8 
47.9 

21.8 

Donora'' 

.... 

44.4 
26.8 

Eagles  Mere  2 

Ebensburg2 

34.4 

12.5 
35.8 

18.0 

Emporium^ 

\  Minimum ... . 

Ephrata 

.  /  Maximum 

\  Minimum 

.  /  Maximum.... 

\  Mininnim.. . . 
.  1  Maximum.... 

\  Minimum 

.  /  Maximum 

\  Minimum..  .. 
.  /  Maximum... . 

V  Minimum ..  . . 
.  /  Maximum 

\  Minimum  — 
.  (  Maximum... . 

\  Minimum 

.  (  Maximum 

\  Minimum  — 
.  /  Maximum 

\  Minimum 

/  Maximum.... 

\  Minimum..  . . 
.  /  Maximum 

V  Minimum 

.  /  Maximum.... 

\  Minimum 

.  /  Maximum 

\  Minimmn 

/  Maximum.... 

V  Minimum  — 
.  /  Maximum 

\  Minimum..  . . 
.  (  Maximum.... 

\  Minimum 

.  /  Maximum 

\  Minimum 

.  /  Maximum.... 

\  Minimum 

.  /  Maximum.... 

\  Minimum 

.  (  Maximum 

\  Minimum 

.  /  Maximum.... 

\  Minimum 

.  /  Maximum 

\  Minimum 

.  (  Maximum 

\  Mininmm..  . . 
.  /  Maximum.... 

\  Mini  mum 

.  /  Maximum..  . 

\  Minimum 

41 
31 
36 
23 
31 
30 
38 
23 
42 
30 
40 
32 
39 
30 
42 
30 
40 
32 
39 
27 
38 
27 
40 
29 

36 
29 
45 
24 
45 
26 
44 
25 
32 
14 
42 
30 
40 
27 
39 
27 
48 
34 
37 
2£ 
46 
31 
41 
22 
40 
30 

37 
21 
25 
19 
27 
21 
31 
15 
.H9 
21 
38 
24 
32 
21 
34 
23 
38 
20 
35 
22 
30 
20 
36 
23 

32 
27 
28 
20 
35 
20 
31 
21 
26 
5 
40 
11 
30 
21 
35 
22 
34 
26 
34 
24 
37 
27 
29 
15 
34 
20 

34 

10 
46 
19 
47 
10 
36 
20 
35 
12 
36 
5 
29 

-  8 
44 
16 
30 
13 
35 
10 
36 

-  5 
34 
18 

35 

2 

37 

15 
42 
15 
34 
9 

10 
31 
49 
36 
53 
IC 

3r 

20 
42 
30 
40 
30 
42 
26 
57 
40 
42 
U 
43 
35 
37 
26 
38 
34 

46 
2 

55 
33 
65 

3e 

54 
SI 

50 
33 
50 
33 
50 
30 
3S 
31 
50 
36 
50 
35 
46 
23 
61 
31 
51 
35 
50 
36 
46 
26 
48 
32 

50 
34 
52 
27 
54 
27 
49 
39 
45 
26 
61 
27 
49 
25 
51 
30 
51 
34 
49 
32 
54 
40 
44 
32 
45 

42 
35 
48 
26 
47 
30 
38 
30 
46 
35 
49 
35 
40 
30 
60 
41 
38 
35 
40 
35 
38 
25 
38 
35 

41 
33 
4S 
38 
51 
37 
45 
36 
3S 
27 
4fc 

3a 

4e 

26 
3fc 
31 
4- 
36 
3f 
35 
4i 
37 
4C 
.3t 
4-i 
2f 

38 
32 
31 
24 
30 
23 
32 
22 
37 
31 
38 
31 
34 
28 
43 
24 
39 
30 
38 
32 
34 
27 
37 
33 

83 

30 
45 
21 
40 
23 
42 
22 
28 
15 
40 
30 
38 
27 
35 
31 
41 
30 
35 
29 
44 
36 
30 
25 
35 
30 

39 
31 
■28 
23 
36 
24 
38 
22 
39 
31 
38 
20 
35 
28 
39 
24 
40 
29 
40 
32 
33 
26 
39 
33 

39 
29 
36 
22 
41 
23 
35 
23 
32 
13 
40 
30 
34 
27 
38 
30 
39 
30 
39 
27 
41 
35 
34 
25 
34 
28 

43 
22 
37 
20 
42 
14 
38 
9 
42 
22 
38 
20 
37 
16 
46 
19 
44 
25 

4:f 

28 
36 
18 
37 

25 

44 

18 
4£ 
16 
4.« 
18 
4^ 
1- 
36 

4-. 

r 
36 
18 

41 
2i 
4i 
2i 
4 

i; 

4S 
2i 
31 
V. 
36 
If 

43 
29 
54 
31 
53 
15 
38 
19 
39 
22 
45 
30 
36 
2J 
64 
40 
47 
26 
40 
32 
32 
8 
41 
31 

46 

18 

64 

36 

62 

37 

48 

33 

44 

29 

42 

26 

)     41 

17 

42 

23 

!     43 

!     31 

45 

!     12 

»     48 

33 

I     39 

)      33 

)     36 

)      20 

31 
31 
13 
30 
28 
38 
20 
57 
31 
43 
32 
40 
28 
69 
23 
43 
34 
40 
27 
38 
29 
47 
29 

41 
33 
61 
21 
62 
23 
46 
19 
40 
4 
45 
31 
41 
29 
40 
31 
42 
30 
38 
32 
60 
31 
41 
15 
37 
2£ 

33 
19 
26 
16 
29 

9 
24 

5 
32 
18 
34 
20 
28 
11 
31 

9 
35 
20 
33 
19 
30 
10 
35 
24 

33 

13 
28 

4 
32 

7 
31 

7 
27 

4 
35 
19 
30 
12 
32 
17 
32 
17 
32 
14 
35 
25 
29 
11 
35 
11 

35 
23 
21 
13 
27 
10 
25 
10 
36 
18 
38 
24 
32 

9 
31 
22 
37 
21 
38 
24 
27 

4 
37 
27 

36 
13 
29 
20 
31 
28 
29 
19 
24 

2 
37 
19 
32 
12 
37 
17 
36 
23 
32 
14 
42 
27 
29 
13 
32 

6 

33 
15 
13 

-  1 
12 

3 
25 

0 
34 
17 
36 
12 
31 

8 
23 

1 
30 
13 
25 

4 
25 

4 
28 
10 

16 

9 

22 

-  2 
28 

0 
20 

0 
12 
-20 
36 
14 
31 

6 
2P 
13 
35 

9 

19 
12 
33 

9 
13 

( 

3: 

n 

15 
1 
6 

-  9 
8 

-  8 
H 

-18 
17 

-  1 
15 

2 

13 

-10 

8 

-  4 
15 

2 
13 

2 

10 

-16 

13 

5 

11 

-  2 

8 

-11 

11 

-  5 

8 

-27 
18 
2 
8 

-15 
8 

-  1 
17 

-  1 
12 

13 
6 

( 

t, 

15 

-  c 

21 
3 
18 
3 

18 

-11 

11 

-  9 
21 

0 
23 
3 
6 
-14 
17 

-  7 
24 

2 
23 

4 

17 

-20 

23 

7 

21 

-  9 
16 

-12 
17 

-  9 
14 

-10 
16 

-18 

25 

2 

19 

-  7 
23 

-  2 
22 

4 
21 

-  8 
25 

8 
15 

-  3 

34 
16 
23 
10 
27 

-  7 
22 

6 
S3 
14 
36 
15 
29 

1 
32 
12 
37 

6 
33 
17 
28 

-  6 
33 
18 

32 

-  9 
26 

9 
28 
10 
26 
10 
28 

-  9 
36 
14 
30 

9 
32 

0 
32 
15 
31 

-  8 
38 
17 
25 

8 

31 
10 
31 
5 
30 

-  6 
22 

-  2 
28 
10 
34 

9 
27 

5 
33 

-  5 
36 
11 
32 
11 
25 

-  8 
32 
14 

35 
2 

30 

35 

-10 

34 

-  2 
28 

-15 
36 

7 
30 

0 
31 

8 
32 

7 
82 

-  1 
34 
14 
32 

6 

57 
18 
.53 
31 
52 

-  6 
44 
12 
52 
21 
58 
19 
50 

8 
63 
23 
58 
11 
58 
22 
48 
10 
66 
21 

67 
1 
49 
17 
55 
19 
53 
28 
60 
15 
57 
14 
55 
18 
55 
9 
57 
20 
56 

-  1 
57 
28 
51 
31 

66 
27 
50 
.39 
55 
23 
48 
38 
63 
34 
66 
30 
58 
23 
61 
40 
67 
26 
67 
32 
58 
21 
65 
29 

65 
26 
59 
37 
61 
40 
60 
47 
50 
39 
68 
26 
57 
33 
66 
19 
65 
26 
63 
20 
63 
37 
58 
41 
54 
20 

64 
39 
39 
27 
47 
38 
51 
35 
62 
41 
65 
43 
55 
34 
68 
38 
65 
42 
64 
38 
52 
35 
64 
37 

60 
25 
66 
40 
62 
34 
56 
40 
48 
26 
68 
34 
63 
30 
63 
30 
65 
43 
60 
32 
65 
44 
56 
38 
54 
38 

63 
SO 
53 
27 
56 
27 
61 
34 
61 
30 
65 
32 
56 
25 
58 
35 
66 
37 
65 
32 
56 
21 
57 
35 

61 
29 
56 
30 
59 
30 
59 
38 
53 
20 
64 
27 
59 
25 
63 
31 
62 
31 
60 
30 
63 
40 
57 
36 
53 
23 

67 
30 
62 
44 
65 
27 
60 
40 
67 
•28 
69 
30 
63 
26 
67 
31 
71 
36 
70 
33 
62 
■23 
60 
33 

70 
27 
65 
.35 
67 
25 
67 
29 
60 
30 
67 
27 
64 
26 
69 
31 
69 
29 
67 
28 
66 
38 
64 
37 
66 
27 

67 
46 
58 
28 
52 
28 
60 
36 
66 
47 
68 
62 
58 
44 
63 
39 
68 
37 
66 
38 
57 
35 
64 
43 

61 
■2fi 
65 
36 
67 
37 
64 
36 
50 
19 
69 
46 
61 
36 
65 
31 
68 
41 
58 
28 
65 
43 
.56 
30 
58 
3f 

48 
28 
28 
18 
30 
24 
39 
20 
fil 
•27 
65 
30 
48 
27 
39 
27 
43 
30 
40 
26 
38 
18 
43 
28 

38 
29 
38 
23 
4( 
25 
36 
•25 
28 
10 
67 
25 
35 
21 
40 
31 
55 
30 
36 
26 
45 
32 
31 
24 
54 
2t. 

35 

•24 
33 
18 
32 
21 
•25 
11 
36 
22 
40 
26 
31 
IS 
34 
26 
34 
28 
32 
26 
•28 
10 
35 
28 

35 
18 
32 
22 
36 
23 
32 
•24 
28 
11 
54 
21 
32 
9 
32 
24 
37 
25 
35 
24 
41 
28 
33 
16 
32 
15 

36 
19 
33 
16 
44 
16 
24 
10 
35 
•23 
.33 
19 
31 
16 
27 
12 
3=> 
20 
34 
20 
31 
19 
34 
24 

33 
18 
29 
11 
38 
11 
29 

49 
•24 
38 
19 
42 
17 
41 
15 
52 
■26 
50 
•25 
46 
10 
46 
25 
52 
20 
49 
28 
43 
22 
51 
28 

45 

18 
43 
•22 
46 
26 
43 

43.1 

•24.2 
36.4 

20.4 

Franklin^ 

.... 

38.3 
15.7 

George  Sehool 

Gettysburg 

43.7 

24.1 
44.6 

•24.4 

Gordon 

38.2 

17.4 

Greensburg 

43.6 

22.7 

Hanover^ 

44.0 
23  "2 

Harrisburg'^ 

42.3 

24  7 

Haw  ley 

36.9 

14.6 

Holtwood^ 

41.6 

Huntingdon^ 

26.2 
41  I 

17.5 

Indiana 

41.0 

19.5 

".' 

44.1 

Johnstown 

20.5 
40.1 

10     23 
25      .35 

21.1 

34l     4f 

34.7 

5 
36 

6 
33 

3 
36 

32 

5 
35 

6 
38 
22 
34 

8 
30 

1 

31 
4C 
3C 
4i: 
2h 
41 

4i 
31 
41 
( 
48 
3' 
46 

3a 
"ii 

K 
35 
18 
34 
16 
33 
19 
35 
19 
32 
IS 
34 
26 
27 
16 
32 

10 
53 
18 
41 
•28 
50 
18 
46 
18 
4.1 
•20 
51 
32 
42 
22 
43 

10.1 

Lancaster 

46.0 

Lawrenceville 

Lebanon^ 

. .   . 

•21.5 
39.7 
18.1 
41.2 

19.9 

43  8 

23.8 

Lock  Haven^ 

40.1 

17.2 

Marcus  Hook^ 

45.8 

28.9 

MartinsburgS 

37.1 
20.4 

Mauch  Chunk 

40.1' 

19'     11 

1 

19.9* 

1 

Continued  on  page  14. 
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Dally  Temperatures  for  February,   1943    Coutlnued  from  patro  W 


Stations 


MeadvlUeS 

Mercer'' 

Mlddleto\vu» 

Midlatul 

Moutmse- 

Mt.  Lcbauou 

Mt.  rocouo"" 

New  Castle 

Orangeville 

I'alTnerton'' 

i'hiladolphia 
Airport  Statiou'' 

City  Offices 

Fraukliu  Institute'-. . 

Shawmout 

PhilipsburgS 

Phoenix  ville 


.  (  Mnximiun.. 

\  Minimum.. 
,  (  Miixinuini.. 

V  Mininnnn.. 
,  /  .Maximum.. 

\  Miuin\um  . 

I  Maxiuunn.. 

\  .Minimum.. 
,  )  Miixinunn.. 

\  Minimum.. 
.  I  Maxinuim.. 

\  Minin>\mi.. 
,  /  Maximum.. 

\  .Mininuun.. 
.  I  .Maximum.. 

\  .Minimum.. 

/  Maxinuim.. 

\  Minimum.. 
,  /  Maximum.. 

\  Minimum.. 

/  .Ma.ximum.. 
\  Minimum.. 
/  .Maximum.. 
^  .\!iiniiuim.. 
(  Maximum., 
i  .Mininnnn.. 
I  Maximum.. 
\  Minimum.. 
(  .Maximum.. 
\  .Minimum.. 
/  Maximum.. 
\  Minimum.. 


Pittsburgh  Arpt  Sta.".  /  Maximum., 

\.Miiiimum.. 
Pittsburgh  City  Office^  (  Maximum., 

\  Minimum.. 
Port  Clinton /  .Maximum., 

\  .Minimuni.. 
Pvmatuning  Dam2...  I  .viaximum., 

\  .Minimum.. 
Quakertowu /  Maximum., 

\  Minimum.. 
Reading^ /  Maximum., 

\  Minimum.. 
Ridgway2 )  Maximum., 

\  Minimum.. 


ScrantonS i  Maximum., 

\  Minimum.. 
Selingsgrove (  Maximum., 

\  .Minimum.. 
Sharon )  Maximum. 

\  Minimum.. 
Somerset /  Maximum. 

\  Minimum.. 
Springs /  Maximum. 

\  Minimum.. 
State  College^ /  Maximum. 

\  Minimum.. 
Stroudsburg /  Maximum. 

\  Minimum.. 


Towanda /  Maximum.. 

\Minimum.. 
Uniontown /  Maximum.. 

\  Minimum.. 
Vandergrift  3 (  Maximum.. 

\  Minimum.. 
Warren /  Maximum .. 

\  Minimum.. 
Waynesburg /  Maximum.. 

\  Minimum.. 
WellsboroS /  Maximum.. 

\  Minimum.. 
West  Che.ster /  Maximum.. 

\  Minimum.. 
Wilkes-Barre' /  Maximum.. 

\  Minimum.. 
Wllliamsport /  Maximum.. 

I. Minimum.. 
Woodwards /  Maximum.. 

\  Minimum .. 
York /  Maximum.. 

\  Minimum.. 


•27     '21 

'21!      17 

5l!     '27 

'20|     1'2 

89     »•) 

'26|    '21 

47 

27 

35 

'21 

45 

25 

;i2 

19 

43 

■26 

40 

26 

40 

25 


28j     29: 

25 ' 

20 


35i 
14  26 
42      46 


28     31 


30     18 


34 
11 
32 
25 
31 
■20 
27 
8 
32 
23 
32 
11 
32!  3fi 
19]  22 
26  .32 
15i  16 
331  33 
151  20 
23  26 
4  10 
35  39 
20     23 


13 
-  3 

18 

2 
30 
10 
10 

0 
33 
11 
24 

6 
14 

4 


19 

-  5 
32 
11 
24 

1 
19 

-  3 
Ifi 

-  6 
19 

-  4 


9 
-18 

6 
10 
13 

1 
10 

-  3 

-  6 
-20 

10 

8 

7 

-19 

10 


12 
3 

12 
3 

12 
2 

17 

3 

1 

-13 

21 
-  2 


4 

-14 

13 

-  3 
13 

-  1 
11 

-20 
15 

-  4 
5 

-16 

13 

1 


19 
-18 

16 
-  9 

22 
5 

24 

-  1 
14 
20 
18 

-  1 
11 

-14 
21 
4 
20 
13 
22 

-16 

23 

4 
23 

8 
24 

3 
23 

1 

-10 
29 

-  1 


15 

1 

19 

5 

18 

-12 

'20 

15 

19 

10 

22 

3 

17 

17 


17 

3 

21 

-  2 
18 

-  4 
13 
12 
10 

n 

17 

3 

22 

21 


21 

-  7 
19 

-  4 
20 

4 

19 

-15 

20 

-  8 
17 

-16 

23 

2 

20 

-  3 
22 


-12 

14 

-10 

2 

-13 

17!    24 

3|      1 


26 
11 
29 
12 
29 
5 
25 

-  2 
30 
7 
33 
18 
27 

-17 


18     19 


5 

3i 

-13 

38 

-  1 
28 

-  4 
33 
10 
26 

5 
32 

-  4 
24 

-  2 
34 


14     10 


20 


62!    56 

41 

51 


22     28 


36 

5n 
30 

60 

42!  38 
57  54 
20;  33 
63!  61| 
32i  43 
59  57 
27l  30 
60;  63! 
27|  35] 
56j  51 
40  40| 
66!  671 
28,     39! 


24     26     20 


29      '.iK 
661    63 


80     81 

W     17 

28     81 

18!     14 

46!     33 

24|     25. 

351    38! 

25 

2S 

20 

35 

24 

■26 

10 

46 

23 

37 

24 

38 

23 


41 
28 
42 
30 
42 
32 
601     37! 


56      36 

34      22' 


23 
66 

47j 
57i    33 


30 
15 

41!  37 
281  29 
401  36 
27  '22 
30  32 
18  15 
38  36 
25|  '26 
30i  31 
■20i     12 


57|     36 
30     25 


31 

30!  19[  19 
R2|  45l  35 
42i  26!  20 
53;  30  25 
17 


25 

69!     65 

52     28 


27 

.« 

/'» 

:tO 

81 

R4 

89 

13 

! 

14 

V7 

87 
16 
48 
97 

IV 

3'^ 

71 

30 

43 
24 

86 
14 
47 
25 
39 
20 
3'1 

.... 

14 

28 

16 

■/H 

Vf 

'?6 

16 

31 

15 

17 
44 

31 

15 

11 

37 

47 
26 

52 
29 
52 
30 
53 
32 
53 
25 
37 
18 
58 
22 

44 
22 
45 
■24 
45 
'20 
37 
14 
47 
17 
51 
28 
38 
15 

43 
26 
50 
16 
39 
26 
40 
19 
38 
18 
42 
28 
47 
19 

41 
26 
47 
26 
48 
•26 
38 
24 
48 
26 
40 
14 
52 
23 
45 
28 
45 
25 
35 
20 
52 
23 

35 

■24 

35 

24 

35 

■M 

35 

■?4 

n 

11 

38 

?a 

?7 

1? 

34 

l.s 

31 

20 

35 
13 

34 

'^1 

34 

?? 

33 
14 

99 

•>1 

3'? 

16 

30 

15 

?fi 

8 

?1 

— 

5 

?8 

15 

37 

91 

34 

19 

■;q 

14 

S9 

16 

30 

15 

29 

31 

16 

34 

'?1 

34 

90 

35 

17 

1 

94 

1 

11 

35 

! 

19 

1 

[ 

Mean 


86.6 
12.8 
88.9 
14.9 
41.7 
22.8 
48.0 
23.0 
81.6 
18.7 
41.9 
22.0 
31.8 
14.6 
43.4 
21.0 
38.9 
15.1 
39.4 
19.6 

43.0 
26.2 
43.6 
'28.0 
44.0 
28,2 
44.5 
■24.9 
84.1 
14.5 
50.1 
22.4 


■20.1 
43.1 
20.8 
41.1 
21.6 
39.1 
18.1 
36.9 
17.1 
38.5 
21.3 
42.5 
17.7 


Unless  otherwise  noted  temperatures  noted  represent  extremes  for  24-hour  period  ending  in  late  afternoon.      2   Thermometers  read  in  morning,  maximum  set  back  to  pre- 
ceding date.    3  Midnight  to  midnight.    5  i  :3o  a.  m.  to  1 :30  a.  m.    \  \  °,  etc.,  indicate  respectively  1,  2  or  3  days  missing  from  record. 
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GhENBBAL,  SUMMARY. 

Temperatures  averaged  slightly  below  normal  and  reduced 
the  accumulated  average  daily  excess  for  the  year  to  0  3".  Most 
stations  recorded  their  lowest  temperatures  on  the  4th  and  the 
extreme  minimum  for  the  month  was  the  lowest  since  1*J34. 
The  maxima  of  the  31st  were  generally  the  highest  of  the  month, 
although  a  number  of  stations  in  the  southwest  had  equally  high 
temperatures  on  the  16th. 

Precipitation,  frequent  and  well  distributed  until  the  20th, 
was  generalh'  in  light  amounts  and  the  average  was  again  below 
normal.  This  was  the  third  month  in  which  precipitation  was 
deficient.  The  average  for  March  was  about  one  inch  higher 
than  that  for  February  and  the  accumulated  deficiency  for  the 
year  is  now  2.37  inches.  Frequent  snow  during  the  early  part 
of  the  month  accumulated  a  total  close  to  normal  but  the  aver- 
age for  the  State  was  less  than  half  that  of  March,  1942.  At  a 
majority  of  stations,  the  greatest  24-hour  amounts  fell  in  the 
storm  of  the  6th.  Sleet  and  glaze  were  reported  by  most  sta- 
tions during  the  first  half  of  March.  Hail  fell  at  scattered 
stations. 

High  winds  were  reported  on  a  number  of  days  and  thunder- 
storms occurred  at  many  southern  and  eastern  stations  about 
the  17th.  Heavy  fog  was  reported  by  many  stations,  and,  on 
the  20th,  caused  accidents  in  the  Philadelphia  area  which  re- 
sulted in  one  death  and  three  injuries.  Earth  tremors  were 
felt  in  the  western  part  of  the  State  on  the  8th. 

Although  snowfall,  during  the  past  winter,  exceeded  the  av- 
erage by  four  inches,  wintering  crops  received  inadequate  pro- 
tection. Periods  of  thawing  which  depleted  the  snow  cover  al- 
ternated with  periods  of  freezing  in  which  the  crops  were  dam- 
aged. By  the  end  of  March,  the  varying  temperatures  and  the 
muddy  fields  had  delayed  farm  work  so  that  it  was  approx- 
imately ten  days  late. 

G.  W.  S 

TEMFERATTTRE. 

The  mean  temperature  for  the  State,  as  determined  from  the 
reports  of  75  stations,  was  37.2,°  which  is  0.4°  below  the  66- 
year  normal  for  March.  The  highest  monthly  mean  was  44.7° 
at  Phoenixville,  Chester  County,  and  the  lowest  was  29.8°  at 
Montrose,  Susquehanna  County.  Extremes  ranged  from  a  max- 
imum of  85°  at  Phoenixville,  Chester  County,  on  the  31st,  to  a 
minimum  of  —15°  at  Bradford,  McKean  County,  and  Philips- 
burg,  Centre  County,  on  the  9th. 


PRECIPITATION. 


The  average  precipitation  for  the  State,  as  determined  from 
the  observations  at  196  stations,  was  2.74  inches,  which  is 
0.76  inch  below  the  56-year  normal  for  March.  The  greatest 
monthly  amount  was  4.39  inches  at  Manada  Gap,  Dauphin 
County,  and  the  least  was  1.64  inches  at  Ansonia,  Tioga  County. 
The  greatest  amount  for    any   24  consecutive  hours  was  2.25 


inches  at  McKccsport,  AlleKTieny-T^oimt.^^-VfJfM»*»^  5lh  and  Oth. 
Theaverage  snowfall  for  tlie  Stale  was  7.2  inciies,  whicli  isO.7 
inch  below  the  66-year  normal.  The  greatest  monthly  snow- 
fall was  16.9  inches  at  South  Mountain,  Franklin  County.  The 
greatest  fall  for  any  observational  day  was  9.0  inches  at  Burnt 
Cabins,  Huntingdon  County,  on  the  6th. 


ERRATA 


.Inly,  1942. -Page  44.  PittsburKh  Airport,  mean  temperature  shoulfl  be  73.9".  departure 
should  be  +0.1°.  Page  411.  flaiion,  precipitation  on  tlie  artli  slioulil  be  0.01  inch;  Kbens- 
burg,  precipilatiou  on  tlie  iiOtii  should  be  O.'iO  ineh  ;  Sunbury.  amount  on  the  Tid  should 
be  0.46  inch,  total  should  be  4.84  inches.  Page  47.  Confluenee.  total  precipitation  should 
be  3.47  inches;  Connellsville.  total  precipitation  should  be  2.85  inche.s. 

August.  1942. -Page  52.  Fredericksville,  preeipitatiou  on  1st  should  be  0.45  inch,  total 
should  he  10.63  inches;  Mt.  Pocono.  precipitation  on  9th  should  be  2.20  inches.  Page  53, 
Kinglown,  precipitation  on  15th  should  bo  0.04  inch.  Page  55,  Butler,  maximum  tem- 
perature on  Sth  should  be  79^,  mean  maximum  should  be  82.6'':  Meadville.  minimum 
temperature  on  3d  should  be  60".  Page  56.  New  Castle,  maximum  temperature  on  3d 
should  be  89° ;  Pittsburgh  Airport,  minimum  temperature  on  30th  should  be  62°. 


COMPARATIVE  DATA  FOR  MARCH 


Year 


Temperature 


Precipitation 


888. 
889. 
890, 
891. 
892. 
'3. 
894. 
895 
896. 
897. 
898. 
899. 
900. 
.901, 

902. 
903, 
904. 
905. 
906. 
907. 
908. 
.909. 
910. 
911, 
912. 
913, 
914. 
915. 


916. 
917. 
918. 
919. 
920. 
921, 
922. 
923. 
924 . 
925. 
926. 
927. 
928. 
929. 

930. 
931. 
932, 
933. 
934. 
935. 
936. 
937. 
938. 
939. 
940. 
941. 
942. 
943. 


Period  . 


31.2 

72 

-6 

39.0 

76 

4 

33.2 

76 

-21 

33.8 

60 

-14 

31.8 

66 

-4 

34.8 

74 

3 

43,2 

84 

-2 

33.8 

70 

-4 

30.6 

69 

-18 

39.0 

75 

-5 

44.0 

83 

4 

36.3 

75 

3 

31.2 

66 

-23 

37.4 

80 

-11 

41.3 

78 

2 

46.4 

83 

14 

36.0 

80 

-2 

39.0 

86 

-18 

31.7 

68 

-13 

41.8 

92 

-10 

40.7 

83 

-4 

35.6 

74 

-5 

44.9 

88 

,  5 

35.0 

73 

-18 

33.6 

72 

-8 

42.1 

81 

-7 

34.2 

79 

-12 

32.9 

62 

-4 

30.7 

84 

-31 

37.3 

84 

-12 

41.6 

82 

0 

41.1 

79 

6 

38.7 

80 

-11 

48.0 

88 

7 

40.0 

81 

-5 

37.0 

80 

-8 

36.1 

78 

3 

40.9 

79 

-15 

33.1 

79 

-16 

42.0 

82 

-6 

37.0 

82 

-3 

43.7 

89 

-5 

37.9 

78 

-9 

36,3 

69 

10 

33.4 

72 

-8 

36.6 

79 

-7 

34.9 

78 

-22 

42.8 

83 

-6 

42.6 

84 

-3 

34.2 

67 

-3 

42.7 

87 

-5 

38.6 

85 

-10 

32.4 

76 

-13 

31.8 

67 

-10 

40.0 

76 

4 

-  37.2 

85 

-15 

37.6 

92 

-31 

3.55 
2.90 
6.15 
5.10 
4.14 
2.52 
1.63 
2.31 
4.51 
3.22 
4.31 
4.87 
3,61 
4.14 

3.98 
4.52 
4.29 
3,86 
4.46 
4.26 
4.76 
3.07 
0.56 
2.57 
5.05 
5.27 
2.61 
1.28 


4.12 
3.68 
2.34 
3.57 
2.83 
3.33 
4.37 
2.49 
2.83 
2.56 
1.91 
2.61 
3.24 
2.69 

3.03 
2.96 
4.41 
5.33 
2.96 
2.62 
6.84 
2.00 
3.19 
3.59 
4.89 
2.10 
4.47 
2.74 

3.50 


J)  o 

So 


No  of  days. 

. 

=>« 

.a  I- 

vO. 

u>- 

a  o> 

— 't; 

—  S 

<s 

Si 

^^ 

9.9 

3.1 

17.5 

15.8 

18.8 

4.8 

1.3 

9.0 

21.1 

3.4 

3.6 

7.9 

13.1 

3.3 

12.6 
0.1 
4.7 
4.1 

20.4 
9.3 
3.7 
7.3 
1.0 

10.1 
6.9 
2.1 

13.4 
9.5 


17.6 

12.7 
1.5 
2.4 
6.4 
1.0 
6.1 
6.2 

10.3 
2.2 
4.0 
0.7 

14.5 
4.4 

4.9 
6.6 
14.7 
5.6 
7.7 
2.9 
7.4 
8.3 
2.0 
3.8 
7.9 
18.0 
16.1 
7.2 

7.9 


11 

6 

9 

10 

16 

6 

14 

7 

12 

11 

11 

9 

8 

12 

U 

10 

11 

11 

13 

11 

12 

10 

14 

5 

10 

10 

13 

7 

11 

10 

11 

10 

12 

9 

11 

12 

14 

8 

12 

11 

12 

11 

12 

10 

5 

15 

13 

11 

13 

10 

13 

9 

10 

10 

7 

15 

12 

12 

14 

11 

8 

17 

10 

15 

9 

16 

14 

12 

14 

11 

11 

13 

9 

12 

10 

14 

10 

14 

10 

13 

U 

12 

12 

12 

10 

13 

11 

8 

11 

10 

14 

8 

12 

l> 

12 

11 

15 

9 

10 

11 

14 

10 

12 

11 

14 

8 

9 

13 

13 

9 

10 

11 

11 

11 

10 


13 
15 
15 
16 
13 
13 
8 
11 
12 
13 
13 
17 
12 
14 

12 
14 
14 
11 
16 
12 
12 
12 

6 
12 
13 
14 
13 

8 


11 
12 
7 
9 
8 
10 
14 
10 
10 
11 
9 
11 
10 
11 

11 
16 
13 
16 
12 
13 
15 
12 
13 
12 
16 
11 
14 
11 

12 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


March,  1943 


Olimatolog-ical  Data  for  March.    1943 


Stations 


Counties 


Temperature,  in  degrees  Fahr. 


Attmtic  Drainage 


Allentown. 

Altoona(near) 

Bedford 

Bethlehem 

Burnt  Cablns(near). . 

Carlisle 

Chambersburg 

Coatesville. 

Curwensville  (near).  . 

Eagles  Mere 

Emporium 

Ephrata 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover ••••• 

Harrisburg  Airport. . 

Hawley 

Holtwood 

Huntingdon 

Lancaster 

Lawrenceville 

Lebanon 

Lewistown 

Lock  Haven 

Marcus  Hook 

Martinsburg 

Montrose 

Mt.  Pocono.. 

Orangevillelt 

Palmerton 

Philadelphia  Airport. 

Philipsburg 

Phoenixville 

Port  Clinton 

Quakertown 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg 

Towanda 

Wellsboro 

West  Chester 

Wilkes-Barre 

Williamsport 

Woodward(near) 

York 


Division  mean. 


Ohio  Drainage 


Bradford 

Brook  ville 

Butler 

Claysville 

Coudersport 

Derry 

Donora 

Ebensburg 

Franklin 

Greensburg 

Indiana 

Johnstown 

Kane 

Meadville 

Midland 

New  Castle 

Pittsburgh  Airport 

Pymatuning  Dam... 

Ridgway 

Sharon 

Somerset 

Springs 

Uniontown 

VandergrLft 

Warren 

Waynesburg 


Division  mean. 


I^ake  Drainage 

Erie 

State  mean 


Lehigh 

Blair 

Bedford 

Northampton.. 
Huntingdon . . , 
Cumberland . . 

Franklin 

Chester 

Clearfield 

Sullivan 

Cameron 

Lancaster 

Luzerne 

Bucks 

Adams 

Schuylkill .... 

York 

York 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Columbia 

Carbon 

Philadelphia . 

Centre 

Chester 

Schuylkill . . . . 

Bucks 

Berks 

Lackawanna.. 

Snyder 

Centre 

Monroe 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming. .  .. 

Centre 

York 


Mc  Kean 

Jefferson 

Butler 

Washington 

Potter 

Westmoreland... 

Washington 

Cambria 

Venango 

Westmoreland... 

Indiana 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Crawford 

Elk 

Mercer 

Somerset 

Somerset 

Fayette 

Westmoreland... 

Warren 

Greene 


254 
616 
120 
364 
990 
473 
600 
431 
215 
020 
033 
365 
970 
184 
553 
900 
600 
361 
900 
200 
700 
255 
996 
469 
467 
557 

12 
493 
176 
914 
610 
455 

10 
,916 
100 
407 
480 
273 
746 
476 
,217 
440 
764 
,819 
440 
544 
550 
,208 
400 


Erie. 


670 


70 


37.1 
37.4 
39.3 
38.2 
36.8 
40.5 
41.3 
40.0 
32.0 
30.6 


40.9 
32.  3 
40.8 
41.8 
86.6 
39.4 
40.6 
33  8 
40.4 
35.7 
40.8 
35.2 
37.4 
41.4 
36.1 
44.5 
35.8 
29.8 
30.8 
35.8 
37.8 
41.3 
32.1 
44.7 
38.1 
38.5 
41.0 
36.2 
38.4 
37.4 
37.8 
36.1 
31.0 
41.5 
35.6 
39.1 
32.8 
42.5 

37.7 


32.7 
33.3 
36.4 
35.3 
34.0 
40.6 
41.2 
32.0 
33.7 
40.4 
38.0 
37.9 
30.3 
32.0 
39.9 
.38.8 
37.6 
32.2 
31.2 
38.9 
36.4 
33.6 
42.0 
40.2 
34.4 
40.6 


35.0 
37.2 


I 


=  2 


-0.8 

0.0 

+0.1 

-2.2 

+i!8' 

+  1.5 
+0.2 


+0.8 
-0.5 
+  1.7 
+  1.7 
0.0 
-2.9 
+  1.7 
-0.8 
-0.8 
-2.9 
+  1.2 
+  0.8 
-1.8 


-2.4 

+0.4 


-2.3 


+0.6 
+2.2 


+3.6 
-0.3 
+  1.2 
-0.4 
+0.5 
-0.1 
+  1.3 
+  1.4 
+  1.0 
-1.9 
+2.4 


+  1.6 
+  i'.9 
+0.1 


0.0 
-1.4 
-5.7 
+  1.5 
+0.9 
-0.8 
-3.3 
-1.7 
+0.5 
-0.6 
-1.3 
-1.2 
-2.8 


+  1.9 
-0.6 


-2.3 
+  1.3 
+0.5 
-2.5 
+0.6 
+0.3 
+0.1 
0.0 

-1.3 


+  1.5 
-0.4 


.^1 

31 

31 

16t 

31 

16t 

16t 

31 

31 

16t 

16 

31 

31 

31 

15 

31 

31 

31 

31 

31 

16 

16t 

16t 

31 

31 

16t 

31 


Precipitation,  in  inches 


an 

3  2 

0)13 


No.  of  days 


Observers 


-15 

-  h 

-  1 

-  7 
-12 

0 
4 

-  4 

-  2 

-  3 

-  5 

-  2 
-13 

-  6 
1 

-  1 

-  1 

-  6 
-11 


-  3 

-  5 
(I 
0 

-  8 

-  4 

-16 


2  55 
2  88 
2.231 
2.32 
2.  2i 
2,81 
2.64 
3.50 
3.58 
4.34 


2.  62 
3.141! 
2.60 
2.93 
3.05 
3.14 
2.69 
2.99 
3.27 
2.06 
2.84 
2.13 
2.55 

1.  861' 
2.40 
3.16 
1.72 
3.68 
3.24 
2.67 
1.74 
2.92 
L92 
3.07 

2.  07 
3.14 
2.67 
3.21 
2.72 
2.26 
2.36 
2.64 
1.71 
2.82 
2.25 
2.86 
2.08 
2.91 

2.70 


-0.85 

-11.40 

-1.66 

0.  92 

-6.' 50 
-0.63 
-0.52 


-0.71 
- 1.  23 
-1.08 
-0.59 
-0.84 
-0.17 
-0.35 
+0.09 
+  0.25 
-1.40 
-0.48 
-0.17 
-0.93 


-0.97 
-0.26 


+  1.01 


-1.30 
-0.47 


-0.57 
-1.20 

-0.6.1 
-0.85 

-0.01 
-0.80 
-1.08 
-1.15 
+  0.05 
-0.95 
-1.01 
-0.66 
-0.36 


-0.20 
-0.80 


2.  75 

-0.80 

2  20 

-1.05 

2.70 

-0.74 

3.19 

-0.14 

2.60 

-1.13 

2.28 

-1.58 

2.75 

-0.76 

2.. 53 

-1.11 

2.36 

-0,99 

2.  59 

-0  83 

2.. 56 

-1.19 

3.  02 

-1.48 

2.00 

-2.  24 

2.89 

-0  49 

3  23 

3.  30 

+0.26 

3.  26 

+0.23 

2.41 

2.67 

-0.58 

2.74 

-0.02 

2.  63 

-2.  09 

2.  27 

-2.04 

2.46 

-1.53 

2.87 

-0.65 

3.37 

+  0.05 

3.04 

-1.05 

2.72 

-0.78 

2.61 

-0.11 

2.74 

-0.76 

1.31 

0.91 
1.00 
0.88 
l.Ofi 
1.06 
1.07 
1.60 
1.16 
1.16 


1.13 
1.06 
1.60 
1.22 
1.10 
1.23 
1.14 
1.16 
1  24 
0.76 
1.19 
0.72 
1.07 
0.65 
0.64 
1..58 
0.66 
0.86 
1.59 
0.83 
0.98 
1.47 
0.61 
1.47 
0,90 
1.31 
1.20 
0,82 
1.00 
0.70 
1.36 
0.66 
0.61 
1.42 
0,74 
0,86 
0.60 
1.36 

2,22 


0.76 
0.60 
0,78 
1.17 
0.50 
0.68 
1.12 
0,82 
0.71 
0,71 
0.69 
0,93 
0.61 
0,85 
1.06 
0,86 
1.22 
0.72 
0.88 
0,87 
1,03 
0.58 
0.56 
1.04 
1.07 
0.98 

2.25 


0.85 
2.25 


6 
6 
6 
6 
6 
6 
6 
6 
19 
11-12 


6 
6 
6 
6 
6 
6 
6 
6 
6 
6 
6 
11 
6 
6 

U-12 
6 
11 
6 
6 

16-17 
6 
6 
19 
6 


6 

6 

6 

1 1-12 

6 

5-6 

10-1 1 

6 

6 

19 

5-6 


.5.6 
11.9 

10.0 
6.0 

13.5 
9.0 

8.8 

4.81 


4.5 


11-12 

19-20 

11-12 

5-6 

11-12 

6-7 

6 

6-7 

11 

5-6 

5-6 

5-6 

11-12 

16 

10-11 

11 

6-6 

16-16 

11-12 

16-17 

5-6 

13 

6 

6 

16-17 


5-6 


4.4 

4,3 
5,6 
8.6 
6,0 
8  6 
4.5 
9.6 

11.0 
6.9 
4.9 

10.0 
7,0 
3.41 
8.0 
4.4 


12.3 
11.3 
2,0 
6,3 

7.8 
9.6 
3.511 
7  0 
5.6 
8.8 
5,0 
? 

5.0 
5,6 
7  3 

10.0 
9,8 
5.5 

10.3 

"h'M 


6.5 


8.0 
7.0 
8.7 
3.0 
2.0 
4.1 
8.0 
6.7 
5.2 

10.2 
3.7 
8.6 
8.5 
5.7 

10.6 

'e.o' 

4.0 
11.7 
9.8 
4.0 


12.8 
4,0 


6.9 


10.8 
7.2 


nw. 

w. 

n. 

8W. 

ne. 
nw. 


ne. 


ne. 

8W. 


w. 
n. 
nw. 
nw. 

BW. 
8W. 

sw. 

n. 

ne. 

8. 
W. 


nw. 

8W. 
W. 


10 

w. 

7 

n. 

5 

sw. 

9 

se. 

7 

s. 

7 

w. 

15 

sw 

9 

nw. 

6 

n. 

16 

s. 

ne. 

10 

g. 

6 

ne. 

16 

sw. 

18 

w. 

4 

sw. 

6 

17 

w. 

8 

w. 

10 

w. 

15 

w. 

11 

w. 

Allent'n-Bethlehem  Gas  Co. 

City  of  Altoona. 

Charles  C.  Lee. 

Lehigh  University. 

Penna.  Turnpike  Comm. 

Clarence  E.  Miller. 

William  B  Spear. 

Howard  L.  Pyle. 

U.  S.  Weather  Bureau. 

Carl  E.  Bigger. 

Mrs.  Helen  C.Haas. 

Ira  J.  Keath. 

Andrew  B.  Evansha. 

Prof.  N.  W.  Swayne. 

Dr.  Henry  Stewart. 

Miss  Sallie  M.  Johnson. 

Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  Co. 

Prof.  Paul  R.  Yoder. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

Penna.  Edison  Co. 

William  R.  Kellev. 

Sun  Oil  Co. 

Civil  Aeronautics  Authority 

Harry  S.  Fancher. 

U.  S, 'Weather  Bureau. 

Benjamin  F.  Conner. 

New  Jer.-^ey  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila.-Suburbau  Water  Co. 

Earl  E.  Rarick. 

.John  E.  Benner. 

U.  S,  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Dr.  George  E.  Fisher, 

Penna.  State  College. 

Metropolitan  Edison  Co. 

Mrs.  M.  Ordelia  Parks. 

M.  S.  Bliss. 

Clyde  T.  Saylor. 

U.  S,  Communication  .Sta. 

John  D.  McEwen. 

U.  S.  Weather  Bureau. 

York  Water  Co. 


Citv  Water  Dept. 

Civil  Aeronautics  Auth'y. 

Butler  Eagle. 

Walter  B.  Paget. 

PhUip  R,  Shaw, 

Miss  N.  Dixie  Wineman. 

Donora  Zinc  Works. 

Miss.  Emma  H.  Eastman. 

William  K,  Fuller. 

Westmoreland  Water  Co. 

Indiana  State  Teachers  Col. 

Robert  Tross, 

U,  S.  Weather  Bureau. 

Citv  of  Meadville, 

Perrv  P.  Campbell. 

New'Castle  Water  Co. 

U.  S.  Weather  Bureau. 

Pa,  Dept.  Forests  &.  Waters. 

West  Penn  Power  Co. 

Carnegie-Illinois  Steel  Corp. 

D,  L.  Grove. 

.Vllen  E,  Yoder. 

William  W.  Marsteller. 

Camegie-niinois  Steel  Corp, 

Harold  L  Johnson. 

Thomas  S  Knox. 


U.  S.  Weather  Bureau. 


For  cooperative  stations  the  departure  from  normal  temperatures  are  computed  from  aver^^^^ 


of  precipitation  for  stations  with  15  or  more  years  of  record  are  computed  from  a  normal  or    standard  mean,"  adjusted  to  a  uniform  to-year  period,  for  stations 
years  the  means  for  period  of  record  are  used.         t  On  other  dates  also.  $  Incomplete.  II  Total  partially  estimated.  'Estimated.  T.(  travel  indicates  pre- 

cipitation less  than  .01  Inch.  Reference  letters, ',",',  etc..  indicate,  respectively,  1,  2,  3,  etc.,  missing  from  the  record. 

II  Formerly  Bloomsburg  [near] 


W.  B.  0..  Phlladelphia-7-10-43-975 


Maki-ii,   1948 


CUMATOLOGICAL  DATA:    1'KNNSY1>VAN1A  SK(rri()N 


Daily   Hreoipltatiou  for   March.   1943 


Statious 


Coiintlos 


Day  of  month 


1      '-• 


ATLANTIC 

DRAINAGE 

Diinuwr  lUifiii 

Uppkr  Oki.awahe 

Dlnsrmans  FerryS.. 

Hivwiey- 

HolUsterville'* 

Lakoville- . ^. 

Matamoras- 

Mount  roooiiO'"' 

rira-iuit  Mountt... 

Stnnui-lmrg 

Trtiinors  Falls! 

Lehigh 

Alleutown- 

Bothlehomt 

Blakesloe  t'oniersj 

Goulilsboro- 

Lausforil- 

Mauch  Chunk 

Morwinsburg- 

New  Tripoli 

Palmcitont 

Zionsville. 

Schuylkill 

Conshohocken 

Frederick^ville^, .. 

Freeland- 

Gratersford^ 

Phoenix  ville- 

Port  Clinton 

Pottstown- 

Pottsville'^ 

Readingti 

WernersvUle 

Lower  Delawake 

Coatesville 

Doylestown 

George  Scliool 

Marcu'^  Hook2 

Philadelphia 

Airport  Station^ . . 

City  Officet' 

Franklin  Inst.  2.. . 

Shawmont 

Quakertown 

Westchester 

WestGrove^ 

SiisQiiehannn  Basin 
Chemumg 

Austinburgt 

Centerville''' 

Covington'- 

Lawrenceville 

North  Brakch 

Canton^ 

Danville'^ 

Kellogg  Mt  Tower2 

Millvillet 

Montrose- 

Orangeville*'' 

Orwell'-' 

Pikes  Creekt 

Rush2 

Serantonti 

Susquehanna^. . . 

Towanda 

Tunkhannock  t  ■  ■ 
Wilkes-BarreS.... 

West  Branch 

Ansonia^ 

Bald  Eaglet 

Berwinsdale^ 

Carter  Campt 

Cedar  Run2 

Clearfield2 

Curwen«ville5.  .. 

DriftwoodJ 

Du  Bois(near). .. 

Dushoret 

Eagles  Mere2 

Emporiums 

English  Centert-, 

Ga  leton 

Karthaus2 

Lock  Haven2 

Medix  Runt 

PhilipsburgS 

Renovo^ 

Shaffers  Paths,.. 


Pike 

Wayne 

Wayne 

Wavne 

Pike 

Monroe 

Wayne 

Monroe 

Wayne 


Lehigh 

Northampton — 

Monroe 

Wayne 

Carbon 

Carbon 

Monroe 

Lehigh 

Carbon 

Lehigh 


Montgomery  ... 

Berks 

Luzerne 

Montgomery  . . . 

Chester 

Schuylkill 

Montgomery 

Schuylkill 

Berks 

Berks 


Chester . . . 

Bucks 

Bucks  

Delaware. 


Philadelphia. 
Philadelphia,, 
Philadelphia,, 
Philadelphia., 

Burks 

Chester 

Chester 


Tioga 

Bradford  . 

Tioga 

Tioga 


Bradford 

Montour 

Bradford 

Columbia 

Susquehanna.. . 

Columbia 

Bradford 

Luzerne 

Susquehanna. . . 

Lackawanna 

Susquehanna... 

Bradford  

Wyoming 

Luzerne 


Tioga 

Blair 

Clearfield. .. 

Potter 

Lycoming., 
Clearfield  .  . 
Clearfield..  . 
Cameron.. . . 
Clearfield.. 

Sullivan 

Sullivan.  . , . 
Cameron... 
Lycoming... 

Potter 

Clearfield.. . 

Clinton 

Elk 

Centre 

Clinton 

Lycoming... 


.02 


.05 


.09 


.01 


T. 


T. 


4       f,       6       7       8       9      10     11      12      18     14      15     16     17      18      19     20     21     22     28     24     26     26     27     28     29     80     81 


.06 


14 

20 

18 

10 

20 

05 

... 

.06 


.04 


T. 


.03 


18 
21 
12 
29 
14 
1.69 


75 
l.OH 


1.28 

98 

1.12 


.05 


1.21 
T. 
.28 
.02 
.11 
..SO 
.14 
T. 
1.2(1 
1.14 


1.60 
1,04 

1.02 

0.; 

1.47 
l.,53 
.02 
.28 
1.31 
lAi 


.03 
1.23 
78 
1.21 
1.36 
611 
1.10 
1.00 


.03 
1.06 

.•20 

.82 

'f 

.65 
1.12 

.74 


.46 


.02 


1.21 

96 

1.15 

95 
9' 


.60 


T. 


10 

58 

1.56 


1.74 
.58 
T. 

1.'45 


.20 


.63 


T. 


.04 


.05 


.07 


.12 


L15 


.06 


.08 


.04 


.03 


.66 


.06 


.36 


.35 


.47 


.02 


.03 


.02 


.40 


.07 


.18 


.26 


.15 


.17 
.10 
.18 
.30 
.02 
.08 
.09 
.42 
1.06 


T. 


.27  .12 
.09  .26 
.36 
.07 
.17 
.24 
.66 


.31 


02 


.10 


,02 


.16 


.48 


T. 


T. 
.43 

'.'o-i 

1.16 
.64 
.23 

1.13 
T 


.09 


.01 


.03 


.26 


.72 

'.'48 
1.03 
T. 
.01 
.70 
.01 
1.09 


T. 


.01 


T. 


T. 


T. 


T. 


T. 


.03 


.42 


T. 


T. 


05 


T. 


T. 


T. 


.04 


T. 


T. 


T. 


T. 


T. 


.09 


.36 


08 


.32 


.24 


.20 


17 


2.89 
2.99 
3.26 
2.96 
2.71 
3. '24 


.08 
T. 


.43 

.09 


2.36 
8.68 


•2.56 
2.32 
2.68 
3.42 
2.46 
3.(10 


2.51 
1.74 
3.00 


112.44 
2.65 

l'3.14 
3.57 
3.07 
■2.67 
3.03 
2.72 
2.67 
2.61 


3.. 60 
2.28 
2.60 
3.16 

2.92 
3.12 
113.14 
3.41 
3.14 
2.82 
3.49 


2.61 
2.28 
1.97 
2.13 


.18 
.12 


.08 


2.48 
2.80 
2.51 
2.51 
3.68 
2.67 
■2.65 
3.42 
3. 69 
3.21 
2.98 
2.64 
2.89 
2.25 


1.54 

I 

2.68 
2.47 
3..SS 
3.58 
2.61 
2.76 
3.12 
4.34 

I 
2.55 
2.39 
2.40 
2.59 
1.92 
2.39 
3.15 


Continued  on  page  18. 


CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 


March,  1943 


Daily  Precipitation  for  March,   1 P43  -  Continued  from  page  17 


Stations 


Counties 


Day  of  month 


9      10      11      12      13      14      15      16      17      18      19     20     21      Zl     23     24      26      26     27      2S     29      30      31 


Snsgiiehanna  Basin 

(conliniiaO 

West  Branch 

(continued) 

State  Golleget....-- 

Tamaraclc  Tower-i. 

Wellsboro^ 

Williamsport^ 

Juniata 

Altoona{nea.r) 

Bedford^..........; 

Breeze  wood  lutcn' 
BuffaloMills2, ..... 

Burnt  Cabins(nrp 
Charter  Oali(nr.n. 
EastWaterford-i... 

Huntingdon  2  

Lewistown2 

Loop  Mt.  Tower2.. 
Mapleton  Depot^.. 

MartlnsburgS 

Newport^ 

Saxton^ 

Shade  Gapt 

I,WR  SnSQDEHANNA 

Arendtsville^... 

Bloserville „ 

BlueMt.  Intchg,..'* 

Carlisle 

Ephrata 

Glen  Rociil 

Gordon 

Hanover'^ 

Harrisburg  ArptI' 

Holtwood''' 

Huntsdale^ 

Lancaster 

Lebanon^ 

Manada  Gap 

MiddletownS    .... 

Millersburgt 

New  Park 

Penn  Nursery ■!... 
Peters  Mt,  Tower''. 

Pine  Grove^ 

Ringtown  2 

Selins  grove 

Shippensburg.  . 

Sunbury2 

Woodward^ 

York ■  ■  ■  • 

York  Haven^ 


Potomac  Basin 
Chambersburg2. 
Gettysburg  ..... 
Hewitt(uear)l... 

Hyndman- 

McConnellsburg' 

Mercersburg 

Soutli  Mt.  San't'm2 
GULF 

DRAINAGE 
Ohio  Basin 


Allegheny 


Centre 

Clinton  — 

Tioga 

Lycoming., 


Acmetonia^ 

Aliens  Millst . . . 

Blairsville^ 

Bradford  

Brookville' 

Buckstownt 

Cherry  Grovet.. 

Clarion^ 

Coudersport 

Crooked  Crk.  Damt 

Derrv 

Dunlot 

Ebensburg" 

Franklin^ 

Glen  HazelMnr.),. 

Hornet 

Indiana 

Johnstown 

Kane* 

Laurel  HillSmtt .. 
Laurel  HlllTunnels 

Lycippus 

Mahoning  Damt.. . 

Marienvillet 

Meadville2 

Mosgrove^ 

Parkers  Landing*. 


Blair 

Bedford 

Bedford 

Bedford 

Huntingdon 

Huntingdon 

Perry 

Huntingdon 

Mifflin 

Huntingdon  — 
Huntingdon  .  . . . 

Blair 

Perry 

Bedford 

Huntingdon 


Adams 

Cumberland.   . 

Franklin 

Cumberland. .. 

Lancaster 

York,  

Schuylkill 

York 

York 

Lancaster 

Cumberland  . . 

Lancaster 

Lebanon 

Dauphin 

Dauphin 

Dauphin 

York 

Centre 

Dauphin 

Schuylkill 

Schuylkill 

Snyder 

Cumberland 

Northumberland 

Centre 

York 

York 


.04 


Franklin. 
Adams,, . 
Bedford . . 
Bedford  . 
Fulton ,  . . , 
Franklin. 
Franklin. 


Allegheny 

Jefferson 

Indiana 

McKean 

Jefferson 

Somerset 

Warren  

Clarion 

Potter . . 

Armstrong 

Westmoreland.  . 

Cambria 

Cambria 

Venango 

Elk 

Indiana 

Indiana 

Cambria 

McKean 

Westmoreland. 
Westmoreland . 
Westmoreland. 

Armstrong 

Forest 

Crawford 

Armstrong 

Armstrong 


T. 


.08 


T. 


.01 


.52 


.04 


.50  T. 
.05 
.11 
.21^.52 


.09 


.03 


.06 


.05 


.03 


.06 


.01 


.02 


.26 


.22 
1.06 
.68 
.20 
.17 

.28 
.14 
.41 
.06 
.19 
.71 


.23 

.96 

.39 

1.05 

1.13 

1.20 

1. 10 

.1.5 

1.14 

15 

10 

1,08 

.10 

2.  22 

1.00 

.65 

1. 00 

21 

Ofi 

* 

,25 

1.00 

.96 

.11 

.59 

1,32 

13 


.02 


.03 


.29 
1.19 
1.36 

.29 

.54 
1.15 

.37 


.61 


,88 


1.08 
T 

1.09 
.74 
.11 
.97 


.79 
.02 
.04 
1.07 


.04 


T. 


.33    .81 
.61 


.01 


T. 


T. 


.02 


T. 


T. 


T 

.02 

.01 

1.03 

..50 


.02 


.20 


.04 


.03 


.05 


.03 


.34 


.27 


.03 


.23 


.29 


.02 


.16 

.07 
1  .01 


,02 


.09 


.03 


.5,! 
.  17 
.29 
.54 
.49 
.2 
.9z 
.64 
.75 
.4' 
.34 
.49 
.55 
1  01 
,7<' 
.70 
.48 
.21 
.37 
.76 
.56 
.47 
.20 
.64 
.14 
.45 
.45 


.31 
.48 
.11 
T. 
.31 
* 

1.00 


.04 
.49 
.06 
.66 
.53 
.12 
1.13 
.38 
.42 
.30 
.07 
.15 
.05 
.37 
.46 
.48 
.06 
.16 
.37 


.10 


.02 


.03 


.08 


.08 


.05 


T 

.56 
T. 
.11 
.60 
.44 
.38 
.01 
.19 
.83 
.14 
• 

.01 

".'62 
.80 
.15 
.21 
.30 
.7« 
.67 
.17 

1.03 


T 

.59. 

.27 

.85 


.03 


T. 


.06 


T. 


.03 


.03 


T. 


T. 


.02 


.02 


03 


.03 


.06 


.03 


I  T. 
I'. 


,09 


.05 


.04 


.02 


.35 


.09 


.28 


.03 


.05 


.16 


.07 


.18 


Continued  on  page  19. 
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Daily  Precipitation  for  Miirch,  1043-(;(>ntliiuoil  (roiii  Prkc!  Is 


'         Counties 

Day  of  month 

1^ 

Stations 

1 

2 

8 

i 

6 

6 

7 

8 

9 

10 

U 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

20 

26 

27     28 

2^ 

30 

31 

AlXEOHENY 

(contltiued) 
rittcLurghCtyOni 

VoTl  AUoRilUY-  .  .  .  . 

Alleglicnv 

.01 

10 
12 
.■2J 
.JO 
.19 
.11 
.04 
.07 
.04 
.08 
.03 
.14 
.30 
.06 

.02 
.19 
.20 
.20 
27 
.24 
.03 
.11 
.30 
.19 
.08 
.11 
.27 
.32 

.20 

.17 

.11 

T. 

.26 

.12 

.09 

.15 

.28 
.15 
.06 
.12 

.05 

T.' 

.12 

T 

.96 
.17 
.18 
.07 
.87 
.24 
.32 
.62 
.47 
.44 
.40 
1.04 
.20 
.50 

.17 

.25 
1.12 

.20 

.71 
1.10 

.13 
1.11 

.23 
1.01 
1.03 

.50 
56 

.98 

.25 
.71 
.60 
.52 
.63 
.14 
.08 
.20 

.39 
.34 
.23 
.90 
1.06 

.33 
.26 

.01 
.81 
.6i 
.if 
.67 
.89 

;6i 

.76 
.04 
.01 
.05 
.01 

'.'69 
.80 
.93 
.68 
.55 
.67 
.16 
.72 

T. 

'.'72 

.90 
.83 
.65 
.65 
.02 

'.'62 
.03 

.  .  .  . 

.  .  .  . 

.16 
.24 
.12 
.26 
.05 

'!29 

.04 
.26 
.30 
.10 
.09 
.07 

T.' 

.80 
.01 
T. 
T. 

.'30 
.72 
.40 
.35 
.43 
.65 
.01 
.30 

'.'is 

1.05 
.48 
.67 
.55 

'.'6i 

.... 

T. 

"t.' 

.... 

.01 

t'.'  ;;.'; 

't.' 

'.'84 
T. 
.09 

8.06 
2.69 
8  10 

McKouu 

Jollorsiin 

Elk 

Indiana 

Indiana           ... 

.06 

'."o'i 

I'uiix.-utawney-. . . 

....!.:.. 

f. 

't'.' 
.21 

•••■ 

Ki(tg\\ HV-    

T. 
T. 

T. 
T. 

. . . . 

.... 

T. 
T. 

"t.' 

't. 

T. 
T. 

2  67 
2  91 

SaltslnirB-' 

Howarti- 

* 

2  74 

Smothportt 

SiriUigstownt 

McKeau 

.06 

.03 

Ai 

.09 

.06 

.18 

T. 

.07 

T.' 

.04 
.01 

.03 

.68 
.44 
.90 
.82 
.81 
.20 
.58 
1.03 

. . . . 

.33 

.... 

2.46 
2  78 

Indiana 1 

.0^ 
.02 

Tioue^la  Pamt.... 

Forest 

.03 

.... 

.... 

.... 



.12 
.10 
.19 

•••• 

8.03 
2.68 
2.66 
2.87 
3.87 
112.92 

2.58 

Titusvillet 

Crawford 

.'62 
.49 

.16 
.21 
.13 
.33 
.46 
.34 
.03 
.03 
.55 
.03 
.11 
.03 
.28 
.39 

.16 
.08 
.20 

'."29 
.43 
.37 
.41 

.11 

.09 
.25 

■.'62 
'.'69 

.... 

Union  I'ltyJ 

Erie 

.... 

.16 

Vniniorgrift  ■' 

Westmoreland.  . . 

.02 

.10 

.05 

T. 

.06 

.02 

.02 

\\'arreu'-' 

Warren 

Warren 

.20 

.05 

T. 
.01 

■;63 

tV 

.32 

.67 
.50 
T. 
.65 

.0'.' 
.14 
.78 

.01 

T. 
T. 

tV 

T. 
T. 
.01 

.01 

.65 
.03 

.44 

.27 

".Sb 
.16 
.33 
.44 

'.'45 

'.'23 
T. 
.13 
.13 

.82 
.78 
.24 

^70 
.31 
.36 
.39 

.69 
.71 
.77 

.03 

.12 
.08 

.27 
.04 

.57 
53 

r. 

T. 

T. 
T. 

T. 

T.' 

.12 
.02 

T. 

'!i6 

.18 

Youngsvillet 

MONDNCAHEl.A 

Confluence- 

.in 

.12 
.03 
.15 
.06 
.02 
.20 

.'O6 
.01 
.32 
.58 
.21 

.16 
.08 

'.'is 

. . . . 

Somerset 

Fayelto 

Washington 

Greene 

Westmoreland... 

T. 

Connellsvillo- 

2  23 

Douora'' 

.45 

'.'36 
.24 

.01 
.65 
.23 
.65 
.27 
.37 
.25 
.45 

.11 
.18 
.41 
.42 
.16 
.23 
.25 
.20 

T. 

.06 

.28 

.78 

.60 

.37 
.64 

.26 

".f'6 
.02 

.'22 

'.'2i 

.04 

.67 
T. 
.16 
.30 

'.'57 
.15 
.64 
.06 
.15 
.21 
.41 

';58 
.22 
.83 
.38 
.11 
.40 
.02 
.27 
.28 
.84 
.28 

.76 

.65 

.01 

T. 

.56 

.53 

.40 

.60 

.84 

1.05 

96 

T. 

T.' 
T. 
T 

't" 
't.' 

T. 

2.75 

Green-boro- 

Gieensburg 

.14 

.'": 

2.81 
2.69 
3.09 

Irwin 

Westmoreland... 



Meyer;.dale- 

IViurrysvillet 

Somerset 

Westmoreland... 
Fayette 

"M 

.01 

T.' 

T. 

T. 

T.' 
T. 

T." 
T. 

'!68 
'.'6i 

.05 
T. 

.13 

.... 

2.15 
3.02 

Newell-' 

T. 
.02 
.04 
T. 
01 

T.' 
T. 

2.37 
8.26 

Pittsburgh  Arpt.J'- 

Allegheny 

Somerset • 

.35 

T. 
T. 

T. 
T 

.... 

.02 

.02 
T. 

T. 

.22 

.23 

.18 

.08 

•  .  .  . 

. .. . 

Somerset 

.... 

.... 

.... 

2.63 
2  27 

Springs 

Somerset 

Unioutown 

Fayette 

Greene 

Beaver 

T. 

T. 
T. 

'.'oe 

.07 
.02 
T. 
T. 

T. 

.... 

.... 

2.46 
3.04 

Wayuesburg 

.79 

.05 

T. 

T. 

BKA\  KK 

Beaver  Falls^ 

't. 

T. 

3. 13 

Butler 

Butler 

Mercer 

•■•■ 

.08 
.44 
.56 
.21 

T.' 

't'.' 

" 

.... 

2  70 

Greenville 

.72 
.94 
.37 
.39 
.36 
.46 

.04 
.13 
.12 
.12 
.14 

.85 
.43 

.02 

.10 

.06 

T. 

.10 

.06 

T. 

•■•• 

2.91 

Mercer'' 

Mercer 

Lawrence 

T. 

.02 
.10 
.47 
.47 

.08 

.... 

T. 

T. 

T. 

T. 

T. 

T. 
.03 

2.67 

New  Cattle 

T. 
.02 

T 

3  30 

Ppi\u  Line- 

Crawford 

Crawford 

Mercer 

Washington 

Allegheny 

T. 

*  *  •  * 

2.74 

Pvinatuning  Dam'-^ 

.... 

2  41 

Sharon"-' 

2  74 

Ohio 

Ciaysville- 

Coraopolis- 

.78 
.75 
.57 
T. 

T. 
T. 
'1'. 

.03 

3.19 
3.28 
3  23 

Midland- 

Beaver 



Mt.  Lebanon 

Allegheny 

.12 
.21 

.14 

T. 

.02 

.72 
.80 

.16 
.40 

T. 

T. 

T. 

.02 

.... 

.16 
.32 



2.76 
•>  gg 

Washingtont 

Washington 

LAKE 

DRAINAGE 
Erieji 

Erie...,   

.071.... 

.14.... 

.15 

.14 

'.'62 

2.51 
2.57 

RayiTirmdt 

Potter 

.... 

.... 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
ohvervation.  '  First  order  Weather  Bureau  station :  precipitation  is  for  24-hour  period,  midnight  to  midnight,  unless  otherwise  indicated.  2  Precipitation  measured  in  the 
morning;  amountfhon  recorded  is  for  the  preceding  24  hours.  •'  Precipitation  for  period,  midnight  to  midnight.  ■•  Precipitation  for  period,  noon  to  noon.  5  precipitation 
for  period,  1 :30  a.  m.  of  date  on  which  amount  is  recorded  to  1  :,S0  a.  m.  following  date,  t  Precipitation  measured  with  recording  gage,  midnight  to  midnight.  *  Included  in 
next  measurement.     5  Incomplete  or  missing,     t  Daily  amounts  inconsistent.    T. (trace),  when  precipitation  is  less  than  .01  inch.    II    Record  partially  estimated. 


PRESSTTRE,  WIND,  HUMIDITT  AND  SUNSHINE. 


Atmospheric  pressure 
(reduced  to  sea  level) 

Wind" 

Relative 
Humidity 

4^ 

.s 

IS 
a 

i 

f 

Stations 

1 
bo 

5 

1 

0 
3 

* 

a 

II 

0 

c 

g 

0 

a 

a 

0, 

g 

e 

bo 

0) 

a 

Erie 

sn.79 
30.94 

30. 96 
30.84 
30.74 
30.99 
30.93 

8      29.97 

6  1   10  1 

29 
38 
31 
36 
35 
43 
24 

w. 

sw. 

s. 

vr. 

w. 

e. 

sw. 

6 
16 

I 

6 

31 

18 

77 
72 
73 
78 
70 
7] 
73 

'53' 

52 
54 
49 
52 

57t 

72 

57 
62 
64 
56 

47t 

40   '       Q'^i 

Harrisburg 

Philadelphia  .... 

Philip- Imrg 

Pittsburgh 

Reading 

Scranton 

9 
9 

t 
9 
9 

29.46 
29.35 
29.44 
29.34 
29.42 
29  41 

6 
6 
6 
6 
6 
6 

9.3 
10.  .S 
12.7 
13.1 
13.5 

8.1 

58 
55 

■57' 
60 
53 

754 

699 
1018 
847 
743 
888 

•  For  any  flve-rainute  period. 
t  Local  noon         ||  3:00  p.  m.  t  4:00  p.  m. 


Corrected  to  true  velocities. 
'  One-minute  interval 


Stations 


RIVER  CONDITIONS 


Port  Jervis.  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)  Lock  No.  5. 

Sutersville 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Rivers 


X3 

W 


Delaware 5.2 

Delaware 6.7 

Lehigh 4.4 

Schuylkill '    5.5 

N.  Br.  Susquehanna..    10.2 
W.  Br.  Susquehanna.  :    5.9 

Juniata I    5.9 

Susquehanna '    6.3 

Allegheny 16.5 

Youghiogheny 5.6 

Monongahela ■■  15  8 

Ohio i      • 

Ohio I      • 


10.0  , 
14.2  i 

6.6  ■' 

7.6 
19.4  ! 
11.2 

9.4 
10.4  I 
22.0 

8.1 
20.8 
18.2  I 
23.7 


3.3 
3.7 
3.6 
4.3 
5.9 
2  4 
4.4 
4.3 

13.2 
4  4 

12.6 


10  i 

5  ! 

II 
10 

10  i 
10  i 
10 
30 
5 


18 
22 
9 
13 
22 
20 
22 
17 
24 

■:o 

30 

5 
80 


•  Pool  stage. 


t  On  other  days  also. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


March,  1943 


Daily  Temperatures  for  March,   1943 


Stations 


AUentown^ /  Maximum.. 

\  Minimum.. 
Altooua(near) /  Maximum.. 

\  Minimum.. 
Aiendtsville /  Maximum.. 

\  Minimum.. 
Bedford )  Maximum.. 

\  Minimum.. 
Bethlehem 3 /  Maximum.. 

\  Minimum.. 
Blue  Mt.  Interchange^  (  Maximum.. 

\  Minimum.. 
Bradford /Maximum.. 

\  Minimum.. 
Breezewood  Intchg^..  /Maximum.. 

\  Minimum.. 
Brookville* /  Maximum.. 

\  Minimum.. 
Burnt  Cabins(near)3.  /  Maximum.. 

\  Minimum.. 

Butler /Maximum.. 

\  Minimum.. 

Carlisle /  .Maximum.. 

\  Minimum.. 
Chambersburg /  Maximum.. 

\  Minimum.. 
Claysville2 /  Maximum.. 

\  Minimum.. 
Coatesville /  Maximum.. 

\  Minimum .. 


Coudersport /  Maximum .. . 

\  Minimum.. . 
CurwensvilleS /  Maximum .. , 

\  Minimum... 
PgPi-y  /Maximum.. 

\  Minimum... 

DonoraS /  Maximum.. 

\  Minimum.. 
Eagles  Mere  2 /  Maxi  mum . . 

\  Minimum.. 
Ebensburg2 /  Maximum.. 

\  Minimum.. 
Emporium^ /  Maximum.. 

\  Minimum.. 
Ephrata /  Maximum.. 

\  Minimum  .. 
ErigS /  Maximum.. 

VMiMiinum.. 
Franklin^ /  Ma.\imum.. 

\  Minimum.. 
Freeland /  Maximum.. 

V  Minimum.. 
George  School /  Maximum.. 

\  Minimum.. 
Gettysburg /  Maximum.. 

\  Minimum.. 
Gordon /  Maximum.. 

\  Minimum.. 
Greensburg /  Maximum.. 

\  Minimum.. 
Hanover^ /  Maximum.. 

V  Minimum.. 
HarrisburgS /  Maximum.. 

\  Minimum.. 
Hawlev /  Maximum.. 

\  Minimum.. 
Holtwood^ /  Maximum.. 

\  Minimum.. 


23 
19 
21 
11 
21 
16 
25 
14 
24 

0 
26 
16 
16 

5 
20 

4 

17 

-  5 

24 

6 
18 
10 
27 
1 

28 
17 
16 
10 
29 
25   14 


Huntingdon^ /  Maximum . . . 

\  Minimum.. . 
Indiana /  Maximum.. 

\  Minimum.. 
Irwin /Maximum.. 

\  Minimum.. 
Johnstown /  Maximum.. 

\  Minimum.. 
Kane* /  Maximum.. 

I  Minimum .. 
Lancaster /  Maximum.. 

\  Minimum.. 
Lawrenceville /  Maximum.. 

\  Mini  mum.. 
Lebanon^ /Maximum.. 

\  Minimum.. 
Lewistown /  Maximum.. 

\  Minimum.. 
Lock  Haven2 /Maximum.. 

\  Minimum.. 
Marcus  Hook3 /  Maximum.. 

I  Minimum .. 

MartinsburgS /  Maximum.. 

\  Minimum.. 
Mauch  Chunk /  Maximum.. 

\  Minimum.. 


20 


45 
6 
36 
16 
49 
27 
41 
19 
44 
19 
48 
16 
31 
18 
44 
18 
33 
22 
45 
15 
30 
18 
50 
15 
50 
20 
48 
-  2 
45 
18 


37 
20 
31 
22 
38 
2U 
41 
2' 
36 
-11 
27 
-  2 


24 
16 
20 
8 
23 
9 
20 
10 
15 
-13 
32 
1' 
21 
9 
21 
20 
29 
16 
22 
11 
31 
16 
16 
] 
27 
14 


30 
7 

30 
3 

30 

-  2 
17 

5 
26 

4 
31 

7 
28 

-  4 
26 

-  3 
30 

5 
31 

8 

24 

-  2 

30 

10 


32  35 


22 
7 
16 
0 
35 
10 
2' 
10 
20 
-  1 
15 


29 

IB 
18 

9 
20 

7 
17 
-  3 
42 
14 
28 
12 
24 
10 
22 

8 
29 


23|  13 
25 


13 
23 
-  1 
27 
18 


33 

-  7 
34 

9 
44 

8 
33 

-  2 
27 

-  4 
36 
10 
27 

-12 
34 
12 
34 

4 
33 

0 
40 
19 
27 

0 
27 

-  6 


50 
-  7 
57 
28 
63 
3U 
53 
21 
50 
23 
50 
21 
43 
26 
47 
14 
47 
25 
51 
5 
69 
30 
45 
25 
37 
25 


15  16 


20 


22 


23 


25 


26 


27 


28 


29 


81 


Mean 


30|  28 


46 
2** 
48 
22 
48 
25 
48 
18 
35 
11 
55 
29 
48 
25 
46 
30 
51 
31 
45 
28 
67!  o2 
491  34 
521  41 
301  24 
67l.... 
45!  20, 


;J0 

31 

75 
34 

54 
VM  14 
46  68 


29 

55 

68 

7,^ 

32 

48 

6<' 

84 

2.'i 

32 

48 

80 

33 

42 

52 

84 

26 

36 

58 

83 

29 

43 

51 

80 

21 

34 

61 

83 

36 

42 

71 

76 

27 

57 

49 

78 

26 

33 

47.7 
26.6 
49.0 
25.9 
52.3 
29.7 
60.7 
27.9 
47.2 
29.2 
.52.8 
27.9 
15.4 
20.0 
49.2 
26.1 
45.0 
21  6 
49.1 
24,6 
48.8 
23.9 
52.6 
28.  4 
52.3 
30.3 
48.3 
22.3 
50.3 
29.8 


46.9 
21.1 
42.3 
21.8 
52.6 
28.6 
51.6 
30.9 
42.8 
18  5 
42.7 
21.3 

51.8 
30.0 
43.3 
26.8 
45.7 
21.7 
41  8 
22.8 
53  4 
28.3 
53.2 
30.3 
48.0 
•28.3 
52.2 
28.6 
51.0 
27.8 
50.4 
30.9 
45.3 
22.4 
48.9 
31.9 


49.4 

22.0 

50.0 

25.  9 

51.3 

24  8 

49.0 

26.8 

43.2 

17.4 

54.2 

27.4 

47.0 

23.4 

48.0 

26  8 

53.0 

29.8 

48.7 

23.5 

54.8 

34.2 

45  4 

26.3 

46.9" 

24. T 


Continued  on  page  21. 
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Daily  Temperatures  for  Miirch,    1943    Coiitliiinvl  from  pbbo  20 


21 


stations 


Meadville^ (  Mnximuin. 

\  Miiiiniuin.. 
Mercer'* )  Muxiimiiii. 

\  Miniimun .. 
MWilIetowiv' /  Miixiimim. 

\  Minimum  . 
Midland (  Maximum., 

\  Minimum.. 
Montrose^ /  Maximum., 

\  Minimum.. 
Mt.  Lebanon )  .Maximum. 

\  Minimum.. 
Mt.  Pocono-'' (  Miiximum. 

\  .Mininnnn.. 
New  t'astle (  Maximum., 

\  Mininuun.. 
OrauKeville )  Maximum., 

\  MinimiM\i.. 
PalmertonS /  Maximum., 

\  Minimum.. 
Philadelphia 
Airport  Stations 


City  Office' 

Franklin  Institute*. 

Sha  wmont 

Philip<burg'' 

Phoenixville 


(  Maxinnuu.. 

\  Minimum.. 

/  Maximum.. 

\  Minimum.. 
,  (  Maximum.. 

\  Minimum.. 

/  Maximum.. 

\  Minimum.. 
,  I  Maximum.. 

\  Minimum.. 
,  /  .Maximum.. 

I  Miuimuro.. 


Pittsburgh  Arpt  Sta.'.  /  Maximum. 

\  Miniiunm.. 
Pittsburgh  City  Office^  /  Maximum. 

\  Minimum.. 
Port  Clinton *  Maximum. 

\  Miuimum.. 
Pvmatuning  Dam*...  /  Maximum. 

\  .Miiununn.. 
Quakertown /  Maximum. 

\  Minimum.. 
Readings /  Maximum . 

\  Minimum.. 
Ridgway2 /  Maximum. 

\  Minimum.. 

ScrautonS (  Maximum. 

\  Minimum.. 
Selingsgrove /  Maximum. 

\  Minimum.. 
Sharon )  Maximum. 

\  Minimum.. 
Somerset /  Maximum. 

\  Minimum.. 
Springs i  Maximum., 

\  Minimum.. 
State  College^ i  Maximum. 

\  Minimum.. 
Stroudsburg /  Maximum. 

\  Minimum.. 


Towanda /  Maximmn., 

\  Minimum.. 
Uniontown /  Maximum. 

\  Minimum.. 
Vandergrift  3 t  Maximum. 

\  Minimum.. 
Warren /  Maximum . 

\  Minimum.. 
Waynesburg /  Maximum. 

\  Minimum.. 
Wellsboro^ /Maximum. 

\  Mininnim.. 
West  Chester /  Maximum . 

\  Minimum.. 
Wilkes-Barre^ /  Maximum. 

\  Minimum.. 
WUliamsport /  Maximum . 

V  Minimum . . 
Woodward' /  Maximum, 

\  Minimum.. 
York /  Maximum. 

\  Minimum.. 


12       8 


35  '20 

s     a! 

3«  IS, 

ir    4;- 

3Hl  31 

24|  23i 

441  42 

17|  16i 

30,  17j 
I3i      7 

IB!  2S' 

151  151 

321  23 


46  35 
29  26 

4C|  37| 
27 
34 
30 
44 
27 
19 
7 
48 
24 


39  30 
21  15 


35|  22 

49t  46j 
13!  16 


'28  31 
-  6-  l! 

24  29 
•  **!  22 

28!  46 
s:  241 


39  21 


38;  21! 

12:  7; 

44  .39! 

29  26i 

38  28 

23  17i 


17 
7 
31 
18 
19 
4 

39  ,15:  25 
21  15,  13 
.32  22  14 
12  8-4 
50  45i  30 
25  24!  18 


30 

1 

19 

-  7 
25 

-  3 
19 

-  6 
30 

-  1 
26 

-10 

28 

5 


28  49 


71 
27| 
9l 

32 


V\     26 


•ii\  29 

-  4!  22 

33  53 

2  20 


2,5 

-  I 
27 

4 
24 

2 
27 

-  6 
26 

1 

28 

7 

25 

-11 


34 
21 
36 
27 
43 
18 
31 
0 
44 
16 
47 
23 
35 
-11 


33 

20 

46 

32 

44 

28 

37 

23 

44 

29 

36 

17 

42 

28 

37 

22 

39 

24 

29 

19 

50  38 

31  24 


37  62 

0  14 

86i  63 

8;  81 


30 

-  7 
44 

16 
41 

10 
30 

-  5 
50 

9 
28 
-Hi 
36' 
13 
29l 

41 
32| 

2 
23' 

6 
37, 


64 

28!  38 

55!  47 

29|  31 

65|  62 

321  39 

44  i  45 

-  8!  2i 

571  60 

25'  39; 

47'  53| 

27;  40 

43;  48! 

28  39, 

40  45; 

22  40: 

66  56 

23;  44; 


50  55 

25i  23 

50;  53 

2»!  ■23! 

39'  58 


16 


47 
25 

50 
36 
78 
33 
52| 
24 
.54; 
33 
47| 
22 
49 
31 
40 
26 
50 
30 
36 
28, 
54, 
32] 


40 1  53 

27  18 
59  62 

28  18 


57  67 
33'  43' 

58,  68 


32 

47 

56 

57 

20 

32 

54 

66 

22 

36 

54 

60 

16 

38 

57 

62 

26 

42 

56 

66 

16 

18 

51 

62 

28 

37 

56 

60 

23 

31 

58 

70 

28 

44 

64 

65 

20 

29 

48 

59 

17 

28 

55 

61 

27 

42 

56 

60 

20 

24 

53 

63 

22 

84 

62 

71 

27 

37 

62 

70 

32 

33 

55 

65 

20 

36 

63 

69 

24 

42 

54 

61 

20 

19 

56 

63 

24 

34 

52 

59 

24 

34 

58 

60 

27 

37 

51 

57 

30 

37 

58 

65 

20 

33 

50  62 
30  30 


76  51 
51  36 
75 
50 
57 


20 


55 
32 
67 
51 
66 
46 
55 
31 
64 
46 
65 
30 
59 
32j  43 
63  44 
30!  38 
66;  61 
29!  40 
69!  50 
35:  40 
661  64, 
29  461 


22 


28 


18  21 
34!  8' 

19  19 
36  43 
29  28 


67  42 
40  30 


44  66 

16  19 

43  66 
16  24 

48  57 

25  27 

44  57 

22,  26 

35!  52 

18|  18 

45!  66 

17|  29 

34 1  48 

171  22 


53;  43; 

29  29! 


•Ifi     26 


43 

19 

46 

21 

47 

22 

44 

13 

45;  57 

19  25 

41  54 
18  18 
45  57 
26  28 

42  52 
24 
52 
23 
39 
15 
47 
25 


56  68 

31  81 
67!  63 


27 


28 


29 


86  46 

23  14 

38!  '>6 

19  14 


80 


4!) 

49 

71 

28  22 

81 

47  49 

73 

26  21 

31 

85  88 

52 

21 

14 

14 

41 

47 

73 

24 

21 

36 

87 

37 

47 

19 

16 

29 

47 

46 

76 

23 

17 

30 

49 

50 

49 

24 

12 

26 

47 

60 

50 

27 

31 

34 

48 

47 

55 

32 

26 

32 

49 

48 

56 

34 

28 

36 

48 

47 

63 

35 

33 

37 

50 

47 

55 

38 

26 

30 

38 

43 

68 

18 

8 

24 

65 

54 

59 

30 

23 

27 

44 

47 

72 

25 

22 

36 

42 

49 

73 

27 

•25 

39 

54 

45 

46 

29 

20 

28 

37 

46 

74 

22 

14 

21 

47 

45 

54 

27 

31 

25 

49 

48 

54 

30 

25 

35 

42 

47 

71 

17 

7 

8 

40 

42 

42 

24 

20 

35 

50 

50 

58 

16 

17 

26 

49 

49 

76 

26 

20 

34 

41 

47 

69 

21 

16 

26 

38 

45 

66 

21 

13 

25 

42 

47 

71 

26 

20 

34 

53 

50 

48 

26 

17 

28 

44 

44 

48 

26 

15 

32 

45 

50 

74 

25 

21 

30 

45 

50 

74 

26 

19 

32 

39 

47 

72 

20 

10 

29 

45 

52 

73 

28 

17 

28 

36 

45 

58 

22 

11 

11 

50 

47 

55 

30 

24 

31 

43 

45 

44 

24 

20 

35 

62 

50 

48 

28 

18 

34 

36 

42 

64 

18 

16 

32 

54 

49 

71 

31 

22 

28 

78  77 
16  87 
74  76 
341  47 
82 
36 
76 
48 
76 
30 
77 
61 
70 
34 
79 
62 
80 
30 
72 
4( 

79 
42 
75 
42 
77 
39 
76 
89 
74 
51 
85 
35 


Mean 


44.8 
19.7 
44.9 
22.1 
60.0 
28.8 
61.8 
28.0 
40.8 
19.8 
48.6 
27.9 
40.0 
21,6 
60.8 
26,7 
49.0 
22.6 
47.4 
28.1 

61.7 
80.9 
51.6 
33.4 
62.2 
36.1 
54.0 
31.6 
42.7 
21.5 
60.fi 
28.8 


47.4 
27.9 
49.3 
30.7 
48.6 
27.6 
44.0 
20.4 
49.8 
27.2 
50.3 
31.8 
46.1 
16.3 


45.2 
27.1 
50.7 
26.0 
50.0 
27.8 
48.8 
24.1 
45.5 
21.7 
46.7 
28.1 
50.4 
26.2 


47.7 
24.5 
54.0 
29.9 
52.2 
28.3 
47.2 
21.6 
53.6 
27.6 
44.7 
17.4 
62.4 
30.6 
45.9 
25  2 
50  5 
27.7 
41.9 
23.7 
64.6 
30.4 


Unless  otherwise  noted  temperatures  noted  represent  extremes  for  24-hour  period  ending  in  late  afternoon.      2   Thermometers  read  in  morning,  maximum  set  back  to  pre- 
ceding date.    3  Midnight  to  midnight.    5  1 :30  a.  ra.  to  1  ;30  a.  m.    ','',"',  etc.,  indicate  respectively  1,  2  or  3  days  missing  from  record. 
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GENERAL  SUMMARY. 

April  was  wet  and  unusually  cold,  ofifering  an  unpleasant 
contrast  to  the  weather  usually  associated  with  the  month.  The 
average  temperature  was  the  lowest  obtained  for  the  State  in  the 
period  of  record  for  April.  There  is  now  an  accumulated  aver- 
age daily  deficiency'  for  the  year  of  1.2°  and  daily  temperatures 
have  averaged  2.0°  lower  than  they  did  in  a  comparable  period 
in  1942.  All  stations  contributed  to  the  deficiency  and  all  ex- 
perienced sub-freezing  temperatures.  P]xtreme  maxima,  occur- 
ring about  the  25th,  were  below  those  reported  in  March  at  all 
but  eight  stations,  most  of  which  were  in  the  extreme  east  por- 
tion. Only  three  times,  in  the  period  of  record,  has  the  ex- 
treme maximum  in  April  been  lower.  Minin)a  occurred,  gen- 
erally, in  the  first  half  of  the  month  and  the  extreme  minimum 
was  the  lowest  since  1924. 

Precipitation  was  frequent,  and  for  the  first  time  this  year,  the 
State  average  was  above  normal,  reducing  the  accumulated  de- 
ficiency for  the  year  to  1  82  inches  This  deficiency  is  only 
0  01  inch  greater  than  that  accumulated  during  the  first  four 
months  of  1942.  Precipitation  was  above  normal  at  most  sta- 
tions, the  exceptions  being  the  east  and  south  portions.  Great- 
est amounts  fell  during  the  period  18th-21st,  most  stations  re- 
cording their  greatest  24-hour  rainfall  measurements  during  that 
interval.  In  the  Bradford  area,  heavy  precipitation  on  the  27th 
caused  streams  to  rise  rapidly,  flooding  low-lying  areas.  Streams 
were  flooded  when  sewers,  blocked  by  debris,  were  unable  to 
carry  away  the  excess  water.  Damage  to  property  and  gardens 
resulted. 

Light  sleet  and  some  glaze  were  reported,  generally,  in  the 
early  part  of  the  month .  Light  hail  fell  in  thunderstorms  which 
were  reported  on  a  number  of  days.  Most  general  were  those 
about  the  20th.  Snow  was  frequent  in  the  first  part  of  the 
month,  and  excepting  1942,  the  average  was  higher  than  in  any 
April  since  1928.  It  offered  no  protection,  melting  as  it  fell 
or  shortly  thereafter. 

Another  unusual  feature  of  the  month  was  the  frequency  of 
high  winds,  which  in  contrast  to  normal  years,  were  more  gen- 
eral than  they  were  in  March.  They  caused  minor  damage  to 
property. 

Farm  activity  was  approximately  ten  days  behind  the  stage 
usually  reached  by  the  end  of  April.  The  unusually  low  tem- 
peratures and  wet  ground  kept  outdoor  work  to  a  minimum  and 
retarded  the  growth  of  vegetation.  Undetermined  damage  to 
winter  crops  and  fruits  had  resulted  from  the  recurrent  freezing 
temperatures.  G.  W.  S. 

TEMPERATtTRE. 

The  mean  temperature  for  the  State,  as  determined  from  the 
reports  of  76  stations,  was  43.1°,  which  is  5.5°  below  the  56- 
year  normal  for  April.  The  highest  monthly  mean  was  51.2° 
at  Phoenixville,  Chester  County,  and  the  lowest  was  35.2°  at 
Kane,  McKean  County.  Extremes  ranged  from  a  maximum 
of  83°  at  Lancaster,  Lancaster  County,  on  the  1st  and  Phoenix- 


ville, Chester  County,  on  the  26th,  to  a  mininium  of  1"  at  Kane 
on  the  7th  and  Bradford,  McKean  County,  on  the  IGth. 


PRECIPITATION. 


The  average  precipitation  for  the  State,  as  determined  from 
the  observations  at  193  stations,  was  3.97  inches,  which  is 
0.55  inch  above  the  56-year  normal  for  April.  The  greatest 
monthly  amount  was  7.00  inches  at  Philipsburg,  Centre  County, 
and  the  least  was  2.05  inches  at  Philadelphia  City  Ollice,  Phila- 
delphia County.  The  greatest  amount  for  any  observational 
day  was  2.53  inches  at  Driftwood,  Cameron  County,  on  the 
20th-21st. 

Theaverage  snowfall  for  the  State  was  3.7  inches,  which  is  1 .6 
inches  above  the  56-ypar  normal.  The  greatest  monthly  snow- 
fall was  23.8  inches  at  Tamarack,  Clinton  County.  The  greatest 
fall  for  any  observational  day  was  8.3  inches  at  Shaffer's  Path, 
Lycoming  County,  on  the  17th. 


8»8. 
889. 
890. 
891. 
892. 
893. 
894. 
895 
896. 
897. 
898. 
899. 
900. 
901. 

902. 
903. 
904. 
905. 
906. 
907. 
908. 
909. 
910. 
911. 
912. 
913. 
914. 
915. 


916. 
917. 
918. 
919. 
920. 
921. 
922. 
923. 
924. 
925. 
926. 
927. 
928. 
429. 

930. 
931. 
932. 
933. 
934. 
936. 
936. 
937. 
938. 
939. 
940. 
941. 
942. 
943. 


COMPARATIVE  DATA   FOR  APRIL 


Year 


Temperature 


Precipitation 


No.  of  day !^. 


il 


5 


Period  , 


47.2 

92 

12 

49.7 

88 

14 

48.6 

85 

12 

49.8 

87 

11 

46.9 

85 

14 

47.7 

85 

16 

48.0 

83 

5 

49.2 

90 

5 

63.0 

97 

4 

49.0 

92 

12 

45.6 

84 

4 

50.2 

92 

2 

49.2 

90 

13 

47.2 

95 

10 

48.0 

91 

20 

48.8 

90 

12 

44.7 

86 

9 

48.4 

84 

16 

50.0 

89 

12 

43.6 

84 

8 

49.8 

89 

0 

48.5 

87 

8 

52.6 

89 

13 

46.2 

84 

6 

50.2 

83 

18 

50.6 

90 

17 

47.3 

93 

5 

53.9 

98 

15 

48.0 

87 

16 

48.5 

87 

14 

48.2 

81 

12 

48.5 

90 

6 

46.0 

87 

8 

55.3 

96 

10 

50.1 

91 

11 

48.3 

89 

-5 

46.5 

82 

6 

51.3 

96 

9 

44.9 

84 

9 

47.7 

92 

17 

46.0 

88 

11 

51.4 

94 

19 

48.2 

92 

9 

48.4 

85 

16 

47.0 

86 

14 

50.9 

89 

15 

48.9 

86 

14 

47.1 

91 

12 

46.1 

90 

14 

47.7 

89 

19 

51.3 

92 

11 

46.7 

90 

9 

45.1 

82 

9 

55.1 

94 

18 

52.8 

94 

14 

22.8 

95 

14 

43.1 

83 

7 

48.6 

98 

-5 

2.52 
4.50 
3.46 
2.08 
2.04 
4.74 
3.62 
3.76 
1.75 
3.30 
2.93 
1.76 
1.57 
5.41 

3.56 
3.53 
3.45 
2.84 
3.13 
2.64 
3.51 
5.39 
5.07 
3.79 
4.39 
3.82 
4.66 
1.92 

3.65 
2.08 
4.53 
2.70 
4.39 
3.11 
3.17 
2.94 
4.15 
2.32 
2.03 
3.52 
5.50 
6.12 

2.71 
3.33 
1.71 
4.49 
3.06 
2.56 
3.01 
5.53 
2.85 
3.70 
5.30 
2.01 
2.21 
2.21 
3.97 

3.42 


1.3 
0.9 
0.4 
1.2 
l.i 
0.6 
14.7 
0.2 
0.9 
0.3 
2.5 
0.5 
0.9 
4.9 

3.0 
T. 
1.0 
2.8 
0.6 
4.0 
1.0 
2.6 
0.6 
4.4 
1.6 
0.2 
1.1 
1.6 

5.6 
2.6 
10.8 
1.2 
3.0 
0.8 
0.4 
1.9 
7.4 
0.5 
0.9 
1.0 
6.5 
1.1 

1.1 
2.8 
1.2 
0.5 
0.6 
2.9 
1.3 
0.2 
8.6 
1.0 
2.3 
T. 
4.5 
4.5 
3.7 

2.2 


8 

14 

11 

11 

10 

14 

8 

13 

10 

10 

14 

7 

11 

11 

10 

10 

8 

10 

10 

12 

12 

9 

6 

16 

8 

14 

11 

9 

9 

8 

10 

11 

13 

8 

12 

9 

9 

14 

11 

10 

12 

12 

13 

10 

13 

10 

13 

11 

15 

10 

11 

12 

14 

10 

8 

13 

14 

9 

9 

11 

14 

10 

11 

10 

16 

9 

11 

13 

12 

12 

9 

14 

12 

13 

10 

15 

9 

12 

18 

12 

13 

12 

15 

9 

10 

11 

10 

14 

8 

14 

13 

12 

11 

13 

n 

11 

14 

8 

14 

9 

10 

18 

15 

7 

12 

9 

6 

17 

7 

13 

7 

13 

14 

9 

11 

11 

6 
11 
8 
8 
10 
13 
II 
12 
10 
9 
13 
6 
8 
16 

12 
12 
14 
10 

8 
13 
10 
11 
11 
12 
13 
12 
12 

7 

12 
9 
11 
10 
12 
10 
9 
8 
10 
8 
9 
11 
10 
13 

11 
10 
10 
10 
9 
12 
14 
18 
10 
14 
14 
R 
9 
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Olimatolog-ical  Data  for  April.    1943 


Stations 


Counties 


d 


Temperature,  in  degrees  Fahr. 


a 

Is 


Atiardie  Drainage 


AUentown 

Altooua-5mi.  W 

Bedford 

Bethlehem 

Burnt  Cabins-2  mi.  E... 

Carlisle 

Chambersburg 

Coatesville ;•••■• 

Curwensville-6  mi.  NW 

Eagles  Mere 

Emporium 

Ephrata 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover ........■■ 

Harrisburg  Airport. . 

Hawley 

Holtwood 

Huntingdon 

Lancaster 

Lawrenceville 

Lebanon 

Lewistown 

Lock  Haven 

Marcus  Hook 

Martinsburg 

Montrose 

Mt.  Pocono.. 

Orangevilletl 

Palmerton 

Philadelphia  Airport.. 

Philipsburg 

Phoenix  ville 

Port  Clinton 

Quakertown 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg 

Towauda 

Wellsboro 

Westchester 

Wilkes-Barre 

Williarasport 

\Voodward-4mi-  NE — 
York 


Division  mean. 


Ohio  Drainage 


Bradford 

Brookville 

Butler 

Claysville 

Coudersport 

Derry 

Donora 

Ebensburg 

Franklin 

Greensburg 

Indiana 

Johnstown 

Kane 

Mead  ville 

Midland 

New  Castle 

Pittsburgh  Airport.. 
Pymatuuing  Dam.... 

Ridgway 

Sharon 

Somerset 

Springs 

Uniontown 

Vandergrift 

Warren     

Wayne.sburg 


Division  mean. 


Lake  Drainage 

Erie 

State  mean 


Lehigh 

Blair 

Bedford 

Northampton. 
Huntingdon . . 
Cumberland . . 

Franklin 

Chester 

Clearfield 

Sullivan 

Cameron 

Lancaster 

Luzerne  

Bucks 

Adams 

Schuylkill.... 

York 

York 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Columbia 

Carbon 

Philadelphia  . 

Centre 

Chester 

Schuylkill 

Bucks 

Berks 

Lackawanna. . 

Snyder 

Centre 

Monroe 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming..  .. 

Centre 

York 


254 
1,615 

1.  120 
864 
990 
473 
600 
431 

2,  215 
2, 020 
1,033 

365 

1.970 

184 

553 

900 

600 

351 

900 

200 

700 

255 

996 

469 

467 

557 

12 

1,493 

1.176 

1,914 

610 

455 

10 

1,916 

100 

407 

480 

273 

746 

476 

1,217 

440 

754 

1,319 

4t0 

544 

550 

2,208 

400 


McKean 

Jefferson 

Butler 

Washington 

Potter  

Westmoreland... 

Washington 

Cambria 

Venango 

Westmoreland . . . 

Indiana 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Crawford 

Elk 

Mercer 

Somerset 

Somerset 

Payette 

Westmoreland.. 

Warren 

Greene 


Erie. 


670 


70 


43.6 
42.4 
46.2 
45.5 
42.6 
46.4 
47.4 
46.7 
36.8 
36.2 
39.6 
46.9 
39.0 
46.8 
48.6 
41.6 
47.2 
46.0 
40.4 
47.1 
42.  2 
47.8 
40.  8 
44.3 
47.0 
47.2 
49.3 
41.6 
36.0 
86.4 
41.0 
42.4 
46.8 
87.1 
5L2 
44.8 
44.8 
46.4 
41.5 
43.2 
41.9 
44.8 
41.4 
37.2 
47.2 
41.6 
44.1 
37.2 
48.0 

43.6 


88.7 

.38.7 

43.2 

42.6 

39  2 

45.2 

46.9 

88.4 

40.4 

45.9 

43.4 

43.  2 

85.2 

39.2 

46.6 

44.9 

44.2 

39.4 

.37.6 

46.2 

41.2 

39.4 

47  2 

45.8 

38.9l> 

45.8 

42.2 


40.8 
43.1 


-5.1 
-6.3 
-3.8 

-5.7 


-5.6 
-2.8 
-3  6 


-7.0 
-8.6 
-5,2 
-3.6 
-2.4 
-6.0 
-5.1 
-4.9 
-4.K 
-4.0 
-7.2 
-1.7 
-5.1 
-5.9 


-3.1 
-5.6 


-4.7 
-3.8 

-o!?' 

-4.9 
-4.3 
-4.3 
-6.6 
-6.2 
-5.8 
-3.2 
-4.9 
-7.3 
-2.7 


-4.8 

-■y.o 

-6.0 


-6.0 
-4.6 
-7.9 
-4.6 
-4.3 
-4.5 
-6.8 
-5.5 
-4.5 
-5.8 
-6.5 
-8.1 
-6.3 

-3^6 

-4.5 


-7.6 
-2.5 
-4.9 
-6.0 
-40 
-4.4 
-6.1 
-4.7 

-6.4 


+4.3 
-5.5 


Precipitation,  in  inches 


a 

2S 
ax: 


•25 
26 

It 
25 
25 
25 
25 
25 
25 
26 
25 
25 
25 
25 

It 

1 
25 
25 
25 
■25 
25 

1 

1 
25 
26 
24 
26 
25 
24 
26 
25 
25 
26 
25 
26 

1 
25 
25 
26 

1 
25 
25 

1 
23t 
26 
25 

1 
25 

1 

It 


1 
27 

1 
27 
24 
25t 
251 
27t 
27 

1+ 

1 
25 
24t 
27 
27t 

1 
27 
27 
24 

1 
25 
25t 
25t 
25t 
27 

It 


7 
16 

6t 
7 
7t 
16 

16 
16 

7t 
16 

7 

7 
7 
5t 


16 

7t 
16 

7 

fi 
16 

6 

7t 

6t 

7 

7 

6 

7 

6 

7 


6 

4 

7 

7t 

4 

4t 

4t 
15 

6 

7 

7 
15 

7 
15 

4 

7 

7" 
16 
16 

4 

7 


3. '29 
5.06 
4.95 
3.35 
3.59 
4.26 
3.13 
3.44 
6.58 
4.97 
5.43 
2.  29 
2.  27 
2.50 
2., 58 
3.68 
3.20 
3.28 
2  78 
2.67 
4.05 
2.91 
3.87 
2.97 
4.71 
4.80 

2 .  96 
4.37 
8.82 
3.12 
2.97 
2.18 
2.61 
7.00 
3.52 
3.1611 
2.96 
2.90 
2.15 
4.83 
4.43 
2.89 

3.  15 
4.00 
3.50 
2.531 
4.56 
4.56 
2.87 

3.62 


6  20 
4.95 
4.54 
4.02 
6.74 
3.94 
3.44 
1.57 
3.93 
4.14 
4.44 
5.28 
4.95 
3.53 
3.51 
3,69 
2.38 
3.82 
4.65 
3.63 
4.55 
4.72 
4.54 
4.17 
4.62 
4.64 

4.36 


4.02 
3.97 


-0.42 
-H.63 
-t-1.61 
-0.15 

+  6]89 
-0.11 
-0.32 


+  1.74 
-0.91 
-2.31 
-1.  18 
-1.05 
-0.62 
-0.13 
+  0.59 
-0.44 
-0.  17 
+0.56 
-0.35 
+0.89 
-0.52 


+  1.22 
-0.44 


+  0.60 


-1.06 
-0.44 

0.00 
-0.98 
-I.  10 
-0..37 
-0.62 
+  1.16 
+0.83 
-0.68 
+0.06 
+0.94 
-0.24 
-0.  40 
+0.02 


-0.  32 


+0.20 


+2.40 
+2.  05 
+  1.17 
-»-0.63 
+2.44 
+0.  21 
+  0.  29 
+  1.37 
+0.43 
+0.74 
+0.56 
+  1.3S 
+  0.76 
0.00 

+6!  27 
-0.54 

+  i.'62 
+0.59 
-0.24 
+  0.73 
+  0.81 
+  1.32 
+  1.00 
+  1.05 

+0.94 


-1.29 
+0.66 


1.06 
1.26 
1.30 
0.84 
1.33 
1.70 
1.10 
2.05 
1.49 
1.14 
L29 
0.90 
0.68 
1.08" 
1.33 
0.97 
1.24 
1.66 
0.76 
I.  01 
0.78 
1.20 
1.05 
1.06 
1.01 
1.10 
1.57 
1.37 
0.87 
1  05 
0.65 
0.59 
1.46 
1.51 
1.52 
0.90 
0.95 
1.2:3 
0.56 
1.83 
1.24 
0.76 
0.81 
1.  16 
2.01 
0.64 
1.24 
1.31 
1.29 

2,53 


1.44 
1.36 
0.92 
0.89 
I..39 
0.93 
0.90 
1.06 
1.15 
1.39 
1.26 
1.22 
1,12 
1.22 
0.87 
0.74 
0.81 
1.03 
0.84 
1.12 
1.21 
1.10 
1.19 
0.97 
0.97 
1.38 

1.44 


1.20 
2.63 


19-20 
20-21 
18-19 

19 

19 
18-19 

19 
18-19 
18-19 
16-17 
20-21 
18-19 
19-20 
19-20 
18-19 
18-19 

19 
19-20 
19-20 
19-20 
18-19 
18-19 
18-19 
19-20 
19-20 

16 
19-'20 
18-19 

20 
19-20 

13 

19 
19-20 

16 
19-20 
18-19 

19 
19-20 
18-19 
18-19 
20-21 
19-20 
18-19 
20-21 
18-19 
13-14 
19-20 
18-19 
18-19 

20-21 


27-28 
18-19 

16 
19-20 

27 
18-19 

19 
16-1 

19 
18-19 
18-19 
16-17 

19 

19 
19-20 

12 
18-19 
19-20 
19-20 
18-19 
18-19 
18-19 
18-19 

19 

19 
16-17 


28 


T. 

4.2 

T. 

T. 

T. 

T. 
0.3 

T. 


No.  of  days 

h 

0 

S£ 

^■% 

Ha 

So 

_o 

®.9 

03 

CD 

*S 

0 

2" 

(u 

(J 

1^ 

0 

a. 

Observers 


16.6 

8.7 
T. 

T. 
T. 

6.6 
0.2 
0.6 
9.1 

T. 
2.2 

T. 
8.0 
0.6 


11.0 
T. 


12.4 
7.2 
4.5 
0.2 

T 

20.8 

0.7 

0.5 

T. 
1.2 
3.9 
0.5 
6.7 
0.3 
5.6 
6.0 

T. 
0.5 
6.1 

'6!6 
3.1 


6.6 


10.0 
0.2 
10.4 
4.6 
0.1 
7.5 
9.5 
2.8 

6.8 
7,2 
5.4 
7.4 
3.5 
5.9 
2.3 


1.0 
3  8 
5.7 
2.7 
L5 


4,0 
T. 


4.7 


27       2.2 
20-21     3.7 


w. 

nw. 

nw. 

w. 

nw. 

sw, 

uw. 


BW. 


UW. 

nw. 

w. 

w. 

nw . 

nw. 

w, 

n. 

nw. 

nw. 

nw. 

sw, 

11  u . 

w. 


nw. 
nw 


nw. 

nw. 

sw. 

w. 

w. 

n. 


nw. 

n. 
nw. 

se. 

B. 

ne. 
nw. 


15     w. 
12     nw. 


AUent'n-Bethlehem  Gas  Co. 

City  of  Altoona. 

Charles  C.  Lee. 

l>ehigh  University. 

Penna.  Turnpike  Comin. 

Clarence  E.  Miller, 

William  B  Spear. 

Howard  L.  Pyle. 

U.  S.  Weather  Bureau. 

Carl  E.  Bigger. 

Mrs.  Helen  C.  Haas. 

Ira  J.  Keath. 

Andrew  B.  Evansha 

Prof.  N.  W.  Swayne. 

Dr.  Henry  Stewart. 

Miss  Sallie  M.  Johnson. 

Evening  Sun. 

U.  S.  Weather  Bureau 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  Co. 

Prof.  Paul  R.  Yoder. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

I'enua.  Edison  Co. 

William  R.  Kelley. 

Sun  Oil  Co. 

Civil  Aeronautics  Authority 

Harrv  S.  Fancher. 

U.  S.  Weather  Bureau. 

Benjamin  F.  Conner. 

New  Jersey  Zinc  Co, 

U.  S.  Weather  Bureau 

U.  S.  Weather  Bureau. 

Phila. -Suburban  Water  Co. 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Dr.  George  E  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

Mrs.  M.  Ordelia  Parks. 

M.S.  Bliss. 

Clyde  T.  .Saylor. 

U.  S.  Communication  Sta. 

John  D.  McEwen. 

U.  S.  Weather  Bureau. 

York  Water  Co, 


Citv  Water  Dept. 

Civil  Aeronautics  Auth  y. 

Butler  Eagle, 

Walter  B.  Paget. 

Philip  R.  Shaw. 

Miss  N.  Dixie  Winemau. 

Donora  Zmc  Works. 

Misv.  Emma  H.  Eastman 

William  K.  Fuller. 

Westniorfland  Water  Co. 

Indiana  State  Teachers  Col, 

Robert  Tross. 

I'.  S.  Weather  Bureau. 

Citv  of  Meadville. 

Perry  P.  Campbell. 

New  Castle  Water  Co. 

IT.S.  Weather  Bureau. 

Pa.  Dept.  Forest*  &  Waters. 

West  Penn  Power  Co. 

Carnegie-Illinois  Steel  Corp. 

D.  L.  Grove. 

Allen  E.  Yoder. 

William  W.  Marsteller. 

Camegie-Illinols  Steel  Corp. 

Harold  L  Johnson. 

Thomas  S  Knox. 


U.  S,  Weather  Bureau. 


For  cooperative  stations  the  departure  from  normal  temperatures  are  computed  from  averages  of  entire  period  for  stfttloas  having  10  or  more  years  of  re^^ 
of  precipitation  for  stations  with  16  or  more  years  of  record  are  computed  from  a  normal  or  "standard  mean."  adjusted  to  a  "°i^o™=^"Z„tL^  t  ftrf^RHndlcat^  pi^ 

years  the  means  for  period  of  record  are  used.         f  On  other  dates  also.  5  Incomplet«.  II  Total  partially  estimated.  'Estimated.  T.(trace)  indicates  pre- 

cipitation less  than  ,01  Inch.  Reference  letters.  •.  ". ',  etc.,  indicate,  respectively.  1,  2.  3.  etc..  missing  from  the  record. 

tX  Formerly  Bloomsburg  [nearj 


W.  B,  O.,  PMladelphift-7-24-43-975 
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Dally  Preolpitatlon  for  April,   1943 


Stations 

Couuties 

Day  of  month 

"3 

1 

- 

••• 

4 

^> 

fi 

7 

8 

9 

10 

It 

12 

13 

14 

16 

16 

17 

18 

19 

'20 

21 

22 

•23 

24 

25 

26 

27 

•28 

29 

80 

81 

ATLANTIC 

URAINAQE 

Ptiwiaie  Hnxin 

I'Pl'Kl!  llKL.WVAllK 

IMngmans  Kerry- 

Pike 

Wayne 

Wayne 

Wavne 

Pike 

'■'rV 

.02 

.20 
.10 
.18 
.10 
.06 
T. 

■rV 

■;2o 

.13 
.10 
.35 
.14 

'.'oi 

.04 
.05 

ns 

.  33 

.40 
.50 
.83 
.54 
.61 
.12 
.04 
.34 
.03 

.46 

'!65 

.'35 
.28 
T. 
.41 

.94 

.43 

.08 

.21 

.2-2 

.31 

.32 

.40 

T 

.15 

.04 
.20 
.17 

.22 

T. 

.01 
.21 

.28 
.36 
.23 
.23 

'.'■20 
.40 
T. 

.45 
.56 
.63 

T. 
.13 

• 

.10 

.16 
,30 
.36 
.42 
.14 
1.05 
.68 
.45 
.68 

.17 
.84 
.55 
.40 
.31 
.53 
.82 
.,59 
.92 

.•29 
.35 
.04 
.•21 
.41 
.90 
.35 
.42 
1.22 
1.^27 

2.05 
.72 
.78 
.■22 

1.44 
l.Ofi 

.'22 
1.35 

.95 
2.04 

.46 

1.09 
.50 
.42 

1.05 

.52 

.50 
.J3 
.68 
.39 
.63 
.62 
.88 
.40 
.37 
.21 
.81 
1.03 
..37 

.38 

1.07 

.65 

* 

.58 
.47 

1.33 
.97 

1.12 
.73 
.56 
.19 

1.29 
.13 
.55 
.63 

L15 

1.03 
.42 
.73 

1.01 
.76 
.72 
.69 

.88 
.09 
.05 
.76 
.02 

1.06 
.02 

'.'64 
.87 
.60 
.24 

'>ii 

1.24 
.68 
1.62 
1.52 
.18 
1.42 
1.10 
.02 
.04 

.'07 
.30 
1..57 

.01 
T 

1.81 
.30 
.10 
.04 

1  69 

1.'68 

1.08 

.40 

.89 
.86 
.86 
.44 
.87 
.51 
.70 

.•23 
.•24 
.•24 
.•25 
.'28 
.34 
.43 
.29 
.40 

.38 
.46 
.13 

.•23 
.47 
.•28 
.18 
.12 
.38 

T. 

.18 
.•23 
.•24 
.30 
.39 
.16 
.40 
.18 
.26 

.09 
.•21 
.•20 
.11 

.15 
.18 
.17 
.20 
.•23 
.26 
.18 

.95 

.40 
.75 
.82 

.,57 
.46 
.22 
.10 
.32 
.21 
.40 
30 

.12 
.20 
.07 
.16 
.22 
.04 

".bb 

.09 

'.'i9 

.01 
.02 

'■r'.' 
.  11 

';i3 

.02 
'.'02 

T. 
T. 
T. 

T 

'.'06 
.03 

.02 

'.'63 

.02 
.06 

T. 

.02 
.03 
.30 

.02 
.05 
.07 

T. 
.07 
.01 
.05 

2.61 

09 

T. 

.'28 

.11 

« 

.10 
.'22 
.40 
.64 
.14 
.39 

.41 
.42 
.52 
.16 
.75 
.14 
.09 
.34 
.06 

'.'i7 

.55 
.09 
.15 
.12 
.17 
.42 
.34 
.20 

.23 

'!03 
.28 

.16 
.17 
.34 
.06 
.06 

'.'24 
.10 

.02 
.04 
.03 

T. 

.03 
.02 



. . . . 

.08 
.10 
.05 

.... 

.07 
'.'64 

2.78 

Ilnllist+^rville-         

.15 
.15 
.16 

3.14 

I,akeviUo-._ 

3.09 
2.42 

Mount  roeono'^ 

Ploasaut  Movmtt 

Stroud-^burg 

Monroe 

Wayne 

.01 

.05 

T. 

.15 

T. 

.04 

.03 

't.' 

.•20 
.24 
T. 
.40 

.01 
!0'7 

.10 
.33 

'.'io 

.08 
.10 
.20 
.12 
.33 

.66 

T. 

.05 

.11 

.13 

.13 

.16 

.18 

.15 

.11 

.,55 
.37 
.'21 
T. 

.'22 
.14 
.01 
.•28 
.35 
.43 
.11 

'!i7 
.60 
.10 

.34 
.32 
.33 

'>28 
.42 
.37 
.01 
.87 

'.'25 
.04 

.58 
.03 
.92 

+ 

.39 
^•20 
T 

.'23 

l.'i4 
.93 

'.'36 

.97 

1.10 

'.'86 
.46 

.05 

.28 

'.'37 

.18 
.09 

.•28 

';64 

.09 

.08 

'!25 

'.'63 
.29 

".'•2i 

.12 
.06 
T. 

't.' 

.'25 

T. 
T. 
.19 
T. 

'.'36 
.17 

'^36 

'.'3s 
'.'•24 

'.'•22 
..30 

'.'4! 

'.'■2i 

.•23 
.26 

'.'•29 

'!i9 
.56 

■r'' 

.ft2 

.02 
.'23 

.07 

.01 
T. 

'."69 
T. 
T. 

.02 
.34 
.01 
.15 

'.'64 
.08 

'.'65 
.06 
.04 
.01 

T. 
'f. 

'.'65 

'.'65 
.06 

'!62 

.04 

.02 
.05 

'.'64 

.01 
.01 

.88 
.'08 

.01 
.04 

.05 

'.'io 

.06 

'.'6i 

T. 

.01 

'.'65 
.05 
.09 
.02 

'.02 
.07 

T.' 

'."64 

't.' 

';-57 

.68 
.57 

.51 
.07 

.21 
.65 
.25 
.78 

'  .''28 
.32 
.11 
.03 
.49 
.22 
.16 
.21 

.10 

"♦' 

'.'i3 
'.'i7 

.14 
.17 

T. 
.19 
.08 
T. 

.03 

T. 

T. 

.05 
.23 
.08 
T. 

.33 
.16 
.16 
.32 

.09 
'.'08 

.... 

3.12 

Monroe  

Wayne 

Uhigh 

N'rthanipton 

Monroe 

Wayne 

.10 

T. 

.2.5 

.07 

.04 
.18 

.25 
.03 
.05 
.05 
.12 
.07 
.02 
.02 
.13 

* 

.15 

.03 

.17 

.  22 

.10 

.19 

.12 

T. 

.01 

.'69 
.20 

.02 

T. 

.'20 

.13 

.01 

.03 

.16 

.06 

T. 
.01 

T. 

T.' 
.OS 
T. 
T. 

t'. 

.05 

T.' 
T.' 

T.' 
T. 

T. 

tV 

.05 
.03 

T. 

.11 

.07 
.10 
.18 

"i7 

".05 
"\9 

.03 
.04 

T.' 

.10 
.04 

.11 

.08 
.04 
.17 
.20 
.'20 
.14 

!32 

.49 
.15 
.02 
.03 
.18 
.17 
.'27 
.15 

'.'•26 

.'65 
.09 
.04 

'.09 
.14 
T. 
.04 
.02 

.01 

'.'62 

■f." 
T. 

T.' 
T. 

'.'6.3 
.02 

.6i 

.07 

.05 

.02 
.03 

.21 

.08 

2.89 

Tniiiifrs  FftllsJ 

3.76 

Lkuigh 

3.29 

Hethlehemt 

Blakeslee  Cornersl.... 

.41 

.  18 

;33 

.38 
.35 
.60 

.62 

T 

'.'65 
.02 
T. 

T. 
.10 

. . . . 
'.'04 

.02 

T. 

3.35 
2.44 

.08 
.04 
.06 
.06 

".iyz 

.05 
.03 

•••■ 

3.  '26 

Carbon 

3.11 

Mauch  Chunk 

Ca,rl)on 

Lehigh 

Carbon 

Lehigh 

Montgomery 
Berks 

.10 
.'22 
.17 
.03 

* 

3.39 
2.96 

2.18 

'.'62 
T. 

.03 

.13 

T. 

.01 

't'.' 
'!63 

r. 

T. 

'!65 

08 
T. 

.07 
.04 
.07 

3.83 

Schuylkill 

C'onshohocken 

Freciericksville^ 

.36 

T. 

T. 

T. 

'.'6i 

T. 
T. 
T. 

T. 

.05 
'.'43 

'.'05 

'.'ai 
.01 

T. 

3.66 
3.13 

Luzerne 

Montgomery 

Che.ster 

Schuylkill... 
Montgomery . 
Scliuylkill... 

Berks 

Berks 

Chester 

Bucks 

Bucks 

Delaware.. . . 

Philadelphia 
Philadelphia 
Philadelphia 
Philadelphia 
Bucks 

.... 

T.' 

.1,8 

'J6 
.15 

.30 
.17 
.12 

.22 

.  2fl 

T. 

.06 

.18 

.12 

.10 

2.27 

'.'65 

.05 
.02 

T.' 

.06 

.12 
.06 
.05 
.07 
.06 

'.'08 

.03 

.04 

T. 
T. 

.04 
.06 
.14 
.04 
.03 

.03 

T. 

T 
T. 

.02 

'.'40 

^32 
.33 

.15 
.13 

.'27 

.24 
.18 

"Ai 

.•2- 
.17 

.  2fi 

3.  52 

Phoeiiixville*'^ 

3.62 

Port  Clintou 

3.16 

3.37 

l*ottsville'-      

3.47 

2.90 

Werners ville. , 

3.09 

LowBU  Delaware 

3.44 

2.13 

George  School 

T. 
T. 

T. 
T. 
.02 
T. 

't.' 

.03 
.03 

't'.' 
■r'.' 

T. 
T. 

T. 

T. 

T. 

.02 

T. 

.01 

.27 
'.''28 

'f. 
.36 
T. 

't.' 

.46 

".'63 
T 

.08 
.30 
.11 

.02 

1.05 

.05 

* 

'!68 

.69 
.64 
.56 

.76 

T 

.86 
.45 

^68 
1.51 

•2.50 
'2.96 

Philadelphia 

Airport  Station* 

City  Otiicet^ 

■2.61 
•2.05 

Franklin  Inst.  2 

Shawniont 

Quakertown 

3.37 
3.16 
2.96 

West  Chester 

Chester 

Chester 

Tioga 

Bradford 

3.50 

WestGrove2. 

SnsQuehanun  Basin 

Chemung 
Vu^tinburg't 

3.50 
4.. 56 

\S 

Covington^^ 

Lawrenceville 

Tioga  

.10 
T. 

.10 
.05 

m 

.03 
.01 
.04 
.09 
.11 
.02 
.13 
.03 
.08 
.10 
.15 

.09 

.05 

t. 

.03 

'.'io 

.09 
.17 

t" 
t 

T. 

.22 

.02 

T. 

.02 

T.' 

tV 

.15 

t. 

'.'63 
.15 
.10 
.16 

T.' 
.15 
.07 

.04 
.09 

.09 

'.'in 

.12 
.10 

.16 
.21 
.06 
.47 
.10 
.15 
.04 
.50 

".'44 
.05 
,58 
.69 
.54 

.24 
.,19 
.59 
.23 
.38 
.70 
.40 
.■26 
.37 
.81 
.37 
.50 
.40 
.04 
.43 
.25 
.23 
.63 
.36 
.20 

4  73 

Tioga 

Bradford 

Montour 

Bradford 

Columbia,. . . 
Susquehanna 
("olumbia  .  . . 
Bradford  .... 
Luzerne.. 

.0.5 
".bi 

3.87 

North  Branch 

.19 

.16 

.08 

.05 

.08 

.23 

.12 

.14 

.15 

T. 

.05 

.10 

.05 

.02 

.11 

.01 

.03 

.'02 

.02 

T.' 

.'•26 

.05 

.03 

T. 

.02 

T. 

T. 

03 

4.00 

r)anvillp2 

Kellogg  MtTower^.... 
Millvillet  

.'6i 

T 

.05 
T. 

.08 

.08 
T 

.'69 

.09 
.02 
.09 
.06 
.02 
.12 
.01 
.15 

".o\ 

.06 

'!20 

.... 

3.37 
3.23 

Montrose^ 

.'6i 

T. 

.57 
.65 

.72 

.02 

.07 

T. 

.12 

. . . . 

.23 

'.is 

'!67 

'.'63 

'.'63 
.02 

.17 

'.'i'7 

'!97 

"m 

.51 
.07 
.07 

'.■'23 
.12 
T. 

'!4i 

.14 

.64 
.04 
.55 
.18 

'!64 
.50 
.39 
.02 
T. 

.61 
.06 
.43 
.03 
.57 
.•27 
T. 

'.'ie 
.02 
.21 
.35 
.02 

.78 
.17 
.26 

'■i'" 

.42 
.12 

.01 

'r' 

.01 

't.' 
■i  " 

.08 
.07 
.15 
.41 
.10 
.19 
.09 
.15 
.12 
.23 

.11 
.42 
.15 
.65 
.23 
.24 
.75 
.52 
.52 
.32 
.05 
.26 
.54 
.36 
.19 
.12 
.44 
.32 
.15 
.05 

•••■ 

3.82 

Orangevillc"'' 

Orwell'''      

2.97 
4.22 

Pikes  Creekt. 

.37 

'.'io 

4.02 

Rush2 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  — 
Wyoming..  . . 
Luzerne 

Tioga     

T 

.03 
T. 

T 

T. 

.40 
T. 

.66 
.04 

'.'06 

.■20 

.'ii 
'.'39 

.27 
.10 

'!62 

'^86 
.13 

.01 
.32 
.54 

".n 

.40 
.62 

..30 

t. 

.02 

t. 

T.' 

.02 

'.'08 

.'04 
.08 
.13 

't'.' 

'.'63 

t. 

".0/2 
.06 
.02 

';68 

.02 

.50 

'.'76 
.24 
.01 
.02 

.47 
.41 
.53 

* 

1.08 
.65 
.35 

1.04 
.04 
.10 
.84 
.97 
.65 
.05 
.62 
.55 
.69 
..59 

1.^25 

1.19 

.24 

.22 
.10 
.M 
.52 
.33 

1.^29 
.46 
.58 

3.24 

1.32 
.60 
.72 

1.49 
.81 
.30 
.47 

1.29 
.35 

1.^24 
.79 
.85 
.64 

1.01 

1,30 
.44 

'.'62 
.11 
.01 

't'.' 

.04 
".\5 

'.'ig 

.47 

".bi 
".bh 

.41 

'■r'.' 

.40 
.16 

''i''.' 

.42 
.02 

•■•■ 

".bh 

T. 

.06 

T. 

'!64 

".V2 

.06 

'.'65 

.07 
.02 

.16 

'.2\ 
.11 

'.'69 

.06 
.10 

".05 

.'io 

.'06 
.05 

".bi 
.01 

3.58 

Scrantont^ 

2.15 

Susquehanna^ 

3.24 

T. 

.02 
.11 

.17 

'.'66 

* 

.55 

".S2 
.47 
.44 
.19 

".b& 

.31 
.49 

'm 

.59 

3.15 

Tunkhannock  t 

3. -53 

Wilkes-Barre' 

We,st  Branch 
Ansonia^      ..  . , 

.01 

T. 

2.53 
4.23 

Bald  Eaglet 

Blair 

5.22 

Berwinsdale*^ 

Clparfield. ... 

^ 

Carter  Campt 

Cf dar  Run2 

Potter 

Lycoming.,. . 
Clearfield  .  . . 

.10 

.02 
.09 
.02 
.08 
.02 
T. 
• 

T. 
.14 

.08 
.05 

!oi 

.02 

T. 

.06 

■.03 
.02 
.02 

T.' 

« 

.09 

T. 

.12 

.06 

T. 

T. 

tV 

.02 
.04 

.17 

.'3'7 
.08 

'■*■ 
T. 

".n 
.02 

'.'22 
.39 

.01 
.12 
.37 
.03 

";32 

* 

.'22 

T. 

.02 

.05 

.18 

.15 

.01 

T. 

.09 

.30 

.'62 

02 

T. 

T.' 
« 

.03 
T. 

.'63 

.07 

^05 
.13 

;i5 

T. 
.'03 

.08 
.09 

".6i 

.13 

'.'io 

.06 

'!65 
.10 

'■r'.' 

.13 
.11 

.11 
.05 

'.'62 

6.08 
5.53 

Clearfield^ 

5.69 

Curwensville^ 

Clearfield.... 

Cameron 

Clearfield.... 

Sullivan 

Sullivan 

.05 
.10 
.02 

* 

6.  53 

Driftwoodt 

6.64 

Pu  Bois,  7  miles  E 

Dushoret 

••• 

:::: 

4.80 
3.96 

Eagles  Mere2 

4.97 

Emporiums 

lis.  43 

English  Center! 

Caleton. , 

Lycoming... . 

Potter 

Clearfield.... 
Clinton  

'.06 

5.31 
4.33 

Ka.rthaus2 

4.81 

Lock  Haven^ 

4.80 

Elk 

.10 
T. 

5. '29 

PhilipsburgS,  7  miles  E 
Renovo'^ 

Centre 

Clinton  . . . 

7.00 
5.89 

Shaffers  Path2 

Lycoming 

4.23 

Continued  on  rage  26. 
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Stations 

Counties 

Day  of  month 

1 

2 

i 

4 

6 

6 

7 

8 

9 

0    n 

12 

13 

14 

16 

16 

i7      18 

19 

20 

21 

•22 

23 

24 

26 

26 

27 

28 

29 

30 

81 

OS 

Siisguehanna  Basin 

(continued) 

West  Branch 

(continued) 

State  Colleget " 

Tamarack  Tower'^ 

Centre 

Clinton 

Tioga 

T. 

T. 
.09 
.09 
.01 

't.' 

T. 

.01 

T. 

.01 

t. 

T. 
T. 

.31 
.01 

T.' 
.10 

T. 

.18 
.08 
.25 

.06 
.14 

T. 

.02 

.05 

'!i6 

'!64 

T. 

.03 

.09 
.'25 
.02 
.22 

.43 

T. 

.41 
T. 

.47 

.53 
.38 
.17 
.20 

.46 
.79 
.'22 
.67 
.54 
.65 
.38 
.52 
.50 
.59 
.51 
.37 
.37 
.68 
.73 

.38 
.50 
.61 
.30 
.'20 

T. 

.41 
.■21 

.65 

.04 
.30 
.04 
.'26 
.01 

.'&i 

.68 
..53 
.51 
.42 
.13 
.52 
.34 

.■26 

.02 

T. 

.01 

.18 

T. 
.03 
.01 
.01 

.12 
.08 
.02 
.19 
T. 
* 

.08 
.03 

'.'63 
.01 
.01 
T. 
.02 

T. 
T. 
T. 
T. 

.60 
T. 

.62 

T. 

.04 

'.'69 

* 

T. 
.01 

"02 

T. 

.39 

T. 

.02 

.11 

T. 

.02 
.02 
.02 
.01 

T. 

.79 
.46 

.78 

.21 
.35 
.01 
.■27 
.11 

.25 
.53 
.60 
.59 
.37 
.10 
.31 
.40 
.06 

.16 
.■26 
.10 

* 

.13 
.19 
.20 
.07 
.18 
.12 
.15 
.40 
.17 
.13 
.17 
.10 
.06 
.22 
.76 
.'25 

• 

.18 

.'23 

.10 

,45 

T. 

.14 

.06 

.09 
.16 
.10 
.12 
.20 
* 

.14 

.62 

'.'86 
.40 

.29 

. . . ! 
■r'.' 

.26 

'.'46 

".sii 
1.09 
T. 

'i-'.' 

.53 

't.' 

.44 

■r'.' 

.■20 

.11 
'  '.62 

'.\3 
.13 

.18 
.04 
.02 

'.'io 

.08 
.01 
.27 

'!64 

* 

.11 
T. 

'.'■ii 
'.'63 

.05 

'.'26 
T. 
T. 

* 

.12 

'.'26 
'.■54 

.59 
.47 
.40 
.62 

1.04 

1.30 

1.55 

1.24 

1.33 

.84 

.76 

.78 

.60 

.60 

.67 

1.08 

.60 

.96 

1.02 

.49 
L55 
1.65 
1.70 

.90 
1.68 

.97 

.67 
1.64 

.53 

.58 
1.39 
1.'20 

.31 
1.35 
1.88 

.87 

1.65 

* 

.69 
.72 
.13 
1.83 
1.16 
.63 
1.22 
1.29 
.50 

.46 
1.33 
1.28 

.88 
.62 

• 

.32 

.45 

1.11 

.78 

1.28 

.60 

1.19 

1.02 

1.20 

.36 

.90 

.91 

.93 

1.06 

.47 

.■25 

.44 

1.06 

1.26 

.91 

1.12 

1.32 

I.IO 

1.20 

.71 

.71 

.69 

1.24 

.14 

1.05 

.54 

.80 

.31 

.86 

1.52 

.64 

1.01 

1.08 

.85 

.61 

1.40 

.76 

.72 

1.'29 
.39 
.31 
.35 
.11 
.37 
.18 

1.  '24 
.34 

1.01 

1.89 
.06 
.'27 

1.06 
.23 
.49 
.60 
.18 
.72 
.82 
.73 
.44 
.29 
.19 

1.43 
.39 
.25 

1.33 

1.10 
.'26 

.58 
.80 
1.05 

* 

1.16 

.65 
.23 
.48 
.15 
.36 
.31 
.30 
.10 
.88 
.12 
.16 
.22 
.46 
.■24 
.90 
.82 
.■26 
.18 
22 
.38 
.23 
.25 
.40 

.63 
1.35 
1.07 

.48 

L25 
.60 
.04 
.37 
.10 
.54 
.49 
.53 
.75 
.51 
.67 
.01 
.62 
.93 
.11 

,46 
.43 
.17 
.91 
.16 
.01 
.63 
.37 
.06 
.22 
.43 
.19 
.22 
.19 
.56 
.08 
.08 
.30 
.98 
.52 
.49 
.25 
.66 
.21 
.70 
.17 
.44 
.49 

.35 
.41 

'.'52 
,56 

• 

.46 

.06 
.46 
.11 

'!63 
.27 

".'ig 

.09 
.01 

.'i2 
.18 
.37 
.04 
.26 

'.'is 

.03 

.02 

T. 

T. 

'.'64 
.03 

'!6i 

.03 

'ioi 

T. 

.02 

".»6 
.08 
.04 
.02 
.04 
T. 
.04 

".'04 
T. 

't'.' 
T. 

't. 

.01 

■.'6^7 
"!66 

•r'.' 
f. 

'.'io 

.01 
.01 

.02 

'f. 
.62 

".in 

T.' 

t" 
'!64 

T. 
T. 
.01 

'.03 

't" 

.13 
.03 

'.'6i 

.05 

'!62 
"06 

".ia 

.05 
.04 

t, 

.  .^. 
"63 

'■r. 

'.'6'2 

T. 

.02 

'.'6i 

'[ii 
.01 

".'63 
.01 

T. 
.53 
.60 
.18 

.06 
.03 

.'09 

".'69 
.06 
.04 
.03 
.04 
.11 
T. 
.03 
.02 

.03 

'i'. 

[62 
.'6i 

.03 

'.'03 

".'i4 
.01 

.03 

.01 

.03 

T. 

,04 

T. 

.02 
.04 

.25 

.17 
.12 
.08 

.24 
.03 
.03 

'.'i4 
.31 
T. 
.04 
.02 
.01 
T. 
.34 

't. 

.08 

.01 
.18 
.12 
.11 
.15 

".32 
T. 
.10 
T. 
.01 
.05 
.13 

'.'69 
.16 
.06 

'.'62 
T. 
T. 
.01 
.14 
T 
T. 
.26 
.04 
T. 

T. 
T. 

4.43 
6.48 
4,00 

Lycoming.... 

Blair 

Bedford 

Bedford 

'63 
.02 

4.56 

JUNIATA 

5.05 

ijp(ifnrd2 

114.95 

Breezewood  Intcn^  — 

3  66 

4.10 

Burnt  Cabins^ 

Huntingdon . 
Huntingdon . 

.14 

T. 

.14 

T. 

'.'06 
T. 

".03 

T. 

.03 
T. 

'!64 
.02 
.04 
.25 
.06 
.06 
T. 
.15 
T. 
.01 

T. 

.04 
T. 
.05 
.01 

.02 

.46 
.64 

3,69 
6.31 

East  Waterford^ 

Huntingdon '-i 

.14 
.01 

» 

.03 
.12 
T. 
.13 

.07 

11 

'.'62 
T. 

.20 

''24 
.20 

'.'63 
.23 
T. 

'!67 

T. 

* 

.04 

't.' 
't.' 

f.' 
T.' 

T. 

.01 

'•r'.' 

T. 

'!66 

.06 
.11 
.05 
.13 
.07 

'.'6b 

.06 

4.39 

Huntingdon . 

Mifflin 

Huntingdon . 
Huntingdon . 
Blair 

tV 

4.05 

'^57 

114.71 

Loop  Mt.Tower^ 

Mapleton  Depot2 

4.31 
4.11 
4.37 

Perry 

Bedford 

4.32 

T. 

'.'63 
't." 

'.'46 

4.30 

Huntingdon . 

Adams 

Cumberland. 
Franklin  — 
Cumberland. 

Lancaster 

York 

Schuylkill  ... 

York 

York 

Lancaster — 
Cumberland 
Lancaster..  . . 
Lancaster, . . . 
Lebanon 

.14 

'.'in 

.14 
.25 
.13 
.12 
.11 

'so 

.14 

3.99 

LWR  Susquehanna 

T. 

.08 

T. 

* 

.05 

3. -20 

.40 
.44 
.40 
.26 

4.08 

Blue  Mt.Intchg,. ."*.... 
Carlisle 

3.86 

4. '25 
2.29 

« 

.03 

't.' 
't.' 

T. 
T. 
T. 

'■i?'.' 
■r'.' 

T. 
T. 
.19 

.18 
T. 

'.'6i 

.03 

'.'64 

.11 

.17 

.'67 
.'67 

.10 

.06 

.06 

'!6i 
.02 

".m 

.08 
.08 
T. 
.04 
T. 
.03 
.04 
• 

.03 
.09 
.01 
.08 

^04 
.06 

.08 
.03 
.01 
.22 
.12 
.46 
.11 

.10 
.02 
.17 
.01 

.09 

''is 

.03 

"t.' 
".'17 

.07 
.10 

'.'65 
.10 

'.'io 

■•••  •• 

;; ::': 

.39 
'.'23 

'.'i8 

.12 

.'■74 
.33 
.27 

.18 

'!28 
.40 

'.'28 
.18 

'!23 
.80 
T. 

.24 
.■22 
.30 
.04 
.38 
.42 

"ih 
.40 
.24 
.56 

.'48 
.'28 
.59 
.■25 
.68 
.18 
.34 
.54 
.07 
.18 

.39 
.09 
.14 
.59 
.52 

'.'36 

.38 
.30 
.40 
.41 
.18 
.28 
.30 
.21 
.80 
.19 
.19 
.55 
.49 
.58 
.80 
.72 
.41 
.37 
.42 
.51 
.55 
.52 
.28 

.27 

.19 

T. 

.29 

.42 

•i' 
.01 

T. 
.04 

.07 
'!62 

r. 

3.68 

Hanover2 .. 

Harrisburg  ArptI* 

3. -20 
3.28 
2.67 

4.26 

3.01 

.50 

.40 
.06 
.00 

.'4'!' 

.69 

.44 

.■56 

.68 

.19 

.02 

.70 

T. 

.'26 

.22 

.35 
.02 

T. 
T 

•1'.' 

r. 
.'li 

T. 
.25 

'2.91 

2.97 

Dauphin 

Dauphin 

Dauphin 

York 

.25 
.15 
.13 
.30 

4.33 

113.  60 

3.47 

3.30 

Penn  Nursery^... 

Peters  Mt.Tower2 

Pi  TIP  nrovp2 

Centre 

Dauphin 

'!i9 

.18 

T. 

.04 

'.'oi 

.03 
.02 
.14 

.17 

T. 
T. 
T. 

'•r'.' 

T. 
T. 
T. 

T. 

't'." 

T. 

.'ie 

.25 

';69 

.36 

.12 

.14 

.01 

.10 

T 

.10 

T. 

.01 

T. 

.05 
T 

.03 
.10 
.11 

• 

.03 

'!6i 
.01 

".\2 
T. 

T 
T. 

■'65 !! 

04 '. ; ; : 

.19 

.01 

T. 

.06 

.01 

T. 

.06 

T. 

T. 

T. 

.01 

.05 

.01 

'.'■79 

115. 17 
3.39 

Schuylkill.  .. 
Schuylkill... 

Snyder 

Cumberland. 
N'umberland 

Centre 

York 

York 

Franklin. .  . . 

Adams 

Bedford 

'.'6i 

T. 
.16 

T.' 
.12 

"m 

.24 

3.48 

T. 

't.' 

'.ii 

.14 

t 

4.83 

2.43 

4.61 

Woodward^ 

4.56 
•2.87 

York  Haven2 

Potomac  Basin 

Chambersburg2 

Gettysburg 

HewittJ,2milesS 

3.05 

.02 

3.13 
2.58 

.142 

.12 

T. 

.20 
.44 
.90 
.47 

.26 
.06 
.47 
.09 
.05 
.03 

.09 
■1'. 

3.72 

McConnellsburg2 

Fulton 

3,61 

Franklin 

Franklin 

Allegheny,... 

Jefferson 

Indiana 

W'moreland. 

McKean 

Jefferson 

Somerset 

Warren  

Clarion 

Potter 

Armstrong.. . 
W'moreland. 

Cambria 

Cambria. 

Venango 

Elk 

Indiana 

Indiana 

Cambria 

McKean 

W'moreland. 
W'moreland. 
Armstrong... 

* 

'.'is 

T. 

.09 

.10 

.09 

.08 

.08 

.03 

.11 

';o2 

.09 

T.' 
.18 

'■r'.' 

.09 
.17 
.07 
.05 
.02 

.07 

.01 
.61 
.11 
.58 
.74 
.69 
.68 
.80 

'.'ei 
.43 

.40 

.47 
'■i'.' 

."•29 
37 
.61 
.76 
.60 
.40 
.60 

* 

.59 

'.'24 
.23 
1.44 

'!-24 

'!32 
1.20 

'.'(f7 
.20 
,85 
.45 
.01 
.27 
.13 

t. 

.15 
.20 

'."6i 
■r'.' 

2.97 
.04 

.24 
.70 
.31 
.■S3 
.71 
.61 
.29 
.41 
.31 
.46 
.33 
.11 
.64 
.19 
.18 
.31 
.39 
.55 
.61 
.48 
.31 
.23 
.44 

4.40 

South  Mt.  San't'm'i 

.'23 

.01 

".(12 

T.' 
.02 

.04 

.07 
.18 

T. 
'.'06 

't.' 

".m 

T. 

T. 

'''r.' 
't.' 

'.'06 
T. 
.10 

t'. 

';6i 

.03 
.06 

'i'" 

.03 
.02 
T. 
T. 

'.'•29 
T. 
.09 
.10 
.24 
.09 
.05 

.'63 

.03 

T. 

.07 

T. 

T. 

■.'64 

'."63 
.07 
.03 
T. 

T. 

'■r'.' 

'.05 

'.'i9 

'[ig 

'.'08 
.22 

.09 

"]65 
T. 
.15 

T.' 

.04 
.04 
.34 
.04 
.10 

".m 

.04 

'.'ie 

.03 

'!i2 

.08 
.56 

".'48 
t 

.09 
.30 
.34 
.07 
.71 

'!i9 
.30 
.13 
.06 

't. 

';68 
.10 
.10 
.47 
.05 
.12 
.28 

3.43 

GULF 

DRAINAGE 
Ohio  Basin 
Allegheny 

.03 
.03 
.01 
.09 
.05 
.01 

T 

.98 

.02 

1.27 
.25 
.47 
.41 
.37 
.05 
.58 
.49 
.60 
.64 
T. 
.10 
.05 
.91 
.60 
.66 
.30 

1.06 
.42 
.86 

3.33 

Aliens  Mlllst 

,5.99 

"Rlnir^villpS               

4.1s 

BoswelU**.6milesW.. 

.01 

.06 
.17 

6.93 
6.20 

Brookville^    

'.'•28 

'^89 
.13 

'."38 
.18 

1.05 
.09 

.88 
.02 
.28 
.66 

'.'S5 
.12 

.24 
.55 
.01 

'.'•26 
.33 
.45 

.i^7 

.04 
.30 
.07 
.82 
.53 
.20 

4.95 

4.62 

Cherry  firovet 

ClarionS 

.02 
.14 

.08 

'.'06 

'.'64 
.13 
.09 

'.'63 
.03 
.05 
T. 

T.' 
T. 
.02 

T.' 

'!6i 

T. 
T. 

' 

' 

".' .... 

.06 
.19 
.07 
.02 
.12 
.06 
.85 
.02 
.24 
.08 
.15 
.08 
.08 
.12 
.05 
.01 

'!6i 

.04 

'.'63 
.07 
.05 
.'24 
.02 

"63 
.22 
T. 
.10 
.07 
.02 

.32 
.19 

1.38 

■.'65 

.04 

.20 

".04 
.09 

.03 

"io 
'!i6 

'lie 

.26 
.01 
.06 
.05 
.09 
.22 
.12 

'.'61 
.08 

4.73 
4. 63 

Coudersport 

Crooked  Crk.  Damt . . . 
Oerrv 

6.74 
3.27 

T. 

.04 

.59 

".S4 
.09 
.16 
.16 
.24 
.05 
.20 
.04 

'.'64 

.05 
.09 

3.94 

Dunlot 

5.08 

Kbensburg2 

4.57 

Franklin^ 

3.93 

Glen  Hazel'.  1  mile  NE 
Hornet 

5.49 
4.41 

Indiana  .             

4.44 

John.stown 

5.28 
4.96 

LaurelHillTunnelS .... 

6.14 
4.40 

Mahoning  Damt 

4.45 

Meadville2 

Crawford... . 
Armstrong.. . 
Armstrong.. . 

.03 
'.'03 

T. 
.09 

.04 

T. 

.10 

T 
T. 

.13 
.02 

T. 

.03 
T. 

•••• 

■.'08 
.04 
.05 

.09 

't. 

.57 
.64 
.90 

.07 
.33 
.12 

.05 
.10 
.04 

.06 
.03 
.04 

.37 
.88 
.79 

.27 
.39 
.38 

.95 
.61 

.58 

.02 
.18 
.06 

.01 
.01 

.... 

.17 
.11 
.15 

.02 

.35 
.31 
.23 

.25 

.16 
.36 

.3.53 

Mosgrove' 

3.93 

Parkers  Landing* 

3.83 

Continued  on  page  26. 
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CMMATOI,C»(!irAI-  DA'I'A  :   I'KNNSVIAAN  I A   Sia'TlON 


Dally  Precipitation  for  April,  1943-Contlnuo(l  fnun  I'iikc  26 


2r, 


8t«Uons 


Coiintips 


Day  of  month 


1       2      8      4      6      6      7      8      9     10     11     12     18     14     16     16     17     18     19     20     21     22     zi     .1 


26 


27 


28 


29 


80 


Ali.boheny 
(continued) 

PlttsburKhCtyOft' 

Port  AlleRftuy-  — 

IHmxsutawney^ . . . 

Ritlgway" 

Sftltsburg''' 

Sewarti- 

Sniethportt 

Strongstownt 

Tione-sta  Damt 

Titu.-;vineJ 

Union  c;ityt 

Vaiulergrift* 

Warren- 

Younsrsvillet 

MONONliAHELA 

Confluence ' 

Connellsville'- 

Douora^ 

Greensboro''' 

Greeusburg 

Irwin 

Meyersdale^ 

Murrysvillet 

NewelH 

Pittsburgh  Arpt.f. 

Somerset 

Springs 

Uniontown 

Waynesburg 

Beaver 

Beaver  Falls2 

Butler 

Greenville 

Mercer* 

New  Castle 

Penn  Line^ 

Pymatuning  Dam2 
Sharon^ 

Ohio 

Clays  ville- 

Coraopolis^ 

Midland^ 

Mt.  Lebanon 

Washingtont 

LAKE 

DRAINAGE 

ErieJi 

Raymondt 


Allegheny 

McKcun 

Jefferson 

Elk 

Indiana 

Indiana        .   . 

McKoftU 

Indiana 

Forest 

Crawford 

Erie 

Westmoreland. 

Warren 

Warren 


Somerset 

Fayette 

Washington 

Greene 

Westmoreland. . 
Westmoreland. . 

Somerset 

Westmoreland.. 

Fayette 

Allegheny 

Somerset 

Somerset 

Fayette 

Greene 


Beaver 

Butler 

Mercer 

Mercer 

Lawrence 

Crawford 

Crawford 

Mercer 


Washington  . . 

Allegheny 

Beaver 

Allegheny  .... 
Washington  . . 


Erie... 
Potter. 


.04 


T. 


.04 


.01 


.09 


.03 


.04 


.05 


.12 


.06   T. 
.04 


.02 


.16 


.03 


.07 


.08 


.15 


.04 


.02 


.84 


.08!  .56 
.12[  .50 
.15    .82 


.03'  .39 

.11;  .29 

.03,  .54 

.20:  .30 

.31  .40 


.27    .12 
.50    .11 


.83 
T. 

T. 
T. 
.02 
.09 
.60 
1.07 
.48 


T 

.66 
1.21 

.50 

75 

1.12 


.54 

T. 

.78 

.03 

.01 

T. 

.78 

.03 

.02 

.04 

.04 

.02 

.23 

.05 

* 

« 

.07 

T. 

.04 

,08 

04 

.02 

.01 

.02 

.03 

T. 

.30 

T. 

.15 

.04 

T. 

.01 

.09 

T. 

.08 

.04 

.03 

.06 

T. 

.06 

.07 

.1) 

.47 

.06 

.21 

.19 

.04 

'1'. 

r 

T. 

.02 

.39 


.72 
1.05 
.03 
.61 
.28 
.17 
.26 

".bO 
T 
.45 
.44 
.80 
1.04 


.28 


.25 


.87 
.04 
.41 
..S2 
.70 
.46 
.96 
.88 
1.21 
* 

1.03 
.97 
.21 


.86 

.60 

.90 

.76 

1.39 

.93 

.84 

.89 

.90 

.69 

1.21 

1.10 

1.19 

1.33 


.35 
.69 
1  30 
1.08 
.71 
.36 
.25 
.27 


1.13 
.81 


.03 
.70 
.92 
.84 
.91 
1.29 
.68 
.17 
.03 


.84 
.55 
.03 
.07 
.56 
1.04 
1.03 
.85 


1.37 
.40 
.57 
..32 
.11 
.36 

'.07 
1. 


.03 


.... 


T. 


.09 


.04 
1.23 


T. 


T. 


.02 


.40 


.04 


.05 


.09 


03 


.07 


.01 


.25 


.03 


1.20 
1.06 


.04 


.01 


.12 
.18 
.19  T. 


.02 


.34  ... 
.51 
.41 
.03 


2.81 
5.47 
4.51 
4.65 
4.29 
4.66 
6.17 
4.99 
4.39 
S.7fi 
4.45 
4.17 
4.62 


4.39 
4.48 
8.44 
4.45 
4.14 
3.30 
3.74 
2.84 
3.67 
2.38 
4.55 
4.72 
4.54 
4.54 


2.90 
4. .54 
3.89 
3.75 
3.69 
4.17 
3.82 
3.63 


4.02 
3.03 
.3.51 
2.31 
3.83 


4.02 
115. 73 


Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  '  First  order  Weather  Bureau  station:  precipitation  is  for  24-hour  period,  midnight  to  midnight,  unless  otherwise  indicated.  2  precipitation  measured  in  the 
morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ^  Precipitation  for  period,  midnight  to  midnight.  *  Precipitation  for  period,  noon  to  noon.  •'  Precipitation 
for  period.  1 :30  a.  m.  of  date  on  which  amount  is  recorded  to  1 :30  a.  m.  following  date,  t  Precipitation  measured  with  recording  gage,  midnight  to  midnight.  *  Included  in 
next  measurement.  ?  Incomplete  or  missing,  t  Daily  amounts  inconsistent.  T. (trace),  when  precipitation  is  less  than  .01  inch.  II  Record  partially  estimated. 
**  Boswell  was  formally  Laurel  Hill  Summit.  Figures  and  letters  following  station  indicate  distance  and  direction  of  station  from  the  city  or  town. 


PRES 

SURE 

:,  WIND, 

HUmiDXTY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind" 

Relative 

S 

(reduced  to  sea  level) 

Humidity 

2 

Stations 

a 
o 

a 

3 

"o 

si 

a 

3n 

o 

a 

a 

a 

^ 

!8 

I 

s 

O) 

If 

S.-S 

1° 

S 

i 

d 

tm 

CS 

o 

d 

>% 

^■s 

si 

CO 

m 

03 

<o 

a 

Q 

►:) 

a 

<P 

s? 

a 

a 

^ 

'^ 

t^ 

Oh 

a 

Erie 

30.46 
30.41 

3 

18 

29.04 
29.19 

12 
12 

9.6 
10.5 

28 
35 

se. 
nw. 

27 
5 

76 
69 

66 

52 

72 
55 

41 

61 

rib 

Harrisburg 

572 

Philadelphia  .... 

30.41 

18 

29.20 

12 

11.  9 

37 

nw. 

m 

70 

45 

59 

62 

h-n 

Philipsburg 

30.40 

■29 

29.10 

12 

14.2 

44 

w. 

30 

81 

62 

67 

840 

Pittsburgh 

30.42 

29 

29.03 

12 

13.4 

42 

n  w . 

5 

72 

50 

56 

54 

620 

Reading 

30.43 

18 

29.19 

12 

14.8 

45 

w. 

5 

64 

43 

46t 

63 

556 

Scranton 

30.44 

18 

29.19 

12 

7.9 

29 

nw. 

54 

Tl 

G2\ 

42 

708 

•  For  any  five-minute  period. 
t  Local  noon        $  Also  other  dates. 


**  Corrected  to  true  velocities, 
t  4;00  p.  m.         '  One-minute  inten'al 


Stations 


KIVER  CONDITIONS 


Port  Jervis.N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

•Schenley,(nr)  Lock  No.  5. 

Sutersville 

CharleroKnr.),  LockNo.4 

Pittsburgh 

Midland.  Dam  No.  7 


Rivers 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna. 
W.  Br.  Susquehanna . 
Juniata. 


4.3 
5.0 
3.8 

4.5 
8.5 

I     ^^ 
6.4 

Susquehanna 1    B .  0 

Allegheny \  15.9 

Youghiogheny 5  8 

Monongahela 14  6 

Ohio * 

Ohio • 


6.6 

8.6 

4.6 

6.5 

17.1 

19.0 

15.2 

13.4 

23.9 

14.0 

26.9 

2.3.6 

31.2 


22 

22 

21 

21 

21 

22 

21 

23 

20 

20  j 

20 

20 

20 


3.0 

yi\ 

3.2 

12 

3.3 

12 

3.8 

17 

5.4 

13 

2  1 

12 

3.9 

12 

4.2 

13 

12.9 

11 

3  9 

6 

11.7 

12 

* 

• 

i 

[ 

Pool  stage. 


t  On  other  days  also. 


18 
22 
9 
13 
22 
20 
22 
17 
24 
.0 


27 


CLIMATOLOGIUAL  DATA:   PENNSYLVANIA  SECTION. 


April,  1943 


Daily  Temperatures  for  April,    1943 


Stations 


1 

■i 

3 

4 

5 

6 

7 

S 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

28 

26 

27 

28 

29 

30 

81 

61 

60 

37 

47 

52 

40 

46 

61 

62 

48 

62 

47 

60 

40 

39 

47 

89 

82 

40 

62 

51 

56 

65 

67 

75 

68 

89 

63 

64 

67 

38 

37 

29 

25 

28 

23 

23 

25 

30 

33 

29 

27 

34 

30 

20 

23 

27 

30 

34 

37 

37 

40 

33 

34 

38 

44 

40 

46 

40 

43 

71 

54 

39 

41 

50 

39 

42 

56 

68 

63 

64 

49 

42 

41 

34 

35 

48 

46 

41 

59 

56 

58 

64 

70 

74 

68 

62 

70 

64 

69 

49 

28 

20 

21 

32 

19 

17 

29 

31 

37 

20 

31 

31 

23 

20 

16 

32 

25 

33 

34 

34 

36 

32 

35 

37 

4) 

38 

47 

31 

43 

75 

58 

42 

46 

66 

49 

44 

64 

67 

60 

57 

64 

57 

48 

41 

54 

62 

60 

41 

63 

57 

61 

66 

72 

SO 

77 

70 

67 

64 

76 

37 

42 

27 

22 

37 

25 

21 

28 

34 

42 

27 

30 

34 

30 

26 

22 

46 

30 

36 

38 

35 

41 

32 

34 

42 

56 

39 

61 

33 

46 

77 

56 

41 

44 

53 

44 

46 

62 

68 

66 

65 

65 

48 

38 

35 

39 

64 

52 

45 

60 

66 

61 

64 

71 

77 

76 

67 

70 

6) 

74 

62 

36 

32 

19 

35 

22 

35 

30 

32 

43 

23 

32 

37 

23 

23 

21 

34 

38 

40 

40 

37 

42 

30 

35 

36 

59 

50 

53 

30 

42 

61 

60 

35 

46 

51 

38 

46 

50 

62 

47 

52 

52 

61 

38 

39 

46 

59 

54 

42 

6) 

50 

58 

67 

68 

77 

70 

58 

67 

65 

66 

38 

32 

28 

26 

33 

24 

24 

33 

38 

32 

30 

40 

36 

27 

27 

27 

39 

36 

38 

38 

40 

42 

37 

40 

46 

51 

46 

45 

42 

46 

76 

62 

64 

51 

64 

44 

46 

60 

70 

67 

57 

52 

63 

48 

40 

46 

42 

56 

42 

76 

54 

60 

74 

70 

78 

72 

60 

66 

66 

74 

38 

32 

24 

26 

32 

24 

20 

25 

33 

34 

27 

31 

33 

32 

32 

38 

38 

32 

36 

34 

40 

40 

34 

36 

42 

52 

41 

42 

32 

46 

75 

57 

31 

36 

40 

29 

41 

46 

59 

59 

59 

50 

36 

32 

29 

39 

48 

51 

50 

52 

54 

58 

66 

66 

66 

57 

58 

67 

58 

57 

51 

30 

17 

16 

26 

15 

9 

30 

28 

27 

16 

25 

27 

20 

14 

7 

26 

16 

35 

33 

35 

34 

24 

30 

36 

32 

30 

36 

32 

43 

66 

50 

40 

46 

52 

48 

46 

60 

70 

64 

54 

48 

48 

34 

36 

46 

56 

46 

42 

62 

46 

60 

64 

72 

78 

68 

66 

68 

64 

62 

44 

28 

20 

18 

32 

20 

16 

26 

30 

28 

22 

34 

28 

20 

20 

22 

32 

24 

34 

34 

34 

36 

30 

36 

40 

44 

44 

40 

28 

46 

60 

46 

35 

45 

42 

35 

44 

64 

64 

46 

52 

47 

39 

29 

33 

45 

42 

54 

39 

57 

41 

59 

68 

70 

70 

62 

72 

52 

60 

66 

35 

23 

18 

17 

22 

18 

14 

24 

26 

22 

18 

33 

25 

21 

19 

20 

24 

21 

36 

36 

37 

29 

26 

33 

3:1 

34 

39 

32 

26 

33 

70 

53 

40 

43 

54 

42 

46 

60 

69 

54 

56 

48 

48 

35 

38 

50 

60 

42 

38 

63 

43 

88 

68 

71 

80 

70 

64 

6S 

66 

76 

40 

28 

23 

20 

30 

22 

14 

23 

24 

30 

23 

28 

30 

24 

21 

19 

34 

24 

33 

34 

31 

36 

27 

34 

36 

45 

40 

39 

27 

42 

78 

62 

42 

61 

45 

43 

43 

44 

64 

70 

52 

64 

54 

39 

32 

40 

40 

57 

60 

65 

57 

66 

70 

70 

74 

65 

66 

75 

58 

68 

46 

32 

21 

14 

28 

9 

15 

28 

26 

40 

20 

35 

35 

18 

19 

23 

30 

22 

35 

37 

38 

3S 

36 

3S 

40 

44 

38 

38 

28 

42 

78 

60 

45 

46 

44 

50 

48 

60 

68 

66 

57 

57 

55 

46 

42 

47 

5S 

46 

40 

63 

60 

64 

69 

73 

80 

7N 

70 

70 

07 

74 

40 

45 

26 

25 

25 

25 

22 

31 

32 

32 

26 

30 

31 

29 

26 

20 

40 

28 

35 

35 

40 

36 

3') 

45 

45 

40 

37 

47 

36 

45 

71 

60 

44 

48 

56 

45 

46 

66 

71 

62 

60 
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Allento'wnS i  Maximum. 

\  Miuimum.. 
Altoona  /  Maximum. 

\  Minimum.. 
Arendtsville /  Maximum. 

\  Minimum.. 
Bedford /  Maximum. 

\  Minimum.. 
Bethlehem^ /  Maximum. 

\  Minimum.. 
Blue  Mt.  Interchange^  (  Maximum. 

\  Minimum.. 
Bradford /  Maximum. 

\  Minimum.. 
Breeze-wood  IntchgS..  /Maximum. 

\  Minimum.. 
Brookville* /  Maximum. 

\  Minimum.. 
Burnt  CabinsS f  Maximum. 

\  Minimum., 
Butler (Maximum. 

\  Minimum.. 
Carlisle /  Maximum. 

\  Minimum.. 
Chambersburg. /  Maximum. 

\  Minimum.. 
Claysville^ /  Maximum. 

\  Minimum.. 
Coatesville /  Maximum . 

\  Minimum.. 


Coudersport /  Maximum. 

\  Minimum. 
Curwensville^ /  Maximum. 

\  Minimum. 
Derry /  Maximum. 

\  Minimum. 
DouoraS r  Maximum. 

\  Minimum. 
Eagles  Mere  2 (  Maximum . 

\  Minimum. 
Ebensburg2 (  Maximum. 

\  Minimum. 
Emporium^ /  Maximum. 

\  Minimum. 
Ephrata I  .Maximum. 

\  Minimum  . 
Erie'* )  Maximum. 

V  Mininiuin. 
Franlclin^ /  Maximum. 

V  Minimum. 
Freeland /  Maximum. 

\  Minimum.. 
George  School /  Maximum. 

\  Minimum.. 
Gettysburg /  Maximum. 

\  Minimum . 
Gordon /  Maximum. 

\  Minimum. 
Greensburg /  Maximum. 

V  Minimum. 
Hanover^ (  Maximum. 

XMinimum . 
Harrisburg-i /  Maximum. 

\  Minimum.. 
Hawley /  Maximum. 

\  Minimum. 
Holtwood^ /  Maximum. 

\  Minimum. 


Huntingdon^ (  Maximum. 

\  Minimum.. 
Indiana .  j  Maximum. 

\  Minimum.. 
Irwm /  Maximum. 

\  Minimum.. 
Johnstown.  ..   /  Maximum. 

\  Minimum.. 
Kane' /Maximum. 

\  Minimum.. 
Lancaster /  Maximum. 

\  Minimum.. 
La-wrenceville I  Maximum. 

\  Minimum.. 
Lebanon^ (  Maximum. 

\  Minimum.. 
Lewistown I  Maximum. 

\_  Minimum.. 
Lock  Haven* /  Maximum. 

\  Minimum .. 
Marcus  Hook^ (  Maximum. 

t  Minimum.. 
Martinsburg'' /  Maximum. 

\  Minimum.. 
Mauch  Chunk /  Maximum. 

\  Minimum.. 
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Stations 


MeadvlUe* /  Maxiniiim.. 

\Mininiuui.. 
Mercer* /  Miiximvini.. 

\  Minimum.. 
Mlddletown;' (  Ma.viniuni.. 

\  Miniuuim  . 
Midland I  Maximum.. 

V  Minimum.. 
Montrose- /  Maximum.. 

\  .Minimum.. 
Mt.  l.ebftmm (  .Maximum.. 

\  Minimum.. 
Mt.  rocouo'' (  Maximum.. 

■»  Minimum.. 
Now  Castle /  Maximum.. 

\  Minimum.. 
Orangeville I  Maximum.. 

\  Minimum.. 
Palmorton-' /  Maximum.. 

\  Minimum.. 


Philadelphia 
Airport  Station"  . . . 

City  Office" 

Franklin  Institute'. 

Shawinout 

Philip>bnrg''-7  mi.  E. 
Phoenixville 


.  /  Maximum.. 

\  Minimum.. 

(  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
,  )  Maximum.. 

\  Minimum. 
.  )  Maximum.. 

\  Minimum.. 


Pittsburgh  Arpt  Sta.s.  /  Maximum. 

V  Minimum.. 
Pittsburgh  City  Office '  /  Maximum. 

\  Minimum.. 
Port  Clinton /Maximum. 

\  Minimum.. 
Pvmatuniug  Dam2...  /  Maximum. 

\  Mmiimnn.. 
Quakertown /  Maximum. 

\  Minimum.. 
Reading^ )  Maximum. 

\  Minimum.. 
Ridgway2 /  Maximum. 

\  Minimum.. 


ScrantonS /  Maximum.. 

\  Minimum.. 
Selinsgrove /  Maximiun.. 

\  Minimum.. 
Sharon /  Maximum.. 

\  Minimum.. 
Somerset /  Maximum.. 

\  Minimum.. 
Springs /  Maximum.. 

\  Minimum.. 
State  College^ /  Maximum.. 

\  Minimum.. 
Stroudsburg /  Maximum.. 

\  Minimum.. 


Towanda /  Maximum.. 

\  Minimum.. 
Uniontown /  Maximum.. 

V  Minimum.. 
Vandergrift  3 /  Maximum.. 

\  Minimum., 
Warren /  Maximum.. 

\  Minimum.. 
Waynesburg /  Maximum.. 

\  Minimum.. 
Wellsboro^ /  Maximum.. 

\  Minimum.. 
West  Chester /  Maximum.. 

\  Minimum.. 
Wilkes-BarreS /  Maximum.. 

\  Minimum.. 
Williamsport /Maximum.. 

I.  Minimum.. 
VVoodward''-2  mi.  NE.  /Maximum.. 

\  Minimum.. 
York /Maximum.. 

\  Minimum.. 


52     52 

23  30 
54!  63 
28i  31 
45  50 
31 


49;  54 

20  35 

38  42 

IV!  29 


39 

43 

23 

23 

39 

45 

25 

27 

50 

42 

22 

18 

35 

41 

21 

15 

46 

45 

21 

20 

40 

46 

25 

25 

35 

44 

15 

8 

13     14 


20 


?l     22 


28 


31 


26 


25  34 

72  72 

30  40 
68 


25 

28 

65 

66 

35 

36 

67  691 

30 

36 

67 

71 

29 

39 

61 

66 

41 

40 

68 

70 

31 

34 

28 


27 


75     73 
56     37 


28     29 


30 


62     62 


62     62 
.39     36 


65 
38 
62 
39 
62 
28     36 


56 
44 

75 

52     31 


Mean 


M).6 
27.9 
53.2 
26.4 

55.6 
35.2 
57.7 
34.6 
46.0 
2.5.9 
.56.4 
.34.9 
46.2 
26.7 
.57.8 
32.0 
.54.2 
27.8 
52.4 
32.5 

.57  4 
36.2 
.56.7 
38.8 
57.0 
39.5 
60.2 
35.7 
49.2 
25.0 
68.3 
34.0 


,54.5 
34.0 
.56,3 
36.4 
56.9 
32.8 
.50.5 
28.3 
57.4 
31.2 
56.2 
36.7 
61.4 
23.7 


50.7 
32.3 
55.  8 
HO.  6 
58.5 
33.9 
.53.3 
29.  2 
50.8 
28.0 
51.9 
31.9 
58. 6 
30.9 


,52.5 

30.4 

58.1 

36.3 

58.4 

33.3 

49, 9t 

27.9 

58.1 

33,6 

49.4 

24.9 

58.5 

35.8 

51.6 

31.4 

.55.7 

.32.6 

46.6 

27,9 

61.6 

84.6 


Unless  otherwise  noted  temperatures  noted  represent  extremes  for  24-hour  period  ending  in  late  afternoon.      2   Thermometers  read  in  morning,  maximum  set  back  to  pre- 
ceding date.    3  Midnight  to  midnight.    5  i  :3o  a.  m.  to  1 :30  a.  m.    *,  ">,  ',  etc.,  indicate  respectively  1,  2  or  3  days  missing  from  record 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION 


April,   1943 , 


Daily  Evaporationduches)  and  Wind  Mo vement( miles) 


Stations 

] 

2 

8 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Total^ 

Pymatunine  Dam.,  f  Evaporation 

(a.  mj            \  Wind  movement 

Shaver  Creek /  Evaporation 

.096 
40 

.144 
116 

.150 
64 

.120 
45 

(p.m.)            \  Wind  movement 

Wallenpaupack..  . .  /  Evaporation 

(a.  m.)            \  Wind  movement 

ERBATA. 


September.  1942.— Page  58.  Marcus  Hook,  number  of  days  with  0.01  inch  or  more  of 
precipitation  should  be  6:  Towanda,  precipitation  departure  .should  be  +2.91  inches; 
Pittsburgh  Airport,  precipitation  departure  should  be  +0.82  inch;  York,  mean  tempera- 
ture should  be  67.4°,  departure  should  be  +1.1°.  Page  69,  Philadelphia,  Franklin  Insti- 
tute, precipitation  on  28th  should  0.80  inch.  Page  63,  Sharon,  minimum  on  22d  should 
be  39°,  mean  minimum  should  be  54.9°;  Wallenpaupack  Dam,  wind  movement  on  10th 
should  be  32  miles;  York,  maximum  on  the  18th  should  be  85°,  mean  maximum  should 
be  80.3°. 

October,  1942.— Page  66,  Bethlehem,  maximum  should  be  82°.  Page  66.  Canton,  pre- 
cipitation on  6th  should  be  0.22  inch  and  on  17th,  1.01  inches;  Philadelphia,  Shavvmont 


precipitation  on  the  '27th  should  be  0.02  inch.    Page  70.  Dally  Evaporation  and  Wind 
Table,  Pymatuning  Dam.  evaporation  on  the  Uth  should  be  .105  inch. 

December,  1942.— Page  81,  Glen  Rock,  amount  on  the  30t.h  should  be  2.74  inches,  total 
precipitation  should  be  4.22  inches. 

Annual,  1942.  — Page  86,  Bedford,  days  with  0.01  inch  or  more  of  precipitation  should 
be  111.  Page  87,  York,  mean  temperature  for  September  should  be  67.4°,  departure  for 
September  should  be  +1.1°.  Page  90.  Laurel  Hill  Summit,  total  precipitation  for  the 
year  should  be  66.69  inches. 

February,  1943.  — Page  14,  Port  Clinton,  maximum  temperature  on  the  7th  should  be 
36°. 
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GENERAL  SUMMARY. 

Althougch  temperatures  averaged  only  slightly  above  normal, 
the  contrast  with  April's  abnormally  cold  weather  was  a  pleas- 
ant one.  The  accumulated  average  daily  deficiency  for  the  year 
was  reduced  to  0.8°,  but  the  average  daily  temperature  for  the 
year  is  2.0°  below  that  obtained  for  the  comparable  period  in 
1942.  Highest  temperatures  occurred  in  the  early  part  of  the 
month,  reaching  90^  at  relatively  few  stations.  Minima  of  o2° 
or  lower  were  reported  at  all  but  a  few  stations,  most  of  which 
were  in  the  extreme  southeast  portion.  The  extreme  minimum 
was  the  lowest  May  temperature  since  1931. 

Frequent  precipitation  produced  the  highest  May  average  since 
1908.  The  average  exceeded  by  0.20  inch  that  of  May,  1942. 
The  average  number  of  days  on  which  measurable  amounts 
of  rain  fell  equaled  the  May  record,  which  was  established 
in  1933.  At  many  stations,  particularly  in  the  west  portion, 
measurable  precipitation  was  reported  on  20  days,  Union- 
town  obtaining  measurements  on  24  days.  The  accumulated 
excess  for  the  year  is  now  0.37  inch. 

Heavy  rain  caused  flooding  of  low-lying  areas,  and  resulted 
in  damage  to  farms,  highways,  and  gardens.  Near  Scranton, 
on  the  18th,  two  temporary  bridges  were  washed  out  by  rairi- 
swoUen  streams  In  the  -lohnsonburg  area,  heavy  rains  on  the 
night  of  the  25th,  caused  streams  to  rise  suddenly.  Over  100 
feet  of  roadbed  of  the  Pennsylvania  Railroad  were  washed  out 
and  a  freight  train  was  derailed.  Many  families  were  driven 
from  their  homes. 

Thunderstorms  were  frequent,  most  general  being  those  of 
May  18-20th.  Lightning  killed  three  men  and  started  fires 
which  resulted  in  property  damage  of  at  least  .$25,000.  High 
winds  caused  many  power  interruptions  as  trees  and  branches 
were  blown  down,  breaking  the  lines.  Four  additional  deaths 
and  two  injuries  were  attributed  to  accidents  caused  by  storm 
damage. 

Snow  was  reported  by  many  stations  on  the  1st,  but  amounts 
were  measurable  only  at  South  Mountain  and  at  Springs,  where 
0.1  inch  and  0.3  inch  respectively,  were  reported. 


TEMPERATURE. 


The  mean  temperature  for  the  State,  as  determined  from  the 
reports  of  75  stations,  was  60.4°,  which  is  0.7°  above  the  56- 
year  normal  for  April.  The  highest  monthly  mean  was  65.7° 
at  Marcus  Hook,  and  the  lowest  was  53.2°  at  Kane.  Extremes 
ranged  from  a  maximum  of  93°  at  Marcus  Hook,  on  the  7th, 
to  a  minimum  of  19°  at  Butler,  on  the  Ist  and  2d. 


PRECIPITATION. 

The  average  preci|)itation  for  the  State,  as  determined  from 
the  observations  at  19<S  stations,  was  6.08  inches,  whieli  is 
2. 19  inches  above  the  56-year  normal  for  May.  Tiie  greatest 
monthly  amount  was  10.34  inches  at  (iratersford,  and  the  least 
was  3.59  inches  at  Woodward.  The  greatest  24-hour  amount 
was  3.23  inches  at  Gratersford  on  the  26th. 


ERRATA 

November.  1912. -TaKe  '2.  Kiirnt  Cabins,  number  of  clouil.v  days  shoiul  Ije  \'.i.  I'age 
73,  Freelaud.  precipitation  entr.v  on  1st  slioulil  l)e  "'".  Page  75.  Mt.  I/<_'banon.  precip- 
itation total  shoulil  bi'  2.K8  inelies.  Page  7R.  Freelaud.  mininunn  temperature  on  I3th 
should  be  26":  Indiana,  minimum  temperature  on  the  26th  should  be  29°.  I'aju  77. 
Phoeulxville,  miuimvnn  temperature  on  the  1st  should  be  53°. 

December.  1942.  -  Page  79.  Unioutowu,  niaxiniuni  should  be  59  '.  Page  »0,  Williamsport. 
precipitation  on  tiie  6th  should  be  0.02  inch. 

March.  1943.— Page  20.  Coudersport,  minimum  temperature  on  the  5th  should  be  20'-'. 


Year 


COMPARATIVE  DATA   FOB  MAY 


Temperature 


Precipitation 


No  oSAayi. 


is         ° 


1888... 
1889... 
1890... 
1891... 
1892 . . . 
1893... 
1894... 
1895  .. 
1896... 
1897 . . . 
1898... 
1899... 
1900... 
1901 . . . 

1902... 
1903... 
1904... 
1905... 
1906... 
1907 . . . 
1908... 
1909... 
1910... 
1911... 
1912... 
1913... 
1914... 
1915... 

1916... 

1917... 

1918... 

1919... 

1920 . . . 

1921   .. 

1922 . . . 

1923... 

1924 . . 

1926... 

1926... 

1927... 

1928... 

1929... 

1930... 
1931 . . . 
1932 . . . 
1933... 
1934 . . . 
1935... 
1936. . . 
1937 .. . 
1938... 
1939... 
1940... 
1941... 
1942... 
1943... 

Period 


57.3 
60.4 

91 
96 

24 
25 

58.5 

89 

23 

57.3 

93 

20 

58.5 

91 

28 

51.9 

93 

26 

60.8 

92 

27 

60.6 

102 

22 

65.4 

98 

31 

.57.7 

88 

25 

60.0 

94 

22 

61.1 

100 

24 

60.4 

96 

20 

58.9 

91 

28 

59.8 

96 

25  1 

61.8 

94 

18  ! 

61.6 

94 

21 

60.8 

93 

22 

60.0 

99 

23 

54.8 

91 

19 

61.2 

96 

22 

59.2 

92 

23 

56.8 

88 

24 

65.2 

99 

20 

61.2 

91 

28 

58.6 

93 

21 

61.5 

96 

19 

56.2 

84 

21 

61.0 

93 

26 

53.3 

90 

20 

66.1 

96 

21 

59.5 

98 

27 

56.6 

92 

18 

59.8 

93 

22 

62.6 

96 

20 

58.3 

93 

20 

54.6 

92 

18 

56.2 

98 

22 

68.8 

95 

18 

58.2 

92 

23 

58.0 

95 

20 

58.5 

97 

23 

61.2 

99 

25 

59.8 

93 

19 

59.8 

98 

21 

62.2 

94 

24 

62.2 

98 

22 

66.0 

92 

21 

62.8 

96 

24 

60.7 

96 

24 

58.8 

93 

20 

62.8 

99 

20 

69.2 

93 

22 

61.3 

102 

21 

62.5 

99 

22 

62.5 

99 

22 

60.4 

93 

19 

59.7 

102 

18 

4.24 

5.91 

6.71  ' 

2.12  I 

5.70  ! 

6.64 

8.88 

2.68 

2.85 

5.24 

5.11 

3.82 

2.79 

5  56  ! 


1.96 
1.67 
3.78 
2.59 
3.23 
3.08 
6.28 
2.90 
3.38 
1.97 
3.15 
3.86 
3.34 
4.16 

3.19 
3.39 
6.04 
5.80 
2.02 
3.93 
3.21 
3.50 
5.71 
3.49 
1.78 
4.14 
2.23 
4.81 

3  03 
5.28 
3.69 
5.86 
2.51 
3.00 
2.09 
3.39 
3.85 
1.58 
4.46 
2.25 
5,88 
5.84 


T. 
0 
0 

n.2 

0 
0 
0 
0 
0 

'1'. 

0 
0 

T. 
(I 

0 

0 

0 

0 

0 

0.1 

0.3 

0.1 

0 

0 

0 

0 

0 

0 

T. 
T. 
0 
0 
0 
0 
0 

0.6 
0 

0.2 
0 
0 

n 

T. 

0 

T. 
0 
0 
0 
0 
0 
0 
0 

T. 

T. 

T. 
0 
0 

T. 


16 

4 

11 

11 

15 

7  ! 

8 

1(1 

Ifi 

7 

12 

11 

16 

9 

9 

13 

I  10 

10 

1   12 

11 

15 

8 

11 

10 

9 

13 

!   15 

8 

[ 

8 

13 

T 

16 

11 

12 

12 

11 

10 

12 

1   " 

11 

1   15 

10 

1   10 

12 

12 

11 

!    7 

17 

\       11 

14 

1   10 

13 

9 

16 

14 

10 

1   13 

12 

13 

9 

14 

13 

14 

13 

I   8 

17 

11 

14 

10 

16 

8 

19 

17 

9 

11 

13 

8 

17 

16 

9 

10 

15 

14 

13 

10 

15 

15 

13 

10 

15 

18 

8 

8 

18 

10 

13 

7 

19 

11 

14 

13 

11 

7 

16 

16 

9 

9 

15 

12 

10 

12 

10 

18 

6 

12 

12 

16 
11 
18 
II 
14 
12 
14 
8 
9 
10 
14 
10 


7 
6 
9 

11 
9 

11 

11 
9 

10 
4 
9 

10 
6 

13 

8 

12 
6 

11 
6 
9 
8 
6 

13 
8 
4 

13 
7 
9 


9 

8 
13 

B 
10 

4 

7 
II 

5 
13 

7 
11 
11 
14 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 


May,  1943 


Oliicnatolog'ical  Data  for  May.    1S43 


Stations 


AUnntic  Drainage 


Allentown.    

Altoona-5  mi.  W.  ..  . 

Bedford 

Bethlehem 

Burnt  Cabiiis-2  mi.  E... 

Carlisle ■  

Chanibersburg 

Coatesville .••;;••, 

Curwensville-6  mi.  NW 

Eagles  Mere 

Emporium 

Ephrata 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover......  ...••••  ■■ 

Harrisburg  Airport. . 

Hawley 

Holtwood 

Huntingdon 

Lancaster 

Lawrenceville 

Lebanon 

Lewistown 

Lock  Haven 

Marcus  Hook 

Martinsburg 

Montrose ■  •  ■  • 

Mt.  Pocono  Airport. . . 

Oraugevillett 

Palmerton 

Philadelphia  Airport.. 
Philipsburgt-7  miles  £. 

Phoenixville 

Port  Clinton 

Quakertown 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg 

Towanda 

Wellsboro 

Westchester 

Wilkes-Barre 

Williamsport 

Woorlward-2mi-  NE.  .. . 
York 


Division  mean. 


Ohio  Drainage 


Bradford 

Brookville 

Butler 

Claysville 

Coudersport 

Derry 

Donora 

Ebensburg 

Franklin 

Greensburg 

Indiana 

Johnstown 

Kane 

Meadville 

Midland 

New  Castle 

Pittsburgh  Airport. 
Pyraatuning  Dam... 

Ridgway 

Sharon 

Somerset 

Springs 

Uniontown 

Vandergrift 

Warren     

Waynesburg 


Division  mean. 


Lake  Dr(dmige 

Erie 

State  mean ■ 


Temperature,  in  degrees  Fahr. 

Pn 

'C 

o 

o 

0 
2. 

s 

IS 

0  S 

t<  i! 

o 

■3 
> 

E3 

a 

CS  V 
O..CJ 

S3 

0) 

<u 

"3 

0) 

(D  *^ 

d 

0 

la 

0 

H 

►J 

s 

0 

a 

0 

>A 

0 

^ 

Precipitation,  in  inches 


3  O 


Lehigh 

Blair 

Bedford 

Northampton. 
Huntingdon . . 
Cumberland.. 

Franklin 

Chester 

Clearfield 

Sullivan 

Cameron 

Lancaster 

Luzerne 

Bucks 

Adams 

Schuylkill .... 

York 

York 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Columbia... 

Carbon 

Philadelphia . 

Centre   

Che.ster 

Schuylkill  .... 

Bucks 

Berks 

Lackawanna.. 

Snyder 

Centre 

Monroe 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming. .  . . 

Centre 

Y'ork 


McKean 

Jefferson 

Butler 

Washington 

Potter 

Westmoreland. . 
Washington  — 

Cambria 

Venango 

Westmoreland. . 

Indiana 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Crawford 

Elk 

Jlercer 

Somerset 

Somerset 

Fayette 

Westmoreland . . 

Warren 

Greene 


Erie. 


254 
1,615 

1,  121) 
■iiA 
9yo 

473 
6110 
.!:U 

2,  215 
2,020 

1,  o;!3 

a65 

1,970 

184 

55.S 

yoo 

600 

H51 

91  lO 

•200 

700 

255 

996 

469 

467 

5.i7 

12 

1,493 

1,176 

1,914 

610 

45.5 

10 

1,916 

ino 

407 
4hn 

■in 

746 
476 

1,217 
440 
7,54 

1,319 
440 
544 
550 

2,  208 
400 


670 


70 


61.6 

+  0.9 

90 

8 

34 

2 

4.18 

60.4 

+  1.6 

86 

6t 

31 

1 

6.65 

63.0 

M.6 

88 

17t 

26 

2 

5.4211 

63.0 

+0.5 

90 

8 

38 

It 

4.21 

61.4 

90 

6 

25 

2 

4.68 

64.0 

+2.2 

91 

8 

32 

2 

5.  '25 

64.0 

+  2.7 

90 

8 

32 

2 

6.43 

63.  5 

+2.2 

87 

7t 

34 

2 

5.30 

5,5.  8 

84 

6 

25 

1 

8.55 

55.6 

82 

17t 

26 

2 

5.42 

57.4 

-0.5 

88 

6 

24 

2 

6. '25 

63.6 

+  1.7 

90 

8 

33 

2 

4.06 

.57.9 

+1.3 

82 

6 

28 

1 

5.84 

63.  0* 

+  1.7 

89" 

7 

33' 

5 

5.8311 

65.0 

+  3.2 

89 

8 

33 

2 

7. -27 

fiO.2 

+2.0 

85 

6t 

23 

2 

6.16 

63  9 

+0.7 

90 

18 

34 

2 

6.37 

63.6 

+  1.8 

90 

6 

36 

2 

6. '24 

58.2 

+  L1 

86 

8 

25 

2 

6.02 

64.0 

+  1.1 

86 

8 

39 

2 

4  '29 

61.0 

+0.6 

90 

6t 

25 

2 

5.70 

64.2 

+3.0 

92 

8 

28 

2 

6.46 

59.  0 

+  1.6 

88 

6 

28 

2 

5.94 

61.6'' 

+0.5 

90'' 

8 

32 

2 

6.45 

64.7 

90 

at 

34 

2 

5.27 

60.3 

-1.5 

90 

6 

29 

2 

5. '23 

65.7 

-0.5 

93 

7 

42 

2 

4.94 

,59.8 

87 

(■) 

30 

2 

4.85   . 

66.0 

0.0 

82 

6 

'26 

2 

8,06 

55.  2 

82 

8t 

27 

2 

5.. 52 

,59.6 

86 

8 

•23 

■2 

4.64 

60.4 

+0.8 

90 

8 

30 

2 

5.10 

63.3 

+  1.2 

89 

8 

37 

2 

5.63 

56.8 

84 

6 

27 
32- 

28 

1 
5 
2 

5.37    . 

7.46 

6.75 

62.0 

+0.9 

88 

9 

60.8 

+  1.2 

88 

8 

30 

2 

7.35 

63.6 

+  1.5 

89 

8 

40 

2 

4.36 

60.2 

+0.8 

86 

8 

32 

1 

4  25 

61.fi 

+0.9 

86 

7t 

•29 

2 

5  87 

fill.  6 

+  1.7 

86 

17 
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n.  S.  Weather  Bureau, 

Carl  K,  Bigger. 
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Evening  Sun. 
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U.  S.  Weather  Bureau. 

Benjamin  F.  Conner. 

New  Jersey  Zinc  (;o. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila.-Suburban  Water  Co, 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  8.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  state  College. 

Metropolitan  Edison  Co. 

Mrs.  M.  Ordelia  Parks. 

M.  S.  Bli.ss. 

Clyde  T.  .Baylor. 

U.  S.  Communicatiou  .Sta. 

John  D.  McEwen. 

U.  S.  Weather  Bureau. 

York  Water  Co. 


City  Water  Dept. 

Civil  Aeronautics  Auth'y. 

Butler  Eagle. 

Walter  B.  Paget. 

Philip  R.  Shaw. 

Miss  N.  Dixie  Wineman. 

Donora  Zinc  Works. 

Mis>^.  Emma  H.  Eastman. 

William  K.  Fuller. 

Westmoreland  Water  Co. 

Indiana  state  Teachers  Col. 

Robert  Tross. 

U.S.  Weather  Bureau. 

City  of  Meadville. 

Pefrv  P.  Campbell. 

Newcastle  Water  Co. 

U.  S.  Weather  Bureau. 

Pa.  Dept.  Forests  &  Waters. 

West  Penu  Power  Co. 

Carnegie-Illinois  Steel  Corp. 

D.  L.  Grove. 

Allen  E.  Yoder. 

William  W.  Marsteller. 

Carnegie-Illinois  Steel  Corp . 

Merrill  t.  Jordan. 

Thomas  S  Knox. 


0.  S.  Weather  Bureau. 


of 

years  the  means  for  per..,,.  .-..  .. ^_ ,    .  -  .  -  . 

cipitation  less  than  .01  inch.  Reference  letters,  ",*,',  etc.,  indicate,  respectively.  1,  2.  3,  etc..  missing  from  the  record. 

Figures  and  letters  following  station  indicate  distance  and  direction  from  the  city  and  replace  the  previous  designation  near  .    Locations  not  appeanng  nere  are 
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Berks 

Chester 

Bucks 

.06 
.22 

.'l5 
.17 

';63 

.... 

5.84 

iiratersford''  

.40 
.33 

'.'•23 
.08 
.07 
.05 

.33 
.28 
•21 
.09 

.26 
.37 
.34 
.38 
.10 
.58 
.•25 

T. 

.01 
.04 
T 

"t.' 

.09 

■;63 

T. 
T. 

T. 

'.'06 

'■!■' ' 

t. 

T. 

.08 
T. 

.04 
.10 

.02 

.18 

10.34 

Phoenix  ville- 

7.46 

||6.  75 

6.26 

Potts  ville-     

.04 
.04 
.07 

.18 
.01 
.03 

T. 

t. 

6.81 

Keadingt^     .              -   - 

4.36 

Wernersville. .          . . .  ■ 

4.82 

I.OWRR  Dei.awakk 

5.. 30 

Dovlestown 

.03 

.'14 
.05 

T. 

t. 

.07 
.07 

'.'45 

"75 

5.49 

George  School 

'MarcU'^  Hook^          .... 

Bucks   

Delaware. . . 

Philadelphia 
Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester 

Chester 

Tioga 

Bradford  .... 
Tioga 

'.'ll 
■.■62 

'.'63 

[25 

.05 

.05 

.11 

.10 

.15 

.11 

.05 

.15 

.12 

T. 

.16 

.14 

'^06 
05 

.05 

.08 

T. 

t. 

T. 

.22 
.21 
.08 
.68 

.14 

.15 
.05 
.  14 

'ig 
io 

T. 

.19 

.78 

't.' 

.10 

,17 

.09 
T. 

.05 

'  ."23 

.01 

.  .S7 
.62 
.36 
.88 

.30 
.04 

.19 

.11 

.49 

T. 

..50 

.08 

.  2ri 

.11 

.M 

.53 

.25 

.16 

.64 

.2-2 

.24 

.49 

.06 

.16 

.•23 

.25 

.  17 

..34 

T. 

.04 

.•24 

.27 

.10 

.06 

.20 

.24 

.04 

.04 

T. 

.05 

T.' 
.05 

't.' 

.02 

.03 
T. 

T. 
'.'ffi 

'.'io 

.19 
T. 

't 

'.'64 

.05 
.07 

.16 

'.'40 

.06 

'.'08 
.01 

't.' 

.03 
.57 
.•29 
.39 

.10 
.61 
.16 
.71 
.13 
.24 
.42 
.95 
.•22 
.49 
..34 
.36 
.•52 
.98 

.17 
.57 
.,59 
.45 
.•25 
.33 
.79 
.52 
.64 
1.26 
.33 
.27 
.•27 
.37 
.43 
.69 
..55 
.62 
.•24 
.52 

.07 

t. 

.87 
1.47 

t', 

.56 

t. 

.31 
.19 
.40 

t 

.69 

1,31 

.81 

.71 

.06 

1  OR 

1.06 

.56 

.64 

.54 

.32 

.28 

.43 

1.'29 

.34 
.24 
.60 
..37 
.39 
.13 
.03 
.14 
.49 
.48 
.49 
.•24 
..32 
.24 
.61 
.06 
.17 
.33 
.25 
.31 

115.83 
4.94 

.\.irport  Statiout' 

Citv  Oflicet' 

5  63 
6.00 

6.-59 

Shawmont 

.01 

T. 
05 
.04 

.35 

8.15 
7.35 

Wei-t  Chester 

7.66 

West  Grove^ 

SiisQuehaima  Bafiii 
C HEM TNG 

6.59 
4.62 

7.12 

Covington^ 

Lawrence  ville 

7.83 

Tioga 

05 

.75 

.•56 
.18 
.11 
.37 
.07 
.•22 
.58 
.45 
..58 
.71 
.32 
.81 
.75 
.48 

.47 

.89 
.20 
.S';> 
..30 
.44 

1.05 
.53 

1.06 
.74 
.•23 
.82 
.43 

1.01 
.15 
.  23 
.42 

1.09 
.19 
.16 

5.94 

North  Branch 

Canton^ ... 

Danville'^ 

Bradford 

Montour 

Bradford 

Columbia., . , 
Susquehanna 
Columbia  .  . . 

Bradford  

Luzenie 

Susquehanna 
Lackawanna 
Susquehanna 

Bradford 

Wyoming..  . . 
Luzenie 

Tioga 

Blair 

.17 
.25 
.1.5 

■M 
.16 
.28 

'.'•52 
T. 
..SI 
T 

't.' 

.13 

T. 

".m 
'.'62 

'.'ns 
.10 

'."25 

.11 
16 
.06 

'.'22 
.19 
.12 
.30 
.47 
.10 
.13 
.07 

'.'06 

.07 
.07 
.  t! 
03 
.22 
.28 
.02 

^34 

.05 

.26 

.22 

.05 

.02 

.32 

.21 

.01 

T. 

.16 

.16 

't.' 

.05 

'.'lii 

'.18 

T. 

.02 

T. 

t'.' 

T. 

.•22 
.11 

.53 

1.'32 

03 

'i'" 

.60 
.64 
..52 

1.30 
.47 
.52 
.74 
.84 

1.05 
.98 
.45 
.92 

1.01 

1.00 

.12 

.08 

.67 

.18 

.74 

1.32 

.13 

.19 

1.17 

1.54 

1.12 

1.70 

.52 

.42 

.•28 

.61 

.24 

.07 

.16 

1.67 

.11 
.49 
.45 

'.'88 
.24 
.34 
.01 
.30 
.01 
.88 

".02 
.13 

't.' 

'!08 
T. 
T. 

'.'35 

•  17 
.14 
.05 

".m 
.11 

.06 

'.'is 
'.'04 

.05 

".ie 
"t".' 

T.' 

.03 
,•57 
T. 

".'i5 

5.68 
7.21 

Kellogg  Mt  Tower2 

.Millvillet 

'."oi 
't.' 

'.'06 

'.'64 
.08 
T. 

T. 
'.'61 

4.85 

Montrose^ 

8.06 

4.64 

Orwell''^ 

.09 
.14 

'.'6.4 

'.08 
.16 
.02 

.90 

'.'64 
.01 

1.09 
.44 

't. 

'.'65 

8.41 

Pikes  CreekJ 

.22 

4.66 

Rush'-i 

Scrantout' 

't" 

T. 
T 

".06 

6.09 
4.^25 

"Ao 

'i'.' 

.07 
01 

'.'i4 

.04 
.41 

'.'62 
1.26 
.41 
.46 
.06 

t. 

.10 

.45 

.•24 

T. 

.02 

.90 

.22 

.02 

.02 

6.83 

Towanda 

5.78 
4.37 

Wilke-Barre'' 

Wrst  Branch 
Ausonia^ 

.07 

T. 

.02 
.04 

♦ 

.14 

.04 

.05 

« 

"."06 
.15 
.73 
.17 
.05 

.64 
.27 
.36 
.07 
.08 
.53 
.40 
.15 

•  •22 
.36 
.27 

• 

.34 
.28 
.51 
.10 
.11 

■.'i2 

.29 
.03 

'.58 
.22 
.06 
.19 
.44 
.43 

5.99 

5.  03 

Bald  Kaglet 

!o2 

'.'04 
.05 
.•20 
.04 
T. 

'  .05 

".k\ 

.•20 
.18 
.31 

* 

.33 
.•26 

'.'i7 

.06 
.03 

4  80 

Berwinsdale''^ 

Clearfield.... 

.01 
'.'03 
T.' 
.'62 

'.'6i 

".\2 

't.' 

? 

Carter  Cam  pt 

Potter 

Lvcomiug... . 
Clearfield  .  . . 
Clearfield.... 

Cameron 

Clearfield.... 
Sullivan 

..S7 
.42 
.02 

T.' 

.30 

'/26 
.20 

■.'67 

T. 
.09 

'.'•29 
.14 

T. 

't 
't.' 

.31 

't.' 

.08 

".6i 
't.' 

.26 
.18 
.04 
.06 
.03 

'.'6i 
.11 

'.'46 

'.OS 
.18 

■'65 

5.95 

Cedar  Run2 

Clearfield^ 

.'23 
.32 
T. 

'.'02 

'.'62 

'f.' 
.62 
.42 

•••■ 

'.'12 

.06 
.01 

'.'62 
■r'.' 

'.'64 

.07 

1 

6.89 
6.94 

Curwensville'.'' 

Driftwoodt 

';i8 

".05 
T 

.08 

'!65 
.06 
T. 

'.'64 

'!64 

■r'.' 
'.'63 

8.55 
4.93 

Du  Bois.  7  miles  E 

Dushoret 

.02 

14 
.04 

T. 
T 

T. 

'.'6i 

.07 
.03 
.35 

'.'63 
.13 

7.48 
5.96 

Kagles  Mere2 

Sullivan 

Cameron 

Lycoming.... 

Potter 

Clearfield.... 

CI  inton 

Klk 

Centre 

niinton  

Lycoming... . 

.37 
.45 

'.'65 
.35 
.21 

'.'oi 

.32 
.25 

5.42 

Kmporium'- 

6.25 

Knglish  Centert 

4.80 

'.'67 
.06 

'!oi 

.08 
.15 

T. 

'j6 

'.'62 

't.' 

5.77 

Karthaus^  . 

6  04 

Lock  Haven2 

5.23 

Medix  Runt 

'■r'' 

.04 
.02 

r. 

5.43 

Philipsburgl.-\  7  mi.  E 
Renovo'-i 

T. 

.40 
..37 

5.37 
4.29 

Shaffers  Path2 

5.74 

Continued  on  page  33. 
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Daily  Precipitation  for  May,   1943 -Continued  from  page  32 


Stations 


Counties 


Day  of  month 


4       5       K       7       S       9     10     11      12      13     14     16     If      17      18     19     20     21      22     23 


2/)    2f; 


30      31 


Hiisguehanna  Basin 

(continued) 

West  Branch 

(continued) 

State  Colleget 

Tamarack  Tower^.  . . 

Wellsboro^ 

Williamsport^ 

Juniata 

Altoona 

Bedford^ •  •  • 

Breeze  wood  Intch''. . 

Buffalo  Mills'^ 

Burnt  CabinsS 

Charter  OakJ 

East  Waterford^ 

Huntingdon '     

Lewistown^ 

Loop  Mt.  Tower^.... 
Mapleton  Depot^..  .. 

Martinsburg^ 

Newport^ 

riaxton2 

Shade Gapl 

LwR  Susquehanna 

Arendtsville^ 

Bloserville •  •• 

BlueMt.  Intchg...'^.. 

Clarlisle.. ., 

Columbia'' 

Ephrata 

Glen  Rockt 

Gordon 

Hanover- •■■ 

Harrisburg  Arptt'.. . 

Holtwood- 

Huntsdale- 

Kirkwoodt 

Lancaster 

Lebanon^ 

ManadaGap" 

MiddletownS    

MillersburgJ 

New  Park 

Penn  Nursery 2. ... .. 

Peter.-i  Mt.  Tower^... 

Pine  Grove^ 

Ringtown  2 

Selinsgrove 

Shippensburg 

Sunbury2  

Woodwardi,  ■' 

York 

York  Haven^     


Potomac  Basin 

Chambersburg2 

Gettysburg 

Hewittt.2  miles  S 

Hyndman2 

McConnellsburg2 

Mercersburg 

South  Mt.  San't'm^ . . . 
GULF  DRAINAGE 
Ohio  Basin 
Allegheny 

Acmetonia2 . . 

Allen?  MilUt 

Blairsville'- 

Boswellt**,  6milesW. 

Bradford     

Brookville^ 

Buckstownt 

Cherry  (irovet 

Clarion- 

Coudersport" 

Crooked  Crk.  Damt  . . 

Perrv 

Dunlot 

Ebensburg2 

Franklin^ 

Glpn  Ha7.el2,  1  mile  NE 

Hornet, 

Indiana.. 

.lohnstown'' 

Kane''' 

Laurel  HillTunnel3. 

Lvc^ppus 

Mahoning  Damt.. . . 

Marienvillet 

Meadville^ 

Mosgrove^ 

Parkers  Landing^.  . 


Centre 

Clinton 

Tioga 

Lycoming. . . 


Blair 

Bedford...  . 

Bedford 

Bedford 

Huntingdon 
Huntingdon 

Perry 

Huntingdon 

Mifflin 

Huntingdon 
Huntingdon 

Blair 

Perry 

Bedford 

Huntingdon 


Adams 

Cumberland. 

Franklin 

Cumberland. 
Lancaster — 
Lancaster.. . . 

York.  

Schuylkill  ... 

Y'ork 

Y'ork 

Lancaster.. . . 
Cumberland 
Lancaster..  . . 
Lancaster. . . . 

Lebanon 

Dauphin 

Dauphin 

Dauphin 

York 

Centre 

Dauphin 

Schuylkill.  . . 
Schuylkill... 

Snyder 

Cumberland. 
N'umberland 
Centre.  . . . 

York 

Y'ork 


Franklin.. 

Adams.... 

Bedford . . 

Bedford  . . 

Fulton.... 

Franklin.. 

Franklin.. 


Allegheny,.. 

Jefferson 

Indiana  . . . . 
W'moreland 

McKean 

Jefferson 

Somerset — 

Warren  

Clarion 

Potter.  . . . 
Arm.strong.. 
W'moreland 
Cambria...  . 
Cambria.  . . . 

Venango 

Elk 

Indiana 

Indiana 

Cambria 

McKean .... 
W'moreland 
W'moreland 
Armstrong.. 

Forest 

Crawford... 
Armstrong.. 
Armstrong.. 


T. 


T. 


.02 


.18 


.03 


.04 


.13 


.09 


.02 


T. 


T. 


.06 


.07 


T. 


.05 


.01 


.01 


.03 


49 
1.01 

.87 


.02 


.14 


.68 


.01 


T. 


.16 

.30 

.85 

.20 

.71 

.61 

1.00 

.74 

.80 

.67 

.92 

.87 

1.13 

1.04 


.50 
1. '25 
.5'J 
.91 
.40 
.5 
.■25 
.58 
.13 
.43 
.03 
.78 
.06 
.31 
.48 
.48 
.45 
.25 

.71 
.91 
.53 
.40 

1.62 
.70 
.43 
.29 

1.15 


I 


1.82 

1.98 

.53 

1.16 

.47 

.27 

.61 

1.02 

.56 

1.23 

69 

53 

50 

1.00 


95 
1.07 
.78 

.80 
1.10 
1.60 

70 


.04 

.52 

.39 

1.45 

.16 

.63 

1.76 

.85 

.90 

.04 

.68 

.97 

1.'22 

.41 

.26 

.21 

1.28 

1.60 

1.02 

1.15 

1.21 

.20 

.80 

.73 

.53 

.77 

.44 


,09 


.09 

.  19 

1.00 

70 


.13 


.78 


.03 


.04 


.05 


.04 


T 

T. 

T. 

.10 

.05 

T. 

.06 

.'25 

.04 

.14 

".02 

.27 

■."69 

.04 

.10 

.01 

.11 

.39:  .29 

.60'  .15 

.09  .31 

.44  .22 


.01 


.09 


.06 


.05 


.02 


.05 


.08 


.32 


1.10 


.06 


.09 


.6' 
T. 
.76 
T 
.56 
1.17 
01 


.33 

.05 
.22 
.88 
.'23 
.09 
.61 
.45 
.25 
.72 
.16 
.9' 
.76 
.82 
.37 
.26 
.86 
.25 
.64 
.30 
1.35 
.98 
.03 
.58 
.06 
.04 
.30 


.06 
.35 
.95 
.35 
.32 
.19 
1.04 
.03 
.38 
.14 
.82 
.1: 
.76 
.16 


.05 
.15 

24 
7(1 
8' 
78 
.06 
.82 
85 
.61 
.40 
97 
.26 
62 
98 
49 
.81 
.13 
3 
12 
.20 
.25 
50 
.18 
74 
31 
05 
.68 
1.13 


1.71 

1.05 

15 

31 

1.03 

* 

1.14 


20 


.41 

.58 
.15 
1.21 
.09 
.54 
.25 
.15 
.06 
.13 
.08 
.26 
.21 
.11 


1.80 
.66 
.13 
.86 
.70 
.36 

1.75 
.18 

2.45 
.12 
.HO 

.33 
..56 
.50 
.57 
.  15 
.09 

1.99 
.29 
.31 
.28 

1.12 
.19 
.62 
.10 
.27 
.72 
.85 


1.44 
3.00 


2.  26 


.42. 
.06. 
.32. 


.04 
.08 


T. 


.09 


.05. 


.13  , 
.65  . 

.48 
.51  . 
.■23  . 


.12  , 
.18  . 


.02 


36 
1.62 


.33 
.16 

.42 
.'20 
.H'l 
.42 

1.05 
.74 
.53 
.28 
.29 
.09 

1.20 
51 


■  T. 
.1  T. 


.04  T. 


.23. 
.07  . 


14!. 


.06. 


T. 


T. 

.07 


.08 
.31 
.01 
.42 


.16 

.77 
.09 
.96 
.08 
..50 
.05 
.05 
.25 
.03 
.02 
.26 
.Ih 
.80 


.07  , 


.14 
.07. 


.02  . 
.16  . 
.04 
.05. 
.27 


.13. 
T. 

.02. 
.08. 


.09. 
.'69  ' 


.39  . 
.63] 


.07  , 
.01  . 


.04 
.04 


.02. 


.36, 

T. 

.02. 


.03. 
.39  , 
.10, 


.07 
.17 
.10 
T, 


.10 
.09 

.'22 
.04 
T. 
T. 

'.'40 
T 
.04 
.01 
.09 
T. 
.11 

.61 
T. 

.08 
.30 
.01 


.02 


.03 
.09 


.09 


1.05 

.66. 

.60  . 

.98  , 
1.42  , 

.82  . 

.81 

.87 

.97 

.36  . 
1.27 

.71 

T. 

.91 

.62 

.67 

..52 
1.29 
1.03 

.51 

.63 

.70 

25 

1.13 

.■24 

.77 

.27 

.67 


.38, 
.49  . 
.48  . 
.19  . 
.55  . 
3.30  . 
63 


.03 
.07 


.05 
.14 


T 

.08 
.10 
.13 
T, 

.02 


T 

1.68 
.09 
.35 
.75 

1.35 
0' 

1.10 
02 
81 

1.76 
05 
16 
10 
05 
0' 

1.05 
28 
11 

2.04 
37 
08 

1. 

1.33  . 
22 
021 
02 


.22  . 

.86 


.05 


.15 
13 
T. 
.03 
.17 

'."63. 


06 


T. 

.07. 
.06  . 
.81)  , 


.01 


.03 


.06 


.01 


T. 
.01 


T 
.04 


.04. 

.04. 


.04. 


.12 
.22 


.15  . 
.03  . 
.08  . 
.16  . 


T. 
.02 


.■27 

.38 

.15 

.•25 

.■22 

.18 

.16 

.■28 

.33 

.33 

.08 

.17 

T. 

.22 

.06 

.29 

.39 

.■20 

.■2- 

.11 

.11 


.23. 


T. 

.10. 


.19. 
.08. 


T. 


.33 
.'25 
.01 
.39 
.39 
.2(1 


.07 

.21 

.■20 

.07 

.03 

.02 

.08 

.11 

.  16 

.00 

.01 

.02 

T. 

.10 

.1.=! 

.0.! 
.08 
.11 
.03 
.■23 
.19 
* 

.32 
.22 
.15 

.-IS 
.18 

.as 

.05 


.20. 


.20 


T 

.02 
.03 
.03 
.03 
.01 


12 
17 

07 
1.25 
.05 
.'28 
.72 
.48 
.16 
.16 
.18 
.■23 
.17 
.08 
.04 
.02 
.13 
.14 
.12 
.56 
1.81 
.35 
.16 
.18 
.OH 
.07 
.10 


.10 
.  2:; 

1.'67 
4? 
60 
Of. 


.71 
.17 
.14 
.18 
T. 
.28 
.  16 
.37 
.24 
.02 
.22 
.80 
.03 
.69 
.15 
.60 
.09 
.48 
.06 
.45 
.31 
1.30 
13 
16 
43 
38 
32 


Continued  on  page  34. 
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Al.l.K(iHKN^ 

(continued) 
IMttvburKhttyOfJl 
Port  Allegnny^  — 
I'unxsutawney- .  . . 

KiilK«  ay- 

SaItsl)urK- 

^ewani- 

SuH'tlipdrtI 

Strougstowul.. . 
Tioue.-ta  Damt. 

Titusvillct 

Union  Cityl 

X'andergrift  ■*... 

Warren- 

YoungsviUet — 


t'ounties 


II    2  i    8  !    4       6 


MoNl>Nl.AHKLA 

I'ouliuence  - 

I'onnellsyille- 

Donora'' 

lireen.'iboro'- 

(ireensburg 

irvviu 

Meyersdale- 

Murrysvillet 

XewelH 

Pittsburgh  Arpt.l' 

Somerset 

Springs" 

Uuiontowu 

Wayuesburg 


Bkavbk 

Beaver  Falls- 

Butler 

Greenville 

Mercer* 

New  Castle 

Penu  liine- 

Pymatuuiug  Dam- 
Sharon'- 


Ohio 

Claysville^ — 
Coraopolis^, . 

Midlands 

Mt.  Lebanon.. 
Washington!  . 


LAKE 

DRAINAGE 

h;riet' 

Raymondt 


Allegheny 

McKcan 

Jeiferson 

Klk 

Indiana 

Indiana       . .   . 

McKcnii 

Indiana 

Forest 

Crawford 

Erie 

Westmoreland. 

Warren  

Warren 


Somerset 

Fayette 

Washington.... 

Creenc 

Westmoreland. 
Westmoreland. 

Somer.-et 

Westmoreland. 

Fayette 

Allegheny 

Somerset 

Somerset 

Fayette 

Greene 


Beaver 

Butler 

Mercer 

Mercer 

Lawrence. .. 
Crawford. . . 
Crawford . . . 
Mercer 


Washington  . 

Allegheny  .. , 

Beaver 

Allegheny  .. '. 
Washington  . 


Erie... 
Potter. 


.07 


.63 


Daily  Precipitation  for  Hay,  1943-Contitiuud  from  Pago  83 

Day  of  mouth 
7      8 


6 


9 


10 


11 


12 


18 


14 


16 


16 


17 


18     19     20  I  21     22 


.34 


.36 


.20 


.57 

.26 

T. 

.35 

.30 

.29 

.48 

.-25  . 
.03! 

.47! 
.42 


.30 


.38 


.03 


.01 


.02 


.08 
1.07 
.27 
.06 
.41 
.29 
.74 
.32 
.52 
1.13 
.91 
.16 


.901.20 
1.39 


.05   .22 
.08   .30 


T. 


.05 


.02 


.51 
.18 
.20 
.29 
.0 
.38 
.12 
1.20 
.24 
.25 
.05 
.51 
31 
.29 


.37 

.26 
.79 
.48 
.39 
.40 
.30 
.60 
.12 
.51 
1.22 
1.08 


.01 
.J  I 

1.  13 
.52 
.h3 

1.04 
.fi8 
.23 
.18 
24 
.67 
.20 
.16 
.34 


..59    .77 
.31    .46 


.02    .01 

.50 
.541  .07 
T.      .20 


.06 
.05    .41 


1.06 
.82 


T. 


.78 
.77 
.30 
.48 
.70 
.62 
2. 85 
.03 
.75 
.11 
.82 
.41 
.44 
.48 


.09 


.14 


.01 


.23  .39[... 

.01  ..59. 

.87  .4«l.... 

.351  .21!.... 

,28  .2.T   .12 


.34    T. 
.13!.... 


.18  ... 
.06... 
.  02  . . . 
.12    .12 
.30 


.30 
..S6 
1.03 
.45 
.55 
..58 
40 
.73 
.70 
.19 
.11 
.53 
.18 
.13 


.62 

.57 

.15 

1.10 

.01 

.,34 

.68 

.07 

.33 
.07 

.18 

.38 

.80 

.19 

.91 

T. 

.43 

.06 

.58 

.25 

.46 

« 

.36 

.12 

1.03 

.14 

.20 

.15 

.10 

.16 

.29 

.17 

.07 

.60 

.12 

.41 

.30 

.39 

.36 

i'. 

.88 

.26 

.52 

.15 

'i' 

.,35 

.27 

.52 

.28 

.19 

.10 

1.66 

.44 

.32 

.32 

.65 
.26 
.28 
.82 
.17 
1.01 
.35 
.35 
.07 
.09 
.99 
.30 
.80 
.57 


.62 
T 

1.27 


.10 

.78 
.43 
1.06 
.36 
.09 
.70 
.62 
.50 
* 

1.00 

36 

1.90 

1.16 


28 


.02 


05  . 


02 


24     26 


.03 


1.24 
.01 

■r. 

.08 
02 

.06 
3.03 

.62 

.90 
* 

.54 
1.92 
.60 

.87 


26 


27 


28 


.05 


T. 


T. 

I  94 

1.  42 

2.08 

1.29 

.87 

.02 

.17 

i.'ee 


.98 


.03 

T. 

1.16 

,01 

.28 

.50 

.04 
1.49 

.05 
1.01 

.05 

.14!  .22 

.15    .70 

.57    .27 


42 
1.10 
.02 

1.11 

.96 

1.05 

2K 

1.  io 

.01 
.39 


.02 


.02 


T. 


80     81 


.061  .68 


.19 
14 
.34 
.04 
.09 
.67 
.11 


T. 


.06  .. 


'I". 


T. 


.  07  1. 12 
.09  .77 
.12    .65 

1.10    .20 

1.05 


.15 
1.051   .,39 


.06 
.01 
1.41 

'.'6i 

.09 
.06 
T 


.04 


.02 


.03 


.03    .83 


.05 


T. 


.07 

.07 

.65 

1.67 


1.28 

.22 
.68 
.94 
..52 

1.73 
.09 
.40 
.20 

1  73 
.16 
.75 
.84 


1.09 

68 
64 
29 
19 


4.78 
7.16 
6.41 
7.86 
5.76 
7.32 
7.35 
6.83 
5.12 
.5.  24 
6.13 
6.90 
9.93 
6.78 


6.41 
7.19 
6.94 
5.88 
6.63 
7.68 
8.10 
5.80 
5.92 
5.63 
6.84 
5.  28 
8.05 
6.89 


3.66 
5.06 
114.  98 
6  19 
3.93 
5.16 
4  71 
4.63 


.5.98 
4.85 
.5.40 
5.71 
6.55 


6.41 
6.83 


Except  a.s  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation,  l  First  order  Weather  Bureau  station:  precipitation  is  for  24-hour  period,  midnight  to  midnight,  unless  otherwise  indicated.  -  Precipitation  measured  in  the 
morning:  amount  then  recorded  is  for  the  preceding  24  hours,  s  Precipitation  for  period,  midnight  to  midnight.  ••  Precipitation  for  period,  noon  to  noon.  ^  Precipitation 
for  period,  1 :30  a.  m.  of  date  on  which  amount  is  recorded  to  1 :30  a.  m.  following  date,  n  Observation  taken  at  a  fi.xed  hour  between  sunset  and  11 :00  p.m.  t  Precipitation 
measured  with  recording  gage,  midnight  to  midnight.  *  Included  in  next  measurement.  *  Incomplete  or  missing,  t  Daily  amounts  inconsistent.  T.  (trace),  when  pre- 
cipitation is  less  than  .01  inch.      ||  Record  partially  estimated.      **  Boswell  was  formally  Laurel  Hill  Summit. 


PRESSURE,  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind*' 

Relative 

<a 

(reduced  to  sea  level) 

1    Humidity 

!3 

Stations 

o 

• 

a 

3 
O 

_^ 

g,>> 

S 

3  t- 

a 
o 

B 

s 

s 

i 

« 
•C 

s 

CD 

S 

S'S 

<D  O 

f° 

s\i 

o 
o 

o 

0 

0^ 

be 

o 

a 

>'3 

■^~ 

eg        CO 

m 

m 

<x> 

'£ 

c 

J 

a 

■<> 

^  > 

a 

o    ^ 

t- 

£ 

a 

Erie 

30.40 

16 

29.66 

3 

8.1 

27 

se. 

16  i  82 

78 

28 

303 

Harrisburg 

130.44 

15 

29.62 

12 

8.4 

27 

nw. 

1   !  79 

58 

64 

58 

115 

Philadelphia 

30.46 

15 

29.  63 

12 

9.3 

29 

sw. 

3$:  76 

,53 

66 

.57 

115 

Philipsburg 

30.  42 

15 

29.64 

■A 

12.3 

44  « 

w. 

8  i  84  1  60 

73 

265 

Pittsburgh 

30.35 

1 

29.61 

11 

11.5 

35 

sw. 

8      78 

54 

66 

48 

172 

Reading 

30.45 

15 

29.65 

3 

12.3 

36 

w. 

3      72 

,52 

,501 

,58 

121 

Scranton 

30.44 

16 

29.63 

3 

6.4 

32 

nw. 

6      79 

1 

631- 

45 

194 

'  For  any  five-minute  period. 
t  Local  noon        'jS  Also  other  dates 


t  4 


•*  Corrected  to  true  velocities. 
:00  p.  m.  '  One-minute  interval 


RIVER  CONDITIONS 

Stations 

Rivers 

f 

00 

g 

1 
1 

SI 

a>     ! 

1 

1 

1 

1 

1 

Port  Jervis,  N.  Y 

Delaware 

5.3 

6.7 
4.3 
4.9 
11.0 
7.0 
6  0 

8.1 
11.1 
6.0 
9.6 
16.7 
13.3 
in  9 

22  1 

20 

20 

20 

13  j 

13  ' 

13 

14 

12 

12 

13 

13 

13  j 

4.1 
4.2 
3.4 
3.6 
7.4 
4  4 
4.3 
4.8 

15.7 
4.3 

12.0 
• 
• 

7t 

9 

8 
10 

8 

8 

8 
10 

8 

3 

18 

Easton 

Delaware 

22 

Lehighton 

Lehigh 

9 

Reading 

Wilkes-Barre 

Williamsport 

Ncuport 

Schuylkill 

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

13 
22 
20 
22 

Harrisburg 

Sohenley.f  nr)  Lock  No.  5. 

Sutersville 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio 

6.6  1     9.9 
18.1   1  21.9 

5.6      10.3 
13.9      16.9 

♦  1  18.4 

•  99  q 

17 
24 
.0 
30 
5 
30 

•  Pool  stage. 


t  On  other  days  also. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


May,  1943 


Daily  Temperatures  for  May,    1943 


Stations 


1       2       H       4       5       6       7       S       a      10     11      12      13     14      15     16      17      18      19     20     21     22     23     24      25     26     27     28     29     30     31     Mean 


Allentown^ /  Maximiim.. 

\  Minimum.. 
Altooua  /  Maximum.. 

\  Miuimum.. 
Arendtsville ;  Maximum.. 

\  Minimum.. 
Bedford /  Maximum.. 

\  Minimum.. 
Bethlehem3 /  Maximum.. 

\  Minimum.. 
Blue  ^?t.  Interchange^  )  Maximum.. 

\  Minimum.. 
Bradford )  Maximum.. 

V  Minimum.. 
Breezewood  Intclig''..  /  Maximum.. 

\  Minimum.. 
Brookville'' I  Maximum.. 

\  Minimum.. 
Burnt  Cabins^ (  Maximum.. 

\  Minimum.. 
Butler /  Maximum.. 

\  Minimum.. 
Carlisle /  Maximum.. 

\  Minimum.. 
ChambersburgS /  Maximum.. 

\  Minimum.. 
Claysville2 /  Maximum .. 

\  Minimum.. 
Coatesvi]le« /  Maximum.. 

\  Minimum.. 

Columbia^ )  Maximum.. 

\  Minimum.. 
Coudersport" /  Maximum.. 

V  .Minimum. . 
Curweusville" /  Maximum.. 

\  Minimum.. 
Derry )  Maximum.. 

V  Minimum.. 
DonoraS (  Maximum.. 

\  Minimum.. 
Eagles  Mere  2 /  Maximum .. 

\  Minimum.. 
EbensburgS (  Maximum.. 

\  Minimum.. 
Emporium /  Maximum.. 

\  Minimum .. 
Ephrata /  Maximum.. 

\  Minimum  .. 
Erie-' )  Maximum.. 

\  Minimum.. 
Franklin^ /  Maximum.. 

\  Minimum .. 
Freeland /  Maximum.. 

\  Minimum.. 
George  School /  Maximum.. 

V  Minimum.. 
Gettysburg /  Maximum.. 

V  Minimum.. 
Gordon /  Maximum.. 

\  Minimum.. 
Greensburg /  Maximum.. 

\  Minimum.. 
Hanover'^ /  Maximum.. 

\  Minimum .. 
Harrisburg'' /Maximum.. 

\  Minimum.. 
Hawley** I  Maximum.. 

\  Minimum.. 
Holtwood' /  Maximum.. 

\  Minimum.. 

Huntingdon^ I  Maximum.. 

\  Miuimum.. 
Indiana I  Maximum.. 

I  Minimum.. 
Irwin )  Maximum.. 

\  Minimum .. 
Johnstown« /  Maximum.. 

\  .Minimum.. 
Kane"' )  Maximum.. 

\  Minimum .. 
Lancaster (  Maximum.. 

\  Minimum .. 
Lawrenceville /  Maximum.. 

\  Mininuim.. 
Lebanon^ (Maximum.. 

\  Minimum .. 
I.ewistown /  Maximum., 

\  Minimum.. 
Lock  Haven2 /  .Maximum.. 

\  Minimum .. 
Marcus  HookS /  Maximum., 

(  Minimum.. 
Martinshurg'' /  Maximum., 

\  Minimum.. 
Mauch  Chunk /  .Maximum., 

\  Minimum.. 


641     .59 

5h\     51 


541     .56 


7fi 

76 

74 

56 

58 

60 

65 

65 

65 

4(1 

55 

,55 

74 

74 

7^ 

52 

46 

56 

70 

69 

68 

45 

45 

55 

74 

74 

74 

4H 

44 

55 

73 

73 

73 

46 

44 

56 

76 

78 

72 

54 

53 

58 

7H 

78 

78 

54 

.50 

58 

70 

71 

79 

4« 

44 

46 

7S 

75 

70 

66 

64 

56 

7K 

75 

70 

55 

52 

57 

71 

70 

64 

41 

39 

51 

67 

67 

63 

45 

44 

53 

72 

71 

73 

54 

4fi 

57 

75 

75 

83 

55 

50 

61 

61 

74 

59 

46 

46 

49 

6h 

65 

70 

47 

42 

.52 

70 

71 

6.5 

42 

411 

52 

76 

7S 

70 

,56 

.52 

.56 

62 

66 

67 

.5.S 

.52 

60 

6il 

71' 

74 

47 

44 

44 

69 

68 

67 

51 

49 

.50 

77 

7:s 

52 

54 

71* 

75 

74 

56 

53 

.59 

73 

73 

70 

47 

49 

51 

72 

70 

74 

.'>4 

47 

57 

■^7 

77 

75 

58 

52 

.56 

76 

75 

64 

50 

.55 

.59 

71 

7? 

7^ 

44 

46 

41 

77 

73 

66 

,59 

55 

61 

76 

75 

70 

.50 

46 

56 

71 

69 

69 

49 

44 

54 

75 

72 

76 

50 

43 

.55 

71 

68 

73 

50 

48 

55 

65 

68 

62 

:« 

32 

.50 

81 

t-i 

72 

54 

51 

.56 

69 

74 

70 

40 

49 

48 

78 

-2 

62 

.56 

.52 

.56 

78 

79 

73 

56 

.55 

49 

77 

75 

68 

48 

47 

55 

SO 

79 

73 

61 

,57 

61 

71 

67 

72 

51 

53 

.55 

77 

72 

70 

58 

50 

46 

Continued  on  page  36. 
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('l,IMA'l()l,()(IU'.\l>  DA'I'A:    IMCN NSYIA' A NI A  SKCTION 


3(; 


Daily  Teuiperaturos  for  May,    1943- Coiitliiiied  from  pbk»i  :)r) 


Stations 


Meadvllle- (  Miiximum.. 

\  M iMitmiin .. 
Mercer* /  Maxiimnn.. 

\  Miiiiiimiu.. 
Mlddlotowu'' )  Miixinuuii.. 

\  Miiiiimnii  . 
Muilaud /  Maxiimiiii.. 

\  Miuimiini.. 
Moutrose- (  Maxiiman.. 

\  Minimum.. 
Mt.  Lebanon /  .Maximum.. 

\  Miuimuin.. 
Mt.  I'ocouo'' /  Maximum.. 

^  Miiumum.. 
Now  ('astle )  Maxinuim.. 

\  Miniimim.. 
Orangevilk" I  Maximum.. 

\.Mi\iimum.. 
Palmi-rton-' /  Maxmnuii.. 

\  Miiiiimini.. 


Philaiielptiia 
Airport  Statiou'^  . . . 

City  OllU'iv 

Franklin  Instituti^. 

Shawniont.     ...... 

Philipsburg'' 

Phoeuixville 


.  /  Maximum.. 
\  Minimum.. 

.  (  Maximuiii.. 

\  Minimum.. 
.  /  .Miixinniiii.. 

\  Miuinuuii .. 
.  »  .Maximum.. 

\  Minimum.. 
,  /  .MaximiMu.. 

\  Minimum.. 
,  /  iVla.ximum.. 

(  .Minimum.. 


Pittsburgh  Arpt  Sta.-^.  /  .Maximum.. 

\  Minimum.. 
Pittsburgh  City  Office'^  /  .Maximum.. 

\  Minimum.. 
Port  Clinton /  Maximun: .. 

\  Minijnum.. 
Pymatuning  Dam^...  (  Maximum.. 

A  Minimum.. 
Quakertown )  Maximum.. 

\  Minimum .. 
Readings /  Maximum.. 

\  Minimum.. 
Ridgway^ (  Maximum.. 

\  Minimum.. 

Scrauton^ (  Maximum.. 

\  .Vliuimuro.. 
Seliusgrove /  Maximum.. 

\  Minimum .. 
Sharon /  Maximum.. 

\  Minimum.. 
Somerset /  Maximum.. 

I  Minimum.. 
Springs'' /  Maximum.. 

\  Minimum.. 
State  College^ /  Maximum.. 

\  Minimum.. 
Stroudsburg /  Maximum.. 

\  Minimum.. 


Towanda /  Maximum.. 

(Minimum.. 
Uniontowu i  Maximum .. 

\  Minimum.. 
Vandergrift  s /  Maximum.. 

V  Minimum.. 
Warren /  Maximum .. 

\  Minimum.. 
Waynesburg /  Maximum.. 

\  Minimum.. 
Wellsboro^ /Maximum.. 

\  Minimum.. 
West  Chester /  Maximum.. 

\  Minimum.. 
Wilkes-Barre'^ /Maximum.. 

\  Minimum.. 
Williamsportr /  Maximum.. 

( Minimum.. 
Woodward''' I  Maximum.. 

\  Minimum.. 
York (  Maximum.. 

\  Minimum.. 


43 


5S 
•iil 
58 

■.^;i 

5!) 

ai 

58 
30 
57 
•25 
68 
33 
53 
■27 
56 
34 
60 
•23 
fiO 
30 

61 
37 
60 
41 
62 
42 
60 
35 
52 
30 
. 


4!)     57 


46     47 


59     84 


46 


32 


78 
57 

75 
54 
80      87 


42 


53 


56     50 


88      88 
50|    65 


32 
69 
32 
6« 
28 
70 
40 


46!  44 

54  52 

.37'  36 

74  68 

49  45 


571  69 
45!  31 
60;  74. 
.35! 


60 

86  81 

45  59 

81  i  77 

30  44 

831  86 

49i  61 

84j  81 

47i  521 

90'  841 

461  56 

85'  721 

5]|  57j     44: 

891  84i    90i 

44i  56i    54j 


10     11      12     18      14 


58 


7fi| 
541 
78 
53 
571 
50l 
821 
6OI 
54 
47 
80 
63 
48 
44 
SO 
63 
62 
60 
62 
49 

56 
61 
66 
51 
68 
47 
67 


64  58 
51  41 

65  68 

45;  33 

76l  78 

Wj  47 

711  6S) 

63  49 

601  66 

46  45 

6«  73 


52 
68 

4S 


HO  67 

62  42 

73J  74 

521  40 


75 

79 

49 

53 

72 

80 

62 

62 

70 

78 

61 

56 

72 

80 

63 

5fi 

70 

80 

IS     IC 


62]     51 1     5;^i     49 


68      66j 


52     47     42     34 


52 


65 


81 

•;o 

61 

64 

62 

74 

49 

60 

76 

62 

5S 

49 

60 

74 

48 

48 

5.S 

77 

.■52 

61 

72 

67 

61 

56 

66 

64 

62 

53 

70 

73 

53 

53 

84 

76 

68 

64 

79 

65 

58 

52 

70 

63 

66 

60 

61 

69 

64 

64 

63 

72 

50 

49 

67 

6:s 

63 

53 

82 

66 

62 

64 

82 

74 

62 

67 

66 

77 

48 

63 

80 

68 

54i  64 

49i  49 

78i  80 

56!  58, 


68     70 

62  44 1 
73i 
451 
76 
62! 
66 
39 
76 
49 
78 
54 
62 
44 


49 


40 


49  48 
64  66 
28 


17     18     19 


56     56 
75     80 


28!  29 
64 
45 
72: 


76 

47 

63 

42 

68' 

37!     37 

63!     68 

37;      41 

78!     71 
60!     40 


68 
62 
81 
63 
83 
54 
76 
5li 
80! 
53! 

64: 

351 

76 
63J 
70! 

38i     56! 

67i  661 
55! 
611 
48: 
76j 
631 


54 


64 


85 
61 

86 
62 
86 
61 
80 
58 
84 
61 
83 
571 
86! 
63 
85l 
63i 
89 
62' 
84' 


20  n 


22  23  ii     25  26  27 


60 


75'  71 

42!  42 

74I  71 

42!  42 


58  62 


58  60! 
88  911 
64  65 


67 
55 
8! 
63 

78 
61 
71 
56 

82 
62 

76!  f'S 
67  51 
86  80 
66'  63 
78:  68 
63'  60 
85!  751 
63  6O! 
80  67! 
59  53! 
88!  77! 


56 


54 


6.' 

63 

64 

50 

70 

69 

65 

53 

76 

77 

65 

51 

70 

70 

66 

46 

67 

66 

63 

44 

74 

72 

53 

52 

70 

62 

52 

51 

66 

67 

53 

56 

74 

73 

62 

45 

76 

78 

54 

52 

70 

74 

61 

47 

71 

74 

59 

44 

70 

67 

61 

49 

63 

60 

59 


621  701 

60|  511 

C61  701 

48  63 

74 1  W 

601  63! 


61 
57 
64 
59 
71 
57 
61 
56 
72 
60 
75 
58 
70 
39  54 


52!  49 

6II  64 

56l  53 

67!  72 

54i  53! 

62,  65! 

47|  46| 

74  70! 


621  66!  551 


51 

58 

6S 

60 

38 

49 

60 

55 

38 

47 

6? 

64 

6C 

64 

7? 

76 

40 

47 

75 

74 

4C 

62 

70 

66 

67 

66 

74 

67 

45 

65 

75 

68 

43 

63 

73 

67 

47 

50 

74 

67 

37 

42 

70 

70 

44 

49 

73 

74 

42 

52 

73 

71 

43 

52 

67 

59 

46 

48 

72 

71 1 

44 

511 

68 


28 


79 
58 
72 
65 

74!  76 
56i  57 
72'  69 
591  53 


57|  48 

80:  80 

641  64 

77]  76 


52 


63;  52 

80'  78!  77 

62!  50I  48 

71  i  68  71 

53  53  49 

82  83'  81 
64 


651  51 


60 


' 

,  Moan 

7r 

67.1 

5! 

46.8 

7' 

68,6 

68 

44.5 

77 

73.0 

6f 

51.7 

78 

72. 9 

63 

60.4 

79 

66,5 

49 

44.4 

78 

72.3 

63 

52.4 

76 

64.8 

61 

48.6 

78 

72.3 

63 

60.2 

79 

72.6 

59 

46.7 

79 

72.0 

56 

48.8 

78 

73.3 

60 

53.3 

77 

72.1 

.69 

.55,7 

78 

73.1 

60 

56,2 

79 

76.3 

55 
70 
60 
73 
64 
60 
46  61 
76  75l 
48  68 


62.7 
66.9 
46.8 


69 


52. 1" 


70  6 
51.6 
72,8 
53,2 
74.1 
50.0 
66.6 
46.2 
73.2 
48.5 
72.8 
51.2 
68  6 
42.8 


69.8 

60.6 

74.2 

48.9 

71.7' 

52.  3" 

70.4 

47.0 

67.4 

46.2 

70.0 

51.3 

76.0 

48.8 


69.9 

48.4 

73.9 

63.4 

74.0 

51.2 

70.7' 

49.4 

73.0 

51.0 

67,7 

43.0 

74.4 

52.2 

70.5 

50.9 

74.0 

50.4 

65.8 

47.3 

78.0 

52.3 


Unless  otherwise  noted  temperatures  noted  represent  extremes  for  24-hour  period  ending  in  late  afternoon.      2    Thermometers  read  in  morning,  maximum  set  back  to  pre- 
(!edingMate.    3  Midnight  to  midnight.    5  1 :3o  a.  m.  to  1 :30  a.  m.    i>  At  a  fixed  hour  between  suaset  and  11 :00  p.m. 
'.  '',  '.  etc.,  indicate  respectively  1,  2  or  3  days  missing  from  record. 
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PENNSYLVANIA 

SECTION 

May, 

1943 

Daily  £vaporation( inches)  and  Wind  Movenient(niiles) 

Stations 

1 

2       3       4 

6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

1         1 
17      18      19 

20 

21 

22 

23 

24 

25 

26     27     28 

29     30     31 

Total 

Pymatunine  Dam 
(a.  raT) 

Shaver  Creek 

(p.  m.) 

Wallenpaupack..  . 

1        ' 

\  Wind  movement 

.  /  Evaporation 

\  Wind  movement 

....|....l 

.210 
196 

.142 
49 

.056 
99 

.266 
135 

.154 
41 

.246 
54 

.162 
58 

.156 
.54 

.062 
72 

.208 
20 

.254 
35 

.084 
39 

230 
58 

.310 
62 

.080 
37 

.022 
29 

.102 
26 

.164 
25 

.162 
21 

.190 
47 

.140 
40 

.104 
121 

t 
31 

.018 
24 

.110 
31 

.106 
56 

.248 
68 

.20^2 
47 

.198 
51 

.034 
9 

.014   6.608 
10      1636 

V  Wind  movement 

.... 

j 

1         1 

'         1 

+  1. 174 


* 
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lUMJii^ 


GENERAL  StTMlttARY. 

June  was  a  month  of  extreme  and  violent  weather.  It  was 
the  hottest  June  in  the  period  of  record,  and  thunderstorms  ap- 
proached a  frequency  of  one  day  out  of  every  two.  Forty-eight 
deaths  were  reported,  which  were  attributed,  directly  or  indi- 
rectly, to  the  weather. 

In  spite  of  the  high  average,  extreme  maxima  were  well  below 
the  records  established  in  1934,  when  the  previous  record  high 
average  was  established.  While  an  average  daily  surplus  of  4.8° 
was  built  up  during  the  month,  the  accumulated  average  daily 
excess  for  the  first  six  months  of  the  year  is  only  0.2°.  Tem- 
peratures were  generally  above  90°  from  the  20th  to  the  28th, 
extremes  occurring  at  most  stations  about  the  25-28th.  Cases 
of  heat  prostration,  which  were  common  throughout  the  month, 
increased  sharply  during  the  latter  part.  Twenty-six  deaths 
were  attributed  to  heat  about  the  27th,  in  contrast  to  seventeen 
from  the  1st  to  the  26th.  The  heat  wave  was  definitely  broken 
by  the  29th,  and  as  the  month  closed,  temperatures  were  ap- 
proaching record  summer  lows. 

Precipitation  was  adequate  and  well  distributed  until  the 
17th,  but  was  spotty  and  of  little  consequence  thereafter  until 
the  last  few  days  of  the  month,  and  the  State  average  was  the 
lowest  obtained  for  any  June  since  1933.  The  accumulated  pre- 
cipitation for  the  year  is  now  0.42  inch  deficient.  Thunder- 
storms, most  general  about  the  17th  and  at  the  close  of  the 
month,  were  severe,  much  local  damage  resulting  from  light- 
ning, wind,  and  heavy  rain.  Lightning  killed  three  persons 
and  injured  a  number  of  others.  Reports  of  property  damage 
were  numerous.  Many  fires  were  started,  utility  interruptions 
were  frequent,  and  some  livestock  were  killed.  Four  deaths  oc- 
curred in  accidents  caused  by  high  winds.  Heavy  rain  caused 
sudden  flooding  in  some  communities  as  drainage  systems  were 
overtaxed.  Fields  were  eroded  and  crops  and  gardens  were 
washed  out.  Hail,  reported  at  scattered  stations,  was  the  size 
of  hickory  nuts  on  the  10th  at  Lock  Haven,  where  it  broke 
windows  and  damaged  crops.  On  the  13th,  hail  the  size  of  golf 
balls  fell  at  Meckville,  Berks  County. 

Crops  and  field  work  were  still  behind  their  normal  stages  at 
the  end  of  the  month.  The  excellent  growing  weather  had  par- 
tially counteracted  the  effects  of  an  abnormally  cold  April,  but 
the  lack  of  rain  was  becoming  increasingly  apparent,  as  reserves, 
built  up  during  excessively  wet  May,  dwindled.  The  adverse 
affect  of  the  cold  winter  and  spring  weather  on  winter  grains 
and  fruits  was  becoming  apparent. 


TEMPERATURE. 

The  mean  temperature  for  the  State,  as  dotcsrmined  from  the 
reports  of  77  stations,  was  73.0°,  which  is  4.8°  above  the  56- 
year  normal  for  .June.  The  highest  monthly  mean  was  79.7° 
at  Marcus  Hook,  and  the  lowest  was  06.3°  at  Kane.  Extremes 
ranged  from  a  maximum  of  101°  at  Phoenixville,  on  the  4th 
and  25th  to  a  minimum  of  35°  at  Kane,  on  the  30th. 


PRECIPITATION. 


The  average  precipitation  for  the  State,  as  determined  from 
the  observations  at  201  stations,  was  3.33  inches,  which  is 
0.79  inch  below  the  56-year  normal  for  June.  The  greatest 
monthly  amount  was  7.1 1  inches  at  Sharon,  and  the  least,  0.71 
inch  at  Hyndman.  The  greatest  24-hour  amount  was  3.05 
inches  at  Susquehanna  on  the  17th. 


COMPARATIVE  DATA  FOR  JUNE 

Temperature 

Precipitation 

No  of  days. 

Year 

a 

3 

ID 

> 

Sid 

'1 

o  0. 

.9  2 

d 

u.  3 

•S 
§ 
5 

1888 

68.4 
66.7 
70.1 
68.2 
71.8 
69.8 
69.6 
71.4 
67.4 
64.8 
69.6 
69.9 
69.9 
69.1 

66.0 
63.5 
67.9 
68.0 
69.3 
63.6 
68.8 
68.8 
65.4 
68.3 
65.6 
68.2 
68.6 
65.6 

63.7 
66.8 
66.0 
71.2 
67.0 
70.6 
69.5 
70.9 
65.8 
71.9 
64.1 
63.8 
65.5 
67.8 

69.1 
68.5 
68.5 
70.9 
72.9 
67.4 
68.5 
69.5 
67.1 
69.9 
67.8 
68.6 
69.0 
73.0 

68.2 

100 
95 
97 
100 
99 
100 
102 
104 
98 
96 
100 
101 
97 
103 

97 
90 
96 
99 
97 
98 

102 
96 
9.5 
99 
96 
99 

101 
92 

89 
92 
98 

102 
99 

101 
96 

103 
98 

104 
94 
99 
93 
98 

100 

102 
98 

107 

104 
96 

100 
99 
99 

101 
95 
99 
96 

101 

107 

30 
33 
33 
30 
40 
38 
30 
32 
32 
28 
33 
32 
35 
32 

32 
34 
32 
30 
28 
30 
28 
34 
32 
38 
29 
20 
25 
31 

28 
32 
29 
32 
32 
26 
30 
32 
26 
29 
23 
25 
30 
28 

22 
28 
26 
28 
35 
33 
33 
38 
32 
35 
31 
31 
34 
35 

20 

3.04    

9 
15 

9 
11 
13 

9 
10 

9 
11 
11 

9 

9 
10 
10 

13 

15 
13 
13 
13 
12 
7 

13 
11 
12 
8 
7 
9 
11 

15 
14 
10 
10 
13 

8 
13 

9 
15 

9 
12 

9 
17 
10 

9 
9 
11 
9 
9 
12 
10 
12 
U 
13 
13 
12 
13 
10 

11 

12 
5 
12 
14 
9 
10 
13 
13 
10 
11 
14 
13 
11 
12 

11 
7 

12 
11 
11 
11 
19 
12 
12 
12 
13 
19 
16 
14 

11 
12 
13 
16 
12 
17 
11 
16 
11 
16 
13 
15 
9 
15 

17 
16 
13 
18 
17 
13 
14 
13 
12 
12 
10 
14 
10 
13 

13 

11 

12 
11 
8 
11 
11 
12 
10 
11 
11 
11 
11 
12 
11 

12 
10 
10 
10 
12 
9 
9 
9 
8 
10 
9 
7 
8 
10 

10 
11 
11 

9 
11 

9 
11 

9 
11 
11 
10 

8 

9 
10 

8 
8 
9 
8 
9 
9 
9 
9 

10 
9 

11 
7 

10 

11 

10 

7 

1889 

5.43 
3.42 
4.50 
5.64 
3.12 
2.57 
3.50 
4.64 
3.38 
2.79 
3.51 
3.60 
3.47 

5.97 
6.53 
4.06 
4.39 
5.43 
4.99 
2.36 
4.48 
4.31 
4.71 
3.36 
2.26 
3.71 
4.00 

6.14 
5.38 
3.46 
3.90 
4.97 
3.12 
5.11 
2.73 
5.57 
3.04 
3.63 
3.72 
7.96 
3.56 

4.20 
3.71 
3.15 
2.68 
3.64 
4.22 
3.80 
4.37 
5.14 
4.46 
4.11 
4.95 
3.82 
3.. 33 

4.12 

13 

1890 

7 

1891 

8 

1892   

10 

1S93         ..               

9 

1894 

5 

1895  

1896 

7 
9 

1897 

8 

1898         

5 

1899       

6 

1900 

7 

1901             

7 

1902 

7 

1903       

13 

1904 

8 

1905 

9 

1906             

7 

1907     

10 

1908 

2 

1909 

9 

1910     

10 

1911 

8 

1912 

8 

1913 

4 

1914       

6 

1915     

6 

1916 

9 

1917 

7 

1918  

6 

1919 

5 

1920 

7 

1921     

4 

1922 

8 

1923 

5 

1924 

1925 

8 
3 

1926 

7 

1927 , 

1928 

7 
12 

1^29 

5 

1930 

1931 

5 
6 

19.32 

8 

1933 

4 

1934 

4 

1935 

8 

1936 

7 

1987 

8 

1938            

8 

1939 

1940 

9 
9 

1941             

9 

1942 

10 

1943 

6 

Period 

7 

39 
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Olimatologrical  Data  for  June,    1948 


Stations 


Counties 


AUmrtic  Drainage 


Allentown 

Altoona^5  mi.  W 

Bethlehem •••■ 

Burnt  Cabins-'2  mi.  E... 

Carlisle 

Chambersburg 

Coatesvllle :■;••■. 

CurwensviUe-6  mi.  NW 

Eagles  Mere 

Emporium 

Ephrata... -...•■•. 

Everett-1  mi.  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover ■•  — 

Harrisburg  Airport.. 

Hawley 

Iloltwood 

Huntingdon 

Lancaster 

Lawrenceville 

Lebanon 

Lewistown 

Lock  Haven 

Marcus  Hook 

Martiusburg 

Montrose 

Mt.  Pocono  Airport. . . 

Orangevillett 

Palmerton 

Philadelphia  Airport.. 
Philipsburgt-7  miles  E 

Phoenixville 

Port  Clinton 

Quakertown 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg 

Tamarack  Twr 

Towanda 

Wellsboro 

Westchester 

Wilkes- Barre 

Williamsport 

Woodward-'2mi-  NE. .. 
York 


Division  mean. 


Lehigh 

Blair 

Northampton... 

Huntingdon 

Cumberland  — 

Franklin 

Chester 

Clearfield 

Sullivan 

Cameron 

Lancaster 

Bedford  

Luzerne 

Bucks 

Adams 

Schuylkill 

York 

York 

Wayne 

Lancaster 

Huntingdon     . . 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. . . 

Monroe 

Columbia 

Carbon 

Philadelphia . . . 

Centre     

Chester 

Schuylkill 

Bucks 

Berks 

Lackawanna — 

Snyder 

Centre 

Monroe. 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming 

Centre 

York 


Ohio  Drainage 


Bradford 

Brookville 

Butler 

Clariou-Smi  SW 

Claysville 

Corry 

Coudersport 

Derry 

Donora 

Ebensburg 

Franklin 

Greensburg-2  mi.  S.  .  . . 

Indiana 

Johnstown 

Kane 

Meadville 

Midland 

New  Castle 

Pittsburgh  Airport 

Pymatuning  Dam 

Ridgway 

Sharon 

Somerset 

Springs 

TTniontown 

Vandergrlft 

Warren   

Waynesburg 


Division  mean. 


Lake  Drainage 


Erie. 
State  mean. 


Temperature,  in  degrees  Fahr. 

Precipitation,  in  Inches 

No.  of  days 

1 

0 

■2 
8 

1. 

a 

£2 

S 

'13  0 
C8  S 

>% 

O 

3  O 

3  0 

■s  3 

""a 

H 

t 

i 

a 

1 

Qj 

■3 

1^ 

s 

5^ 

.Bo 

^0 

a! 

0 

"3 

■0 

3 

1.2 

s 

^ 

g 

W 

Q 

3 

Q 

S 

a 

0 

0 

s- 

5 

£ 

6 

Oh 

Observers 


254 

1, 615 

364 

990 

47.S 

6U0 

431 

2,  ^15 

2,020 

1,033 

365 

1,  020 
1,970 

184 

553 

900 

600 

351 

900 

200 

700 

■255 

996 

469 

46" 

557 

12 

1,493 

1.176 

1,914 

610 

455 

10 

1,916 

100 

407 

480 

•273 

746 

476 

1,217 

440 

2,  -250 
754 

1,319 
440 
544 
550 

2.208 
400 


McKean 

Jefferson 

Butler 

Clarion 

Washington 

Erie 

Potter 

Westmoreland.. 

Washington 

Cambria 

Venango 

Westmoreland.. 

Indiana 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Crawford 

Elk 

Mercer. 

Somerset 

Somerset 

Fayette 

Westmoreland 

Warren 

Greene 


Erie. 


670 


70 


74.4 
72.8 
74.4 
73.8 
75.8 
77.0 
78.0 
68.0 
68.1 
71.2 
76  8 


71.4 

74.8 

76.8 

71.6 

76.8 

76.8 

71.0 

77.4 

74.8 

76.1 

73.0 

76.0 

76.4 

74.3 

79.7 

71.8 

68.6 

67.2 

70.5 

73.8 

76.8 

67.4 

76.5 

73.2 

72.0 

76.6 

73.2 

72.  4'^ 

73. 2 

73.6 

68.6 

72.2 

69.0 

74.6 

72.6 

74.4 

69.1 

77.2 

73.5 


69.6 
69.4 
73.0 

? 
72.  2 
70.0 
70.2 
74.9 
77.1 
69.0 
71.2 
74.7 
72.6 
T2.  6 
66.3 
70.6 
74.6 
73.6 
74.6 
70.1 
69.0 
77.4 
71  4 
68.6 
75.7 
75.6 
72.2 
74.6 

72.3 


71.2 
73.0 


+  4.5 
+6.2 
+  3.8 


+4.6 
+  6.9 
+  7.8 


+5.3 

+7.  1 


+  6.4 
+5.4 
+  6.5 
+  5.4 
+  5.4 
+  6.5 
+  5.0 
+4.8 
+6.2 
+5.8 
+6  9 
+6.2 


+  4.5 
+4.6 


+5.0 


+.5.8 
+  6.2 


+  4.7 
+4.1 
+  3,6 
+  6.2 
+  5.4 
+  3.3 
+  6.4 
+  6.8 


+  6.4 
+  4.5 
+  4.9 


+5.4 
+7.0 
+6.3 


+  .5.8 
+5.0 

+2.' 9 
+  4.7 
+6.4 
+5.9 
+5.7 
+  4.0 
+  5.0 
+  5.8 
+4.7 
+  3.2 
+  2.6 
+  4  9 


+  4.5 
+  5.1 


+  4.8 
+8.0 
+  6.2 
+4.7 
+5.6 
+  6.2 
+  6.9 
+3.9 

+4.1 


+5.0 
+4.8 


97 
93 
97 
98 
98 
100 


100 
98 
99 

100 
92 
93 
89 
94 

100 
97 
89 

101 
95 
95 
99 
95 
95 
93 
97 
88 
95 
94 
95 
96 
97 
89 


101 


90 
9! 
96 
94'' 
91 
92' 
96 
93 
97 
88 
92 
93 
92 
92 
90 
96 
94 
96 
93 
93 
92 
100 
91 
86 
92 
94 
96 
94 

100 


90 
101 


26 

28 

25 

•25 

26 

25 

26 

25 

•25 

•26 

251 

26f 

■25t 

25t 

26 

26 

25+ 

25 

25 

■26 

28 

27 

■26 

•25 

■25 

25 

26 

28 

28 

26 

25 

•25 

26 

28 

4+ 
25t 
26 
25 
■25 
25 
25+ 
•25+ 

4+ 
■25 
25 
26 
25 
•25+ 
■25 
■26 


24+ 

25 

25 

■25+ 

24+ 

•25 

■25 

•24+ 

24 

■25 

25+ 

24 

24+ 

26+ 

25 

25 

•24+ 

26 

24 

•25+ 

25+ 

25+ 

24 

24+ 

28 

■25+ 

■25 

27 

■25+ 


12 

4+ 


53 

47 

53 

45 

54 

55 

54 

39 

43 

43 

56 

57s 

48 

65 

56 

49 

57 

54 

45 

61 

51 

56 

49 

56 

55 

50 

58 

45 

47 

44 

49 

47 

56 

37 

47 

50 

49 

57 

52 

49" 

47 

48 

42 

47 

45 

53 

51 

51 

44 

54 


4+   37 


12 
30 

9+ 
30 
30 
30 
10 
30 
30 
30 

8+ 
30 
30 
10 
30 
26 
30 
30 

6 

9+ 
30 
30 
30 
30 

6+ 
30 

9+ 
30 
30 
30 
30 
80 

9 
30 
15 

6+ 
10+ 
30 
30 

8 

30 
12 
30 
12 
30 
10 
12 
30 
30 
30 


30 
30 
30 
30 
30 
30 

6 
30 
30 
30 
30 
30 
30 
30 
30 

6 
30 
30 
30 

6+ 

6 

8 
20+ 
30 
30 
30 
30 
30 

30 


3.68 
3.01 
4.28 
■2.48 
1.95 
4.71 
4.12 
3.75 
4.57 
4.78 
3.46 


3.41 

2.57 

1.70 

6.38 

1.57 

2.32 

1.68 

2.08 

•2.06 

3.41 

■2.08 

3.86 

4.1011 

3.83 

4.31 

1.25 

2.37 

2.65 

5.64 

5.118 

4.03 

1  89 

4.87 

4.701 

4.15 

2.43 

3.11 

3.55 

1.50 

5.32 

5.12 

2.33 

2. 52 

•2.68 

2.97 

3.08 

3.  02 

2,60 


-0.'26 
-0.84 
+  U.42 

-i'91' 

+  0.49 
-0.08 


+0.34 
-0.80 


-1.55 
-1.10 
-2.69 
+  1.95 
-■2.  44 
-1.^27 
-2.17 
-  1. 13 
-2.  06 
-0.  65 
-1.84 
-0.49 

-6.43 

+  1.46 


-1.75 


30       3.33 


6.18 

•2.47 

3.96 

3. '28 

3 .33 

5.45 

3.92 

4.93 

1.39 

3.12 

4.85 

2.30 

4.72 

2  97 

4.80 

4.43 

•2.69 

•2.  4811 

1.89 

4.61 

6.05 

7.11 

2.03 

3.04 

2.  ■23 

3.24 

4,43 

1.66 

3.66 


+  1.37 
+0.79 

+  L56 
+0.^24 
+  0.^24 
-1.  12 
-0.56 
-0.58 
-2.62 
+  1.00 

-i!49 
-1.21 

-1.87 
-1.01 
-0.78 

-l.'i5 


1.22 
0.86 
1.69 
1.05 
0.82 
1.75 
2.. 55 
1.19 
1.35 
1.84 
1.21 


17 

15 

17 

■28-'29 

9 
28-29 

27 

28-'29 

21 

■2-3 

9 


0.55 
1.^20 
0,79 
2.  -20 
0.76 
0,83 
0.64 
0.62 
0.50 
1.80 
0.  82 
1.46 
L78* 
0.85 
1.60 
0.55 
0.58 
0.66 
1.30 
1.50 
1.26 
0.79 
0.80 
1.41 
1.71 
0.  79 
0.92 
1.42 
0.35 
2.03 
1.76 
0.88 
0.66 
0.69 
1.05 
0.85 
1.01 
1.04 


0.79     3.06 


+  2.11 
-1.87 
-0.70 

-  0.88 
-0.37 
+0.64 
-0.71 
-0.01 
-1.97 
-1.72 
+0.72 
-2.09 
-0.03 

-  2. ■2:3 
-0.08 
+  0.37 

-i.'si 

-1.92 


+0.67 
+  3.43 
-3.61 
-2.15 
2.  49 
-1.00 
-O.Ol 
-2.53 

-0.46 


1.65      -L69     0.56 
3.33      -0.79     3.06 


l.,50 
0.  ,54 
1.09 
1.16 
1.04 
2.  ^25 
1.16 
2.36 
0.32 
1.62 
1.18 
0.96 
2.20 
1..58 
1.11 
1.59 
0.75 
0.67 
0.  92 
0.83 
0.80 
2.49 
0.82 
0.98 
1.31 
1.46 
1.19 
0.85 

2.75 


1-2 

17 
28-29 

28 

■28-29 

9 

27 

9 

26-27 

7 

8-9 

28-29 

31-1 

27 

16-r 

7 
17 
7 

17 

17 

28-^29 

8 

28-^29 

17-18 

9 

22 

■28-'29 

28-29 

17 

•2-3 

21 

2 

27 

■28-29 

;-7 

7 
28-29 

17 


16 

n 

1,5-16 

0 

1,5-16 

0 

7 

n 

1.5-16 

0 

4 

0 

2 

0 

16-17 

0 

15 

0 

16-17 

0 

6-7 

0 

13 

0 

16-17 

0 

17 

0 

27-28 

0 

27 

0 

1,5-16 

0 

26 

0 

16-17 

0 

6-7 

7 

6 

15 

0 

28-2S 

0 

17 

0 

28-29 

0 

17 

0 

1-2 

0 

■28-29 

0 

13 

0 

1-2 

0 

17 

0 

0      10 


16 

8 

9 

19 

9 

4 

11 

4 

8 

16 

8 

9 

12 

13 

6 

2 

11 

12 

8 

13 

10 

13 

8W. 
W. 


SW. 
SW. 

s. 


\v. 
II  w 


w. 
SW 
SW. 


liw. 

SW. 

SW. 

e. 

s. 

se. 

SW. 


Allent'n-Bethlehem  Gas  C( 

City  of  Altoona. 

Lehigh  University. 

Penna.  Turnpike  Comni. 

Clarence  E.  Miller. 

William  B  Spear. 

Howard  L.  Pyle. 

U.  S.  Weather  Bureau. 

Carl  E.  Bigger. 

Mrs.  Helen  C.  Haas. 

Ira  J.  Keath. 

Penna.  Turnpike  Coiiiin. 

Andrew  B.  Evansha. 

Prof.  N.  W.  Swayne. 

Dr.  Henry  Stewart. 

Miss  Sallie  M.  Johnson 

Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penua.  Water  &  Power  Co 

Prof.  Paul  R.  Yoder. 

Lancaster  Water  Rureau. 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

I'enua.  Edison  Go. 

William  R.  Kelley. 

Sun  Oil  Co. 

Civil  Aeronautic-  .\uthori1 

Harrv  S.  Fancher. 

V.  S.  Weather  Bureau. 

Benjamin  F.  Conner. 

New  Jersey  Zine  Co. 

V.  8.  Weather  Bureau 

IT.  S.  Weather  Bureau. 

Phila.-Suburbau  Water  Co 

Karl  E.  Karick. 

John  E.  Benner. 

II.  8.  Weather  Bureau 

U.  S.  Weather  Bureau 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

.lames  E.  Swartz. 

Mrs.  M.  Ordelia  Parks. 

M.  S.  Bliss. 

Clyde  T.  .-aylor. 

IJ.  S.  Commuuicatiou  .Sta. 

John  D.  McEweu. 

U.  S.  Weather  Bureau. 

York  Water  Co. 


City  Water  Dept. 
Civil  Aeronautics  Autli'y 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
Corrv  Evening  Journal. 
Philip  R.  Shaw. 
Miss  N.  Dixie  Wiueman. 
Donora  Zinc  Works. 
Miss.  Emma  II.  Eastman. 
William  K.  Fuller. 
Westmoreland  Water  <:o. 
Indiana  State  Teachers  C< 
Robert  Tross 
V.  S.  Weather  Bureau. 
City  of  Meadville 
Perrv  P.  Campbell. 
New  Castle  Water  Co. 
V.  S.  Weather  Bureau. 
Pa.  Dept.  Forests  &  Wate: 
West  Penn  Power  Co. 
Carnegie-Illinois  Steel  Coi 
D.  L.  GTOve. 
Allen  E.  Yoder. 
William  W.  Marsteller. 
Carnegio-Illinois  Steel  Coi 
Merrill  I .  Jordan. 
Thomas  S  Knox. 


D.  S.  Weather  Bureau. 


For  cooperative  stations  the  departure  from  normal  temperatures  are  computed  from  averages  of  entire  period  for  stations  having  10  or  more  y^^l%°^.^^^,l^:P^P^lf^f. 
of  precipitation  for  stations  with  16  or  more  years  of  record  are  computed  from  a  normal  or    standard  mean.'  adjusted  to  a  uniform  ^yearpenod.  for  stations  of  10 
years  the  means  for  period  of  record  are  used.         t  On  other  dates  also.  §  Incomplete.  |l  Total  partially  estimated.  'Estimated.  T.(  trace)  indicates  pre 

cinitatlon  less  than  .01  inch.  Reference  letters,  '.".'.  etc.,  indicate,  respectively.  1,  2,  3,  etc    missing  from  therecord.  onnparin?  here  ar« 

Figures  and  letters  following  station  indicate  distance  and  direction  from  the  city  and  replace  the  previous  designation  near  .    Locations  not  appearing  here  ar« 
shown  in  the  Daily  P^eci|,itation  TaWe.^  ^^^^  Moshannon  Airport.  «  Formerly  Bloomsburg  [near]  W.  B.  O.,  PhUadelphia.9.8^975 
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Daily  Preoipitatiou  for  June,   1943 


Counties 

Day  of  month 

« 

Stations 

1 

•1 

S 

4 

5 

6 

7 

8 

9 

in 

11 

12 

13 

14 

15 

16 

17 

IS 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

30 

Rl 

g 

ATLANTIC 

DRAINAGE 

VVVKH  Dki.awakk 

l)inKiiiaus  Kerry-..    ... 

llawley- 

HoUisterville- 

I.akeville- 

Matftuioras^ 

Mount  Pooono','"' 

Plea.-ant  Mountt 

Stroudsburg 

Pike 

Wayne 

Wayne 

Wayne 

Pike 

Monroe 

Wayne 

Monroe 

Wayne 

I-ehigh 

N'rthampton 

Monroe 

Wayne 

Carbon 

Carbon 

Lehigh 

Carbon 

Lehigh 

Montgomery 
Berks 

.30 
.18 
.02 
17 
.06 
.36 
.74 
.91 
.62 

.m 

.62 
.50 
.M 
Jft 
.8.S 
.56 
.6(1 
.40 

.27 
.41 
.30 
.31 
.34 
.21 
.:« 
.47 
.34 
.12 

.09 
.32 
.W 
.04 

.06 

.20 
.15 
.2:3 
.41 
.10 
05 

.23 
.20 
.50 

.58 

.44 
.47 
.37 
.99 
.06 
.IH 
.17 
.87 
.70 
.51 
.64 
.03 
..39 
.35 
.63 

.34 
.58 
.28 
.28 
.96 
.65 
.62 
.79 
.47 
.53 
.36 
.42 
.62 
.34 
.68 
.85 
.73 
.18 
1.47 
.73 

.45 

.22 

.69 

.19 

.71 

T. 

.10 

.07 

.12 

'.'02 
.16 
.05 
.14 
.05 
.01 
.21 

.22 
.23 

.48 
.46 
.33 
13 

T. 

'.'08 
T. 

.38 

.09 
.22 
.■22 
.31 
.  14 
.65 
.79 
.44 
.91 

.20 
.41 
36 

.09 
.42 
.47 
.45 
.23 
.02 

'.'oi 

.25 

.12 
.17 
.06 
.  18 
.07 
.43 
.07 
.42 
.11 

.■25 
.37 
.41 
.21 
.21 
.65 
.53 
.47 
.61 

.47 
.30 

.91 
.80 
.84 
.58 
.50 
.79 
1.18 

.84 
.'24 
.16 
.50 

.49 
.37 

.■25 
.48 
.46 
.65 
.63 

.04 

'!i9 

.14 

.26 
.25 
.'25 
.26 
.04 
.13 

".51 
.50 
.07 
.■21 
.04 
.09 
.16 
.53 

.17 
.09 
.08 
.18 
.15 
.05 
.04 
.•27 
.07 
.23 
.18 
.16 
.20 
.13 
.05 
.23 
.17 
.07 
.15 
.22 

.03 
.06 
.■20 
.03 
.12 
.11 

'.'63 
.05 

.16 
.02 
.06 
.15 
.30 
.11 
.02 
.01 
.01 

'.'is 

.38 
.12 

.08 

.16 
.21 
T. 
T. 

'03 
.01 
.05 
.02 

".ii 

'.'07 

'.'04 
't. 

.14 

.03 
.33 
.20 

.05 
.01 
.68 
.45 

'.'66 

.47 
.11 
.14 
.09 
.26 

2.' 03 

'.'08 

.42 

.62 

.'09 
.02 

'.'07 
1.15 
.12 

■;69 

'lie 

T.' 

T. 

.01 

'.'6i 

'.'■in 

.'27 

'.'i'2 

.97 
.02 
.04 
.05 
.14 
.21 

.•27 
.24 
.'20 
.'27 

3.70 
1.68 
'2.78 
112.34 
2.35 
2.65 
2.00 

.... 

.06 

"!64 

.  12 

".16 

.41 

.'27 
.08 
.63 
.74 

'!5'2 

2.66 

.48 
.08 

.■24 

.70 

.40 

T. 

.24 

.69 

".■a 
.12 

".in 

.83 

.34 

'.'■20 

".'li 

'  .'6'2 
1.60 

i.'io 
.10 

2.' 66 
.34 

.31 
.06 

..33 

.36 

.18 

.36 

1.00 

1.00 

1.33 

.■26 

.61 

• 

.32 
.41 
..52 
T. 

1.41 
.14 

L48 
.41 
.48 

.'28 
.86 
.'26 

.82 
.45 

'.''20 

.48 
.18 
.07 

'.'36 

.42 
T. 

.08 
.38 
.08 
.38 

.02 
.46 

5.32 

'2.05 

Lehigh 

T. 

.01 

'.'48 
.'29 

■.'63 

.26 
.06 
.06 

• 

.60 
29 

't.' 
't.' 

T. 

't" 
r. 

't. 

i.'69 
1.05 

'ios 

1.50 

1.^22 

'.'•18 
.71 

.87 
.35 

i/24 

.70 
1.65 
.38 
.98 
.74 
1.32 
.76 
.71 

'.'ii 

.13 

Z.45 

'.'■25 

't.' 

3.68 

4.28 

Blakeslee  Cornerst.... 

Gouldsboro- 

l4insford'-' 

Mauch  Chunk 

2.84 

.62 
.64 
.62 
.41 
.90 
.63 

T. 
T 

.41 

.22 
.31 

'.'6i 

.,50 
1.13 
.06 
.83 
.69 
.44 
1.65 
.26 

'.'6i 

;i4 

'!i5 
.20 

'.'67 
.'62 
't.' 

.08 

.36 

.18 

'.'6'2 

'.'•29 
.'20 

'!53 
'.'36 

'i-'.' 

.30 

'.'53 
'.'56 

'•r'.' 

3.17 

.03 

4.66 

3.68 

Palniertout 

5.08 
4. .55 

SCHl  YLKII-L 

(^onshohocken 

Kiederirksville2 

Kreeland- 

T. 
.01 
.07 

2.70 
5.  02 

Luzerne 

Montgomery 

Chester 

Schuylkill  ... 
Montgomery. 
Schuylkill... 

Berks 

Berks 

Chester 

Bucks 

Bucks 

Delaware 

Philadelphia 
Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester 

Chester 

Tioga 

Bradford 

Tioga 

Tioga 

Bradford 

Montour 

Bradford.,.  .. 
Columbia.. . . 
Susquehanna 
Columbia  .  . . 

Bradford 

Schuylkill . . . 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 

Bradford  

Wyoming..  . . 
Luzerne 

Tioga 

Blair 

Clearfield.... 

Potter 

Lycoming.,. . 
Clearfield  .  . . 
Clearfield.... 

Cameron 

Clearfield.... 

Sullivan 

Sullivan 

Cameron 

Lycoming... . 

Potter 

Clearfield.... 

Clinton 

Elk 

Centre 

Clinton  

Lycoming... . 

3.41 

4.76 

.02 

.06 

".m 

4.87 

114,70 

Pnftstn\vn2 

.18 
.27 
T. 
.17 

.20 
.08 
.04 
.05 

.04 
.01 
.10 
.26 
.02 
.07 
.10 

.06 
.10 
.05 
.11 

.10 

.51 

.31 

.04 

.49 

.46 

.13 

.08 

.09 

T 

T. 

.52 

.01 

03 

.20 
.02 

'!i5 

.12 

.30 
.97 

'.'6i 

.06 

T 

t. 
't'.' 

'!42 

4.82 

.48 
.14 
T. 

.02 
.20 
..54 

5.76 

2.43 

Wemersville 

T.owRK  Delaware 
Coatesville'' 

■2.23 
4.12 

T. 
T. 

.38 

'.'69 

.23 
'!i^7 

53 

4.87 

T.' 

.06 

.65 

.42 

1.02 

1.26 
.93 

.18 
1.13 

T. 

t. 

1.25 
1.65 
1.01 

.08 
.57 

.01 
.59 
.30 

.02 

2.57 

t. 

4.31 

Airport  Stationl' 

City  Officet^ 

Franklin  Inst.  ^ 

Shawmont - 

.47 
.10 

4.  O.S 

T. 

T. 

3.18 
4.  55 

.10 
.81 
.06 

.02 

t. 

T. 

t. 

.70 

.■20 

.36 
.'■26 

"■77 

T. 

3.  '22 
4.15 

.65 

T. 

2.68 

.13 

.04 

.03 
.08 

.10 
.17 
T 

".m 

.30 
^01 

.10 

.05 

t. 

.50 
.07 

t. 

.54 
.10 
.02 
.05 

.21 

.17 

t. 

.10 
.06 

'.'63 

t. 

.10 

'!21 

.15 

't'.' 

't. 

".iib 

4. '28 

SiisQiieha7in<i  Basin 

Chemung 
■Vu'itiiiburgl.            .... 

'.'•28 

.25 
.06 
T. 

'.'04 
.06 

.01 

1.22 

'!82 

.01 
.43 

'!77 

.06 

.82 
.49 

.39 
.20 

.76 

'.'58 
'.'46 

'.'94 
'.'58 

.61 

.35 
".05 

.29 

.18 
.02 

T.' 

.31 
.21 

. . . , 

'.'io 

.15 

't'.' 

.48 
.19 

.02 

.01 

.06 

".'ii 

.01 

.01 

'.01 

T. 

.12 

'.'63 

3.01 

2.74 

2.33 

2.08 

North  Branch 
Canton^ 

.26 
.13 
.17 

'.'25 
.02 

't'.' 

.32 
.55 
.16 

'.'is 

.'28 
.09 

■r.' 
.01 

T. 
T. 

« 

.32 
.01 

'.'ig 
.  .^. 

'.'io 

.18 

'.'21 
.'25 

't. 

■2.49 

Danville^ 

3  63 

Kellogg  MtTower2.... 
Millvillet 

.03 

't'.' 

2,21 

.02 

'.'69 
.51 
.10 

.09 

'.'67 
.53 

T.' 
'.'56 

1.19 

4.51 

.38 
.54 
.67 

.04 

.70 
.04 

T. 

2.37 

Orangeville^ 

Orwell- 

'.'63 

1.30 
T. 
.41 
.53 
T 
.66 

.'49 
.35 
.13 

.09 
.31 
.12 
.87 
.37 
.09 
.25 
.81 
.43 
.39 
.10 
.35 
.26 
.60 
.11 
.48 
.73 
.19 

'.'79 

.01 

';'7i 
33 

.'io 

.'62 

iise 

.76 

'.'is 
'.'64 

.36 

.77 
'.'17 

.03 

• 

'.'si 

.14 
.58 
.80 

'  'i' 
.01 

'.'io 

.46 

1.09 
.32 
.15 
.63 
T. 
.■29 
.02 
.16 
.07 
.28 

.24 

.18 
.81 

* 

.39 
.93 
.38 
.39 
.33 
.09 
.20 
.22 
« 

.■27 
1.01 
.36 
.28 
..33 
.26 
.15 

5.64 
1.91 

Park  Place  i,  ^ 

Pikes  CreekJ. 

4.68 
3.99 

Rush2 

T. 

.02 

T. 

.03 
T. 

't.' 

".m 
.01 

T 
T. 

;26 

'.'63 

.39 
.11 
.20 
.01 
.06 
.23 

.17 

i.i}5 
T. 

.82 
.92 
.39 
T. 

38 

T. 

2.66 

Scrantont^ 

'.'65 

.02 
'.'12 

'.'67 

.16 

'.'67 
.24 
.11 

.40 

■■99 
.38 

'.'ig 

.40 
.45 

'^48 
.24 
.64 
.03 

.15 
.01 

't'.' 

.06 

';i5 

.02 

.31 

'!39 
.30 

'!39 
.01 
.10 
.19 

.70 

'!57 
.15 
.14 
.02 
.82 
.40 

'.'n 
.88 

T. 

3.11 

b.  43 

Towanda 

2.33 

Tunkhannock  t 

Wilkes-Barre^ 

1.95 

'.'iii 

■^12 

".05 
.02 

'.'06 
.60 

'.'ie 
.10 

'!35 
.35 

'.'i3 
.53 
.14 

'.'i5 
.10 

'!i8 
.34 

'.'65 

".03 

".in. 
".in 

T. 

.02 
.15 
.22 

'.'06 
.07 
.40 

'!63 

';66 

'!63 

.02 

'!6i 

.19 

.08 

".'35 

'.'32 
.04 

'.'47 
.39 

'.'05 
.06 

'.'is 

.14 

••• 

t. 

't.' 
't.' 

'.'65 

t. 

".ifi 
'.'ie 

'.'64 
i.'as 

'.'6i 
'ios 

'f.' 



T. 
.... 

.05 

'^27 

■.■62 

.08 

't.' 

* 
12 

".in 

T. 

.37 

'.03 

■!22 

• 

".in 

2.97 

WE.ST  Branch 
.\nsonia2     

.08 

.68 

.10 
.12 
48 
.71 
.26 
.04 
.42 
.05 
.81 
.76 
.10 
.15 
.13 
T. 
.16 
.27 

.67 

i'28 
1.16 

'!06 
1.10 

■.'is 

1.84 

"M 

.01 

ilii 

.15 

'.'ii 

'.'48 
.27 

.02 
.54 

2.83 

Bald  Eaglet 

Berwinsdale^ 

1.87 
2.98 

Carter  Campt 

\^ 

Cedar  Run2 

.10 
.39 

■;37 

't'.' 

5.41 

Clearfield2 

4,44 

Curwensvillei,  ■' 

Driftwoodt 

Du  Bois.  7  miles  E 

Dushoret 

3.75 
■1.14 
4.40 
3.03 

Eagles  Mere2 

4.57 

Emporium^ 

.02 

.20 

:o5 

.12 

.... 

.03 
T. 

4.78 

English  Center): 

Galeton. , 

2.73 
3.32 

Karthau.s2 

3.12 

T,ock  Haven2 

3.83 

Medix  Runt 

Philipsburgl,  5,  7  mi.  E 
RenovoS 

.30 
T. 

■;65 
.01 

.20 
T. 

3.91 
1.89 
4.. 50 

Shaffers  Path^ 

3.65 

Continued  on  page  41. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


June,  1<J43 


Daily  Precipitation  for  June,   X  943-Continued  from  page  40 


Stations 


Counties 


Day  of  month 


Siisguehanna  Basin 

fcontmiied  ) 

West  Beanch 

( continued ) 

State  Colleget 

Tamarack  Tower^.  . . 

Wellsboro^ 

Willlarasport^ 

Juniata 

Altoona 

Bedford- •  .. 

Breezewood  IntcfaS. . , 

Buil'alo  Mills2 

Burnt  Cabins'^ 

Charter  OakJ 

East  \Vaterford2 

Everett _. 

Huntingdon  ^ .   

Lewistown''^ 

Loop  Mt.  Tower2 

Mapleton  Depot^ 

Martinsburg'' 

Newport- 

Saxton- 

Shade  Gapt 

Lwit  Susquehanna 

Arendtsville^ 

Bloserville •••• 

Blue  Mt.  Intchg. ..■'... 

Carlisle... 

Columbia''  

Ephrata 

Glen  Rockt 

Gordon  

Hanover^ . 

Harrisburg  Arptl'.... 

Holtwood'-! 

Huntsdale^ 

Kirkvvoodt 

Lancaster 

Lebanon'^ 

ManadaGap'J 

Middletown^    

Millersburgt 

New  Park 

Peun  Nursery2 

Peters  Mt.  Tower^ 

Pine  Grove^., 

Riugtown  2 

Selinsgrove 

Shippensburg 

Suubury2  

Woodwardl.s 

York 

York  Haven2 


Potomac  Basin 


Chambersburg2 

Gettv.sburg 

Hewitt  J,  2  miles  S 

Hyndman2 

McConnellsburg'- 

Mercersburg 

South  Mt.  i^an't'm2. . 
GULF  DRAINAGE 
Ohio  Bnsi7i 

AlJ.EGHENY 

Aemetonia2 

Aliens  Millst 

Blairsville^ 

Boswellt**,  6milesW.. 

Bradford  

Brookville^ 

Buckstowut 

Cherry  Gro vet 

Clarion2 

Corry 

Coudersport'' 

Crooked  Crk.  Damt . . 

Derry 

DunloJ 

Kbensburg2 

Franklin^ 

GlenHazelS,  1  mile  NE 

Homet 

Indiana 

.lohnstowni' 

Kane-'' 

Laurel  HillTunnelS.. 

Lyc:ppus 

Malioning  Damt 

Marienvillet 

MeadvilleS 

Mosgrove^ 

Parkers  Landing^.  . . 


Centre 

Clinton 

Tioga 

Lycoming... 


Blair 

Bedford 

Bedford 

Bedford 

Huntingdon 
Huntingdon 

Perry 

Bedford 

Huntingdon 

Mifflin 

Huntingdon 
Huntingdon 

Blair 

Perry 

Bedford 

Huntingdon 


Adams 

Cumberland 
Franklin  . . . 
Cumberland 
Lancaster.. . 
Lancaster.. . 

York ,  

Schuylkill  .. 

Y'ork 

York 

Lancaster.. . 
Cumberland 
Lancaster..  . 
Lancaster. . . 
Lebanon — 

Dauphin 

Dauphin 

Dauphin 

York 

Centre 

Dauphin 

Schuylkill.  . 
Schuylkill .. . 
Snyder     ... 
Cumberland 
N'umberland 
Centre.  . . . 

York 

York 


Franklin. 
Adams,. . . 
Bedford.. 
Bedford  . . 
Fulton.  ... 
Franklin. 
Franklin. 


Allegheny,.. 

Jefferson 

Indiana  .... 
W  morel  and 

McKean 

Jefferson 

Somerset 

Warren 

Clarion  

Potter 

Erie 

Armstrong.. 
W'moreland. 
Cambria. ..  . 
Cambria.  . . . 

Venango 

Elk 

Indiana 

Indiana 

Cambria 

McKean 

W'moreland 
W'moreland, 
Armstrong.. 

Forest.. 

Crawford 

Armstrong.. 
Armstrong.. 


.03 


.12 


1.76 


.06 


.03 


T. 


T. 


.06 


.03 


.10 
.40 
1.69 


.06 


.03 


.19 


.03 


.52 


.40 

2.' 25 


.20 


.59 


.06 


.10 


.19 


.01 


.09 

.16 

.24 

1.22 


.02 


.06 


.08 
1.01 

.45 


.05 


.67 
T 
.04 
1.22 
.37 


,70 


.72 
.85 
.03 
T. 
.05 
.92 
.14 
.03 
.16 
1.16 
.67 
T. 


.06 


.09 


.03 


.26 


T. 


.05 


T. 


T. 


T. 


.05 


.17 


T. 


T. 


.01  . 


30 
1.04 


.55 


02 


.07 


1.19 
.03 

.15 
.28 
.13 


.51 

.90 

1.33 

09 


.23 
.04 
.OR 
.31 
.30 
1.11 
2.75 
.24 
.22 


.12 


.30 


.38 

.22 

13 
,04  .55 
.49   .01 


.07 


20 


,48 


.23 


.49 


25 


.46 

.52 
1.40 
..54 
.29 
.69 


1.39 
.08 


.05 
1.50 


.80 


L18 
15 


04 
11 
1.51 
.09 
.21 
.21 
.05 
.■24 
.18 
.04 
,11 


1.98 
.50 
.91 
.34 
.15 
.09 
2.20 
1.58 
.29 
.42 
T. 
.11 
.07 
.26 
.87 
.21 


.96 


.25 


.12 

.17 

1.13 


21 


22 


23 


25 


.25 


.08 


,06 


30 


.09 


T. 
.08    .02 
T 
T 


.40 


T 
.02 
.02 
2.06 
T. 
.19 


.18 

1.74 

.36 


T. 


.29 


.09 


.02 


05 
2.20 
T 
.04 
.62 
.03 


.03 


.14 


T. 


.02 

1.63 

.01 

'.'so 

.74 

T 

.43 


.39 


60 
2.  .35 


.56 
.01 
.99 
.32 
.02 
.81 
.13 
T. 
.70 
.06 
1.59 


1.42 
.79 

.14 

T. 

.10 

.16 

.61 


.70 
..31 
.34 
.40 
1.15 
.18 
..% 
.04 
.24 


.39 


.36 


T. 


1.50 
5.12 
2.  52 
3.08 


3.01 
1.98 
2.68 
0  99 
2.48 
1.50 
3.05 

2.06 
114.10 
2.  13 
2.12 
1.25 
2.36 
2.06 


2.81 
2.62 
1.44 
1.95 
5.05 
3.46 
2.03 
6.38 
1.57 
2.32 
2.08 
2.52 

$ 
3.41 
3.86 
3.12 
3.25 
2.  73 
3.02 
1.39 
2.30 
5.20 
6.35 
3  55 
2.04 
3.40 
3.02 
2.60 
2.  23 


4.71 
1.70 
0.90 
0  71 
3.38 
4  16 
2.51 


1.95 
4.94 
4.21 
2.80 
6.18 
2.47 
1.-28 
4.85 
.3.  28 
5.45 

3  92 
4.79 
4.93 
1.99 
3.12 
4.. 85 
6.01 

4  80 
4.72 
2  97 
4.80 
3.02 
4  56 
3.13 
3.45 
4.43 
2.91 
3.62 


Continued  on  page  42. 
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Daily  Precipitation  for  June,  1043— Coutlnued  from  I'ago  41 


Countlos 

Day  of  month 

V 

,    stations 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21     22     28     24     26 

26 

27 

28 

29     80    81 

^ 

Al.I.KGHKNY 

( ooutlnued ) 
Pltt^lnirKhCtyOft' 
Tort  .\lli'Knn>  -  — 
I'niixMitawuey'-'. .. 

AUoghony 

McKi-an 

Jolierson 

Elk 

.04 
.05 
.32 
.37 
.14 

".is 

.41 

.64 
.12 
if; 

■;78 

T. 
.33 

■.'63 

.38 
.54 

T. 

.01 

.27 

T. 

.80 

T. 

.09 

'.'54 
.26 
.31 
.20 
ni 

"M 

.03 
.14 
T. 

'."os 

.09 

.02 

"t." 

.19 
.54 
.04 
.12 

'.'46 

.28 
.08 

".'ie 
.12 

.07 

"t." 

.07 
.18 
.65 
.29 

'."64 

"."io 

.18 

'.'is 

.14 
.80 
.45 
.56 
.05 

".91 
'.'32 

.08 
.  15 
.36 
.35 
.16 
.11 
.01 
2.62 
.09 
.23 
.03 
.26 
.40 
.07 

1.01 
.52 
.25 
.85 
.10 
.17 
.13 
.15 
.80 
.10 
.62 
.20 
.14 
.23 
.16 

2.33 

1.09 

1.58 

.73 

.38 

,84 

.50 

2.49 

1.04 
.55 
.75 
.18 
.05 

.03 
.04 

.53 
.07 
.36 
.02 
.73 

2.16 
.21 

1.42 
.02 
.16 
.04 

1.46 
.10 
.03 

.01 

'.'23 
.09 
.26 
.95 

i!6i 
'.<m 

.06 
.07 
.98 
.12 
.14 

T. 
.93 

1.13 
.13 
.48 
.13 
.60 

2.12 

.12 

".02 
.76 
.37 

.07 
.37 

.10 
T. 

.05 

.'23 
.04 

"."67 
.02 
.46 
.17 
.12 
.78 
.04 
.40 
.50 
.26 

'!08 

.24 
.03 
.92 
.18 
.64 
.48 
.14 
.33 

1.62 

.88 

T. 
.67 
.64 
1.18 

.16 
'."08 

•••• 

'.'io 

3.19 
8.19 

.14 

•■■• 

....    .26 

6.06 

•I. 
.88 

3.86 

Sowanl- 

SniothiHirtl 

Strongstowut 

Tiouosta  Daml 

Titnsvillet 

Union  Cityt 

\"an<lergrift'* 

WarriMi- 

Youngsvillet 

Ml>Nl>Nl.'AHELA 

Conlluence  - 

Connellsvillo- 

Indiana 

McKoan 

■."06 
.06 

6.66 

1^7  li   no 

83' 

.03 

4.71 

.76 
.36 
.20 
.20 
.26 
.18 
.35 

.11 
.16 

.04 
.86 
.67 
.27 

"."30 
.91 

.13 

5.56 

.43 
.62 
.74 
.17 
.21 
.74 

.04 

.64 
.72 
.68 

.15 
.18 
.40 

8  84 

Crawford 

Erie 

Wostmorcland.  . . 
Warren 

.03 
".9S 

"M 

-.ii 

T. 

T. 

114.13 

.... 

.07 

3.61 



.60 
.60 
.14 

.13 
1.07 
.05 
.79 
.38 
.50 
.01 
.45 
.70 
.19 
.72 
.82 
.78 
1.31 
.85 

1.22 
.85 
T. 

3.24 

.80 

'.'64 
.06 

T. 

'1'. 

T. 

.10 
.18 

.04 

4.43 

.04 

4.27 

.04 
.11 
.01 
.26 
.33 
.76 
.09 

'.'64 

.50 
.22 

2.01 

Fn  vpttp 

2,26 

\Vashingt<in 

T. 

.17 
.01 
.07 
.03 
.05 
.11 

T. 

T. 

.04 

T. 

.28 

1.89 

Greeusboro*- 

Greenfeburg 

.28 
.04 
.04 
.03 

.88 

3.26 

Westmoreland. . . 
Westmoreland. .. 
Somerset 

.01 

';i7 

')^ 

.16 
.04 

".14 

"."io 

".'08 
.28 
.27 
.21 

T. 
T. 

* 

.87 

.42 

T. 

.15 

.41 

'.'62 
.01 
.06 
98 

.21 

T. 
.17 

"65 
.03 
.23 

2.30 

T. 

.39 

'.'ii 

.32 

"m 

'  .'27 

'."io 
"is 

'."06 

.03 

T. 

3.01 

Meyersdale- 

Murrysvillet 

NewelH 

.23 

1.20 

3.17 

.05 

T. 

.14 

.06 

.24 

.15 

.18 

.02 
.11 
.62 
.32 
.04 
.04 
.25 
.24 

.34 
.02 
.04 
.13 
.01 

.34 
.44 

.16 

2.01 

Pittsburgh  Arrt.f- 
Rioos  Landing-..  .. 
Somerset 

Allegheny 

(ireene 

T. 

T. 

.01 

T. 

"t." 

.09 

1.89 

.16 

.06 

T. 

.03 

.11 

T. 

.06 

T. 

"!22 
.46 
.27 

.26 

L90 

T. 

.09.... 

'.'is 

.05 
.09 

T. 

.60 
.19 
.11 

2.03 

Somerset 

.01 

.01 
.01 

.14 

3.04 

2.23 

Wayuesburg 

Beaver 

Beaver  Falls2 

Butler 

Greene 

Beaver 

.... 

1.65 

.17 
.52 

* 

.27 

.26 

.34 

1.28 

.01 
.11 

* 

.62 
.02 
.92 
.83 

.04 
'.'63 

'.'12 

• 

T. 

'.'61 

.08 

T. 

T. 

.01 

.43 

..50 

T. 

.91 

.82 

.03 

3.87 

Butler 

T. 

.14 

.05 

.15 

• 

.07 

3.96 

Mercer 

Mercer 

Lawrence 

Crawford 

Crawford 

.10 
.07 

L53 
.03 
.30 

.30 

.85 
.27 

".i'l 
.12 

.01 
.01 

115,60 

.09 
.01 

T. 

't.' 

T 

T. 

4.35 

New  Castle 

112.48 

Penn  Llne^ 

.19 
.15 

T. 

.17 

.03 

'tV 
.01 

T. 

T.' 

02 

"t." 

.... 

.50 
.15 
.41 

.97 

1.58 

4.41 

Pymatuning  Dam^ 
Sharon^ 

.02 

4.51 

7.11 

Ohio 

C'laysville*^ 

Washington 

Allegheny 

Beaver 

.06 
.01 

.02 

.06 

.03 
.09 
.19 

.66 
.23 
.14 

3.33 

2.50 

Midland^ 

.28 

.22 
.64 

T.' 

.19 
.05 

'i'.' 

.10 

".'io 

.02 

.43 
.93 

T. 

•••• 

'."37 
.02 

.67i   .59 
.25    .88 

2.69 

Allegheny 

Washington 

Erie....   

Potter 

.50 

3.23 

Washingtont 

LAKE 

DRAINAGE 

Eriet' 

.57 

.16 
.94 

.08 

2.20 

1.65 

Raymondt 

.01 

.08 

. . . . 

.36 

.... 

.... 

.... 

.10 



.10 





4.06 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  Is  for  the  24  hours  ending  at  the  time  of 
observation.  1  First  order  Weather  Bureau  station;  precipitation  is  for  24-hour  period,  midnight  to  midnight,  unless  otherwise  indicated.  2  precipitation  measured  in  the 
morning;  amount  then  recorded  is  for  the  preceding  24  hours.  3  Precipitation  for  period,  midnight  to  midnight.  •*  Precipitation  for  period,  noon  to  noon.  ^  Precipitation 
for  period,  1:30  a.  m.  of  date  on  which  amount  is  recorded  to  1;30  a.  m.  following  date.  •>  Observation  taken  at  a  fixed  hour  between  sunset  and  11 :00  p.m.  t  Precipitation 
measured  with  recording  gage,  midnight  to  midnight.  *  Included  in  next  measurement.  $  Incomplete  or  missing,  t  Daily  amounts  inconsistent.  T.(  trace),  when  pre- 
cipitation is  less  than  .01  inch.     ||  Record  partially  estimated.     **  Boswell  was  formally  Laurel  Hill  Summit. 


PRESSTTK.E,  WIND,  HUMIDITY  AND  SUNSHINE. 


Stations'. 


Erie 

Harrisburg. . 
Philadelphia 
Philipsburg.. 
Pittsburgh... 

Reading 

Seranton  . . . . 


Atmospheric  pressure 
(reduced  to  sea  level) 


30.26 
30.23 
30.  22 
30.  29 
30.28 
30.22 
30.  22 


8 

29.62 

30 

29.63 

8 

29. 62 

30 

29.65 

:w 

29  66 

30 

29.61 

14 

29.60 

Wind'* 

Relative 

Humidity 

t» 

in 

3 
0 

» 

J3 

a 

2>. 

3 
0 

a 

s 

a 

?r> 

0 

s 

a 

0, 

iD  0 

M  0 

£ 

ri 

0 

0 

0 

s'^ 

5 

s 

i^ 

7.4 

26 

w. 

1 

80 

71 

6.8 

31 

ne. 

27 

77 

."14 

64 

8.3 

29 

nw. 

1 

76 

55 

67 

8.8 

38» 

w. 

1 

87 

62 

75 

9.3 

29 

nw. 

28 

79 

51 

60 

9.5 

37 

nw. 

17 

72 

52 

521 

6.3 

24 

nw. 

22 

80 

601- 

42 
14 

6 
5fi 

10 
21 


*  For  any  five-minute  period. 
+  Local  noon        '^  Also  other  dates. 


•*  Corrected  to  true  velocities, 
t  4:00  p.  m.  '  One-minute  interval 


Stations 


KIVER  CONDITIONS 


Port  Jervis,  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley.(nr)  Lock  No.  5. 

Sutersville 

< 'harleroiCnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Rivers 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio 


3.4 
3.9 

3.8 
4.3 
5.5 
3.7 
4.3 
4.6 
14.6 
3.8 

n.8 


5.5 
7.0 
5.0 
5.7 
9.2 
11.1 
5.4 
6.0 

19.1 

7.4 
15.4 

« 

17.0 


3 

2.0 

3 

1.9 

18 

3.0 

18 

3.3 

5 

2.8 

3 

1.0 

3 

3.7 

5 

3.6 

4 

12.3 

1 

2  7 

1 

10.8 

* 

1 

• 

28 
29 
27t| 
28 
30  i 
29  I 

26  i 
28 

27  ! 
27 
29 


18 
22 

9 
13 
22 
20 
22 
17 
24 

0 
30 

5 
30 


•  Pool  stage. 


t  On  other  days  also. 
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June,  1943 


Daily  Temperatures  for  June,    1943 


Stations 


1       2       8       4       5       6       7       S       9      10     11      12      !3     14     15     16     17      18     19     20     21     22     23     24     26     26     27     28     29     30     31     Mean 


Alleutown2 

Altoona  

Arendtsville 

Bethlehem^ 

Blue  Mt.  Interchange^ 

Bradford  

Breezewood  Intchg^.. 

Brookville^ 

Burnt  Cabins^ 

Butler 

Carlisle 

Chambersburg" 

Clarion*' 

Claysville^ 

CoatesvilleS 

Columbia^ 

Corry*" 

Coudersporf 

Curwensville'^ 

Derry 

Donora'' 

Eagles  Mere  '•* 

Ebensburg2 

Emporium 

Ephrata 

ErieS 

Everett^ 


/  Maximum.. 
\  Minimum.. 
/  Maximum.. 
\  Minimum.. 
<  Maximum.. 
\  Minimum.. 
(  Maximum.. 
\  Minimum.. 
/  Maximum.. 
\  Minimum.. 
/  Maximum.. 
\  Minimum.. 
/  Maximum.. 
\  Minimum.. 
/  Maximum.. 
\  Minimum.. 
/  Maximum.. 
\  Minimum.. 
/  Maximum.. 

V  Minimum.. 
(  Maximum.. 
\  Minimum.. 
(  Ma.Kimum.. 
\  Minimum.. 
/  .Maximum.. 
\  Minimum.. 
/  Maximum.. 
\  Minimum.. 
(  Maximum.. 
\  .Minimum.. 
)  Maximum.. 
\  Minimum.. 
)  Maximum.. 
\  Minimum.. 
/  Maximum.. 
( .Minimum.. 
(  Maximum.. 
\  Miivlmum.. 
(  Maximum.. 
\  Minimum.. 
(  Maximum.. 
\  Minimum.. 
/  Maximum.. 
\  .Minimum.. 
/  .Maximum.. 
\. Minimum.. 
/  Maximum.. 
\  Minimum.. 
/  Maximum.. 

V  Minimum .. 
/  Maximum.. 
\  Minimum.. 
(  Maximum.. 
\  Minimum.. 


Franklin^ / 

Fredericksvillet' ( 

Freeland.. 


( 

George  School'' / 

Gettysburg / 

Gordon } 

Greeusburg / 

Hauover2 ( 

Harrisburg'* / 

Hawley** t 

Holtwood* ) 

Huntingdon / 

Indiana ) 

Irwin ) 

Johnstown".  i 

Kane* ) 

Lancaster ( 

Lawrenceville ) 

Lebanon^ / 

Lewistown / 


Lock  Haven2 / 

Marcus  Hook3 / 

Martinsburg* / 


•Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
.Minimum.. 
Maximum.. 
Minimum .. 
Maximum.. 
.Minimum.. 
.Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Ma.ximum.. 
Minimum.. 
Maximum.. 
.Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Ma.ximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum. 
.Minimum.. 
Maximum., 
.Minimum .. 
Maximum., 
Minimum.. 


82 


63     59 

82     84 


57 


85 
65 
83 
60 
85 
62 
90 
62 
87 
65 1  65 
89  89 
62|  63 
87  90 
59  61 
93  88 
69  71 
84  841 
60;     66 


68|  69 
85  76 
63      60 


83      85 
57     60 


93 

66 
89 
63 
95 
65 
93 
68 
96 
72 
85 
56 
92 
62 
87 
57 
95 
61 
91 
61 
96 
65 
97 
66 
89 
64 
86 
62 
96 
fifl 
96 
6' 
8.5 
61 
89 
50 
83 
61 
00 
66 
94 
69 
85 
62 
83 
61 
89 
60 
96 
6(i 
80 
70 
93 
63 

86 

61 

92 

61 

87 

fifi 

92 

67 

9^2 

6' 

90 

61 

90 

65 

94 

67 

96 

67 

93 

60 

92 

73 

94 

65 

87 

62 

90 

62 

87 

63 

85 

51 

94 

66 

92 

63 

96 

68 

95 

67 

95 

63 

98i 

75| 

881 

63! 


92 

60 
100 

73 

89 

70 

95 

73 

95 

71 

93 

62 

92 

70 

96 

70 

98 

73 

98 

62 

95 

73 

96 

65 

92 

66 

94 

66 

91 

51 

90 

58 

96 

67 

98 

64 
100 

71 

981     97 

691     70 

99!     97 

62      69 

981  100 

79'     811 

91 '     91 

67      691 


95 

92 

80 

74 

72 

72 

71 

58 

92 

93 

82 

70 

71 

69 

64 

47 

97 

94 

78 

70 

71 

70 

70 

51 

96 

90 

77 

65 

68 

70 

64 

53 

98 

98 

84 

68 

70 

70 

66 

50 

88 

88 

80 

65 

68 

64 

57 

46 

92 

94 

80 

64 

68 

68 

60 

54 

88 

88 

75 

61 

f.5 

64 

54 

40 

97 

95 

84 

68 

69 

67 

64 

45 

92 

94 

90 

78 

69 

66 

67 

49 

96 

95 

84 

82 

74 

70 

70 

54 

99 

96 

83 

70 

73 

70 

70 

55 

9-2 

90 

77 

73 

60 

55 

64 

47 

91 

90 

77 

64 

66 

68 

68 

49 

98 

91 

84 

72 

71 

72 

72 

58 

98 

96 

84 

77 

74 

73 

71 

58 

89 

88 

71 

61 

6S 

64 

58 

48 

95 

90 

80 

6;^ 

6:i 

65 

58 

46 

85 

82 

72 

57 

67 

62 

50 

39 

92 

92 

79 

74 

73 

70 

67 

.52 

95 

95 

81 

71 

74 

72 

71 

56 

87 

85 

71 

62 

67 

69 

66 

43 

87 

87 

74 

52 

67 

67 

66 

46 

92 

89 

79 

67 

62 

65 

60 

A^i 

97 

94 

88 

76 

73 

72 

71 

.58 

88 

88 

72 

63 

74 

72 

54 

53 

94 

96 

98 

81 

64 

68 

67 

57 

92 

91 

76 

63 

68 

66 

67 

51 

99 

91 

8;^ 

68 

61 

68 

64 

49 

87 

8f 

78 

73 

70 

69 

58 

48 

93 

89 

83 

71 

73 

75 

66 

56 

96 

92 

91 

75 

77 

75 

71 

.56 

93 

90 

78 

78 

67 

67 

62 

50 

92 

91 

84 

74 

68 

70 

6- 

51 

95 

9-2 

76 

68 

74 

74 

72 

57 

94 

94 

80 

67 

70 

71 

65 

64 

95 

94 

80 

6^ 

67 

68 

60 

61 

93 

91 

82 

75 

75 

76 

68 

61 

97 

98 

90 

74 

67 

68 

68 

51 

88 

89 

85 

76 

68 

66 

63 

46 

91 

91 

89 

79 

68 

68 

65 

49 

89 

92 

77 

65 

70 

69 

65 

49 

88 

85 

73 

61 

62 

60 

44 

36 

97 

91 

89 

76 

71 

71 

71 

66 

97 

94 

88 

75 

68 

68 

6f 

49 

95 

94 

81 

68 

7? 

72 

72 

66 

96 

93 

86 

S3 

71 

70 

71 

55 

97 

97 

84 

67 

69,  7o: 

991  901 

72;  78 

9"!  92l 

72  7l| 


63 1  5o; 

87  76 

73i  60i 

78l  69 

541  45 


Continued  on  page  44. 
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('MMAI'OI.OIIICAI.   DATA:    I'KN  NSVI  A' ANI A   SKCTION 


M 


Daily  Temperatures  for  June,    1U43    Coiitliiiied  fnim  pakd  I'l 


Stations 


Mniioh  Chunk  . .. 

McftdvllloS 

Meroor'' 

MI(1iiloti>wn^ 

Midland 

Moutmse- 

Mt.  Lt>tiaiiou 

Mt.  I'ocouO'' 

Sew  C'Bstle 

OrauKeville 

Palmertou^ 

Park  I'laif 

Philadelphia 
Airport  Station'' 


City  Oftiet"'' 

Fraukliu  Institute'-. 

8ha«inout 

Philipsburs' 

Phoenixville 


.  f  Maxinnini.. 

\  Minimum.. 
.  /  .MiiMiimni.. 

\  Minmunii.. 
.  /  Maxinuim.. 

\  Mininnim.. 
.  (  Maximum.. 

\  Mininnim  . 
.  (  Maximum.. 

\  Minimum.. 
.  (  Maximum.. 

\  Mininnim.. 
.  /  Maximum.. 

\  Minimum.. 
.  I  Maximum.. 

>  .Minimum.. 
.  (  Maximum.. 

\  Minimum.. 
.  (  Maximum.. 

\  Miuiinura.. 
.  (  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 

.  /  Maximum.. 

\  Minimum.. 

/  Maximum.. 

\  Mi\iiinum.. 
.  (  Maximum.. 

\  Minimum.. 
.  )  Maximum.. 

\  .Minimum.. 
.  (  Maximum.. 

1  Minimum.. 
.  /  Maximum.. 

I  Minimum.. 


PittshufKh  Arpt  Sta.s.  (  Maximum.. 

\  .Vlinimum.. 
Pittsburgh  City  Office''  /  .Maximum.. 

i  Miuiraum.. 
Port  Clinton /  .Maximum.. 

\  Minimum.. 
Pymatuniug  Dam^,..  )  .Maximum.. 

\  Miuiiniim.. 
Quakertown /  Maximum.. 

\  Minimum.. 
Reading^* /  Maximum.. 

\  Minimum.. 
Ridgwar^ )  Maximum.. 

\  Minimum.. 

ScrautonS (  Maximum.. 

\  Minimum.. 
Selinsgrove i  Maximum.. 

\  Minimum.. 
Sharon I  Maximum.. 

\  Minimum.. 
Somerset j  Maximum.. 

\  Minimum.. 
Springs'' /  Maximum.. 

\Minimiim.. 
State  College^ I  Maximum.. 

\  Minimum.. 
Stroudsburg /  Maximum.. 

\  Minimum.. 

Tamarack^ /  Maximum.. 

\  Minimum.. 
Towanda ...   /  Maximum.. 

\  Minimum.. 
Uniontown /  Maximum.. 

\  Minimum.. 
Vandergrift  3 /  Maximum.. 

\  Minimum.. 
Warren /  Maximum.. 

\  Minimum.. 
VVaynesburg /  Maximum.. 

\  Minimum.. 
Wellsboro^ /  Maximum.. 

\  Minimum.. 
West  Chester' /  Maximum.. 

\  Minimum.. 
Wilkes-Barre^ /Maximum.. 

\  Minimum.. 
Williamsport /  Maximum.. 

y  Minimum.. 
Woodward"' /  Maximum.. 

\  Minimum.. 
York (  Maximum.. 

\  Minimum.. 


1 

2 

781  81 

....  1  S" 

SSI  S4 

63  fil 

83   S4 

52  66 

88  86 

641  fH 

86 

87 

6S 

63 

80 

79 

52 

59 

84 

85 

61 

69 

78 

77 

60 

59 

86 

87 

65 

64 

84 

81 

61 

56 

84 

85 

63 

63 

76 

78 

57 

55 

85 

88 

64 

66 

83 

86 

6S 

66 

85 

88 

65 

66 

84 

86 

64 

63 

78 

80 

61 

63 

89 

92 

65 

62 

84 

84 

66 

71 

87 

87 

69 

74 

83 

83 

63 

59 

83 

83 

63 

61 

80 

84 

61 

59 

85 

86 

df, 

65 

81 

77 

58 

57 

84 

82 

65 

63 

84 

84 

55 

51 

82 

83 

71 

67 

80 

80 

63 

62 

78 

79 

60 

64 

81 

84 

65 

62 

80 

84 

62 

58 

82 

71 

61 

59 

87 

83 

65 

59 

83 

«.S 

66 

72 

85 

86 

64 

64 

84 

80 

65 

60 

84 

84 

66 

73 

84 

77 

58 

57 

84 

85 

63 

62 

84 

80 

65 

60 

89 

85 

66 

60 

80 

74 

62 

64 

87 

87 

68 

62 

87  !X) 
62  73 
86  88 
67l  65 
861  87 
68!  61 
92 
67 
90 
67 
88 
68 
90 
70 
86 
64 
90 
70 
90 
62 
97 
6' 
86 
61 

94 

73 
94 


68 


s 

8 

7 

8 

9 

10 

89 

82 

75 

70 

67 

62 

52 

49 

61 

56 

65 

55 

7a 

72 

69 

72 

76 

76 

58 

43 

60 

49 

5S 

49 

74 

77 

74 

74 

75 

78 

52 

47 

49 

48 

60 

50 

88 

84 

82 

68 

66 

67 

67 

87 

60 

60 

61 

59 

81 

79 

82 

77 

78 

79 

63 

56 

68 

55 

66 

57 

72 

76 

59 

71 

60 

58 

60 

48 

62 

60 

60 

52 

82 

85 

78 

79 

78 

79 

65 

60 

65 

56 

56 

62 

75 

78 

62 

66 

55 

57 

.i6 

48 

54 

51 

51 

62 

90 

78 

80 

74 

80 

80 

63 

52 

50 

51 

55 

53 

S3 

82 

75 

72 

67 

6-1 

57 

48 

50 

.50 

53 

55 

89 

84 

70 

71 

61 

64 

60 

51 

57 

57 

56 

.57 

77 

77 

66 

63 

66 

58 

49 

45 

62 

52 

52 

52 

90 

86 

83 

72 

65 

72 

71 

61 

63 

59 

56 

.57 

90 

86 

78 

71 

64 

70 

72 

66 

62 

60 

66 

59 

88 

83 

83 

73 

66 

72 

80 

74 

68 

60 

60 

58 

92 

86 

86 

76 

70 

70 

72 

56 

66 

58 

58 

54 

80 

78 

VI 

62 

57 

72 

47 

43 

53 

62 

53 

53 

98 

92 

91 

84 

76 

74 

69 

56 

6b 

67 

69 

53 

83 

83 

76 

77 

78 

77 

62 

56 

60 

58 

58 

60 

84 

86 

76 

78 

78 

81 

64 

61 

60 

58 

60 

61 

94 

85 

83 

72 

69 

69 

67 

50 

64 

63 

56 

57 

72 

72 

66 

70 

72 

75 

68 

48 

56 

48 

54 

49 

88 

81 

79 

69 

65 

66 

69 

52 

6-2 

55 

56 

49 

89 

84 

78 

68 

65 

67 

69 

62 

62 

60 

58 

58 

79 

79 

75 

71 

68 

75 

56 

45 

46 

54 

56 

65 

80 

81 

71 

74 

62 

66 

62 

53 

56 

S'i 

56 

57 

91 

88 

77 

69 

68 

66 

54 

53 

61 

49 

,52 

92 

79 

69 

78 

79 

81 

66 

57 

58 

64 

60 

68 

81 

84 

82 

76 

76 

75 

62 

58 

64 

58 

60 

58 

78 

80 

73 

76 

74 

72 

62 

53 

62 

61 

58 

.56 

84 

84 

76 

66 

61 

71 

63 

55 

56 

54 

56 

57 

95 

87 

78 

75 

76 

66 

66 

49 

63 

56 

57 

53 

78 

77 

65 

66 

58 

71 

62 

51 

55 

51 

51 

51 

85 

80 

76 

73 

66 

66 

63 

51 

65 

53 

56 

65 

86 

85 

82 

77 

78 

78 

69 

59 

68 

62 

61 

59 

86 

83 

78 

79 

82 

81 

67 

63 

66 

69 

fiO 

58 

84 

76 

72 

76 

76 

7« 

56 

50 

69 

53 

55 

57 

85 

87 

82 

79 

80 

79 

65 

65 

64 

58 

58 

54 

77 

79 

61 

70 

66 

72 

59 

47 

54 

51 

52 

53 

88 

84 

82 

71 

65 

68 

70 

59 

61 

56 

56 

53 

82 

83 

70 

74 

61 

70 

56 

52 

56 

56 

67 

58 

90 

81 

71 

71 

70 

66 

64 

53 

61 

57 

56 

58 

79 

77 

68 

60 

56 

61 

54 

64 

51 

51 

52 

53 

95 

91 

87 

83 

69 

67 

69 

58 

65 

59 

58 

60 

12 


80  82 
85  46 
79  86 


18 


93 
71 
88 
68 
88!  88 
581  65 


14  15  16  17 


84j  87 

48  51 

83!  92 

60]  65 
831 
51! 

84!  91 

52!  69! 

75;  85i 

59:  61 


66 

84 
52 
86 
66 
86 
69|  62i 


86 
60 
79 
58' 
93  90: 
641  64j  69  64; 


84 

80 

66 

62 

89 

86. 

64 

65, 

89 

86 

65 

63 

87 

88 

66 

68 

89 

88 

68 

70 

84 

76 

56 

63 

8S 

86 

79 

78 

59 

59 

90 

87 

67 

66 

88 

88 

56 

64 

87 

91 

63 

M 

77 

81 

60 

63 

86 

90 

63 

71 

84 

89 

65 

73 

86 

89 

66 

74 

85 

90 

61 

70 

82 

82 

67 

64 

92 

96 

47 

56 

84 

85 

68 

65 

H9 

88 

70 

69 

83 

87 

60 

64 

88 

83 

66 

64 

83 

87 

58 

66 

85 

91 

66 

7(1 

84 

85 

58 

62 

86 

83 

66 

67 

84 

90 

65 

63 

96 

79 

72 

71 

85 

83 

62 

63 

82 

78 

58 

61 

87 

87 

68 

70 

87 

89 

.59 

66 

83 

80 

57 

65 

89 

83 

60 

72 

86 

83 

70 

67 

89 

88 

71 

68 

83 

85 

62 

67 

87 

83 

69 

67 

87 

81 

55 

65 

85 

87 

59 

68 

88 

86 

66 

65 

88 

89 

62 

71 

84 

80 

65 

65 

89 

91 

66 

67 

19  20  21  22 


92 
69 
90 
64 
80 
60 
96 
49  51 


59 


66 


65 


631 

831 
58 
85 
62' 
74; 
60  60 
931  92 


87 
67 
86 
55 
91 
64 1  70 


60  64 

89;  89 

52'  62 

91 '  92| 

55'  62 

82  i  83 

591  63 

90!  92 

58|  62 


28 


67 

90 
70 
93 
62 
86 
61 
91 
63 
94 
69 
90 
57 

91 
66 
92 
65 
92 
69 
88 
68 
83 
68 
91 
66 
94 
63 

86 

62 

91 

63 

89 

66 

93 

66 

91 

60 

92 

64 

88 

68 

93 

67 

93 

63|  59 

94 

64i  59 

85i  82 

66!  64 

96  96 

661  64 


34 


26 


26  27 


05  66 

90]  92 

52  55 

98  94 

68,  70 

94  92 

70]  69 

90:  <.m 

62]  68 

92i  93 

71  i  70 

89;  86 

64  67 

96!  90 

69  68 

92i  93 

60  64 

99'  99 

67|  70 

87  88 

71  70 


87 
65 
94 
61 
91 
71 
94 
76 
93 
64 
91 
69 
92 
58 
95 
71 
94 
65 
97 
68 
87 
68  i  70 
97i  98 
68|  68 


28 


2i> 


80 
61 
75 
65 
74 
64i  50 


94 

75 
93 
73 
95 
79 
92 
72 
8' 
66 
100 
70 

92 
70 
94 
75 
95 
68 
93 
67 
92 
68 
97 
77 
90 
62 

92 
74 
93 
69 
97 
72 
90 
67 
86 
60 
92 
72 
95 
67 

86 

67 

94 

69 

91 

73 

94 

71 

04 

68 

94 

70 

93 

61 

94 

70 

93 

72 

95 

71 

871     86 

681    66 

97,    93 

71     73 


80    31    Moan 


82.fi 

58.6 

82.8 

65.4 

87.1 

64.4 

86.6 

62.7 

79.3 

58.0 

88,3 

Ki.  1 '' 

76.9 

,57.6 

86.9 

60.2 

84.2 

,56.8 

86.6 

61.1 

77.4 

59.3 

86.8 
66.7 
K5.6 
68.7 
87.0 
70.4 
87.4 
65.0 
79.2 
55  6 
!»2.  2 
60.8 

84.3 
64.8 
86.4 
66.7 
86.3 
CO.  2 
81.7 
58.6 
84.0 
60.] 
86.3 
67.0 
82.6 
55.3 

83.3 

63.2 

K5.4 

•59-5'' 

88.3 

66.4 

83.4 

59.4 

79.5 

57.7 

83.6 

62.8 

87.8 

,59.5 

78.3 
58.9 
84.6 
,59.8 
8,5.4 
66.0 
87.1 
64.0 
8,5.0 
59.4 
86  1 
63.0 
R2.2 
.55.8 
85.3 
63.8 
84.5 
60.8 
87.0 
61.9 
78.0 
60.2 
89  9 
64.5 


Unless  otherwise  noted  temperatures  noted  represent  extremes  for  24-hour  period  ending  in  late  afternoon.      2   Thermometers  read  in  morning,  maximum  set  back  to  pre- 
ceding date.    3  Midnight  to  midnight.    5  1 130  a.  m.  to  1:30  a.  m.    li  At  a  fixed  hour  between  sunset  and  11:00  p.m. 
'.  ''.  '.  etc.,  indicate  respectively  1,  2  or  3  days  missing  from  record. 


45 


CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION 


June,  1943 


Daily  Eva)>oratioii( inches)  and  Wind  Mo vement( miles) 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18     19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Total 

Pymatuning  Dam..  /  Evaporation  — 
(a.  vaT)            \Wind  movement 

Shaver  Creek /  Evaporation  — 

(p.m.)            \  Wind  movement 

Wallenpaupack..  . .  /  Evaporation .... 
(a.m.)             \  Wind  movement 

.064 
9 

.120 
23 

.186 
45 

.144 

29 

.098 
12 

.038 
32 

.369 
37 

.018 
5 

.114 
35 

.167 

28 

.000 
2 

.018 
31 

.110 
17 

.330 
0 

.012 
121 

.255 
12 

.064 

29 

.216 
53 

165 
35 

.200 
6 

.185 
109 

.242 
31 

.148 
27 

.195 
131 

.238 
22 

.110 
16 

.244 
81 

.216 
16 

.226 
31 

.399 
82 

.206 
37 

.346 

28 

.019 
171 

.■208.201 
14      11 

.234  .218 
38     19 

.090  .270 
54    127 

.265 
20 

.202 
13 

.282 
136 

.222 
18 

.173 

8 

.320 
91 

.204 
24 

.202 
16 

.2'28 
92 

.252 

5 

.147 
15 

.260 
16 

.282 
28 

.170 
12 

.254 
99 

.164 
2 

.246 
16 

.280 
66 

.200 
12 

.266 
20 

.280 
19 

.203 
17 

.188 
15 

.189 
64 

.318 
34 

.236 
15 

.252 
79 

.198 
19 

.364 
46 

.252 
167 

.266 
42 

.222 
67 

.142 

68 

5.144 
519 

.118 
17 

.186 
59 

.133 
497 

.186 
35 

.159 
170 

.194 
84 

.198 
40 

.314 
37 

.275 
144 

.200 

8 

.300 
87 

5.726 
668 

5.740 
2896 
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GENERAL  SUMMARY. 

July  brought  a  return  to  more  seasonal  weather  as  tempera- 
tures averaged  only  slightly  above  normal.  The  accumulated 
average  daily  excess  for  the  year  remains  0.2°.  All  stations, 
excepting  Erie  and  Pymatuning  Dam,  reported  extremes  below 
those  of  June.  Lowest  temperatures  occurred  on  the  1st  when 
killing  frosts  were  reported  in  a  few  mountain  areas  and  new 
record  minima  for  July  were  established  at  scattered  points. 
Among  these  were  Philadelphia  and  Harrisburg,  with  records 
of  78  and  55  years,  respectively.  Only  twice,  in  the  period  of 
record  for  July,  has  the  extreme  minimum  been  lower  than  the 
31°  reported  at  Black  Moshannon  Airport  in  Centre  County. 

The  precipitation  average  was  above  normal,  reducing  the 
accumulated  deficiency  for  the  year  to  0.24  inch.  Amounts 
varied  greatly,  large  excesses  accumulating  in  the  southwest 
while  the  southeast  suffered  from  a  deficiency.  Claysville  ex- 
perienced its  wettest  month,  exceeding  by  1.76  inches  its  pre- 
vious monthly  record  of  9.55  inches  which  was  established  in 
January,  1937.  Heavy  rain,  violent  thunderstorms,  and  high 
winds  combined  to  bring  property  damage  to  well  over  a  million 
dollars. 

The  most  damaging  storm  was  that  in  the  Pittsburgh  and 
Claysville  areas  on  the  27-28th.  Mt.  Lebanon  reported  4.18 
inches  in  24  hours,  and  at  Claysville  a  new  24-hour  record  of 
5.04  inches  was  established.  Of  this  amount,  4.56  inches  fell 
in  three  hours.  The  excessive  rains  caused  sudden  local  flood- 
ing. Properties  along  streams  suffered  extensive  damage, 
bridges  were  washed  away,  and  roads  were  inundated.  High 
water  flooded  a  mine,  trapping  six  workmen  for  48  hours. 
Minor  flooding  also  damaged  property  in  Washington  County 
on  the  7th  and  in  southern  York  County  on  the  12th . 

Thunderstorms,  most  general  about  the  middle  and  end  of 
July,  contributed  heavily  to  property  damage.  Lightning  killed 
two  boys  at  Butler  on  the  14th  and  a  man  at  Clearfield  on  the 
27th.  Loss  from  fires  started  by  lightning  was  high.  Many 
power  interruptions  were  caused  by  lightning  and  high  winds, 
when  wires  were  broken  by  blown  branches  and  trees.  On  the 
20th,  a  number  of  stations  in  the  east  portion  reported  hail  of 
unusual  size.  Near  Phoenixville  hail  stones  "the  size  of  base- 
balls" were  reported.     Crop  damage  was  heavy. 

On  the  29th,  small  tornadoes  were  reported  at  Oil  City  and 
at  Pleasantville,  both  in  Venango  County.  At  Oil  City  two 
people  were  injured  and  property  damage  was  estimated  at 
$45,000.  G.  w.  s. 


TEMPERATURE. 

The  mean  temperature  for  the  Htate,  as  determined  frf)ni  the 
reports  of  76  stations,  was  72  6°,  which  is  0.4°  above  the  56- 
year  normal  for  July.  The  highest  monthly  mean  was  79.3° 
at  Marcus  Hook,  and  the  lowest  was  66.2°  at  Springs.  Extremes 
ranged  from  a  maximum  of  100°  at  Phoenixville,  on  the  22d, 
to  a  minimum  of  31°  at  Philipsburg  on  the  1st. 


PREOIPITATION. 


The  average  precipitation  for  the  State,  as  determined  fronj 
the  observations  at  196  stations,  was  4.47  inches,  which  is 
0.18  inch  above  the  56-year  normal  for  July.  The  greatest 
monthly  amount  was  11.31  inches  at  Claysville,  and  the  least, 
1.27  inches  at  Hewitt.  The  greatest  24-hour  amount  was  5.04 
inches  at  Claysville  on  the  27-28th. 


188S. 
1889. 
1890. 
1891. 
1892. 
1893. 
1894. 
1895 
1896. 
1897. 
I«98. 
1899. 
1900. 
1901. 

1902. 
1903. 
1904. 
1905. 
1906. 
1907. 
1908. 
1909. 
1910. 
1911. 
1912. 
1913. 
1914. 
1915. 


1916. 
1917. 
1918. 
1919. 
1920. 
1921. 
1922. 
1923. 
1924. 
1925. 
1926. 
1927 . 
1928. 
1929. 


1930. 
1931. 
1932. 
1933. 
1934. 
1935. 
1936. 
1937. 
1938. 
1939. 
1940. 
1941. 
1942. 
1943. 


Year 


OOMPARATIVE  DATA  FOB  JULY 


Temperature 


Precipitation 


No.  of  day!^. 


» 

ii 


B-o 


69.2 
71.6 
70.7 
67.8 
73.1 


97 
96 

101 
97 

103 


Period  . 


72.1 

102 

36 

73.8 

103 

31 

69.1 

102 

34 

72.8 

98 

40 

73.4 

103 

41 

74.8 

107 

33 

72.3 

101 

35 

74.0 

104 

35 

76.4 

107 

45 

71.8 

99 

41 

71.2 

98 

35 

70.6 

99 

34 

72.6 

99 

39 

71.3 

95 

88 

71.5 

96 

34 

73.9 

104 

39 

69.7 

98 

34 

72.8 

99 

41 

73.7 

105 

36 

71.3 

100 

36 

71.8 

101 

40 

71.3 

101 

38 

70.7 

98 

40 

74.3 

98 

37 

72.1 

105 

40 

70.1 

99 

35 

72.6 

104 

34 

69.5 

96 

33 

75.9 

104 

45 

71.9 

98 

38 

71.0 

100 

32 

69.7 

97 

34 

70.5 

101 

32 

71.8 

105 

35 

71.7 

100 

29 

72.8 

96 

40 

71.8 

99 

33 

73.0 

106 

33 

75.2 

105 

39 

72.0 

100 

36 

72.6 

104 

35 

75.5 

107 

40 

75.0 

104 

42 

73.5 

111 

37 

72.4 

101 

37 

73.2 

100 

40 

71.7 

100 

36 

72.3 

105 

33 

73.1 

104 

29 

72.5 

102 

35 

72.6 

100 

31 

72.2 

111 

29 

3.45 
6.80 
3.52 
6.32 
3.93 
3.15 
2.32 
3.24 
6.89 
6.26 
3.36 
3.91 
4.86 


6.04 
5.36 
4.68 
4.87 
4.31 
3.84 
4.81 
2.14 
2.42 
2.81 
5.29 
4.16 
4.19 
5.28 


4.45 
4.33 
3.05 
6.90 
4.37 
4.13 
3.68 
4.24 
3.42 
5.57 
3.82 
4.97 
5.44 
2.81 

2.23 
5.28 
3.39 
4.26 
4.01 
5.63 
2.88 
4.47 
4.81 
3.12 
3.25 
5.11 
5.16 
4.47 

4.29 


8 
13 

8 
13 
10 
10 


7 
10 
5 
4 
5 
7 
10 
10 
7 
8 
5 


->N 
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Olimatoloerical  Data  for  July.    1943 


Stations 


Counties 


a 

3 


Temperature,  in  degrees  Fahr. 


S 

ID  O 

=  2 
to 

Oipd 

05  *J 


Atlanlic  Drttiiicae 


.  W. 


AUentown. 

Altooua^o  mi 

Betlilehem.. 

Burnt  Cabins-2  mi.  E... 

Carlisle 

Chambersburg 

Coatesville :••;••, 

Curwensville-6  mi.  NW 

Eagles  Mere 

Emporium 

Ephrata...  •.•.•■■■ 

Everett-l  mi.  SW 

Preeland 

George  School 

Gettysburg 

Gordon 

Hanover.......  •••■••••• 

Harrisburg  Airport . . 

Hawley 

Holtwood 

Huntingdon 

Lancaster.. 

Lawrenceville 

Lebanon 

Lewistown 

Lock  Haven 

Marcus  Hook 

Martin.sburg 

Montrose •••• 

Mt.  Pocono  Airport . . . 

Palmerton 

Philadelphia  Airport.. 
Philipsburgt-7  miles  h. 

Phoenixville.  

Port  Clinton 

Quakertown 

Reading 

Scrantou 

Seliusgrove 

State  College 

Stroudsburg 

Tamarack  Twr 

Towanda 

Wellsboro 

West  Chester 

Wilkes-Barre 

Williamsport 

Woodward-'2mi-  NE 
York 


Division  mean. 


Northampton. 
Huntingdon . . 
Cumberland . . 

Franklin 

Chester 

Clearfield 

Sullivan 

Cameron 

Lancaster 

Bedford  

Luzerne 

Bucks 

Adams 

Schuylkill  — 

York 

York 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair  

Susquehanna. 

Monroe 

Carbon 

Philadelphia . 

Centre   

Chester 

Schuylkill . . . . 

Bucks 

Berks 

Lackawanna.. 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming. .  . . 

Centre 

York 


Lehigh 2o4 

Blair 1.615 

364 

9«) 

473 

600 

431 

2,  2-15 

2,020 

1, 033 

365 

1.020 

1,970 

184 

553 

900 

600 

351 

900 

200 

700 

255 

996 

469 

467 

557 

12 

1,493 

1,176 

1,914 

455 

in 

1,916 
100 
407 
480 
273 
746 
476 

1.217 
440 

2.  2,50 
754 

1,319 
410 
544 
550 

2.208 
400 


Ohio  Drainage 

Bradford 

Brook  ville 

Butler 

Clarion-3mi  SW 

Claysville 

Corry 

Coudersport 

Derry  

Donora 

Ebensburg 

Ford  City-4  mi.  SE.... 

Franklin 

Greensburg-2  mi.  S.  . . 

Indiana 

Johnstown 

Kane 

Mead  ville 

Midland 

New  Castle — 

Pittsburgh  Airport.., 
Putnfyville-2  mi.  SE 

Pvmatuning  Dam 

Ridgway 

Sharon 

Somerset 

Springs 

Uniontown 

Vandergritt 

Warren     

Wayne.'iburg 


Division  mean. 


Lake  Th-iiinage 


Erie . . 

State  mean. 


Mc  Kean 

Jefferson 

Butler 

Clarion 

Washington 

Erie 

Potter 
Westmoreland . . . 

Washington 

Cambria 

Armstrong 

Venango 

Westmoreland... 

Indiana 

Cambria 

McKean 

Crawford 

Beaver..  .   

Lawrence 

Allegheny 

Armstrong 

Crawford 

Elk 

Mercer 

Somerset 

Somerset 

Fayette 

Westmoreland... 

Warren 

Greene 


1,680 

1,400 

1,077 

1.114 

1.170 

1,  431 

1,653 

1. 150 

761 

2.170 

950 

987 

1.160 

1.300 

1.  6.50 

1.938 

1.  065 

780 

900 

1.286 

1,  270 
1,050 
1,371 

940 

2,  190 
2.  600 
1,060 

825 
1,190 
1,100 


Erie. 


670 


70 


74.6 
70.7 
74.4 
72.7 
74.3 
75.8 
77.8 
67.6 
68.8 
70.4' 
76.0 
72.2 
70.2 
74.6 
75.6 
71.3 
75.6 
76.2 
71.6 
77.3 
73.2 
74.8 
72.0 
75.7 
76.6 
74.4 
79.3 
70.8 
70.2 
67.8 
74.6 
76.4 
66.7 
77.2 
72.6 


76.4 
73.8 
73.7 
73.0 
73.8 
67.7 
72.2 
69.0 
75.3 
73.8 
74.0 
68.8 
75.8 

73.3 


68.0 
69.2 
72.8 
71.6 
70.7 
69.6 
71  0 
70.4 
76.6 
68  1 


70.7 
70.8 
7L6 
70.8 


Precipitation,  in  inches 


a 

2-3 

32 


fe-O 

03  a 
|5 


No.  of  days 


^  o 


+  0.6 
-0.3 
-0.7 


70.6 
74.0 
73.9 
73.2 


70.1 
68.8 
77.2 
68.6 
66.2 
73.8 
74.8 
71.6 
72.9 

71.4 


72.5 
72.6 


-0.8 
+  1.0 
+3.1 


+0.6 
+  1.0 
+0.5 
+0.9 
+0.3 
+  1.0 
+0.8 
-0.2 
+  1.4 
+  1.3 
+0.3 
+0.8 
+0.7 
+  1.6 
+  1.6 


+0.8 
+0.3 


+  1.1 
+  1.1 


+  1.5 
-0.7 


+  1.0 
+2.1 
+0.3 
+3.4 
+  1.9 


+  1  7 
40.  1 
+0.9 


+0.7 
+  l'3 
+  1,1 


+  1.2 
+0  4 


-2.5 

+0.5 
+3.0 
-2  3 
+0.6 
-0.2 


17 

201 

27 

29 

21 

21 

21 

27 

151- 

26 

21 

26 

27 

21 

21 

27 

21 

21 

27 

21 

20 

161 

27 

21 

121 

16+ 

16 

12t 

27 

27 

21 

21 

27 

22 

21t 


0  0 
+  1,8 

0.0 
-2.4 


+0.9 


+  1.3 
-0  6 


+  1.  I 
+3.6 
0.0 
-1.4 
+  0.4 
+  1.4 
+  1.8 
-1.0 

-0.8 


+  1.5 
+0.4 


88 


88 
100 


21 

12 

21 

27 

17t 

27 

12 

21 

2lt 

20t 

27 

22 


20t 
12 
12t- 
12 


12t 

17 

27t 

12t 


51 

40 

48 

38 

45 

44 

54 

38 

42 

38" 

48 

44 

44 

48 

48 

40 

48 

50 

39 

65 

40 

47 

40 

47 

46 

42 

54 

41 

44 

41 

43 

52 

31 

46 

40 

42 

63 

46 

44 

43 

41 

42 

41 

37 

48 

43 

44 

43 

44 


14t 

39 

26 

36 

14t 

47 

16 

34 

12+ 

34 

25 

44 

12 

43 

14+ 
16+ 

42 

42 

16 

34 

12 

63 

22 

31 

2.19 
6.43 
2.  5.i 
5.06 
5.09 
2.72 
2.41 
6.  30 
4.70 
3.12 
3.04 
2.73 
3.14 
3.13 
2.  .53 
3.69 
3.57 
2.05 
1.99 
4.65 
6.  12 
4.17 
3.16 
2.23 
4.30 
4.76 
4.13 
4.98 
4.35 
3,86 
3.11 
3.94 
.3.57 
1.83 
1.77 
5.46 
2.48 
3.04 
3.09 
4.81 
5.21 
2.84 
3.73 
3.41 
2.99 
3.25 
3.60 
6.12 
3.10 

3.68 


4.61 
3.43 
6.28 
3.11 
11.31 
5.11 
4.73 
6.43 
4. -20 
4.42 


-2.42 
+2.  43 
-2.01 


+  1 

26 

-1 

28 

-2 

16 

-1.29 
-1.34 

-  1. 22 
-1.77 
-l.ilO 
-1.83 
-1.17 
-0.  62 

-  1.78 
-0.79 
+  0.88 
+  2  06 
-0.11 
-0.94 
-2.14 


4.32 
6.18 
4.93 
6.04 
3.67 
5.81 
6.37 
7.. 56 
7.99 

'3.25 
4.54 
5.40 
6.90 
4.35 
3.86 
6.86 
4  34 
6.20 

6.40 


6.27 
4.47 


+  0.76 
-0.08 


+0.25 


-1.37 
-0.21 

-s.'is 

-3.13 
+0.77 
-1.78 
-0.99 
-0.95 
+0.95 
-0.  10 

-o!67 

+0.21 
-1.66 
-0.  82 
-0  24 

-i.'i'i 

-0.61 


+  0.17 
-0.73 
+  0.87 
-1.28 
+  7.06 
+  L71 
+0. 20 
+  1.96 
+0.43 
+0.26 


0.49    21-22 
1.84        22 


0.58 
1.53 
1.60 
0.68 
0.52 
2.56 
1.43 
1.38 
1.48 
0.98 
0.76 
1.56 
0.93 
0.96 
2.06 
0.83 
0,73 

2.:o 

2  21 
0.95 
1.22 
0.83 
1.68 
1.33 
1.54 
0.96 
1.20 
1.26 
0.84 
1.40 
1.06 
0.62 
0.77 
2.14 
1.40 
1.06 
0.65 
0.74 
1.44 
0.97 
1.23 
1.63 
0.75 
1.41 
0.92 
1.'22 
1.13 


+0.05 
+2.  41 
1-0.24 
+  1.75 


+  1.84 


+3.90 
+3.94 


+0.79 
+1.43 
+  2.01 
-0.37 
-0.46 
+2.48 
-0.06 
+  1.84 

+  1.11 


+3.26 
+0.18 


U 

10-11 
21-22 
2.5-26 
2.5-26 
4-5 
21-22 
4 

12-13 

12-13 

22 

7 

12-13 

22t 

12 

22 

22 

lO-l 

21-22 

II 

29 

22 

22 

4-5 

4-5 

22 

29 

10 

27 

7 

4 

8-9 

4-6 

25-26 

4-5 

29 

21-22 

14 

25 

4 

21-22 

21 

9t 

27-28 

21-22 

31 
12-13 


2.98    25-26 


1.44 
1.14 
2.63 
1.39 
5.04 
2.00 
1.17 
1.57 
1.21 
1.66 


27 

4-5 

14-15 

4-5 

27-28 

4 

13 

13-14 

27-28 

22 


1.40 
0  95 
1.78 
1.15 
1.09 
1.80 
1.23 
1.90 
2.78 

i.'io 

1.60 
2.00 
1.46 
1.16 
1.16 
1.86 
1.46 
1.68 

5.04 


1.35 
5.04 


10-1 

14 

4 

4 

4 

4 

17-18 

17-18 

27-28 

icHii 

4-5 

4-5 

13 

28 
17-18 

4 
21 

8 

27-28 


3-4 
27-28 


12      11 


Observers 


8W. 

SW. 


8W. 

SW. 


nw. 
n. 


w. 

II « 


SW. 
SW. 


8. 

8W. 

SW. 

8W. 

W. 

W. 

ne. 

w. 

w. 

8. 
8W. 


SW. 
nw. 


nw. 

nw. 
nw. 

sw 


ne. 

8W. 


SW. 

SW. 


w. 

SW. 


Allent'n-Bethlehem  Gas  Co. 

City  of  Altoona. 

Lehigh  University. 

Penna.  Turnpike  Comm. 

Clarence  E.  Miller. 

William  B  Spear. 

Howard  L.  Pyle. 

U.  S.  Weather  Bureau. 

Carl  E.  Bigger. 

Mrs.  Helen  C.  Haas. 

Ira  J.  Keath. 

Penna.  Turnpike  Comm. 

Andrew  B.  Evansha. 

Prof.  N.  W.Swayne. 

Dr.  Henry  Stewart. 

Miss  Sallie  M.  Johnson. 

Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  Co 

Prof.  Paul  R.  Yoder. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Vo. 

Penna.  Edison  Co. 

William  R.  Kellev. 

Sun  Oil  Co. 

Civil  Aeronautic^  Authority 

Harry  S.  Faucher. 

IT.  S.  Weather  Bureau. 

New  Jersey  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila.-Suburban  Water  Co 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E.  Swartz. 

Mrs.  M.  Ordella  Parks. 

M.  S.  Bliss. 

Clyde  T.  Saylor. 

U.  S.  Communication  .Sta. 

John  D.  McEwen. 

U.  S.  Weather  Bureau. 

York  Water  Co. 


Citv  Water  Dept. 

Civil  Aeronautics  Auth'y. 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

Corrv  Evening  JouruHl. 

Philip  R.  Shaw. 

Miss  N.  Dixie  Wineman. 

Donora  Zinc  Works. 

Miss-.  Emma  H.  Eastman. 

r.S.  Engineers. 

William  K.  Fuller. 

Westmoreland  Water  Co. 

Indiana  State  Teachers  Col. 

Robert  Tross. 

Spring  Water  Co 

City  of  MeadWlle. 
Perrv  P.  Campbell. 
New'Castle  \\  ater  Co. 
U.  S.  Weather  Bureau. 
U.S.  Engineers. 
Pa.  Dept.  Forests  <t  Waters. 
West  Penn  Power  Co. 
Carnegie-Illinois  Steel  Corp. 
D.  L.  Grove. 
Allen  E.  Y'oder. 
William  W.  Marsteller. 
Carnegie-Illinois  Steel  Corp, 
Merrill  L.  Jordan. 
Thomas  S  Knox. 


U.  S.  Weather  Bureau. 


years  the  means  for  period  of  record  are  used.         t  On  other  dates  also.  ^  Incomplete.  II  Total  partially  estimated .  jistimarea. 


T.( trace)  Indicates  pre- 


'.  etc.,  indicate,  respectively.  1.  2.  8,  etc..  missing  from  therecord. 


^'K!^S*^^lSn?wing  station  1^^^^^ ^ '^^''S^^^^'^^^i'^^^^^  locations  not  appearing  here  are 


shown  in  the  Daily  Precipitation  Table.  . 

I  Philipsburg  is  Black  Moshannon  Airport. 


W.  B.  0.,  PhUadelphia-9-23-43-975 


.iiMv    i!>i;^ 


CLIMAIOLIXJICAL    DMA      I'KNNS  V  l,V  ANl  A   SKCI'IO.N 


Oaily  PrBoii>ltation  for  July.   1943 


StRtloUS 

Counties 

U»r  of  month 

Ijg 

1 

•i 

8 

4 

S 

R 

7 

s 

9 

10 

U 

12 

18 

14 

15 

16 

IT 

IH 

19 

20 

21 

22 

28 

24 

21) 

'26 

27 

2H 

V!) 

HO 

11 

1 

ATLANTIC 

DRAINAGE 

DHitware  Htisiii 
I'l-rKK  Dki.awakk 

DinKiiiftus  Kerry- 

Ilawley- 

Piko 

.86 
.49 
.45 
.65 
.59 
.63 
.29 
.46 
.44 

.29 
.18 
.HO 
.65 
1.00 
1.12 
.67 
.34 
.54 

.76 
.47 
.65 
.61 
.43 
.77 
.56 
1.S3 
1.26 
.43 

.31 
.86 
.64 
.75 

.54 
.35 
.43 
.60 
.47 
.47 
.60 

^42 

.09 
.02 
.82 
.55 
.07 

■;i6 

.05 
.02 

« 

.22 

T. 

.02 

'.'26 

.68 
.57 
.99 
.64 
.81 
.57 
1.38 
,92 
.70 

.46 
.56 
.53 
,53 
.62 
.50 
.62 
.51 
.91 

.08 
.45 
.76 
.16 
.14 
.43 

T. 

t. 

T. 
T. 

* 

.01 

1.05 
.42 
.89 
.81 
.90 
.09 
.78 
.39 

1.87 

.09 
.18 
.'26 
.74 

'^OS 

« 

.07 
.01 

'!6'2 
'.'22 

't,' 

.08 
.04 

.03 

T. 
.02 

.28 
.14 

'.'62 
.05 

.10 

09 
.13 
.31 

.... 

2  73 

T. 

.82 

.10 

.36 

T. 

.16 
.06 
.10 

1  99 

.01 

3  67 

l.nkevillo-.   

Wavne 

. . . . 

','25 

'.'26 

8  39 

Pike 

3  18 

Mount  rocouo',  ■' 

rifa>aut  Mount  J 

T. 

.47 

't.' 

.01 
.04 

1.26 

'.'•26 
.07 

''34 
.38 
.21 
.45 

1.20 
.42 

.24 

'.s\ 

.26 
.05 
.98 
.10 

.36 

..58 

.0.1 

2.14 

« 

i.2;j 
.49 

.30 
2.15 

.71 

t. 

.40 
.37 

♦ 

.12 

I'.bb 
.11 
.11 

.41 
.18 
.03 
T. 

.14 
.06 
..34 
.16 
.34 
.50 
.02 

.23 
.03 

.39 
.48 
.09 
.06 
.01 
.12 
.11 
.38 
.17 
.03 
.07 
.45 
.16 
.09 

.21 
.19 
09 

• 

.07 
.27 
03 
.13 
.31 
.45 
.18 
.08 

T. 

.... 

.  .^. 

1.00 

'!i5 
1.44 

r 

'.'33 
t. 

T. 

.09 

';33 
.10 

.04 

'.'os 

.19 

'.'i4 
.'20 

''0 

,.., 

3  86 

09 

1.33 

.01 

4.68 

Monroe 

.49 

.11 

.08 

't.' 

.36 

.03 

,.,, 

5  21 

Wavne 

.25 

1.30 

.28 
.09 

.41 



.10 
.06 

.45 

'ioa 

.02 

't'.' 

.38 
.02 
.10 

T. 

'i'i'i 
.12 

.62 

.09 

't. 

5.90 

Lehigh 

Allentown- 

Hethlehemt 

Blakeslee  CoruorsJ.... 

.'21 

'.'si 

.19 
.10 
.17 

'^oi 

'.'05 
.50 
.58 
.01 
.12 
.27 
.33 
T. 
.02 

.45 
.18 

'.'69 

'.'65 
.08 
.07 
.04 

2  1') 

N  'rthauiptou 
Monroe      - .  ■ 

.-a 

.46 

'^27 

T. 

.24 

't.' 

T. 

'.'08 
T. 

.06 

.02 
.14 

2  55 

2  62 

Wayne 

5  57 

Carbon 

Carbon  .  .. 

.... 

.•20 

T. 

.03 

.24 

.01 

'.'63 
T.' 

T. 
09 

3  15 

Atnni'h  ('hunk 

'.'63 

.05 

T. 

T. 

11.3.  79 
3  32 

Lehigh 

T. 

.H7 

iios 

• 

.10 

■.'is 

.14 

1.69 
'!i4 

.'62 

'."si 

.76 
.08 

.'62 
.62 

.13 
.14 
.02 
.34 

.(» 
.16 
.45 
.20 
.71 

't 

.06 

.02 
T. 
.05 
T. 

i.'i8 

'.'63 

.17 

.01 
.23 

'.'21 

.4'J 
.64 

".2\ 
T. 
.25 

.03 
.04 
.19 

!o.5 

'.'08 

' .'  13 
.02 

.16 

".'is 

.05 
.51 
.17 
.03 
.15 

''18 

.08 
.03 
.01 

T. 
T. 

'.'63 
.07 
.08 
.07 

.22 

'.'14 

.02 
.03 

".03 
T. 

.04 

i'.si 

01 

13 

Carbon 

Lehigh 

t. 

i'.' 

,05 

'.'ii 

.84 

T. 
,03 

.04 

.'27 
.19 
.01 
.11 
.02 

.'" 

.i2 

't. 

.'io 

.01 

T. 

,05 
.03 

','i6 

3.11 

T. 
T. 

.04 

7  22 

SCHI'YI.KU.I. 

Montgomery 
Berks 

4  46 

Kredericksville^ 

.09 

2.00 

'.'67 
.02 
.14 
.06 
.06 

.29 
.33 
.02 
.40 

.27 
.05 
.05 
.10 
1.'23 
.15 
.10 

'.'64 

'.'40 

T. 

T. 
.04 

'!68 

4  25 

Luzerne 

Montgomery 

Chester 

Schuylkill  .. . 

.... 

3  14 

4  36 

Phoeuixville^ 

Port  Clinton 

1.83 
1   77 

Pott^town-           

Montgomery . 
Scliuylkill... 

.02 
T. 

.22 

.04 

.... 

.14 

T. 

'.'63 

1  69 

'.'6i 

.16 

T. 

.05 

.'01 
.06 

.03 

'!6i 

.60 
.59 
.39 

.20 
.  10 
,02 
.06 

.63 
.'25 
.08 
.04 
.46 
.13 
.14 

.81 

.80 

1.19 

1   IP 

'.'6i 

.'23 
T. 

.09 

.02 
T. 

'.'gi 

.60 

4  67 

Berks 

.  14 

T. 

T. 

.03 
.23 
.02 

12 
1.54 

.46 

45 

59 
.04 

.48 

.26 

2  48 

Werner-iville  ,          .... 

Berks 

2,  28 

4  34 

I.uWKi:  Dki.aware 

Chester 

.01 
.06 
.05 
.79 

'.'io 

.70 
.81 
.02 
.75 

.22 
.31 
.OS 

.28 

.20 

.08 
.23 
.74 
.43 
.75 
.21 

'.'05 
.25 
.10 

.33 

t.' 

.02 

t. 

54 

.81 

'i'.' 
'.'io 

".12 

.28 
.02 
.13 

".12 
T. 

.03 

.03 
.01 

T.' 
.02 

.44 
.35 

't.' 

.24 

'.'60 
.10 

1.08 
.45 

.'62 
.55 
.6! 

.10 

't.' 

.01 

.11 
.'30 

.06 

".ib 
.05 

".ii 

.19 

t. 

Bucks 

.62 

1.56 

.22 

1.40 

2.  93 

2.82 

.67 

.01 

.06 

'.'62 

.82 

T. 
T. 

60 
T. 

4.40 
3  13 

Bucks  

Marcu*  Hook2      

Delaware 

Philadelphia 
Philadelphia 
Philadelphia 

.09 
.05 

.17 

4  13 

Airport  Station!' 

Citv  Offioet'            

3.94 
4  "26 

Franklin  Inst  2.     .  ., 

4.84 
3  '20 

Shawniont 

Philadelphia 
Bucks  

.04 

T.' 

't. 

5  45 

West  Chester" 

Chester 

".ih 

West  Grove- 

Chester 

3  78 

Siisqiiehaiiiia  Basin 
Chemung 

Austinburgt 

Tioga 

Bradford  

Tioga 

.01 

.;i2 

.08 

T. 

.06 
.03 

.'20 

.31 

T. 

.26 

.47 

.09 

.12 

T. 

.08 
.47 
.•25 

ft 

Centerville- 

T.' 

,03 
.06 

.08 

'.'i9 

.20 
,49 

,40 
,'20 
.05 

'.'i7 
.32 

.'28 
.18 
.19 

31 

i.''^^ 

.05 

'.'08 
.50 
,12 

'.'67 

i'66 
.12 
.32 

1.12 

21 

'.'42 
.  .^. 

.04 
.12 
.68 
.09 
.07 
.87 
.05 
.12 
.39 
.17 
.25 
.10 
.14 
.32 
.49 
.03 

.51 
.'24 

.53 
.50 
.12 

'.'76 
.36 
.'24 

'.'68 

i.'se 

.05 

.53 
.  .^. 

..39 

.31 

'.'37 

';'76 

.33 

.23 
.23 

■;63 
.21 

.19 

't.' 
'.'is 

'.05 
.07 

.02 

• 

'^37 
'f.' 

3. '22 
3.44 
3  16 

Lawrenceville 

Tioga 

T. 

.22 

.61 
1.05 
.4H 
.19 
.76 
.74 
.12 
.34 
.70 
.34 
.43 
.62 
.13 
.21 

.75 

.64 

2.03 

1.86 

7.'i 

'.'63 

North  Branch 
Cautou'-' 

Bradford 

.13 
.97 
.97 

1   3'^ 

.16 

5  ''6 

Montour 

.02 

.92 
.58 
.61 
.81 
.74 
.04 
.94 
.88 

1.02 
.68 

1.'23 
.64 
.63 

1   58 

'.'62 

.03 
.71 

.01 
.96 

'!46 
.29 

'!2i 

'.'27 
.16 

4  70 
3  66 

Kellogg  MtTowerS.... 

Bradford 

Columbia,. . . 
Susquehanna 
Bradford  .... 

Schuylkill . . 

T. 
.01 

'.'•is 

.Millvillet 

.04 
,03 

.03 

't.' 

.04 

t. 
't.' 

05 

t. 

'.'30 
.  11 

!;« 

.04 

.12 
.35 

'.'i'2 

2.14 
4  35 

.Montrose^ 

i)r\vell2 

P9rk  Place  ',  ^ 

".62 
.70 

'.'38 

".IS 
.31 
.44 

".a 

1.36 

.37 

60 

.'22 
.02 

t. 

4.89 

4.81 
5,33 
3  43 

Pikes  CreekJ 

Luzerne 

Rush2 

Susquehanna 
Lackawanna 
Susquehanna 

Bradford  

Wyoming..  . . 

T. 

.02 

'!i6 

'.'61 

.16 

Scrantout ' 

T. 

'.'(is 

.03 
.05 

3.04 
3  96 

Susquehanna- 

Towanda 

Tuukhauiiock  t 

.05 
.06 
.07 

'.'08 

* 

.13 

'!05 
.09 
T. 

.03 

>22 
.50 

"ii 

.02 

T. 

.02 

.'22 

1.47 

.05 

.01 
.28 
T. 

* 

.'64 
1.'2] 

'.'i2 

.10 
.03 
.15 
.02 
.13 

'.'67 
.16 

'.'08 

.04 

.11 

iis 

« 

.32 
.76 

T. 

".05 

.29 

.13 

.02 
.'21 

T. 
i,''20 

.07 
.01 
.63 

* 

.35 
.64 
.03 
.02 
.53 
.08 
.'29 
.36 

'.'59 
.64 
.68 
.20 
.55 
.34 

3.73 
4.05 
3  26 

Wilkes-BarreS 

Luzerne 

We,'!!-  Branch 
Ansouia^ 

Tioga 

Blair...   

.10 

.01 

.02 

'.'i2 

3  61 

Bald  Eaglet 

1.67 

.12 

.'oi 

.01 
.03 

".\i 

'.'38 
.19 

'.'64 

'.'36 

.'62 

.14 

1.19 

.14 
".27 

i.'63 
.37 

".bh 

.64 
.30 

.42 
.80 

'17 

".06 

.42 
'.'34 

3,90 

Bervvinsdale2 

Clearfield 

Carter  Campt 

I'edar  Run''^ 

Potter 

Lycoming.,. . 

• 

* 

5.  05 
3  16 

Clearfield2 

Clearfield  .  . . 

1.86 
.46 
.07 
1.60 
.17 
1.32 
1.38 
1.30 
.96 
1  92 

.04 
.16 

10 
■.'61 

4  86 

Curwensville',  5 

Clearfield..  .. 

2.10 

.72 
.47 
.34 

T. 
'.'i7 

.04 

.02 

46 

1.60 

1.43 

.68 

.62 

1  73 

.99 

.67 

.02 

.08 

.86 

.73 

T. 

T. 

1.05 
1.'26 

.02 
.25 

';43 

.30 

'.'94 
.41 

6  30 

DriftwoodI 

Cameron 

.'6.5 

'.'26 
.10 

't'.' 

3  75 

On  Bois.  7  miles  E 

Clearfield.... 

4  80 

Oushoret 

Sullivan 

Sullivan 

T.' 

't.' 

't.' 

't'.' 

T. 
.03 

't. 

T.' 
T. 

4  66 

Eagles  Mere2 

.02 

'i"'.' 

't.' 

4  70 

Emporium^ 

Cameron 

Lycoming... . 
Potter.. 

T. 

* 

.02 

3  12 

English  Centert 

^ 

Galetou 

't.' 

.10 

t. 
'.'65 

.43 

.02 
.24 
.76 

't'.' 

.12 

.18 

.38 

'^02 
.15 

'.'19 

.12 

'.'66 
.09 
.14 
.12 
.13 

;o4 

■!o4 

.08 

.18 

.12 
.33 
.31 
.02 

'.'3'2 
.'24 

T. 

4  44 

Karthausi* 

Clearfield. 

4.98 
4.76 
4.44 

Lock  Haven2 

Clinton 

Elk 

Centre 

".ki) 

1.06 

1.33 
.06 
T. 
.80 

1.15 

Medix  Runt 

Philipsburg',5,  Tnii.E 

.08 

.07 
.02 
.01 

.03 

T. 

'.'os 

'.'is 

3  57 

Renovo- 

Shatters  Path^ 

Clinton 

Lycoming... . 

3.64 
3.63 

Continued  on  page   49. 
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CLIMATOLOGJCAL  DATA:    PENNSYLVANIA  SECTION. 


July,  1'.)43 


stations 


Counties 


Susgaehanna  Basin 

(covlimieiJ) 

West  Branch 

( continued ) 

State  Colleget..... 

Tamarack  Tower'' 

Wellsboro^ 

Williamsport2 

JDNIATA 

Altoona 

Bedford^..  ............ 

Breezewood  Intch'*  — 

Buff  alo  Mills'^. 

Burnt  Cabins* 

Charter  OaU 

East  Waterford'' 

Everett • 

Huntingdon'' 

Lewis.  town2 

Loop  Mt.Tower2 

Mapleton  Depot'' 

Martlnsburg'' 

Newport^ 

Saxton^.... 

Shade  Gapl 

LwR  Susquehanna 

Arendt.'ivlUe''' 

Bloserville...  ..■•••■  • 
BlueMt.  Iut.",hg.. .-*... 

Carlisle... 

Columbia''  

Ephrata... 

Glen  Rockt 

Gordon 

Hanover''!..    ■■■■\-.-     ■ 
Harrisburg  ArptI'.... 

Holtwood''' 

Huntsdale'- 

KirkwoodI 

Lancaster 

Lebanon^.... 

Manada  Gap''.- 

Middletowir'    

MillersburgJ 

New  Park ■ 

Penn  Nursery!..,.... 
Peters  Mt,  Tower^. . .. 

Pine  Grove^ 

Ringtown  - 

Sellnsgrove 

Shippensburg 

Sunbury'^    .- 

Woodward',^ 

York • 

York  Haven^     

Potomnc  Basin 

ChambersburgS 

Gettysburg  . .  •   ■  •^.  •   ■ 
Hewittt.'2milesb.  ... 

Hyndman''' • 

McCcjnnellsburg'! . .   . 

Mercersburg 

South  Mt.  Pan't'mS.. 
GULF  DRAINAGE 

Ohio  Bditin 
Allegheny 

Acmetonia^ 

Aliens  Mills! 

Blairsville'.! 

BoswelU**,  6  miles  W 

Bradford     

Brookville* 

Buckstownt 

Cherry  (irovet 

Clarion- 

Corry 

Coudersport'' 

1  )erry 

Duniot 

Ebensburg'^ 

FordCity^^^ 

Franklin^ 

Glen  Hazel2,  1  mile  NE 

Hornet 

Indiana 

.Johnstown" 

Kane-'' • 

Laurel  HillTunneF 

Lvcippus 

Marienvillet 

Meadville''! 

Mosgrove!* 

Parkers  Landing^. 
Pittsburgh  Ctv  Of  Jl 


Centre.  . . 
Clinton.. 

Tioga 

Lycoming.... 


T. 


Blair 

Bedford. . .  . 

Bedford 

Bedford.  . . . 
Huntingdon 
Huntingdon . 

Perry 

Bedford  .  . 
Huntingdon  . 
Mifflin.  ... 
Huntingdon . 
Huntingdon . 

Blair 

Perry 

Bedford.. . 
Huntingdon . 


Adams 

Cumberland. 
Franklin  — 
Cumberland. 
Lancaster.. . . 
Lancaster.. . . 

York 

Schuylkill ... 

York 

York 

Lancaster..  . 
Cumberland . 
Lancaster..  . . 
Lancaster, . . 
Lebanon 

Dauphin 

Dauphin.... 

Dauphin.. . . 

York 

Centre 

Dauphin  — 

Schuylkill.  . 

Schuylkill.. 

Snyder     . . . 

Cumberland. 

N'umberland 

Centre.  . . 

York 

York 


Franklin. 
Adams.. .. 
Bedford.. 
Bedford  .  . 
Fulton . .  . 
Franklin., 
Franklin. 


Allegheny,... 

.Jefferson 

Indiana 

W'moreland. 

McKean 

.Teft'erson 

Somerset 

Warren  

Clarion 

Potter 

Erie 

W'moreland. 

Cambria 

Cambria 

Armstrong... 

Venango 

Elk 

Indiana 

Indiana 

Cambria. . . . 
McKean .... 
W'moreland 
W'moreland 

Forest 

Crawford.. . 
Armstrong.. 
Armstrong.. 
Allegheny . . 


Daily  Pracioitation  for  July,   1943 -Continued  from  page  48 


Day  of  month 


56 


T 

1.12 
.02 


.30 


1.01 


.06 


.16 

.48 

.39 

^59 

.7.5 

.53 

.80 

.84 

.88 

.67 

T. 

.57 

.4 


.50 
1.23 
.02 
.87 
.41 
.63 


,04 


.01 


.06 


,02 


.14  .02 
.06 
.02 
.44 


.78 

.43 

T 

.24 

.32 

.15 

.46 

.60 

.80 

.54 

.09 

.58 

.81 

.37 

.47 

.88 

.51 

.26 

.92 

'I'. 

.45 

.42 


.35 


.92 

.63 
.30 
.75 

.22 
1.27 

2!66 

.08 
.66 


T. 


,05 


.04 


.03 


13      14 


T 

l.C 
58 

1.15 
.04 
.44 
.90 

1.42 
.31 


.53 


1.00 
.18 
.88 
.06 
.20 
.39 
.10 

U39 
.13 
.80 


.58 

'.si 

1. 19   T. 

39 
1.20 

1.05 
.40 
.05 

i!49 
1.69 
1.03 

.15  ... 


.05 


.(13 


.10 


05 

1.51 

.75 

.01 


.04 


1,67 

■r. 

.'62 


.09 

!6i 

.'62 
.02 
.10 
.01 
.37 

.06 
1.31 
.79 
.03 
.11 
.22 
1.04 


.02 


T. 


.27 

'[30 
1.74 

.12 

.13 

T 

.21 


.03 
T. 
.83 
1.71 


.44 

.'53 
1.78 
1.21 
2.93 

T 

.02 
.•2( 

.20 

'.'•23 
.04 
.13 


.11; 

1.55 

21 


.'28 


.13 


.04 


T. 

1.02 
T 
.23 


.07 


.03 

.02 
T 

.20 
.27 


1.31 
.09 

'.i?> 

.05 
.10 


2.48 
.06 
.03 
T 


.41 
.02 
.02 
.02 
.37 
.05 
.3-* 
.28 
.03 
.34 
.07 
T. 
.01 
.07 

U40 
.37 
.24 
T 
.3J 
.41 


.74 
.34 
.47 
.63 
.96 
1.63 


.09  . 

^16 
1.  13 
.21 


.24 


.02 


.02 


.03  . 


.'22 


.02 
.06 
.08 
.16 
.51 
.30 
.13 
.32 

'.{■} 

1.17 

1.0.i 

31 


.43 
.62 
.64 

1.08 
.12 
.09 
.91 
.06 
.27 
.10 
.45 
.52 
.28 
.03 

'.'gn 

.08 


.04  .02 

T 


.06 


.05 


,02 


.33 


T. 


.02 


.03 


.20 


T. 


.03 


.03 


.15 


T. 


T. 


1.92 


.  23  . . . 

.  74  T. 

1.53 

.92 


1.84 
.30 
.36 

.'so 

.39 

1.00 

.19 

2.00 

1.68 

1.47 

1.43 

.96 

.89 

.37 

.68 


T. 


.03 


.75 


.02 


.65 


.54 
.04 
.13 

!65 

T 

.10 

.11 

.34 

.'16 
.14 

T. 

.30 
.5' 
.42 


.09 


T. 


.90 


.43 
1.53 
.52 
1.6(1 
.'24 
.58 
.61 
.96 
..52 
.83 
.19 
.72 
.20 
.38 
.83 
.74 
.50 
1.24 
.27 
.91 
1.01 
.65 
.8.5 
.65 
.25 
.86 
.39 
.51 
.42 


28 


30 


.06 


.25 
i!32 

i'.ko 


T. 


.01 


1.Z3 
03 

1 
.50 

.82 

r 

.18 

"!66 
.12 

.88 

1.03 

1.20 

1.66 

.37 

T 

.96 

.11 

1.27 

.89 

.65 

.40 


T. 


.44 


.30 


.03 


1.15 
!28 


.02 


.01 


1.23 
.01 
.04 

.37  ....i... 


T. 


.06 


.04    .46 


.32 


.56 


.16 


T. 


1.63 


.37 
.05 
.44 
.26 
.73 
1.21 

,'4i 
.18 


.03 


.06 
.90 

.'64 
1.06 

.02 


1.07 
.03 


.86 

!'7i 
.03 
L2S 
T 
.11 

[33 


.08 


.03 


1.22 


1.02 
.53 
T 
.06 
..50 
.85 
.05 
.49 

'.t2 

.48 


.60 


2.53 


.44 

.03 
.52 
.70 
.22 
1.0 

.in 

.46 

.39 

.03 

.75 

.01 

T 

.17 

.09 

.62 


.41 

'.ix> 

.34 

.02 

.06 

.35 

.46 

.'oi 

.98 

.54 

.55 

.43 

'.'26 

.02 

.34 

Continued  on  page  60. 
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r,() 


Dally  Freoipltation  for  July,  1843-Contlnued  from  Page  49 


Counties 

Day  of  month 

« 

Stations 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

IS 

16 

17 

18 

19 

20 

21 

22 

28 

24     2S 

26 

27 

28     29 

80 

81 

^ 

Al.l.KDHKNY 

(eontlnued) 
Port  Allegiiny-  — 
PunxMitawnoy'-'.  . . 
initnoyvillo-  llll.... 

Riclgway* 

Saltsburg* 

.McKoiui 

.lelVorson 

Vrnistrong 

.01 

.... 

T. 

.04 
3.00 

T. 

.... 

'.'67 

.04 
.16 

.18 

.21 
.02 

.01 
.17 

T. 

T. 

.12 

.12 
.21 

.... 

T. 
.62 

.... 

.... 

.... 

.93 

.04 

.02 

1.32 

1.46 

2.03 

.66 

1.16 

.03 

.04 

.08 

.... 

T. 

T. 

.... 

.41 
.25 
.67 
.42 
.7] 
.99 

.'06 
.21 
.22 

.17 
.32 

.96 
M2 

.01 
.... 

8.  II 
6.99 

Klk 

Indiana 

Indiana        .   ... 
McKcan 

. .  ■  • 

■ ' • '[  — 

'.'47 
.65 
1.60 
L4I 
2.79 
1.85 
.50 
1.65 

".ki 

'.'96 
.70 

1.60 
.66 
.52 
.01 
.06 
.10 

.■;.'.■ 

.06 
.18 
.04 
.04 
.09 
.07 
.09 

.6b 

.17 
.05 
.06 
.72 

.■30 
.09 

't.' 

T. 

T. 

'1'. 

.07 

.03 

.10 

T. 

■■35 
.02 
.15 

"62 
.02 

'!65 
"m 

.13 

't'.' 

.30 

'.'08 
T. 
.01 
.02 

'!24 
.20 
.05 

.16 
.04 
.22 
.07 
.02 
.07 
.08 
.05 

'.'26 
.31 

.23 
.04 

"[■'' 

.06 
'  .'f>9 

.'is 

.06 

.16 
1.28 
1.01 
.21 
.79 
.70 
.76 

.03 
.65 
1.66 
.07 
.01 

.12 

.44  .... 

4.64 

.... 

.... 

.60 
.36 

T. 

'.'46 
.05 
.82 
.81 

L02 

••■• 

.80 
.12 

i.'io 

.60 
.89 
.27 

T,  1  .061.... 

5.87 

Sowartr-.. 

\'.6l 

i!i2 

1.61 
.38 

.29.... 

7.89 

SniothporlJ 

Stmngstownt 

4.88 

.... 

.12 
.01 

.22 

,3.81 

'  .'3-* 
.40 
.Ot 
.46 
.06 

T. 
'.'22 

.20 
.15 
.28 

.81 

'.SO 

■.'20 
.07 
.72 
.21 

'.'63 

i.'os 

.16 

.05 

6  12 

Titvi<villel 

Crawfortl. 

6  98 

Union  City: 

Vnndergrift^ 

Erie 

Westmoreland 

.... 
.... 

.14 
.16 

.64 
.67 
.15 
.49 
.01 
.03 
.•22 
.05 
.43 
.06 
.49 
.89 
.05 
.20 
.11 

.64 
.69 
.30 

■.'io 

T. 

.65 

.11 
.49 

I16.  88 

30 
.42 

.46 

.16 
.10 

'.'69 
.22 
.02 

1.15 

.'44 

.21 

1.80 
1.45 

.04 
".W2 

.m 

.25 
.30 

't.' 
r. 

.46 

.68 

6.85 

T. 

.50 
.12 

'.'62 
.95 
1.12 
1. 10 

T. 

.61 

.73 
.60 
.61 
.66 
.66 
.55 
.66 
.90 

2.05 
.57 
.94 
.91 

1.16 
.86 
.93 

1.53 
1.12 

.80 
.30 

.76 

.04 

.71 

.28 

T. 

.09 

".n 

2.00 
.57 
.52 
.01 
.02 
.10 
.09 

.14 

.01 

in 

.24 

.... 

4.34 

Warren 

Somerset 

Eayette. 

.... 

'.'i8 

't.' 

'.'07 

'[■io 

.02 

.19 
.63 
.10 
.20 
.19 
.13 
.20 
.11 
.75 
.16 
.66 
.07 
.27 
.43 
L68 

.52 
.07 
.04 
.03 
.42 
.14 
.05 
.16 

.77 
.68 
.89 
.42 
.35 

".Z4 

'.60 
.4- 

1.41 
1.00 
.10 
.36 
.32 
.47 
.64 

'.'65 
.12 

1.60 
.18 
.09 
.78 

1.34 

1.07 
.24 
.02 

.04 
T. 

'.'26 

.'06 
".'62 

1.24 

T. 

.47 

".26 
".OS 

.43 
.54 
.52 

3.66 
.61 
.62 
.51 
.37 

1.48 
.48 

2.00 
.33 
.51 
.83 

1.43 

.34 

.10 

'^70 
.01 

't.' 

.65 
1.00 
2.22 

4.78 

M(i.N<>.N(;.\HKi,.-v 
Conliuence  - 

T. 

5.41 

4.17 

4.20 

Greou.'iboro- 

Cireensburg 

Irwin 

Greene 

Westmoreland. .. 
Westmoreland... 
Somerset 

::.•: 

T. 

.60 
.49 
.06 

'.'oe 

6.12 
6.18 
5.60 

Meverxlale- 

.21 

".\b 

.18 
'!66 

3.87 

Murrv^villel 

XewelH 

Westmoreland... 

Fayette 

Allegheny 

Greene 

<  ■  >  > 

.... 

..■56 
'88 

.29 
.15 
.33 

1.43 

.06 
50 

.81 

7.67 
9.66 

Pittsburgh  Arpt.f. 
Rice,<  Landing^..  .. 

'.'63 

T 

.01 

.16 

T. 

.03 

'.'os 

— 

7.99 
6.39 

Somerset 

Somerset 

.22 
.20 
.24 
.41 

'.'84 

1.31 
.03 

.04 
T 

.65 
.05 
.02 

.81 
T. 

LOS 
.76 
T. 

.41 
.22 
.38 
.21 

T. 

.21 

.08 

.38 

.20 

.02 

.05 

.10 

'.'69 

T 

.83 
L04 

T. 

T. 
.09 

.25 
.09 
m 

T. 

6.90 

Springs'' 

4.35 

ruioutowu 

Fayette  

... 

T. 

3.86 

Wavnesburg 

Greene 

6.20 

Be.wkr 
Heaver  Falls'- 

Beaver 

T 

't'." 

".09 
.10 

T. 

.38 

.81 
.10 
.03 
.09 
.78 
.01 
.10 
.16 

'.'53 
.57 
.60 

.31 
.23 

.88 

2.63 

.16 



T. 
.12 

T. 

6  56 

Butler 

Butler 

'  "  ■ 

1.98 
1  I'l 

5.28 

Mercer 

Mercer 

T. 

".12 

".ii 

.15 
.02 
.01 

T. 
.21 

'[64 
T. 

.17 
.03 
.08 
.12 
.09 

1.28 
.17 

1.18 

'.e.\ 

1.15 

1.10 

.52 

T.' 
.50 

.03 

".eh 

T. 
.07 

.41 
1.22 
..S3 
.06 
.11 
.40 

.03 

'.'62 

T. 
T. 

'139 
T. 

't.' 

.04 

2.17 
..54 
.52 
.45 
.93 

4.41 

Mercer' 

T.     T. 

T          fl8 

T.     .2O1  .65 
..      1.06   .08 

4.40 

New  Castle 

Lawrence 

1.41 
57 
.05 

''83 
.89 

1.33 
.89 

.29 
1.41 
L05 
2.00 

1.36 
.71 
65 
.15 

.09 

.10 
.08 

■!68 

'.'06 
T. 
.02 

'.'67 

1.90 

'.'ie 
1.53 

1.18 

1.23 

.09 

....|.... 

30 

7  ,5f. 

Penn  Line* 

Crawford 

".m 

1.14 
L49 

.60 
.02 
.03 

■;75 

.90 
.22 

':20 

22 

T.      .05 
. .      .03 

....  4.56 
....2.05 
56 

1.05 

.12 

1.13 

.48 
.30 
.04 
.16 

.14. ...1     5.88 

Pyniatuning  Dam* 

Crawford 

T. 

'isi 

.70 
'.'64 

•••■ 

.53 
.63 

.02 
.90 
.42 
.63 

3.25 

Sharon^ 

Mercer 

Wa^shington 

Allegheny 

Beaver 

Allegheny 

Washington 

Erie 

Potter 

.10 

.... 

.02 

5  40 

Ohio 

Claysville* 

Coraopolis2 

Midland-' 

11.31 
7  81 
6  37 

Mt.  Lebanon*! 

VVashingtouJ 

.04 

.75 

.50 
1.84 

2.50 
1.85 

T. 
.09 

1.68 
.97 

9.29 

7.28 

R  07 

LAKE 

DRAINAGE 
Eriet' 

.23  .... 

1.20 
.86 

.... 

Rayinondt 

'.'.'.'.\     5.46 

1 

Except  as  otherwi.^e  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  1  First  order  Weather  Bureau  station:  precipitation  is  for  24-hour  period,  midnight  to  midnight,  unless  otherwise  indicated.  2  precipitation  measured  in  the 
morning;  amount  then  recorded  is  for  the  preceding  24  hours.  3  Precipitation  for  period,  midnight  to  midnight.  *  Precipitation  for  period,  noon  to  noon.  •''  Precipitation 
for  period,  1:.S0  a.  m.  of  date  on  which  amount  is  recorded  to  1:30  a.  m.  following  date.  "^  Observation  taken  at  a  fixed  hour  between  sunset  and  11 :00  p.m.  t  Precipitation 
measured  with  recording  gage,  midnight  to  midnight.  *  Included  in  ne.xt  measurement.  ?  Incomplete  or  mi.ssing.  t  Daily  ainounts  inconsistent.  T.{  trace),  when  pre- 
cipitation is  less  than  .01  inch.  II  Record  partially  estimated.  **  Boswell  was  formerly  Laurel  Hill  Summit.  ^'^  Ford  City  was  formerly  Crooked  Creek  Dam. 
llll  Putneyville  was  formerly  Mahoning  Dam. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Atmospheric  pressure 
(reduced  to  sea  level) 

Wind" 

Relative 
Humidity 

a 

3 
3 

"0 

Stations 

Highest 
Date 

0 

1^ 

0) 

0 

s 
0 
s: 

<u  0 

• 

si 

a 
0 

5 

a 

S 

OS 

s" 

OS 

dj 

£ 
p 

Erie 

30.36 

30.38 

30.  m 

30.40 
30.  32 
30.39 
30.  39 

2 

i 
2 
2 
2 

29.68 
29.71 
29.  72 
29  75 
29.72 
29.69 
29.69 

21 
29 
29 
29 
29 
29 
29 

6.5 
6.6 
7-.0 
7.9 
8.3 
9.0 
5.7 

20 
29 
25 
31» 
42 
37 
22 

ne. 

s. 

nw. 

s. 

nw. 

nw. 

nw. 

21 

4 

22 

28 
27 
27 
22 

80 
78 
79 
90 
83 
75 
80 

'si' 
54 

62 
54 
49 
54 1- 

74 

62 
64 
77 
65 
471 

52 
61 
52 

"67' 
65 
60 

Harrisburg 

Philadelphia 

Philipsburg 

Pittsburgh 

Reading..        

Scrantou 

2 

1 

3.3 

1 
5 

•  For  any  five-minute  period.  ••  Corrected  to  true  velocities. 

t  Local  noon         j,  Also  other  dates.         t  4:00  p.  m.  »  One-minute  interval 


RIVER  CONDITIONS 


Stations 


Rivers 


Port  Jervis.N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)  Lock  No.  5. 

Sutersville 

Charleroifnr.),  Lock  No.  4j 

Pittsburgh 1 

Midland,  Dam  No.  7 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna, 
W.  Br.  Susquehanna 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahel  a 

Ohio 

Ohio 


03 

g 

g 

a 

CD 

g 

S 

0) 

be 

S 

» 

2.1 

2.5 

1.6 

2.2 

2.8 

3.1 

3.2 

3.7 

2.3 

3.1 

0.8 

1.6 

3.6 

4.0 

3.4 

3.7 

12.4 

13.3 

3.2 

4.1 

12.4 

16.0 

» 

* 

• 

• 

1 

7t 


2 
7 

16 
12 
7 
30 
31 


1.6 

19 

0.9 

20 

2.6 

26 

2.8 

31 

1.8 

28 

0.3 

29 

3.2 

21 

3.2 

31 

12.0 

22 

2  7 

4 

10  9 

5 

• 

. 

1 

18 
22 

9 
13 
22 
20 
22 
17 
24 

0 
30 

5 
30 


•  Pool  stage. 


t  On  other  days  also. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


July,  1943 


Daily  Temperatures  for  July.    1943 


Stations 


Allpntowu2 (  Maximum... 

\M\nimum... 

Altoona (  Uaximum... 

■"  \  Minimum... 

Arendtsville /  Maximum... 

\  Minimum.. . 
BethlehemS /  Maximum... 

\  Minimum ..  . 
Blue  Mt.  Interchange^  /  Maximum... 

\  Minimum..  . 

«-^'-'^ {^SS^::: 

BreezewoodIntchg3..|Ma^,num... 

Brooliville'^ /  Maximum... 

"'"  \  Minimum... 

Burnt  CabinsS /  Maximum... 

""  \  Minimum  — 

Sutler        I  Maximum.... 

"""^"^ \  Minimum.... 

carMsie^ USS'::: 

Chambersburge /Maximum.... 

Clarion" {^SZ^::: 

c'aysviiie^ {^izS:::: 

CoatesviUeH {^?S^::: 

col-Mae {^s^:::. 

co"y« (^SS-;:: 

co^^-^p^rt*^ (Smm.-::; 

c"™-"<^^ (;;l?S"';:; 

T)prrv  /  Maximum... 

^^"' \  Minimum... 

vimioraS  )  Maximum... 

"o"^"^^   \  Minimum... 

Kagles Mere 2 /  Maximum... 

VMinininni... 
EtaensburgS /  Maximum ... 

\  Minimum... 
Emporium /  Maximum... 

\  Miuimum... 

Eplirata (Maximum... 

\  Minimum  ... 

Erie^         i  Maximum... 

\  Minimiiin.. . 
Everetts /  Maximum... 

\ Minimum.. . 

Ford  CityS /  Maximum... 

\  Minimum.  .. 
Franklin^ /  Maximum ... 

V  Minimuui.. . 
Fredericksvillefi /  Maximum... 

\ Minimum..  . 
Freeland /  Maximum .. . 

\  Minimum ..  . 
George  School« I  Maximum.. 

V  Minimum.. 
Gettysburg )  Maximum.. 

\Mi;nmum.. 

Gordon f  Maximum.. 

\  Minimum.. 
Greensburg )  Maximum .. 

\  Minimum .. 

Hanover'.! }  Maximum.. 

\  Minimum.. 
HarrisburgS )  Maximum.. 

\  Minimum.. 
Hawley« )  Maximum.. 

V  Minimum.. 
HoltwoodS .1  Maximum.. 

\  Minimum.. 
Huntingdon /  Maximum.. 

\  Miuimum.. 
Indiana r  Maximum.. 

\  Minimum.. 
Irwin     (  Maximuiri.. 

>  .Minimum.. 
Johnstown« }  Maximum.. 

V  Minimum.. 
j^j^j,^ /  Maximum. 

(  Minimum.. 
Lancaster )  Maximum . 

\  .Minimum .. 
Lawrenceville )  Maximum . 

\  Minimum.. 
Lebanon2 (  Maximum. 

\  Minimum., 
Lewi.itown /  Maximum. 

\  .Minimum. 
Lock  HaveuS /  Maximum. 

1  Minimum . 
Marcus  Hook^ /  .Maximum. 

V  .Minimum .. 


70 
53 
73 

40 

76 

46 

73 

46 

79 

46 

69 

47 

74 

40 

72 

38 

76 

38 

73 

39 

78 

45 

79 

44 

74 

41 

73 

40 

78 

54 

78 

4' 

71 

44 
75 
36 
67 
38 
74 
42 
77 
47 
74 
42 
70 
37 
75 
38 
79 
48 
70 
54 
75 
44 


46 

76 

44 

78 

42 

79 

44 

79 

43 

80 

48 

83 

49 

80 

45 

80 

43 

82 

5' 

82 

51 

79 

40 

79 

38 

72 

48 

82 

47 

84 

53 

77 

42 

7 

40 

78 

41 

82 

51 

74 

53 

76 

45 


78 

52 

79 

48 

80 

50 

77 

54 

80 

54 

77 

52 

78 

52 

79 

51 

81 

51 

83 

56 

80 

50 

81 

51 

84 

54 

83 

47 

81 

59 

81 

52 

82 


55  62 

78  "■ 


68 


81 

63 

90 

65 

83 

65 

90 

68 

92 

08 

83 

62 

82 

68 

92 

67 

90 

7l 

72 

64 

78 

61 
79 
62 
88 
61 
88 
76 
82 
53 
80 
62 
82 
65 
92 
6' 
74 
66 
87 
64 


86 

63 

79 

59 

84 

66 

83 

65 

86 

64 

78 

63 

86 

60 

80 

60 

84 

60 

84 

62 

85 

65 

88 

65 

82 

62 

82 

60 

86 

67 

87 

65 

80 

59 

84 

57 

78 

61 

85 

63 

88 

65 

77 

60 

77 

59 

83 

69 

88 

64 

73 

64 

84 

61 


73 

67 

76 

62 

74 

66 

70 

66 

86 

62 

80 

54 

80 

64 

77 

59 

78 

61 

84 

65 

77 

65 

80 

66 

SO 

59 

84 

61 

75 

65 

80 

66 

84 

58 

81 

58 

72 

60 

81 

68 

87 

69 

7f 

60 

71 

58 

83 

5. 

79 

68 

83 

6) 

76 

62 


80 

68 

89 

65 

81 

60 

86 

67 

85 

71) 

86 

65 

84 

60 

8' 

69 

90 

71 

87 

63 

82 

72 

89 

68 

82 

67 

85 

62 

83 

69 


81 
67 

75 

63 

81 

67 

79 

65 

96 

68 

80 

59 

84 

64 

80 

64 

84 

63 

80 

66 

83 

68 

85 

66 

84 

64 

K5 

62 

86 

67 

84 

68 

80 

60 
85 
60 
74 
61 
84 
66 
86 
68 
76 
58 
78 
61 
84 
61 
86 
59 
80 
65 
81 
65 


87 

69 

79 

65 

87 

69 

83 

68 

92 

68 

83 

64 

86 

66 

84 

64 

84 

64 

84 

6' 

87 

68 

88 

6 

85 

63 

83 

65 

90 

71 

88 

70 

84 

62 

86 

63 

79 

65 

89 

68 

88 

70 

80 

58 

83 

62 

86 

62 

90 

69 

80 

67 

84 

65 


88   85 
69 


77 

61 

7' 

64 

73 

58 

79 

62 

73 

66 

75 

58 

80 

60 

78 

65 

79 

62 

78 

53 

81 

64 

75 

62 

75 

62 

82 

62 

69 

63 


88 

72 

89 

61 

92 

69 

89 

71 

90 

70 

86 

59 

90 

62 

86 

62 

91 

62 

88 

63 

90 

68 

93 

66 

88 

64 

86 

64 

93 

73 

91 

70 

86 

62 

89 

60 

82 

63 

91 

65 

89 

71 

80 

64 

86 

61 

88 

63 

93 

66 

88 

70 

90 

61 


14  15  16  17  18  19 


20  21  22  23  24 


25  26  27 


28  29 


81 


Mean 


86 

68 

86 

63 

8 

65 

85 

6' 

90 

68 

84 

61 

88 

64 

81 

62 

90 

65 

88 

64 

87 

66 

93 

68 

85 

61 

83 

61 

90 

68 

881 

671 

79 

65 

86 

61 

78 

62 

82 

66 

86 

65 

82 

64 

82 

61 

86 

61 

8? 

6V 

81 

71 

86 

63 


82 

.84 

68 

68 

84 

85 

62 

64 

85 

89 

65 

71 

85 

88 

67 

69 

83 

86 

67 

68 

84 

88 

68 

71 

69 

87 

661 

90 

66 

89 

70 

92i 

64 

84 

58 

88 

64 

86 

64 

92 

63 

86 

66 

90 

67 

93 

66 

88 

61 

86 

64 

93 

72 

90 

66 

87 

63 

87 

62 

82 

63 

87 

67 

90 

68 

S-. 

61 

83 

63 

88 

63 

90 

68 

85 

71 

90 

64 


69 

84 

64 

91 

66 

89 

70 

90 

68 

79 

5f 

86 

62 

80 

56 

90 

63 

89 

65 

89 

66 

93 

67 

89 

64 

85 

65 

92 

71 

93 

67 

80 

63 

9( 

62 

77 

59 

86 

66 

90 

70 

85 

01 

79 

62 

85 

64 

9: 

68 

81 

67 

88 

62 


86 
65 
89 
6b 
83 
68 
80 
73 
90 
74 
88 
69 
89 
62 
90 
72 
92 
71 
91 
66 
89 
71 
90 
65 
89 
65 
90 
65 
88 
62 


66 

86 
57 

92 

60 

88 

70 

90 

60 

81 

56 

92 

58 

84 

53 

92 

55 

88 

55 

91 

63 

95 

59 

92 

65 

86 

56 

91 

65 

92 

61 

84 
64 
88 
60 
80 
58 
84 
58 
94 
62 
83 
59 
82 
61 
8' 
54 
93 
61 
81 
66 
90 
57 


83 

58 

88 

63 

90 

66 

88 

62 

82 

58 

86 

62 

84 

61 

88 

62 

90 

64 

8' 

65 

93 

65 

88 

62 

87 

66 

94 

66 

92 

63 

84 

62 

89 

61 

79 

62 

86 

64 

90 

69 

80 

.59 

83 

59 

84 

54 

93 

66 

83 

72 

85 

62 


88 

70 

84 

67 

87 

72 

8' 

69 

88 

68 

82 

60 

88 

64 

81 

55 

86 

64 

84 

5' 

88 

72 

92 

71 

84 

63 

83 

65 

88 

77 

90 

71 

80 

63 

82 

60 

79 

56 

86 

70 

89 

72 

84 

65 

78 

62 

85 

64 

90 

73 

SO 

69 

86 

60 


85 

59 

85 

53 

90 

5' 

80 

64 

88 

62 

79 

55 

88 

54 

82 

50 

88 

53 

86 

53 

87 

61 

92 

68 

86 

53 

86 

54 

8- 

90 

59 

82 

52 

88 

6(' 

78 

55 

85 

6 

88 

60 

80 

.55 

80 

54 

84 

51 

91 

60 

80 

66 

8' 

66 


90 

61 

881 

57 

93 

60 

88 

6-1 

93 

62 

83 

63 

92 

60 

84 

55 

93 

58 

88 

58 

92 

611 

95 

63 

8'J 

58 

87 

60 

91 

65 

93 

61 

84 

60 

90 

58 

811 

58 

86 

60 

92 

65 

85 

55 

85 

52 

89 

,52 

92 

61 

83 

71 

91 

68 


66 


64 
81 
63!  57 
88  86 
66  60 
84   86 


641  74 

87l  90 

62|  69 

96j  88 

72!  75 


65 
83 
59 
86 
64 
81 
61 
87 
64 
92 

69 

85 

62 

8,' 

61 

88 

56 

96 

65 

82 

64 

91 

65 

8' 

63 

85 

,59 

90 

60 

85 

64 

92 

64 

95 

67 

88 

60 

86 

58 

9:; 

68 

94 

69 

87 

en 

93 
72 
92 
60 


661 

86 

67 

83 

59 

»2 

66 

76 

63 

86 

64 

88 
66 

86 

64 

88 

66 

77 

63 

7 

65 

87 

75 

88 

6 

62 

88 

56 

73 

66 

7 

66 

83 

71 

82 

61 

76 

61 


881  89 

60  59 

83l  91 

611  66 

87  92 

60  65 

92  i  93 

58  65 

89  92 

.56  58 

92  93 

70  67 


88 
6' 
74 
64 
84 
63 

82 

63 

76 

61 

84 

00 

82 

62 

86 

70 

92 

68 

85 

65 

84 

57 

87 

68 

85 

67 

K5 

65 

85 

72 

84 

65 

85 

61 

86 

65 

77 


64' 

84 

621 

79 

48 

84 

62 

80 

53 

84 

53 

81 

65 

84 

69 

89 

00 

84 

53 

82 

52 

85 

08 

88 

61 

80 

52 

91 

.54 

78 

54 

81 

53 

86 

60 

8n| 

56! 

.50 
84 
52 
90 
62 

61 

84 
57 


89 

69 

85 

55 

96 

5' 

89 

60 

92 

69 

81 

47 

90 

54 

83 

.53 

89 

,52 

89 

53 

90 

59 

95 

68 

85 

66 

85 

54 

91 

66 

92 

.59 

83 

51 

90 

65 

81 

56 

85 

66 

87 

62 

83 

57 

85 

52 

87 

64 

92 

5s 

80 

62 

91 

63 


90  90 

60  67 

9.'  ■  = 
60 


89 
64 

87 
62 
92 

63 
88 

68 

93 

86 

80 

56 

92 

68 

83 

62 

91 

64 

89 

62 

89 

04 

94 

65 

89 

62 

87 

57 

91 

69 

92 

70 

82 

58 

86 

02 

80 

63 

8' 

56 

93 

09 

78 

03 

S2 

57 

8' 

6! 

91 

71 

80 

6' 

92 

62 


60 


88 
58 
84  88 
59 
92 
60 


86 

65 

86] 

63  i 

90 

67 

84 

66 

90 

68 

84 

53 

90 

66 

86 

61 

88 

66 

89 

61 

84 

67 

90 

69 

88 

63 

82 

62 

85 

72 

8' 

0' 

86 

5' 

84 

56 

80 

61 

85 

65 

89 

68 

84 

61 

81 

64 

90 

56 

88 

68 

84 

65 

90 

65 

8' 

63 

87 

63 

82 

61 

80 

63 

81 

65 

85 

09 

8' 

63 

8' 

60 

86 


88!  81 

65 

85 

62 

88 

6' 

88 

66 


68 
80 
62 
90 
60 
84 
64 
88 

60 1  62 

89 


60 

91 

64 

94 

63 

88 

69 

86 

62 

92 

71 

92 

04 

»4 

54 

80 

68 

84 

60 

86 

67 

90 

68 

85 

62 

81 

63 

89 

50 

93 

65 

85 

68 

91 

63 

87 

63 

88 

68 

8S 

60 

86 

6' 

91 

65 

92 

65 

89 

57 

85 

60 

91 

67 

92 

66 

93 

5 

91 


89 

65 

90 

64 

89 

66 

85 

64 

84 

60 

88 

68 

89 

66 

83 

57 

84 

61 

79 

61 

83 

62 

88 

63 

80 

5K 

81 

59 

84 

6( 

92 

66 

79 

65 

90 

62 


80 
66 
86 
66 
78 
67 
88 
68 
75 
61 
82 
04 
72 
58 
94 
62 
86 
66 
81 
65 
84 
67 
78 
64 
79 

m 

90 
70 
89 
69 
73 
64 
86 
0-. 
70 
59 
79 
65 
82 
66 
76 
60 
72 
61 
75 

"85 
70 
76 
64 
79 
6' 


85 
65 
79 
59 

85 

60 

85 

64 

88 

60 

77 

66 

80 

68 

79 

55 

82 

57 

78 

60 

83 

58 

86 

61 

79 

.59 

78 

59 

87 

65 

87 

60 

7 

64 

82 

56 

74 

5 

79 

63 

84 

66 

79 

57 

74 

58 

82 

57 

88 

62 


88!  85.3 
691  68.9 
82.0 


60 


64 
90 
63 

89 

62 
92 

54 

79 

51 

88 

56 

81 

.52 

87 

52 

82 

52 

86 

59 

90 

57 

85 

54 

84 

53 

89 

74 

90 

63 

85 

6: 

86 

60 

78 

.54 

S3 

66 

89 

69 

79 

57 

79 

62 

86 

65 

9 

59 

79 

65 

87 

55 


69.5 
86.5 
62.7 

84.4 
64.4 

88.5 

63  3 

79.9 

,56.2 

85.5 

60.4 

80  9 

67.5 

86.3 

59,1 

8.5.3 

60.4 

85.8 

62.8 

88  8 

62.8 

84.0 

59.3 

82.9 

58.6 

87.8 

07.7 

88.0 

63.  5 

80.5 

,58.7 

84.5 

.57.5 

76,7 

58.4 

81.2 

,59.7 

87.6 

65.7 

79.8 

.57.9 

78.9 

57.3 

83.8* 

67.0'' 

88.4 

63.6 

79,5 

65,5 

84.9 

.59.6 

82.4 
59.0 
84.6 
60.0 
79,4 
61,1 
84  7 
64,4 
85.8 
65.4 
83  5 
59.1 
83.7 
58.0 
85.5 
65.7 
86.8 
65.7 
85.5 
.57.8 
85..' 
09  1 
85.  f 
60..= 

m/ 

60.1 
85,.' 
.59.* 
81.1 
60.  i 


86.; 

m.- 

85.: 
58,1 
86.1 
64.: 
88. 
64. 
86 
62 
89. 
69  69. 


Continued  on  page  52. 


Il'l,> 


1!M;> 


CLlMAT()l>()(iK;Al-   DATA:    I'KNNSVIA  ANIA   SKCTJON 


Dally  Temperatures  for  July,    1.U43    C'untluued  Iroiii  paguai 


Stations 


10     II 


12     18 


M     IS 


18     19 


20 


91     22    28     a 


28     26     27 


28 


2P 


'Ml  I  u  I  Meau 


MnrtiiislmrB"' /  Maximuui.. 

\  Miiiiimiin. 
MrucIi  Cliiuik /  Maximiiiii.. 

\  Miiiiiiiuin.. 
Meadvtlle- /  Mnxiinum.. 

\  \lniiii\uiii.. 
Mercor'' /  .Maximum.. 

\  Miiunium.. 


78  761 

41  i» 

ri  75i 

39,  44 

72'  79 


Middlptowu;' 

Midlimd  ' 

M  out  rose- 

.Mt.  LfbauouS 

Mt.  I'ofouo-' 

Now  I'astle 

ralinertou'* 


/  Mo 
Uli 


Maximuui. 

liuimum  . 

)  Maximum.. 

(  Miiiinuim.. 

.  /  Maximum.. 

\  Miuinuui).. 

,  /  Maximum.. 

^  Minimum.. 

(  -Maximum.. 

^  Minimum.. 

/  Maximum.. 

\  Minimum.. 

/  Maximum.. 

\  .Minimum.. 

I'ark  I'lnri"'' /  Maximum.. 

*  .Minimum., 
rtiiladelphia 

.Virport  Station''  (  Maximum... 

\  Minimum.. , 

City  Ollico'' . .  I  Maximum... 

i  Minimum.. , 

Fraukliu  Institute'''..  (  .Ma.ximum... 

\  Minimum.. . 

Sliawniout.     ..     /Maximum... 

\  .Minimum.. . 

l'hilip>burK'' (  Maximum... 

\  Miinmum.. . 

I'lioeuixvilk- )  Maximum... 

I  Mininuim..  . 

Fitt,';l)ursh  .\rpt  Sta.s.  /  .Maximum... 

\  .Mininnnn.. . 

Pittsburgh  CityOrticeS  /  Maximum... 

)  .Minimum.. . 

Port  Clinton- t  .Maximum... 

)  Minimum.. . 

.  )  Maximum... 

^  Mininuim.. . 

.  /  Maximum... 

\  Mininnnn.. . 

.  /  Maximum... 

)  Minimiini .. . 

.  /  .Maximum... 

^  .Minimum.. . 

.  /  Maximum... 

I  Minimum.. . 

.  )  .Maximum... 

^  .Minimum.. 

,  )  Maximum... 

I  Minimum... 


Putneyville'' 

Pymatuning  Dam  2. 

Quakertowu . 

Reading" 

Ridgway- 

ScrantonS 

Selinsgrove 

Sharon 

Somerset 


.  /  Maximum... 

I  Minimum.. . 

/  Maximum... 

\  Minimum.. . 
Springs'' /  Maximum... 

\  Minimum.. . 
State  College^ )  Maximum... 

\  Minimum.. . 

Stroudsburg /  Maximum... 

imum... 


/  Maxii 

\  Minii: 


Tamarack' 

Touanda 

Uniontown 

Vandergrift  3 

Warren 

Waynesburg 

WellsboroS 

West  Chester 

Wilkes-Barre* 

Williamsport 

Woodward* 

York 


. .  /  Maximum.. 

\  Minimum.. 
. .  /  Maximum.. 

\  Minimum.. 
. .  i  Maximum.. 

\  Minimum.. 
. .  /  Maximum.. 

I  Minimum.. 
. .  i  Maximum.. 

i  Minimum.. 
. .  /  Maximum.. 

X  Minimum.. 
. .  /Maximum.. 

I  Minimum.. 
. .  I  Maximum.. 

I  Minimum.. 
. .  /Maximum.. 

l  Minimum.. 
. .  /  Maximum.. 

I,  Minimum.. 
. .  (  .Maximum.. 

\  Minimum.. 
. .  /  Maximum.. 

\  Minimum.. 


44 
74 
44 
67 
41 
73 
4! 
78 
43 
68 
48 

77 
52 

76 

56 

7 

55 

78 

50 

70 

31 

83 

46 

70 

46 

75 

50 

74 

40 


41 

82: 

37j 

80 
51  j 
S'J' 
h\ 
69;  761 
49 
79I 
51! 
72| 
46 
81I 
44 
81 


61 
80 
52 
73 
37'  53 


78  77! 

56  63 

77  75' 

46  53| 

82'  731 

53|  65' 

84 

57 

80 

68 

84 

60 

75 

bl 

83 

53 

70 

48 

88 

56 

79 

49 

70 

54 

79 
55 
76 
62 
79 
61 


82 
66^ 
84' 
66: 
76j 
671 
73,  81 

66  62 
77j  89 
62 
76  84 

67  69 
66;  82 
54i  5 
74 1  86 
7ll  69 
671  80 
55  61 
88  80 
6S  68 
771  90 
6li|  6(i 
70l  81 
541  62 


821  87 

60! 

82: 


64'  69 

...I  87 
66  69 
80|  88 
68 
80 
58 
94 
68 
84 
68 
85 


69  67 

84 


6' 
84 
62  62 


78  80 
66  58 


82 


60 
80 
63 
75 
60 
79 
62 
76 
60 
82 
70i  68 


76 
64 
81 
66i 

83 

60! 

861 

61 

84 

68 

83 

67 

83 

60 

84 

65 

75 

61 

83 

66 

84 

69 

74 

65 

83 
67 

80 
67 
81 
69 

80 
66 
76 
61 
86 
65 
82| 
64i 
84 
68 
83 
62 


8O: 

68' 

81, 

66 

851 

64 

86! 

66' 

87. 

701 

87J 

68 

82 

6ft 

83 

68 

75 

63 

81 

68 

89 

71 

78 

67 

84 
70 
88 
70 
87 
71 
85 
70 
79 
62 
90 
72 
82 
6» 
82 
69 
85 
70 


861  68 
65:  641 


1  86 

86 

75j  68 

871  83 

64;  59 

87 

81 

63 

87 

90 

89 

69 

67 

85 

86 

72 

67 

82 

83 

64 

(14 

88 

86 

64 

66 

80 

80 

64 

6;i 

90 

85 

65 

61 

85  85 
65  65 


79;  77i 

60|  57i 

82;  79! 

711  66 

8S!  82 

661  66 

84!  78 

69i  64 

851  84 

64,  64 

81  78l 

55  571 

80  80i 


64 
84 
68 
82 
61 
84 
66 
84 
67 
87 
68 
76 
63 
73 
61 
82 
6.5 
83 
66 

74 

59 

85 

63 

81 

67 

86 

68 

84 

61 

8^! 

6^ 

82 

58 

82 

68 

85 

67 

831  88 

65  68 

761  82 

62;  66 

84'  89 


97 

68 

8H'  81 
68!  65 
9(i:  83 
72!  68 
86 
70 


70!  66 

91 ;  86 

70 1  69 

881  85 
61; 

90!  89 

72'  72 

89'  87 

70<  6S 


92  80| 
69'  661 


89  85 

64:  65 

88  84 

67  i  62 

90!  88 

66!  62 


so;  89 

71  71 

88i  90 

74 1  63 

82!  8:^ 

661  64 

92;  89 

70!  67 


68 
83 
66 
93 
70 
83 
63 
80 
61 
87 
65 
88 
66 

82 
63 

86 
62 

86 
69 
90 
67 
90 
64 
87 
64 
87 
62 
89 
72! 
871 
66! 
891 
65| 
81! 
63, 
901 
67; 


86 
60 
85 
74 
86 
56 
87 
52 
90 
61 
87 
62 
82 
59 
89 
60 
80 
60 
89 
57 
I'l 
60 
80 
64 

92 
67 
91 
76 
92 
72 
90 
63 
82 
52 
92 
60 
87 
66 
90 
65 
88 
58 


85  82;  82 

H  62 I  69 

K\  H2 

6-1  52 

82!  85 

66j  55 

86|  86 

561  53 


65  57 
90  91 


60 
89 
63 
87 
50 
83 
50 
87 
62 
90 


79 


62 
87 
64 
90 
66 
92 
67 
86 
62 
90 
66 
81 
57 
89 
67 
94 
63 
80 
64 

92 
68 
92 
74 
93 
75 
92 
66 
80 
57 
94 
64 
87 
66 
90 
69 


87'  86 

68!  6" 

83;  86 

65]  58 

80|  77 

65:  57 

85i  85 

69,  66 

79'  75 

59!  52 

88!  87 

70:  56 

90!  86 

62|  55 
79' 

63|  63 

89 

71  68 

89,  88 

77 1  72 

88'  87 

791  fi9 

881  87 

73,  62 


82 


571  67 
90l  90 
69 
85 
51 


80 

58 
87 
59 

86;  87! 

71 1  59' 
90! 
58 
86 
56 


86 
62 

87 
67 

841  86 

60;  52, 

89|  89 

68  64 

87  88 

67,  63 

89  89 

65!  89 


79| 
62! 
93i 
60 


87  89 
67!  66 
87!  85 
62j  65 

88  86 
63!  70 
831  ^41 
53!  .571 
91 '  86i 
67|  72! 
89!  87! 
63!  70' 
87!  901 
641  71 1 
78  78i 
65:  621 
94  91 
661  71 


86 
61 

86 
01 
87 
57 
86 
58 
92 
62 
89 
63 
86 
58 
89 
63 
80 
53 
87 
62 
91 
57 
76 
66 

91 
62 
89 
71 
91 
69 
90 
60 
84 
52 
91 
56 
88 
67 


69 

87, 
651 
741 
631 

73; 

55, 

86| 

66| 

78, 

661 

78' 

62! 

79I 

67 1 

77 

62 

89 

65! 

87| 

6: 

83 

66 

87 
68 
87 
70 
88 
71 
93 
70 
75 
53 
100 
60 
77 
63 


68  67 


58 


80 
66 

82 

58 

81 

55 

87 

52 

84 

62 

83 

6 

79 

55 

82 

56 

79 

86 

85 

55 

89 

61 

76 

61 

86 
66 
86 
68 
87 
68 
86 
65 
77 
52 
92 
62 
81 
59 
83 
62 
88 
61 
83 
53 
82 
51 


65  60 

87|  87 

67i  65 

78!  83 

58i  51 

81  i  82 

67!  61 


89  90 
58 


59 

64 

86 

85 

67 

69 

91 

87 

6S 

66 

88 

81 

61 

64 

87 

83 

62 

67 

88 

78 

54 

59 

93 

86 

66 

67 

92 

85 

63 

67 

92 

88 

62 

6.'i 

84 

74 

61 

58 

94 

95 

64 

68 

50]  59 

93I  951 

591  67' 

83|  88 

641  68 

84'  90 

65!  69 

89!  88 

55  63 


82 

66 

83 

60 

86! 

09| 

86! 

57| 

90 

65! 

87 

64! 

84; 

61 

86! 

64 

80 

6I! 

89, 

65 

87 

64! 


86 


86 
64 

88 
59 
8' 
86 
89 
68 
92 
64 
89 
65 
88 
61 
88 
62 
85 
59 
91, 
6f 
92 
64 
81 
64 

90 
68 
89 
72 
92 

'961 
68; 
85 
53 
97 
66 
86 
58 
89 
67 
9ll 
61! 
881 
6O: 
881 
53 


82  76! 

61  601 

87  83 

62  62 


76;  HO 

621  67 

79'  84 

69|  681 

79  84, 

65l  6;{ 

88,  88 

56!  52: 

87  88, 


89 

72 

89 

71 

90 

65 

80 

61 

96 

64 

81   78 

62'  66 

86!  78l 

661  67 

88!  81 

63;  64 


61 

85 
70 
89 
56 

86; 

65; 

89 
681  66 
93i  92 
67'  70 


56 

84 
56 
82 
51 
84 
63 
85 
60  60 


79  82 

55,  60 

88|  87; 

591  66; 

85!  89! 

59!  66 

87!  9l| 

58!  651 

85!  86' 

56:  62: 


6I!  63     65 

921  89     83 

68l  681     70 

88'  85:     73| 

55!  56!     62! 

90!  851    80i 

62,  65!     64| 

89;  87' 

64!  64 

93  93i 

62|  69! 

83;  841 

62'  59! 

80,  80! 

61;  57' 

89'  85i 

63  631 

92:  92; 

61!  62'    64 


58;  56 

831  85; 

60,  .57; 

84;  86 

63  57; 

73!  75; 

611  69] 

86|  89 

66|  66 

86  89 

70,  70 

86!  89 

701  68 

85;  89 

66;  63 

76,  8O! 

57  48 

94:  96 

62,  5' 

78'  K4 

63j  60 
80 

65;  62 


611    56 


56!     51 

82     85 


80.4 

61.2 

83.  2" 

61. I* 

82.4 

58.8 

83  6 

67.5 

86  5 

63.8 

84.4 

63.7 

80.6 

59  7 

83.8 

6:1.0 

77.2 
58.4 
85.5 
62.  3 
86.7 
62.4 
76.fi 
61.5 

86.3 

66.6 

85.3 

69  8 

87.  O'' 

69.7' 

86.9 

6.5.2 

78.1 

85.3 

91.6 

62.8 

S2.  6 

63.9 

84  4 

66.2 

84.4 

60.9 

82,3 
57.9 


87i  89, 

54!  63 

87;  85| 

54;  56, 

89'  89! 

61 !  66, 

89;  88: 


87!     89 
58;     63 


66; 

86 
68, 

811     82' 


74 

.56,  61]     67 

87;  92 

60  57 


93 


82 
63 
87 
67 
86 
66 
89 

64!  66! 

89:'  891 

59;  56 

87!  85 

62'  63! 

87  89: 

54;  56 

80'  91 ; 

68!  66 

89!  92: 

62:  61 

901  92 

631  61 

80,  85 

65,  59 

90'  93 

66]  63 


78!  72 

61;  61 

85:  82 

62:  64 

84!  77 

63,  65 

85  80| 

65;  67; 

84!  78i 

62]  64| 

85:  801 

61'  641 

84}  81 

58!  61 

87!  88 

63'  67 

85;  81 

63]  63; 

88  85] 

64  65! 

77  73' 

61'  58; 

90  89; 

65,  67! 


64 

57 

85 

86 

62 

56 

80 

89 

63 

63 

76 

81 

57 

47 

73 

78 

54 

46 

81 

85 

61 

58 

87 

88 

61 

55 

75 

81 

58 

57 

82 

86 

61 

53 

77 

83 

65 

56 

83 

88 

64 

57 

81 

86 

58 

54 

81 

85 

61 

53 

801 

86 

60 

51 

84, 

88 

62 

62 

84 

85 

61 

57 

86 

89 

66 

56 

76 

78 

58 

60 

86 

90 

58j 

55 

60.4 
86.3 
66.6 
82.7 
54.9 
83.7 
63.8 
84.6 
62.8 
88.2 
66.1 
80.4 
56.8 
77.3 
.55.2 
82.9 
63.2 
87.1 
60.4 

77.1 

58.3 
84.2 
60.1 
83.2 
64.3 
86.1 
63  4 
84.0 
.59.3 
84.9 
60.9 
82.9 
5.5.1 
85.6 
65.0 
84.8 
62.7 
86.2 
61.7 
77.2 
60.5 
88.7 
63.0 


Unless  otherwise  noted  temperatures  noted  represent  extremes  for  24-hour  period  ending  in  late  afternoon.      2   Thermometers  read  in  morning,  maximum  set  back  to  pre- 
ceding date.    3  Midnight  to  midnight.    5  1 :30  a.  m.  to  1:30  a.  m.    «  At  a  fixed  hour  between  sunset  and  11 :00  p.m. 
",  '',  ",  etc.,  indicate  respectively  1,  2  or  3  days  missing  from  record. 
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July,  1943 


Daily  E vapor ation( inches)  and  Wind  Movement(mileB) 


Stations 


Pymatuning  Dam ..  /  Evaporation 

(a.m.)  \  Wind  movement 

Shaver  Creek /  Evaporation 

(p.m.)  \ Wind  movement 

Wallenpaupack..  . .  /  Evaporation  — 
(a.m.)  \  Wind  movement 


090 
16 

152 
18 

.234 
124 


.198 
16 


52 


.172 

12 


.108 
22 


.048 
23 


.164 
24 


184 


1091.213 
72     23 


.136 

25 


.203 
58 


.098 
25 

,030 
1 

093 
25 


.094 
6 


.092 
19 


.119 
64 


12 


.181 
18 


.244 
24 


.168 
9 


.118 
13 


.294 
3 


.282 
12 


.189 
94 


20 


.218 
13 

.090 
13 

260 
70 


.207 
11 


.268 
22 


22 


23 


.151 
27 


24 


.208 

20 


.099 
12 


.242.184 
30       ' 


.224 
83 


25 


26 


27 


28 


29 


30 


Total 


.149 
12 


.  140 .  146 

4       5' 


.239  .169 
32     79 


.172 
34 


,151 
25 

.344 
13 

.245 
32 


176 
23 


.016 
14 


.221. 
5 


.210 
24 

.154 
9 

.275 
29 


5,277 
627 


5.482 
510 


6.185 
1951 
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PENNSYLVANIA  SECTION. 

L.  F.  CONOVER 
HARRISBUKG.  PA. 


Vol.  XLVIII. 


August,    1943. 


No.  8. 


QENERAL  STTMBIARY. 

Tho  avcM-ape  temperature  was  above  normal  for  the  fourth  con- 
secutive month,  but  since  the  surplus  was  slight  the  accumu- 
lated average  daily  excess  for  the  year  remains  0.2°.  The  first 
half  of  the  month  was  hot  and  extreme  maxima,  recorded  by 
most  stations  about  the  12th,  were  generally  higher  than  those  of 
July.  Extreme  minima  occurred  at  practically  all  stations  on 
the  19th.  Averages  were  above  station  normals,  excepting  at  a 
few  southwestern  and  mountain  stations. 

Precipitation  occurred  with  near-normal  frequency  but,  with 
a  few  exceptions,  amounts  were  light  and  only  a  few  northern  and 
western  stations  had  surpluses.  The  State  average  was  the  low- 
est obtained  in  any  August  since  1930  and  the  accmiiulated  de- 
ficiency for  the  year  rose  to  1.72  inches.  Greatest  amounts  of 
rain  fell  in  the  storms  of  the  3d-4th,  13th,  and  27-28th.  The 
storm  of  the  27-28th  ended  the  driest  period  of  the  month. 

Thunderstorms  were  most  general  on  the  13th.  Reports  of 
damage  caused  by  lightning  were  widespread,  and  in  the  Fayette- 
Westmoreland  area  excessive  rain  caused  sudden  flooding.  Near 
Melcroft,  two  children  drowned  when  five  houses  were  swept 
away.  From  such  widely  separated  areas  as  Bucks,  Dauphin, 
Venango,  and  York  Counties  reports  were  received  of  additional 
property  damage  caused  by  high  winds. 

The  weather  during  the  meteorological  summer  months  of 
June,  July,  and  August  was  hot  and  dry.  The  average  temper- 
ature was  72.1°,  1.9°  above  the  56-year  normal,  due  primarily 
to  the  large  surplus  accumulated  in  June.  It  was  hotter  than 
any  similar  period  since  1934  and  was,  with  1892,  the  5th  warm- 
est summer  in  the  period  of  record.  Precipitation  was  2.09 
inches  below  the  56-year  normal  for  the  period.  This  was  the 
driest  since  1932  and  the  11th  lowest  average  in  the  period  of 
record.  The  lack  of  rain,  which  was  noticeable  in  some  areas 
in  the  latter  part  of  June,  became  more  pronounced  as  the  sum- 
mer progressed  and  produced  drought  conditions  in  the  south- 
east by  the  end  of  August.  Crops  were  stunted  and  dying  and 
fall  plowing  was  practically  at  a  standstill.  Increasing  numbers 
of  wells  and  cisterns  went  dry,  and  in  some  localities  measures 
were  taken  to  counteract  unsanitary  conditions  caused  by  dwin- 
dling streams.  Farmers  were  hauling  water  for  livestock  and 
feeding  supplemental  roughage  to  cattle. 

ERRATA 

•luly,  1943.- Page,  51,  Huntingdon,  minimum  temperatures  on  the  7th  and  8th  should 
DB  62°  and  64°.  respectively. 


riSMl'EKATURE. 

The  averag<'  tein[)erature  for  the  State  as  (Icfhiccdj  from  the 
r(>ports  of  78  stations  was  70.8^,  which  is  0.5"  iihovcthc  56-year 
normal  for  August.  Tlie  highest  monthly  iiiciui  was  79.4''  at 
Marcus  Hook,  and  the  lowest  was  63.3'"  at  Black  iMoshannon 
Airport.  Extremes  ranged  from  a  maximum  of  101°  at  Phoe- 
nixville,  on  the  24th  and  25th  to  a  minimum  of  33°  at  Black 
Moshannon  Airport,  on  the  20th. 


PRECIPITATION. 


The  average  precipitation  for  the  State  as  deduced  from  the 
observations  at  20l  stations  was  2.72  inches,  which  is  1.48 
inches  below  the  56-year  normal  for  August.  The  greatest 
monthly  amount  was  6.53  inches  at  Greensburg,  and  the  least, 
0.43  inch  at  West  Grove.  The  greatest  amount  for  any  24 
consecutive  hours  was  3.90  inches  at  Greensburg  on  the  13th. 


188».. 
1889., 
1890.. 
1891.. 
1892.. 
1893.. 
1894.. 
1895  . 
IK96.. 
1897.. 
Ib98.. 
1899 . . 
!900.. 
1901 . . 


1916... 

1917... 

1918... 

1919... 

1920 . . . 

1921... 

1922... 

1923... 

1924.. 

192.5... 

1926..., 

1927..., 

1928..., 

1"'29.... 

1930.... 
19.31.... 
1932.... 
1933.... 
19.34.... 
1938.... 
1936.... 
1937.... 
1938.... 
1939..., 
1940..,. 
1941.... 
1942..., 
1943,,,, 

Period  . 


COMPARATIVE  DATA   FOB  AUGUST 


Vear 


Temperature 


Precipitation 


a>  o 
"<!aj 


No  of  days. 


Si 


SI 

0.0 


1902 

1903 

1904 

1906 

1906 

1907 

1908 

!909 

1910 

1911 

1912 

1913 

1914 

1915 


67.8 
67.2 
68.0 
69.6 
73.2 
68.0 
69.4 
69.4 
69.8 
71.4 
67.1 
70.4 
71.3 
68.0 


70.3 
71.1 
71.6 
70.8 
68.6 
71.3 
73.2 
73.5 
73.8 
73.3 
68.8 
68.8 
69.5 
70.8 

70.3 


100 
JOO 
98 
99 
99 
99 
98 
101 
101 
97 
99 
101 
103 


100 
99 
96 
95 
96 
97 
102 
100 
98 
102 
93 
102 
100 
99 


103 
101 
108 
94 
95 
97 
100 
96 
102 
97 
103 
92 
99 


108 
104 
103 
104 
98 
98 
102 
101 
100 


101 
96 
101 

108 


32 
38 
32 
35 
37 
35 
31 
30 
31 
26 
32 
34 
35 
31 

29 
40 
34 
38 
30 
31 
37 
40 
36 
41 
30 
31 
27 
33 

26 


7.05 
3.24 
5.76 
5.09 
3.77 
4.50 
1.84 
3.23 
2.22 
3  17 
6.60 
4.01 
3.33 
6.81 

2.62 
6.29 
4.36 
5.71 
6.62 
2.94 
3.22 
2.31 
2.61 
7.63 
6.02 
2.69 
3.85 
6.71 

2.57 
6.69 
4.12 
5.43 
4.66 
3.83 
3  14 
3.10 
3.78 
2.28 
5.6-:i 
4.12 
4.60 
2.52 

1.47 
4.01 
2.82 
7.61 
4.94 
3.91 
4.96 
6.43 
2.90 
2.98 
4.57 
4.35 
4.  .63 
2.72 

4.20 



15 
12 
12 
7 

7 
12 

8 
12 
11 
11 
12 
12 


11 
8 
11 

8 

10 


17 
15 
16 
13 
9 
17 
15 
15 
16 
18 
11 
12 
13 
17 

15 
II 
19 
13 
14 
13 
13 
13 
17 
15 
11 
17 
10 
14 


11 
10 
9 
8 
10 
11 
8 

in 

10 
8 
9 
8 

10 

11 
9 

10 

10 
9 
9 

11 

11 


8 
6 
8 
11 
10 
7 
6 
5 
6 
6 
9 
7 
5 
9 

5 
10 
6 
7 
9 


4 
6 
5 

8 
10 
6 
7 
5 
5 
4 
12 
9 
7 
6 

fi 
10 


7 
9 
4 
6 
II 
5 

in 

6 
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stations 


Counties 


Atlavtir.  Drainage 


AUentown 

Altoona-5  mi.  W 

Bethlehem 

Burnt  Cabins-'i  mi.  E. 

Carlisle 

Chambersburg 

Coatesville ..••••■ 

Curwensville-6  mi.  NW 

Eagles  Mere 

Emporium 

Ephrata 

Everett-lmi.  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover.. ...... •••••••• 

Harrisburg  Airport . . 

Hawley 

Holtwood 

Huntingdon 

Lancaster..^. 

Lawrence  ville 

Lebanon 

Lewistown 

Lock  Haven 

Marcus  Hook 

Martinsburg 

Montrose — •■ •••• 

Mt.  Pocono  Airport .. . 

Palmerton .. ••• 

Philadelphia  Airport.. 
Philipsburgt-7  miles  E 

Phoenixville.  

Port  Clinton 

Quakertown 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg 

Tamarack  Twr 

Towauda 

Wellsboro 

Westchester 

Wilkes-Barre 

Williamsport 

Woodward-2mi-  NE. .. 
York 


Division  mean. 


Ohio  Drainage 

Bradford 

Brook  ville 

Butler 

Clarion-3mi  SW 

Claysville 

Corry 

Coudersport 

Derry 

Donora 

Ebensburg.        .  ^ — 
FordCity-4  mi.  SE.... 

Franklin ■•.■ 

Greensburg-'2  mi.  b.  .  • 

Indiana 

Johnstown 

Kane-1  mile  N.  ..   . . .. 

Mead  ville 

Midland 

New  Castle 

Pittsburgh  Airport. . . 

l"utni'yville-2  mi.  SE 

Pymatuning  Dam 

Ridgway 

Sharon 

Somerset 

Springs 

X'niontown 

Vandergrift 

Warren   

Wavnesburg 


Division  mean. 


Lake  Drainage 


Lehigh 

Blair 

Northampton.. 
Huntingdon . . . 
Cumberland . . . 

Franklin 

Chester 

Clearfield 

Sullivan 

Cameron 

Lancaster 

Bedford  

Luzerne 

Bucks 

Adams 

Schuylkill 

York 

York 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia . 

Centre   

Chester 

Schuylkill  — 

Bucks 

Berks 

Lackawanna. . 

Snyder 

Centre 

Monroe.    .   . . . 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming  .  . 

Centre 

York 


Climatolosrical  Data  for  August.    1943 


Temperature,  in  degrees  Fahr. 


S 


=>  2 

a  a) 
aJ3 


254 
1,615 
364 
990 
473 
600 
4lU 
2,  215 
2,020 
1,033 
365 
1,  020 
1,970 
184 
553 
900 
600 
351 
900 
200 
700 
255 
996 
469 
580 
557 
12 
1,493 
1,176 
1,914 
455 
10 
1,916 
100 
407 
480 
273 
746 
476 
1.217 
440 
2,  '250 
754 
1,319 
440 
544 
550 
2,  208 
400 


31 

.56 

57 
2 

74 

46 

56 
1 
2 

57 

46 

21 

50 

37 

70 

39 

39 

74 

25 

28 

56 

56 

46 

59 

5 

53 

17 

1 

38 

2 

25 

2 

1 

,33 

5 

68 

73 

49 

53 

59 

29 

3 

49 

73 

94 

5 

57 

2 

55 


72.9 

69.6 

73.9 

71,1" 

72,7 

74.7 

76.6 

65.4 

66.3 

68.4 

75.6 

71.1 

69.6 

74.4 

76.0 

69.4 

75.7 

75.  2 

69.4 

77.2 

71.7 

74.0 

69.4 

74.4 

74.9' 

72.4 

79.4 

69.2 

67.4 

65.8 

71.8 

76.4 

63.3 

76.2 

70.4 


+  1.0 
+0.4 
+0.6 


0  0 
+2.3 
+  3.8 


Erie 

State  mean. 


McKean 

•Jefferson 

Butler 

Clarion 

Washington 

Erie 

Potter 
Westmoreland  — 
Washington  . . 

Cambria 

Armstrong. .. . 

Venango 

Westmoreland 

Indiana 

Cambria 

McKean 

Crawford 

Beaver..    

Lawrence 

Allegheny.  . .. 
Armstrong..  . . 

Crawford 

Elk 

Mercer. 

Somerset 

Somerset 

Fayette 

Westmoreland  — 

Warren 

Greene 


Erie. 


680 
400 
077 
114 
170 
431 
653 
150 
761 
170 
9.50 
987 
160 
300 
650 
750 
065 
780 
900 
286 
270 
050 
371 
940 
,190 
,500 
,060 
825 
,190 
,100 


+0.7 
+  3  2 
+  1.5 
+  2.9 
+  2.3 
+3.7 
+  1.1 
+2.1 
+2.6 
+  1.4 
+  2.2 
+  1.0 
+  1.6 
+  1.1 
+2.2 

+6.9 
+3.1 


+0.6 


+0.9 
+3.1 


+0.9 
-0.9 


670 


76.0 
71.1 
72.0 
70.5 
72  3" 

65  7 
70.0 

66  6 
74.8 
70.6 
72.0 
67.5 
75.2 

71.8 


65.2 
66.2 
69.6 
68.4 
67.9 
67.2 
67.0 
70.9 
7.3.6 
65.6 
72.0 
68.3 
68.8 
69.2 
68.2 


+  3.1 
+  1.3 
+0.6 
+  1.7 
+2.4 


+  1,5 
+0  2 
+2.6 

+i'6' 


+2.6 
+  1  5 


96 
92 
95 
96° 
95 
99 
95 
86 
89 
93 
97 

ion 

90 
93 
98 
92 
95 
97 
93 
95 
98 
94 
93 
97 
98'' 
97 
98 
93 
88 
84 
93 
95 
88 
101 
95 


+0.3 
-0.6 


+0.1 
+0.9 
+1.6 
-0.6 
-11 


70 


68.0 
71.2 
70.5 
71.7 
71.8' 
68.1 
66.0 
75.0 
66.8 
64.9 
71.5 
7'2.  0 
69.6 
70.5 

69.2 


71.4 
70.8 


-0.2 
-2.1 
-0.7 
-3.2 


+  0.3 


0.0 

-0.1 


-1.1 
+3.7 
'0.2 
-1.2 
-0.4 
+0.6 
+0.9 
-1.8 

-1  1 


+  1.8 
+0.5 


90 
101 


2 
12 
23 
1-2+ 
12 
12 

2t 
12 
25 
12 
12 
12 

3 

■2t 

lot 

12 

2t 
1-' 

2- 
Ut 
12 
12 
23 
12 
12 
12 

lot 

12 
2 

2t 
■it 

12 

12 

24t 

12 


95 

12 

92 

12 

93 

12 

93 

12 

94 

3 

86 

13 

93 

)2t 

W 

12 

93 

lot 

92 

2t 

95 

12 

85 

12 

96 

■2t 

101 

24t 

87 

12 

91 

12 

12 
12 
lit 
12 
2 
12 
12t 
12 
12 
12 
12 
12t- 
12 


1 
12 

1 
12 
12 

2t 
12 

''! 
lit 

12 

12 

12 

It 
25 


2 

24t 


49 

44 

52 

42' 

48 

47 

.53 

46 

48 

43 

50 

42 

50 

50 

52 

43 

54 

54 

41 

60 

46 

50 

45 

51 

52'- 

50 

59 

47 

49 

43 

47 

57 

33 

45 

45 

43 

55 

47 

47 

48 

48' 

48 

43 

41 

53 

46 

48 

48 

47 

33 


39 
41 
41 
44 
42 
43 
37 
44 
48 
38 
44 
46 
38 
42 
44 

43 
50 
45 
51 
48" 
42 
40 
50 
37 
40 
48 
47 
45 
44 

37 


Precipitation,  In  inches 


E 

<v  B 
=  2 

°'.S 


„s 


No.  of  days 


C3g 


li^ 


So 


Observers 


lyt 

20 

20 

19 

19 

19 

20 

19 

19t 

20 

19 

19 

19 

20 

19 

20 

19 

20 

20 

20 

19t 

19 

■20 

19 

29t 

19t 

19 

19t 

7t 
■20 
19t 
20 
20 
19 
■20 
20 
■20 
20 
19 
29 

7 

I9t 
•20 
■20 
20 
20 
19 

19 

19 

20 


4.  80 

1.88 

4.17 

2.07 

3.22 

1.64 

1.25 

2.71 

3,42 

2.84 

1.'28 

0.55 

■2.74 

1.82 

1.59 

3.49 

2.04 

L68 

■2.78 

1.46 

1.85 

1.38 

3.69 

■2.  22 

1.92 

3.70 

0.69 

2.34 

3.  43 

1.62 

3.  12 

0.65 

■2.62 

1.07 

2.44 

3.23 

1.67 

2.83 

■J.  40 

3.08 

3.13 

4.41 

2.  27 
3. '26 
0.91 

3.  25 
3.70 
2.93 
3.04 

2.45 


-0.  10 
-1.61 
-0.28 


-1.50 

-2  18 

-3.48 

"i'.u 

-■2.98 

"  3.^29 

-1.66 

-3  22 

-■2.  73 

-0.67 

-2.48 

-2.36 

-1.31 

-2.  46 

-2.03 

-2.70 

+0,'22 

-2. 21 

-o'.Ai' 

-4  86 

-0.64 


20t 

4  66 

20 

2  52 

21 

1.88 

19t 

3.06 

19 

4.55 

19t 

2.50 

7 

5.66 

19t 

3. '22 

21 

3.33 

19 

2.62 

19t 

2.34 

19t 

4.94 

19 

6.53 

19 

3.66 

19t 

1.74 

2  84 

20t 

1.62 

19t 

3  07 

■20 

1.34 

28 

1.89 

7 

1.2:3 

19 

3.14 

19 

2.85 

19t 

3.99 

19 

2.14 

20 

2.  39 

191 

2.90 

191 

1.97 

191 

5.04 

19 

3.59 

-0.84 

-3  97 

-4.28 

-2.73 

-1  86 

-2  54 

-0,86 

-1.44 

-0  40 

-1.07 

-i.'ie 

+0.08 

-4.08 

-0.  53 

-0.03 

-1.02 


+0.98 
-1.32 
-2.02 
-1.18 
+0.78 
-1.49 
+  2.17 
-0.85 
-0.09 
-1.40 


1.75 

0.64 

1.62 

0.87 

2.47 

1.'24 

0.70 

0.82 

1.  .55 

1.05 

0,87 

0.22 

1.47 

0,78 

1.12 

1.46 

1,35 

0,80 

1,79 

0,66 

0.65 

0  92 

1,.55 

1.05 

0.81 

2,15 

0.30 

1.02 

1,6:3 

0,72 

1.62 

0.16 

1,10 

0,46 

1,16 

1,61 

0,79 

1,40 

1.08 

1,17 

1.81 

2,47 

1.17 

1,04 

0,24 

1,18 

L51 

0.86 

L27 

3.58 


27-28 
3-4 
27-28 
13-14 

4 
13-14 
13-14 
13-14 
27-28 
13 
13-14 
3-4 
13-14 
27-'28 

13 

13-14 

13 

4-5 

27 

13 

■27 

13-14 

13 

13 

27 

13-14 

13 

■26-27 

27-28 

13-14 

■I 

I3t 
3-4 
4-5 
13-14 
'27-^28 

27 

27-28 

•26-'27 

3-4 

27-^28 

13-14 

27-28 

27 

4-5 

27 

13-14 

27 

4-5 

r2-i3 


+0.80 
+  2.42 
-0.^26 
-2.78 
-  1.15 
-1.91 

-2.14 
-1.34 


3.11 

1.49 

2.  72 


-0.57 
+  0.42 
-2.77 
-1.89 
-1.81 
-1.93 
+  1.'29 
-0.67 

-L09 


-1.78 
-1.48 


2.68 
0.70 
0.65 
1  19 
1.15 
0  70 
2.01 
1.33 
1..54 
0.79 
0.93 
1.72 
3.90 
1.30 

0  75 
1.79 
0.50 
1.53 
0.91 
0.82 
0.58 
1.33 
1.87 
1.64 

1  13 
0  94 
0.74 
0.74 
3.36 
1.66 

3.90 


9-10 
24 
3-4 
13 
3-4 
23-24 
9-10 
3-4 
13 
27--28 
4 
■27 
13 
3-4 
4 
13-14 
13 
12-18 
23-24 
3-4 
3-4 
13 
13 
13 
12-13 
13 
4 
13 
13 
4 


0.46 
3.90 


16      10 


8W. 

nw. 

SW. 

s. 

nw. 
nw. 
ne. 


3W. 

n. 

e. 

s. 

w. 

w. 

nw. 

nw 

nw. 


nw. 
nw. 
n. 

SW 

nw. 

sw. 

n. 

nw . 

nw. 

n. 

SW. 

vv. 

w. 


ne. 
w. 

SW. 


w. 
nw. 


nw. 
nw. 
nw, 

s. 

s. 

w. 

e, 

s. 

se. 

SW. 


Allent'n- Bethlehem  Gas  Co. 
City  of  Altoona. 
Lehigh  University. 
Penna.  Turnpike  ("oniin 
(.:lareuce  E.  Miller. 
William  B  Spear. 
Howard  L.  Pyle. 
U.  S.  Wii-ather  Bureau. 
Carl  E.  Bigger. 
Mrs.  Helen  CHaas. 
Ira  J.  Keath. 
Penna.  Turnpike  Comni 
Andrew  B.  Evausha. 
J'rof.  N.  W.  Swayue. 
Dr.  Henry  Stewart.. 
Miss  Sallie  M.  Johnson. 
Evening  Sun. 
U.  8.  Weather  Bureau. 
Mrs.  Delia  M.  Peunell 
Penna.  Water  &  Pow  it  Co 
Prof.  Paul  R.  Yoder. 
T,ancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 

Penna.  Dept.  of  Highway- 
William  R.  Kelley. 

Sun  Oil  Co. 

Civil  Aeronautic^  Authority 

Harrv  S.  Fancher. 

V.  S.  Weather  Bureau. 

New  Jer-ey  Zinc  Co. 

U,  S,  Weather  Bureau 

U,  S.  Weather  Bureau. 

Phil  a. -Suburban  Water  Co. 

Earl  E.  Rarick. 

John  E.  Benuer. 

U.  S.  Weather  Bureau 

U.  S.  Weather  Bureau 

Dr.  George  E.  Fisher. 

I'enna.  State  ('ollege. 

Metropolitan  Edison  Co. 

James  E.  Swartz. 

Mrs.  M.Ordelia  Parks 

M.  S.  Bliss. 

Clyde  T.  Saylor. 

U.  S.  Communication  .-^ta. 

John  D.  McEwen. 

U.  S.  Weather  Bureau. 

York  Water  Co. 


(Mtv  Water  Di'Pt. 

Civil  Aeronautics  Auth'y. 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

Corrv  Evening  Jouma'.. 

Philip  R.  Shaw, 

Miss  N,  Dixie  Wiuenian, 

Donora  Zinc  Works. 

Miss,  Emma  H.  Ea>tnian. 

TT,S,  Engineers, 

William  K,  Fuller. 

Westmoreland  Water  Co. 

Indiana  i^tate  Teachers  Col. 

Robert  Tross. 

Spring  Water  Co. 

CitY  of  Mead  ville 

Pefrv  P.  Campbell, 

NewCa-stle  Water  Co, 

V.  S,  Weather  Bureau. 

r,  S,  Engineers, 

Pa.  Dept,  Fore.sts  &  Waters, 

West  Penn  Power  Co. 

Carnegie-Illinois  Steel  Corp. 

D,  L.  Grove. 

Allen  E.  Voder. 

William  W.  Marsteller. 

Camegie-IUinois  Steel  Corp. 

Merrill  L.  Jordan. 

Thomas  S  Knox. 


U.  S.  Weather  Bureau 


Forcooperative  stations  thedepa;t;ir^7;onrn^altemperatu^^e^^ 
of  precipitation  for  stations  with  15  or  niore  years  f  o'^oTher  daSso        T  In^om^lete  HTo^al  partially  estimated.  •  Estimated.  T.(  trace)  indicates  pre- 

years  the  means  for  period  of  record  are  used.  ",°?  °:"f^'*c   Ap^fn^icate  re=pectivelv  1  2.  3,  etc.,  missing  from  therecord. 

''"4^ri^^V^e?JsMSltwing  station  fnSTdlSe  and  dtrectrCm^^hrc^^i^d  replace  the  previous  designation 'near'.    Locations  not   appearing  her     are 
Shown  in  the  Daily  Pre^tat^on  Table.^  ^^^^^  ^^^^^^^^^  ^^^^^_  W.  B.  0.,  Phlla4elphia-10.23.43.975 


Ai'tu'sr,   I'.M;^ 


C[.l\tAr()l.()(;iCAl>    DMA:    I'KN  NSVI>V  AN  I  A    SKCTION 


Dally  Precipitation  for  AukuhI.   1943 


Stfttions 


Counties 


Day  of  tnontb 


12       3       4       6       8       7 


ATLANTIC 

DRAINAGE 

Ihlmrarf  Kosi/i 

lITKK  UKI.AWAltK 

liiuKinans  Ferry-.. 

lliwvloy- 

Hollisterville- 

l.akoviUi''-; 

Mi\t«iiHira.s- 

Mmint  I'ocouo '.•''... 
I'li-a.-niit  Mountl.. . . 

StroudsburK 

Tanners  Kallst 

Lkuigh 

AUeiitown- 

liethlolieinj. 

Blakeslee  Corner.';!. 

Ciouldsboro- 

I.au.'ifonl- 

MaiK'li  Chunk 

New  Tripoli 

I'almevtout 

Zionsville 


SCHl'Yl.KU.1. 

Conshohoeken.. 
Fredericksville^ 

Freelaud- 

(iiatersford- 

I'hoenixville-.  . 
I'ort  Clinton^... 

I'ottstown-' 

I'ottsville- 

Roadingt'     .... 
VVernersville. .. . 


Lower  Dei.awark 

Coatesville^ 

lioylestown 

George  School 

Marcus  Hook^ 

Philadelphia 

.Virport  Stationl'.  . 

City  Officet' 

Frankliu  Inst.  ^ — 

Shawniout 

Quakertown 

Westchester. 

West  (irove"'' 


S'isqiielxmnn  Busiii 
Chkmung 


Au-tinburgt 

Centerville''' 

Covington''' 

Lawrenceville.  

North  Branch 

Canton-.. 

Danville- 

Kellogg  MtTower2... 

Millvillet 

Montrose^ 

Orwell' 

I'iirk  Place',  5 

Pikes  Creekt 

Rush2 

Scrantonji 

Susquehanna^ 

Touanda 

Tun  khan  nock  t 

Wilkes-Barre'.. 


Wf.st  Branch 

AnsoniaS 

Bald  Eaglet 

Carter  CampJ..  

Cedar  Run2. 

ClearfieldS 

Coalport^ 

Curwensville',  ■' 

Driftwoodt 

Du  Bois.  7  miles  E... 

Dushoret 

Eagles  Mere''* 

Knipnrium- 

English  Center! 

fialeton 

Karthaus''* 

Lock  Haven^ 

Medix  Runt 

Philipsburgl,  5,  7  mi. 

Renovo^ 

Shaffers  Paths 


Pike... 
Wayne.. 
Wayne.. 
Wavno.. 

Pike 

Monroe . 
Wayne.. 
Monroe 
Wayne.. 


.0'2 


Ltdiigh 

N'rthampton 
Monroe.  . . 

Wayne 

Carbon 

Carbon 

Lehigh 

Carbon. ... 
Lehigh 


Montgomery 

Berks 

Luzerne 

Montgomery 
(-Chester  ....'.. 
Schuylkill  ... 
Montgomery 
Schuylkill  ... 

Berks 

Berks 


Chester . . . 

Bucks 

Bucks  .... 
Delaware. 


Philadelphia 
Philadelphia 
Philadelphia 
Philadelphia 

Bucks   

Chester 

Chester 


Tioga 

Bradford  . 

Tioga 

Tioga 


Bradford 
Montour. . 
Bradford., 
Columbia, 
Susquehanna 
Bradford  . 
Schuylkill 
Luzerne.. . 
Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . 
Wyoming..  . . 
Luzerne. . . 


Tioga 

Blair 

Potter 

Lycoming., 
Clearfield  . 
Clearfield.. 
Clearfield.. 
Cameron.. . 
Clearfield.. 
Sullivan... 
Sullivan.  . . 
Cameron.. . 
Lycoming.. 

Potter 

Clearfield.. 
Clinton.... 

Elk 

Centre 

Clinton 

Lycoming.. 


.02 


T. 


.02 


.13 


.22 


.06 


.01 


.05 


.10 


1.93 
75 


49 
1.37 
.11 
.58 
.18 
.41 
.06 
.03 
.18 
.27 
..^4 
.37 
.02 
.43 
.57 
.20 
.10 
..53 
.54 
.60 


.36 


.20 


.113 


9      10     11      12      13      14      15     Ifi      IT      IK      19     20     21      «     28     24     25     2B     27     28     29     80     81 


.11  . 
.22 


T. 


.02 


.03 


T. 


.38 


T. 


.09 


1.33 
1.01 
.09 
.18 
.11 
.12 
.40 
.08 
.18 


.68 


1.03 
.06 
.84 
.68 
.14 
.01 

.in 

.19 
.14 
.46 
.'23 
.15 
.07 
1.23 
.58 
22 
.01 
.54 
.10 
.051 


.02 


.72 


.03 


.04 


.40 


1.20 


.71 
1.12 

.74 
1.15 

.96 
1.05 

.60 
L02 


.0:i 

.69 

I. 47 


1.12 
.16 

1.15 
.33 


1.10 

07 
3fi 


.'23 


1.05 


1,04 

58 


.58 


T. 


T. 


T.     T. 


1.55 


.5 
L50 
.50 
.84 
.96 
.18 


1.29 


1.08 
.80 
.14 


.01 
.,33 
.  17 
.83 
1.05 


85 
2.  1.5 


1.95 


.06 


.20 


.34 


.06 


.02 


.02 


T. 


.05 


T. 


66 

,54 

1,09 

1.91 


03 
1.59 
1.21 


1.36 

1.62 

90 


1.72 
.03 
.03 

1.28 

1.06 
.74 
.10 

T. 
.36 


.02 


.22 


T 

1.26 


9 
1.49 


1.  13 
1.'28 
1.18 


.41 


1.26 


.72 
1  05 
.63 
.30 
.70 
.4: 
.97 
.01 
.04 


1.09 
l.OS 


.02 


.20 

.14    .0'.' 
.08 


1.15 


1.63 

1.40 
.(16 
.05 

1.61 
08 

1.70 
.04 
.01 
T. 


,46 


.34 

.41 

1.07 

.25 

.37 
.20 
.32 
.03 
.15 


l.,55 

..54 


.82 
1.04 


T. 


1.15 


2.63 
2.78 

2.  54 
2  90 
2.81 
1.62 
2.49 

3.  13 
2.90 


4.80 
4.17 
3.49 
2.86 
2.96 
2.84 
3.32 
3.12 
2.63 


0.78 
1.88 
2.74 
2.06 
1.07 
•2.44 
1.54 
3  12 
1.67 
1.87 


1.'25 
2.47 
1.82 
n.  69 

0.65 
0.  62 

0  S3 

1  28 
3.23 
0.91 
0.43 


2.  63 
2. 54 
3.69 


3,72 
3.44 
2.73 
3.  20 
3  43 
3  10 
2.75 
•2  58 
3,03 
2.83 

2  ,56 
2,27 
2.22 

3  25 


4.  02 
2  84 
.^42 
.3.46 
•2.17 
■3  97 
2  71 
3.. 58 
2.80 
.3.14 
3.42 
2,84 

4.72 
2.61 
3.70 
6.13 
2  62 
3.74 
4.58 


Continued  on  page  57. 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 


August,  1043 


Daily  Precipitation  for  August.   1943 -Continued  from  page 
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Stations 


Counties 


Day  of  month 


12       3       4       5       6       7 


Blair 

Bedford .... 

Bedford 

Bedford 

Huntingdon 
Huntingdon 

Perry 

Bedford  .... 
Huntingdon 

Mifflin 

Huntingdon 
Huntingdon 

Blair 

Perry 

Bedford 

Huntingdon . 


Sasguehanna  Basin 

(continvefl) 

West  Branch 

(continued) 

State  Colleget Centre. 

Tamarack  Tower^ Clinton . . . 

Wellsboro2 Tioga. 

Williamsporf'* Lycoming. 

JUNIATA 

Altoona 

Bedford^..  ............ 

Breeze  wood  Intcn*' 

Buffalo  Mills2, 

Burnt  Cabins'i 

Charter  Oal5j... 

East  Waterford^ 

Everett'^ 

Huntingdon  ■■' 

Lewistown'^ 

Loop  l«t.  Tower2 

Mapleton  Depot-! 

Martinsburg'' 

Newport'^ 

Saxton^.... 

Shade  Gapl 

LwR  Susquehanna 

Arendtsville^ 

Bloserville....  .-••;••  • 
BlueMt.  Intohg...3... 

Carlisle''.. 

Columbian  

Ephrata... 

Glen  Rockl 

Gordon 

Hanover^..  ■■■■■■.■.■     ■ 
Harrisburg  ArptI'.    . 

Holtwood^. 

Huntsdale- 

Kirkwoodl 

Lancaster 

Lebanon^ 

ManadaGap'' 

Middletown^'    

Millersburgl 

New  Park ■ 

Penn  Nursery!... — 
Peters  Mt,  Tower-.... 

Pine  Grove^ 

Ringtown  2 

Selinsgrove 

Shippensburg 

Sunbury'-!      .^ 

Woodward',  ■> 

York • 

York  Haven2     

I'otomnc  Bndn 

Chambersburg2 

Gettysburg  ...   .  • 

Hewittt.'.^  miles  S.  ... 

Hyndman^ •  — 

MoConnellsburg'i . .   . 

Mercersburg 

South  Mt.  San't'm2. 
GULF  DRAINAGE 
Ohio  Bnsin 
Allegheny 

Acmetonia^ 

Aliens  Mills! 

Blairsville2 

Boswellt**.6milesW 

Bradford     

Brook  ville^ 

Buckstownt 

Cherry  Grovel 

Clarion'- 

Corry'' ,. 

Coudersport" 

Derry 

Dunlot 

Ebensburg2 

Ford  r,ity"-M 

Franklin^ 

Glen  Hazel2,  1  mile  NE 

Hornet, 

Indiana 

.Johnstown'' 

Kane^ 

LaurelHillTunneF . . . . 

Lyc^ppus    

Marienvillet 

Meadvllle^ 

Mosgrove^ — 

Parkers  Landing^ 

Pittsburgh  Cty  Of  t>.... 


.29 


.04 


T. 


Adams 

Cumberland 

Franklin 

Cumberland. 
Lancaster. . . 
Lancaster.. . . 

York ,  

Schuylkill  ... 

York 

York 

Lancaster..  . 
Cumberland. 
Lancaster..  . . 
Lancaster, . . 

Lebanon 

Dauphin.... 
Dauphin .... 
Dauphin .... 

York 

Centre 

Dauphin  — 
Schuylkill.  . 
Schuylkill.. 
Snyder  ... 
Cumberland 
N'umberland 
Centre.  . . 

York 

York 


Franklin.. 

Adams 

Bedford..  . 
Bedford  .   . 

Fulton 

Franklin... 
Franklin... 


Allegheny,... 

Jefferson 

Indiana 

W'raoreland. 

McKean 

Jefferson 

Somerset 

Warren  

Clarion   

Potter 

Erie 

W'moreland. 
Cambria. ..  . 
Cambria.  . . . 
Armstrong.. 
Venango. . . . 

Elk 

Indiana 

Indiana 

Cambria. . . . 
McKean. ..  . 
W'moreland 
W'moreland 

Forest 

Crawford... 
Armstrong.. 
Armstrong.. 
Allegheny . . 


.34 
1.40 


.18 


.  05  . . . . 
.27 


.09 


.84 


1.12 
.70 
.23 
.56 


.54 
.75 
.03 
.22 
.16 
1.41 
.0 
.22 
.46 

!76 
.03 
.21 
.02 
.51 
.43 


.05 


.56 


.13 
.23 
.67 
.15 
.05 
.  U 
.19 
.01 
T. 
.79 

T 

1.38 


10  I  11   12   13   14  \h      Ifi   !T   18   19 


20  21   22   23  24   25 


27   28 


29  30 


1.91 

.26 

.02 

.36 

1.13 

'.'43 
.16 

.36 


03 
3.48 

2!  32 

.42 
.08 

'22 
18 
01 
64 

1.7 


.60 


.68 


T. 


.47 


.65 
.53 
.20 
.34 
.25 
.24 
.41 


T. 


.13 


.03 


.57 
.15 
.37 
.79 
.85 
.08 
.08 
.20 
.31 
.26 

i.hs 

.62 
.57 
.33 
.68 
.22 
.99 
1.30 
.75 
.40 
.46 
1.94 
.27 
.04 
.54 
.84 
.65 


06 


T. 


T. 


T. 


.09 


.09 
.04  .05 


.04 


.06 


.02 


,02 


T. 


.59 


.08 


.06 


.09 


T. 


T 

.22 
.01 
.10 

2. 53 
.11 
.10 
,03 
.15 
.22 

1.98 
T. 

;66 
.02 
.02 

.15 
.10 
.05 

'!o8 
..54 
.03 

'.'07 
T. 


.03 


2.47 
.91 
1.51 


.08 


T. 
.57 
.05 
.70 
.51 
1.02 


.23 


.50 

'!i3 
.43 

1.13 
.10 


.0? 


.84 


T. 


.36 

U45 

1.35 

.04 

.66 

.  17 


.39 


.09 


.70 
.42 
.36 
.40 

1.34 
..54 
.22 
.75 
T 

1.26 

1 


1.-24 
1.12 


3.  27 
.98 
.18 
.37 
.91 
.69 
.'20 
.93 
.03 
.64 
.34 
.49 
.25 
.06 
.06 
.16 
.05 
.12 
.92 
.10 
.03 
1.85 
3.(0 
1.85 


29 
1.64 


1.19 
T 

.88 


.07 

T 

1.20 
1.51 


1.76 

tV 
[so 

.09 
.13 


... 


.03 


T. 


T. 


T. 


T. 


T. 


.01 


.10 


.08 


.01 


.06 


T. 


.08 


T. 


.01 


.01 


.05 


.03 


.07 


T. 


.31 


14 


.17 


.11 


.38 
.53 
.24 
.04 
.41 
.53 
.23 
.10 
.85 
.37 
.21 
05|  .43 


.04 


.77 
1.03 
1.00 


.68 
.26 

AO 
.03 
.01 
.15 
.97 
.04 
.28 
.44 
.04 
.01 
.03 
.03 
.04 
.14 
.20 
.41 
.06 


.60 


.05 


.27 


.20 
.31 
..39 
.45 
.20 
.18 
.34 
.95 
.41 
.49 
.10 
.19 
T. 
.30 
.31 
.66 
.60 
1  21 
.24 
.26 
.06 
.44 
.16 
1.08 
.15 
.25 
.86 
.47 
.03 


.03 


.04 


T. 


.27 


.01 
.51 
.48 
.62 
.,32 
.40 
.15 
.87 
.17 
.38 
.94 
.84 
.50 
.32 
.08 
1.69 
.81 
.44 
.91 
.52 
.47 
.48 
.70 
.64 
.13 
.04 
.0.1 
.18 


.92 


.76 


.20 


.02 


.06 


.65 


.30 
1.08 


.17 


.02 


Continued  on  page  58. 
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('[,IMA  r()l,()(;i("AI,   DA'I'A:    I'l'i.N  NS>' l,\  A  M  A    SKCIION 


:<H 


Daily  Preoipitation  for  August,  194S-Coutinue(l  from  Pago  67 


{'ouutie.s 

Day  of  mouth 

1    s 

Stfttions 

' 

2 

8 

4 

5 

6 

7 

8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

w 

21     22 

28     24     26 

26 

27 

.16 
.16 
.04 
.14 
.12 
.38 
.68 
1.24 
.68 
.58 
.29 
.60 
.48 
.84 

.00 
.19 
.18 

2.17 
.75 
.31 

1.03 
23 

28 

.31 
.22 
.10 
.14 
.44 
1.07 

29 

80 

., « 

Al.l.KliHKNY 

(eontiiuicid) 
I'ort  .UIoKiinyS 

McKean 

JetTersiin 

T. 

.... 

.19 
l.OS 
.68 
.44 
.60 
.6.S 
.17 
.88 
.35 
.19 
.20 
.42 
T. 
.19 

I  ,S1 

.11 

.43 

'.'os 

.94 

.16 

.'..'. 

••■ 

T. 

.01 

2.03 
.02 

.08 

'.'os 

2.00 
.01 

.27 

■••• 

'.'48 

'.'io 

T. 

.08 

"88 
.27 
.87 
.33 
95 

1.82 

.72 
.13 
1.87 
.01 
.02 

.91 

.OV 
.01 

! 

6.04 

PunxsiiUiwnov-' .  . . 

.28 

* 

.06 
.88 



1 

8.02 
1  28 

rutiu'vvillo"  llll.... 

.\rnistrong 

Klk 

T. 

.  •  .  . 

•  •  < . 

Ruigway* 

.... 

't'. 

.07 
.14 

.0-J 

.01 
T. 

.... 

2.86 
8  21 
2.48 
4.82 
2.90 
3.56 
2.96 
8.74 
1.97 
6.04 
3  42 

Saltsburg'-i 

Sewani-' 

Indiana 

Indiana       

.IS 

.... 

.... 

.04 

T. 

.03 

.... 

.... 

Mclvoau 

.14 
.43 
.30 
.60 
.12 
.07 

.... 

.60 
.02 

'.'63 
.02 
.03 
.32 

't.' 

.02 

.15 
.53 

;6s 

.03 

'.'so 

.... 

'^38 
.47 
1.00 

■.■28 

.'32 
.07 
.03 
.01 
.10 
.10 

.... 

.... 

StmiiKStowut 

Indiana 

.11 

Tioiuvta  Danit.... 

Forest 

.... 

.03 

'.'io 

. . . . 

•  •" 

■.» 

Tilusvillet 

Crawford 

.97 
.55 
.74 
.41 
•2.65 

1.6) 

1.3) 

1.54 

.15 

3.90 

2.04 

.86 

.77 

.67 

.34 

.20 

1.13 

.94 

.61 

.  n 

.44 
T. 
.47 
1.50 
T. 

3.'85 

.02 
T. 

.06 
.13 
.04 

[ 

;;:; 

.  * . . 

't.' 

I'liionCltyt 

Vaudererifts 

Warren- 

Krie 

W'estnHirclaud.  . . 

.... 

.... 

'.'.'.'.\".ri 

Warren 

.10 

T. 

';64 

.10 
.03 

.12 

T. 

YouuKSvlUet 

Warren 

■•■•!■■■■ 

MoNDNiiAHKI.A 

Court uenoe  -' 

Somerset 

.31 
.14 

.08 
.10 
.14 
.06 
.06 
.11 

■.'65 
.18 
.10 

■■i'" 

.02 
.07 

T. 

.13 
.53 

3.73 
3  51 

Connellsville- 

Fayette. 

Washington 

".'ig 
f.' 

T. 

.6» 

'29 

';67 

.06 

.... 

.... 

't.' 

.... 

Donora'* 

.... 

'.'58 
.18 

3.38 
4  59 

Greensboro'- 

Greene 

Westmoreland. .. 
Westmoieland. .. 
Somerset 

'^O? 

T. 

.80 
1.05 
.81 
.40 
.67 
AH 
,80 

1.00 

.as 

.01 
T. 
T. 

.04 

.... 

.10 

.02 

.20 

.... 

— 



.... 

.08 

.... 

Greensburg 

6  63 

Irwin 

.15 
.20 

3  66 

Meversdale- 

.14 

.11 

.... 

.36 

.... 

3.13 
2  20 

Mnrrvsvillet 

Westmoreland. . . 

.44 
.7(1 
.11 

.04 

.14 

.07 

T. 

.10 

.23 

.17 

.19 

NewelH 

Favette 

.01 

.05 

.01 
T. 

.13 

T. 

.16 

.... 

.... 

.... 

'.'oi 

'.'oi 

'.'06 

'.'37 
.10 

.21 

.30 
.41 
.27 
.15 
.15 
.08 
.36 

T. 

.55 

88 

.... 

2.57 
1  89 

I'ittsburgh  Arpt.f. 

Allegheny  

T. 
.11 

.64 

'.'58 

T. 

.08 
.15 

;68 

.44 
1.33 
1.64 

1.14 
.03 
.11 

.... 

Rices  Lanaiug-..  .. 

Greene 

1.28 
.21 
.60 
.70 

1.65 

.10 
.65 
.34 
.84 
.12 
.65 
.35 
1.02 

1.15 
.32 
.61 
.92 

.68 

.12 

.42 

.01 
.02 
.74 
.70 

.17 
.27 

.... 

.  ..  . 

.13 
.02 
.10 
.06 

;::■ 

:i:: 

.08 
.02 
T. 

.... 

2.66 
2  14 

Somerset 

Somerset 

.04 

.09 
.19 
.26 

.... 

Springs" 

Somerset 

.  ..  . 

.... 

2.39 
2.90 
3  59 

ruioutown 

Fayette 

.... 

Waynesburg 

Greene 



..     . 

Beavek 
Beaver  Falls^ 

Beaver 

T. 

.02 

T. 

T. 

T. 

.03 

.02 

.50 

S8 

.26 
.29 
.50 
.74 

'.'i4 

.76 
.57 

.22 

1   19 

Butler 

Butler 

Mercer 

Mercer 

Lawrence 

.02 
.75 
T. 

T. 
T. 

T.' 

'."6i 

T. 
T. 
T. 

'tV 

.01 

.02 
.03 
T. 

.... 

'.'6.5 
.39 

.91 

.... 

1   88 

Greenville 

T. 
".63 

T. 

T. 

.  .  .  . 

.... 

2  44 

Mercer'' 

.... 

.... 

T. 

.40 
.22 
.45 
.30 
.22 

58 

'.'63 
.04 

■••• 

"6i 

't.' 

4  62 

New  Ca.stle 

L34 
1.99 
3.14 
3  99 

Penn  Liue^. 

Pymatuning  Dam2 
Sharou-' 

Crawford 

Crawford 

Mercer 

.14 

.02 
.01 
T, 

1.14 
.32 
.24 
.04 

.... 

T. 

.03 

'.'6i 

.... 

.19 
.22 

'.'ofi 

't.' 

Ohio 
Claysville'- 

VVa.shiugt(m 

Allegheny 

.16 

;i2 

4  ho 

Coraopolis^ 

[ 

.27 

1.53 

.3'i 

.27 

.32 
I  51 

.10 
.02 

■  ■  * " 

.07 
.19 
.13 
.03 

.06 

.  .  .  . 

.01 
.22 
.40 
.20 

.18 
1.00 

.35 
.14 

. .. . 

1  59 

Midland^ 

Beaver 

.01 

. . . . 

. . . . 

'.'.'.'. 

't.' 

.43 

•••• 

.04 

3  07 

Mt.  Lebanon" 

Allegheny  .  

Washington 

.26 
.89 

.34 
.54 

.03 

.01 

1.58 

"67 

.13 
.27 

.03 
.36 

.... 

T. 

.... 

Wa.'-hlngtont 

.02 

LAKE 

DRAINAGE 
ErieJi 

Erie 

'.'64 

T. 

.01 

.36 

1.49 
5.03 

Raymondt 

Potter 

.... 

'  *  '  ' 

.  .  .  . 

1         1 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  >  First  order  Weather  Bureau  station:  precipitation  Is  for24-hour  period,  midnight  to  midnight,  unless  otherwise  indicated.  ^  Precipitation  measured  in  the 
morning:  amount  then  recorded  is  for  the  preceding  24  hours.  :*  Precipitation  for  period,  midnight  to  midnight.  4  Precipitation  for  period,  noon  to  noon.  ^  precipitation 
for  period,  I  :,30  a.  m.  of  date  on  which  amount  is  recorded  to  1 :30  a.  m.  following  date.  >'  Observation  taken  at  a  Hxed  hour  between  sunset  and  11 :00  p.m.  t  Prec  ipitation 
measured  with  recording  gage,  midnight  to  midnight.  *  Included  in  next  measurement.  ^  Incomplete  or  missing,  t  Daily  amounts  inconsistent.  T. (trace;,  when  pre- 
cipitation is  less  than  .01  incli.  ||  Record  partially  estimated.  **  Boswell  was  formerly  Laurel  Hill  Summit.  $§  Ford  City  was  formerly  Crooked  Creek  Dam. 
llll  Putneyville  was  formerly  Mahoning  Dam. 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Stations 


Atmospheric  pressure  ! 
(reduced  to  sea  level) 


Wind* 


Erie :  .30.16 

Harrisburg 30.11 

Philadelphia....:  30.11 

Philipsburg 30.15 

Pittsburgh :  30. 17 

Reading 30.11 

Scranton 30. 13 


29.56 
V9-60 
29.  5i' 
■29  6i 
29.61 
.!9.58 
29.64 


>. 


o  o 

o 


16 
Itj 
16 
IK 
16 
16 
16 


6 


7.0 
6.5 

7.2 

6.8 
K.  1 
8.7 
5.7 


w. 

sw. 
n. 

sw. 
nw, 

SVP. 

nw. 


Relative 
Humidity 


80 

79  46 

77  45 

92  60 
52 

77  j  44 

83  561- 


76 

44 

9 

61 

72 

0 

59 

64 

0 

80 

97 

61 

58 

9 

44t 

75 

0 

72 

11 

•  For  any  five-minute  period. 
t  Local  noon        i  Also  other  dates. 


•*  Corrected  to  true  velocities. 
4:00  p.  m.  »  One-minute  interval 


Stations 


RIVER  CONDITIONS 


Rivers 


Port  Jervis,  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley ,( nr)  Lock  No,  5. 

Sutersville 

CharleroWnr,),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna,. 
W.  Br.  Susquehanna, 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio 


1.8 
0.8 
2.5 
2.7 
2.2 
0.4 
3.3 
3.2 

12.2 
3.6 

12.7 


2.3 
1.4 
3.0 
2.9 
3.0 
1.3 
4.0 
3.4 

13.0 
7.2 

16.3 


e 

4J 

a 

S 

a 

►^ 

Q 

14 

5t 
14 

5 

3 
16 

6 

6 
16 
14 

1 


1.1 
0.0 
2.4 
2.3 
1.8 
0.0 
3.1 
3.1 

U.  8 
3.0 

11.2 


•23 

•.^9 

23 

21   i 

27 

27 

•24  j 

29-H 

11 

27 

24 


18 
22 

9 
13 
22 
20 
22 
17 
24 

0 
30 
■25 
30 


•  Pool  stage. 


t  On  other  days  also. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


August,  1943 


Daily  TemperatureB  for  Augrust,    1943 


Stations 


AlleutownS (  Maximum... 

\  Minirauin.. . 
Altoona  )  Maximuui... 

\  Minimum... 
AreiidtsviHe /  Maximum... 

\  Minimum.. . 
Bethlehem^ /  Maximum... 

V  Miiumum..  . 
Blue  Mt.  Interchange''  *  Maximum... 

\  Minimum..  . 
Bradford (Maximum... 

\  Minimum.. . 
Breezewood  Intchg^..  /  Maximum... 

\  Minimum.. . 
Brool^ville''^ /  Maximum... 

^  Minimum.. . 
Burnt  CabinsS I  Maximum... 

\  Minimum.. . 

Butler r  Maximum... 

\  Minimum ..  . 

rBrli<;lpt>  /  .Maximum... 

^*™^'®  \  Minimum... 

Chambersburg" /  Maximum... 

(Minimum... 

Clarion" /  Maximum... 

\  Minimum .. . 
Claysvllle2 /  .Maximum... 

\  Minimum... 
CoatesvilleS )  Maximum... 

\  Minimum..  . 
ColumbiaS (  Maximum... 

\  Minimum..  . 

rnrrvS  /Maximum... 

^   \  Minimum... 

Coudersports /  Maximimi.. 

V  Minimum . . 
CurwensvilleS /  Maximum.. 

\  Minimum .. 

Perry }  Maximum.. 

\  Minimum.. 
DonoraS I  Maximum.. 

\  Minimum.. 
Eagles  Mere  2. I  Maximum .. 

\  Minimum.. 
Ebensburg^ /  Maximum.. 

\  Minimum.. 
Emporium /  Maximum.. 

\  Minimum.. 
Ephrata -■•/  Maximum.. 

\  Minimum  .. 
-g:,r\Q'i /  Maximum.. 

V  MiiiimuiM ., 
Everetts (  Maximum.. 

\  Minimum.. 

Ford  CityS *  Maximum .. 

\  Minimum.  . 
Franklin^ /  Maximum.. 

\  Minimum.. 
Frederii'ksville6 (  Maximum.. 

\  Minimum.. 
Freelaud /  Maximum.. 

\  Minimum .. 
George  School^ /  Maximum.. 

\  Minimum.. 
Gettvsburg /  Maximum.. 

\  Minimum  ., 
Gordon )  Maximum.. 

\  Minimum.. 
Greensburg )  Maximum.. 

\  Minimum.. 
Hanover'^ I  Maximum.. 

\  .Minimum.. 
Harrisburg3 /  .Maximum.. 

\  Minimum .. 
Hawley" )  Maximum.. 

V  Minimum.. 
Holtwood^ )  Maximum.. 

\  Minimum.. 
Huntingdon /  Maximum., 

\  Minimum.. 
Indiana /  Maximum. 

\  Minimum.. 
Irwin /  Maximuui. 

V  Minimum .. 
John.stownH /  Maximum. 

\  Minimum.. 
Kane /  Maximum. 

\  Minimum.. 
Lancaster /  Maximum. 

\  Minimum .. 
Lawrenceville /  Maximum. 

\  Minimum.. 
Lphanon'-' /  Maximum. 

\  Minimum.. 
Lewistovvn /  Maximum. 

\  Minimum.. 
Lock  HavenB /  Maximum. 

\  Minimum. 
Marcus  Hook^ (Maximum. 

\  Minimum.. 
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8.5 
62 
89 
70 
86 
71 
85 
58 
86 
72 
86 
61 
84 
64 
86 
64 
81 
65 


I  73 
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56 
83 
62 
82 
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84 
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56 
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45 
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Continued  on  page  60. 
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60 


Daily  Temperuturea  for  AuKust,    1943    ((mtiiiuod  (ri)in  paao  ft'.i 


Stotlons 


MnrtlnsburK* (  Mnximum.. 

\  Miniiuuui., 

Mamli  Chunk /  Miixiimim.. 

\  Miiiiiiuiin. 

Momtville- /  Miixdmim.. 

\  Miiuimiin.. 

Men'er*. (  Mnxiimim.. 

\  Mininuim.. 

Mldillotowu^ (  Maximum.. 

\  Minimum  . 

Miiilnml"' (Maximum.. 

\  Minimum.. 

.Montrose- /  Maximum.. 

\  Minimum.. 

.Mt.  T.ohauou'' /  Maximum.. 

)  Minimum.. 

Mt.  rocomv' (  Maximum.. 

1  Minimum.. 

Now  t;astle /  Maximum.. 

\  Minimum.. 

ralmerton-' /  Maximum.. 

\  .Minimum.. 

Pnrlv  Place' )  Maximum.. 

X. Minimum.. 
I'liilaiiolphia 

.\irport  Statiou" (  Maximum.. 

\  Minimum.. 

City  Office'' (  Maximum.. 

\  Minimum., , 

Kranl<lin  lustitutc'. .  )  Maximum... 

^  Minimum.. , 

Shau  inoiit )  Maximum.., 

>  Minimum.. , 

Pliilipsburg' )  .Maximum.., 

\  ,Minimum., , 

Phoeuixville /  Maximum... 

\  .Minimum..  , 

Pittsburgh  Arpt  Sta.^.  (  .Maximum... 

\  Minimum.. . 

Pittsburgh  City  Oflice^  (  .Maximum... 

\  Minimum,. , 

Port  Cliuton- /  ,Maximum.. , 

\  Minimum.. . 

i'ntneyvine'' /  Maximum... 

I  Minimum.. . 

Pymatuning  Dam2, , .  /  Maximum... 

\  Minimum.. . 

Quakertown (  Maximum... 

(  .Miniraum.. . 

Readiug3 /  .Maximum... 

\  Minimum., . 

Ridgway^ /  Maximum... 

\  Minimum.. , 

ScrantonS /  Maximum... 

X  Minimum., , 

Selinsgrove I  Maximum... 

\  Minimum.. . 

Sharon /  .Maximum.., 

\  Minimum., , 

Somerset (  Maximum.. , 

\  Minimum.. , 

Springs'" /  Maximum,.. 

X  Minimum.  . 

State  College^ i  Maximum... 

1  Minimum.. , 

Stroudsburg /  .Maximum... 

\  Minimum., . 

Tamarack^ (  Maximum... 

^  Minimum..  . 
Touanda /  .Maximum... 

\  Minimum.. . 
Pniontown /  Maximum... 

\  Minimum.. . 
Vandergrift  3 ( .Maximum... 

\  Minimum.. . 
Warren /  Maximum... 

I  Minimum.. . 
Waynesburg /  Maximum... 

I  Minimum.. . 
\Vellsboro2 /  Maximum... 

\  ^[inimum., , 
West  Chester t  -Maximum .. , 

\  .Minimum.. . 
Wilkes-BarreS /  .Maximum... 

\  Minimum.. , 
Williamsport /  Maximum.., 

I  Minimum.. , 
Woodward' /  Maximum.,, 

<  Minimum.. , 
York (  Maximum... 

\  Minimum.. . 
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561  .52 
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69:  59 

85;  90 

61!  ,55 

87!  92 

681  59 

76i  84 

59!  65; 

90  96! 

58:  58: 


59 
90 
70 
8li 
52 
84 
64 
8. 
66 
92 
71 
83 
57 
81 
57 
84 
68 
92 
59 

81 
60 
86 
71 
87 
68 
89 
68 
84 
65 
86 
66 
84 
55 
911  92 


80 
65 

8) 
73 
71 
5' 

81 
61 
8H 
69 
SI 
67 
76 
6U 
79 
6'< 
77 
.58 
89 
70 
85 
61 
79 
59 

89 

71 

91 

74 

90 

74 

92 

67 

76 

66 

98 

63 

78 

70 

80 

72 

82 

61 

79 

6' 

72 

60 


62  61 

81!  82! 


74 
58 
hi 

"70 
fiO 
76 
48 
78 
60 
79 
67 
57 
63 
76 
62 
56 
52 
78 
46 
63 
58 
59 
53 

73 
M 
74 
64 

'76 
8S 
66 
68 
.54 
80 
65 
75 
58 
78 
59 

58 
71 
61 
68 
59 


20 


70 
63 
09 
55 
IS 
44 
76 
16 
72 
69 
73 
53 
69 
51 
73 
49 
67 
51 
75 
47 
71 
54 
64 
62 

71 
60 
72 
60 
74 
60 
73 
59 
68 
39 
81 
59 
73 
51 
75 
54 
72 
57 
75 
55 
72 
45 


80     81 


54 
73 

59 
78 
45 
72 
56 
74 
62 
77 
52 
74 
52 
72 
511 
70! 
54 
72! 
55;     56 

611  66 

52i  48 

64;  73 

49  49 

79  77 

70,  55 

78;  76 

61 ;  .52; 

70  76| 

56!  48| 

8I;  77l 

68:  50' 

62;  73! 

491  62; 

82  731 

65  56; 


76      84 

■58      64 


56;     64 


791     8(1 
56     57 


61 
83 
62 
81 
43 
81 
60 
83 
54 
85 
.54 
80 
49 
68:  75 
49!  48! 
701    81 ! 


Mean 


76|     82; 
45!     47, 


64 

76 

56 

67 

70 

75 

57 

51 

601  65i 

53  51: 

86  75i 

63  601 


80.6 

57.8 

82.4 

65.  9" 

80.7 

5.5,4 

83.6 

54.5 

86.4 

61.5 

82.3 

60,2 

78,1 

66,7 

82.  1 

59.  5 

76.1 

55,1 

84.2 

.56.8 

84.0 

.59.  6 

76.9 

69.8 

87.3 

66  5 

86.8 

69,0 

87,8" 

68.8 

88.3 

63  9 

77.7 

48.9 

92,2 

60  2 

81,7 

61.7 

83.4 

63.3 

83.8 

57.1 

82.  0" 

61.7'' 

80.9 

55  3 


57.3 
86.9 
65.11 
81.1 
51  0 
81.8 
60,4 
84,6 
59  5 
87,.' 
62.  9 
81,2 
52.5 
77.3 
52.  5 
81,7 
59.  3 
86.8 
57.8' 

76.0 
55.4 
83,8 
66.  3 
82,1 
60.9 
85,1 
59,0 
82.7 
56,4 
83.  3 
57.7 
81.7 
51.6 
86,7 
63.0 
83.  I 
58,2 
85.7 
,58.3 
76.1 
58.9 
89.6 
60.9 


Unless  otherwise  noted  temperatures  noted  represent  extremes  for  24-hour  period  ending  in  late  afternoon.      2    Thermometers  read  in  morning,  maximum  set  back  to  pre- 
ceding date.    3  Midnight  to  midnight.    «  1 :30  a.  m.  to  1  :.30  a.  m.    «  At  a  fixed  hour  between  sunset  and  11 :00  p. m. 
',  ^  ',  etc.,  indicate  respectively  1,  2  or  3  days  missing  from  record. 


61 


stations 


Pyraatunine 
(a.  m.) 


Dam..  /  Evaporation . 

\  Wind  movement 


Shaver  Creek /  Evaporation . 

(p.m.)  \  Wind  movement 


Wallenpaupack.. 
(a.  m.) 


.  /  Evaporation . 
\  Wind  movement 


.180 
21 


CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION 


August,  1943 


Daily  Bvaporation(mches)  and  Wind  M:ovement(mUes) 


.192 
33 


.206 


.2'28 
22 


.210 
4 


.  186 
25 


.093 
30 


.190 
56 


.  136 


.240 
22 


.165 
22 


.130 
14 


.145 
163 


.064 
15 


20 


.179 
14 


22 


.114 
6 


.113 
17 


.134 
10 


23 


.127 
16 


.109 
24 


.164 

7 


.092 
4 


25 


.190 
21 


26 


.190 
10 


.199 
45 


27     28 


.  055 .  140 
36     39 


076 .  164 
3     28 


.251  . 
5l|     14 


29 


3U 


.139 
21 


.098 
6 


049.062 

15     1 


.135 
16 

.242 


Total 


4.462 
230 


436 


5.693 
2073 


/j  h  I.  <?, b 
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PENNSYLVANIA  SECTION. 

L.  F.  CONOVER 
HAKRISBURG.  PA. 


Vol.  XLVIII. 


Septembbb,    1943. 


No.  9. 


OENERAL  SUMMARY. 

Tliis  was  tlic  .sixtli  coolest  September  of  reeonl  and,  exeei)ting 
1!'41,  the  average  temperature  for  tlie  8tate  was  lower  than  it 
had  been  in  any  September  since  192S.  It  was  also  the  first 
time  since  April  that  the  average  temperature  has  been  below 
normal.  The  small  excess  accumulated  during  the  preceding 
eight  months  was  converted  into  an  average  daily  deficiency  of 
0.1°.  Extreme  maxima,  recorded  at  the  beginning  of  the  month, 
were  higher  tlian  any  since  June  at  a  number  of  stations.  Mid- 
dletown's  102°,  on  the  1st,  was  the  highest  reading  of  the  year 
in  Pennsylvania.  Mininui  occurred  most  generally  on  the  26th 
when  station  records  for  September  minima  were  broken  at  sev- 
eral points  in  the  north-central  portion.  The  lowest,  l.S°,  re- 
ported by  both  Black  Moshannon  Airport  and  Kane,  established 
a  new  record  for  September.  In  contrast  to  the  hot  weather  of 
the  first  week,  which  caused  a  few  heat  prostrations,  most  moun- 
tain and  northern  stations  had  experienced  freezing  tempera- 
tures by  the  30th. 

The  precipitation  average  was  the  lowest  for  any  September 
in  the  period  of  record  and  the  lowest  ior  any  month  since  Octo- 
ber, 1924.  The  accumulated  deficiency  for  the  .year  is  now  4.33 
inches.  Periods  of  precipitation  were  general  but  amounts  were 
insignificant  until  the  end  of  the  month.  On  the  30th,  wind 
blew  down  trees  and  interrupted  utility  services  in  the  Phila- 
delphia area.  This  storm,  continuing  on  October  1st,  produced 
more  precipitation,  at  most  eastern  stations,  than  had  fallen  in 
the  entire  preceding  month. 

The  past  growing  season  was  decidedly  discouraging.  Plant- 
ing was  delayed  by  a  cool,  wet  spring.  Excessive  heat  in  June 
matured  crops  rapidly,  but  deficient  rainfall  in  July,  August, 
and  September  reduced  yield  and  quality  generally.  Consider- 
able amounts  of  late  corn  and  buckwheat  in  the  north  part  were 
frost-killed  in  September.  Drought  conditions,  serious  at  the 
end  of  August,  had  spread  and  steadily  grown  worse.  Wells 
and  springs,  always  dependable  in  former  years,  dried  up. 
HauHng  water  for  livestock  was  a  regular  chore  on  many  farms, 
and  in  some  locaHties  water  for  human  consumption  was  scarce. 
Pastures  were  burned  and  brown  and  many  dairy  herds  were  on 
full  stable  feeding.  Plowing  for  and  seeding  winter  grains  were 
increasingly  retarded  as  the  ground  was  too  hard  and  dry  for 
field  work,  and  this  work  had  only  started  in  some  of  the  drought- 
stricken  areas  as  the  month  closed.  G.  w.  s. 


TEMPERATURE. 

The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  80  stations  was  61.4°,  which  is  2.8°  below  the  56-year 


normal  for  Scpt<>mhcr.  I'hr  highest  monlhJN  mean  was  6K.h'^ 
at  Marcus  Hook,  and  the  Inwest  was  04.4''-' at  Kane.  I^xtremes 
ranged  from  a  maximimi  of  102°  at  Middletown,  on  tlic  1st,  to 
a  minimum  of  18°  at  Kane  and  Black  Moshannon  Air|>ort,  <)]\ 
the  26th. 


PRECIPITATION. 

The  average  precipitation  for  the  State  as  deduced  from  the 
observations  at  203  stations  was  0.72  inch,  whicih  is  2.61 
inches  below  the  o6-year  normal  for  Septembei-.  The  greatest 
monthly  amount  was  3.38  inches  at  Erie,  while  the  least  wa.« 
0.04  inch  at  Newport.  The  greatest  amount  for  any  24  con- 
secutive hours  was  2.54  inches  at  Wernersville  on  Septembei-  30th 
and  October  1st.      A  trace  of  snow  fell  at  Warren  on  the  26th. 


OOMPARATIVE  DATA  FOR  SEPTEMBER 


Year 


18Bb 

1889 

1890 

1891 

1892 

1893 

1894 

1895  .... 

1896 

1897 

1898 

1899 

1900 

1901 


1902. 
1903. 
1904. 
1905. 
1906. 
1907. 
1908. 
1909. 
1910. 
1911. 
1912. 
1913. 
1914. 
1915. 


1916.. 
1917.. 
1918.. 
1919.. 
1920.. 
1921.. 
1922.. 
1923.. 
1924.. 
1925.. 
1926.. 
1927.. 
1928.. 
1929.. 


1930 

1931 

1932 

1933 

1934 

1935 

1936 

1937 

1938 

1939 

1940 

1941 

1942 

1943 


Temperature 


59.6 
61.9 
62.2 
66.6 
62.4 
61.2 
66.6 
67.8 
63.6 
63.8 
66  0 
61.8 
68.4 
63.6 

62.7 
63.2 
63.7 
64.0 
67.0 
64.8 
65.6 
62.8 
65.5 
64.9 
65.5 
62.4 
61.5 
66.5 


62.5 
.59.0 

58.7 
64.4 
64.5 
68.9 
66.8 
64. R 
59.8 
67.5 
64.2 
64.9 
60.4 
65.7 


69.1 
65.2 
66.3 
66.4 
62.2 
66.5 
61.5 
62.0 
65.9 
61.4 
66.0 
63.7 
61.4 


Precipitation 


Period ^   64.2 


84 

92 

91 

94 

90 

90 

95 
100 

98 
100 
100 

ya 

100 
95 

99  I 

94  I 
95 

95  ! 
99  I 
96 
99 

96  ; 

95  ! 
92 
95 
97 

98 

96  I 


98 

91  i 

88 

96 

91 

98 
100 

92 

99 

99 

99 

97 

94 
101 

101 
104 
105 

98 

94 

95 

96 

97 

95 
101 

95 


102 
105 


29 

:«) 

25 

32 

29  i 

26! 

24  I 

24 

26 

24 

25 

23 

27 

29 

28 
27 
21 
27 
30 
29 
26 
26 
32 
26 
25 
24 
21 
25 


No.  of  (lays. 


rH  C 


^1 

0,0 


4.84 
5.05 
4.57 
2.39 
2.81 
2.67 
6.30 
1.71 
4.82 
2.18 
1.70 
4.70 
1.77 
3.39 

4.66 
2.09 
3.37 
3.41 
2.46 
6.37 
1.60 
2.27 
4.49 
5.29 
5.57 
3.28 
0.99 
2.56 

3.77 
2.31 
3.97 
2.07 
3.99 
4.68 
1.48 
3.55 
6.44 
2.80 
5.81 
2.08 
2.33 
3.71 

2.48 

3.15 

1.45 

4.66 

6.58  1 

3.51 

2.17  1 

1.90 

4.74 







2.95 
3  41 
1.33 
4.38  ' 

1 

0.72 
3.38  ' 

.■":::::i 

1 

10 
13  I 

11  I 


6 
10 

8 

9 
11 

4 
10 

" 

8  1 
12  I 

6 

9 

9 

9 

9 

6 
12 
12 

8 

8 

7 
12 

9 

7 

5 
10 

S 


8 
8 
10 
17 
16 
9 
10 
16 
13 
18 
16 
12 
13 
14 

12 
17 
13 
15 
15 
8 
17 
15 
13 
13 
12 
13 
18 
16 


10 
7 

8 
8 

10 
9 
9 

10 


11 
14 
II 
5 
7 
9 
10 
S 
9 
5 


10 
5 
7 
6 
6 

12 
4 
6 
9 
8 

11 

10 
5 
6 


5 
5 

10 
6 
6 
8 
4 
7 

12 
7 

12 
5 
9 
8 

5 
6 
5 
9 

10 
8 
9 
6 

11 
8 
7 
5 
9 
6 


A  V\ 


CLIMATO LOGICAL  DATA:    PENNSYLVANIA  SECTION 


September,  V.^-i'S 


OUmatolotrical  Data  for  September,    1948 


Temperature,  In  degrees  Fahr. 


Stations 


Counties 


los; 


S 
o_ 

OJ3 


S 


.lllantie  nmiiiagf 


AUentown ••■   • 

AUoona-5  mi.  VV.  ... 

Bethlehem 

Burnt  Cabins-2  E. .  . 

Carlisle 

Chambersburg 

Coatesville.     ^  ■  ,  ■  ■ 
Curvvensville-6NW. 

Eagle'i  Mere 

Emporium 

Ephrata 

Everett-1  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hauover. ......._•••  ■ 

Harrisburg  Airport  . 

Hawley 

Holtwood 

Huntingdon 

Lancaster......  • 

Lawrence  vine 

Lebanon...... ■„ 

Lewisto\vn-2  SW  

Lock  Haven. 

Marcus  Hook 

Martiusburg 

Montrose — ...  ••••■•• 
Mt.  Pocono  Airport.. 

Palmerton.     ... ■■ 

Philadelphia  Airport. 
Philipsburgt-7  E 

Phoenixville 

Port  Clinton 

Quakertovvn 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg 

Tamarack  Twr 

Towanda 

Wellsboro 

West  Chester 

Wilkes-Barre 

Williamsport 

\Voodward-2  NE 

York 


Division  mean. 


Ohio  Drainage 

Bradford 

Brookville 

Butler 

CIarion-3SW 

Claysville 

Corry 

Coudersport 

Derry  

Donora 

Ebensburg 

Ford  City -4  SE 

Franklin 

Greensburg-2  S 

Indiana 

Johnstown 

Kane-1  N •  • 

Meadville 

Midland .  ■ 

New  Castle 

Pittsburgh  Airport, 

Putneyville-2  SE  . .  . 

Pymatuning  Dam... 

Ridgway 

Sharon 

Somerset 

Springs 

Uniontown 

Vandergrift 

Warren       

Wavnesburg 


Division  mean 


[.ake  Drainage 


Lehigh 

Blair 

Northampton. 
Huntingdon . . 
Cumberland . . 

Franklin 

Chester.. 

Clearfield 

Sullivan 

Cameron 

Lancaster 

Bedford  

Luzerne 

Bucks 

Adams 

Schuylkill .... 

York 

York 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga  

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna 

Monroe 

Carbon 

Philadelphia 

Centre   

Chester 

Schuylkill . . . 

Bucks 

Berks 

Lackawanna. 

Snyder 

Centre 

Monroe.    . 

Clinton 

Bradford 

Tioga. 

Chester 

Luzerne 

Lycoming.. 

Centre 2. 20** 

York 400 


254 
1,615 

364 

yjo 

473 

6U0 

4;il 

2,  215 

2, 020 

1, 033 

36S 

1,  020 

1.970 

181 

553 

sno 

600 

351 

900 

200 

700 

255 

99fi 

460 

5H0 

6=^7 

12 

1,493 

1. 176 

1,911 

45') 

1" 

1,916 

100 


407 

4  SO 

273 

746 

476 

1,217 

440 

2.  2S0 

754 

1,310 

4i0 

544 

ft.'iO 


31 
56 

57 

2 

74 

46 

56 
1 
2 

57 

48 

21 

60 

37 

70 

39 

39 

74 

25 

28 

56 

56 

46 

59 
5 

53 

17 

I 

38 

2 

25 

2 

1 

33 

5 

58 
73 
49 
53 
69 
29 
3 
49 
73 
94 
5 
57 


McKeau 

Jefferson 

Butler 

Clarion 

Washington 

Erie 

Potter 

Westmoreland . 
Washington  . . . 
Cambria. 


55 


63.4 

61.2 

64.6 

59.9 

63.3 

64.2 

66.2 

57.3 

57.0 

59.4 

65.4 

.59.6 

60.8 

65.3 

65.5 

60.0 

64.6 

64.8 

.58.7 

67.6 

61.5 

64.7 

60.8 

64.6 

60.8 

62.6 

68.8 

60,0 

58.4 

57.4 

62.  2 

66.4 

.55.0 

66.4 

61.0 

61.0' 

66.0 

61.4 

62.5 

61.3 

63.4 

56  8 

60.6 

56.6 

66.0 

61.0 

62.8 

58.6 

65.5 


-1.7 
-1.9 
-2.3 


-2.2 
-2.1 
-t-0.1 


-2.1 
-0.9 
-3.4 
+0.7 
-1.1 
-0.5 
-2,4 
-3.1 
-1.0 
-2  3 
-1.5 
-3.1 
-0.9 
-0.9 
-1  I 


-2.3 
-1.9 


-2.1 


-1.7 
-1-0.6 

-o'e 

-4.3 
-2.9 
-0.6 
-1.5 
-2.4 
-1.5 
-0.7 

-\.7 
-3.3 
-1-0.3 


Erie 

State  mean. 


1,680 
1,400 

1.077 
1,114 
1,170 
1.431 
1.653 
1.  160 
761 
2.170 

Armstrong 950 

987 

1.160 

1.  300 

650 

750 

1.  06  . 

780 

900 

1.286 

1.  270 
LOW 
1,371 

940 

2,  190 
2.  500 
1.060 

825 
1.190 
1.100 


Venango 

Westmoreland, . 

Indiana 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Crawford 

Elk 

Mercer. 

Somerset 

Somerset 

Payette 

Westmoreland. 

Warren 

Greene 


Erie. 


670 


70 


62.1 


56.3 

57,4 

61.4 

60.6 

59.4 

60.4' 

58.2 

62.4 

65.2 

57.2 

61.6 

59.3 

58.6 

61.8 

60.0 

54.4 

59.2 

62.  2 

62.4 

63,2 

63.5' 

.58,0 

57.2 

66.0 

57.4 

5,5.6 

63.6 

63.6 

60.9 

61.8 

60.3 


62.9 
61,4 


-0.8 
-2,1 


-3.1 

-2  8 


-8,5 
-0  6 
-2.1 
-0.3 
-3.1 
-4.0 


-3.4 

-6.8 
-2.7 
-5.6 


-2  9 


-2.0 

-1  8 


-2.8 
-1-0.8 
-3.4 
-4.6 
-1  6 
-1.7 
-1.3 
-4.4 

-3.9 


-0.7 
-2.8 


94 

93 

94 

97 

95 

99 

97 

85 

85 

93 

99 

98 

87 

94 

98 

92 

95 

97 

92 

95 

99 

94 

94 

98 

98 
97 
97 
90 
89 
86 
92 
95 
89 

UX) 
93 
91' 
96 
91 
96 
92 
92 
86 
93 
91 
94 
92 
95 
86 
97 

102 


88 
92 
94 
93 
89 
91' 
91 
93 
94 
87 
92 
91 
90 
90 
92 
88 
93 
93 
90 
93 
92* 
93 
94 
100 
90 
86 
90 
96 
94 
91 

100 


94 
102 


36 

29 

39 

24 

30 

30 

36 

28 

32 

27 

35 

27 

33 

36 

35 

27 

37 

36 

27 

46 

28 

33 

26 

33 

28 

29 

45 

31 

31 

31 

34 

43 

18 

32 

31  I 

39 
34 
29 
31 
31 
32 
28 
20 
37 
30 
31 
31 
29 

18 


Precipitation,  in  inches 


S 
.£•3 


19 

■26 

19 

•26 

19 

26 

19 

26 

26t 

26 

26 

26 

•26 

19 

26 

26 

26 

26 

26 

19t 

26 

26 

•26 

26 

'26 

•26 

26 

26 

26t 

18 

■26 

26 

•26 

19+ 

19 

19 

19 

•26 

26 

•26 

26 

26 

27 

27 

'26 

26 

•26 

26 

•26 

26 


fe-O 

oS 

!l 

d  Q 
o  = 


No.  of  days 


p 

Bo 

go 

04 


■c 

o 

« 

V 

o 

Pui 

; 

h. 

•Ofe 

^^ 

a  o 

>> 

~  a 

■n 

JSO 

£" 

o 

cu 

Observers 


■22 

■26 

26 

26 

'26 

27 

30 

26 

30 

26 

SO' 

12 

•24 

26 

30 

26 

37 

26 

27 

•26 

31 

■26- 

,32 

26 
■26- 

26 

•;8 

■26 

•29 

26 

18 

26 

■29 

26 

36 

26 

30 

■26 

42 

■25 
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26 

•n 

26 

26 

■26+ 

3S 

26 

24 

1       '26 

27 

26 

3ft 

26 

34 

V2+ 

32 

19 

31 

26 

0.12 

0.61 

0. 21 

0.34 

0.41 

0.16 

0.98 

1.24 

0.16 

0.82 

0.13 

0.05 

0.36 

2.05 

0.46 

0.45 

0.70 

0.85 

0.11 

0.30 

0.37 

0.18 

1.08 

0.38 

0.  ,52 

0.33 

0.22 

0.22 

0  61 

0.66 

0.43 

1.69 

0.72 

0.  18 

0.11 

0.17 

1.13 

0.,52 

0.84 

0.35 

0.  12 

1.92 

0.36 

0.87 

0.53 

0  ,.57 

0.16 

0.65 

0.46 

0.54 


1.51 
0.70  1 

1.30  I 

1.31  1 
0.94 
0.90III 
l.U 
0.81 
0.46  i 
0.74 
1.37 
0.88 

1  68 
0.68 
0.94 
1.07 
2.62 
1  02 
0.95 
0.71 
0.72 
1,54 
0.66 
1.00 
0.33 
0.34 
0.86 
0.97 
1.98 
0  84 


-3.22 
-2.34 
-3.03 


-2 

31 

—  2 

81 

-2 

42 

-■2.  66 
-3  ^24 
-2,95 
-3.49 
-L41 
-3.13 
-3.58 
-2.34 
-■2.  ^20 
-3.  10 
-2.46 
-■2.  72 
-3. 19 
-1.93 
-3.03 

-■i.75 
-•2.71 


-3.15 


2.86 
1,45 


-3.09 
-3.94 
-3.72 
-•2.08 
-2.65 
-2,47 
-2  55 
-3.36 


-2.83 
-2,08 
-■2.99 
-2,90 
-2,88 

-■2.57 


0.69 

0.33 

0.62 

0.89 

1.17 

0.^29 

0  64 

0.43 

0.33 

0.29 

L64 

0.31 

0.75 

0.76 

0.69 

0.15 

0.62 

1.70 

0,^26 

0,92 

0.39 

1.38 

0.85 

0.80 

1.06 

1.41 

1.18 

0.08 

0.55 

0.38 

0.31 

0.87 

0.^20 

1.40 

0.62 

1.23 

2.16 

0.43 

1.58 

O.IS 

0,42 

1  05 

0.52 

O.Jl 

0.20 

0,32 

0.63 

1.96 

1.73 


30-1 
.5-6 
30-1 
30-1 
30-1 
30-1 
30 
5 
30-1 
2 
30-1 
30-1 
1-1 
■-8t 
30-1 
4 
30-1 
30-1 
30-1 
.30-1 
30-1 
30-1 
30-1 
30-1 
30-1 
.30-1 
30-1 
3-1 
4 
30 
30 
30-1 
4 
30-1 
30-1 
■30-1 
■30-1 
4-5 
30-1 
2 
30-1 
4 
30-1 
30-1 
24 
4-5 
30-1 
30-1 
30-1 


-2.79      2.54    30-1 


•  L  48 
-■2.  43 
-•2. 16 
-2.  '20 
-2.30 
-•2.70 
-■2.05 
2  33 
■2.31 
-2.  76 


1.03 


-  2.  49 
-1.'24 
-2.97 
-2.30 

-  2.  43 
-1,01 

-•2.06 
-1.87 


-•2.  33 
-1.70 
-3.27 
-2,57 
-'2.44 
-2.15 
1.71 
-•2.41 

-2.30 


0.36 

0.-24 

0.48 

0.40 

0.40 

0.23 

0.37 

0.'29 

0.21 

0.^24 

0.40 

0.^22 

1.00 

0.^21 

1  0.36 

i  0.56 

!  0.80 

I  0.50 

I  0.40 

1  0,54 

0,43 

I  0.70 

0.37 

0.41 

0.16 

0.22 

0.34 

0.29 

0.60 

0.38 

1.00 


3.38      -0.01 
0.72      -2.61 


6 

16-17 

5-6 

5-6 

6-7 

2 

2 

7 

7 

16 

4-5 

6-6 

4 
16-17 

7 

2 
6-7 

2 
6-7 

4 

2 
4-5 

2 

16 
16-17 
16-17 

7 

5 

10-11 
6-7 


0.86 
2.54 


6-7 
30-1 


0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

n 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 
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0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 


18       3 
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0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

^ 

0  1 
0 

0  I 
0 

0  I  6 

0  i  7 

0  j  6 

0  I  13 

0  ;  3 


nw. 

D. 


nw, 

11  w 

nvv. 
nw. 
n. 

SH  . 


e. 


nw 

nw. 

ne, 

n. 

nw. 

w. 

n. 

uv. 

uw . 

n. 

8W 


w. 

ne. 

«. 

n. 

nw. 


4  1  10 

7  I  10 
6      17 


8  ] 
15 
13  ! 

9 ! 

12 
10 

14' 
12 
12  ' 
10 
10 

8 

6 

9 


nw. 
nw. 


Alleut'u-Bethlehem  Gas  Co. 
City  of  Altoona. 
Lehigh  University. 
Penna.  Turnpike  Comin 
Clarence  E.  Miller. 
William  B  Spear. 
Howard  L.  Pyle. 
V.  S.  Weather  Bureau. 
Carl  E.  Bigger. 
Mrs.  Helen  C.  Haa-^. 
Ira  J.  Keath. 
Penna.  Turnpike  Comm. 
Andrew  B.  Evansha. 
Prof.  N.  W.  Swayne. 
Dr.  Henry  Stewart. 
Miss  Sallie  M,  Johnson. 
Evening  Sun, 
V.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  Co 
Prof.  Paul  R.  Yoder. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
I>ebanon  Valley  Gas  Co. 

Penna.  Dept.  of  Highways. 

William  R.  Kelley 

Sun  Oil  Co. 

Civil  Aernnautio  .Authority 

Harry  S.  Fancher. 

1".  S. "Weather  Bureau. 

New  Jersey  Zinc  Co. 

X'.S.  Weather  Bureau. 

r.  S.  Weather  Bureau. 

Phila. -Suburban  Water  Co, 

Earl  E.  Rarick. 

John  E.  Benner. 

V.  S.  Weather  Bureau. 

r.  S.  Weather  Bureau 

Dr.  George  E.  Fisher. 

Penua.  State  College. 

Metropolitan  Edison  Co. 

James  E.  Swartz. 

Mrs.  M.  Ordelia  Parks. 

M.S.  Bliss. 

Clyde  T.  Saylor. 

IT.'S.  Communication  .-^ta. 

John  D.  McEwen. 

1".  8.  Weather  Bureau. 

York  Water  Co. 


Citv  Water  Dept 

Civil  Aeronautics  Autli  y. 

Butler  Eagle. 

Penna.  Electric  Co, 

Walters,  Paget. 

VoTTs  Evening  Journal, 

Philip  R,  .Shaw. 

Miss  N.  Dixie  Wiueman. 

Donora  Zinc  Works. 

Miss.  Emma  H.  Eastman. 

T.S.  Engineers. 

William  K.  Fuller. 

Westmoreland  Water  <  o. 

Indiana  State  Tea<rhers  Col. 

Robert  Tross, 

Spring  Water  <:o, 

Citv  of  Meadville 

Pefrv  P.  Campbell . 

New  Castle  Water  Co. 

I".  S.  Weather  Bureau. 

I'.  S.  Engineers, 

Pa.  Dept.  Forests  A  Waters. 

West  Penn  Power  Co. 

Carnegie-Illinois  Steel  Corp, 

D.  L.  Grove. 

Allen  E.  Yoder. 

William  W.  Marst^Uer. 

Camegielllinois  .Steel  Corp. 

Merrill  L.  Jordan. 

Thomas  S  Knox. 


6     w. 

7 
6 


\ 


U.S.  Weather  Bureau. 


years  the  means  for  period  of  record  are  ujeJ__;,On^other  date^s^also.^,^  J_  J°^p°e'StWeIy,  1.  2.  3.  etc..  missing  from. the  record,  __^,       ^^^^.^^^  ^^,  appearing  here   are 


it-as  aisn  <S  Incomplete.  v  i<jlb,j  yoiKio".  oo,..»i.~. — 

.earsxne  meaus  lur  yciiuu  ui  .^^^...  -..  ---y-  ■    --  -     ,   ^   J  ^t^    indicate  respectively,  1.  2.  8.  etc..  missing  trom  the  record 

^'S-era^^^&^s^lo^-l^wing  station  ^^^^^  ^^  ^i^^^^'^^^  ^  ^^^  *^«  ^^^^  ^--^*>°°    "^^^ 

shown  in  the  Daily  Precipitation  Table,  ,  .,    ,  ,. .,. 

"  '  t  Phillpsburg  is  Black  Moshannon  Airport. 


W.  B.  0..  Philadelphia  11-25-43-975 
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T. 
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05 
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T. 

T. 

T. 

T. 

T. 
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so 
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Continued  on  page  66. 
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Dailv  PreciTiitation  for  September.   1  94 3 -Continued  from  page  64 


Stations 


Su^uehanna  Bagin 

(confinii&i) 

West  Branch 

( continued ) 

State  CoUeget •■..-•  ■• 

Tamaraclf  Tower-.    . 

Weilsboro'-i.--  

Willlamsport^' 

JUNIATA 

Altoona 

Bedford-...  •••••• -J- 

Breezewood  Intcn''.. 

Buffalo  Mills2. 

Burnt  Cabins* 

Charter  Oakl ........ 

East  Waterford'i.  311,. 

Everett'-^ 

Huntingdon'' 

Lewistown^ 

Loop  Mt.Tower^.... 
Mapleton  Depot-^..  .- 

Martinsburg^ 

Newport-^ 

Saxton''' .  • 

Shade  Gapl 


Day  of  month 


10  1  U      12      13 


15 


16 


17  I  18      19 


20  I  21      '22      23  I  24  I  2.5  '  26  |  27  I  28      20     30      31 


Centre 

Clinton 

Tioga 

Lycoming... 


Blair 

Bedford... 
Bedford... 
Bedford.  . 
Huntingdon . 
Huntingdon 

Perry  

Bedford  .... 
Huntingdon 

Mifflin 

Huntingdon 
Huntingdon . 

Blair 

Perry 

Bedford 

Huntingdon 


LwK  Susquehanna 

Arendtsvllle" 

Bloserville .•■■• 

Blue  Mt.Intchg.. .•*... 

Carlisle''. 

Columbia''  

Ephrata 

Glen  Rockt 

Gordon 

Hanover^ .■•     ■ 

Harrisburg  ArptI'.... 

Holtwood^. 

Huntsdale^ 

Kirkvvoodt 

Lancaster 

Lebanon''' 

ManadaGap'' 

Middletown'    

Millersburgt, 

New  Park ^^ 

Penn  Nursery....... 

Peters  Mt,  Tower-!. .. 

PineGrove^., 

Ringtown  2 

Selins-grove 

Shippen.sburg 

Sunbury2  — 

vvilliamstown- 

Woodward',  5 

York 

York  Haven-     

I'olomnr.  liOKiii 

Chambersburg2 

Gettysburg 

HewittJ.2S 

Hyndman^ • 

McConnellsburg2 ... 

Mercersburg 

South  Mt.  San-fm-!  . . 
GULF   DRAINAGE 
Ohio  B(igin 
Allegheny 

Acmetonia^ 

Aliens  Millsl 

Blairsville2 

BoswelU**,fiW 

Bradford      

Brook  villa'' 

Buckstownt 

Cherry  Gro vet 

Clarion^ 

Corry* ,• 

Coudersport'' 

iJerry 

Donegal 

Dunlot. 

Ebensburg2 

Ford  City^W 

Franklin^ 

Glen  Hazel2.  1  NE.  . . 

Hornet. 

Indiana 

.lohustown" 

Kane''' 

Laurel  HillTunnel3  . 

Lyc'.ppus 

Marienvillet 

Meadvllle^ 

Mosgrove^ 

Parkers  Landing^.  . . 

Pittsburgh  Cty  Oft'.. 


Adams 

Cumberland. 
Franklin  — 
Cumberland. 
Lancaster.. . . 
Lancaster.. . . 

York 

Schuylkill  ... 

Y'ork 

York 

Lancaster.. . . 
Cumberland. 

Lancaster..  . . 

Lancaster,. . . 

Lebanon 

Dauphin 

Dauphin 

Dauphin 

York 

Centre 

Dauphin 

Schuylkill.  . 

Schuylkill.. 

Snyder 

Cumberland 

N'umberland 

Dauphin 

Centre 

York    

York 


Franklin. . 

Adams , . . . 

Bedford.. 

Bedford  . 

Fulton 

Franklin.. 

Franklin.. 


Allegheny,. 
JelTerson... 
Indiana  .  . . 
W'moreland. 

McKean 

Jefferson 

Somerset 

Warren  

Clarion  

Potter 

Erie 

W'moreland. 

W'moreland. 

Cambria 

Cambria 

Armstrong.. , 

Venango 

Elk 

Indiana 

Indiana, — 

Cambria.  . . . 

McKean .... 

W'moroland 

W'moreland 

Forest..    ... 

Crawford . . . 

Armstrong.. 

Armstrong.. 

Allegheny . . 


.02  .01 
T.  1.05 
...  .29 
T.  I  . 10 


T. 


.03 
T. 

.06 

.12 
.06 

'!67 
.03 
.07 
T. 
.22 
.35 
.06 
T. 
.25 


.04 


.06 

T. 

.01 

'io 

.06 
.05 
.04 


.07 

.09 

.07 

.07 

.21 

.02 

.08 

.15 

.03 

.29 

T 

.05 

'!63 

'!63 

.27 
.02 
.03 
.03 
T. 
.12 


T. 


.02 


.32 


.38 

.15 

.21 

.07 

.35 

T 

.04 

.0 

.0: 

.'23 

.37 

.20 

.01 

.09 

.17 

.38 

.21 

.66 

.60 

.16 

.06 

.50 

.60 

.20 

.04 

.f)l 

.69 

.03 

.15 


.08 


.19 
.10 
.04 
.02 

^05 
.05 
,04 
.19 

T. 
.24 

.02 
.01 
.■23 


T. 


T. 


.33 


.01 


.35 


.05 


.02 


T. 


.02 


T. 


.17 


.13 
.23 
T. 

.12 

.11 

.98 
.34 
.•2-2 
.02 
.05 
.03 


.40 

.0 

T. 

.30 

.17 

.05 

.2 

.07 

.10 

.29 

.22 

.29 

"M 


.07 
.08 
.32 
.26 
.22 
.12 
.04 

.19 

.'25 
.07 

.09 
.29 

.2:< 

.16 

.12 

.04 

.12 

.06 

.10 

.14 

.36 

T 

.32; 
401 
08 
80! 
.20!  T. 

.22I 
T 


07 


02 


.10 


03 


T. 


T. 


T. 


.05 


T. 


.01   .08 


.01 


T. 


.06 


...I   .09 


T. 


T. 


.12 
.04 
.43 
.01 
.06 
.02 
.10 
.03 
.22 
.07 
.07 
.16 
.07 
.06 


.17 

T. 

.23 

.23 

.24 

.12 

.14 

T. 

.17 

.14 

.11 

.13 

.11 


.02 


.01 


.03 


T. 

.06 

.15 

.09 

.08 

.17 

.10 

.18 

.05 

.21 


12    .13 
...I   .111.... 

...    .19.... 
.13   .03.... 


.  14 

.11 

.15 

.  14 

.13 

T 

.29 

.13 

.20 

.15 

.14 

.14 

.02 

".'ib 

".'V2 
.14 
.01 

.08 

T 

.16 

!i7 

.08 


.02 


.04 


.06 


10  ... 


,06 


.07 


.08 


.03 


0.35 
1.92 
0.87 
0.16 


0.61 

0.24 
0.29 
0.34 
0.20 
0.15 
0.05 
0.37 
0.52 
0.53 
0.53 
0.22 
0.04 
0.'29 
0.33 


Continued  on  page  66. 
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I'l.l.MA  l'()|.()(;i('AI,   DATA:    I'KN  Ns^  I  \  A  M  A    S|.;(T|(».\ 


Daily  Preolpitation  for  Soptembor,  1943-(()iitimin(l  from  I'aifo  66 


r,i; 


Ststloiis 


All  KOHK.NY 

( ("ontlnueil ) 
I'ort  VIloBiuiy^ 
I'unxsutftwnoy-' 
I'uiuoyvillo-  Ifll 

Rirtgwny- 

SaltsburgS  .... 

Seward^ 

!>\iu'thportI 
Stn>iigsUi\vn|.. 
Tiouo.'-ta  Uanit 
Titusville.  iS.. 
Union  Cityt,. . . 
Vamlergnft  '■•  . 

Warren- 

Youngs  villet... 


t       a      8      4      5      6 


Day  of  iiiuuth 


MoNONiiAHKl.A 

Couttueuce  - 

Connellsville- 

Donora''* 

Greeusboro- 

Greensburg 

Irwin 

Meyorsdale- 

Murrvsvillet 

NewelH 

Hitt>bnrgh  Arpt.t' 
Rii'os  Lauiiiug-'..  .. 

Somerset 

Springs'' 
Uniontown. 
Waynesburg 


McKoan 

.lotVerson 

Aiin^trong 

Klk 

Indiana 

Indiana 

McKean 

Indiana 

Forest 

t'rawford 

Krio 

Westmoreland 

Warren  

Warren 


Somerset 

Fayette. 

Washington.., 
Greene 
Westmoreland 
\Vestmoreland 

Somerset 

We.stiiioreland 

Fayette 

.\lleRheny 
Gree 

Somerset 
Somerset.. 
Fayette  . . 
Greene 


■   :,..,       ,^        „         ,     "I't^u'^ht  to  midnight.     *  Ineluded  in  next  measurement.     «  Incomplete  or  missing,     t  Daily  amounts  inconsistent.    T. (trace),  when  pre- 
cipitation IS  less  than  .01  mc,       ||  Record  partially  estimated.      **  Boswell  was  formerly  Laurel  Hill  Sunnnit.     M  Ford  City  was  formerly  Crooked  Creek  Dam 
nil  I*utueyviIIe  was  formerly  Mahoning  Dam. 


PRESSURE,  WIND 

.  HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind*' 

Relative 

(D 

(reduced  to  sea  level) 

Humidity 

c 

!c 

a 
a 

o 

Stations 

! 

>> 

in 

3 

i 

1 

^ 

c 

^ 

w 

gt-. 

F^ 

o 

S      E 

S 

a 

•ZJ 

.C          a.             !" 

S  c; 

•^  CJ 

ZJ 

«e      d, 

6, 

p 

■ST      S 

a     « 

2 

29.75 

Q 
6 

So 

is 

Dire 
Date 

i 

« 
i^ 

1 

p. 

Krie 

30.58  1  18 

7.4 

20  1  nw. 

1 

80 

77 

37 

137 

Harrisbnrg 

30.54      18 

29.80 

7 

6.4 

23  1  n. 

17 

79 

45 

55 

65  1 

109 

Philadelphia 

30.4'J  i  18 

V!9.  H2 

7 

8.5 

31    1    ne 

.sn 

82 

4fi 

fi3 

53 

49 

Philipsburg 

30. 5e      18 

29  82 

7 

7.4 

23*    w. 

9 

W 

49 

75 

334 

Pittsburgh 

30.55  !  18 

29.78 

R 

8.5  !  29  :  8W. 

fi 

82 

42     53  1 

69  i 

134 

Reading..    .   

30.51      18 

29  82 

7 

9.2     37  i  ne. 

30 

77 

44  '  441 

64 

90 

Scranton 

30. 54      IS 

29.81 

7 

5  3     20  !  nw. 

1 

17     85 

51tj.... 

66 

157 

1  F93;^°y  five-minute  period.  .  ••  Corrected  to  true  velocities. 

11:00  p.m.        I  4:00  p.m.       «  Also  other  dates.       *  One-minute  interval. 


RIVER  CONDITIONS 


Stations 


Rivers 


a> 

J 

Si 

eS 

00 

1^ 

•s 

1 

^ 

« 

s 

0) 

?i 

S 

W 

s 

S3 

Q 

I'ort  Jervis,  N .  Y 

Kaston 

Lehighton i 

Reading | 

Wilkes-Barre 

Williamsport ' 

Newport I 

Harrisburg 

Schenley,(nr)lx)ck  No.  5.' 

Sutersville 

charleroKnr.),  Lock  No.4l 

Pittsburgh I 

Midland,  Dam  No.  7 


Delaware 1.5  2.1 

Delaware 0.3  0.8 

Lehigh I    2.3  2.5 

Schuylkill i     2.5  I  2.8 

N.  Br.  Susquehanna..:     1.6;  2.9 

W.  Br.  Susquehanna.  1-0.1  0.1 

Juniata 3.1  3.3 

Susquehanna 3  0  3.3 

Allegheny II. t;  11.8 

Youghiogheny I     2.7  3.3 

Monongahela '  11.2  11.9 

Ohio I      •  •    ; 

Ohio •    :  . 


1.1 

-0.3 

2.2 

2.2 

I.O 

-0.6 

2,9 

2.8 

11.4 

2.3 

10  6 


131- 

29  1 

20t: 

25 

.30  ! 

17  I 

15  ! 

28 

21 

29 

24 


18 
22 

9 
13 
22 
20 
22 
17 
24 
.'0 
30 
25 


•  Pool  stage. 


t  On  other  days  also. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


Septembek,  1943 


Daily  Temperatures  for  September.    1943 


Stations 


Allentown^ 

AUoona  

AreiidtsviUe'' ■■- 

BethleheraS 

Blue '^it.  Interchange 

Bradford 

Breezewdod  Intchg*. 

Brookville'' 

Burnt  Gabinsi* 

Butler 

Carlisle'' 

Chambersburg'' 

Clarion'' 

Claysville^ 

Coatesville" 

t'olumbia" 

Corry'' 

Coudersport'' 

Curwensville''' 

Derry 

Donora'' 

Eagles  Mere  - 

Ebeusburg2 

Emporium 

Ephrata 

Erie^ 

Everett'5 


••{ 


■■{i 


J^mlCityS 

Franklin^ 

Frederii'ksville''  ..  . 

Freeland 

George  School'' 

Gettysburg 

Gordon 

Greeusburg 

Hanover- 

Harrisburg^ 

Hawley** 

Holtwood^ 

Huntingdon 

Indiana 

Irwin 

Johnstown''. 

Kane 

Lancaster 

Lawrenceville. .  ■ . 

Lebanon"-. 

Lewistown''^ 

Lock  Haven" 

Marcus  Hook^. . 


.Maximum... 

Miuiiiium  — 

Maximum... 

Minimum.. . 

Maximum... 

\  .Minimum.. . 

.  (  Maximum... 

\  Minimum..  . 

J  I  Maximum... 

\  .Vlinimum..  . 

/  Maximum... 

\  Minimum.. . 

,  )  Maximum... 

\  Minimum... 

.  /  Maximum... 

\  Minimum.. . 

.  /  Maximum... 

\  M in' mum... 

.  (  Maximum... 

\  Minimum..  . 

.  (  Maximum... 

\. Minimum.. 

.  /  vlaximum.. 

\  Minimum.. 

.  /  Maximum.. 

\  Minimum.. 

.  (  Maximum.. 

\  Minimum.. 

, .  (  Maximum.. 

\  .Minimum.. 

. .  (  Maximum.. 

\  Minimum.. 

. .  /  Maximum.. 

\  Minimum.. 

. .  (  .sl;i,xunun).. 

V  .Minimum. . 

. .  )  Maximum... . 

V  vlinimuiu  — 
. .  (  Maximnm.... 

V  Mininnim  — 
..  (  Maximun'... . 

\  Minimum 

..  /  Ma.Kimnm... . 
\  Miuimum..  .. 

Maximum.... 

Minimum  — 
(  .Maximum.... 

V  Minimum  — 
. .  (  Maximum.... 

\  Minimum  .... 
..  I  Vlaximum... . 

\  Miiuniun:..  .. 
..  )  Maximum... 

\  .Minimum.. . 

.,  /  Maximum... 

\  Minimum.  .. 
..  /  Maximum... 

\  .Minimum .. . 
..  /  Maximum... 

\  Minimum.. . 
. .  /  .Maximum... 

\  .Minimum..  . 
..  (  Maximum... 

\  Minimum..  . 
. .  (  Maximum... 

\  Minimum.. . 
. .  )  Maximum... 

V  .Minimuui.. . 
...  )  Vlaximum... 

\  Minimum.. . 
. . .  /  .Maximum... 

\  Minimum... 
. .    I  Maximum... 

\  Minimum.. 

. . .  f  .Maximum.. 

\  Mininunn.. 

.. .  (  Maximum.. 

\  .Minimum.. 

. . .  )  Maximum.. 

»  .Minimum.. 

. ..  (■  MaximuiT... 

\  Minimum.. 

. ..  /  Maximum.. 

V  Minimnm .. 
...  /  Maximum.. 

V  Minimum .. 
. . ,  (  .Vlaximum.. 

\  .Minimum.. 

/  .Maximum.. 

\  Minimum.. 

. . ..  /  .Maximum.. 

\  Minimum.. 

. . .  (  Maximum. 

\  Minimum.. 

Maximum. 

Minimum.. 

'  Maximum. 

Minimum. 

,  /  Vlaximum. 

\  Minimum.. 


94 
62 
93 
6'i 
98 
63 
94 
fi4 
99 
66 
88 
57 
96 
66 
9'2 
6f) 
97 
6. 
90 
67 
95 

6;^ 

99 

65 
93 

64 
89 
5? 
97 
69 
98 
60 
91 
65 
91 
,591 
85' 


57 
90 
64 

85 

58 

831 

62 

94 

67 

90 

64 

yJ 

68 

90 

64 

84 

65 

90 

72 

92 

66 

79 

65 

86 

61 

81 

62 

86 

70 

89 

72 

S3 

631 

80 

65 

.86 

62 

93 

66 

74 

66 

90 

51 


71 

63 

84 

63 

75 

65 

67 

61 

76 

64 

78 

58 

70 

62 

75 

55 

69 

61 

89 

54 

84 

65 

77 

65 

78 

55 

85 

57 

81 

63 

84 

64 

82| 

55 

70 

56 

71 


68 
63 

71 

61 

69 

63 

65 

61 

67 

63 

71 

58 

68 

62 

80 

64 

68 

61 

85 

66 
75 
63 
70 
63 
82 
61 
85 
58 
68 
63 
70 
62 
81 
63 
70 


92 

65 

91 

54 

91 

57 

8 

66 

93 

66 

98 

65 

92 

57 

90 

62 

95 

63 

97 

66 

92 

57 

951 

68 

99 

64 

90 

65 

91 

67 

9' 

66 

88 

58 

94 

60 

94 

61 

98 

62 

98 

52 

97 

64 

94 

71 


87 

66 

84 

58 

88 

61 

86 

65 

89 

66 

95 

69 

88 

62 

88 

64 

S6 

70 

90l 

71 

88 

64 

87 

70 

92 

65 

90 

67 

90 

68 

84 

69 

79 

62 

94 

64 

86 

64 

91 

69 

92 

65 

91 

66 

94 

71 


68 
59 
85 
68 
8'^ 
72 
64 
57 
72 
60 
70 
62 
69 
63 
84 
68 
69 
63 

82 

64 

81 

57 

66 

61 

63 

57 

69 

64 

68 

64 

65 

62 

84 

63 

69 

64 

68 

64 

69 

60 


851 

64 

80! 

64 

89' 

6' 

8 

63 

88 

68 

74 

67 

86 

66 

78 

68 

86 

65 

901 

55I 

88 

65 

89 

66 

81 

65 

82 

67 

89 

65 

88 

66 

75 

66 

74 

63 

73I 

64 

84 

70 

85 

72 

73 

5' 

79 

60 

81 

65 

89 


66 

89 

67 

96 

68 

93 

69 

96 

68 

84 

65 

91 

66 

87 

66 

94 

65 

91 

60 

92 

68 

98 

6' 

89 

67 

87 

65 

95 

72 

98 

67 

86 

68 

89 

65 

84 

66 

93 

70 

92 

73 

82 

62 

87 

65 


87 

67 

80 

65 

80 

66 

86 

68 

84 

60 

84 

56 

78 
62 
70 
49 
78 
56 
80 
64 
85 
66 
81 
64 
78 
63 
75 
64 
91 
68 
86 
67 


68   67 
-   69 


83 

65 

80 

66 

83 

63 

74 

60 

87 

65 

87 

68 

821 

63 

82 

64 

88 

64 

89 

68 

74 

64 

88 

71 

86 

67 

78! 

67 

83 

66 

83 

62 

75 

65 

87 

67 

76 

65 

87 

63 

82 

63 

84 

66 

88 

67 


60 

80 

60 

84 

60 

76 

37 

86 

46 

79 

44 

83 

4' 

77 

45 

81 

55 

86 

59 

80 

481 

80 

47 

79 

64 

84 

63 

78 

4 

80 

14 

76 

46 

82 

49 

84 

54 

76 

54 

76 

41 

,82 

47 

84 

63 

73 

61 

86 

45 


75 
86' 

68 

92 

67 

85 

66 

94 

68 

94 

71 

90 

69 

88 

63 

94 

70 

95 

711 

91 

67 

93 

75 

96 

69 

90 
66 
88 
67 
91 
66 
85 
68! 
93| 
67 
90 
67 
96 
66 
94 
69 
95 
68 
97 
72 


81 

52 

76 

48! 

82 

53 

81 

55 

82 

54 

75 

41 

80 

48 

69 

41 

80 

45 

81 

53 

80 

58 

83 

50 

72 

51 

69 

47 

88 

53 

86 

51 

63 

■17 

70 

46 

65 

38 

76 

51 

74 

56 

68 

51 

69 

45 

73 

47 

86 

51 

65 

52 

81 

46 


12 


79 

52 

75 

64 

86 

63 

82 

64 

90 

67 

91 

69 

89 

67 

871 

611 

82 

70 

81 

65 
84 
64 
82 
70 
87 
66 
90 
62 
88 
60 
77 
62 
72 
57 
90 
68 

8: 

6' 
82 
70 
76 
68 

63I 
96 
72 


74 

52 

68 

42 

74 

44 

73 

51 

78 

48 

60 

40 

70 

40 

60 

36 

72 

37 

69 

42 

82 

43 

76 

42 

65 

39 

6' 

37 

76 

52 

7 

50 

63 

43 

65 

38 

59 

40 

6' 

42 

71 

45 

67 

40 

63 

40 

65 

39 

78 

49 

66 

51 

70 

39 


57 

75 

65 

81 

62 

79 

55 

80 

42 

79 

63 

83 

61 

76 

56 

82 

63 

84 

49 

79 

48 

81 

45 

80 

45 

76 

38 

83 

61 

80 

56 

83 

61 

83 

50 

86 

49 

80 

67 


72 

,52 

661 

47 

81 

49 

74 

53 

85 

53 

82 

53 

78 

46 

78 

44 

82 

57 

84 

55 

77 

47 

84 

60 

81 

47 

79 

491 

80 

71 
48 
61 
44 
83 
50 


70 

40 

67 

34 

71 

43 
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34 
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3' 
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32 
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30 
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331 
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42 
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3' 
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35 
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53 
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54 
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69 

41 

72 

4i 
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29 

70 

32 

64 

31 

68 

28 
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33 

74 

40 

70 

3 
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34 

65 

32 

67 

43 
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67 

32 

70 

30 

62 
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69 

52 
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48 

73 

5' 

86 

56 

83 

55 

78 

45 

74 

45 

79 

52 

SO 
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73 

46 

82 

61 

75 

48 

78 
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53 

71 

52 

62 

48 

84 
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73 

51 

811 

.521 

75 

46 
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36 

73 

34 

75 

35 

74 

39 

76 

34 

72 

24 

74 

34 

75 

30 

73 

29 

76 

37 

74 

30 

75 

35 

76 

34 

72 

33 

75 

36 

77 

34 

75 

35 

76 

29 

68 

40 

77 

41 

77 
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64 

3 

60 

31 

75 

30 

78 

36 

76 

47 

74 
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70 

39 

74 

42 

72 

44 

70 

49 

82 

44 

70 

35 

78 

48 

73 

40 

78 

43 
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31 

74 

40 

76 

43 

75 

41 
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70 

46 

71 

40 

73 

34 

68 

45 

72 

50 

7 

53 

65 
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40 
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30 
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45 
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44 
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62 

49 

72 

53 

74 

56 

6' 

4 

69 

41 

66 

57 

67 

62 

67 

47 

68 

55 

64 

44 

69 

44 
72 

42 
61 
45 
55 
42 
74 
55 
66 
46 
69 
58 
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49 

73 

46 

73 

55 

76 

55 

75 

58 

70 

49 

74 

46 

74 

46 

74 

48 

77 

51 

75 

51 

75 

58 

78 

52 

75 

46 

72 

58 

7 

52 

72 

42 

75 

48 

68 

51 

73 

46 

77 

52 

63 

46 
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42 
64 

30 
64 
48 
69 
31 
65 
32 
65 
30 
67 
33 
63 
22 
70 
38 
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42i 
67 
33l 
721 
33, 
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,50 
74 
34 
72 
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67 
42 
71 
36 
74 
36 
72 
,30 

75 

■29 

74 

42 

75 

37 

72 

30 

73 

46 

77 

31 

75 

43 

72 

33 

74 

3'.: 
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2' 
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34 
76 
33 

75 
38 
75 

34 
771 
35 
76 
47! 
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31 
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52 

75 

35 
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72 

45 
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73 
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47 

70 

34 

70 

54 

79 

39 

73 

52 
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46 
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44 

71 

33 

72 

43 
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45 
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59 
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56 
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45 
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62 
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42 
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42 
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72 

51 

80 
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63 
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64 

40 

64 

54 

64 

40 

62 

34 

63 

34 
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3 

55 

3 

79 

49 

64 

36 

65 

49 
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43 

65 

41 
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60 
36 
61 

36 

63 

33 

56 

36 

67 

45 

64 

41 

61 

32 

58 

32 

61 

45 

62 

43 

61 

30 

64 

50 
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34 

59 
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30 
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65 
48 

68 
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3' 
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6' 

51 

63 

38 

63 

54 
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43 

80 

50 

85 

42 

45 
75 
36 
76 
51 
74 
44 
65 
,52 
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60.2 

76.4 

46.9 

78.2 

61.2 

76.0 
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79.2 

51.9 

71.8 

40.  K 

76.8 

46.5 

72.9 

42.0 

76.0 

43.8 

77.8 

45.1 

78.7 

47.9 

79.3 

49.0 
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46.2 

74.1 

44.6 

78.2 
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72. 2' 

48.6' 

74.3 

42.1 

68  1 

46.5 

76.  9 

49  0 
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52.7 

67.4 

46.7 

71.0 

43.5 

74  .9 

43.8 

80.2 

50.7 

70.3 

,55.5 
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47.2 
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44.9 
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48.2 
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.50.  3 
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,53.1 
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51.5 
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Daily  Temperatures  for  September.    1943    Continued  (roni  patC' 


Stations 


Mnrtinsbunr^ /  Maximum.. 

\  Miiiiinnni. 
Mrui'Ii  Chunk  ......  I  Maxinnim.. 

\  Minimum. 
Meadville- (  .Mnxlinum.. 

\  Minimum.. 
Mercer'' I  Mnxiuium.. 

I  Minimum.. 
MWdletown^' /  .Muxlnuun.. 

\  .Minimum  . 
Midlsnil-' /  .Maximum.. 

>  .Minimum.. 
Moutrose- (  .Maximum.. 

\  .Minimum.. 
.Mt.  I,el)auou>' ;  .Maximum.. 

>  Minimum.. , 
Mt.  I'ooouo'' (  .\laximum... 

)  Nfinimum., . 
New  Castle (  Maximum.., 

I  Minimum.. . 
Palmertou'' /  Maximum... 

I  .Minimum.. . 
Park  Plafe'" »  Maximum.. . 

\  .Minimum.. . 
Philadelphia 
Airport  Statiou-' (  Maximum... 

\  Minimum..  . 
City  Ortice'i Mlaximum... 

\  .Miuimuni., . 
Krankliu  lu.ititute*. .  (  Maximum... 

\  Minimum.. . 
.Shawniont /  Maximum... 

>  .Minimum.. . 
PhilipsbufK' /  Maximum... 

\  Minimum.  . 
Phoeuixville /  Maximum... 

>  .Minimum..  . 
Pittsburgh  ArptSta.'.  (  Maximum... 

\  Minimum.. . 
Pittsburgh  City  Oltice-'  /  .Maximum.. . 

\  .\liuimum.. . 
Port  Cliuton- (  Maximum.. . 

^  Minimum.. . 
Putui'yvillefi /  Maximum... 

^  .Miniinum.. . 
Fymatuniug  Dam2. , .  /  Maximum... 

\  Minimum.. . 
Qualiertowu )  Maximum... 

(  Minimum.. . 
Readings ;  .viaximum... 

I  Minimum.. . 
Ridgway2 <  .viaximum... 

\  ^rinimuni .  . 
Scrautou'* /  .Maximum... 

i  Minimum.. 
Selinsgrove (  Maximum... 

I,  Minimum.. . . 
Sharon (  .Maximum..., 

I  Minimum 

Somerset (  Maximum... . 

\  .Minimum 

Springs'' /  Maximum... . 

\  Minimum.. . . 
State  College" .(  Maximum.. . . 

\  Minimum 

Stroudsburg /  Maximum... . 

\  -Minimum 

Tamarack^ /  Maximum... 

<  Minimum ..  . 
Towauda /  -Maximum.... 

\  Minimum 

rniontown /Maximum.... 

\  Minimum.. , . 
Vandergrift  » /  Maximum... , 

I  .Minimum.. , , 
Warreu (  Maximum..,. 

'i  .■'linimum., . , 
Wayuesburg /  Maximum..   . 

\  .Minimum.. , , 
Wellsboro^ /  Maximum.... 

\  Minimum.  . . 
West  Chester /  Maximum... . 

I  .Minimum.. . . 
"  ilkes-Barre'* /  -Maximum... . 

<  Minimum 

VVilliamsport /  .Maximum.... 

I  Minimum.. .. 

Woodwards /Maximum..,. 

„  '  Minimum.. , 

'Tk /  Maximum.... 

\  Minimum 
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67     63 


60 

931     85i 
70      70 


67i  80| 

61]  67 
64l.... 

60i.... 

88|  78 

661  61 1 

801  79 

65  66 

68  88 

63  671 
82  S6 
68;  67i 

64  73j 

58!  5.s; 

88i  82 

67{  67 

83 1  70| 

57i  fill 

86  86j 

67  68 

66,  81 

62  64 

61  76 

57  61 


90  71 

67!  52 

86;  86 

63  61 

87'  76 

671  .^9 

88j  74 


10     11     12     18     14     15     16     17     18     19     aO     21     22     28     24     28     2fl     27 


28     20     HO 


Mean 


78     78 
49     45 


621     66 


95!  91 

68:  69 

92;  90 

70;  69 

93  90 

69,  71 

•13.  93! 

65  67' 

H9  84  [     67 

70  55l     56 

9y  951     88 
68!     64 
82 
63' 

93  86;     84i 

74  70|     64; 

931  89i     69! 

59;  63|     63l 

92;  87!     79! 

70|  72     61 

93!  80|     841 

58.  .58     48! 

90  9ll     84!- 

.57  63,     60| . 

96  91 
2 


71 
65 

7(1 

6.T 

71 

H2 

69 

6,r 

65 

59! 

70 

65: 

86' 

6- 

84, 

70, 

6/! 

62! 

801. 

69! 

81' 

68! 


9(1 


88     94 
66     70 

871     93 
71 


94;  100 

67!  69 

82!  88 

68'  69 

S3i  90 


92     80 


70}. ...I 
77!  87! 
65|     66| 


70 

94 

50 

91 

64 

95      95; 

61 


72 

64; 

86!     71 

62!     55 


88,     69! 

69  63 
78| 
62 
90, 
59! 


60 

lOOi  99 

80  68 

88!  84!     77, 

63!  65'     51 

85  80!     68! 

57  61 


92      89 
70      68 


92 

.58      64| 


541 
70 
62, 

92|     90 


63! 


68i 

64! 

85! 

48, 

69 

63 

70! 

63 

901 

72, 

78' 

611 

731 

60| 

68, 

63! 

71 

63! 


87!     95 
65;    72I 


86  76 

56'  58 

85'  77 

63|  58 

86  75 

63  66 


65  70 
82,  90! 
66;  70| 
78|  92! 
72i  73! 
82  90! 
63  67 
82!  86 
581  62 
82!  91 
671  69 
82|  89i 

66  68[ 


79     79 


66 

58 

88 

87 

55 

53 

92 

84 

62 

55 

87 

79 

61 

.38 

70 

74 

•58 

42 

78 

81 

58 

52 

90 

81 

66 

60 

65 
36 
63 
35 
64 
34 
64 
32 
69 
40 
66 
39 
59' 
38 
66 
■•1 
59 
34! 
67; 
32 
67 
38! 
591 
411 


72 
36l 
67, 
31 

74; 
35! 

73! 

^' 

'^ 
381 

76! 

441 
69 
34  i 
76! 
44 
67 
83 
76 
37 
71 
36 
65 
40 


70i  731 
49!  48; 


56  51 

79  78! 

49  45i 

64  62 


70!  721 

51 


76 

48' 
66 
34 
76, 
II 
73i 
48 
74, 

44: 

77' 
481 
70, 
39! 
80 1 
46 
61 
39 
77 
43 
67 
43 
64 
44 

72 
53 

72 
57 
70 
54 

7] 

47i 


79  69 

49  61! 


65;  66 
44  42 


77;  69 

53!  4'* 

88  85 

55i  42 


62 
29! 
7i| 
39 
71| 


751  67 

49i  44 

81  82 

49  44 


85 
65, 
93, 
61! 
90' 
6". 
96 
72 
94 
64 
91 
66 
91 
51 
94 
64 
92 
61 
95 
63 
86 
68 
97 
62 


80  68: 

64  59: 

90,  73; 

61 !  62! 

83!  83 

71  61 

901  85! 

701  59! 


87,  82, 

691  59' 

87;  74 

62  .56 

90'  83' 

68,  62, 

89  71! 

60  65 
91  85 
62!  62 
82  67 

61  58 
96  86; 
65:  67; 


72!  69 

68!  58 

691  78 

64  63j 

85!  84 

70!  71] 

84!  84 

67;  69 

81;  80 

63i  66 

86|  81 

66'  68! 


68  87! 

62!  64 

68:  79I 

62'  651 

85  81 

62  65 

63 1  73! 

58'  63 

70,  90i 

64  69] 


811  68 

661  65 

92'  88 

69!  65 

89|  85 

701  64 

94  75 

71!  59 

89'  81 

67]  62 

91!  86 

67'  60 

87!  74 

66'  66 

94;  93 

681  72 

91  j  80 

68  61i 

91  881 

68.  70 

85]  69| 

68  55! 


69! 
50! 
79! 
46j 
73 
53' 
74! 
52! 
721 
48 
77: 
47;  51 
81;  73: 
45i  44i 
79:  84: 
581  ,53! 
82  80, 
54  50, 
91!  80, 
52i  48: 


32|  22i 

90 

42 

67 

48 

67 

48 

74 

38 

67 

47 

61 

40 

77 

40 

77 

48 

66 

36 

70 

43 

78 

36 

71 

51 

62 

32 

66 

33 

67 

43 

75 

41 


30; 

77'  77: 

36i  33; 

651  74 

44.  48 

67;  75! 

43!  47| 

66!  62; 

37!  33} 

66!  74 

40;  47 


461  43! 

65|  74 

31   29 

63;  73 

391  39 

74!  73 

35! 

70 

38 

70 

27 

68 

31 

63 


70]  76 

46  44 

80|  84 

39'  59 

78 

51!  58 

79  80 

52;  60 

731  82 

431  50 

79]  79 

56]  63 

75  77 

41]  46 

68!  80 

37;  55 
71 


70 


741 
53; 


84!  86! 
69  50! 


62 
41 

«8 
40 
66 
44 

69 

43  46 

65i  66 

42]  45 

66]  70 

•37!  41 

65!  68} 

35,  .35: 

74  79 

51!  48: 

70}  72! 

43  41, 

72l  73; 

41;  43 

63!  63! 

42'  42, 

83:  80} 

45!  42 


82 

44 

73 

33 

68 

32 

71 

36}  38 

73;  73 

37!  36} 

58  63! 

36.  36! 

65}  73 

33;  35 


82 
49 

84 
56 
77 
35]  40 

77'  74 
38}  41 
731  79 
50:  49 

74}  82 
38  56 

67|  74 


55 
79 
30 
78 
52  53 


79 

44 

79 

51 

66 

46 

80 

53 

70' 

SAi 

66 

53 

78 

5,5 

78 

48 

80 

56 

80 

49 

71 

59 

8' 
59 
86 
64 
8' 
62 
87 
60 
68 
48 
95 
51 
70 
51 
72 
52 
80 
47 
69 
58 
67 
52 
84 
48 
83 
58 
70 
42 
69 


60  66! 

40;  88! 
66  64 


761  68 

44!  3.51 

58,  63; 

38}  32 

68  67 

48!  38; 

60;  64! 

45  391 

68  62| 

47,  32 

61  64 

44I  38 


71 
36 
67 
33  28 

74 


61| 

3y! 


65  67 

46!  37 

67' 

47 

59 

40 


41 
69 


34  38; 

67  741 

36'  36; 

71  80 

37,  36 

69  71 


38;  .38: 

67  73 

35!  36 

56!  66 

•39'  40: 

76;  771 


34i  37 

73}  84 

48;  55 

72!  81 

41,  49; 

73!  84 

40;  49 

68!  76 

44;  50 

79]  86, 


37;  34:  40;  47 


71 

62 

73 

53 

73 

62 

82 

69 

58 

28 

77 

57 

57 

46 

58 

48 

6 

54 

62 

46 

68 

41 

70 

53 

70 

51 

61 

45 

63 

44 

66 

53 

69 

49 

63 

38 

.54 

43 

63 

46 

72 

52 

53 
45 
62 
49 
68 
49 
62 
46 
59 
46 
69 
44 
68 
45 
72 
57 
67 
40 
70| 
48' 
55} 
40! 
76 
64! 


74!  71 

49i  47 

67  73 

35  47] 

74!  77 

38:  45! 


631  69, 

21   28 


50  56 

7fl!  66} 

43,  45| 

74!  75 

51,  61 

641  70 


•so!  28 


74 
3' 
74 
33 
69 
37 
71 
31 
66 
32 
72 
37 
73 
34  32 


36!  34 

78]  78 

37  34 

62  68 

36!  46 

711  75 

35}  34 


41 
76 
46 
70 
44 
65 
48 

69 

48 

68 

66 

69 

47 

70 

49 

71 

41 

74 

43 

73 

54 

75 

58 

68 

36 

74 

50, 

74! 

42 

70 

40 

70 

50 

75 

28 

71 

45 

74 

43 

76 

50 

75 

39 

71 

39 

74 

49 

70 

39 

67 
40 

78 

•36; 

73} 
51 

76  78 

47!  50 

761  75 

39  41 

74!  73 

47;  47 

74}  69 

.30;  35 

70  73 

49:  58 

72  73 

44  48 

75!  75 

401  46 

70!  68, 

49;  52! 

73;  74; 

46!  56 


48, 
78 
53; 
781 
•52 
69| 
51 

71 

61 

71 

61 

71 

60 

72 

59 

71 

38 

71 

58 

74 

54 

76 

56 

76 

50 

76 

56l 

741 

43 

76 

52 

71 

5' 

76 

37 

71 

49 

76 

48 

79 

55 

73 

39 

67 

40 

73 

49 

79 

47 

66 
47 
69 
54 
74 
50 


79 
46; 
76 
45 

78 
45 
76 
61 

82 
.56 

78 
51 
79 
48 

81' 
48 

50' 

801 
46 
82; 
56 
73 
51 

76 
60 
74 
62 

75 
61 

80 
61 
77 
38 
82 
62 
78 
51 
81 
53 
82 
53] 


76 
46 

77 
46 

65 

42! 

68: 

43} 

81 ! 

51 

66, 

50 

68l 

48] 

65} 

52 

70 

53' 

78! 

45} 

,80! 

.5u 

71 

47 

84: 
60 
83 
61 
83 
60 
82 
58 
70 
40 
89 
53 


69 
41 

76 
42 
59 

39 
66 
34 
69 
46 
60 
48 
58' 
41 
62 


fi9     62 


81! 


29I 


66!     61, 


58'     62 
42!     361 


60; 
81 ! 

65; 


691 
41 
66 
42 
66; 
45 
58} 
40 


•57  59] 
38!  32! 
64:     64i 


65     60 


49 
67 
52 

78 
46 

79!  70 
52  48 
78:     64 


80'     69 


83     83 
53,     39 


82      80! 
48      45' 


66 
48 
75 
45 
75 
52 
78 
48 
70 
45 
78 
45 
72 
39 
84 
•56 
75 
48 
77 
4' 
69 
46 
84 
59     48 


54: 

38| 
65l 
40! 
6I! 
41! 
80 
42: 
57| 
39I 
63l 
35! 
55} 
32! 
74| 
.50' 
64} 

42; 
67; 
43' 
55 
40! 
81} 
491 
I 


.35 
62 
36 
64 
36 

65 

45 

67 

50 

63 

46 

66 

43 

56 

•25 

64 

38 

66 

42 

58 

45 

63 

36! 

62} 

42; 

57! 

31; 

64 

39} 

651 

43) 

60 

33 

59 

38 

63 

34 

61: 

40 

68! 

30 

53 

32 

58 

37 

68 

35 

51; 
35; 
60 
3ft; 
59; 

42: 

65} 

34! 
60! 
36' 
60} 
38 
56 
32; 
70] 
431 
611 
351 
62 
35 
52! 
36, 
66 
37 


76,  80 

40  43 

70  78 
80  82 
74  80 
31  33 

71  77 

43  47 
78'  88 
38  41 
72;  76 
42  40 
72,  80' 
31  43, 
761  81! 

44  45 
70,  78, 
36,  ^38 
74,  82! 

35I  •se 

77!  85; 

35 

76 
61 


79 

7J 

.... 

44 

51  .... 

71 

72  ... . 

37; 

46  .... 

88 

78,.... 

37 

40!.... 

80 

77  ... . 

48 

53  .... 

81 

65  ... . 

47 

60.... 

79 

78'.... 

45 

48i.... 

79 

66 

50; 

80 

42 
77 

. . . .( 

46;     52: 

73;     58' 


68!  76:  82 
43]  46,  48 
82 
56 
661  76!  82 
43!  43!  53 
69!  T 
41  41  46 
60;     72     79 


67!     75! 
46     51' 


18,  261 

781  85' 

32  33; 

62;  751 


43!     60 

81 
48 


421 

85!     76 
42l     44 
74]     74:     83 
32 


32!     32 
72 


82;     74 
49     62 


32'  36! 

74}  80 

31]  35 

78i  86 


45 
74! 


26;  28 

73  81 

35  42 

78  83 

33|  36 

77  85 


32     36 


60 
32 
67 
30 
63 
35 
70 
42 
64 
34 
66 
31 
63 
■i2 
65 
37 
67 
30 
69 
31 
59 
31 
70 

29}     36 
I 


40     45 


72 

47 

82 

43 

82 

43 

86 

41 

85 

44 

84 

40 

82 

30 

76 

53 

81 

44 

82 

41 

77 

•52 

86!     861     79 
40|     401    60 


72 

43 

70 

•53 

76 

54 

78 

•52 

66 

46 

77 

50 

78 

41 

67 

48 

63 

52 

79 

37 

66 

51 

79 

39 

85 

49 

75 

38 

72 

41 

71  . 

51 

78  . 


72  6 

47.4 

78.6'' 

44.1' 

74.4 

44.0 

71.6 

46  4 

77.5 

iO.7 

78.8 

wi.e 

70.0 
46.9 
74.7 

}  .52.4' 
68.8 
46.0 

■  77.8 
47.  6 
76.4 
49.0 

!     68.4 

j     19.7 

77.1 

55.8 

76,8 

69.2 

76.8 

67.2 

80.  1 

54.8 

70.3 

.39.7 

82.5 

.50.4 

73.7 

52.6 

76.0 

•53.  9 

76.6 

46.5 

74.8* 

52. 'i* 

72.5 

IS.  6 

76.  (!<■■ 
15  9'- 

77.  .5 
.54  4 
74.7 
39.6 
73.0 
49.  9 
78.7 
46.3 
79.9 
52.0 
74.3 
40.6 
69.7 
41.5 
73.5 
49.1 
79.3 
47.4 

67.4 
46.2 
75  9 
45.4 

75.7 
51  6 
78.3 
48.9 
7.5.0 
46.8 
77.1 
46. 6 
72.9 
40.3 
78.4 
53.  5 
71. 9 
47.2 
78.  S 
47  0 
68.5 
48.6 
81.6 
49.4 


Unless  otherwise  noted  temperatures  noted  represent  extremes  for  24-hour  period  ending  in  late  afternoon.      2   Thermometers  read  in  morning,  maximum  set  back  to  pre- 
ceding date,    -i  Midnight  to  midnight.    ^  1 :30  a.  m.  to  1 :30  a.  m.    'i  At  a  fixed  hour  between  sunset  and  11 :00  p. m, 
'.   .  ',  etc..  indicate  respectively  I.  2  or  3  days  missing  from  record. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION 


Daily  Evaporation(incheB)  and  Wind  Movement mUes) 


September,   1943 


stations 


Pymatuning  Dam..  /  Evaporation. . . 
(a.m.)  \  Wind  movement 

Shaver  Creek /  Evaporation . 

(p.  m.)  \Wind  movement 

Wallenpaupaok..  . .  /  Evaporation . . . . 
(a.m.)  \  Wind  movement 


.225 
32 


204  .136 

7 


.199 
23 


.153.222.122 

70      881     40 


.026 
18 


,100 


.179].  126 
20l     24 


088;.  200 
5,     28 


.0081.180 

28!     15 


.093 
38 


26 


.012 
36 


.142 

21 


.113 
33 

.156 


.228 
35 


.137 
41 


.144 
6 


15 


16     17 


19     20 


21 


22 


23 


24     25 


26 


28     29 


31    Total 


.062  .123 
21      24 

.1581.100 
14      15 

149 


.  1371.  104 
25'     27 


.090.0891.117.072 

31;      9|    28      17 

.0541.1021.146.106 

351       6|       8i       2 

060.0871.114;.  127 

55      72     16!    42 


046j.076 
17      15 


.084 
1 


.078 
1 


.074 
18 


.118 
16 


.071!. 078 

18!     12 


.136|.116 

24l     10 


.1471.106 
57     53 


,018!.  0501. 091!. 0991.076 
17!     11      26;     13      14 


132. 118]. 0941. 128 

29!    llj      1!      3 

1271.146!   1721.117 
64     92     76     20 


164 
18 

.130 
32 


3  002 
695 

3.572 
357 

3. 442 
1352 


i 
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L.  F.  CONOVEK 
HABKISBURQ.  PA. 


Vol.  XLVIII. 


OCTOBEB.     1943. 


No.   10. 


QENBRAL  SUSIMABY. 

The  average  temperature  for  the  iState  was  again  well  below 
normal,  and  the  average  daily  deticiency,  acciuuulated  for  the 
year,  increased  to  0.8°.  Excepting  1940,  this  was  the  coolest 
October  since  1925,  but  the  absolute  extremes  for  the  month 
were  not  approached.  Freezing  temperatures  had  been  recorded 
at  all  but  a  few  stations  as  the  month  closed. 

Precipitation  was  considerably  above  normal,  reducing  the 
accumulated  deticiency  for  the  year  to  1.98  inches.  Rain  was 
general  on  the  first  two  days  of  the  month,  greatest  amounts 
falling  in  the  east  portion.  A  period  of  dry  weather  followed, 
but  after  the  13th,  precipitation  was  reported  by  all  stations  on 
more  than  60  per  cent  of  the  remaining  days.  Excessive  rain- 
fall was  reported  in  the  storm  of  the  15-16th  and,  more  gener- 
ally, in  the  storm  of  the  2o-26th.  The  first  storm  produced 
greatest  24-hour  measurements  at  western  stations  while  eastern 
stations  were  most  affected  by  the  latter.  Light  snow  was  gen- 
eral on  the  18th  north  and  west  of  the  mountains.  Sleet  and 
hail  were  reported  by  scattered  stations.  Thunderstorms  were 
reported,  generally,  on  the  16th  and,  at  some  points,  on  the  22d. 

A  small  tornado  passed  over  the  Lake  Wallenpaupack  section 
on  the  16th.  The  track,  about  eight  miles  long,  was  mainly  over 
a  wooded  area  so  that  comparatively  minor  damage  resulted. 

The  October  rainfall  was  61  per  cent  higher  than  the  total  for 
the  two  preceding  months.  The  drought  was  broken.  Wells 
and  springs  were  replenished.  Winter  grains  were  materially 
aided.  Pastures  were  revived  in  many  localities  although,  with 
the  season  so  far  advanced,  they  will  provide  little  feed  for  live- 
stock. In  some  places,  the  harvesting  of  late  crops  was  retarded 
by  too  nmch  rain.  Forest  fires  had  been  kept  at  a  mininmm 
during  the  early  autunm,  although  they  were  a  constant  and 
growing  threat.  This  threat  materialized  during  the  second 
week,  when  several  hundred  persistent  fires  broke  out  suddenly. 
They  were  brought  under  control  and  further  danger  was  eliui- 
inated  by  the  drenching  rains  during  the  latter  part  of  the  month. 

G.  w.  s. 


TEMPEKATURE. 


The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  76  stations  was  50.1°,  which  is  2.5°  below  the  56-year 
normal  for  October.  The  highest  morithly  mean  was  56.8°  at 
Marcus  Hook,  and  the  lowest  was  43.8°  at  Kane.  Extremes 
ranged  from  a  maximum  of  89°  at  Phoenixville,  on  the  7th,  to 
a  minimum  of  17°  at  Black  Moshannon  Airport,  on  the  6th. 


PKEOIPITATION. 

The  average  precipitation  for  tlie  State  as  deduced  from  the 
observations  at  203  stations  was  5.(53  inches,  wiiicii  is  2.35 
inches  above  the  56-ycar  normal  for  O(!tober.  The  greatest 
monthly  amount  was  10.68  inches  at  Pine  (jrove,  while  the  least 
was  2.15  inches  at  Lake  Lynn.  Tlie  greatest  amount  for  any 
24  consecutive  hours  was  3.73  inches  at  New  Park  on  the  25-26th. 

The  average  snowfall  for  the  State  was  0.3  inch,  which  is  0.1 
inch  above  the  56-year  normal.  The  greatest  monthly  snowfall 
was  8.2  inches  at  Erie.  The  greatest  fall  for  any  observational 
day  was  5.3  inches  at  Erie,  on  the  17th. 


1888. 
1 889. 
18911. 
1891. 
1192. 
1.193. 
1894. 
189^ 
1896. 
1897 . 
1898. 
Is99. 
19U0. 
1901. 

19U2. 
190a. 
1904. 
1905. 
1906. 
1907., 
1908., 
1909.. 
1910.. 
1911.. 
1912.. 
19IS.. 
1914.. 
1915.. 


1916. 
1917. 
1918. 
1W19. 
1920. 
1921. 
1922. 
1923. 
1924. 
1925. 
19.!6. 
1927. 
1928. 
1929. 


1930. 
1931. 
1932. 
1933. 
1934. 
1935. 
1936. 
1937. 
1938. 
1939. 
1940. 
1941. 
1942. 
1943. 


COMPARATIVE  DATA  FOR  OCTOBER 


Year 


Temperature 


Precipitation 


No.  of  day.s. 


o  ^ 


4(1.3 
47.3 
50.9 
50.6 
50.8 
53.0 
53.6 
47.3 
48.9 
54.2 
53,8 
54  6 
.58.6 
52.2 

53.1 
53.4 
50.6 
53.2 
52.0 
48.2 
54.6 
48.4 
55.6 
52.3 
54.2 
54.9 
56.4 
54.2 


52.1 
47.2 
55.5 
57.5 
57.6 
52.6 
54.8 
51.0 
52.9 
46.1 
51  9 
55.6 
55.1 
50.6 

50.8 
55.7 
.53.8 
51.6 
51. K 
53.0 
.54.0 
50.6 
54.5 


74 
83 
81 
91 
83 
91 
88 
76 
86 
95 
92 
94 
95 
83 

89 
91 
91 
90 
87 
87 
93 
87 
91 
83 
90 
88 
91 
85 


Period  , 


•53.6 

92 

15 

50.0 

85 

10 

57.0 

100 

19 

53.9 

88 

15 

50.1 

89 

17 

52.6 

100 

9 

4.02 
3.85 
5.87 
3.06 
0.72 
3.26 
4.26 
1.99 
3.19 
1.32 
5.20 
1.55 
2-74 
1.23 

4.64 
4.64 
2.87 
4.23 
4.46 
3.16 
1.95 
2.27 
1.91 
4.83 
2.74 
5.44 
2.35 
2.65 


2.25 
6.38 
3.17 
4.77 
1.67 
2.16 
2.51 
2.38 
0.28 
4.83 
4.51 
6.40 
1  78 
5.59 

0.99 
1.83 
5.31 
1.91 
1.46 
2.77 
3.69 
5.84 
1.81 
3.88 
2.03 
2.77 
4.51 
5.63 

3.28 


'J' 
0.2 
0.3 

T. 

T. 

T. 

T. 
0.3 

T. 

T. 

T. 
0 
0 

T. 

0.1 
0.1 

T. 

T. 
1.1 

T. 

T. 

T. 
0.5 

T. 

T. 
0.2 

T, 

T. 


T. 

1.7 

0 

0 

T. 

0 

T. 

T. 

0 

3.8 

0.2 

0.1 

0.1 

T. 

0.2 

T. 

T. 

T 
0.6 

T. 

T. 
0.1 

T. 

T. 
1.1 

T. 
0.1 
O.B 

0.2 


6 
9 
8 

9  f 
11 
8 
8 
8 


16 
14 
17 
11 

7 

9 
11 

6 
12 

9 
13 
10 
11 

6 

10 
11 

8 
10 
17 

7 

8 
11 

7 
13 

9 
15 
11 

9 


6 

11 
8 

14 
5 
7 
7 
8 
3 

17 

12 
9 
9 

11 


14 

6 

7 

7 

12 

15 

7 

II 

11 

13 

11 

16 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 


October,  1943 


stations 


Counties 


Atlantic  Drainage 


AUentown 

Altoona^5  W 

Bethlehem 

Burnt  Cabins-2  E 

Carlisle 

Chambersburg 

Coatesville.  ■■•■■••■ 
Curwen>ville-6  N  W . . . . 

Eagles  Mere 

Emporium 

Ephrata  

Everett-lSW 

Freeland ...      

George  School 

Gettysburg 

Gordon •  •  • 

Hanover.. .....•■;•••■ 

Harrisburg  Airport  . 

Hawley 

Holtwood 

Huntingdon 

Lancaster.... 

Lawrenceville 

Lebanon.......^ 

Lewistown-2  SW 

Lock  Haven 

Marcus  Hook 

Martinsburg 

Montrose....  ..•  ••••••• 

Mt.  Poco no  Airport . . 
Palmerton :•■••• 

Philadelphia  Airport. 
Philipsburgt-7  E 

Phoenixville 

Port  Clinton 

Quakertown 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg 

Tamarack  Twr 

Towauda 

Wellsboro 

Westchester 

Wilkes-Barre 

Williamsport 

Woodward-2  NE 

York 


Lehigh 

Blair 

Northampton.. 
Huntingdon . . . 
Cumberland . . . 

Franklin 

Chester..  

Cleartield 

Sullivan 

Cameron 

Lancaster 

Bedford  

Luzerne 

Bucks 

Adams 

Schuylkill 

York 

York 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon..    — 

Philadelphia . 

Centre   

Chester 

Schuylkill . . . . 

Bucks 

Berks 

Lackawanna.. 

Snyder 

Centre 

Monroe.    .   . . . 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming  .  . 

Centre 

Y'ork 


Division  mean. 


Ohio  Drainage 


Bradford 

Brookville 

Butler 

Clarion-3  SW. . 

Claysville 

Coudersport.... 

Derry  

Donora 

Ebensburg. 
Ford  City-4  SE. 

Franklin 

Greensburg-2  S, 

Indiana 

Johnstown 

Kane-1  N 

Meadville 

MidlaTid 


Olimatoloerical  Data  for  October.    1948 


■2 

8 

Temperature,  in 

0) 

s 

.§1 

a 

o  S 

""  !^ 

o 
1 

ft 

Cl 

eg  0) 

ID 

> 

fl 

«e 

aJi 

Cu 

S 

2 

a 

a 

254 
1,615 
364 
990 
473 
600 
i.ii 
2,  2t5 
2,020 
1,033 
365 
1,020 
1,970 
184 
553 
900 
600 
351 
9110 
200 
700 
255 
996 
469 
580 
5=17 
12 
1,493 
1. 176 
1,9H 
455 
10 
1,916 
lOU 
407 
480 
273 
746 
476 
1,217 
440 
2, 250 
54 
1,319 
410 
544 
550 
2,  2W 
400 


31 

56 
57 

2 
74 
46 
56 

1 

57 

46 

21 

50 

37 

70 

39 

39 

74 

25 

28 

56 

56 

46 

59 
5 

53 

17 

1 

38 

2 

25 

2 

1 

33 

5 

58 

73 

49 

53 

59 

29 

3 

49 

73 

94 

5 

57 

2 

56 


52.5 
50.0 
52.8 
49.(1 
52  4 
52.7 
53.0 
45  6 
46.0 
48.6 
53.5 
49  4 
48.2 
53.6 
54.0 
49.5 
53.0 
53.5 
49.2 
64.6 
51.2 
62.1 
49.5 
53.0 


-0.7 
-2.1 
-3.0 


-0 

7 

-0 

6 

-1 

0 

Mc  Kean 

•lefferson 

Butler 

Clarion 

Washington 
Potter 
Westmoreland  — 

Washington 

Cambria 

Armstrong 

Venango 

Westmoreland  — 

Indiana 

Cambria 

McKean 

Crawford 

Beaver 


New  (Castle Lawrence 


Pittsburgh  Airport. 
Putneyville-2  SE  . . 
PymatuDing  Dam. 

Ridgway 

Sharon 

Somerset 

Springs 

Uniontown 

Vandergrift..     — 

Warren     

Waynesburg 


Division  mean. 
[,nke  Drainage 


Erie 

State  mean. 


Allegheny 

Armstrong 

Crawford 

Elk 

Mercer 

Somerset 

Somerset 

Fayette 

Westmoreland. 

Warren 

Greene 


Erie. 


680 
400 
077 
114 
170 
653 
l.^'O 
761 
170 
950 
987 
160 
300 

e,bO 

750 
,06S 

780 

900 
,286 
,270 
•  O^'O 
,371 

940 
,190 
,  500 
,060 

825 
,190 
.100 


-1.5 
-1.3 

-2.6 
-1-0.6 
-1  8 
+0.5 
-1  3 
-3.2 
-1,3 
-0.1 
-1.8 
-1.5 
-1.5 
-1.0 
-0.7 


670 


61.3 

50,8 
49.1 
46.7 
46.9 
61.4 
54.0 
44.6 
56.4 
50.8 
50.4 
53.8 
50  4 
61.5 
49.8 

62  H 
45.2 
49.9 
45.2 

63  3 
51.3 
51.7 
46  2 
53.4 

50  8 


46.6 

46.2 
49.4 
48.8 
48.6 
46.4 
50.8 
63.7 
4,5.8 
48.7 
48.2 
49.6 


-2.2 
-2.7 


-2  4 


-0.5 
-1.5 


-0.1 
-2.7 
-1.9 
-1.7 
-1.4 
-1.4 
-1.6 
+0.9 


48.8 
43.8 
47  6 
51.0 
50.8 
51.2 


-0  9 
-3.7 
-1.3 

-6.9 

-(').'  7 

-1.8 


-3.0 
-3  6 


-5  6 
-0.6 
-3.4 
-2.1 
-4.1 


-3.0 
-4.6 


-4  9 


-3.2 


—1.8 
-2.9 


70 


47.2 
46.2 
53.4 
47.6 
46.2 
52  6 
51.4 
49.6 
51.4 

48.9 


51.0 
50.1 


-2.5 
0 
-1.7 
-3  3 
-2.2 
-2.5 
-1.4 
-3.5 

-3.7 


-2.4 
-2.5 


82 

81 

85 

80 

81 

82 

83 

74 

77 

82 

84 

81 

75 

82 

82 

79 
80 

84 

79 

79 

82 

78 

82 

83 

81' 

83 

82 

',9 

76 

76 

81 

82 

76 

89 

80 

78 

82 

78 

80 

80 

85 

75 

83 

81 

82 

811 

HI 

74 

85 

89 


77 

7« 

79 

80 

80 

82 

79 

83 

75 

79 

79 

80 

78* 

76 

75 

80 

79 

81 

78 

79 

80 

81 

83 

78 

76 

83 

81 

82 

81 


89 


Precipitation,  In  inches 
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7t 
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12 
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13 
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12 
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13 

1 
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8t 

7 

12 
12 
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13 

7t 
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12 
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29 
32 
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28 
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28 
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29 

23 

30 

27 

30 

30 

30 

25 

34 

35 

20 

37 

26 

28 

25 

29 

21 

29 

39 

30 

30 

•2.5 

28 
35 
17 
26 
26 
21 
34 
30 
29 
31 
26 
29 
25 
22 
32 
27 
30 
31 
28 

17 


19 

24 

26 

26 

26 

20 

■28 

32 

22 

26 

29 

23 

27" 

27 

19 

27 

33 


£"3 

Ol  S 

0.J3 
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No.  of  days 
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el 

0  o 


Observers 


11 

6t 
U 

5 
11 

5t 
11 
31 
20 
11 
11 

7 
11 
12 
11 

6t 
31 
11 
II 
31 
31 
31 

11 
31 

6 

11 

11 

6 

6 

U 

11 

11 

6 

11 

11 

11 

11 

6 
6t 

31 

11  I 

lit 

11 

lit 

31 

U 
6t 
5 

31 


7.64 
3.88 
6  09 
6.06 
7.32 
4.62 
7.62 
3.72 
9.06 
3.2811 
7.12 
4.19 
9  84 
6.28 
5.95 
10.  11 
8.03 
6.82 
6. 38 
6.67 
3.68 
7.46 
.5.60 
8.84 
6.  32|1 
7.41 
6.31 
3.11 
6  67 
8.6i 
6.70 
5.21 
5.12 
8.62 
7.85 
7.75 
6.76 
6.49 
7.72 
4.61 
6.89 
6.30 
6.64 
6  30 
7.10 
9.98 
8.29 
8.28 
8.10 

6.70 


+  4.09 
+0.69 
+2.74 


+  3  93 
+  1.55 
+  3.26 


+0  05 
+4.02 
+  1.53 
+  6.55 
+2.58 
+2.. 65 
+5.79 
+  6.09 
+  3  89 
+  3.02 
+  3.86 
+  0.61 
+  4.37 
+  2.77 
+  .5.  45 

+  4'28 
+3.39 


+  3.11 


-3.31 

+  2.40 


r5.00 
+3.88 
+  3.83 
+  3.64 
+  3.« 
-^4  15 
+  1.59 
+  3   15 


+3,73 
+  3.27 
+3.48 
+6,88 
+5.07 


+5.06 


2.00 
0.73 
2.13 
1  53 
2.67 
1.61 
2.35 
1.0*2 
2.29 
0.69 
2.87 

1  01 
2.60 

2  41 
2.48 
2.  26 
2  16 
2. 62 
2.70 
1.62 
0.74 
2.54 
1  28 
1.82 
1.43 
1,65 
1.67 
0,74 
1.85 
3.57 
2.19 
1.71 
1.21 
1  90 
2.10 
1.71 
2.62 
2.  .63 
1.32 
1.16 
1.65 
1.66 
1.89 
1.71 
1.85 
3.49 
2.10 
2.30 
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15-16 
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26 
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14-15 
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25-26 
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30-1 
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25-26 
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21 

6t 
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31 
21 

6 
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18 
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11 

6t 

5 

5 
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20 

6 

5t 

5t 
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5  00 

3.78 

3  70 

4.  10 

3.99 

2.71 
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3  61 

4.00 

2.78 

3.86 

3.57 

3.45 

4.08 

2.87 

3.20 

3.58 

3.67 

3.56 

3  31 

2.82 

2.96 

2.86 

2  49 

3.38 

5.82 

2.83 

3.54 


0 

0 

0 

0 

0 

0 

0 

6.0 

1.0 

T. 

T. 
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T. 

0 
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0 

T. 
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0 
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0 

T. 

0 

0 

0 
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T. 

1.0 
0 
0 
0 

T. 
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16      16 


+3.42     3.73   26-26     0.2     13     12 


+0,60 
-0  07 
+  2.13 
+0.54 
+0.60 
1-0.46 
+0.75 
+0.07 
+0.30 


+0,71 
-0.14 
+0  36 
+0.31 
+  0.02 
+  0.31 

+  0'40' 
+  1.06 


0.99 
1  03 
2.83 
1.34 
1  79 
0.81 
0.94 

0  74 
0.60 
1.28 
1.79 
0.8:3 

'6.'63 

1  05 
1.66 


+0.18 

0 
-0.26 
-0  34 
-0.88 
+0.39 
+  2.30 
+0.04 

+  0.26 


6.  40      +2.  41 
5. 63      +2.35 


1.03 

1.58 

1  80 
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0.66 

1.311 

0.68 

0.92 

0.88 
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0.79 
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15-16 
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Allent'n-Bethlehem  Gas  Co. 

City  of  Altoona. 

Lehigh  University. 

Penna.  Turnpike  Comm. 

Clarence  E.  Miller. 

William  B  Spear. 

Howard  L.  Pyle. 

U.  S.  Weather  Bureau. 

Carl  E.  Bigger. 

Mrs.  Helen  C.  Haas. 

Ira  J.  Keath. 

Penna.  Turnpike  Comm. 

Andrew  B.  Evansha. 

Prof.  N.  W.  Swayne. 

Dr.  Henry  Stewart. 

Miss  Sallie  M.  Johnson 

Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  Co. 

Prof.  Paul  R.  Yoder. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

Penna.  Dept.  of  Highway.s. 

William  R.  Kelley. 

Sun  Oil  Co. 

Civil  Aeronautic^  Authority 

Harry  S.  Fancher. 

U.  S.  Weather  Bureau. 

New  Jersev  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila. -Suburban  Water  Co. 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  S.  Weather  Bureau 

U.S.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E.  Swartz. 

Mrs.  M.  Ordelia  Parks. 

M.  S.  Bliss. 

Clyde  T.  Saylor. 

U.  S.  Communication  Sta. 

John  D.  McEwen. 

U.  8.  Weather  Bureau. 

York  Water  Co. 


City  Water  Dept. 

Civil  Aeronautics  Auth'y. 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

Philip  R.  Shaw. 

Miss  N.  Dixie  Wineman. 

Donora  Zinc  Works. 

Miss.  Emma  H.  Eastman. 

U.S.  Engineers. 

William  K.  Fuller. 

Westmoreland  Water  Co. 

Indiana  State  Teachers  Col. 

Robert  Tross. 

Spring  Water  Co. 
Citv  of  Meadville. 

Perrv  P.  Campbell. 

New  Cattle  Water  Co. 

U.  S.  Weather  Bureau. 

I'.S.  Engineers. 

Pa.  Dept.  Forests  &  Waters. 

West  Penn  Power  Co. 

Camegie-niinois  Steel  Corp. 

D.  L.  Grove. 

Allen  E.  Yoder. 

William  W.  Marsteller. 

Carnegielllinois  Steel  Corp. 

Merrill  L.  Jordan. 

Thomas  S  Knox. 


U.  S.  Weather  Bureau. 


--FoTcoop^ra^v^s^a^tl^n^dep-a^t;^;^!^^;^^ 
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sholn  in  the  Daily  Preci^itaUon  Ta^le^^  ^^^^  ^^^^^^^^^  ^,^^^^_  W.  B.  C.  PhUadelphl.12-18.43.976 
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CI>1MAT0I>()(;ICAL   DATA:    I'KNNSVI  A' AN  I  A   SKCIION 


Stations 


Counties 


Daily  Preolpltation  for  Octobor,  1943 

Day  of  month 


9 


10 


ATLANTH' 

DRAINAGK 
/Wiiiriii-f  HnMn 

Ul'l'KIt  Dki.awark 

IMngniftUS  Ferry-..  . 

Hawloy- 

Hollistervillo- 

l.aliovilli'-.^ . .   

MatHiiioras-' 

Mount  I'ocono '.■''... 
Pleasant  Mount}.... 

Stroiul^liurg 

Tanners  Kallst 

LKUUiH 

Aileutown- 

BetlileliemI 

Blalceslee  Cornerst. 

Gonldsboro- 

I.ansfonl- 

Mauch  Cliunlc 

New  Tripoli 

Palmertonl 

Ziousvillo. 


SlHlYl.KlI.I. 

Conshohocl^en... 
Frederieli^villei'. 

Freeland-.. 

Graterslord'-'  

Plioenixvilie-.  .. 

Port  Cliutou- 

Pottstowu- 

Pottsville^! 

Readinttt'   

Werner.^  ville 


LOUEH  Dei..\wark 

Coatesville" 

Doylestown 

George  Scliool'' 

Marcus  Hooli^ 

Ptiiladelptiia 

Airport  Statiout'.  . 

City  OUieet' 

Franlcliu  Inst.  ^  — 

Shawniout 

Quakertown 

\Ve>t  Chester 

West  Grove'-' 


Pilce 

Wayne 

Wayne 

Wavue 

Pike 

Monroe 

Wayne 

Monroe  . . . 
Wayne 


Lehigli 

N'rthanipton 
Monroe.   . 

Wayne 

Carbon . . 

Carhou 

Lehigh 

Carl)on.  . ., 
Lehigh,  .. 


MonlgDnierv 

Berks '. . 

Luzerne 

Montgomery 

Cliester 

Schuylkill... 
Montgomery. 
Scliuylkill  ... 

Berks 

Berks 


.26 
Ai 
.37 
.13 
1.49 
.51 
.42 
.35 


.69 

.83 

1.03 

.6; 

.6' 

1.5() 

1.81 

.99 

1.44 


^iisQiiehaiuKi  Hnsiii 
Chemuno 

.Austiuburgt 

Centerville"'! 

Covington''' 

La«  renceville , 

NoRrii  Bkanch 

Canton- 

Danville''^ 

Kellogg  MtTower2, 

.Millvillet 

Montrose'- 

Orwell'^ 

Park  Plaeel.  ■' 

Pikes  Creek} 

Rush'^ 

Scrantont' 

Susquehanna^ 

Tonanda 

Tunkhanuock} 

Wilkes-Barre^ 

West  Bkanch 

.\nsonla- 

Bald  Eaglet 

Carter  Camp} 

Cedar  Run2 

ClearfieldS 

Coalport'- 

Curwensville',^ 

Driftwood} 

Du  Bois.  7  E 

Dushore} 

Eagles  Mere2 

Emporium '-i 

English  Center} 

Galeton. , 

Karthaus'- 

Lock  Haven2 

Medix  Run* 

Philipshurgi.5,  7E^ 

Renovo- 

Shaffers  Path2 


Che.ster 

Bupks 

Bucks  

Delaware 

Philadelphia 
Philadelphia 
I'hiladelphia 
Philadelphia 

Bucks . . 

Chester 

Chester 


1.70 

1.07 

.26 

l.l!> 

'23 

.26 

1.24 

1  a4 
1.2a 

* 

1  48 


.50 


.58 
U92 
.63 
.SU 
.14 
.21 


2.04 
1.05 
1.33 


.03 


Tioga 

Bradford  . 

Tioga 

Tioga 


Bradford 

Montour.. 

Bradford., 

Columbia, 

Susquehanna 

Bradford 

Schuylkill . . . 

Luzerne 

Susiiuehanua 
Lackawanna 
Susquehanna 
Bradford  . 
Wyoming. 
Luzerne. . . 


1.25 

.20 
.39 


.12 
.14 
1.78 
1.15 
.16 
.29 
.08 
.52 
.73 
.67 


.40: 

* 

1.45 
.65 
.111 
.08 


1.44 
.73 
1.65 


T, 
T 

.08 
.07 
.31 
2.  23 
80 


.01 

.26 

1.15 


.26 


1.0 

l.f.9 


1.12 
T. 

.22 


45 


.80 
.05 
,06 

.081  T.  1 


Tioga  

Blair 

Potter,,.... 
Lycoming., 
Clearfield  . 
Clearfield.. 
Cleartield.. 

Cameron I  .  43i 

Cleartield j  .07 

Sullivan !  .81 

Sullivan I  .38]1.0fi 

Cameron 1  .34|  .02 

Lycoming...  .11.49' 

Potter IL20J  .54 

Clearfield....!  .28   .20' 

Clinton |  .691  .72^ 

Elk :    .17:.... 

Centre ,  .77^  T. 

Clinton 38i  .  70' 

Lycoming....!  .76,1.26! 


.771, 


.03 


15      16 


.10 
.06 
.23 
.15 

.32 
1.34 

.  12 
.66 


.59 


.35 


.02 


.08 
.04 
.09 
.15 
1.26 
.06 
.16 
.17 


1.05 

.43 
.17 


.77 
.53 
.73 
.52 
.92 
1.29 
.65 
,59 


9' 

43 

98 

61 

1,25 

1.31 

1.61 

2' 

1.22 


L25 


.25 


.28 
.80 
.46 
.49 
.91 
.49 
I  33 
1.01 
.78 


1.41 

7.S 

7fi 

1.05 

1.71 


1.16 
.13 
.75 
.60 

.8!) 
.73 
.71 
.69 
.93 
.76 
.1 


.73 
.59 
.45 
1.28 


I      I      ! 


.67 


.77 
.52 

1.13 
.33 

1  31 
.7' 
.64 
.81 


1.05 
.49 
.15 


.09 


20 


.95 


.82 
1.19 
T. 


T. 


.12 


.01 


.03 


.03 


.10 


26 


.02 


.06 


.HI 
1.85 
1.98 

''79 
2  39 


1.  52 
T 

33 
T 


LI2 
.47 
.51 
.05 

08 

.02 

.30 

^26 

.29 

L21 

■r'.' 

.67 
.8811.06 


.02 


.04 


.02 


T. 


,02 


T. 

.26 

.'oi, 

.321 
.15| 

tV" 

•24i 
.111. 


.05 


.02 


T. 


46 

34 

45 

48 

:!4 

3.57 

2.80 

1.65 

2.87 


...I  .12 
...I  .06 
...I  .06 
...|  .15 
.031  .01 
...     .11 


T. 


.02 


.05 


.04 


T. 


.23 
.  13 
..S3 

.06 
1,30 
,12 
.20 
.  16 
.45 
.28 


.10 

.'i42 
.01 

.05 
.25 
.07 
.04 
T 


6(1 

2.13 

2  9m 

,71 

.87 

2  05 

2.36 

18 

1.73 


2.20 
2.711 
2.96 
2.86 
2. 28 
.01 
.06 
1.24 
05 


29      HO      81 


2.35 
1.10 
2.41 

.42 

1.51 
1.65 
64 
1,14 
1,61 
1.63 
.87 


,58 


.09 
.73 
1.16 
.14 
.39 
.30 
.611    .29 


.96 
.40 

1.94 

1.77 
.20 

1.68 
.40 
.34 
.28 
.75 

1,21 
37; 


2.00 
.01 
.04 
.66 
,65 

1.41 
.73 
.01 

1.35 


2  53 
1 

2.60 
1.64 
.85 
2.10 
1.74 
2.30 
.02 
.10 


.20 

.27 
.33 
,43 
.10 
1  85 
1.  22 
1.0 
1.23 


.49 

1,7 

1,55 
,27 
.41 

« 

1  34 
1.65 
L68 


.06 
.95 

.20 
1-67 

.06 
.02 

1.84 
.9K 
.94 
.30 

1.57 


26 
I  83 
.70 

.88 


75 
70 

2.27 
.03 

1.83 

2. 12 
.11 
.Oi 
.7! 
T. 

2.00 
.82 
.04 
'1' 


L62 

04 

1.45 

.25 

.25 

T. 


1.16 

1.48 
1.3!) 
1.04 

1.71 
1.63 
1.21 
1.77 
1.71 
1.20 
.60 


.76. 
.93 

1.15 
,98 


89 
L40 
.04 

'.ii 


.67 
.98 
1.05 
1.21 
.73 
.75 
.71 
.63 


.52 
.55 
09!  -34 
141.44 


1 
.69 
.10 
.62 
1.08 
1.f5 


.04    .18. 


.01 

'il.4,^ 

.07i  .41il.39 


.33 


1  49 

1.  15 

16 


1.06 
.78 

1,46 
.03 

1,26 

1,33 

03 
1.54 

i.m 

.10 
.04 


.50 

.12 
.41 

.83 

't,' 

.72 
1.03 


.06 


.06 


.03 


6.34 
6.88 
7.88 
7.38 
6.11 
8.66 
7.19 
6.89 
6.24 


7.64 
6.09 
7.98 
7.34 
10. 27 
9.48 
8,67 
6.70 
9.05 


8.62 
9.68 
9.84 
8,34 
8.62 
7.85 
7.99 
9  42 
6.76 
8,81 


7.  62 
6.94 
6.28 
6  81 

5  21 
5.20 
7,44 
7.  .30 
7.75 
7.10 
6.88 


5.30 
6.  42 
6.44 
5.  CO 


6.  .56 
8.79 
8.65 
7,22 
6.67 
8  64 
10.12 
9.05 
7.99 
6.49 
5.21 
6.64 
6.99 
9.98 


,5.41 
3,02 
,5.66 
6.75 
2.  82 
3.00 
3.72 
4.fJ2 
3.04 
116.89 
9.05 
3.28 
6.69 
6.01 
3.68 
7.41 
3.50 
5.12 
5.58 
8.01 


Conttnued  on  page  73. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


October,  1943 


stations 


Daily  Precipitation  for  October,  1943 -Continued  from  page  72 


Counties 


Day  of  month 


West  Branch 
(continued) 

State  College!. ...; 

Tamarack  Tower^^ 

Wellsboro''^...  

Williamsport^ 

Juniata 

Altoona 

Bedford-'. ...••••••i--- 

Breeze  wood  Intch''. . . 

ButYalo  Mills^ 

Burnt  Cabins^ 

Charter  Oak!  ......... 

East  Waterford^,  3Ji.  . 

Everett- 

Huntingdon'^     

Lewistown- ; 

Loop  Mt.Tower^ 

M  apleton  Depot^ 

Martinsburg" 

Newport'^ 

Saxton''^.... 

Shade  Gapi 

LWK  Susquehanna 

Arendtsville'^ 

Bloserville....  ■•••;■••  • 
Blue  Mt.Int-,hg.. .".... 

Carlisle 

Columbia 

Ephrata... 

Glen  Rockl 

Gordon 

Hanover" ■  ••     •■ 

H  arrisburg  Arptl ' 

Holtwood^ 

Huntsdale''' 

Kirliwoodt 

Lancaster 

Lebanon''* 

ManadaGap 

Middletowno    

Millersburg; 

New  Park 

Penn  Nursery -i... 

Peter.'i  Mt,  Tower'* 

Pine  Grove''* ■ 

Ringtown''*.  1  SW 

Selinsgrove 

Shippensburg 

Sunbury''* ■ 

Williauistown'' 

Woodward!,  = 

York • 

York  Haven^ 

roloinac  Basin 

Chambersburg2 

Gettysburg  ...   

HewittJ,'2S 

Hyndman- 

McConnellsburg'*..   . 

Mercersburg •  ... 

South  Mt.  San't'm2  .. 
GULF  DRAINAGE 

Ohio  H<i!^n 
Allegheny 

Acmetonia^ 

Aliens  Mill.st 

Blairsville'- 

Boswem**,6W 

Bradford 

Brookville' 

Buckstownt 

Cherry  <;rovet 

Clarion^ 

Coudersport 

Derry 

Donegal 

Dnnlot 

EbenshurgS 

FordCity2.$'5 

Franklin2 

Glen  Hazel2,  1  NE.  . . 

Hoinet, 

Indiana 

Johnstown'' 

Kane^... 

LaurelHillTunnel^.. 

Lvfippus    

Marienvillet 

Meadville^ 

Mosgrove^ 

Parkers  Landing^.  . . 
Pittsburgh  Cty  Oft'.. 


Centre 81 

Clinton h6 

Tioga 41 

Lycoming 63 


Blair 

Bedford 

Bedford 

Bedford 

Huntingdon 
Huntingdon 

Perry 

Bedford  .  — 
Huntingdon 

Mifflin 

Huntingdon 
Huntingdon 

Blair. 

Perry 

Bedford 

Huntingdon 


2       3       4       5 


.80 

.7h 

1.08 


Adams 

Cumberland 

Franklin 

Cumberland. 
Lanca.ster — 
Lancaster.. . . 

York ,  

Schuylkill  ... 

York 

York 

Lancaster — 
Cumberland 
Lancaster..  . 
Lancaster, . . 

Lebanon 

Dauphin.... 
Dauphin.... 
Dauphin.... 

York 

Centre. 

Dauphin... 
Schuylkill.  . 
Schuylkill .. 
Snyder  .. 
Cumberland. 
N'umberland 

Dauphin 

Centre 

York 

York 


Franklin..  . 

Adams 

Bedford..  .  . 
Bedford  .   . . 

Fulton 

Franklin... . 
Franklin... 


Allegheny,.. 
Jefferson. ... 
Indiana  .... 
W'moreland 

McKean 

Jefl'erson 

Somerset 

Warren  

Clarion  

Erie 

W'moreland 
W'moreland. 

Cambria 

Cambria.  — 
Armstrong.. 
Venango — 

Elk 

Indiana 

Indiana 

Cambria. . . . 
McKean...  . 
W'moreland 
W'moreland 

Forest 

Crawford  — 
Armstrong.. . 
Armstrong.. . 
Allegheny . . . 


.30 


.03 
.05 

.'•28 
.28 

.'76 

.85 

"ig 

1.22 

02 


09 
58 
1.38 
1.58 
1.19 

tV 

88 

1.04 

T. 

.02 

55  1. 05 


.04 


.29 

.30 

1.10 

.'26 


T. 


.06 


12 


.01 


.39 
T 
.07 
.35 
.02   .10 


.09 


T. 


T. 


T. 


14 


15 


.49 


.53 

.60 

.20 

.38 

1.53 

26 

74 

1.01 

.'4 

.91 

.81 

.63 

.20 

1.06 

.77 

1.05 


16     17 


18 


19 


■20 


22 


51 
1.'25 
1.35 


.73 
.65 
.46 
.36 
.34 
.59 
.87 
.16 
.35 
.61 
.23 
.83 
.54 
.13 
.21 
1.39 


1  20 
.52 
.34 
.77 
.32 
.68 
T 

2.00 
.42 


1  00 

1.02 

64 

1.01 

15 

18 

15 

1.12 

1.10 

.60 

T. 

84 

T. 

.21 

.65 

.91 


.63 


67 

27 

03 

42 

1.08 

1.'24 

1.45 

.94 

.81 

.87 

1.10 

.81 

.57 

1.29 


.24 

1.57 

1.41 

1.17 

1.00 

.41 

1.16 

2.25 

.01 

1.10 

.24 

.16 

.  19 

.2 

.25 

.82 

.33 

1.25 

.70 


.20 


.80 


1.19 


.11 

..52 

.19 

1.20 

1.51 

.24 

.16 

1.14 

66 

14 


.22 
.62 
.27 
.63 
1.67 
1.21 
.89 


.16 
.19 
.15 
.13 
.29 

1.03 
.06 

1.37 


.22 


.33 


.03 


.16 
.11. 


L39 
.95 
.31 
.27 
.95 
.25 
.09 


"50 
.47 


.26 

.29 

.06 
.28 
.31 
.37 
.37 
.66 
.29  .19 
.09    .48 


09 
.20 
.40 
.01 
.25 
.20 
.18 
.14 
.12 
.21 
.23 
.30 
.10 
.40 
.16 
.20 
.41 
.84 


1.68 
.86 
.15 
.51  . 
.99 
.34 
.53 
.85 

1.34 
.53 
.94 
.55 
.82 
.18 

1 

1.79 
.63 
.88 


.07 


03 


T. 


.08 


.41 
1.0.S 

,  M 

15!  .80] 
.91  .60] 
.061.56J 
.33  1.441 

....1.441 
1.80    .401 


.30 

T 

.47 

.22 

.18 

.31 

.30 

.06 

.19 

.27 

.39 

.34 

T 

.07 
.05 
.44 


,44   T. 

.'51  '.'62 

.03 

.12 

.08 

.09 

.10 

.37 

.11 

.20 

.02 


.04  .24 

.061  .29 

T.  1  .44 

.05  .lOi 

.10!  .34 

.811  .03, 

.35  .01 
.541.... 

.Oil  .27 


23     24 


25 


26      27 


28 


.12 

T 

.10 

.06 

.13 

.01 

.22 

T 

.07 

.11 

.01 

'.'63 
.09 
.08 
.08 
.05 

'!6i 

.09 
.07 
.11 
.81 

,'23 
.08 
.24 
.02 
.10 


.01 


.04 


T. 


.04 


.05 


.08 


.03 


.02 


1.16 
.18 
.07 
.37 


01  .25... 

1.201  .011   .65|   .01 

1.71  .09    .851. 

2.10  .22    .96.. 


.58 
.61 
.80 
.73 

1.13 
.81 
.70 
.89 
.31 
.51 
.53 
.51 
.58 
.95 
.50 

1.04 


.02 


.02] . 


.06   .07 


1.16 

2.52 

1.18 

2.6 

3.0 

2.87 

2.50 

2.00 

2  15 

2.50 

LOO 

1. 10 

2/23 

2.54 

1.30 


2.43 

1.70 

1.85 

3.73 

.54 

1.00 

1.10 

35 

1.32 

1.17 

44 

89 

2.30 

2.86 

1.80 


1.78 
.21 

'.'30 
.33 

.10 

'92 

1.58 

01 

1.62 

1.99 

'!53 
1.82 
.2 
.10 
.10 
.2 
1.42 
1.74 
2.06 
2.  73 
77 
32 
2.01 
1  57 
.07 
.45 


.40 

2.48 
.41 
.46 
.72 

• 

.66 


.06 


05    .18 

28 

10 

43 

44 

36 

20 

50 

27 

58 

57 

04 

85 

48 

66 

24    .06 

70l 


131....'  4.61 

.02]  6.30 

T.  6.30 

.10  8.29 


.04 


.03i, 


.05 


.06 

.041 
.12 
.10 
.27 
.12 

'.'14 
.07 


3.88 
4.18 
3.70 
3.33 
6.06 
3.8H 
7.38 
4.19 
3.68 
6.32 
4  93 
4.88 
3.11 
8.31 
3.66 
6.11 


1.10 
.09 

* 

,60 
12 
.03 
.15 
.40 
.41 
.11 
.26 


.99 
.65 

';26 
.85 
1.85 
1.83 


.  40   .  12 


.26  ....!.... 
.07   .011.... 

.15....J.... 

.25;....    .... 

.15  .01.... 
.43'  .03.... 
.391  .02.... 

.37|....  ... 

.01....   T. 


.211  .14i 
.241  .02 
.121  .18 
.041  .24 
.271, 


02  .54 
,22 
20 

01    T.  1 

.01    T. 

.42 

•  { 

,...!  .63| 
.081  .26 
.10|  .83; 
T.     .571 

....'   .38! 


.07i. 
.051 . 
.03'. 
.021. 
.Oil. 
.07  . 

.:"!• 

T.  1. 


.06 


.03 

.02 

.03 

.04 

.04 

.05 

T. 

.09 

.05 
.63 

.72 
.37 
1,14 

.03 
T. 

.92 
.92 

.'65 
.60 


.031. 


.09  . 
.02, 


fi.  17 
7.  56 
4.97 
7.  32 
8.39 

7  12 
7.63 

10.11 
8.03 
6.82 
6.67 
7.46 
$ 
7.46 
8.84 
8.86 
5.73 
6.68 

8  73 
loj  116.81 
141     8.37 

10.68 
10.19 
7.72 
5.(11 
8.77 
8.35 
8.28 
8.10 
7.  HI 


.10....;  .03 

T.  I.... 


.10 


.14:  .101  T.  .01 
....  .06  .02,  .08, 
....    .02....  .   . 

T.     .081    0*    .57 


.36 
.16 

.20 

.32 

.01 
2.721  .061 
.'261  .06]  .07 
.27j....,  .28 
.24l,...l  .06| 
.  20|  T.  i . . .  j 
.  15, . . . .  .  59| 
.44  .30I.... 
.46  .36|.... 
.76  .22,... 
.38  T.  ,  T. 


.12 


.06 


T.  ; 

.14  , 
T. 


.38 


.07 


T. 


4.  (;2 

5.95 
3  41 
3  18 
5.82 
4.86 
5.15 


4.06 
3  17 
3.79 
4.49 
3.91 
3.20 
3.49 
4.96 

4.10 
3  99 
3.13 
3.51 
113.62 
3.61 
4.00 
3  12 
3.12 
3.86 
3.57 
3.46 
4.42 
3.02 
4.04 
4.08 
3.75 
3.75 
3.93 


Continued  on  page  74. 
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CLIMATOLOGICAL  DATA:   I'KNNSVI AAM A   SKCTION 


Daily  Precipitation  for  October,  194a-Coutlnuo(l  from  I'ago  7a 


Day  of  inuutli 


Stattous 


All.KciHKNY 
((.•DlltlllUeCl) 

Port  AlloganyS  . 
Puiixviitawnov-' . 
Pwiioyville-  ifll... 

Kulgwaya 

Saltslnirg* 

Sewaril- 

SniotliporlJ 

Stroiigstowtil 

Tiouota  Uamt... 
Titu-villo.  iS..  ... 

UuiouCityt 

Vauilergrift  ^ 

Warron- 

YiiungsvUlet 

Miin<inc;ahri.a 


('ountu\>i 


Confluence  - 

ConiiellsviUe- 

Douora'' 

Greeu.'-boro- 

Greeiisburg 

Irwin 

Meyersdale- 

Murrvsvillet 

NewelH 

Pitt-burgh  .A.rpt.Ji 
Kioes  Lauding-.. . . 

Somerset 

Springs*' 

rniontown 

Waynesburg 

Bkaver 

Beaver  Falls^ 

Butler 

Greenville 

Mercer'' 

New  Castle 

Penn  Line- 

Pyinatuniug  Dani2 
Siiarou- 


Ohio 

Claysville^ 

Coraopolis^ 

Midland-' 

Mt.  Lebanon'' 

Washingtout 

L.\KE 

DRAINAGE 

Brief 

RaynioiuU 


MoKoan 

JolTer-on 

.\rnistrong 

Klk 

Indiana 

Indiana 

MeKean 

Indiana 

Fore-t 

Crawford 

Krie 

Westmoreland. 

Warren     

Warren 


Somerset 

Fayeite 

Washington.... 

Greene 

Westmoreland. 
Westmoreland. 

Somerset 

Westmoreland. 

Fayette 

Allegheny 

Greene 

Somerset 

Somerset 

Fayette  

Greene 


Beaver 

Butler 

Mercer 

Mercer 

Lawrence... 
Crawford . . . 
Crawford . . . 
Mercer 


Washington . 
AUeghefly  ..'. 

Beaver.. . 

Allegheny  .. . 
Washington  . 


.04 


T.     T. 

.20 

.o-.> . 

.0.S 


.26 


01  .... 


Erie... 
Potter.. 


.'' T.' 
T."62 


T. 


10     11     12     18 


..IT. 


14     16 


16 


.04 
.09 
.41 

.08 
T. 
.VI 
.26 

2.05 
.38 

1.42 
.53 
.07 

1.60 


.03    .23 


.64 

.50 
1.19 
.56 
.74 
.19 
.52 
• 

.48 
1. 

.78 

.!)8 
2.70 

72 


17     18     19 


07 
.74 
.12 
.30 
.38 
28 

1.01 
T 

1.50 
Ofi 


25    .57 


.37 
.64 
.42 
.68 
.83 

1.03 
.16 
.64 
.9-r> 
.41 

1.56 
.44 
.52 
.8' 
.79 


1.44 
2.33 
1.64 
1.61 
1.50 
1.74 
1.61 
1.30 


.40 

.32 

T 

.30 

.04 

.01 

.25 

'.'25 

T 

.30 

.03 

.01 

.01 


.25 


.35  T. 


.29  ....11.791  .43 
.26   .ff2|l  51|  .25 


.23   .031  03 

.34  1.n0j  .90 
.201.38    .28 


.08 


2.12 


1.14 
.49 


20     21     22     28     24     26 


.09 


39   T. 


T. 


.10 
.29 
.26 
22   T. 
.11 


.88   .50 
.15 


T. 


.07 


,07 


.04 


.02 


26     27  I  28  I  29  I  30  I  81 


62|  .02 
.22 
.27 
.4.>( 
.03 
.06 
.09 


.01 


T. 


.10 

.01;  T. 
08 


.021   .09 
....I  .19 


15 
1.03 


.02)  T. 

...    .06 
...    .07 
02(  T. 
.38 
.54 

.18 


.16. 


.30 


.65 
1.05 


.22 


.08 


.22 


.01  ... 


3.48 
2.88 
8.67 
8.81 
8.09 
3.18 


4.69 
8.72 
4.82 
8.88 
6.82 
4.36 


3.11 
2.18 
2.71 
2.23 
2.78 
3.09 
2.64 
3.44 
2.52 
3.68 
3.15 
2.96 
2.86 
2.49 
2.83 


3.50 
5.00 
3.40 
3.46 
3.20 
4.17 
3.56 
2.82 


3.70 
3.46 
2.87 
3.72 
3.25 


6.40 
4.97 


Lxcept  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  First  order  ^Veather  Bureau  station :  precipitation  is  for  24-hour  period,  midnight  to  midnight,  unless  otherwise  indicated.  2  Precipitation  measured  in  the 
morning;  amount  then  recorded  is  for  the  preceding  24  hours.  »  Precipitation  for  period,  midnight  to  midnight.  4  Precipitation  for  period,  noon  to  noon.  5  Precipitation 
for  penod.  1 : 30  a.  m.  of  date  on  which  amount  is  recorded  to  1 :30  a.  m.  following  date.  «  Observation  taken  at  a  fixed  hour  between  sunset  and  11 :00  p.m.  t  Precipitation 
measured  wuh  rec^ording  gage,  midnight  to  midnight.  *  Included  in  next  measurement.  ^  Incomplete  or  missing,  t  Daily  amounts  inconsistent.  T.  ( trace),  when  pre- 
cipitation is  ess  than  .01  incli  ||  Record  partially  estimated.  *'  Boswell  was  formerly  Laurel  Hill  Summit.  ^  Ford  City  was  formerly  Crooked  Creek  Dam. 
nil  Putneyville  was  formerly  Mahoning  Dam. 


PRESSURE,  WIND.  HUMIDITY  AND  SUNSHINE. 


Atmospheric  pressure 
(reduced  to  sea  level); 


Wind'* 


Stations 


bo 

5 


!     i 


ol    3 


Erie 30.49  6 

Harrisburg 30.  50  6 

Philadelphia  ....  30.  49  !  11 

Philipsburg '  30.52  J  6 

Pittsburgh 30.49  1  6 

Reading 30.53  ;  11 

Scranton 30.  58  !  6 


29.45 
29.  37 
29.  39 
29.37 
29.  46 
29.  36 
29.  38 


<f    g| 


8.6 
7.6 
9.7 

10.1 
9.9 

11.2 
6.7 


24     w. 

29 

32    I     MH 

47«i  sw. 

26  t  nw. 
34  !  e. 
21  1  se. 


Relative 
Humidity 


17  I  84  ... 

16  j  81  I  58 

26  :  84  i  54 

16  I  94  I  66 

83  ;  57 


22 

1  i  78  [  53 
16  !  85  1  63- 


43 
46 
39  1 


432 

356 
279 
633 
430 
348 
452 


I  Y?l^^'^  five-minute  period.  ••  Corrected  to  true  velocities. 

T  11 :00  a.m.       :4:00p.m.        ?  Also  other  dates.       •  One-njinute  interval. 


Stations 


BIVER  CONDITIONS 


Port  Jervis,  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley.(nr)  Lock  No.  5. 

Sutersville 

CharleroiCnr.),  Lock  No.  4 

Pittsburgh 

Midland.  Dam  No.  7 


Rivers 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongaliela 

Ohio 

Ohio 


2.0 
1.3 
3.0 
3.4 
2.8 
0.8 
3.5 
3.5 

11.8 
2.7 

10.7 


•  Pool  stage. 


5.3 

29 

0.8 

m 

7.8 

29 

-0.2 

12 

6.3 

27 

2.3 

u 

9.2 

27 

2.5 

;5 

14.3 

30 

1.0 

14 

5.8 

29 

-0.2 

12t 

0.4 

27 

3.0 

8  ! 

6.9 

30 

2.9 

13  1 

12.9 

31 

n.4 

1 

3.1 

28 

2.2 

7  ! 

11.1 

27 

10.4 

11 ! 

• 

• 

• 



• 

18 

22 

1) 

13 

22 
20 
22 
17 
24 
20 
30 
25 
30 


t  On  other  days  also. 


75 


CLIMATOLOGIUAL  DATA:   PENNSYLVANIA  SECTION. 


October,  1943 


Daily  Temperatures  for  October,  1943 


Stations 


AllentownS 

Altoona  

ArendtsviUe^ 

Bethlehem^ 

Blue  Mt.  Interchange^ 

Bradford •/ 

Breezewood  Intcbg^.. 

Brookville^ 

Burnt  Cabins'* 

Butler 

Carlisle 

ChambersburgB 

Clarion^ 

Claysville^ 

Coatesville'' 

Columbia. 

Coudersport 

Curwensville-"' 

Derry 

DonoraS , 

Eagles  Mere  ^ 

Ebensburg^ 

Emporium 

Ephrata 

Erie^ 

Everett^ 

Ford  CityS 

Franklin^ 

Fredericksville 

Freeland 

George  School« 

Gettysburg 

Gordon 

Greensburg 

Hanover- 

Harrisburg^.    .. 

Hawley 

Holtwood^ 

Huntingdon.  ... 


/  Maximum.. 
\  Minimum.. 
/  Maximum.. 
\  Minimum.. 
(  Maximum.. 

V  Minimum.. 
t  Maximum.. 
\  Minimum.. 
/  Maximum.. 

V  Minimum.. 
I  Mi\xinuni).. 
\  Minimum .. 

.Slaximum., 

Miuinuim.. 

.Maxii.Mum. 

Minimum.. 
/  Maximum. 
\  Minimnni.. 
(  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
(  Maximum. 

V  Minimum. 
/  Maximum. 

V  Minimum. 
(  Maximum. 

V  Minimum. 
/  Maxinuim. 
\  Minimum. 
(  Maximum 

V  Minimum. 
(  .viaximum.... 
\  Minimum  — 
(  Maximum.... 

V  Minimum.. . 

.  I  Maximum... 

V  Minimum.. . 
.  (  Maximum... 

\  Mminuim.. . 
.  /  Maximum... 

V  .Mi\iimuni.. . 
.  I  Maximum... 

\  Minimum.. . 

i  Maximum... 
Minimum... 
Maximum... 
Mininunn  ... 
Mrtximum... 
\linimum .. . 
.  /  Maximum... 
\ Minimum.. . 
.  (  .Maximum... 
V. Minimum.  .. 
.  /  Maximum... 
\  Minimum.. . 
.  /  Maximum... 
\  Minimum.. 
,.  /  .Maximum.. 
\  Minimum.. 


Maximum.. 

Minimum.. 

Maximum.. 

Miniuuun.. 

Maximum.. 

Minimum.. 

Maximum.. 

Minimum.. 

Maximum.. 

Minimum.. 

\laximum.. 

Minimum.. 

Ma  ximum.. 
,  Minimum.. 
)  Maximum.. 
\  Minimum.. 

.Maximum.. 

Minimum.. 


•••( 
•••{ 


■  ■■) 

\ 


Indiana |  Maximum.. 

\  Minimum.. 
Irwin  (Maximum.. 

\  Minimum.. 
JohnstownS.  |-.laximuro.. 

\  .Minimum.. 
KaueS /  Maximum. 

V  Minimum.. 
Lancaster /  Maximum. 

\  Minimum . 

Lawreneeville /  Maximum. 

\  Minimum. 
Lebanon^ /Maximum. 

\  Minimum. 
Lewistowu2 /  Maximum. 

^  Minimum. 
Lock  Haven6 /  Maximum. 

\  Minimum. 
Marcus  HookS.. i  \|aximum. 

»  Minimum. 


Continued  on  page  76, 


Oci\>HKi{,   1948 


(MJ.M.\'l()l,()(il(\\L   DATA:    I'KNNSVLV ANI A  SKCTION 


7f5 


Daily  Temperatures  for  Ootober,   1943    (•()iitimi.<i  rrom  piign  , 


Stotious 


Marttnsbuiv* /  iMaximum. 

\  Mliiimuni. 

Mauoh  Chunk /  MiKiimiin. 

\  Miiiinuiiii. 

Meadvlllo^ I  Miixiimiin.. 

V  \|niiimiin.. 

Mercer* /  Miwiimini.. 

\  Mininnnii.. 

MMdletown* /  vinxiimin).. 

\  Miiiiimini  . 

Midlaud-'* /  Maximum.. 

\  .Miniimiii).. 

Montrose''' /  Mnxinunn.. 

\  Minimum.. 

Mt.  Lebanon'' I  Muximum.. 

I  Miiiiinuin.. 

Mt.  Pocouo* (  Maxiiimm.. 

>  .Minimum.. 

New  Castle I  .Maximum.. 

\  Minimum.. 

Palmerton-' /  .Maximum.. 

(  .Minimum.. 

Park  Place-'' (  Maximum.. 

I  .Miuimuro. 
Philadelphia 

Airport  Station''  /  ^laximum.. 

I,  .Minimum.. , 

City  Office'' /  Maximum.., 

I,  .Minimum.. . 

Franklin  Institute*. .  I  ^laximum... 

\  .Minimum.. . 

Sliawmont (.Maximum... 

\  .Minimum.. . 

Philipsburg'"' )  Maximum... 

I  Minimum.   . 

Phoenixville )  .Maximum... 

(  .\Iinimum..  . 

Pittsburgh  Arpt  Sta.''..(  Maximum... 

V  'liiiimum... 

Pittsburgh  City  Office^  /  Maximum... 

\  .Minimum.. . 

Port  Clinton*  (  Maximum... 

\  MinimuTii.. . 

Putney  vine's /  .Maximum... 

»  Minimum.. . 

Pymatuning  Dam2...  r  Maximum... 

\  Minimum., . 

Quakertown   /  '^laximum... 

\  ^iinimuni.. . 

Reading^ /  Maximum... 

I  Minimum.. . 

Ridgway'-i /  Maximum... 

\  Mininnim.  . 

ScrantonS l  Maximum... 

\  ^linimum.. 

Selinsgrove /  Maximum... 

\  \linimum.. . 

Sharou (  Maximum .. . 

\  -Minimum.. . 

Somerset /  Maximum... 

V  Minimum.. ., 

SpringsS I  Maximum..., 

\  Jlinimum.. . , 

State  College^ /  Maximum.... 

^  Minimum 

Stroudsburg (  .Maximum... . 

\  -Minimum 

Tamarack'^ /  -Maximum... . 

>  Minimum..  . . 
Towanda (  Maximum... . 

\  -Minimum 

Uniontown /  -Maximum... . 

\  Minimum.. . . 
Vandergrift  3 /  .Maximum... . 

\  .Minimum 

Warren /  Maximum... . 

I  Minimum.. . . 
Wayuesburg /  .^laximum..  . 

\  -Minimum.. . . 
Wellsboro2 (  Maximum... . 

\ -Minimum 

West  Chester /-Maximum.... 

„,.„  \-VIinimum 

Wilkes-BarreS /  .Maximum... . 

I  Minimum 

VNUiiamsport /.Maximum.... 

,„     J  I  Minimum 

woodward-' i  Maximum... . 

„    ,  \  Minimum 

^ork i  JIaxiraum... . 

\  Minimum 


61 

61 
64 

71 
44 

1  76 
49 

I     63 

I     SC. 

I  77 
51 

i  ^'^ 
I  71 
5fi 
5>) 
51 
79 
46 
6;Si 
■'i4| 
58 
55 

66 
56 
6fi 
57 
66 
50 
66 
65 
60 
5> 
68 
55 
70 
.'i5 
73 
57 
65 
55 
75l 

'74I 
43| 
fi5j 
5I1 
641 
.=16 
75i 
41 
6.'i 
.55 
70 
53 
83 
53i 
69 
51- 
62! 
52) 
61 
54 1 
66 
54 


63 

45 
61 

58 
65 
60 
76! 

44 

72 

52 

70| 

.52i 

60 

62 

70 

.il 

59 

80 

78 

51 

68 

56 

60 

46 

75 
58 
75 
58 
74 
62 
74 
60 
65 
S2 
84 
.59 
70 
51 
70 
52 
70 
58 
72 

65 

48 

71 

56 

71 

57 

65 

50 

65 

53 

72 

5' 

79 

55 

68 

49 

62 

51 

64 

48 

72 

60 


61 
49 
65 
53 
74 
55; 
751 
51 

74; 

451 

76  i  73, 

46  46i 


5i 

3 

5S 

38 

64 

44 

60 

44 

4 

43 

60 

n 
55 
39 

70 
37 
60 
46 
51 
39 

67 
50 
67 
52 
66 
54 
68 
53 
56 
31 
76 
49 
59 
44 
61 
46 
60 
47 
57 

"55 

39 

65 

45 

65 

47 

551 

34 

53 

44 

66 

39 

70 

46i 

641  56 

31  31 

57!  55 

31 

58j 

42 

71 

42 


57 

36 

59 

40 

67 

33 

68 

31 

63 

42 

58 

38 

54 

36 

59 

38 

53 

35 

61 

32 

61 

43 

53 

36 

62 

47 
62 
5' 
61 
48' 
63 
48 
.56 
24 
70 
48 
58 
39 
60 
42 
60 
41 
61 

'57 
29 
60 
44 
65 
46 
.59 
28 
58 
40 
62 
41 
60 
40 


52|  36 

66!  58 

56|  40 

68 

36 

491 
45 
671 
501 


60]  59' 
451  39| 
59! 
46j 

51 ! 

39 

n, 

42, 


55 
31 
58 
32 
61 
30 
64 
32 
62 
32 
64 
2' 
56 
27 
62 
38 
57 
30 
62|  64 
371  32| 
54  54 


7ft 
42 

75 
30 
80 
27 
76 
33 
76 
86 
75 
40 
76 
34 
79 
43 
76 
43 
78 
36 
81 
35 
73 
50 

79 
45 
80 
50 
80 
47 
80 
41 
74 
35 
89 
35 
76 
42 
78 
44 
78 
30 
79 


9  10 


45  44 


72 
2.=' 
63 
25 
68 
36 
73 
24 
67 
30 
66 
30 
76 
31 
74 
35 
69 
26 
70 
.32 
70 
27 

67I 

32| 

73! 

•28' 

67 

30 

67 

31 

75 

27I 

73 

27 

38 

24 

67 

35 

67 

28 

70 

30 

62 

34i 

"i 
31 


80 

28 

76 

33 

80 

46 

80 

24 

78 

3 

80 

.32 

82 

41 

73 

35 

70 

29 

T 

44 

84 

33 

75 
34 
82 
31 
74 
35 
79 
34 
82 
34 
76 
31 
49 
27 
79 
41 
79 
34 


35] 
74i 
49 

82!   gg 

35  39 


49 

78 
40 
80i 
40; 

72, 


61 
43 
61 
47 
67 
36 
66 
34 
62 
40 
67 
46 
56 
36 
67 
47 
59 
29 
74 
43 
60 
32 
86 
36 

58 
40 
65 
47 

54 
49 
65 

48 
55 
2K 


12  13 


69 

31 

56 

22 

78 

SO 

70 

32 

62 

38 

70 

42 

,59 

32 

72 

43 

68 

25 

72 

31 

61 

■28 

54 

33 

60 
35 
62 
41 
60 
42 
61 
33 
56 
37 
64 
21 
70 
44 
72 
44 
60 
26 
69 


70 

34 

61 

■27 

79 

3 

77 

41 

69 

38 

79 

43 

67 

38 

72 

41 

66 

31 

81 

36 

67 

33 

62 

39 

67 

3 

67 

4.1 

67 

42 

68 

36 

68 

32 

70 

29 

76 

45 

76 

45 

64 

■2» 

77 


69 
38 
65 
33 

76| 

38 

74 

3 

72 

39 

78 

45 

68 

37 

78 

47 

6') 

38 

79 

37 

70 

37 

62 

45 

71 
40 
73 
50 
72 
46 
70 
39 
66 
36 
73 
32 
78 
49 
78 
46 
69 
33 
76 


14  16 


50  46 
83 
42 


46;  '27 

681  68 
38  30 

55!  57; 
35| 
66 
29 


76 

40 
68 
29 
71 
40 

2 

72 

37 

70 

36 

81 

44 

71 

•26 

69 

31 

69 

87 

72 

35 

66 
37 
75 
•29 
83 
42 
81 
35 
78 
36 
81 
36 
70 
24 
71 
39 
72 
35 
69:  70 
30i  35 
66:  64 


67 
46 

72 
45 
73 
56 
62 
26 
68 
55 
78 
40 
80 
50 
66 
54 
60 
50 
64 
56 
73 
45 

58 
45 
67 
53 
75 
60 
67 
57 
68 
54 
77 
57 
65 
27 
76 
51 
68 
54 
68 
54 
58 
50 
72 
55 


66 

56 

69 

58 

64 

3 

60 

38 

75 

62 

55 

41 

67 

51 

58 

4' 

66 

67 

66 

3f 

72 

63 

64 

58 

72 
57 
70 
62 
70 
62 
74 
57 
59 
52 
72 
45 
60 
50 
61 
52 
71 
58 
58 


16 


"f 


18  19 


61 

38 

6.^ 

69 

51 

40 

60 

34 

74 

47 

53 

39 

66 

50 

59 

37 

6: 

4 

62 

48 

71 

49 

61 

40 

75 
52 
73 

53 
76 
63 
75 
61 
58 
35 
78 
62 
54 
36 
56 
38 
68 
58 
58 


55 
33 
72 
56 
73 
62 
58 
43 
72 
61 
72 
3>< 
6> 
41 
65 
54 
62 
53 
61 
56 
73 
57 

55 

51 
62 
53 
68 
55 
59 
51 
60 
41 
61 
50 
54 
52 
72 
57 
73 
60 
65i 
.56 
63i 
.541 
711 
60 


40 
36 


89 
32 
31 
■26 
61 
42 
43 
37 
44 
87 
41 
35 
47 
36 
51 
35 
49 
42 
40 
34 

52 
45 
53 
45 
51 
46 
62 
-16 
37 
32 
68 
45 
40 
36 
42 
38 
48 
43 
46 


42 

33 

641 

311 

39 

32 

41 

29 

54 

40 

4S 

38 

46 

34 

46 

35 

42 

33 

48 

37 

50 

40 

45 

34 

54 
44 
83 
46 
54 
45 
55 
43 
41 
31 
70 
41 
45 
35 
47 
37 
51 
34 
41 


20  21  22 


41 

37 
49 
37 
44 

33 
42 
34 
50 
40 
46 
37 
43 
32 
43 
36 
44 
34 
43 
36 
61 
40 
43 
31 

54 
41 
53 
42 
53 
42 
54 
40 
40 
34 
62 
37 
43 
37 
45 
40 
50 
34 
45 


65 

38 
61 
36 
56 
37 
54 
27 
61 
42 
65 
39 
42 
34 
55 
40 
40 
31 
59 
38 
53 
10 
60 
33 

58 
41 
58 
44 
57 
42 
57 
41 
54 
31 
67 
37 
67 
41| 
57 
42 
57 
38 
57 


68 

83| 

68 

39 

70 

28 

67 

27 

68 

89 

65 

33 

62 

34 

71 

30 

661 

.36 

70 

28 

&' 

40 

58 

38 

66 
40 
67 
47 
67 
44 
6' 
43 
61 
23 
70 
39 
72 
38 
72 
36 
61 
38 
68 


57'     62l 
31      37' 


401 

36!  32:  32i  32! 
70i  61 1  55!  50 
60!    391    34     401 


86 

46 
60 
32! 

50! 
■28! 

% 
60| 
4-1 
58 
47 
88 
33 
58| 
46l 
51, 
35! 
68 
16 
56 
39 
48 
42 

58 

45 

57 

50 

5 

48 

5S 

43 

54 

42 

75 

34 

59 

46 

58 

49 


28  24  26  26 


49 


50 
30 
55 
34 
56 
46 
51 
26 
55 
37 
60 
38 
71 
51 
57 
44 
60 
43 
51 
47 
65 
33 

48 

34 

60 

34 

65 

51 

58 

47 

59 

42 

72 

49 

58 

29 

56 

44 

54 

38! 

581  53 

41!  45i 


48] 

411 
63) 

40 
481 
40 
47 

;i4 

65 

41 

53 

44 

45 

37 

53 

42 

4 

86 

50 

43 

58 

43 

48 

37 

56 
41 
56 
45 
56 
45 
56 
38 
44 
37 
69 
35 
50 
43 
52 
45 
55 
40 
50 


.52 
31 
54 
40 
55 
44 
48 
42 
50 
4i 
55 
46 
52 
49 
44 
40 
44 
39 
49 
45 
57 
32 

43 

40 
52 
42 
51 
45 
51 
46 
49 
40 
49 
44 
46 
41 
55 
48 
54 
42 


41 
37 

48 

37, 

41 

381 

38 

35 

481 

41 

48 

39 

41 

35 

46 

38 

38 

.32 

50 

41 

44 

39 

37 

33 

49 
44 
50 
45 
48 
45 
55 
42 
38 
33 
64 
33 
43 
38 
44 
40 
64 
39 
48 


47 
40 
56 
36 
55 
43 
48 
88 
49 
43 
54 
40 
51 
47 
47 
39 
43 
38 
48 
42 
57 
39 

44 
86 
52 

42 
48 
44 
52 
44 
47 
40 
53 
43 
49 
39 
55 
37 
52! 
451 
.59! 
41 


1!  60! 

49 

43: 

44 

1  ,38 

43 

35 

36 

!  69 

69 

57 

.55; 

t  37 

39 

42 

34, 

i 

I  I  MeaD 


84 
38 

52 
41 
46 
36 
44 
35 
5:^ 
•4V 
4H 
39 
51 
33 
4=) 
37 
51 
40 
44 
38 
54 
14 
47 
37 

66 

51  i 

55 

51 

54 

48 

•M 

46 

47 

35 

58 

44 

44 

3' 

47 

.39 

50 

41 

46 


6BJ  64| 
36,  81 1 


481  84 


62 
38 
.59 
40 
63 
46 
59 
39 
58 
44 
62 
46 
65 
44 
59 
38 
55 
36 
58 
42 
61 
46 

56 
36 
62 
44 
64 
42 
64 
44 
60 
40 
63 
41 
59 
41 
62 
40 
59 
45 
62 
44 
54 


56! 

40 

55l 

'^i 

58 

39 

69 

41 

53 

39 

58 

43 

51 

36 

61 

49 

54 

40 

51 

36 

58 
40 
59 
48 
58 
47 
60 
49 
55 
30 
57] 
47] 
60, 
40 
59 
40 
64 
45 
59 


66 

27 
86 

V8 
67 
33 
60 
85 
48 
36 
60 
86 
63 
33 
56 
30 
65 
32 
48 
33 

57 
36 
59 
44 
57 
39 
57 
32 
54 
26 
60 
29 
59 
39 
59 
38 
64 
30 
58 


38!    35 
65!     64 

43!     47 


68.  I 
40.1 
69.7' 
89. 0" 
59.2 

36  9 
68.1 
34  ft 
62.6 
42.5 
60  8 
41.1 
55.6 
37.8 
60.6 
41.1 
56.9 

37  9 
63.0 
38.7 
61.1 
41.6 
54.1 
40.1 

63.  3 
44.8 
6.3.4 
49  0 
62.8 
48.1 
64.1 
45.1 
6,6.  4 
33.7 
69  8 
41.1 
59  7 
4'2.  6 
61.1 
43.6 
61.4 
40,2 
60.6 


69.7 
34.6 
61.7 
39  2 
6^2.  6 
45  1 
.69.8 
32.5 
59.0 
41.9 
63.4 
39,6 
65.2 
41.7 
.59  3 
35.9 
,66.7 
36  6 
58.4 
41.3 
65,6 
40.1 

54.0 
36.4 

60.8 
39  0 
62.9 
12.2 
62.8 
39.9 
61.8 
37.6 
64.2 
38  5 
.56.0 
M.5 
63.2 
43.4 
60.8 
41.8 
62.5 
40.9 
53.7 
38  7 
65.6 
41.4 


.   . ".  etc..  indicate  respectively  1.  2  or  3  days  missing  from  record.  '  ' 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION 


October,  1943 


Daily  Evaporation(inches)  and  Wind  Movement  (mUes) 

stations 

1      2 

3 

4 

5 

6 

7 

8 

9 

10 

.098 
44 

.142 
36 

.146 
96 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Total 

Pymatuning  Dam 
(a.m.) 

Shaver  Creek 

(p.m.) 

.  /  Evaporation .... 
\  Wind  movement 

.  /  Evaporation  — 
\  Wind  movement 

.  /  Evaporation  — 
\  Wind  movement 

.096 
24 

.038 
54 

.053 
75 

.106 
31 

.032 
27 

.(K9 
37 

.109 

40 

.104 
32 

161 
71 

.031 
36 

.148 
47 

.001 
55 

.049 
29 

.094 
15 

.087 
48 

* 
20 

.096 
3 

.075 
59 

.144 
13 

.106 
U 

.126 
23 

.103 
15 

.078 
2 

.117 

8 

.094 
15 

170 
36 

.113 

103 

.142 

22 

.112 
16 

.101 
24 

.080 
2 

.093 

26 

.133 
54 

.092 
34 

.074 

54 

.036 
81 

167 

"54 

•••• 

;;:. 

m 

i99 

35 

1 
5 

Wallenpaupack..  . 
(a.  m.) 

i9 

"2 

"so 

55 

40 

50 

100 

200 

150 

244 

19 

57 

49 

105 

36 

89 

7t) 

30 

2344 

Italics  mean  minus  quantity. 


U.  S.  DEPARTMENT  OF  COMMERCE.  WEATHER  BUREAU 


CLIMATOLOGICAL     DATA 


" « •!*Cib 


32 


PENNSYLVANIA  SECTION. 

L.  F.  CONOVER 
HARKISBURG.  PA. 


Vol.  XLVIII. 


November   1943. 


No.  11. 


aENERAL.  SUMMART. 

For  the  third  successive  month,  the  average  temperature  for 
the  State  was  nearly  3°  below  normal  and  the  accumulated 
average  daily  deficiency  for  the  year  was  increased  to  0.6°.  It 
was  the  ninth  coolest  November  of  record  and  the  coolest  since 
1936.  Only  5  stations,  in  the  extreme  south  portion,  reported 
averages  above  their  normals.  Highest  temperatures  were  re- 
corded on  the  1st  in  the  west  part  and  about  the  8th  elsewhere. 
Ixtwest  minima  occurred  at  most  stations  on  the  29th,  although 
temperatures  as  low  or  lower  were  reported  on  the  17th  at  some 
stations. 

Precipitation  was  about  normal,  in  amount  and  in  frequency 
of  occurrence.  The  accumulated  deficiency  for  the  year  is  now 
1.97  inches.  Most  eastern  stations  reported  amounts  in  excess 
of  their  normals,  the  accumulated  surplus  being  sufficient  to 
counterbalance  deficiencies  in  the  west  portion.  Most  of  the 
precipitation  occurred  in  the  first  half  of  the  month.  All  sta- 
tions reported  their  greatest  24-hour  amounts  during  that  period. 
The  storm  of  the  8th  produced  most  of  November's  precipitation. 
At  about  80%  of  the  stations  reporting,  this  storm  produced 
the  greatest  24- hour  measurements  of  the  month.  FCast  of  a 
line  extending  northeastward  from  Arendtsville  to  Tunkhan- 
nock,  the  rate  of  fall  was  excessive  and  a  number  of  mountain 
stations  east  of  the  Susquehanna  River  reported  their  greatest 
November  24-hour  amounts  of  record. 

Snowfall  at  northern  stations  was  well  above  normal,  two  sta- 
tions reporting  more  than  a  foot  of  snow.  However,  the  major- 
ity reported  less  than  1.0  inch  and  most  stations  in  the  southern 
half  had  no  more  than  a  trace. 

The  rains  of  October  and  early  November  benefited  farm  lands 
which  had  dried  out  during  the  prolonged  drought  of  the  sum- 
mer. Toward  the  close  of  the  month,  they  were  in  excellent 
condition  for  fall  plowing  for  spring  planting  but  the  imminence 
of  freezing  weather  permitted  scant  time  for  this  work. 

G.  w.  s. 


TEMPERATURE. 

The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  78  stations  was  38.7°,  which  is  2.6°  below  the  o6-yea]- 
normal  for  November.  The  highest  monthly  mean  was  46.4° 
at  Marcus  Hook,  and  the  lowest  was  32.0°  at  Kane.  Ex- 
tremes ranged  fi-om  a  maximum  of  79°  at  Donora,  Lewistown, 
and  Uniontown  on  the  1st  to  a  minimum  of  7°  at  Black  Moshan- 
non  Airport  on  the  29th. 

PRECIPITATION. 

The  average  precipitation  for  the  State  as  deduced  from  the 
observations  at  201  stations  was  2.87  inches,  which  is  0.01 
inch  above  the  56-year  normal  for  November.  The  greatest 
monthly  amount  was  7.02  inches  at  Mauch  Chunk,  while  the 


least  was  0.99  inch  at  the  Pittsburgh  City  Office  of  the  Weather 
liur(>au.  The  greatest  amount  reciorded  in  any  24  conHecutiv(! 
hours  was  5.10  inches  at  (lordon  on  the  8-9th. 

The  average  snowfall  for  the  State  was  2.2  inches,  which  is  0.5 
inch  below  the  56-year  normal.  The  greatest  monthly  snowfall 
was  15.3  inches  at  Bradford.  The  greatest  fall  for  any  obser- 
vational day  was  7.0  inches  at  Montrose  on  the  16th. 


ERRATA 

October,  1943. — Page  71,  Lewistown,  number  of  days  with 
precipitation  of  0.01  inch  or  more  .should  be  14;  York,  total  pre- 
cipitation should  be  8.07  inches,  departure,  +5.03  inches.  Page 
73,  York,  precipitation  measurement  on  the  28th  should  be 
1.23  inches;    total  should  be  8.07  inches. 


COMPARATIVE  DATA  FOR  NOVEMBER 


Year 


Temperature 


Precipitation 


No.  of  days. 


188S. 
IS»9. 
1890. 
1891. 
1892. 
1893. 
1694. 
1895 
1896. 
1897. 
1898. 
1899. 
1900. 
1901. 

1902. 
190S. 
1904. 
1905. 
1906. 
1907. 
1908. 
1909. 
1910., 
1911. 
1912. 
1913. 
1914., 
1915. 


1916. 
1917. 
1918. 
1919. 
1920. 
1921. 
1922. 
1923. 
1924. 
19-25. 
1926. 
1927. 
1928. 
1929. 


1930. 
1931. 
1932. 
1933. 
1934. 
1935. 
1936. 
1937. 
1938. 
1939. 
1940. 
1941. 
1942. 
1943. 


Period . 


42.2 

41.8 
41.8 
39.7 
39.0 
39.2 
38.2 
42.9 
46.0 
41.6 
40.0 
41.5 
43  5 
36.0 

47.3 
36.9 
38.8 
39.1 
41.5 
39.8 
41.2 
46.4 
36.8 
37.8 
43.0 
43.9 
40.6 
42.1 


41.3 
37.6 
42.1 
41.2 
40.3 
42.3 
42.9 
40.7 
40.7 
39.5 
40.4 
46.2 
43.4 
41.1 

42.0 
49.2 
39.4 
38.1 
44.9 
44.4 
38.6 
40.7 
42.7 
39.7 
41.3 
44.1 
41.8 
88.7 

41.3 


80 
78 
8.S 
80 
85 
78 
79 
87 
76 
78 
83 
82 
79 


4 
10 
10 

6 
10 
-4 

6 

6 
12 

2 


0 
2 

-4 
5 
9 
4 

-2 
15 
9 
7 
7 

10 


4 

-5 

11 

11 

5 

3 

12 

10 

-9 

4 

-1 

10 

4i 

-10  I 

-15  I 
12  1 
-2 
-11 
6 
5 
2 

~3  i 

-13  I 

11  I 


87  I   -16 


3.37  I 
6.72  ' 
1.49 
2.65  i 
4.34  I 
2.93 
2.50  ! 
2.48  i 
3.55  i 
5.28 
4.03 
2.66 
4.10  ■ 

2.56   ; 

1.53 
2.18  i 
1.14 

2.47  ! 

1.48  I 
3,60 
0.90 
1.40  I 
2.45  i 
2.84 
2.17 
.S.05 
1.76 
2.18 


2.27 
0.63 
2.03 
5.35 
3.54 
5.75 
1.21 
2.83 
1.54 
3.56 
4.49 
4.95 
2.32 
3.39 

1.48 
1.52 
4.75 
1.55 
3.61 
3.84 
2.40 
2.56 
3.10 
0.97 
4.04 
2.48 
3.35 
2.87 

2.86 


2.1 

0.7 
0.5 
1.2 
8.6 
2.4 
5.3 
0.5  j 

1.1  I 
2.6 
6.9 

1.2  i 
3.1  ' 
3.1 

1.5! 

1.4  j 

3.5  i 
0.9  I 
4.0 
2.9 
5.0 
1.9  i 
8.5  ! 
3.7 
1.9 
4.5 
1.5  I 
1.3 


1.6 
1.4 
T. 
2.3 
4.5 
1.4 
1.8 
0.3 
2.9 
2.2 
0.9 
1.8 
2.3 
1.9 

2.3 
2.9 
0.8 
7.0 
1.8 
2.5 
3.4 
2.0 
10.9 
1.6 
5.8 
0.2 
1.8 
2.2 


9 

7 

5 

h 

9 

10 

9 

8 

6 

8 

8 

n 

10 

y 

10 

8 

8 

9 

6 

8 

8 

9 

10 

8 

6 

<i 

7 

8 

10 

11 

10 

11 

12 
13 
12 
12 


n 

4 

10 

7  i 

/ 

10 

11 

10  j 

6 

12  1 

10 

10 

9 

13 

0 

14 

2.7 


12 
11 
16 

9  I 

10 

' 
10  I 

10! 

14  I 

12 
12  j 


14 
17 
11 
13 
16 
11 
11 
11 
13 
16 
13 
12 
15 
15 

12 
11 
11 
11 
12 

9 
10 
10 
19 
16 
12 
15 

9 
11 


12 
12 
16 
18 
13 
13 
10 
12 
14 
16 
15 
14 

13 
12 
11 
18 
14 
17 
13 
12 
10 
9 
18 
12 
13 
13 
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CLIMATOLOGTCAL  DATA:   PENNSYLVANIA  SECTION. 


November,  1943 


stations 


Counties 


Atinntic  Drainage 


AUentown 

Altooua-5  W 

Bethlehem 

Burnt  Cabins-2  E. .  . . 

Carlisle 

Chambersburg 

Coatesvllle.     _••■••• 
Cur\vensville-6  NW.. 

Eagles  Mere 

Emporium 

Ephrata 

Everett-lSW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover....  •  ••■•■••• 

Harrisburg  Airport . . 

Hawley 

Holtwood 

Huntingdon 

Lancaster.. 

Lawreuceville 

Lebanon ■  •  • 

Lewistown-2  SW 

Lock  Haven 

Marcus  Hook 

Martinsburg 

Montrose •  ■  •  ■ 

Mt.  Focono  Airport . . . 

Palmerton.     •■••••••• 

Philadelphia  Airport.. 

Philipsburgt-7  E 

Phoenixville 

Port  Clinton 

Quakertowu 

Reading 

Scranton. 

Selinsgrove 

State  College 

Stroudsburg 

Tamarack  Twr 

Towanda 

Wellsboro 

West  Chester 

Wilkes-Barre 

Williamsport 

Woodward-2  NE 

York 


Division  mean.... 
Ohio  Drainage 


Bradford 

Brook  villo 

Butler 

Clarion-3SW 

Clavsville 

Coudersport 

Derry  

Donora 

Ebensburg 

rordCity-4SE 

Franklin 

Qreensburg-2  S 

Indiana 

Johnstown 

Kane-1  N 

Meadville 

Midland 

New  Castle 

Pittsburgh  Airport... 

Putneyville-2  SE 

Pymatuning  Dam 

Ridgway 

Sharon 

Somerset 

Springs 

Uniontown 

Vandergrift 

Warren     

Waynesburg 


Climatolopical  Data  for  November.    1948 


Division  mean.  . 
Lake  Drainage 


Erie 


State  mean 


Observers 


Lehigh 254 

Blair 

Northampton 

Huntingdon 

Cumberland 

Franklin 

Chester.... 

Clearfield. 

Sullivan . . 

Cameron 

Lancaster 

Bedford 

Luzerne 

Bucks 

Adams  — 
Schuylkill 

York 

York 

Wayne.. 
Lancaster 
Huntingdon 
Lancaster... 

Tioga 

Lebanon 
Mifflin... 
Clinton 

Delaware 

Blair 

Susquehanna 

Monroe 

Carbon 

Philadelphia 

Centre 

Chester, 

Schuylkill 

Bucks 

Berks 

Lackawanna 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga. 

Chester... 

Luzerne 

Lycoming 

Centre 

York 


Mc  Kean 

Jefferson 

Butler 

Clarion 

Washington 

Potter 

Westmoreland. 

Washington 

Cambria 

Aniistrong 

Venango 

Westmoreland 

Indiana 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong.. 

Crawford... 

Elk 

Mercer 

Somerset 

Somerset 

Fayette 

Westmoreland. 

Warren 

Greene Il.ioo 


Allent'n-Bethlehem  Gas  Co. 

City  of  Altoona. 

Lehigh  University. 

Penna.  Turnpike  Comm. 

Clarence  E.  Miller. 

William  B  Spear. 

Howard  L.  Pyle. 

U.S.  Weather  Bureau. 

Carl  E.  Bigger. 

Mrs.  Helen  C.Haas. 

Ira  J.  Keath. 

Penna.  Turnpike  Comm. 

Andrew  B.  Evansha. 

Prof.  N.  W.  Swayne. 

Dr.  Henry  Stewart. 

Miss  Sallie  M.  Johnson. 

Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  Co. 

Prof.  Paul  R.  Yoder. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

Penna.  Dept.  of  Highways. 

William  R.  Kelley. 

Sun  Oil  Co. 

Civil  Aeronautic?  .Authority 

Harry  S.  Fancher. 

U.  S. "Weather  Bureau. 

New  Jer^ev  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila. -Suburban  W'ater  Co. 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

MetroiKjlitan  Edison  Co. 

James  E.  Swartz. 

Mrs.  M.  Ordelia  Parks. 

M.S.  Bliss. 

Clyde  T.  .Saylor. 

U.  S.  Communication  .Sta. 

John  D.  McEwen. 

U.  S.  Weather  Bureau. 

Y'ork  Water  Co. 


Citv  Water  Dept. 

Civil  .Aeronautics  Autli'y. 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

Philip  R  Shaw. 

Miss  N.  Dixie  Wineman. 

Donora  Zinc  Works. 

Miss.  Emma  II.  Eastniau. 

U.S.  Engineers. 

William  K.  Fuller. 

Westmoreland  Water  Co. 

Indiana  State  Teachers  Col. 

Robert  Tross. 

Spring  Water  Co. 

Citv  of  Meadville. 

Perrv  P.  Campbell. 

New  Castle  Water  Co. 

U.  S.  Weather  Bureau. 

U.S.  Engineers. 

Pa.  Dept.  Forests  &  \\  aters. 

West  Penn  Power  Co. 

Camegie-IUinois  Steel  Corp. 

D.  L.  Grove. 

Allen  E.  Yoder. 

William  W.  Marsteller. 

Carnegie-Illinois  Steel  Corp. 

Merrill  L.  Jordan. 

Thomas  S  Knox. 


U.  8.  Weather  Bureau. 


For  cooperative  stations 
of  precipitation  for  stations 
years  the  means  for  period  ' 


:SiSS£Sa«  tiiSsxai'SSii^ss! 


of  entire  period  for  stations  having  10  or  more  years  of  record.     Departures 

°'  fard  mean  "adjusted  to  a  uniform  ^year  period:  for  |^t.on|  of  W  to  M 

Total  partially  estimated.  *  Estimated.  T.( trace)  indicates  pre 

rndicate.respectiveW.^^2.S^etc„^^^^^^^  Locations  not  appearing  here  are 


N\i\  I'MKKi;    111  I: 


C1,IM  A  I'OlAHJK^M,    DATA:     I'KN  NS  VIA' AN  I  A    SJari  ION 


KO 


Stfttlons 


Daily  Preolpitutioii  for  Novi>iiiber  1943 

Day  of  moDth 


Counties 


ATLANTIC 

DKAINAGK 

IMiiiiiiri    linsin 

I'lTKlt  l)Kl  AWARK 

Uiiigmaus  Ferry^i..  . 

Hawley- 

HolHsterville- 

LakevilU'-.   

Matanionvs- , 

Mount  I'ocouo',-"' 

I'U'iiMiut  MountJ 

Strou(l>burs 

Twuners  Fallst 

I,khh;h 

AUounnvu- 

lietliloliemt 

Blakeslee  Coniersl.. 

Uouliisboro- 

Lansforci-' 

Maucli  Chunk 

New  Tripoli 

Palmertout 

Zion.svDlo. 

SfHlTl.Ml.l. 

Cousliohocken 

Frederioksville- 

Freeland-' 

Giatersford- 

Phoenixville- 

I'ort  Cliuton- 

I'ottstown- 

rottsville''^ 

Rtadingt'     .. 

Werners  ville" 


I.owKK  Delaware 

Coatesville" 

Doylestown, 

George  School'' 

Marou'-  Hook^ 

Philadelphia 

Airport  Stationf.  . 

City  Office!' 

Franklin  lust.  -  — 

Shawinout 

Quakertown 

We.-t  Chester'' 

West  Grove"'' 

Siisgiiehnnmi  Hnfin 
("HKMUNG 


Au.-tiuburgt 

(^euterville''' 

Covington^ 

Lawreneeville 

North  Bi;anch 

Canton- 

Dauville'^ 

Kellogg  Mt  Tower-' 

Millvillet 

Montrose^ 

Orweir' 

i'ark  Place  I.  -"' 

Pikes  CreekJ 

Rushii 

Scrantonf 

Susquehanna^ 

Towanda 

Tunkhannock  t 

Wilkes-Barre'' 

Wnsr  BllANCH 

Ansonia- 

Bald  Eaglet 

Carter  Campt 

Cedar  Run2 

ClearfieldS 

Coalport- 

Curwensyille',.'' 

Drift  woodt...; 

Du  Bois.  7  E 

Dushoret 

Ragles  Mere^ 

Emporluniii 

English  Center! 

Galeton 

Karthaus^ . 

lock  Haven2 

Medix  Runt 

Philips^burg',  •',  7  E. 
Renovo^.  ,, 
ShalTers  Pf^W^,.'...' 


Pike 

Wayne 

Wayne 

Wayne 

Pike 

Monroe 

Wayne 

Monroe 

Wiivue 


Lehigh 

>"rtiu»iapton 

Monroe 

Wayne 

Carbon 

Carbon 

Lehigh 

Caibon 

Lehigh.... 


Moiitgoiiu-rv 

Berks ! 

Luzerne 

Moutgoniery 

Chester 

Schuylkill.. 
Moutgoniery 
Schuylkill... 

Berks 

Berk.s 


Chester 

Bucks 

Bucks  

Dela\\are 

Philadelphia 
Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Che.-ter 

Che.^ter 


Tuiga 

Bradford  . . 

Tioga 

Tioga 


Bradford. 
Montour. . 
Bradford., 
Columbia,.   . 
Susquehanna 
Bradford  . . 
Schuylkill. 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . . 
Wyoming.. 
Luzerne 


Tioga 

Blair 

Potter 

Lycoming... 
Clearfield  .  . 
Clearlield..  . 
Clearfield.  .. 

Cameron 

Clearfield.. . 
Sullivan. . . . 
Sullivan.  . . . 

Cameron 

Lvcoming... 

Potter 

Clearfield.. . 

Clinton 

Elk 

Centre 

Clinton 

Lycoming... 


.03 


.04 


.03 


9 


10 


n 


la 


18 


T. 


.03 


.05 


.0-2 


.65 
.64 
.56 
1. 

.29 
.30 
.94 
.84 
.54 
.79 
1.08 


.50 
.44 
.Ofi 

T 

47 
.29 
.41 
.33 

'.'06 
.54 
.42 

.161 
T.  I 
.341  .03 
.761  .05 
.03  .72 
...I   .34 


.01 


T. 


.08 
.07 
T 
.16 

4.'3J 
2.70 


.02 
2.72 

3.86 
.07 
.45 
1.68 
1.11 
2.61 


.45 

.03 

.25 

2. 1 1 

1.12 


.35  .. 
.39... 
.33 
,88 

48 
.39 

71 

3 
.98 


.01 


.08    .01 


T. 


14 


16 


16 


.02 


.01 


.05 


85 1 .  11 

43    ,96 

.34  1.86 

2.29 


1.30 
.94 

'.'33 
.55 
.36 

.04 


1.28 
25 
10 
67 


.86 
.66 
2.12 
2.  3.^ 
1.75 
1.23 
1.85 


1.39 

1.10 
65 


.11 


.21  1.63 

.161 

.07  1 
1,84 

.  19 

.10 
4.13 
3  32 

.15 
2.25 

.09 

.42 
2,77 
2.92 


1.80 
1.79 

.'6i 

1.56 
.12 
2.29 
1.05 
.04 
.01 


1.09 


T. 


.02 


.861  . 
.70    . 


.03 


.0.^ 


T. 

T.     T. 

T.  .';; 

T. 
....    T. 


.05 


.14 
.07 
.01 
.15 
.11 
T 


.07 
.04 

.07 
.09 
.0' 
.06 
.02 
.05 
.05 
.08 
T 
09 
.  12 
T. 

.(rt 

.06 
.03 

.06 

.12 
.04 


,02 


T. 


.04 


.05 
T 

.'02 

.01 

T. 

.'6i 


.03 


17 


T. 


T. 


.09 


T. 


.09 


T. 


20 


29 


.40 

.'63 

.'33 
1.37 
.35 

.'6i 


23 


.44 
.19  T. 


26 


26     27     28     29     80     31 


.02 


,45 


.18 


.29 


.20 


.28 


.22 
.02 

.'28 
.18 
.09 
T 

T 

.02 

.27 

.26 

.25 

.02 

.28 

.17 

't.' 

.31 

.21 


T. 


T. 


T. 


.03 


.03 


.01 


T. 


8.33 
3  09 
8.88 
3.48 
3.13 
5.70 
4.49 
4.1) 
3.48 


3.29 
4.03 
8.23 
6.04 
6.73 
7.02 
3.70 
3.66 
4.16 


3.62 
5.41 
3.52 
3.25 
4.73 
4.04 
5.41 
3.49 
4,77 


3  32 
2,  C8 
3  M 
3.98 

3.72 
2.80 
3  .58 
4.17 
.3.  =6 
3.14 
3.39 


1.95 

■>.  65 
2.  29 
I  91 


3  09 
2.49 
2.87 

2.  t;5 
3.76 
2  95 
5.03 
4.27 
3.51 
3.14 
4.  .52 
2.80 
3,65 

3.  .59 


2.66 
2,83 
■A  22 
3,49 
3.  27 
2.66 
3  M 
2.74 
2.69 
2.  hi 
3.35 

l'2. :  (I 

3.09 
2  94 
■^  20 
2  68 

2  66 

3  .56 
3.49 
3.78 


Continued  on  page   81. 
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stations 


Daily  Precipitation  for  November  1943  -Continued  from  page  80 


Counties 


Day  of  month 


West  Branch 
(continued) 

State  Colleget-  ■■■■■■ 
Tamarack  Tower'!.  .. 

Wellsboro''...  

Williamsport^ 

Juniata 

Altoona 

Bedford^.....   .•••-• 

Breeze  wood  Intch''.. 

Buff  alo  Mills'*. 

Burnt  Cabins'* 

Charter  Oakl.., ...... 

East  Waterford^,  it,. 

Everett-  —  • 

Huntingdon''     

Lewistown'^ — 

Loop  Mt.  Tower^.... 
Mapleton  Depots. .. 

MartinsburgS 

Newport'' 

Saxton^.... 

Shade  Gapl 


LwK  Susquehanna 

Arendtsville^ 

Bloserville...  •■•.'•  •" 
BlueMt.  Inf>.hg,..o... 

Carlisle 

Columbia 

Ephrata.. 

Glen  Rockl 

Gordon 

Hanover-..    ■■•   •■•     ■ 
Harri^burg  ArptI'. 

Holtwood'' 

Huntsdale'! 

Kirkwoodt 

Lancaster 

Lebanon''' 

MiinadaGap 

Middletown^    

Millersburgl 

New  Park. . ,,.. 

Penn  Nursery^..,. 

Peters  Mt.  Tower'' 

PineGrove^..  ^-   

Ringtown'',  1  bW 

Selin-grove 

Shippenburg 

Sunbury-     ■  ■  ■  • 

Williamstown'! ■ 

Woodwardi,* 

York • 

York  Haven-     

Polomnc  liaxin 

Chanibersburg"'' 

Getty-burg 

Hewitt:, 'iS 

Hyndman''' • 

McConnellsburg^.. 
Mercersburg.    .•■   ■  ■.■ 
South  Mt.  San't'm2  ^. 
GULF   DRAINAGE 
Ohio  Hcxin 
Ali.eoheny 

Acmetonia"''. 

Aliens  Mills! 

Blairsville''' 

Bosweli:**.6W 

Bradford 

Brookville* 

Bnckstownt 

Cherry 'irovet 

Clarion^ 

Coudersport 

Derry... 

Donegal^ 

Dunlot 

Ebensburg2 

FordCity^$$ 

Franklin^ 

GlenHazel^.  1  NF.  . . 

Hom.'t, 

Indiana 

Johnstown^ 

Kane^ ■■■ 

Laurel  HillTunneP  ■ 

Lvcippus 

Marienvillet 

Meadville^ 

Mosgrove^ 

Parkers  Landing^.  . 
Pittsburgh  CtyOfti. 


11     12     13     14  I  15  1  16  i  17     18     19     20 


21      22      23  1  24      25      26  I  27 


28     29  I  80     31 


Centre 

Clinton 

Tioga 

Lycoming... 


T. 


.04 


Blair 

Bedford 

Bedford 

Bedford 

Huntingdon 
Huntingdon 

Perry 

Bedford  .... 
Huntingdon 

Mifflin 

Huntingdon 
Huntingdon 

Blair 

Perry 

Bedford 

Huntingdon . 


.05 


30:  .03   T.     .01 

.03',  .42;   .04   T.  1  .OV) 

.01  .35i  .011 09 

T.  .35i.... Olj... 


.02 


.05 


Adams 

Cumberland 
Franklin  . . . 
Cumberland 
Lancaster — | 
Lancaster.. . . 

York 

Schuylkill  ... 
York 

York 

Lancaster — 

Cumberland 

Lancaster..  . . 

Lancaster,. . . 

Lebanon 

Dauphin 

Dauphin 

Dauphin 

York 

Centre 

Dauphin 

Schuylkill.  . 

Schuylkill... 

Snyder 

Cumberland. 

N'umberland 

Dauphin. 

Centre.  . . 
York  ... 
York  .... 


Franklin..  . 

Adams 

Bedford.. .. 
Bedford  .    . . 

Fulton 

Franklin... . 
Franklin... 


Allegheny, 
Jefferson.. 
Indiana  .  . 
W'inoreland. 
McKean.. 
Jefferson.. 
Somerset.. 
Warren  . . 

Clarion  

Erie    

v\"  morel  and 
W'moreland. 

Cambria 

Cambria 

Armstrong.. . 

Venango 

Elk 

Indiana 

Indiana 

Cambria  — 
McKean. ..  . 
W'moreland 
W'moreland 

Forest 

Crawford.. . 
Armstrong.. 
Armstrong.. 
Allegheny . . 


.41 
.06 
.42 

.55 
.21 
.01 
.0-2 
.09 
T. 
.31 
02 
.10 
T. 
.02 
.41 


.02 


.08 


.38 


.31 


.02 


T. 


.73 

.02 

T. 

.10 

.39 

.48 

.05 

.11 

.96 

.07 

.75 

.42 

.21 

61 

.64 

.07 

.11 

.04 

.75 

.49 

.36 

.42 

.54 


.02 


T. 


.78    T.      T. 
.44<l.u3     1 
.22  1.26  .. 
.-28  2.16 


.05 


T. 


.02 


.06 


.20 


,04 


1.46 
.70 

1.  to 
3(1 

1  96 

1.58 
.40 
.39 
.78 
.40 
.86 
.42 
.93 
.38 
.42 

L46 


.18 
.81 

.37 
.02 

195 
.90 
.80 

1.26 

1.09 
.80 
T. 

1.86 
.89 


T. 


.13 


69 
L69 
1.95 

.9" 
L02 

.79 


.06 
T. 


.73 


.03 


.01 


.03 


2.  3» 

.O.") 

2.92 

.03 

1  .31 

2.  .52 

.40 

15 

2.71 

3.0 

1.72 

.73 

.66 

.17 

.31 

[i'.o'i 

1  80 

.21 

1    .27 

2.32 

.97 

.12 


2 
.68 
.02 
.63 
1.55 
L9' 
3.50 
2.72 
2.30 
01 
1.70 
L27 
42 
2.2 
2.  38 
1.71 
1 


T. 


T. 
T. 
T. 
T. 

.05 
.01 

* 

.11 
.02 
T 
.02 
T 
T 
.02 
T, 
T 
T 


T.     .  03 
T.     T 
.01 


.02  1)3 
T.  i  .9-2 
.33 

.20 


.25 


2  06 

2  28 

2  33 

4.27 

4  2f* 

.90 

.60 

1.71 

4.10 

T. 

1.60 

1.90 


T. 


T. 


.98  1.06 

2.221.42 

6' 


.■24    .05|  .06 
.40    .01 


07 

.03 

27 

.17 

56 

.60 

.05 

43 

.06 

25 

.15 

.71 

.05 

96 

.31 

.0.5 

.OS 

.08 

.10 

.35 

.02 

.22 

.32 

T. 

.01 


.04 


T.  I 

.06; 

T. 
.11 

101  .10; 

..    T.  I 


.07  . 
T.    . 

.08  . 
.07  . 

'!6i' 


L44 


.09 


T. 


.021  .06i 
.19  T.  I 

.06  . . . .  i 
.2?  ....I 
....I  .011 


.03 
.04!. 
.Oil. 
.031. 


T 

.48 

.16 

.99 

.45 

.36 

.60 

.40 

.01 

1.15 

.6! 

.46 

.74 

.27 

.07 

.02 

.12 

.65 

.75 

.88 

.66 

.72 

.60 

.29 

.03 

.05 

!33 


.05 


T. 


.09 
.02 
.01 
T 

'.'03 
.01 
(■ 

T. 
.02 


.30 
.02 
.50 
.02 
.11 
T 

.031 
.031 
.45 
.10 
.03 
01 
.04 
.79 
.30 
..52 
.65 

.05 
.06 
.05 
.04 
.05 

.38 
.40 
T, 


.03 


T. 

.04'  .01 

.02 


.01 


,02  .. 


T. 

.19 

.04 

T 
.09 

'.'08 
.01 
T 
.05 
.02 

'62 

T 

.03 

.11 

.03 

T 

';i4 
.02 

T 

'!69 

T 
.02 


.02 


.03 


.09 

.10 

.15 

.10 

.05 

.05 

.11 

.05 

.10 

.03    .02 

.041 

.11! 


T. 

'.'35 
T. 

''63 
.04 
.04 
.10 


.01 


.04 


.03 
.09 
.04 
.24 
.20 
.05 
.09 

.13 
.06 

.02 

.0' 
.25 

.03 

.03 

't 

.05 
.03 
.06 
.03 
.12 
.16 
.15 


.06  .17 
.08  .09 
T.  .05 
.01  . 


T 

.77 
.02 
.28 
.29 
.53 
.11 
.29 
.01 
.25 
.22 
.36 
.06 
T. 


.03 


T. 


.05 


T. 


.05 


T 

T 

.58 

.26 

.23 

.40 

.32 

.10 

'■r'. 

T. 

'.'251 


,66 
14 
64 
34 
21 
.05 
10 
.18 
.33 
.21 
.55 
.47 
.07 
.60 
.84 
.31 
.65 
.30 
.48 
.29 
.09 
.11 
.63 

'!30 
.85 
.65 
.03 


.28 


.03 


T.    ... 
.26  T. 
.20 
.16 


.35 
.27 

Isi 

.38 
.32 

.'27 
.33 

'.'■26 
.32 

'.'•28 
.31 
.37 


.03 


.01  ... 

.11  ... 
.05  T. 
T.    ... 


.03  T. 
.04... 


T. 


.15 


.30 


.'22 


.41 


T T. 

T.     T 


T.     T.    . 


T. 


,15  .14 
.15  T. 
,10|... 
.21 


T. 


T. 


,08 


.19 


.04 
T. 

.06 

T 

.08 

.12 

.04 

T 

.10 

T.  I 

T. 

.05 

T. 


T.    .. 


.01 


T. 


T. 


2.46 
3.40 
•2.51 
3.15 


2.74 
1.82 
1.90 
1.79 
2.  %i 
•2.13 
2.61 
1.89 
2.24 
2.13 
2.80 
1.63 
1.28 
2.72 
1.83 
2.21 


4.69 
3.00 
■2.80 
2.37 
3.72 
3.78 

6.02 
3.67 
3.72 
2.77 
2.33 
3.85 
3.70 
3.51 
5. '2:1 
4.01 
•2.21 

3.y6 

3.77 
3.15 
5.34 
5.02 

2.  $8 

3.  10 
2.69 
5.03 
2.96 
3.90 
3.10 


2.96 
4.60 
1  74 
1.73 
2.17 

'3.34 


CoutlDued  on  page  83. 
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stations 


Al  1  KIllll'.NV 

(contluueil) 
I'lirt  AlUignuy-  ... 
I'uiix-utawiioy-.  . 
I'liiiit-yville-  llll... 

KulRwny- 

Salt.-iburgS 

Sewnril- 

Smi'tliportt     

StiMUgstownt 

Tioiie--tn  Daiut 

Titu.-villo.  JS..  ... 

Union  (.'ityt 

Vaiulergnft  ^ 

Warren- 

YouugsvIUet 

MoNOMi.AHKl.A 


Conttuenoe  - 

Connellsville'- 

Douora'' 

Greensboro^' 

Greensburg 

Irwin 

Meyersdale- 

Mnrrvsvillet 

Newe'lH 

Pittsburgh  Arpt.t'. 
Rifos  Lauding'-.. . . 

Somerset 

Springs'' 

Unioutown 

Waynesburg 

Beaver 

Beaver  Fall.s^ 

Butler 

Greenville 

Meroer-^ 

New  Castle 

Peun  Liue^ 

Pyniatuning  Dam^ 
Sharon^ 

Ohio 

Claysville2 

Coraopolis- 

Midlaaid'- 

Mt.  Lebanon"..  . . 

Washingtont 

LAKE 

DRAINAGE 

Eriet' 

Raymondt 


Comities 


Mi'Kean 

Jollerson 

.Arni-troug 

Elk 

Indiana 

Indiana 

MeKoan 

Indiana 

Kore^t 

Crawford 

Erie 

Westmoreland. 
Warren 
Warren 


Somerset 

Faye;te 

Washington... . 

Greene 

Westmoreland. 
Westmoreland. 

Somerjet 

Westmoreland. 

Fayette 

Allegheny  

Greene 

Somerset 

Somerset 

Fayette  

Greene 


Beaver 

Butler..  .. 

Mercer..   . 

Mercer 

Lawrence. 
Crawford. 
Crawford. 
Mercer 


Washington . 
Allegheny  .. . 

Beaver 

Allegheny  .  . 
Washington  . 


Daily  Precipitation  for  November  1  043-C(iiUiniiiMl  from  I'hki'  «1 


I'ay  of  month 


T.  !  .01 


T.  j     17 
T.     T. 

...I  .18 
.161  .2-! 
.55 
.15 
.U 
.121 
.421 
.U 
.26 


.051 


.10 


.08 


.08 


.04  .. 
.06'  .01 
.471  .03 
.02  . 
.14    .13 
.25   .09 


.I9I1.O4 


Erie... 
Potter.. 


'i; 

.031 

•  II 


.01 


.01 


T. 


.07 

.01 
.01 
03 
.041  .04 
.08)  .03 
.06.. 


.03 


.02 


.01 


.09 


T. 

.06.... 


.10 


9     10     U 


■18    .01 
.  40  . . . . 


T 
.33 
.02    .19 


.01 


.54 
L02 


.02 


T. 


.02 


15  I  16 

I 


17      18  i  I'J     20 


.091  T. 

T. 

.01 

.01 

T. 

.01 

.04 


.09   .10 
.03    .01 


.02   T. 

.09    .. 
.07 


.18 


,07 


T,  !  .0' 

.Olj  T. 

.02|  .04 

..   :  .02 

..  .09 


.351   .04 


.Oii 


.17 


.27 
.60 
.55 

56 
.03 
.20 
.5n 

22 
.61 
.17 
.03  .13 
.05  .58 
.64 


.33   .01 
.45 


.031  .15 

T.  I  .03 

.Oil  02 

...I  .33 

...1  .46 


21     22     28     24     26     26     27     28 


T. 


T. 


02 


.10 


.12  .  . 
24  T. 
05    .01 


.02 


.18 
.25    .03 


.06 


T. 


29     80     81 


T. 


.01 


2.21 
2  82 
2.89 
2.54 
1.86 
2.41 
1  91 
1.81 
1.62 
2.04 
2.16 
L55 
2.27 
2.70 


2.40 
1.89 
1.84 
2.21 
2.08 
2.09 
1.55 
1.63 
1  82 
1.58 
1.58 
1.90 
2.21 
1.91 
1.40 


1.28 
1.89 
1.96 
1.28 
1.41 
1.52 
1.95 
1.09 


L80 
1.56 
2  08 
L45 
L60 


2.09 
2.17 


Except  as  otherwise  indicated  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  .  First  order  Weather  Bureau  station;  precipitation  is  for24.hour  period,  midnight  to  midnight,  unless  otherwise  indicated.  2  Precipitation  measured  in  the 
morning^  amount  then  recorded  ,s  for  the  preceding  24  hours.  3  Precipitation  for  period,  midnight  to  midnight.  4  Precipitation  for  period,  noon  to  noon.  ^  Precipitat  on 
for  period.  1 :30  a,  m.  of  date  on  which  amount  is  recorded  to  1 :30  a.  m.  following  date.  «  Observation  taken  at  a  fixed  hour  between  sunset  and  11 :00  p.m.  t  Precip  at  on 
measured  with  recording  gage,  midnight  to  midnight.     *  Included  in  next  measurement.     $  Incomplete  or  missing,     t  Daily  amounts  inconsistent.    T.  (trace)   vvhen  pre 

nilT  r'^vm    :      r        Tm  J'      ''";'  """^""^  ''''""'"'''■      **  ^""^■'^"  ""'  ^°™"'^  ^^"^-^^  «"'  ■^""™»-     5^  F°-l  «t>-  "--^  fo""erlv  Crooked  Creek  Dam 
!lll  Putneyville  was  formerly  Mahonmg  Dam.  ^at,,. 


PKESSTJBE,  WIND,  HTJMIDITT  AND  STJNSHINE. 


Stations 


Erie 

Harrisburg 

Philadelphia  ... 

Philip.sburg 

Pittsburgh 

Reading 

Scranton 


Atmospheric  pre.ssure 
(reduced  to  sea  level) 


a  -   Q 


30.54 

30.44 
30.  42 
30.43 
30.48 
30.  42 
30.38 


I-!  I  Q 


29.  73 
29.68 
29.68 
29.  79 
29.79 
29.  66 
29.68 


Wind* 


e 


9.0 
7.9 
y.  1 
u.  6- 
10.8 
IL6 
6.0 


nw. 

nw. 

nw 

nw. 

se. 

nw 


Relative 
Humidity 


701 
700 
574 
961 
765 
650 
779 


+  f!^?L?"^  five-minute  period.  ••  Corrected  to  true  velocities. 

T  12:00 noon,     t  4:00  p.m.       5  Also  other  dates.       •  Oue-minute  interval. 


Stations 


RIVER  CONDITIONS 


Port  Jervls,  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)  Lock  No.  5. 

Sutersville 

Charleroi(nr.),  Lock  No.  4 

Pittsburgh 

Midland.  Dam  No.  7 


Rivers 


Delaware 

Delaware 

Lehigh 

Schuylkill.  

N.  Br.  Susquehanna. 
W.  Br.  Susquehanna, 

.luniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio  , 


3.7 
4.6 
4.5 

7.0 
3.1 
4.0 
.5.0 

13.0 
3.4 

11.9 


16.8 
1L8 
15.1 
15.1 
9.8 
8.1 
9.9 
13.6 
4.3 
13.3 


'  Pool  stage. 


8 

8 
29t 
30 

8 

8 
29 

8 

6 


18 
■22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


t  On  other  days  also. 
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DaUy  Temperatures  for  November  1943 


Allentown*... 

Altoona 

Arendtsville^. 

Bethlehem'. 

Blue  Mt.  Interchange^  ^ 

Bradford  . . . 

Breezewood  IntchgS.. 

BrookvlUe^ 

Burnt  Cabins' 

Butler 

Carlisle 

Chambersburg* 

Clarion 

Claysville^. 

Coatesville«». . 

Columbia 

Coudersport.  . 
Curwensville^  . 


Derry . 


Donora-s 

Eagles  Mere  2. 

Ebensburg^ 

Emporium 

Ephrata 

Erie' 

Everett'  . 

Ford  CityB 

Franklin*. 

Fredericksville. 

Freeland.. 

George  School*. 

Gettysburg 

Gordon. 
Greensburg. 

Hanover" 

Harrlsburg'..  . 

Hawley 

Holtwood' 

Huntingdon. 

Indiana >  ' 

Irwin / '; 

JohnstownB. 

Kane'  . 

Lancaster 

Lawreneeville 

Lebanon^. 

Lewistown^. 

Lock  Haven* /  ■ 

Marcus  Hook'. 


Mean 


.S7 

39 

21 

24|....! 

37 

401... 

18 

131 

38 

371.... 

18i     27 

.391     42 

....! 

27 

31 

-i 

Continued  on  page  84, 


Ni'\KMi!Ki;  nil;? 


CUM  A  roi.()(iK'Al.   DAIW:    I'KNNSVLN' ANI A   SKCTlON 


Daily  Temperatures  for  November  1943 -(;()iiliiuiiil  from  i)Ht<i' »,.; 


HI 


Stations 


Martlusbunf'*.  . . 

Mniu'h  Chunk  .. 

Mt>ai1vllleS 

Mon-er* 

MiddlptownS.... 

Miiilaiui:' 

Moutrose- 

Mt.  Lebanon''.... 

Mt.  Pocono* 

New  Castle 

Palmertou^ 

Park  Place-'' 


. .  /  Maxiimiin.. 

\  Miuimuiii. 

. .  /  Wiixinuini.. 

\  .Miuiimira. 

.  /  .Maximum.. 

\  .Minimum.. 

.  /  .Maximum.. 

\  .Minimum.. 

.  /  .Maximum.. 

\  .Minimum  . 

.  /  Maximum.. 

\  .Minimum.. 

.  /  .Maximum.. 

\  Minimum.. 

.  /  Maximum.. 

V  Minimum.. , 

.  /  Maximum.. . 

\  .Minimum... 

.  /  .Maximum... 

\  .^1  in; mum... 

.  /  .Maximum... 

I  Minimum.. . 

.  )  Maximum... 

\  Minimum., . 

Philadelphia 

.\irport  .Statiou'* /  .Mjiximum... 

\  Minimum.. . 

City  Office^ (  >Iiiximum... 

I  Miniimira.. . 

Franklin  Institute'-'..  /  \i»xiiuuin... 

\  Minimum.. . 

Shauininit.   /  .Maximum... 

\  .Minimum.. . 

Philipsburg"' /  Maximum... 

)  Miinmum.. . 

Phoenixville I  Maximum... 

\  .»! illinium..  . 
Pittsburgh  Arpt  Sta.s.  (  .^iaxinium... 

\  Minimum 

Pittsburgh  City  Office^  /  >!axiraum... . 

\  Minimum 

Port  Clinton- /  Maximum... . 

\  ^tinimum.. . . 

Pntneyville /  .Maximum.... 

^  .Minimum 

Pymatuning  DamS...  /  Maximum.... 
\  Mininiuiii.. . . 

Quakertown /  Maximum.... 

\  Minimum 

Readings f  Maximum... . 

\  Minimum 

Ridgway2 (  Maximum... . 

\  Miniiiinm 

ScrantonS f  Maximum.. . . 

\  Minimum.. 

Selinsgrove (  Maximum... . 

\  ^linimuni 

Sharon (  Maximum.. . . 

\  Mini  mum 

Somerset (Maximum.... 

\  Minimum 

Springsfi /  Maximum.... 

\  Minimum 

State  College^ (  Maximum... . 

\  Minimum.. , . 

Stroudsburg )  .Maximum... . 

V  -Minimum.. 


4.'  -4 1 
63  .... 

271. ...I 
7>l  51, 
.SI)  42 
741  551 
421  39' 
591  56; 
36l    471 


75, 
42 

551 
29 
<7[ 
431 
5»| 
26 
751 
3"! 
57 
29( 
f>f,\ 
34 

61 
39 
61 
43 

60 

4(1 
60 

32| 
5«| 
401 
62 


59 
44l 
491 
32 
60 
47 
64 
41, 
73 
45! 
541 
46! 
49 
42| 

esj 

4-21 
66 
49 
67 

48 
66 

42l 
52 


Tamarack- 

Towanda 

Unioutowu 

Vandergrift  3 

V\'arren 

Waynesburg 

Wellsboro- 

West  Chester 

Wilkes-Barre^..  .. 

Williamsport 

Woodward* 

York 


,/  Maximum.. 

>  .Minimum.. 

/  Maximum.. 

\  Minimum.. 

/  Maximum.. 

I  Minimum.. 

/  Maximum.. 

\  Minimum.. 

/  Maximum.. 

\  Minimum.. 

/  -Maximum.. 

I  Minimum.. 
-Maximum.. 
-Minimum.. 
-Maximum.. 
-Minimum.. 
-Maximum.. 
Minimum.. 
,  -Maximum.. 
I  Minimum.. 
Maximum.. 
Minimum.. 
-Maxi  mum . . 
-Minimum.. 


■■■■{: 


29 

75 

48 

77 

44 

66 

29 

74 

48 

75 

:i5, 

5fi 

25 

62 

36 

70 

2n 

61 

.72 

58 

34 

76 

4:-; 

72 

331 

70| 

37! 

60i 

4:; 

■59 

27 

59 

28 1 
63 
28 
79 

481 

77! 


39| 
51 
38 
43 
34 

56 
44 
56 
45 
54 
48 
60 
47 
40 
39'  33 
59i  58 
38!  43 
59i  45 
45j  37 
621  46 
48     43 


42 
3fi 
43 

30' 
61 
32 
43 
32 
4 

33 
48.  40 
36|  30! 
55!  4c| 
32t  32 
501    481 


52 
40 

48 
41 
40 
37 
55 
40 
52 
43 
41 
34 
48 
40 
52 
4.', 
50, 
4tl 
501 

491  35 
351  27 


55 
28 
46 
30 

59 

32 

59 

40 

59 

40 

59 

31 

42 

25 

62 

27 

55 

32 

5 

36 

54 

26 

52 

34 

50 

30 

55 

23 

57 

33 


46: 
.35' 

54! 

39 

40! 
36' 


27 
54 
33 
53 
26 
54 
37 
51 
20 
48 
22 
45i  47 
33j  28 
54!  56 
30  25 


53 

49 

40 

40, 

71 

.53, 

53 

40 

62 

49 

4. 

40! 

43!  44 

33  27 

50  52 

35J  27 

43|  58 

34i  28 

43I  57' 


68 

34 

58 

30 

53 

84 

50 

25 

62 

33 

55 

311 

62| 

32! 

551 

3ll 

5.J 

35 

52 

28 

57 

37 

52 

38 

64 
43 
63 
45 
64 
46 
65 
40 
52 
26! 
66| 
35i 
54 
35 
55 

t^ 

36i 

52 
27l 

55i  72 
30|  32 


62 
43! 

681 

32| 

70 

36' 

69) 

60 

66 

38l 

72, 

47! 

60 

36,! 

73 

45' 

57; 

3o 

71i 

46 

63 

35 


9  10  11   12  18  14  16   16  17  I  18  I  19  20  I  21  I  22  I  28  I  24  I  26  I  26  27  28  i  2« 


■■{' 


39 

4S 

40 

72 

57 

46 

42 

41 

37 

78 

73 

51 

41 

50 

38 

62 

51 

45 

29 

33 

38 

63 

62 

57 

36 

44 

43 

60 

54 

51 

30 

45 

44 

60 

65 

5-^ 

34 

46 

41 

56 

50 

40 

37 

40 

34 

64 

61 

57 

33 

44 

39 

30!  .30, 

50'  53 


32  26; 
55:  58 
35  32 


51 
35 
•54 
37 
45 
29 
54 
32 


54 
61 
44 

69 

52 

70 

53 

70 

4 

69 

52 

60 

39 

74 

52 

64 

41 

66 

45 

66 

47 

66 

44 

60 

52 

66 

46 

70 

52 

64 

42 

65 

51 

66 

5.5 

72 

41 

64 

46 

61 

43 

65 

45 


42, 

75: 

42] 

61 

27' 

68. 

44| 

64 

35  52 

64   61 

38  52 


31' 
66' 
52 


41 
82 
64 

42| 

34 

33i 

38 

30 

67 

36 

42 

34 

46 

38 

41 

80 

62 

28 

47 

3: 

I  87 
30 
44 
27 

67 

37 

67 

39 

55 

5U 

68 

48 

40 

28 

75 

48 

41 

30 

44 

34 

52 

47 

46 

32 

34 

30| 

66 

42 

67 

.35 

36 

31 

51 

33 

66 

38 

49 

34 

4 

28 

45 

27 

45 

33 

68 

48 

35 
32 

66 
36 
49 
35 
45 
34 
46! 
31 
45I 
30! 
42| 
33 
671 
44 
52i 
45 
59 
37 
39 
25 
66 
44 


85 

30 

43 

27 

39 

31 

37 

26 

47 

31 

39 

82 

37 

26 

38 

29 

4U 

24| 

35 

31 

41 

27 

38 


83  89 

271  27 


48 
32 
50 
34 
47 
33 
50 
30 
35 
27 
60 
27 
35 
29 
38 
31 
45 
30 
40 

32! 

35i 

29J 

461 

26! 

481 

34 

38 

29 

43 

32 

45 

31 

39 

32 

32 

28 

29 

27 

39 

34 

51 

27 


40 

32 

381 

25, 

37 

23 

41 

33 

40 

30 

35 

28 

89l 

28 

34 

28 

36 

30 

37 

32 

36 

28 

41 

33 

43 

35 

40 

35 

44 

34! 

311 

23 

51 

33 

37 

27 

40 

31 

40 

31 

37 

23 

40 
23 
43 
33 
41 
35 
36 
25 
39 
33 
41 
32 
40 
32 
33 
28 
29 
24 
36 
29 
49 


28 
41 
29 
36 
29 
33 
27 
45 

3;^ 

40 
30 
34 
21 

37 
26 

381  34 
18!  24 
38|  35 
25!  31 
44  42; 
26:  31 1 
37  34! 
22j  25i 


42! 

2i) 

35, 

24 

34: 

24 

47! 

31 

42  i 

27 

3: 

21 

41< 

281 


46j 
33' 
45' 
34 

45: 
36 

44' 
34 
32, 

24 
52, 
28! 
37  [ 
27, 
39, 
291 
40! 
29i 
36! 
27j 
35! 
30 
44I 
28| 
43 


84 

26 

391 

28{ 

87 

27 

34 

26 

48 

26 

39 

26 

33 

23 

40 

21 

82 

17 

38 

28 

40 

26 

31 

22 

44 

29 

45 
32 
45 
3(i| 
42i 
31 1 
31 
14! 
51j 


491 
32; 

37; 

19 

88 

19| 

38 

28 

50 

31 

43 

33 

33 

21 

43 

31 

38 

16 

40 

31 

42 

24 

40 

23 


80 


Mean 


55 
28 
54 
34 
54 
32 
53 
24 
43 
18 
56 
27!  22 
37i  44 


32;  33! 

36!  34 

191  24 

41'  391  36 


291  32 

42;  42 

29:  35 

40  38 

31,  31 

40!  38 

25l  25 

41:  36 


29 
42 
30 
36 
31 
34 
16 
33 
24  „ 
37I  35 
27  26 
45!  44 
291  27 


29!  29 

491  41 


23  271 
43  42 
23  29! 


28' 
45  i 
32: 
42! 
30 
33 
•28 
48 
27 


36 
18! 
47 
29 
42 
26 
41 
24 
32 
21 
50 
25 


30 
45 
33 
44 
23 
41 
24 
40 
24 
45| 
19! 
48 
31 
38 
15 
37 
27 
43 
24 
41 
34 
55 
16 
53 
19 
44 
26 
43 
20 

35 
21 
36 
24 
56 
31 
46 
32 
35 
17 
55 
28 
35 


48 
21 
40 

"34 
27 
33 

21 
45 
27 
42 
29 
32 
24 
43 
24 
38 
18 
40 
30 
40 
26 
39 
18 

51 
33 
53 
35 

49  . 


50 
38 
37 

19 
56 
38 
41 

2' 
38 
29 
40 
30 
41 
26 
59 
26 
45 
33 
45 
33 

33 

28 

37 

24! 

441 

32 

401 

31 

.50 

24 

50! 

23! 

43| 

27 

44 

36 

■sol 

251 
35 

261 
53! 
33, 

45! 

27! 
35! 

25! 

54: 

30 

32 


32 
21 

'is 

34 
21 

31 
20I 
88 
23| 
38 
23 
28 
10 
34 
21 
29 
9 
32 
23 
35 
19 
28 
16 

40 

25l 
401 
29! 

29! 

39| 

23! 

301 

11 

45i 

20| 

34 1 

22 

36l 

25! 

.S.'ii 

17! 

32I 

19' 

34 

19 

37 

18 

38 

26 

31 

13 

32 

19 

36 

16 

32 1 

25! 

31! 

19 

29! 

17 

31 

20 

42 

15 


)'  17 

28 

!'  .53 

50 

1'.     26 

36' 

40 

38 

,  25 

36 

>  36 

40 

23 

31 

)  38 

37 

26 

19 

51 

50 

)  25 

40 

60 

27 

42 

21 

49 

211 

50 

24  j 

51; 

281 

SI 

301 

40 

llj 

53! 

29! 

421 

19 

53 

30 

45 

25 

41 

25 

50 
32 
50 
35 
49 

"501 
291 
44] 
26l 
65! 
27 
.54: 
29[ 
55! 
34 
45j 
29 
50 
26 1 
60! 
21 
46l 
24 
50! 
33! 
46 
20 
45 
29 
48 
26 
54 
31 
53 
25 
51 
21 


681 

431 

54 

22 

691 

26 

57 

30 

57 

28 

59 

87 

50 

22 

63 

4 

53 

32 

60 

31 

58 

27 

51 

34 

63 

301 


68!  60 

80]  2:1 

561  46 

26  21 

46]  40 

26  22 


62i  61 
40   431 


41 

17 

48j 

24 

55 

32 

■55i 

30! 

47| 

28l 

56i 

27'  45) 

47]  59; 

17   20; 

50:  66' 
29,  32] 


61 
38 
65 
30 

551 
31! 
61 
25 
61 
45 
64 
47 
58] 
26| 
60] 
32I 
58! 
24, 
6O! 

23; 

62 
33 
58 
23| 
531 
32, 
,52 
31 
63 
38 
58 
27 
57 
42 
68 
.38 
60 
23 

54 
25 
59 
34 
63 
■17! 
63 
34 
57 
31 
63 


59 
40! 
56,  53' 
35!  30! 


50' 

18' 

60 

30 

53 

37 

53 

36 

53 

26 

53 

28! 

45| 

24! 

54! 

26! 

.57 

35)  32 

52  44 

26  18 

49!  61 

34j  26 

49  47 


57; 
26 
47 
27 
52 
38 
62 
26  28 


48 
26 
47, 
26' 
44 
25 
5H 


24 

47 
29 
5' 
19 
57 
24 
47 
26 
50 
23 

40 
27 
43 

23! 
60! 
28 
56 
2ol 
40! 
231 
59]  58i 
30!  21 
48,  42 
28'  20, 
63'  .55, 
38;  .35 
48!  49! 
29,  26' 
48]  48] 
29l  24: 
48  41 


26 

46 

33 

.33! 

30] 

34! 

22 

451 

32 

40 

32 

29 

26 

39 

31 

39 

23! 

42 

.Sf 

38 

32 

32 

24 

47 
33 

48, 

34 1 

42i 

38! 

50 

37 

341 

231 

51 

371 

37' 

31 

38! 

331 

39 

34! 

44] 

30! 

35! 

30, 

47! 

32j 

46| 

33! 

33! 

22! 

38 

29 

48 

34 

44 

34 

45 

28 

44 

27 

38 

29 

47i 

35 


40! 
26! 

33! 

.30! 

411 

25| 

40 

20I 

44! 

32 

43 
29 
28 
22 
43 
25 
46 
22 
42 
21 
35 
32 
29 
25 

40 
32 

40 

34! 

39 1 

34! 

38! 

34: 

37, 

21! 

44; 

32 

42 

26 

44' 

29!  31 

39!  46 


47, 
29 


46! 
20! 
46 
28 

64 1 

32 
50 
26 
38' 
22; 
50! 

23!  25 
41!  60 
251  31 


52 
22 
59 
29 
50 
32 

60 

38 
59 
42 

58 
39I 
57I 
36! 
.50! 
24 
60' 
27[ 
55 
27!  28 
5ll  56 


50 
20! 
601 
35; 


51 
33 
60, 
31; 

44! 
26! 

sel 

31' 

57! 


33i  34 

4l|  50 


28l  36 


30 


20 
34 

28 
44 
27 
49 
26 
41 
27| 

53;  45i 

33!  26' 

311  35; 

21  24 

51!  38 

34 

35: 

34 

45, 

32 

32 

23 

56 

37 


321 
66 
38 
51 
23 
55 
21 
58 
26 
60 
38 
53 
16 
54 
32 
6fi 
30 
57 
25 
56 
21! 
55] 
23! 
54]  54 


67! 
29; 
53  . 

'66l 
21 
63| 
30 
69 
27] 
63! 
26, 
61 
26 
57 
2 
53 
33 
56 
21 
69 
24 
51 
38 

61 

32 

60 

41]  38] 

60|  58! 

38(  41| 

60I  58! 

27i  3ll 

52!  44' 

20I  22I 

64 

23 

55 

31 

57I 

31 

56 

23 

61 

22 

55 

20 

58 

21 

62 

.32 

52 

15 

58 

28 

55 

23 

57 

27 

54 

18 

51 

24 


20 
«7 
23 
41 

25 
60 
31 

43' 
281 
41i 

32! 
45' 
29;  21 

47!  28 
28   18 


821  2U 
20  16 
881.... 

27|  18, 
85i  84 
26!  22 


36 

20 

38 

19 

40 

26 

33 

15 

40  35 

21   19 


841 
22|, 
35! . 

2:;'. 

88l. 

24'. 

39. 

21 

31 

16 


53,  50 

26!  28 

60]  57 

22!  20 

53  56 

24;  25 

51'  56 

25!  23 

58  54 


25, 
60 
19 
58: 
22 
59 
36 
57 
26 
•58. 
30 
51 
29 
61 
29.  26 


57 
28 
45 
31 
48 
33 
5(1 
24 
50 
21 
38 
25, 
53' 
25  i 
52! 
34 
38 
15 

45 

32 

47 

30 

57 

33 

46 

30 

45 

27 

45 

27 

51 

28 


36 
25 
49 
21 
30 
18 

42 

2' 

43 

33 

42 

32 

44 

25 

29 

12 

51 

23 

35 

25 

38 

30 

38 

29 

50 

24 

38 

26 

42 

2( 

42 

2)' 

37 

25 

31 

28 

39 

26 

38 

30 

35 

16 

33 

15 

33 

24 

46 

26 

30 
23 
35 

25 
42 

22 
37 

28i 


38 

14! 
38l 
19 

36 
16 
31 
17 

38 
26 
39 
29 
37| 
29) 
40! 
20! 

I1 

53 

17 

39 

22 

42 

25 

36 

14 

31 

15 

36 

20 

35 

17 

39 

23 

36 

11 

3: 

19 

39 

16 

37 

26 

41 

10 

29 

12 

33 

20 

38 

14 


SI 
14 

38 
20 
38 
18 
31 
20 

39 

28 

40 

31 

40 

29 

39 

28 

31 

21 

45  .. 

22  .. 

35  .. 

22  .. 

37  .. 

26  . . 

40  .. 

18... 

34  . . . 

19  ... 

35  . . , 
20... 
37  ... 

20  ... 
39  ... 
28  . . . 
33... 
11... 
3J  , 
20 
37 
25 
37 
30 
33 
19 
30 
20 
35 
26 
40 
20 


33;  36 
26l  19 


42! 
15: 
29l 
22' 

25' 
37, 
27, 
40' 
.30 
28 
20 
45 
24 


29 

17 

38 

18 

36 

24 

37 

25 

36 

2! 

38 

19 

34 

13 

39 

27 

36 

18 

39 

27, ... . 
29  30' ... . 
17  21.... 

43  38 

17  24!.... 


46.6 

20  7 

47.9« 

27.6K 

44.8 

28.0 

44.2 

27.7 

61.0 

31.4 

48.0 

31.2 

41.2 

26.9 

48.6 

29.8 

44.8 

26.5 

48  3 

29.6 

48.4 

29.4 

42.0 

28.2 

53.4 

34.4 

63.6 

38.3 

52.  7- 

38.  1' 

63.2 

33.7 

42.0 

23.9 

57.6 

30.6 

47.5 

31.6 
49.4 
34.2 
47.8 
29.8 
47.4 
28.7 
46.3 
27.3 
50.2 
27.9 
51  8 
,34.6 
44.2 
23.2 
45.8 
31  5 
49.4 
30.7 
50.0 
33.4 
48.0 
25.6 
45.8 
25  6 
45.8 
30.9 
51.7 
28.8 

40.7 
26.1 
47.6 
28.5 
52.0 
33.0 
50.1 
30.9 
45.3 
28.5 
52.1 
28.5 
44.1 
23.7 
53.1 
33.7 
47.2 
30.8 
47.8 
30.6 
41.3 
27  S 
54.7 
31.0 


.   .  .  etc..  indicate  respectively  1.  2  or  3  days  missing  from  record.  vv.  ».  u..  t-nuaaeipnia-i-l/.44-975 
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CJENERAL  SXTMMAKY. 

TIic  avi'iayr  teiuperaturo  was  again  below  normal,  resulting 
in  a  daily  detieiency,  for  the  last  four  months,  of  2.7°.  Except- 
ing 1942,  this  was  the  coldest  December  since  1935.  Highest 
temperatures  were  recorded  early  in  the  month.  Lowest  min- 
ima occurred,  generally,  about  the  loth  and  the  extreme,  — 23°, 
equalled  those  of  1920  and  1924  in  being  the  third  lowest  De- 
cember temperature  of  record.  One  man  died  of  the  cold  near 
Latrobe,  Westmoreland  County,  on  the  loth. 

This  was  the  driest  December  of  record.  As  a  result  of  the 
deficiency  of  1.96  inches,  precipitation,  in  1943,  was  3.93  inches 
below  normal.  December's  precipitation  was  fairly  frequent 
but  amounts  were  very  light.  The  average  number  of  days  on 
which  measurable  amounts  fell  was  only  five,  the  lowest  in  the 
period  of  record  for  the  month.  In  the  storm  of  the  26th,  which 
produced  about  7.3%  of  the  total  precipitation,  rain  froze  as  it 
fell,  building  up  accumulations  of  glaze  on  exposed  surfaces. 
Power  lines  broke  and  some  damage  to  trees  was  reported. 
Highways  were  impassable  and  in  the  mountain  regions,  par- 
ticularly, bus  schedules  were  suspended.  This  complicated  the 
transportation  problems  of  the  railroads,  already  over-burdened 
by  holiday  traffic. 

The  average  snowfall  was  shghtly  less  than  November's  and 
was  less  than  one  third  normal.  Snow  occurred  on  a  number 
of  days  about  mid-December,  but  significant  amounts  were  con- 
fined to  northwestern  stations. 

The  ground  was  frozen  during  most  of  the  month,  diminish- 
ing the  amount  of  outside  work  done  on  the  farms.  Stable  feed- 
ing rapidly  depleted  supplies  of  home-grown  feed  and  grains. 
Combined  with  the  low  temperatures,  the  lack  of  snow  cover 
was  a  source  of  potential  damage  to  winter  grains.  Wells  and 
springs  were  dry  in  some  localities  and  farmers  were  hauling 
water  for  stock.  The  storm  of  the  26th  was  of  some  benefit  but, 
due  to  the  frozen  ground,  the  soil  moisture  was  not  replenished 
as  much  as  could  be  desired.  G.  w.  s. 


TEMPEBATTJBE. 


The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  78  stations  was  28.4°,  which  is  3.0°  below  the  56-year 
normal  for  December.  The  highest  monthly  mean  was  36.9° 
at  Marcus  Hook,  and  the  lowest  was  21.0°  at  Kane.  Ex- 
tremes ranged  from  a  maximum  of  63°  at  Phoenixville  on  the 
9th  to  a  minimum  of  —23°  at  Kane  on  the  15th. 


PKEOIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  197  stations,  was  1.12  inches,  which  is  1.96 
inches  below  the  56-year  normal  for  December.  The  greatest 
monthly  amount  was  3.23  inches  at  Laurel  Hill  Tunnel,  while 
the  least  was  0.45  inch  at  Wellsboro.  The  greatest  amount  re- 
Qorded  in  any  24  consecutive  hours  was  1.45  inches  at  Black 


Moshannon  Airport,  Philipsburg  on  tlic  26-27th. 

The  average  'nowfall  for  the  State  was  2. 1  inches,  wliicli  is  5.5 
inches  below  the  56-year  normal.  The  greatest  monthly  snow- 
fall was  13.7  inches  at  Meadville.  The  greatest  fall  for  any 
observational  day  was  5.0  inches  at  Titusvillc  on  the  22d. 


ERRATA 


October,  1943.— I'age  70.  table  of  comparatwe  data  for  October,  number  of  cloudy 
days  in  1943  .should  be  15.     I'age  71,  State  mean  of  number  of  cloudy  days  should  be  15. 

November.  1943.— Page  79,  Gordon,  total  precipitation  .should  be  5.92  inches,  depar- 
ture, +'2.74  inches;  Lawrenceville,  total  precipitation  should  be  2.01  inches,  departure, 
-0.26  inch.  I'age  »0.  Fredericksville.  total  precipitation  should  be  3.64  inches;  Law- 
renceville, total  precipitation  should  be  2.01  inches.  Page  81,  East  Waterford,  total  pre- 
cipitation should  be  3.01  inches;  Gordon,  total  precipitation  should  be  5.92  inches. 


COMPARATIVE  DATA  FOR  DECEMBER 


Year 


1888. 
IS89. 
1890. 
1891. 
1892. 
1893. 
1894. 
1895 
1896. 
1897. 
1898. 
1899. 
1900. 
1901. 

1902. 
1903. 
1904. 
1905. 
1906. 
1907. 
1908. 
1909. 
1910., 
1911. 
1912. 
1913. 
1914. 
1915. 


1916. 
1917. 
1918. 
1919. 
1920. 
1921. 
1922 . 
1923. 
1924. 
1925. 
1926. 
1927. 
1928. 
1929. 


1930. 
1931. 
1932. 
1933. 
1934 . 
1935. 
1936. 
1937. 
1938. 
1939. 
1940. 
1941. 
1942. 
1943. 


Temperature 


Precipitation 


No.  of  days. 


Period  , 


32.5 
39.6 
27.2 
38.4 
27.8 
32.2 
32.4 
34.2 
30.6 
33.0 
29.8 
31.5 
:n.2 
29.1 

28.4 
25.4 
25.8 
33.6 
30.8 
33.2 
32.0 
27.0 
24.4 
36.3 
34.4 
34.2 
27.3 
29.4 


29.7 
21.5 
36.6 
25.3 
33.4 
31.6 
31.5 
39.6 
39.8 
30.7 
27.3 
32.7 
24.4 
32.2 

30.0 
38.1 
33.3 
31.7 
30.7 
26.3 
34.5 
29.7 
32.2 
33.9 
35.9 
35.6 
27.4 
28.4 

31.4 


62  I 

73  i 

59 

68  I 

70 

70 

66  ! 

70  i 

67 

73 

68 

73 

65  I 

77 

68 
60 
71 
65 
67 
68 
74 
71 
68 
70 
74 
66 
69 
70 


-10 

0 

-11 

-3 
-13 

-7 
-28 
-10 
-13 

-6 
-11 
-11 

-2 
-18 

-12 

-14 

-19 

-5 

-14 

-8 

-2 

-10 

-14 

5 

-8 

-7 

-28 

-7 


68 

-7 

66 

-11 

69 

-9 

71 

I 

69 

-23 

62 

-15 

62 

-20 

73 

-6 

68 

-2 

70 

-9 

59 

-15 

70 

-1 

72 

-14 

74 

-22 

73 

-10 

60 

-19 

74 

-11 

66 
64 


-14 

—5 


68 

-8 

68 

-9 

76 

-8 

62 

-25 

63 

-23 

77 

-28 

3.14 
2.77 
3.97 
4.09 
1.69 
3.06 
3.95 
3.22 
1.20 
3.96 
2.98 
3.04 
2.08 
5.91 

5.54 
2.66 
2.48 
3.57 
3.97 
4.30 
2.86 
3.39 
2.65 
3.27 
3.27 
2.63 
4.63 
4.06 


3.07 

1.78 

3.38 

2.61 

3.28 

2.59 

2.75 

4.99 

2.13 

1.72 

2.58 

4.41  , 

1.16  I 

2.77  I 

2.29 

2.85 

2.19 

2.88  I 

2.55 

2.62 

4  19  I 

2.45  I 

2.J56  I 

2.24 

3  08 

3.10 

5.05 

1,12 

3.08  ! 


5.2 
0.9 

29.4 
0.3 
5.7 
9.4 

11.9 
2.3 
5.4 
9.6 
8.7 
4  4 
3.9 
7.6 

17.3 
13.2 
14.4 
2.2 
7.6 
9.8 
9.4 
12.7 


16.0 

12 

5.4 

13 

8.1 

9 

7.2 

8 

13.0 

14 

13.7 

12 

10.5 

12 

15.0 

8 

3.0 

11 

9.4 

11 

3.8 

10 

7.2 

10 

7.1 

10 

2.4 

14 

3.6 

n 

3.8 

10 

10.0 

12 

4.5 

13 

0.9 

6 

10.0 

12 

6.8 

10 

1.1 

11 

7.4 

12 

8.7 

12 

3.0 

10 

13.5 

16 

6.3 

11 

5.7 

10 

4.7 

11 

6.0 

11 

3.1 

12 

2.0 

10 

11.5 

14 

2.1 

5 

7.6 

11 

16 
11 
16 
U 
15 
14 
12 
12 
12 
17 
13 
11 
14 
IS 

17 
14 
17 
14 
21 
16 
14 
14 
17 
19 
15 
15 
18 
17 


11 
13 
15 
14 
15 
15 
13 
16 
17 
16 
16 
16 
11 
16 

18 
15 
IS 
15 
14 
19 
14 
16 
16 
18 
17 
17 
18 
11 
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Climatolosrical  Data  for  December  1943 


Stations 


Atlantic  Drainage 


AUentown 

Altoona-5  W 

Bethlehem 

Burnt  Cabins-2  E 

Carlisle ■ 

Chambersburg 

Coatesville.      ■■-■■■■■ 
Curwen&ville-6  NW. . . 

Eagles  Mere 

Emporium 

Ephrata 

Everett-lSW 

Freeland 

George  School 

Gettysburg 

Gtordon ■  •  • 

Hanover. ....;■■•••••• 

Harrisburg  Airport  . 

Hawley 

Holtwood 

Huntingdon 

Lancaster 

Lawrenceville 

Lebanon.   .....„• 

Lewistown-2  SW 

Lock  Haven 

Marcus  Hook 

Martinsburg 

Montrose ••■ 

Mt.  Pocono  Airport . . 

Palmerton 

Philadelphia  Airport. 

Philip^burgt-7  E 

Phoenix  ville 

Port  Clinton 

Quakertown 

Reading 

Scrantou 

Selinsgrove 

State  College 

Stroudsburg-'2  E 

Tamarack  Twr 

Towauda 

Wellsboro 

West  Chester 

Wilkes-Barre 

Williamsport 

Woodvvard-2  NE 

York 


Division  mean — 
Ohio  Drainage 


Bradford 

Brookville 

Butler 

Chirion-3SW 

Claysville 

Covidersport 

Derry 

Donora 

Ebensburg.        

Ford  City-4  SE 

Franklin 

Greensburg-2  S 

Indiana 

Johnstown 

Kane-1  N 

Mead  ville 

Midland 

New  Castle 

Pittsburgh  Airport... 

Putncyville-2  SE 

Pymatuning  Dam 

Ridgway 

Sharon 

Somerset 

Springs 

Uniontown 

Vandergrift.. 

Warren     

Wayneriburg 


Division  mean. 


iMke  Drainage 


Counties 


Temperature,  In  degrees  Fahr. 


a 
H 

P.A 


Lehigh 

Blair 

Northampton.. 
Huntingdon . . . 
Cumberland . . . 

Franklin 

Chester 

Clearfield 

Sullivan 

Cameron 

Lancaster 

Bedford 

Luzerne 

Bucks 

Adams 

Schuylkill 

York 

York 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia . 

Centre   

Chester 

Schuylkill . . . . 

Bucks 

Berks 

Lackawanna.. 

Snyder 

Centre 

Monroe. 

Clinton 

Bradford 

Tioga.  -■ 

Chester 

Luzerne 

Lycoming  .  .. 

Centre 

York 


254 

1,615 

364 

990 

473 

6U0 

431 

2,  215 

2, 020 

1,033 

36i 

1,020 

1,970 

184 

553 

900 

600 

351 

900 

200 

700 

255 

996 

469 

580 

5o7 

12 

1,493 

1,176 

1,9H 

45.i 

10 

1,916 

100 

407 

480 

273 

746 

476 

1,217 

440 

2,250 

754 

1,319 

4i0 

544 

550 

2,  208 

400 


McKean 

.lefferson 

Butler 

Clarion 

Washington 

Potter 

Westmoreland.., 

Washington 

Cambria 

Armstrong 

Venango 

Westmoreland.. 

Indiana 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Crawford 

Elk 

Mercer. 

Somerset 

Somerset 

Fayette 

Westmoreland.. 

Warren 

Greene 


Erie 

State  mean. 


Erie. 


680 
400 
077 
114 
170 
653 
l.=>0 
761 
,170 
950 
987 
,160 
,300 
,650 
,750 
,  06=> 
780 
900 
,286 
,270 
.O^O 
,371 
940 
,190 
1, 500 
,060 
825 
,190 
,100 


30.0 
28.2 
30.  2 
27  8 
31.5 
32.4 
31.6 
22.8 
22.  2 
'J 
32.7 
29  6 
2,3  3 
31.4 
34.2 
27.7 
32.  2 
32.  5 
25.2 
33.4 
30.0 
31.6 
26.4 
3^1.2 
29.7 
28.6 
36.9 
27.8 
21.2 
23.6 
29.3 
32.8 
23.0 
33.6 
27.1 
28.0 
33.0 
27.2 
31.1 
•28.2 
28.9 
22.8 
26.4 
23.  7 
32.6 
26.6 
28  8 
24.2 
33.0 

28.9 


-2.2 
-1.9 
-3.5 


-0.3 
-0.9 
-1.3 


-0.2 
-0.3 
-2.1 
-2.2 
+  1.4 
-1.9 
-2  fi 
-0  2 
-3.5 
-1.4 
-1.7 
-1.6 
-2.4 
-2.0 

-2.' 8 
-2.0 


670     70 


-5  4 

-2.' 6 
-1.8 

-6.3' 
-5.0 

-3.4 
-1.2 
-3  5 
-0.7 
-1.8 
-1.7 


-2.7 
-4.3 

-0.8 


-2.5 


24.2 

25.0 

28.6 

26.0 

2?. 4 

23.6 

30.3 

32.0 

24.4 

28.7 

26.  2 

28.6 

28.31I 

2S.4 

21.0 

2,5.6 

30.0 

29.8 

29.4 

26.7 

25.4 

23.2 

31.2 

26.5 

26.0 

32.  4 

30.3 

27.2 

29.8 

27.5 

29.  3 
28.4 


-3.2 
-3.2 


-5.6 
-3.6 
-2.1 
-4  5 
-4.5 

-34" 
-4.5 
-2.7 
-4.3 

-3.6 


-L3 
-2.6 


-5  0 
-0.1 
-2.5 
-3  8 
-2.7 
-3  3 
-1.5 
-5.0 

-3.9 


-3.0 


57 

54 

56 

64 

60 

59 

56 

47 

50 

52' 

59 

59 

49 

59 

60 

54 

59 

59 

52 

57 

58 

59 

51 

59 

57 

53 

61 

54 

47 

49 

57 

57 

49 

63 

55 

55 

58 

53 

56 

52 

56 

49 

54 

50 

56 

57 

55 

18 

61 


50 


9 

4 

9 

3t 

9 

2t 

2t 

2t 

9 

2 

9 

4 

9 

3f 

2 

9 

2t 

2 

9 

2t 

4 

9 

2 

9 

21 

9 

9 

4 

2 

2 

9 

9 

4 

9 

9 

9 

9 

9 

2t 

4 

9 

8 

9 

2 

9 

9 

9 

2 

3 


10 

-  4 

5 

4 


-  8 

-  4 
-13 


2 
0 
8 
6 
0 
H 
10 

-  5 
14 

-  2 
5 

-  7 
4 
3 
0 

14 
0 

-  3 

-  1 
3 

10 
-16 
4 
4 
0 
11 
4 
5 
2 

-  3 

-  5 

-  5 

-  8 
8 
3 
4 
0 
1 


-16 


-19 
-15 

-  8 
-13 

-  4 
-18 

-  7 
7 

-  9 

-  7 

-  6 
-10 

-  3'- 

-  8 
-23 

-  6 
3 

-  1 
4 

12 

-  2 
-19 

1 
-18 
-13 

3 

-  2 

-  1 

-  2 

-23 


Precipitation,  In  inches 


24t 

15 

15t 

16 

15t 

16 

16t 

15 

16 

15 

16t 

15t 

15 

16t 

17 

16 

16 

16 

16 

15t 

15 

16 

15 

16 

16 

24 

15t 

15 

15t 

15 

16 

24 

15 

16 

15t 

16 

16 

16 

l:3t 

15 

16 

16 

16 

16 

24 

16 

15 

15 

16 

15 


2-3 

03  O) 


1.21 
1.17 
1.16 
0.68 
1.17 
1.22 
1.40 
1.96 
1.14 
$ 
1  14 
1.06 
0.87 
1.06 
1.26 
1.00 
1  30 
1.06 
0.93 
1.24 
0.99 
1.19 
0.61 
1  11 
0.  8011 
0.85 
1.39 
0. 91 
0.89 
1.21 
0.76 
1.23 
1.97 
1..16 
1.08 
1.20 
1.27 
0.79 
1.10 
0.87 
0.95 
0.87 
0  69 
0  4.'. 
1.3s 
0  79 
0.86 
0.74 
1.31 

1.08 


-2.30 
-1.57 
-2. 12 

-1.93 
-1.74 
-2.59 


-1.98 
-1.87 
-3  05 
-2.51 
-1.90 
-2.72 
-1  75 
-1.9R 
-2.  14 
-1.44 
- 1 .  93 
-2.00 
-1.37 
-2.23 

-i'.'w 

-2- 15 


1.03 
0.44 
0.96 
0.61 
l.OK 
1.12 
1.32 
0.79 
0.92 


fe-C 

o2 


5  I  03  I 


26-2' 

26 
26-2' 

26 
26-27 

26 
26-2 
26-27 

26 


-2.15 
-2.20 


-23 


15 

15 

15 

15 

16 

15 

15 

15! 

15 

15 

15 

15 

15 

15 

15 

15 

15 

15 

15 

15 

15t 

16 

15 

15 

15 

15 

15 

23 

24 

15 


-2  33 
-2,53 
-2.76 
-  2.  29 
-2  -23 
-1.91 
-1.80 
-2.41 


-1.50 
-1.69 
-2.  42 
-1.94 
-2.03 


1.05 
1.34 
1.08 
1.07 
1.03 

0  94 
1.47 
1.28 
1.18 
1.12 
1.00 
1.34 
1.28 

1  70 
1.19 
1.21 
0.91 
0.91 
1.14 
1.33 
0.84 
1.24 

5 

1.52 
1.40 
0.90 
1.27 
1.93 
1.12 

1.21 

1.13 
1.12 


-1.62 

-2.00 

-2.  12 

-1.68 

-1.93 

-2.  45 

-1.93 

-2.ff2 

-1.83 

-1  31 

-1  80 

'-2.' is' 

-1.71 

-2.05 

-2.07 

-3.47 

-1.97 

-1.79 
-1.72 


-2.53 


-2.56 
-  1.83 
-2. 53 
-1.71 
-1.15 
-1.69 


0.99 

0.94 

0.83 

0.92 

1.16 

0.91 

1.15 

0.99 

0.71 

1,17 

0.89 

1.04 

0.61 

1.01 

0,76 

0.75 

1.23 

0.  hO 

0.69 

0.92 

0.67 

1.09 

1.45 

1.19 

0.90 

0.91 

1.10 

(1.66 

1.05 

0  81 

0.90 

0.69 

0.60 

0.39 

1.22 

0.66 

0.81 

0.67 

1.22 

1.45 


0.31 
0  82 
0  74 
0.73 
0.75 
0.18 
0.69 
1.06 
0.75 
0.86 
0.37 
0.83 
0.68 
0.83 
0.33 
0.37 
0.66 
0.50 
0.81 
0.78 
0.36 
0.73 

0.81 
0.76 
0.46 
1.05 
0.85 
0.91 


26-27 

26 

26 
2ti-2' 
26-2' 
26-27 
2i:-2' 

26 

26 

26 
26-27 

26 
26-27 
26-27 

26 
26-27 
2r.-2V 

26 
26-2' 
26-27 
26-27 
26-27 
27 
26-27 
26-27 
26-27 
26-27 
26-27 
26-27 

26 
26-27 

26 
26-27 

26 
26-27 
26-2 
26-27 
26-27 


■1 
7,0 

I 

T. 

T. 

T. 

T. 
7.5 
1.8 
1.0 

"\A 
T. 

0.1 
T. 

••,•,,•■ 

0.1 
1.3 

T, 
0,2 

T. 

2.0 

0 


1.0 
T. 


2.4 
1.9 
0  1 

T. 
4.8 

T. 

T. 

T. 
0,1 
1.0 

T. 
0.7 

T. 
1.0 
1.9 
0.8 

T. 
0.2 


No.  of  days 


0  IS 


So 


-1.87      1.21 


26-27 


26 

26-2' 

26 

26 

26-27 

26-27 

26 

26 

26-27 

26-27 

26 

26 

26 

26 

26 

6 

26-27 

■25-26 

2-i-27 

26-27 

6 

26 


-1.70 
-1.96 


0.30 
1.45 


0  9 


3.2 
2.5 
0.4 
5.S 
2  0 
0.3 
3.5 

"b"b 
2  0 


26 
26 
26 
26 
26-27 
26 

26-27 


26-27 


5,6 
10.9 
13.7 
0.2 
1.3 
1.4 
5.0 

'f.S 
2.0 
6.0 
3,8 
1.0 

T. 
2.9 

T. 

3.8 


7.8 
2.1 


15 

1 

10 

8 

4 

14 

7 

8 

3 

6 

8 

8 

5 

19 

17 

10 

8 

14 

nw. 
w. 

n. 


no. 
n\\ 


nw. 

nw 

w. 

nw. 

w. 

nw . 

n. 

w. 

nw. 

8W. 

8W. 

nw. 


Observers 


2     11 
11 


SW, 

w. 


nw. 
nw 

SW. 


8W. 


8W. 
W. 


Allent'n-Bethlehem  Gas  Co, 

City  of  Altoona. 

Lehigh  University. 

Penua.  Turnpike  Comm. 

Clarence  E.  Miller. 

William  B  Spear. 

Howard  L.  Pyle. 

U.S.  Weather  Bureau. 

Carl  K.  Bigger. 

Mrs,  Helen  C.Haas. 

Ira  J.  Keath. 

Penna.  Turnpike  Comm. 

Andrew  B.  Evansha. 

Prof.  N.  W.  Swayne. 

Dr.  Henry  Stewart. 

Miss  Sallie  M.  Johnson 

Hanover  Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna,  Water  &  Power  Co. 

Prof.  Paul  R.  Yoder. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling, 

Lebauon  Valley  Gas  Co. 

Penua.  Dept.  of  Highways. 

Williiim  R.  Kellev. 

Sun  Oil  Co. 

Civil  .aeronautics  Authority 

Harrv  S,  Fancher. 

U.  S. 'Weather  Bureau. 

New  Jer,-ev  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phil  a -Suburban  Water  Co. 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna,  Stat*  College. 

Metropolitan  Kdison  Co. 

James  E,  Swartz. 

Mrs.M.  Ordelia  Parks. 

M.S.  Bliss. 

Clvdc  T.  saylor. 

U.  S.  Communication  Sta. 

John  D.  WcEweu. 

U.  S.  Weather  Bureau. 

York  Water  Co. 


Citv  Water  Dept. 

Civil  Aeronautics  Auth'y. 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

Philip  R.  Shaw. 

Miss  X.  Dixie  Wineman. 

Donora  Zinc  Works. 

Miss,  Emma  H.  Eastman. 

U  S.  Engineers. 

William  K.  Fuller. 

Westmoreland  Water  Co. 

Indiana  State  Teachers  Col. 

Robert  Tross. 

Spring  Water  Co. 

Citv  of  Meadville, 

Pern-  P.  Campbell. 

New"Castle  Water  Co. 

V.  S.  Weather  Bureau. 

U.  S.  Engineers. 

Pa.  Dept.  Forests  &  Waters. 

West  Penu  Power  Co. 

Carnegie-Illinois  Steel  Corp. 

D.  L.  Grove. 

Allen  E.  Yoder. 

William  W.  Marsteller. 

Carnegie-Illinois  Steel  Corp 

Merrell  L.  Jordan. 

Thomas  S  Knox. 


U.  8.  Weather  Bureau. 


For  cooperative  staUons  the  dep^ure  fron.  rK^temper^t^ 

•       -or  stations  with  16  or  more  years  of  record  are  computea  TO    ^^^^^  UTotal  partially  estimated.     ^    'E 


Departures 
„      _  _  _     _s  of  10  to  14 

ofVrecipitation  for  stations  with  15  or  more  years  f  "^  oTher  dates''a'lso''"  ""^TncomBrete:    ^ "FfotaiVartiairfeitimated';  ""  "•"Esttmatid:"'""    xltrace)  Indicates  pre- 
years  the  means  for  period  of  record  are  used.         ton  other  dates  aiso^  V  1^^^^^ 


pKlKMltKH    19t;-? 


CLIMATOIXHIICAI.   DATA:    PENNSYLVANIA   SKCTION 
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Sally  Precipitation  for  Deoember  1 948 

SUtiODS 

Counties 

Day  of  month 

■1 

1 

■2 

3 

4 

6 

6       7 

8 

9 

10 

11 

12     18 

14 

IC 

16 

17 

U 

n 

2C 

21 

22 

n 

24 

28 

26     27     28 

29     80     31 

ATLANTIC 

DRAINAGE 
Vflawixre  Hasin 

Uppkk  Dki.awabk 
Diugmaus  Ferry s„  ... 

HawleyS 

HollisUsrvlIle- 

.    Pike 

•    Wayne 

.    W8yne> 

... 

'.  ".6 

.    .0 

3'.'.'. 
2  T. 
.   T. 

'.     .0 
.     .(V 

.   .0 
.    .1 

D    .0 

9... 

.01 

9'.'.'. 
»  ... 

.    T. 

.     .0 

.    .0 

.0 

4  't 

9... 
1  ... 

.0 

.     .0 

.0 

S  ... 

7  ... 

'  't. 

'.  ..'.'.'  't. 

.     .01   T. 

T. 

'.  "t 

T 

.    r 

...     .7 

.    .     .7 

7 

2  ... 

4  .. 

n  , 

3  T. 

S 

6   T.    . 

9    ...  . 

5  ..     . 

.      0.72 
.      0.98 

Lakeville- 

Matamoras^ 

.   Wayne 

.    Pike 

9  ... 

n 

.   T. 

i ... 

...     .7 

.    0.86 

Mount  Poconol.  * 

PWft.'^ant  Mountt 

Monroe 

Wayne 

i'. 

.   T. 
.0 

s'io. 

4 ." ;  .■ 

.1 
.1 
T. 
.1 

1   T. 
i'.'.'. 

■  ••• 

.    .ff 

2   .0 

't. 

1     .0 
.0 

".Ot 

'.'a 
.1' 

7    .0 

5    .0 

T. 

5    .0 

T. 
T. 

S    .Oi 

I ... 

T. 
.01 

T 

i  T. 

T. 

.    .05  ... 
.03... 
T.    ... 

T. 

t. 

76    .1 
57    .1 
14    .7 

.48    .1 

. .  1.  0! 

L21 

Stroudsburg 

Monroe 

1.14 
0.9& 

Lkhioh 

Allentown- 

Bethlehenit 

Blakeslee  Comers  J... 
Gouldsboro- 

Lehigh 

s ... 

.1 

)... 

... 

1; 

.It 

.K 

.oe 

... 

<  ... 

T 

T. 
.O^l 
.01 
T. 
T. 
T. 
T 

I  ... 

7  ... 
J 

0.90 
1.21 

Monroe 

Wayne 

'.OS 

.Oi 

... 

.1 

T. 

... 

.04 

'.'.'. 

T. 

'.01 

>    .  .  . 

94    .01 
62    .Oi 
..     .'( 
.      .9f 
06    .8£ 
47    .4S 
62    .06 
15   .95 

11    .09 
1  9n 

*  . . . 

1.16 
0.97 
1  14 

Lansford^ 

Mauch  Chunk 

Carbon 

Carbon 

... 

.0' 
.08 
.03 

.10 

t... 
) 

T. 
T. 

T 







1.16 

New  Tripoli 

Palraertont 

Lehigh 

Carbon 

... 

... 

't. 

1.06 
1.08 
0.76 
1.28 

111.30 
1.40 
0.87 
1.38 
1.36 
1.08 
1.37 

Ziousville. 

SCHI'YLKILL 

Conshohocken 

FredericksvlUe* 

Lehigh 

Montgomery 
Berk.- 

.. .. 

.1£ 



.2(1 
.03 
.12 
.17 
.18 
.17 

. . .. 

T. 

'i'' 

1 

't. 

T. 

't.' 

T. 
T. 

....  1. 

Freeland- 

Gratersford'-i 

PhoenixviUe''^ 

Port  Clinton^ 

PottstownS 

Luzerne 

Montgomery 

Chester 

Schuylkill... 
Montgomery. 

.■.■;.■ 

■■■■ 

T. 

.... 

T. 

"t. 

.01 

:::: 

T. 

't'.' 

T. 

t. 

r. 

..    .83 
..  1.26 
..1.19 
..    .90 
..  1.20 

Readingf 

Werners  ville^ 

Lower  Delaware 
Coatesville" 

Berks 

Berks 

Chester .   . 

■••• 

. . . . 

.'17 
.13 

• 

.02 
.14 

.  10 
■.'62 

.08 
.11 
T. 
.16 

.'ie 
.12 

T 

T 

'i'. 
T. 
T. 

T. 
T. 
T. 
T. 

T. 

T.' 

T. 

.... 
T. 

... 

f.' 
T. 

. . .. 

't'  ' 

T. 

]"!  1. 
....  1. 

.       .95 
09    .01 
80    .24 

20    .12 

35    .77 

't.'  .; 

1.05 
1.27 
1.19 

Doylestown 

George  School  6 

Bucks 

Bucks 

.... 

1.40 
1  25 

Marcus  Hook2 

Philadelphia 

Airport  Stationt' 

City  OSicet' 

Franklin  Inst.  ■-! 

Shawmont. 

Delaware 

Philadelphia 
Philadelphia 
Philadelphia 
Philadelphia 

T. 

.... 

.14 

.12 

'^O'i 

T. 
T. 

.... 

.... 

.... 

't.' 

....  1. 
....  1. 

..1.23 

08    .01 

10  T. 

1.18 



1.39 

1.23 
1.22 
1.34 
1.31 
1.20 
1.38 
1.54 

0.69 
0.69 

Quakertown 

West  Chaster. 

West  Grove' 

Susquehanna  Basin 
Chemung 

.\ustinburgt 

Centerville'^ 

Bucks 

Chester 

Chester 

Tioga 

Bradford  .... 

.10 
.07 

.08 

.19 
.09 
.16 

".09 

't'.' 

.12 

T. 
T. 
T. 

.01 

.07 

T. 
T. 

'."65 

T. 



?4    .57 
90    .32 
..  1.38 

11  .... 
.    .55 

't.'  '.'. 

••  ■•■• 

Lawrenceville 

North  Branch 
Canton2.. 

Tioga 

Bradford 

.... 

't' 

.02 
T. 

.05 
.09 
.02 

i'. 

.05 

.02 

T. 

T. 

.... 

.04 
.05 

.02 

T. 

T. 

.02 

.... 

• 

T. 

T. 

.    .73 
J6    .25 

.    .75 
1  ni 

'.'.'.'. '.'. 

0.79 
0  61 

Danville^ 

Montour 

Bradford 

Columbia,. .. 
Susquehanna 

Bradford 

Schuvlkill . . . 

■.'02 

■■.05 

't.' 
■.'oi 

';69 

■.■ii 

.... 

0.86 

1.10 

0.82 

5 

Kellogg  MtTower2..., 
Millvillet 

.... 

.02 

T. 

T. 

T. 

t. 

• 
T. 

* 

.78 
»       • 

.    .69 
.    .75 
0.... 

*•' 

t'  '■»' 

'.'88 

Montrose^ 

.06 
.05 

.'oi 

.08 

'm 

T. 
.15 

.08 

i; 

T. 

't'.' 

'.'62 

.13 
.03 

't.' 

T. 
T. 

T. 

'f.' 

't.' 

T. 

Orwell''' 

Park  Place  1,  5 

0  89 
0.83 
0.83 

Rush2 .'.'....'.'.'. 

Scrantont' 

Susquehanna^ 

TowandaS 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  .... 

T.' 

T.' 

■■'r'.' 

■.'62 
'■oi 

'.'06 
".m 

't'.' 

.04 

'.'6i 

.03 
T. 

.01 
.01 
.09 
.05 

t'.' 

.01 
.06 

(11 

'on 
.03 

'.'65 
.02 

.06 
.04 

T.' 
.02 
.01 
.03 

t'.' 

".bi 

T. 

't.' 

't.' 

T. 

.01 

T. 

T.' 

't'.' 

't'.' 
T. 
T. 

't. 

T. 
T. 

't.' 

0    .02 
.     .73 
6   .10 
.     .54 
10   .30 

0.88 
0.93 
0.79 
0.74 
0.69 

Wilkes-Barre^ 

Wkst  Branch 
Ansonia' 

Luzerne 

Tioga 

.01 

. . . . 

.10 

T. 
.01 

... 

... 

... 

T. 
.01 

i'.' 

f.' 

... 

( 

...  .e 

4    .01 
.3    .03 

i'.' '.'. 

0.88 
0.79 

0.60 
1.20 
1.11 

Bald  Eaglet 

Carter  Carapt 

Cedar  Run2 

Blair 

Potter 

Lycoming.,. . 

is 

.17 

.01 
.02 

• 

• 

"•' 

*•' 

'*' 

.'i5 
.10 

f.' 

•     « 
...  .7 

.93 
2  ... 

.    .70 
.     .78 

.'64 ; '. 

Clearfield2 

Clearfield  . 

T. 

t. 

« 

T.' 

... 

.32 
.17 
T. 

.is 

« 

.17 
.20 

T.' 
.35 
.08 

.'ii 

.07 

'.il 

f.' 

• 

T.' 

!62 

.04 
.01 

.15 
T.' 

.'04 
T. 

.'63 

!65 

.04 
.'65 

'.OS 
.25 

.03 
T. 
.02 

.08 

T. 

T. 

T. 

0.97 

Coalport- 

Clearfield.... 
Clearfield.... 

Cameron 

Clearfield.... 

Sullivan 

Sullivan 

Cameron 

Lycoming.... 
Potter 

T.' 

T.' 

T. 
T. 

L29 

1.96 
0.95 
1.17 
1.13 
1.14 

$ 
0.92 
0.75 

Curwensvillel,  * 

Driftwoodt 

« 

.36 

.21 

.13 

• 

.'ii 

.15 

.16 

.08 

.09 

.03 

t. 

T. 

.10 
.03 
T. 
.07 

T.' 
.'65 

.'62 

T. 

T.' 

T. 

...    .6 

...    .5 
...    .8 

9   .15 

f.' '/.' 



•V. 

DuBois,  7E 

Dushorel 

Eagles  Mere2 

.02 

t'. 

.22 

.'63 

.0.! 

T. 

.03 

T. 

.02 

T. 

t. 

.03 

'.'.'.I 

■V.' 
.'64 

.08 

.09 
.01 
T. 
T. 

.'65 
T. 

.'63 

.04 

.91 

2    .23 

2  .... 
09 

t.  ... 

Emporium2 

• 

.02 

.01 

• 

T. 

• 

t. 

« 
T. 

.09 

* 

3    .42 

65 
.     .75 
3    .01 
1     (16 
.    .54 

90 

•  '  *• 

*• 

.'so 

English  Centert 

Galeton 

• 
T. 

• 

• 

T. 

* 

• 

• 

• 

*       • 
..      .1 

Lock  Haven2 

Clinton 

T.' 
.03 

... 

... 

T. 
T. 

f.' 

T. 

.'62 

t'.' 
.01 

...     .7 
...  1.4 

.  02 . . . 
f.'  ■;; 

T. 

1.13 
0.85 

Medix  Runt 

Elk 

Centre 

Clinton 

T. 

T.' 

.25 

.08 

.03. 
T.    . 

... 

!6i' 

T.' 

f.' 

.07 
.02 

.'61  ' 

T.' 

Philipsburgl.  5,  7E.... 
Renovo2 

1./2 
1.97 
0.77 
0  97 

Shaffers  Path2 

Lycoming.... 

... 

'  * '  * 

T. 

QoQtiQue4  on  pafp  8§. 


CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


December  1943 


Daily  Precipitation  for  December  1943 -Continued  from  page  87 


Stations 


Counties 


Day  of  month 


West  Branch 
(continued) 

State  Colleget.....--- 
Tamarack  Tower''.  . . 

Wellsboro^ 

Williainsport^, 

JUKIATA 

Altoona 

Bedford'-^.........--.- 

Breezewood  Intch''. . 

BulTaloMills^ 

Burnt  Cabinsa 

CiiarterOakl       ...   . 
EastWaterford'i,  3e. 

Kverett"  —  • 

Huntingdon- 

Lewistown''^ 

Loop  Mt.  Tower^  ... 
Mapleton  Depot''..  .. 

Martinsburg* 

Newport^ 

Saxton'-^.... 

Shade  GapT 

Lwi\  Susquehanna 

Arendtsville^ 

Bloserville......  ■••■••  ■ 

BlueMt.  Int-ihg,..^.... 

Carlisle 

Columbia  

Kphrata 

Glen  Rockt 

Gordon 

Hanover'-^ •••     •• 

Harrisburg  ArptT' 

Holtwood^ 

Huutsdale"'' 

Kirkwoodt 

Lancaster 

Lebanon^ 

ManadaGap 

Middletown^    

Millersburg; 

New  Park 

Peun  Nursery^... — 
Peters  Mt,  Tower^. ... 

Pine  Grove'^ 

Ringtown'''.  1  SW 

Selinsgrove 

Shippeusburg 

Sunbury-  ; 

Williamstown- 

Woodward',  5 

York ■ 

York  Haven-      

Potomac  Basin 

Chambersburg2 

Gettysburg 

Hewitt}, '^S 

Hyndman''' ■ 

McConnellsburg^ ... 

Mercersburg 

South  Mt.  San't'm2... 
GULF  DRAINAGE 

Ohio  Basin 

Al.I.EGHRNV 

Acmetonia2 

Aliens  Mills! 

Blairsville'^ 

Boswell|**.6W 

Bradford     

Brook  ville' 

Buckstownt 

Cherry  Grovet 

Clarion^ —  .. 

Coudersport 

DerryB 

DonugaV' 

Dunlot 

Ebensburg" 

Ford  City^$§ 

Franklin- 

GlenHazel^,  INE.  .. 

Hornet 

Indiana 

Johnstownfi 

Kane'' 

Lau  rel  H  ill  Tunnel^  . 

Lycippus 

Marienvillet 

Meadville^ 

Mosgrove^ 

Parkers  Landing^.  . . 
Pittsburgh  Cty  Of  ti.. 


Centre 

Clinton 

Tioga 

Lycoming... 


Blair 

Bedford... 
Bedford... 
Bedford.  . 
Huntingdon . 
Huntingdon . 

Perry 

Bedford  .  . 
Huntingdon . 

Mifflin 

Huntingdon 
Huntingdon . 

Blair 

Perry 

Bedford 

Huntingdon . 


Adams 

Cumberland. 

Franklin 

Cumberland. 
Lancaster.. . . 
Lancaster.. . . 
York ,  .  . . 
Schuylkill  ... 

York 

York 

Lancaster — 
Cumberland. 
Lancaster..  . . 
Lancaster,. . . 

Lebanon 

Dauphin 

Dauphin 

Dauphin 

York 

Centre 

Dauphin.... 
Schuylkill.  . 
Schuylkill.. 
Snyder  ... 
Cumberland 
N 'umber  land 
Dauphin. 
Centre. .  • 

York 

York 


Franklin . . 
Adams,. . . 
Bedford.. 
Bedford  . 
Fulton  — 
Franklin.. 
Franklin.. 


Allegheny.. 
Jefferson... 
Indiana  .  . . 
W'moreland. 

McKean 

Jefferson 

Somerset 

Warren 

Clarion 

Erie 

W'moreland. 
W'moreland 

Cambria 

Cambria 

Armstrong.. 
Venango — 

Elk 

Indiana 

Indiana 

Cambria — 
McKean...  . 
W'moreland 
W'moreland 

Forest 

Crawford... 
Armstrong. . 
Armstrong.. 
Allegheny . . 


T. 


.08 


T. 


T. 


T. 


.08 


.08 


.03 


.02 


.O'i 


.06 


.11 
T. 

.03 
.02 
.02 

!02 
.15 

io? 

.06 

'."ii 

.10 

.04 


T. 


12 


T. 


.02 


.02 


T. 


T. 


.05 


T. 


.18 


T.     T. 


.04 


T. 


.15 


T. 


13 


15     16 


18     19 


20     21      '22     23      24      '25      26     27     28     29     30      31 


.03 


T. 


.02 


.24 
.14 
.18 
T. 

'.'27 
.19 
.34 
.32 

'!i5 
.16 

't. 

.25 

'!33 
.22 
.25 


.11 


.06 


T. 

t'. 

.02 

T. 
06 

T.' 

't. 

T. 

.03 

f 
f. 


T. 


T. 


T. 


T. 


.02 


.03 


.01 


.03 

.01 

.03 

.11 

.02 

.0' 

.04 

T 

.09 

.0.5 

.10 

.02 

T. 
.03 

.06 

.01 

.02 

.02 

.02 

.06 

.01 

.03 

.03 

T 

.01 

T. 


.08 

.'06 

T 

.03 

.08 

.09 

T 

.01 

T 

.09 

'''I 

■r'.' 

.10 
.03 
.04 


.10 
1.05| 

'.'osl 

.03! 
.021 
.02 
.05 


T. 


T. 


T. 

.07    .03 
.03, 


T.  I  T 

.0'2i... 
.01  ... 
T.  I.... 
....!   .01 
.05' 


.03 
T. 

.'04 
T. 
T. 

'."6i 
''r'.' 

T. 
'.'05 

"m 


T. 

T.     T. 

.02   T. 
T. 


.02 


T. 


T. 


.01 


T. 


T. 


.01 
.09 
.02 

.'05 
T. 
.06 
T 
.02 

'.'62 
.05 
.06 

« 

.01 
.02 
.03 
.10 
.03 
.01 

".'6i 

.03 
.01 
T. 


T. 


T. 


T. 
■f. 

■r'. 

T. 

.03 

T. 

.02 

'.'62 

'f. 


.421  .03 
.80 


.39 

."87 
.90 
.94 
.89 
.76 
L06 
.82 
.01 
.94 
.90 


.03 
.66 
.78 
.72 
.64 
.75 
1.29 
.38 
T 
.99 


L06 

.48 


.58 
1.17 
1.08 
1.26 


.09 


1.16 
.45 


.41 
.24 

!53 

1.15 
T. 
1.17 
1.02 

56 
1.01 
.38 
T. 


.78 


L04 
.99 
80 
45 
03 
1.21 
.90 
.02 
.44 
1.14 


1.12 
.92 


.82 


T. 
T. 
T.  I  .05]  T. 


..  .01  ... 
. .  I  .01  , . . 
.02!   .04   T. 

. .  T.  ... 
...    .04... 


.03!  .03! 
T.  I  .03 
02 
T.     T. 


.'62!; 


... 

.54 
.68! 

.83| 

.3;i' 

1.21 

.78j 

.61 

.94 

.78 
.07 
.85 
.06 
.05 
.0' 
.04 
.05 
.73 
.18 
.16 
.15 
45 
.75 
.86 
.37 
.67 
.06 
.17 
.24i... 


.07 


.02... 
.09 
.03 
.06 
02  . 

•r'. 

01 


T. 


0.87 
0.87 
0.45 
0.86 


1.1' 
« 
0.94 
0.94 
0.68 
0.99 
0.95 
1.06 
0.99 
110.80 
1.15 
0.85 
0.91 
0.96 
1.00 
0.94 


1.30 
1.12 
0.87 
1.17 
1.13 
1.14 
1.45 
1. 00 
1.30 
1.06 
1.24 
1.08 
1.06 
L19 
LU 
1.07 
1.'27 
1.17 
1.36 
1.24 
1.07 
1.09 
0.87 
1.10 
1.11 
1.32 
111. 00 
0.74 
L31 
1.29 


Continued  on  pa^e  i 


J)k(  KMiiKi;  mm;? 


I  l.lM.\r()I,(){;i('Al.  DATA:   I'KNNS^IAAN  I A   SKCTION 
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Daily  Prei:ipitation  for  December  1943-(:oiUliiiii(|  inini  I'age  (tH 


Stations 

1 

Couutios 

Day  of  month 

1 

2 

8 

4 

5 

6 

7 

8 

9 

10 

U     12 

1   ^^ 

14 

15 

jl6 

17 

18 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

1 

All  K.CHKNY 

( oontimied ) 
Tort  .VlU'ifany- .... 
riuix>uta«uoy- . .. 

I'lUiioyviUe- llll.... 

McKeaii 

Jetlerson 

Armstrong 

Elk 

.01 
f. 

... 

t". 

T. 

f. 

T. 
T. 
.01 

... 

.05 
.3C 
.26 

.20 
.IS 
.29 

'.10 

... 

M 
02 
.03 

.Oi 

.Oi 

.02 

r. 

.02 
.08 

".6t 
.01 
.02 

.Oi 
T. 
T. 

.U 
.01 
.01 

"62 
.02 
.08 

't.' 

.09 

.04 

T. 

T. 

.06 

T. 

.01 

.07 

> 

".oi 

.... 

.'06 
.02 
.04 
.03 
.10 
04 
T. 
.14 

T 
'.'64 

r. 

■.'65 

.08    .03 
.  13  .    . . 

T. 

.0£ 
.OS 
.01 
T. 

T. 

.... 
.... 
T. 

T. 

tV 

T. 

.04 
T. 
.02 
.04 
T. 

.08 

.oa 

T. 



T. 

'!6i 

T. 
T. 
.04 
.03 
T. 

T. 

35 

.74 
.78 

.7a 

.9f 
.97 

.'6s 

.08 

.08 

.01 

T. 

.35 

T. 

.08 
.03 
.08 

,03 
.04 

i'. 

::::; 

0.60 
1.3(1 
1.33 

. 13  . . . . 
118   .01 

T.' 



.'61 

SaltsburK^ 

Indiana 

1.24 

Seward- 

Indiana 

0' 

1.26 
1.49 
0.  81 

Snu-thporit 

Stroiigstownt 

McKean 

Indiana 

Forest 

Crawford 

. ... 

.24 

.36 
.39 
31 

.08 



".'62 
.02 
.03 

'tV 

.0(1 
.07 
.02 
.09 
.02 

'56 

.38 
.89 
.51 
.41 
13 
L05 

1.54 
1  16 

TiolUl^ta  Uaiiit 

.61 
.1( 
.16 

■r 

.18 

.03 
.09 

't.' 

T. 

'tV 

't.' 

'.'64 

':64 

Titu>villo.  'JS. 

.01 

Union  Cityt 

Erie 

* 

.14 
.18 

'.36 

.Ofi 
T. 

'oe 

T. 

T. 

.02 

T. 

.03 

.01 

1 ,44 
0.61 

\*andergrift  ^ 

Westmoreland. . . 

'.'46 
.05 

.27 
.16 

T. 
'.'65 

't.' 

T. 

'.'63 
T. 

T. 

".in 

.03 
.03 

T. 

T. 

T. 

■v.' 

't.' 

't. 

't. 

''56 

-■;;; 

Warren- 

YounysvlUet 

Warren 

Warren 

1.27 
1.93 

1.89 

M0NONi:.VHF.I,A 

Continence  - 

Connellsville2 

Somerset 

Fayette. 

T. 
T. 

.03 
T. 

tV 

T. 

'.oi 

T. 
T. 

.  ,  .  . 

.20 
.01 
T. 
.01 

10 
.09 

(N 

T. 

T.' 

T 

T. 

T. 

T. 

't.' 

T. 
T. 
T. 
.01 

't. 

T. 

.... 

T. 
T. 

1.06 

.01 

.83 
.75 

.85 

.56 

T 

.73 

.11 

.25 

.62 

.03 
.02 
.04 
.01 

.01 
.01 
.02 

T. 
T. 

Washington 

Douora' 

.12    1. 

10 

.07    .09 

1.28 
0  95 

Greensboro- 

Greene 

Westmoreland. .. 
Westmoreland... 
Somerset 

.01 

T. 
T. 

.01 

Greensburg 

'i'.' 

r 

T. 

.... 

... 

1.34 

.04 

.  11 

.18 

't.' 

T. 

MeversdaleS 

1.30 
1.04 
1.20 
1.34 

Jlurrvsvillet 

Westmoreland... 

.17 

.14 

.13 
.19 
.11 

— 

i.'os 

.60 
.80 

iNewelH 

Fayette 

.05 
T. 

T." 
.03 
.05 

.... 

.10 

T. 

.10 

.12 

.05 

.01 

.11 

.12 
19 
.03 

!65 
.36 
.34 
.08 

.12 
.17 
.21 

T. 
02 

T. 

!oi 

.02 
.01 
T. 

.04 
T. 

.03 
T. 

'.'lii 

.03 
T. 

.10 

.02 

.01 

T. 

.03 

.10 

T. 

T. 

.01 
.ON 
.11 
.02 
.03 
T. 

T. 
.03 
01 
T. 
.01 
T. 
.01 

".04 

T. 

T. 

T. 
T.  I 

T. 

.02 
.03 
.14 

.08 
.03 
.02 

.03 

.09 

.03 

T. 

.02 

.14 

.04 

.04 

.02 
T. 

112 

.45 
.02 
.90 
.14 
.12 
.10 
.04 

.41 

Pittsburgh  Arpt.Ji. 

T. 

.04 

T. 

.01 

T. 

T. 

.01 

't.' 

Greene 

Somerset 

Somerset 

Fayette 

Greene 

.02 
T. 
T. 

Rices  Landing-..  . . 

1   17 

Somerset 

't.' 

T. 

.04 
.02 
T. 

T. 
T. 

.81 
.76 
.46 
.91 

'.'74 
.39 

.48 
50 

.03 
.08 

1  52 

Springsti 

I'niontown 

T. 

1.40 
0.90 
1.12 

0.58 
1.08 

Waviiesburg 

.01 

'.'6i 

.04 
.05 
.10 
.03 
.02 
.02 

■r'. 

.02 

T. 

Be.kvek 
Beaver  Falls- 

Beaver 

T. 

.01 

.40 

.33 

.20 

.06 

.02 

T. 

't.' 

T. 

.08 
.02 

T. 

Butler 

Butler 

!oi 

T. 
T. 
.02 
T. 

T. 

.01 
.02 

1. 

.01 

.01 

GreeTiville 

Mercer 

Mercer 

Lawrence 

Crawford 

Crawford 

tV 

f." 

T. 

T. 
T. 

T.' 

't. 

.02 
.02 

't." 

.01 

.01 

.01 

.02 
.03 
T. 

.06 

.07 
.02 

.28 
.30 
T. 

.75 
.94 
.65 
T. 

.04 
T. 
.01 
.04 
.03 

Mercerl,'^ 

0  99 

New  Castle 

".6\ 
.01 

T.' 

0.91 

1.04 

0.84 

« 

1.03 
1.13 
0.91 

'f 

1.13 

0.98 

Fenn  Line- 

Pvmatuuiiig  Dam 2 

.... 

.... 

Sharon- 

Mercer 

Ohio             ! 
ClaysvilleS 

Washington 

Allegheny 

T.' 
.04 

.02 
.02 
T. 
T. 

T. 

f.' 
.04 

T. 
.09 

.05 

T. 
T. 

.04 

T. 

.07 

r 

.03 
.04 

Coraopolis^ i 

T. 

T. 

Midland'^ ! 

Beaver 

Allegheny 

T.' 

T.' 

.15 
.15 

.30 
.19 

T. 
T. 

Mt.  Lebanon'' 

.04' 
.04! 

.181 
.05j 

T. 

.03 

T. 

T, 

.88 

Washington! ; 

Washington 

■  •  ■  * 

LAKE 

DRAINAGE 

Eriet' 

Erie 

.'63 

T 
.06 

.08 
.06 

.07 
.02 

.08 
.01 

T. 

.'65 

';62 

.'63 

.28 

.12 

.29 

.03 
.08 

Raymondt 

Potter 

1 

i 

1 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation,  i  First  order  Weather  Bureau  station;  precipitation  is  for  24-hour  period,  midnight  to  midnight,  unless  otherwise  indicated.  -  Precipitation  measured  in  the 
morning;  amount  then  recorded  is  for  the  preceding  24  hours.  «  Precipitation  for  period,  midnight  to  midnight.  ■»  Precipitation  for  period,  noon  to  noon.  5  Precipitation 
for  period,  1:30  a.  m.  of  date  on  which  amount  is  recorded  to  1:30  a.  m.  following  date.  "  Observation  taken  at  a  fixed  hour  between  sunset  and  11 :00  p.m.  t  Precipitation 
measured  with  recording  gage,  midnight  to  midnight.  *  Included  in  next  measurement.  $  Incomplete  or  missing,  t  Daily  amounts  inconsistent.  T. (trace),  when  pre- 
cipitation is  less  than  .01  incli.  II  Record  partially  estimated.  **  Boswell  was  formerly  Laurel  Hill  Summit.  $$  Ford  City  was  formerly  Crooked  Creek  Dam. 
llll  Putneyville  was  formerly  Mahoning  Dam. 


PRBSSXTKE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Stations 


Erie 

Harrisburg . . . 
Philadelphia  . 
Philipsburg.. . 
Pittsburgh.... 
Reading.. 
Scrauton 


Atmospheric  pressure 

Wind" 

Relative 

2 

(reduced  to  sea  level) 

Humidity 

2 

3 

i 
0 

0 

* 

>> 

j: 

c 

P 
0 

be 

d 

1 

1 
0 

ID 

el 

oj  0 
^"3 

3i» 

II 

1 

E 

s 

S 
0. 
8 

a 

■0 
1 

"5 

30.68 

0 
24 

-     I-? 

rO 

■<>■ 

S3- 

Q 

a 

t^ 

'^ 

s^ 

0 

29.46 

12 

10.1 

27 

sw. 

12 

81 

75 

26 

1106 

30.74 

24 

29.49 

12 

8.1 

35 

nw. 

11 

fiR 

4fi 

55 

,53 

1011 

30.71 

24 

29.50 

12 

10.1 

37 

nw. 

11 

71 

45 

,58 

43 

925 

30.72 

24 

29.  48 

12 

12.6 

•33» 

nw 

11 

82 

Ki 

78 

1.301 

30.74 

24 

29.  56 

12 

11.3 

38 

nw. 

10« 

77 

fiO 

68 

34 

1102 

30.74 

24 

29.49 

12 

11.5 

50 

nw. 

11 

fifi 

44 

42t 

56 

992 

30.70 

24 

29.  45 

13 

7.2 

34 

nw. 

11 

81 

59t.... 

44 

1167 

•  For  any  five-minute  period.  ••  Corrected  to  true  velocities, 

t  12:00  noon.     I  4:00  p.m.        ij  Also  other  dates.       '  One-minute  interval. 


BIVEK  CONDITIONS 


Stations 


PortJervis.N.Y 

Easton 

Lehighton 

Beading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)  Lock  No.  5. 

Sutersville 

CharleroK  nr. ),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Rivers 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio 


2.6 
1.7 
2.8" 
3.3 
3.5 
0.9 
3.5 
3.7 
12.4 
2.9 

n.5 


3.2 

It 

2.6 

2 

3.4 

It 

4.8 

27 

5.0 

1 

L8 

1 

4.1 

30 

4.7 

29 

13.1 

10 

6.3 

28 

13.9 

29 

* 

« 

1.7 
0.9 
2.0 
2.9 
2.4 
0.3 
3.1 
3.2 
11.8 

r2.4 

10.8 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


Pool  stage. 


*  30  days  only. 


t  On  other  days  also. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


December  1943 


Daily  Temperatures  for  December  1943 


Stations 


Allentown2 (  Maximum .. . 

I  Minimum... 
Altoona /Maximum... 

\  Minimum... 
Arendtsville" /  Maximum... 

\  Minimum.. . 
BethlehemS /  Maximum... 

\  Minimum..  , 
Blue  Mt.  Interchange^ /  Maximum... 

\  Minimum.. 
Bradford |  Maximum.... 

\  Minimum  — 
Breezewood  IntchgS..  t  Maximum.... 

\  Minimum  — 
BrookvilleS (  Maximum... . 

\  Minimum... 
Burnt  Cabins^ /  Maximum... . 

\  .Minimum  — 

Butler •!  Maximum.... 

\  Minimum..  . . 

Carlisle /  Ma.ximnm... . 

1  Minimum..  .. 
Chambersburg* /  Ma  xi  mum .. . . 

\  Minimum  — 
Clarions /  Maximum ... . 

\  Minimum  — 
Claysville2 /  Maximum... . 

\Miiiimum  — 
CoatesvilleB (  Maximum ... . 

V  Minimum..  . . 
Columbia /  Maximum... , 

\  Minimum.. ., 
Coudersport )  Maximum... 

V  Minimum... 
Curwensville^ /  Maximum... 

V  Minimum... 

nerrv'''        (Maximum... 

•    ■■'  \  Minimum... 

DonoraS (  Maximum... 

VMinimum.. . 
Kagles  Mere  2 /  Maximum... 

VMinimum... 
EbensburgS (  Maximum... 

\  Minimum... 
Emporium" /  Maximum... 

\  Minimum... 
Ephrata (  Maximum... 

\  Minimum  ... 
Erie^ /  Maximum... 

\  Miiiininm .. . 
Everett^ /  Maximum... 

VMinimum.. . 
Ford  CityS /  Maximum... 

VMinimum. .. 
Franklin2 (Maximum... 

V  Minimum .. . 
Fredericksville /  Maximum... 

V  Minimum..  . 
Freeland /  Maximum... 

VMinimum..  . 

George  School" I  Maximum... 

VMinimum..  . 
Gettysburg /  Maximum .. . 

VMinimum... 
Gordon /  Maximum... 

V  Minimum.. . 
Greeusburg )  Maximum.. 

\  Minimum.. 
Hanover^ /  Maximum .. 

V  Minimum.. 
HarrihburgS /  Maximum.. 

V  Minimum .. 
Hawley /  Maximum.. 

VMinimum.. 
HoltwoodS /  Maximum.. 

V  Minimum.. 
Huntingdon" /  Maximum.. 

VMinimum.. 

Indiana )  Maximum.. 

V  Minimum.. 
Irwin  I  Maximum .. 

V  Minimum .. 
Johnstown" (Maximum.. 

V  Minimum.. 
Kane'' /  Maximum .. 

VMinimum.. 
Lancaster /  Maximum.. 

V  Minimum .. 
Lawrenceville /  Maximum .. 

VMinimum.. 
Lebanon^ /Maximum.. 

V  Minimum.. 
Lewistown2 /  Maximum.. 

V  Minimum.. 
Lock  Haven" /  Maximum.. 

V  Minimum.. 
Marcus  HookS (  Maximum.. 

V  Mininnim.. 


47 

•28 

4» 

30 

49 

32 

44 

33 

52 

3-2 

43 

30 

50 

30 

44 

28 

49 

31 

45 

28 

50 

25 

49 

33 

44 

26 

48 

16 

46 

34 

50 

33 

40 

29 

41 

27 

48 
28 
48 
30 
37 
22 
45 
21 
44 
32 
60 
35 
48 
33 
50 
26 
46 
26 
46 
24 
45 
30 
38 
27 

49 
31 
49 
34 
44 
32 
42 
34 
49 
26 
49 
36 
44 
29 
48 
32 
49 
33 

46 


60 

2' 

50 

40 

60 

39 

48 

36 

56 

38 

44 

29 

54 

34 

43 

23 

54 

31 

52 

42 

54 

33 

68 

36 

44 

34 

48 

32 

56 

31 

55 

31 

45 

18 

42 

25 

50 
36 
49 
38 
48 
30 
46 
39 
4/ 
29 
53 
33 
42 
33 
53 
32 
48 
31 
43 
36 
49 
30 
46 


47 

28 

64 

29 

51 

31 

46 

29 

54 

32 

46 

16 

56 

26 

51 

25 

64 

25 

44 

25 

52 

27 

55 

34 

52 

21 

54 

23 

51 

33 

53 

28 

50 

30 

47 

26 

54 

25 
57 
32 
43 
■25 
45 
29 
50 
22 
50 
32 
50 
33 
r>9 
29 
53 
34 
54 
24 
51 
22 
45 


38  24 


52 

28 

51 

34 

53 

33 

50 

33 

52 

34 

46 

31 

50 

30 
49 

28 
51 
26 
64 
30 
57 
31 
56 
38 
48 
26 
52 
22 
52 
30 
67 
31 
49 
25 
45 
30 

49 

28 

51 

31 

42 

24 

44 

30 

48 

30 

54 

33 

42 

34 

51 

2 

48 

29 

48 

26 

.-lO 

29 

44 

3J 


46 

31 

46 

29 

45 

29 

45 

32 

42 

34 

49 

27 

48 

30 

6-1 

33 

45 

25 

49 

28 

4 

27 

44 

29 

60 

28 

52 

24 

46 

30 

49 

28 

46 

28 

45 

34 

66 

28 

52 

34 

38 

24 

45 

27 

50 

2 

46 

32 

50 

36 

50 

27 

54 

32 

48 

30 

46 

27 

37 

26 


9  10 


11   12 


43 

28 
43 
28 
43 
27 
42 
27 
48 
34 
46 
32 
68 
28 
48 
34 
42 
26 
47 
34 
6(1 
28 
44 
29 
46 
30 
53 
34 
42 
26 
49 
25 
46 
20 
16 


44 
33 
46 
31 
49 
32 
44 
28 
56 
34 
46 
28 
58 
28 
35 
30 
44 
22 
48 
34 
50 
39 

.50 

32 

48 

29 

46 

34 

47 

33 

50 

39 

44 

29 

34 

26  33 


67  43 

29  34 

63  41 

37  32 
57  44 

38  33 


55  59 


48  62 


29  32 

54  j  57 

29  28 

40  47 


27   29 


56! 
38 
60 
28 
46 
38 
52 
40 
44 
35 
54 
38 
62 
41 
60 
36 
69 
37 
49 
38 
46 
45 
55 
40 
59 
38 
49 
3' 
43 
32 

52 
42 
62 
43 
.50 
28 
46 
34 
49 
40 
.59 
39 
45 
37 
68 
38 
52 
39 
43 
37 
56 
38 
49 
3 

66 
37 
59 
39 
54 
30 
.52 
33 
59 
37 
59 
39 
62 
33 
67 
41 
56 
40 

52 
42 

52 
42 

50 
32;  40 
46  45 
34  34 
48  69 
24I  35 


54 
34 
55 
39 
38 
•23 
49 
29 
47 
24 
44 
2H 
46 
36 
58 
26 
51 
32 
50 
30 
42 
23 
42 
24 

42 
26 
47 
30 
42 
22 
63 
33 
50 
32 
42 
30 
41 
16 
45 
32 
40 
22 

54 


41 

34 

48 

38 

40 

30 

40 

32 

36 

21 

40 

29 

44 

34 

54 

31 

47 

38 

41 

33 

3) 

32 

49 

36 

56 

35 

40 

31 

32 

17 

43 
33 
43 
35 
36 
27 
32 
32 
41 
33 
49 
36 
41 
24 
42 
30 
43 
32 
40 
34 
50 
32 
43 
29 


39 
14 
38 
9 
46 
15 
38 
14 
48 
14 
31 

8 
42 
12 
33 
19 
43 
13 
32 
20 
40 
11 
45 
17 
34 
12 
37 
1 

44 
14 
45 
15 
32 

8 
29 
15 

36 
22 
39 
25 
28 

3 
32 
10 
34 
11 
46 
18 
37 
19 
42 

8 
37 
14 
35 
14 
40 

38 

7 


14  15 


16  17  18 


25 
17 
35 

9 
38 
19 
36 
16 
42 
16 
31 

4 
34 
12 
19 

H 
36 
12 
35 

9 
42 
20 
40 
17 
29 

6 
23 
11 
38 
15 
42 
21 
32 

7 

15 

6 

37 
10 
25 
13 
17 


49  38 


42 
13 

45 
19 
36 
8 
3 

14 
45 
20 
44 
20 
34 
2 
46 
21 

38  43 

16 


241  28 


21 

4 

15 

6 

21 

11 

36 

17 

18 

13 

29 

12 

20 

11 

19 

10 

32 

9 

32  25 


10 
18 

-  9 
23 

7 
21 
10 
28 

6 

18 

-19 

18 

-  2 
18 

-15 
14 
0 
20 

-  8 
28 

6 
22 

7 

22 

-13 

18 

-  3 
27 
10 
33 

8 

19 

-18 

12 


35 
14 

35 
18 
■29 

8 
22 

7 
36 
19 
34 
18 
29 
-  1 
37 
20 
29 
18 

18 
13 
21 
14 
22 
13 
16 
-15 
37 
13 
23 
1 
35 
16 
30 
15 
25 
15 
38 
23 


20 

-  6 
31 

5 
19 
0 

24 
11 
32 

8 
26 

4 
28 
-10 
22 
10 
21 
11 
•24 

-  1 
25 
14 
21 

-  2 

17 

-  3 
20 

-  6 
18 

-  8 
12 

-•23 
3^2 

23 

2^2 
9 

'2-2 
4 

23 
1 

28 

14 


9 
21 

-  4 
26 

8 
25 
10 
27 

5 
23 

-  4 
22 

2 
21 

-  2 
23 

-  4 
19 

-  2 
30 

5 
27 

4 
'22 

-  6 
24 

-  4 
26 

9 
30 

8 
23 

-  8 
1 

-  1 

•23 

-  2 
25 

7 
•20 

-  4 
18 

-  5 
23 

-  5 
31 

9 
26 
15 
24 

2 
24 

-  5 
23 

-  2 
27 


30 

8 

27 

•26 

0 

•22 

-  6 
29 

8 
27 
10 
25 

-  5 
28 
14 
25 

3 

21 

-  1 
22 

-  3 
19 

-  6 
22 

-  6 
30 

6 
26 

-  6 
28 

4 
2 

3 
27 

3 
29 
14 


28 
10 
35 
15 
31 
17 
35 
18 
•2» 
14 
30 
12 
27 
16 
32 
10 
24 
13 
36 
15 
34 
16 
■28 

8 
27 

4 
32 
16 
35 
16 
2 

9 
23 

9 

•29 
10 
31 
12 
25 

0 
•22 
10 
30 
13 
34 
16 
29 
1 

31 
15 
311 

9 
30 
11 
32 

8 
26 
10 

34 
13 
34 

6 
31 

6 
29 

0 
36 

9 
36 
18 
29 

5 
36 
19 
34 
14 

27 
10 
29 


19  20 


21  22 


43 

18 
31 
23 
41 
21 
34] 
12 
3l| 
15 
40 
17 
30 
13 

42 

18 
42 
23 
38 
11 
34 
19 
46 
16 
44 
23 
34 
10 
43 
19 
41 
19 

33 
18 
34 
17 
34 
20 
28 
15 
45 
11 
32 
12 
44 
16 
44 
21 
34 
21 
45 
28 


4 

15 

40 

•29 

4 

12 

42 

13 

41 

20 

44 

13 

36 

•22 

46 
14 
43 
23 
42 
12 
42: 

8 
46 
21 
46 
16 
40 

12 
46 
21 
46 

11 


23 


24  25  26  27  28  29  30  31  Mean 


45  43 
■U     21 


38  38 

■29  26 

38  38 

26l  26 


36  32 

14|  13 

481  42 

121  18 


2 

16 

38 

16 

43 

14 

•20 

18 

44 

1 

40 

19 

42 
24 
51 
29 
44 
25 
43 
19 
39 
29 
41 
20 
43 
21 
38 
24 
43 
20 

40 
20 
42 

17 
43!  39 
23   17 


40 

35 

25 

24 

46 

37 

11 

16 

47 

35 

18 

15 

43 

37 

14 

27 

!  48 

41 

28 

34 

56i  32 
22]  23 
49!  39 


•20 


-141-  6 
36  28 
111  9 
181  28 


'22  23 


32 
16 
34 
24 
34 

6 
40 

3 
33 

-  2 
32 

4 
30 
11 

32 
13 
31 
14 
33 

5 
42 

6 
33 
10 
32 
15 
35 

0 

36 
18 
33 

5 

38 
18 
36 
20 
41 
11 
33 

-  6 
34 

7 
40 
12 
33 

8 
33 

8 
29 

5 
39 
24 


481 
22 
38 
30 
51 
34 
45 
35 
48 
32 
36 
32 
48 
30 
38 
34 
45 
29 
40 
35 

50 
30 

62 

32 

38 

33 

39 

37 

4 

35 

51 

32 

36 

28 

34 

32 

44 

08 

42 

4( 

35 

24 

37 

30 

38 

33 

48 

36 

39 

31 

SO 

31 

41 

34 

40 

22 

47 

33 

37 

31 

60 
36 
51 
31 
43 
32 
44 
38 
53 
27 
60 
33 
38 
30 
60 
34 
44 
32 


38 
36 
38 
26 
44 
27 
41 
16 
42 
22 
36 
18 
40 
22 
34 
16 
41 
21 
39I  30 


14 
28 

6 
30 
16 
30 
11 
■2)i 
10 
25 
-  6 
2x 

8 
28 

6 
27 


45!  30 


41 
28 
42 
30 
35 
23 
34 
6 
34 
15 
39 
15 
36 
19 
34 

12i  ^24 
3:? 
10 
45 
28 


26 
40 
22 
34 
33 
42 
26 
i 
35 
35 

(} 
32 

8 

40 
27 
40 
25 
29 
27 
30 
30 
38 
18 
42 
29 
31 
14 
42 
23 
41 
24 
29 
•28 
44 
25 
36 
16 

40 
20 
49 
34 
41 
26 
40 
29 
42 
36 
43 
23 
39 
18 
44 
25 
42 
28 

39 
27 
40 
28 
38 
•25 
35 
8 
48 
29 
40 
16 
41 
■26i     35 

48;      42 

32 

401     40 
33      ^24 

52,     47j 
39     24 


15 
30 

7 
29 
16 
27 
16 
40 
14 
28 

I 
•27 

2 

32 
13 
32 
16 
18 

1 
27 

7 
29 

1 
33 
15 
•22 
1 

29 
12 
30 
16 
30 

8 
33 
10 
2j 

2 

31 
18 
34 
16 
25 

6 
32 
13 
29 
1 

25 
15 
26 

5 
•29 
19 
36 

8 

28 
11 
30 
12 
33 
10 
■23 
-  5 
39 
15 
23 

■27 
13 
31 
12 


34 

13 

31 

11 

33 

12 

34 

15 

38 

10 

32 
-  3 

32 
8 

30 
6 

32 
4 

30 
9 

3< 
10 

32 
11 

29 

4 

31 

10 

35 

14 

:35 

10 

33 

4 

29 

8 

32 
15 
32 
19 
■28 
0 
3( 

( 

31 

3 

39 

15 

32 

17 

32 

9 

30 

20 

33 

9 

36 


15 

29 

19 

36 

18 

34 

18 

40 

■22 

31 

13 

30 

16 

•29 

18 

3^2 

1 

30 

2i 

32 

13 

36 

■20 

28 

19 

27 

13 

34 

1 

36 

15 

30 

12 

26 

17 

32 
22 
32 
26 
29 

24 

12 

32 

18 

3(- 

17 

34 

22 

32 

2 

29 

18 

30 

9 
34 

9 
29 
16 

37 
14 
36 
21 
32 
11 
8^2 
24 
37 
16 
36 
21 
33 
4 
37 

33 


6      19 


3<  34 

13|  13 

30|  35i 

10  12 

28!     30l  35; 


9i  18! 
36  39 
19     26 


39.6 
21).  b 
37  6 
18.8 
41.0 
22.1 
38.2 
22.  2 
42.3 
22.5 
34.6 
13.7 
40.1 
18.8 
33.4 
16.6 
3».  5 
17.1 
36  3 
■20.9 
43.0 
■20.0 
41.9 
■22.9 
36.1 
16.0 
36.8 
18.0 
40.8 
22.5 
44  I 
21  0 
34.7 
12.5 
30  1 
15.6 

39.3 
21.3 
39.3 
•24.6 
31.0 
13.3 
31.9 
16.8 
$ 

42.3 
23.1 
34  6 
■24.0 
40  5 
18.6 
38.9 
18  5 
34.9 
17.6 
40.4 
18.0 
34.1 
16.5* 

42.2 
•20.7 
43.9 
•24.4 
38.7 
16.7 
39.5 
17.6 
40.7 
•23.7 
41.1 
■23.9 
36.8 
13.5 
41.6 
25.1 
40.5 
19.5 

37.8 
18.8' 
38.6 
•20.9 
36.7 
20.0 
31.8 
10  3 
43.6 
19.6 
37.5 
15.3 
39.8 
•20.5 
39.9 
19.5 
37.7 
19.4 
45.0 
28.8 
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Dkckmhkh   V,)U 


Cl>IMAT()LO(;iCAL  DATA:    I'KNNSYLVANIA  SECTION 


rii 


Dally  Temperatures  for  December  1948    Contlnuod  from  pave  iH) 


Stations 


Murtiusburg* /  Maximum. 

iimiin. 


Mauch  Chunk  . 

Mea(lvllle« 

Mercer* 


.  /  Maxii 

\Mliiii 
. . .  /  Maxuni 

\  Mluiimi 
. . .  /  Mn XI  till 

\  Miniimi 


unuui.. 

iium . . . 

Mnxitimni... 

iiuni 

/  Maxiiiuiiii... 
\  Mini  mum..  . 

MtddletowuS )  Maximum 

limum 
Midland^ 

Moutrose- 

Mt.  Lebanon*.. 

Mt.  Pocono*... 

New  Castle 

PalmertonS 


/  Max 
\Min 

/  Maximum... 

\  .Minimum.. . 

/  Maximum... 

\  Miuimum.. 

/  .Maximum... 

\  .Mininuim.. . 

/  Maximum... 

\  Minimum.. . 

/  Maximum... 

\  Minimum.. . 

/  Maximum... 

\  .Minimum., . 

Park  Place* (  Maximum... 

\  Minirauiu.  . 
Philadelphia 

Airport  Station^ (  Maximum... 

\  Minimum.. . 

City  Offices (  Maximum... 

\  Minimum 

Franklin  Institute'..  /  .Maximum... 

\  Minimum 

Shawniout /  Maximum... , 

\  Minimum 

Philipsburg'' /  Maximum..., 

\  .Minimum., . , 

Phoenixville )  .Maximum... . 

^  .Minimum..  . . 
Pittsburgh  Arpt  Sta.^.  (  Maximum... . 

\  Minimum 

Pittsburgh  City  Office^  /  .Maxi  mum .. . . 

\  Minimum 

Port  Clinton' 


Putney  ville 

Pyraatuning  Dam2. 


,  )  Maxi 

\  .Mini 


laximum 

limum 

,  /  Maximum... 
\  Minimum.. . 

.  /  .Maximum 

\  .Minimum 

Quakertown (  Maximum.... 

\  Minimmii.. . . 
Reading-" 

Ridgway2  . . . 

Scranton^ 

Selinsgrove. . 

Sharon 

Somerset 


— .)  .Vlaximum.. 

(  .vlinimura 

. ..  (  .Maximum.... 

\  Minimum 

. . .  (  .Maximum 

\  Minimum.. 
.. .  /  Maximum 

1  .Minimum 

. . .  /  Maximum 

\  Minimum 

/  Maximum 

\  Miuimum 

Springs* (  Maximum.... 

\  Minimum.. . . 
State  College^ (  Maximum... . 

\  Minimum 


■■■{I 


Tama  rack'' 

Towanda 

Uniontown 

Vandergrift  •» 

Warren* 

Waynesburg 

Wellsboro2-. 

West  Chester 

Wilkes-Barre^..  .. 
Williamsport..  . 

Woodwards 

York 


Minimum.,. 

/  Maximum... 

I  Minimum..  . 

/  Maximum... 

\  .Minimum.. . 

/  .Vlaximum... 

I  Minimum 

I  Maximum... 

V  -Minimum 

/  Maximum... 

I  Minimum 

/  -Maximum... , 

\  Minimum 

/  .Maximum... , 

\  Minimum 

t  Maximum.... 

\  -Minimum.. . . 
/  Maximum 

>  Minimum 

)  Maximum..., 

\  Miuimum 

—  /  Maximum.... 
\  Minimum.. .. 

—  /  Maximum 

I  Minimum 


46 

'26 
46 
•25 
48 
34 
46 
■27 
42[     47 


51 
33; 


32  24 


49  63 

32  44 

45!  53 

28|  24 

46  81 

2»i  ^9 

47|  52 

21i  ^1 

44i  51 

22  2U 


301  23 


40 

22 

46 

32 

49 

29 

49 

29 

46 

3li  35 

49|  53 

251  32 


40:  48, 
2l5i  35 


48  44 
30  27 


291  30 


32!  30 


47 

30 

46 

28 

46 

24 

44 

2'2 

64 

S-S 

45 

27 

36 

23 

49 

•29 

40 

28|  26 

46|  48 

•2b!  27 

5li  43 

311  33 

44   39 

•26  27 


64 

35 

53 

4-J 

52 

39 

62 

29 

44 

28 

58 

26 

45 

34 

48 

35 

49 

28 

50 

27 

44 

21 

49 

28 

53 

38 

50 

•25 

44 

30 

52 

35 

54 

31 

49 

34 

49 

■29 

48 

33 

51 

28 

46 
30 
46 
29 
53 
■29 
50 
22 
47 
27 
55 


60 

31 

51 

35 

52 

35 

50 

29 

44 

33 

50 

■22 

50 

36 

52 

35 

46 

29 

54 

•28 

48 

25 

46 

26 

48 

34 

56 

25 

45 

30 

44 

30 

49 

34 

48 

24 

50 

26 

45 

33 

45 

28 

42 
'29 
44 
26 
55 
33 
53 
28 
49 
'25 
54 


241  29 


30  30 
66  48 
28  28 


41 
32 
3 

28 
48 
32 
45 
•28 
•27 
•26 
45 
34 
39 
18 
54 
34 
45 
27 
38 
2b  28 


9  10  11  12  13  14 


35  49 
29  -25 


37i  37 

48;  531 

3ii  36 

50j  48 

321  '29 

49:  54 

34;  36 


49 
36 
61 

4.S 
39 
44 
33 

68 

38 

50 

41 

46 

26 

50 

40 

48 

32 

50 

40 

5' 

38 

49 

32 

57 

39 

5 

45 

59 

40 

56 

39 

46 

33 

63 

34 

47 

40 

50 

42 

55 

80 

50 

39 

42 

36 

55 

35 

58 

40 

45 

33 

Si 

39 

66 

33 

52 

43 

52 

40 

48 

38 

50 

38 

56 

36 

46 
30 
54 
32 
54 
45 
47 
43 
48 
38 
51 
43 
49!  40 


38!  '29 

44'  42 

24  25 

43;  43 

36  25 

37  43 
'26  32 
51  4- 
42  27 


86 
26 
44 
27 
89 
33 
38 
22 
44 
34 
45 
35 
40 
2« 
40 
32 
36 
'20 
42 
35 
42 
31 
35 
22 

47 

3 

48 

37 

44 

39 

55 

41 

83 

21 

54 

3 

4(1 

32 

42 

34 

42 

37 

41 

32 

41 

29 

51 

33 

44 
38 
36 
31 
41 
27 
50 
33 
45 
34 
40 
30 
39 
28 
38 
28 


28 
18 

34 
13 
32 
16 
'24 
14 
40 
17 
37 
'20 
17 

6 
83 
18 
32 

I 
40 
Ifi 
3ti 
11 
'22 

8 

38 
19 
39 
■20 
24 
21 
42 
21 
21 
4 
42 
21 
32 
17 
34 
19 
'22 
18 
35 
12 
31 
14 
33 
14 
38 
19 
27 


38 
17 
83 

7: 
36 
14i 
361 

16! 
44 

17 

8»j 

21 
311 

3?i 
21 
36 

111 

37] 
17| 
38' 

12; 
31' 

12 

45 
17 

43 
21 
42 

21  i 

441 

11 
32I 
17 
47! 
13, 
36l 
■24: 
39! 
24 
2S! 
Ill 
34; 
15! 
35: 
14 
4U1 

81 

l«l 

li 
35; 
V2 
39| 
14 
39 
26 
34 
10 
33 
II 
35 
15 
35 
7 

28 

4 
36 

3 
41 
22 
39I 
•21j 
34 
16! 
37; 
22! 
34 1 

6l 

^ 
36 
8' 
38 
14 
30 
16 
46 
16 


28 
II 

34 
14 

'20 

11 
16 

9 
41 
17 
'26 
11 
IS 

1 
31 

9 
29 

(I 
37 
11 
3' 
11 
■26 

9 

41 

19 
41 
21 
28 
•24 
46 
■23 
19 

2 
41 
24 
24 
10 
24 
14 
24 
15 
31 

7 
19 

8 
37 
16 
40 
19 
19 


24 

61 
26 

6 
19 
11 
17 
-  8 
34 
16 
22 
10 
19 

1 
20 

7 
■26 

1 
24 
14 
31 
12 
•23 


•29 
5 
19 

-  6 
19 

-  7 
•22 

7 
19 

3 
12 

-  3 
12 

-  1 
14 

-  1 
20 

-  1 
22 

7 
13 
0 

'23 
12 
24 
14 
■22 
11 
3.1 
11 
15 
-16 
31 
10 
16 

4 
19 

8 
•20 


17     '20 
0       6 


26     27 


24 

2 
28 

-  2 
23 

28 

7 

24 

18 

-  3 
25 

2 
21 

1 
22 

1 
27 

3 
19 

4 

29 
11 
30 
14 
29 
10 
29 
10 
19 


-12 
32 

4 
22 

9 
26 
II 
•25 

4 
22 

-  7 
24 

-  2 
'28 

0 

30 

11 

•26 

-19 

•23 

4 

39 

6 

•22 

11 

17 

-15 

16 

-10 

23 

5 

29 

-  3 


•28  28 
10  9 
191    ^26 

4!      3I 
241     27: 

4 
12 

0 
31 
10 


18     19 


27 
4 

32 

6 

30 

10 

31 

14 

30 

16 

29 

8 

31 

4 

32 

14 

31 

11 

33 

6|     13 

19      25 

'2      10 

30     35 

1|     11 


20     21     22 


84 
28 
40[ 
16i 

31 


18!     24 


21 
44 

26 
42 
19 
43 
19 
29 
17 
48 
25 
33 
17 
35 
24 
38 
11 
32 
6 
31 
10 
39 
16 
43 
23 
29 
14 
36 
21 
42 
14 
33 
■23 
32 
16 
30 
17 
35 
22 
41 
14 

24 
12 
36 
12 
35 
22 
35 
19 
31 
18 
35 
21 
30 
17 
43 
17 
37 
12 
36 

18 
46 
14 


19 
45 
29 
48 
•26 
48 
13 
37 
8 
55 
11 
41 
23 
44 
27 
40 
15 
39 
18 
SH 
17 
44 
9 
46 
21 
37 
17 
39 
21 
44 
32 
42 
28 
39 
4 
37 
17 
41 
19 
42 
16 

36 
1' 
39 
17 
43 
24 
43 
20 
40 
26 
43 
18 
38 
19 
46 
'20 
40 
18 
41 


30 
■22 
41 
'26 
38 
■26 
28 
19 
38 
23 
30 
'20 
42 
26 
38 
■25 
31 
20 

40 

•28 

40 

30 

40 

26 

42 

23 

29 

21 

50 

19 

34 

■26 

35 

28 

35 

14 

37 

24 

30 

20 

87 

17 

37 

30 

28 

24 

38 

24 

39 

21 

42 

29 

35 

•20 

33 

12 

36 

'25 

41 

17 

24 
18 
36 
24 
41 
27 
39 
28 
36 
23 
39 
'25 
30 
21 
39 
28 
36 
16 
36 


15 

'23 

39 

2K 

21 

'20 

46 

43 

14 

24 

47 
26 
40 
II 
87 
24 
88 
22 
49 
26 
47 
'24 
40 
17 
43 
18 
38 
19 
42 
25 
42 
'26 
39 
'20 

49 

■25 

49 

'29 

49 

27 

49 

■22 

40 

'22 

83 

21 

43 

25 

43 

'29 

42 

18 

38 

24 

38 

22 

43 

17 

47 

28 

37 

19 

4 

'24 

81 

26 

42 

28 

42 

18 

41 

20 

47 

27 

43 

16 

38 
19 

48 
21 
48 
26 
44 
26 
34 
'22 
44 
23 
42 
21 
46 
24 
48 
19 
80 
■20; 
4.t 
22I 
501 
21 


41 
22 
45 
•22 
39 
30 
48 
24 
26 
5 
51 
19 
■ii 
1 

33 
16 
34 
•20 
32 
13 
19 
16 
42 
25 
40 
20 
21 
18 
30 
15 
48 
•26 
42 
20 
39 
17 
37 
11 
34 
12 
42 
22 

19 

18 
38 
16 
41 
2) 


28  24  26  2«  27  28  29  80  81 


17 

7 
'25 

6 

18 

-  2 

14 

2 
'28 
13 
18 

6 
10 

2 
19 

4 
11 

1 
'25 

6 
21 
10 
14 

4 

•28 
14 
25 
17 
21 
18 
37 
11 
12 
2 
43 
12 
17 
5 
20 
10 
21 
10 
20 
0 
13 

-  2 
28 
10 
24 
14 
19 

-  7 
18 

9! 
27 
10 
20 

1 

2 
12 

1 
18 

6 
33 

8 

14 

3 
18 

5 
'24 

8 
21 


'22 

-  1 

23 

0 
17 

0 
31 


'28,  13 

32  18 

i'2:  5 

43|  '24 

22I  9 

'25!  15 

6'  3 

80'  34 

'24  i  10 


'22 
7 

24 
4 

22 

2 
20 

2 
30 
12 
■28 

6 
26 

-  2 
24 

4 
23 

oi 

23: 
6' 

38! 

81 
21! 

2 

29 

10 
81 
15 
'28: 
16 
'29 
10 
21 

0 
39 

6 
'24 

5 
26 
11 
30 

5 
21 

-  3 
21 

-  1 
27 

6 
29 
12 
23 

-  h 
27 

7 
28 

8 
22 

6 
26 

0 
23 

0 
•24 

7 
31 


87 
14 
83 

2 
84 

7 
SI 
13 
31 
16 
39 
16 
29 

0 
42 
16 
:« 
10 
32 
12 
38 

8 
81 
10 

34 

18 
33 
23 
34 
15 
34 
13 
35 
11 
39 
8 
40 
18 
43 
20 
30 
6 
36 
5 

32 
5 

31 
3 

32 

17 

33 
-  6 

81 

1'2: 

29 
5 

35 

13 

37 
5 

36 
4 

38 

14 

35 
6 


81 
'28 

81 
13 
89 
16 
39 
26 
86 
19 
43 
27 
38 
12 
41 
33 
34 
18 
45 
19 
36 
19 
35 
26 

43 
21 
43 
'29 
43 
•22 
40 
21 
32 
19 
41 
16 
42 
31 
44 
31 
40 

8 
37 
12 
40 
18 
36 
14 
42 
22 
36 

0 
38 
17 
36 
•26 
41 
23 
36 
21 
36 
24 
33 
■20 
38 
14 

32 
12 
38 
13 
43 
30 
44 
23 
36 
16 
40 
'26 
36 
12 
44 
22 
39 
15 
34 
16 
32 
25 
35 
19 


40  '29 
'251  14 


39 
33 

■ib 
6 

42 

41 

36 

■2>i 

45 

42 

36 

Ifi 

36 

36 

32 

7 

49 

41 

35 

22 

49 

45 

39 

23 

4» 

42 

19 

•22 

47 

46 

37 

31 

36 

30 

31 

9 

52 

50 

34 

31 

41 

38 

36 

•20 

43 

40 

40  22 


'23 
42 
23 
43 
20 

37  29 

15 

40 

37 


12 
44 

27 
41 
26 
38 
25 
36 
24 
40 
17 
45 
29 

26 
25 
41 
13 
40 
33 
42 
23 
36 
16 
38 
27 
'27 
26 
43 
28 
39 
11 
41 
■29\  24 
34  33 
•29;  7 
52  47 
33  31 


17 
-  1 
28 
13 
21 

0 
31 

8 
■29 
11 
19 

3 

31 

17 
33 

19 

31 

15 
32 

12 

■2h 

-  2 

.i9 

16 
26 
13 
30 
15 
28 
11 
29 

8 
26 
11 
27 

9 
32 
14 
29 

2 
22 

7 
28 
10 
26 
11 
34 
10 
30 
12 
24 

9 
30 
12 


80 
18 
29 

6 
83 

8 
81 
ID 
34 
14 

■m 

IS 

■11 
-  1 

31 
15 
32 

6 
32 
12 
33 
U 
32 

9 

34 
17 
33 
21 
33 
16 
33 
18 

40 
10 
30 
16 
32 
■20 
33 

8 
31 

9 
32 


29 
21 
30, 

82 
10 
'28 
18 
85 
23! 
32 
•20: 
31 
6 
28 
21 
29 
II 
32 
23 
34 
13 
27 
18 

37 

19 

37 

28 

31 

18 

:» 

II 

26 

18 

36 

11 

•28 

21 

32 

25 
32 

10 
29 
•20 
34 

9 
34 

7 
36 
21 
30 

2 
33 
16 
38 
18 
31 
■22 
■29 
'20 
27 
18 
30 
21 


Mean 


-«4.6 
20.0 

86  e>' 

14. 7e 
84.0 

17,2 
33.8 
17,1 
41.4 
T2.  4 
38.3 
21.6 
29,9 
1'2,6 
37.  3 
21.1 
83.1 
14,0 
38.6 
21.  2 
38  8 
19.8 
32.3 
17.1 

41,8 
'23.7 
42  3 
•27  9 
40  8 
•25.2 
4:1,3 
■2'2.  4 
32.0 
14  1 
46.9 
•20.2 
36.2 

n.i 

38.6 
•25.5 
36.5 
17.7 
36.  5 
16.9 
34.4 
16.4 
39  4 
16.6 
41,3 
■24.6 
34.1 
12,3 
35.6 
18.9 
41.0 
21.2 
39.1 
■23.4 
3R.6 
16.4 
35.0 
17.0 
36.0 
•20.5 
41  0 
16.8 

30,6 
18.1 
37.6 
15.1 
40.6 
24.2 
39.3 
21.3 
35.9 
18.4 
39.1 
20.6 
34.0 
13.4 
41.7 
•23.5 
36,7 
16.4 
38.1 
19.6 
31.2 
17.3 
44.7 
21.2 


..pdrr.'ri°t?'7M''H''°*f.  temperatures  noted  represent  extremes  for  24-hour  period  ending  in  late  afternoon.      2   Thermometers  read  in  morning,  maximum  set  back  to  pre- 
ceding date.    3  Midnight  to  midnight.    ■'  1 :30  a.  m.  to  1 :30  a.  m.    *  At  a  fixed  hour  between  sunset  and  11 :00  p.m. 
*.    ■  '.  etc.,  indicate  respectively  1,  2  or  3  days  missing  from  record. 


W.  B.  O.,  Philadelphia  •2-10-44-975 
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CLIMATOLOGICAL  DATA:     PENNSYLVANIA  SECTION. 


,- 


December,  1&43'___ 


COOPERATIVE    AND    RAINFALL     OBSERVERS 


Stations 


Acmetonia 

Aliens  Mills 

AUentown 

Altoona 

Ansouia 

Arendtsville 

Austinburg 

Bald  Eagle 

Beaver  Falls 

Bedford 

Bethlehem 

Blairsville 

Blakcslee  Comers 

Bloserville 

Blue  Mt.  Intchg 

Boswell... 

Bradford 

Breeze  wood  Intchg 

Brookville 

Buckstown 

Buffalo  Mills 

Burnt  Cabins 

Butler 

Canton 

Carlisle 

Carter  Camp 

Cedar  Run 

Centerville 

Chambersburg 

Cherry  Grove 

Clarion 

Claysville 

Clearlield 

Coate.sville 

Columbia 

Confluence 

Connellsville 

Consliohocken 

Coraopolis 

Coudersport 

Covington 

Curwensville 

Danville 

Derry 

Dingmans  Ferry 

Donora 

Doylestown 

Driftwood 

Du  Bois 

Dunlo 

Dushore 

Eagles  Mere 

East  Waterford 

Ebensburg 

Emporium 

English  Center 

Ephrata 

Erie 

Everett 

Ford  City 

Franklin 

Fredericksville 

Freeland 

Galeton 

George  School 

Gettysburg 

Glencoe 

Glen  Hazel 

Glen  Rock 


Observers 


U.S.  Engineers. 
Fed-State  Flood  Festg  Ser. 
Allentown-Beth.  Gas  Co. 
City  of  Altoona. 
E.  N.  Jenckes. 
Pa.  St.  Col.  Expt.  Sta. 
U.S.  Engineers. 
Fed-State  Flood  Fcstg  Ser. 
H.  J.  Kemp. 
Charles  C.  Lee. 
Lehigh  Universitv. 
U.  S.  Airway  Station. 
Fed-State  Flood  Fcstg  Ser. 
Mrs.  Bessie  M.  Winders. 
Penna.  Turnpike  Coram. 
Frank  .1.  Houpt. 
City  Water  Dept. 
Penna.  Turnpike  Comm . 
Civil  Aeronautics  Auth'y. 
Fed-State  Flood  Fcstg  Ser. 
Nelle  R.  Brown. 
Penna.  Turnpike  Comm. 
The  Butler  Eagle. 
Fed-State  Flood  Fcstg  Ser. 
Clarence  E.  Miller. 
Fed-State  Flood  Fcstg  Ser. 
Chas.  R.  Nivison. 
U.  S.  Engineers. 
Wm.  B.  .Spear. 
Fed-State  Flood  Fcstg  Ser. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
Wm.  H.  Witherow. 
Howard  L.  Pyle. 
James  H.  Rust. 
John  L.  Reid. 
E.  C.  Steward. 

Russell  C.  Erb. 

U.S.  Engineers. 

Philip  R.Shaw. 

Dora  Jelliff. 

US    Weather  Bureau . 

Fed-State  Flood  Fcstg  Ser. 

Miss  N.  Di.xie  Wineman. 

Geo.  E.  Darragh. 

Donora  Zinc  Works. 

Geo.  Hart. 

Fed-State  Flood  Fcstg  Ser. 

Du  Bois  Water  Dept. 

Fed-State  Flood  Fcstg  Ser. 

Fed-Stat'  Flood  Fcstg.  Ser 

Carl  E.  Bigger. 

U.S.  Weather  Bureau. 

Miss  Emma  H.  Eastman, 

Mrs.  Helen  C.  Haas. 

Fed-State  Flood  Fcstg  Ser. 

Ira  J.  Keath. 

U.  S.  Weather  Bureau. 

Penna  Turnpike  Comm. 

U.S.  Engineers. 

William  K.  Fuller. 

Henry  H.  Rohrbach. 

Andrew  B.  Evansha. 

W.  Gale  Lush. 

Prof.  N.  W.  .swayne. 

Dr.  Henry  Stewart. 

Lester  R.  Sipple. 

Lynn.  B.  Rosenkrans. 

U.S.  Engineers. 


Stations 


Gordon 

Gouldsboro 

Graterford 

Greensboro  

Greensburg 

Greenville 

Hanover 

Harrisburg 

Hawley 

Hewitt 

HoUisterville 

Holtwood 

Home 

Huntingdon 

Huntsdale 

Hyndman 

Indiana 

Irwin 

Johnstown 

Kane 

Karthaus 

Kellogg  Mt.  Tower . 

Kirkwood 

Lakeville 

Lancaster 

Lansford 

Laurel  Hill  Tunnel. 

Lawrenceville 

Lebanon 

Lewistown 

Lock  Haven 

Loop  Mt.  Tower 

Lycippus 

Manada  Gap 

Mapleton  Depot 

Marcus  Hook 

Marienville 

Martinsburg 

Matamoras 

Mauch  Chunk 

McConnellsburg  ... 

MeadviUe 

Medix  Run 

Mercer 

Mercersburg 

Meyersdale 

Middletown 

Midland  

Millersburg 

Millville 

Montrose 

Mosgrove 

Mt.  Lebanon 

Mount  Pocono 

Murrysville 

Mew  ("astle 

Newell. 

New  Park 

Newport 

New  Tripoli 

Orwell 

Palmerton 

Parkers  Landing.. 

Park  Plac 


Observers 


Miss  Sallie  M.  Johnson. 
L.  H.  Eilenberger. 
C.  K.  Kulp. 
U.S.  Engineers. 
Westmoreland  Water  Co. 

C.  Earl  Miller. 
Hanover  Evening  Sun. 
U.S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 

D.  G.  Roland. 
Penn.  P.  &  L.  Co. 
Penna.  Water  d  Power  Co. 
Fed-State  Flood  Fcstg  Ser 
Prof.  Paul  R.  Yoder 
T.J.  Dingle. 
W.  .1.  Emerick. 
Indiana  St.  Teachers    Col. 
Westmoreland  Water    Co. 
Robert  Tross. 
Spring  Water  Co. 
Mrs.  H.  S.  Rougeux 
Fed-State  Flood  Fcstg  Ser. 
Soil  Conservation  Service 
Penn.  P.  tt  L.  Co. 
Lancaster  Water  Bureau. 
Lehigh  Nav.  Coal  Co. 
Penna.  Turnpike  Comm. 
Carlos  P.  Darling. 
Lebanon  Vallev  (ias  Co. 
Penna.  Dept.  of  Highways 
Wm.  R.  Kelley. 
Fed-State  Flood  Fcstg  Ser 
Westmoreland  Water  Co. 
Harrisburg  Water  Dept. 
Mrs.  Ivv  S.  Buchanon. 
Sun  Oil  Co. 
U.  S.  Forest  Service 
Civil  .Veronautics  Auth. 
Henr>-  Bisland 

Henry  S.  Ilaak. 
RuthL.  Roettger. 
Citv  of  Meadville. 

Fed-State  Flood  Fcstg  Ser. 

U.  S.  Weather  Bureau. 

Fred  F.  Unger. 

Louis  M.  Weld. 

U.  S.  Army. 

Perrv  B.  Campbell. 

Fed-State  Flood  Fcstg  Ser. 

Fed-State  Flood  Fcstg  Ser. 

Harry  S.  Fancher. 

U.  S.  Engineers. 

Fred  Hoffman, 

U.  S.  Weather  Bureau. 

Wm.  H.  McWilliams. 

New  Castle  Water  Co. 

General  Chemical  Co. 

C.J.  Allen. 

Bennie  F.  Carl. 

F.  C.Oswald. 

U.  S.  Engineers. 

New  Jersey  Zinc  Co. 

Wm.  C.  Dean. 

U.  S    Weather  Bureau. 

Pennl  ine    ......'!!  i ..  |  Miss  Retta  M .  Crumb . 

Penn  Nursery    '  John  Meeker.  ^  ^    ^    „ 

Peters  Jlountain Fed-State  Flood  Fcstg  ber 

Philadelphia ;  US.  Weather  Bureau. 

Phila-Fr'kl'ninstitute  Franklin  Institute. 


Stations 


Phila-Shawmont .  . 
Philipsburg(Apt.).. 

Phoenixville 

Pikes  Creek 

Pine  Grove 

Pittsburgh 

Pleasant  Mount — 

Port  Allegany 

Port  Clinton 

Pottstown 

Pottsville 

Punxsutawney .... 

Putney  vi  He 

Pymatuning  Dam  . 

Quakertown 

Raymond 

Reading  

Renovo 

Rices  Landing 

Ridgw  ay 

Ringtown 

Rush 

Saltsburg 

Saxton .. 

Scranton 

Selinsgrove 

Seward  

Shade  Gap 

Shaffers  Path  Tower.. 

Sharon 

Shaver  Creek. 

Shippcusburg 

Smethport 

Somerset.  

South  Mountain 

Springs 

State  College 

Strongstown 

Stroudsburg 

Sunbui'V 

Sus<iuehanna 

Tamarack  Tower. .  . . 

Tanners  Falls 

Tione-ta  Dam 

Titusville 

Towanda 

Tunkhannock  

Union  City 

Uniontown 

Vandergrift   

Wallenpaupack  Dam 

Warren 

Washington 

Waynesburg 

Wellsboro 

Wernersville 

West  Chester 

Westgrove 

Wilke.s-Barre 

Williamsport 

Williamstown 

Woodward 

York 

York  Haven 

Young.sville 

Zionsville 


Observers 


Geo.  E.  Wright. 

U.  S.  Weather  Bureau. 

Phila.  Sub-  Water  Co. 

Fed-State  Flood  Fcstg  Ser. 

Penn.  P.  a-  L.  Co. 

U.  s.  Weather  Bureau. 

Merle  Lillie. 

Charles  A    Lewis. 

E.  E.  Rarick. 

Lewis.  F  Christman. 

Pottsville  Water  Co. 

J.  E.  Thomas. 

I'.S    Engineers. 

Pa.  Dept.  Forests  &  Waters 

John  E.  Benner. 

Fed-State  Flood  Fcstg  Ser. 

U.  S.  Weather  Bureau. 

Mr>.  C.  W.  Baird. 

U.S. Engineers. 

West  Penu.  Power  Co. 

Shen'doah  M'c'p'l  Auth'y. 

U.S.  Engineers. 

Walter  B.  SuUivau. 

Fed-State  Flood  Fcstg  Ser. 

U.S.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Edward  L.  Stutzman. 

Fed-State  Flood  Fcstg  Ser. 

Fed-State  Flood  Fcstg  Ser. 

Carnegie-Ill.  Steel  Corp. 

Penna.  state  College. 

Prof.  Keith  B.  Allen. 

Fed-State  Flood  Fcstg  Set. 

D.  L.  Grove. 

Pa.  Dept.  of  Health. 

AVen  E    Yoder. 

Penn  State  College. 

Harry  F.  Bennett. 

Metropolitan-Edison  Co. 

Chas.  W    Baylor. 

Raymond  J.  Holleran. 
James  K.  Swartz. 

Leslie  E.  Walter. 

U.  S.  Engineers. 

Fed-State  Flood  Fcstg  Ser. 

.Mrs.  M.  Ordelia  Parks. 

Fed-State  Flood  Fcstg  Ser. 

Fed -State  Flood  Fcstg  Ser 

Wm.  W   .Marsteller. 

Carnegie-Ill.  Steel  Corp. 

Penna    P  &  L  Co. 

Merrell  L.  .(ordan. 

Fed-State  Flood  Fcstg  Ser. 

Thomas  S.  Knox. 

M.S.  Bliss. 

J.  II.  Thompson. 

Clyde  T.  Savior. 

Cdnard-PvleCo. 

U.  S   C'm'c'tions  Station. 

John  D.  McEwen. 

Gordon  Lower. 

U.  S.  Weather  Bureau. 

York  Water  Co. 

Metropolitan-Edison  Co. 

Fed-State  Flcx)d  Fcstg  Ser. 

J.  H.  Weinberger. 


i 
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Vol.  XLVII. 


PENNSYLVANIA  SECTION, 

L.   F.  CONOVEB. 
HARRISBURQ,    PA. 


Annual  Summary,  1943. 


No.  13. 


QENERAL   SUBTIIAB'S'. 

Contra.'^ting  variations  from  tlio  coldest  April  to  the  warnicrtt 
Juno  of  rocord;  from  an  unusually  wet  May  and  October  to  the 
driest  September  and  December  of  record,  made  1943  an  inter- 
esting weather  year,  although  at  the  close  of  the  year,  the 
meteorological  ledger  was  nearly  balanced.  The  mean  annual 
temperature  of  49.5°  was  0.7°  below  the  average  and  the  total 
precipitation  of  38.04  inches  was  3.99  inches  below  normal. 
These  are  not  significant  departures  in  Pennsylvania's  66-year 
climatological  history. 

The  most  important  single  feature  during  the  year  was  the 
drought  condition  that  developed  in  the  eastern  portion  of  the 
State.  Vegetation  and  agricultural  operations,  impeded  during 
a  cold,  wet  spring,  were  further  hindered  by  a  hot,  dry  summer. 
A  drought  was  fully  developed  in  the  south-central  counties  by 
mid-August  and  it  spread  north  and  eastward  during  September, 
the  driest  month  since  October,  1924.  Precipitation  deficien- 
cies accumulated  during  the  growing  season,  reached  four  to 
eight  inches  in  central  and  eastern  counties  while  excesses  ac- 
cumulated in  some  western  counties,  reaching  7.56  inches  at 
Claysville  and  5.39  inches  at  Warren.  Wells  and  springs,  nor- 
mally dependable,  were  dry  and  water  was  hauled  for  livestock 
and,  in  some  localities,  for  human  consumption.  One  of  the 
wettest  Octobers  of  record  in  Eastern  Pennsylvania  relieved  the 
drought  but  came  too  late  to  be  helpful  to  the  the  season's  crops. 
Largely  as  a  result  of  the  unfavorable  weather,  crop  production 
was  8%  less  than  1942  despite  increased  acreage  and  efforts. 


WEATHER    BY    MONTHS 


January. — Snowfall  was  50%  above  normal.  The  extremely 
cold  second  week  and  unusually  warm  third  week  experienced 
in  neighboring  states  did  not  aflfect  Pennsylvania,  and  temper- 
atures were  about  normal.  Freezing  rain  produced  unusually 
large  accumulations  of  glaze  in  Wayne  County  on  the  18- 19th. 
Wind  damage  occurred  in  south-central  counties  on  the  19th. 

February. — A  rather  mild  and  dry  month.  Excepting  in 
the  mountains,  the  snow  cover  was  inadequate.  Although 
streams  rose  at  the  end  of  the  month  and  four  children  were 
drowned  in  swollen  currents,  rivers  crested  well  below  flood 
stages. 

March. — Late  winter  conditions  prevailed  the  first  half. 
However,  the  latter  half  was  mild  and  dry.  Generally,  winter 
grains  which  had  inadequate  snow  protection  during  the  winter 
suffered  further  damage  from  alternate  freezing  and  thawing. 
Fruit  trees  suffered  some  freeze  injury. 

April. — This  wa.s  the  coldest  April  of  record  and  resembled 
a  warm,  windy  March,  rather  than  the  second  month  of  spring. 
Abnormal  precipitation  combined  with  the  cold  to  further  re- 
strict outdoor  work  and  vegetal  growth.  Local  flooding  occurred 
in  the  Bradford  area  on  the  27th. 

May.  —Although  temperatures  were  more  seasonable,  the  pre- 
cipitation was  again  abnormal,  the  fourth  highest  total  of  record. 
At  the  close  of  the  month  little  corn,  oats  or  potatoes  were 
planted  in  the  northern  portion  of  the  State  and  the  crop  season 


was  now  very  lute  Flood  damage  occurred  in  Lackawanna 
('ounty  on  the  iSth  and  Elk  County  on  th<'  25th.  Lightning 
killed  three  men  and  accidents,  during  otijcr  stonuH,  caused 
four  additional  deaths. 

June. — This  was  a  month  of  extreme  ami  violent  weatliei'. 
It  was  the  hottest  June  of  re(;onl  and  the  hottest  month  of  the 
year.  Seventeen  deaths  were  attributed  to  the  heal  from  the 
1st  to  26th  and  twenty-six  about  the  27th.  Thunderstorms 
occurred  about  one  out  of  every  two  days  but  f)recipitation  av- 
eraged the  lowest  since  1933.  Soil  erosion,  flooding,  and  hail 
beset  local  areas  while  in  south-central  counties  precipitation 
was  deficient.     The  month,  as  a  whole,  was  favorable  to  crops. 

July.  Killing  frosts  at  a  few  mountain  localities  and  i-ecord 
low  temperatures  at  .scattered  stations  on  the  first  proved  a 
marked  and  pleasant  reaction  to  the  closing  week  of  June. 
However,  the  weather  for  the  month  was  nearly  as  warm  and 
violent  as  that  of  the  previous  one.  While  eastern  counties  ex- 
perienced subnormal  rainfall,  southwestern  counties  received 
unu.sual  amounts.  Claysville'a  monthly  and  givatest  24-hour 
precipitation  records  were  exceeded.  Flash  floods  resulted  from 
local  storms  on  the  7th,  12th,  and  27th;  lightning  killed  two 
boys  at  Butler  on  the  14th  and  a  man  at  Clearfield  on  the  27th,- 
hail  stones,  the  size  of  baseballs,  were  reported  at  Phoenixville 
on  the  20th.  Small  tornadoes  were  reported  at  Oil  City  and 
Pleasantville  on  the  29th.  In  Oil  City,  two  persons  were  in- 
jured and  property  damage  was  estimated  at  $45,000.  Property 
damage  over  the  State  amounted  to  more  than  a  million  dollars. 

August. — While  drought  conditions  were  spreading  from  a 
center  in  Adams  and  York  counties,  due  to  the  third  warm, 
dry  month,  excessive  rain  in  Fayette  and  Westmoreland  coun- 
ties again  caused  sudden  flooding.  On  the  13th,  two  children 
were  drowned,  as  five  houses  near  Melcroft  were  swept  from 
their  foundations.  Summer  rainfall  deficiencies  reached  7.25 
inches  at  Gettysburg,  4.98  inches  at  Freeland,  5.92  inches  at 
West  Grove,  and  4.37  inches  at  Somerset,  in  marked  eonti-ast 
to  an  excess  of  1.10  inches  at  Derry  and  1.66  at  Coudersport  ; 
the  daily  temperatures  averaged  about  2°  warmer  than  the  mean. 

September. — Rainfall  was  25%  less  than  any  previous  Sep- 
tember and  only  19%  of  normal.  It  was  one  of  the  six  coolest. 
Several  heat  prostrations  were  reported  at  the  beginning  of  the 
month  when  the  highest  temperature  of  the  year,  102°,  was  re- 
ported at  Middletown.  More  rain  fell  at  eastern  stations  on  the 
30th  than  had  been  reported  in  the  previous  month.  A  new 
low  temperature  of  18°  for  the  State  was  recorded  at  Black 
Moshannon  Airport  on  the  26th. 

October. — Drought  conditions  were  relieved  by  one  of  the 
wettest  Octobers  of  record  in  Eastern  Pennsylvania,  where  rain- 
fall was  more  than  twice  the  usual  amount.'  The  State  average 
was  61%  greater  than  the  August-September  total.  Excessive 
rainfall,  at  M^estern  stations  on  the  15-16th  and  at  eastern  sta- 
tions on  the  25-26th,  overcame  a  serious  forest  fire  hazard. 
Wells  and  springs  were  replenished,  pastures  were  revived,  fall 
seedings  and  winter  grains  benefited,  but  in  some  localities 
where  the  farmers  had  been  harassed  by  soil  too  hard  to  culti- 
vate, they  found  it  now  too  wet.  A  small  tornado  passed  over 
Lake  Wallenpaupack  on  the  16th  with  very  little  damage  re- 
sulting. 

November. — This  being  the  third  consecutive  month  with  a 
subnormal  temperature,  the  autumn  season  closed  with  the 
temperature  2.6°  below  the  normal.  The  first  half  of  the  month 
continued  the  rainy  pattern  of  October  and,  as  a  consequence, 
autumn's  rainfall  was  only  0.25  inch  below  the  average,  despite 
(Continued  on  page  99). 
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.Itlantic  Drainagt. 

AUentown 

Altoona,5\V 

Bethlehem 

Burut  Cabins,  2  t 

Carlisle 

Chambersburg 

Coatesville 

Curweusville ,  6  N  W . . . 

Eagles  Mere 

Ephrata 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover....... ■{■•' 

Harrisburg  (Airport). . . 

Hawley 

Holtwood  

Huntingdon 

Lancaster 

Lawreuceville 

l^ebaiion •• 

Lewistowu.  iSW 

Lock  Haven 

Marcus  Hook 

Martiusburg -  — 

Montrose 

Mt.  Pocono 

Palraorton ...... . •■ 

Philadelphia  (Airport). 

Philadelphia  n.O 

Phila.  Shawmont 

I'hilipsburg,  7E 

Phoenixville 

Port  Clinton 

Qiiakcrtown 

Reading 

Scrauton 

Seliusgrove 

Stall'  College 

Stroud^bu^g,  '2  E 

Tauierack  Tower 

Towanda 

Wellsboro 

West  Chester 

Wilkes-Barre 

Williamsport 

York 


Ohio  Drainage. 


T,ake  Drninnge. 


Erie. 
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Bradford 

Brookville 

Butler 

Clarion,  3  SW 

Claysville 

Coudersport 

Derry 

Donora 

Ebensburs 

Franklin 

Greensburg,  2S 

Indiana 

Irwin 

Johnstown 

Kane,  \  N 

Meadville 

Mercer 

Midland  

Mount  I^ebanon 

New  Castle ■■ 

Pittsburgh  (Airport). 

Pitt'^hurgh  CO 

Pymatuning  Dam 

Ridgway 

Sharon 

Somerset 

Springs 

Uninntown 

Vaudergrift 

Warren 

Waynesburg 


Erie. 


FortheStatel! 


Lehigh 

Blair 

Northampton  — 

Hundingdon 

Cumberland 

Franklin 

Chester.  . 

Clearfield 

Sullivan 

Lancaster 

Luzerne 

Bucks 

Adams 

Schuylkill . . 

York 

York 

Wayne 

Lancaster... 
Huutingdon 
Lancaster.. . 

Tioga 

Lebanon — 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia. 

Philadelphia 

Philadelphia 

Centre 

Chester 

Schuylkill 

Bucks 

Berks 

Lackawanna 

Snyder 

(Centre. 

Monroe 

Clinton 

Bradford 

Tioga  — 

Chester 

Luzerne 

Lycoming 

York 


McKean 1,  680 

Jeti'erson |  1, 400 

Butler 

clarion 

Washington  . . 

Potter 

Westmoreland 

Washington 

Cambria 

Venango 

Westmoreland 

Indiana 

Westmoreland 

Cambria 

McKean 

Crawford 

Mercer. 

Beaver 

Allegheny 

Lawrence 

Allegheny 

Allegheny 

Crawford 

Elk 

Mercer 

Somerset 

Somerset 

Fayette 

Westmoreland... 

Warren 

Greene 


t  Also  on  other  dates. 


t  Incomplete. 
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Monthly  and  Annual  Mean  Temperatures  for  the  Year  1848,  with  Departureit  from  the  Noriiinl 
February        March  April  May  June 


Stations 


January 

OJ 

=) 

a> 

at 

»- 

^ 

s 

a 

« 

« 

H 

a 

^ 


July 


2 


Allentown 

Altooua 

Aroudtsville 

Hothloht'in 

Blue  Mt.  lutoruhange 

Bradford 

Broe<;owood  luterch'ge 

Brookvillo 

Burnt  Cabins 

Butler 

Carlislo 

ClUHubersburg 

Clarion 

Claysville 

CoatosvlUe 

Columbia 

Coudersport 

Ciirweiisville 

Derry 

Donora 

Eagles  Mere 

Ebeiisburg 

Emporium 

Ephrata 

Erie. 

Everett 

Franklin 

Frederlcksville 

Freeland 

George  School 

Gettysburg 

(Gordon 

Greensburg 

Hanover 

Harrisburg 

Hawley 

Holt  wood 

Huntingdon . . 

Indiana 

Irwin 

Johnstown 

Lancaster 

Lawrenoeville 

Lebanon 

Lewlstovvn 

Lock  Haven 

Marcus  Hook 

Martinsburg 

Maueh  Chunk 

Meaiivillc 

Mercer 

Middletowu 

Midland    

Montrose 

Mt.  Lebanon..     . 

Mount  Pocono 

New  Castle 

Palmerton 

Park  Place 


-29.8 

30.6 
28.6 
30.6 
2,!.  4 
"29.7 
26.0 
28.7 
•29.6 
30.9 
31.2 

29!  i 

30.4 

■a.s 

22.  S 
32.4 
34.  f 
20.2 
2o.8 

3i.'2 
25  8 

'26. 8 


Pliila.  (Airport) 

Phila.  (City  Office)  . 

Franklin  Institute 

Shawmoiit 

Philipsburg 

Phoenixville 

Pittsburgh  (Airport)  .. 
Pitt^sburgh  (City  Office) 

Port  Clinton 

Pymatuning  Dam 

Quakertown 

Reading 

Ridgway 

Scranton 

Solinsgrove 

Sharon 

Somerset 

Springs 

State  College 

Stroudsburg 

Tamarack 

Towanda 

Uniontown 

X'andergrift 

Warren  

VVaynesburg 

Wellsboro 

West  Chester 

Wilkes-Barre(  Airport). 

Williftrnsport 

Woodward 

York 


30.9 

32.1 

27.  2 

32.2 

31.0 

30.8 

24.6 

31. 

28- 

■29.5 

30.7 

30.0 

31.6 

25.2 

29.2 

30.8 

2(i.  4 

34.0 

27.4 

26.4 

21  4 

25.3 

29.9 

3I.fi 

19.6 

30. 6 

21.8 

30.0 

■29.4 


+0.2 
-0.3 

+0.5 
-2.0 


+  1.3 

+i}'.2 
+2.2 
+  1.4 

-i'.b 

+0.1 
-6.'9 

+i.'8 

+0.5 


+0.8 
-1.0 


+0.3 


30.6 
29.2 
:i3.4 
30.7 
32.8 
■J6.6 
31.0 
■25.6 
3(1.1 
29.4 
32.5 
34.2 

'28.' 8 
33.2 

26.'  i 
■23.5 
3-2.4 
35.1 
•23.4 
25  2 

33!  6 
28.4 

ii.o 


0.4    33.9 


31.8 
3'2.6 
32.4 
31.8 
•23.0 1 
33.7 
30.  R 
33.2 
•29.1 
23.6 
28.2 
31.4 
24.0 
25.9 
27.8 
•27.8 
•29.3 
28.2 
26.8 
•28.6 

•2.5!  5 
34.4 
32.1 
■25.  1 
.■^2.7 
22.fi 
30  8 
''•26.3 
'28.4 
22.2 
32.6 


+•2.0 
+0, 
+  1.1 
-1.8 
+  1.8 
-0  7 

0.0 
-0.1 
+  0.2 
+0.4 
-0.3 
+  1.5 
-0.1 

0.0 

-i.'s 

-1.3 

-i"'2 
-1.1 

-6.7 


+0.2 


+1.9: 

+0  2 


ForTheState. ^28.2    -0.1 


+0  7 
0.0 

"0.0 

'+2.'8 
+2.4 
+2.5 
+0.2 

+  i.'4 
+0.2 
-1.2 

-0.7 

-i.r 
-0.5 
+2.6 
+1.5 
-0.1 

+  L4 

-(i.'s 

+  1.8 

+  1.2 

-0.7 

-0.7 

-1 

+0.2 

+6^7 


34.5 

27  8 

33.  2 

33. 

33.6 

25.8 

33.  < 

•29.3 

30  2 

32.  3 

30,6 

33.8 

•28  9 

30.6 

33.8 

•28.6 

37.4 

■28.8 

'30  0 

•.;4.6 

2fi.  9 
32.2 
33.0 
■22.6 
32.0 
23.2 
32.2 
29.5 


+  1.1 
+  1.7 
+  1.8 
-0.6 


+0.6 

'  +  i.'i 
+2.3 
+2.4 

-•2.8 
+2.7 


87.1 

37.4 

41.0 

38.2 

40.4 

32.7 

37.6 

33.3 

36 

36.4 

40.5 

41.3 

35.' 3 
40.0 


-0.8 

0.0 

+  1.6 

-2.2 


+  1  5    34.0 
32.0 


+•2.4 
+0.5 


+3.2 
+  1.5 


+2.3 


34.1 

35.8. 

36.1 

34. 

24.3 

36.2 

31.6 

33.9 

31.0 

24 

29  9 

33.6 

■24.0 

■28.4 

32.0 

31.4 

28  6 

•27.0 

29.9 

30.1 

'29!b 
35.9 
.33.4 
27.2 
34.0 
'24,8 
34.2 
•28.8 
31.4 

'25.0 
34.6 

29.9 


+2.6 

+3.1 
+0.6 
+  1.7 
+0.4 
+  3,3 
0.0 
+  1.2 
-0.1 
+0.7 
+2.0 
+0  1 
+  2,8 
+  4.1 
+  1.1 

+6.2 
+2.4 

+  '2.2 
+0.2 

+  0.6 

-6.' 3 
+  0.8 

+3.5 
+0.6 


+  1.6 
+  1.9 

'  +  1.4 

+3.'9 
+  1.8 
+  1.6 
+  1  6 

"+i'.\ 

+3.0 
-1.3 
f-1.1 
+3.5 
+3.1 
+  1.5 
-0.7 
+3.1 
+2.7 

+3^9 
+3.  2 
+  1,6 
+2.3 
+  1.4 
-0.2 
+3,6 


40.6 
41.2 
30,6 
32.0 

46.9 
36.0 

33.' 7 

'32.' !J 

40.8 

41.8 

36.fi 

40.4 

39.4 

40.6 

33  8 

40.4 

35, 

38.0 

38.0 

37.9 

40,8 

.35.  2 

37.4 

41.4 

36.  I 

44.8 

35.  8 

'3.5.  5 

32. 0 

33,5 

39.4 

39.9 

29.8 

38  2 1 

30.8 

38.8 

37.8 


+3.5 
+3^3 


+  1.5 


41.3 

4^2.5 
44.2 
4^2.  8 
32.1 
44.7 
37.6 
40.0 
38.1 
32.2 
38.5 
41,0 
31,2 
36.2 
38.4 
38.9 
36.4 
33.6 
37.4 
37.8 

.36.1 
42.0 
40.2 
.34.4 
40.6 
31.0 
41.5 
35.6 
.39.1 
32.8 
42.5 


0,0 

'-'i.4 

+  1.8 
+  1.5 

'-5.7 
+0.2 

"+\'.b 

+6. '9 
-0.8 

-3;3 

+0.8 
+1.6 

-i!7 

-0^6 
+  1.7 

+  1.7 
0.0 

+0.5 
-2.9 
+  1.7 
-0.8 
-0.8 
-2.9 
-0.6 
-1.8 
-  1.3 
+  1.2 
+  1)  8 
-1.8 

-•2.4 
+0,4 

'-i!8 
-2.8 

'+6.'2 

'-2^3 
-0.5 

'+i.'9 

+0.6 


+2.2 
+  1.7 

+  6.6 

+  3^6 
+0.4 
+  0.4 
-0.3 

+  i>2 
+0.4 
-2.3 
+0,5 
-0.1 
+  1.3 
+  0.5 
-2,5 
+  1.3 
+  1.4 

+i'6 

+0.6 
+0.3 
+0.1 
0.0 
-1.9 
+2.4 


43.6 

42.4 

47.2 

46.6 

46.6 

88.7 

42.7 

38.7 

42.6 

43.2 

46 

47.4 

'ij.'e 

46.7 

39  •!; 

36.8 
45.2 
46.9 
36.2 
38.4 
39.6 
46.9 
40.8 

46!4 

'39.6 
46.8 

48.6 

41.6 

45.9 

47,2 

46.0 

40.4 

47.1 

4^2.2 

43.4 

43. 

43.2 

47.8 

40.8 

44.3 

47.0 

42.2 

49  3 

41.fi 

'42.2 

39.2 

39.8 

45.4 

46.1 

36.0 

45.6 

36.4 

44.9 

42.4 


+  1.6 

+i;9 


46  8 
47.8 
48.2 
48,0 
37.1 
51.2 
44.2 
46.4 
44.8 
39.4 
44.3 
46.4 
37.6 
41  5 
43.2 
46.2 
41.2 
.39.4 
41.9 
44.8 

4i.'4 
47.2 
46.8 
''38.9 
45.8 
37.2 
47.2 
41.5 
44.1 
37.2 
48.0 


-5.1 
-6.3 
-•2.0 
-6.7 


-6.0 

-4.6 
-5.  fi 
-2.8 

-7!9 
-3  6 

-4.' 6 

-4.3 
-4.5 

-6.' 8 
-7.0 
-3.6 
-4.3 

-6^5 

-5^2 
-3.6 

-•2.4 

-6,0 

-4.5 

-5. 

-4.9 

-4 

-4.0 

-7.2 

-5.8 

-5,6 

-6.5 

-1.7 

-5.1 

-5.9 

-8!l 
-5.6 

-6^4 
-6.3 

-4.3 

-7.' 8 
-•2.9 

-3^6 

-4.7 


-3.8 
-4.3 


37.2    -0.4    43.1 


-4.0 

-6.''7 
-5.0 
-4  8 
-4.9 

-4.'3 
-4.3 

-7.6 
-6.6 
-fi.2 
-2.5 
-4.9 
-6.0 
-5.8 
-3.2 

-4 

-4'0 
-4,4 
-6.1 

-4.7 
-7.3 
-■2.7 


-4.8 
-2.9 


61.6 

60.4 
63.8 
63.  0 
63.3 
66.4 
62.2 
57.0 
61.4 
60.6 
64.0 
64.0 

'sgia 

63.  5 
64.4 
5.5.7 
55.8 
62.6 
63  8 
^5  6 
.56.4 
67.4 
6:3.6 
55.6 

57^3 

67'9 
"63.0 

65.0 
60  2 
62.1 
63  9 
63.6 
58,2 
64.0 
61,0 
60.2 
61,3 
60.0 
64,2 
59.0 
'61.6 
64.7 
60.3 
65,7 
59.8 
'60.6 
56.4 
56.5 
62  4 
61.6 
55.0 
62 
55.2 
61.2 
60.4 


+0.9 
+  1.6 

+3.4 
+0.5 


+  1.6 

"+i'.\ 

+2.2 

+2.7 

-i.'o 
+2.2 

-o.'s 

+  i  8 
+1.1 

"6'o 

-0  6 

+  1.7 
-1.2 


74. 4| 

72 

75.2 

74.4 

76.4 

69.6 

74.0 

69.4 

73.8 

73.0 

76.8 

77.0 

'72.' 2 
78.0 
76.8 

70  2 
68.0 
74,9 
77,1 
68.1 
69.0 

71  2 
76  8 
71.2 


+4.5 
+6.  2 

+  4 
+  3.8 


+5.(1 
+4.6 
+  6.9 

+2.' 9 

+  7.8 


-0.3    71.2 


63.3 
63,9 
64,6 
645 
56.8 

'ei.i 

63.0 
62.0 
56.4 
60.8 
63.5 
55.7 
60.2 
61,6 
'62.  0 
58.7 
56.3 
60.6 
62.4 

59  >2 
63.fi 
62.6 
'60.0 
62.0 
.55.4 
63.3 
60.7 
62.2 
56,6 
65.2 


+  1.3 

+1.7 

+3.2 
+2.0 
+  1.6 
+0.7 
+  1.8 
+  1.1 
+  1.1 
+  0,6 
+  0  6 
+  1.1 
-1.0 
+  3  0 
+  1.6 
+0.5 

-1.5 
-0.5 

+'6.'9 
-0  5 


0.0 
+•2.0 


+  1.6 
+0.8 


+  1.2 
+  1.0 


+  1,1 


-0.9 

+  0.6 
+0.9 

+  i.'2 
+  1,5 
0,0 
+0,8 
+0.9 
+2.  3 
+2.1 
f  I.O 
+  1.7 
+3.(. 

+  i'7 
+  1.6 
+  1.8 
+  3.5 
+0.1 
-1.0 
+2.4 


-5.5    60.4 


+  1,7 
+3^7 


+  0.7 


71,4 

74.8 

76.8 

71,6 

74.7 

76.8 

76.8 

71.(1 

77.4 

74  8 

7^2.6 

73.fi 

72.  6 

76.1 

73.0 

76,0 

76 

74.3 

79. 

71.8 

70,  R 
69  1 
75.8 
74 
68 

'74.2 
67  2 
73.6 
73.8 
68.4 

76.8 
77.2 
78.7 
76.2 
67  4 
76.5 
74.6 
76,6 
73.2 
70,1 
7-2.0 
76.6 
69.0 
73.2 
'72.  4 
77.4 
71,4 
68.6 
73.  2 
73.6 
68.6 
72.2 
75.7 
75  6 
72.2 
74.6 
69.0 
74.6 
72,6 
74.4 
69.1 
77.2 

73.0 


+5.9 

+6.7 

+4.0 
+6.3 

+7.  I 
+5.0 

'+.5]6 

'+6;4 
+6.4 

+  6.6 
+5  4 
+6.8 
+5.4 
+6 
+  5.0 
+  4.8 
+  6 
+  4, 
+  4.9 
+  ,3.2 
+5,  S 
+  6.9 
+  6.2 

+  4.'6 
+4.6 


+  5.0 


+  6.0 
+  5,9 


+  4.5 
+5.8 


+6.2 

+5.8 

'+3.' 

'+4 '.7 
+6.0 
+5,9 
+4.1 

'+3^6 
+6.2 
+  4.8 
+  5.4 
+  3.3 
+8.0 
+6.2 
+4.7 
+  6.4 
+  6.8 

+  B.4 
+.5.6 
+  6.2 
+  6  9 
+3.9 
+4.5 
+4.9 


+5.4 

+7!6 


+4.8 


74.6 

70.7 

74  6 
74.4 
75.  9 
68.0 
73.0 
69.2 
72,7 
72.8 
74 

75  8 
71  6 
70.7 
77,8 
75,8 

71  0 
67.6 
70.4 
76,6 
68,8 
68  1 
70.4 
76.0 
72.5 

72  2 
70 
72.3 
70.2 
74.fi 

75.6 

71  3 

70,8 

75.6 

76.2 

71.6 

77.3 

73.2 

71.6 

72.6 

70,8 

74.8 

72.0 

75.7 

76.6 

74.4 

79.3 

70.8 

'72.2 

70,6 

70.6 

75 

74.0 

70.2 

73.4 

67.8 

73,9 

74.6 

69.0 


August     I  September 


Ootober 


November  December  I    AnnunI 


I 


76,4 

77.6 
"78.4 
7fi.O 
66.7 
77.2 

73  2 
75.3 
72,6 
70.1 

'■7(i.'4 
68  8 
73, 
73. 
77  .2 
68,6 
66.2 
73.0 
73.8 
67.7 
72.2 
73.  S 

74  8 
71.6 
72.9 
69.0 
75,3 
73.8 
74.0 
68.8 
75.8 

72.6 


+  0.6 
-0.  3 
+0.2 
-0.7 


+  1.2 

+6.' 4 
-0.8 
+  1.0 

'-•2.'6 
+3.1 

+3.6 

-•23 

+0,6 

"-6.' 2 
+  0.6 
+  1.0 
+  1.5 
+0.5 
0  0 

+6.'9 
+0.3 

+  1.0 
+0.8 
-18 
-0.2 
+  1 
+  1.3 
+0.3 
+0,8 
0.0 
+0.3 
-2  4 
+0,7 
+  1.6 
+  1.6 

+i)'.» 
+0.3 

+6j 

+0,9 


+2,0 
+0.3 


+  1.3 
+  1.1 


+  1.1 
+  1.4 


-0.4 

+  i!5 

+0  2 
+  0 
-0 


+  1.0 

+1. 1 

+2.1 
+0.3 
+,S.6 
0.0 
-14 
+3.4 
+  1.9 

+  i'7 

+  0.4 
+  1.4 
+  1,8 
-1.0 
fO.l 
+0.9 


+0.7 


+1.3 
+0.4 


72.9 
69 

74.6 
73.9 
75.0 
65.2 
72.0 
66.2 
"71  1 
69.6 
72.7 
74.7 
68.4 
67.9 
76.5 
75,0 
67.0 
65.4 
70.9 
73.6 
66.3 
65.6 
68,4 
7.5.6 
71.4 
71.  1 
68,3 
70.4 
69  6 
74.4 

76.0 
69.4 
68.8 
75 
75.2 
69.4 
77.2 
71.7 
69.2 
70.2 
68.2 
74.0 
69  4 
74.4 
'74,9 
72.4 
79,4 
69.2 

69  2 
68.0 
69.0 
74  0 
71.2 
67.4 

70  8 
65,8 
/0.5 
71.8 
68.4 


+  1.0 

+0.4 
+2.1 
+0,6 


76.4 
77.9 
78.3 
76,1 
63  3 
76,2 
71.7 
73.4 
70.4 
68,1 

■76.0 
66.0 
71.1 
7^2.0 
75,0 
66.8 
64.9 
70.5 
''72  3 

65  7 
70.0 
71.5 
72.0 
69.6 
70  5 

66  6 
74.8 
70.6 
7'2.  0 
67.5 
75.2 

70.8 


+0.3 

-0,6 
-0  1 
+2.3 

'-S^S 
+3.8 

'+6^9 

'  +  i.'6 
-0.6 

-i.i 

+0.7 
+3  2 

+1.8 

+  L5 
-0,2 

+■2.9 
+2.3 

+  3.7 
+  1  1 
-2.1 
+2.1 
+2,(. 
+  1.4 
+2,2 
+  1,0 
-0. 
-0  6 
-3  2 
+  1.6 
+  1.1 
+  2.2 

'  +  6.9 
+3.1 

'-6^7 
+0.3 

+  V.I 

+6^6 

-0.4 

0.0 

+0.9 


+3.1 
+3.1 

+1.9 

+0.9 
+0.4 
+0.5 
-0.9 


+3.1 
-1.1 
+1.3 

+0.fi 
+  3 
-0.2 
-12 
+  1.7 
+2.4 


+  1.5 
-0.4 
+0.6 
+  1.9 
-18 
+0,2 
+2.6 


+1.0 


+2.6 
+0.5 


63.4 
61.2 

64.7 

64.6 

65.6 

56.  3 

61.6 

67  4 

59.9 

61.4 

63. 

64.2 

60.6 

59.4 

66.2 

65  2 

58.2 

57.3 

62.4 

65.2 

57.0 

57  2 

59.4 

65.4 

62.9 

59.6 

69.3 

62.0 

60 

65.3 

65.5 

60.0 

58.6 

64.6 

64.8 

.58.7 

67.6 

61.5 

61.8 

61.2 

60.0 

64.7 

60  8 

64.6 

60.8 

62.6 

68.8 

60.0 

68.8 

59 

59.0 

64.1 

6^2.2 


68.4 
63.6 
57,4 
62.4 
62.2 
.59,0 


6fi.  4 
68  0 
67.0 
67.4 
.55.0 
66.4 
63  2 
64,4 
61 

58  0 
•61.0 
6fi,0 
57.2 
61.4 
62.5 
66.0 
57.4 
5.5.6 
61,3 
63,4 
56  8 
60.6 
fi3.  6 
63,6] 
60.9 
61.8 
56.6 
66.0 
61.0 
62.8 
58.6 
68.5 

61  4 


-I 
-1.9 
-1.1 
-■2.3 


-3.1 

'-2.8 
-2.2 
-2.1 

"-■6.6 
+0  1 

'-■2J 

'-s'o 

-3.1 

'-4^0 
-2.1 
-0.9 
-0,7 
-3,4 
-3.4 

'+6.''7 
-1.1 

-0.5 

-2  4 

-6.8 

-3.1 

-1.0 

-2 

-1.6 

-3.1 

-•2.7 

-3.5 

-5.6 

-0.9 

-0,9 

-1,1 

-2^3 
-1.9 

-5.' 3 
-2  9 


-2, 
-1.9 


-2.0 
-1.7 


+0.5 
0.0 

-6.' 7 

-0  6 
-1.5 
-2,0 
-4.3 

-2.9 
-0.fi 
-•2.8 
-1.6 
-2,4 
+0.8 
-3.4 
-4,5 
-1.5 
+0.7 


-1.7 
-1  6 
-1,7 
-1.3 
-4.4 
-3.3 
+0.3 


-1.6 


-0.8 


62.5 

50.0 

53.0 

5^2.  8 

56,2 

46.6 

49.8 

46.2 

49.0 

49.4 

52  4 

52.  7 

48.8 

48.6 

63.0 

5^2.8 

46.4 

45  6 

50.8 

53.7 

46.0 

45.8 

48.6 

53.5 

51 

49 

48.2 

51.4 

48.2 

53.6 

54.0 

49.5 
49.6 
53.0 
53.5 
49.2 
54.6 
51.2 
>$ 
49.8 
48.8 
52.1 
49.5 
53.0 

'si! '3 

56,8 
49.1 
''49.4 
47  6 
46  3 
52.5 
51,0 
46.7 
50 
46,9 
50.8 
51.4 
47,1 

64.0 
56.2 
55.4 
54  6 
44.6 
55.4 
51.  2 
52.4 
50,8 
47,2 
50.4 
53.8 
46.2 
50,4 
51.5 
63.4 
47,6 


-0.7 
-2.1 
-1.0 
-3.0 


-3 
-0 

-0.0 

'-5'5 
-1.0 

'-6.' 6 

-3^4 

-2.  1 

'  -4.'  1 
-1.5 
-1.3 
-2  4 
-■2.6 
-3.0 

'+6.' 5 
-1.8 


49.8 

52 

4.5.  2 

49.9 

52,6 

51.4 

49.6 

51.4 

45.  2 

53  3 

51.3 

51.7 

46.2 

53.4 


-•2.8    60.1 


+0  5 
-1  3 
-4.6 
-3.  2 
-1  3 
-0,1 
-1,8 
-1,5 

'-4J 
-4  9 
-1.5 
-1.0 
-0.7 

'-■/•2 
-2.7 

'-3^0 
-3.2 

-1.4 

-2,4 
-2.9 

— 1.8 
-0.6 


40.4 

37.6 

41.4 

4:^.6 

42.2 

33.8 

'37.  2 

35,0 

37.4 

38.2 

41.1 

41.0 

37.(1 

37.1 

4'2.7 

41.9 

33.  h 

32.9 

40  4 

41.7 

33,4 

34.6 

36.0 

4'2. 1; 

39.9 

38.7 

37 

40.3 

36.8 

4^2.6 


-2.1 

-■2.8 
-1.2 
-1.9 


-2.6 


-0.2 
-0,5 
-1. 


-5.2 
-0.1 


-1.6 
-1.6 


-1.5 


-0.1 
-2.9 
-.^3 
-2.7 

-i.'o 

-1.7 
-2.  5 
-1,5 
-1.4 
0.0 
-1.7 
-3  3 
-1.5 
+0.9 

-09 
-2.  2 
-2.5 
-1.4 
-3.5 
-3.7 
-1.3 

-6^9 


43.1 

38.6 
37.8 
42.5 
41.7 
36.8 
43.6 
38.8 

$ 
39.9 
38,0 
41.8 
36  6 
40.  f. 
39  0 
38  t. 
46.4 
37.6 
g37.  8 

.36.0 
41,2 
39.fi 
33.6 
39.2 
35,2 
39.0 
38.9 
35.1 


-1,8 
-3.3 

-3.9 
-3.3 

-O.f. 

-1.6 
-2.1 

-2.3 

"-0.5 
-1.4 

+  0.6 

-1.4 

-6, 

-2  5 

-1.1 

-3.2 

-1.5 

-■2.9 

-•2.2 
—4  0 
-1.3 
-2.6 

-2.0 

'-^3.4 
-1.4 

-3.4 
-2.8 


43.9 
46.9 
'45  4 
43.4 
33.0 
44.1 

39  6 
41.8 
38  8 
36.^1 
39. ( 
43.2 
33.  7 
38  6 
40.0 
41 

36.8 
3,5.7 

38  4 

40  2 
33.4 
38.0 
42  5 
40,5 
36.9 
40.3 
33.9 
43.4 

39  0 
39.2 
34.6 

0.7    42.8 


2.5    38.7    -2.6 


— 1. 
-3. 


0.0 

+0.2 

'-i.'8 

'+6.' 2 
-1 
-1.4 
-3.1 

'-'2.'4 
-0.6 
-4  4 
-1.9 
-1.8 
+  0. 
—1.8 
-2.9 
-1. 
-0. 

-i.8 

-1.3 
-2.2 
-■2.4 
-3.2 
-3.7 
+0.2 

-•2.6 


30.0 
28.2 
31.6 
30.2 
32.4 
24  2 
29.4 
•25.0 
■27.8 
28.6 
31.5 
32.4 
26.  (I 
■27.4 
31.6 
32.6 
23.6 
2^2.  8 
30.3 
32.0 
■22.2 
24.4 
S^ 
32.  7 
29  3 
29.  R 
■26.2 
'J9.2 
■25.3 
31.4 

34.  2 
2 

28  6 
32.2 
32 
■25.2 
33.4 
30.0 
'•28 
•29.8 
28.4 
31.6 
'26.4 
30,2 
29.7 
28.6 
36.9 
•27.9 
'25,6 
25,6 
•25.  2 
31.9 
30  0 
21.2 
•29.2 
23.fi 

■;9.8 

•29.3 
24 


-2.2 
-1.9 
-1.7 
-3.5 


-3.2 
-0.  3 
-0 

-.5.0 
-1.3 

-3.' 6 

-2!l 
-4.5 

-4.' 5 

-6 '2 
-2.6 
-((.3 
-3  4 

-2.1 
-2.2 


+  1.4 
-1.9 
-4.5 
-2.6 
-0.2 
-3.5 
-1.4 
-1.7 
-•2.7 
-2.9 
-4.3 
-1,6 
-2.4 
-2.0 


50.9 

48.9 

52.6 

51.6 

58.1 

45.0 

50.0. 

45.8 

49.8 

49.4 

52  1 

63  0 

48.2 
63.3 

45.8 
44.2 
61.1 
53.4 
44.0 
45  2 
« 

53.  3| 
48.6 

ii 

47 

'5 

$ 
5^2.  6 


32.  8 
35.1 
3'2.8 
32.  K 
23.0 
33.6 
29.4 
32.  0 
■27. 1 
25  4 
•28.0 
33.0 
23.2 
27.2 
31.  1 
31.2 
26.5 
■26.0 

28  2 
28.9 
22.8 
26.4 
32.4 
30.3 
27  2 

29  8 
23.7 

32  6 
26.6 
28.8 
24.2 

33  0 


64.0 
48.4 
50.2 
53.0 
52.9 
47.  ( 
54.0 
49 
$ 
50.3 
49.0 
52.8 
48.1 
51.4 

49  7 
66  6 
48  3; 

$ 

46 

46. 

1.6    6^2.0 

61.2 

44.1 

,50  8 

44.2 

.50  6 

50.1 


-2.8 
-2.0 


-5,2 
-3.6 


-5.4 
-3. 


-1,3 
-2.6 


-1.8 
-1,2 

'-2.' 5 

'-6.3 
-2.6 
-2.2 
-5.0 

-3.' 4 
-1.2 
-5.0 
-3.5 
-0.7 
-0.1 
-2.5 
-3.8 
-1.8 
-1.7 

-'•2.7 
-2.7 
-3.3 
-1.5 
-5.0 
-4.3 
-0.8 

-i'.i 


-0.4 


53,6 
55.0 
55  2 
54  0 
43  8 

60.7 
52  6 
60.0 
46.1 

53.4 
44.8 
49.0 
■50.5 
,52.  3 
47.5 
46.6 
49  2 
50.8 

48.4 
52.9 
51.8 
47.8 
51.4 
44.6 
53.0 
49.0 
50.6 
45.2 
53.8 


28.4    -8.0   49.5      -0.7 


-0.8 

-0.4 
+0.6 
-1.4 


-0.6 

'-6.' 7 
+0.2 
+0.9 

-4.0 
+  1.2 

-6!i 

-6.'^2 

-0.9 

-2/2 

+i.o 
-0.2 


-1.1 


+0.2 

+  1.8 
-0.3 
-1.6 
-1.0 
+0.8 
-0.5 
-0.1 
-1.0 

-i.o 
-2.6 

+0.8 
+0.3 
-0.2 

'-i!5 
-0.4 


-1.4 
'-6.' 3 


-1.5 
-0.6 


+0.4 
-  0. 3 


+0.7 
+0.6 


-0. 2 


-0.1 
-0.2 
-1.2 


+0.6 
-1.8 
-0.4 
-0.4 
+1.6 
-0.1 

-16 
+0.4 
+  1.4 

'+64 
+0.1 
-0,1 
+0,3 
-1.5 
-1.8 
+  1.0 

'+6!2 


+1.4 


Reference  letters,  as  a,  b,  c,  in  table  indicate  nmnber  of  days  missing;  for  example,  b  represents  2  days. 


$  Incomplete. 


96 


CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION 


Year  1943 


Monthly  and  Annual  Precipitation  for  the  Year  1943,  with  Departures  from  the  Normal. 


Stations 


January 


ATLANTIC 

DRAINAGE 
Delaware  Basin 

Uppkr  Delaware 

Dingmans  Ferry 

Hawley 

Hollisterville 

Lakeville 

Matamoras 

Mount  Poeouo 

Pleasant  Mount 

Stroudsburg 

Tanners  Falls 

LEHIGH 

AUentown 

Bethlehem 

Blakeslee  Corners .  . . 

Gouldsboro 

Lansford 

Mauch  Chunk 

N  w  Tripoli 

Palmerton 

Zionsville.  


2.93 
■2.87 
3.09 
3.02 
3.20 
3.79 


February 

fl 

o 

d) 

ee 

p 

0, 

s 

s 

fM 

a 

March 


2.84  -0. 
2.50  .... 


Schuylkill 

Conshohocken 

Fredericksville 

Freeland 

Graterford 

PhoenixviUe 

Port  Clinton 

Pottstown 

Pottsville 

Reading 

Wernersville 

Lower  Delaware 

Coatesville 

Doylestown 

George  School 

Marcus  Hook 

Philadelphia 

Airport-,  Station 

Citv  Office 

Franklin  Institute.. 

Shawniont        

Quakertown 

Westchester 

Westgrove 


Susquehanna  Basin 

Chemung 

Austinsburg 

Centerville 

Covington 

Lawrence  ville 


North  Branch 

Canton 

Danville 

Kellogg  Mt.  Tower . 

Millville 

Montrose 

Orwell 

Park  Place 

Pikes  Creek  

Rush •  ■  • 

Scranton 

SuiQuehanna 

Towanda 

Tunkhannock 

Wilkes-Barre 


West  Branch 

Ansonia 

Bald  Eagle 

Carter  Camp 

Cedar  Run 

Clearfield 

Curw  ens  ville 

Driftwood 

Du  Bois-7E 

Dushore    

Eagles  Mere 


54 


3  17 
2.13 
2.07 
2.87 
2.83 
3.12 
3.37 
2.74 
3.33 


0.42 
-l.ZJ 

'-'6.' 49 
+  0.11 
-0.12 

-1.17 


1.85 
1. 

1.80 
11.93 
1.74 
2.41 

2.'28 
1.52 


1.93 

1.83 

1.58 

1.94 

2 

2.50 

2.07 

2.17 

2.63 


2.4fi 

2.40 

2.70 

2 

3.  42 

3.05 

2.62 

2.81 

2.46 

2.43 


3.24 
2.  6.^ 
2.78 
2.29 

3.25 
3.41 


-0.87 

-('.'54 
-1.14 
-0.  21 
-0.47 
-0.67 
-0.75 
1.11 


— 0  72 
-0.99 

-0.97 
-0.99 

-0.05 
+0.  11 


1.14 

-1.30 
-1.01 
-0.83 


-1.07 


■1.43 

-1.28 

-i!39 
-0.66 
-1  01 

-6.22 
-1.39 


2.89 
2.99 
3.  25 
2.95 
2.71 
3.24 

'2.36 
3.68 


April 


May 


•1-0.09 
-1-0.28 
-0.  16 
-0.39 


-1.15 


2  87 
2.96 
2.63 
2.32 


1.52 
1.59 
1.40 
1.76 


0.43 

0.86 

1.19 

-0.90 


11.61 
1.95 
2.55 
2.41 
1.67 
2.25 
1.72 
1, 
1.73 


1.61 
1.71 
1.67 
11.95 

1  89 
1.68 

2  08 
1.71 
1.92 
1.95 


2  55 
2.32 

2.58 
13.42 
2.4B 
3.00 
2.51 
1.74 
3.00 


-1.84  112.44 
2.65 


-0.96 

-1.00 
-1.73 

-1.07 
-1.39 
-1,54 
-1.69 


113.  U 
3.57 
3.07 
2.  67 
3.03 
2.72 
2.67 
2.61 


-0.86 
-0.92 

-0.34 
-0.87 
-1.16 

-l.iO 

-1.82 


-0.98 


-0.21 


■2. 13 
-1.77 
■1  39 
-1.01 

-1.43 
-1.64 

-i.'io 

-1.60 
-1.58 
-0.48 


3.50 
2  28 
2.60 
3.16 

2.9-' 
3.12 
113. 14 
3,41 
3.14 
2.82 
3.49 


-1.23 

-0.48 
-0.  b1 
-1.20 
-0.37 
-1.37 
-0.  86 


2.61 
2  78 
3.14 
3.09 
2.42 
3.12 

2'89 
3.76 


3.29 
3.35 

2,44 
3  25 
3.11 
3.39 
2.96 
2.18 
3.83 


3.56 
3.13 
2. 27 
3.52 
3.52 

113.16 
3.37 

113.47 
2.90 
3.09 


-0.44 
-0.32 

-0.48 
-0.98 


-0.68 


June 


4.07 

6.02 

5. 

5.81 

5.54 

5.52 

6.82 

5.01  -fl 

6.  22 


4 
4 

5 

6, 
8, 
7 
4. 

-1.06 

-0.07  116 


-0.42 
-0.18 

-6.34 
-0.29 
-0.66 


4-0.52 


2.03 
2.37 
1.92 
1.86 
2.09 
2.00 

2.47 
1.54 
2.11 
1.97 
1.57 
2  02 
5 


1.53 
2.81 
2.33 
1.86 
3.83 
3.71 
2.43 
2.24 

2.75 


-0.36 


-0.92 
-6'57 


1.31 
1.01 
0.98 
0.49  -1.34 


1.34 

1.71 

0.96 

1.65 

1 

1  12 


-0.52 
-1.44 
-1  08 
-0.26 

-0.47 
-0,27 

-6.06 
-0,65 
-1.01 
-0.40 


-1-0.78 
-t-1.09 

+2!  38 
-t-4.71 
4-3.86 

'm'.68 
-1-2.90 


8.03 

114.70 

5.81 

10.34 

7.46 

116,75 

6  26 

fi.  81 

4.36 

4.82 


July 


2.13 
1.70 
0.88 
1.50' 
0.97 
1.16 
1.30 


-0.39 

-2. 16 
•i'62 
■i.'28 


-0.56 


-0.99 
+0.32 


-0.71 


2.51 
2.28 
1.97 
2.13 


2.48 
2.80 
2.51 
2,51 
3.68 
2.65 

3  42 
3.69 
3.21 
2.98 
2.64 
2  89 
2.25 


-0.17 


3.44 
2.13 
2.50 
2.96 

2.61 
2,05 
3.37 
3.16 
2  96 
3.50 
3.50 


-0.32 
-1.89 
-1.12 
-0.44 

-0.44 
-1.00 

-6.17 
-1.  10 
-0.24 
+0.17 


+  4.48 

+2!  66 

+  7.  13 
+  3.70 
+2.61 
+■2.  90 
+  3.08 
+0.69 


3.70 

1 

2.73 

12.  34 

2.35 

2.65 

2.00 

5.32 

2.05 


3.68 
4 

2.84 
3.17 
4.66 

3.68 
5 


-2.1 

-1.45 
-2.09 
-1.65 


+  1.00 


August 


2.73 
1.99 
3.67 
3 .39 
3.18 
3,86 
4.68 
5.21 
6.90 


-0 
+0.36 
-0.08 
-0.54 


-0.  10 


37 
4.55  +0.31 


+  1. 


2.70 
5.02 
3.41 
4. 

4  87 
114.  70 
4.82 
5.75 
2. 43 
2.  23 


September 


-2.42 
-2.01 

+i.'i2 

-1.24 

-0.98 

-i'.37 
+  1.92 


5.30 
5.49 

115.88 
4.94 

5.63 
6.00 

C.  59 
8.1,') 
7,35 
7.66 
6.59 


+  1.71 
+  1.92 
+  2.47 
+  1.82 

+2  37 
+2.  74 

-h4.87 
+3.  99 
+3.78 
+3.04 


0.78 
1.13 
0.87 
1.58 
2.87 
3.06 
1.17 
1.44 
$ 
2.26 


-1.18 


-0.91 
+0.08 


-1.72 


1.54 
5 
2.68 
2.47 
3.38 
3.58 
2.61 
2.76 
3.12 
4.34 


+  1.01 

+6.'6i 

+0.05 
-6'66 

-0.88 


4.56 

4.73 

3.87  +0.89 


4.00 

3.3' 

3.23 

$ 

3.82 
4. 22 


+0.60 


4.62 
7.12 
7 
5.94 


+0.23 

-i!56 
+0.85 
+  1.50 
+0.24 
+  1.44 
+  1.45 
-1.12 


2.  .53 
2.78 
2.54 
2.90 
2  81 
L62 
2,49 
3.13 
2.90 


4. 

4.17 

3.49 

2.85 

2.96 

2  84 

3.32 

3.12 

2,63 


1.31 
-0.87 
-1.15 

0.93 


October 


-1.07 


-0.10 
-0.28 

-1.46 
-1.69 
-2.05 

-O'.M 
-2.45 


4.461+0.02 
4.25 


+2.14 


4,02  .... 
3.58  ,.. 
2,15-0 
3  24 
3.15 
3.53 
112.53 


62 


+0.06 
-6.' 40 


-0.65 
-0.30 


-0.36 


4.  23 
5.22 
6.08 
5.53 
5.69 
6.53 
6.64 
4.80 
3.96 
4.97 


5  68 
7  21 
4.85 

« 
8.06 
8,41 

4!r6 

6  09 
4  25 
6.83 
5.78 
4.37 
5.99 


4.12 
4.87 
2.57 
4.31 

4  03 
3.18 
4.55 

3.  22 

4.  15 
2.68 
4.28 


3.14 
4.35 
1.83 
1.77 
1.59 
4.67 
2.48 
4.34 


-0.08 
+0.92 
-1.10 
+  1.46 

+0.79 
-0.06 

-6.' 26 

+  0.24 
-1  87 
+  0.38 


2.41 
4.40 
3.13 


-1.77 
-0  23 
-3.13 
-3.13 
-2.  93 
-0.02 
-1.78 


0,78 
1.8S 
2.74 
2.06 
1.07 
2.44 
1.54 
3.12 
1.67 
1.87 


-3.71 

-i.'66 
-2.  66 
-4  28 
-2.73 
-2.78 
-1.54 
-2.54 


-2. 15 
-0.47 
1.30 
4. 13  -0.  08 


3.01 
2.74 
2.  33 
2 


-1.84 


+  1. 
+2.10 


+1.30 


5.03 
4.80 
5  95 
6.89 
6.94 
8.65 
4.93 
7.48 
6.96 
5.42 


+  4.23 

+6.98 
+2.' 42 
+2."  84 

+  1.39 


2.49 
3.63 
2.21 
4.51 
2.37 
1.91 
4  68 
3.99 
2.66 
3.11 
5,43 
2.33 
1.95 
2.97 


3.94 
4  26 
4.84 
3.20 
5.45 
2.99 
3.78 


3.  22 
3.44 
3.16 


0.21 

+  0.11 

-i!o9 
+0.77 

-1.65 

-1.28 


0.20 
0.11 
0.44 
0.28 
'1.64 
0.66 
0.82 
0.  12 
0.36 


0.12 
0.21 
0,33 
0.14 
0.20 
0.20 
0.13 
0.43 
0.17 


1.16 

0.1 

0.36 

0.26 

0.18 

0.11 

0.18 

0.3' 

1.13 

0  18 


-3.  10 
•2.99 
-3.03 
-2.55 


-3.36 


-3.22 
-3.03 

-3 '62 
-3.53 
-3.81 

-2!  86 
-3.86 


6.34 

6.38 

7 

7,38 

6  11 

8.65 

7.19 

6.89 

6.24 


7.64 
6.09 
7.98 
7  34 
10.27 
9  48 
8,6 
6.70 
9.05 


November 


December 


+3. 02 
+4.44 
+  3.73 
+  2.8 


-1.75 

-^6.66 
--i!49 

-i.'6i 


+3.36 


2.83 
1.87 
$ 

5.41 
4.44 
3.75 
4.14 
4  40 
3.03 
4.57 


-1.01 


+1  56 
-0.17 


+0.01 


5.25 

4,70 

^.66 

2.14 

4.35 

+6. 

4  89 

4.81 

5.33 

3.  43 

3.04 

-6. 

3.96 

3.73 

-6. 

4.05 

3.25 

-6. 

3.61 

+0. 

3.9C 

5.05 

3.15 

-0. 

4.86 

+0 

6.30 

3.75 

4. 80  +0. 

4. 66  . . . 

4.7( 

» ... 

1.25 
2.47 

1.82 
0.69 

0  65 
0.62 
0.83 
1,28 
3,23 
0.91 
0.43 


2.63 
2.54 
3.69 


-1.99 

-3.49 
-2.91 
-3.09 
3.94 
-2.82 
-3.70 
-2.08 


+3.15 


+  4.09 
+2.74 

+3'42 
+  6,3' 
+  5  58 

+  3.31 
+  5.  14 


8.62 
9.65 
9,84 
8,34 
8.62 
7.85 
7.99 
9.42 
6.76 
8.81 


3 

3.09 

3.83 

3.48 

3.13 

5.70 

4.49 

4.11 

3.48 


3.29 

4.03 

5,23 

5,04 

5  73 

7 

3.70 

3.65 

4.16 


+  U.46 
+0.82 
+0.68 
+  0,32 


+0.92 


+0.53 
+  1.16 

+  il82 
+3.14 
+3.86 

Vi.Otj 
+0.10 


Annual 


-3.48  0.98 

-2.78  (1.25 

-3  22  2.05 

-4,86  0.22 


-3  97 
-4  fX) 

-3!83 

-1  86 

4.09 

4.71 


+0.22 


1.69 

1  .18 

0.40 

1.02 

0.1 

0.53 

0.28 


1.03 
1.42 
0.40 

1 


-2.42  7.62 

-3.35|  6  94 

-L41  6.28 

-2.71  6.31 


-1.45 
-1.96 

-•i'i-t 

-3.72 
-2.99 
-2.89 


4.02 
2.84 
6.42 
3.46 
2.17 
2.71 
3.58 
2.80 
3.14 
3.42 


-0.64 


-0.86 

-i.ie 


+0.52 


+0.43 
-1.95 


-0.61 


6.21 

5. 20 
7.44 
7  30 
7.75 
7.10 
6  88 


+  5.34 

+  5.55 
+  4.68 
rS.OU 
+3.88 
+4  62 
+  5.  33 
+  3.6) 


+  4.26 
+  3.  13 
+2.58 
+3  39 

+  2.40 
+2.39 

+  4.'65 

+3.48 
+3.10 


3.64 
5.41 
3.52 
3  25 
4.73 
4.04 
5.41 
3  49 
4.7 


+2.  28 
+  0.56 
+0.26 
+  1.92 
+  1.55 
+2.  48 
+  0.76 


5.30 

6  42 

6.44 

-1.93    8.  60 +2.7' 


0.28 
0  63 
0  21 
0,84 
0  61 
0.69 
1,22 
0.75 
0  89 
0.52 
0.57 
0.36 
0.51 
0.57 


-3.16 


6.56 

8  79 

8.65 

7  22 

6  67 

8.64 

10.12 

9.05 

7.99 

-2.65!  6.49 

5.21 

2.83    6.64 

6.99 

9.98 


3.32 
2.6^ 
3.51 
3.98 

3.72 

2 

3  58 

4.17 

3,66 

3.14 

3.  3',' 


0.72 
0.93 
10,92 
0.86 
0,83 
1.21 
1  14 
0.95 
0,90 


1.21 
1.16 
0.97 
1.14 
1.16 
1.06 
1.08 
0.  7t 
1.28 


11.30 
1.4'  I 
0.87 
1.38 
1.36 
1  08 
1.37 
1.06 
1.2' 
1.19 


133.95 

-2.14133.30 
-2.46138.41 


-2.34 
-2.  08 


-2.41 


37.43 
34.66 
42.  43 

41.11 
39  51 


-2  30 
-2.12 


-•2.  18 


38. 05 
36.  33 
37.37 
42,92 
2.27  46.77 
-2.98      i 

39.72 

-2.15^36.78 
-2.16  48.49 


-2.22      5 

40 .78 
-3.05  42. 


+0.  38 
-0.28 
+0.  64 
+  1  25 

+  1.02 

+  0.  li 

+  i.34 

+U.42 
+0.06 
+0.61 


1.95 
2  65 
2  29 
2.01 


+3.11 


-0.  26 


1.40 
1.25 
1.06 
1.39 


-2.08 
-2.  33 
-2.53 
-2,22 
-2.80 
-2.29 


-2.59 
-2. 59 
-2,51 
-2.15 


47. 19 
40.32 
40,56 
38.53 
47  4 
33.35 
« 


-4.79 
-1.59 
-3.  58 
-4.11 


-3.63 


-6.0'2 
-5.70 

-2.' 42 
+3.97 

-2.'6i 
-2.35 


-6.73 

+  2.42 
-4.88 
-7.40 
-2.41 
+  0,28 
-8.74 


1.23-2.20 
1.22-2.21 

1,34 

1.31  -2.22 


-2.90 


0.72 

0.17 

1,86 

1  07 

1.1 

1.24 

2.88 

0  75 

0.73 

0.16 


-2. 17 


-1.51 
-2.14 


-2.54 


5. 41  +2. 23 

3.92i 

5.65 

6.751+3.29 
2.82-0.5' 

3.72! 

4.02 


3.04 
9.05 


+0.25 


3.09 
2.49 
2.87 
2.65 
3.76 
2.95 
5.03 
4.27 
3.51 
3.14 
4.52 
2.80 
3.65 
3.59 


+  1.11 


+0.37 
+6.66 


2.66 

2.83 

3. '22 

3.49 

3,27 

3  54 

2.74 

2 

2.81 

3,36 


+  1.37. 


+0.37 


+0.80 
+0.30! 


-0.14 


1.2i 
1.38 
1.54 


0.69 
0  69 
0.79 
0.61 


0.86 
1,10 

0  82 

$ 
0  89 
0.83 
0.83 
0.88 
0  93 
n.  79 
0  74 
0.69 
0.88 
0 


2.76 

2.42 

-1.31 


-1.37 


38. -22 
37.12 
35  >0 
36.33 

36.  77 
34.72 

41  17 
43  63 
37.26 
38.43 


3.3.14 
32.  42 


-2.23 

-i.'w 


-8.06 
-9.59 
-8.41 

-4.5-< 

-3.64 
-5.69 

-6.' 98 
-3.30 
-9.72 
-4.77 


-2.IH 


37.78 
42.24 
34.62 

41.42 
41  31 

43.  55 
39.04 
32  52 
39.51 
32.93 
34. 22 


0.68 

1.20 

1.11 

0.9 

1.29' 

1.961 

n.  95 

1.17 

1.13 

1.14 


-1.55 


-1.65 
-1.79 


-1.76 


33  04 

? 
42.63 
42.73 
48.65 
39.84 
3J.37 

46.12 


+  2.34 


-6.17 
-1.72 


-1.86 


+4.29 
-1.25 


-2.41 


[Continued  on  page  97]. 


Vkau  vu:\ 


(n>IMA'r(M,(K!ICAI.   DATA:    PK^'NS^■1  A'ANI A  SKCIIoN 


u: 


Monthly  and  Auuual  Precipitation  for  the  Year  1948,  with  Departures  from  tlio  Nornin,-  Ci  ntinued 


STAIION."' 


January 


February  |    March 


April 


May 


Wkst  Branch 

(contiuuod) 

Emporium 

KiiK  ish  Ceiitor 

(iali'li)U 

Kartluiu> 

Look  Hftvou 

Moiiix  Run 

l'hilip>lnirg-7  K.  ... 

Ronovo 

ShartVr>  rath 

Sltttl>  llollfuo 

Tamarack  Tower. . . 

\Vell.<boro 

Williamsport 

J  LSI  ATA 

Altoona 

Boillord 

Breezewtwd  lutchg 

BulValo  Mills 

Burnt  Cabins 

Charter  Oak 

East  \\'at*>rford-3E. 

Evorcit 

Huntingdon 

Lewistown 

Loop  Mt.  Tower.  ... 

Mapleton  Depot 

Martmsburg 

Newport 

Saxtou 

Shade  Gap 


« 
2.09 
•2.88 
■2.32 
2.2J 
2.93 
2.52 
1.75 

2.  oa 

2.  52 
1.31 
1.98 


4.51 
3.26 

^^ 
3.60 
1.75 
2.5 
3.32 

2.'7i 
2.37 
3.  19 
3  53 
3.81 
2.65 
3.25 
2  43 


-0.46 


-0.99 


-0.97 

-0.  98 


+  1.51 
+0.17 


-0.49 


-0.31 


Lower  St'stji  khanxa 

Arendtsville 2.64 

Bloserville 3.71 

Blue  Mt.  Inteh 2.78 

Carlisle 3.18 

Columbia 

Kphrata 2 

Glen  Rock |  2,80 

Gordon !  2. 24 

Hanover 2.99 

Harrisburg  Airport  —    2. 33 

Holtwood 2.59 

Huntsdaif     2.56 

Kirkwood 

Lancaster I  2. 26 

Lebanon 2.44 

Manada  Gap '  2. 51 

Middletown ...     '2.35 

Millersburg ,  2.15 

New  Park 3.41 

Penn  Nursery  .    I    5 

Peters  Mt.  Tower \  3.  41 

Pine  urove I  3,09 

Ringtown-1  SW I  2.08 

Selinsgrcve 3.30 

Shippensburg i  3.00 

Sunbury '  3.07 

Woodward '  2.89 

York I  2.52 

York  Haven '  2. 24 


Potomac  Bngiii 

Chambersburg 

Gettysburg 

Hew'itt-2  S 

Hyndman 

McConnellsburg 

Mercersburg 

South  Mountain 

GULF 

DRAINAGE 
Ohio  Basin 

.'VLLEGHENY 

Aemetonia 

Aliens  Mills 

Blairsville 

Boswell-6\V 

Bradford 

Brookville 

Buckstown 

Cherry  Grove 

Clarion 


-0.36 

+0,54 


0.00 

-(V.74 

-i.'.53 
-0.16 
-0.76 
-0.5' 


-0.48 


-0.' 
-1  ! 

+0  '. 
-0.( 
-0.1 

-O.f 
-0.( 


-0.24 
-0.93 


-0.05 


2.74 
2.40 
3.44 
3.01 
2.32 

3.10 


2.361-1.05 

3.341 

3.321 

4.39! 

2.46 
1.97 

3.471 

2.77) 

3.01-0.84 


1.16 

l.Oo 
1.68 
1.39 
1.34 
1.9' 
1.30 
1.35 
0.  9il 
1.50 
0.85 
1.43 


1.68 
:L16 

t 
0.74 
:0.97 
0.92 
1.30 

i!37 
1.65 
1.32 
1.06 
1.09 
1.34 
1  06 
$ 


1.  4'J 
1.26 
1.42 
1.43 

1.'84 
1.  x*; 
1  92 
1.25 
1.42 
1.20 
1  09 

i.'94 
1.59 
1.51 
t 

1.46 
1.81 
I  58 
1.29 
l.sn 
2.17 
1.5.' 
1.44 
1  83 
1.41 
1  10 
1  26 


I  29 
1  30 
0.83 
0.75 
0.83 
1.02 
1.24 


-0.  S2i  2.  55 

'  2,39 

-1.151  2.40 
2  59 
1.92 

2.  39 

3.  15 
2  26 
2  62 
1.71 
2.86 


-1.02 


1.17 
-1.07 


-0.65 
-0.73 


-1.59 


-1.00 


-1.35 
-1.27 

-l!82 

-i.il 

-i'35 

-1,56 
-1.54 
-1..^2 


-0  73 
-1.54 


-1.25 


-1.  34 
-1.45 

-1.26i 
-0.97J 

-i.oo! 

-1.65 
-1.49 


-1.37 
-1.46 


-1.83 


1.161 
1.26 


1.78  -0.84 
2.32 

1.931 

2.  37 

2.79+0.17 
1.62-0.51 

1.28: 

2.  76 

12  90  +0.31 


2  88 
12.23 
2.  0(1 
2.14 
2.  2:< 
2.04 
2.13 

'2.06 
11.86 
2.47 
2.31 
1.72 
2.37 
2.  29 
2.25 


2.79 
2.05 
2,01 
2.81 

'2.' 62 
2.83 
3.05 
3. 14 
2  69 
3.J7 
2.10 
.... 
2.84 
2.55 
4.. 39 
2.63 
2.33 
3.40 
2.42 
2.  32 
3.04 
2.52 
2  72 
2.  :i9 
2  70 
2.08 
2.91 
2.54 


2.64 
2.93 
2.71 
2. 24 
2.49 
2.49 
3.67 


3.13 
3.02 

2.08 
2.93  . 
2.  75  - 

2  20  - 
2.41|. 

3  22  . 
3.66  - 

I 


-1.11 
-6.' 9? 


-0  54 

-i 


-0.95 
-0.36 


-0.40 
•1.56 


-1.08 


0.69 
-1.12 

-6.' 50 

-(1.'71 

-6]  84 
-0.17, 
-0.35 
+0.25 


+1.74 


16.43 

5  31 

4.33 

4.81 

4.80 

5.29 

7. 00 

5.89 

4.23 

4.43 

5.48 

4.00  +0.94 

4.  56  +0.  92 


+  L35 
+  i!22 


+2.. 5?) 


+0.  83 


-0.48 
-0. 93 


-0.93 

O^OO 


-0.62 
-1.75 
-0.80 
-1.0' 
-0.67 

-o'20 
-0.29 


-0.63 
-0.59 


-0.61 


■0.80, 
■1.05 


5.05 
114. 
3.65 
4.10 
3  59 
5.31 
4.39 

4!65 
114.71 
4.31 
4.11 
4.37 
4.3: 
4.30 
3.99 


3.20 
4.08 
3.86 
4.25 

2.'29 

3.58 
3.20 
3.28 
2.67 
4.25 
3.01 
2.91 
2  97 
4,33 

13. 60 
3.47 
3.30 

115.17 
:-;.  3!-i 
3.48 
t 
4.83 
2.43 
4.61 
4.56 
2.87 
3.05 


+  1.53 
+  1.51 


+0.55 


+0.5C 


+0.84 


0.:v5 
+0.52 


3.13 
2.58 
3.  42 
3.72 
3.51 
4.40 
3.43 


3.33 
5.99 

4.15 

5.93 

6  20  i +2 

4.95+2, 

4. 62! . . . 

4.73,... 

4.63;+l 


rO.89 

-o^gi 

-6.62 
-0.1 
+0  59 
-0.1 


June 


July 


5.65 
16.42 
5.137 
5  39 
4.68 
5.05 
6.81 

5.'76 
5.27 
5.90 
4,25 
4.85 
.5.95 
4.85 


-0. 35 

-0.  52 


+0  22 
-6.'21 


-0.46 

+i!ifi 

-I. -21 
+  1.05 

-6.32 
0.17 


-on 

1.05 


+0.30 


+2.06 
+-2]i9 


+  1.18 


+0.44 
-0.22 


+  1.47 
+  1.52 


+  1.63 

+  1.85 


+  2.20 


+  1.95 


+2.02 


4.78 
2.73 
3.32 
3.12 
3.  83 
3.91 
1  89 
4.50 
■•i.  65 
1.50 
5.12 
2. 52 
3.08 


+  2.61 
+4.17 


6.45 

8.51 

4.93 

5.25 

4.97 

4.06  +1.02 

5.19 

6.16 

fi.37 

6.24 

4  29 
4.91 

6.46 

6.  J5 
16.15 
6.46 
4.  89 
|.5.  77 
4.32 
5 

7.  10 
7  3:* 

5  87 
5.38 
7.  I 
3  .59 
5.15 
5.85 


6.43 

7.27 
4.74 
3.81 
6  60 
7.32 
6.15 


+0.03 


09 


+1.87 


+2.  24 
+  3.00 
+  2.80 
+  1.52 


+  3.51 
+3.19 


+2.85 
+2^49 


+3.40 
+3.54 
+2.17 
+  1.73 
+3.24 

+2.  is 
+2. 80 


+3.04 
+3.58 


+0.S 


+  1  65 


+3.24 

+3.51 


+3.e 


3.01 

1.98 
2.58 
0  99 
2.48 
1.50 

3.  U.T 

2."06 
114.10 
■2.13 
2.12 
1.26 
2.36 
2.06 

5 


2.81 
2.62 
1.44 
1.95 
5.05 
3.46 

2.  03 
6.38 
1.57 
2,32 
2.0s 
2.52 

:3. 41 
3 

3.  12 
3.25 
2.73 
3.02 
1.39 

2,  :io 
5. 20 

6.35 
3.55 
2.  04 
3  40 
3.02 
2.60 
2.23 


+  0. 

+  UJ 

-0! 

+  0.' 

-2, 

-\. 
-0. 


62 


-0.84 
2.01 


'2.72 


-2.  06 


-L29 


-2.28 

■2.70 


4.71 

1.70 
0.90 
0.71 
3.38 
4,  16 
2.51 


1.95 
4.9» 
4.21 
2.80 
6.18 
2.47 
1.28 
4.85 
3.28 


-1  91 

-0.80 

+  i.'95 
-  2,  44 
-1,27 
-1.13 


-0.65 
-0.49 


3  12 
« 

4.44 

4  98 
4.76 
4.44 
3. 57 

:{.  64 
;i.  63 

4.81 
2.84 
3.41 
3.60 


6.43 

$ 
2.  82 
■3.61 
5.06 
4,21 
4.76 
2.73 
6.12 
4.40 
7.47 
7.36 
4  98 
4.14 
6  47 
3.13 


-1.29 

+6 

+6.76 

-6.49 
+6>J5 

+6>2i 

-0.24 
+2.  43 

-o.'oi 


1.22 
+2.06 


gust 

September 

a 

0 

^ 

■q 

^ 

S 

I 

'S 

g 

4) 

s 

a; 

a 

0. 

Q 

Ootober 


-0.30 


-0.  .58 

-11 '66 


+  0.56 
+  1.61 
-0.58 
-1.52 
-0.90 

-i.'is 

-1.56 


+0.49 
-2.69 


-3.57 


1.54 
5.84 
3.71 
5.09 
4.25 
3.04 

3.69 

3  57 
2.05 
4.65 
2.72 

4  73 
4.17 
2.23 
3.03 
2.  55 
4.57 
5.74 

114.28 
4.. 58 
2 

5.40 
3.09 
3.31 
3.91 
6.12 
3.10 
2.03 


2.72 
.>.53 

1  27 
2.14 
3.79 

2.77 


-2.57 


+2.11 

-1.87; 


-0.  88 


7.18 
3.54 
6., 55 
3.63 
4.61 
3.43 
3.39 
4.93 
3.11 


-2.34 

+  1.04 

+i.'26 
-i.'34 

-i.'i? 

-0.62 
-1.78 
+0.88 


-on 

-2.14 


-0.93 
+  i.'70 


-1.70 
+0.29 
-0.95 
-0.58 
-0.41 

-i.'i2 
-2.61 


-1,28 
-1.83 


2.84 

4.72 
2.61 
3.70 
6.13 
2.  62 
3.74 
4.58 
3.08 
4.41 
3.26 
3.70 


1.88 
1.29 
0.73 
1.10 
2,07 
3  92 
3.01 
0,55 
1.85 
1.92 
■2.14 
2.17 
2,34 
1.76 
2.17 
2.16 


-0.93 


+3.06 


+0. 17 
-0.73 


-L28 


1.21 
4.56 
2.14 
3  22 
1.63 
1.28 
1.66 
3.49 
2.04 
1.68 
1.46 
2.60 

1.; 
2.22 
1.95 
2.44 

1.69 
1.58 
2.52 
1.74 
1.81 
3.03 
2.40 
0.87 
3  85 
2.93 
3.04 
2.67 


1 

1.59 
0  81 
1.14 
0.91 
? 
2.05 


1.14 

-f6.'69 


+0.20 
-6^46 


+0.08 
-0.03 


-1.61 
-2.  10 


-1.92 


-3  29 
-2.03 


-2.31 


-3.54 
-1.26 

■i^50 

-2,98 

-6!67 
-2,48 
-■2.36 
-2.46 


-2.70 
-2.  21 


-1,98 


-2.07 
-1.79 
-1.44 

-3.40 
+0,05 

-i!62 

-1.35 


-2  18 
-2.73 


-2.43 


0.  b2 
0.;54 
I  23 
0.74 
0.33 
1.43 
0.72 
0.98 
0.29 
0.3i 
1.92 
0.87 
0.16 


0.61 

0.24 
0  29 
0.34 
0  20 
0.15 
0.05 
0.;i7 
0.  52 
0.53 
0.53 
0.22 
0.04 
0.29 
0.33 


-2.66 

-2.'7.S 

■^i.'JS 

-i'.'bb 

-2.' 08 
-2.88 

-2.34 
-2.25 


-2.  95 

-2.  72 


•3.09 


0.46 
0.24 
0.35 
0.41 
0.37 
0.13 
0.97 
0.45 
0.70 
0,85 
0.30 
0.26 

0,18 

0.38 

0 

0.95 

0  66 

0.43 

0.25 

0  20 

0,39 

0.22 

0.84 

0.12 

0.5' 

0.65 

0  46 

0.33 


0.16 
0.46 

0.23 
0.26 
0.60 
0.43 


5.22+1.21 

3.89' 

:3. 19: 

2.74' 

4  66+0.98 

2  52  -1.32 

0.81; 

2.  80 

3  06  -1.18, 


0.28 


1.44 
1.00 
1.03 
0.58 
1.51 
0,70 
0.34 
2.03 
1.31 


-3.20 
-3.35 

-2!31 

-324 

-3.' .'8 
-2.34 
-2.20 
-2.46 


-3. 19 
-3.03 


-2.58 
-2.83 


-3.  .33 
-3.92 
-2.47 
-3.20 
-2.74 


13.28 
6,69 
6,01 
3.68 
7.41 
3,50 
5,12 
5.  5S 
8.01 
4.61 
5.30 
6,30 
8,29 


3.88 
4.18 
3.70 
3.3:^; 
6.06 
3.86 
7.38 
4.19 
3.68 
1 6.  :-i2 
4  93 
4.88 
3.11 
8.31 
3.56 
5.11 


November 

a 

0 

a 

4> 

a 

0 

u 

w 

0. 

£ 

a 

Deciiiib'T        AliiiUHJ 


+0.05 
+2.'9i 


+4  28 


+2.65 
+i'.69 


+3.2' 
+6.07 


+0.69 
+  1.14 


+0,76 


6  17 
7.56 
4.9' 
7.32 
8,39 
7.  12 
7,63 

10.  11 
8.03 
6.82 
6.67 
7.46 

7  lie 

8.84 
8.86 
5.73 


+  1.53 
+0.61 


+4.18 


90  -fO.06 

09 

94  +0.06 

20 

68 

66 

66 

49 

78 

46 

40 

51 

16 


+2.67 
+3,97 

+3^93 

+i.i)2 

+b.-<.l 

+  5.09 

+3.89 

3  86 


2.74 
1.82 
1,90 
1.79 
2.93 
2.13 

;i.Ol 
1.89 
2  24 
2,13 
2.80 
1  63 
1.28 
2.72 
1.83 
2.21 


4,69 
3.00 

2  8(! 
2,37 


+0.57 


+  1,04 


+0,16 


+0.  29 
+0.78 


-0.69 


-0.28 


+2.31 
+0.43 


+0.05 


+4.37 
+5. 45 


+  1.96 


-2.57 
-2,94 


-2.81 
-3.13 


-2,61 


,8.73  +5.58 
81 
37 

10.  68  +6.  79 
10.  19  +5.85 
15 

5.01  +1.29 
8,77  +5.45 


8.07 
7.91 


4.62 
5.95 
3.41 

3.18 
5.82 
4.86 
5.16 


+5. 
+4.90 


+  1.55 
+2.55 


+0.40 


+2,74 
+  1,41 
+  1,46 
+0,58 


3  72j... 
3.78  +1..52 
« 
5.92 
3.67 
3.72 
2.77 
2.33 
3.85 
3.70 
3. 51 
5,23 
4.01 
2,21 
3.96 
3,77 
3,15 
6.34 
5,  02 
2,88 
3.10 
2,69 
2.96j 
3.90|  +  1.67 
3.10  +1.00 


+  1.32 
+1.00 


+  1,.59 
+  i.'66 


+2.54 
+  1.94 
+  0.41 
+0.26 
+0.42 


-1.50   4.06  +1.  10 

3.1 

3,791 

4,49 

-2.48'  3,91  +0,60 
-2.43;  3  20  -0.07 

I  3.49 

4.961 

-2.20   3.781+0.54 


2.96 
4  60 
1.  74 
1.73 
2.17 
2.62 
3.34 


1.74 
2.55 
2.29 
2.73 

2.88 
1.76 

1.67i 
2.08; 
I.8I1 


+0.71 
+2.20 


-0.31 


-0.85 


-o.;3i 

-1.13 


-1.52 


« 
0.92 
0,75 
1,13 
0.85 
1.22 
1.97 
0,77 
0.97 
0.87 
0.87 
0  45 
0.86 


1  17 

0,94 
0,94 
0,68 

0  99 
0,95 

1  06 
0,99 
lO.  80i 

1.15 
0.85 
0.91 
0.96 
1.00 
0.94 


1. 
1.12 

0,87 
1.17 
1.13 
1.14 
1,45 
1  00 
1.30 
1.06 
1.24 
1,08 
1  06 
1.19 
1.11 
1.07, 
1.27 
1,17 
1,36 
1,24 
1  07 
1.091 
0.871 
l.lOj 
1,11 
1.32 
0  74] 
1.31 
1.29 


-1  70 


-2.00 


-1.78 


39. 20 
37.16 
39.  70 
10.18 
38.64 
139  09 
41  18 
-1.80.31.12 

141.  41 

-1.69:32.08 
-2.03  39.02 


-1.67 
-i.'06 


-1.87 
-1. 


-2.05 


-L92 
-1.60 

-^i.93 

-i'.i 

-2.' 72 
-1.75 
-1 
-1.44 


-2.00 
-2.23 

-i!i2 

-i!84 


-3.02 
-3,13 
-1.91 

-1.98 
-1.60 


39.  49 

28.02 

32.  ^4 
:32  61 
40.33 

33.20 

36,05 
38,34 
34  80 
29.  83 1 
36,92 
33,13 

5 


-1.97 

-6.42 


+  1.01 
-7!62 


-1.81 
-0.08 


+  0.70 


-6.95 


-6.76 


-4.79 


1.22 
1.26 
1,00 
0,80 
l.Ol 
1  35 
0,98 


134.75 

144.55 

31.28 

38.  45 

i 

133.09 

$ 
1  47.  99 
37.83 
i  34. 46 
I  :H3.  19 
33.88 

$ 
37. 90 
38. 16 
42  53 

Si 
34.01 
42,51 

S^ 
37,66 
1 45.80 

$ 
39,82 
i  30.  20 
I  43.  88 
39. 23 
-1.62  37.03 
-1.70  34.60 


-1,74 
-1.90 


-1.87 


1.05 
1.54 
1.37 
1,78, 
1.05| 
1.34 
l,18j 
1.27, 
1.07] 


-2.12 
-1.68 


-2.45 


—8.44 
-0.62 


-1.97 

-7.' 25 

+6124 
-2.16 
-3.48 
-2.66 


34,26 
34.57 
24. 50 
23  49 
33  43 

34.67 


8  50 
41  77 
41-24 
43.61 
46.14 
33.09 
29,851 
44.68J 
39.04 


-1,94 
-4,35 


+  1, 


+0.34 

-l"23 
-  10.73 
+2.83 

-i!87 
-4.03 


-4.73 
-7.98 


-13  03 


-2,  46 


+2.80 
-6.49 


-4.75 


[Continued  on  page  i 
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CLIMATOLOGICAL  DATA:     PENNSYLVANIA  SECTION 


Year  1943 


Monthly  and  Annual  Precipitation  for  the  Year  1943,  with  Departures  from  the  Normal- Continued 

November 


January 


Allegheny 
(continued) 

Coudersport 

Derry 

Donegal 

Dunlo 

Ebensbursr 

Ford  City 

Franklin 

Glen  Hazel-1  NE  .  . . 

Home 

Indiana 

Johnstown 

Kane    •  • 

Laurel  Hill  Tunnel . 

Lycippus 

Marieuville 

Meadville 

Mosgrove 

Parkers  Landing... 
Pittsburgh  W.B.O.. 

Port  Allegany 

Punxsutawney 

Putney  ville 

Ridgway 

Saltsburg 

Seward 

Smethport 

Strongtown 

Tione.^ta  Dam 

Titusville 

Union  City 

Vandergrift 

Warren 

Youngsville 


MOKOGAHELA 

Confluence 

Connellsville 

Donora 

Greensboro 

Greensburg 

Irwin 

Meyersdale 

Murrysville 

Newell 

Pittsburgh  (Airport) 

Kiee  s  Landing 

Somerset 

Springs 

Uniontown 

Waynesburg 


Beaver 

Beaver  Falls 

Butler 

Greenville 

Mercer  ( Airport)  . . 

New  Castle 

Pennline 

Pymatuning  Dam . 
Sharon 


February       March  April 


2.60 
3.43 

3.' 8-} 
3.80 
1.79 
1.77 
2.77 
2.71 
2.83 
3.83 
2.75 
4.86 
4.09 

2.19 
2.39 
2.64 
2.51 
2.06 
2.88 
2.53 
2.29 
2.95 
3.22 
2.07 
3.01 
2.67 
2.58 
2.08 
1.86 
2.73 
2.86 


-0.48 
-0.45 


+0.21 
-i.'65 


0.93 

0.49 

-1.33 

-6!64 

-i!i5 

-1.44 
-1.03 
-0.54 

-6.12 

-o!86 
-0.57 


-1.37 
-0.24 


2.16-0.73 
2.02  -1.00 


1.77 

1.20 

2.63 

2.39 

1. 

1.97 

2.76 

2.85 

2.40 

2.66 


-0.94 
+0.U 


-0.89 
-0  72 
-0.27 


2  68  +0.16 
2.24  -0.50 


3.03 
1.87 
1.54 
1.88 
2.16 
1.85 
1.68 
1.84 
1.70 
2.08 
2.80 
2.68 
2.26 
1.51 
8.33 
2.77 


+  0.22 
-0.75 


-0.44 


-0.52 
-1.13 


-1.30 
+0.99 


3.8fi 
3.12 
2.46 
3.19 
3.60 
3.23 
3.52 
2.46 
2.48 
2.93 

i'os 

3.99 
3.49 
2.41 


-0.12 

—6.26 
-0.16 

+0.17 
+0.29 


-0.49 
-0.12 

'--o.kb 

-0.15 
-0.21 
-0.97 


2.60 
2.28 
..... 

2.53 
2  48 
2.36 
2.81 
3.06 
2.56 
3.02 
2.57 
3.08 
3.14 

2.89 
3.34 
3.  OK 
3.06 

2  69 
3.10 
3.41 
2.67 
2.91 
2.74 
2.46 
2.78 
3.03 
2.68 
2.65 
2.87 

3  37 
112.92 


-1.13| 

-1.68J 


-1.11 

-o!99| 


May 


June 


July 


August 


September 


October 


Ohio 

Claysville 

Coraopolis 

Midland 

Mt.  Lebanon... 
Washington . . . 


LAKE    DRAINAGE 

Erie... 

Raymond 


For  The  State — 


2.32 
1  87 
2.58 
L81 
L86 
1.7s 
1.69 
12.01 


-0.57 
-L36 
-1.05 

-i'.Si 

-1  07 

-6.71 


2.38  -0.87 
1.80  -1.19 
2.17 
2.48i-0.36 
2.66 


0.93 
1.97 


2.68 


-L84 


1.31 
1.18 
1.34 
1.13 
2.44 
L87 
1.03 
1  22 
5 
1.72 

'i!25 
1.74 
1.28 
1.33 


1.94 
1.76 
2.38 
2.70 
2.19 
2. 12 
2.27 
2.39 


2.10 

1. 

1.79 

1.76 

1.56 


1.25 
1.63 


-1.62 

-6.66 

-1.46 
-0.  31 
-0,48 


-1.191 
-1.48i 
-1.55 

-6!  79 

-6' 49 

-0.33 
-0.67 
+  0.03 

-6. 20 

-6  68 

-0.28 


-0.66 
+0.05 


6.74 
3.94 

■5.68 
4.57 
3.2' 
3.93 
5.49 
4.41 
4.44 
5.28 
3.63 
6.14 
4.40 


+2.44 
+0.21 


+1.37 


+0.56 
+1.33 
+0.05 

+o!58 


7.771+3.43 
9.30  +6.66 


-0.90 


2.68 
2.23 
2.75 
2.81 
2.59 
3.09 
2.  15 
3.02 
2.37 
3.26 


3  53 
3.93 
3.83 
2.81 
5.47 
4.51 
4.45 
4.65 

4  29 
4.56 
5.17 
4  99 
4. 

.3.76 
4.45 
4.17 
4.62 

5 


0.00 
+0.60 
+0.25 

-O.llj 

+  l.'2ll 

+  1.62 
+  1  04 


+  1  32 
+  1.00 


-2.65  2.63 
-L46l  2.27 
-1.59  2.46 
-0.96    3.04 


-1.27 

-6!76 
-0.85 
-0.83 
-0.13 


-0.74 
+  0.23 

-2.66 
-2.04 
-1.53 
-1.06 


5.94 
8.. 57 
5.28 
4.75J+0.87 

7.981 

6.35| 
7.67 
7.96 
8.08 
9.41 
8.18 
6.22 
5.00 
6  02 
6.03 
4.7.< 
7.16 
6.41 
6.11 
7.86 
5.76 
7.32 
7.35 
6.83 
5.12 
5.24 
6.13 
6.90 


+4.23 


+3.56 
+3.87 
+  3.95 

+  4.20 

+0.89 
+0,87 
+2.36 
+  1.52 

+2.' 83 

+  4.36 
+2.42 


6.78 


4.39  +0.70 
4.43 


3.44 
4.45 
4.14 
3.30 
3.74 
2.84 
3. 5' 
2.38 


+3  64 
+5.91 


3.92 
4.93 

i.'99 
3.12 

4.79 

4  86 

6.01 

4.80 

4.72 

2  97 

6.07 

3.02 

4.56 

3.45 

4.43 

2.91 

3.62 

1.62 

3.  lil 

3.19 

3.13 

5.05 

3.36 

6.66 

4.71 

6.56 

3.84 

|4.13 

3.61 

3.24 

4.43 

4.27 


-0.71|  4,73+0.20 
-0.01    6.43+1.96 

'.'.'.'.'.'.[  4. 41 
-1.72    4.42  +0.26 

3. 83 
+o!72    4.32+0.05 

4.72 
113.14 

4.931  fO.24 

6.04  +L  75 

3.671-0. 0'i 

6.  40 

5.191+0.53 

+0.371  5.811+1.84 
-1.69|  3.461-1.10 
-0.50:  3.951-0  08 
-2  19!  7.96+3.91 
I  3.111 

5,99i+2.  10 

4.O2I 

4.54+0.79 

6.87+1.84 

7.89  

4.88 

3. 81 

6.12 

6.98 

,l|5.88| 

l.OOi  6.b6|+2.48 
0.04    4  34-0.06 

4.78 


-0.03 
-2.23 
+0.30 

-6.32 


-l.'23| 


+0.67 
-1.06 


5.66 
3.22 


December 


Annual 


+2.17; 
-0.851 


-1.40 


2 

2.62 

2. 25 

4.94+1.25, 

3.171 

2.43! 

-0.26 
-2.78 
-1.15 


+  1.95 


+0.291 

+  1.18, 
f  0.741 
+0.171 


+0.72, 
-0.54 


5.41  +1.42 

7.19 

6.941+3.85 

5.8b  +2. 19 

6.631+2.85 

7.681+4.45 

8.10 

5.80 

5  92 

5  63 


+2,81 
+2.42 


-0.34 
-0.64 
-0.19 

'6.601 
+0.06 

+6!39 


4. 55  -0.  24i 

4.721+0.731 
4.64  +0.81 
4.54  +1.05; 


-0.60 


3.13-0.16 

2.70-0.74 
2.911-0.46 
2.  67i... 
3.301+0.26' 
2.741-0.181 
2.41  ,.,  1 
2.74  -0.02 


6.f4i+2.46 
5.281  +  1.33 

8.051+4.42 
+2.80 


L71 


-0.37 

-1.07 


-0.57 


-1.33 


-1.11 


3.19 
3.28 
3  23 
2.76 
2.98 


2.61 
2.57 


2.74 


0.14 
-0.06 


-0.65 


-0.11 


-0.76 


2.90 
4.54  +1 
3.89J+0.  43 
3.75, 

3.691+0.27 
4. 17 1 +0.96 

3.821 

3.631+0.59 


4.02-^0.681 
3.03,-0.041 

3.51! : 

2.311 -L  07 
3.33: 


4.O2I+I.29 
115.73: 


2.01 

2.26 

1.39' 

3.26' 

2  30, 

3.01 

1.201 

3.17 

2.OII 

L89i 

I.90I 

2.  03' 

3.04 

2.23 

L65 


3.66 

1.74 

2.84 

6.37 

6.37 

3.34 

1.62  -1.91 

1.791-2.34 

2.081-1.85 

2.19  -1.04| 

5.041 

3.021-0  47 

1.991 

2.86,-0.57 
3.21-0.69 

2.  48l 

4.  32| 

2.901 

8.66 

2.95      ... 

3.  74! 

1.971-1.93 
5.04+1.29 
3.42| 


1.11 

0.81 1 

0.491 

0.42 

0.74 

1.25 

0.88 

1.03 

I.I9I 

0.68: 

0.94; 

1.07 

1.39 

1.05; 

0  79 

2.62 

1.40 

0.78 

0.73 

0.63 

0.93 

0.76 

0.66 

0.89 

0.93 

0.74 

1.19 

1.45 

1.45 

1.39 

0.97 

1.98 

0.82 


-2.05; 

2.33 


-2.76 


4.  10 
3.99 
3.13 
3  51 
3.  62 


1-0.  461 

+0.  761 


-2.51' 


'2.971 
-2.30 
-2.  43 

-2.23 

-i'.is 
-1.79 

-2 .41 
-1.85 


3.181 
4.00] 
3. 12 1 
3. 121 
3.86 
3.57' 
3.461 
4.421 
3.021 
4  04 
4.081 
3.75' 
3.751 
3.931 
3.48! 
-2.391  2.83 

1  3,33 

-2.33  3.31 
-2.62  3  09 
3.  IS 


4.59 

3.0' 

4.82 

-2.15:  3.38+0.39 
-I.71I  5.82!+2.30 
I  4. 36 


+0. 30| 

+6;7ii 


+  0,35: 

+0.311 

+  0.02; 

-6.'38j 

+  6'3ll 
+0  66, 
+0.78' 
+  1.41, 

[-6'.22| 

I+6'i8] 

-0.07; 


-2.67 

-1.91 
-1.38, 
-2.09 

-1.38; 


-1.84' 
-1.92 

-2.15 
-  2. 49 
-2.53 


5.411+0.83 

4.171    

4.201+0.43 
6.121+1.69 
6.I81+2.  41 
5.  60+1  86 

3.87! 

7.  57 

9.66  +6.16; 
7. 991+3. 94: 

6.39 

6  90  +2.  01' 
4.35,-0.87; 
3.861-0.461 
6.20+1.84' 


3.73,-0.64 

3.51 

3.33,-0  09 
4.59+0.95 
6.531+2  42 
3.66i-0.12 

3.13' 

2.2O1 

2.57 

1.89 

2.66 

2.14-2  77 

2.39  -1.89 

2.90i-1.81 

3.59-0.67 


-1  07 
-1.34 


0.61 1 
1.251 
0.46 
0.55, 
1,68; 
0.761 
0  26' 
0.81 
1.03 
0.71 
1.13 
0.33 
0.34 
0.86 
0.84 


-2.89 

-2.'3i 
-2.  58; 
-1.24 
-1.99 


2.68,- 

2.55|' 

2.37i 

1.84| 

2.75 

1.571 

1.481 

2.  62; 

2.541 

2.331 

2.47' 

2.71' 

2.301 

2.  ,59! 

1.70 

2.31 

1.91 

0.99 

2.21 

2.  321 

2.321 

2.541 

L86 

2  41 

1.91 

1.81 

1.52 

1.381 

2.I5I 

1.55i 

2.27 

2.70 


■0  02    0.94  - 
-0  08    1.471- 

'   1.86,. 

1.41 

1.  Ihl 
1.11 
1.00, 
L18 
1.04! 
1.28 
1.70 
1.19 
3.23 
1.79 


0.13 
•i.45 


-0.44 
-0.41 

-0  47] 

-0  06 


-2  02 
-L83 


-1.80 


1.21| 
1.24; 
1.261 
I.I5I 
O.6OI 
-0.091  '  3l'l 
1  31 1 
1.24 
1.26; 
I.49I 
0.811 
1.541 
1.161 
l|1.2'2l 
0.61' 
-0.99  1.27 
-1  09    L93 


-1.84; 
-0.18 

-i.iio! 

-1.30 


-0.16 
-0.49 


45.00 
44  37 1 
5     '. 

4    i. 

39.69 

132.00 

-2. 18;  36. 91 

l43.29i 

136.681. 

-2.05140.93; 
-2. 07 142.281 
-3. 47139.88] 
....  6I.OII. 
-1  76  47.041 

5     1. 

-1  9737.66 
-2.23!:M.78 
-2.  23135.  96 
-1.7ll33.56 
....  137.08 
-1.66138.36 

|3.'>.521 

-2  63  39  51 

-1.84i37.  12, 

43  61; 


+  1..56 
+0.45 


-3.49 
-4.61 


-4.05 
-5.22 
-6.37 

+i.'i9 

-4.97 
-9  47 
-6.22 
-2.  62 

-6!68 

-t^o'.o'i 

-3.45 


-1.71 


40. 261 

87.02! 

39.76] 

36.54    -3.27 


-1.15149.791   +7.26 


-1,65 
-1.87 

-3.27 
-2  57 
-2.44 
-2.  41 


8.11  +0.061 
2.18 

2.71+0,07 
2.231-0.77 
2.  78; -0.14 
3,091+0.22 

2.  64 

3.44 

2.52-0.04 
3.5Si-t-L06 

3.15 

2.95; -0.26 
2.86  -0  34 
2  49-0.88 
2.83  +0.04 


2.40 

I.89I 
1.84; 
2.21: 
2.08, 
2.09' 
1.  551 
1.63! 

1.  82| 
1.58 
1..5h1 
1.9f>' 

2.  21 
1.91 
1.40 


-0.31 1 

-6'33' 
-0.39 
-0.32 

-0  20: 


-0  35 
-0.71 


L89] 

0.78' 
1.28 
0.95 
L34 
l.S(< 
1.04 
1.211' 
1.34 
1.14 
1.17 
1.52 
1  40 


-  1.28 
-0.01 
-1.02    0.90 
-0  96    1. 12 


2.16  36.111 
34.16. 
-1.3132.14 

-2.'20l37.37, 
-1  71142.29 
-1,  .59  3,^,68, 
. .  !32.  23  . 
...135.36. 
-1.23  $  . 
-1. 72134.70 

1     ^      , 

-2.56137.07 
-l.S3'34.59 
-2.  53134.97 


-8.37 

-3.29 
-3.78 
+  1.95 
+  1.10 


-1.47 

-1.5.06 
-11.34 
-9.73 


-1.69  36  84    -5.50 


0.11'  3  66+0.46    3.87-0  60'  6.66+3  03,  JJ^'Jii'  V^' 

l.n]  5.06+2.03    3.96-0.70;  5. 28, +0.87,   1-88,-2.02    1.30- 


14.  981+1. 271116,601  +  1.1 

5.19 1  4.35! 

3.93+0.361112.48  -L81| 
5.15  +0.87    4.41   +0.31 


4.41+0.09!  2.44-1.93 


4.71 
4.63 


+1.44 


4.51 
7.11 


+3.431 


4.40 

7.561+3.90 
5.88 
3.25 
5.40 


+2.  201 
+i.'43. 


5  981+2.39!  3.33-0.97  11.31+7.06 
4  85I+L68'  2.50,-2.08'  7.81+3.99 
5.40 2.691 1  6.37 


5. 71+2. 19 
6.55: 


6.41  +3.01 
6.83 


3.97+0.55    6.08  +2.19 


4.62! 

1.341-2.14 

1.991-2.12, 

8.14 

8.99;+0.42 


4.551+0.78 
1.59i-1.55 
3.07 


1 

1.18 

0.95 

1.58 

1.64 

1.00 


-2.07' 
-2.16 
-1.41 

-2.06 
-2.46 

-i.'76 


8.  .50 
5  00 
3.40 
3.46 
3. '20 
4.17 
3.56: 
2.821 


+  1.01 
+  2.13 
-0.12 

+  6'40 
+0.  6S 

6!oo 


1.'28  -1.09 
1.89-0.91 
1.9ti  -0.  97 

1.28 

1.41  -0  94 
1.52  -1.30 

1.95 

1.09  -1.14 


3.23,-1.67!  9.291+8.70 
2.201 1  7.28' 


2.23 
2.87 


-1.46 


0.94-2.30 
0.  34  -2.54 

1.02 

0.96-1.74 
0.40    


1.651-L69   6.271+3.26   1.49-1.781  3  38 
4.06    ....   !  6.46 116.03 0.68 


-0.01 


3  70  +0.45 
3.4fi  +0.78 

2.  87 

3.72  +0.49 
3.25 


6. 40  +2. 
4  97  ... . 


1.80- 

1.66  - 
2,08,. 
1.45  - 
1.60  . 


0.70 

-0  83 


0.79 


0.58!- 
1.08 
1.07  ■ 
0.99  . 
n.91 
1.04' 
0.84 
4 


1.03 
1.13 
0.91 
1.18 

5 


31.72 

-4.92 

36.32 

-4.76 

37.60 

-3.58 

V.  40 

32.82 

-4.89 

36.55 

-3.91 

2.06' 
1.93 
l.s3, 

•i.'79 
-1.71 


-1  93  44.33    +4.03 
-1.67  32.73    -4.68 

35.11  

-1.5937.08    -1.52 
$      


2.09-1.21 
2.17; 


1.13-1 

110.98  ... 


3.33 


0.79    4  47+0.18'  2.72 -L  48'  0.72-2.67    5.63+2.36    2.87+0.01    1.12-1 


70  37.53    +0.60 
,..41.98  


96'38.04    -3.8 


Monthly  amounts  Interpolated;  annual  amounts  partially  interpolated. 


$  Incomplete. 


t  Daily  amounts  inoonsistent. 


>iAK\  iPt;^ 


CLIMATOLOGICAL   DATA:   IMONNSYLVANI A  SKCTlON 


99 


COMPARATIVE    ANNUAL,    DATA  FOR  THE  STATE 


KILLING  FROSTS  OR  FREEZING  TEMPERATURE 


Year 


1S8»... 
1S«9... 
ISiHt. . . 
IS'.H . . . 
1S92. . . 

isys  . . 

kS94... 
l(*Ua. . . 
18%. . . 
1897... 
1S98... 
1S99... 
1900... 


I9U1 . 
1902. 
1903. 
1904. 
1905. 

liKKi. 

UX)7. 
1908. 
1909. 
1910. 


1911... 
1912... 
1913... 
1914... 
1915... 
1916. . . 
1917... 
1918... 
1919... 
1920  . 


1921... 
1922. . . 
1923... 
1924 
1925... 
1926. . . 
1927.,. 
1928... 
1929. . . 
1930. . . 


1931 

1932. 

1933 

1934. 

1935. 

1936. 

1937 

1938 

19X9. 

1940 

194!. 

1942. 

1943. 

1944. 

194S. . 


Period. 


TtunDoruturi' 


47.9 

49.8 
50.5 
50.6 
49.3 
48.7 
51.3 
49.4 
50.6 
50.0 
51.3 
50.0 
51.5 

49.4 
49.6 
49.6 
47.5 
49.4 
50.8 
48.5 
50.9 
50.2 
49.9 

51.1 
49.0 
51.7 
49.3 
50.1 
49.6 
47.3 
50.2 
51.1 
49.2 


50.2 


100 
96 
101 
100 
103 
102 
103 
10-1 
101 
103 
107 
101 
104 

107 
100 

99 

99 

99 

99 

98 
104 
100 

99 

106 
100 
102 
101 

99  : 
103  I 
105 
108  t 
104 

99 


53.1 

104 

51.4 

100 

50.4 

103 

48.4 

102 

50.3 

104 

48.7 

105 

50.9 

100 

.50.5 

99 

50.5 

101 

51.2 

108 

52.8 

105 

51.6 

105 

51.7 

107 

50.6 

107 

50.2 

104 

50.4 

111 

50.7 

101 

51.8 

100 

51  7 

101 

48.6 

105 

51.3 

104 

50.5 

102 

49.5 

102 

I'roi'ipitatiou 


-31 
-27 

-18 
-14 
-28 
-25 
-28 
-25 
-26 
-12 
-16 
-39 
-23 

-22 
-24 
-17 
-42 
-25 
-21 
-23 
-29 
-19 
-22 

-18 
-35 
-9 
-28 
-26 
-31 
-29 
-34 
-23 
-23 

-15 
-19 
-20 
-25 
-29 
-20 
-24 
-23 
-20 
-24 

-16 
-14 
-22 
-34 
-26 
-30 
-14 
-20 
-18 
-19 
-15 
-30 
-27 


45.91 
62,67 
81.28 
45.65 
41.30 
44.26 
43.69 
33.51 
41.95 
42.73 
45.49 
40.93 
37.31 

45.54 
47.29 
46.27 
40.44 
43. 3  J 
42. 7S 
46.46 
39.68 
37.38 
38.99 

45.52 
44.13 
43.25 
38.24 
44.26 
40.98 
41.71 
44.06 
46. 8H 
40.63 

41.80 
34.88 
.«  17 
43.13 
37.86 
43.11 
42.30 
42.06 
44.21 
28.82 

37.36 
39.02 
45.43 
39.17 
40.43 
42.57 
46.62 
40.31 
37  06 
43.71 
34.12 
47.84 
38.04 


■<,ai 


No.  of  days. 


O  Pi 

Si 


-42  I     42.03 


39.7 
22.3 
56.6 
34.1 
54.0 
61.6 
63. 1 
39.7 
42.4 
37.2 
38.8 
47.9 
33.3 

35.4 
60.3 
37.3 
50.8 
40.9 
46.0 
64.5 
54.4 
41.4 
67.6 

39.2 
38.6 
24.4 
64.2 
42.8 
51.4 
45.6 
43.4 
26.2 
40. 0 

30.2 
39.1 
40.7 
44.1 
44.2 
49.8 
30.3 
37.8 
36.7 
27.6 

22.5 
27.8 
33.1 
30.4 
49.7 
50.1 
27.1 
30.1 
33.8 
47.9 
42.4 
61.0 


41.8 


130 
136 
141 
124 
125 
126 
117 
104 
114 
124 
130 
112 
111 

123 
125 
121 
127 
128 
129 
132 
108 
117 
119 

133 
126 
125 
122 
131 
133 
130 
124 
136 
101 

130 
119 
126 
123 
124 
135 
140 
131 
129 
110 

123 
121 
1.35 
118 
136 
127 
139 
131 
126 
133 
112 
137 
130 


125 


HO 
112 
106 
124 
123 
116 
132 
143 
121 
128 
123 
134 
130 

118 
123 
130 
133 
133 
128 
136 
167 
140 
136 

131 
133 
148 
144 
141 
153 
143 
156 
152 
14fi 

165 
155 
168 
161 
149 
136 
142 
145 
144 
153 

151 
152 
146 
169 
138 
147 
134 
142 
142 
120 
146 
125 
125 


137 


116 
113 
116 
108 
106 
120 
116 
115 
113 
106 
1(17 
111 
114 

HI 
115 
105 
104 
109 
104 
102 
104 
102 
99 


99 
84 
97 
99 
100 
110 
98 
96 
102 

96 
97 
91 
97 

101 
99 
91 

102 
99 
94 

94 
92 
96 
95 
92 
93 
96 
96 
97 
94 
95 
102 
109 


102 


140 

140 
143 
133 
137 
129 
117 
107 
129 
131 
135 
120 
121 

136 
127 
130 
129 
123 
133 
12" 
105 
123 
131 

141 
134 
133 
124 
125 
113 
112 
111 
117 
118 

114 
113 
116 
118 
116 
130 
132 
119 
122 
118 

120 
122 
123 
111 
135 
126 
135 
128 
126 
152 
124 
138 
131 


126 


.'Stations 


AllentOH  11 

.\ltooiin,  5  W  . . . 

Bradlonl 

ISrookville 

Butler 

Carlisle 

C'luimbersbnr/f . . 

t'laysvillc 

CoaU'SviUe 

Couduri-port 

Curweusville . . . 

Eagles  Mere 

Kinporiiiiii 

Kric 

Everett 

Franklin 

(ieorffe  Hchoiil. . 

(iett.v-ibui-ff 

GoiciDii 

rJreiMisbiirf? 

Harnsburg 

Hawlev. , .    

Huntingdon 

Indiana 

'ohn.-itowii 

I^iiiieastor 

Lawrenceville. . 
Lebanon 


Last 

ill 

sprniBT 

Apr. 

18 

do. 

29 

May 

15 

do. 

6 

do. 

13 

do. 

2 

do. 

2 

Apr. 

29 

do. 

17 

May 

23 

do. 

5 

do. 

1 

do. 

15 

do. 

1 

"do.' 

6 

Apr. 

23 

do. 

16 

May 

2 

do. 

6 

Apr. 

18 

Mav 

lb 

do. 

5 

do. 

5 

do. 

■J 

do. 

2 

do. 

15 

do. 

2 

First  In 
autumn 


Oct.     6 

Sept.  12 

do.    18 

do.    11 

do.    12 

do.    13 

do.   26 

Oct,     5 

do.    11 

Sept.  12 

do.    26 

Oct.      5 

Sept.  26 

Nov    10 

Sept.  13 

do.    26 

Oct.    II 

Sept.  26 

do.    26 

do.    12 

Nov.    5 

Sept.  18 

do.    26 

do.    12 

do.    19 

Oct.     11 

Sept,  211 

Oct.      6 


Btatii'iis 


Lock  Haven 

Mauch  Chunk , 

MeadviUe 

Midland 

Moiitro.-e 

New  Castle 

Philadelphia 

Phoeni.xville 

I'ittsbnreh 

I'ort  Clinton 

J 'y  ma  tuning  Dam  . . . 

Quaki-rtown 

Reading 

Ridgway 

Scianton 

Selinsgiove 

Somerset 

Springs 

State  College 

Stroudsburg 

Towaiida 

rniontown 

Vanderirrift 

Warren 

Waynesbnrg 

Wellsboro 

West   Chester 

Williamsport 

York.,...    __ 

iS_lJ 


Last 

ill 

Hpriiig 

May 

3 

do. 

5 

do. 

14 

do. 

2 

do. 

15  ; 

Apr. 

29 

do. 

16 

Mav 

5 

do. 

I 

do. 

6 

do. 

14 

Apr. 

24  i 

do. 

18  ! 

May 

15 

do. 

1  1 

do. 

2 

do. 

2 

do. 

6 

do. 

1 

do. 

5 

do. 

2 

do. 

2  1 

do. 

5 

do. 

14 

do. 

5 

do. 

lo  i 

Apr. 

18 

May 

2  ' 

do. 

5  i 

._   1 

Klr.-,t  In 
autumn 


Sept.  26 
do.  18 
do.  12 
Nov.    4 

Sept.  13 
do,    26 

Oct.  II 
do.  5 
do.      6 

Sept.  Hi 
do.  12 
do,    27 

Oct ,    1 1 

Sept.  12 
do.  18 
do.  26 
do.  12 
do.  18 
do.  18 
do.    19 

Oct.  6 
do  5 
do.     5 

Sept.  19 
do,  26 
do,    18 

Oct,    31 

Sept.  27 
do.    26 


MONTHLY  STATE  DATA 


Month 


Temperature 


Precipitation 


.6 


"s. 


January  . . , 

February . , 

March 

.\prii 

May 

.funt' 

!uly 

.\ugust 

s'epteniber, 
October . . . , 
November, 
necember.. 


Year . 


28.  2 
29.9 
37.2 
43.1 
fiO.i 
73.0 
72.6 
70.8 
61.4 
50.1 
38.7 
28.4 

49.5 


-0.1 

34.6 

IS.  5 

+  1.5 

37.4 

22.4 

-(I  4 

44.7 

29.8 

-0.5 

51.2 

33.2 

+0.7 

63  7 

53.2 

+  4.8 

79.7 

66.3 

+0.4 

79.3 

66.2 

+  0..=! 

79.4 

63.3 

-2.8 

68.8 

54.4 

-2.5 

66.8 

43.8 

-2.6 

46.4 

32.0 

-3.0 

.36.9 

21.0 

-0.7, 

79.4 

19,6 

73 
75 
86 
83 
93 
101 
100 
101 
102 
89 
79 
63 

102 


12 

2.68 

-0.50 

-27. 

L71 

-1.11 

15 

2.74 

-0.76 

7 

3.97 

+  0..55 

19 

6.08 

+  2.  19 

35 

3  33 

-0  79 

31  '  4.47 

+  0.18 

S3  1  2.72 

-1.48 

18 

0.72 

-2.t.7 

17 

5.63 

+2.  35 

7 

2.87 

+0.01 

23 

1.12 

-1.  U6 

27 

38.04 

-3.99 

4.85 
3.  X3 
4.39 
7.00 

10.34 
7,11 
1  11.31 
fi-53 
3.38 

10.68 
7.02 
3.23 


0.93 

1.8S 

0.49 

0.90 

1.54 

2.  25 

2.0.3 

2. .33 

3.59 

3.  23 

0.71 

3.05 

1.27 

5.04 

11.43 

3.90 

0.04 

2,54 

2.15 

3.73 

0,99 

5.10 

0  45 

1.45 

0.04' 

5  10 

15  5 

7.8 

7.2 

3.7 

T. 

0 

0 

0 

T. 

0.3 

2.2 

2.1 

38.8 


ERRATA 

Departures  as  shown  on  the  various  table-;  incorporate  all  corrections  to  1943 
monthly  issues  of  Pennsylvania  Climatological  Data  . 

September,  1943,  precipitation  average  for  period  of  record  should  be  3.39.  inches 
departure  in  1943  should  be  -2.67  inches. 

December,  1943,  page  86,  Martinsburg.  monthly  mean  temperature  should  be 
27.9". 

December,  1943.  page  91,  Martinsburg.  mean  maximum  should  be  35.8°. 


"WEATHER    BY    MONTHS -(  Continued  from  front  page). 


Scptcmlicr's  great  deficiency.  Th(>  storm  of  the  Sth,  at  many 
eastern  stations,  produced  st'^atest  24-hour  precipitation  records 
for  tlie  month.  Tlie  State  missed  a  lieavy  snow-fall  at  the  end 
of  the  montli,  experienced  in  southeastern  New  York;  the  State 
average,  though,  was  not  much  under  normal. 

December. — Characteristic  of  this  year  of  sharp   reversals, 


this  month,  lilce  Septemh(>r,  was  the  driest  of  record.  Ahout 
75%  of  the  month's  precipitation  occurred  on  the  26th  wlien 
freezing  rain  complicated  transportation  facilities,  overburdened 
with  holiday  tratfic.  It  was  a  cold  month  but  snow  was  con- 
spicuously absent  and  bare  ground  pr(\sented  a  source  of  poten- 
tial damage  to  winter  grains;  well  levels  were  falling  and  frozen 
soil  prevented  much  outside  work. 


CO 
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PENNSYLVANIA  SECTION. 

Iv.  F.  CONOVEK 
HABBISBUKG.  PA. 


Vol.  XLIX. 


Til  is 


Januakv   1944. 


GENERAL,  SUMMART. 


PRECIPITATION. 

The  average  precipitation  for  tl,,.  State-,  as  d.dxu-M  fron,  tlu- 
observations    at  201  stations,   was  2.12  inciios,   whi<-l.    is   ]  (),} 
inches  below  the    57-year    normal  for  January      Th< 
monthly  anaount  was  4.29  inches  at  South  Mountain 
least  was  0.3.5  inch  at  Centerville.     The 


IS 

■   greatest 

while  the 

greatest  amount  re- 


Na_l.    corded  in  any  24  consecutive  hours  wa.  8.08  inches  at  McCJon 


IS  was  tile  wnnuest  January  since  1937  and  the  first  month 
smce  Ia.st  August  in  which  the  average  temperature  was  above 
rr";  .;  ^r"^  temperatures  were  recorded  at  most  stations 
about  the  9th,  at  the  beginning  of  a  dry,  pleasant  fortnight 
when  persistent  high  pressure  dominated  Pennsylvania  The 
warmest  period  of  the  month  occurred  between  the  24th  and 
-.nil  when  a  high  pressure  system  became  stationary  ov 
tarolinas,  permitting  the  inflow  of  very  warm 
State.     The  effect  was  most  noticeable 


nellsburg  on  the  2-3d 

The  average  snowfall  for  the  State  was  4.3  inches,  which  is  G  1 
inches  below  the  57-year  normal.  The  greatest  monthly  snow- 
tall  wa.s  18.7  inches  at  Springs.  The  greatest  fall  for  any  obser- 
vational day  was  13.0  inches  at  Springs  on  the  3d. 


Di 


vev  the 
air  over  the 
on  the  25th  and  26th. 
Hiring  the  first^ week  of  the  month,  a  storm  moved  north- 
eastward off  the  Delaware  Coast  and,  a  few  days  later,  another 
moved  up  the  St.  Lawrence  Valley.  These  storms  produced 
heavy  precipitation  but  the  month's  total  was  well  below  nor- 
mal due  to  the  light  amounts  received  thereafter.  The  coastal 
storm  of  the  3d  produced  the  greatest  24-hour  amounts  of  the 
month  and  rather  heavy  falls  of  snow  centered  in  southern- 
mountain  counties.  Sleet  and  freezing  rain  were  reported,  with 
glaze  of  considerable  proportion  being  built  up  on  exposed 


COMPARATIVE    DATA  FOR   JANUARY 


Year 


Temperature 


a 


Precipitation 


faces  in  some  localities.     Road  condition.' 


sur- 


1888. 
1S89. 
1890. 
1891. 
1892. 
1893. 
1894., 
1895  . 
189B.. 
1897.. 
1898.. 
1899. 


23.2 
29.4 
37.6 
30.5 
26.2 
19.0 
32.8 
24.2 
27.6 
25.6 
30.7 
26.6 


s  were  bad  and  many   ,'gn? "■;;:::::     29! 


1901. 

1902. 
1903. 
1904. 
1905. 
1906. 


29.1 

25.6 
26.9 
20.0 
23.8 


1908. 


28.4 


was  lacking  during  loJo--'-"------'-''--     fl^ 


power  interruptions  were  reported.  Numerous  traffic  accidents 
occurred  resulting  in  t^vo  deaths  in  the  Pittsburgh  area.  Snow- 
fall was  below  normal,  stations  in  the  southern  mountains  re  ,     - ,    ..  « 

^d2  v7?'''''  T""'"    ^'  ^ ''''''' ''  *h^  ^^^ht  amount;  l^3"-:::"::::::::::::    ^o 

and  the  high  temperatures,  snow  protection 

most  of  the  month  except  in  northern  localities.     Heavv   fo. 

was  reported  frequently  during  the  latter  half  of  the  month  and 

was  most  general  on  the  27th  and  28th. 

The  water  shortage  has  not  damaged  crops  to  any  extent  but 

It  IS  causing  some  inconvenience,  as  farmers  in  manv  localities 
are  compelled  to  haul  water  for  livestock.  Farm  w^rk  has  ad- 
vanced considerably  due  to  the  open  winter,  although  the  hand- 
icap of  the  dry  fall,  which  made  plowing  impossible,  wil  be 
difficult  to  overcome.  Freezing  temperatures  have  damaged 
winter  grams.  Reports  of  roads  as  dusty  as  in  summer  h!ve 
been  an  unusual  feature  of  the  month.  G.  w.  s. 


61 


64 
66 
57 
65 
58 
.  60 
74 
67  I 
66 
63 
59 

58 
68 
66 
69 
85 
75 
59 
72 
56 
70 
57 
65 
81 
62 


-19 

-5 

-2 

-4 

-28 

-25 

-9 

-17 

-15 

-26 

-16 

-21 

-8 

-10 

-13 
-13 
-42 

-21 
-4 

-23 

-18 

-19 

-22 
-5 

-35 
3 

-27 

-26 


4.19 

3.54 

3.04 

3.64 

4.77 

2.S5 

2.29 

4.17 

1.43 

2.15 

4.25 

3.05  I 

2-64  I 

2.22 


2.80 

3.81 

3.55 

3.70 

2.53 

4.36 

2.68 

2.92 

5.55 

3.54 

1.92 

4.96 

3.3 

5.. 56 


be  c3 


No.  of  days. 


^1 
3  o 


14.0 

7.8 

1.8 

9.8 

13.5 

18.0 

7.2 

14.2 

3.4 

11.0 

11  0 

10.3 

5.3 

8.6 

11.5 

11.7 
20.4 
21.2 

4. ,5 
13.2 
11.4 
12.8 
26.(1 

4,5 
13.6 

4.5 
11.7 
14.7 


13 

1       5 

n 

10 

9 

13 

14 

7 

8 

12 

6 

10  1 

12 

8 

8 

12 

7 

10 

10 

9 

9 

13 

7 

10 

6 

8 

9 

10 

8 

8 

13 

6 

8 

10 

12 

8 

10 

8 

9 

11 

8 

8 

9 
11 
12 
12 

11 
15 
9 
13 
14 
13 
12 
16 

n 

13 


TEMPERATURE. 

The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  87  stations  was  30.6°,  which  is  2.2°  above  the  57-y  a 
normal  for   January.     The    highest  monthly  mean  was  37.4o 
at   Marcus    Hook,  and    the  lowest  was    25.3°  at  Kane      Ex 
remes  ranged  from  a  maximmn  of  68°  at  York  on  the  26th^to 
minimum  of  - 12°  at  Coudersport,  Somerset,  and  Sp 


)rmgs  on 


16 
15 
15 
14 
13 
14 
14 
15 
17 
11 
14 
15 

14 

17 

15 

15 

13 

18 

11 

16 
19 
18 
16 
16 
17 
15 


CLIMATOLOGICAL  DATA:    PENNSYLVANIA   SECTION 


January  1944 


CUmatoloB-ical  Data  for  January  1944 


Stations 


Attanlic  Drainage 

Allentown 

Altooaa-4.5  W 

Bethlehem ■■■■■■■■] 

Burnt  Cahins-2  NE  . . . . 

Carlisle ■■■-a::,---\ 

Chambersburg-1  8W.. . 

Coatesville.     ■•••••;;;,•, 

CurwensvilleApt-6  NW 
Eagles  Mere.........  ••■ 

En  St  Waterfora-a  bb.  . . 

Emporiumtt-l  E 

Ephratatt 

Everett-O.  .SSW 

Freelandtt.         

George  SchoolU 

Gettysburg  U 

Gordontt 

Hano  verlt......  ••.••■• 

Harnsburg  Arpt.-d.o  &. 

Hawley-0  5  E 

Holtwoodtl .  •• 

Huiitingdont; 

Lancastertt..... 

Lawrence  villell 

Lebanon.:;....     

Lewistown-2  SW 

Lock  Haventt.. 

Marcus  HookU 

Martin.-burg 

Montrose-3  El; •  •  • 

Mt.  Pocono  Arpt.-2  N 

PalmertonU 

Philadelphia  Airport. 

Philipsburgt-7E.^.... 

Phoenix ville-1.  5  bE . . . 

Port  Cliutontl ,• .  ■ 

Quakertowntt-O.  5  K .  . 

Reading 

Scranton 

Seliiisgrove 

State  College 

Stroudsburg-'2  E 

Tamarack-2S 

Towandatt-1  E 

Wellsborott 

West  Chesterlt 

Wilkes- Barre  tt 

Williamsporttt 

Willianl^town  tt.  ... 

Woodward-2  NE 

York-SSWK 


Counties 


Temperature,  in  degrees  Fahr. 


Lehigh 

Blair 

Northampton... 

Fulton 

Cumberland   . . 

Franklin 

Chester..  

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford  

Luzerne 

Bucks 

Adams 

Schuylkill 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia  . 

Centre   

Chester 

Schuylkill . . . . 

Bucks 

Berks 

Lackawanna.. 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga. 

Chester 

Luzerne 

Lycoming. .  . 
Danphin  — 

Centre 

York 


254 
L500 
364 
990 
473 
600 
4;il 
2,  ^l5 
2, 020 
2.  125 
1,100 
36.5 
1,020 
1,970 
181 
500 
900 
600 
351 
980 
200 
700 
255 
996 
469 
580 
5.i7 
12 
1,493 
1,176 
L914 
45.1 

in 

1,916 
100 
407 
480 
273 
746 
476 

1,217 
440 

2,250 
754 

1,319 
4l0 
544 
550 
775 

2,191 


Division  mean.... 
Ohio  Drainage 


Bradford-4  W 

Brookville 

Butler 

Clariontt-3  SW 

Claysville 

Coudersporttt 

Derrytt 

Donegal. 

DonoraU 

Ebensburgtt 

Ford  City -4  S 

Franklintt. ■■....  .••• 
Greensburgn-2  S.  .  . . 

IndianaU 

JamfStown-2  NW... 
Johnstowntt-0.5  W. 

Kane-1  N 

Meadvillett-1  S 

Midland 

New  OastletI-1.5  N 

Pittsburgh  Airport. 

Putneyville-2. 5  SE  . 

Ridgway 

Sharon 

Somerset 

Springs-1  SW  

TionPsta-1.5  SE 

Tiiusville-  2  S 

ITniontown  U 

Vandergrifttt-.     ■  •■ 

Warren       

Wayneshurg 


33 
58 
59 

3 
76 
48 
56 

2 

3 

7 
68 
47 
22 

51 

38 

71 

40 

40 

75 

34 

29 

57 

57 

47 

60 
6 

54 

18 
2 

39 
3 

26 
3 

35 

6 
59 
74 
50 
54 
59 
25 

4 
50 
74 
95 

6 
58 
28 

3 


390     56 


McKean 1.680 

Jefferson l-^oo 

Butler '.0'7 


Clarion 

Washington 
Potter 

Westmoreland  — 
Westmoreland  .  . 

Washington 

Cambria 

Armstrong 

Venango 

Westmoreland... 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Mercer 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland.. 

Warren 

Greene 


31.3 

29.9" 

31.9 

29.0 

32.  0 

32.0 

33  4 

26.  2 

25.8 

29.9 

29  0 

33.4 

30.0 

2S.5 

3-2.6 

33.2 

30.4 

33.3 

32  8 

26.8 

33.4 

32  0 

32.2 

29.6 

31.9 

32.2 

31.1 

37.4 

29  2 

25.4 

26.0 

31.0 

34.0 

26.1 

33.6 

30.4 

29.6 

34,2 

30.6 

32 .6 

30.2 

31.0 

26.4 

29.8 

27.4 

33.8 

29.8 

30.5 

31.  8» 

27.1 

33  6 

307 


+2.2 
+2.4 
+1.3 


+3.3 
+2.2 
+  3.1 


+2.« 
+  3.0 
+  1.7 
+  4.3 
+1.3 
+3.1 
+  3.4 
+0.5 
+  3.8 
+  1,5 
+  1.7 
+  3.1 
+2.1 
+  4.3 
+2.7 

+2.' 9 
t2.1 

+2'i' 

+i;9' 

+2.9 


Division  mean — 
jMke  Drainage 

Erie 

State  mean 


1,114 
1,170 
1,653 
1,150 
1.746 
761 
2, 170 
950 
987 
1, 16(j 
1,300 
L050 
l,6.iO 
1,750 
.  1, 06,=) 
.1     780 
.1    900 
1.286 
1,270 
371 
940 
2,  100 
2,  500 
1.200 
1.550 
L040 
825 
1,190 
1.100 


+2.7 
+  1.5 
+2  8 
+  3.0 
+4.0 
+  3.7 
+3.3 
+3.8 

+4.0 
+3.2 
+3.2 


+2.8 
+3.1 


27 
53 
30 
34 
40 
17 
47 
1 

18 
27 
1 
70 
35 
43 
3 

62 

29 

50 

8 

64 

11 

1 

37 

31 

73 

25 

7 

1 

56 

30 

56 

15 


+3.3 
+2.0 


60 

60 

60 

60 

66 

66 

66 

58 

58 

61 

63 

66 

63 

55 

66 

66 

63 

67 

65 

58 

66 

66 

64 

62 

B6 

66 

64 

67 

58 

53 

54 

62 

66 

57 

66 

64 

62 

65 

57 

65 

60 

59 

60 

.S8 

63 

66 

57 

53 

64 

58 

68 

68 


Precipitation,  in  inches 


m'2 

=  2 

03  o) 

Q 


.S-5. 
*  9 

o 


Erie. 


705 


27.0 

28.5 

31.6 

29.8 

30.6 

26.7 

33.8 

30.3 

35.2 

27.fi 

31.4 

30.0 

31.2 

33.8 

28.0 

31.6 

25.3 

29  0 

32.5 

33.1 

32.8 

31  0 

27.3 

33,6 

29.5 

28.5 

29.2 

30.0 

3.5.0 

33.2 

28,7 

32.6 

30.5 


+2.7 

+3.8 
+2.2 

-6.' 5' 

+2,2 
+3.2 


+  1   2 

+  1,7 

+3.'5' 

+0.1 
+4.5 

+i.'3' 

'+3!5 

■+5'.0 
+4  6 


71     31.4 

....   30.6 


+2,1 
+  5.3 

+2,8 
+  1.8 


+2.4 
+2.3 
+2,9 
-0.8 

+2.1 


+4,6 

+2.2 


[See  page  5  for  explanation  of  reference  marks]. 


27 

28 

26t 

28 

28 

28 

27 

26 

28 

26 

26 

28 

28 

28 

27 

27 

27 

27 

28 

27 

27 

27 

27 

26 

28 

26t 

28 

26 

28 

27 

26 

27 

26 

28 

26i 

27 

27 

27 

26 

27 

26t 

27+ 

26 

27 

26 

27 

26 

26 

26 

26 

26 


-  3 
3 
8 
9 
3 

15 
4 

-  1 
2 
5 

12 
1 

-  2 
5 

-  4 
9 


3 
2 
1 
3 

-  2 
10 

5 
7 
7 
2 
0 

-  9 


08 

58 

63 

60 

61 

fiO 

62 

60 

64 

5.5 

60 

62 

62 

59 

66 

60 

59 

61 

61 

64 

62 

60 

61 

63 

59 

.59 

62 

61 

64 

62 

62 

63 

66 


61 


26 
26 

27 

26 

26+ 

26 

26t 

28 

28 

26t 

26t 

26 

26 

■26+ 

26 

28 

26 

26 

25 

26 

28 

26+ 

26 

26t 

28 

26 

26 

26 

28 

28 

26 

26 


26 


68        26 


18 

9 

9 

9 

17 

17 

17 

8 

9 

9 

9 

17 

11 

9 

17+ 

18 

9 

17 

16 

17 

17 

9+ 

17 

9+ 

17 

9 

9 

9 

p 

9 
9 
9 
9 

8 
17 
17 
17 
17 

9 


17 

9+ 
17 

9+ 

9 

9 

9 

9 

9 
17 

17 


3,73  I 

2.76$i 

2.20 

2  91 

3,38 

2,64 

3.  50$ 

3,25 

1.44 

2.. 59 
% 

2.00 

2.28 
1.67 

2.99 

3.13 

2.75 

3.70 

2.97 

1.69 

2.33 

1.63 

2.03 

0.38 

2.28 

3.335 

1.36 

2.97 

2.99 

0.67 

2,25 

2.  64$ 

2.99 

3.83 

3  49 

2.81 

3.88 

2,90 

0.81 


+0.33 
-0.16 
-1.29 


+0. 24 
-0.18 
-0.45 


-L07 
-0.68 
-1.57 
-0.76 
-0.20 
- 1. 02 
+0.  55 
-0  12 
-1.05 
-0.83 
-1,.57 
-1,16 
-1.59 
-1.06 


-1.78 
-0.31 


-1,78 


1.87 
2.93 
1.15 
0.70 
0.77 
3.66 
1.02 
1.53 
2  52 
2.64 
3.40 

2  42 


+  0,27 
-0.31 


-0,22 
-0,71 
+0,06 
-0.67 
-2.22 


2.77 
1.62 
0.96 
2.08 
2.52 
1.56 
1.55 
1.63 
0.59 
1.75 
$5 
0.78 
1.42 
1,20 
1.00 
1  41 
1.15 
2. 45 
1,94 
0.82 
1.50 
0.77 
0.75 
0.18 
1,35 
2.80 
1.05 
1.55 
2.35 
0.37 
1.12 
1.51 
L38 
2.88 
1.84 
1.55 
1.54 
1.84 
0,47 


e3  a 


No.  of  days 


.t?  o 


2;? 


Observers 


3 
3-4 

3-4 

3-4 

3-4 

3 

3-4 

3-4 

3-4 

3-4 

3-4 

3 

27-28 

3-4 

3-4 

3-4 

3-4 

I  3-4 

5-6 

3-4 

3 

3-4 

3 

3-4 

3-4 

3-4 

3-4 

5-6 


4.1 

10. .5$ 
6.2 
8.0 
6,5 
8.0 
2.0 

11.5 
4.0 
9.9 
$$ 
4.4 
8.7 
7.5 
3.4 
6.0 
2,0 
3.7 
5.7 
9.5 
5.0 
1.8 
5.0 
2  0 
8.5 


-1.13 
-0  32 


-1.44 
-1.50 
-0,16 
-1  37 
-1.43 
-0.54 

+6.33' 

-0.70 


1.40 

r53 

0.48 
0.22 
0.39 
1.76 
0.52 
1.10 
1.60 
2.11 
1.13 

3.08 


3,0 
2.5 

'4.2 
13.9 
6,0 
3.2 
9.4 


3-4 

3-4 

3 

3 

27 

3-4 

3-4 

3-4 

3-4 

3-4 

3-4 


14 

-12 


9 
11 

9 
lOt 


9 

9 

9 

9 
11 

9 

9t 
12 
10 

9 
24 

9 


1.29 
2.30 
2.33 

2.23 

1.67 

1,09 

2.71 

1.34 

1,60 

2,67 

2.40 

L9» 

1,56 

2.50 

1.90 

2  53 

1.53 

1.96  I 

1.38 

2.63 

1.26  ! 

2.70$ 

1.07 

2.53 

1.75 

2.34 

1.98  ; 

L75 

1.61 

2.17$ 

1.54 

1,41 

1.93 


-1.94 

-0  9\ 
-0,62 
-1.62 
-1.58 
-1.99 
-1.17 


-1.12 
-1.02 

-i.'43 
-L87 
-1.26 

-i.'79' 
-2  27 
-1.38 


-0.57 
-1.79 


0.49 
0.93 
0.98 
0.90 
1.13 
0.39 
1.69 
0.68 
1.19 
1.32 
1.23 
0.99 
0.94 
1.16 


3.5 
2.5 
4.2 
1.1 
3.8 
6.S 
5.0 
5.2 
2.0 
L4 
6.0 
1.8 
1.0 


6.2 
3.5 

5.1 


nw. 
w. 

w. 


ne. 

nw. 

w. 

se. 

nw. 

uw. 
nw. 
w. 


w. 

nw, 

nw. 

nw 

n. 

SW. 


-1.92 
-0.02 
-2,64 
-1.49 


-2.09 
-1  06 
-1,38 
-1.84 


27-28 
27-28 

3-4 
27-28 
3 
27-28 

3-4 

3-4 
3 

3-4 

I  s--* 

i     27 
I  3-4 
3-4  1 
0.74    27-281 
1 .49  !      3 
0,24  ]     23  I 

1.00  127-281 
0.87  1  3-4 
0,84  I  3-4  1 

0,  72  i       3  1 
1.22  i  3-4 
0.42  i27-28i 
0.95     3-4 

1.  09  i  3-4 
1,25  I       3  I 
0.79  127-28 
0,91  i     27 

1.01  I  3-4 
1.17  1  3-4 
0.50  i28-'29 
1.08         3 


6.1 


7  I  1' 
17      11 


0.2 
0.5 
1.0 
4.5 
0.7 
3  2 
0.4 
6.9 
0  1 
1.5 
T, 
2.8 


11.6 
5,8 
T. 
2.4 
0.3 
0.5 
0.5 
l.O 
7.6 
18.7 
2.7 
6.7 
T. 
T. 
2.0 
0.0 


nw. 
nw. 


nw 
s*. 
nw. 


nw. 
nw, 
w. 


9     12 


-0.50     1,90     3-4 


0.85     -1.92 
2.12  I  -1.04 


0.62  127-28 
3.08    2-3 


3.2 

1.0 
4.3 


SW 

nw. 
s. 

SW. 

w. 

S- 

sw. 

SW. 

w. 
w. 
w. 

SW. 
SW, 

w. 


Allent'n- Bethlehem  Gas  Co 

City  of  Altoona. 

Lehigh  University. 

Penna.  Turnpike  Comni 

Clarence  E.  Miller. 

William  B  Spear. 

Howard  L.  Pyle. 

U.  S.  Weather  Bureau. 

Car!  E.  Bigger. 

V.  S.  Wcatlier  Bureau. 

Mr.s,  Ik-liiiCHaas, 

Ira.),  Keath. 

Penna.  Turnpike  Comm. 

Andrew  B.  Evansha, 

Prof.  N.  W.  Swayne, 

Dr.  Henry  Stewart. 

Ml.'sSallie  M,  Johnson 

Hanover  Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennel). 

Penna,  Water  &.  Power  Co, 

Prof,  Paul  K,  Yoder, 

Lancaster  Water  Bureau. 

Carlos  P,  Darling, 

Lebanon  Valley  Gas  Co. 

Penna.  Dopt.  of  Highways, 

William  R,  Kelley. 

Sun  nil  Co, 

Civil  .aeronautic- Authority 

Hairv  S,  Fancher, 

U,  S.  Weather  Bureau, 

New  Jersey  Zinc  Co. 

U,  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila,-Sul)urban  Water  Co. 

Earl  K.  Rarick. 

John  E,  Benner. 

U.  S.  Weather  Bureau, 

U,  S,  Weather  Bureau, 

Dr,  George-  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E,  swartz. 

Mrs.  M,  Ordelia  Parks. 

M.S.  Bliss. 

Clyde  T.  Saylor, 

r,  S,  Communication  s-ta. 

John  D.  McEwen. 

Gordon  E,  Lower, 

U.  S.  Weather  Bureau. 

York  Wat*>r  Co. 


Citv  \Vater  Dept, 
Civil  Aeronautics  .Vuthy. 
Butler  Eagle. 
Phuhu.  Electric  Co, 
Walter  B,  Paget. 
Philip  R.  Shaw. 
Miss  N.  Dixie  Winemau. 
Penna,  Turnpike  Comm, 
Donora  Zinc  Work «. 
Miss,  Emma  H.  Eastman. 
U.S.  Engineers. 
William  K,  Fuller, 
Westmoreland  Water  Co, 
Indiana  State  Teachers  Col. 
Pa.  Dept.  Forests  .t  Waters, 
1  Robert  Tross. 

Spring  Water  Co. 
1  Citv  of  Meadville, 

Pefrv  P,  Campbell. 

New  Castle  Water  Co. 

U.  S.  Weather  Bureau. 
I  U.S.  Engineers. 
1  West  Penn  Power  Co. 

Carnegie-Illinois  Steel  Corp. 

D,  L,  Grove. 

Allen  E.  Yoder. 

V .  S,  Engineers, 
I  Arthur  M,  Stokes. 
I  William  W.  Marsteller, 

Carnegie-Illinois  Steel  Corp 

Slerrell  L.  Jordan. 

Thomas  S  Knox. 


8     10     13     w. 


3  '    9  1  19 
9     10  I  12 


U.  S.  Weather  Bureau. 


t 


I 


Janiauv  1;)|| 


ClJ.MATOl.Ot.lCAl,    DATA,    I'KNNS  VIA' AM  A   SKCTlON 


Stations 


Ocninties 


ATLANTIC  I 

nR.\INAOE 

UPI'KK  Hr.l.AWAKK  I 

Diujrmans  Kerry-,  0.5 E   Pike 

HawleyiJ.  0.5  K Wayne. 

HoUi.storville- Wayne 

Lakovillo-,  1  N WaVne. 

Mataniora.-.'- I'ike. 

MouHt  I'ooouoS.  2  N ...  I  Monroe 
Pleasant  Mount'.'.  I  Wi  Wayne. 

Stroiiii,>biii-g.  2  I' Monroe 

Tanners  Falls'.  ',  1  SK.    Wavne 


Lehigh  j 

.Vllfuiown  .\rpt'\  4  Nk! 

.\lU'nto\vn- 

Bethlehem',  ■'• 

Blakeslee  Comers'.'. 

Gouldsboro- 

Lansford- 

Mauch  Chunk,  1  .S\V. 

New  Tripoli 

Palnierton'. ' 

Ziousville,  1  SW 

ScurYi.Kii.i. 

Conshohocken 

Fredericksville2.  IS... 

Freeland- 

Gratersford-  

Phoenixville^,  1.5  SE. 

Port  Clinton^ 

Pottstown'.!.  0.5S 

Pottsville2 

R"adiugri,' 

Werners  ville^. 

LoWEi:    DkI, AWARE 

Coatesville*' 

Doylestown,  

George  School*' 

Marcus  Hook2 . . 

Philadelphia 

Airport  Station'. '  . 

City  Oflice','' 

Shawmont 

Quakertown.  0.5 E.. . 

West  Chester. 

West  Grove-,  1.5  SE , . . . 

Siisgnehannn  liasiii 
Chemung 


Lehiff  I;  . . . 

Lehigh 

N'rthanipton 
Monroe. .. 

Wayne 

Carbon 

Carbon 

Lehigh 

Carbon 

Lehigh, 


Montgomery 

Berks 

Luzerne 

Montgomery 
Chester  .... 
Schuylkill  ... 
Montgomery. 
Schuylkill  ... 

Berks  

Berk- 


Che-ter... 

B\icks 

Bucks  .... 
Delaware. 


Philadelphia 

Philadelphia 

I  Philadelphia 

Bucks 

Chester 

Ch.ester 


2  W. 


Austinburgl, 

Centenille'' 

Covington- 

Lawrenceville 

North  Branch 

CantonS,  1  NW 

Danville^ 

Millville',' '. 

Monroeton^,  2S 

Montrose-'.  3  j<; 

Orwelis,  3  N 

Park  Places.  1  NW 
Pikes  Creek.'.' 

Rush*.  fiS 

Scranton'.' ' 

Susquehanna^. .. 
Towandafi.  1  E.. 
Tunkhannock',' 
Wilkes-BarreS 

W'EST  Branch 
Ansonia2,  2  w 
Bald  Eagle'.'.   ....'.' 
I'arrolitown^ 
Carter  Camp','  . 

Cedar  Run2 

Clearlield^  [" 

CurwensvilleS    6  NW 

Driftwood',' .' 

Dushore', ' 

Eagles  Mere2"". ;;  "■ 
Emporiuni2,  1  e 
English  Center',  '.. 

Galeton 

Karthaus2 

Lock  Haven2...' .'."'" 

Medix  Run',  5 ;" 

PhilipsburgS,  7  ij 

Renovo2 .... 

State  College',' 


Tioga 

Bradford  . . 

Tioga 

Tioga 


Bradford 

Montour 

Columbia,. . . 

Bradford  

Susquehanna 
Brail  ford  . . 
Schuylkill . . . 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 

Bradford 

Wyoming..  .  .| 
Luzerne. . , 


Tioga  

Blair 

Cambria. . , 
Potter,,.... 
Lycoming., 
Clearfield  . 
Clearfield.. 
Cameron.. . 
Sullivan. . . 
Sullivan.  . . 
Cameron.. . 
Lycoming.. 

Potter 

Clearfield.. 

Clinton 

Elk 

Centre 

Clinton 

Centre 


T. 


Dail.v  Precipitation  for  January  1044 


Day  of  month 


10 


T. 
T. 

H.'i2 

.0' 
.25 
.52 


.K2 
.29 
.86 

.or. 

,  22 
.Oil 

83, 

10   .23 


1.56    .50I 
.  07  2.  77 


.31 

24 

1.00 

l.dO 

.OH 
.58 
..S3 
.20 


L06 
.(il 
.34 
.50 

l.H 
.25 
.31 
.93 
.34 


55    .10 

03  .76 
49  .2-0 
.  I  .25 
.27 
.40 
.63 
.46 
.18 
.60 


.24 
T. 

.03 
.18 
.20 
.15 
.12 
l.fi2 
1.03 


1. 10 
.71 
.96 
.20 

1.  19 
1.30 
.87 
1.02 
.9« 
.23 


•    l.gO 
.06    .65t 
...     .36   T 
,  31  1.  32 


1.55 
1.05 
I.  Of, 
1.55 

..38 
.33 
I  00 
1.54 
1.76 
2.13 


34 


.02  . 


1.15 
.71 


.22 


.02 


.18 
1.27 

'!26i 

.06 
.04 
.23 
.05 

.02 


21    . 43    T. 

.05    .87. 


T 

.191    03 
.35   .01 

.03 


14 

1.50 
11 


r 

1.63 
.54 
.20 


.18 

T. 

T. 

.65 
2.88 

T. 
1.39 


1.67 
.25 
.44 

1.20 
T 
.01 

^59 
.04 

« 

.10 
.81 
1.05 

T. 

.62 

.01 


.06 


41 


If. 
.03 
.11 
.03 
.22 
.20 
.02 
.03 
.10 
.41 
.19 
.01 
.18 
.  17 
.15 
.01 
.131  .021 
...  .14 
.09    .06 


T. 


T. 


T. 


16 


20 


21 


22 


28 


...    T. 


••   |. 


T. 


.09 

T 

.14 
.0! 

T.' 


.15... 


.20 
.17 

'.4\ 
.16 
.15 
.20 

.'05L' 

.  17  . . 


.10 
.15 
.0: 
.17 

.12 
.  10 
.20 
.16 
.17 
.26 


T. 




,0 
.12 
,12 

'.'27 
.29 
.22 
.30 


24 


26 


26 


27 


.03 


28 


29 


.10 

.09 

.03 

T 

.  18 

T 

.07 

.'06 


80 


81 


T. 


.02 


.03 


.36 


T, 

.03 

.01 

"67 
.06 
.05 
.04 

T. 

.08 


.OS 
.0' 
.04 
.06 

.10 
.08 
.13 
.07 
.05 
.03 


T. 


.10 


T. 


.02 


.03 


Continued  on  page  4. 


.02 


.42 

.08 

.73 

.07; 

.24| 

.44 

.24 

.04 

.02 

.30 

T 

.03 

.24 

.32 

.13 

.12 

.16 

.28 

.09 


.02 

.02 

T.' 

.04 
.03 

T. 

.01 

f.' 
T. 
T. 
.01 


.06 


.03 


.02 


2.38 

1.69 
1.88 
1.54 
2.  .38 
2.25 
1.00 
2.93 
1.65 


2.79 
3.73 
2.20 
1.69 
1.51 
1.68 
1.84 
2.66 
fe.64 
$2.13 


$3  37 
2.21 
L67 
3.87 
3.49 
2.81 
3.14 
2.31 
2.90 
2.49 


?3..50 
2.94 
2  99 
2.97 

2.99 
2.94 
3.43 
3.88 
3.66 
3.34 


0,80 
0.  35 
0.71 
0.38 


0.69 
2.01 
1.50 
0.65 
0.67 
0.68 
2.19 
1.63 
0.79 
0.81 
0.90 
0.70 
1.11 
1.02 


0.91 
2.33 
2.95 
0.81 
L02 
1.95 
3.25 
1.10 
0.76 
1.44 
5$ 
1.03 
0.94 
1.38 
1.36 
1.45 
3  83 
1.15 
1.87 


:.-j^«_.^ 


CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 


January  1944 


Daily  Precipitation  for  January  1944 -Continued  from  page  3 


Stations 


Counties 


Day  of  month 


West  Branch 
(continued) 

Tamarack^,  2  S 

Wellsboro^ 

Williamsport'^ 

Winiamsport2,  4  SE.  . . 

Juniata 

Altoona.  4.5  W.... 

Breezewoodl,  0.6  E 

Buffalo  Mills''^ 

Burnt  Cabins!,  2  NE... 
East  Waterford^,  3SE.. 

Everett-.  0.5  SW 

Huntingdon  ■■'  

Lewistown'-i.  2  SW 

Mapleton  Depot^.. 
Martinsburg3..... . 

MeConnellstownS.iNW 
Neffs  Millsl.s,  3.5  NE.. 

New  Bloomlield 

Newport^ 

Saxton'-i,  1  w 

Shade  Gap l.s,  0.5 SW., 

LwK  Susquehanna 

Arendtsville2 

Bloserville,  1.5  N 

Carlisle 

Columbia 

Dauphin2,3N 

Ephrata 

Glen  Rock', 5 

Gordon ■ 

Grantville,  4  NW 

Hanover-i ,  ■•.  •   •- 

}IarrisburgApt',''.3-5S 

Holtwood>' 

Huntsdale^ 

Kirkwood'.MSW 

Lancaster 

I^ebanon-... ,•••■• 

Middletownl,1.5W.... 
Millersburgi,'''.'2E  .   .. 

Milroy^,  5  N 

Newburgl.3.5NW 

New  Park 

Pine  Grove^,  1.5  NE... 
Ringtown^,  1.5SW.... 

Selinsgrove 

Shippensburg 

Sunbury2     .. 

Williamstown^ 

Woodward^,  2  NE 

York,3SW 

York  Haven2      

Potomac  Basin 
Chambersburg2,  1  sw. 

Gettysburg  ...   

Hewitt'.  5, 2SW 

Hynrtman^ 

McConnellsburg2..   . 

Mercersburg — 

South  Mt.  San't'm2... 
GULF   DRAINAGE 

Oft  10  Basin 
Allegheny 

Acmetonia2 

Aliens  Millsl.  'i 

Blairsville2,  6NE 

Boswell-,6NW 

Bradford,  4  W 

Brook  ville^ 

Buck.stown'.  ^ 

Clarion^.  3  SW 

Coudersport 

Derryfi 

Donegal' 

Dunloi.'\  n.5SW 

Ebensburg2 

rordCity^4S 

Franklin^ 

Glen  Hazel 2,  1  NE.  ... 

Home'.  5,.     

Indiana 

Johnstown6,0.5  W.... 

Kane',  IN 

Kregar',  4.5  SE 

Lvcippus,  1.  5  E 

Marienville', -^ 

Meadville2, 18 

Mosgrove^ 

Parkers  Landing^.  . 
Pittsburgh  Cty  Of.  '. 
Port  Allegany2 


Clinton 

Tioga 

Lycoming.. 
Lycoming. 


Blair 

Bedford... 
Bedford.  . 
F\ilton.  . . . 
Juniata .. . 
Bedford  .  . 
Huntingdon . 
Mifflin.  ... 
Huntingdon  . 

Blair 

Huntingdon 
Huntingdon  . 

Perry 

Perry 

Bedford... 
Huntingdon . 


Adams 

Cumberland . 
Cumberland. 
Lancaster — 

Dauphin 

Lancaster.. . , 

York,    

Schuylkill  .. 
Dauphin.... 

York 

Dauphin .  . 
Lancaster.. 
Cumberland 
Lancaster..  . 
Lancaster, . . 
Lebanon  — 
Dauphin  — 
Dauphin.... 

Mifflin 

Cumberland 

York 

Schuylkill.  . 
Schuylkill .. 
Snyder 
Cumberland. 
N 'umber  land 

Dauphin 

Centre 

York 

York 


Franklin.. 

Adams 

Bedford . .  . 
Bedford  . . . 

Fulton 

Franklin... 
Franklin... 


Allegheny,... 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Potter 

W'moreland. 
W'moreland. 
Cambria. ... 
Cambria.  — 
Armstrong.. 
Venango — 

Elk . 

Indiana 

Indiana 

Cambria. . .. 
McKean .... 
W'moreland 
W'moreland 

Forest 

Crawford... 
Armstrong.. 
Armstrong.. 
Allegheny . . 
McKean.  ... 


.48 
.21 
1.10 
LOS 


.76 

1. 10 

27 

2.08 

.  10 

.20 

.Of 

T. 

T. 
2.35 

.11 
1.21 

'.'69 
.19 
L99 


8f) 
.18 
1. 

12 
1.75 
1.42 

69 
2. 
1. 

03 
1.59 

02 

2.  63 

2.04 

.16 


6        7 


29 

1.63 

1.23 

01 

08 

78 

1.55 

1.15 

1. 

.22 

1  68 

.12 

.12 

.92 

.75 

.12 

1.96 

1  2C 

T 

1.45 

1.71 

.05 

.30 

!92 
T 


.02  .01 
T. 
T. 
T. 


1.62 

2.03 

1.60 

03 

1. 12  1. 13 
.  22  2.  33 


.27 

.98 

1.59 

.38 


1.56 
1.41 
.15 
1.40 
2.78 
* 

2.90 


.0' 
.73 
.15 
.14 
T. 
.90 

1.15 
.01 
.09 

1.2' 
.65 

1.37 
.17 
.07 


.98 
.74 
L18 
.13 
96 
1.1 
34 


.01 


.94 
.01 

.77 
1.10 
T 

!24 
.75 
.05 
.42 
.03 
.30 
1.32 
1.16 
.47 
.21 
.02 
.42 
.31 
T 
.18 
.32 
.02 
.13 
1.14 
.98 
.01 
.07 


.26 

.01 

.24 

.35 

.34 

.32 

.03 

■39 

.38 

.40 

.02 

.31 

.24 

.05 

.43 

.48 

T. 

.02 

.92 

.03 

^46 
.40 

T. 

.43 

.67 
.04 
.44 


.17 
.19 
.03 
.11 
.15 
2.08 
211 


T. 


T. 


12     13 


T. 


T. 


14 


15 


16     17 


.18 


.01 


.38 


T. 


T. 
.Oi 
T. 
.01 

T. 

tV 

.03 

T. 
T. 
T. 

T. 

T. 
.02 
.01 
T. 
T. 

01 
T. 


T. 


T. 


.20 


.11  .. 


18      19      20 


T. 


T. 


.25 


.23 


.48 


T. 


.46 


T. 


.07 


T. 


.08 


T. 


T. 


.03 


.04!  T. 
T. 
.13 
T. 

.'is 

.09 
.06 


T 
.06 
.12 
.08 

■.'65 

".06 

!i3 
.01 
.12 
.06 
.08 

.04 


22     23     24     25 


26     27 


29     30 


T. 


.37 


.10 

.08 

.09 

T. 

T. 

.06 

.08 

.06 

.15 

.08 

.06 

.11 

.02 

.05 

■.'63 

.11 

.IC 

.03 

.04 

.0,5 

* 

.08 

T. 

.06 

T. 

.11 

.12 
.05 
.65 
.18 
.02 
.28 
.11 
.16 
.16 
.18 
.21 
.17 
.09 
.12 
.08 
.2^2 
.18 
.03 
.24 
.03 
.12 
.18 
.20 
.05 

.08 
.20 


T. 


.05 


.04 
.04 
T. 
.11 


.03 


.55 


.15 
.28 

.28 

'.06 

.'69 
.17 
.07 
.22 
.04 
.08 
.26 

'.bii 

.07 

.09 

M 

.SB 

.21 

.20 

.09|. 

.021  ' 

'.'34L 
.22. 
.25!. 
.041 
.291. 
.081. 
I 
I 

.20I 
.12 
.02 
,05 
.16 
.15 
.29 


.02 


.20. 
.15. 
.62    .01 


.17 

.08  .411  .12 
.93i  T.  .01 
.07[  .041.... 

....!  .90  .01 
.07i  .32  .0-5 
T.  .  30j  T. 
.10!  T.  I  T. 
.27  .!2|... 
....  .76,  T. 
....i  .75... 
....I   .99   T. 

.29j  .04 

.09 

.80;  .04 

.49     03 

.11!  .10 

.05   T 
.  161  T 
.141  .06 
1.00'  .05 
.62    .02 
.80,... 
T.     T. 
.34    .03 


T. 

!6]i 


T. 


.06' 


1.16 
0.77 
L53 
1.42 


$2.76 
2.11 
2.71 
2.91 
2.59 
2.28 
1,63 

53.  .S3 
2.32 
2.99 
2.37 
L82 

"3.12 
2.76 
2.97 


3.. 57 
$3.06 
3.38 
2.98 
2.65 
2.00 
3.00 
2.75 
3.02 
3.70 
2.97 
2.33 
3.21 
2.36 
2.03 
2.28 
3,42 
1.61 
$2.49 
2.43 
3.49 
1.98 
$1.78 

"3!25 
$2.71 
2.52 
2.54 
3.40 
3.42 


T. 

.67 

T. 

.08 

.22 

.13 

:  .'48 


.08 


.05 


T. 


.01 


.14 
.01 

mI 

.091 

.02; 
.10, 
T. 
.Ill 


.05 


2.64 
3.13 
2.48 
2.45 
3.77 
2.76 
4.29 


L71 
2.07 
1.87 
2.29 
1.'29 
2.30 
1.91 
2.23 
L09 
2.71 
1.34 
2.50 
2.57 
2.40 
1.99 
0.88 
2.35 
$2. 50 
2.53 
1.53 
1.72 
2.36 
1.63 
1.96 
2.22 
2.19 
1.59 
0.73 


Continued  on  page  5. 


Jam-aky   I'll  I 


('IJMAT()I,()(;i('AL  DATA:   I»KNNSY1AANI A   SKCTlON 


Dally  Precipitation  for  Jaiuuiry   1944-C,,MHm fr..,,,  I'bro  l 


Stations 


Counties 


Day  of  nioutb 


Al  1  KllHMJY 
(t-ontlnued) 
f'unxsutaw  nt<y- .  . . . 
initnoyville-'.  2.5 SK. 

RidRwny^ 

SaltsburgS 

Seivard- 

ShomoUI'.-\  fiW 

Sniothport'.'"',  1  SW  . 

Stroiigstowui.S 

Tiduosta-.  I  5SE  .... 

Titu>ville.  2S. 

Union  Cityi,  •'' 

Vauiiorgrift ' 

Warren- 

VouugsviUe'. '^ 

MoNO.V<i.\HELA 

CouHueuopS,  1.5  NW. 

Connellsvillo-' 

Douora' 

Green.<boro- 

Greeusburg.  2  S 

Irnin 

.Moversdale^ 

MurrTsvine//',5 

Newell" 

Pittsburgh  Arpt.//  '.5. 

Rices  Landing- 

Somerset 

Springs'!.  ISW 

L'nioutown 

Waynesburg 

Beaver 

Beaver  Falls2 

Butler 

Greenville 

Jame.stownS,  2XW. 
Mereer  Arpt. 3.2.5  NE. 

New  Castle,  1.5  \ 

Pennline.2,  IS 

Sharon^ 

Ohio 

Claysville^ 

Coraopolis^,  IE.. 

Midlands 

Mt.  Lebanon^ 

Washington',  * 

LAKE   DRAINAGE 

Erie",  5 

Raymond','' 


2      8 


Jefferson 

Armstrong.. 

Elk 

Indiana  .   . . 

Indiana 

Warren 

McKeau .... 

Indiana 

Forest 

Crawford. . . 

Erie 

W'morelaud. 

Warreu 

Warren 


Somerset. 

Fayette 

Washington..  . 

Greene 

W'morelaud.  . 
W'morelaud.  I, 

Somerset 

W'moreland. 

Fayette 

Allegheny . . . 

Greene 

Somerset 

Somerset.. . 

Fayette 

Greene 


Beaver 

Butler 

Mercer.     . . . 

Mercer 

Mercer 

Lawrence... 
Crawford. .. 
Mercer 


Washington  . 
Allegheny  ... 

Beaver 

Allegheny ... 
Washington . 


Erie 

Potter 


.14 
.0' 
.97 

."ie 

1.08 
.02 


1.25 
1.19 
.84 

i.a 

1.90 

'  .62 

.Ifi 
.47 
.04 


.20 


.32 


.30 
.22 

1.19 
.23 
.6» 
.70 
.84 

1.18 
.70 
.72 
.20 
.72 

1.13 
82 


1.01 
.7 
T. 

.85 
.26 
.25 
1.20 
.01 
.90 
.01 
71 
.37 
.12 
.19] 
.20 


.18 
.35 
.12 
.81 

■.'06 
.05 
.05 
.80 
.34 
05 

.'is 

.06 


.20 


... 


.02  1.01 
.15   .83 

.47   . 19 

...    .31 

.45 

.04|  .80 
.04 
.95 


,35 


T. 


.20 

.04 

.18 

.21 

.20 

.28... 

.  15  . . . . 


.80 


.11    .02 


13     14 


T. 


T. 


.10 

.0] 
Oil  T 
T.     .01 
T.      .05 
T. 


T.     T. 


.01 


T. 


T. 


.01 
T. 

T. 

i"".' 
T. 

■r'. 


16 


16 


18 


19 


T. 


.02   T. 


....  T. 
T.  T. 
.01  .01 
T.  i  T. 
.02j  T. 

T.';'.'62 

.   i  T. 


.-..IT. 
T.  I  T. 


T.  i  T    j... 


.21 


.10 

.02 

.04 

.'64I 
.03 
.08 


20 


21 


22 


.  13  . . 
.07.. 


.15. 


T. 


.121. 

T. 

T. 

.  021 . . . 


T. 


.06 


FOOTNOTES 


^„,,f^^^^^^^'^}*^^!^eTstoUowingstationii  indicate  liistance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office 

^le^r  l^?uTte^d^?o'a"un1fZ;t^;ea'r  Z^''     "  P-^*''"-"-  — >«  or  "stanTa^,"^ 
hours^endl^luteiraliernoo^'^'*''  precipitation  and  temperature  readings  are  for  24 
T.  .  Trace  (0.005  inch  or  less). 

Itaiil;,1fata&''polated^'''  '"''"''^'  "''^ '^^^^^''^'  "  i^^^icates  two  days  missing. 

?  Partly  interpolated. 

%  Incomplete. 

t  .\nd  other  dates. 

t  Received  too  late  to  he  iuclude<l  in  me^ns  and  summaries 
Included  in  next  measurement. 

//  Windshield  on  gage. 

.hp^ii^^'rJ!"'®"*''  %^^  '■'^S'^  '"  ^^^  morning:  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 

1  Midnight  to  midnight. 

^  Measured  in  the  morning  for  the  preceding  24  hours. 

,  I'ata  for  24  hours  ending  at  1:.30  a.  m.  of  the  following  day. 

t  S<^^t  available  used  for  stations  not  equipped  with  recorders. 

*  Recording  gage. 

5  At  a  fixed  hour  between  sunset  and  11 :00  p.  m 

'  Noon  to  noon. 


28 


24 


26 


.38 
.13 
.06 
.17 
.08 
.11 
.40 
.14 
.11 
.09 
.15 
.29 
.42 
.19 
.14 


T. 


26 


27     28 


.04  , 
.191, 


T. 


.37 


.09 


.76 
.94 
.42 
.33 
.54 
.07 
.04 
.12 
.79 
.88 
.06 
.22 
.35 


29     80 


81      I 


.10 


T. 


T. 


.75 


T. 


.02 


.03 


T. 


.04 


.02 


.04 


2.44 

52.70 
1.07 
2.18 
2.64 
1.30 

$0.88 
2.62 
1.98 
1.95 
0.96 

$2.17 
1.54 


2.00 
1.61 
1.60 
1.48 
1.56 
1.55 
2.47 
1.87 
2.31 
1.26 
1.48 
1.75 
■2.34 
1.61 
L41 


1.60 
2.33 
2.57 
1.90 
■2.15 
2.63 
L72 
■2.53 


1.67 
1.19 
1.38 
1.50 
1.46 


0.85 
51.18 


List  of  Chang^es  in  Station  DesignationB 

follow! •  '  "'""''  ^""^''^  ''"■^*'"°  "^  ^^'^  eculpment,  station  names  have  been  changed  m 


Boswell 

Dauphin 

Ford  City 

Grantvilie 

Jamestown 

Kregar 

McConnellstovvu 

Milroy 

Monroe  ton 

Neffs  Mill 

New  burg 

Putnevville 

Sheffield 

Williamsport4SE 


forrnerly  Laurel  Hill  Summit 

Peters  Mountain  Tower 

Crooked  Creek  Dam 

Manada  Gap 

Pyniatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Charter  Oak 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherrv  Grove 

Shaffers  Path 


m^misi' 


CLIMATOLOGIUAL  DATA:   PENNSYLVANIA  SECTION. 


January  1944 


Daily  Temperatures  for  January  1944 


Stations 


2       3 


Allentown  Arpt.M  NE../  Maxhnum.. 

\  Minimuru.. 
Allentown  ' )  Maximum  .. 

\  Minimum.. 
Altoona-4.5  SW /  Maximuuj .. 

\  Minimum.. 
ArendtsviIleS /  Maximum .. 

\  Minimum. 
Bethlehem ' /  Maximum .. 

\  Minimum .. 
Bradford-4  VV /  .vlaximum .. 

\  Minimum.. 

Brook vllleS /  Maximum .. 

\  Minimum  .. 
Burnt  Cabin9l-2  NE  . . . .  /  Maximum.. 

\  Minimum.. 

Butler /  Maximum.. 

\  Minimum.. 

Carli.-le /  Maximum.. 

\  Minimum.. 
Chambersburg6-1  SW.  ..  /  Maximum., 

\  Minimum.. 
Clarion6-3  SW /  Maximum. 

\  Minimum.. 

Claysville / /  Maximum. 

\  Minimum.. 
Coatesvillefi /  Maximum . 

\  Minimum .. 

Columbia )  Maximum. 

\Miuimum.. 
Coudersport (Maximum . 

\  Minimum. 
Curwensville'^-6  N  W  . . . .  /  Maximum. 

\  Minimum. 
Dgiryf" /  Maximum. 

\  Minimum. 

Donegal' /  Maximum . 

\  Minimum., 
Donoral I  Maximum . 

\  Minimum . 
Eagles  Mere  / )  Maximum . 

\. Minimum. 
East  Waterford6-3  SE. ..  /  Maximum, 

\  Minimum. 
Ebeusburg/ /  Maximum 

\  Minimum . 

EmporiumS-l  E /  Maximum . 

\  Minimum. 
Ephrata )  Maximum. 

\  Minimum  . 
Eriel /  Maximum . 

\  Minimum .. 
Everett'-O.S  BW (  Maximum. 

\  Minimum.. 
Ford  City 6-4  S /  Maximum. 

\  Minimum. 
Franklin/ I  Maximum. 

\  Minimum. 

Fredericksville-1  S /  Maximum. 

\  Minimum.. 
Freeland )  Maximum. 

\  Minimum .. 
George  SchoolB (  Maximum. 

\  Minimum.. 
Gettysburg )  Maximum ., 

\  Minimum.. 
Gordon )  Maximum. 

\  Minimum.. 
Greensburg-2 S /  Maximum. 

\  Minimum.. 

Hanover/ /  Maximum. 

V  Minimum., 
Harri.-iburgArpt.  1-3.5 S.  /  Maximum. 

V  Minimum.. 
Hawley-0.5  E I  Maximum. 

\  Minimum. 
Holtwoodi /  Maximum. 

\  Minimum. 
Huntingdon6 <  Maximum 

\  Minimum. 

Indiana /  Maximum . 

V  Minimum. 
Irwin )  Maximum. 

\  Minimum. 
Jamestown/-2  NW /  Maximum, 

\  Minimum. 
Johnsto\vn6-0.5  W /  Maximum, 

\  Minimum. 
Kane'-l  N /  Maximum 

\  Minimum. 


40 

45 

19 

26 

33 

36 

17 

19 

32!  U 
15  25 


30  38 


40  34 
22   14 


19  13 


34   36 


21   25 
10 


32 

38 

18 

15 

34 

38 

n 

16 

32 

42 

10 

8 

33 

42 

17 

16 

32 

40 

19 

17 

30 

36 

11 

2 

29 

36 

12 

7 

33 

42 

11 

8 

27 

34 

15 

11 

36 

40 

18 

12 

32 

41 

19 

13 

32 

39 

6 

6 

32 

42 

9 

13 

32 

41 

20 

15 

35 

42 

18 

14 

35 
-  1 
34 
15 
42 
13 

39 
12 
44 
22 
30 

2 
3d 
21 
37 

9 


13 


14  15 


16  17 


18 


19  20 


22  23 


24  25  26 


28 


29  30  31 


40  32 

19  22 

44  34 

20  20 
37  32 
15  21 

45  36 
18  25 
42  34 

21  28 

35  34 
6  2 

36  34 
15  12 


45  37 


35  30 


38|  36 

15  22 

36  32 

24l  19 

40'  37 

191  22 


291  28 

12,  13 

40  40 

21 1  2' 

36 1  36 

14'  22 

42,  39 

241  29 

30  25 

9  12 

32!  29 

25^  18 

34  28 

15  19 


39  25 
11   11 


201  25 


37 
211 

4o; 

19 
34  j 
141 
35' 
2-2 
32, 


33 
10 
31 

3^ 

-  9 

38' 

9 

36 

13 

40 

25 
42 
14 
30 
9 
40 
15 
29  38 
0   0 


48  43 


35  37 
15  24 


46 

27 

46 

34 

45 

35 

48 

26'  35|  27 

45,  40:  42 

29  30  21 


271  22 
43  39 


46  44 

32  iiV 

46|  47| 

28l  29' 

411  421 

211  30 

42i  46l 

31  29l 

37  48 

30  31 


44'  42 

38l  33 


43  40 

29i  31 

44i  37 

221  25 


61  68 
33  37 


59  56 

37  421 

591  59, 

32  371 

66l  54 

271  35 

55!  56 

34l  39 

59I  50 

281  22 


59  59     33 

49I  32     30| 

6I1  6IS    36 

37|  331     30l 

56:  U     321 

42,  31  i    27 

60!  52 

49I  32 

56j  35 

.SSi  28 


38.5 

23.5 

39.5 

23.1 

38.6'' 

21.2'' 

40.8 

23.9 

38,4 

25.4 

37.4 

16.6 

36.7 
20.3 
38.5 
19.6 
39.7 
23  a 
42.2 
21.8 
40,7 
23.2 
38.8 
20.9 


40.2 
•20.9 
41.1 
25.7 
42.  5 
22.8 
37.3 
16.1 
33.2 
19.3 
42.2 
25.4 

39.6 
21.0 
42.7 
27.7 
.33  4 
18.2 
35.8 
24.0 
34.5 
20.8 


38.3 
19.fi 
42.2 
24.  5 
36.3 
26  4 
40.1 
19,9 
41.2 
21.  6 
88.5 
21.6 

40.2 
21.2 
35.0 
22.0 
40.9 
24.2 
41.8 
24.7 
39.6 
21.1 
42.5 
19.9 


Coatinued  on  page  7, 
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CI,IMA'l'()l.()(;i("Al.   DATA:    I'KNNSVIA' ANI A   SKCTION 


stations 


Dally  Temperatures  for  Jauuury  1944    coiitiiuird  from  paKn  K 
9  I  10 


6 


8 


U     12 


13     14     16     16     17     18     19  M20     21     22 


28 


24 


26     26     27     28 


29 


80     81     Mean 


L,ftnoftst«<r 

LawTotuwIUe 

Lt'banou    

Ltnv  istOH  u  / -'2  S  VV . 

l/ook  llHven'"' 

Miimis  Hook' 


>lartinsburg3 

Mniu'li  Chunk-I  S\V.. 

Memlville,-!  S 

MercerS  J  5  NK 

Middletowni-1.0  \V.  . 
Midlnml' 

Moutrose/-3  K 

Mt.  Lebanon" 

Mt.  Pncono^-:i  N 

New  Bloonitield 

Newburg'  3.5N\V..  .. 
New  Castle- 1.5  N 

Palmertoni 

Park  Plat'i'S-l  N\V  ... 
Philadelphia  Arpt  ' . 
Philadelphia  CO. 1.  . 
I'hila.  Shawmont . . . 


.  I  Ma.\inium. 

\  Miuiimiiii. 
.  I  .Mii.Minum. 

\  .Miiiinnini. 
.  )  .MiiNinmni, 

\  Mniuiuiin. 
.  /  Maximum. 

\  .Miinimini. 

I  Mn.xiiiuiin. 

\  .Minimiiiii. 
.  I  Ma.xiniuni. 

\  Mininiuni.. 

.  /  Maximum. 

\  Minimum. 
.  I  .Maximum. 

\  .Miuiunim. 
.  I  .Miixiiimiii. 

\  Miuiiinim., 
.  /  .Maximum. 

\  Miuimum.. 
.  /  .Maximum. 

\  .Minimum  . 
.  /  Maximum. 

\  Miuinmm.. 


.  (  Maximum. 

\  Miuimuui. 
.  (  .Maximum. 

\  Minimum., 
.  /  Maximum. 

i  Minimum., 

(  Maximum 

i.  Minimum. 
,  /  Maximum 

I  Minimum.. 

/  Maximum. 

\  Minimum. 


/  Maximum. 
\  Miuimum. 
(  Maximum. 
\  Miuimum. 
/  Maxuiuuii. 
\  Minimum.. 
/  Maximum. 
V  Minimum.. 
I  Maximum. 
I  Minimum.. 


/  .Maximum. 
\  .Minimum. 
/  Maximum. 
\  Minimum.. 
/  .Maxinium. 
(  Minimum. 
/  .Maximum. 
\  .Minimum. 
(  Maximum. 
\  Miuimum. 
I  Maximum. 
^  Minimum. 


Quakertown-0.5  E /  Maximum . 

I  Minimum. 
Readingl /  Maximum. 

\  .Minimum. 
Ridgway  / (  Maximum. 

\  Mininnnn. 
Scranton' /  Maximum. 

\  Minimum. 
Selinsgrove /  Maximum. 

\  .Minimum., 
Sharon (  Maximum. 

\  Minimum., 


Philipsburg3.7  k 

Phoenixville-1.5  SE  . . . 
Pittsburgh  Arpt  Sta.i.. 
Pittsburgh  City  Office' . 

Port  Clinton/ 

Putueyvlile-2.5  SE 


Somerset /Maximum.. 

\  Minimum.. 
SpringgC-l  SW /  Maximum.. 

\MinimumV 
State  College' i  Maximum* 

\  Minimum.. 
Stroudsburg-2  E (  Maximum.. 

\  Minimum.. 
Tamarack /-'2  S /  Maximum.. 

\  Minimum .. 

Tionestafi-1.5  SE (  Maximum. 

\  Minimum.. 
Titus ville-2  S /  Maximum. 

'  Minimum.. 
TowandaS-l  E )  Maximum.. 

>,  Minimum.. 
Uniontown /  Maximum.. 

\  Minimum.. 
Vandergrifti  I  Maximum.. 

\  Minimum.. 


42  i  40 

20!  18 

30l  34 

19  24 

■111  33 

22  19: 


26; 

20 
■111 
19i 
30| 
21 
33 
26l 
3f 
19 

2»: 

19 

381 
22 
39 
27 
27 
19, 
36 
25 


25  2.'i 

41  361 

29  29i 

•JO  38 

23  20 


29: 

15, 

36: 

15 
38^ 
22 
41 
25' 
32, 
16 
39 
18 

35 

11 
34 

22 
37' 

18^ 
37, 
26 


33      38 


35 1     36 

3?!     42 
14!     28 


35  40 

27  30 

38i  46 

28!  34 

36|  48 

17  27 

331  41 

29i  32 


34 


36  36 

31 1  33 


34j  51 

12!  281  32 

33  32|  44 

121  25i  31 

33i  34i  39 

19:  28l  26 

381  34'  47 

11  25!  28 

24!  28  31;  39 

I'M    20  19  23 


40!  ■  36!  51 

18i  26'  27 

37:  36i  47 

18,  29'  27 


38 

361 

43 

27 

26! 

27 

86 

40! 

41 

20 

34! 

34 

40 

391 

50 

19 

33 

33 

85  41 
18 
34 
13 


83  45 
151  10 


311 
20 
32 
19 
SOi  81 

12I  /O 

36{  30 

^(ii  13  19 

38!  34  47 

27  21 


32j  35 
let  11 


28 

-12 

22 

-12 

24 

3 
28 

3 
24 

1 

22 
9 

22 
2 

28 
6 


3S 
17 
32  41 
14  15 


26!  26 


40 

-  3 

37 

6 
37 

9 
36 

5 
32 
12 


22  37 

14  18 

29  ;<5 

in'  15 


24!  25 
131  10 


40  30 
18  17 


37 
12 
36 
14 
35 
16 
41 
15 
33 
11 

36 
12 
35 
12 
39 
18 
38 
17 
39 
16 


34   38 


16 

28 

2: 

27 

13 

14 

35 

35 

12 

18 

38 

36 

14 

14 

35 

33 

10 

12 

40 

38 

23 

27 

39 

41 

21 

22 

39  42 
16  17 


16]  22 

32i  38 

2  16 

301  33 

9  13 


401  44 

9!  12 

36!  38 


3! 
41, 


20;  23I 

42!  36 
16!  19! 


50  46 

22  32 

48!  4t 

2«!  32 


43  41 

■61  31 

38|  32 

30|  28 

48,  45 

28:  32 

48i  46 

3ui  37 

47!  45 

25!  31 


:!9,  34' 
29!  -M 
48  46 
19i  28 
45  41 
30 
44 
32 
45 
29 
39 
32 


41 
27 
44 
36  31 


48  36 
33  26 


28  28 


46  44 

32  22 

36  85 

2fil  18 

44  44 

.■J2'  24 


57|  34 


30 
49 
35 
41 
32 
42 
34 
42 
29 
54! 
32 

44 
35 

46 
38 
t^O!  35 
351  33 
48  -13 
40|  35 


421  42 

32  22 

49  38 

32  21 

1 

40  39 


46  43 

32|  28 

43  42 

34  20 


54 
20 
51;  59i 
20i  30| 
47'  tiO; 
23!  -58! 
46 
16 


33i     45 
15      14 


40     45!  38  35 

34     25  30  10 

47:  41;  36 

2b!  29!  U 

48!  40|  39^ 

30;  33'  20I 

46!  '^^'  42J 

32!     31  35  24' 

48      46'  44  40; 

33,     30:  20  25! 


59     53 
45     38 


62i  51 

281  29 

61  60 

40  43 


57! 
32' 
61 


26      35, 


60'    55 
30;     35 


60;  45 

45[  34 

69;  42 

37:  35 


58'     54 
43;     32 


47  42 

37l  36 

641  59 

51'  3d 

62:  53! 

46:  36! 


35     37. 7 


30     40 


36;  38 

28!  24 

42;  39 

30!  15 

34 1  3m 

25|  18 

35!  35 

2H|  II 

32i  33 

28,  18 

37]  37 

2ti|  16l 

37,  421 

31;  31 

38'  40' 

27,  24  i 


43.0 

21  .5 
39.0 

20.  2 
41.1 

22.  7 
41.1 
28.  3 
38.7 
23,5 
44.3 
30.6 

35.8 
22,6 
37.  7<; 
19.  yc 
36.8 

21.  1 
36,5 
21.3 
40.9 

23.  6 
40.3 
24  7 


32.3 

18.4 
411.5 
25.2 
33,7 
18.2 


42.5 
23.8 
41.7 
24,5 

38.8 
23,2 
33.0 
21.4 
41.6 
26.6 
■12.1 
29,8 
42,1 
25.  H 


33.8 
18.4 
45.1 
22.0 
39.9 
25.8 
41.6 
28.4 
39,3 
21.4 
39.4 
22.6 


40     39.1 
15     20.2 


41.5 

26.8 


16.9 
37.6 
23.7 


40.5 
26.7 


39.4 
19.6 
37.7 
19.3 
37.2 
23.  3 
41,2 
20.7 
33  3 
19.4 

38.8 
19  5 
.38.6 
21.6 
38.  7 
20.8 
43.2 
26.9 
42.  2 
24.3 


Continued  on  page  8. 


CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


January  1944 


Daily  Temperatures  for  January  1944— Continued  from  page  7. 


Stations 


Warren^ /  Maximum. 

\  Minimum.. 
Waynesburg /  Maximum. 

\  Minimum.. 
Wellsboro/ /  Maximum. 

\  Minimum.. 
West  Cliester /  Maximum . 

\  Minimum.. 
Wilkes-BarreS /  Maximum. 

X  Minimum., 

Williamsport /  Maximum. 

\  Minimum. 
Willi  amstown /  Maximum  . 

X  Minimum.. 
Woodward3-2  NK /  Maximum. 

X  Minimum. 
York-3  SW /  Maximum. 

X  Minimum. 


22 
10 
26 

4 
25 
-  2 
29 
10 
1 

5 

28 
7 

26 
7 

18 
2 

31 

11 


34 
11 

32 
13 
33 
-  -l 
32 
19 
35 
13 

32 
11 
32 
16 
25 
11 
36 
15 


15 


16 


18 


20 


21 


22 


23 


24 


25 


26 


27 


62     41 
31      31 


63 

59 

29 

40 

63 

.54 

22 

33 

64 

66 

34 

30 

,57 

55 

32 

30 

,53 

51 

2H 

29 

64 

63 

22 

31 

58 

54 

42 

45 

68 

66 

29 

31 

28 

29 

30 

31 

5ft 

49 

32 

31 

40 

,32 

27 

18 

62 

■58 

40 

40 

,50 

32 

29 

23 

61 

39 

35 

35 

36 

33 

28 

15 

64 

48 

45 

43 

48 

38 

32 

28 

,50 

45 

37 

40 

34 

34 

21 

17 

.52 

47 

42 

37 

41 

34 

31 

20 

63 

54 

Vi 

49 

36 

18 

57 

?S 

35 

3.5 

34 

30 

21 

20 

67 

64 

45 

44 

39 

39 

35 

23 

Mean 


.36.8 
20.6 
42.5 
22.7 
37.2 
17.6 
41.3 
26.3 
38.7 
21.0 

38.4 

22.6 

41.8' 

21.7' 

.33.  n 

21.2 

44.2 

22.9 


[See  page  5  for  explanation  of  reference  marks]. 


PRESSTTBE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Atmospheric  pressure 
(reduced  to  sea  level) 


Erie 30.57 

Harrisburg [  30.53 

Philadelphia  . . . . ,  30.  57 

Philipsburg 30.52 

Pittsburgh [  30.59 

Reading i  30.58 

Scranton I  30. 53 


13 

28.  84 

17 

29.  69 

17 

29.64 

13 

29.70 

13 

29.  72 

17 

29.  70 

17 

29.62 

Wind* 


a 
% 

I- 
go 
a>  o 

<  > 


7.7 
10.0 
12.1 
10.2 
11.0 

6.8 


g 

II 


SW. 

nw. 


ne. 
nw. 


Relative 
Humidity 


82 
57 
60  71 
'2  82 
65  71 
55  I  54j 
71t! .... 


26 

48 


1044 

1001 
903 

1205 
995 
958 

1064 


BIVEK  CONDITIONS 


Stations 


Rivers 


Date 

Lowest  stage 
Date 

•  For  any  flve-minute  period.  "  Corrected  to  true  velocities. 

t  12:00  noon,     t  4 :00  p.  m.       *  Also  other  dates.       »  One-minute  interval. 


Port  Jervis.N.  Y 

Easton 

Lehighton i 

Reading 

Wilkes-Barre 

Williamsport ; 

Newport i 

Harrisburg 

Schenley,(nr)Lock  No.  5. 

Sutersville 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland.  Dam  No.  7 


Delaware 2. 1  [    3.0 

Delaware 1-  B       4. 8 

Lehigh 2.9       3.6 

Schuvlkill I  4.2       7.9 

N.  Br.  Susquehanna..  2.4'     5.1 

W.  Br.  Susquehanna.  I  1.2:    5.0 

Juniata l  4.4  !     8.8 

Susquehanna 3. 9       4. 9 

Allegheny 13.3     19.8 

Youghiogheny j  4. 1  ,    9.2 

Monongahela 13.1     17.6 

Ohio •    I      • 

Ohio •    i  19-3 


30t 

1.5 

I 
24 

6 

0.5 

17 

29 

2.3 

4  1 

6 

3.2 

3 

31 

1.8 

19 

31 

0.4 

18  1 

'29 

3.2 

13  1 

5 

3.4 

17 

29 

12.0 

19 

29 

3.0 

23 

5 

11.2 

• 

17 

30 

« 

1 

18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


Pool  stage. 


t  On  other  days  al.so. 
W.  B.  O..  Phnadelphia-3-25-44-975. 


U.  S.  DEPARTMENT  OF  COMMERCE.  WEATHER  BUREAU 
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PENNSYLVANIA  SECTION. 

L.  F.  CONOVER 
HABSISBURO.  PA. 


Vol.  XLIX. 


Febkuary   1944. 


No.  2. 


OENEKAL  ST7MMARY. 

The  mild  open  weather  of  January  was  continued,  to  a  lesser 
degree,  in  Februarj'.  The  accumulated  average  daily  surplus 
for  these  two  months  is  1.6°.  Temperatures  were  mild  early  in 
the  month  but  fell  sharply  during  the  second  decade  when  low- 
est readings  were  general  and  a  shortage  of  fuel  confronted  homes 
and  businesses.  This  condition  was  alleviated  during  the  last 
week  as  temperatures  averaged  well  above  normal  and  highest 
maxima  of  the  month  occurred. 

Precipitation  was  deficient,  mainly  as  the  result  of  the  un- 
usual movement  of  pressure  systems.  Travelling  rapidly,  their 
paths  lay  to  the  north  or  south  so  that  the  State  did  not  feel  the 
full  effect  of  the  storms.  In  .spite  of  the  deficiency,  frequency 
of  occurrence  was  about  normal.  The  accumulated  deficiency 
for  the  year  is  now  1.85  inches.  Snowfall  was  about  normal, 
but  more  than  double  the  amount  received  in  .January.  The 
snow,  frequently  accompanied  by  sleet  and  freezing  rain,  created 
dangerous  road  conditions.  Cindering  crews  were  kept  busy  and 
utilities  encountered  some  difficulty  in  maintaining  their  services. 
The  worst  storm  was  that  of  the  11- 12th  when  a  man  died  in 
Philadelphia  as  a  result  of  a  fall  on  the  slippery  streets. 

Thunderstorms  were  reported  on  the  22d  at  northern  stations 
and  on  the  27th  at  southern  stations.  The  former  were  more 
general.  Wind  damaged  property  in  Pittsburgh  on  the  22d.  A 
meteor  was  seen  by  a  resident  of  Hanover  in  the  earlv  hours  of 
the  24th. 

The  past  winter  was  the  driest  of  record  with  an  average  of 
5.24  inches.  The  previous  record  was  5.26  inches,  established 
in  1901.  December's  temperature  deficiency  was  overcome  and 
the  average  for  the  period  was  normal.  Snowfall  during  Decem- 
ber was  only  13%  of  the  season's  15.8  inches.  As  a  result  of 
this  and  the  higher  temperatures  prevalent  in  January  and  Feb- 
ruary, the  snow  cover  was  inadequate  throughout  the  period. 
Winter  grains  and  new  seedings  suflfered  and  the  condition  of 
winter  wheat  and  rye  is  reported  the  poorest  in  the  last  eight 
years,  although  the  root  system  is  generally  good.  Farm  work 
was  well  advanced  as  the  month  closed.  g.  w.  s. 


TEHtPEBATXTRE. 

The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  87  stations  was  29.4°,  which  is  1.0°  above  the  57-year 
normal  for  February.  The  highest  monthly  mean  was  37.2° 
at  Marcus  Hook,  and  the  lowest  was  21.2°  at  Kane.  Ex- 
tremes ranged  from  a  maximum  of  67°  at  Phoenixville  on  the 


24th  and  at  Uniontown  on  the  27th  to  a  minimum  o 
Bradford  and  Kane  on  the  19th. 


r  -18'^  1,1 


PRECIPITATION. 

The  average  precipitation  for  the  State,  a,s  deduced  from  the 
observations  at  197  stations,  was  2.00  inches,  which  is  0.81 
inch  below  the  57-ycar  normal  for  February.  The  greatest 
monthly  amount  was  4.18  inches  at  Springs,  while  the  least 
was  0.90  inch  at  Milroy.  The  greatest  amount  recorded  in  any 
24  consecutive  hours  was  1.72  inches  at  Meadville  on  the  22-23d. 

The  average  snowfall  for  the  State  was  9.4  inches,  which  is  1.3 
inches  below  the  57-year  normal.  The  greatest  monthly  snow- 
fall was  24.5  inches  at  .Johnstown.  The  greatest  fall  for  any  ob- 
servational day  was  9.3  inches  at  Rush  on  the  11- 12th. 


COMPARATIVE   DATA  FOB   FEBBXJABY 


Year 


Temperature 

Precipitatiou 

No.  of  days. 

oo 

a 

<6 

a) 

2 

2^ 

n  0)       ^ 

xs- 

be 

'f- 

0) 

1)0 

■"  t;        S 

t:  3 

S 

a 

o 

< 

=;S       5 

1888. 
1889. 
1890. 
1891. 
1892. 
1893. 
1894. 
1895 
1896. 
1897. 
1898. 
1899. 

lyuo. 

1901. 

19U2. 
1903. 
1904. 
1905. 
1906 . , 
1907., 
1908.. 
1909.. 
1910.. 
1911.. 
1912.. 
1913.. 
1914.. 
1915.. 


1916. 

1917. 

1918. 

1919. 

1920. 

1921 

19-22. 

1923. 

19-24. 

19'25. 

19i6. 

19-27. 

1928. 

1929. 


1930 

1931 

1932. 

1933. 

1934 . 

1936. 

19.36. 

1937. 

1938. 

1939. 

1940. 

1941. 

1942. 

1943., 

1944. 


28.4 
23.0 
37.0 
34.8 
31.6 
27.3 
■27.6 
20.2 
29.4 
30.6 
29.4 
22.7 
27.1 
21.7 

2:^  9 
30.5 
21.8 
•20.8 
28.0 
22.8 
24.8 
35.8 
26.6 
31.0 
23.7 
27.4 
21.8 
33.3 

•25.7 
25.6 
28.2 
32.0 
•25.6 
32.8 
33.0 
24.6 
26.9 
35.6 
28.7 
36.0 
.30.3 
28.0 

35.1 
31.9 
35.3 
31.3 
18.1 
28.9 
21.5 
31.4 
34.1 


63 
60 
79 
70 
62 
60 
64 
60 
65 
67 
72 
67 
81 
57 

64 
68 
68 
59 
79 
56 
04 
73 
65 
66 
69 
67 
65 
73 

67 
68 
69 
66 
62 
76 
74 
58 
70 
71 
65 
69 
65 
69 

80 
66 
83 
68 
59 
66 
69 
77 
74 


Period  . 


33.7 

74 

'29.4 

63 

26.5 

62 

26.9 

58 

29.9 

75 

29.4 

67 

•28.4 

83 

-31 

-27 

0 

-7 
-18 
-16 
-24 
-26 
--21 

-14 
-16 
-39 
-17 
-22 

-24 
-17 
-27 
-28 
-21 
-■20 
-29 

-9 
-22 

-8 
-27 

-9 
-27 

-9 

-22 
-29 
-34 

-7 
-20 
-15 
-19 
-•20 
-25 
-11 
-13 

-8 
-IT 
-20 

-18 
-16 

-8 
-15 
-34 
-•26 
-27 
-12 

—4 
-10 
-19 
-14 
-21 
-27 
-18 

-39 


2.50 
1.96 
4.32 
4.61 
1.75 
8.92 
3.53 
1.22 
4.90 
3.28 
2.^23 
4.05 
4.22 
0.96 

3.99 
4.49 
2.41 
1.70 
1.70 
1.91 
4.65 
4.84 
3.59 
2.27 

2  20 
1.84 
2.78 
3.90 

3.08 
1.46 
2.46 
2.23 
2.44 
2.89 
1.99 
2.16 
2.94 
2.16 
4.06 

3  48 
3.42 
2.87 

2.69 
1.98 
1.64 
2.. 30 
1.31 
2.67 
2.33 
2.32 
2.88 
4.1.S 
3.16 
1.04 
2.62 
1.71 
2.00 

2.81 


7.2 

8.7 

8.6 

5.6 

6.3 

26.4 

■22.7 

13.2 

10.5 

10  3 

6.1 

23.6 

7.0 


14.3 

10.8 

6.8 

9.7 

6.8 

18.2 

23.6 

4.0 

18.0 

11.1 

6.5 

5.7  I 

23.5 

2.0 

14.3 
8.0 
2.9 
4.7 

18.3 

18.4 
7.7 

11.7 

16.3 
2.1 

23.3 

16.5 
6.7 

11.7 

3.9 

8.2 

2.9 

9.4 
14.4 
14.4 
12.3 

6.5 

3  9 

6.2 
19.3 

7.6 

9.4 

7  8 

9.4 

10.7 


11 
12 
14 
14 
16 
14 
11 

8 
13 
13 
12 
13 
14 

9 

12 
11 
12 
10 
9 
9 
12 
18 
12 
16 
10 
U 
11 
14 

14 
10 
10 
10 
12 
12 
10 
12 
11 
10 
15 
13 
12 
10 

13 
12 
11 


13 
11 
11 
14 
12 
15 
11 
12 
11 
14 
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OUmatoloKical  Data  for  February  1944 


Stations 


Counties 


AtlmMc  Drainage 

Allentown 

Altoona^4.5  W 

Bethlehem.......  •••■■• 

Burnt  Cabms-2  NE 

Carlisle.   ...   ■■■■a-^--- 

Chambersburg-1  SW.. . 
Coatesville.      ■•,■•:;- 
CurwenhViUe  Apt-6  NW 
Eagles  Mere.. ......  •... 

Eiist  Water ford-3  b.  .  . 

Emporium  1  E 

Ephrata • 

Everett-0.  5  SW 

Freelandtt 

George  SchooUl 

Gettysburg  IT 

Gordontt 

Hanoverll- ■.■■•■  •••■„• 
Harrisburg  Arpt.-d.s  &. 
Ha\vley-0.5E 

HoltwoodlJ  •  •  • 

Huntingdon:! 

Lancastern....; 

Lawrence  villell 

Lebanon. U....^ 

Lewistown-2  SW 

Lock  HavenJI.. 

Marcus  Hookll 

Martiusburg. 

Montrose-3  hXX . . . .  • .  ■ 
Mt.  Focono  Arpt.-iM 

Palmertonlt ■  • 

Philadelphia  Airport. 
Philipsburgt-7  E.  ,. . . 
Phoenixville-1.  5bE... 
Port  Clinton n..^..... 
Quakertowntt-0. 5  E.  . 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-2  E 

Tamarack-2  S 

TowandaU-1  E 

Wellsborott... 

West  Chesterll. 

Wilkes-Barre  It 

Williamsportlt. 

Willianistnwn  tX 

Woodward-2  NE 

York-3SWtt 


Division  mean — 
Ohio  Drcdimge 


Bradford-1  W 

Brook  ville 

Butler 

Clariontt-3  SW 

Claysville..... 

Coudersportll 

Derry 

Donf  gal 

Donoratt 

Ebensburg 

Ford  City -4  S 

Franklin..  .■•...  •■ 
Greensburgit-2  S.  .  . 

Indianatt 

Jamestown-2  NW... 
Johnstowntt-O.S  W. 
Kane-lN.  .......   .. 

Meadvillett-1  S 

jridlsnd 

NewCastlett-l.SN  . 

Pittsburgh  Airport. 

Putneyville-2.  5  SE  . 

Ridgway 

Sharon 

Somerset 

Springs-l  SW 

Tionesta-1.5  8E 

Titnsville- 2  S 

Oniontown  tt 

Vandergriftit 

Warren     

Wayne.sburg 


Division  mean. 


Lake  Drni.nage 

Erie 

State  mean 


Lehigh 

Blair 

Northampton 

Fulton 

Cumberland 

Franklin 

Chester 

Clearfield. 

Sullivan . . 

Juniata.. . 

Cameron 

Lancaster, 

Bedford 

Luzerne 

Bucks 

Adams 

Schuylkill 

York 

Dauphin 

Wayne 

Lancaster. . . 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin . . 

Clinton 

Delaware 

Blair. 11.493 

Susquehanna 

Monroe 

Carbon 

Philadelphia 

Centre 

Chester 

Schuylkill 

Bucks 

Berks 

Lackawanna. . 

Snyder. 

Centre 

Monroe 

Clinton 

Bradford.. 

Tioga. 

Chester... 

Luzerne.. . 

Lycoming 
Dauphin  . 
Centre  — 
York 


Observers 


McKean 1.680 

Jefferson 1.J22 

Butler \\'^'l 

Clarion ii.^i* 

Washington 
Potter 

Westmoreland. 
Westmoreland 
Washington  . . . 

Cambria 

Armstrong. 

Venango 

Westmoreland 

Indiana 1.3W 

Mercer ',1.050 

Cambria |1.6o0 

McKean il.750 

Crawford [l.Oeo 

Beaver.. \    "S" 

Lawrence 900 

Allegheny 1,286 

Armstrong 1, 270 

Elk 11.383 

Mercer. 940 

Somerset 

Somerset 

Forest 

Crawford.... 

Fayette 1.040 

Westmoreland  "'"^ 

Warren 

Greene 


Allent'n-Bethleheiii  Gas  Co. 

Citv  of  Altooua. 

Lehigh  University. 

Penua.  Turnpike  Conim. 

Clarence  E.  Miller. 

William  B  Spear. 

Howard  L.  Pyle. 

U.  S.  Weather  Bureau. 

Carl  E.  Bigger. 

U.S.  Weatlier  Bureau. 

Mrs.  Heku  C.Haas. 

Ira  J.  Keath. 

Penna.  Turnpike  Comm. 

Andrew  B.  Evan.sha. 

I'rof.  N.  W.  Swayne. 

Dr.  Henrv  Stewart. 

Miss  Sallie  M.  John.son 

Hanover  Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  ct  Power  Co. 

Prof.  Paul  R.  Yoder. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling 

I^ebanoii  Valley  Gas  Co 

I'enua.  Dept.  of  Highway-. 

William  li.  Kellev. 

Sun  Oil  Co. 

Civil  .Veronautic-  Authority 

Harrv  S.  Fancher. 

V.  S.  "Weather  Bureau. 

New  JerM'V  Zinc  Co. 

V.  S.  Weatlier  Bureau. 

U.  S.  Weather  Bureau. 

Phila. -Suburban  Water  Co. 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E.  .-iwartz. 

Mrs.M.  Ordelia  Parks. 

M.  S.  Bliss. 

(;lvde  T.  Saylor. 

U.  S.  Communication  Sta. 

John  D.  McEwen. 

Gordon  E.  Lower. 

U.  S.  Weather  Bureau. 

York  Water  Co. 


Citv  Water  Dept. 

Civil  Aeronautics  .Vutli'y. 

Butler  Eagle. 

Penuii.  Electric  Co. 

Walter  B.  Paget. 

Philip  R.  Shaw. 

Miss  N.  Dixie  Wineman. 

Penna.  Turnpike  Comm. 

Donora  Zinc\Vorks. 

Miss.  Emma  H.  Eastman. 

U.S.  Engineers. 

William  K.  Fuller. 

Westmoreland  Water  to. 

Indiana  State  Teachers  Col. 

Pa.  Dept.  Forests  &  Waters. 

Robert  Tross. 

Spring  Water  Co. 

City  of  Meadville. 

Pefrv  P.  Campbell. 

New  Ca-stle  Water  Co. 

U.  S.  Weather  Bureau. 

U.S.  Enginetr^. 

West  Penn  Power  Co. 

Carnegie-Illinois  Steel  Corp. 

D.  L.  Grove. 

Allen  E.  Yoder. 

U.  S.  Engineers. 

Arthur  M.  Stokes. 

William  W.  JIarsteller. 

Carnegie-IUiuois  Steel  Corp 

Merrell  L.  Jordan. 

Thomas  S  Knox. 


U.  S.  Weather  Bureau. 


Erie 


[See  page  13  for  explanation  of  reference  marks.] 
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Dally  PreoipltatloD  for  Kebruury  1944 


Stations 


Day  of  month 


1       2       8       i       5       e       7       8       9      10     II      I'i      18     14      15     16     17      IH     lU 


ATLANTIC 

DRAIN AUK 
/Wiii/iiir  linsiii 

I'PrKK  I>K1  A  WAKK 

IMuKUians  Kerry",  0.5  K 

Hrtwloy-.0.5K 

lloUistorvillp- 

LakevilU>-.  IN 

Matamoras-, 

Mouut  t'ooono-',  'J  N  . . . 
Pli-asant  Mount'. •\  1  \V 

Stroiui.-burg:.  2  K 

TanuorsFall.'!'.\  1  SE. 

LKHlCiH 

.Vlleiuown  .\rpt''.  4XK 

.■VUeniown- 

Bethlehoni'.'* 

Blakeslee  Corners'.''', 

GouUlsboro- 

Lansford- 

Mauch  Chunk,  1  8  W. 

New  Tripoli 

Palnievtou'.s 

Zions\ille,  1  S\V 

ScHrvi.Mi.i. 

Conshohocken 

Frederick.- villein.  \  S.  . 

Freelaud- 

Gratersford^ 

Phoeuixville-.  1.5  SE. 

Port  Clinton^ 

Pottstown'-.  0.0  S 

Pottsville- 

Roadiug'.  ^ 

Werners  villeS 


Piko 

Way  no 

Wayne 

Wayuo.. . . 

Pike 

Monroe... 

Wayne 

Monroe  . . 
Wayne 


I^high 

Lehigh 

N'rthampton 

Monroe 

Wayne 

Carbon 

Carbon 

Lehisrh 

Carbon. ...... 

Lehijfh 


LOWEK    DkI  AWARE 

Coatesville'' 

Doylestown, 

George  School  •> 

Marcus  Hook2 

Philadelphia 
Airport  Station'. '' 

City  Office',-'^ 

Shawmont.. 

Quakertown,  0.5  E... 

West  Chester 

West  Grove',  1.5  SE. 

Si'sgiiffiannit  Basin 

CUE.Ml'NG 

Austiuburgi,*,  2  W. . 

Centenille- 

Covington- 

Lawrenceville. . 

NdRTii  Branch 

Canton^,  1  NW 

Danvillp2      

Millville'.s 

Monroeton^.  2  S 

Montros(>2.  3  E 

Onveir",  3  N 

Park  Places,  INW... 

Pikes  Creek.'. 5 

Rush-.  (iS 

Scranton'.s 

Susquehanna^ 

TovvandaS,  IE 

Tunkhannockl,5 

Wilkes-Barre" 

WE.ST  BliANCH 

Ansonia2,  2  \V 

Bald  Eagle',  i 

Carrolltowu- 

Carter  Camp',  ■'• 

Cedar  Run2 

Clearfield^ 

CurwensvilleS    6  NW 

Driftwood','' 

Dushore',-"" 

Eagles  Mere2     

Emporium-,  IE 

English  Centeri,6.... 

Galeton 

Karthau,s2 

Lock  Haven2 .'.' 

MedixRun',5.. 
Philipsburg'*,  7E.... 

Renovo2 

State  Collegers ; 


Montgomery 

Berks 

Luzerne 

Montgomery 

Chester 

Schuylkill  ... 
Montgomery. 
Schuylkill... 

Berks 

Berks 


Chester 

Bucks 

Bucks 

Delaware.. . 

Philadelphia 
riilladelphia 
Pliiladelphia 
Bucks  ...... 

Chester 

Chester 


T. 


T. 


.02 


T. 


T. 


T T. 

.02....    T. 


Tioga .... 
Bradford  , 
Tioga  .... 
Tioga 


Bradford. 
Montour.. 
Columbia, 
Bradford  . 
Susquehanna 

Bradford 

Schuylkill . . . 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . . . 
Wyoming..  . 
Luzerne 


.03 


Tioga  

Blair 

Cambria 

Potter 

Lycoming.,. 
Clearfield  .  . 
Clearfield. .. 

Cameron 

Sullivan 

Sullivan. . . . 

Cameron 

Lycoming... 

Potter 

Clearfield... 

Clinton 

Elk 

Centre 

Clinton 

Centre 


.05 


T. 


T. 


.13 


.01 


.01 


T. 


T. 


T.      T. 
.03    T. 


T. 


T. 


T. 


.01  .. 


.02 


T. 


T. 


T. 


T. 


T. 


T. 


.03 


1.05 
.30 


..SO 


.07 


.35  .H 

32  .2« 

.38  .12 

.01  .41 


.30 


.07 


.113 


.21 
.02 
.  15 
.06 
.30 
20 
.16 
.Olj 
.081 
.471  T. 
.151  .OH 
.04 


.05 


.28 


,4» 


.06 


T. 


20 


.09 


.06 


.03 


22     28     24     26 


26 


27 


.28 


.18  ... 
.20   T 


22    .04 


.09 


.06 


.52 


.12 
.43 
.49  .... 


.06 


.28 

.10 

.54 

.33 

.08 
.04 
.20 
.39 

.51 

1.46 
.26 
.24 
.04 
.05 
.50 
T 


.34 


L02 


.38 


28 


29 


.02 


T. 


80 


.47... 
.34  ... 
.  23  . . . 

.bb\... 

.29  . .. 


T. 


.10 

.20 
.24 
.64 

.04. 

.07 

.25 

.29 

.10 

.40 


.19 


.18 


.06 


.01 


T. 


Z30 
1.97 
2.06 
2.18 
1.06 
3.44 
1  87 
1.90 
2.00 


2.00 
2.20 

{2.30 
2  13 
2.24 
1.87 
2.69 
2.20 

J2.36 
3.06 


2.16 

2.30 

1.72 

2.39 

2.03 

2.30 

2.09 

1.54 

1.97 

1.77 

$1.95 

2.02 

2.  :W 

2.04 

1.93 

1.99 

2.4H 

2.56 

1.92 

$L78 

2.84 
1.63 
1.62 
1.69 


1.80 
1.45 
1.23 
1.13 
2.31 
1.27 
1.34 
1.44 
1.72 
1.31 
2.46 
1.24 
1.62 
1.04 


1.64 
2.  15 
2.76 

2  n 

2. 05 
2.38 
2.79 
1.66 
1.22 
2.16 
^l.  84 
55 
2.66 

1.25 
2.  02 
2.54 
1.90 
1.12 


CoDtiuuec}  on  page  12. 
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Daily  Precipitation  for  February  1944 -Continued  from  page  11 


Stations 


Counties 


Day  of  month 


2       3 


7       8       9 


West  Branch 
(continued) 

Tamarack^,  2  S 

Wellsboro'^i 

VVilliamsport2 

Williamsport2,  4SE.  .. 

Juniata 

Altoona,  4.5  W 

Breezewoodl,  0.5  E 

Buffalo  Mills- 

Burnt  Cabinsi,  2  NE... 
EastWaterford2,3E... 

Everett'-.  0.5  SW 

Huntingdon  '^     

Lewistown^,  2  SW 

Mapleton  Depot^ 

Martinsburg3 

McCounellstown2.4NW 
Neffs  Mills',*,  3.5  NE.. 

New  Bloomtield 

Newport'^ 

Saxton^,  1  W 

ShadeGapi,5.0.6SW.. 

LwK  Susquehanna 

Areudtsville''' 

Bloserville,  1.5  N 

Carlisle 

Columbia 

Dauphin'^,  3  N 

Ephrata 

Glen  Rockl.s 

Gordon 

(irautville,  4  NW 

Hanover'- ■•  ■  ■   •• 

Harrisburg  Apt',  5,3.5 S 

Holtwood^ 

Huntsdale^ 

Kirkwood',5,  ISW. 

Lancaster 

Lebanon^ 

Middletown',  1.5W.. 
Miliersburgl,5,2E  . 

Milroy'-,  5  N 

Newburgi.3.5NW... 

New  Park. 

Pine  Grove^,  1.5  NE  . 
Ringtown^,  1.5  SW.. 

Selinsgrove 

Shippensburg 

Sunbury2  

Williamstown^ 

Woodwards,  2  NE.... 

York,  8SW 

York  Haven2  . . 

Potomac  Basin 
Chambersburg2,  1  SW. 

Gettysburg 

Hewitt).  5,  2  SW 

Ilyndman^ 

McConnellsburgS 

Mercorsburg'- 

South  Mt.  San't'ni2  . . . 
GULF   DRAINAGE 
Ohin  Basin 
Allegheny 

Acmetonia^ 

Aliens  Mills'.  5; 

Blairsville^,  6NE 

Boswell'-'.e  NW 

Bradford,  4  W 

Brookville" 

Buckstown'.  5 

Clarion^,  3  SW 

Coudersport 

HerryS 

Donegal' 

Dunlo'.'\0.5SW 

Ebensburg2 

Ford^itV^4S 

Franklin^ 

Glon  Hazel2,  1  NE.  ... 

Home'.'', 

Indiana . 

John.stown'',0.5  W  — 

Kane',  IN 

Kregar'.  4.5  SE 

Lyciilpus,  1.  5  E 

Marienville',  ■'' 

Meadville^,  18 

Mosgrove^ 

Parkers  Landing^.  . . . 
PittsliurghCtyOfl. '.. 
Port  Allegany 2 


Clinton 

Tioga 

Lycoming... 
Lycoming.  . 


Blair 

Bedford 

Bedford. 

Fulton 

Juniata 

Bedford  

Huntingdon . 
MifiBin.  ... 
Huntingdon  . 

Blair. 

Huntingdon. 
Huntingdon , 

Perry  

Perry 

Bedford 

Huntingdon . 


Adams 

Cumberland. 
Cumberland. 
Lancaster — 

Dauphin 

Lancaster.. . . 

York ,  

Schuylkill  ... 

Dauphin 

York 

Dauphin 

Lancaster — 
Cumberland 
Lancaster..  . . 
Lancaster, . . . 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

Cumberland . 

York 

Schuylkill.  . . 
Schuylkill... 
Snyder  — 
Cumberland. 
N'umberlftnd 
Dauphin.  . 
Centre.  . . . 

York 

York 


.04 


T. 


T.     T. 
T. 


Franklin..  . 

Adams 

Bedford..  .. 
Bedford  . . . . 

Fulton 

Franklin... . 
Franklin... . 


Allegheny... , 

Jefferson 

Indiana 

Somerset — 

McKean 

Jefferson 

Somerset — 

Clarion 

Potter 

W'moreland. 
W'moreland, 
Cambria. ..  . 
Cambria. . . . 
Armstrong.. 
"Venango — 

Elk 

Indiana 

Indiana, — 
Cambria — 
McKean...  . 
W'moreland 
W'moreland. 

Forest 

Crawford . . 
Armstrong. 
Armstrong. 
Allegheny . 
McKean.  .. 


.06 

.01 

.11 

.1 

.12 

.05 

.'i5 
.03 
.02 
.06 

.'is 

06 
.09 
.12 

'.06 
.06 
01 
.03 
.06 

!io 

.04 
.20 
T. 
.07 


.03 
.04 
.01 

'05 
.06 
06 
T. 

■r. 

T. 

'.'64 
.06 
.05 

.09 
.04 

'f.' 
.06 
.0.' 
.06 
T 


.04 


.04 


T.  T.  T 


.02 


T. 


.01 


.05 


T. 


T. 


.04  ... 
.02  T. 

.04  .03  '".'. 
T.  .01  T. 


T. 


T. 


T. 


T. 


.01 


.08 


.10  .24 


.09 


02 


.02 


.06 


21 


■22  I  23 


24  i  25 


26 


27  28 


29 


30  31 


.15 

.18 

!2i 

.24 
.23 
.03 
.40 
.20 
.26 
.01 
.24 
.21 
.02 
.23 
.30 
.491 
.091 
.20 

.09 
.2.5 
.50... 

.38  . . . 
.06 

.  43  T. 
55I.  . 
.03!  T. 
.14 
.18 


.28! 


.'29 


.14 
.33 
.07 
.211  .18 
.  .34 
.35 
...i  .24 
...t  .32 


.04!  .  18 

...  .30 
.16  T. 


.2:^ 


T. 


.02 


.06 


.12  .1 
,33  .05 


.01 


.351 


T. 

.28, 

.14 

.'i6 
.111 

.26 
.191 


.46. 


.49 
.02 
.33 
.47 
.17 
.05 

'!38 
.38 
.30 
.26 
.07 

37 
.38 
.31 
.39 
.03 

30 
.28 
.11 
T. 
.26 
.09 
.37 
.53 
.60 
.11 
.291 


.11  .01 
.09  T 
.10 
.24  . 


.01 

.02 

.19 

.02 

.04 

.'ii 

.17 

01 

... 

T. 

.01 

T. 

... 

.16 

.11 

.01 

T. 

.09 

.03 

.i4 

.02 

.11 

.02 

.13 

.20 

.06 

.16 

.06 

.08 

.05 

.11 

.01 

T. 

.01 


.01 


T. 


T. 


.03 


.02 


.05 


.31  T. 
.56  .. 
.  22  . . . 
.19... 


.09 


.38 


.25 


.12 
.21 
.44 

'.ii 

.17 

.531. 

.38 


.08 


.fi2 


.02 


.02 


.19 


.06 

.04 
T. 

.11 
.21 
1.T2 
.17 
.07 

i.'ie 


.04 


.32 


.03 


.03 


.02 


.48 

.94 

.10 

.66 

.18 

.83 

.48 

.49 

.iiO 

.0.T 

.44 

.31 

.40 

.HI 

12 

.12 

.26 

.31 

.07 

.85 

T. 

.53 

.34 

■r. 

.42 

.31 

.20 

.30 

.23 

1.07 

.28 

.26 

.87 

T. 

.76 

.13 

.47 

.67 

T. 

.60 

.39 

.46 

.23 

.40 

Continued  on  page  13. 
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stations 


.Vl.l,K(iHBNY 

(i-oiitlnued) 
I'linxsutttvviiey- .  . . 
I'uliU'yvilte'.  2.SSK. 

Ri(iK»nyS 

Saltslnirn- 

Sewani- 

Shcmfl.I'.-\  6\V 

Sinotliport'.\  1  SW  . 

StrtMigstowii', ' , 

Tioiu>>ta-.  l.n  SK 

Tilu>ville.  2S. 

Union  City',  ■'' 

Vauiterirrift ' 

WarroM-' 

VoiinKsvilli?'.  ^ 

MilX0N(iAHKI..\ 


Dally  Precipitation  for  February  1944-ContlnuiMl  from  I'agc?  \1 

Day  of  mouth 


("onlluouoR^,  1.0  NVV. 

rounellsville- 

Donora' 

lireenvboro"- 

(ireensburjf.  2  S 

Irwin 

Meyers-dale^ 

Murrvsville//  '.^ 

Newell^ 

I'itt-burgh  Arpt.//  ',*. 

Rii'os  Liniding- 

Somerset 

Spriug-st>,  1  SW 

I'niontown 

Waynesburg 

Beaver 

Beaver  Falls2 

Butler 

(iroenville 

Jamestown^,  2NW.  .. 
Meroer  Arpt. 3.2.3  NE. 

New  Castle,  1.5  V 

Peni'line.2,  IS 

Sharou2 


JelVerson 

Arni.trtmg.. 

Elk 

ludiaua 

Indiana 

Warren 

McKoan ... 
Indiana  . . .. 

Forest 

Crawford. . . 

Krie 

W'morelaud. 

Warrou 

Warren ,, 


Somerset.  . . 
Fayette. . . . . 
Washington. 

Greene 

W'moreland 
W'morelaud 

Somerset 

W'moroland 

Fayette 

Allegheny . . 

Greene 

Somerset 

Somer.^et 

Fayette 

Greene 


.iQ6 


Ohio 
Claysville^ 


Coraopolis^,  IE 

Midlands 

Mt.  Lebanon" 

Washington',  t 

LAKE   DRAINAGE 

Erie!.  5 

Raymond',  •'• 


Beaver 

Butler..  .. 
Mercer.  . 
Mercer.   . 

Mercer 

Lawrence. 
Crawford 
Mercer 


Washington 
Allegheny  .. 

Beaver 

.Allegheny  .. 
Washington 


.06 


.06 


Erie 

Potter 


T. 


.01 


8       4       5 


.05 


.04 


.02 


.02    .03 
.04 


.19 
.12 
.07 

.041   .051  .01 
.01 


7       8 


.10 


.03    .03 

03 
.04    T 


.05 


.03i. 
.09i. 
.08|. 

.'26! '. 
.Ofil. 
.i.5i  .0.5 
.11'. 
.13  . 
.11  . 
.06. 


T. 


.07.. 
T. 
.02  , 


.05 


T. 


.03 


.01 


10 


u 


12     18 


.40    .20 

.25 


.02 


.03 


14 


.37 


43 


.04 

.V^ 
.OS 
.10 

11 

02j. 
I 


.46   .02 

.4!i 
11  . 

2ll   .39 
07i  T. 
.13    .. 
20!   .02 
•      .20 


.09 

.12 

.'60. 


15 


16 


38 
.32 
T. 
.27 
.36  .. 


17 


.22 


.2^  .. 
.17!  T, 
.46j  .. 
.051   ...  I  .  35 


.20) 39 

.091 34 


.0) 


.03 


.02 


18 


19 


.13 
.03 
.02 
02 
.07 
.11 
.09 

.20 

T 

.06 

.14 

.12 

.06 

.09 


.08 


.01 


20     21 


.09 


22 


.02 


.02 


T. 


T. 


1.2^ 
.85 
.25 
T 
.14 
.20 
.16 


28     24     26     26     27     28     29     80     81 


.15 
.67  . 

.60 

T. 

.50 

.03 

.02 

.01 


.20 
T 
,69 
.04 
.72 
.46 
.22 
.45 
• 

.55 
.08 
.59 
1.00 
.28 
.54 


T.  .37 
.43  .16 
.56  .02 
.63 
.43 


T. 


10 


T. 


.16,... 
.26   .11 


T. 


FOOTNOTES 

Figiu-es  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
forstations  having  10  or  more  years  of  record ,  except  that  for  First^Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  tl  Precipitation  normals  or  "standard 
mean"  ad.lusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

",  '.  %  etc.    Number  of  days  missing,  for  example,  '■  indicates  two  days  missing. 

Italics,  data  interpolated. 

*  Partly  interpolated. 
>>§  Incomplete. 

t  And  other  dates. 

t  Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instnimenfs  are  read  in  the  morning:  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
I  Midnight  to  midnight. 

■^  Measured  in  the  morning  for  the  preceding  24  hours. 
"•  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 
■*  Best  a\ailable  used  for  stations  not  equipped  with  recorders. 

*  Recording  gage. 

5  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 
"  Noon  to  noon. 


1.79 
1.92 
1.84 
2.22 
2.20 
8.67 
2.62 
2.16 
2.43 
3  49 
5« 
1.83 
2.79 
$2, 62 


3.30 
1.50 

2.08 
2.10 
2.66 
2.49 
2  70 
2  03 

2.26 
U-  21 
3.00 
4.18 
2.12 
2.39 


1.44 
2.64 
1.87 
2.37 
1.67 
1.72 
2.47 
L41 


2.82 
1  66 
1.79 
2.04 
2.20 


2.22 
to  32 


List  of  Chang'es  in  Station  Desigrnations 

For  more  exact  location  of  the  equipment,  station  names  have  been  changed  as 
follows: 

Boswell            formerly  Laurel  Hill  Summit 

Dauphin                 ' '  Peters  Mountain  Tower 

Ford  City               ' '  Crooked  Creek  Dam 

Grantville             ' '  Manada  Gap 

Jamestown            ' '  Pymatuning  Dam 

Kregar                   ' '  Laurel  Hill  Tunnel 

McConnellstown  ' '  Loop  Mountain  Tower 

Milroy                     ' '  Penn  Nursery 

Monroetou             ' '  Kellogg  Mountain  Tower 

Neffs  Mill               ■ '  Charter  Oak 

Newburg                "  Blue  Mountain  Interchange 

Putneyville            '_ '  Mahoning  Dam 

Sheffield                 " '  Cherry  Grove 

Williamsport4SE"  Shaffers  Path 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


February 


Daily  Temperatures  for  February  1944 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

1 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

g 

Allentown  Arpt.M  NE. 

./  Maximum.. 
\  Minimum.. 
(  Maximum.. 

35 
20 

28 

33 
18 
34 

40 
27 
41 

40 
22 
40 

44 
20 
47 

45 
20 
42 

38 
20 
42 

30 
16 
30 

32 
17 
31 

33 
17 

35 

24 
16 
22 

22 
15 
26 

28 

6 

31 

44 

39 
•29 
39 

35 
22 

36 

42 

29 

37 

43 

37 

46 

57 

48 

35 

38 

38 

36  --- 

37.3 

3 

45 

27 

16 

9 

16 

26 

24 

32 

27 

29 

31 

31 

33 

26 

21.2 

AUentown  / 

35 

42 

45 

41 

37 

46 

48 

49 

63 

50 

36 

42 

39 

38 

39.4 

\  .Minimum.. 
.  /  Maximum.. 
\. Minimum.. 
/  Maximum.. 
\  Minimum. 
/  Maximum.. 
\  Minimum.. 
/  Maximum.. 
\  Minimum.. 

.  /  Maximum.. 

23 
27 
19 
41 
2fi 
37 

19 
32 

10 
35 
18 
33 

19 
36 
29 
36 
29 
39 

30 
.39 
30 
44 
31 
39 

21 
54 
23 

47 
24 
45 

23 
35 
29 
5) 
.32 
49 

21 
36 
20 
46 
24 
36 

17 
31 
11 
38 
21 
31 

17 
41 
22 
36 
24 
31 

18 
33 
IH 
35 
19 
34 

17 
27 
20 
24 
21 
•24 

]7 

11 
28 
4 
31 
11 
28 

(^ 

9 
35 
22 
39 
30 
37 

23 

23 
46 

18 
33 
22 

29 

12 

12 

21 

27 

29 

30 

311 

30 

30 

31 

33 

21.7 

Altoona^4.5  SW 

22 
11 
•25 
18 
23 

27 

8 
32 

9 
44 

38 
16 
39 
19 
33 

31 
27 
44 
32 

32 
11 
34 
14 

45 
12 

36 
18 

44 
•26 
47 
30 

53 
21 
38 
26 

45 
32 
63 
32 

64 
31 
62 
27 

50 
22 

42 
32 

50 
31 

42 
29 

a 

38.3 

26 

20.9 

A  «»j-ni H tciri lloD 

62 
26 

40 
32 

43 
32 

50 
82 

38 

40.4 

ArcnuLs  vniy.  ...•••••- 

31 

24.4 

Bethlehem  i 

38 

44 

28 

37 

44 

40 

47 

59 

511 

39 

38 

3!' 

35 

38.0 

21 

19 

28 

29 

24 

25 

24 

17 

18 

22 

18 

16 

13 

12 

33 

23 

27 

•20 

11 

20 

30 

31 

37 

32 

30 

30 

30 

36 

27 

•24.2 

Bradford-4  W 

33 

31 

34 

34 

45 

49 

31 

29 

35 

27 

21 

21 

24 

30 

31 

35 

37 

35 

30 

41 

41 

41 

48 

40 

43 

4S 

40 

36 

29 

36.0 

11 
27 

9 
29 

20 
34 

28 
35 

19 
51 

16 
35 

12 
31 

-11 

26 

1 

8 
31 

14 
23 

6 
16 

-  6 
23 

-11 
33 

21 
31 

-10 
36 

3 
39 

19 
34 

-18 
29 

-  4 
41 

27 
41 

20 

32 

28 

12 

32 

33 

26 

21 

12.3 

Brookville*^ 

1 

41 

83 

44 

47 

49 

40 

47 

32 

30 

35.4 

\^  Minimum.. 

.  (  Maximum.. 

\  Minimum.. 

5 
33 
20 

1 
34 
11 

28 
37 
26 

28 
40 
24 

29 

20 

16 

1 

14 

9 
38 
15 

16 
32 
•22 

10 
22 
15 

-  2 
33 

8 

-  3 
31 
15 

10 

38 
29 

2 
40 
30 

11 
34 
21 

6 

41 
21 

-  3 
33 

7 

6 
39 
17 

23 
44 

28 

23 
39 
22 

30 

22 

18 

36 

32 

29 

18 

14.  9 

Burnt  Cabinsi-2  NE  . . . 

50 
24 

59 
27 

53 
20 

42 
34 

52 
34 

44 
33 

35 
24 

39.3 

'   "      22  0 

Butler 

.  (  Maximum.. 
V  Minimum.. 

36 

29 

35 

37 

"53 

.54 

"56 

■32 

"39 

40 

32 

30 

20 

30 

37 

34 

38 

40 

45 

43 

52 

58 

50 

51 

50 

50 

45 

34 

40  9 

23 

6 

28 

32 

31 

33 

25 

2 

17 

10 

24 

10 

0 

10 

26 

10 

15 

29 

"io 

25 

26 

35 

30 

19 

40 

34 

30 

27 

21  7 

Carlisle 

.  (  Maximum.. 
\  Minimum.. 

40 

35 

38 

47 

47 

52 

47 

39 

.36 

39 

37 

38 

32 

33 

40 

38 

35 

45 

40 

"38 

50 

42 

51 

63 

54 

40 

•13 

47 

40 

4'2.  3 

24 

19 

27 

30 

20 

30 

21 

18 

22 

20 

17 

16 

10 

5 

28 

24 

18 

25 

11 

16 

27 

23 

33 

23 

26 

30 

35 

30 

29 

•22.6 

Chambersburg6-1  SW.  . 

.  /  Maximum.. 
\  Minimum.. 

41 

36 

45 

45 

.50 

56 

45 

38 

37 

40 

29 

26 

32 

32 

40 

40 

34 

43 

32 

41 

48 

36 

65 

64 

56 

44 

44 

51 

36 

41.9 

25 

19 

30 

32 

24 

30 

27 

20 

24 

21 

20 

16 

13 

12 

27 

20 

23 

30 

13 

19 

27 

'25 

36 

•28 

27 

33 

32 

34 

30 

24.7 

Clarion6-3  SW 

.  (  Maximum.. 
\  Minimum.. 

35 

30 

36 

37 

61 

52 

32 

30 

40 

3i 

31 

21 

•25 

35 

34 

38 

39 

38 

30 

44 

44 

44 

53 

46 

49 

45 

43 

37 

32 

38.1 

19 

-  1 

27 

31 

25 

21 

15 

-  3 

10 

4 

20 

11 

12 

15 

25 

-   1 

7 

18 

-10 

4 

19 

21 

34 

26 

17 

37 

34 

29 

24 

16.9 

Claysville/ 

.  (  Maximum.. 
\  Minimum.. 

32 

35 

36 

39 

56 

35 

38 

30 

44 

37 

38 

17 

27 

37 

33 

41 

47 

34 

36 

46 

48 

58 

44 

55 

55 

64 

56 

38 

28 

40.8 

23 

11 

15 

33 

29 

29 

19 

13 

n 

11 

11 

11 

1 

6 

26 

14 

■22 

•29 

7 

8 

20 

'20 

34 

■28 

'20 

22 

44 

32 

27 

19.8 

Coatesville* 

.  (  Maximum.. 
\  Minimum.. 

38 

35 

40 

43 

45 

60 

39 

35 

31 

34 

■28 

27 

29 

38 

45 

39 

38 

46 

36 

36 

45 

42 

49 

61 

50 

41 

42 

41 

37 

40.0 

22 

18 

30 

32 

22 

32 

26 

19 

22 

21 

19 

12 

12 

8 

33 

24 

28 

36 

14 

18 

27 

26 

39 

■23 

27 

32 

31 

34 

31 

'24.7 

Columbia 

.  f  Maximum.. 
\  Minimum.. 

41 

35 

37 

4fi 

49 

62 

43 

42 

32 

39 

35 

30 

32 

36 

43 

40 

40 

48 

36 

39 

49 

48 

52 

66 

63 

50 

43 

43 

42 

43.1 

17 

l.T 

28 

27 

21 

31 

21 

17 

22 

17 

'20 

20 

14 

11 

29 

22 

26 

34 

16 

20 

■29 

2fi 

37 

27 

25 

34 

32 

30 

32 

•24.  2 

Coudersport 

(  Maximum.. 
\  Minimum.. 

35 

30 

35 

37 

48 

48 

31 

30 

41 

35 

•23 

22 

26 

31 

32 

35 

34 

37 

38 

43 

45 

39 

46 

47 

50 

40 

37 

36 

31 

36.6 

16 

11 

19 

27 

18 

22 

18 

—  5 

8 

8 

13 

7 

6 

6 

21 

-  5 

3 

15 

-15 

2 

25 

'20 

32 

23 

14 

31 

31 

27 

21 

14.4 

Curwensville''-6  NW . . . 

.  (  Maximum.. 
\  Minimum.. 

23 

26 

32 

32 

47 

H8 

211 

27 

39 

29 

18 

15 

22 

30 

27 

31 

39 

36 

28 

40 

41 

49 

41 

47 

47 

35 

40 

28 

27 

33.2 

10 

9 

26 

20 

23 

17 

9 

2 

14 

9 

13 

5 

0 

11 

10 

9 

■20 

5 

-  6 

12 

23 

30 

31 

21 

20 

30 

2- 

26 

15 

16.3 

DerryS 

.  /  Maximum.. 
\  Minimum.. 

36 

34 

35 

37 

56 

66 

35 

34 

44 

4!1 

36 

34 

28 

38 

40 

41 

40 

49 

35 

47 

48 

57 

59 

56 

66 

54 

4^ 

36 

io 

42.8 

18 

13 

32 

32 

31 

27 

20 

13 

23 

13 

25 

12 

8 

9 

26 

14 

29 

22 

8 

17 

26 

'26 

36 

28 

21 

39 

36 

32 

24 

22.7 

Donegal  * 

.  /  Maximum.. 
\  Minimum.. 

31 

35 

34 

34 

52 

52 

36 

34 

40 

39 

32 

'22 

24 

35 

33 

42 

48 

48 

31 

43 

46 

56 

56 

53 

56 

43 

58 

38 

33 

40.8 

18 

5 

30 

31 

24 

20 

22 

11 

20 

10 

22 

8 

4 

9 

'22 

13 

■24 

12 

2 

14 

22 

24 

32 

32 

18 

36 

24 

■2S. 

'20 

19.2 

Donorai 

.  (  Maximum.. 
\  Minimum.. 

33 

37 

39 

41 

59 

66 

39 

30 

47 

38 

38 

22 

28 

42 

37 

43 

60 

52 

34 

50 

51 

61 

62 

59 

60 

56 

60 

40 

32 

44.7 

24 

18 

35 

35 

36 

29 

28 

15 

25 

21 

22 

15 

11 

19 

29 

27 

30 

•22 

16 

'20 

30 

31 

37 

37 

27 

46 

36 

32 

■27 



•26.9 

Eagles  Mere  / 

.  (  Maximum.. 
\  .Minimum .. 

18 

27 

38 

32 

45 

35 

28 

20 

30 

24 

22 

18 

•24 

38 

32 

29 

34 

38 

26 

33 

43 

40 

42 

49 

43 

30 

33 

30 

28 

.... 



32  0 

13 

« 

6 

22 

20 

18 

17 

3 

2 

11 

11 

11 

1 

5 

10 

10 

12 

21 

-  5 

-  5 

12 

■24 

30 

28 

20 

20 

26 

27 

'26 

13.9 

East  Waterford6-3  E  . . . 

.  j  Maximum.. 
\  Minimum.. 

34 

29 

33 

36 

42 

60 

35 

30 

34 

32 

23 

18 

26 

24 

30 

32 

30 

38 

30 

37 

42 

36 

50 

54 

51 

40 

40 

38 

•29 



35  3 

18 

1-1 

24 

29 

26 

26 

22 

11 

16 

14 

14 

9 

6 

16 

22 

18 

■23 

•24 

4 

■20 

26 

•29 

33 

33 

2fi 

'28 

28 

28 

24 

21. 1 

Ebeusburg/. 

.  (  Maxlmuu).. 
\  Minimum .. 

22 

32 

34 

31 

60 

28 

30 

27 

38 

31 

26 

13 

22 

23 

28 

34 

45 

32 

32 

42 

40 

53 

44 

49 

60 

42 

54 

32 

27 

34.8 

16 

16 

16 

27 

26 

26 

20 

11 

9 

12 

12 

9 

4 

10 

13 

16 

16 

•24 

1 

I 

22 

22 

31 

28 

22 

20 

27 

27 

27 

17.6 

Emporium^-l  E 

.  (  Maximum.. 
\  Minimum.. 

•i5 

31 

38 

53 

58 

33 

31 

43 

32 

22 

26 

30 

32 

35 

40 

35 

34 

44 

45 

55 

37 

49 

49 

38 

41 

35 

38  3 

17 

7 

26 

21 

25 

17 

0 

U 

"9 

10 

5 

-   6 

26 

-  4 

6 

6 

-  8 

-  9 

2 

23 

25 

■26 

6 

17 

34 

31 

•28 

13.0 

Ephrata 

.  (  Maximum.. 
\  Minimum  .. 

39 

34 

37 

46 

46 

46 

38 

37 

32 

'39 

29 

27 

33 

34 

44 

39 

•37 

47 

34 

39 

49 

39 

50 

62 

64 

44 

41 

43 

39 

40.6 

27 

19 

29 

32 

23 

33 

25 

16 

23 

19 

20 

19 

12 

7 

33 

24 

■26 

34 

14 

20 

25 

26 

36 

■28 

27 

34 

32 

34 

32 

«.l 

}£riei 

.  (  Maximum.. 
\  Mininnuii .. 

27 

34 

35 

37 

53 

38 

32 

24 

33 

24 

21 

20 

25 

33 

29 

37 

41 

33 

29 

37 

41 

49 

43 

44 

45 

45 

46 

32 

27 

35. 0 

20 

20 

32 

30 

34 

22 

16 

11 

19 

18 

18 

11 

8 

17 

18 

17 

29 

10 

4 

20 

29 

36 

32 

30 

27 

40 

32 

27 

•22 

'22. 4 

Everettl-0.5  SW 

.  (  Maximum.. 
\  Minimum,. 

31 

37 

39 

39 

58 

6r. 

43 

35 

42 

38 

29 

23 

32 

36 

37 

41 

40 

47 

33 

40 

46 

38 

66 

58 

54 

38 

58 

44 

34 

41.4 

22 

13 

28 

27 

■22 

25 

•22 

20 

22 

28 

■22 

14 

10 

7 

27 

15 

27 

18 

8 

14 

25 

22 

26 

24 

21 

33 

34 

33 

24 

...      21.8 

Ford  City6-4  S 

.  (  Maximum.. 
\  Minimum. . 

36 

32 

40 

40 

56 

67 

34 

38 

43 

35 

34 

31 

•25 

37 

38 

3x 

40 

44 

31 

45 

46 

50 

58 

53 

.55 

47 

49 

39 

33 

1    41.5 

19 

6 

21 

30 

26 

23 

16 

-    1 

14 

7 

■22 

8 

4 

-  3 

24 

10 

16 

19 

-  3 

10 

18 

21 

33 

36 

18 

37 

34 

28 

•22 

11.  1 

Franklin/ 

.  (  Maximum.. 
\  Minimum.. 

26 

32 

37 

37 

53 

.12 

34 

31 

39 

32 

27 

18 

27 

36 

34 

39 

40 

34 

30 

45 

45 

54 

38 

46 

62 

42 

42 

f. 

29 

36.6 

22 

6 

7 

31 

31 

26 

16 

6 

6 

12 

12 

11 

1 

2 

6 

3 

6 

14 

-  2 

-  3 

9 

26 

29 

31 

20 

21 

33 

30 

27 

15. 1 

Fredericksville-l  8 ..  . . 

.  /  Maximum.. 

36 

36 

39 

49 

45 

46 

35 

36 

36 

32 

31 

25 

27 

33 

46 

35 

36 

44 

31 

36 

43 

39 

47 

.59 

64 

!? 

36 

38 

36 

38.5 

>,  Minimum.. 

23 

10 

25 

28 

15 

25 

14 

14 

16 

14 

14 

16 

6 

2 

■29 

18 

21 

29 

6 

to 

25 

21 

36 

26 

25 

■1^ 

29 

30 

29 

20.2 

Freeland 

.  i  Maximum.. 

31 

24 

35 

33 

40 

48 

32 

29 

28 

27 

25 

21 

23 

25 

38 

30 

30 

36 

27 

36 

38 

36 

43 

49 

44 

39 

yA 

33 

31 

33.2 

\  Minimum.. 

13 

11 

21 

26l     19 

26 

18 

6 

10 

13 

11 

9 

3 

13 

18 

13 

21 

26 

0 

16 

24 

'29 

32 

31 

22 

24 

25 

29 

•23 

18.3 

George  School" 

.  (  Maximum.. 
\  Minimum.. 

38 

37 

44 

41 

41 

50 

37 

35 

31 

32 

28 

28 

31 

39 

43 

37 

40 

47 

31 

35 

46 

44 

.52 

62 

5'! 

40 

37 

43 

37 

..'..       40. U 

21 

18 

28 

28 

22 

30 

2( 

18 

22 

19 

20 

17 

11 

3 

23 

21 

•22 

30 

12 

19 

24 

30 

32 

32 

28 

28 

32 

34 

30 

j    '23  2 

Gettysburg 

.  (  Maximum.. 

41 

46 

38 

45 

48 

54 

46 

42 

36 

35 

34 

26 

31 

31 

38 

39 

39 

43 

41 

35 

47 

47 

53 

63 

62 

49 

46 

47 

47 

43.11 

\  Minimum .. 

22 

19 

30 

30 

25 

38 

28 

23 

26 

20 

21 

18 

10 

16 

27 

18 

23 

32 

15 

22 

2<.t 

29 

36 

29 

29 

34 

33 

30 

32 

.... 

25.7 

Gordon 

.  (  Maximum.. 

35 

30 

38 

38 

45 

49 

34 

33 

33 

31 

29 

22 

27 

30 

36 

33 

34 

39 

31 

.38 

43 

41 

47 

56 

53 

42 

38 

38 

35 

37.2 

\  Minimum.. 

21 

15 

21 

30 

15 

32 

14 

11 

15 

13 

16 

14 

7 

1 

24 

15 

19 

31 

4 

10 

33 

21 

34 

25 

22 

30 

30 

34 

30 

'20.2 

Greensburg-2  S 

.  (  Maximum.. 
\  Minimum.. 

37 

35 

36 

37 

66 

56 

36 

42 

38 

39 

37 

34 

27 

40 

40 

40 

43 

50 

34 

46 

48 

50 

69 

53 

56 

50 

68 

46 

37 

43.4 

22 

6 

32 

32 

28 

28 

16 

19 

20 

9 

'27 

13 

3 

6 

27 

13 

19 

•29 

7 

7 

19 

19 

32 

23 

16 

40 

38 

32 

•27,.... 

21 .0 

Hanover/ 

.  t  Maximum.. 
\  .Minimum.. 

35 
26 

35 
20 

37 
21 

45 
31 

49 
27 

44 
32 

46 
26 

35 
23 

35 
22 

37 
22 

27 
■22 

26 
18 

31 

11 

38 
18 

39 
■23 

39 
23 

42 
26 

45 
30 

43 
16 

36 

16 

50 

29 

50 
'28 

51 
35 

65 
32 

54 
30 

37 
30 

43 
32 

49 
31 

35 
32 

41.3 

■•1    f9-f 

Harrisburg  Arpt.  *-3.5£ 

.  1  Maximum.. 
\  Minimum .. 

36 

35 

38 

42 

51 

53 

42 

32 

32 

37 

29 

■25 

3fl 

33 

39 

37 

36 

44 

33 

40 

48 

40 

61 

62 

53 

41 

42 

42 

36i 1      40. u 

26 

21 

31 

31 

26 

28 

27 

20 

•AS 

24 

19 

18 

16 

15 

31 

23 

25 

24 

16 

23 

32 

30 

34 

29 

32 

33 

33 

.36 

30    '26.0 

Hawley-0.5  E 

.  (  Maximum. 
\  Minimum.. 

34 

32 

37 

36 

42 

49 

34 

32 

32 

30 

'29 

22 

2fc 

31 

37 

35 

33 

40 

27 

40 

41 

37 

45 

51 

43 

36 

3? 

36 

34i.... 

30. 8 

13 

11 

15 

27 

10 

25 

10 

10 

8 

16 

13 

14 

5 

-  9 

•25 

9 

10 

'23 

-   1 

1 

24 

18 

34 

24 

22 

21 

2o 

3:j 

*    •■ 

16.0 

Holtwood' 

.  (  Maximum. 
\  Minimum.. 

41 

37 

37 

42 

46 

52 

4( 

32 

32 

37 

31 

27 

32 

43 

43 

39 

37 

46 

32 

35 

46 

39 

52 

60 

47 

;^9 

43 

42 

^,'r-- 

40.2 

27 

19 

31 

28 

25 

29 

26 

21 

25 

23 

26 

20 

17 

16 

33 

25 

28 

31 

18 

•23 

•28 

30 

33 

31 

311 

36 

34 

32 

31.... 

....[    '26.7 

Huiitingdonfi 

.  (  Maximum 
\  Minimum.. 

41 

36 

35 

40 

63 

68 

39 

36 

44 

38 

30 

25 

3 

31 

38 

41 

36 

46 

32 

42 

49 

36 

58 

60 

54 

47 

54 

43 

36..    , 

...1     41.7 

24 

10 

29 

33 

19 

29 

26 

11 

22 

16 

•22 

16 

IC 

3 

27 

20 

18 

18 

18 

6 

22 

21 

34 

23 

19 

35 

34 

34 

27j.... 

:      21.7 

Indiana 

.  /  Maximum. 

X  Minimum.. 
.  (  Maximum. 

\  Minimum.. 

36 

30 

34 

34 

51 

53 

.32 

32 

41 

39 

35 

30 

2£ 

37 

38 

42 

38 

46 

30 

46 

44 

46 

56 

51 

53 

62 

49 

41 

34'   . . 

—   i9-f 

21 

11 

26 

32 

26 

20 

23 

9 

24 

16 

24 

10 

C 

4 

25 

9 

21 

19 

9 

10 

2i 

29 

34 

31 

26 

37 

38 

31 

26 1 1    n.t 

Irwin  

37 

32 

36 

36 

5i 

64 

36 

36 

41 

41 

36 

34 

34 

36 

36 

40 

40 

42 

32 

4h 

48 

48 

53 

.52 

53 

52 

49 

46 

38 

i '    ri.vi 

21 

12 

30 

32 

29 

26 

22 

8 

21 

11 

'20 

11 

t 

11 

26 

17 

23 

'28 

8 

15 

2.5 

26 

35 

29 

19 

39 

42 

30 

26 

1      Z£.  4 

Jamestown/  -2  NW  — 

.  (  .Maximum. 

\  Minimum.. 
.  /  Maximum. 

\  Minimum.. 
.  1  Maximum. 

\  Minimum.. 

27 

18 

32 
4 

35 
12 

35 
19 

50 
2b 

32 
22 

3t 

18 

28 
2 

37 
2 

28 

7 

23 

10 

22 
10 

■22 
-IC 

33 

-  5 

31 
11 

39 
-  2 

50 
11 

30 
21 

30 
-10 

41 

-  9 

42 
9 

52 
21 

60 
30 

64 

27 

49 
16 

42 
20 

39 
30 

30 
26 

28 
V, 

.... 

ao.e 
12.3 

Johnstown6-0.5  W  . . . . 

34 

19 

33 
11 

35 
30 

35 
30 

63 
24 

53 

25 

36 
24 

33 
14 

46 

22 

38 
14 

32 
24 

•24 

10 

•2? 

29 

7 

34 
23 

40 
16 

37 
21 

47 
24 

33 
3 

46 
13 

45 

28 

42 
24 

.56 
34 

63 
30 

56 
23 

47 

34 

58 
34 

40 
29 

32 
23 

40.5 
2L4 

Kane'-l  N 

24 

30 

34 

33 

49 

49 

30 

25 

37|     2b 

22 

20 

24 

31 

30 

36 

38 

35 

30 

41 

42 

48 

46 

43 

47 

36 

41 

31 

27 

34.7 

4 

3 

26 

10 

11 

11 

13 

-13 

2 

2 

15 

3 

-14 

-  9 

2 

-10 

-10 

2 

-18 

-  5 

18 

14 

31 

18 

10 

30 

30 

1 

26 

17 

7.  6 

Continued  on  page  15, 
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Kkhiu  \i;v    1!I  I  I 


CI.IMATOI.OCICAL   DATA:    PENNSYLVANIA   SKC'I'ION 


Daily  Temperaturea  for  February  1944  -Coutlnuud  from  pairu  li 


Stations 


6   6 


T' 


12 


15  16 


1!)  20 


21  22  28  24  I  26  26  27  28  29 


80 


Moan 


I.iim-ft^tor 

LftwriMu'ovillo 

Li>b»non    

L»nvisto\vii/'2SW 

lyOi'k  Havon'"' 

MnriiiN  Honk' , . 

Mrtrtiiisburjr' 

Miuioli  niunk-lSW... 

Moiulvillo/l  S.. 

Meroer-*-'.' 6  NE 

Mtddletown'-l.o  W.  .. 
Midlaudi 

Montrose /-o  K 

Mt.  LobauoRt' 

Mt.  I'ocoiiqS -■_'  N 

New  Bloomtield 

Newburgi.3.5N\V 

New  C'astle-1.5  N 


.  I  VUixinuiin. 

\  Miniinuin. 
.  /  .Maximum. 

\  .Mini muni. 
.  J  Maximum. 

\  Miniiiuin). 

I  .Maximum. 

\  Minimum. 

/  ^laximuni. 

t  Miiiinuim. 

(  M.ixiniuni. 

\  Mii\imun).. 

I  Maximum. 

\  Minimum., 
.  )  M;ixiMiiiin. 

\  .Minimum.. 
,  /  M.'iximuit'.. 

\  >iMiimum.. 
.  /  M.iximum. 

\  .Minimum.. 
.  J  Maxim\un. 

\  Minimum  . 

/  Maximum. 

\  .Minimum.. 


,  I  Maximum, 

\  MininuiMi. 
,  /  .Maximum, 

\  Minimum. 

/  Maximum. 

^  Minimum. 

/  .Maximum 

I  Miuimum. 

/  Maximum 

I  .Minimum. 

/  .Maximum. 

1  .Minimum. 


Palmerton' 

Park  Plafe-=-I  N\V  .. 
Philadelphia  A  rpt  ' . 
Philadelphia  CO.'.  . 
I'hila.  Shawmont . . . 


Philipsburg3.7  ].; 

Phoenixville-1.5  SE  . . . 
Pittsburgh  Arpt.Sta.i.. 
Pittsburgh  City  Office  l . 

Port  Clinton/ 

Putnevville-2.5  SE 


.  /  .Maximum. 

\  Minimum. 

.  (  Maximum. 

V  -Minimum. 
.  /  .Maximum. 

V  Mitiimum.. 
,  /  .'^laximum. 

\  Minimum., 
I  .Maximum. 
I  .Minimum. 


)  Maximum. 
V  Minimum. 
(  Maximum, 
i  .Minimum.. 
/  .v^aximum. 
I  .Minimum. . 
)  .Maximum. 
\  Minimum.. 
/  -Maximum. 
\  Minimum.. 
I  .Maximum. 
I  Minimum.. 


Quakertown-0.5  E (  Maximum. 

\  Minimum. 
Readingi /  .Maximum. 

I  .Minimum. 
Ridgway  / (  .Maximum. 

\  Minimum. 
Scrantonl /  .Maximum. 

\  Minimum. 
Sehusgrove I  .Maximum. 

\  .Minimum ., 
Sharon /  Maximum. 

I  Minimum., 

Somerset (Maximum. 

\  Minimum.. 
Springsi^-l  SW )  Maximum., 

\. Minimum.. 
State  College! /  Maximum. 

\  Minimum.. 
Stroudsburg-2  E /  Maximum. 

\  Minimum.. 
Tamarack  /-2  S i  Maximum. 

\  Minimum.. 


Tionesta6-1..5SE. 
Titusville-2S.  ... 
Towauda*"-!  E.  . . 

Uniontown 

Vandergrifti 


,  /  Ma.xlmum. 

\  Minimum., 

.  (  Ma.ximum. 

V  Minimum.. 
/  Ma.ximum. 
\  Minimum.. 
/  Maximum. 

V  Minimum.. 
/  Maximum. 

V  Minimum., 


41 


41  36 
23 
36 
20 


3S     nl 
211      29 


28  42 

20  11 

.!fil  55 

3J|  '29 

82  39 

13  14 


33 

14 
46 

21 
37 
31 

39i  58 
341  34 
42 1  4« 
28|  20 
37  51 
30  28 


•  41 

39 

44 

46 

22 

•24 

14 

32 

39 

44 

47 

49 

31 

31 

26 

30 

3S 

35 

51 

33 

fi 

29 

25 

2S 

37 

36 

47 

,50 

25 

2?' 

19 

19 

37 

42 

46 

M 

28 

33 

21 

36 

40 

39 

5.'i 

55 

34 

33 

34 

27 

34 

34 

51 

50 

29 

30 

24 

24 

33 

33 

51 

.■12 

30 

29 

19 

23 

37 

39 

55 

54 

30 

26 

2fi 

•■'3 

41 

40 

45 

47 

22 

27 

15 

32 

32 

3n 

50 

33 

10 

24 

22 

26 

36 

37 

49 

52 

.'6 

30 

22 

22 

34 

36 

45 

50 

27 

28 

27 

20 

37 

38 

46 

53 

22 

28 

16 

23 

36 

37 

58 

57 

34 

33 

32 

30 

39 

42 

57 

57 

33 

33 

32 

26 

40 
16 
29 
8 
31 
I 

34 
18 
35 
11 
40 
24 

29 
15 
36 
13 
34 
-  1 
26 
1 
35 
18 
32 
13 


83  87 


281  81 

20'  9 

21  33 
14; 


24'  31 

16;  13 

24 1  31 

151  12 

30!  30 

2ll  18 

22  26 
lOi  5 

23  25 
16  8 
18  23 
10-4 
14  21 

4l-  1 

27 1  30 

18,  13 

231  24 

11  6 


15  16 
35  32 
10  21 


34 
10 
33 
5 

42 
3 
38 
10 
49 
18 
50 
23 
37 
12 


25  28 

9j  1 

29  27 

7  4 

2^1  27 

11 


34 

4 
47 
II 
33 
-  7 
43 

7 
30 

6 
36 

6 


27  34 

19  6l 

13!  26 

10  5 

241  24 

91-  9 

231  21 

7-  2 
22!  31 


7   10 
34 


13!  2 

37  i  29 

14  8 

311  27 

14'  10 


0 

28 
8 

33 
8 

30 
2 

34 
-  3 

45 

16 


14 
42 
32 
32 
26 
35 
27 
37 
4 
34 
24 

45 
29 
45 
33 
33 
-  1 
43 
25 
37 
27 
34 
20 


43 
3 
40 
5 
38 
16 
41 
16 
30 
10 

37 

-  6 

35 

4 
34 

4 
42 
21 
40 
15 


44 
32 
45 
23 
34 
-  1 
40 
10 
43 
32 
40 
13 


48 
IS 
31 

-  9 
.33 
13 
34 
12 
33 

3 
35 
18 

30 
8 

34 
5 

31 

-  9 
27 

-  5 
33 
15 
33 
10 


36 

8 
31 
14 
32 
-  8 
27 

7 
36 

9 
31 

5 


34 

-  3 
34 

2 
31 

40 

8 

30 

-  3 

33 

-13 

27 

-  9 
30 

3 
31 


34 
II 
38 
22 
4S 
-  6 
40 
15 
38 
9 
45 
16 


13!  21 


35 


40|  53 


421  42 


33  29 


281  32 


48  48 
29  81 


45  40 
38  33 


42.6 

23.1 

87.  H 

16  3 

39.2 

2.)  0 

40.7 

21  6 

89.8 

21.5 

41.1 

30.2 

38.4 

22,0 

36.7- 

18  6» 

36.1 

13.6 

34.  9 

15  3 

40.7 

24.1 

41.0 

22.8 

30.4 
13.1 
41.1 
23.8 
32.2 
14.8 

41  9 
23.3 
40.9 
21.3 

37.2 
21.8 
31.6 
17.5 
41.1 
26.5 
42.0 
29.2 
42.2 
26.3 


35.4 
15.4 
45.6 
23.0 
40.6 
24.0 
42.3 
26.2 
38.2 
20.1 
39.0 
19.1 

38.3 
21.0 
40.1 
26.4 
35.9 
10.8 
36.5 
20.7 
40.4 
22.6 
40.6 
22.3 


41.1 
18.7 
39.7 
19.5 
.38.2 
21.8 
40.3 
20.7 
32.3 
15.1 

37.9 
14.4 
35.4 
16.2 
38.0 
17.4 
46.2 
26.5 
43.4 
23.2 


Continued  on  page  16. 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


J'ebkuarv 


Daily  Temperatures  for  February  1 944— Continued  from  page  15. 


Stations 


Warren^ /  Maximum. 

\  Minimum.. 
Waynesburg /  Maximum. 

\  Minimum.. 
Wellsboro/ /  Maximum. 

V  Minimum. 
West  Chester I  Maximum. 

V  Minimum., 
Wilkes-BarreS /Maximum. 

\  Minimum. 

Williamsport /  Maximum. 

I  Minimum. 
Williamstown /  Maximum 

\  Minimum., 
Woodward»-2  NE /  Maximum . 

\  Minimum. 
York-3  SW /  Maximum. 

\  Minimum. 


10 


11  12 


22!  22 
19   7 


14 


15 


17  18 


35  38 
19  32 

35'  41 


20  21 


40 

1 
43 

4 

28 

47 

50 

16 

24 

42 

45 

10 

11 

35 

43 

20 

29 

40 

44 

14 

26 

38 

49 

14 

25 

40 

44 

13 

13 

39 

41 

18 

25 

40 

49 

22 

23 

23 


24 


25  26 


58  50 

27|  23 

.18!  57 

261  26 

511  44 

27j  23 

66l  63 

231  24 


27      28 


29     30     31  i  Mean 


[See  page  13  for  explanation  of  reference  marks.  ] 


PBBSSUBE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Atmospheric  pressure 
(reduced  to  sea  level) 


Erie 

Harrisburg 

Philadelphia  . . . 

Philipsburg 

Pittsburgh 

Reading 

Scranton 


30.  62 
30.60 
30.61 
30.57 
30.61 
30.63 
30.60 


10 

29.  42 

19 

29.47 

19 

29.45 

19 

29.  45 

15 

29.  50 

19 

29.  46 

13 

29.  38 

Wind" 

Relative 

Humidity 

►> 

"C 

s 

• 

JS 

E 

3t», 

S3 
O 

S 

s 

s 

£'o 

m. 

o 

1 

e3 

d 

0. 

0)0 

S5 

^ 

i 
t^ 

9.7 

27 

se. 

26 

84 

74 

83 

9.1 

37 

nw. 

'23 

72 

59 

67 

10.1 

38 

nw. 

1 

77 

58 

66 

14.0 

46* 

w 

2;i 

88 

70      77 

11.5 

47 

nw. 

23 

80 

66     70 

12.6 

45 

nw. 

1 

68 

54      54t 

7.8 

33 

nw. 

1 

78 

73t,.... 

1 

1051 
931 
853 

1147 
949 
916 

1055 


•  For  any  five-minute  period.  **  Corrected  to  true  velocities, 

t  12:00  noon,     t  4:00  p.m.       ^  Also  other  dates.       '  One- minute  inter\'al. 


BIVEK  CONDITIONS 


Stations 


Rivers 


1 

d 

1 
1 

■s 

s 

Date 

34.2 
16.0 
45.4 
23.6 
35.0 
12.7 
40.6 
26.1 
37.4 
19  2 

41.0" 
20.9 
39.5 
21.1 
32.8 
17.9 
43.9 
24.9 


Port  Jer  vis.  N.Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)  Lock  No.  6. 

Sutersville 

Charleroi(nr.),Lock  No. 4 

Pittsburgh 

Midland.  Dam  No.  7 


Delaware. I  2. 3 

Delaware !  2.1 

Lehigh ,  3.1 

Schuylkill   3.7 

N.  Br.  Susquehanna..]  3.6 

W .  Br.  Susquehanna .  2. 4 

Juniata I  4.5 

Susquehanna ',  4. 1 

Allegheny i  14. 2 

Youghiogheny 5. 2 

Monongahela 14.1 

Ohio ;  • 

Ohio 1  • 


3.7 
3.6 
3.5 
4.9 
II.  0 
5.8 
6.3 
5.0 
20.0 
10.1 
•25.4 
17.3 
22.2 


26  ' 
27 

19 

25 

29 

29  ' 

29 

27 

24 


1.7 
1.0 
2.8 
3.0 
1.8 
0.8 
3.4 
3.3 
12.0 
3.4 


•23  ,  11.3 

27    • 


'18 
"22 
9 
13 
•22 
•20 
22 
17 
24 
20 
30 
25 
30 


•  Pool  stage. 


t  On  other  days  also. 
W.  B.  O..  Philadelphia- 4-22-44-975. 
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L.  F.  CONOVEK 
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Vol.  XLIX. 


March  1944. 


No.  3. 


GENERAL  SUMMARY. 

March  was  cold  and  stormy,  reversing  the  trend  of  the  two 
preceding  months  and  giving  the  State  another  month  of  winter 
weather.  T(>niperatures  were  consistently  below  normal  and  the 
cons(>qucnt  deficiency  (eliminated  the  average  daily  surplus  which 
had  accumulated  during  January  and  February. 

Precipitation  was  above  normal  in  frequency  of  occurrence 
and  in  amount.  The  average  was  higher  than  in  any  month 
since  last  October  and  exceeded  the  combined  averages  of  the 
first  two  months  of  the  year,  reducing  the  deficiency  accumulated 
since  January  1st  to  0.85  inch.  Snow,  sleet,  and  freezing  rain 
contributed  to  the  excess,  the  most  significant  amounts  falling 
on  the  4th  and  the  19th-20th.  These  were  the  most  dam- 
aging storms  of  the  month  and  eight  deaths  were  attributed, 
directly  or  indirectly,  to  the  dangerous  conditions  created  by 
snow-covered,  slippery  roads.  Of  these  deaths,  seven  occurred 
on  the  4th  and  one  on  the  19th.  Chiefly  as  a  result  of  these 
storms,  the  average  snowfall  was  greater  than  in  any  month  since 
January,  1943  and  was  43  percent  of  the  season's  total. 

The  frequent  storms  raised  stream  levels  and  all  sections  re- 
ported minor  flooding  at  some  time  during  the  month  but  crests 
were  well  below  flood  stages.  In  Wayne  County,  two  small 
temporary  bridges  were  damaged  by  ice  jams  on  the  13th. 
Thunderstorms,  reported  by  most  stations,  were  most  general 
on  the  16th  and  27th.  The  most  damaging  one  occurred  on  the 
27th,  when  lightning  struck  a  powder  mill.  The  resulting  ex- 
plosion shattered  100  windows  in  Uniontown,  6  miles  distant. 

High  winds  were  general  on  the  29th.  Damage  to  property 
and  trees  was  extensive,  particularly  in  southwestern  counties 
and  at  Erie.  At  the  latter  place,  a  velocity  of  65  miles  per  hour 
was  reported.  Two  people  were  injured  and  one  man  was  killed 
by  flying  debris. 

Weather  conditions  were  generally  favorable  for  crops  during 
March  and  the  condition  of  the  soil  was  improved  greatly  by  the 
month's  adequate  precipitation.  Winter  wheat  prospects 'were 
brighter  than  on  March  1st  and  it  appears  that  any  shortage 
due  to  decreased  yield  will  be  more  than  made  up  by  increased 
acreage.     The  outlook  for  fruits  is  promising.         g.  w.  s. 


TEMPERATURE. 

The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  82  stations  was  34.4°,  which  is  3.1°  below  the  57-year 
normal  for  March.  The  highest  monthly  mean  was  41.4°  at 
Marcus  Hook,  and  the  lowest  was  26.0°  at  Montrose.  Ex- 
tremes ranged  from  a  maximum  of  79°  at  Donora  on  the  15th 
to  a  minimum  of  —6°  at  Kane  on  the  10th. 


PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  199  stations,  was  4.69  inches,  which  is  1.17 
inches  above  the  57-year  normal  for  March.  The  greatest 
monthly  amount  was  8.44  inches  at  Johnstown,  while  the  least 


was  1.87  niches  at  Union  City.  'I'h(!  greatest  amount  recorded 
in  any  24  consecutive  hours  was  2.05  inches  at  (ieorge  School  on 
the  12-13th. 

The  average  snowfall  for  the  State  was  11.8  iruihes,  which  is 
3.9  inches  above  the  57-year  normal.  The  greatest  monthly 
snowfall  was  27.0  inches  at  Hoswell.  The  greatest  fall  for  any 
observational  day  was  13.4  inches  at  Johnstown  on  the  5th. 


ERRATA 

Krl)ruar.v,  191-1.-  Page  10,  ('hiuiiborsbiirif,  total  precipitation  should  be  1 .40  inche.s,  rje- 
piirture,  -1.36  inches:  Freclaud,  mean  temperature  should  be  25.H'^,  departure,  fl.I'' 
I'age  12,  Chambersburg,  total  preeipitatiou  should  be  1.40  inches.  Page  14  (;hanibers- 
burg,  minimum  on  26th  should  be  32°.    Page  15,  Lancaster,  mean  maximum  should  be 

42.6". 


OBITUARIES 

Mrs.  Lillian  F.  Becker,  cooperative  ol)server  at  Lakevilli',  Pennsylvania,  died  on  March 
15, 1!)44.     Her  services  began  in  January,  1<I2«  and  continued  until  the  time  of  her  death. 

Dr.  Benjamin  L.  Miller,  who  had  been  closely  connected  with  the  cooperative  station 
at  Bethlehem,  Pennsylvania,  since  November  1!)25,  died  on  March  23, 1944.  He  had  been 
intiuential  in  arranging  for  the  establishment  of  the  cooperative  station  at  Lehigh 
University. 

COMPARATIVE    DATA  FOB    MARCH 


Year 


Temperature 


Precipitation 


<a^ 


No.  of  days. 


OS  o 
0<  o 


1S88. 

1889. 

1890. 

1891. 

1892 . 

1893. 

1894. 

1895 

1896. 

1897. 

1898. 

1899. 

1900. 

1901. 

1902. 
1908. 
1904., 
1905., 
1906., 
1907., 
1908., 
1909.. 
1910.. 
1911.. 
1912.. 
1913.. 
1914.. 
1916.. 


1916. 
1917. 
1918. 
1919. 
1920 . 
1921. 
1922. 
1923. 
1924. 
1925. 
1926. 
1927. 
1928. 
1929. 

1930. 
1931., 
1932. 
19.33., 
1934., 
1935.. 
1936.. 
1937., 
1938.. 
1939.. 
1940., 
1941.. 
1942. . 
1943.. 
1944.. 


31.2 
39.0 
33.2 
33.8 
31.8 
34.8 
43.2 
.33.8 
30.6 
39.0 
44.0 
36.3 
31.2 
37.4 

41.3 
46.4 
36.0 
39.0 
31.7 
41.8 
40.7 
35.6 
44.9 
35.0 
33.6 
42.1 
34.2 
32.9 

.30.7 
37.3 
41.6 
41.1 
38.7 
48.0 
40.0 
37.0 
36.1 
40.9 
33.1 
42.0 
37.0 
43.7 


72 
76 
76 
60 
66 
74 
84 
70 
69 
75 
83 
75 
66 
80 

78 
83 
80 
86 
68 
92 
83 
74 
88 
73 
72 
81 
79 
62 

84 
84 
82 
79 
80 
88 
81 
80 
78 
79 
79 
82 
82 
89 

78 
69 
72 
79 

78 
83 
84 
67 


Period  , 


42.7 

87 

38.6 

85 

32.4 

76 

31.8 

67 

40.0 

76 

37.2 

85 

34.4 

79 

37.5 

92 

-21 

-14 

-4 

8 

-2 

-4 

-18 

-5 

4 

3 

-23 

-11 

2 

14 

-2 

-18 

-13 

-10 

-4 

-5 

5 

-18 

-8 

-7 

-12 

-4 

-31 

-12 

0 

6 

-11 

7 

-5 

-8 

3 

-15 

-16 

-6 

-3 

-5 

-9 

10 

-8 

-7 

-22 

-6 

-3 

-3 

-5 

-10 

-13 

-10 

4 

-15 


-31 


3.55 
2.90 
5.15 
5.10 
4.14 
2.62 
1.63 
2.31 
4.51 
3.22 
4.31 
4.87 
3  61 
4.14 

3.98 
4.52 
4.29 
3  86 
4.46 
4.26 
4.76 
3.07 
0.56 
2.57 
5.05 
5.27 
2.61 
1.28 

4.12 
3.68 
2.34 
3.57 
2  83 
3.33 
4.37 
2.49 
2.83 
2.56 
1.91 
2.61 
3.24 
2.69 

3.03 
2.96 
4.41 
5.33 
2.96 
2.62 
6.84 
2.00 
3.19 
3.59 
4.89 
2.10 
4.47 
2.74 
4.69 

3.82 


9.9 

3.1 

17.5 

15.8 

18.8 

4.8 

1.3 

9.0 

21.1 

3.4 

3.6 

7.9 

13.1 

3.3 

12.6 
0.1 
4.7 
4.1 

20.4 
9.3 
3.7 
7.3 
1.0 

10.1 
6.9 
2.1 

13.4 
9.5 

17.6 

12.7 
1.5 
2.4 
6.4 
1.0 
6.1 
6.2 

10.3 
2.2 
4.0 
0.7 

14.5 
4.4 

4.9 
6.6 

14.7 
6.6 
7.7 
2.9 
7.4 
8.3 
2.0 
3.8 
7.9 

18.0 

16.1 
7.2 

11.8 

7.9 


10 


13 
15 
15 
16 
13 
13 
8 
11 
12 
13 
13 
17 
12 
14 

12 
14 
14 
11 
16 
12 
12 
12 
6 
12 
13 
14 
13 


10 
14 
10 
10 
11 
9 
11 
10 
11 

11 
16 
13 
16 
12 
13 
15 
12 
13 
12 
16 
11 
14 
U 
14 

12 
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March  1944 


Olimatolosrical  Data  for  March  1944 


Stations 


Counties 


Temperature,  in  degrees  Fahr. 


B 
2-3 


Aaavtic  Drainage 

Allentown 

Altoona-4.5  W 

Betiileliein 

Burnt  Cabins-'2  NE  — 

Carlisle ■  ■■•••■•••■ 

Clianibersburg-1  SW.. . 

Coatesville •••••■ 

Cur\vensvilleApt-6  NW 

Eagles  Mere 

Eiist  Waterforcl-3  E.  .  . 

Emporium  1  E 

Eplirata 

Everett-O.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover.........  •■■■^ 

Harrisburg  Arpt.-d.t)  b. 

Uawley-0.5  E 

Holtwood 

Huntingdon 

Lancastern...--; 

Lawrence  villell 

Lebanon,  tt....^. 

Lewistown-'2  SW 

Lock  Haventt. 

Marcus  HookU 

Martinsburg.   

Montrose-3  EH  •  ■  •  •  •  •  ■ 

Mt.  Focono  Arpt,-2  iN 

I'almertontt 

Philadelphia  Airport. 

Phil)psburgt-7  E.    . . . . 

Phoenixville-1.  5bJ'.... 

Port  Clintonll.. ...... 

Quakertownlt-O.  5  E.  . 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-'2  E 

Tamarack-'2S 

Towaudatt-1  E 

Wellsborott 

West  Chesterll 

Wilkes-Barrett 

WilliamsportH. 

Williamstown  IX 

Woodward-2  NE 

York-3SWn 


Lehigh 254 


Blair. 
Northampton.. 

Fultou 

Cumberland . . . 

Franklin 

Chester.. 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford  

Luzerne 

Bucks 

Adams 

Schuylkill 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia  . 

Centre   

Chester 

Schuylkill 

Bucks 

Berks 

Lackawanna. . 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming. .  .. 

Dauphin  .... 

Centre 

York 


Division  mean. 


L  500 
364 

'.)yo 

473 

600 

431 

2,  215 

2.020 

2. 125 

1,100 

365 

1,020 

1,970 

184 

500 

900 

600 

,S51 

980 

200 

7110 

255 

996 

469 

580 

557 

12 

1,493 

1,176 

1,914 

455 

10 

1,916 

100 

407 

480 

273 

746 

476 

1.217 

440 

2,250 

754 

1,319 

440 

544 

550 

775 

2, 191 

390 


33 

58 

59 
3 

76 

48 

56 
2 
3 
7 

58 

47 

22 

51 

38 

71 

40 

40 

76 

34 

29 

57 

57 

47 

60 
6 

54 
18 
2 

39 
3 

26 
3 
2 

35 
6 
59 
74 
50 
54 
59 
25 
4 
50 
74 
95 
6 
58 
28 
3 
56 


Ohio  Drainage 


Bradford-4  W 

Brook  ville 

Butler 

Clariontt-3SW 

Clavsville..... 

Coudersporttt 

Derry 

Donegal 

Donoratt 

Ebensburg 

Ford  City-4  S 

Franklin 

Greensburg-2  S 

Indianatt 

Jamestown-2  NW.... 
JohnstownU-0.5  W.. 

Kane-1  N ^     , 

Meadvillett-l  S Crawford.. 

Midland Beaver 

NewCastlett-1.5N. 

Pittsburgh  Airport. 

Putncyville-2.  5  SE  . 

Ridgway 

Sharon 

Somerset 

Springs-l  SW 

'rionPSta-1.5SE 

TittisvillP-2S 

tinioutowu  tt 

Vandergrifttt..  — 

Warren 

Waynesburg 


1, 

1, 
1, 

Clarion !1. 


McKean. 
Jefferson . 
Butler  . 


Washington 
Potter 

Westmoreland. 
Westmoreland 
Washington . . . 

Cambria 

Armstrong 

Venango 

Westmoreland. 

Indiana 

Mercer 

Cambria 

McKeau. 


Division  mean. 


Lake  Dndnnge 

Erie 

State  mean 


Lawrence 

Allegheny 

Armstrong 

Elk 

Mercer 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland. 

Warren 

Greene 


Erie. 


680 
400 
077 
114 
170 
653 
150 
746 
761 
170 
950 
987 
160 
300 
050 
650 
750 
065 
780 
900 
,286 
,270 
,385 
940 
,  100 
,500 
.200 
.550 
,040 
825 
,190 
,100 


35.2 
33.  0 
35.8 
35.2 
36.5 
37.4 
37.8 
29.  2 
27.6 
32.  2 
% 
38.5 
34.6 
30.6 
37.7 
38.8 
.33.5 
37.4 
37.0 
30.9 
37.6 
36.2 
38.4 
31.8 
35.5 
35.2 
3.5.1 
41.4 
33.0 
26.0 
27.8 
33.8 
38,5 
28.4 
39.3 
33.8 
35.0 
37.9 
33.4 
36.0 
33.9 
35.8 
28.1 
32.6 
28.8 
38.8 
32.8 
3.5.4 
36.0 
29.0 
39.2 

.    34  4 


-2.7 
-4.4 
-4.6 


-2.2 
-2.4 
-2.0 


-16 
-4.8 
-2.2 
-1.4 
-1.3 
-3.1 
-4.9 
-1.9 
-3  7 
-3.6 
-2.4 
-1.2 
-2.9 
-3.7 


-3.4 
-2.6 


-6.1 


-3.3 
-0.6 


-1.8 
-4.6 
-2.3 
-2.7 
-2.3 
-2.5 
-22 
-0.6 

-2'.6' 
-4.1 
-0.3 


-2.1 

-2.8 


705 


30.0 
31.6 

35.8 
33.4 
34.6 

'37!8 
34.2 
39.7 
29.6 
34.9 
33.6 
36.8 
36.6 
30.7 
35.2 
28.5 
31.2 
37.3 
37.3 
36.0 
35.0 
30  3 
37.8 
34.0 
32.4 
33.3 
32.5 
40.1 
37.8 
32.1 
37.8 

344 


32.2 
34.4 


-4.6 
-1.7 
-1.7 


-6.4 
-1.9 


-L8 
-5.7 


-1.8 
-3.1 
-2.0 

-4.0 


-3.6 


-1,5 
-1.2 


-3.2 
-1-0.2 
-1.9 


-1.3 
-2  1 

-2.2 
-2.6 


-1.3 
-3.1 


64 
69 
67 
71 
59 
58 
60 
66 
63 
74 
66 
63 
67 
67 
66 
67 
66 
61 
66 
63 
70 
65 
67 
66 
60 
70 


Precipitation,  in  Inches 


25 

15t 

25 

25 

26 

25 

16 

15t 

25 

25 

26 

25 

15 

26 

25 

26 

25 

16 

25 

25 

25 
15 

25+ 

25 

25 
15 

25 

16t 

15 

25 

25 

25 

25 

25 

16 

17 

25 

26 

25 

25 

25 

25t 

25 

25 

25 

16 

25 

25 

25 

25 

25 


74       16 


25+ 

15 

16 

15t 

16 

'i5 
15 
16 
15 
15 
15 
15 
15t 
15 
15+ 
25 
25 
15 
15+ 
15 
16 
15 
16t 


14 

5 
15 

6 

8 
14 
12 

4 

4 

7 

0 

9 

6 

7 

10 
10 

4 

16 
12 

3 

12 

4 

4 
-2 

9 

11 
9 

18 

10 
1 
4 

12 

17 
-2 
6 
8 
2 

15 

10 
3 
9 
9 
4 
6 
1 

16 

12 

12 
5 
6 

10 

-2 


5 
10 

5 
10 

6 

et 

6 

10 

5 

19 

10+ 

6 

10 

2+ 

6 

6 

6 

6t 

6 

22 

12 

10 

6 

5 

6 

6 
10 

5 
10 

5t 

■2+ 
11 

6 
10 

6 

6+ 

6 

6 

2 

6 
10 
II 
19 

5t 

6 

5 
19 
10 

6 
19 

6 


71 

15 

70 

15 

69 

15+ 

67 

25 

78 

15 

75 

15 

66 

25 

76 

15 

79 

15 

69 

25 

79 

16 

a 
2^ 


="  2 


No.  of  days 


4.87 

5.28 

4, 56 

4  .33$ 

5.48 

5.51 

6.76 

4  75 

5.10 

5.29 

3  35$ 

5.37 

4.66 

5.36 

6.04 

4.97 

4.80 

6.23 

5,47 

3.11 

4.49 

4.79 

5.26 

2.  23 

6.35  I 

4.70$ 

4.26 

6.  .53 

3.91 

3  26 

4.71 

4.91 

5.46 

6.21 

6.74 

6.83 

6.50 

.5.47 

2.67 

5.00$ 

4.40 

4.91$ 

3.04 

2.05 

2. 25 

,5.77 

3.09 

4.12 

4.59 

4.66 

5.43 


-(-1.43 
-t-2.16 
-1-1.07 

+  i.'96' 
-(-2.30 
+  \.  ,59 


-0.  29 
-I-L90 
-fl.39 
4-1.25 
-t-2.  67 
4-1.66 
4-0.79 
4-2.89 
4-2.43 
-0.13 
4-1.42 
4-L27 
4-1.94 
-0.07 
4-2,87 


4-0. 89 
4-3.11 


fO.59 


4-1.87 
4-2. 07 


4-2  10 
4-L96 
4-1.71 
4-1.95 
-0.53 
4-1,28 
4-1.06 
4-1.10 


5+     173 


-0.54 
-0.41 
+  1  04 
4-0.18 
4-0.90 
4-1.32 


4-2.32 


-6 


2+ 
10 

9 
10 

2+ 

"'i 

2+ 

9 

2 

2 
19t 

2 

9 
10 
II 
10 
11 
10 

2+ 

9 

2t 

lot 

19 
11 
10 
10 

5t 

9 

2+ 

6 

2t 

10 


1.25 

1.07 

1.27 

0.96 

1.16 

1.31 

1.46 

0.80 

1.37 

1.14 

0.65 

1.24 

1.02 

0.75 

2.05 

0.95 

0  98 

1.42 

1.2R 

0.70 

L25 

0.96 

1,28 

0.55 

1.28 

1.08 

0.82 

1..57 

0.77 

0.58 

1.05 

1.28 

1.69 

1.18 

1.41 

1.16 

l.,53 

1.30 

0.72 

1.08 

0,89 

1.14 

0  50 

0.74 

0.50 

1.58 

0.78 

1.04 

0.88 

0.79 

1.28 

2.05 


2.75 
4.15 
4.82 
4.71 
6.29 

'6!76$ 
.5.76 
5.77 
5.76 
4.81 
3.29 
5.66 
4  86$ 
3.13 
8.44 
3.28 
3.59 
4.67 
3.32 
5.50 
6.16 
3.63 
2  98 
5.59 
5.71 
3.82 
3.68 
6.63 
4.72 
4.97 
4.91 

4  77 


3. '23 
4.69 


-0.48 
4-0.93 
4-1.38 
+  1.03 
4-2.78 

+2;68 


4-2  26 
4-2.49 

-6.' is' 

4-2.15 
4-1. U 


12-13 
12-13 
12-13 
12-13 
12-13 
12-13 
12-13 
4-5 
23 
4-5 
6-7 
12-13 
4-5 
2 
12-13 
12-13 
23-24 
12-13 
12-13 
12-13+ 
12-13 
12-13 
12-13 
8-9 
12-13 
4-5 
16-17 
12-13 
12 
19-20+ 
6-7 
19-20 
12-13 
6 
12-13 
12-13 
12-13 
12-13 
12-13 
23-24 
16-17 
fi-7 
6-7 
19-20 

A 
12-13 
6-7 
6-7 
12-13 
3-4t 
12-13 

12-13 


9.0 
15.0 

8.6 
12.0 
13.0 
10.4 
11.5 
17.2 

9.0 
18.4 
11.0$ 
11.9 
11.4 
13.8 

7.0 
12.5 

n.o 

13.6 
13.2 

8.7 
12.0 
16.1 
13  0 

8.5 
13.0 
13  4$ 
13.9 

7.3 


Observers 


4-3.94 
-0.61 
4-0.21 


4-0. 28 
4-2.  47 

+6.' 57' 

4-0.23 
4-1.29 
4-2.02 


4-1.54 
4-1. '20 
4-1.79 
4-0.76 


0.,54 
0.75 
0.86 
0.72 
L50 

0.90 
1.61 

1  27 
0.75 
0.58 
0.80 
0.83 
0.65 
1.87 
0.57 
0.65 
1.04 
0.62 
L49 
0.97 
0.73 
0.61 
1.12 
1.07 
0.68 
0.60 
1.18 
0.66 
n.  70 
1.48 


4-0.61 
4-1.17 


16-17 
16-17 

6-7 

6-7 
4 

'4-.5" 

•23 

4 

4-5 

12-13+ 

23 

4-5 

23 

6-7 

4-5 

19-20 

6-7 

4-5 

6-7 

4-5 

16-17 

16-17 

■2A 

4-5 

4 

6 

23 

4-5 

23 

2&-30 

4-5 


17.4 
10.2 

8.9 

7.8 
19.0 
12.8 
13.0 

9.6 
13  9 

5.7 
12  0 
17  9 

5.. 5$ 
13.6 
10.0 

8.2 
13.4 

6.3 
11.5 
10.5 
15.8 
10.0 

11.8 


6.9 


1.5.0 
16.5$ 
7.1 

17.' 6 
14.8 
9.2 
18.5 
11.0 
13.0 
10.1 
11.3$ 


1. 95        12 


0.84 
2.06 


15-16 
12-13 


26.7 
17.0 
16.6 
10.2 
10.1 
9.8 
S.  7 
U.5 
9.0 
11.7 

l^ 
9.4 
3.3 


14.5 
2.3 

11.8     16 


10.7 
11.8 


10     20 

8     10 


13 


18 
21 

10     10 
5     24 

14 

10 
11 

9 

5 

4 

9 

7 
10 


Allent'n-Bethlehem  Gas  Co. 
City  of  Altoona. 
Lehigh  University. 
Penna.  Turnpike  Comni. 
Clarence  E.  Miller. 
William  B  Spear. 
Howard  L.  Pyle. 
U.S.  Weather  Bureau. 
Carl  E.  Bigger. 
n.  S.  Weather  Bureau. 
Mrs.  Helen  C.Haas, 
oe.       Ira  J.  Keath. 
ne.      Penna.  Turnpike  Comm. 
nw.     Andrew  B.  Evansha. 
Prof.  N.  W.  Swayne. 
n»       Dr.  Henry  Stewart, 
e.         MissSallieM..Iohnson 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Wat«r  &  Power  Co. 
Prof.  Paul  R.  Yoder. 
nw.     Lancaster  Water  Bureau, 
n.        Carlos  P.  Darling. 
SW.      Ixjbanon  Valley  Ga.s  Co. 

Penna.  Dept.  of  Highways. 
William  R.  Kelloy. 
Sun  Oil  Co.  , 

Civil  Aeronautic- Authority] 
Harry  S.  Fancher. 
U.  S. "Weather  Bureau. 
New  .)er>ev  Zinc  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Phila.-Suburban  Water  Co. 
Earl  E.  Rarick. 
.John  E.  Beuner. 
U.  S.  Weather  Bureau. 
U.  8.  Weather  Bureau. 
Dr.  George  E.  Fisher, 
nw.     Penna.  State  College, 
nw.     Metropolitan  Edison  (;o. 

James  E.  Swartz. 
nw.     Mrs.  M.  Ordelia  Parks. 
n.         M.S.  Bliss, 
uw.     Clyde  T.  Saylor. 
nw.     U.  S.  Communication  >Sta. 
JohnD.  McEwen. 
Gordon  E.  Lower. 
w.        U.  S.  Weather  Bureau, 
nw.     York  Water  Co. 


w.       citv  Water  Dept. 

SW.      Civil  Aeronautics  Auth'y. 

Butler  Eagle. 

Penna.  ?:iectric  Co. 

Walter  B.  Paget. 

Philip  R.  Shaw. 

Miss  N.  Dixie  Wineman, 

Penna.  Turnpike  Comm. 

Donora  Zinc  Works. 

Miss.  Emma  H.  Ea.stman. 

U.S.  Engineers. 

William  K.  Fuller. 

Westmoreland  Water  Co. 

Indiana  State  Teachers  Col. 

Pa.  Dept.  Forests  i  Waters. 

Robert  Tross. 

Spring  Water  Co. 

Citv  of  Meadville. 

Perrv  P.  Campbell. 

Newcastle  Water  Co. 

U.  S.  Weather  Bureau. 

U.  S.  Engineer.- . 

West  Penn  Power  Co. 

Carnegie-Illinois  Steel  Corp. 

D.  L.  Grove. 

Allen  E.  Yoder. 

U.  .*.  Engineers. 

Arthur  M.  Stokes. 

William  W.  Marsteller. 

Carnegie-Illinois  Steel  Corp 

Meirell  L.  Jordan. 

Thomas  S  Knox. 


3     16 
8      9 


13 

w. 

12 

w. 

15 

8W. 

17 

w. 

18 

w. 

13 

s. 

1-2 

SW. 

8 

s. 

ne. 

11 

sw . 

21 

w. 

20 

SW. 

17 

nw. 

17 

SW. 

13 

W. 

13 

w . 

21 

s. 

se. 

17 

,-  u  . 

19 

W. 

14 

s. 

19 

SW. 

12 

SW. 

8 

14 

SW. 

18 

w. 

16 

w. 

12 

W. 

14 

\v. 

U.  S.  Weather  Bureau. 


[See  page  21  for  explanation  of  reference  marks.] 
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CIJMAroi.OtJK'Al.    DATA:    I'KNNSVI.V  AN  I  A   SiamoN 


n» 


Daily  Precipitutioii  for  Miirch   1944 


Stations 


Coimties 


Day  of  niontli 


ATLANTIC 

1)R.\INAGE 
DiHniiixrr  Hnxiii 

I'l'i'KK  Dki.awark 

DiiiKiDau!:  KerryS.O.SK 

Hn«li>v-.  O.a  K 

llollistbrville- 

I.«k<>vill,>-.  IN 

Matamoras- 

Mount  PooouoS.  2  N... 
ri.-a.-ant  Mount'. •\  I  \V 

Strouii>l>urK.  -  !'■ 

Tnnuers  Falls'.  •'•,  1  .SK. 

Lkhigh 

Alleutowu  Arpt-',  4NE 

Allentown- 

Bethlehem'."' 

Blakcslee  Comers',  ■"' 

Gouldsboro'- 

lAusford- 

Mauch  Chunk,  I  SVV. 

New  Tripoli 

I'almorton'.  ■'' 

Zionsville,  1  S\V 

SrHlYl.KII.I. 


C'onshohocken 

Frederick>ville2. 1  S.  . 

Gratersford- 

Phoenixvillo-,  1.5  8E 

Port  Clinton" 

l'ottsto«n-,  0.5  8 

PottsviUe- 

Reading',  5 

Werners  villeS 

I.OWEK  Dei, AWARE 

Coatesville'' 

Doylestown, 

George  School'' 

Marcus  Hook" 

Philadelphia 

Airport  Station', -i 

City  Office'.-'' 

Shawmont 

Quakertown,  0.5  E.  ... 

Westchester 

WestGroveS,  1.5  SE.... 

SiisQiirhnmm  Basin 
Ch  emung 

Austinburg',  5,  2  W, 

Centerville'i 

Covington- 

Lawreuceville. 

NoRTJi  Branch 

CantonS,  1  NW 

Danville^  

FreelandS 

Millville',5 

Monroeton^.  2S 

Montrosp2,  3  e 

Onvell2.  3N 

Park  Place'',  1  NW. 
Pikes  Creek. 1.5..   . 

Rush=.  fiS 

Scranton'.s ' 

SusquehanuaS 

TowandaC,  1  E 

Tunkhannock',5.. 
Wilkes-BarreS 

West  Branch 
Ansonia^.  2  w. 

Bald  Eagle'.  5 ." 

Carrolltown^! 

Carter  Camp',  s 

Cedar  Run-' 

Clearfield''! [',[ 

Curwensville^    6N\v' 

Driftwood', -5  

Dushore',  ^ 

Eagles  Mere2      .....'. 
Emporium^,  IE... 
English  Center',  6...  1; 

Galeton 

Karthaus2 ' 

Lock  Haven2 '.'.'.'.' 

Medix  Run'.  5 ." 

PhilipsburgS,  7  E.. ..'. 

Renovo-.  ... 

State  College', «.'..'.';;; 


Pike... 
Wayne.. 
Wayne.. 
Wavue.. 
Pike... 
Monroe. 
Wayne.. 
.Monroe. 
Wayne.. 


Leiiigi;  ... 

Lehigh 

N'rthanipton 
Monroe. .. 

Wayne 

Carbon 

Carbon 

Lehigh 

Carbon. . ., 
Lehigh.     . 


.01 


Mouigonicrv 

Berks '. . 

Montgomery 

Chester 

Schuylkill... 
Montgomery. 
Schuylkill  .;. 

Berks 

Berks 


Chester 

Bucks 

Bucks 

Delaware.. . 


T 

.02 
.07 
.02 

'."(18 
.01 
•I 
.07    .01 


Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester 

Chester 


Tioga 

Bradford  . 

Tioga 

Tioga 


Bradford. .. 

Montour. . . 
Luzerne  . . . 
Columbia,. 

Bradford  

Susquehanna 
Bradford  . . . 
Schuylkill . . 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . . 
Wyoming.. 
Luzerne 


.07 


.05 


.08 


1.75 

.'6i 

'i''. 
'i'. 

.58 
.44 


.56 


.64 


.8(1 
.51 
.60 
.54 
.67 
.4.T 
.11 
1.14 
28 


.08 
.04 

.05 

'.'67 
T 
.0,'il  .01 


.  IS 

.87    .05 

.53 

.42 

.48 


.02 


T.Ol 

1.02 

.45 

1.09 


.92    T 


.50  .18 
.26  .03 
26  . 

.75 


Tioga 

Blair 

Cambria. . . 

Potter 

Lycoming.,. 
Clearfield  .  . 
Clearfield. .. 

Cameron 

Sullivan 

Sullivan.  .. . 

Cameron 

Lycoming... 

Potter 

Clearfield.. . 

Clinton , 

Elk 

Centre 

Clinton 

Centre 


.09 
.24 
.33 
.05 
.25 
1.10 


.36 


.03 


.46 

• 

.98 
1.05 
.75 
.29 
.93 


.04  .01 
....  .13 
T.      .07 

02 
T. 


.W 


.10 


.17 

.53 

T 

.09 
.19 
.11 

.80 
.42 

.11 
.23 
.17 
.22 
T. 
T. 
.48 
1.  12j 
.10 
.55 


.56 


.19 


02 
.08 
1.65 

'j'4 
.59 
.02 


.63 


.95 
1.05 

.76 
1.42 


80 
1.70 
1.04 
1.09 


.40 

.04 
.95 
.08 
.67 
.92 
.07 
.02 
.17 
.84 
.61, 

.'29 
.68 
.79 
.18 
.02 
.39 
.01 


.05 


T. 


.21 
T. 
.Oil  T. 


.73 
.70 
.70 
.68 
.74 
.20 
.  13 
1.01 
14 


18      16      17 


.45 
1.25 

.8' 
.24 
.59 
.92 
.85 

1.03 
40 

1.50 


.041   .20 
.01 


.39 
1.41 
1.61 
1.41 
1.16 
1.40 
98 
66 
1.13 


.OR  1.40 
. .  1.34 
.0:s2.02 

..     i.5 


1.30 

1.0 

1.75 

1.53 

1.58 

I   60 


.83 


.26 


T. 


■20 


.70 
.70 
.59 
.69 
68 
,53|  .36 
.21 1  ..30 
.SO 
36 


21 


.35 


.21 
.64 

.38 
.40 
.61 
.59 
90 
.88 
1.28 
.77 


22 


.01 
T. 
.14 

.06 

.09 

.''46 

.13    .78 


14    .  13 


.09 


1.20 
.54 
.29 
.60 
.30 
.55 
.62 
24 


.6' 

.61  .01 

64  .04 

.57  .25 


.33 


.02 


.51 

.14 

.99 

.43 

.,33 

.56 

.1 

.20 

.29 

.91 

.54 

.26 

.53 

.43 

.80 

.33 

.281  T 

.28    T. 

.37    T. 


.31  .17 
.39 
.75 
.95 

.48 
.08 


T. 


.02 


.25 


.48 


.26 
.28 
.68 
.■.>9 
.39 
..39 
.38 
.24 
.36 
.37 
.32 
.25 
.51 
.36 
.30 
.14 
.28 
.28 
.20 


.33 


28 


24 


.36 


.5H 
.56 
.53 
.88 
.45 
1.03 

.'02 


1.05 
T. 
T. 
.01 
.73 
1.20 
.04 
.36 

.4: 


.30 


.52 


1.37 
40 


26 


26     27     28     29     80     81 


.06 


.03 


.30 


.  12 


.02 


.W\ 


T. 


.05 


.03 


.03 


.38 


,09 


.3.96 

8.11 

3., 50 

*3.I6 

4.  18 

4.71 

3.62 

54.91 

54.09 


4.24 
4.87 
4.66 
3.88 
3.50 
4.91 
5.62 
5.50 
4.91 
5.96 


5.34 
5.95 
5.74 
5.83 
5.69 
5.  .30 
5.47 
6.02 


5.76 
4.74 
6.04 
6.53 

5.46 
.5.91 
6.73 
5.50 
5.77 
5.78 


.07 

.01 
.14 
.10 
.18 
.30 
.10 
.05 

"is 

.14 

.01 

.03 

.18 

.10 

.02 

T. 

.21 


Continued  on  page  20. 


.01 
.04 

.'03 

.03 

.03 

,02 

T. 

.0: 

'.'0,5 
T 

'62 
T. 
T. 
T. 


2. 19 
2.14 
■2.a 


2.60 
4.17 
^S4.6I 
3.71 
3.  17 
3.26 

2.  12 
3.99 
4.17 
2.95 
2.67 
3.. 52 
2.05 

3.  22 
.3.09 


2.37 
5.03 
6.67 
3.87 
3.70 
4.66 
4.75 
3.  08 
3.36 
5.10 

ii3.  35 
3.17 
3.02 
3.81 
4. 26 
3.36 
6.21 
2.96 

4.40 


20 
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Daily  Precipitation  for  March  1944 -Continued  from  page  19 


Mai^ch  1944 


stations 


Counties 


Day  of  month 


West  Branch 
(continued) 

Tamarack^,  2  S | 

Wellsboro^.... 

Williamsport^....---.- 
Williamsport-',  4  bJi.  . . 

JUNIATA 

Altoona,  •I-'' W. 

Brenzewoodi ,  0.5  Ji 

iiuiraloMills-. ..   ...,■•  • 

BurutCabinsi.iNi.... 

East  Waterford-,  3  Ji. . . 

Evere.tt^O.oSVV 

Huntingdon''' 

Lewistown^.  2  SW 

M  apleton  Depot-' 

Martinsburg3.......... 

Mc(^onnellstown2.4NW 
Neffs  Millsi.s,  3.5  Nt.. 

New  Bloomtield 

Newport'^ 

Saxton^.l  W. ......  ••- 

ShadeGapl,5,0.5SW.. 

LWR  SnSQUEHANNA 

Arendtsville^.... 

Bloserville,  1.5  N 

Carlisle 

Columbia 

Dauphin'',  3  N 

Ephrata...   .  ■ 

Glen  Rocki,^ 

Gordon.....  ••■•• 

Grantville,  4  NW 

Hanover^..  ■■■■:■■.::  -^ 
HarrisburgApt',  »,3.»h 

Holtwood^i. 

Huntsdale/......-- 

Kirkwoodi.MSW 

Lancaster 

Lebanon^  . . .. . . ....  •  ■  •  ■ 

Middletowni,1.5W.... 

Millersburgi,5.2E  .   .. 

Milroy'-.oN.---- ■ 

Newburgl.3.5NW 

New  Park... ,....■■•■■■ 
Pine  Grove^,  1.5  NE  .  . 
RiugtownS,  1.5SW... 

Sellnsgrove 

Shippensburg 

Sunbury2  — 

William^town'^ 

Woodwards.  2  NE 

York.  3SW..__ 

York  Haven'      

Pntomoc  Basin 
Chambersburg2,  i  gw 

Gettysburg    ..   

Hewitti.  ^2S\V 

Hvndman''' ■ 

McConnellsburg-^ . .   . . 

Mercer-^burg^ . . .  •  ••  •■■ 

South  Mt.  San'tm-!... 

GULF  DRAINAGE 

Ohio  Banin 

Allegheny 

Acmetonia^ 

Allen.«Mills».  5;.v-- 
Blairsville^,  6NE  — 

Boswell^GNW 

Bradford.  4  W 

Brook  viUeS... 

Buckstowni.  6 

Clarion2,3SW 

Coudersport 

Derryfi 

Donegal' 

Dunloi.-\0.5SW 

EbensburgS 

Ford  City-,  4  S 

Franklin^ 

Glen  Hazel",  1  NE.  . 

Home'.  ■''. .     

Indiana 

Johnstown«,0.5  W.. 

Kane'.  IN 

Kregar',  1.5  SE 

Lvcippu,s,  1.5  E 

Marienville',  ^ 

Meadville^,  IS 

Mosgrove^ 

Parkers  Landing^.  . 
Pittsburgh  Cty  Of". 
Port  Allegany" 


Clinton 

Tioga 

Lycoming.. 
Lycoming. 


Blair 

Bedford 

Bedford. 

Fulton 

Juniata 

Bedford 

Huntingdon 

Mifflin 

Huntingdon 

Blair 

Huntingdon 
Huntingdon . 

Perry 

Perry  — 
Bedford.. 
Huntingdon . 


T. 

'!23 

.'i? 

.21 

.10 

.06 

.18 

T 

.20' 


.04 


131  .421 
.  13  . 
.Ofi    .241, 
.03    .'25 


Adams 

Cumberland. 
Cumberland. 
Lancaster — 

Dauphin 

Lancaster.. . 

York.  

Schuylkill  .. 
Dauphin... 

York 

Dauphin  — 
Lancaster.. . 
Cumberland 

Lancaster..  . 

Lancaster. . . 

Lebanon  — 

Dauphin  — 

Dauphin .... 

Mifflin 

Cumberland . 

York 

Schuylkill.  . 

Schuylkill.. 

Snyder     ... 

Cumberland 

N'umberland 

Dauphin. 

Centre.  .  • 

Y'ork  .... 

York  .... 


.40 

.43 

.80 

.14 

1.17 

.,59 

.15 

T. 

1.14 

1.02 

.04 

.63 

T. 

I.  04 

1.05 

.70 

.05 

Franklin . . 

Adams, 

Bedford.. . 
Bedford  .  . . 

Fulton 

Franklin... 
Franklin... 


,03 


.03 


.09 


..50 

.50 

1.01 

82 


9      10 


11      12      13 


14      15      16      17      18      19 


20     21 


22 


23     24     25 


.04  .01 
.01 
,03 
T 


66    .15 


.57 

i'V 

.26 

.36 

T 

.51 

.3' 

,03 

.34 

.45 

.02 

.02 

.511 

.30 

.06 

.79 
.30 


.48    .01  .. 


.64 


68 
,.50 
.31 
.25 
.01 
.21 
.02 

.'31 

.81 

.10 

.58 

.74 

.19 

.  29 

.90 

.03 

.08 

.70 

..31 

.30 

.43 

.50 

,21 

.35 

.50 

.Sh 

.11 

.34 

.53 


Allegheny, 
Jefferson.. 
Indiana  . . 
Somerset.. 

McKean 

Jefferson 

Somerset 

Clarion 

Potter 

W'moreland, 

W'moreland, 

Cambria 

Cambria.  — 

Armstrong., 

Venango — 

Elk 

Indiana 

Indiana 

Cambria 

McKean 

W'moreland. 

W  'moreland . 

Forest 

Crawford  — 

Armstrong... 

Armstrong... 
Allegheny . . . 
McKean 


.09 
.26 
T 
.01 

.'08 

'.'65 
.08 

'.'08 
.05 

.01 

T. 

.06 
.01 
.06 
.03 

T. 

.17 

.10 


.69 


,45 


.68 


,56 


.67 
.41 
.04 
1.10 
.60 
.74 
.S3 


.60 

.72 

.53 

.75 

.33 

,X5 

.02 

.52 

.59 
.75 
.05 
,66 

.■55 

.14 
.75 
.82 
.Of) 
.04 
.64 
.02 
.80 
,81 
« 

.55 

.54 

.66 

.5 

.01 

.74 

.68 


.02 


.32 
1.03 


.75 
.02 
.80 
.15 
.89 

1.01 
.96 
.75 
.75 
T. 

1.00 
.02 
.93 
.98 


1.02 


.42 


T. 


.49 

.66 
.14 

!72 

.86 

.60 

T, 

.12 

.08 

.28 
.54 

.30 
.84 
.301 
.55 
.85 
.38 
.18 
.11 

1.54 
16 


1.14 
.10 
,81 

1.39 

T 

T 

.08 
.35 


.01 


.50 


06    .33    ,18 
.10    ..53    .10 


.61  , 
.63 
.61 
.66 
.6' 
« 

.59 


T. 


.93 


T. 


.02I  ,25 

.Oil  .39 

.021  .55 

....  .56 


10    .43 

T.    1.09 

..    .74 

...     .42 


T 

.12 
.07 
.02 

'  !o2 

.04 

.05 
.06 
,02 
.05 
.05 
.01 

T.' 

.12 
,06 
,11 
.03 


T, 
T. 

'  .02 
T 
.02 
.06 
.03 

.04 
.05 
T. 
.11 


1,25 
1.  02 
1.16 
1.35 
1.02 
1.20 
.15 
.85 
.95 
1.42 
.33 
1.25 
1.25 
.80 
1.26 
1.28  . 
1.  20|  ' 
.061. 
L05 

.24  , 
1.  651 . 
1.33 
.70 
86 
91 
1.05 
.88 
T 

1.22 
1.30 


T. 


.65 
.04 
.11 
.20 
.35 
.11 
.56 
.52 
.46 
.11 
.55 
.31 
.2' 
.20 


04 


1.16 


T. 


,091   .25 


. . .     .49 

...'    .21 

r.  1  .25 

...  .72 
...I  .25 
.03'  .61 
.12  .37 
...  .67 
...\  .47 
...,  .49 
.18  .43 
...'  .12 
...'  .29 
...I    .10 

...:  .65 

...1  .79 
.41,  .48 
.04,  .2,5 
T.  1  .94 
T.      .19 

*   :    ,15 

.,53 

T,  1  .21 

.21'  .M 
. ...     .50 

....;  .43 
....'  .44 

4    .32 

.1  .88 
.:   .48 


.64 
.15 

.80 
.31 
.85 
.82 
.70 
.60 
.69 
28|  .16 
..1.06 
57  .15 
09    .85 


1.31 
.95 
.02 
.95 
1.04 
1.85 
1.26 


:57 


T. 
T, 

.13 
.15 
.06 
.21 

T 

.26 
.03 
.14 
,06 
.40 
.06 
,22 
.06 

T 
T 

.28 
..5' 
.40 

!6i 

.07 

.  11 

T. 

.12 

.24 


,04 


.90    .19 


14 
,08 
T 

'.!» 
,65 

'!i7 
.14 

.57 
.08 

isi 

.06 

.03 

.35 

.28 

T 

.35 

.20 


T. 


.01 
.05 
.04 
.021  .01 
.01    .05 


.  02  , 


.641 
47 
.28 
.28 
L95 
.17 
.52 


,84  . 
.02  , 
.67  , 
.82 
.24 


.56 

'.'29 
.04 

'.'so 

.75 
,35 
.61 

.34 
,41 
T. 
T 


.02 


.26 
.24 
.05 
.11 
.15 


.03    .61    .03 

.271  .71  .. 


.01 

..|  .04  1.53 
.10  .28  .54 
,02    ,75    .15 

.,  .29  .28 
.Oil  .03;    .70 


.28 
.61 
.58 
.01 
.22.. 


.08 


.06 
.03 
,02 
T 
.08 
1.19 
.25 


.451  .66 
..57I  .84 
.61  .47 
.01 
.06 
T. 

.12  .87 
.26  .34 
.\i  .53 
.121  .88 
.40!  .13 
.821  . 

.10|l,201  .13 
..     .67    .22 

T.  .11'  .42 
....  .011  .83 
.7i 


T 

.02 

T 

r 

.06 
.03 

.09 

T 

.05 

T 

.02 

.03 

.02 

T 

.11 
T 
.19 
.05 


.31 

.92 

.69 

.50 

.02 

.84 

.75 

.86 

.97 

.19 

.81 

.14 

.07 

.70 

.41 

.10 

.95 

.82 

.38 

.73 

1.23 

.10 

.37 

.97 

.84 

.03 

T. 

.55 

.59 

.11 


.86 
.08 
,10 

!82 
T 

'!i2 

.07 

.76 

'!29 

.761 

;i9| 

.86 


.49  , 

'!i7 

Mil 
.501 
.11 
T, 
1.15 
1.60 


.25    .82, 
.86   T. 


.10  T. 

.  12  . . . 


,02    T. 


T. 


.311  .18 
.031   .79 


.16 

.10  . 
.05. 
.25    . 17 

,!62' 
.25  . 
.10  . 
.78  .01 
.09  .05 
.37  .02 
.241  .13 
.09 
.55 
.91 
.34 
.15 
.11 
.21 
.24 
.26 
.2 
.23 


.06 
.64 
.22 

.14 
.44 

.  52  , 


Oil. 
.241. 
.561. 
.92i . 
1,061. 


.731. 


.07     .54 


...11.55 


.16. 

.25  , 


.15 


.90 
.65 
.23 
.18 
T 
,06 
.74 
.78 
.88 
.13 
1.00 

!58 
.07 
.03 
,07 
,67 
.01 


.06 


26     27 


29     30     31 


.02 


.05 


.02 


.14 


.27 


.2:S 


T. 


.01 


T. 


T. 


T. 


.02 
.32 

.45 
.08 

.27 

.56 

.1 

.42 

.03 

.51 

T 

!l6 
.33 

'!46 
.24| 
T. 
401 


.80 

,07|  T. 

.14 

.37 

.43 

.03 

.01 

.12 
.11 
.42 

.02 

.33 

.63 


3.04 

2,25 

4.12 

3.94 

5.28 

3.82 

4.  .58 

■^4  33 

5,29 

4,66 

4,79 

«4.70 

4.54 

3,91 

6,24 

4.62 

5.18 

5.05 

T. 


,07 
42 

.06 

.04 
.19 

T 
.28|  .20 
.49 
.40 
.12 
.04 
.28 
.44 

T. 
.14 
.51 


.07    ,05 


T. 


.05 


.41 
.13 

'.\b 
.4' 
.14 
.01 

.29 
.32 
.22 

'.U 

".Ob 
.39 
.40 
.39 
.16 
.'25 
.33 
.31 
.09 


.40 


.30 


.65 


4,33 


6.24 
5.63 
5,48 
5,63 
5. '2-2 
5.37 
$5.90 
4.80 
6,44 
6,23 
5.47 
4.49 
.5.38 
4.66 
.5.26 
6.35 
$6.  35 

5$ 

$5.39 

4.  .53 

6. '27 

6  13 

4.21 

$5,00 

5,08 

5.42 

H59 

4.66 

5.43 

5.74 


5,51 
4.97 
4.94 
5.01 
4.55 
5.90 
7.04 


.41  .03 
.04 

.18]  .051 

.25  .02 

T.  .05! 

T.  .0'2| 

'.'361 '.'67 


.12 

T. 

.11 

.04 

.09 

.05 

03 

.<yi 

.06 

.11 

,03 

.31 

.03 

.38 

.01 

.'29 

T. 

T. 

.11 

T. 

5.9'2 
4,42 
4.84 
7  45 
2.75 
4.13 
4,15 
4.71 

iei'Jo 

5  76 
4.90 
5.76 
4.81 
3.29 
4.21 
4.41 
$4.86 
8.44 
3.28 
7.81 
6.66 
4.24 
3.59 
5.21 
4.94 
5.81 
3,06 


Continued  on  page  21. 


M\i,vii    I'M 


('I.I.MAT()|,()(il('AI.   DATA:    I'KNNSV  1  A'AN  I A   SKCTION 


Daily  Precipitation  for  March   1044     Coiitimi,.!  from  I'u 


Stations 


(■""iintii'S 


Al.l.BUUKNV 

(continued) 
I'unxMitawney' .... 
rmnoy villi'-'.  ■2.6SK. 

RidifwayH 

8altsburgS 

Seward- 

8hemoK]'.\  tiW 

Smothport'.  \  1  S\V  . 

StKMlgStOWll'.'' 

Tione.<ta-.  1.5  SK 

Titiisville, -2!^ 

UniouCity'.-' 

Vanderprnft ' 

Warren- 

VouugsvlUe'.-'' 

MoNONd.VHEl.A 

(;outlueno(>2,  1.5  nW. 

Connellsvilli- 

Donora' 

Greensboro- 

Greensbur/?.  2  S 

Irwin 

MeyersdaleS 

MurrysvilleV  '.  ^ 

Newell" 

Pitt-iburgh  .Vrpt.//  1.5. 

Rii'es  Landing'' 

Somerset 

Spriufrs«.  ISW  .....'.'." 

Uniontown 

Waynesburg 

Beaver 

Beaver  FaIIs2 

Butler 

Greenville 

Jiiniestown2,  iXW. 
Meroer  Arpt.3.  -2.6  NE. 

New  Castle,  1.5  N 

Peuuliue.  2,  is 

Sharon2 . 

Ohio 

ClaysvilleS 

Coraopolis2,  1  E. 

Midlands [ , 

Mt.  Lebanon^ 

Washington!,  5 

LAKE  DRAINAGE    I 

Erie',  5 [ 

Raymond',  s [[[\ 


Jellerson 

ArnLstrontr.. 

Klk 

Indiana  . . . . 

Indiana 

Warren 

MoKeau 

Indiana  . 

Forest 

c;ra\vford. . ., 

Erie 

Wmoreland. 

Warren 

Warren 


Day  of  mouth 


1      2 


.03 


.05 


.30  T. 


Somersiet .1; 

Fayette. .  I5| 

Washingrton..  T. 


Greene 

W'morelaud. 

Wmoreland. 

Somerset 

Wmoreland. 

Fayette 

Allegheny   .. 

Greene..." 

Somerset 

Somerset 

Fayette 

Greene 


Beaver 

Butler.. 
Mercer. 
Mercer.  . . 

Mercer 

Lawrence. 
Crawford. 
Mercer 


Washington  . 
Allegheny  ... 

Beaver 

Allegheny  ... 
Washington  . 


Erie 

Potter 


.08 

T. 
T. 
T. 
.02 
.02 
T 


T. 


T. 


1.85 
1.54 


.18 


.23 

..S3 
.02 

1.05 
.27 


T 

l.fil 
T. 

.58 
.60 

•vi 

* 
1  38 

'.'vi 

.70 
.57 
.64 


1.83 
.97 
T. 
1.02 

.fO 
1.18 
1.31 

.05 


.29 
.30 
.55 

".U 

.21 
.56|. 

[31 


.57 
.82 
.50 
76 
.66 
.28 
.11 
.27 
.68 
.36 
.0' 

.'36 

.06 


10 


.01 

.20    .12 

.03    .OJ 


.18  .63 
1.22  . 
.41  .14 
.37  .29 
.  61  .  12 
.94    .29 


.05 
.33 
.32 
.18 
.33 
.38 
.  20  .  12 
19   .19 


.10 

.08 

.  90 

11.37 


.44   T. 
.12    .07 


.58    .08 
.02 


1.50 
.95 

1.04 
.58 
.12 


T. 


.02 


60 
L02 


.01 


T.     T. 

.04   T. 


T. 


T. 

.01 


.5;i 


T. 


T. 

T. 

T.  I  T.  I  .01 
.  01    T. 

.14    .02 

...    T. 


1.18: 

.70  .03 

.  80  .  03 

. 17  .  04 
.05 


.07    .03 
.03   .03 


.05 


T. 


.69  ... 
.39  T. 
.48  T. 
.72  ... 


2. 60 
T. 

.57 

.50 
.48 
.39 


T. 


.02 


FOOTNOTES 


hours^endlSgllt^eSernoo^'''"'  precipitation  and  temperature  readings  are  for  24 
T.  ,  Trace  (0.00-5  inch  or  le.ss). 

Itakvi.'data  interpolated""'  "''""^'  '°'  '''^'''''  "  ''"'''^'^  '^^o  ^^^^  "i-»>^- 
?  Partly  interpolated. 
55  Incomplete, 
t  And  other  dates. 

i  f^rT^V'}  *°°  '**'?  *°  '''=■  '°<='"'-'«''  in  means  and  summaries. 

included  m  next  measurement. 
//  Windshield  on  gage. 

ohat^u-j^r^i^x^Xi^^'^i^^^fm^sira^r^ur^'^™'"^^*'''^"  -^^  '^ 

^  Midnight  to  midnight. 
Measured  in  the  morning  for  the  preceding  24  hours. 

4  S^.f./,°''-f'*Ki°"'"*  '^''.'"°*^  ='*  ^-^^  "'•  '"•  of  the  following  day. 

5  ilfordtag  gale.'"  '*"*'°°'  °°*  equipped  with  recorders. 

6  At  a  fixed  hour  between  sunset  and  11 :00  d  m 
'  Noon  to  noon. 


16 


17 


18 


.01 

.83 

.97 

(i; 

.77 

01 

.78 

.78 

55 

.03 

42 

.17 

75 

.50 

oa 

.46 

25 

.28 

41 

38 

.is 

10 

.42 

37    .02 


.12 
T. 

.07 
.21 

^45 
.20 
.45 

.'62 
.0 
.30 
.34 


.02 


.40 


19 


20 


25 

28 

33 

66 

1.19 

.23 

.30 

.16 

.38 

.36 

.05 

.22 

.40 

.13 


.20 


22 


1.17 

.29 
.96 
.50 
.60 
.32 
.17 
.30 
.25 
.55 
.72 
.49 
.98 
.49 


15  .16 
.02  .  18 
.07  1.  19 
. 10  .  28 
.  13  .  13 
.10  .02 
T.  I  .12 
.75 


79  .11 

.70|  .07 
.  14 

.611  .  10 

.66  ,01 

1.10  .01 

.  77  01 
.35 


.03  T. 

.  031     •  I  .  40  .  02 

.01    .1.5   .46  .03 

T.     . 07   . 20  . 01 


.  02  . . . . 
.02 
.03  .03 
,06 


.33   T. 
.26   .24 


T. 


23 


.06 
.11 

.03 

.  15 

.04 

.61 

.41 

.77 

.12 

.60 

.24 

.66 

T. 

.53 


.29    .01 
.35    .06 

.28  ,. 

.13 

.09 

.30 

.13 

.38 


.79 


.62 

* 

.51 
.14 
.70 
.78 
.67 
.51 


.39 


21 


24     26     26 


.65. 
.54  . 
.40  . 
.39  . 
.62. 


.55 


27     28 


.07 


21)     30 


.30... 

.16!  ... 
.04|.... 
.41  .... 


.01 


T. 


.01    T 


.40  .... 
.43    ... 


.371.. 
.331.. 


T. 

.61) 
.32 
.11 
.28 
...1  .37 
.08  .06 
.05   .18 


.24 


.21 

.43 

.26 

.20 

.12 

.04 
I2I  .03 
29   .08 

.21 

.13    .08 


81 


.01 

t'.'I 

.01 
.02 
.06 
.02 


.01 


.28 
.01 
.16 
.24 
.03 
..33 
...I  .20 
...  .32 
.231  .01 
.19 
.20 
.06 


09   .03 


T. 


.17 
.09 


.04 

.Oil 
.03 
.031 

.02 

't.' 

•I' 


4.66 
6.16 
3.63 
6.26 
6.16 
8.79 
2.90 
6.18 
3.82 
8.68 
1.87 
4.72 
4.97 
3.00 


6.68 
5.58 
8.77 
5.45 
5.66 
6.50 
4.96 
4.99 

5.50 
5.08 
5.. 59 
5.71 
5.53 
4.91 


3.69 
4.82 
3.40 
3.13 
3.19 
3.  .32 
3,12 
2.98 


.19 

.01 

6.29 

.21 

T. 

4.71 

.08 

.05 

4.67 

1 

.05 

... 

5.31 
5.72 

.11 

.09, 



1 

3.  23 
2.01 

List  of  Changes  in  Station  Desig-nations 

follows  •'"'°'''^'''"°'='*"''°  "^'^^  eauipn,ent.  station  names  have  been  changed  as 


Boswell 

Dauphin 

Ford  City 

Grantville 

Jamestown 

Kregar 

McConnellstown 

Milroy 

Monroeton 

Neffs  Mill 

Newburg 

Putneyville 

Sheffield 

Winiamsport4SE 


formerly  Laurel  Hill  Summit 

Peters  Mountain  Tower 

Crooked  Creek  Dam 

Manada  Gap 

Pymatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Jffiuntain  Tower 

Charter  Oak 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherrv  Grove 

Shaffers  Path 


22 


CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 


March  1944 


Daily  Temperatures  for  March  1944 


Stations 


Allentown  Arpt 

Allentown  / 

Altoona-4.5  8W . 
Arendtsville^... 

Bethlehem  1 

Bradford-4  W . . . 


3-4  NE. 


/  Maximum. 

V  Minimum . 
(  Maximum. 
\  Minimum. 
/  Maximum 

V  Minimum. 
(  Maximum 

V  MiuiiDum. 
(  Maximum 
\  Minimum. 
I  Maximum 

V  Minimum, 


BroolJviBeS (  Maxi 

V  Minn 
Burnt  Cabinsi-2  NE  . . . .  /  Ma?: 

\  M 1  Tl 

Butler (Ma 

Carlisle I 

Chambersburg6-1  SW 
Clarioii6-3  SW |Ma 


mum. 

mum . 

Maximum. 

inium. 

Maximum. 

nimum.. 

Maximum. 

Minimum. 

(  Maximum. 

\  Minimum. 

Maximum. 

nimum. 


33  33 
19      16 

34  34 


Claysville/ 

Coatesvillefi 

Columbia 

Coudersport 

Curwensville-'-6NW.. 
Derry" 

Donegal ' 

Donora^ 

Eagles  Mere  / 

East  Waterl'ord6-3  E  . . 
Ebeusburg/ 

Emporium''-l  E 

Ephrata ■  — 

Erie' 

Everetti-0.5  oW 

Ford  City'>-4  S 

Franklin/ 


(  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum .. 
I  Maximum. 
\  Minimum.. 
/  Maximum.. 
\  Minimum.. 
(  Maximum. 
\  Minimum.. 
(  Maximum. 
\  Minimum.. 

(  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum. 
/  Maximum. 

Minimum. 

Maximum. 

Minimum. 

Maximum. 

Minimum . 


n    12    13 


38 
16 
39 

271     14 
49      -ih 


7 
38 
12 
291     31 


■{ 


34  48 
27 
5fi 
18 
46 
25 


,  /  Maximum. 

\  Minimum. 

I  Maximum. 

\  .Minimum  . 
.  (  Maximum. 

VMiuimuiji.. 
.  (  Maximum. 

\  Minimum. 
.  I  Maximum. 

\  Minimum. 
.  /  Maximum. 

\  Minimum. 


42     37 
31      24 


13      14 


Fredericksville-1  S /  Maximum. 

\  Minimum. 

^-'--^ {J}=m: 

George  school^ {^f^^Z: 

Gettysburg /  Maximum .. 

■"  \  Minimum.. 

Gordon (Maximum.. 

\  Minimum.. 
Greensburg-2  S I  Maximum.. 

\  Minimum.. 

Hanover/ /  Maximum. 

\  Minimum.. 
HarrisburgArpt.  '-3.5 S.  (  Maximum. 

\  Minimum  .. 

Hawley-0.5  E )  Maximum . 

\  Minimum. 

Iloltwoodl /  Maximum. 

\  Minimum. 
Huntingdone I  Maximum 

V  Minimum. 

Indiana |  Maximum. 

\  Minimum. 

Irwin rMaximum. 

\  Minimum. 
Jamestown/ -2 NVV /  Maximum, 

V  Minimum. 
JohnstowuB-0.5  W /  Maximum 

\  Minimum. 

Kanei-1  N /  Maximum 

\  Minimum. 


46 

25 

2 

15 

4ft 

24 

48 

24 

35 

32 

30 
15      22 


39 

46 

14 

27 

45 

45 

Ifi 

17 

44 

41 

11 

21 

46 

38 

15 

27 

46 

50 

17 

28 

60 

50 

1 

28 

49 

45 

11 

32 

47 

39 

10 

32 

14 


26  33 

11  11 

30  33 

20  18 

33  34 

19  16 


26      24 
18       8 


38      38 


32 


36     3' 

1 

33 

15 

35 

10 

35 


15 


16     17 


52 
27 

.52 

29 

43 

21 

53 

27 

55 

28 

39      48 

16      32 


54|     52 
33     35 


55  54 
29  34 
65  60 
33  46 
65  69 
35  41 
.54  57 
35  37 
51 
34 

55 
47 
67 
42 
74 
47I 
63 
37 
69 
38 
5* 
44 


76      62 
21      .38 


40  63 

21  32 

.50  76 

23  39 


30     33 

40l     36 


34 
16 
32 
1 

30 
10 
34 
19 
32 
4 

28 
13 
34 
1 

28 
5 
30 
12 
26 
-  6 


26|  34 
56|  46 
23'     ,30 


20 


50 

20      16 

51      41 


49      43 


52  44 

26  30 
531  48 
32,  28 
481  34 
25  22 
44!  40 

27  29 
48  39 
25  23 


32 


49 
32 
59      42 
38      31 


21     22 


23 


29     40 


.34 
54 
39 
35 
14 
44 
26 
40 
31 
34 
32 

50 
38 
40 
32 
58 
37 
55 
39 
44 
3' 
42 
39      31 


62     39 


25 


26     27 


30     31 


54 

29 
57 
31 
-_      50 
361     33 


45      48 
19     34 


27  46 

10  20 

29  47 

19  26 

33  36 

23  25 


39      29 
19      19 


■28  35 

9I  10 

30'  27 

14  16 

24 
5 


46 
34 

48 
37 

601  45 
401  30 
521  50 
.37: 


70      61 


38|     30     23 


6 

36 

57 

37 

50 

31 

54 

37 

56 

30 

541 
30 
56 
31' 

58; 
29! 

54! 
32' 
.53, 

29 


61     46 


32 

28 
44 
35 

40 

32 

47 

38 

34 

26 

37 

27 

34      36 

28     24 


83 
46 

67      63 

33 

50 


43      39 


43.1 
25.5 
44.6 

2.5.7 
42.8 
23.  1 
46.5 
27.7 
43.  7 
28.0 
40,6 
19.5 

41.1 
22. 0 
46.0 
24.5 
45-7 
25.9 
48.0 
25.1 
47.5 
27.4 
43.6 
23.2 


45.3 
■24.0 
47.6 
•28.1 
,50.4 
■28.3 


38.2 
20.1 
47.6 
■28.0 

44.4 
■23.9 
49.0 

30.4 
.37.0 
18.0 
40.6 
24.0 
38.4 
20.7 


49 

3' 

nil     40i 
39      -U 


38     52 
34     34 


36  38 
45  52 
33     33 


47 
34 

62     48; 

30     35 


20.3* 
48.6 
■28.4 
39.6 
24.7 
45.7 
■23.6 
46.3 
23.0 
43.7 
■23.6 

44.9 
■24.7 
.39.4 
21.7 
47.5 
■27.9 
48.9 
■28.8 
42.8 
24.  2 
48.2 
■25.3 


47.5 
27.4 
45.5 
■28.6 
40.5 
21.3 
45.0 
30.1 
47.5 
24.9 


36     46.6 
■23'     26.7 


42!     36 
271     21 


45 
321 

44      38]     48.1 
•22I     25     26.0 

351 

23 

36 


42.2 
19.2 
45.4 
24.9 
39.9 
17.1 


Ckintinued  on  page  23. 
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Dally  Temperaturea  for  March  1044- (j 


lOUtlllMi'd  trolll  PBRO  J.i 


stations 


Liiiira.sU>r 

l.ftwrtiucevlUo 

liebanun  / 

I.o\vi8towu/-2  8W... 

Look  Haven'' 

Mari'iis  Hook' 

Martiiisburp'' 

Maiioh  Chunk!  SW, 

Moadville/-!  S 

.Mercer>-2.5  NK.  ,  . 
Middletown'-l.S  \V.  . 
iMullamli 


. .  /  Mil  xiiiniiii. 

\  MMiniuni). 

. .  /  MiiNiimiin. 

\  MiiiiiiUMii. 

. .  (  Mil  \iiiuiiii. 

\  Miniiiuim.. 

.  /  MiiMimiiM. 

\  Miiiiimiiii .. 

.  /  M;ixiimiiii. 

\  Miiiiimiiii.. 

.  /  Ma.\i[mii\i.. 

\  Minimum .. 

.  (  Maximum.. 

\  Mitiiiiuiiii.. 
.  /  Mrtxumiiii.. 

\  Miiiiimiin.. 
.  /  .Mrtxiiiuiin.. 

\  Miiiiinuiii. 

/  .MaximuiD 

\  .Miiiimuni. 
.  (  Maximum 

\  Minimum 
.  I  .Maxiiiiuiii, 

\  Miuimuiu. 


I       2 


Moutrose/-3  E 

.Mt.  Lebanon'' 

Mt.  rocono:*-2  N.  . 
New  Bloomfield.. 
Newburg'  3.5N\V. 
NewCastle-1.5  N.. 


Palmerton' 

Park  PlaceS-l  NW  . . . 
Philadelphia  Arpt  •. 
Philadelphia  C.O.l.  . 
Phila.  Shawmont . . . 


.  /  Maximniii.. 

\  Miiiiuuaii.. 
.  /  Maxiiiiuiji.. 

\  Mininium,. 
.  )  Maximum 

>  Minimum. 
.  /  Maximum 

\  Minimum. 
.  <  Ma.ximum 

\  Minimum. 

/  Maximum. 

\  Minimum. 

.  /  Maximum. 
I  Alitiinuim. 
/  Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum. 


IS 
37 
■J6 
(9 
28 
:17 
22 
1( 

■2: 

29 

IS 
32 

l.s 
2I> 

13 
40 
23 
3;' 
22 


PhilipsburgS-7  E 

Phoenix ville-1. 5  SE  . . 
Pittsburgh  Arpt  Sta.'. 
Pittsburgh  City  Office' 

Port  Clinton/ 

Putneyville-2.5  SE 

Quakertovvn-0.5  E 

Readingi 

Ridgway  / 

Scranton' 

Selinsgrove 

Sharon 


/  .Maximum.. 

IMiiiimum.. 

/  .Maximum.. 

^  .Minimum .. 

I  Maximum.. 

\  Minimum.. 

I  Maximum.. 

\  Minimum. 
..  /  .Maximum. 

\  Minimum. 
. .  /  Maximum . 

(Minimum., 

. .  /  Maximum. 

I  Minimum.. 
. .  /  Maximum. 

V  Miuimum.. 
. .  /  Maximum.. 

\  Minimum.. 
. .  /  Maximum.. 

\  .Minimum.. 
. .  /  Maximum.. 

\  Minimum.. 
. .  /Maximum.. 

IMinimum.. 


•in 
I 

30 
10 
3' 
17 
40 
17 
40 
15 

22 

3.5 

13 

30 

1 

3!1 

12 

3,5 

U 

37 

Ml 

3'J 


lil 
40 
20 
,53 
IS 
ft  7 
l.'i 
4ft 
23 
62 
28 

51 
21 
40 
1ft 
4S 
13 
46 
28 
54 
25 
54 
24 


Somerset /Maximum 

„     .       „  IMinimum. 

bpringsh-l  SW (  Maximum.. 

c*„*    ^  ,1       1  \  Minimum.. 

state  CoUegel (  Maximum.. 

c.        .  ,  V  Minimum.. 

Stroudsburg-2  E t  Maximum.. 

T,  ,  ,     .,  \  Minimum.. 

Tamarack /-2  S f  Maximum., 

IMinimum.. 
Tionesta'i-1 .5  SE (  Maximum . 

n^it       -,1    ^r.  IMinimum.. 

litusville-2  S /  Maximum . 

T,„        J  c  ,  „  IMinimum.. 

Towandat>-l  E (  Maximum.. 

„   .     ,  IMinimum.. 

Uniontown (  Maximum.. 

•ir     J        ,^1  ^  Minimum.. 

Vandergnfti  i  Maximum.. 

IMinimum.. 


.>! 
84 
37 
IS 
.35 

2;i 
3r) 

27 
40 
22 
45 
22 

38 
21 
40 
26 
29 
2!  I 
34 
is 

40 
18 
4H 
27 


43 
3;i 
41 
111 
46 
12 
44 
15 
41 
81 
51 
38 

31) 
2fi 
40 
32 
36 
26 
38 
20 
43 
29 
45 
28 


43 
19 
36 
23 
88 
22 
33 
26 
32 
23 
44 
30 

26 
15 
41 
19 
24 
15 
23 
13 
37 
24 
30 
20 


46 
16 
50 
27 
49 
6 
40 
20 
51      49 


29 
3 
42 
16 
31 
20 
34 
23 
36 
17 
37 
17 

36 
12 
37 
16 
40 
12 
33 
11 
38 
26 
32 
16 


31 
12 
42 

5 
47 
22 
49 
28 
40 

8 
36 
17 

38 
2 

40 

15 

38 
6 

44 

12 

37 
3 

40 

25 


34 
21 
43 
34 
47 
24 
49 
28 
40 
8 
40 
29 

42 
30 
42 
35 
36 
19 
46 
33 
41 
33 
44 
30 


36 

19 
27 

lo 

29 
18 
29 
16 
28 
16 
38 
26 

20 
11 

34 
16| 
26 
10 
21 
11 
29 
19 
26 
15 


10     11 


22 
9 
26 
12| 
22 
8 
29 
13 
29 
16 
28 
13 

28 
18 
21 
10 
29| 
23 
30 
23 
37 
■23 


45 

26 

52l 
20 
431 
20| 
41 
12 
40 
27 
59 
34 

38 
34 

ig 

52 

29 
50 
30 
40 
28 
50 
34 


18  H   16 


32j  27 


361 

32| 
59! 
23, 
48. 
37 
49I 
37i 
43i 
25I 
50! 
28, 

5i'' 
.30 

32 

471 

17i 
48| 

27: 

42! 

26j 

57: 
411 


62 

3 

47 

80 

63 

30 

64 

28 

62 

86 

62 

40 

71 
.33 
49 
34 
63 
28 
71 
38 
68 
30 
72 
39 


16 
76 
43 
41 
28 
62 
32 
64 
34 
74 
28 

60 
34 
47 
30 
60 
39 
60 
40 
60 
39 


17  18 


20 


56 
32 
65 
38 
75 
41 
76 
44 
66 
18 
72 
31 

56 
32 
62 
39 
68 
2:3 
60 
34 
60 
34 
72 
40 


58j 
87 

57i 
38 
56i 
35 
51 
40 
63 
46 

53 
39 
.62 
41 

38 
33 
42 
30 
69 
44 
67 
37 


46 
32 

58 
38 
61 
32 
69 
44 
58 
44 
68 
36 

51 
40 
48 
34 
59 
43 
591 
45 
61 
43 


64 
89 

37) 

25 

62I 

38 

51 

43 

44 

30 

61 

31 

41 
19 
48 
34 
32 
30 
38 
12 
62 
29 
40 
24 


61 
34 
70 
42 
54 
37 
56 
40 
66 
37 
66 
35 

69 

36 

68 

46 

39 

37 

62 

39 

56 

42 

5' 

37 


29 
19 

28 

17 

29| 

18 

28 

15 

28 

19 

31 

24 

27 
15 


34 

10 

60 

37 

41 

19 

42 

22 

49 

39 

3' 

31 

51 
38 
51 
27 
35 
32 
44 
17 
45| 
39 
39 
21 


27 
3 
28 
18 
22 
12 
27 
16 
34 
18 
37 
21 

27 
18 
22 
16 
30 
26 
30 
25 
30 
21 


46 

26 
43 
23 
40 
21 
44 
21 
48 
21 
44 
29 

35, 

23 
38 
24 
38 
22 
87 
20 
40 
23 
40 
24 


22 


46 
17 
45 
8 
46 
17 
45 
19 
46 
18 
48 
27 

39 
18 
49 
10 
47 
20 
47 
19 
46 
18 
60 
24 


28  24  26  26  27  2«  I  2f)  |  30  |  31  |   - 


36 
12 
53 
27 

38 
27 
39 
29 
40 
22 
42 
26 

43 

23 

42 

29 

44 

20 

38 

26 

43 

29 

3 

27 


60 
3;i 
41 
34 
45 
19 
48 
19 
401 
36 
55 
36 

44 
33 
40 
30 
46 
26 
45 
34 
43 
31 
62 
37 


"rf- 


58 
31 
64 
.36 
56 
36 
68 
34 
59 
37 
56 
44 

62 
34 

49 
24 
67 
80 
54 
29 
.56 
35 
55 
31 


40 
31 

55 
31 
47 
3' 
49 
40 
46 
29 
44 
29 

49 
28 
51 
34 
43 
11 
60 
34 
41 
33 
61 
41 


46 
29 
67 
31 
46 
30 
56 
30, 
58 
36 
59 
31 

62 
32 

47 
32 
.55 
37 
56 
44 
54 
36 


59 
32 
70 
38 
58 
31 
66 
25 
68 
30 
69 
33 

60 
28 
59 
37 
66 
33 
66 
41 
65 
32 


49 

26 
58 
37 
56 
32 
57 
36 
53 
32 
55 
29 

52 
36 
65 
39 
55 
31 
52 
36 
57 
33 
56 
84 


51 

34, 
.50 
31 
481 
37 
48 
33 
62 
34 
66 
46 

44 
31 
44 

46 

28 
48 
26 
48 
36 
50 
33 


49 
.•I2| 
40l 
28| 
39 
37 
42 
36 
40 
35 
47 
38 

37 
31 

'29 
41 
29 
42 
30 
43 
35 
50 
38 


42 
28 
53 
85 
45 
30 
47 
33 
46 
34 
56 
35 

50 
33 
50 
40 
45 
29 
43 
33 
48 
34 
54 
31 


33 

28 
44 
32 
43 
35 
46 
38 
38 
31 
45 
39 

44 
29 
41 
34 
39 
28 
40 
33 
45 
33 
60 
41 


49.6 
27.1 
42.3 
21.4 
46.4 
26.6 
46.9 
24.6 
44.0 
26.2 
.50.3 
32.6 

41.6 

24.4 

42.8' 

23.0' 

41.6 

20.9 

41.4 

22.6 

46.7 

27.2 

46.8 

27.8 


32 

15 
50 
30 
36 
26 
39 
30 
38 
34  29 


.35.1 
16.9 
45.8 
26.9 
36.9 
18.6 
45.8 
23.5 
49.2 
26.7 
48.6 
26.0 

42,1 
25.5 
36.6 
21.5 
47.1 
29.9 
47.6 
32.3 
48.9 
29.7 


38.0 
18  7 
51.1 
27.6 
44.9 
27.1 
40. 5 
29.9 
43.2 
24.4 
45.2 
24.7 

46.5 
24.6 
46.1 
29.7 
41.5 
19.1 
41.6 
25.1 
45.7 
26.  2 
47.0 
28.7 


45.0 

23.  I 
42.1 
22.8 
42.  2 
25.6 
46.4 
25.1 
37.3 
18.9 

44.9 
21.7 
42.8 
22.  2 
42.4 
22.7 
50.3 
29.9 
47.4 
28.1 


Continued  on  page  24. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


March  1944 


Daily  Temperatures  for  March  1 944-Contmued  from  page  23. 


Stations 


WarrenS (Maximum., 

\  Minimum.. 

Waynesburg /  Maximum . 

V  Minimum.. 

Wellsboro/ /  Maximum. 

\  Minimum.. 
West  Chester /  Maximum . 

\  Minimum.. 
Wilkes-BarreS /  Maximum. 

\  Minimum. 

Williamsport /  Maximum. 

^  Minimum. 
Willi amstown /  Maximum 

(Minimum. 
Woodward3-2  NE i  Maximum. 

\  Minimum. 

York-3SW (Maximum. 

\  Minimum. 


3       4 


13 


14 


48      45 


56     55 


20 


22 


24     25 


42     42 
15     33 


26     27 


28 


29     30 


31    Mean 


39  41 .0 
24  23.2 

40  49.1 
28  26.5 
37  39. 6 
23  18. 0 
48  48. 0 
33  29.5 


42.3 
23.3 

45.  2 
2.1.  7 
46.1 
26 , 0 
37.0 
20.  9 
50.0 
28.3 


[See  page  21  for  explanation  of  reference  marks.  ] 


PRESSTTRE,  WIND,  HUMIDITY  AND  STJNSHINE. 


RIVER  CONDITIONS 


Stations 


Rivers 


PortJervis.  N.  Y 

Easton 

Lehiffhton 

Reading 

Wilkes-Barre 

Williamsi)ort 

Newport 

Harrisburs 

Schenley,(  nr)  Lock  No.  5. 

Sutersville 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

Allegheny 

Youghiogheuy 

Monoiigahi'la 

Ohio 

Ohio 


4.0 
5.3 
4.2 
6.2 

8.3 
fi.  4 
7.2 
6.2 

17.7 
7.6 

17.8 
• 

19.1 


8.5 
12.3 
5.7 
9.6 
17.2 
1.5.0 
11.8 
10.7 
24.2 
12.0 
25.1 
21.1 
27.2 


2.0 
1.7 
3.0 
3.9 
3.2 
2.6 
4.5 
4.1 
14.5 
5.2 

14.1 

• 

13.6 


18 
22 
9 
13 
22 
20 
2-2 
17 
24 
20 
30 
25 
30 


.     ^  J  ••  fiorrected  to  true  velocities . 

;  SS^o'n^^TT-oSTm™'-  ^  Also  other  dates'°"^'''one-niinute  interval. 


Pool  stage. 


t  On  other  days  also. 
W.  B.  0..  Philadelphia- 5-25-44-975. 


N  M  P 


U.  S.  DEPARTMENT  OE  COMMERCE.  WEATHER  liUREAU 


Y  or  YUr 
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PENNSYLVANIA  SECTION. 

L.  ¥.  CONOVER 
HAKRISBUKG.  PA. 


Vol.  XLIX. 


April  1944. 


No.  4. 


aENERAL  SUMMARY. 

I'nscasdiKibly  cool  and  rainy  weather  continued  in  April. 
Temperatures  were  below  normal  most  of  the  time  and  only  a 
few  days  were  warm  enough  to  indicate  that  this  was  a  spring 
month.  Highest  maxima  were  general  on  the  30th  and  the  ex- 
treme equalled  the  81°  recorded  at  Gettysburg  in  April,  1918; 
the  lowest  extreme  maximum  for  the  period  of  record  for  the 
month.  The  average  daily  deficiency  accumulated  since  .Jan- 
uary 1st  is  now  0.8°. 

Precipitation  was  frequent  and  amounts  significant;  the  re- 
sulting surplus  reduced  the  year's  accumulated  deficiency  to 
0.06  inch.  The  ground  condition  was  much  better  than  in 
1943  when,  by  the  end  of  xVpril,  precipitation  was  1.82  inches 
below  the  average  for  the  first  four  months.  The  average  num- 
ber of  days  on  which  measurable  amounts  were  reported  was  16, 
equalling  the  record  for  April  which  was  established  in  1920. 
All  areas  received  excesses,  those  in  the  east  portion  being 
greater.  Snow  was  frequent  early  in  the  month,  greatest  amounts 
falling  on  the  4-5th.  Sleet  fell  on  the  11th,  mostly  at  northern 
stations.  Thunderstorms  were  frequent,  those  of  the  28d-24th 
being  most  general.  During  this  storm,  hail  fell  at  scattered 
stations. 

Minor  flooding  occurred  in  the  west  portion  about  the  13th, 
when  roads  in  the  vicinity  of  Meadville  were  inundated  for  a 
short  time.  Continuous  rains,  toward  the  end  of  the  period, 
raised  stream  levels  in  the  east,  but  crests  were  generally  well 
below  flood  stages. 

Scanty  foliage  on  underbrush  and  small  trees  prevented  ade- 
quate retention  of  moisture.  This  ccmdition  contributed  to  the 
forest  fires  which  were  frequent  throughout  the  month.  Most 
stubborn  and  widespread  were  those  which  sprang  up  during 
the  rainless  periods  from  the  18th  to  the  20th  and  from  the  28th 
on. 

Conditions  continued  unfavorable  to  agriculture.  Increasing 
temperature  deficiencies  and  above-normal  precipitation  have 
combined  to  retard  vegetation  and  field  work.  Plowing  and 
planting  have  reached  60%  of  the  stage  attained  by  April  30, 
1943.  Scarcely  anything  has  been  planted  in  the  northern  part 
of  the  State.  Winter  grains  are  showing  improvement  but 
growth  is  not  so  far  advanced  as  is  to  be  expected  at  this  season. 
Prospects  for  fruits  of  all  kinds  are  promising.         g.  w.  s. 


inch  above  the  57-year  normal  lor  April.  The  greatest  inMiiiiily 
iiinount  was  6.52  iiuriies  at  Krcgar,  vvJiile  the  least  was  2.24 
inches  at  Ansonia.  The  grcatc^st  amount  n^conkid  in  any  24 
consecutive  hours  wa.s  2.20  inches  at  Pennline  on  the  12th. 

The  average  snowfall  for  the  State  was  2.5  inches,  which  is 
0.3  inch  above  the  57-year  normal.  The  greatest  montlily  snow- 
fall was  10.9  inches  at  Meadville.  The  greatest  fall  for  any  ob- 
servational day  was  9.0  inches  at  New  Tripoli  on  the  5th. 


ERRATA 


Miiroli,  1044.— Page 23,  Lancaster,  mean maxinnitii  sliould  be  49.7";  I'hilaflelphiaShaw- 
niont.  mean  mininuiin  .should  be  2!).4'';  Port  Clinton,  mean  minimum  slioulfl  hK-2/i.H'. 
Page  '24,  Pressure,  Wiml,  Humidity,  and  Sun.sliine  Table,  percentage  of  passible  sun- 
shine at  Pittsburgh  should  lie  47. 


OBITUARY 

Mr.  Ira  J.  Keath,  cooperative  ob.server  at  Ephrata,  died  suddenly  on  April  12,  1944 
His  services  began  in  July,  1925  and  continued  until  the  time  of  his  death,  a  period  of 
nearly  20  years  of  faithful  public  service. 


COMPARATIVE    DATA  FOR   APRIL, 


Year 


Temperature 


Precipitation 


No.  of  days. 


tb88. 
1»»9. 
ih9U, 
1891. 
1><92. 
1893. 
1894. 
1895 
1896. 
1897. 
1898. 
1899. 
1900. 
1901. 

1902. 
1903. 
1904. 
1905. 
1906.. 
1907.. 
1908.. 
1909. . 
1910.. 
1911.. 
1912.. 
1913.. 
1914.. 
1915.. 


TEMPERATURE. 

The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  80  stations  was  45.5°,  which  is  3.1°  below  the  57-year 
normal  for  April.  The  highest  monthly  mean  was  52.4°  at 
Marcus  Hook,  and  the  lowest  was  38.8°  at  Kane.  Extremes 
ranged  from  a  maximum  of  81°  at  Emporium,  Lewistown,  Lock 
Haven,  Marcus  Hook,  Sharon,  and  Williamsport  on  the  30th 
to  a  minimum  of  6°  at  Wellsboro  on  the  6th. 


PRECIPITATION. 


The  average  precipitation  for  the  State,  as  deduced  from  the 
observations    at  197  stations,  was  4.06  inches,  which   is  0.62 


1916. 
1917. 
1918. 
1919. 
1920 . 
1921. 
1922. 
1923. 
1924. 
1925. 
1926. 
1927. 
1928. 
1929. 

1930. 
1931., 
19.32., 
1933., 
1934., 
1935.. 
1936., 
1937., 
1938.. 
1939. . 
1940.. 
1941.. 
1942.. 
1943.. 
1944.. 


Period  , 


47.2 
49.7 
48.6 
49.8 
46.9 
47.7 
48,(1 
49.2 
53.0 
49.0 
45.6 
50.2 
49.2 
47.2 

48.0 
48.8 
44.7 
48.4 
50.0 
43.6 
49.8 
48.5 
52.6 
46.2 
50.2 
50.6 
47.3 
53.9 

48.0 
48.5 
48.2 
48.5 
46.0 
55.3 
50.1 
48.3 
46.5 
51.3 
44.9 
47.7 
46.0 
51.4 

48.2 
48.4 
47.0 
50.9 
48.9 
47.1 
46.1 
47.7 
51.3 
46.7 
45.1 
55.1 
52.8 
43.1 
45.5 

48.6 


2.52 

4.50 
3.46 
2.08 
2.04 
4.74 
3.62 
3.76 
1.75 
3.30 
2.93 
1.76 
1.57 
5.41 

3.56 
3.53 
3.45 
2.84 
3.13 
2.64 
3.51 
5.39 
5.07 
3.79 
4.39 
3.82 
4.66 
1.92 


16 

3.65 

14 

2.08 

12 

4.53 

6 

2.70 

8 

4. 39 

10 

3.11 

11 

3.17 

-5 

2.94 

6 

4.15 

9 

2.32 

9 

2.03 

17 

3.52 

11 

5.50 

19 

6.12 

9 

2.71 

16 

3.33 

14 

1.71 

15 

4.49 

14 

3.06 

12 

2.56 

14 

3.01 

19 

5.53 

11 

2.85 

9 

3.70 

9 

5.30 

18 

2.02 

14 

2.21 

7 

3.97 

6 

4.06 

-5 

3.44 

1.3 
0.9 
0,4 
1.2 
1.1 
0.6 
14.7 
0.2 
0.9 
0.3 
2.5 
0.5 
0.9 
4.9 

3.0 
T. 
1.0 
2.8 
0.6 
4.0 
1.0 
2.6 
0.6 
4.4 
1.6 
0.2 
1.1 
1.6 

6.6 
2.6 
10.8 
1.2 
3.0 
0.8 
0.4 
1.9 
7.4 
0.5 
0.9 
1.0 
6.5 
1.1 

1.1 
2.3 
1.2 
0.5 
0.6 
2.9 
1.3 
0.2 
3.5 
1.0 
2.3 
T. 
4.5 
3.7 
2.5 

2.2 


10 
13 
11 
12 
10 
9 
13 
6 
S 
16 

12 
12 
14 
10 

8 
13 
10 
11 
11 
12 
13 
12 
12 

7 

12 

9 
11 
10 
12 
10 

9 

8 
10 

8 

9 
11 
10 
13 

11 
10 
10 
10 

9 
12 
14 
13 
10 
14 
14 

6 

9 
12 
15 


^> 


N-^ 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 


April  1944 


CUmatolOR-ical  Data  for  April  1944 


Stations 


Counties 


Temperature,  in  degrees  Fahr. 


a 

3S 

CO 

O.S3 


AUmitie  Drainage 

Allentown 

Altoona-4.5  W 

Betiilehem 

Burnt  Cabins-2  NK  . . 

Carlisle a;;," 

Chambcrsburg-1  SW.. . 

Coatesville 

Cur\vensvilleApt-6  NW 

Eagles  Mere 

East  \Vaterford-3  E.  .  . 

Emporium  1  E 

Ephrata 

Everett-O.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover :,-;'o" 

Harrisburg  Arpt.-3.5  b. 

Hawley-0.5  E 

Holtwood 

Huntingdon 

Lancaster 

Lawrenceville 

Lebanon. tt 

Le\vistown-2SW 

Lock  Haveutt.. 

Marcus  Hookll 

Martinsburg.. 

Moutrose-3  Eu •  • 

Mt.  Pocono  Arpt.-2  M. 

Palmertontt 

Philadelphia  Airport.. 

Philipsburgt-7  E 

Phoenix ville-1.  5 SE.... 

Port  Clintontt 

QuakertownM-0. 5  E.  . . 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-2  E 

Tamarack-2S 

Towandatt-1  E 

WellsborotJ 

West  Chestertt 

WilUes-Barrett 

Williamsporttt 

Williainstown  tt 

\Voodward-2  NE 

York-3SWtt 


Lehigh 

Blair 

Northampton.. . 

Fulton 

Cumberland  — 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford  

Luzerne 

Bucks 

Adams 

Schuylkill 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon     . 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia . . 

Centre  

Chester 

Schuylkill 

Bucks 

Berks 

Lackawanna... 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming 

Dauphin 

Centre 

York 


Division  mean. 


Ohio  Drainage 


Bradford-4  W 

Brook  ville 

Butler 

Clariontt-3  SW 

Clavsville 

Coudersporttt 

Derry 

Donegal 

Douoratt 

Ebensburg 

Ford  (;ity-4  S 

Franklin 

Greensburg-2  S 

IndianaJt 

Jamestown-2  NW 

Johnsto\vn-0.5  W 

Kane-1  N 

MeadvilletM  S 

Midland 

NewCastlett-1.5N... 
Pittsburgh  Airport... 
Putney ville-2. 5  SE  ... 

Ridgway 

Sharon 

Somerset 

Springs-1  SW 

Tionpsta-1.5  SE 

Titu.svillo-  2  S 

Uniontowntt 

Vandergrifttt 

Warren   

Waynesburg 


Division  mean. 


Lake  Drainage 

Erie 

State  mean 


McKean 

Jefferson 

Butler 

Clarion 

Washington 
Potter 

Westmoreland . . 
Westmoreland  . 

Washington 

Cambria 

Armstrong 

Venango 

Westmoreland.. 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Mercer 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland . . 

Warren 

Greene 


254 

1,500 
364 

yso 

473 

600 

431 

2,  2V5 

2,020 

2.  125 

1,100 

365 

1,  020 
1,970 

184 

500 

900 

600 

A5\ 

980 

200 

7»0 

255 

996 

469 

580 

557 

12 

1,493 

1,176 

1,914 

455 

10 

1,916 

100 

407 

480 

273 

746 

476 

1,217 

440 

2,  250 
7,54 

1,319 
410 
.544 
5.50 
775 

2, 191 
390 


680 
400 
077 
114 
170 
653 
160 
746 
761 
170 
950 


Erie. 


160 
300 
050 
6.50 
750 
065 
780 
900 
,286 
,270 
.385 
940 
,100 
.500 
.200 
.550 
,040 
825 
,190 
,100 


705 


46  6 
45.2 
47.5 
46.8 
48.0 
48.8 
49.  3 
40.8 
39.6 
44.4 
42.  8' 


46.4 
42  0 
48.4 
5(1. 2 
44.5 
49.2 
48.9 
42.8 
49.6 
47.4 
49.7 
42.8 
47.4 

46  6 
52.4 
45.0 
39.6 
40.0 
45.6 
49.4 
40.2 
50.  4 
45.5 
46.2 
49.1 
45.0 
47.0 
45.6 
46.5 
39.6 
44.1 
39.2 
49.2 
44.6 
46.8 
47.0 
41.2 
.50.1 

45.8 


40.8 
42.5 
46.4 
43.8 
46.2 

'49'b' 
44.8 
,50.7 
42.  0 
45.8 
4,3.6 
47.4 


-2,1 

-2.5 
-3.7 


-4.0 
-1.4 
-1.0 


-SA 


41.8 
46.1 
38.8 
41.9 
48.0 
46.8 
48.4 
44.1 
41.2 
49.8 
44.7 
43.2 
43.2 
42.6 
51.4 
49.2 
41  5 
49.2 

45.2 


42.6 
45.5 


-2.4 
-2.2 
-2.0 
-0.8 
-3.1 
-3.1 
-2.0 
-2.4 
-1.5 
-2.0 
+0.2 
-3.1 
-2.8 


-3.7 
-1.9 

"-4,2 

-2.0' 
-1.2 

-1.5 
-4.2 
-2  4 
-1.6 
-3.1 
-2.4 
-2.1 
-1.5 


-2.2 
-5.3 
-0  7 


-2.1 
-2.3 


-0.8 


-4.2 
-2.2 
-1.7 


-4.3 

-6."  5' 


-1.0 
-3.2 


-2.3 
-3.0 


-3.6 
-3.6 


-1.7 
-0.8 

-4.0 
-1-1.1 
-1.4 
-2.2 


+0.2 
-1.0 
-3.5 
-1.2 


-2.5 

-3.1 


81      30 


10 
15 
17 
8 
18 

'2! 
18 
23 
17 
15 
18 
18 

is 

20 

8 
12 
21 
17 
19 
13 

8 
23 
15 
18 
14 
15 
23 
22 
16 
19 


Precipitation,  in  inches 


4.28 
4.24 
3.91 
4.27 
4.91 
3.97 
4.79 
4. '23 
3.76 
4.85 
3.35 


a 

03  a> 


+0.60 
+  0.84 
+0.64 


+  1.38 
+  0.77 
+0.  99 


-0.15 


4,46 

4. 29 

5.49 

3.65 

4.33 

3.71 

3.94 

3.95 

4.11 

3.98 

6.59 

2.48 

4.94 

3.  .56* 

3  01 

5.50 

3  79 

3.44 

5.06 

3.17 

4.69 

3.84 

5.38 

4.82 

6.43 

6.05 

3. 27 

3  37 
4.05 
4.48 
4.01 
3.15 
2.86 

4  67 
3.72 
3.43 
4.49$ 
3.  28 
4.31 

4.06 


4.  14 
3.49 
3.82 
3.68 
6.35 

■i.oi' 

5.41 
4.08 
4.12 
3.0'2 
3.61 
3.78 

'4;83 
5.44 
3.91 
4.24 
3.59 
3.89 
.3.  24 
4.02 
3.18 
§5 
5.09 
5.26 
3.74 
4.32 
4.13 
2.93 
4.22 
3.73 

4.03 


5.04 
4.06 


+  1.34 
+  0.03 
+  1.87 
-0.04 
+  0.11 
+  0.08 
+  1.25 
+0.63 
+0.98 
+0.50 
+2.  06 
-0.40 
+  1.45 


-0.57 
+2.10 


+0.  22 


-0.07 
+  1.64 

+  i!79 
+0.68 
+  2.37 
+  2. 78 
+0.50 
-0.20 
+  0.  .59 
+0.  63 


+  0.06 
-0. 20 
+0.93 
+0.79 
-0,21 
+  1.01 

+  i.'  i2 


1.06 
0  81 
1.16 
1.01 
1.00 
0.84 
1.32 
0.65 
0.55 
1.40 
0.60 


+  0.52 
+  0.42 
+  0.36 
+  0.14 
+  1.84 

+  6'.i7' 


+0.93 
+0.64 


+0.43 
-0.04 


+  1.39 
-0.05 
+0.71 


+0.47 
+0. 32 


+0.  12 

% 
+0.52 
+  1.23 


+0.40 
+0.08 
+  0.67 
+  0.22 


0.97 
0.80 
1.40 
0.92 
1  08 
0.85 
1.03 
1  02 
1.29 
0.51 
0.99 
0.68 
0.  93 
0.62 
0.66 
1.83 
0.82 
0.72 
1.27 
1.27 
1.67 
0.69 
1.51 
1.28 
2.09 
1.54 
0.98 
0.82 
0.66 
1.02 
0.60 
0.71 
0  52 
1.09 
1.05 
0.63 
1.30 
0.73 
1.10 

2.09 


0.70 
1.10 
0  82 
0.73 
1.45 

OM 
1.20 
1.13 
0.66 
0.60 
0.74 
0.82 

i'.28 
1.09 
0.84 
1.26 
0.69 
1.28 
1.02 
0,65 
0.67 

1.26 
1.13 
0.85 
0.88 
0.76 
5$ 
0.83 
0.83 


24 
24 
24 

27 
23-24 

27 
■23-24 
7-8 
11-12 
24-26 
11-12 


+2.31 
+0.62 


27 
24-25 

24 
23-24 
23-24 
24-25 
23-24 
24-25 
24-25 

24t 

27 
?2-'23 

24 
20-21 
23-24 
23-24 
22-23 
23-24 

24 

24 
23-24 
23-24 

24 

24 
23-24 
23-24 
■23-24 
23-24 
23-24 
24-25 
20-21 
22-'23 

11 
'2;H-24 
23-24 

24 
24-25 
23-24 
24-25 

23-24 


9-10 
23-24 
23-24 
23-24 

7-8 


23 

23 
11-12 
7-8 
11-12 

23 

24-'25' 
22-23 

11 

12 

7-8 
23-24 
22-23 

15 

11 

2-2-23 

27 
11-12 

11 

27 

5$ 

lit 
2;j-24 


fe'O 

"a 

03  a 


No.  of  days 


o  C 
S  o 

s  a 


2.8 

T. 

1.3 
1.0 
3.0 
0.3 
0 
5.2 
3.1 
2.3 
4.0 


2. 20        12 


1.46 
2.20 


11-12 

12 


0.2 
4  2 
3.0 

T, 
6.0 
0.6 
0.4 
6.7 
2.0 
0,8 
2,0 

T. 
0.2 


•2.0 
0.3 

•  •,^-  ■ 

8.0 
5.0 

T. 
2  5 

T. 
4  0 

T. 
4.8 
2  0 
0.5 
1.8 
5.5 
7.2 
0.8 
2.7 
2.5 
1.3 
2.8 

T. 
■2.9 
1.0 

2.2 


2.5 


3  0 
6.0 
1.0 

'O.'b 
4.5 
1.0 
3.0 
1.5 
5.0 
1.7 


3.8 
6.4 
10.9 
T. 
1.7 
1.7 
5.5 
2.5 
1.0 
2  9 
5.1 
1.5 

1.0 


2.5 
T. 


2.9 


1.9 
2.6 


3  ° 


Observers 


w 
n\v. 


15 


nw. 
n. 


SW. 

nw. 


nw. 
uw 

SW. 

se. 


nw. 

s. 


14 

w. 

21 

SW. 

12 

w. 

■20 

w. 

14 

uw 

'9 

VV. 

10 

w. 

r* 

nw. 

14 

w. 

18 

11  w . 

13 

n. 

11 

SW. 

se. 

12 

s. 

23 

u« 

•20 

nw. 

17 

nw. 

13 

w. 

17 

nw. 

10 

w. 

16 

s. 

11 

ne. 

17 

SW. 

■22 

W. 

18 

W. 

17 

nw. 

7 

SW. 

7 

17 

ne. 

14 

uw 

AUent'n-Bethlehem  Gas  Co. 

City  of  Altoona. 

Lehigh  University. 

Peuua.  Turnpike  (,'omm 

Clarence  E.  Miller. 

William  B  Spear. 

Howard  L.  Pyle. 

U.  S.  Weather  Bureau. 

Carl  K.  Bigger. 

U.  S.  Weather  Bureau. 

Mrs.  Helen  C.Haas. 

Ira  J.  Keath. 

Penna.  Turnpike  Conim. 

Andrew  B.  Evansha. 

Prof.  N.  W.  Swayne. 

Dr.  Henry  Stewart. 

Miss  Sallie  M.  Johnson 

Hanover  Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  f^o. 

Prof.  Paul  R.  Voder. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

Penna.  Dept.  of  Highways. 

William  R.  Kelley. 

Sun  Oil  Co. 

Civil  Aeronautic- Authority 

Harry  S.  Faucher. 

U.  S.  Weather  Bureau. 

New  Jersey  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila.-Suhurbau  Water  Co 

Earl  E.  Rarick. 

John  E.  Benuer. 

V.  S.  Weather  Burei'U. 

U.  S.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E.  Swartz. 

Mrs.  M.  Ordelia  Parks. 

M.  S.  Bliss. 

Clyde  T.  Saylor. 

U.  S.  Communication  Sta. 

John  I).  Mcliwen. 

Gordon  E.  Ixiwer. 

V.  S.  Weather  Bureau. 

York  Water  Co. 


i 


1 


City  Water  Dept. 
Civil  Aeronautics  Auth'y. 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
Philip  R.  Shaw. 
Miss  N.  Dixie  Wineman. 
Penna.  Turnpike  Comm. 
Donora  Zinc  Works. 
Miss.  Emma  II.  Eastman. 
U.S.  Engineers. 
William  K.  Fuller. 
Westmoreland  Water  Co. 
Indiana  State  Teachers  Col. 
Pa.  Dept.  Forests  &  Waters. 
Robert  Tross. 
Spring  Water  Co. 
Citv  of  Meadville. 
Perry  I'.  Campbell. 
New'Castle  Wat«r  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Engineers. 
West  Penn  Power  Co. 
Carnegie-Illinois  Steel  Corp. 
D.  L.  Grove. 
Allen  E.  Yoder. 
U.  S.  Engineers. 
Artliur  M.  Stokes. 
William  W,  Mar-steller. 
Carnegie-Illinois  Steel  Corp 
Merrell  L.  Jordan. 
Thomas  S  Knox. 


U.  S.  Weather  Bureau. 


[See  page  29  for  explanation  of  reference  marks.] 
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CLIMA  rOLOCilCAL    DATA      I'KNNSYI  A' A  N  1  A   SKCTION 


Dally  Precipitation  for  April   1044 


Stivtions 


Couiitlos 


Day  o(  month 


ATLANTIC 

DRAINAGE 

Mau'(vr  HnMii 

I'ri'Kit  Okiawakk 

niiiKuiRus  Kerry'-'.  U.ftK 

Hawloy-.O.S  K 

lloUistervillo- 

I.Bkcvill,'-,  IN 

Mntiiiiiora^- 

Moui\t  rooonO'\  'J  N. 
I'l.'rt.vant  Mdunf  i.\  1  \V 

StniU(tvl)UrK,  -'  K 

Taunors  Falls'.  ■\  1  SE. 

Lkhigh 

.\lU'iUo\vii  .Vrpt-'.  -4  N'K 

.Uleutowii- 

Bethlehom'.* 

Blnkoslee  Corners',  5. 

tiouliisboro- 

Lansford-' 

Mauoh  Chunk,  1  S\V. 

New  Tripoli 

Palnieiton',-'' 

Zionsville,  1  S\V 

SOHIYI.KILI. 

Consholiocken 

Fieileri('k>ville2.  1  S.  . 

liratersfonl- 

rtioeiiixville-,  1.5  SE. 

Port  Clinton-' 

Pottstoun-.  0.5 S 

Pottsville- 

Reading'.  ^ 

Werners  ville* 


Lower  Delaware 

Coatesville'' 

Uoylestown 

GeorfTC  School'' 

.Marcu~  llook^ 

Philadelphia 

Airport  Station',  ■''. . 

City  Office',* 

Shawmout 

Qiiakertown,  0.5  E... 

West  Chester. 

WestGrove2.  1.5  SE.. 

Siisqiiehnntin  Basin 
Chemung 

Austinburgr',  5,  2  W. 

Ceiiterville^ 

Covington- 

Lawrence  ville. 

North  Branch 

Canton2,  INW....    . 

Danville^ 

Freeland2 . 

Millvillei,5 

Moiiroeton^.  2S 

.Montrose^,  3  E 

Orwell'-',  3  N 

Park  Places,  INW... 

Pikes  Creek. 1.5 

Rush-.  fiS 

Scranton',  5 

Susquehanna^ 

Towanda",  IE 

Tuukhannock  1,  5 

Wilkes-Barre^ 

Wb5t  Branch 
Ansonia^,  2  W.. 

Bald  Eagle',  s 

CarroUtowu^ 

Parter  Camp',  5 

Cedar  Run2 

Clearfield- 

Curwensville^    6NW. 

Driftwood', -5 

Dushore',  ■'' 

Eagles  Mere^ 

Emporium-',  i  E 

English  Center",  5 

Saleton 

Karthaus2 '' 

Lock  HavenS .'.".' 

Medix  Run',-'^ 

Philip.vburgS,  7  E 

Renovo^ 

State  College',  5...!!!! 


IMko... 
Wayne.. 
Wayne.. 
Wayne.. 

Pike 

Monroe . 
Wayne.. 
Monroe 
Wayne.. 


Lehigli  

Lehigh 

N'rtlianipton 

Monroe 

Wayne  

Carbon 

Carbon 

Lehigh 

Carbon . . . 
Lehigh,. . . 


.  0.'> 


Montgomery 

Berks 

Montgomery 

Chester 

Schuylkill  ... 
Montgomery. 
Schuylkill... 

Berks 

Berks 


.10 

.09 

.03 

T. 

.01    .21 


.12 


Chester 02 

Bucks T 

Bucks 02 

Delaware. 


Philadelphia 
Philadelphia 
Philadelphia 
Bucks ..... 

Chester 

Chester 


Tioga .... 
Bradford  . 

Tioga 

Tioga 


Bradford , . 
Montour. . 
Luzerne  . . 
Columbia, 
Bradford  . 
Susquehanna 

Bradford 

Schuylkill . . 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . . 
Wyoming.. 
Luzerne 


Tioga  

Blair.... 

Cambria 

Potter,, 

Lycoming.,. . 
Clearfield  .  . . 
Clearfield.... 

Cameron 

Sullivan 

Sullivan 

Cameron 

Lycoming... . 

Potter 

Clearfield 

Clinton 

Elk 

Centre 

Clinton 

Centre 


.12 


.22  . 


.03 


.•20 


.09 


.09 


T. 


T. 


.06 
.15 

.42 

.'ifi 
.02 

.'30 

T 

.03 

T. 

.03 

t'. 


.10 


T. 


,02 


T. 


.06 


07 


13     14      15     16     17 


18     IS 


.28  .09 
,02  .2,! 
.11  .15 
.29 


.01 


.04  . 
.0' 

.'20 
.26 
.  15 
.37 


.10  .... 

.46 


.17  .04 
M  .46 
.04    T 


.46 


.05 


.31      .54 
..55 


.70 
1.01 

.75 

1-03 

62 


T. 


.76 
1.12 
.39 
.96 
.40 
.96 
.40 
.76 


.60 

.52 

.65 

1.18 

.69 
.50 
.64 
.66 
.56 
.97 


.29 


•20     21 


T. 


.01 


.07 


22     28 


.H5 
.65 
.84 
.88 
.54 
1.'27 
81 
76 
86 


1.43 

.  39 

l.lfi 

1  01 

.74 

.59 

.98 

1.76 

1.27 

85 


26 


1   47 

I  02 
1.29 
1.06 
1.48 

T 

.07 
1.02 

.04 


26     27 


.06 


..56 
.  72 
.34 
.42 
.61 
.88 
.45  1.51 
..581  39 


2.17 
1.00 
1.41 
1.61 
1.28 
1.37 
1.10 


1.32 

.70 
1.40 
.2] 

1.64 

1.50 
1  35 
2, 
1.  09 
09 


.02 


.54 
.02 
1,83 


.60 
.26 
.1 
L32 


.03 


T. 


42    .3S 
.22    .87 


28      29      30 


.  13 


.40 

.,82 

.51 

.72 

.56 

1.04 

1.01 

1.26 

.78 

.69 

.56 

.68 

.97 


,02 


.08 


.01 


.93 


.90 
.91 
l.ll 
.06 

.59 
.83 
,90 
.86 
.86 
.14 


.02 


.05 


.59 


.0,i 


5  06 
.1  96 
4  69 
«4.  19 
4 .  49 
6.06 
4.  .53 
4.48 
3.54 


3.  99 
4.28 
3.91 
3.79 
4.53 
3.91 
4.34 
5.11 
3.17 
5.  19 


5.68 
4.84 
5.78 
.5.38 
4.82 
5.92 
4.17 
6.05 
6.15 


4.79 
4.59 
5.49 
5.50 

4.69 
4.93 
.5.64 
6.43 
4.67 
4.49 


5? 

3.15 
2.  25 
■2.48 


■2.91 

3.33 
4.29 
2.98 
■2.80 
3.44 
2.96 
3-20 
3.61 
3.67 
3.^27 
3.08 
3.15 
2.86 
3.72 


2.24 
3.65 
3.84 
3.17 
2.87 
4.^20 
4.23 

3.08 
3  76 
3.35 


// 


2  76 
3.48 
3.01 
3.30 
3.84 
2.88 
4.05 


Continued  on  page  'iS. 
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CLIMATO LOGICAL  DATA:    PENNSYLVANIA  SECTION. 


April 


Daily  Precipitation  for  April  1944 -Continued  from  page  27 


Stations 


Counties 


Day  of  month 


West  Branch 
(continued) 

Tamarack^,  2  S 

Wellsboro'^ 

Williamsport^ 

Williamsport^,  4  SE.  . 

Juniata 

Altoona,  4.5  W........ 

Breezewoodl,  0.5  E — 

Buffalo  Mills''^ 

Burnt  Cabins'.  2  NE.. 
East  Waterfordii,  3  E. . 

Everett'-'.  0.5  SW 

Huntingdon  -     

Lewi.stown2,  2  SW  — 

Mapleton  Depot'^ 

Martinsburg-i 

McConuellstovvn2.4NW 
Neils  Millsl,  5,  3.5  NE.. 

New  Bloomfleld 

Newport^ 

SaxtonS,  1  w 

ShadeGapi.s.O.oSW.. 
LwR  Susquehanna 

Arendtsville^ 

Bloserville,  1.5  N 

Carlisle 

Columbiao  

Dauphin2,3N 

Ephrata 

Glen  Rocki.s 

Gordon ■ 

Grantvillei^,  4  NW 

Hanover''* ;■;•„••<; 

HarrisburgApt',»,3.5b 

Holtwood''' 

Huntsdale^ 

Kirkwoodi.MSW... 

Lancaster 

Lebanon'^ 

Middletowni,1.5W.... 
Millersburgi,  ■■*,  2  K  .   .. 

Milroy^,  5  N 

Newburgi.  3.5 NW.  ... 

New  Park..,, 

Pine  Grove^,  1.5  NE  . . , 
Ringtown2,  i.5SW..., 

Selinsgrove 

Shippensburg 

Sunbury2  — 

WillianiPtown^ 

Woodward3,2NE 

York.  3SW 

York  Haven^     

Potomac  Basin 
Chambersburg2,  i  sW. 

Gettysburg 

Hewitt'.  ■•*.  2  SW 

Hyndraan^ 

McConnellsburg2 . . 

Mercer.sburg- ■ . .  • 

Soutb  Mt.San't'm'i... 
GULP  DRAINAGE 
Ohio  Basin 
Allegheny 

Acmetonia^ 

Aliens  Mills'.  "■ 

Blairsville'-*.  6  NE 

Boswell^6NW 

Bradford.  4  W 

Brookville^ 

Buckstown'.  ■'' 

Clarion^,  3  SW 

Coudersport 

Iierryfi 

Donegal' 

Dunlo'.s,  0.5SW 

Ebensburg2 

FordCity^4S 

FranklinS 

GlenHazel2,lNE.  ... 

Home'.  5 

Indiana 

Johnstown",  0.5  W  — 

Kane',  IN 

Kregar',  1.5  SE 

Lycippus,  1.  5  E 

Marienville',-' 

Meadville^,  IS 

Mosgrove'- 

Parkers  Landing'''.  . . . 
Pittsburgh  Cty Of '5.  .. 

Port  Allegany2 

Punxsutawney2 


Clinton 

Tioga 

Lycoming.. 
Lycoming. 


Blair 

Bedford 

Bedford 

Fulton 

Juniata 

Bedford  

Huntingdon . 
Mifflin.  ... 
Huntingdon  . 

Blair 

Huntingdon 
Huntingdon . 

Perry 

Perry 

Bedford... 
Huntingdon . 


Adams 

Cumberland 
Cumberland 
Lancaster.. . 
Dauphin  — 
Lancaster.. . 

York 

Schuylkill  ... 
Dauphin  — 

York 

Dauphin.  .. 
Lancaster.. . 
Cumberland 
Lancaster..  . 
Lancaster, . . 
Lebanon  — 
Dauphin  — 
Dauphin.... 

Mifflin 

Cumberland . 

York 

Schuylkill.  . . 
Schuylkill ... 

Snyder 

Cumberland. 
N'umberland 
Dauphin.  . . 

Centre 

York 

York 


Franklin. . 
Adams,.. . 
Bedford. . 
Bedford  . 

Fulton 

Franklin.. 
Franklin 


Allegheny,.. 
Jefferson  — 
Indiana .... 
Somerset — 

McKean 

Jefferson 

Somerset — 

Clarion 

Potter 

W'moreland, 
W'moreland. 
Cambria. .. 
Cambria.  . . 
Armstrong 
Venango... 

Elk 

Indiana 

Indiana 

Cambria 

McKean 

W'moreland. 
W'moreland. 

Forest 

Crawford.. . . 
Armstrong... 
Arm.strong.. . 
Allegheny . . . 

McKean 

Jefferson 


T. 


.02 


.10 

"oil 

.'20 
.05 
.24 
.14 
.12 
.39 
.27 
.09 

!ii 

T. 
.24 
.05 
.02 

'is 

.04 
.15 

.45 
.17 


.06 


.03 


.06 


T. 


,03 


.06 


.06 


.05 


6        7 


.01 


.  11 


.20 


15 


16     17 


22 


28 


29 


30 


.55i  .  18 

..V2  .02 

..S2i  .05 

65|  .05 


34  .091 
.12' 
.15 
.14 
.31 
.■26 
.43 
.36 
.22 
.13 

■*v 

.16 
.  10 
.29 


.07 


.44.    .04 
.13 
.19 
.11 
.36    .01 


.02 


.02 


.24 


.18 

.44    .02 

.32!    .05 

.06 

.14 

.44    T. 


.33    .06 
.25 

.18| 
.221 
.32    .09 


.60' 
.43i    .03 


.32 
.45 
.12 
.30 
.42 
1  26 
.42 
.49 
.14 
.64 
.25 


.01 


.  26  . . 

.2'2  .. 


.29 


.30 


.04 


.03 


T. 


.04 


T. 


08    .32 


T 

T 

.07 

.02 

T. 

.07 

'.'6i 

T. 
.03 


.19 


.03 


02    .03 


.02 


.09 


.06 


.091  .04 


,04 
,20i   .06 


.13 
.28 
.59 
T 
.35 
.0<t 
.31 
.06 
.32 
.35 
.51 
.26 
.16 
1.01 
.09 
.55 
.09 
.33 
.53 
.24 
.24 
.21 
.1 
.28 


,35 
.4' 
.41 
.92 
.33 
.82 
1.06 
11 


.25!  .03 
.30   1 
.14!.. 
.23 
.07 


,31    .03 
.10    ,15 
.  lOi  T 
.19j  T 
.09,    .04 
,06   'i 
.02 
.09 
.07 
,05 
.13 


.81 
.73 
.■21 
.97 
.■58 
.28 
.41 
.36 
.31 
.76 
.43 
.80 
1.36 
..35 
.37 
.91 


42 

l.ir, 

.98 
.61 

.48 


.06 

1.18 
01 
40 
81 
51 
4'2 


.63 
.03 
.02 
.39 
1  01 


62 

1.20 
.64 
.48 
32 
.03 
.10 
.68 


1.09 
.18 

1.35 
.95 
.36 
.11 
.18 
.09 

1.16 
.22 
.16 


.85 


1.'29 
59 


.52 


.■25 

1.14 

1.S9 

.03 

.02 

.88 

1.30 

T 

.  13 
.68 


.56 
.93 
.30 
1.01 
.21 
.20 
.16 
04 
.09 
.67 
.21 
.42 
.84 
.27 
.38 
.77 


.88 

2.00 
.60 


.05    .01 
.05 
.22   T 
.71 


.25 


.77 
.■21 
1.20 
.40 
.05 
.16 
.79, 
.56 
.04 
.03 
.62 


.09 


.08 


.06 


.70 


.66 


,43 


.62 


.11 


.56 


.03 


Continued  on  page  29. 
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(M,IMAT(>L()(;i(\\l,   DATA:    I'l-IN  NS^  lA' A  M  A   SKCI'lON 


•.'!l 


stations 


AU.KGHKNY 

(continued) 

Plitiioyvillo'.  2.5 SK. 

KkIrwhvI 

SiiltslmrK-  ...  

Sewnni- 

Slu'llU-Kli,\  fiW 

SiiH-thport'.  •'.  1  S\V  . 

StrouRstown'.  ■'' 

Ti(Mio--tn-'.  1.5  SE 

Titiisvillo.  -'S. 

Union  City'.'"' 

XnuilorKrift  ' 

\Vnm>ii- 

VoungsviUe',-'' 

MONONCVHELA 

Conlluoniv-.  1.5  N'W. 

I'onnellsvillc- 

Donora' 

lireeusboro^ 

Givi'iisburg, 2  S 

Irwiu 

MoverMlale^ 

Murrysville//'.-'* 

Newell".  

Pittsburgh  Arpty/  ',■'. 

Kii'es  Laiuliug- 

Somerset 

Spriiijrs''.  1  SW 

rnioutown 

Wayuesburg 

Beaver 

Beaver  Falls2 

Butler 

Greenville 

JamestownS,  2XW.  . 
Meroer  Arpt.'.  2.5  NE. 

NewCa.>.tle,  1.5  N 

Peunline.  2,  l  S 

Sharon- 


Counties 


Armstrong;. . 

Klk 

Indiana  . . .. 

Imiiana 

Warren 

MeKoan 

Indiana 

Forest 

Crawford 

Erie 

Wnioreland. 

Warren 

Warrou 


.somerset. . 
Fayette.  . . 
Washington.. 

Greene 

\V'morelan(l 
W'moreland 

Somerset 

W'moreland 

Fayette 

Allegheny . . 

Greene 

Somerset 

Somerset 

Fayette 

Greene 


.02 
.  15 
.01 
.02 
.•2K 
.53 
.1« 
.01 
.02 
.08 
.12 
.05  .20 
29 


Daily  Precipitation  for  April  1044-Coutlnuod  from  I'age  '28 

Day  of  month 
16     17 


Ohio 


Claysville- 

("oraopolis2,  l  E. 

Midland- 

Mt.  Lebanon"..  . . 
Washington'.  5  . . 


LAKE   DRAINAGE 

Albion 

Erie',  5 

Raymond',  ^ 


Beaver 

Butler..  ... 
Mercer. 

Meroer 

Mercer 

Lawrence... 
Crawford  .. 
Mercer 


Washington  . 
Allegheny  .. . 

Beaver 

Allegheny  . . . 
Washington  . 


T. 

'.'24 
T. 

.  II 
.11 

!ii 
'.'is 
".[9 

.32 
.13 

.11 

r 


.01 


.06 


T. 


.47 
.31 
.50 
.33   T. 

.25  .... 


Erie , 

Erie 01 

Potter .31 


.15 
.01 
19 
.05 
.01    .23    T. 


02 


.07  .05 
.118  .04 
.01 


.03 


T. 

.12 
.05  .04 
.02  .07 
.06  .02 
.14 
.03 
.05 


8 


.59 

.29 
.62 
.  II 
.87 
.38 
.30 
.40 
.31 
.'20 

.s:s 

.2' 

,25   .21 


10 


OS    .03 


46   T. 


.02  . 
.02 
.05  . 
T.      .19 
.02    .82 


.01 


.14 

.07 
.37 
.44 
.19 
.18 
.68 
.32 


11 


12 


.34 

.67 
.  25 
.61 
.5 
.28 
.  18 
.80 
.82 
1.0' 
.09 

.8;t 

.70 


18 


.56 


.83 


14 


.21 


T. 


15 


.04 


94   .47 

.28   .53 


.40    .39 
.62 
.48 
LI 
.52 
.46 


.17 
.70 
.63 

.14  2.20 
.59 


1.14 

2S|. 


T. 


T. 


T. 


.65 
.14 
.15 
.06 
.10 
.09 
.13 
.40 
.24 

'.'08 
.56 
.32 


.04 


18 


19 


20 


21 


22 


.18 
.21 
.13 
.07  . 


.09j 


.01 
.08 
.15 
.  14 
.09 
.06 
.T2 
03 
.13 

.'42 
T. 

.05 


28 


.31 
1.3 
1.13 

.60 

.82 

.68 

.38 

.90 

1.12 

1.00 

.61 

1.25 

.16 

.36 

.18 


24 


.U6 

T 

.02 

.05    .04 

.11 


.43 
L25 
1.31 


26 


26 


.42 

.82 
.81 
.15 
.14 
1.28 
.32 
.20 


.10 


27     '28     20 


.40 


.01 


1.09    .63 
.39    .85 


08 
18 
04 
1.28 
.04 
T 
1.09 


.28 
.16 
.39 
.31 
.3 
.39 
.41 
.31 
.41 
.30 
.24 
.74 
1.13 
.76 
.57 


80 


,28 


FOOTNOTES 


Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of. the  entire  period 
for  stations  having  10  or  more  years  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals.  H  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  .  Trace  (0.005  inch  or  less). 

".  '',  ',  etc.    Number  of  days  missing,  for  example,  ''  indicates  two  days  missing 
Italics,  data  interpolated. 
^  Partly  interpolated. 
$?  Incomplete, 
t  And  other  dates. 
t  Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
'  Midnight  to  midnight. 

I  Measured  in  the  morning  for  the  preceding  24  hours. 
"  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 

*  Best  available  used  for  stations  not  equipped  with  recorders. 
"  Recording  gage. 

^  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 
'  Noon  to  noon. 


81 


4.02 
8.18 
3.81 
3.(12 
4.67 
8.43 
3.75 
3.74 
4.32 
4.30 
2.  93 
4.22 
4.93 


4.41 
4.63 
4.08 
4.58 
3.78 
3  50 
3.46 
3.18 
4.64 
3.24 
4.06 
5.0<) 
5.26 
4.13 
3.73 


2. 54 
3.82 
3.  99 
4.83 
3.19 
3.89 
5.92 
55 


5.35 
3.45 
3.59 
3.69 
4.23 


5.04 
2.91 


List  of  Changes  in  Station  Designations 
B'or  more  exact  location  of  the  equipment,  station  names  have  been  changed  as 


formerly 


Boswell 

Dauphin 

Ford  City 

Grantville 

Jamestown 

Kregar 

McConnellstown  ' ' 

Milroy  ' ' 

Monroeton 

NefTs  Mill 

Newburg 

Putnevville 

Sheffield 

Williamsport4SE" 


Laurel  Hill  Summit 

Peters  Mountain  Tower 

Crooked  Creek  Dam 

Manada  Gap 

Pymatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Charter  Oak 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherry  Grove 

Shaffers  Path 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


April  1944 


Daily  Temperatures  for  April  1944 


Stations 


AlbionS ^Maximum. 

(Minimum.. 
AUentown  Arpt.M  NE../  Maximum. 

V  Miuimum .. 
Alleutown  / )  Maximum. 

\  Minimum.. 
Altoona-4.5SW /  Maximum. 

V  Minimum.. 
Arei«ltsville6 /  Maximum. 

\  Minimum. 
Bethlehem  l /  .Maximum. 

\  Minimum.. 
Bradfor(l-4  W )  Maximum. 

\  Minimum. 

Brook  villeS /Maximum . 

\  Minimum. 
Burnt  Cabins'-'i  NE  . . . .  /  Maximum. 

\  Minimum. 

Butler (Maximum. 

»  Minimum. 

Carlisle ^Maximum. 

\  Minimum. 
ChambersburgS-l  SW.  . .  /  Maximum, 

V  Minimum. 
Clarion6-3  SW )  Maximum, 

\  Minimum. 


Claysville/ 

Coatesville" 

Columbia" 

Coudersport 

Curwensville3-6  NW . 
Derry" 


Ponegal' 

Donora' 

Eagles  Mere  / 

East  Waterfordti-S  E . 
Ebeusburg/ 


/  Maximum.. 
\  Minimum.. 
(  Maximum.. 
\  Mininmm.. 
(  Maximum.. 
\  Minimum.. 
(  Maximum. 
\  Minimum. 
.  I  Maximum. 

V  Minimum.. 
.  /  Maximum. 

V  Minimum.. 

.  /  Maximum. 

\  Minimum.. 
.  (  Maximum. 

\  Minimum. 
.  /  Maximum. 

\  Minimum . 
.  /  Maximum. 

V  Minimum. 

.  /  Maximum. 
\  Minimum. 


Emporium  /-IE I  Maximum. 

\  Minimum. 

Ephrata /  Maximum. 

\  Minimum  . 

Maximum. 

.  Minimum.. 

Everettl-0.5  SW /  Maximum. 

\  Minimum.. 

Ford  City8-4  S /  Maximum. 

\  Minimum, 
imuin. 
mum . 


Erie'.. 


Frauklin/. 


.  (  Ma XI 
\  Mini 


Fredcricksville-6S /  Maximum.. 

\  Minimum.. 
Ereelaiid )  Maximum.. 

\  Minimum.. 
George  School" )  Maximum.. 

\  Minimum.. 
Gettysburg )  Maximum., 

\  Minimum.. 

Gordon /  Maximum. 

\  Minimum.. 
Greensburg-2 S )  Maximum. 

\  Minimum.. 

Hanover / /  Maximum . 

■"iiimum. 

iiimi. 

III.. 


/  Ma 
\Mi 


HarrisburgArpt.  1-3.5  S.  /  Maximii 
\  Minimu 

Hawley"-0.5E /  Max 

\Min 

Holtwood' 


Maximum. 

i  mum . . 

mum. 

mum.. 


,  (  Maxir 

\  Minin 


Huntingdou" /  Maximum 

\  Nf 


43      46 
22      24 


,  Minimum.. 


Indiana. 
Irwiu 


.  /  Mas 

X  Min 
.  (  Maxir 

\  Minin 


iximum. 

inimum. 

imum. 

imum. 

Jamestown/ -2 NW /  Maximum. 

\  Minimum. 
Johnstownfi-0.5  W /  Maximum, 


Kane'-l  N. 


/  Maxi 

\  Minii 

.  (  Maxi 

\  Mini 


mum . 
aximum, 
nimum . 


52   47 
20  35 


39  50 


32   53 
19   18 


41   37 
17   17 


28  38 


10  11 


■20  23 
34  33 
10 


50  64 


72  51 

44  37 

66  58 

49  37 
72  56 

50  41 
70  60 
44  40 
58  41 
40  29 


12 


63  56 
40  34 


36  30 


55  54 


50 


15 


51 
40  37 


43  41 


61 
46 
74 
,50 
45 
26 
51 
39 
55   54 


55 
.32 

50 
26 

58 
40]  34 
65   58 


72  60 
54   42 

481  59 


58  56 


23 


38 


59  58 
25  42 


19 


20 


21 


631  69 

29 

65 


23 


24 


25 


26 


49 

43 

58 

45 

69 

45 

64 

42 

63 

43 

57   55 

44   38 


42  .52 
38 
59  70 
48  50 


65 

30  31 


73  71 

30  51 

66  61 
25 


72 
33 
63 
20  21 


56  71 
46   49 


68 
38 
67 
39 
55 
43 
52 
40  44 


42 


28 


40  29 


58 
40 
56 
47 
64 
40  44 


46  41 


29 


76 
30 
59 
31 
75 
32 
74 
181  23 


Mean 


5$ 

45 
57.0 
35.9 
57.2 
36.1 
66.  1 
34.4 
58.6 
38.4 
56.7 
38  3 
,52.  2 
29.4 

54,2 
30.8 
.58.1 
35  6 
58.1 
34.7 
60  3 
35.8 
,59.9 
37.7 
55.  9 
31.7 

.58.5 
34.0 
,59.9 
38,7 
62.4 
38.5 


50  K 
30.7 
60.1 
38  0 

.56.2 
33  5 
61,1 
40.3 
49  8 
29.3 
.53.0 
35.9 
,52.2 
31.7 


56.9' 
28.7' 


49.3 
35  9 
57.4 
35.5 
58.4 
.33.3 
54.9 
32.2 

57.5 
34.2 
51.2 
32.7 
58.9 
37.  S 
61.3 
39.0 
,55.  S 
.33.2 
60.6 
34.3 

59.2 
39.2 
58.2 
39.6 
54.6 
30.9 
57.6 
41.5 
59  2 
35.5 


60.6 
35.7 
53.7 
30.0 
56.7 
35.5 
51.5 
26.1 


Continued  on  page  31. 
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CI.IMA'roiXHiK'AL   DATA;    I'KNNSYI.V  ANI  A   SKC'I'ION 


31 


Stations 


Lancaster (  Mnximum. 

\  .Muuiiuiiii. 
l.awroiicevUle (  Muviiiuiin. 

\  Miiiiiiuun . 
lH>t>ani>ii  / /  Miixiimiin. 

\  Minumiin  . 
Lewistowu/ -JSW /  Miixiimiui. 

\  MillillUlMt  ., 

Ix)i'k  Hnvoii" /  Mivxiiiuini. 

\  Miiiiiiunii., 
Mwri'ii.v  llook' (  .Maxiimmi. 

\  Minimuiii .. 

MHrtuisburti'' I  Miixiimim. 

\  Miuiuuim.. 
Miiiifh  I'luinkl  SVV /  Miixiimnn. 

\  Miiiiimim.. 
MoaiivilleZ-l  S.. /  Miixunuin.. 

\  Miiiiimim.. 
Morcor-'-'2.5  NE. /  M;ixiimiiii.. 

V  Mininuiin .. 
Mid<lletowu'-1.5  \V /  Maxiimim. 

\  Miuiuuim  . 
Midlniul' /  Maxiuumi. 

\  Minunuui. 

Moiitrose/-3  E )  \Ia.\inuuii. 

\  Miiiiiuuui. 
Mt.  Lel)auon'' /  Maxiuuuu. 

\  Miuiuuiui. 
Mt.  I'ocono-' -i  N /  Maxiuuiiii. 

\  Miuiuiuiu. 
New  Bloomlield /  Maximum 

\  Miuinium. 
Newburg'  3.0NVV /  Maximum 

\  .Minimum.. 
New  Castle-1..T  N /  Maximum. 

\  Minimum.. 


Palmerton' 

Park  Place^.l  NW... 
Pliiladelpliia  .\rpt  ' . 
PhiladulptiiaC.O.l.  . 
Phila.  Shawmont . . . 


.  /  Maximum, 

\  .Minimum . 
.  /  Maximum, 

\  Minimum. 
.  /  Maxinuini. 

\  Minimum. 
.  /  Maximum. 

\  Minimum. 

/  Ma.ximum. 

\  Minimum . 


Pliilip.'-burgS-?  E /  Maximum, 

iuimum 
Plioemxvillefi-1.5SE.. 

Pittsburgh  Arpt  Sta.' . . 

Pittsburgh  City  Office! , 

Port  Clinton/ 

Putney ville-2 .5  SE 


/  Maxii 
\  Miuir 
/  Maximum. 

^  Minimum., 
/  Maximum. 
\  Minimum. 
(  Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum., 
/  Maximum. 
\Mimmum., 

Quakertovvn-0.5  E /  Maximum. 

\  Minimum.. 
Reading! (  Maximum. 

\  Minimum.. 
Ridgway/ (  Maximum. 

\  Minimum.. 
Scranton' (  Maximum. 

\  Minimum., 
Seliusgrove f  Maximum., 

V  .Minimum.. 
Sharon ( Maximum.. 

\  Minimum.. 


Somerset /Maximum. 

\  Minimum. 
Springs«-1  SW I  Maximum. 

\  Minimum. 
State  College! (  Maximum. 

\  Minimum., 
Stroudsburg-2  E (  Maximum. 

V  Minimum., 
Tamarack  /-2  S (  Maximum. 

I  Minimum.. 

TionestaS-1.5  SE (  Maximum. 

\  Minimum.. 
Titusville-2  S (  Maximum. 

\  Minimum., 
lowauda"'-!  E (  Maximum. 

\  Minimum.. 
Uniontown (  Maximum. 

\  Mini  mum.. 
Vandergnft!  *  Maximum. 

\  Minimum.. 


Dally  Temperatures  for  April   1044-C(.ntlnuid  from  pago  80 
12 


38 
15 
35 
18 
40 
21 
49 
24 
37 
15 

34 

14 

35 

14 

41 

22 

46 

24 

42  36 

23  28 


32  35 


25 
6i> 
28 
56 
17  31 


13  24 


10 


11 


13 


U 


15 


16 


61 

47 
5H 
42 
74 
4H 
72 
51 
72 
47   45 


46 
22 

48 

28 

49 

15 

4.T 

26 

49 

24 

58  59 

34  41 


50  48 


44  48 
25 
56 
25 
48 
26 
58 
31 
54 
34 
53 
■2r> 


17 


18 


10 


51  54 

42  38 


57  48 
29  3 


20 


36  39 
68  72 


67  60 
24!  26 


43  37 


60  59 


23 


24  26  2A 


27 


28 


67 
3 

70 
38 
66(  49 
30  36 
70  67 
34  46 
70  57 


50 
42 
53 
41 
51 
41 
54 
39 
52 
42 
64 
41 

52 
41 
52 
38 
69 
4' 
69 
48 
50 
43 
73 
52 


39 
36 
61 
49 

38  46 
34   34 


66  56 

47  43 

68   70  69 

51   .50  49 


49   65 


20 


74   81 


52  61 

29  32 

59  67 

35  36 


551  53 


46 

4-4 

.59 

51 

42 

42 

66 

55 

43 

44 

67 

70 

49 

47 

58 

66 

47 

46 

56 
25 
69 

46i  34 

58  59 
421  35 
61;  60 
42  38 
60  52 
4,'i  36 

59  60 
38  23 

60  59 
44  36 
54  62 
46  40 
561  59 
34!  17 
54 
43 
62 
45 
62 
43 


64 

30 
70 
27 
68 
34 
69 
27 

71 

32 

63 

34 

70 

41 

70 

44 

6 

37      37 


Mean 


62.7 
8fi.7 
63.7 
31.9 
57.9 
86.8 
68.4 
M 

57.8 
36.4 
62.2 
42.7 

64.3 

36.6 

66.1" 

32.1- 

53.0 

80.8 

64.3 

32.1 

68.1 

38.8 

68.5 

37.4 


49.4 
29.8 
58.6 
37.4 
50.1 
29.8 
59.3 
34.8 
67.2 
38.1 
69.2 
34.5 

66.4 
36.8 
49.3 
32.7 
58.9 
39.9 
58.5 
42  0 
61.6 
38.8 


51.6 
28.8 
64.6 
•56.2 
68.1 
38.6 
59.6 
40.5 
66.1 
34.9 
57.9 


68.6 
33.9 
58.4 
39.8 
65.2 
27.2 
54.0 
36.0 
58.7 
36.3 
60  6 
38.9 


66.7 
32.7 
63.2 
33.1 
55.0 
36.3 
59.3 
33.7 
50.0 
29.1 

55.9 

;w.6 

64.2 
31.1 
56.2 
33.0 
62.9 
39.8 
60.8 
37.7 


Continued  on  page  32. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


ArRiL  1944 


Daily  Temperatures  for  April  1 944— Continued  from  page  31 . 


Stations 


VVarrenS /  Maximum. 

\  Minimum. 
Waynesburg /  Maximum . 

\  Minimum. 
VVellsboro/ /  Maximum. 

\  Minimum . 
West  Chester /  Maximum. 

\  Minimum. 
Wilkes-Barre3 /  Maximum. 

\  Minimum . 

VVilliamsport /  Maximum. 

V  Minimum. 
Willi  amstown /  Maximum 

\  Minimum ., 
VVoo(iward3-2  NE /  Maximum. 

\  Minimum. 
York-3SW (Maximum. 

\  Minimum . 


41     45 
32     32 


15 


30     43 


66     62 
41     44 


20 


21 


22 


23 


25 


26 


27 


28 


29 


30 


Mean 


51.5 
31.5 
61.5 
36.9 
51.2 
27.1 
60.2 
38.1 
55.5 
33.6 

58.6 
35.  0 
58.4 
35.5 
49  9 
32.4 
62.2 
38.0 


[See  page  29  for  explanation  of  reference  marks.  ] 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Atmospheric  pressure 

Wind" 

Relative 

(reduced  to 

sea  level) 

Humidity 

ja 

Stations 

3 

1 

.^ 

^ 

St? 

Is 

a 

O 

a 

a 

a 

em 
$ 

a 

■c 

in 

1 

3 

^1 

2 
a 

1 

p. 

0) 

(2 

bo 

a 

Krie          

30.55 
30.46 

29 
29 

29.44 
29.39 

12 
12 

8.0 
9.1 

31 
30 

se. 
nw. 

•23 
12 

84 
74 

71 

58 

76 
64 

42 

47 

t'i71 

Harrisburg 

4K4 

Philadelphia  — 

30.  42 

29 

29.  37 

12 

10.6 

41 

se. 

11 

Vb 

58 

b3 

49 

Philipsburg 

30.49 

29 

29.41 

12 

11.3 

30" 

se. 

2b 

82 

b4 

71 

Pittsburgh 

30.  52 

29 

29.  35 

12 

11.1 

8b 

s. 

11 

Vb 

i)b 

5/ 

48 

502 

Reading.. 

Scranton 

30.45 

29 

29.  38 

12 

12.2 

52 

e. 

li 

6b 

bU 

4bi 

52 

30.48 

29 

29.35 

12 

6.5 

2b 

nw. 

12 

83 

6Vt 

42 

604 

•  For  auy  flve-minute  period.  -—  —  ----     -.--' , 

t  12:00  noon,      t  4:00  p.m.        ?  Also  other  dates.        '  One-ramute  interval. 


RIVER  CONDITIONS 


Stations 


Rivers 


Port  Jervis.N.  Y 

Kaston 

Lehighton 

Reading 

Wilkes  Barre 

Williamsport 

Newport 

Harrisburg 

Schcnley.(  nr)  Lock  No.  5. 

Sutersville 

CharleroK  nr.).  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Delaware. 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna 
W.  Br.  Susquehanna. 


4.8 
6.5 
4.6 
6.1 
9.2 
6.1 


.luniata '    6.2 


Susquehanna.  . 

Allegheny 

Youghiogheny.. 
Monongahela... 

Ohio 

Ohio 


5.9 
17.0 

6.5 
16.9 

• 

16.4 


» 

® 

& 

B 

o 

c3 

ij 

Q 

7.2 
12.4 

6.7 
10.2 
14.0 

9.2 
11.8 

9.1 
2'2.2 

9.3 
■20.2 
19.6 
26.8 


3.6 
4.6 
4.1 
5.0 
6.0 
4.1 
4.9 
4.7 

14.7 
5.2 

13.5 


7 

7 

6 
14 

8 

8 

itt 

9t 

7 
23 

1 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


•  Pool  Stage . 


t  On  other  days  also. 
.  B.  O..  Philadelphia-6-12-44-975. 


6^  1,0^ 
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GENERAL,  StTMMABT. 

This  was  the  \vann(\st  May  in  llu-  period  oF  record.  The  av- 
erage temperature,  Go.li^,  exceeded  by  0.2°  tlie  previous  high 
mark  vvhicii  wa.s  e.'^tablished  in  1896.  .\t  Harrisburg,  Reading, 
Seranton,  and  Statr  College,  it  was  the  wannest  May  of  44  to 
58  years  of  record  but  in  the  longer  records  available  at  Erie, 
Philadelphia,  and  Pittsbin-gh,  it  was  tlie  second  or  third  warm- 
est. The  deficiency  of  the  two  preceding  months  was  overcome 
and  the  average  spring  temperature  was  about  normal.  The 
average  daily  deficiency  accumulated  through  the  first  four 
months  was  wiped  out  and  there  is  now  an  average  daily  excess 
of  0.6°  for  the  year. 

Precipitation  was  above  normal  for  the  third  month  and  a 
surplus  of  0.33  inch  has  been  accumulated  since  January  1,  in 
contrast  to  the  deficiency  of  1.85  inches  reported  at  the'begin- 
ning  of  March.  Only  a  few  areas,  the  largest  of  which  was  in 
the  east  and  southeast,  had  deficient  precipitation  in  May. 
Greatest  surpluses  were  reported  in  the  central  portion.  Heavy 
rain  occurred  on  a  number  of  days.  The  storm  of  the  6-7th 
produced  greatest  24-hour  measurements  at  most  stations  and 
amounts  were  excessive  in  the  Susquehaima  ^'alley,  within  a 
rather  narrow  belt  extending  from  Harrisburg  to  Montrose.  Two 
women  drowned  in  the  Youghiogheny  River,  near  Pittsburgh, 
when  a  skift"  sank  during  a  severe  rainstorm  on  the  24th.  Re- 
peated storms  caused  a  landslide,  on  the  23d  near  Oil  City, 
which  buried  200  yards  of  highway  under  5  feet  of  earth  and 
rocks.  Minor  flooding  occurred  in  all  sections  at  some  period 
during  the  month.  The  greatest  damage  occurred  in  the  Clavs- 
ville  area  on  the  20th  when  1.85  inches  fell  in  an  hour. 

Thunderstorms  occurred  with  unusual  frequency  and  were  re- 
ported on  all  but  5  days.  They  were  most  widespread  on  the 
13th,  23d,  and  27th.  Three  people  suffered  shock  when  struck 
by  lightning,  two  at  Loysville  on  the  16th  and  one  at  Harris- 
burg on  the  23d.  Property  damage,  caused  by  wind  and  light- 
ning, was  general  throughout  the  month.  Hail  was  most  gen- 
eral in  the  storms  of  the  7th,  13th,  and  27th. 

Forest  fires,  prevalent  at  the  close  of  April,  continued  until 
the  heavy  rain  of  the  6- 7th.  Subsequent  rains,  absorbed  by 
the  forests,  resulted  in  a  steady  decline  in  the  number  of  fires 
until  complete  control  was  established  by  the  19th.  Fires 
nere  fewer  and  damage  less  than  in  former  years  due  to  the 
tt-et  spring.  This  condition  counterbalanced  the  shortage  of  ex- 
perienced fire  fighters. 

^^'eatller  during  the  past  spring  has  presented  many  obstacles 
[0  agriculture.  March  and  April,  which  were  consistently  cool 
md  wet,  gave  way  to  an  extremely  warm  May,  which  was  more 
avorable  for  plant  growth,  but  the  continued  wet  weather  tur- 
ner delayed  planting  and  favored  the  growth  of  weeds.  Heavy 
showers  eroded  fields,  caused  some  lodging  of  winter  grains,  in- 
terfered with  spraying,  and  damaged  fruit  blossoms.  Despite 
hese  handicaps,  much  larger  crops  of  wheat,  oats,  and  fruits 
ire  in  prospect,  as  compared  wath  those  harvested  last  year. 

G.  w.  s. 


TEMPEKATUKE. 

The  average  temperature  for  the  State  as  deduced  ixoxw  the 
reports  of  82  stations  was  (55.6",  which  is  5.8°  above  the  57-y(;ar 
normal  for  May.  The  highest  monthly  mean  wa«  70.8°  at 
Marcus  Hook,  and  the  lowest  was  ()0.0°  at  Mt.  Pocono.  Ex- 
tremes ranged  from  a  maximum  of  95°  at  Sharon  on  tlie  31st 
to  a  minimum  of  27°  at  Ridgway  on  the  1st. 


PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  201  stations,  was  4.28  inches,  which  is  0.39 
inch  above  the  57-year  normal  for  May.  The  greatest  monthly 
amount  was  11.03  inches  at  Kregar,  while  the  least  was  1.18 
inches  at  Quakertown.  The  greatest  amount  recorded  in  any 
24  consecutive  hours  was  4.36  inches  at  Sunbury  on  the  6-7th. 

The  only  snow  reported  was  a  trace  at  Kane  on  the  1 9th . 


COMPARATIVE   DATA  FOB   MAY 


Y'ear 


1688. 
1S»9. 
1890. 

189!. 

1892. 

isys. 

1894. 
1895 
1896. 
1897. 
1898. 
1899. 
I9U0. 
1901. 


1902. 
190S. 
1904. 
1905. 
1906. 
1907. 
1908. 
1909. 
1910. 
1911. 
1912. 
1918. 
1914. 
1915. 


1916., 
1917.. 
1918.. 
1919.. 
1921) . . 
1921.. 
1922 . . 
1923. . 
1924.. 
1925.. 
19^6.. 
1927.. 
1928.. 
1929.. 


1930. 
19:rtl. 
1932. 
19.S3. 
1934 . 
1935. 
1936. 
1937. 
1938. 
1939. 
19411. 
1941. 
1942. 
1943.. 
1944. 


Period  , 


Temperature 

Precipitation 

No.  of  days. 

a 

0^ 

03 

1 

Si 

So 

a  » 

■c' 

t« 

0) 

OJ  o 

ci 

t,  = 

S 

W 

o 

< 

s^ 

5 

o 

5 

57.3 

91 

24 

4.24 

T. 

16 

4 

11 

16 

60.4 

96 

25 

5.91 

0 

11 

U 

9 

11 

58.. 5 

89 

23 

6.71 

!    0 

15 

7 

11 

13 

57.3 

93 

20 

2.12 

0.2 

\         8 

10 

10 

u 

58.5 

91 

28 

5.70 

0 

16 

7 

10 

14 

57.9 

93 

26 

5,54 

0 

12 

11 

8 

12 

60.8 

92 

27 

8.88 

0 

16 

9 

8 

14 

60.6 

j    102 

22 

2.68 

0 

9 

13 

10 

8 

65.4 

98 

31 

2.85 

1   0 

10 

10 

12 

9 

57.7 

88 

25 

5.24 

T. 

12 

11 

10 

10 

60.0 

94 

22 

5,11 

0 

15 

8 

9 

14 

61.1 

100 

24 

3.82 

0 

11 

10 

11 

10 

60.4 

96 

20 

2.79 

T. 

9 

13 

9 

9 

58.9 

91 

28 

5,56 

0 

15 

8 

9 

14 

59.8 

95 

25 

1.96 

0 

8 

13 

11 

7 

61.8 

94 

18 

1.67 

0 

7 

16 

9 

6 

61.6 

94 

21 

3.78 

0 

11 

12 

10 

g 

60.8 

93 

22 

2.59 

0 

12 

11 

9 

n 

60.0 

99 

23 

3,23 

0 

10 

12 

10 

9 

54.8 

91 

19 

3,08 

0.1 

11 

11 

9 

11 

61.2 

96 

22 

6.28 

0.3 

15 

10 

10 

11 

.59.2 

92 

23 

2.90 

0.1 

10 

12 

10 

g 

56,8 

88 

24 

3.38 

0 

12 

11 

10 

10 

65.2 

99 

20 

1.97 

0 

7 

17 

10 

4 

61.2 

91 

28 

3.15 

0 

11 

14 

8 

9 

58.5 

93 

21 

3.86 

0 

10 

13 

8 

10 

61.5 

96 

19 

3.34 

0 

9 

16 

9 

6 

.56.2 

84 

21 

4.16 

0 

14 

10 

8 

13 

61.0 

93 

26 

3.19 

T, 

13 

12 

11 

8 

53.3 

90 

20 

3.39 

T, 

13 

9 

10 

T> 

65.1 

95 

21 

5.04 

0 

14 

13 

12 

6 

59,5 

98 

27 

5.80 

0 

14 

18 

7 

11 

56.6 

92 

18 

2.02 

0 

8 

17 

8 

6 

59.8 

93 

22 

3.93 

0 

11 

14 

8 

9 

62.5 

96 

20 

3.21 

0 

10 

15 

8 

8 

58.3 

93 

20 

3.50 

0.6 

8 

19 

6 

6 

54.6 

92 

18 

5.71 

0 

17 

9 

9 

13 

55,2 

98 

22 

3.49 

0.2 

11 

13 

10 

8 

58.8 

95 

18 

1.78 

0 

8 

17 

10 

4 

58.2 

92  1 

23 

4,14 

0 

16 

9 

9 

13 

58.0 

95 

20 

2.23 

0 

10 

15 

9 

7 

■58.5 

97 

23 

4.81 

T. 

14 

13 

9 

9 

61.2 

99 

25 

3  03 

0 

10 

15 

8 

8 

59.8 

98 

19 

5.28 

T. 

15 

13 

9 

9 

59.8 

98 

21 

3.69 

0 

10 

15 

8 

8 

62.2 

94 

24 

5.86 

0 

18 

8 

10 

13 

62.2 

98 

22 

2.51 

0 

8 

18 

8 

5 

56.0 

92 

21 

3.00 

0 

10 

13 

8 

10 

62.8 

96  I 

24 

2.09  ! 

0 

7 

19 

8 

4 

60.7  I 

96 

24 

3.39 

0 

11 

14 

10 

7 

58.8 

93  , 

20 

3.85 

0 

18 

11 

9 

11 

62.8 

99 

20 

1.58 

T. 

7 

16 

10 

5 

59.2 

93 

22 

4.46 

T. 

16 

9 

9 

13 

61.3 

102 

21 

2.25 

T. 

9 

15 

9 

7 

62.5 

99 

22 

5.88 

0 

12 

10 

10 

11 

60.4 

93 

19 

6.08 

T. 

18 

6 

11 

14 

65.6 

95 

27 

4.28 

T. 

12 

12 

11 

8 

69.8 

102 

18 

8.89 

l'. 

12 

12 

9 

10 

^■\    \  \ 
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Climatoloerical  Data  for  May  1944 


Stations 


Counties 


ARardic  Drainage 

Allentown 

AltooT\a-4.6  W 

Bethlehem 

Burnt  Cabins-2  NE  . . 

Carlisle ••  •■ 

Chambersburg-1  SW.. . 

Coatesville .•.■•• 

CurwensvilleApt-e  NW 

Eagles  Mere .•.•• 

En  St  Waterford-3  E.  .  . 

Emporium-1  E 

Ephrata 

Everett-0.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover Wk'6' 

Harrisburg  Arpt.-3.&  b. 

Hawley-O.o  E 

Holtwood 

Huntingdon 

Lancaster 

Lawrenceville 

Lebanon,  ■■■■•■„, 

Lewistown-2  SW 

Lock  Haven.... 

Marcus  HookU 

Martinsburg^ 

Montrose-3  K . . . . . .  ■ .  ■  ■ 

Mt.  Pocono  Arpt.-i  in  . 

PalniertonW 

Philadelphia  Airport.. 
Philipsburgt-7E.  ... .. 

Phoenix  ville-1. 5  SE. .. 
PortClintont|........ 

Quakertownll-0. 6  E . . 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-2  E 

Tamarack-'2  S 

Towandatt-1  E 

Wellsborott... 

West  ChesterH 

Wilkes-Barre  tt 

Williamsporttt- 

William  stownu 

Woodward-2  NE 

York-3SWK 


Division  mean. 


Ohio  Drainage 


Bradf ord-4  W 

Brookville 

Butler 

Clariontt-3  SW 

Claysville..... 

Coudersportlt 

Derry 

Donegal. 

Donoralt 

Ebensburg 

Ford  City-4  S 

Franklin 

Greensburg-2  S 

Indianatt 

Jamestown-2  NW.... 
Johnstown-0.5  W 

Kane-1  N ■  ■ . 

Meadville-lS 

Midland 

New  Castlett-1.5N  .. 

Pittsburgh  Airport.. 

Putneyville-2.  5  SE  . . 

Ridgway 

Sharon 

Somerset 

Springs-l  SW 

Tionesta-1.5  SE 

Titnsville-2  S 

Uuiontowntt 

Vandergrifttt.. 

Warren   

Wayne.sburg 


Division  mean. 


LaJce  Drainage 

Albion  

Erie 


Lehigh 

Blair 

Northampton.. 

Flilton 

Cumberland   . . 

Franklin 

Chester..  

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford  

Luzerne 

Bucks 

Adams 

Schuylkill.... 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia  . 

Centre   

Chester 

Schuylkill . . . . 

Bucks 

Berks 

Lackawanna.. 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming..  .. 

Dauphin 

Centre 

York 


Temperature,  In  degrees  Fahr. 


2^ 


eS  III 


254 

1,500 

364 

990 

473 

600 

431 

2,  i!15 

2,020 

2. 125 

1,100 

365 

1,  020 

1,970 

184 

500 

900 

600 

351 

980 

200 

700 

255 

996 

469 

580 

537 

12 

1.493 

1,176 

1,914 

455 

10 

1,916 

100 

407 

480 

273 

746 

476 

1,217 

440 

2,250 

764 

1,319 

440 

544 

550 

775 

2,191 

390 


65.8 
65.4 
64.2 
66.8' 
66.9 
68.5 
68.5 
63.0 
62.3 
66.1 
65.6' 


+6.1 
+  6.6 
+  1.7 


+5.1 
+7.2 
+  7.2 


+  7.7 


66.6 

63.5 

66.1 

68.7 

65.0 

69.0 

68.8 

63.0 

68.2 

67.8 

67.8 

65.2 

68.2 

67.0 

67.6 

70.8 

65.2 

60.2'' 

60.0 

64.5 

67.4 

60.9 

67.6 

64.0 

63.8 

68.4 

66.0 

66.6 

66.4 

66.6 

62.8 

6,5.1 

61.8 

67.0 

65.4 

67.4 

66.2 

63.4 

69.6 

65.9 


+6.8 
+  6.9 
+4.8 
+  6.9 
+4.8 
+  5.8 
+  7.0 
+5.9 
+  5.3 
+  7.4 
+  6.6 
+  7.8 
+  6.9 


+5.8 
+4.6 


31 

31 

31 

31 

13t 

31 

31 
3t 
4t 

31 

26t 


+5.2 


+4.3 
+  5.3 

+5.' 4 
+2.9 
+4.2 
+  6.4 
+6.6 
+5.9 
+7.6 
+  7.8 


McKean 1,680 

Jefferson 1.400 

Butler |l.077 

Clarion (l.  114 

Washington  .  1,170 
Potter  ,1,653 
Westmoreland 1, 150 

1.  746 
761 

2,170 
950 


Westmoreland 
Washington 

Cambria 

Armstrong. . 

Venango 

Westmoreland —  1, 160 

Indiana 1. 300 

Mercer 1.050 

Cambria 1,650 

McKean 1, 750 

Crawford 1,065 

Beaver i    780 

Lawrence |    900 

Allegheny ,  1,286 

Armstrong 1, 270 


Elk., 

Mercer. 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland . 

Warren 

Greene 


1,385 
940 
2,100 
2, 600 
1.200 
1.550 
1,040 
825 
1,190 
1.100 


State  mean. 


Erie. 
Erie. 


62.4 
63.7 
66.0 
65.2 
65.1 


+7.6 
+  5.4 
+6.1 

+  6.'9' 
+6.0 

+8.1 

+  6.6 
+  8.2 
+5.9 


900 
705 


68.4 
64.2 
70.0 
63.0 
65.1 
64.0 
65.0 
67.6 
62.6 
65.6 
60.2 
63.4 
67.6 
66.2 
69.0 
65.8 
63.1 
70.4 
63.3 
61,6 
64.2 
63.6 
68.8 
68.8 
63.7 
66.4 

65.3 


63.6'' 
63.3 

65.6 


+4.3 

+'7'.6 

+6.7 
+6.6 

+6.4 
+  4.5 
+  7.4 

+4.6 

'+6.'5 

'+6.6' 
+8.8 

'+7^4' 
+  10.7 
+6.7 
+6.3 

90 

91 

91 

88 

92 

90 

91 

91 

90 

94 

94 

87 

86 

84 

90 

89 

84 

91 

88 

88 

90 

89 

88 

89 

94 

86 

90 

88 

88 

90 

92 

89 

88 

92 

94 


31 

31 

31 

13t 

31 

16t 

31 

31 

22t 

31 

13 

31 

31 

4t 
31 
31 
31 
31 

4t 
31 
31 


Precipitation,  In  inches 


£■3 

el 

o 


ai 


"S'o 

Zs. 

a  a 


No.  of  days 


«  S 

.?  o 


1.41 
4.38 
1.33 
4.16 

2.84 


-2.10 

+0.37 
-2.  21 


-0.93 


5.20   i   +1.66 


3.19 
5.70 
6.27 
6.19 
5.15 


31 

35 

4 

39 

38 

31 

87 

31 

46 

3 

37 

31 

38 

31 

36 

5t 

34 

4 

33 

31 

32 

31 

29 

22t 

40 

6t 

38 

31 

37 

31 

40 

4 

36 

31 

38 

5t 

28 

31 

31 

31 

39 

19 

8 

8 

8 
19 

8 
19 
19 
19 

8 

8 

8 

1+ 

8 

8 
19 


19 
19 
19 
19 

8 
19 
19 

8 

8t 

8 

19 


-0.71 


+0.83 


30t 

31 

31 


+6.8 
+8.0 
+7.2 
+4.2 


+6.5 
+5.8 


95 


30t 

26 

31 

4t 
31 
31 
31 
31 
31 
31 

3 
31 
31 

4 
31 
31 
31 
31 
30 
27t 
31 
31 
31 
31 
31 
2lt 

31 


30 
39 
33 


37 
30 
39 
33 
36 
32 
31 
40 
86 
35 
33 
40 
43 
39 
43 
37 
27 
43 
32 
32 
37 
33 
38 
39 
40 
32 

27 


39 
42 

27 


2.66 

3.28 

1.47 

3.86 

4.89 

3.95 

5.03 

2.12 

2.02 

4.38 

3.97 

5.45 

2.82 

6.28 

6.24 

1.87 

3.11 

4.74$ 

3  83 

1.81 

2.25 

8.41 

2.60 

2.27 

1.18 

2.39 

2.56 

6.48 

7.83 

3.41 

5.56 

5.44 

4.84 

3.73 

2.11 

5.. 56 

3.07 

7.42 

3.21 

4.01 


4.80 
6.61 
4.99 
6.42 
6.46 


-1.06 
-0.64 
-2. 08 
0.00 
+0.94 
+0.67 
+  1.59 
-1  40 
-0.84 
+0.29 
+  0.79 
+  1.79 
-0.86 


0.59 
0.76 
0.73 
2.21 
1.06 
1.66 
0.96 
1.68 
2.91 
2.20 
LIS 


7 

0 

6 

0 

7 

0 

6-7 

0 

6-7 

0 

23-24 

0 

+  1.30 
-1.25 


+0.95 


-1.61 
-1.01 


-1.39 

-1.87 
-Z18 

-1.28 
-0.71 
+2.  58 
+3.88 
+0.04 


+2.  08 
+  L44 
-0.15 
-L04 
+  1  73 
-0.74 


+0.19 


+  1.22 
+  3  02 
+  1.61 

+2.  68 
+2. 86 


4.29 
7.50 
3.59 
5.10 
4.16 
5.73 
3.27 
4,83 
6.21 
4.76 
5.36 
5.20 
3.20 
4.41 
2.97 
6.16 
4.83 
6.02 
7.06 
5.28 
6.44 
4.36 
6.05 
4.99 
4.33 
3.70 

5.07 


3.20 
4.29 

4.28 


+0.46 


+0.50 
+  1.04 


1,58 
1.00 
0.40 
1.66 
1.92 
2.00 
3.11 
0.91 
0.65 
1.47 
1.47 
2.00 
1.31 
2.19 
1.66 
0.71 
1.56 
3.05 
1.40 
1.17 
1.00 
3.38 
0.76 
0.70 
0.50 
1.25 
1.14 
3. '20 
2.25 
1  31 
2.09 
2,52 
1.64 
1.20 
1.01 
2.32 
1.40 
2.63 
1.21 


1.30 
1.42 
1.39 

1.82 
1.89 


14 

23-24 

6-7 

27 
6-7 


6-7 
6-7 
13 
20 
6-7 
6-7 
6-7 
7 
6-7 
6-7 
23-24 
6-7 
23-24 
6-7 
6-7 
23-24 
6 
7 
7 
7 
•23-24 
23-24 
13 
23-24 
7 
27 
7 
6-7 
6 
27 
6-7 
6-7 
6 
27-28 
6-7 
6-7 
6-7 
6-7 
■23-24 

6-7 


21-22 
5-6 

21-22 
.5-6 

20-21 


+2.15 
-0.66 
+0.72 


+0.40 
+0.98 
+  1.19 


+0.84 
-0.24 


+  1.01 
+  1.93 
+  ■2.30 
+  I.'i6 


+  2.42 
+  1.73 
+0.19 
-0.36 


+0.89 
+0.39 


1.95 
2.02 
0.99 
1.'23 
1.42 
1.40 
1.'20 
1.33 
1.10 
1.50 
1.69 
1.10 
0.82 
0.95 
0.86 
1.74 
0.99 
1.77 
1.70 
1.92 
1.30 
1.38 
1.11 
1.30 
1.86 
0.96 

s.ei 


0.99 
1.53 


5-6 
7 
6 
6-7 
■23 
23-24 
5-6 
6 
■23-24 
24-25 
21-'22 
26 
5-6 
23-24 
6 
■23-24 
22-23 
27-'28 
5-6 
6 
23-24 
21-22 
24 
6 
6-7 
6 

24-26 


21-22 
21-22 


6-7 


11 

9 
10 
11 
10 
10 

8 
12 
14 

9  I  '26 
14  .... 
12  I  13 
10  I     4 

8  !  18 

9  6 
14       2 

8  19 

9  20 

8  18 

9  !  7 
10 
13 


5o 


Observers 


12     13 

9  !  13 


10     20 
IS 


12 

13 

11 

14 

13 

16 

11 

11 

16  1... 

16     20 


16  14 

15  7 

13  !  17 

12  1  7 

13  !  5 

14  I  16 
12  4 


0  I  14 
13 
11 
10 


T. 


sw. 

8W. 

se. 
sw. 


gw. 
n. 


8. 

se. 


w. 

8W. 


8. 
8W. 


w. 

BW. 


e. 
nw. 


18    11 


Allent'n-Bethlehem  Gas  Co. 

City  of  Altoona. 

Lehigh  University. 

Penna.  Turnpike  Comm. 

Clarence  E.  Miller. 

William  B  Spear. 

Howard  L.  Pyle. 

U.  S.  Weather  Bureau. 

Carl  E.  Bigger. 

U.  S.  Weather  Bureau. 

Mrs.  Helen  C.Haas. 

Ira  J.  Keath. 

Penna.  Turnpike  Comm. 

Andrew  B.  Evansha. 

Prof.  N.  W.  Swayne. 

Dr.  Henry  Stewart. 

Miss  Sallie  M.  Johnson. 

Hanover  Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  Co. 

Prof.  Paul  R.  Yoder. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

Penna.  Dept.  of  Highway,-. 

William  R.  Kelley. 

Sun  Oil  Co. 

Civil  Aeronautic  Authority 

Harry  S.  Fancher. 

U.  S.  Weather  Bureau. 

New  Jersey  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila. -Suburban  Water  Co. 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E.  Swartz. 

Mrs.  M.  Ordelia  Parks. 

M.  S.  Bliss. 

Clyde  T.  Saylor. 

U."S.  Communication  Sta. 

John  D.  McEwen. 

Gordon  E.  Lower. 

U.  S.  Weather  Bureau. 

York  Water  Co. 


Citv  Water  Dept. 

Civil  Aeronautics  Auth'y. 

Butler  Eagle. 

Penna.  Electric  Co. 

Walters.  Paget. 

Philip  R.  Shaw. 

Miss  N.  Dixie  Wineman. 

Penna.  Turnpike  Comm. 

Donora  Zinc  Works. 

Miss.  Emma  H.  Eastman. 

U.S.  Engineers. 

William  K.  Fuller. 

Westmoreland  Water  Co. 

Indiana  State  Teachers  Col. 

Pa.  Dept.  Forests  &  Waters. 

Robert  Tross. 
I  Spring  Water  Co. 
I  City  of  MeadvUle. 

Perry  P.  Campbell. 
I  New"Castle  Water  Co. 

U.  S.  Weather  Bureau. 

U.S.  Enginetrs. 

West  Penn  Power  Co. 

Camegie-Illinols  Steel  Corp. 

D.  L.  Grove. 

Allen  E.  Yoder. 

U.  S.  Engineers. 

Arthur  M.  Stokes. 

William  W.  Marsteller. 

Carnegie-Hlinois  Steel  Corp 

Merrell  L.  Jordan. 

Thomas  S  Knox. 


nw. 
w. 


Samuel  D.  Lewis. 

D.  8.  Weather  Bureau. 


[See  page  40  for  explanation  of  reference  marks.] 
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CM.IMAI'OLCHJICM,    DATA:    PKNNSYLVANI A   SKCTION. 


■.<,r, 


Stfttions 


Al'LANTlC 

DRAINAGE 

DHiiivive  liiixiii 

I'PI'KR  llr.l.AWAItK 

liiiiKxiAiis  Kerry-.  O.ftE 

Unwlev-'.  O.oK 

llollistiTville- 

I;i\kovillo-.  IN 

MatBinonis- 

MiHiut  I'ooouoS.  '2  N . . . 
rii-asHut  Moimtl.-\  1  W 

Stix>iui>lniiif.  2  K 

Tnimurs  Falls'.  ■',  I  SE. 
Wallonpjiupai'k- 

LRHinH 

Alleutown  Arpt^.  -INK 

.■illeuunvn'- 

Bethlohem' 

Blakeslee  Comers'.' 

Gouklsboro- 

Lausford- 

Mauch  Chunk,  1  S\V. 

New  Tripoli 

I'aliuertou'.  * 

Zionsville,  1  SW 

SOHIVI.KII.I. 

I'oushohooken 

Fredericksville".  1  S.  . 

(iratersford-  

rhoeuixville-,  1.5  SE. 

Port  Clinton^ 

Pottstowu'-.  0.5 S 

Pottsville- 

Reading'.  •'' 

Weruersville", 


Counties 


Dally  Precipitation  for  May   1944 

Day  of  month 


I.OWKR    DkI.AWARK 

Coatesville'' 

Doylestown 

George  School'' 

Marcus  Hook2 

Philadelphia 

.iirport  Station'.  ■''. 

City  Ortice'.i 

Shawniont 

Quakertown.  0.5  E . . , 

West  Chester 

WestOroveJ.  1.5  SE. 

SHxgi'eliannii  Basin 
Chemung 

Austinburgl.  •''.  2  W. 

Centerville''' 

Covington- .....   

Lawrenceville.   ...   . 

NonXH  BR.iNCH 

Canton2.  1  NW 

[>anville2  

Freeland-' 

'■tillville'.s 

Monroeton^.  2S 

.Montrose-',  3  e 

Orwell".  3  N 

Park  Places,  INW... 

Pikes  Creek. 1. 5 

Ru-.h-.  6,S 

Seranton',5 

Susciuehanna2 

Towanda''.  1  E 

Tunkhannock  ',6 

\Vilkes-Barre3 

West  Branch 
.\nsonia2.  2  W...  . . 

Bald  Eagle'.'* 

Carrolltown- 

Carter  Camp'.  ■'' 

Cedar  Run2.  . . 

Clearfield- 

<'urwensville-' 
Driftwood','. 

Dushore'.  ^ 

Eagles  Mere2  

Emporiums,  j  g 

Engli.i^h  Center',  5... 

Galeton. , 

Karthaus^ 

T^ock  Haven2 ]  " 

Medix  Run',  5 

Pliilip.<burg3.  7  E.... 

Renovo- 

State  College', 5. '.i!i[ 


fiNW 


Pike.... 
Wayne. 
Wayne.. 
Wavne.. 

Pike 

Monroe. 
Wayne.. 
Monroe 
Wayne. 
I'ike.  ... 


Lehigli  . . , 
Lehigh.... 
Northampton 
Monroe.  .. 

Wayne 

Carbon 

Carbon 

Lehigh 

Carbon .... 
Lehigh,... 


Montgomery 

Berks 

Montgomery 

Chester 

Schuylkill... 
Montgomery 
Schuylkill... 

Berks 

Berks 


Chester 

Bucks 

Bucks 

Delaware 

Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester... 
Chester . . . 


Tioga 

Bradford  . . 

Tioga 

Tioga 


Bradford. .. 

Montour. .. 
Luzerne  . . . 
Columbia,. 
Bradford  . . 
Susquehanna 

Bradford 

Schuylkill . . . 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . 
Wyoming..  . . 
Luzerne. . , 


9 


T. 


1.40 

1.42 

37 

94 

06 


.42 

.42 

.73 

1.61 

.90 

• 

I.. 36 

1.04 

1.17 

.49 


10 


II 


12 


18 


14 


16 


.83 


64 
1.04, 


64 

1.05 
.12 


.35 


.05 


.14 


.  28    . 18 


Tioga 

Blair........ 

Cambria 

Potter, 

Lycoming... 
Clearfield  .  . 
Clearfield... 

Cameron 

Sullivan 

Sullivan.  . . . 

Cameron 

Lycoming... 

Potter 

Clearfield... 

Clinton 

Elk 

Centre 

Clinton 

Centre 


.17 


.18 


.26 


.22 


65 

51 

1.20 

L63 

.33 

.60 


T. 


.08 


.06 


16 


17 


20 


22 


28 


24 


26 


26 


27 


.48 
2.26 
2.35 
2.00 


T. 


.24 

.58 

.35 

.25 

,10 

.33 

.'ii 

.14 

.86 

.:m 

.16 

T. 

1.71 

20 

2.23 

.19 
1.09 
1.14 

.03 


1.38 
.55 


1.18 
1.80 

2 


3.18 
2.24 
1.00 
2.04 
1.95 
1.61 
1.64 
1.39 
1.86 
1.20 
1.14 
.91 
2.52 
2.04 
1.01 


1.78 

i!i5 

72 

1.97 

1.00 

.02 

.17 

3.39 

2.91 


25 


1.78 
1.25 
1.66 
.03 
.05 
.72 
.32 


94 
1.44 

1.00 


1.09 


1.11 
32 


.02 


.12    .02i    .02 
.26 

.02    .48 
.67 


.50i, 


1.34 

06 

14 
.15 


.53 


.02 


.01 


.40 


1.16  . 


.26 


.32 


.65 
.02 


.391, 


.45 


.05 


.37 


T. 


.02 


.32 


.42 


.28 


.03 


.18 


.12 


.08 

T. 

T. 

.02 

.06 

.10 

.12 

.07 

.10 

.12 

.06 


.09 


.27    '1 


.08 


.05 


.05 


.04 


T. 


.03 


.13  . .. 
.15 
.15 
.  12 


T. 


.09 
.04 
.26 
.16 

!64 
.34 
.53 
28 
18  .05 


.01 


.27 


.02 


T. 


,23 


T. 


1.21 

^02 

.61 
.39 
02 

f. 

.09 


.01 


.03   T. 
.28    .02 


.22    .901 . 
T.      .16 
03    .06 
71 


.99 


.37 
.21 
.23 
.63 
.18 
.60 
.21 
.62 
.15 
.02 
.90 
.24 
I.O0 
.16 
.11 
.38 
.02 
.08 
.01 


1.00 
.45 
T 


1.  30| 
.22 

1.26 
07 


28 


.06 


29 


80 


.07  .04 
.10  .06 
.03    .02 


.32 

1.55 
.20 
.42 
.14 
.04 

1.58 
.29 
.90 
.12 
.28 
.60 
.86 
.03 
T. 
.45 

3.26 
.117 

1.65 


.551 
1.26 
.88 
.02 
.82 
.281 
.32 
.22 
.03 
.55 
.37 
.02 
.09 
.44 
.01 


.36 
.36 
.07 
.13 
.82 
.39 
.03 
.41 
.05 
1.5<» 
68 
13 
06 
70 
88 
1.85 
50 
.62 
.20 


T 

T 

1.25 
1.12 


.05 


.06 


1.00 


1.20 
76 


33 
1.07 


.03 

.81 
.07 

* 

.04 

.28 

1.01 


.02 


.05 


.40 
.04 
.12 
1.11 
.02 


.56 
.23 
.21 

i^oe 

2.07 


.02 


1.69 
2.12 
.3.63 
2.  13 
1.97 
3.83 
3.48 
3.41 
$5 
1.98 


1.24 
1.41 
1.33 
3.28 
3.34 
2.10 
3..30 
2.16 
1.81 
2.04 


1.73 
2.75 
2.18 
2.60 
2.27 
3.41 
3.70 
2.39 
2.93 


3.19 
2.24 
1.47 
1.87 

2.25 
1.97 
1.98 
1.18 
3.73 
2.52 


3.52 
5.41 
5.59 
5.45 


6.45 
4.53 
3.28 
4.59 
6.32 
54.74 
6.24 
2  79 
3.79 
4.85 
2.56 
2.86 
5.44 
4.04 
2.11 


4.49 
6.76 
3.71 
5.62 
6.78 
6.84 
5.70 
3.92 
5.48 
6.27 
5.15 

5.34 
4.27 
5.24 
5.  .57 

8.41 
6.11 
7.83 


Continued  on  page  36. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION, 


May  1944 


Daily  Precipitation  for  May  1944 -Continued  from  page  35 


Stations 


Counties 


West  Branch 
(continued) 

Tamarack^,  2  S 

Wellsboro^ 

WiUianisport''' 

Williamsport2,  4  SE. 

Juniata 

Altoona,  4.5  W.. ...... . 

Breezewoodi,0.5  E 

Buffalo  Mills^,  .......■• 

Burnt  Cabins', _;2NE... 
EastWaterford^SE... 

Everett-.  0.5  SW 

Huntingdon- 

Levvlstown^,  2  SW 

Mapleton  Depot^ 

Martinsburg3.......^.. 

McConnellstown2,4NW 
Neft's  Mlllsi,  \  3.5  NE. 

New  Bloomtleld 

Newport^ 

Saxton^,  1  W--------- 

ShadeGapl,5.0.5SW. 

Shaver  Creek  2 

LwK  Susquehanna 

Arendtsville2 

Bloserville,  1.5  N 

Carlisle^.. 

Columblao 

Dauphln^.SN 

Ephrata 

Glen  Kocki,5 

Gordon •••  — 

Grautville''.  4NW.... 

Hanover^ ri'oVc 

Harrisburg  Apt' ,  '>,d.o  b 

Holtwood- 

Huntsdale^........-- 

Kirkv,'00dl,5,  ISW... 
Lancaster 

Lebanon'^....  .•■•■■■  •■ 
Middletowni,l.5\Y... 
Millersburgl,5,2E  .  . 
Milroy'^  5  N.....  ..■■• 
Nfiwb\lrgl.3.5NW.... 
New  Park..,,... .••■■• 
Fine  Grove-,  1.5  NE  . . . 
Kingtown2,  1.5  SW  — 

Selinsgrove 

Shippensburg 

Sunbury''^ ■ 

Williamstown'' 

Wood  wards,  2  N  E 

York,3SW 

York  Haven2      

Polnmnc  Basin 
Chambersburg''',  1  SW. 

Gettysburg 

Hewitt'!,  2S\V 

Uvndiiian- 

McConnellsburg'' . . 

Mercertburg''^ ••■■ 

South  Mt.San't'ni'!.... 
GULF  DRAINAGE 
Ohio  fifmn 

ALLEGH15NY 

Acmetonia'-i 

Aliens  Millsi.  5 

Blairsville''i,  6NE 

Bosweir\6NW 

Bradford,  4  W 

BrookvilleS 

Buckstowni.  5 

Clarion^,  3  SW 

Coudersport 

Uerry'' 

Donegal! 

DunlQi.  5,0.5  SW 

Ebensburg2 

FordCity^4S 

Franklin^ 

Glen  Hazel2,lNE.  ... 

Home'.  5,. .    

Indiana 

Johnstownt',0.5  W.... 

Kane',  IN 

Kregar',  4.5  SE 

Lycippus,  1.5  E 

Marienville',  ■'' 

Meadville'^,  IS 

Mosgrove^ 

Parkers  Landing^.  . . . 
Pittsburgh  Cty  Of  15.  .. 

Port  AUegany2 

Puuxsutawney^ 


Day  of  month 


Clinton 

Tioga 

Lycoming.. 
Lycoming. 


Blair 

Bedford 

Bedford 

F\ilton, 

Juniata 

Bedford  .... 
Huntingdon 

Mifflin 

Huntingdon . 

Blair 

Huntingdon 
Huntingdon 

Perry  

Perry 

Bedford 

Huntingdon . 
Huntingdon 

Adams 

Cumberland 
Cumberland 
I;aiicaster.. . 
Dauphin.... 
Lancaster.. . 

York,  

Schuylkill  .. 

Dauphin 

York 

Dauphin 

Lancaster.. . . 
Cumberland, 
Lancaster..  . . 
Lancaster, . . . 

Lebanon 

Dauphin 

Dauphin 

Miiilin 

Cumberland . 

York 

Schuylkill.  .. 
Schuylkill... 

Snyder  

Cumberland. 
N'umberland 
Dauphin. 
Centre.  . . 
York  — 
York  .... 


Franklin.. 

Adams 

Bedford..  . 
Bedford  . 
Fulton  — 
Franklin... 
Franklin... 


Allegheny,... 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Potter 

W'moreland. 
W'moreland. 
Cambria, ..  . 
Cambria.  . . . 
Armstrong.. 
Venango — 

Elk 

Indiana 

Indiana 

Cambria. .. . 
McKean. ..  . 
W'moreland 
W  'moreland 

Forest 

Crawford,. . 
Armstrong.. 
Armstrong.. 
Allegheny , . 
McKean.  . . . 
Jefferson  — 


T. 


T. 


.26 


.04 


2.09 

1.64 

2.32 

24 


76 
1.68 


2.00 


1.45 
.39 


.6' 

.84 
2.00 

.21 
2.10 
1.58 
1.47 
2.19 
l.,5' 

,04 
1.56 

.04 

.97 

1.64 

1.54 

1  .19 

1.19 


.02 


.02 


l.U 

.76 


.51 


1.24 


1.39 

i.'ie 


,33 


2.53 
20 


1.24 

1.69 
.30 
.42 

3,28 

!64 

1.92 

1.22 

2,00 

1.88 

.65 

2.00 

.43 

.90 

.80 

.48 

2.43 

2.00 

,54 

.90 

.86 

« 

3.20 
1.36 
4.36 
1.40 

.56 
99 

.45 


.04 


11  12  13 


.01  .13 
.20 
.06 
.06 


.02 


.32 


1.08 


07 
1.95 
.61 

!39 


1.57 

.58 


1,68 
2  42 


T. 


.06 


14 


15 


16 


.01 


.23 


.28 

.'i7 

.08 

1.32 

;66 

!04 


.34  .74 
1.20 


.93 
61 
80 
1.24 
L43 
.87 


.59 
.20 
1.32 
1.39 
.87 
.17 
.25 
.95 


.28 


08 
2.02 
.05 
1.23 
.68 
.51 
.98 
.09 
.75 
.21 
.21 
,35 
.60 
.03 
.43 
.74 
.73 
T 
1.07 


02 

I.  as! 


.08 


.02 


.02 


.08 


18 


19 


20 


.05 


T. 


.54 


21 


.64  .32 
.13  1.63 
.22 


22 


23 


24 


.30 


.42 

1.20 

10 


.26 


.16 


.28 


.04 


T. 


.02 


29 


T 

.30 

T 

1  63 


.35 

.34 

.5' 

.22 

T 

.20 

.11 

.'is 

.25 
.16 
.18 

.26 

.03 

.60 

.03 

,26 

.06 

.34 

.75 

.13 

.02 

T 

.18 

.69 

".39 


.28 
.31 
.37 
.05 
.37 
.04 
.22 
.25 
1,04 
.13 
.26 


.14 
.16 
.72 
.02 
.41 
.39 
.35 
.14 
.14 
.02 
.02 
.12 
T 

1.00 
.16 
.02 
.08 
.68 
.16 
.ID 
T 

.60 
,2 


.15 


.58 


02  ... , 


T. 

.09  .04 
08 


.22 


25 


26 


.09 


.03  .14 
.06 

06 

.09 
.08 

.23 

.12 


1.13 
1.55 


.39 


.32 


.05  T 
.02 


.06 


,03 


32 

.45 
.72 

l.'h 


.19 


.06 


.04 


.09 
,60 
.22 
1.21 
1.59 

'.'62 

.52 

.49 

.85 

.04 

.45 

1.18 

.42 

1.4! 

1.31 

83  .12 

00  .19 

021,30 


.52 


.06 


.64 
.23 
.05 
.37 
1.20 


1.30 
41 
41 

1.25 


27 


28 


29  30 


,39 
.01  .62 
1.04 
1.01 


02 
.13 
.69 
.34 

.551 
.36 
2.. 50 
.71 
.19 
1.19 
2.01 


1,64 
,61 


1.18 

'.'ii 


.29 

.05 

1.34 

1.16 

'.'58 

i'fiO 
.29 
T. 
.92 
.62 
,42 

1,59 

i.35 
1.25 


.19 
.42 
.39 

.'50 
.87 
.07 
.60 

.'i4 
.38 
.25 
.12 
.24 
.39 
.32 
1.12 
.45 
.08 
.46 
.19 
.10 
.36 
.16 
.25 

'.'si 

.15 

.'25 


.04 


.26 


.05 


T. 


.04 
,22 

2 '.26 
T 
.15 
.54 
.24 

.'48 

.'47 
.13 
.45 

!69 


,17 


1.75 
.03  .13 
T.  .15 
T 


.52 


T. 

.04 

T 

1.34 


.04 


.45 
.67 

'.'64 

1.15 

.19 

.53 

1.18 

1.40 

.18 

.10 

.34 

1.35 

63 

3.55 

;62 

.16 
.80 
.83 
.05 
.38 


1.13 


.08 


.20 


.02 


.051 


1  50 

.io 


.03 


.26 
1.04 


T. 


.06 


1.09 


.15  .04 
T.   .06 


Continued  on  pa^e  37. 


I'M  I 


('IJMATOI.OCKWI.   IIAI'A:    I'K^^■S^1AAMA   SKC'IION 


Dally  Precipitation  for  May  1944-Coutlnue(l  from  I'airo  H6 


Day  of  month 


A I  1  KCHENY 

(oontluued) 
rutiiovvUle-.  2.5SK...1  AmiftroiiK, 

RuiRwayl ]  Elk 

SaltsburgS ^  Indiana  . . . 


Seward 

SheffioUil.\  6\V 

Smetliport'.  •\  1  S\V  . . 

Strongstowu ',  * 

Tioiie-ta-'.  1..T  SE 

Tilusville.  'iS. 

UniotiCitj-i.''' 

Vaiulergrift  ' 

Warroii- 

VouuKsviUe'.  ^ 

MoNONCiAHEl.A 

CouiUieiice-'.  1.5  N\V.. 

Coiinellsville- 

Itonora' 

Greousboro- 

Greensburg.  2  S 

Irwiu. 


Indiana 

Warren 

McKeau 

Indiana 

Forest 

Crawford. . .. 

Erie 

VV'morelaiid. 

Warren 

Warren 


Somerset 

Fayette 

Washington, 

Greene 

W'moreland 
W'mortland 


Meyersdale- Somerset. 


Murrysville//'.'\ 

Newell' 

I'itt^liurgh  Arpty/  l.' 

Rices  Lauding- 

Somerset 

Springs".  I  S\V 

rnioutown 

Wayuesburg 


Be.wkk 


Heaver  Falls- 

Butler 

Greenville 

Jamestown!',  2  XW 

Mercer  Arpt.s,  2.5  NE.. 

New  Castle,  I..5  N 

I'enuline.  2,  I  S 

Sharon- 


Ohio 


rlaysville- 

Coraopolis*,  1  E 

.\Iidland- 

Ml.  Lebanon*- 

Washington',  i 

LAKE   DRAINAGE 

.Vlbion.'' 

Erie','' 

Raymond',  ^ 


W'moreland 

Fayette 

Allegheny . . 

Greene., . 

Somerset 

Somerset 

Fayette 

Greene 


Beaver 

Butler 

Mercer.,   . 

Mercer 

Mercer 

Lawrence. 
Crawford. 
Mercer 


Washington 
Allegheny  .. 

Beaver 

Allegheny .. 
Washington 


Erie..., 
Erie  . . , 
Potter. 


.07 


.03 


.26 
.12 
.19 
1.27 

'.'49 
.09 
.04 
.21 
.39 
02 
l 
.15 


.12 


.  19 
.03 
.08 
.05 

.491 


.98 
.94 
.90 
1.16 

.03 
.11 
,99 
.06 


02 
1.15 
.04 


.13 
05 
.10 
.10 
.29   .38 


.82 
,73 
.82 
1.10 
.65 


.61  , 

.74, 
L54 


55 


1.02 

.82 
04 

.43 

.10 

,14 
1.49 

,01 

.25 

.01 

.31 

.89 

.58 

.16    .01 

.03 


10 


11 


T. 


69 


T. 


.04 


.19 


12     18 


T. 


.62 


.05 


16 


39 


.36 


16 


.52 


.58 


15 
.03 
.221  .  13 


17     18     19     20     21     22     28     24     26     26     27     28     29     :«  I  !"       ^ 


T. 


.08 


.24 


.12 
.30    .38 
19 


.12 


.55 
.21    .37 


T. 


.09 


.94   T. 
.25 


.11 


.25 
.45 

.72 
T. 

.02 
.30 

''     \ 
'.'73 

','43 

.85 
,41 


1.11 

1.40 

12 

1.07 
1.35 
.17 
.20 
.70 
.83 


.25 

,99 


...  1 


1. 85 
.03 
.03 


.56 
1..S9 
1.67 
.60 
.52 
.79 
.39 
.10 


1.74 
.40 
.16 
,48 
.12 


1.30 
.21 

"m 

.21 
.02 


.24 


.29 


77    .15 

99   T 

1.10    .27 


.10 
1.88 
1.10 
.06 
.95 
.73 
,03 


U 
L23 

,05 
.20 
.18 
.03 

'.'67 
.01 
.06 

1.35 

i.'ii 

.18 


.02 


.01 


.27 

1.28 

.30 

.4 


1.00 


.42 
,.51 
T 
.34 
.08 
1.42 
1.19 


.10 


.58 


[See  page  40  for  explan.ition  of  reference  marks.] 


6.16 
4.83 
4.81 
4.80 
6.68 
4  91 
4.28 
6.44 
4.86 
2.89 
4.99 
4.33 
4.45 


3.40 
6.64 
3.59 
4.05 
3.27 
3.21 
4,29 

3.16 
2.97 
3.30 
7.06 
5.28 
6.05 
3.70 


4.15 
4.99 
6.73 
5.21 
4.28 
4.41 
5.35 
5.02 


6.45 
2.92 
3.20 
3.43 
3.13 


3.20 
4.29 
4.81 


Daily  H vapor ation( inches)  and  Wind  Movement  (miles) 


.Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12     13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Total 

Jiimestow-n2.  .2 

NW  ( Evaporation 

\  Wind  movement 

.170 
43 

.161 
49 

.294 

70 

.170 
83 

.076 
58 

.004 
31 

.136 
49 

.116 
53 

.108 
24 

.136 
30 

.176 
17 

l.'iO 
32 

.298 
48 

.014 

38 

.272 

35 

.068 
20 

.148 
36 

.144 

57 

.206 
38 

.166 
15 

.076 
46 

.258 
17 

.178 
25 

.152 
19 

.164 
29 

.126 
20 

.206 

8 

.250 
36 

.200 
17 

.086 

7 

4.866 
"10.50 

Shaver  Creek^ 

—  /  Evaporation 

\  Wind  movement 

.190 
20 

.116 
13 

.316 
21 

.285 
27 

.087 
27 

.400 
60 

.082 
18 

.142 
22 

.096 
3 

.260 
0 

» 

¥ 

.264 
9 

.346 
60 

.306 
45 

.186 
24 

.126 
10 

.220 
33 

.314 
44 

.146 

.090 
6 

.096 

4 

.158 
30 

.128 
7 

.024 
4 

.070 

.136 
4 

.246 
12 

.278 
14 

.222 
4 

.220 
4 

5.735 
•540 

Wallenpaupacl 

;^,, ,  1  Evaporation 

VWind  movement 

.141 
98 

.156 

58 

.296 
22 

.106 

1 

.255 
59 

.181 
149 

.132 
103 

.143 
117 

.163 
41 

.158 
58 

.131 
29 

.161 
30 

.252 
180 

.198 
84 

.184 
88 

.048 
29 

.172 
66 

.242 
82 

.185 
53 

.202 
41 

.179 
95 

.205 
175 

.010 
4 

.097 
4 

.007 
0 

.144 
39 

.037 
44 

.359 
55 

.  123 

72 

.218 
18 

5.044 

"1897 

Italics  mean  minus  quantity.  [See  page  40  for  explanation  of  other  references.] 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 


May   1944 


Daily  Temperatures  for  May  1944 


Stations 


Albion^ /  Maximum.. 

\  Minimum.. 
Allentovvn  Arpt.3-4  NE..  /  Maximum.. 

\  Minimum.. 
Allentown  / /  Maximum.. 

\  Minimum. 
Altoona-4.5  8W /  Maximum.. 

\  Minimum.. 
Arendtsville« /  Maximum .. 

\  Minimum. 
Bethlehem  i /  Maximum .. 

\  Mimmuni.. 
Bradforcl-4  W /  Maximum., 

\  .Minimum.. 

BrookvllleS /  Maximum. 

\  Minimum.. 
Burnt  Cabinsi-2  NE  . . . .  /  Maximum. 

\  Minimum., 

Butler /  Maximum. 

\  Minimum.. 
Canton/-l  NW /  Maximum. 

>  Minimum.. 
CarlisleS /  .Maximum. 

\  Minimum.. 
Ohambersburg6-l  SW.  ..  /  Maximum. 

\  Minimum. 
Clarion6-3  SW /  Maximum. 

\  Minimum., 

Claysville/ /  Maximum. 

\Miuiraum. 

CoatesvilleB /  Maximum . 

\  Miiiimuu).. 
ColumbiaB (  Maximum. 

\  Minimum.. 
Coudersport /  Maximum . 

\,  Minimum. 
Curwensville3-6  NW  . . . .  /  Maximum. 

\  Minimum . 

Derry** /  Maximum . 

\  Minimum. 

Donegal' /  Maximum. 

\  Minimum., 
Donoral I  Maximum . 

\  Minimum.. 
Jiagles Mere/ /  Maximum.. 

\  Minimum.. 
East  Waterford6-3  E  . . . .  /  Maximum.. 

\  Miuimuin.. 
Ebini.»burg/ /  Maximum.. 

\  Minimum.. 

Emporium  /-I  E /  Maximum ., 

\  Minimum., 
Kphrata /  Maximum. 

\  Minimum  ., 
Krie' )  Maximum., 

\  Mininunn .. 
Everett'-0.5  3W )  Maximum. 

\  Minimum.. 
Ford  CityM  S /  Maximum., 

\  Minimum. 
Franklin / /  Maximum . 

\  Minimum .. 

FredericksvilleB-l  S /  Maximum. 

\  Minimum.. 
Freelaud /  Maximum. 

\  Minimum.. 
George  School" /  Maximum. 

V  Minimum.. 
Gettysburg /  Maximum . 

\  Minimum . 
Gordon /  Maximum. 

V  Minimum. 
Greensburg-2  S /  Maximum. 

X  Minimum. 

Hanover/ /  Maximurn. 

\  Minimum . 
HarrisburgArpt.  1-3.5S.  (  Maximum. 

\  Minimum., 
HawleyB-O.S  E /  Maximum . 

\  Minimum . 
Hewitt6-2  SW /  Maximum . 

\  Minimum. 
Holtwoodl /  Maximum . 

V  Minimum. 
Huntingdonfi I  Maximum 

\  Minimum. 

Indiana /  Maximum , 

V  Minimum. 
Xrvviu <f  Maximum. 

\  Minimum. 
Jamestown/ -2 NW /  Maximum, 

\  Minimum. 
Johnstown«-0.5  W /  Maximum, 

\  Minimum. 


82 
57 
72 
47 
73 
51 
79 
52 

r 

57 
69 
43 
80 
51 

79 
54 
80 
52 
79 
56 
78 
45 
77 
57 
81 
57 
82 
52 

81 
49 
78 
55 
81 
46  60 


86 


53 


49 


69]  58 
49|  4') 
79!  6fi 


56!  42 
60  46 
51   40 


79  71 

53  49 

86  70 

56  52 


53  54 

81 


15  16 


79   72 
37  45 


85 
55 
86 
53 
81 
57  41 


62 


20 


56 


30 


43 

76 
46 
78 
48 
72 
50 1  45 
72  75 
60  48 


21 


22 


23 


78 

38  43 


78  76 

51  5' 

70  7 

56!  68 


53  56 

73  79 

46  50 

77  84 

56  45 


84   82 

571  64 

84  i  S4 


25 


61 


59 

68 

55 

90 

57;  64 

79|  69 


27 


28 


821  84! 

63!  62| 

83  87 
61 1 
79 

55  59; 


66  74 

68  60 

65 

.58  59! 

58  71 

53l  56! 

72i  84' 

63  59, 

67!  75! 

61!  62 

73  85, 


63  62  62  63 


82 

62  62 

8S 


90 

80 

66 

63 

83 

89 

63 

62 

86 

86 

57 

60 

83 

86 

61 

60 

7(1 

82 

56 

6^ 

67 

78 

53 

62 

29 


30 


31 


81 
46 

80 

57 

84 

51 

83 

5 

84 

50 

86 

47 

86 
58 

88 
58 
86 
47 
85 
46 
83 
60 

83!  86j  8' 
62I  471  51 


84 
54 

82 
56 
86 
59 
82 
56 
85 
45 
84 
43 

87 
56 
87 
57 
86 
45 
84 
.„  45 
8O!  85 
64  64 


50 


60 

83' 

60   62 

78! 


81 
60{ 

8f. 

48 

8rl 
49 

86 
50  50 


851  86'  87l  86,  8' 

60   61'  51  5' 

S2:  88!  89 

60  45  52 


85 
60  61 

84   86  75  82'  85 


63   55,  45;  53 

84i  8OI  83;  86 

60i  64|  49!  61{  481  50 


Continued  on  paj:e39. 
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CLIMAlOlAHilCAl.   DATA:    I'KNNSVIA' ANl A  ShXTJON 


Daily  Temperatures  for  May  1944— Coutlmied  rrom  page  8m 


Stations 


Kftiie'-l  N 

L»noftst«<r 

LawreiifevUle 

Lobftnou    

I^wistown /-'i SVV . . 

I/OCk  Havou* 

Marous  Hook' 


MartinsburgS 

Mftuch  Chunk!  S\V. 

Meadville/-!  8 

MerrerS -2  5  NK  .  . . . 
Middletowni-l.o  \V. 
MidlamJi 

Montrose /-3  K 

Mt.  Lebauon*' 

Mt.  Pocouo^-2X.  ... 

New  Bloom  field 

New  burg '  -3.5  N  \V . .  . , 
New  Castle-1.5  N 


Palmertou' 

Park  PUueS-lNW 

Philadelphia  .-Vrpt  ■ . .  . 
Philadelphia  (;. 0.1.  ... 
I'hila.  Shawmout 

Philipsburg«-7  E 

Phoenixvillefi-l.SSE.. 
Pittsburgh  Arpt  Sta.'.. 
Pittsburgh  City  Office  l . 

Port  Cliuton/ 

Putney  ville-2 .5  SE 


. .  I  Maxunum.. 

V  Miuiuiuui.. 
. .  /  Mnximuin. 

\  Minimum.. 
. .  (  Miiximuiii..! 

\  .Miuiiiium.., 
. .  /  Maximum.. 

\  Minimum.. 
. .  /  Maximum.. 

\  Minimum.. 
. .  /  Maximum..! 

\  Minimum.. 
. .  (  Maximum.. 

\  .Mininmm.. 

/  .Maximum.. 

\  .Minimum.. 
.  /  Maxunnni.. 

\  .Minimum. 
.  /  .Maximum.. 

\  .Muiimum.. 
.  /  Maximum.. 

\  .Minimum.. 
.  /  Maximum. 

\  Minimum  . 
.  )  Maximum.. 

\  Minimum.. 

.  /  Maximum.. 

\  Minimum.. 
.  (  -Maximum.. 

\  .Minimum.. 
.  /  .Maximum.. 

I  -Minimum.. 
.  /  Maximum 

\  Minimum.  .1 
.  /  .Maximum  .  [ 

\  Minimum..  I 
.  /  Maximum. 

\  Minimum.. 

.  /  .Ma.ximum.. 

\  .Minimum , 
.  /  Maximum 

\  -Minimum. 
.  /  Mrtxinium.- 

\  Minimum..! 
.  )  .Maximum. 

\  Minimum.. 
,  /  Maximum. 

\  Minimum.. 


80 
38  60 
86'  85 
4'. 

8: 

38 

84 
45 
83 
5' 

85i  87 
45  58 
86 
54      55 


8       4 


76 


81 

...i  5.3 

76'  bU 

40  JS 

761  78 

43 1  54 

S^  77 

46'  60 

78  83 

43  57 


S      6      7      8 


80     84 
46      49 


84!  82 

41  57 

8ll  75 

4H(  57 

781  78 

40;  57 

82  69 

41  53 


/  Maximum. 
\  Minimum. . 
/  .Maximum. 
\  .Vlinimum .. 
/  Maximum. 
\  -Minimum.. 
/  M?.ximum.. 
V  .Minimum.. 
/  Maximum.. 
\  -Minimum.. 
/  Maximum.. 
\  Minimum.. 

Quakertown-0.5  E i  Maximum.. 

\. Minimum.. 
Reading! i  -Maximum.. 

\  .Minimum.. 
Ridgway  / i  Maximum.. 

\  Minimum.. 
Scrantoni (  Maximum.. 

\  -Minimum., 
belinsgrove i  Maximum.. 

\  .Minimum .. 
Sharon i  Maximum.. 

\  Minimum.. 


7.ii  76 

36'  53 

ho;  79 
41 


83 

62 

84 

53 

89 

49l     60 

84      84 


Somerset 

Springs«-lSVV  ... 
State  College!  . . . 
■^troudsburg-2  E. 
raniarack/-2  S.. . 


.  /  Maximum. 

'I  Minimum., 
.  /Maximum. 

\  Minimum.. 
.  /  Maximum. 

\  Minimum.. 

/  Maximum. 

\  Minimum.. 

/  Maximum. 

\  Minimum.. 


rionestaS-l  .5  SE (  Maximum . 

I  Minimum.. 

ritusviile-2  S r  Maximum . 

^  I  Minimum.. 

rowanda*'-!  E /  .Maximum.. 

,,  .  y  Minimum.. 

Uniontown (  Maximum.. 

,.      ,             ,  '  Minimum.. 

Vandergrifti  t  Maximum.. 

\  Minimum.. 


55 

63 

79'  83 

511  63 

81 1  70 

3i 

44 

7i 

81 

37 

52 

811  77 

40|  50 

83   79 

51,  56 

79   83 

27  36 

80  74 

42  56 

82   81 

41 1  58 

83i  86 

46 

63 

79 

80 

35 

47 

75 

76 

38 

46 

79 

82 

50  60 

83;  83 

401  56 

79i  81 

44  j  53 

78:  80 

371  52 

771  80 

44|  54 

81 1  81 

36l  58 

81 1  84 

46  58 

80  85 

43  58 


81 
54 
85 

55'  50! 

83!  84l 
63 
86 
6h 
80 
47 
85 
52 


47 
91 

52; 
8r 

63; 
84 
66! 
86! 
52l 
84 
50| 

851 
50 
89! 
60 
84 
46 
89 
57i 


1  73 

86 

1  '46 

50 

84 

82 

57 

56 

84 

89 

50 

51 

86 

86 

57 

61 

89 

S4 

52 

57 

79 
48 
86 
51 
82 
54 
81 
55 
84 
53 
83 
54 

84 
49 
86 
64 
83 
46 
89 
58 
85 
54 
72 
59 

81 
48 
79 
48 
83 
56 
94 
52 
80 
55 

85 
51 
79 
50 
87 
56 
84 
58 
87 


80 

34 
76! 
59 
61 
47 
72 
69 
69 
52 
70 
46 
74 
53 

54 

40 
78 

"66 
42 
54 

41 
72 
50 
58 
44 

64 

47 
55 
41 
59 
401 
70 
52 
70 
48 
56 
39 

64 
46 

61 
39 
69 
51 

66 

521 

75 
59l 


10  11   12  18  14  16  16  17  18  19  20  21  22  28  24  26  2fl  27  28  29  80  81   Mean 


70 
62 
69 
48 
79 
53 
79  79 
45  47 


60  52 

45  37 1 
71' 
60! 

541 
43| 
56! 

44 


65  74 

35  51 


57 
55 
44 
55 
46 
78 
54 
70 
49 

81 
54 
80 
65 
62 
55 
80 
67 
80 
64 
63 
46 

70 
46 

59 
45 
65 
50 
88 
56 
62 
55 

65 
43 
60 

42 


59 

53 
42j 

73| 
55! 
70' 
48! 
.53! 
44; 
69; 
45 
73! 
45 
56 
43 

48 
40 

45 
38 

61; 
47! 
81. 
59 
60 
47 

58 
42 
55 
41 


77!  70 


68j  76 

43;  56 
68j 

46  60 

66;  76 

38!  42 

67'  75 

40  50 

65!  74 

37  40 

68!  79 

46!  50 

68!  75 

34!  40 

66j  77 

43!  51 

66!  77 

38,  49 

71i  78 

47(  61 

69!  78 

32l  44 

64|  75 

32  43 

68  76 

36!  52 
75 
41 
75 


80I 
36| 

87' 
62 

79. 

5(1, 
89 
58i 
88 
55I 
811 
6f 


84;     SS 
62     6;> 


82'  82 

56;  60 

84|  87 

4S!  57 

83;  81 

44!  48 

80;  81 


72  81 
50  44 


52!  61 

81 !  83 

52!  52 

90!  90 

50!  54 

87,  89 

56!  56 

83  82 

54I  54 
[ 

841  87 

57  57 

82!  83 

5il!  58 

8-i  87 

60;  61 

8H  87 

61:  61 

85,  86 

59!  69 


77 

49;  62' 

791  82, 


43 

86!  8f. 


69! 
40j 
64 
35  36 


.5f:; 

8J 

57!  55!  60i 

79;  83  86; 

58  56  57; 

75  80  86! 

47  49!  52 

78,  81;  85! 

601  501  5Uj 

74'  79  84! 

45  47!  49' 

78!  82!  87' 

63!  65j  61! 

76!  82,  82; 

52:  47|  44l 

80]  83  82, 

60;  53!  6(1' 

77!  82! 

55  531 

78l  80  84! 

69!  50  54| 


55 


761  68 

36!  44 

86!  88 

49,  58 


491  52 


75 
54 
90 
63 

80 
67 
82 
48 
73! 
63 
76 
51 
89 
61 
81 
58 

66 
50 
84 
61 

73 
46 

87 

45!  56 
90 


60  60 

851  70 

69  49 

86  82 

59  67 


72  79 

46  39 

90;  85 

56  47! 


59!  60 

86l  76 

58!  48 

77 1  69 

64!  59 


521  38 
83l  77 
58l  53 
81! 
60, 

83; 


78 

.'t8 
75 
45 
68 
32 
68 
46 
70 
42 
71 
41 
72 
48 

67 
41 
67 
3b 
74 
45 
76 
46 
66 
46 
77 
62 

65 
31 

77 
60 
66 
28 
68 
41 
68 
44 
75 
4' 


76  77 

40  41 

70!  76 

531  64 


791  66 

54  49 

82  75 

56|  62  46 


56 

83!  82 


54 

55!  61 

78!  86!  86 

56 

56!  62 

88 

82l  80 

66 

45  52 

77 

82  81 

48 

46  52 

82 

81]  80 

51 

43|  50 

55 
84! 
53! 
76 
61 
79; 
64' 
8O! 
52 
79| 
561 


86 
55 


90i  81 
64 


53  60! 


80'  78 

49i  58 

831  76 

57!  50i 


77,  81 

60!  48 

73,  78 

48;  45, 

76!  82; 

56'  51! 

77!  84 

49,  47 

72!  81 

50  51 


SO; 
45, 
78! 
46i 
86 
56 
86 
58, 
82; 
52! 


76!  80,  851 

50  46  55; 

71  76|  81 

50  391  41 

75i  80!  78: 

56l  53' 


53 

82,  82 
52]  54! 
84  86! 
50!  50 


85j  76 

81 

75 

82 

68! 

44  4< 

3S 

4C 

50'  56i 

87   75 

8C 

74 

82   66 

57  57 

48 

50 

54  43 

871  7£ 

82 

76 

80  78 

56  57 

46 

55 

69,  601 

89  8C 

86 

86 

86  751 

60!  53 

54 

65 

69,  59! 

81  73 

79 

79 

76  74 

48  51 

3S 

50 

58  57 

79  71 

77 

77 

72'  7C 

47|  53 

41 

45 

58l  55 

84;  76 

81 

75 

82;  69 

57'  56 

51 

68 

60I  44 

891  89 

83 

83 

821  82 

53!  59 

63 

45 

56l  68 

83!  76 

78 

68 

81 

62 

56 

49 

49 

52 

64 

53 

83 

80 

80 

73 

80 

70 

50'  47 

42 

52 

52 

55 

81   72 

78 

73 

79 

76 

56  46 

46 

50 

49  51 

85  76 

81 

73 

83!  70; 

61 1  65 

45 

47 

53'  48! 

85;  76 

85 

82' 

76!  76| 

56 

68 

51 

58! 

62;  601 

84 

79 

86 

84! 

79  78 

55 

54 

48 

58 

64 

62 

73 
48 
70 
49 
73 
42 
77 
63 
71 
51 

70 
63 
72 
46 
77 
46 
73 
48 
69 
66 
84 
63 

68 
34 

81 
54 
68 
46 
71 
53 
73 
54 
82 
49 

70 

4 

69 

50 

70 

64 

69 

54 

73 

54 


65 
35 
76 
40 
77 
50 
79 
53 
66 
40 
75 
46 

67 
39 
67 
47 
76 
41 
68 
37 
67 
39 
79 
53 

72 
47 
72 
46 
69 
38 
74 
34 
68 
33 

76 
43 
75 
42 
67 
32 
77 
56 
79 


72, 
61 
H7 
61 
76 
4(1 
88 
60 
84 
58 
82 
60 
93 
65 

79 
61 
83 
61 
76 
64 
76 
60 
88 
65 
83 
66 

76 
51 
82 
67 
77 
59 


78 
68 

88 
62 
82 
62 

81 

6fi!  55, 


72  76 
80  60; 


78 

82 

63 

60 

80 

88 

56 

60 

81 

81 

56 

64 

73 

85 

42 

61 

67 

76 

54 

61 

77, 

88 

66' 

61 

t  fi 

88 

60; 

76] 

54 


76  86 

46!  56 

79  88 

56  65 

79I  74 

46!  49 

79I  80 

43I  66 

75!  82 

53i  62 


80' 
60| 


811  79 

53i  58 

79:  76 

53!  57 


80 
41 

76 

45 

81 

43  381  62 
81  83!  83 
69  59;  68 

85;  85 

57i  69 


84 
63 
84 
63 
79 
65 

78 
62 
78 
60 
78 
58 
76 
68 
85 
58 
84 
66 

64 
60 
82 
64 
63 
51 
85 
66 
85 
60 
80 
61 

71 
56 
67 
52 
72 
55 
77 
54 
84 
62 


78 

68! 
78 
61 

65' 
56; 
66!  70; 
60I  5s 
69;  78' 
60!  601 
651  61 
56  57 


87     83 
89     B2I 


77     84 


771 
621 
60; 
54] 
82i 
601 
79 
6I! 
671 
55i 
87' 
63! 

69 

52 
87 
65 
55 
49 
77 


70|  80 
61;  60 
61  69 
56!  57 
831  88 
61;  62 
82,  84 
60  60 
75 
59 
86 


63 
62 

86 
62 

5' 
52 
66 
561  57 
70!  74 
68!  58 
82!  84 
62  62 


871 
63 

89 
61 
89, 

58! 
84| 
61 
90 
64 
85 
70 

84 
61I 
86 
61 
86 
61 
83 
60 
86 
67 
86 
61 


88   88 
65 


54 

86  87 


85  86, 
62  66, 


67   69! 


69,  68 

51!  52 
63!  65 


63;  70 


78  84 
58  55 


81 
54 
69 
59 
63!  63| 


80  88 

56!  54 

85  8' 

60  68 


64  60 


54 
62 
67 

84 
61 

80 

62l  6O! 

65;  74 

57!  59 

86j  85 

63  63 
87 


84  87, 

42  46; 

84!  89 

53,  68 

89  91 

52  6B 

87,  91 

83!  68 

82!  90 

54;  ,56 


79 

40 
87 
48 
84 
57 
85 

64 1  56 

82!  83 

57 

8' 

60 


83  79 
55  56 


84 

60  59 


86 
61 

83!  86 

61  61, 
87  84! 
63  62! 
87  88l 

62  63!  61 


50 
84 
46 

85 

47 

86 

58 

85 

43 

85 

58 

84 

51 

90(  93 

55  60 


87 
5h| 
89 
49 
89 
65 
87 
56 
90 
60 
90 
60 

86 


56  55 


56 

88 
49 

90 
68 
91 
47 
89 
59 
88 
58 
95 
63 

84 
48 
82 
48 
h9 
58 
94 
53 
XA 
60 

89 
54 

87 
52 
90 
56 
88, 
61 
92 
57 


7fi.O 
44.4 

82.0 

63.7 

79.7 

60.7 

81.0 

85.  4 

80.3 

63. 8* 

81.7 

5:1.6 

82  3 

69.2 

76.5 

53  9 

78.4" 

49.3'' 

76.7 

50.1 

75.7 

60.9 

79.8 

66.2 

80.2 

66.0 

72. 2' 
48. 2'' 

79.9 
58.2 
72.2 
47.8 
81.2 
52.4 
81.0 
54.5 
78.7 
53.8 

77.1 
51.9 
72.3 
52.  2 
78.8 
56.0 
78.4 
58.1 
80.7 
55.4 


74.4 
47.4 

82.8 
52.  3 
79.8 
58.2 
81.5 
59.8 
77.5 
50.5 
79.8 
51.9 

78.3 
49.2 
79.9 
56.  S 
79.0 
47.2 
78.0 
54.1 
79.1 
54.-^ 
82  0 
58.7 

78.0 
48.6 
74.7 
48.4 
78.2 
64.6 
81.5 
51.6 
75.1 
50.5 

78.6 
49.8 
77.3 
50.0 
78.7 
51.5 
80.7 
56.8 
82.. T 
55.1 


Continued  on  page  40. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


May  1944 


stations 


Warren^ /  Maximum. 

V  Minimum.. 
Waynesburg /  Maximum . 

\  Minimum.. 
Wellsboro/ /  Maximum. 

\  Minimum. 
West  Chester /  Maximum . 

\  Minimum., 
Wilkes-BarreS /  Maximum. 

\  Minimum. 

Williamsport /  Maximum. 

I  Minimum. 
Willi amstown /  Maximum  . 

\  Minimum .. 
Woodward3-2  NE /  Maximum. 

\  Minimum. 
York-3  SW /  Maximum. 

\  Minimum. 


Daily  Temperatures  for  May  1944— Continued  from  page  39. 
5 


10 


11 


12 


13 


14 


15 


80     82 
49 


16 


17 


76 
64 
82 
58 

72  ., 
55  55 
90  87 
57     61 


18     19 


20 


21 


22 


23 


24 


25 


26     27 


28     29 


30 


84 

881 

55 

571 

87 

90 

54 

57 

88 

92 

54 

55 

85 

89 

5(1 

51, 

7i) 

m> 

62 

631 

89 

9-'! 

53 

56| 

Mean 


76.5 
50.9 
79.6 
.53. 3 
76.8 
46.8 
79.1 
55  0 
79.3 
51.5 

81.0 
.53.8 
79  5 
52.9 

73  C, 

5.-;.  3 

S3. 7 
55.5 


[See  bottom  of  page  lor  explanation  of  reference  marks.  ] 


PKESSTTRB,  WINB,  HUMIDITY  AND  3TJJJSHINE. 


Atmospheric  pressure 
(reduced  to  sea  level) 


Stations 


Erie 

Harrisburg . . 
Philadelphia 
Philipsburg.. 
Pittsburgh... 
Reading..  . . 
Scranton  . .  . . 


30.48 
30.44 
30.  46 
30.45 
30.42 
30.47 
30.  45 


29.67 

29.  69 

29.  69 

29.  76 

29.  74 

29.  67 

29.  67 

Wind* 


6.1 

7.4 
8.0 
7.1 
8.6 
10.1 
5.7 


s 


na. 
se. 


SW. 

se. 


18 


Relative 

Humidity 

E 

a 

s 

03 

p, 

a 

o 

o 

o 

CO 

^ 

r-( 

t^ 

84 

67 

71 

80 

52 

65 

84 

52 

60 

82 

48 

71 

75 

45 

54 

75 

44 

43t 

78 

52t 

134 
30 
41 

138 
42 
38 
69 


•  For  any  five-minute  period.  **  Corrected  to  true  velocities, 

t  12:00 noon,     t  4:00  p.m.       $  Also  other  dates.       •  One-minute  interval. 


BIVEK  CONDITIOM8 


Stations 


Rivers 


Port  Jervis.N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Sohenley.i  nr)  Lock  No.  6. 

Sutprsville 

CharleroKnr.),  Lock  No.  4 

Pittsburgh     

Midland,  Dam  No.  7 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monougahela 

Ohio 

Ohio 


3.1 
3.5 
4.0 
4.9 
7.4 
6.0 
6.3 
5.7 

15.4 
5.6 

14.0 


3e: 


C3       I        O 


44 
5.7 
5.4 
6.6 
19.2 
15.7 
11.8 
11.6 
18.9 
10.8 
16.3 
• 

19.7 


9  %4 

1  2.0 

8  3.5 
1  3.9  I      27  13 

9  I  4.2  23  22 
8  !  3.1  23  ;  20 

8  4.3  21  22 

9  I  4.3  '  23  17 
8  I  13.4  22  24 
8  4.2  30  20 

27  I  11.8  15  ]  30 

;  •  25 

"■«l  • ' "" 


•  Pool  stage 


t  On  other  days  also. 


List  of  Changes  in  Station  Designations 


FOOTNOTES 


Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Oflftce. 

All  departures  from  normal  are  computed  from  the  averages  of, the  entire  period 
forstations  having  10  or  more  years  of  record,  except  that  for  First-Order  \\  eather  Bureau 
Stations  they  are  based  on  adopted  normals.  «  Precipitation  normals  or  standard 
mean"  adjusted  to  a  uniform  ;i5  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less).  ,  ^  .     . 

'.^,  ',  etc.    Number  of  days  missing,  for  example,  '■  indicates  two  days  missing. 

Italics,  data  interpolated. 

§  Partly  interpolated. 

$§  Incomplete. 

t  .\nd  other  dates. 

I  Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 

//  Wind^hield  on  gage.  .  ^  »        »v,    ,  ,..,.,^  ;.- 

/  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  le.id  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 

1  Midnight  to  midnight. 

2  Measured  in  the  morning  for  the  preceding  24  hours. 

3  Data  for  24  liours  ending  at  1:30  a.  m.  of  the  following  day. 

4  Best  available  used  for  stations  not  equipped  with  recorders. 

5  Recording  gage. 

fi  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 
7  Noon  to  noon. 

(  W.  B.  0.,  Philadelphia-7-6-44-975.) 


For  more  exact  location  of  the  equipment 
follows : 

Dauphin  formerly 

Ford  City 

Grantvilie  "] 

.lamestown  [  ] 

Kregar 

McConnellstown 

MilroT 

Monroetou 

Neffs  Mill 

Newburg 

Putnevville 

Sheffield 

Williamsport4SE" 


station  names  have  been  changed  as 


Peters  Mountain  Tower 

Crooked  Creek  Dam 

Manada  Gap 

Pymatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Charter  Oak 

Blue  Mountain  Interchange 

-Mahoning  Dam 

Cherrv  Grove 

ShafTe'rs  Path 


ERRATA 


Annual  1943.-Page  94,  Martinsburg,  total  precipitation  should  be  3.93  inches :  Pyma- 
tuning nkm.  annual  mean  temperature  sliould  be  46.0°.  Page  95.  Pymatuning  Dara. 
annvml  mean  t-mperature  should  be  46.0-\    Page  97,  Martinsburg,  annual  precipitation 

^  March^l944  -Page^^is,  Frecland,  greatest  24-hour  precipitation  should  be  1.05  inches 
onthe  19-26th;  Greensburg,  total  .snowfall  should  be  lO.'i  inches;  Ridgway,  greatest  24- 
hour  precipitation  should  be  0.77  inch  on  le-Hth.  Page  •>■>.  1-rie.  maximum  <.n!2th 
should  be  54".  mean  maximum  should  be  39.7\  minimum  on  24th  should  be  34°.  Page 
■23  Port  ('Unton.  mean  minimum  should  be  24.,5''.  Page  24,  Pressure  ^\  lud.  Humidity, 
and  Sunshine  table,  Erie. percent  of  sunsliine  should  be  4  (.number  of  degree  days  should 

'^Vpril'  1944  -Page  26,  Curwensville,  total  .snowfall  should  be  6.2  inches:  Donegal  .high- 
est maximum  should  be  75°  on  20th ;  Eagles  Mere,  greatest  24-i  our  precipitation  should 
be  0  64  inch  on  24th:  Titusville.  lowest  minimum  should  be  14^  cm  3d;  \\  illiamHowu, 
total' precipitation  should  be  4.5;^$  indies,  departure  sliould  be  -fl.Oo  inches.  Page  28, 
Williamstown,  total  precipitation  should  be  4.53$  inches. 


U.  S.  DEPARTMENT  OF  COMMERCE.  WEATHER  BUREAU 
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Vol.   XLIX. 


June  1944. 
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THE  TOBNADOES  OF  JTJNE  23,   1944 

Th,'  most  destructive  systoin  of  tormuloes  iu  tlie  conteiiiporarv  meteorological  history 
of  1  euusylviiiutt  occurred  over  the  southwestern  counties  in  tlie  early  evening  of  Fri'- 
o?^e'^^^u^1o  yi;?s^;:  ul^;;^.'^''""'''  '°  ^'"^  catastrophe  than  fVo™  all  tornadoes 

Nature's  most  violent  manifestation  of  cyclonic  winds-the  tornado -is  not  uncom- 
mon to  Pennsylvanm.  At  least  one  twister,  in  relatively  mild  form,  can  be  expected 
to  touch  some  small  section  oi  the  State  each  year.  The  intensitv  of  the  1944  action  Is 
without  equal  m  the  State  and  Plienomenal  in  that  it  persisted  "in  its  activity  over  the 
^f^^  terrain  covered  by  its  se\eral  paths.  The  ne;irest  approach  was  that  on  August 
H>.  IMK)  «  hen  16  lives  were  lost  as  a  tornado  passed  through  Wilkes-Barre. 

Conditions  favorable  for  tornadic  action  developed  in  the  vicinity  of  the  Ohio  West 
A  irginia.  and  Pennsylvania  Hue  during  the  aftemo^.n  of  the  23d.  A  low  pressure  art^a 
was  centered  over  central  Michigan  at  7:30  a.m.,  E.  S.T..  attended  by  weak  fronted 
system  extending  o  the  southwest  from  the  low  <enter  to  Milwaukee,  Wis  to  Daven 
port  la.    Dunng  the  next  U  hours  the  cold  front  became  more  active,  especially  in  its 

bridge"  O  hv°7Sn  n ^'''t?  i"?"''':^''"'"'^'  '•'^T^'"^  ^'^'^  """"^  ^I^^^er,  Pa.,  and  Cam- 
o^l^l;  f  •  '■•^P-'ii-.E.b.'l.  Ihis  movement  across  central  and  northern  Ohio  was 
fi''r'*>i°^  "''"'■;■  ^V  ""'""?,  P''"'  ^°"'"-  ''J'  **s  time,  thunderstorms  existed  along  th| 
front  with  parasitic  tornadoes  appearing  in  advance  of  them.  The  front  continued  east 
r^'h'H  '''i'  '■''•'^'^  '^K  !.'"'"  "'^^  '"^"^t-r  portions  of  the  Allegheny  Moun  ins  w^re" 
SfsuSded      ^""^^    ^'""''^'^  *"  approximately25  miles  per  hour  and  tlie  tornadJc 

n-'^'^^'^fh'"^'  .tO'"°f<Jo  to.affect  Pennsylvania  originated  between  5:3n  and  6:00  p.  m.  E  S 
?»,'Ji^AM  ';",?V*y  o*  Wellsburg  W.  \'a.  Thence  it  traveled  southeastward  to  Cumber.' 
lenn,  Md.,  a  distance  oi  80  miles,  56  of  which  were  in  Pennsylvania      "         '-'"'"''er 


nesViteTis''lnsx^l?f'ifJi''lV'T  ""■"''  P"^^"  t™™'-'""'  ■•ather  sparcoly  populated  aresH. 
1  espite  this,  Oss  of   ife  was  heavy,  property  damage!  e.Tt.Mislvc.    There  were  44  deathn 

h^nn.""' ""',""""•■"-'"'  ""T"  ""."'  ■-""'  O'-'-soMs  with  mim.r  injuries :^^,Vn^i(Vtorne«' 

tally  destroye.l  and  ,,1X1  with  major  dan,uK(,.     Losses  o(  live  .s  (,ck,  t  anis  an. Utow"? 

and  general  .stnictures  hav  e  not  been  tabulated  at  the  present  time      Pre   r.di  arv  e«^^^ 

mates  place  tlie  overall  damage  in  the  neighborhood  of  l|2,000  Oa"  reiirnlnar)  estl- 


TBMPEKATUKE. 

«„'£o^  average  temperature  for  the  State  as  deduced  from  the  reports  of  84  stations  wan 
--9V  "IT^  "  '-^  ?Pk°'?  "«'  "■>■«»'■  """""la'  '"••  •'"'le.  The  high.^t  monthU  mean  w" 
/  i  .2   at  Sharon,  and  the  lowest  wa-s  62.8^  at  Eagles  Mere.    Extremes  ranged  from  iinix 

burgm/th^  8th.   '"■'■""  °"  '""  ''**'  "'"'  ''"'  '"  "^  '""'™"'"  '^'  Ht'kaneand'philips: 

PRECIPITATION. 

The  average  precipitation  for  the  State  as  deduced  from  the  observations  at  9rw  ct<. 
tions  wa,s  4.53  inches,  which  is  0.40  inch  above  the  57-year  normal  for  Juur  The  grfat' 
est  monthly  amount  was  8.20  inches  at  Freeland,  while  the  least  was  1  inches  at  Mer" 
Rmi  on  ?h1,'l8  mir°""'  '■''°'''^"^  '"  '^''^  ^  consecutive  hours  was  3.00  inches  at  Cedar 


.  ,         , -- -e.  to  lie  in  the  shelter  of  a  knoll.    A  horse  was  carriori 

from  a  barn  north  of  Claysville  and  deposited  2.50  yards  away  in  the  cellar  of  a  home 
that  had  been  blown  a,yay .    A  letter  written  by  a  hamper  on  Buflalo  Creek  w as  carried 


distance  a'w^V^"  Rr.\."ff''''  r't">"obile  just  before  it  was  demollslied  and  blown  some 

henlHU«ith^;„wi'  ""«•  "-'wtook  reluge  in  a  cupboard  at  their  home,  was  found  to 

be  alu  e  although  the  residence  was  destroved.    Eight  more  lives  were  lost  at  Drv  T« v 

em  and  111  the  vicinity  of  Rices'  Landing.    At  Uniontown  debr  sw^s  noted  falling  fTom 

11^  '^/i5  """^"t^,'.  I^efore  the  tornado  passed  to  the  south.    The  path  of  destructk. 

?  SO  p  m  VT%'^lf:^-^  •'^'1^*  °*  *?r,?'  ?,^™'?  ^^''^««  't  P^^^e-^  ox-er?he  SUUc^line  a^om 
/  .30  p.  m.,  E.  S.  T.,  heading  toward  West  Virginia  and  Maryland. 

.=."w^f;°?„^?J^„*.'!S'„.'°':5"?,i^  ,'^,««°°  developed  in  Ohio  to  a  small  degree  an  hour  or  so 


Port 

Kees- 

Bos- 

R  Jrni  v°,Vw  f  "'^.  third  tornado,  beginning  about  6:08  p.  m.,  E.  S.  T.,  extended  from 

"^^^^^l^f^^Z^t"  ^^"^  '--^  ''^'^^  butKSns  ^iP^fnS- 
The-toruadoes  Inid  all  of  their  normal  characteristics  and  effects     There  was  cnntin 

'en-  f,  i  S  •"••'•n"  »'  «■>  "lephM .!  Inmk  Umt  imded  to  <Up  ti  S,  JrouS'  .t  S 


W3n.... 
1931.... 
10.32.... 
19:i3.... 
I't34.... 
19:35.... 
l'i:^6 

r.«7.... 

1938  ... 
1939... 
1940.,.. 
19tl.... 
1942.... 

1943 

I9t4... 


Year 


1S88 

i8»9 

1890 

1891 

1892 

1893 

1894 

1895  . 

1896 

1897 

1898 

1899 

1900 

1901 


1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

913 

19U 

1915 


1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

19^6 

1927 

1928 

19^9.. . 


COMPARATIVE    DATA  FOR   JUNE 


Period  , 


Temperature 


68.4 
66.7 
70.1 
68.2 
71.8 
69.8 
69.6 
71.4 
67.4 
64.8 
69.6 
69.9 
69.9 
69.1 

66.0 
63.6 
67.9 
68.0 
69.3 
63.6 
68.8 
68.8 
65.4 
68.3 
65.6 
68.2 
68.6 
65.6 

63.7 
66.8 
66.0 
71.2 
67.0 
70.6 
69.5 
70.9 
65.8 
71.9 
64.1 
63.8 
65.5 
67.8 

69.1 
68.5 
68.5 
70.9 
72.9 
67.4 
68.5 
69.5 
67.1 
69.9 
67.8 
68.6 
69.0 
73.0 
69.3 

68.2 


100 

95 

97 

100 

99 

100 

102 

104 

98 

96 

100 

101 

97 

103 

97 
90 
96 
99 
97 
98 

102 
96 
95 
99 
96 
99 

101 
92 


102 
99 

101 
96 

103 
98 

104 
94 
99 
93 
98 

100 
102 

98 
107 
104 

96 
100 

99 

99 
101 

95 

99 

96 
101 
100 

107 


Precipitation 


30 
33 
33 
30 
40 
38 
30 
32 
32 
28 
83 
32 
35 
32 

32 
84 
32 
30 
28 
30 
28 
34 
.32 
38 
29 
20 
25 
31 

28 
32 
29 
32 
32 
26 
30 
.32 
26 
29 
23 
25 
.SO 
28 

22 
28 
26 
28 
35 
33 
33 
38 
32 
35 
31 
31 
34 
35 
29 

20 


3.04 
5.43 
3.42 
4.50 
6.64 
3.12 
2.57 
3.50 
4.64 
8.38 
2.79 
3.51 
3.60 
3.47 

5.97 
6.53 
4.06 
4..S9 
5.43 
4.99 
2.36 
4.48 
4.31 
4.71 
3.36 
2.26 
3.71 
4.00 

6.14 
5.38 
3.46 
3.90 
4.97 
3.12 
5.11 
2.73 
5.57 
8.04 
3.63 
3.72 
7.96 
3.. 56 

4.20 
3.71 
3.15 
2.68 
8.64 
4.22 
3.80 
4.37 
5.14 
4.46 
4  U 
4.95 
8.82 
3.33 
4.58 


4.13 


bo  =^ 
go 


No.  of  days. 


°S 


9 
15 

9 
11 
13 

9 
10 

9 
11 
11 

9 

9 
10 
10 

13 
16 
13 
13 
13 
12 
7 
13 
11 
12 


15 


so 


12 
U 
11 
U 
19 
12 
12 
12 
18 
19 
16 
14 

U 
12 
13 
16 
12 
17. 
11 
16 
11 
16 
13 
15 
9 
15 

17 
16 
13 
18 
17 
13 
14 
13 
12 
12 
10 
14 
10 
13 
10 


11 
12 
11 
8 
11 
11 
12 
10 
11 
11 
11 
11 
12 
11 

12 
10 
10 
10 
12 

9 

9 

9 

8 
10 


9 
9 
9 
9 

10 
9 

11 
7 

10 

11 

11 

10 


7 
13 
7 
8 
10 
9 
5 
7 
9 
8 
6 
6 
7 
7 

7 
13 

8 

9 

7 
10 

2 


3 

7 
7 
12 
5 

6 
6 
8 
4 
4 


9 
10 


*  >i 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION, 


June  1944 


Olimatological  Data  for  June  1944 


Stations 


Counties 


Atlantic  Drainage 

Alleutown 

Altooiia-4.5  W 

Betlileliem......--;-- 

Burnt  Cabins-2  NE  . . 
Carlisle.   ...■  ••■••^• 

Chambersburg-lSW. 

Coatesville.  .•■••••■;,,, 
CurwensvilleApt-6NW 

Eagles  More......... 

Eiist  \Vateriord-3  E. 

Everett-O.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover. ....•■•■••■•^ 
Harrisburg  Arpt.-d.b  b. 

Hawley-0.5  E 

Holtwood 

Huntingdon 

Lancaster.... 

Lawrence  viUe 

Lebanon...... „   

Lewistown-2SW 

Lock  Haven.... 

Marcus  HookH 

Martinsburg 

Montrose-3  K- •■■•••■„ 
Mt.  rocono  Arpt.-2  w 

Palmertontt •• 

Philadelphia  Airport. 
Philipsburgt-7E...... 

PhoenixviUe-l.  5bJ<.... 

Port  Clintontt ....-■■ 

Quakeitownll-0. 5  )i^-  . 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-2  E 

Tamarack-'2  S 

Towandatt-1  E 

Wellsborott 


Tioga 1.319 

west  Che-stertt.; .  :....•  1  Chester^ ■  •     440 

Wilkes-Barre  It t  ^f.nmfns-' '    "" 

Williamsport  tt J^^ ''°"i^lS^ ' "  ' 

W  lliai.istovvn  H Dauphm 

Woodward.2  NE Centre 

york-3SWtt York 


Division  mean.... 
Ohio  Drainage 


Bradford-4  W 

Brook  ville 

Butler 

Clariontt-3SW... 

Clavsville..... 

Coudersportll 

Derry 

Doni-gal. 

Donoratl 

Ebensburg 

PordCity-4S 

Eranklin    Venango 

Greensburg-2  S Westmoreland. 

Indianatt Indiana 

Jamestown-2  NW Mercer. 


Johnsiown-0.5  W 

Kane-l  N • 

Meadville-1  S 

Midland...  ...... ^ • 

NewCastlett-1.5N 
Pittsburgh  Airport 
Putneyville-2. 5  SE 

Ridgway 

Sharon 

Somerset 

Springs-1  SW 

TioTiesta-1.5  SE  — 

Titusville- 2  S 

UnioutownK Fayette 

Vandergrifttt Westmoreland 

Warren     Warren 

Woynesburg Greene 


Division  mean. 


lAike  Drainage 

Albion 

Erie 


State  mean. 


Erie 
Erie 


Observers 


Lehigh. 

Blair 

Northampton 

Fulton 

Cumberland 

Franklin 

Chester 

Clearfield. 

Sullivan 

Juniata 


Bedford 
Luzerne  .. 

Bucks 

Adams  — 
Schuylkill 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin . . 

Clinton 

Delaware 

Blair 

Susquehanna 

Monroe 

Carbon 

Philadelphia 
Centre 
Chester, 
Schuylkill 

Bucks 

Berks 

Lackawanna 

Snyder. 

Centre 

Monroe 

Clinton 

Bradford 


AUent'n-Bethlehem  Gas  Co. 

City  of  Altoona. 

Lehigh  University. 

Peniia.  Turnpike  Comm. 

Clarence  E.  Miller. 

William  B  Spear. 

Howard  L.  Pyle. 

U.  S.  Weather  Bureau. 

Carl  E.  Bigger. 

V.  S.  Weather  Bureau. 

Mrs.  Helen  C.Haas. 

Ira  J.  Keath. 

Penna.  Turnpike  Comm. 

Andrew  B.  Evansha. 

Prof.  N.  W.  Swayne. 

Dr.  Henry  Stewart. 

Miss  Sallie  M.  Johnson. 

Hanover  Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  Co. 

Prof.  Paul  B.  Yoder. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

Lebanon  \' alley  Gas  Co. 

Penna.  Dept.  of  Highways. 

William  R.  Kelley. 

Sun  Oil  Co. 

Civil  Aeronautics  .A  uthonty 

Harrv  S.  Fancher. 

U.  S. "Weather  Bureau. 

New  Jersey  Zinc  C'o. 

V.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila.-Suburbau  Water  Co. 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E.  Swartz. 

Mrs.  M.  Ordelia  Parks. 

M.  S.  Bliss. 

ClvdeT.Saylor. 

Civil  Aeronautics  Authority 

John  D.  McEwen. 
Gordon  E.  Lower. 
U.  S.  Weather  Bureau. 
York  Water  Co. 


Mc  ICean 
Jefferson 
Butler 

Clarion 

Washington 
Potter 

Westmoreland. 
Westmoreland 


Washington _^  ^^J 

Cambria 
Armstrong. 


Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny.  . 

Armstrong.. 

Elk ,    ,,„ 

Mercer 940 

Somerset U.  100 

Somerset 2, 500 

Forest 1-200 


Crawford 


Citv  Water  Dept. 
Civil  Aeronautics  Authority 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
Philip  R.  Shaw. 
Miss  N.  Dixie  Wineman. 
Penna.  Turnpike  Comm 
Donora  Zinc  Works. 
Miss.  Emma  H.  Eastman. 
U.S.  Engineers. 
William  K.  Fuller. 
Westmoreland  Water  Co. 
Indiana  State  Teachers  Col. 
Pa.  Dept.  Forests  &  \\  aters. 
Robert  Tross. 
Spring  Water  Co. 
City  of  Meadville. 
Perry  P.  Campbell. 
New"Castle  Water  Co. 
U.  S.  Weather  Bureau. 
U.S.  Engineers. 
West  Penn  Power  Co. 
Carnegie-Illinois  Steel  Corp, 
D.  L.  Grove. 
Allen  E.  Yoder. 
IT.  S.  Engineers. 
Arthur  M.  Stokes. 
William  W.  Marsteller 
Carnegie-Illinois  Steel  Corp 
Merrell  L.  Jordan. 
Thomas  8  Knox. 


4 


i 


1 


Samuel  D.  Lewis. 

U.  S.  Weather  Bureau. 


[See  page  48  for  explanation  of  reference  marks.] 
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Bally  Preolpltatlon  for  June  1944 


Stations 


Cutinties 


Day  of  month 


ATLANTIC 

DRAINAGE 
IMaware  Hiisin 

Upper  Dki.awark 

Dintrmans  Ferry  s,  0.6  E 

Hawloy'-.  0.5  K 

lloUistervillo- 

Lakovillo".  IN 

MathiiiorasS 

Mount  rooouo'',  2  N . . . 
PU'ft,<ant  Mount'.*,  1  W 

Stroudsburg.  2  K 

Tanners  Falls". '\  1  SE. 
Walk'upaupiu'k- 

Lehigh 

Allentown  Arpt*.  4NE 

Allentowu- 

Bethlehem' 

Blakeslee  Comers'. '.. 

Gouldsboroi* 

LansforiV- 

Mauch  Chunk,  1  S\V.  . 

New  Tripoli 

Palraerton',  5 

Zionsville,  1  SW 

SOHVYLKILL 

Conshohocken 

Fredericksville2,  1  S.  , 

Gratersford^ 

Phoeuixville-,  1.5  SE. 

Port  Clinton^ 

Pottstown-'.  0.5  S 

Pottsville-' 

Reading'.'^ 

Werners  ville^ 


Lower  Dela^vare 

Coatesville* 

Doylestown, 

George  School  6 

Marcus  Hook^ 

Philadelphia 

Airport  Station'.  5. 

City  Office',  5 

Shawmont 

Quakerto wn ,  0.5  E . . . 

Westchester 

West  Grove2,  1.5  SE. 

SKsquehanna  Basin 

Chemung 
Austinburgl,  5,  2  W. . 

Centerville''' 

Covington- 

Lawrenceville 

North  Branch 

Danton2.  1  NW 

Danvllle2 

FreelandS 

Millville'.s 

Uouroeton^.  2S 

aontrose2.  3  E 

3rwell2,  3  N...     . 
Park  Places.  INW. 

Pikes  Creek.  1.5 

Jush-.  6S 

Icranton'.s 

Susquehanna^ 

PowandaC,  1  E 

Cunkhannock'.s. 
Vilkes-BarreS 

West  Branch 
insoniaS,  2  W 

iald  Eagle'. 5 '.'. 

"arrolltown2 

'arter  Camp',  5 

Jedar  Run2 ' 

'learfield2 

'urweusvilleS    6NW.' 

Iriftwood',  5 

•ushore',* 

lagles  Mere2 ........' 

Emporiums,  IE... 
English  Center',  5... '.■ 

aleton 

;arthaus2 

ock  Haven2 .' ""' 

ledix  Run',  5 ''_" 

hilipsburgS,  IE..... 
eno  vo2 . 

tate  coiiege'.'s.'.;;;;; 


Pike... 
Wayne.. 
Wayne.. 
Wavno. . 
Pike.... 
Monroe. 
Wayne.. 
Monroe. 
Wayne., 
Pike.  ... 


Lehigh 

Lehigh 

N'rthampton 

Monroe 

Wayne 

Carbon 

Carbon 

Lehigh 

Carbon. . . 
Lehigh,. .. 


Montgomery 

Berks 

Montgomery 

Chester 

Schuylkill... 
Montgomery. 
Schuylkill... 

Berks 

Berks 


T. 


Chester 

Bucks 

Bucks 

Delaware.. .. 

Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester 

Chester 


Tioga 

Bradford  . 

Tioga 

Tioga 


Bradford. 
Montour.. 
Luzerne  . . 
Columbia, 
Bradford  . 
Susquehanna 
Bradford  . 
Schuylkill 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . . . 
Wyoming..  . 
Luzerne 


.03 


,52 


1.05 


Tioga 

Blair 

Cambria. . . 

Potter 

Lycoming., 
Clearfield  . 
Clearfield.. 
Cameron.. . 
Sullivan, . . 
Sullivan. . . 
Cameron . . . 
Lycoming.. 

Potter 

Clearfield.., 

Clinton 

Elk 

Centre 

Clinton 

Centre 


.22 


.19 
.64 
.33 
.68 
13 
T 

.90 
.64 
.19 

".T2 
.75 
.27 


.15 

1.37 

.05 

2.01 


.06 


.05 


.11 


T. 


.06 


.10 
.62 
.12 
1.02 
.26 
.01 

".64 
T 

.25 

!42 
.88 
.10 
.10 
.12 
.68 
.20 


T. 


T. 


.03 


T. 

.  09  . . . , 


.43 


.03 


,02 


T. 


.04 


T 
.39   T 


.01 


.03 


.05 


.35 
.26 
.07 
.29 
.26 
.80 

1.4 
.34 

1.10 

T 


.48 
.27 
.93 
.62 
.46 
.32 
.48 
.36 
.62 
-  70  1 .  80 


.60 


40 
2.37 
T. 

.29 

.62 

.40 

.47 

T 

.03 


47 
1,01 
.58 
.74 
.53 

.'29 


.20  ... 
.79  , 
.13 
.22 


08 

40 

1.47 

'i4 
.57 


.46 


.05 


T. 


.25 


.93 
T. 

.81 

.85 

f.ii 
.10 

.16 
.04 
.75 


.65 

.80 

1,20 

.03 

.89 
.75 
.60 

.72 
.37 
.42 


1.49 
1,79 
1.10 
.82 
.79 
.91 
T 
.07 


.03 


20 


21 


63  1.07 
.85    .91 


.80 


.82 
1,27 

.53 
1.88 

.66 
1.08 

.88 
1.30 


.54 


.60 


1.16 

1.07 

.94 


.80 


80 

81 

1.30 

i'.iii 

.74 
,98 
,01 

.'89 

.'25 
01 


.35 


,42  1.24 

. ..     .61 
•    1-51 


1.30 

.63 
.85 
.08 

.99 


22 


28 


.72    .04 


.03 


.53 


2.67 
1.00 

.88 
1.54 

.98 
1.19 
1.10 


76 

1.57 

,63 

.05 

1.32 

1,39 

1.35 

42 

08 

1.35 


.45 


.2] 


.19    .33 
1.16  . 


.39 
.22 
.51 
.42 
,74 
1.96 
1.37 


2.36 
.95 
.73 
1.20 
1.20 
1.87 

i'm 


,08 


24 


26 


.02 


.01 


26 


15   T 

.05|   .10 
03 


27 


.45 
.24  ... 
.10..., 


.42 


29    .79. 

50    .89 
.661.24    .55 
88    .32 


.3' 

,24 

,65 

2,05 

.47    .43 


...  1.16 


.27 


.70 


.33 


T 
T 
.05 
1.46    .08 


.07 


1.12  .06 
1.  00  1.  13 
1.15  .35 
1.12    .24 


1.83 
.30 

.58 


29 


80 


1.41 


.67    .16 
.  11 


,06 

T 

.06 


.81 


.75  .03 

.40  .08 

.  29  .  12 

.22  .12 


1.30 


T. 


T. 


22 

40 

1.55 

58 


1 

1.45 

.07 

.38 

.85 

.84 

.67 

.40 

.04 

1.70 

.08 

.,1  .43 

01     .54 

1.46    .03 

.09    .02 


.01 


.17 


.81, 


.32 

1.32 

!49 
.32 
.26 

f. 

.25 
.26 
.03 
.15 


.21 
.14 

2.85 
.68 
.2 
.40 
.25 

'.'71 
.53 
.21 
.41 
.51 
.06 
.08 
.24 
.32 
.13 
.09 


,25 


.02 


.06 


11 
1.10 
.42 
.03 
.07 
.34 
.17 


.30 


.02 


1,00 


02 


1. 
.10 
.43 
.29 
.04 
.86 
.07 

.'6i 


.44 
.32 
.20 

L32 
42 
81 


Continued  on  page  44. 


81 


4.23 
4.72 
5.40 
4,61 

3.  ;(2 

4.84 
5.33 
5.03 
4.46 
}4.63 


4.05 
4.20 
4.32 
6.19 
5.20 
5.13 
6.89 
6.21 
4.99 
0.80 


1.96 
6.15 
4.66 
3.66 
4.08 
4.28 
5.57 
4.50 
3.99 


3.09 
4.37 

6.60 
3.20 

3.23 
2.10 
2.72 
5.57 
3.51 
2.94 


5.55 
4,86 
5.29 
4.16 


7.28 
6.28 
8.20 
6.00 
6.32 
4,44 
6.15 
3,30 
4.19 
5.14 
5.66 
4.21 
4.84 
4.74 
4.49 


4.79 
3.71 
7.14 
5.40 
8.00 
2.80 
3.97 
5$ 
5.63 
5.29 
5.07 
5.71 
6.45 
5.09 
4.31 
2.87 
5.08 
4.92 
5.70 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION, 


June  1944 


Daily  Precipitation  for  June  1944-Coiitinued  from  page  43 


Stations 


Counties 


WEST  BEANCH 

(continued) 

Tamarack^,  2  S 

Wellsboro^.... 

WiUiamsport^........ 

Williamsport'^,  4  at,. 

Juniata 

Altoona,  4.5  W.  ....... 

Breezewood',  O.b  n^ 

BuffaloMills^...^..-- 
BurntCabinsi,2NE... 
EastWaterford'i,  3Ji... 

Everett^0.5SW 

Huntingdon  ^ 

Lewistown2,  2  SW 

Mapleton  Depot'' 

MartinsburgS......---- 

McConnellstow  n2 .4N  W 

Ne£fsMillsl,6,  3.5  NB... 

New  Bloomfield 

Newport^ 

Saxton2,l  W.. -..••■  ■ 
Shade  Gapl.s.  0.6 SW. 

Shaver  Creek  2 

LWR  Susquehanna 

Arendtsville^... 

Bloserville,  1.5  N 

Carlisle^ 

Columbia^ 

Dauphin2,3N 

Ephrata 

Glen  Rocki,'* 

Gordon......  •••■• 

Grantvilleb,  4  NW...... 

Hanover^..  ■■■■■. ■■.■■•■  ^ 
HarrisburgAptl,i*,3.5b 

Holtwood^ 

Huntsdale^.. ......  •••• 

Kirkwoodi,^,  l  SW  . . . 

Lancaster 

Lebanon^ ........... . 

MiddletownM.SW.... 

Millersburgi,'',2Ji  .  .. 

Milroy^oN..... 

Ne-wburgi.3.5NW 

New  Park.., .......  •■■• 

Pine  Grove'',  1.5  Ma  . . . 
Ringtown2,  i.5SW.... 

Selinsgrove 

Shippensburg 

Sunbury^ 

W  illiamstown'' 

Woodward^,  2  NE 

York,3SW.. 

York  Haven2 

Potomac  Basin 
Chambersburg2,  1  SW 

Gettysburg 

Hewitt6,2SW 

Hyndman^ 

McConnellsburg'' 

Mercersburg2 

South  Mt.  San't'm2.. . 
GULF  DRAINAGE 
Ohio  Basin 
Allegheny 

Acmetonia2 . .    

Aliens  Millsi.  5     

Blairsville2,  6NE 

Boswell^6NW 

Bradford,  4  W 

Brook  ville^ 

Buckstowni.  6 

Clarion2,3SW 

Coudersport 

Derry 

Donegal!  —      

Dunloi.6.  0.5SW 

Ebensburg2 

FordCity^4S 

Franklin^ 

GlenHazel2,  INE.  .. 

Home'.  5 

Indiana 

Johnstown6,0.5  W... 

Kanei,  IN 

Kregar',  4.5  SE 

Lycippus,1.5  E 

Marienvillei,  * 

Meadville2,  IS 

Mosgrove^ 

Parkers  Landing^.  . 

Pittsburgh  Cty  Of  »s. 

Port  Allegany  2 

Punxsutawney2 .... 


Day  of  month 


Clinton 

Tioga 

Lycoming... 
Lycoming. 


Blair 

Bedford... 
Bedford... 
Fulton,  . . . 
Juniata.. . 

Bedford 

Huntingdon . 

Mifflin 

Huntingdon . 

Blair 

Huntingdon. 
Huntingdon 

Perry 

Perry 

Bedford 

Huntingdon . 
Huntingdon 


Adams 

Cumberland. 
Cumberland . 
Lancaster — 

Dauphin 

Lancaster.. . . 

York 

Schuylkill  ... 

Dauphin 

York 

Dauphin 

Lancaster — 
Cumberland 
Lancaster..  . 
Lancaster. . . 
Lebanon  — 

Dauphin.... 

Dauphin.... 

Mifflin 

Cumberland 

York 

Schuylkill.  . 

Schuylkill.. 

Snyder 

Cumberland. 

N'umberland 

Dauphin. 

Centre.  . . 

York  .... 

York  — 


Franklin . . 

Adams 

Bedford..  . 
Bedford  . . . 

Fulton 

Franklin... 
Franklin... 


Allegheny,... 

Jefferson 

Indiana .  — 

Somerset 

McKean 

Jefferson .... 
Somerset — 

Clarion 

Potter 

W'moreland 
W'moreland. 

Cambria 

Cambria. 

Armstrong... 

Venango 

Elk 

Indiana 

Indiana 

Cambria — 
McKean. ..  . 
W'moreland 
W'moreland 

Forest 

Crawford.. . 
Armstrong.. 
Armstrong.. 
Allegheny . . 
McKean.  ... 
Jefferson — 


.24  1.80  .50 
09|  .17 

.38  .02 

.17  .03 


.03 


.20 


.03 

.09 

.13 

T. 

.19 

.25 

.08 

.18 

.02 

.04 

.36 

.'83 


.22 


.02 


9  10 


.02 


.05  .01 


1.27 


1.46 
40 


1.02 
50 


.09 
.12 
.17 
.10 

'.'62 

T 

.03 

.19 
1.53 

.01 

.'67 
.01 

.'12 
.74 
.15 
.67 
.39 
.97 


.05 


,02 


.04 


37 


.06 


.11 


.04 


,60 


.02 


T. 


.06 


T. 


.'29 
.38 
.12 
.05 
.72 
.17 
.16 

'!64 
1.25 
.20 
.30 
.16 
.70 
.05 
.40 
1.30 
.81 
.62 
.57 
.21 
.56 
.39 
.03 
.16 

.'93 
.38 
.05 


.42 


.02 


T. 


T. 


.02 


.12 


.1" 


.25 
.80 
.16 

!98 
.11 
.90 

'."ei 

.18 
.24 

1.19 
.16 
.22 
.33 

1.49 
.02 
.08 
.43 
.45 


T. 


12- 


13  14 


15 


16 


.23 


.21 
.40 
.56 
.74 
.29 

'.'62 
.41 
.59 
.08 

1.66 
T. 
.17 
.10 
.39 
.16 
.91 
.73 
.06 
.35 
* 

.25 

.26 
.38 
.20 
.20 

.26 
.23 

.02 


,01 
.73 
.07 
.22 
.43 
1.10 
.02 
.01 


.61 


.26  . 


.30 


.05 


,01 


.19 


.03 


.48 


1.34 
05 


.05 


.20 
.42 
.06 

[08 
.12 

!i6 
1.12 


.06 


T. 


.03 


.41 
.12 
.60 

'.12 
T 
.76 
.45 

'."68 
.99 
.44 
.68 
.62 
.61 


.62 
1.16 
.80 
.92 
.72 
.43 
.68 
.37 
.22 
.10 
.56 
.31 


.03 


.70 
.70 
.71 
1.01 


17  18 


19 


20  21   22 


23 


T. 


.04 

T. 
1.18 

.'32 
.72 
.12 
.35 
.34 
.01 
.52 

.'O8 
,33 
.23 

'^27 


.07 


T. 


.06 
.64 
.69 
.80 
.79 

!69 
.92 
.91 
.19 
.88 
.19 
.12 
.58 
.63 
.25 
1.03 
.86 
1.30 
.34 
.66 
.11 

l'.i3 
22 

291 
29 
1.61 
.52 
.73 


T. 


1.18 
1.15 
1.08 
1. 


T. 


.25 


.45 


.66 


.80 


1.59 

72 


.27 


.04 


.02 


.03 

.67 

T 

.( 

.56 

.15 

.71 

.30 

.70 

.61 
1.46 

.72 

.15 
.10 
.08 

.55 
.30 
.33 
.86 
.66 

1.09 
.62 
.65 
.05 
.01 
.02 
.57 
.28 
.71 


.35 


.57 

.'06 
.43 
.10 
.45 
.51 
.351 
.31 

'!28l 
.45  , 


.72 


.49 


.03 


2.00 
1.33 

'!34 
T 

'.■21 
1.38 
1.14 
.65 
.30 
.43 
.73 
.26 
.38 
.25 
2.61 
.30 
.82 
.91 
.82 
.33 
.0 


.13 
.40 
1.51 
1.02 


.02 


.20 


.37 
i!34 


25 


26 


56 

2.04 

.21 

.04 

1. 

.70 

.01 

.'26 

47 


1.17 


06 

1.11 

10 

30 


1.23 
.13 
.3' 
.21 

1.54 
.48 
.83 
.66 
.81 
.14 

1.05 
.14 
.07 
.06 

1.68 
.38 
.86 


.03 


,67  .07 
,74  .09 


1.46 
.45 
.05 


1.42 
.45 
.02 


,62 


.62 


.03 


.03 


,74 


.22 
.84 
.64 
.81 
.40 
28 
.12 
2 .62 
.16 
.26 
.83 
.42 
.21 
.031 
1.26 
.85 
.95 
.32 
1.32 
.38 
.18 
.62 
.5' 
.07 
.13 
.32 
.97 


1.45 
.03 


.21 


27 


29 


30 


T. 


1.19 
1.38 


99 


1.61 


.05 
1.00 
2.37 

,37 

,13 

.22 

.38 

.25 

.29 

.70 

.20 

.11 

.15 

.29 

.93 

.26 

.30 

.20 

.17 

.09 

.44 
.55  T. 

1.13  .03 

.29  .23 


.22 


T. 


.04 


.18  . 
T.  . 
.02. 


1.29 
.26 
.1 
.29 

1.44 

i.'89 


.60 


.05 


.01 


.10 


1.05 
.42 
.31 


.02 

.20 

.17 

.09 

.31 

.80 

.28 

.38|1.  46 

.501.46 


2.12 
18 


18 
.40 
.63 

'.'is 

2.45 


T. 

.„„  .04 
.24  .02 
.19 


T. 


.19 


.33 

33 
2.15 
.07 
,36 
.96 

;35 


.05 

.'36 

1.79 

01 


.64 

.16 

.62i  .87 
1.86|  T. 


25 
.47 
1.23 
T 
.18 
.32 

■f. 


1.40 
.26 
.14 

1.63 
.90 

1.63 
2.30 


1.17 
.52 


1.00 


.01 


6.90 
4.78 
6.23 
6.98 


1.81 


6  .55 
2.32 
3.06 
3.62 
5.19 
2.73 
2.12 
6.06 
1.83 
2.57 
3.35 
3.91 
6.23 
4.37 
3.11 
1.71 
3.20 


2.19 
4.74 
4.27 
3.72 
4.09 

's'oe 

7.53 

5.80 

1.94 

5.49 

2.66 

2.61 

2.93 

3.54 

6.68 

6.50 

4.27 

7.13 

4.05 

3.11 

3.92 

4.88 

6.29 

3.33 

6.54 

4.25 

6.61 

3.66 

4.85 


Continued  on  page  45. 
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CLIMATOLOGICAL  DATA:   l'IONNHVI>VANI A  SECTION 


Daily  Freoipltatlon  for  June  1944-Contlnue(i  from  Thko  ii 


Stations 


Al.l.KO.HKNY 

(continued) 
IMitnoyviUe".  2.8SK. 

Ridgway" 

SftltstiurgS 

Sewivrd- 

SliomoKll,\  (i\V 

Siiu'tliporl'.  ■\  1  S\V  . 

Strougstowu',''* 

Tionesta-,  1.5  SK 

Titusviiie.  aa 

Union  City',' 

Vandorgrift  l 

Warron- 

VoiuigsviUe',* 

MONONGAHELA 

Confluence-.  1.5  N  W . 

Connellsville^ 

Donora' 

Groou.>:boro2 

Greensburg.  2  S 

Irwin 

Moyersdale^ 

Murrvsville//'.^ 

Neut'll^ 

Pitt-burgh  Arpt.//  '. -V 

Rii'o.«  Landing- 

Somerset 

Springs^,  1  S\V 

Uuiontown 

Waynesburg 

Beaveb 


Beaver  Falls2 

Butler 

Greenville 

Jamestown^,  2  NW 

Mereer  Arpt. 3,  2.5  NE. 

Newcastle,  1.5  N 

Penuline.2,  is 

Sharon^ 


Ohio 

Claysville^ 

Coraopolis^,  IE 

Midland^ 

Mt.  Lebanon^ 

\Va«hingtonl,  5 

LAKE   DRAINAGE 

Albion. S 

Erie'.* 

Raymond'. 5 


Count  les 


Day  of  month 


Armstrongr... 

Elk 

Indiana 

Indiana 

Warren 

McKean 

Indiana 

Fore.-it 

Crawford. . . . 

Erie 

W'niorelaud. 

Warren 

Warren 


Somerset. , 
Fayette.  . . 
Washington.. 

Greene 

W'moreland 
W'moreland. 

Somerset 

W'moreland 

Fayette 

Allegheny . . 

Greene 

Somerset 

Somerset 

Fayette , 

Greene 


Beaver 

Butler 

Mercer 

Mercer 

Mercer 

Lawrence .. . 

Crawford 

Mercer 


.68 

.81 

.41 

1.23 


.69 
.3-1 
.35 
.05 
.02 
.12 
.90 
.29 
.93 
.27 
1.06 
T. 

".06 
.21 


3       4 


6      6      7       8      9     10     11     12     18     14     15     16     17     18     19     20     21     22     28     24     26     28     27     28     29 


.53    .07 


T. 


.08 


.13 

.87 
.04 
.03 

1.'28 

2.' 06 


Washington 19   .24 

Allegheny  ...    .88    .23   .18 

Beaver I   .26  .24   . 

AJlegheny...    .35    .29    .04 
Washington  .  1- 27    .60    .02 


Erie.... 
Erie  . . . 
Potter. 


.02 


.50 


.02 
.01    .01 


T. 


T. 

.20   T. 
.04  ... 


.27 


.04 


.86 


T. 


.45 

.76 
58 
.49 
.76 
.47  .19 
.  38  . . . . 


.29 


.27 


.75 
1.13 
.40 
1.10 
.52 
.51 
.53 
.15 
.85 
.23 
.65 
.98 
.75 
1.15 
.84 


.04 


.03 


.02 


.06 


T. 


.39 
.10 
1.11 
T 
.62 
.29 
.13 
.46 
.10 
.70 

2."i2 

1.27 

40 

03 


.44 

.65 

1,10 


.75 
.65 
.07 
.46 
.18 
.42 

1.17 
.44 
.18 
.06 
.11 
.38 
.19 
.33 

1.23 


.32 


.07 


.46 


.22 


T. 


.06 


.16 
.27 
.37 
.52 
.71 

I'.hi) 
.38 

1.16 
09 
62 
33 


T. 


.20 


.02 


.06 


03 
23 

.42 
.20 
.65 
.30 
.25 
1.05 
18 
49 


.44    .12 
14   .13 
17   T 

.19 

.15 


.37  .25 
.71  .18 
.08 
■  U5 
.44 


.52 

.36 

1.09 


.30 


1.59 
.92 


.04 


.40 


.49 


.36 


1.67 

.88 

.■£i 

.78 

.65    .60 


1.22 

1.46 
.94 
.10 
.32 

.69 


.03 


.03 


T. 

.11 
.32 
.34 
.26 
.26 

i.'io 

.37 
.49 
.16 
.11 
.27 
.26 
.43 


1.62 

.50 


.69 
.29 
.47 
.41 
1.96 


1.22 
.42 
.91 


1.62 
.38 

.'78 
1.48 
1.28 
1.06 

.45 

T 

.80 
1.17 
1.02 
1.37 

.35 


1.01 
.20 
.01 

1.66 
T. 
.02 
.10 
.21 


[See  page  48  for  explanation  of  reference  marks.] 


80    81 


.07 


.09 


.07 


2.88 


.02 


.16 


.04 


4f) 


6.68 
4.66 
8.96 
6.84 
2.94 

'6.'84 
8.50 
4.41 
1.51 
6.70 
5.81 
3.12 


6.12 
3.97 
8.98 
4.07 
4.22 
6.24 
5.25 
4.90 
3.67 
4.60 
4.29 
6.32 
5.68 
5.00 
5.47 


2.12 
2.70 
2.77 
3.57 
1.10 
3.33 
2.42 
3.51 


3.32 
4.02 
3.74 
$4.04 
5.77 


$2.94 
3.91 
6.40 


Daily  Evaporation( inches)  and  Wind  Movement  (miles) 


Stations 


Famestown2 .  .2  NW  i  Evaporation 

\  Wind  movement 

Shaver  Creeks I  Evaporation .... 

\  Wind  movement 


(Vallenpaupack^. 


.  /  Evaporation 

\  Wind  movement 


.188 
21 


.224 
60 


.108 
13 


.162 
5 


.132 

17 


302 


.214 
81 


.232 
41 


.188 
94 


.208 
24 


.166 
41 


.168 
40 


.172 

4 


.195 
67 


10 


072 
27 

.134 


.100 
18 


.168 
30 


148 


.166 
12 


.248 
15 


.120 
36 


.180 
5 


.160 
11 


30 


.016 
0 

.073 


16 


166 


.246 


.210 
13 


.198 
7 


.311 
93 


20 


.236 
17 

170 
18 

.157 
52 


.006 
14 


22 


.336 
39 


.156 
98 


23 


.290 
35 


.140 
10 


.198 
62 


Italics  mean  minus  quantity.  [See  page  48  for  explanation  of  other  references.] 


24 


.220 


.012 


25 


.082 
94 


.074 
121 


26 


.182 
12 


.276 
33 


.186 
5 


27 


.295 
28 


28 


.212 

7 


.222 
1 


29 


.214 
1 


30 


254 
21 

.204 
4 

.246 
107 


31 


Total 


5.240 
519 

5.050 
542 

5.042 
2202 
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CLIMATOLOGIOAL  DATA:   PENNSYLVANIA  SECTION. 


June  1944 


Daily  Temperatures  for  Jixne  1944 


Stations 


Aib--« {^sr: 

AUentownArpt.MNE..|Max™uH>. 

Allentown/ {^tSZZ. 

Altoon^4.5SW {^tSZ^S:: 

Arendtsvillee {^f^ZSr 

Bethlehemi {^tSZZ.: 

Bradford-4W {  "^^ : 

Brookvilles (Maximum,.. 

BurntCabmsi-2NE....|Max™.. 

.  /  Maximum.. 
\  Mini  mum.. 


82  86 

64  61 
85  91 

65  64 
85' 
641  64 


66  55 

831     84|  86  79 

63      65  64  55 

87  88  701 

64  63  56l 

88  78  67 

65  62  52|     51 


64 

83 
68 
86 


68      82 

62|     56 

83 

54|     53 

82 

61 


79 


Butler. 


CantouMNW {IfSZS:. 

Carlisle^ {^SS": 

Maximum. 

.Minimum. 


59     56 


Chambersburg6-1  SW.  . .  / 
Clarion6.3SW {^f^Zm.: 

OaysviUe/ {^S^m.-. 

Onatesvi  lleS I  Maximum . . 

Ooatesviue  \  Minimum.. 

Columbiae {^SZZ 

Coudersporte [tf^ZZ: 

Curwensville3.6NW....  (Maximum.. 


Deny. 


/  Maximum. 
V  Minimum . 


(  Maximum. 
\  Minimum .. 

1     ,  /  Maximum. 

Minimum. 


./  M 
\M 


84 
63 
89 
61 
91 
65 
78 
60 
88 
64 
90 
64 
84 
61 

84 
64 
91 
72 
93 
66 
84 
60 
76 
61 
81 
65 


80]     75 
60      46 


85 


Donegal! 
Donora 

Eag»-Mere/ {^fSZS. 

EastWaterford-3E {  Mfxl >^,^- ' 

Ei^-^^«^' {^SZS:. 

Emporium  /-IE /  Maximum .. 

^    '^  \  Minimum. 

WnVirnta  /Maximum. 

^Vi^^^i»- \Minimum. 

gjigl I  Maximum 


Everetti-0.6  SW 


Freeland.. 


67      64 


Minimum . 
(  Maximum. 
V  Minimum. 

F--'^""/ Uf.rum.v 

Fredericksville6-1  S /  Maximum. 

\  Minimum.. 

.  /  Maximum. 

\  Minimum .. 


George  Schooie (Maximum.. 

Gettysburg {^Sum.: 

/Ma    ■ 

\Mi 


62 


75 
55 
65 
58 
85 
55 
58 
45 
74 
52 
72 
57 
78 
57 

86 
59 
71 
56 
76 
55 
64 
36 
60 
50 
78 
63 

76 

5' 

91 

67 

54 

47 

70 

49 

68 

55 

69 
50 


58     60 


Gordon.... 


Maximum 
inimum.. 

Greensburg-2  S /  Maximum.. 

\Mimmum.. 


Hanover/ (Maximum. 

\Mimmum. 
HarrisburgArpt.  1-3.5 S.  /  .Maximum.. 

\  Minimum .. 

Hawley«-0.5E (  ^^mnm .'. 

Hewitt6-2SW {t{f™m.-. 

Hoitwoodi {^SZS:: 

Huntingdon {^f^^^m.. 

TnHinna  /  Maximiun.. 

^°'^'*°* \  Minimum.. 

i-^- {^SZS:: 

Jamestown/ -2  NW (^f^-^^-; 

Johnstown6-0.5  W /  Maxiimum. 

\Mimmum.. 


80 
63 
89 
65 
85 
65 
85 
61 
83 
62 

88 
64 
89 
65 
87 
62 
86 
62 
87 
66 
89 
63 

83 
62 
85 
63 
86 
60 
83 
63 


10  11 


75 
42' 
79 
431 
74 
43|  49 

72  78 
36  45 

73  76 
42  46 
75  82 
46  53 


12  13 


66 
79 
54 
84 
62 

90 
65 
83 
65 
75 
60 
88 
60 
84 
68 
90 
65 

85 
63 
86 
62 
79 
58 
83 
62 


70 
31 

72 
34 
74 
34 
69 
38 
71 
36 
72 
39 
79 
38 
75 
37 

73 
38 
76 
52 
77 
40 
71 
31 
69 
35 
74 
38 

71 
32 
75 
44 
69 
36 
72 

'70 
33 

76 
37 


65 
51 
65 
48 
72 
46 
69 
56 
69 
52 
86 
54 

71 

55 

71 

55 

74 

60 

75 

5 

73 

58 

72 

57 

85 
56 


56 
86 
56 
77 
55 


77 
56 
86 
54 
81 
63 
78 
57 

81 
50 
71 
52 
83 
56 
81 
57 
79 
51 
85 
69 

83 
56 
84 
69 
82 
51 
85 
54 
81 
62 
87 
55 


73 
42 

79 
44 
79 
44 
78 
46 
76 
41 
82 
50 
80 
46 
83 
45 

83 
42 
^3 
68 
82 
48 
76 
38 
72 
47 
85 
52 

81 
48 
86 
55 
72 
36 
72 
64 
77 
36 

78 
39 


57 
49 
68 
42 
72 
46 
60 
47 

75 
58 
71 
51 
75 
60 
80 
61 
75 
64 
77 
51 

70 
61 
69 
50 
73 
47 
78 
52 
70 
57 
82 
54 


73 
56 
73 
55 

76 

65 

83 

60 

78 

47 

73 

50 

7' 

57 

84 

62 

85 

57 

76 
61 
82 
59 
84 
62 
70 
58 
70 
62 
76 
63 

76 

58 
81 
6fi 
65 
52 
72 
56 
73 
50 

77 
46 


80  79 

49  65 

86  87 

54  61 

83  84 

62  60 


14  16  16  17 


821  82l  76 
.50  51 


54 
81 
47 
76 
52 
79 
55 
86 
58 
81 
49 

76 
55 
81 
62 
85 
68 
75 
49 
76 
49 
78 
56 

76 


86 
53 
85 
55 
79 
46 

82 
48 
86 
60 
81 
49 
82 
49 
84 
51 
89 
53 
84 
49 

81 
50 
87 
55 
89 
53 
76 
41 
78 
52 
81 
62 

80 


52  48 

80  86 

59  68 

68  80 


75   83 
38  46 


84 

81 

67 

47 

86 

81 

68 

49 

75 

60 

61 

42 

81 

69 

61 

47 

75 
39 

72 
35 
66 
39 
75 
42 
71 
43 
73 
36 
78 
34 

75 
44 
76 
44 
75 
36 
74 
32 
73 
48 
75 
34 

74 
39 
76 
37 
72 
40 
75 


86 
64 
87 
64 
79 
60 

82 
54 
88 
58 
85 
58 
78 
53 
85 
60 
90 
61 
83 
54 

90 
53 
87 
68 
90 
63 
79 
49 
75 
59 
87 
58 

87 
55 
92 
64 
77 
56 
81 
61 
80 
64 


68 
72 
60 
70 
56 
77 
56 

76 
61 
84 
68 
88 
65 
60 
6f 

55 
75 
59 
83 
63 

86 
60 
71 
59 
79 
56 
70 
55 
60 
57 
83 
66 


66 


70 
67 
71 
67 
80 
61 
72 
60 
69 
56 
82 
56 

82 
61 
82 
61 
85 
63 
75 
52 
74 
60 
80 
60 
84 
61 

82 
63 

74 
58 
74 
61 
85 
63 
77 
68 
81 
63 

72 
60 
85 
69 
74 
50 
75 
56 
77 
69 


64 
94 
61 
90 
58 
88 
63 
91 
59 
91 
64 
85 
61 

85 
56 
92 
58 
85 
58 
87 
56 
91 
60 
95 
61 
88 
67 

86 
59 
93 
66 
94 
62 
81 
65 
82 
61 
88 
62 


19  20 


91 

58 

95 

60 

93 

64 

861 ... . 

67l  61 

941  92 

60  64 


98 

61|  64 

86  94 

6ll  60 

88|  93 

65  66 

90  96 

65  76 
93' 
64 

89l  86 

64  60 


59 


951  92 
62  68 
87 
51 
79 
65 
90 


85 
63 

90 
69 
76 
61 
84 
681  63 
881  82 
61      61 


"86 
59 
80 
62 
88 
66 
91 
62 
86 
56 
87 
58 

91 

60 
91 
65 
84 
60 
90 
57 
89 
68 
90 
59 

85 
63 
88 
63 
85 
62 
83 
65 


59 
52 
69 
58 
87 
54 
66 
56 
82 
60 
79 
61 
72 
54 

59 
57 
79 
63 
80 
68 
78 
54 
66 
60 
81 
52 

66 

61 
70 
57 
63 
56 
75 
53 
56 
55 


58 
74 
52 
77 
57 
67 
69 
61 
52 

73 
50 
76 
56 
71 
54 
70 
51 
80 
54 
80 
68 
76 
51 

77 
44 
75 
59 
78 
57 
72 
60 
69 
50 
76 
57 


23 


24  26  26  27 


67  62 


59,  62 
911  82 


62 
93 
65 
86 
53 
92 
61 

94 

67 
96 
63 
87 
53 
95 
59 
92 
67 
96 
59 

95 
69 
93 
65 
92 
61 
91 
62 


78 
48 
84 
50 
78 
62 
80 
53 
83 
60 
81 
54 
81 
51 

73 
49 

8' 

59 

87 

55 

83 

57 

77 

60 

7 

54 

75 
50 
76 
6( 
72 
51 
78 
58 
75 
51 

831 
49 


80 
62 
85 
64 
80 
66 
79 
60 
86 
63 
82 
62 
82 
64 

83 
61 
82 
70 
84 
64 
80 
62 
76 
58 
83 


82 
63 
73 
64 
72 
67 
78 
60 
74 
64 
71 
64 
81 
57 

67 

58 
70 
63 
82 
60 
67 
59 
76 
61 
72 
64 
73 
58 

76 
60 
77 
66 
78 
66 
74 
55 
61 
54 
79 


65' 


62 
86 
62 
80 
56l  53 
80  89 
66|  59 
89 
64|  66 


66  58 


76 
56 

79 
54 
82 
63 
83 
51 
72 
57 
78 
63 
82 
65 
81 
66 

80 
50 
80 
63 
82 
65 
80 
57 
75 
55 
81 
56 


72 

58 
76 
55 
79 
53 
77 
53 

70 
53 
60 
51 
70 
58 
75 
58 
68 
55 
77 
54 

76 
57 

78 
59 
64 
55 
72 
58 
74 
61 
78 
58 

76 
53 
79 
56 
77 
48 
72 
52 


75 
68 
77 
62 
80 
65 
81 
65 
79 
5' 
82 
60 

82 
64 
81 
66 
80 
57 
86 
61 
81 
67 
85 
64 

82 
66 
82 
65 
84 
69 
81 
66 


82 
5:5 

84 
50 
87 
55 
8.5 
62 
82 
53 
87 
.56 
86 
58 
87 
53 

82 
51 
88 
66 
88 
60 
84 
52 
80 
55 
-  85 
56 

82 
49 
89 
58 
86 
57 
81 
58 
79 
62 

85 
56 


28  29  30  31 


94 
71 
91 
64 
90 
63 
87 
59 
92 
68 
91 
66 
89 
56 

90 
67 
91 
.59 
92 
60 
84 
58 
91 
60 
91 
62 
90 
59 

90 
52 
93 
6fi 
94 
62 
90 
52 
85 
6<i 


971 
73^ 
94 
66 
91 
66 
87 
6(1 
92 
64 
89 
66 
91 
62 

92 
61 
93 
65 
95 
64 
88 
62 
91 
64 
91 
66 
93 
62 

91 
62 
91 

69 
92 
67 
91 
57 
86 
64 
93 
65 


85 
74 
93 
66 
93 
66 
94 
65 
95 
62 
92 
68 
90 
66 

9) 
58 
96 
64 
97 
62 
91 
62 
94 
64 
94 
65 
92 
65 

91 
64 
95 
68 
9' 
66 
93 
62 
88 
5' 
94 


56 


61 
81 
49 

81 
66 
79 
67 
78 
59 
84 
64 
78 
66 
84 
63 

80 
53 
83 
50 
79 
60 
79 
68 


49 

88 
60 
90 
63 
85 
57 
88 
50 
82 
66 
88 
54 

85 
54 
85 
55 

85 
50 
82 

54 


95 
70 
93 
56 
91 
57 
89 
64 

87 
58 
84 
62 
90 
66 
90 
63 
88 
57 
92 
56 

92 
63 

95 
65 
89 
55 
93 
55 
89 
68 
93 
58 

93 
63 
92 
62 
92 
62 
91 
59 


56 

85 
70 
87 
72 
87 
52| 
72 
56 
•80 
58 

75 
57 
82 
62 
72 
57 
79 
61 
90 
54 

80 
56 


94 

76 

96 

60 

93 

6 

93 

61 

87 
61 
8-5 
66 
89 
65 
89 
67 
90 
61 
92 
59 

90 
63 
92 
69 
93 
61 
9.i 
59 
88 
70 
94 
61 


68 
92 
69 
93 
67 
92 
63 
92 
61 

95 
70 
96 
71 
95 
65 
96 
60 
92 
70 
97 
63 

94 
62 
94 
67 
82 
6' 
94 
63 


72 
83 
67 
82 
58 
91 
62 
84 
70 
86 
62 

78 
67 
90 
68 
73 
51 
76 
60 


Mean 


81.6* 
59.2* 
82.2 
59.1 
80.8 
59.9 
81.4 
56.6 
82.5 
59.5 
80.5 
60.5 
79.4 
54.6 

79.7 

64.1 

83.0 

57.4 

85.3 

57.6 

75.4* 

54.1 

82.6 

68.2 

84.6 

59.5 

83.0 

56.4 

81.3 

56.5 

83.5 

63.2 

85.2 

60.7" 

79.4 

53.0 

74.1 

53  8 

83.1 

69.9 

79.3 

56  6 

86.0 

63.3 

72.0 

53.7 

77.6 

58.9' 

76.1 

54.3 


79.6* 
63. 8» 


Continued  on  page  47. 
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Daily  Temperatures  for  June   1944— <'()iitliuii<l  from  pbkc  li: 


Stations 


Kane'-I  N 

Lancaster 

L»wn>noevllle 

Lebanon  / 

Lowistown  /-2  SVV . . . 

Lock  Haven* 

Mnrcus  Hook' 

Mnrtinsburgr'' 

iMauch  Chunk  1  S\V. 

Mcadvillo /-I  S 

Mercer^-'i.S  NE.  ... 
MUIdletowni-1.5  \V. 
Mkiland« 

Montrose /'-3  E 

Mt.  Lebanon^ 

Mt.  Pooono3-2  N 

New  Bloonifield 

Ne\vburgl-3.5N\V..  .. 
New  Castle-1.5  N 


..  /  Maxiinuin, 

\  Minimum. 
..  )  .Maximum. 

\  .Minimum. 
..  I  Maximum. 

\  Minimum. 
. .  (  Maximum. 

\  Minimum. 
. .  ;  Maximum. 

\  Miuinnnn. 
. .  /  .Maximum. 

)  Minimimi. 
. .  (  Maximum. 

\  .Minimum .. 

.    /  Maximum. 

\  .Mini mum. 
, .  /  Maxmuim. 

\  .Miuimuni. 
, .  ;  .Maximum.. 

\  Minimum.. 
. .  /  Maximum., 

\  .Minimum.. 
.  /  Maximum. 

I  .Minimum  . 
.  I  .Maximum.. 

\  Minimum.. 


Palmerton' 

Park  Place3-1  NW  . . . 
Philadelphia  Arpt  i . 
Philadelphia  C.O.I.  . 
Phila.  Shawmont . . . 


Maximum 

Minimum. 

Maximum 

Minimum. 

/  Ma.ximum 

\  Minimum. 

/  Maximum 

\  Minimum. 

/  Maximum 

\  Minimum. 

/  Maximum. 

\  .Minimum. 


.  (  Maximum. 

\  Minimum. 
.  /  Maximum. 

\  Minimum., 

/  .Maximum. 

\  Minimum.. 

(  Mnximum. 

\  Minimum.. 

I  Maximum. 

\  Minimum.. 


Phi!ipsburg3-7  E I  IMaximum 

\  Minimum. 
Phoenixville''-1.6  SE  . . .  >  Maximum 

\  .Minimum. 
Pittsburgh  Arpt  Sta.i.. .  /  Maximum 

\  Minimum. 
Pittsburgh  City  Office' . .  )  Maximum 

\  Minimum. 
Port  Clinton/ (  Maximum 

\  Minimum. 
Putney ville-2.5  SE (  Maximum, 

\Minimiun. 

Quakertown-0.5  E )  Maximum, 

\  Minimum . 
Readingl (  Maximum. 

\  Minimum. 
Ridgway  / (  Maximum . 

\  Minimum. 
Scrantonl (  Maximum. 

\  Minimum. 
Selinsgrove I  Maximum. 

\  Minimum. 
Sharon /  Maximum. 

\  Minimum. 

Somerset /Maximum. 

\  Minimum., 

Sprmgs6-1  SW f  Maximum. 

_.  \  Minimum., 

btate  College  1 (  Maximum. 

\  Minimum.. 

btroudsburg-2  E (  Maximum. 

„  \  Minimum.. 

Tamarack  /-2  S I  Maximum . 

\  Minimum.. 

Tiouesta6-1.5  SE (  Maximum . 

_.^  V  Minimum.. 

Titus\ilIe-2  S (  Maximum . 

_  \  Minimum.. 

Towanda-IE /Maximum., 

,,  .  \ Minimum.. 

'Jnwntown t  Maximum.. 

,,   ,    ,  ,         \ Minimum.. 

Vandergrifti  (  Maximum.. 

\  Minimum.. 


n(i 

89  i 
fill 

S7! 
53! 
S7 
65; 

SGI 
56, 
84; 
t>3| 
iW 
71 

79 
63 

88 
57 
83 
60 
81 
60 
87 
66 
84 
66 

79 
61 
86 
64 
77 
fi-2 
89 
61 
9l) 
66 
88 


79 
55 
89 
62 
76 
55 
88 
64 
85 
64 
84 
60 
90 
6 

85 
60 
85 
60 
81 
60 
83 
61 
83 
63 
87 
63 

64 
62 
87 
61 
68 
52 
82 
60 
89 
63 
84 
62 

7 

61 

71 

52 

86 

62 

86 

61 

90 

67 


73 
51 
83 
57 
62 
45 
64 
57 

56 
61 
56 
70 
5' 

60 
54 
71 
53 

84 
57 
84 
56 
6,"* 
55 
90 
65 

64 

4 

84 

03 

6J 

47 

71 

54 

63 

56 


82 
54 
68 
54 
75 
56 
71 
66 
70 

"75 
57 
75 
55 

67 
53 
68 
52 
87 
56 
85 
55 
70 
55 
87 
60 

69 
47 
86 
59 
64 
47 
68 
53 
72 
54 
87 
58 

68 
54 
61 
49 
72 
53 
71 
52 
71 


81 
59 
78 
47 
77 
63 
76 
52 
82 
57 
80 
62  49 


53  56 


56 

50 

82 

57 

83 

61 

85 

64 

63 

54 

86  84 

67  55 


70 
29 
74 
40 
74 
38 
76 
42 
75 
37 
77 
37 
77| 
51 

70 
39 
74 
36 
73 
37 
72 
41 
75 
42 
77 
45 

70 
39 
74 
43 
68 
32 
75 
35 
76 
42 


72 

38 
80 
45 
84 
54 
84 
56 
79 
42 
81 
47 

81 

42 

81 

54 

80 

37 

80 

49 

77 

47 

82  82 

54   60 


32i  43 


81 
41 

86 
61 

84 
48 
861 
631 
87i 
53 
87 
50 
88 
64 

82 
56 
81 
45 
80 
49 
80 
60 
86 
55 
84 
56 

78 
61 
84 
56 
77 
48 
85 
48 
88 
52 
90 
52 

84 
62 
78 
58 
84 
69 
82 
62 
85 


78 
48 
86 
60 
79 
54 
87 
62 
85 
58 
84 
57 
90 
69 

84 
60 
80 
56 
79 
54 
79 
59 
86 
64 
86 
62 

76 
49 

87 
62 
75 
54 


58 
88 
60 
85 
58 

82 
60 
75 
61 
86 
65 
86 
70 
87 
56  63 


66 
81 
58 
83 
58 

78 

51 

74 

60 

79 

54 

85 

64 

72  72 

49   49 


66 


82 
64 
70 
63 
87 
57 
71 
58 
80 
58 
81 
60 
76 
61 

80 
60 
80 
55 
86 
61 
82 
62 
71 
69 
84 
65 

72 
53 
83 
65 
73 
52 
76 
68 
78 
52 
90 
64 

70 
58 
69 
54 
72 
60 
71 
69 
72 
60 


78 
57 
78 
59 
83 
6(: 
86 
66 
72 
56 
S3 
61 

70 
54 
71 
58 
85 
60 
74 
59 
73 
59 
90 
71 

80 
61 
75 
59 
81 
60 
72 
56 
73 
52 

84 
61 
84 
61 
79 
58 
78 
66 
85 
64 


20  21 


82  80 
69  62 


60 
51 

84 
67 
82 
58 
74 
65 
74 
68 
77 
57 
83 
63 

63 

53 
75 
62 
62 
53 
58 
52 
73 
60 
70 
56 


88 

68  64 
81 
62 
85 
66 
93 
63 
80 
61 


76 
49 
78 
67 
72 
54 
75 
57 
78 
58 
78 
66 
78 
61 

74 
55 
66 
56 
76 
51 
74 
53 
74 
68 
79 
52 


22 


28 


80  60 
57  55 


79  79  67 


61  80 

50  52 

78  78 

63  59 


82  61 
61  60 


79 


58  56 


77  83 


66 


26 


76 
60 
82 
63 
73 
61 
80 
63 
80 
05 
82 
64 
84 
67 

80 
60 
76 
63 
80 
50 
7h 
53 
79 
64 
83 
59 


26 


69 
60 
77 
61 
67 
59 
80 
62 
73 
63 
86 
61  51 


74 

80 

48 

51 

68 

85 

54 

50 

76 

74 

54 

60 

81 

80 

66 

55 

50  55 
81 
63 
81 
59 
83 
68 
84 


77 
51 
85 
65 
82 
58 
83 
61 
84 
60 
80 
57 

77 
61 
81 
64 
82 
50 
76 
65 
78 
63 
81 
61 

77 
65 
75 
53 
80 
63 
SO 
61 
73 
54 


27 


28 


83 
53 
78 
53 
77 
62 
81 
55 
87 
64!  58 


92 
66 
881 
64 
93 
62 
91 
68 
93 
05 
95 
64 
93 
70 

89 

65 

89 

69 

94 

62 

93 

66 

90 

(i 

95 

66 


29 


80 


89 

66 

92 

63 

95 

651  57 

95  83 


68 


90 
66 
95 
69 
89 
63 
94 
62 
90 
64 

97  94 

70 


85 

52  59 

97 

60 

93 

65 


84   86 
66  66  62 


62 
83 
62 
85 
72 

77 
61 
90 
65 
74 
53 
73 
56 
82 
65 
79 
6.1 

74 
66 
78 
58 
76 
54 
93 
66 
82 
68 
85 
55 

81 
62 
73 
56 
84 
69 
86 
72 
9J 
69 


Mean 


77.9 

49.8 

84  0 

59.2 

81.2 

66.0 

82.0 

60.3 

82.0° 

57  4'' 

83.  1 

68.0 

85.6 

65.6 

78.0 

67,9 

80.6" 

64.8" 

80.7 

55.4 

79.0 

56.2 

81.4 

60.1 

83.9 

61.0 

74.3 
54.9 

82.8 
60.7 
73.4 
53,6 
83.3 
56.6 
83.1 
59.7 
86.0 
59.4 

78.8 
58.8 
72.2 
55.7 
82.4 
61.9 
81.7 
63.(5 
84.5 
61.1 


75.3 
51.1 
85.4 
58. 4 
82.3 
60.6 
84.1 
63.6 
79.0 
56.6 
83.6 
57.8 

81.4 
55.6 
81.9 
61.9 
80.6 
52.5 
78.4 
59.1 
»1.8 
57.8 
89.8 
64.7 

80.1 
64.9 
76.2 
54.3 
79.5 
58.7 
85.6 
56.9 
72.6 
54.1 

82.  4 
55.6 
81.3 
54.8 
79.8 
56.0 
82.7 
62.3 
85.4 
60.4 


m 


Continued  on  page  48. 


CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


June  1944 


Daily  Temperatures  for  June  1944-Continued  from  page  47. 


Stations 


warren i^SSZ:. 

Waynesburg I'^^l^Z:. 

Wellsboro/ {^fSZ' 

Westchester {^S"m.- 

Wilkes-Barres {^aximun- 

wmian^sport {^fSSZ: 

W^am.town {^tn'ZZ 

Woodward3-2NE {  "aximun, 

York-3SW {^S^uT. 


85 

65     64 


79     73 
61      54 


10     11     12     13 


14     15 


16     17     18     19 


79 

73 

54 

61 

92 

85 

57 

66 

78 

60 

47 

68 

84 

8(1 

62 

59 

82 

66 

55 

57 

85 

58 

74 

55 

20 


21     22 


23 


24 


25 


26 


27     28     29     30     31    Mean 


78  78 

601  63 

76]  74 

60!  66 


88  90 

69  63 


901  89 

64  66 

90  92 

59  65 


83 
57!  66 
89  92 
58      62 


i 


79 

56 
83. 

58.3 
77.3 
52.3 
82.  0 
60.3 
79.5 
57.7 

83  1 
58.0 
82.0 
.56.0 
72.3 
55  0 
86. b 
59.6 


I 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PBESSTIBE.  WIND^HXmiDITYANDSUNSHINE. 


Atmospheric  pressure 
(reduced  to  sea  level) 


Erie 

Harrisburg . . . . 
Philadelphia  . . 
Philipsburg..  .. 

Pittsburgh 

Reading.. 


30.25 
30.30 
30.33 
30.  30 
30. 22 
^  30.31 
Scranton ;  30. 30 


29.43 
29.43 
29.  41 
29.  49 
29.46 
29.  39 
29.  38 


Wind* 


S  o 


7.3 
7.5 
9.1 
9.9 
9.7 
10.3 
6.3 


si 

s  > 


nw. 
ne. 
nw. 


Relative 
Humidity 


24      78 
18 


76 


BIVEK  CONPITIONS 


Stations 


Rivers 


S 

« 

8 

^  i 

o 

s 

G  i 

65 
69 
59 


67 


85  I  68t 


51     48t      67 


48 


37 
16 
14 
118 
23 
16 
34 


.     ^       „•„/]  *»  Corrected  to  true  velocities. 

;  KS^o^:"TT:SK         5  Also  other  dates.       •  One-minute  interval. 


Port  Jervis.  N .  Y 

Easton 

l^ehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley.Cnr)  Lock  No.  5. 

Sutersville 

Charleroi(nr.),  Lock  No.  4 

Pittsburgh 

Midland.  Dam  No.  7 

Pool  stage. 


Delaware. '  2-3 

Delaware i  ^■■^ 

Lehigh I  3.6 

Schuvlkill 4.4 

N.  Br.  Susquehanna..  4.* 

W.Br.  Susquehanna .  3.  4 

Juniata i  'J- 2 

Susquehanna '  4.  3 

Allegheny ^3. 2 

Youghiogheny 4.1 

Monongahela l  12.9 

Ohio '  : 

Ohio 


3.0 
4.8 
6.2 
6.5 
9.2 
8.0 
4.9 
5.4 
15.9 
6.6 
19.7 
• 

1&2 


27 
22 
20 
20 
26 
20 
26 
21 
26 
25 
25 


25 


L9 

19 

1.4 

6 

3.0 

9 

;  3.6 

9t 

3.0 

10 

1.4 

14  1 

1  3.6 

30 

8.7 

13  1 

12.2 

20 

3.1 

14 

U.4 

19 

« 



' 

1 ' 

18 
22 
9 
13 
2^2 
20 
22 
17 
24 
20 
30 
25 
30 


t  On  other  days  also. 


FOOTNOTES 

Figures  and  letters  following  station,  indicate  distance  in  miles  and  half  miles 

Ir.tt-S^lhera^e^bLXorrprd^  =air'  !f  ^Station  noru>als  or  "standard 
'--;:Srir;;S^rSSation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

:\-^X"  ^Number  of^difsmissing.  for  example.  ^'  indicates  two  days  missing. 

Italics,  data  interpolated. 

5  Partly  interpolated. 

§5  Incomplete. 

I  Bec1.°?d  toolat'e  to  be  included  in  means  and  summaries. 

•  Included  in  next  measurement. 

'/l^l?r,SfsTreS  in  the  morning    the  maxi.um^^^^^^  read  U 

charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 

I  ^ISedinTheZrningforthe  Preceding 24  hou^ 

5  Recording  gage.  ,  ,,  .no  n  m 

6  At  a  fixed  hour  between  sunset  and  U  .00  p.  m. 

7  Noon  to  noon. 


List  of  Chang-es  in  Station  Designations 

For  more  exact  loc.ation  of  the  equipment,  sta.tion  names  have  been  changed 
follows : 


Dauphin         formerly 

Ford  City 

Grantville 

Jamestown 

Kregar 

McConnellstown     _ 

Milroy 

Monroeton 

NefEs  Mill 

Newburg 

Putneyville 

Sheffield 

Williamsport  4  SE 


Peters  Mountain  Tower 
Crooked  Creek  Dam 
Manada  Gap 
Pvmatuning  Dam 
Laurel  Hill  Tunnel 
Loop  Mountain  Tower 
Penn  Nur.^ery 
Kellogg  Mountain  Tower 
Charter  Oak  .       »„ 

Blue  Mountain  Interchange 
Mahoning  Dam 
Cherrv  Grove 
Shaffers  Path 


( W.  B.  O.,  PhUadelphia-8-23- 44-975.) 
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GENEKAL  StTMMABT. 

Thr  drought,  which  wiis  developing  at  southeastern  and  west- 
central  stations  at  the  close  of  June,  intensified  and  spread  dur- 
ing July.  The  continued  absence  of  significant  rain  was  caused 
by  the  westward  development  of  the  South  Atlantic  High,  block- 
ing of?  the  normal  northward  flow  of  moisture. 

Accentuating  the  lack  of  sufficient  rain  were  many  hot,  sunny 
days.  Most  stations  in  the  southeast  reported  15  or  more  days 
with  maxima  of  90°  or  higher.  However,  the  lack  of  normal 
moisture  and  the  clear  skies  favored  radiation  and  nighttime 
temperatures  were  refreshingly  cool.  About  60%  of  the  stations 
reported  monthly  means  somewhat  above  normal  but  the  State 
average  was  exactly  equal  to  the  o7-year  mean  and  the  average 
daily  excess,  accumulated  since  January  1,  is  now  0.6°.  This 
is  O.'P  above  the  accumulation  for  1943,  when  June  and  July 
averaged  2°  warmer  than  they  did  this  year. 

Although  amounts  were  light  and  the  average  for  the  State 
was  the  fourth  lowest  in  the  period  of  record  for  July,  what  pre- 
cipitation fell  was  fairlj'  well  distributed  with  regard  to  area  and 
frequency.  The  area.s  of  deficient  rainfall  increased  greatly, 
surpluses  being  confined  chiefly  to  southwestern  stations. 
Monthly  totals  below  1.00  inch  were  common  in  the  southeast 
and  there  was  an  accumulated  average  deficiency,  since  the  first 
of  the  year,  of  1.14  inches.  In  the  same  period  in  1948,  a  de- 
ficiency of  0.24  inch  had  been  accumulated.  The  total  precip- 
itation for  the  last  two  months  was  below  normal  at  most  sta- 
tions. Deficiencies  range  to  4.26  inches  at  Butler  in  the  w'est, 
5.28  inches  at  Hanover  in  the  south-central  section,  and  5.36 
inches  at  Conshohocken  in  the  southeast,  while  surpluses  exist 
in  southwestern  and  north-central  counties. 

The  most  damaging  storms,  reported,  occurred  on  the  16th 
and  26th.  The  first  struck  Scranton  and  vicinity,  blowing  down 
trees,  breaking  electric  wires,  and  blocking  traffic.  Telephone 
and  light  services  were  interrupted  for  brief  periods.  The 
Weather  Bureau  Office  recorded  the  highest  July  wind  velocity 
since  the  station  was  established  in  1900.  The  storm  of  the 
26th  occurred  at  Waynesboro  and  was  accompanied  by  violent 
wind,  which  unroofed  buildings  and  blew  down  trees.  Utility 
lines  were  hard  hit  and  some  sections  of  the  community  were 
without  service  until  the  following  day.  According  to  a  local 
newspaper  account,  "Hundreds  of  trees  were  damaged.  Some 
were  twisted  off  at  the  roots,  others  uprooted,  some  had  the  top 
blown  out  while  others  were  stripped  of  their  limbs  and  foliage. 
Some  trees  were  lifted  out  of  the  ground  and  deposited  some 
distance  away.     Big  trees  were  split  and  shattered." 

The  prospects  for  increased  crops,  prevalent  at  the  end  of 
May,  have  dwindled  and  estimates  of  corn,  potato,  and  tobacco 
yields  have  been  sharply  reduced.  G.  w.  s. 


TEMPEBATTJRE. 


The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  83  stations  was  72.2°,  which  is  the  57-year  normal  for 


*IT*-  vrrrf  .   > 


July.  The  highest  monthly  mean  was  82.0'^  at  Marcus  llof)k, 
and  the  lowest  wa.s  64.9°  at  Kane.  Extremes  ranged  from  a 
maximum  of  100°  at  Hewitt  on  the  12tli  and  at  I'hoeni.wiile 
on  the  27th,  28tli,  and  3l8t,  to  a  minimum  of  37°  at  Kane;  on 
the  17th.  

PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  204  stations,  was  2.39  inches,  which  is  1.87 
inches  below  the  57-year  normal  for  July.  The  greatest  month- 
ly amount  was  5.19  inches  at  Lycippus,  while  the  least  was 
0.05  inch  at  Conshohocken.  The  greatest  amount  recorded  in 
any  24  consecutive  hours  was  2.42  inches  at  Indiana  on  the  12th. 


ERRATA 

May,  1944.  -Page  34,  Clarion,  lowest  minimum  shoulrl  be  36°  on  1st.  Page  37,  Kvapor- 
ation"Table,  Wallenpaupack,  total  evaporation  should  be  5.048. 

June.  1944.-  Page  42,  Pittsburgh  Airport,  greatest  precipitation  in  24  hours  should  be 
l.U  inches  on  the  18-19th.  

COMPARATIVE    DATA  FOR   JULY 


Temperatui 

e 

Precipitation 

No.  of  days. 

Year 

4^ 
bo 

5 

1 

1 

> 

< 

•3a 
.SgJ 

^1 

5 

if 

Cu'S 

1 

lb88 

69.2  1    97 

71.6  '    96 

70.7  lUl 

67.8  ,    97 
73.1  :    103 
72.1  1    102 
73.8  ,    103 
69.1  1    102 
72.8  :    98 
73.4  '    103 
74.8  1    107 

72.3  1    101 

38 
39 
33 
34 
38 
36 
31 
34 
40 
41 
33 
35 
35 
45 

41 
35 
34 
39 
38 
34 
39 
34 
41 
36 
36 
.   40 
38 
40 

37 
40 
35 
34 
■  33 
45 
38 
32 
34 
32 
35 
29 
40 
33 

33 
39 
36 
35 
40 
42 
37 
37 
40 
.36 
33 
29 
35 
31 
37 

29 

3.45 
6.80 
3.52 
6.32 
3.93 
3.15 
2.32 
3.24 
6.89 
6.26 
3.36 
3.91 
4.86 
3.88 

6.04 
5.36 
4.68 
4.87 
4.31 
3.84 
4.81 
2.14 

2  42 
2.81 
5.29 
4.16 
4.19 
5.28 

4.45 
4.33 
3.05 
5.90 
4.37 
4.13 
3.68 
4  24 
3.42 
5.57 
3.82 
4.97 
5.44 
2.81 

2.23 
5.28 
3.39 
4.26 
4.01 
5.63 
2.88 
4.47 
4.81 
3.12 

3  25 
5.11 
5.16 
4.47 
2.39 

4.26 

8 

13 

1   8 

13 

15 
12 
13 
11 
15 
15 
15 
12 
10 
10 
12 
12 
14 
10 

10 
13 
12 
10 
12 
15 
14 
16 
16 
16 
12 
15 
12 
10 

14 
12 
16 
16 
15 
15 
14 
15 
17 
13 
15 
14 
16 
18 

19 
15 
16 
17 
17 
15 
18 
14 
13 
14 
15 
11 
11 
12 
15 

14 

10 
10 

11 

10 

11 

12 
11 
12 
11 
11 
12 
11 
12 
13 

12 
12 
11 
12 
13 
12 
12 
11 
11 
11 
11 
10 
11 
13 

10 
12 
10 

8 
10 
11 
10 

9 
10 
11 

9 
11 

9 

9 

8 
10 
10 

9 
10 
10 

9 
10 
10 
11 
10 
11 
12 
12 
12 

11 

6 

l^t(9 

9 

lt^90 

7 

1891 

10 

1.S92 

1193 

10 
10 
7 
9 
14 
14 
9 
10 

5 
4 

Ihy4 

5 

Ih95  

1«'J6 

1S97 

10 
10 

i»y8 

Is'.'9    

7 

8 

I'K'O 

IbOl 

lyii2 

74.0 
76.4 

71.8 
71.2 

104 
107 

99 

Q8 









........ 



11 
11 

16 
12 
13 
15 
10 
10 
11 
7 
7 
8 
U 
11 
12 
15 

10 
13 

9 
11 
11 
10 

9 
11 

9 
12 
10 
12 
13 

8 

7 

12 
10 

8 

9 
12 

8 
12 
12 

9 
10 
12 
13 
12 

8 

11 

5 

8 

9 

191  )3    

6 

19U4 

1 905 

70.6     99 

72.6  99 
71.3      95 

71.5  96 
73.9     104 

69.7  98 

72.8  '     99 

73.7  105 
71.3  \        100 

71.8  ,    101 
71.3  ;    101 
70.7     98 

74.3     98 

72.1  1    105 
70.1  ,    99 

72.6  ,    104 
69.5  i    96 

75.9  :    104 
71.9  1    98 
71.0  1    100 

69.7  1    97 
70.5    101 

8 
9 

1906 

6 

1907    

4 

1908 

5 

1909 

4 

1910  

4 

1911 

4 

19r/  

8 

i9IS 

6 

191i     

8 

1915    

8 

1916     

7 

1917  

7 

!918 

5 

1919 

7 

1920 

6 

lyjl  

5 

192J 

1923 

7 
7 

1924 

1925 

4 

7 

19^6  

71.8 
71.7 
72.8 
71.8 

105 
100 
96 
99 

7 

19J7 

I9.18 

6 
6 

1929 

4 

1930 

19:a 

1932 

73.0 
75.2 

72  0 

106 
105 

ino 

4 
6 
5 

19i3 

72.5  1    104 
75.5  :    107 

75.0  '    104 

73.5  111 
72.4     101 

73.2  100 
71.7  ;    100 

72.3  1    105 

73.1  \         104 

72.6  1   102 
72.6  1    100 

72.2  100 

72.2  :    111 

fi 

1934 

4 

1935 

6 

1936 

1937 

1938     

4 
7 

R 

1939 

1940 

6 

6 

1941 

9 

1942 

8 

1943 

7 

1944     

4 

Period 

6 

V 


^\\ 
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Climatologrical  Data  for  July  1944 


Station'^ 


Counties 


Atlantic  Drainage 

Allentown 

Altoona-4.5  W 

Bethlehem 

Burnt  Cabins-2  NE  . . . . 

Carlisle 

Chanibersburg-l  SW.. . 

Coatesville 

Curwensville  Apt-6  NW 

Eagles  More 

East  \Vaterlord-3  E.  .  . 

Emporiuml  E 

Ephrata 

Everett- 0.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover .-•••■ 

Harrisburg  Arpt.-3.5  b. 

Hawlev-0.5E 

Holtwood 

Huntingdon 

Lancaster 

Lavvrenceville 

Lebanon 

Lewistown-2SW 

Locli  Haven 

Marcus  HookU 

Martinsburg 

Montrose-3  K ^  • 

Mt.  Pocono  Arpt.-2  N. 

Palniarton 

Philadelphia  Airport.. 

Philipsburg-7  E 

Phoenixville-1.5SI'..... 

Port  Clintout t 

Quakertownlt-0.  5  It.  . . 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-'2  E 

Tamarack-2  8  

Towandatt-1  E 

Wellsborott 

West  Chestertt 

Wilkes-Barrett 

Williainsportlt 

Williaiiistowi!  U 

Woodward-2  NE 

York-3SVVn 


Lehigh I    254 

Blair !1,500 

Northampton ;    364 

Pulton I     990 

Cumberland I    473 

Franklin i    600 

Chester 1    431 

Clearfield 2, 215 

Sullivan 2.020 

Juniata 2, 125 

Cameron 1, 100 

Lancaster 365 

Bedford !l,020 

Luzerne 1, 970 


Bucks. 

Adams 

Schuvlkill. 

York 

Dauphin. . . 
Wayne.. 
Lancaster. . 
Huntingdon 


184 
500 
900 
600 
;^5l 
980 
200 
700 


Division  mean. 


Ohio  Vrainnge 

Hradford-4  VV 

Brook  ville 

Butler 

Clariontt-3  SW 

Claysville  

<-'orry ■ 

CoudersportH 

Derry 

Don'  gal 

Donoratt 

Ebensburg 

Ford  City-4  S 

Franklin 

Greensburg-2  S 

Indiana 

.Jamtsto-vvu-2  NW.. . 
Johnstown-0.5  W.. . 

Kaue-1  N 

Meadville-T  S 

Midland 

New  Castle-1..T  N  .. . 
Pittsburgh  Airport. 
Putneyville-2.  5  SE  . 

Ridgway 

Sharon : 

Somerset 

Springs-1  SW 

Tioncsta-1.5  SE 

Tittisville- 2  S 

Uniontownti 

Vandergrifttl.. 

Warren     

W^ayncsburg 


Lancaster i    255 

996 
469 
580 
557 
12 

1,493 

1,176 

1,914 

455 

10 

1,916 
100 
407 
480 
273 
746 
476 

1,217 
440 

2.  250 
754 

1.319 
440 
544 
550 
775 

2,191 
390 


Tioga. 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia . 

Centre   

Chester 

Schuylkill . . . . 

Bucks 

Berks 

Lackawanna.. 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga. 

Chester 

Luzerne 

Lycoming. .  . . 

Dauphin 

Centre 

York.. 


33 

58 
59 

3 

76 
48 
56 

2 

3 

7 
58 
47 
22 
51 
38 
71 
!  40 
40 
75 
34 
i  29 
57 
57 
47 
60 

6 
54 
18 

2 
39 

3 
26 

3 

2 
35 

6 
59 
74 
50 
54 
59 
25 

4 
50 
74 
95 


Temperature,  in  degrees  Fahr. 


B 

3  2 
CO 

P.  .a 


Division  mean. 


Lake  Drainage 

Albion 

Erie 


State  mean. 


McKean LRSO 

Jefferson il,400 

Butler ;i,077 

Clarion :1,  U4 

Washington  '1,170 

Erie  ,1.410 

Potter  1 1,653 

Westmoreland 1,  ISO 

Westmoreland  .  ..,1.746 

Washington I    761 

Cambria 2, 170 

Armstrong |    950 

Venango.... I    987 

Westmoreland ^1, 160 

Indiana iL300 

Mercer 1.050 

Cambria 11,650 

McKeau jl,750 

Crawford 1,065 

Beaver 1    780 

Lawrence i    900 

Allegheny :1,'.^86 

Armstrong II,  270 

Elk |1,385 

Mercer. i    940 

Somerset^ 12, 100 

Somerset j2, 500 

Forest |L200 

Crawford 1.550 

Fayette |L040 

Westmoreland l    825 

Warren ll,190 

Greene 1,100 


Erie. 
Erie. 


56 


900 
705     71 


75.5 

69.6' 

75.6 

73.9 

74.1 

74.3 

78.7 

68.0 

69.4 

72.6 


+  1.5 
-L4 
+0.6 


72.2 
71.0 
77.0 
77.0 
71.0 
77.7 
77.1 
71.8 
79.0 
73.2 
75  2 
70.4 
76.8 
72.8 
73.3 
82.0 
71.0 
70.2 
68.4 
73.6 
78.4 
65.  6 
78.1 
73.2 

75  3 
78.2 
73.7 
73.4 
72.8 
74.2 
67.6 
71.3 
68.2 

76  2 
72  8 
73.5 
72  0 
69.8 
76.4 

73.6 


66.8 
68.9 
71.9 
70.8 
70.0 


66.5 
72.6 
68.8 
75.4 
68.2 
70.5 
70.5 
69.9 
72.5 
69.8 
69.9 
64.9 
69.6 
73.1 
72.8 
73.8 
71.2 
68.0 
71.8 
67.8 
65.6 
70.1 
69.4 
72  6 
73.4 
68.8 
71.0 

70.2 


73.3' 
73.3 

72.2 


-0.2 
-0.5 
+4.0 


+  LI 
+0.7 
+2.7 
+2  4 
-0.3 
+  1.9 
+2.3 
+1.5 
+  2.0 
+  0.8 
+1.1 
0.0 
+2.7 


-0.3 

+2.8 


+  2.0 


+0.1 
+3.1 


+2.4 
-0.1  I 
+2.7  ' 
+2.8 
+2.0 
0.0 
+3.2 
+2.,S 

+6  8 
-0.7 
+  L8 


+0.2 
-0.7 


+1.9 


-1.8 
+0.9 
-0.5 


'-3.'2' 

-1.7 
-0.1 

-0.6 
-0.1 

'-o'i' 

-2.7 

+0.9 

97 
89 
94 
96 
92 
96 
97 
94 
95 
97 
94 
95 
96 
95 
96 
99 
92 
91 
88 
94 
97 
88 
100 
95 
93 
95 
94 
93 
94 
96 
86 
93 
92 
95 
95 
94 
94 


100 


7+ 
6t 
7 

11 

12 

12 

7t 
7t 
11 

7 


7t 
7t 
71 
12 
7t 


8t 
7t 

11 
7t 

11 

ill 
11 

6t 
12 

7 

8 
11 

7 

lit 
27t 

7 
lit 

7 

8 

lit 
31 
31 
lit 

7t 
11 
28 

7t 

lot 

7 
11 
7 

12t 


7 

6t 
12 

6 
U 


Precipitation,  in  inches 


22 

17 

22 

22 

22 

22 

19 

21 

22t 

21t 

18t 


s 


22 
22 
22 
22 
22 
22 
22 
22 
22 
22 
22 
22 
22 
22 
22 
3t 
22 
22 
31 
22 
•22 
22 
22 
22 
22 
22 
22 
22 
17t 
22 
•22 
•22 
18 
•22 
■22 
22 
•22 
•22 
22 


2.14 
2.58 
2.25 
L82 
2.33 
1,60 
0.74 
1.51 
4.04 
1.19 
2.51 


42      22 


-.3.3 

-o.'i' 


+0.2 
+0.8 


+0.3 
-1.8 
-0.8 
-2.0 


-0.8 
0.0 
-1.0 
-2,7 


90 
95 
93 
95 
90 
92 
93 
92 
94 
93 
92 
90 
94 
93 
96 
94 
95 
93 
96 
91 
88 
92 
92 
91 
96 
90 
92 


+2.3 


7t 
11 
11 

6 

lit 
lit 

7 

lit 
lit 
11 
11 

7 

7t 
11 

7t 
U 
U 

u 
nti 

31 
12t 

7t 

7 
11 
11 

7 

6t 


96        6t 


0. 0  I    100 


11 
11 

12t 


17 

17t 

17 

17 

17t 


2  61 
1.48 
0.50 
1.25 
1.65 
1.13 
0.88 
4  13 
0.27 
2.41 
1.62 
2.76 
1.70 
.3  01 
1.95 
1.39 
2.30 
■2.90 
1.38 
3.33 
L05 
3.06 
0.59 
■2.16 
0.88 
0.93 
2.60 
1.98 
2.08 
2.66 
2.14 
L63 
'2.  27 
0.69 
1.^27 
1.52 
2.04 
2.61 
3.80 

1.94 


2.53 

2.85 
L88 
2.51 
2.05 


-2.85 
-1.24 
-2.42 


-1.52 
-2.17 
-4  03 


-1.34 
-3.67 
-3.78 
-2.56 
-3.34 
-3.13 
-■2.95 
-0.09 
-3.63 
-1.65 
-2.72 
-1.'26 
-2.73 

-2!ir 

-2.82 


0.60 
0.81 
0.64 
0  56 
1.05 
0..58 

0.  .'i9 
0.58 

1.  53 
0.40 
0.85 


«8^ 

«3 


No.  of  days 


&B 


12-13 

12-13 

2 

20-21 

12 

19-^20 

24 

12 

12 

2^-29 

27-28 


-1.00 


-0.93 
-3.10 

-4'42 
-2.74 
-3.><0 
-3.33 
-1.43 
-2.05 
-L78 
-2.28 

-'I'.Vi 

-0.9.^ 
-3.95 
-■2.80 
-2.32 
-3.38 


-0.42 


1.15 

0..57 

0.18 

1  0.60 

0.68 

0.44 

I  0.S6 

I   1.'22  I 

0.14  ! 

1.52  ; 

'  0.  64  I 

'  1.05 

0.74 

'   1.49  I 

!  0.  96 

I  0  71 

!  1.10  I 

!   1.64  ! 

0.46  I 

1.71  ! 
;  0  61 
I   1.30 
i  0.45 

0.68 
I  0.35 
I  0.35  I 
'  1.17  I 

0.99  I 
I  0.  82  1 

1.42 
I  0.59 
:  0.83 
'  n.  89 

0.48 

0.63 

I  0.,59 

'  0.95 

1.02 

i  1.08 

I  1.92 


-1.^28 
-1.  48 
-2.34 
-1.88 
-2.10 


0.78 
0.93 
0.60 
1.13 
0.72 


19-^20 
12-13 
20-21 
12-13 
12-13 
19-20 
12-13 

27 
r2-13 

r2-i3 

19-20 

•20-21 

29 

28-29 

12 

14 

12 

12 

r2-13 

12-13 

13-14 

12 

■24-25 

16t 

16 

20-21 

1'2-13 

12 

12 

12-13 

12 

12 

12 

■20-21 

r2-I3 

■29 

12-13 

12-13 

1 9-^20 

12 


12 
27-28 
19 
12 
19 


0 
0 

0 
0 
0 
0 
0 
0  '■■     7 

0  ;    5 

0  6 
0  5 
0  '     5 

0  ;   8 

0     10 


Observers 


SW. 

nw. 


De. 

SW. 


SW. 
SW. 


nw. 

SW. 


14     11 


25 


18 
17t 
22 
17 
17t 
17 
17 
17 
17 
17 
22 
17 
17 
17 
17 
21 
17 
•22t 
17 
22 
4t 
22 
17 
22 
17 
22 
22 


2  89 
3.80 
4.43 
3.82 
■2.55 

2  89 
L91 
3.51 
4.87 
2.41 
3.51 
3.99 

3  •20 
3.03  i 
■2.82  I 

3.70  i 
3.79  1 
2.31  1 
2.60  i 
3.49 
4.42  I 
1.83  I 
2.44  ' 
4.43 
2  48  ; 
2.^26  I 

3.71  I 

3. 09  I 


3  14$ 

2.56 


-1.64 
-0.81 


+0.05 
-1.51 


-2. 51 
-0.21 
tO.  53 

-6.90" 
+0. 10 
-0. 83 

-i.'27 
-0.35 

-{.'(A 
-0.99 
-1.13 

+  0.09 


+0.11 
-1.89 
-•2. 18 
-0.61 


-0.46 
-1.87 


1.'20 
1.39 
1.94 
1.49 
0.81 
0.90 

0  68 
1.23 
2.42 
0.77 

1  24 
1.30 
0.67 
LU 
1.41 
L:i8 
1  50 
0,68 
0.85 
1.^25 
1.77 
0.67 
1.07 
2.10 
0.78 
0.57 
1.57 

2.42 


L47 
0.97 

2.42 


19-20 

12-13 

12-13 

V2-13 

19-20 

12 

12 

19 

12 

12 

12-13 

9-10 

12 

12 

■29 

19 

12 

12 

12 

12-13 

12-13 

12 

■27 

12 

12 

12 

12-13 

12 


7    17    10 


9  I    4 

0 


0  10 
0  I  6 
0  8 
0  '  10 
0  '  8 
0 
0 
0 

fl 

0 
0 
0 

0  , 
0 

0  i  7 
0  I  11 
0  '    9 


0 

0 

0 

0 

0 

0  I  12 

0  i   10 


8 
10 
9 
10 
8 

9  ;  ^22 

12  I  12 

11  j     9 

11  !  13 

14 

13 

14 

14 

•20 


nw  . 

8W. 

SW. 


3     w. 

0  ;  w. 

13     SW. 
3  I  w. 

7  I  w. 
2  1  s. 
6  j  SW. 
0  I  s. 


6  '    3 

7  I  12 
17  5 
16 
16 


12       2 
10  1  '22 


7 
16 
12  i  11 


9     13 


12 

10 

12    I 


3 

1   i  8. 

4  S. 

6     SW. 

5  i  s. 

6  1  SW. 
8     SW. 
6     w. 
8     w. 
4      S. 

4  ,  SW. 

ih:- 

3   I    SW. 

6     SW. 


s. 
u. 

8W. 

SW. 

nw. 

w. 

nw. 

w. 
sw. 

8W. 


w. 

SW. 

nw. 


0      U      17  10 

0       7  I  11  j  15 

! 

0      8    15  12 


Allent'n-Bethleheni  Gas  Co. 

City  of  Altoona. 

Lehigh  University. 

Penna.  Turnpike  Comm. 

Clarence  E.  Miller. 

William  B  Spear. 

Howard  L.  Pyle. 

U.S.  Weather  Bureau. 

Carl  E.  Bigger. 

U.  S.  Weather  Bureau. 

Mrs.  Helen  C.  Haas. 

Ephrata  Review. 

Penna.  Turnpike  Comni. 

Andrew  B.  Evansha. 

Prof.  N.  W.  Swayne. 

Dr.  Henry  Stewart. 

Miss  Sallie  M.  Johnson. 

Hanover  Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  Co. 

Prof.  Paul  R.  Yoder. 

Lancaster  W'ater  Bureau. 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

Penna.  Dept.  of  Highways. 

William  R.  Kelley. 

Sun  Oil  Co. 

Civil  Aeronautics  Authority 

Harry  S.  Fancher. 

U.  S.  Weather  Bureau. 

New  Jersey  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  8.  Weather  Bureau. 

Phila. -Suburban  Water  Co. 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  S.  Weather  Bureau 

U.  8.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E.  .Swartz. 

Mrs.  M.  Ordelia  Parks. 

M.  S.  Bli.es. 

Clyde  T.  Saylor. 

Civil  Aeronautics  Autliority 

John  D.  McEwen. 

Gordon  E.  Lower. 

U.  S.  Weather  Bureau. 

York  Water  Co. 


City  Water  Dept. 
Civil  Aeronautics  .\uthority 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.Paget. 
J.  Fred  Kinley. 
Potter  Enterprise. 
Miss  N.  Dixie  Wineman. 
Penna.  Turnpike  Comm. 
Donora  Zinc  Works. 
Miss.  Emma  H.  Eastman. 
U.S.  Engineers. 
William  K.  Fuller. 
Westmoreland  Water  Co. 
Indiana  State  Teachers  Col. 
Pa.  Dept.  Forests  &.  Waters. 
Robert  Tross. 
Spring  \\'ater  Co. 
City  of  Meadville. 
Perry  P.  Campbell. 
Newcastle  \\'ater  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Engineers . 
West  Penn  Power  Co. 
Carnegie-Illinois  Steel  Corp, 
D.  L.  Grove. 
Allen  E.  Yoder. 
r.  8.  Engineers. 
Arthur  M.  .Stokes. 
William  W.  Marsteller. 
Camegie-Illinois  Steel  Corp . 
Merrell  L.  Jordan. 
Thomas  S  Knox. 


Samuel  D    Lewis. 

U.  8.  Weather  Bureau. 


[See  page  56  for  explanation  of  reference  marks.] 
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Daily  Precipitation  for  July  1944 

stations 

(bounties 

Day  of  month 

I       2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

15 

16 

17 

18 

19 

20     21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

i 

ATLANTIC 

DRAINAGE 

IMawtve  Htixiii 

I'PPKU  Dkl  awauk 

DiuKxians  Ferry-'.  0.51' 

HawleyS.O.SK 

UoUi'tervllle-          

Pilfrt 

.06 

.82 
LIO 
.12 
.28 
.11 



.04 

.47 

.05 

1.21 

'.'27 

'.'is 

1 

.70 




... 

.61 
.26 
.61 
.32 
.90 

.it 

.li 
.61 

.7£ 
.Oi 

.IC 

.01 
.04 

. . . . 

.OS 
.01 

.05 
M 
.Of 
T. 

'.03 
.05 

... 

.'5. 
.1 
.'if 

44 

)   .67 
.02 
.13 
.12 

.... 



.  . . . 
.22 

'.',■36 

'.'47 
.18 
.11 

T. 

.01 

3. '27 

.78 
1.02 
.80 
.2S 
.04 
.11 
1.42 
.10 
.57 

.06 
.60 
.41 
.12 

.74 
.85 
90 

•••• 



■f." 

'.'22 
.34 
T. 
.36 

T,       Oil 
.05    .0: 
.01  ... 

4.13 

Wayne 

Wayne 

Pike 

Monroe 

E 

iss 



.... 

.... 

'!l2 
.05 

".(A 

2  64 

Ukeville".  IN 

Matamoras- 

.Mount  I'ooonoS.  •>  N . . . 
Pli'iisnnt  Mount". ■\  1  W 

Stroud-burg.'i  K 

Tnnners  Falls".  •\  1  SE. 

WalU'upaupaok'-. 

Lf.kksh 

AlUMitown  Arpt«.  4XE 

Alloiuown- 

Bethlohom" 

Blakoslee  Comers'.  V. 

2.46 
2.22 

.42 
1.50 

.02 

.02 

.04 
..3£ 
.16 
.2C 
.27 

.43 

'.'4.5 
.02 
.06 
.10 
.12 
.36 
.13 
.35 

.0- 
".\i 

.06 
.14 

'.'62 
.17 
.25 
.20 
.36 
.17 

.02 

'.'86 
.18 

.02 
.20 
.06 
.02 

';6i 

.'36 

T. 
.03 

1.38 
2.88 

.17 

.11 
.10 

;i9 

'.'3'2 

IS 
'.'50 

.01 
.14 
.01 

i.'is 

.05 

2.66 

1.05 
.17 

2.31 

Pike 

Lehigh 

T. 

'.'io 

.05 
T. 
.15 
.05 

3.60 

.29 

T. 

.27 
.01 
.13 
.75 
.11 
.15 
.15 
.24 
.45 
.25 

T. 

.06 

'.'63 
.02 
T. 
.04 
.33 
.95 

.01 
.04 
.16 
.05 

.07 
.09 
.03 
.14 
.47 
.04 

.80 
.04 
.06 
.92 

.19 



.03 

'63 

T. 

1.39 
2.14 

N'rthanipton 
Monroe 

.54 



T. 
.47 

.39 
.02 

'.'67 

.11 

.07 

2.25 

.14 
T. 

1..54 

.18 

3.24 

'.'62 
.03 
.01 
T. 

.07 
.02 
T. 

1.65 

MftiH'h  rhunk    I  S\V 

Carbon 

.40 

T. 
T. 

.81 
.26 

T. 

'.06 
T. 

'.'6i 

'.'06 
.02 

'.'6i 

1  92 

.30 
.02 

.51 
1.64 

.49 
.07 
.16 

2.36 

Carbon. ..,.,. 

f.' 

.02 
.13 
.03 

.02 
.06 

3.33 

Ziousville.  1  SW 

Schuylkill 

L13 

Montgomery 
Berk^ 

.01 

0.05 

Frederick-.ville2.lS.  .. 

T. 

.... 

.25 

T. 

.04 

.28 
T. 
1.43 
.18 
.43 

.14 

.02 
.08 
T. 

.51 
43 

.09 
.11 

".m 

.09 
.32 
.0-1 
.17 
.20 
.06 
.02 
.01 

T. 

T. 

.03 

.40 

T. 

.08 

'.'67 
.12 
.03 
.05 

T. 
T. 

.02 

't. 

1.09 

Montgomery 

Che-^ter 

0.54 

Phociiixvillc-   I  5  SE 

T. 

.02 

.45 

"is 

T. 

.16 
T. 
T. 

".16 
'.'37 

.01 
.68 

'.'■J5 
T. 
.13 

0.59 

Schuvlkill  . 

.08 
.01 
.41 

2.16 

Pottstowu-'.  0.5  S 

Pntt';villp- 

Montgomery. 
Scliuylkill... 
Berks 

.07 
.02 

.10 

0.38 

".bb 



'!l5 
.43 

.04 

't.' 

3.08 

.08 

.02 
T. 

T. 

0.93 

Berks 

Chester 

.02 

2.04 

Lowi;r  Delaware 

.59 

0.74 

Dovlestown, 

Bucks 

T. 
.03 

.02 

T. 

.04 
.16 

T. 

.09 
.09 
.32 

T. 

.05 
.02 
.40 

.02 
T. 
.55 
.04 
.01 
03 

.01 

0.18 

George  School" 

Bucks  

.05 

0.50 

.71 

.10 
.02 

T. 

T. 

.15 

.08 

T. 

T. 

.05 

1.39 

Philadelphia 

Airport  Station',  •' 

Citv  Office"  5 

Philadelphia 
Philadelphia 
Pliiladelphia 
Bucks 



.08 

.01 

T, 
T. 

.26 
.10 

T. 

1.05 

0.73 

Shawniout.        

.03 
.05 

.  20 
.19 
.18 
.10 

.05 
T. 

1.00 

Quakertown,  0.5  E 

W'^'-t  Che-^ter   . 

. . . . 

.04 

.03 

.02 
T. 

.01 

.04 

.0! 

0.88 

Chester 

.02 

0.69 

West  Grove^  I  5  SE  . 

.40 

.03 

.10 

.10 
.20 
.62 

0.70 

Sni^iiehaiiiia  Basin 
Chemung 

Austinburg',  5,2  W 

Tioga 

.44 

.35 

.12 

1.81 

Bradford 

.91 
1.54 

.26 
.82 
.13 

.31 
.35 
.15 

'!'23 

.68 
.28 

.70 

1.03 

.17 

1.00 
.15 
.28 
.24 
.33 
.09 
.57 
.64 
.13 

2.11 

Covington'- 

Lawrenceville 

.10 

T. 

4.17 

Tioga 

.12 

.02 

.40 

92 

.10 

.16 
.52 
.14 

'!25 
.26 
.16 

2.76 

North  Branch 
Canton  iJ    1  NW 

.67 
1.65 
.57 
.03 
.40 
1.64 
1  29 
.10 

.03 
.02 
.07 

■.'63 
T. 
T. 

'.'os 

.05 
.13 

2.38 

Danville'^ 

Montour 

.38 
.02 

.05 

T. 

.04 

'.'65 

3.20 

.... 

".19 

.15 
■f.' 

1.48 

Millville'.s 

Columbia, 

.05 

l.U 

.... 

.11 

.... 

't'.' 

L93 

1.24 

Montrose^  3  E 

Susquehanna 

Bradford  

Schuvlkill... 

T. 
T. 

.01 

.03 
T. 

.05 
.48 

.■20 
.05 
T. 

2.90 

OrwplV'^    "^  K 

.37 

".12 

... 

.23 

i."'24 
.46 

i.'oe 

■;o2 

.06 

2.64 

Park  Places.  INW 

Pikes  Creek  ^  ** 

.03 

T. 

.06 

■2.52 

.04 

1.23 

Susquehanna 
Lackawanna 
Susquehanna 

Bradford  

Wyoming..  . . 
Luzerne 

".'oi 

.... 

T. 
T. 

.94 
.11 

1   'tf 

.... 

'.'88 

.12 

.47 

.46 
T. 
.07 
.13 

't'.' 

.45 
.27 
.15 

* 

.25 
.06 
.14 
.44 
.01 
.05 
.85 
.31 
.03 
.09 
.13 
.69 
.44 
.05 
.40 
.42 
.37 

.18 
.18 
.04 
.47 
.07 
.26 

.89 

■2.17 

Scranton^  ^ 

.30 

T. 

T 
'f. 

.03 
.40 
.02 
.17 
T. 

T. 

2.60 

T. 

.87 

T. 

.10 
,16 
.11 

.16 
.55 
.37 
.42 
.29 
.15 
.38 

.70 
.08 

4.00 

TowflndR'J   ^  F 

".W 



.... 

T. 

.21 

.82 

.62 
04 

T. 

.14 

.26 

T. 

1.63 

Tuukhannock',  5 

Wilke»-Barre3 

1.56 

T. 

1'^ 

.01 

T. 

T. 

T. 

1.^27 

Wrst  Branch 
Ansonia"^  ■*  W 

Tioga 

.70 

2.39 

Bald  Eagle',  '>      ... 

Blair.    . 

.70 

.06| 

.15 

.20 

.02 

.50 

.11 

.02 

.02 

.'26 

.36 

.64 

.01 

.08 

.50 

.06 

.03 

.07 

.41 

T. 

.'24 

.17 

.02 

1.93 

Carrolltnwn''' 

.91 

.59 

.02 

.01 

.42 

.56 

.45 

.11 

.48 

■2.60 

Potter,. 

.12 

.69 

2.^21 

Cedar  Run'^ 

Lycoming... , 
Clearfield  . 

.91 

.70 

".OS 

.03 

.48 
39 

.06 

2.69 

Clearfleld^ 

1.85 

Clearfield  . 

T. 

.11 

.04 

.03 

■.'7i 

.58 
.44 
1.10 

• 

.70 

.08 

T. 

.12 

T. 

.04 

".\1 
.05 

.01 
.02 
.03 

';62 

T. 

1.51 

Driftwood'  ■' 

% 

Dushore',  = 

Sullivan 

« 

• 

* 
.02 

« 

.50 

.36 

.06 
.49 
.27 

.25 
.55 
.37 
.13 

2.67 

Eagles  Mere^ 

.59 
.13 

« 

1.53 
.57 

* 

,05 

1.10 

.96 

4.04 

Emporium-,  1  E 

Cameron. 

.01 

• 

T. 

.01 

.22 

1.47 

.34 

.06 
.05 
.55 
3R 

T. 

.02 

■2.51 

* 

* 

* 

• 

» 

L26l 
.04 

3. '27 

Galeton. ,. 

Potter 

.04 
.03 
.02 
.09 
.10 
.03 
.07 
T. 

T. 

1.49 

.07 

1.70 

Karthaus^ 

Clearfield.... 

.06 
T. 

.38 
.16 

.45 
.47 

T.' 
.37 
T. 
.35 
.57 

'.'62 
'.'62 

.03 
.06 

3.77 

Lock  Haven2 

'.'6i 

T. 

1.95 

Medix  Run',  ^., 

Elk . . 

.16 

tv 

.64 

1.30 

.23 

.82 
.01 

2.21 

PhilipsburgS,  7E 

Renovo^ 

State  Coliege',  5 

Tamarack^  2  S 

Centre 

T. 

tV 

T. 

't.' 

.76 
T. 
.59 
.89 

'!6i 

'.'65 

T 
T.' 

't.' 

T. 

3.06 

Clinton 

Centre 

Clinton 

.... 



.05 

'i'',' 

.03 

'f.' 

.33 
.47 
.16 
.09 

1.20 
T. 
.44 
.30 

3.02 
2.08 

2.14 

Wellsboro2  .. 

2. '27 

Continued  on  page  52. 
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Daily  Precipitation  for  Jiily  1944— Continued  from  page  51 


Stations 

Counties 

Day  of  month 

31 

'3 

1 

1 

2       3 

4 

5 

6 

1 

7 

8 

9 

10 

11 

12 

13 

14  i  15 

1 

16  1  17     18 

1        i 

19     20     21  i  22 

1 

23  1  24 

1 

25     26 

27 

1 
28     29  j  30 

1 

West  Branch 
(continued) 

Willlamsport'^ 

Williamsport^.  4  SE.  . . 

Juniata 

Altoona,  4..')  W i 

Breezewoodl,  0.5  E 

BuiTalo  Mills- 

Burnt  Cabinsl,  2  NE.. . 
EastW'aterfordi!,  3E... 

Everett-.  0.5  SW 

Huntingdon  - 

LewiNtowu''^,  -l  SW 

Mapletou  Depot^ 

.50 

.83 

.81 
.30 

83 

.10 
.12 

.... 

.30 
.40 

.06 
.02 

45 

T. 
.22 

.03 
.04 

.59 
.83 

.43 

1.62 

.15 

.06 

• 

.60 

.04 

.16 

.... 

2.85 

Tllnir 

.52 

.84 

.76 
.59 

1.22 
.55 
.21 

1.15 
.23 
.10 
.26 

2.58 

T. 

2.35 

.03 
T. 

2.50 

.14 
T. 

.27 
.'26 
.99 
1  52 
1.26 
1.06 

T.' 

T. 

.45 
T. 

.01 
.■25 
.34 
.26 
.16 
.18 
.15 
.87 

.37 
.40 
.13 
.39 
1  44 

1.82 

01 

.06 

'1'. 

.01 

1.19 

....j.... 

2.61 

T. 
T. 

.09 

2.41 

Mifflin 

T. 

3.01 

.01 

"!65 
.12 

T. 
T. 

".U 
".b\ 
•t. 

.29 

1.  H9 

1.10 

T. 

.01 

.68 

.24 
.48 
.60 
.05 
.05 
.80 
.18 
.31 

.17 
.14 
.14 
.89 

T. 

T. 

2  30 

Mc(,'onnenstowu2.4NW 
Nelfe  Mills',*.  3.0  NE.. 
New  Bloomtitild 

HuntiURdon. 

1.26 

.•23 

'.'iti 

2.89 

.53 

.18 
.03 

2.10 

.41 

.30 
.58 
.02 

.58 

.49 
.12 
.81 
.77 
.83 

' 

.04 
.07 
.33 

T. 

..40 
.41 
.39 
.03 
.60 

.32 
.28 
.33 
.39 

.72 

0.93 

0.83 

2.10 

Shade  Gap),  5. 0.5  SW.. 

.34 

.34 
.06 

.38 
.10 

T. 

1.29 

Huntingdon . 
Adam^ 

.56 

.15 
.04 
.02 
.02 
.13 

.03 

.13 

T. 

.66 

.'22 

.'23 

.03 

.20 

2.37 

LwR  Susquehanna 

Arp-ndt-iville^ 

T. 
T 

.'24 

!20 

.07 

.  10 

T. 

T.' 
T. 

L43 

Bloserville,  1.5N 

Cumberland. 
Cumberland. 
Lancaster — 

T. 

.19 
.13 
T. 

T.' 

0.77 

Carlisle*^ 

2.33 

Columbia^  

T. 

.08 

1> 

2.49 

•2.11 

Lancaster.. . . 

(X\(iw    Rofkl  5 

York 

.19 
.06 
.07 

.21 
.62 
1.23 
.26 
.04 
.13 
.78 
.16 
.27 
15 

.62 
.09 

.51 
.05 
.05 
.44 
.05 
.03 
.22 
.32 
.64 
.04 
.17 
.08 
.03 
.17 
.52 
.01 
.01 
T. 

.04 

1..57 

Schuylkill  ... 

.40 

.01 
.10 

.02 

.02 

.02 

.23 

.02 

T. 

T. 

.14 

•r. 

.28 
.21 

.30 
.29 

.06 
.04 

.01 

1.55 

Grantville'i,  4NW 

2.02 

York 

T. 

.10 

.01 
T. 
.10 

.17 
.01 
.04 
.5^ 
.01 

'.'46 

1.13 

Harritburg  Apt'.  °.3.5  S 

Dauphin.  . . . 

.32 

.03 

.07 

.08 

tv 

0.88 

Lancaster — 

Cumberland. 
Lancaster..    . 

T. 



•|-. 

.01 

0.27 

Rimt^dale-^   

.... 

.23 

■r.' 

1.54 

Kirkwoodi,  5.  i  gW  . . . 

1.00 

T 

1.49 

. .  - . 

.06 

.01 
T. 

'.'63 

.50 
.09 
.01 

'f. 
T. 

L52 

Lebanon .... 

T. 

.07 

Z 

.74 
.30 
.49 
.48 
.•22 

.03 

L70 

Middletowni,  1.5W.... 

Millersburgl,5,2E  .   .. 

.21 

.41 

'!63 

.04 

'  ."62 
.13 

.30 
1.62 
.78 
.99 
.74 
.88 
1.41 

:''. 

.64 
.44 

.60 
.60 
.50 
.73 
.86 

T. 

.09 

0.86 

;65 

■r.' 



0.99 

Mifflin 

Cumberland . 
York 

.08 

•2.18 

Ne\vburgi.3.5NW 

vjinv   Part 

.29 

0.84 

*  ■" 

0.82 

Sehuylkill.  . . 

.03 

.06 

.05 
.01 
.04 

.30 
.01 

.34 

.•a 

.49 
.52 
.48 
.33 

'.'67 

r. 

.06 

'.•6i 

2.80 

Rmgto\vu2,  1.5SW.... 
Selinsgrove 

Schuylkill .. . 

Snyder  

N'umberland 
Cumberland. 
N'umberland 

1.61 

'.W 

"is 

.05 

.05 

.10 



1.98 
1.53 
1.67 

Shamokin'-^ 

'.'ie 

.02 

■'io 

'.'•26 

T. 

.14 

.49 
LOS 

.04 

.•23 

.33 

1.10 

1.15 

.88 


.23 

'!2'7 
.02 
.15 
.11 

L06 
.38 

.25 
.02 

• 

T. 

.73 

.01 

.08 
.08 

'ioi 

.12 
.35 

T. 
.62 

.60 
.72 

T. 

.i4 



3.01 

Williamstown'^ 

Woo<iward^,-2NE 

York,  8SW 

York  Haven^  

I'otoitiac  Busin 
Chambersburg2,  1  SW. 
Gettysburg 

Howittfi   ySW 

■r'.' 

!l3 

2  04 

.01 

.04 

1.02 

.19 

"m 

.18 

T. 

05 

2.61 

York 

.71 

.01 
.03 

.04 
.67 

3.80 

York 

1.68 

.03 

.24 
.30 
.40 

1.60 

Adam? , 

T. 

T. 

T. 

1.25 

Bedford 

.10 

« 

.06 
.45 
.18 

•2.16 

Bedford 

.... 

T. 
T. 

.05 

.... 

2.38 

McConnellsburg2 

Mercersburg2 

FnltOTl 

.27 

2.19 

Franklin 

.... 

.... 

South  Mt.  .San't'm^.... 
GULF   DRAINAGE 

Ohio  Bas-ln 
Ai,i.e<;heny 

Franklin 

.\!legheny,.. . 

T. 

T. 

'.34 

"si 

.91 

.85 

1.72 
.13 

.i'2 

'.'29 

.08 
■/ 

.15 
.14 
.20 
.05 
.05 
.12 

.19 

.68 
.36 
.»6 
1.22 
.34 
.47 

.20 

.22 
.04 

.45 
..5.'. 

.... 

.03 

'.'67 

.48 

.28 

• 

.05 
.09 
.50 
.43 

.04 
.81 

.63 
.29 
.05 
T. 

'.'38 
.31 
T. 
.72 
.25 
.87 
.41 
.31 

'.'6i 

.46 

.80 
.37 

.19 

.... 

.... 

2.81 

Aliens  Mlllsi.5 

Vllnirsvillf-   6  NE 

Jefferson 

Indiana    .... 

2.22 

.61 

.38 

.02 

.07 

4.0:1 

Bos\veir-,6NW 

Bradford,-!  W 

.05 

4.06 

McKean 

Jeft'er^on  . . 



.63 

.65 
.64 

* 

.05 
T. 

.13 

.... 

.05 
.17 

2.53 

.35 
.06 

■   *  • 

.04 

■2.85 

.32 
1.13 

1.21IL09 
.04j  .27 

2  97 

Clarion-i,  3  SW 

Clarion 

Erie 

.... 

.05 

.19 

.11 

T. 
.03 

.16 
.04 

« 

T. 
T. 

.27 
..34 

.,58 

.'65 
.08 
.04 
.16 
.10 
.09 
.'20 
.08 
.02 
1.-26 
.07 
.18 
.48 
.26 
.05 
.08 
.04 
.01 
.02 

.30 

• 

"58 

•2.51 

.18 

55 

Coudersport 

Potter 

.08 

« 

.59 
1.76 
1.22 

iiis 

.93 
.05 
.62 
L55 
.04 
.98 

• 

.80 
.18 
.03 
.75 
.90 
.68 
.62 
.03 
L49 
1.19 

LOO 
.78 

L43 
.69 

"si 

04 

• 

.90 
.52 
.68 
.81 

'.'is 

.23 
.40 

'.'56 
.49 
.48 
.45 
.17 

'!47 
.39 
.12 
.02 
.47 

1.20 
.15 

,, 

2.89 

W'moreland. 
W'moreland 

Cambria 

Cambria 

Armstrong... 

Venango 

Elk 

T. 

.... 

■.'63 

, 

3.80 

T. 

•••• 

.;;.' 

::;; 

'!64 

1. 01 

"62 
"'.62 

T.  i  .08 

4.43 

Dunlol.  5,0.5  SW 

3.01 

:::i 

.16 

.69 
.42 
.41 
.05 

"•24 
.14 
.05 

.01 
.07 

T. 
.16 
.08 
T. 

.22 
.20 
.03 
.21 

.02 
T. 

.01 

•i55 

Ford  Citv"  4  S     



2.89 

L9I 

Gieu  Hazel2   1  NE. 

.03....!  T. 

"oi 

3.10 

Homel.-'^ 

.36 

.62 
1.11 

.16 
L48 
1.30 

.08 

.33 

T 

.03 
1.06 

.02 

5-2.59 

Indiana 

T. 

.03 
T. 

.03 

.10 

.05 

T. 

.05 

.58 
.31 

.56 

4.87 

Johnstown«,0.5  W 

Katipl    1  N 

.03 

3.51 

.25 

.02 

.03 
.05 
.23 

.61 

3.99 

Kregar'.  ;..)  SE 

Lycippus,  1.5  E 

W'moreland. 
W'moreland. 

.03 
1.82 

.03 

.04 
T. 

. . . '. 

4.19 

.50 

....1   .62 

5.19 

.  .  .  . 

55 

Meadville'^i.  IS 

Crawford 

T. 

.03 

.48 

.67 
1.09 
.58 

■."5'2 
1.40 

.54 

■.'64 
.06 

"os 

.02 

.03 

.46 

.07 

.03 

T. 

.55 

.24 

.18 
.10 
.47 

'.'62 
.18 

'.'64 

.11 
.31 
.42 
.21 
.59 
.62 

.09 
.28 
.44 
.03 
.05 
.49 

3.20 

■r 

.43 
.08 

'.'62 

2.41 

Parkers  Landing^ 

Pitt-burgh Cty Of  5.  ... 

Port  Allegany''' 

Punxt^utawney2 

Armstrong.. . 
Allegheny .   . 

tV 

T.' 

■.02 
.IC 

.09 
'.6'2 

■.62 

.02 

'!6i 

"m 

3.04 
2.30 

McKean 

L86 

.14 

3.68 



Continued  on  pave  53. 
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Daily  Preoipltatiou  for  July  1944 -Coutliuioil  from  I'ago  f>2 


Counties 

Day  of  month 

Stntloiis 

1 

2 

8 

,j. 

6 

7 

8 

9 

10 

11 

12 

18 

14     16     16 

17     18     19 

20 

21 

22 

28 

24 

26     26 

27 

28    29 

80 

!" 

^ 

Al.lKOHKNV 

(continued) 
rulnoyviUe'.  2.6  Slv.. 

KidRwuya 

Saltsburg- 

.\rnistrong,. . 
Elk 

....L... 

•  ■  ■  • 

.  ,  ,  . 

•  .  •  ■ 

tv 

■.■46 

.... 

1.6Q 

.68 

1.6U 

1.18 

.... 

.... 

.09 
.02 

.09 

.27    .  12 

T. 
T 

.... 

■■■• 

.08 
.08 
T. 

.03 

.04 
.06 

1.82 
.52 

.29 
.84 
.84 
.86 

8.79 

..  ^   ...| 

....i  .091    .14 

2  81 

Indiana 

Indiana 

::::j::::  tV 

.... 

T. 

T. 

.42 

.79    .07 
1.11    -94 

.05 

.ai 

.14 

8.86 

Sowflrd- 

.061  --. 

8.79 
2  91 

Sliellieiai.\  tiW 

Warren 

.84 
.36 
1.16 

1.41 

78 

.... 

.... 

.16 

.... 

« 

51 

.07 

.02 

.60 
.62 
.06 
.02 
1.07 
.63 
.17 

.  u; 
.39 

.01 
.  11 

.08 
.09 
.04 
.13 

.02 

Smothport',-\  1  S\V  . . . 

Stn.nigstown'.-'' 

Tiouestii'-',  1.5  SK 

McKean 

.10 

■."67 
.01 

.40 

tv 

.12|l.  10 

.59!  .;« 

* 

Indiana 

Fore.<t 

...  .1 

.... 

.01 

.09 

'i'.' 

'.'32 
.08 

.02 

'.'63 
.20 
.06 

'.'i4 

.57 

.48 
.05 
.31 
.06 
.30 

".b!i 
.02 

.04 
.13 
T. 

.07 

.67 
.40 

.... 

'.'62 

.01 

.10 
.22 

.41 
.69 

.12 

ov 

1  88 

Tilu'iville,  2  8 

Crawford 

Erie       

....... ..,  ...|.... 

.... 

T. 

.is!  .14 

'.'22 
T. 

2  44 

Union  Citv^  •' 

1 

1 

.25 
.16 
.47 
.49 

1.07 
.67 
.43 
.95 
.25 
.12 

1.18 
.05 
.68 
.07 
.56 
''I 

.23 
.01 
.10 
.08 

1.06 
.74 

3.78 
2.48 
2. 26 

Vaiulergrift  I 

Winoreland. 

■.'57 

.... 

.09 

.07 

.05 
.36 

T. 

.20 

— 

.30 

Youuffsville'.  * 

MoNONtiAHKL.* 

Contiuence^,  1.5  N\V.  . 

Warren 

T. 

.46 
.05 

.49 

2  28 

.68 

.06 
.44 

1.58 
2.00 
06 
1.36 
1  09 
1.14 
1.60 

.05 

.08 
1.18 

.19 
1.23 
1.75 

.03 
1.29 

.40 
1.38 

.02 

.07 

.57 

.33 

T. 

T. 

.38 
42 

4  96 

Favette 

4  S3 

Doiiorrt'    .     ... 

Washington.. 

.01 

.01 
.06 

1.43 

.... 

.01 

.04 

3  82 

.24 
.16 
.14 
.99 

.37 
.44 

.40 
.25 

■'25 
.04 
.52 
.45 
.16 
.40 
.38 

T.' 
.03 

.03 

3.62 

GreensburK.2  S 

W'uioreland 

T. 

.02 
T. 

't.' 

.26 
.30 

.02 
.01 

T. 

.05 

3  61 

W'moreland. 

.20 

.07 

T. 

.... 

4.84 

MeTer<daIe"^ 

4.05 

Mu"rrysville//'.5 

W'luoreland. 

Fayette 

Allegheny. .. 

Greene 

Somerset 

T." 

•••• 



•v.' 

.06 
.04 
.01 
.07 

1.09 
i!28 

.02 
.04 
.07 

.15 
.16 
.04 
.18 
.02 
.28 
.23 
.52 

.09 
.05 
.70 
.48 
.26 
.10 
.10 
.10 

.10 
.06 
.15 
.15 
.01 

.02 
'.'26 

.34 
.06 
.37 
.28 

"Ai 

.05 

';6i 

.27 
.15 
.10 

T. 

.07 
.02 
.02 
.21 
.62 

.48 
.30 
.23 

.15 
.07 
.15 

't.' 

.10 
.01 

.11 

.'is 

T. 

3  14 

2.08 
T. 
1.80 
1  25 
1.65 
2.00 
1.57 

.77 
.20 
.04 
.77 

'.'is 

.62 

.85 

.59 
2.01 
1.10 

.05 

.83 
T. 

.63 
.66 
.68 
.86 
.43 

.44 
.33 
.17 
.49 
.01 
.05 
.36 
.05 

.16 
.35 
.60 

4  56 

Pittsburgh  Arpt//  '.-V. 
Ri».es  LandiiiK*- 

.25 

.... 

.04 

T. 

T. 

3  70 

4  19 

.05 
.12 
.10 

83 

'.'64 

.02 
.02 
T. 

3  49 

Spriugrs^.  1  SW 

Somerset 

Fayette 

Greene 

.... 

::■: 

.04 

"  .'62 
.09 

T. 

.01 

.13 

1.03 
.66 
.38 

.16 
.60 
.12 
.19 
.33 
.45 
.32 
.50 

.28 

.60 

.60 

1.22 

1.16 

.05 
.14 
.  12 

.29 
.02 
.09 

.27 

* 

.10 

T. 

.01 

.44 
.10 
.10 
.13 
.18 

.01 
T. 

1.08 

4.  42 

4.43 

Wayuesburgr 

Beaver 
Beaver  Falls- 

3  71 

Keaver 

\  .  .  . 

T. 

.28 

.50 

.18 

.03 

T. 

.53 

.02 

.37 

".\2 
't'.' 

2.06 

Butler 

.08 
.15 
.05 

1.88 

Greenville 

JaiiU'stoM'n^  2  NVV 

Mercer 

Mercer 

.... 

.01 
T. 
T. 

tV 

.04 
T.' 

.69 
'.'89 

.06 
.13 

■r. 

T. 
T. 

... 

.05 

.4y 

2  32 

2.41 

Mercer  Arpt. 8.2.5  NE..i 
New  Cattle   1.5  N.  .        t 

Mercer 

2.14 

1.41 

.2i! 
.24 

.33 
.19 

.02 
.06 

T. 

2.82 

Peiinliiie   -IS 

Crawford 

1.64 

T. 

.49 

2.60 

Ohio 

Claysville2 ' 

Coraopolis2,  IE 

MiiilanriS 

'.'■ii 
.22 

.31 

.0» 

2.05 

Allegheny  ... 
Beaver 

:::: 

T.' 

T.' 
T. 

"(B 

■■■■| 

".61 

.88 

.15 

.16 
.18 
.10 

'.'63 
.13 

.03 
.02 
.02 

3.85 
.i.  03 

.15 

.04 
.58 

3.33 

Wa.*hingtoni.  5 

LAKE   DRAINAGE 

Albion.** 

Erie'  ■''                             1 

3.20 

Erie 1 

Erie                 ' 

T. 

.19 

.97 

.02 

1.45 
.81 
.63 

.02 

.09 

.29 

.36 

. . . . 

'.'63 

T. 

.44 
T. 

43.  14 
2  56 

2.30 

! 

1         1 

[See  page  56  for  explanation  of  reference  marks.] 


Daily  E vapor ationi. inches)  and  Wind  Movement  (miles) 


Stations                                            1 

1 

2  1     3  1     4       5       6 

7  1     81     9     10 

11 

12     13  1  14 

15 

16 

17      18 

19 

20 

21     -22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Total 

Jame.stown2 .  .2  N W  T  Evaporation 

\  Wind  movement 

.190  218 
11     13 

.206 
20 

.  272 .  256 
17     16 

.244 
16 

.286 
5 

; 

.  2681. 134 .  216 
27l     12'    20 

.216 
19 

.228 
20 

.170 
34 

.268 
26 

.180 
12 

.270 
33 

.300 
29 

.  216 .  162 .  192 
46     32     57 

1         1 

.  2201.  222 .  242 

30;    27;     18 

.288 
44 

.122 
25 

.262 
43 

.100 
51 

.314 
34 

.246 

48 

.212 
42 

.172 
12 

6.842 
839 

Shaver  Creek^ /  Evaporation .....  208 .  194 

\  Wind  movement;      5'    19 

.286 
10 

.  1701.  236 

ij       2 

.250 
5 

.174 
2 

.220 
2 

.  210;.  286 

1!     10 

1 

.298 

1 

.268 
14 

.202 
12 

.254 

8 

.218 
2 

.158 
4 

.  1121. 298 

13     15 

.  240 .  036 

61      3 

.138 

4 

.  232 . 172 
27       7 

.186 
3 

.202 
12 

.266 
23 

.  044 .  218 
1     30 

.324 
32 

.236 
23 

.204 
10 

6.540 
307 

Wallenpaupack^. . .  /  Evaporation ....'.  240;.  22l!.  219 
V  Wind  movement     46j    27     20 

.  206 .  248 .  227 
26!     56]     50 

i 

.223 
32 

.215 
17 

.  221L  277 

57i     52 

.253 

76 

.330.355 
130   151 

.222.1821x78 
46     231     79 

.  201;.  252 

42     47 

.  200!.  178 
30j     77 

.102 
63 

.  ISl;.  225 
69!     72 

i 

.191 
60 

.■2Si 
125 

.260 
61 

174'.  156[.  308 
61  i     58     94 

.197 
57 

.564 
36 

7.239 
1840 

Italics  mean  minu.s  quantity. 


[See  page  56  for  explanation  of  other  references.] 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


July  1944 


Daily  Temperatiires  for  July  1944 


Stations 


Albion* /  Maximum.. 

\  Minimum. 
Allentown  Arpt.3-4  NE../  Maximum. 

\  Minimum. 
Allentown  / /  Maximum 


Altooua-4.5  SW 
Arendtsville*. . 


Minimum.. 
/  Maximum.. 

V  Minimum.. 
Maximum.. 
Miulnnim. 

Bethlehem  i /  Maximum ., 

Minimum.. 

Bradford-4  W )  Maximum., 

\  Minimum.. 

Broofeville'* )  Maximum. 

\  Minimum., 
Burnt  Ca,binsl-2  NE  . . . .  /  Maximum. 

\  Minimmii. 
Butler /  Maximum. 

\  Minimum .. 
Canton/-l  NW /  Maximum. 

\  Minimum.. 
CarHsleB /  Maximum. 

»  Minimum .. 

/  Maximum. 

V  Minimum. 
Clarion8-3  SW /  Maximum. 

\  Minimum. 


Chambersburg«-1  SW. 


Claysville/ /  Maximum. 

\  Minimum .. 
Coatesville« /  Maximum . 

\  Minimum .. 
Columbia* /  Maximum. 

\  Minimum.. 

Corrv  /  Maximum . 

"    "  \  Minimum .. 

Coudersport /  Maximum . 

>,  Minimum. 
Cunven.'iville^-e  NW  . . . .  /  Maximum. 

\  Minimum . 
Derry )  Maximum. 

\  Minimum. 

Donegal' /  Maximum. 

\  Minimum.. 
Donoral )  Maximum. 

\  Minimum, 
liagles  Mere  / /  Maximum . 

\  Minimum. 
East  Watert"ord-3  E /  Maximum. 

\  Minimum. 
Ebensburg  / /  Maximum . 

\  Minimum. 

Emporium  /-)  E /  Maximum . 

\  Minimum. 
Ephrata )  Maximum 

\y  ■ 


Erie' 


Minimum 
Maximum 


\Miuimiiin ., 
Everettl-0.5  SW /  Maximum. 

\  Minimum. 
Ford  Cityt'-4  S /  Maximum. 

\  Minimum. 
Franklin/ /  Maximum. 

\  Minimum. 

Fredericks villeS-l  S I  Maximum. 

\  Minimum.. 
Freeland /  Maximum. 

\  Minimum.. 
George  School'' I  Maximum. 

\  Minimum.. 
Gettysburg /  Maximum. 

\  Minimum.. 
Gordon /  Maximum. 

\  Minimum.. 
Greensburg-2  S /  Maximum. 

\  Miuimiuu.. 

Hanover/ /  Maximum. 

\  Minimum.. 
HarrisburgArpt.  1-3.5S.  /  Maximum. 

\  Minimum.. 
. . .  I  Maximum. 

\  Minimum.. 
Hewitt''-2  SW (  Maximum. 

\  Minimum.. 
Holtwoodi )  Maximum. 

\  Minimum.. 
Huntingdon /  Maximum 

\  Minimum.. 

Indiana /  Maximum. 

\  Minimum., 
Irwin /  Maximum. 

\  Minimum.. 
Jamestown/ -2 NW /  Maximum. 

\  Minimum. 


HawleyW-O.S  E. 


50 


85 

85 

60 

59 

82 

84 

62 

59 

81 

78 

50 

.50 

80 

82 

52 

45 

8R 

89 

64 

60 

85 

87 

60 

60 

82 

85 

49 

51 

85 

85 

52 

47 

86 

89 

66 

64 

81 

87 

60 

51 

81 

81 

57 

56 

83 

83 

66 

48 

78 

82 

51 

48 

91i    94 

581     59 

94 

61 

93 

62 

90 

55 

94 

62 

93 

66 


,53 

51 

87 

88 

56 

54 

82 

87 

54 

52 

82 

83 

58 

59 

84 

89 

62 

60 

87 

87 

58 

59 

83 

87 

64 

51 

86 

86 

48 

47 

90 

93 

62 

62 

89 

92 

61 

61 

84 

89 

58 

51 

9C 

90 

47 

49 

88 

90 

64 

66 

8f 

91 

51 

51 

86 

87 

57 

54 

87 

87 

M 

58 

86 

75 

51 

47 

10     11     12 


90  97 
70]  71 
931  94 
65  69 
92  93 
69 


92     93 

61     61 


91 


97 

66' 
92 
701  73 
89  88 
59     66 


15 


16     17 


19     20 


21      22 


23      24 


I.. 


641, 

90l 

60i 

88 

63 

81 

56 


63: 


79      84 
50     49 


57 
90 
62 
84 

59 
82 
51 
871  85 
"-  61 
85 
62 
85 
66 


68 

69 

96 

76 

70 

70 

92 

81 

65 

58 

9f?. 

81 

68 

59 

95 

86 

69!  72 
981  83 
73]     73 


88  79 

60  58 

84i  80 

64  60 

92  81 
72  64 

90  79 

64  60 

93  81 

75  66 

821  84 

65|  61 

87 

68 

90 

62 


63  60 


831  72 

67  i  63 

971  84 

62,  62 

921  82 

68l  59 

88  i  80 

651  62 

90|  84 

69 1  70 

86;  79 

69|  63 

93  86 

74  i  72 

961  90 

73:  70 

91|  83 

72  68 

90  81 

64i  69 


53 


72 
91 

10'  65 

lOOi  96 

61 1  59 

951  85 

771  '3 

96  85 

66  67 

94 

64 

93,  88 

72:  62 

88'  7 

691  57 


55 


58 
75 

431  51 

82  79 

44  .51 

86  88 
53  54 

87  85 
43  .55 


47 


■84 

68 
77 
62 
82 
6(1 
75 
56 

80 
53 
75 
59 
81 
57 
92 
6' 
82 
58 
73 
59 


791  8'^ 
551  55 


25 


76|  78 

55 1  55 

69  76 

53  45 


70 

6o; 

75| 
521 
73 1 
521 
71 
55l 

76 
60 
68 
56 
80 
65 
79 
62 
74 
58 
731 
48 

80 
62: 
7S' 
61 1 
75; 
58, 
75 
50^ 
78 
64| 
77 
54 

72 
54 
74 
54; 

72l 
52 


85  80 

641  59 


85 


81  85 

58  55 


26 


27 


91  93 


89 


28  29 


30 


81  80 
60  62 
91 
62 
90 
62 
85 
61 
91 
62 
90 


66|  65 
79  78 
57  56 


88  91 
72  69 


83 
58 

86  So 
60 
82 
56 


Continued  on  pa«e  65. 
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Dally  Temperatures  for  July  1044— CuDtluuud  {rum  page  61. 


Mean 


UH'k  Hftvou*' /  Maximum, 

\  Minimum. 
Marcus  lloolv' )  Maximum. 

\  Minimum . 
Martinsburg'' /  Maximum. 

\  Minimum. 
Mauoh  Chunk-lSW /  Mn.ximiim. 

\  Minimum. 
Meadville  /-IS ;  Maxitnom. 

\  Minimum. 
Mercer^-2  5  NE /  Maximum, 

>  Minimum ., 

Mlddletowu'-l.S  W /  Maximum. 

\  Minimum 
Midland*' /  Maximum. 

\  Minimum. 
Montrose ,'-3  K /  :>l;ixnnuni. 

\  Minimum. 
Mt.  Lebanonr' /  Maximum. 

\  Minimum. 
Mt.  PoconO'*-2  N I  .\Ia.ximum. 

'>  Minimum. 
New  Bloomtielrt /  Maximtim 

\  Minimum. 

Ne\vburg'-3.5N\V )  Maximum 

I  .Minimum. 

New  Castle-1.5  N /  Maximum. 

\  .Vlinimum. 

Palnierton' I  Maximum. 

\  Minimum. 

Parl<  Plaoe^-1  N\V /  Maximum. 

V  -Minimum. 
Philadelphia  Arpt  ' ..  .    (  .Maximum. 

\  Minimum. , 

Phila'lelphia  C.O.i /  Maximum. 

\  Miuiraum. 

Phila.  Shawrnout /  Maximum. 

\  .Minimum. 
Philipsburg''-7  ]•; /  Maximum. 

\  Minimum. 
Phoenix ville''-l .5  SE  .  . .  )  Maximum. 

\  .Minimum.. 
Pittsburgh  Arpt  Sta.'.. .  /  .Maximum. 

I  -Minimum., 
Pittsburgh  City  Office' . .  /  .Maximum. 

\  .Minimum. 
Port  Clinton/ /  .Maximum. 

\  .Minimum., 

Putneyville-2.0  SE /  .Maximum. 

\  Minimum., 
Qualiertown-0.-5  E )  Vlaximum. 

(  Minimum. 
Reading! f  .Vlaximum. 

I  Minimum. 
Ridgway / )  Maximum. 

\  Minimum. 
Scranton' /  Maximum. 

V  .Vlinimum. 
Selinsgrove /  .Ma.ximum. 

^  Minimum., 

Sharon /  Maximum . 

\  Minimum., 

Somerset )  Maximum. 

.  Minimum.. 
Spriugs*i-1  S\V I  .Maximum. 

\. Minimum.. 
State  College' /  Maximum. 

\  Minimum., 
Stroudsburg-2  E /  Maximum. 

\  Minimum.. 
Tamaraok/-2  S (  .Maximum. 

\  Minimum.. 

Tiouesta'>-1.5  SE /  Maximum. 

\  Minimimi., 
Titnsville-2  S (  Maximum. 

\  Minimum.. 
Towauda-1  E ( .Maximum. 

\  Minimum., 
Uniontown (  Maximum. 

\  Minimum., 
Vandergrlfti ( .Maximum. 

\  Minimum.. 


Continued  on  page  66. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


July  1944 


Daily  Temperatures  for  Jxily  1 944— Continued  from  page  55. 


Stations 


Warren )  Maximum. 

\  Minimum.. 
Waynesburg /  Maximum. 

\  Minimum.. 
Wellsboro/ /  Maximum. 

\  Minimum.. 
West  Chester /  Maximum. 

\  Minimum., 
Wilkes-BarreS /  Maximum. 

\  Minimum., 

Williamsport /  Maximum. 

I  Minimum., 
William^town /  Maximum  . 

\  Minimum.. 
Woodward3-2  NE /  Maximum. 

(Minimum. 
York-3  SW /  Maximum. 

\  Minimum . 


2 

8 

4 

5 

6 

7 

8 

9 

75 

83 

83 

84 

87 

90 

86 

86 

5'^ 

51 

55 

53 

56 

56 

60 

64 

W, 

85 

86 

88 

92 

87 

89 

89 

49 

51 

51 

52 

53 

61 

65 

59 

sn 

83 

85 

86 

88 

91 

90 

89 

48 

48 

50 

49 

61 

53 

59 

58 

86 

86 

8fi 

89 

92 

94 

92 

yo 

58 

59 

59 

60 

64 

65 

6b 

66 

84 

8fi 

87 

91 

90 

95 

95 

91 

54 

56 

57 

64 

69 

62 

63 

62 

84 

87 

87 

92 

92 

93 

93 

92 

54 

55 

56 

57 

69 

60 

64 

61 

83 

84 

86 

88 

91 

94 

93 

93 

50 

50 

53 

51 

54 

5b 

63 

56 

75 

77 

76 

81 

84 

86 

87 

82 

58 

57 

63 

60 

64 

67 

68 

64 

88 

88 

90 

9S 

95 

97 

94 

93 

56 

56 

66 

66 

59 

60 

61 

1 

63 

10 


11  12  13  14 


84 

65  63 

91  92 

61  64 


94 

67;  72 

931  93 

63;  69 

88!  85 

69  67 

95  96 

671  73 


61 

84 

62|  54 


76  84  80  79 
58 
86 
55 


66  63 

84  86 


16  17 


79;  83 
62i  53 
83 
66 
87 
68 


80  76 

48  48 
82  81 


86!  87  86 
58  .58'  63 
85   86;  88 


69 

55 

61 

62 

75;  77 

80 

81 

60 

59 

63 

60 

88 

89 

90 

94 

71 

65 

66 

68 

82  82 

54  60 

86  84 
54 

731  74 

56  64 

89  89 

63  65 


19 


20 


21  22 


23 


76 

86 

57 

49l 

75 

84 

57 

44 

66 

78 

56 

51 

79 

88 

60 

49 

24  25 


90  88 
54   .56 


601  65 
901  92 

57!  59 


26  I  27  28 


76!  78 

52i  66 

86;  85 

62;  66 

82]  81 

49:  .52 

93.  93 
63 

891  86 

57]  64 

85;  88 

56;  68 

88|  86 

51!  67 

78|  76 


29 


30 


80!  83 

581  56 
93 
65 

86 

63  60 


94i  93 

67  63 


31  Mean 


87i 
57j 
9l! 
,59! 
87; 
561 

91; 

70 
91 
60| 

91| 
62 
91 
62 
87, 
67 
94 


80.9 
56.7 
84.8 
67.2 
83.3 
.53.0 
88.5 
63.8 
87.2 
58.5 

87.5 
59  5 
87.0 
57.0 
78.6 
61.0 
90.8 
62.1 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 
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PKESSTJRE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Atmospheric  pressure 
(reduced  to  sea  level); 


Stations 


Erie 

Harrisburg.. 

Philadelphia 

Philipsburg.. 

Pittsburgh... 

Reading.. 

Scranton  . . . . 


Wind* 


Relative 
Humidity 


s 

S 

■s, 

S   1   ^ 

^ 

s8  1    O 

a 

K 

«  1    hS 

« 

30.  29 

3 

29.58 

26 

30.28 

3 

29.63 

27 

30.29 

3 

29.60 

27 

80.31 

3 

29.69 

27 

30.  25 

3 

29.67 

27 

30.  29 

3 

29.62 

27 

30.30 

3 

29.  61 

27 

<> 


7.0 
7.6 
8.0 
8.3 


s 
1^ 


34 

8.  9  1  40 
5.6  I  43 


20  i  SW. 
32  ;  se. 
25  I  8W. 
27»!  SW. 

SW. 

n\v. 


28      73  I  55 
19     76  i  42 

30  i  77     42 
26  I  86  !  52 

28  i  75  <  46 

29  !  71 


37 


g: 


nw    I  16     85  ;  56t:. . 


64  \ 
56  ' 

50  1 
40t 


74 

0 

35 

0 

67 

0 

49 

65 

1 

82 

0 

72 

0 

RIVER  CONDITIONS 


Stations 


•  For  any  five-minute  period.  "  Corrected  to  true  velocities. 

t  12:00  noon,     t  4:00  p.m.        «  Also  other  dates.       «  One-minute  interval. 


Port  Jervls.  N.Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Hariisburg 

Schenley,(nr)  Lock  No.  5. 

Sutersville 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Rivers 


Delaware.           1-8 

Delaware 0.9 

Lehigh 2.8 

Schuylkill 3.4 

N .  Br.  SusQUehanna . .  2.  5 

W.  Br.  Susquehanna .  0.  8 

Juniata 3.4 

Susquehanna 3.  4 

Allegheny 12.0 

Youghiogheny 3. 2 

Monongahela 11.1 

Ohio • 

Ohio * 


1 

1 

1 

8 

2.2 

It 

1.3 

31 

18 

1.8 

0.4 

26 

22 

3.3 

2.6 

31 

9 

4.3 

3.0 

25 

13 

4.8 

1.8 

31 

•22 

2.6 

0.2 

28t 

20 

3.7 

3.2 

26 

2'2 

4.4 

3.2 

26 

17 

13.5 

1L7 

12 

24 

4.7 

22  i 

2.6 

12 

•20 

12.  .S 

ia7 

9 

30 

« 

• 

25 

« 

• 

30 

Pool  stage. 


t  On  other  days  also. 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  tlistance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  (l.-partures  from  normal  are  computed  from  the  averages  of.the  entire  period 
for^^tations  having  10  or  more  years  of  record .  except  that  for  Firs^Orde^  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  tl  Precipitation  normals  or  standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less).  .     ,  .    ,.     ^     ^       j  ,     . 

',  i",  °,  etc.    Number  of  days  missing,  for  example.  '■  indicates  two  days  missing. 

Italics,  data  interpolated. 

$  Partly  interpolated. 

§5  Incomplete. 

t  And  other  dates.  ^  , 

t  Received  too  late  to  be  included  in  means  and  summaries. 

•  Included  in  next  measurement. 

/in'trumentsare^read  in  the  morning;  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
1  Midnight  to  midnight. 

«  Measured  in  the  morning  for  the  preceding  24  hours. 
•■!  Data  for  '24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 
■I  Best  available  used  for  stations  not  equipped  with  recorders. 

5  Recording  gage.  ,  ,,  „„ 

6  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 

7  Noon  to  noon. 


I 


List  of  Changes  in  Station  Desigrnatione 

For  more  exact  location  of  the  equipment,  station  names  have  been  changed  as 
follows : 


Dauphin         formerly 

Ford  City 

Grantville  ]  \ 

.lamestown  ]  | 

Kregar 

McConnellstown 

Milroy 

Monroeton 

Neffs  Mill  ; ; 

Newburg  '  [ 

Putney\'ine 

Sheffield 

Williamsport  4  SE" 


Peters  Mountain  Tower 

Crooked  Creek  Dam 

Manada  Gap 

Pymatuning  Dam 

Laurel  Hill  Tunnel 

Xx)op  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Charter  Oak 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherry  Grove 

ShafTe"rs  Path 


( W.  B.  O..  PhUadelplila-9-S-44-975.) 


)  ')  l.r  ' 
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No.  8. 


GENERAL  SUMMARY. 

thit<  wa.^  the  sixth  driest  August  of  record  and  the  driest  since 
1980.  Drought  conditions  continued  to  spread  northward  and 
nitensify.  Considerable  areas  in  the  south-central  and  south- 
east portions  have  accumulated  deHciencies,  during  the  growing 
season,  ranging  from  4.00  to  9.00  inches. 

This  was  the  warmest  August  in  five  years.  The  first  half  of 
the  month  was  hot,  most  stations  in  the  southeast  recording  tem- 
peratures of  90°  and  above  every  day  from  the  10th  through  the 
l/th.  Eight  deaths  and  eleven  prostrations,  attributed  to  the 
heat,  were  reported  in  the  southeast  during  this  period.  The 
extreme  nuiximum  was  the  highest  August  temperature  since 
1983  and  the  highest  temperature  since  July  28,  1941.  Station 
maxHua  were  generally  the  highest  of  the  year.  A  decided  re- 
action to  cooler  weather  followed,  culminating  in  lowest  readings 
of  the  month  about  the  26th.  New  record  minima  for  the 
month  were  established  at  Philadelphia,  Quakertown,  Harris- 
burg,  and  Johnstown,  where  the  periods  of  record  range  from 
51  to  73  years. 

Generally,  precipitation  was  frequent  and  well  distributed  but 
amounts  were  light.  The  accumulated  deficiency  for  the  year 
IS  now  2.75  inches  and  for  the  growing  season,  it  is  2.07  inches. 
(^  tropical  storm,  sweeping  up  the  coast,  produced  heavy  pre- 
npitation  in  the  extreme  southeast  about  the  2d  but.  thereafter 
;hat  area  received  only  light  showers.  Rain  generally  occurred 
n  thundershowers  and  minor  damage  by  wind  and  lightning 
vas  widespre^ad.  A  severe  thunderstorm  struck  the  Lancaster 
irea  on  the  7th.  Roofs  were  blown  from  three  houses,  power 
ines  were  torn  down,  and  a  barn  burned  when  struck  by  light- 
nng^  At  York,  wind  ripped  the  roofs  from  a  row  of  six*  houses 
>n  the  13th.  Trees  were  uprooted  and  broken  off  and  wires 
vere  torn  down.  One  witness  said  that  she  saw  a  funnel  cloud 
s  the  storm  approached,  but  this  statement  has  not  been  con- 
u-med.  On  the  same  day,  a  girl  near  York  was  struck  by  hght- 
img  and  at  Chambersburg,  lightning  caused  four  fires  and 
onsiderable  damage  was  done  by  the  wind.  Two  men  were 
tunned  when  lightning  struck  them  at  Newport  on  the  14th 
Vind  damage  near  Penn  Line  and  in  the  southwestern  counties 
ras  reported  on  the  16th  and  23d,  respectively. 

The  past  summer  was  warm  and  dry.  The  average  temper- 
ture,  while  slightly  above  normal,  was  1.1°  lower  than  the 
94.^  summer  temperature.  It  was  the  driest  summer  since 
J82  and  the  average  was  1.05  inches  lower  than  1943's.  Crop 
rospects  were  further  reduced  and  many  crops  ripened  pre- 
laturely.  Wells  and  springs  were  going  dry  and  fall  plowing 
as  delayed  in  most  areas.  g   w   s 


tivmes  ranged  from  a  maximum  of  103°  at  Marcus  ll<»,k  on 
the  4th  and  5th,  Burnt  Cabins  on  the  11  th  and  I2tli,  and  Phoe- 
nixville  on  the  13th,  to  a  minimum  of  30"  at  Kane  on  the  27th. 

PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  202  stations,  was  2.56  inches,  which  is  1.61 
inches  below  the  57-year  normal  for  August.  The  greatest 
monthly  amount  was  6.33  inches  at  Braddock,  while  the  least 
was  0.8]  inch  at  Montrose.  The  greatest  amount  recorded  in 
any  24  consecutive  hours  was  3.42  inches  at  Lancaster  on  the  7th. 


July. 


ERRATA 

li»44.-Page  .50,  George  School,  highest  maximum  .should  be  %°  on  28th.  Page 
00,  Philadelphia  City  Otlice.  minimum  temperature  ou  2,5th  should  be  76°  mean  mini 
muDi  should  be  70.6°. 


COMPARATIVE    DATA  FOR   AUGUST 


Year 


Temperature 


IbHS 

Is89 

1S90 

1891 

1^92 

1893 

1894 

1895   

1S96 

1897 

1898 

1899 

1900 

1901 


1902. 

19U3. 

1904. 

1905. 

1906. 
1907. 
1908. 
1909., 
1910.. 
1911.. 
1912.. 
1913.. 
1914.. 
1915.. 


1916. 
1917. 
1918. 
1919. 
1920. 
1921. 
1922 . 
1923. 
1924. 
1925.. 
19i6.. 
1927., 
1928.. 
1929.. 


TEMPERATURE. 


The  average  temperature  for  the  State  as  deduced  from  the 
ports  of  84  stations  was  71.5°,  which  is  1.2°  above  the  57-year 
)rmal  for  August.  The  highest  monthly  mean  was  79.0°  at 
arcus  Hook,  and  the  lowest  was  64.6°  at  Philipsburg.     Ex- 


1930. 
1931. 
1932. 
1933. 
1934. 
1935. 
1936. 
1937. 
1938. 
1939.. 
1940.. 
1941.. 
1942.. 
1943.. 
1944.. 


69.8 
67.4 
68.8 
69.6 
71.4 
70  4 
69.4 
72.3 
71.2 
67.9 
72.3 
71.2 
75.0 
72.0 

67.8 
67.2 
68.0 
69.6 
73.2 
68.0 
69.4 
69.4 
69.8 
71.4 
67.1 
70.4 
71.3 
68.0 

71.9 
71.2 
73.6 
68.2 
70.2 
68.4 
69.1 
69.2 
70.1 
69.7 
71.9 
65.5 
73.4 
67.7 

70.3 
71.1 
71.6 
70.8 
68.6 
71.3 
73.2 
73.5 
73.8 
73.3 
68.8 
68.8 
69.5 
70.8 
71.6 


(3 


Precipitation 


<;oo 


No.  of  days. 


o  p. 


^3 


100 

100 

98 

99 

99 

99 

98 

101 

101  I 

97  j 

99 

101  1 

103  i 

99  I 

100  I 
99 
96 
95 

96  I 

97  i 
102 
100 

98 
102 

93 
102 
100 

99 

103 
101 
108 

94 

95 

97 
100 

96 
102 

97 
103 

92 


33 
37 
34 
35 
42 
30 
32 
32 
35 
34 
37 
38 
38 
42 

34  I 

36  j 

34 

36 

39 

32  I 

.30  i 

34 

35 

36 

36 

38 

34  { 

34 

32 
88 
32 
35 
37 
35 
31 
30 
31 
26 
32 
34 


Period |   70.3 


99 

35 

98 

31 

108 

29 

104 

40 

103 

34 

104 

38 

98 

30 

98 

31 

102 

37 

101 

40 

100 

36 

98 

41 

98 

30 

101 

31 

96 

27 

101 

33 

103 

30 

108 

26 

7.05 
3.24 
5.76 
5.09 
3.77 
4.50 
1.84 
3.23 
2.22 
3  17 
6.60 
4.01 
3.33 
6.81 

2.62 
5.29 
4.36 
5.71 
5.62 
2.94 
3.22 
2.31 
2.61 
7.63 
5.02 
2.69 
3.85 
6.71 

2.57 
6.69 
4.12 
5.43 
4.66 
3.83 
3.14 
3.10 
3.78 
2.28 
5.69 
4.12 
4.60 
2.52 

1.47 
4.01 
2.82  ! 
7.61  I 
4.94 
3.91 
4.96 
5.43 
2.90  . 
2.98  . 
4.57  . 
4.35  . 
4.53  . 
2.72  . 
2.56  . 

4.17  . 

1 

)  

.■.■.■:::::i 
( 





10 

13 

8 

la 

12 

9 

12 

8 

9 

14 

8 

14 

6 

13 

9 

15 

8 

14 

9 

14 

12 

11 

7 

14 

9 

14 

U 

10 

10 

11 

12 

15 

9 

10 

9 

9 

7 

15 

12 

12 

7 

7 
12 

8 
12 
11 
11 
12 
12 


15 
12 
10 
16 
15 
16 
14 
11 
9 
17 
13 
10 

17 
15 
16 
13 
9 
17 
15 
15 
16 
18 
11 
12 
13 
17 

15 
11 
19 
13 
14 
13 
18 
13 
17 
15 
II 
17 
10 
14 
13 


10 
10 
14 
12 
7 
10 
12 
11 
11 
11 
11 
10 
12 
12 

13 

12 
10 
12 
12 


12 
9 
11 

11 

10 
10 
10 
10 
12 
8 
9 
11 
10 
9 
8 
10 
11 
8 

10 
10 

8 

9 

8 
10 
U 

9 
10 
10 

9 

9 
11 
11 
11 


8 
6 
8 
11 
10 
7 
6 
S 
6 
6 
9 
7 
6 
9 

6 
10 
6 
7 
9 
6 


7 

12 
10 
5 
7 
10 

4 

6 
5 
8 
10 
6 
7 
5 
5 
4 
12 
9 
7 
6 

6 
10 
4 

9 

9 

8 

7 

9 

4 

6 
11 

5 
10 


%.l 


58 


hh. 
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Climatological  Data  for  August  1944 


Stations 


AUmMc  m-aimge 

AUentown. 

Altoona^4.5  W 

Bethlehem.......-;--' 

Burnt  Cabins-2  NJi  .. 

Carlisle......  •■■■aw 

Chambersburg-lSW. 

Coatesville.     ■■■•••  ■  •  ,, 
Curweni-villeApt-6NW 

Eagles  Mere........ 

Kn  St  Waterford-3  t, 
Emporium  1  E 

i^So.-5swv:::::::|  Bed^^v- 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover...  .•■•-•••■ 
Harrisburg  Arpt.-d.b  h 

Haw!ey-0.5E 

Holtwood 

Huntingdon 

Lancaster 

Lawrenceville 

Lebanon,  . . . .  • -^ 

Lewistown-2  SW 


if„«l«'^^'^j;i.ir::;::;:!  Delaware 

Blair IL'lSf 

Susquehanna i  1,1/6 


Pi  vision  mean 


Division  mean 


State  mean 


Observers 


Marcus  HookU 

Martin.-burg 

Montrose-3t..  ..-■•••  ■ 

Mt-  Pocono  Arpt.-.i  jn 
Palmerton......------- 

Philadelphia  Airport 
Philipsburg-7  E.  . . . . . . 

Phoenix ville-l.  &  SE , . 
PortClintonn..  ...-- 

Quakertowntl-O- 5  ^'- 

SS^::;::. ;;;;:::::  £a;k;:wa^na:. 

Selinsgrove 

State  College.... 
Stroudsburg-2  E, 
Tamarack-2  S . . . 
Towandatt-1  E  . . . . 

Wellsborott... Tioga 

West  Chestertl.. . 
Wilkes-Barrelt.. 
Williamsportn.' 
William  stowntl 
Woodward-2  NE. 
York-3SWM.... 


Allent'n-Bethlehein  Gas  Co 
City  of  Altoona. 
Lehigh  University. 
Penua.  Turnpike  Conim. 
Clarence  E.  Miller. 
Williarh  B  Spear. 
Howard  L.  Pyle. 
U.  S.  Weather  Bureaii. 
Carl  E.  Bigger. 
U.  S.  Weather  Bureau.  _ 
Mrs.  Helen  C.Haa?. 
Ephrata  Review. 
Penna.  Turnpike  Comin 
Andrew  B.  Evan,-ha. 
Prof.  N.  W.  Swayne. 
Dr.  Henry  Stewart. 
Miss  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Peunell. 
Penna.  Water  &  Power  Co 
Prof.  Paul  R.  Yoder. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 

Penna.  Dept.  of  Highways. 

William  R.  Kelley. 

Sun  Oil  Co.  ^     ., 

Civil  Aeronautics  Authority 

Harrv  S.  Fancher. 

U.  S. 'Weather  Bureau. 

New  Jer?ev  Zinc  Co. 

U.  6.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila. -Suburban  Water  Co 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  S.  Weather  Bureau. 

U.  8.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E.  .Swartz. 

Mrs.  M.Ordelia  Parks. 

M.  S.  Bliss. 

Clyde  T.  Saylor. 

Civil  Aeronautics  Authority 

John  D.  McEwen. 

Gordon  E.  Lower. 

U.  S.  Weather  Bureau 

York  Water  Co. 


\ 


% 


Ohio  Drainage 

Bradford-4W McKean 

Brook  ville I  Jefferson 

Butler • 

Clariontt-3  SW  

Claysville 

I'orry ■ .  ■  ■ 

Coudersportlt 

Derry 

Dont  gal 

Donoratt 

Ebensburg 

Ford  City -4  S 

Franklin     1  Venango 

Greensburg-2  S :  Westmoreland. 

Indiana 1  Indiana 

Jamestown-2  NW '  Mercer.. 

Johnsu.wn-0. 5  W |  Cambna. 

Kane-lN :  McKean 

Meadville-l  S 1  Crawford 

Midland |  Beaver..  . 

New  Castle-1 . 5  N !  Lawrence 

Pittsburgh  Airport        '    ' """'      ' 
Putneyville-2.  5  SE 

Rldgw'ay 

Sharon 

Somerset 

Springs-1  SW 

TionPSta-1.5  SE  — 

Titusville-2S 

Uniontown  tX ,  Fayette 

Vandergrifttt |  Westmoreland 

Warren     1  Warren 

Waynesburg j  Greene 


Lake  Drainage 

Albion ■-■•    Erie 

Erie I  Ene 


City  Water  Dept. 
Civil  Aeronautics  Autlionty 
Butler  Eagle. 
Penua.  Electric  Co. 
Walter  B.  Paget. 
J.  Fred  Kinley. 
Potter  Enterprise. 
Miss  N.  Dixie  Wiuemau. 
Penna.  Turnpike  Comm. 
Donora  Zinc  Works. 
Miss.  Emma  H.  Eastman. 
U.S.  Engineers. 
William  K.  Fuller. 
Westmoreland  Water  Co. 
Indiana  State  Teachers  Col. 
Pa.  Dept.  Forests  i  \\  atere. 
Robert  Tross.  J 

Spring  \\ater  Co.  ^ 

Citv  of  Meadville.  ■ 

Perrv  P.  Campbell. 
New'Castle  Water  Co. 
U.  S.  Weather  Bureau. 
U.S.  Engineer>. 
West  Penn  Power  Co. 
Carnegie- Illinois  Steel  C  orp. 
D.  L.  Grove. 
Allen  E.  Yoder. 
i  r.  S.  Engineers. 
Arthur  M.  Stokes. 
William  W.  Marsteller. 
Carnegie-Illinois  Steel  Corp 
Merrell  L.  Jordan. 
Thomas  S  Knox. 


nvr.     Samuel  D    Lewis. 
SW.    1  D.  S.  Weather  Bureau. 


[See  page  64  for  explanation  of  reference  marks.] 
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Daily  Preoipltation  for  Aufrust  1044 


Statiou.s 


ATLANTIC 

DK.VINAGE 
OiiiucivY  llnsin 

I'prKK  Dki.awark 

IMiiKmnii8  Kerry*.  O.SK 

Hftwloy-'.O.AK 

IloUisterville- 

I,akevilli'2.  in 

Matftiiioras- 

Mount  Pooouo"*.  2  N . 
I'h'iisaut  Mouut',-\  1  \V 

Strou(l>l)urg.  2K 

Tauuers  Falls'.  S  1  .><E 

Wnlloupaupiu'k- 

Lkhigu 

Alleutown  .\rpt''*,  4  NV 

Alleufowu- 

Bethlehem' 

Blakeslee  Corners'.''.. 

Gouldsboro-' 

Lansford^ 

Mauch  Chunk,  1  S\V.  . 

New  Tripoli 

Palnierton',^ 

Ziouj^ville,  1  SW 

ScillYl.KlLI, 

Conshohocken 

Fredoricksville^.  l  S.  . 

Gratersford2 

Phoenixville-,  1.5  SE. 

Port  Clinton^ 

Pottstown-'.  0.5  S 

Pottsville^ 

Reading'.'' 

Werners  ville 

LoWKR    Dei,.\W  ARK 

CoatesvilIe*> 

Roylestown 

George  School " 

Marcus  Hook2 

Philadelphia 

Airport  Station'.  5 

City  Office',  •'* 

Shawmont 

Quakertown,  0.5  E 

West  Chester.  .    .. 
VVestGroveS,  1.5  SE.... 

>^i'SQ(ichaima  Basin 
Chemung 


U»y  of  month 


I  1 


Pike... 
Way  no. 
Wayne.. 
Wavno.. 

Pike 

Monroe. 
Wayne.. 
Monroe 
Wavne.. 
I'ike.  ... 


Lehigh 

Lehigh 

X'rthaniptou 

Monroe 

Wayne 

Carbon 

Carbon 

Lehigh 

Carbon | 

Lehigh,. .. 


2  W 


.\ustiuburgi.  ■■> 
Oenterville^ .  . 

Covington- 

Lawrenceville 

NoKTH  Bkanch 

Cantons,  i  NW 

Danville-  

Freeland- 

Millville'.5 ; 

.Mouioeton^,  2S 

.Montrose^,  3  E 

Orwell^,  3  X 

Park  Places,  INW... 

Pikes  Creek. 1. 5 

Rush^.  6S 

5cranton'.5 .[ 

Susquehanna^ ' 

Towanda.  IE 

ruukhannock ',  * 
U'ilkes-Barre3..  .   '..'. 

West  Branch 
\nsouia2,  2  W 
Bald  Eagle', '\   ....'. 

^urioUtowu'^ 

barter  Camp'.  '•'....,., 

Jedar  Run- 

31earfield2  ...■.....,'_'_[ 
'ur«en.svilleii    6  NW 

Jriftwood'.s 

inshore',  J ' 

iagles  ilereK ....', '" 
imporium^,  IE 
English  Center',  5...'" 

Jaleton. , 

Carthaus2  ... . 

^ock  Haven2..." .'.'."■■ 

ledix  Run'.j.... 

'hilipoburgS.  7E 

tenovo- ' "  ■ 

tate  College',  5....'" 

'ainarack2,  2  S    ■ 

Mlsboro2... 


Montgomery 

Berks 

Montgomery 

Che.-ter 

Schuylkill... 
Montgomery. 
Schuylkill  ... 

Berks 

Berks 


Chester 

Bucks 

Bucks 

Delaware.. . 


Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester 

Chester 


Tioga 

Bradford 

Tioga 

Tioga 


Bradford 

Montour 

Luzerne 

Columbia,. . . 

Bradford  

Susquehanna 

Bradford 

Schuylkill 
Luzerne.. . 
Susquehanna 
Lackawanna 
Susquehanna 

Bradford  

Wyoming..  . . 
Luzerne 


Tioga 

Blair 

Cambria 

Potter 

Lycoming.,. 
Clearfield  .  . 
Clearfield... 

Cameron 

Sullivan. . . . 

Sullivan. 

Cameron.. . . 
Lycoming..., 

Potter 

Clearfield 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

Tioga 


04 

..,,  .02 
...I  .02 

iio  .06 

.02  '.'io 


.26 

....!  .28 
.28-. 
.IV  .05 
...'  .14 
...  .31 
.18}  .05 
.111  .0' 

.101  T. 

.26    .11 


1.02    .79 

...I  .46 

'f.'ii.'78 
....]  .10 
. ..  '  .95 
....  .09 
.361  .01 
.351   .10 


1.371  .19 
.51i  .44 

1.38(  .12 
T.    2.80 


1.02 
33 


.20 


18     19 


.02 


1.06 
.39 
.20 

.07 


.20 


2.39!  .-22 

2.001    .21 

.95!   .60 

.26    .20 

. .  1.  69    .  33 

.  10  2. 47 


.06 
.33 
.05 
.26 
.19 
• 

T. 

.89 
.67 
.08 


1.21 

.'so 


20     21     22     28 


86 

01 

88 

68 

21 

25 
1. 00 

46 
.32   T. 
86 


.08 


.01 

.04 

1.54 


T. 


.05 
."i4 


.01 


.05 


.2' 
1.66 

.19 
L40 

1.54 

.47    .44 


.30 

.07 
.05 
.01 

.02  .07 
.02  T. 
.02... 


1.64 


1.53 
.62 
.11 

07 


.06 


.24 


T. 


.01 


.26 

...|  .43 
.50   .82 


.42 


.66 


.30 


.02 


..1. 00 


1.26 


.68 


24 


.02 
.85   T. 

.20    .(15 
.33... 


.07  1.24 
.15  1.16 
29 
42 


.01 


.03 
.06 
.23 

.'67 
.16 
T 

1.19 
.10 
.03 
T 


.031 


T. 


.30 


.04 


01 
03 
13 

1.11 
12 

1.17 

.'23 

.25 

LOS 


.75 


.20 


2.05 
.18 
.26 

02 


.65    .29: 

.17  ....j 
.371. 


.61   T. 

.78    .08 

.72.... 

.07   .08  r 
.69    .18 


26     2«     27 


T. 


.06 


.10 


.39 


T. 


T. 


.10 
.13 
.90 

.16 
.08 
.45 

1.25 


.05 
.18 
.05 

'.'26 

Ail 

.O2I 
.03 
.02 


T, 
.02 

'.'io 

.06 
.05 
.04 
.04 
.02 


.55 


.20  . . . 
.63   T. 


.15 


.64 


06 

1.13 

.15 

.02 


T 

.01 
1.06 

.'63 
..33 

'.'6i 

.04 
.16 
T. 


.02 


.08 


.04  ... 


08]  T. 
.01 
.02    .02 


28 


29 


,03 


.20    ... 
.06    .02 


.03 


T. 


.09 


.75 


1.16 


.06 


.05 


.06 


.72 


.16 


1.77 
.02 
.07 
T 


.25 


1.00 


.20 


.80 

.61 

.13 

.10 

.65 

.24 

.1 

.08 

.07 

.26 

.23 

.18 

.03 

'.'65 


.05 


.01 


T. 


.03 


.02 


.01 


.05 


80     81 


.02 


.02 


.06 


.07  T. 
.01  T 
.  07    .  02 

'.'io 

.061 
.02 


.05 

T. 
T. 

.20 
.09 
.06 
.06 
.04 
.04 


«..56 
T.       2.17 
1.98 


3  09 
3.11 
2.97 
2,86 
3.82 


..    T. 


.60 
.65 

.60... 


1.30 

.06 
.02 


06 


.04 


T. 
T. 

't. 

.04 

T 

.14 


T 


.09 


.16 

.18 

1.19 


.10 
.03 
.18 
.37 
.02  . 


,66 
.06 

17 
.32 

.02   .27 
.03    .19 
.20.. 
.23 


.01 


.02 


.36 


.30 


.20 


.04 


.  10  . . . 
.  24  . . . 


T. 


:.'' 


.02 


T. 


.40 


T. 


.32 
.02 
.65 
.03 
.36 
.56 
.02 

"!64 
.24 
.50 
.04 
.06 
.62 
.28 
.02 
T. 
.26 
.03 
.54 
.28 


.02 


.06 


.02 


.02 


.04 


.01 


.28 


1.67 
2.  42 
1.65 
3.28 
3.44 
1.32 
1.69 
1.79 
2.01 
1.40 


2.56 
I., 55 

i.'w 
2.36 
3.27 

2.12 
2.53 
1.48 


2.31 
1.21 
1.69 
3.30 

2.78 
2.44 
1.82 
1.09 
3.08 
3.17 


1.02 

n 

1.61 
1.15 


3.95 
2.63 
3.27 
2.26 
1.98 
0.81 
3.18 
0.89 
2.96 
2.27 
3.28 
2.53 
2.31 
2.29 
3.56 


2.06 
3.00 
3.78 
2.10 
L53 
2.30 
4.19 
2.97 
2.  23 
1.34 
2.42 
1.71 
2.16 
3.17 
1.08 
3.67 
2.84 
•2.17 
1.52 
1.93 
1.97 


Continued  on  page  60. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


August  1944 


Daily  Precipitation  for  August  1944 -Continued  from  page  69 


Stations 


Day  of  month 


Counties 


West  Branch 
(continued) 

Williamsport^ 

\Villiamsport2,  4  SE.  , 


Lycoming.. 
Lycoming. 


Juniata 

Altoona,  4.S  \V..... ... 

Breezewoodi,  O-.t  r>  — 

ButTaloMillsii.  •■-•■,■• 
Burnt  Cabins' .  2  Ni... 
East  Waterford'',  3  E,. . 

Everett-.  0.5  SW 

Huntingdon  ''■ 

Lewistown'^,  2  SW 

Mapleton  Depot^ 

Martinsburg^.......— 

McConneIlstown2.4NW 
NeHs  Millsl,  »,  3.5  NE.. 

New  Bloomfield 

Newport^ 

Saxton^,  1  W .•   • 

SliadeGapi,5.o.6SW.. 

SliaverCreek^ 

LwR  Susquehanna 

Arendtsville^... 

Bloserville,  1.5  N 

CarlisleS 

Columbia^ 

Dauphin''i,3N 

Eplirata 

Glen  Rockl,'^ 

Gordon  ••■■••■;•■■ 

GnintviUeb.  4  NW 

Hanover^ :;  io-'i 

Harri.-burg  Apt',  ".d.o  » 

Holtwood- 

Huntsdale  2     ...... 

Kirliwoodi.s,  isW 

Lancaster 

Lebanon^ . . .. . . ....  ■■■■ 

Middletown',1.5W.... 

Millersburgi,".  2h.  .   .. 

Milroy'-'.o  N  . . . . . 

Newburgl.S.SNW 

New  Park.. ■i^"" 

I'ine  Grove^.  1.5  NE  . . . 
Ringtown^,  1.5  SW  — 

SeliUEgrove 

Shamokin''' 

Shippensburg 

8unbury2 

Williamstown^ 

Woodward^,  2  N  E 

York.SSW 

York  Haven2 

Potomac  Basin 
Chambersburg2,  1  SW. 

Gettysburg 

Hewitts,  2  SW 

Hyndraan^ 

McConnellsburg'i..   .. 

Mercersburg^ 

South  Mt.  San't'm-i... 
GULF   DRAINAGE 

Ohio  B<mn 
Alleoheny 

Acmetonla^ 

Aliens  Mills'.  5 

Blalrsville^,  6NE 

Boswell^6NW 

Bradford,  4  W 

Brookville^ 

Buckstown'.  ^ 

Clarlon2,3SW 

Corry 

Coudersport 

Derry 

Donegali 

Dunloi.  5,0.5  SW 

Ebensburg2 

Fo^dCity^4S 

Franklin'i 

GlenHazel2,  1  NE.  ... 

Honiei.  5 

Indiana 

Johnstown6,0.5  W.... 

Kane'.  IN  

Kregari,4.5SE 

Lycippus,  1.5  E 

Marienville',* 

Meadville2,  18 

Mosgrove^ 

Parkers  Landing^.    . 
Pittsburgh  Cty  Of,  ^ 

Port  Allegany  2 

Punxsutawney2 


Blair 

Bedford 

Bedford 

Fulton 

Juni  ata 

Bedford  

Huntingdon . 

Mifflin 

Huntingdon . 

Blair. 

Huntingdon. 
Huntingdon  . 

Perry 

Perry 

Bedford... 
Huntingdon . 
Huntingdon . 

Adams 

Cumberland. 
Cumberland . 
I;ancaster.. . 

Dauphin 

Lancaster.. . . 

York 

Schuylkill  .. 
Dauphin  — 

Y'ork 

Dauphin... 
Lancaster.. . 
Cumberland 
Lancaster..  . 
Lancaster, . . 
Lebanon  — 
Dauphin  — 
Dauphin.... 

Mifflin 

Cumberland 

York 

Schuylkill.  . 
Schuylkill ... 

Snyder  

N'umberland 
Cumberland. 
N'umberland 
Dauphin. 
Centre.  . . 

Y'ork 

York 


Franklin. . 
Adams,.. . 
Bedford.. 
Bedford  . 
Pulton  — 
Franklin.. 
Franklin.. 


Allegheny,... 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Erie 

Potter 

W'moreland. 
W'moreland. 
Cambria. ..  . 
Cambria.  . . . 
Armstrong.. 
Venango — 

Elk 

Indiana 

Indiana,  — 

Cambria 

McKean. ..  . 
W'moreland 
W'moreland 

Forest 

Crawford.. . 
Armstrong.. 
Armstrong.. 
Allegheny . . 
McKean.  ... 
Jefferson — 


01 

.06 

.27 

.14 

.W 

T. 

T. 

T. 

ni 

■]67 

■.13 

.'62 

".■i& 

1.00 

"as 

.03 
.24 
.03 

IM 
.93 

']27 
.02 

I'.'s? 

1.06 


.23 


T. 


.OS 


.09 


.34 


.23 


T 
1.15 

.'62 

T. 

.16 

.'34 

.12 
.04 


.53 
1.16 


.05 


01 
2.75 


.11 


.02 


T. 


.11 


.42 


10     U 


12     13     14     15     16     17  1  18     19     '20 


.43 
.25 
.90 
1.11 
.32 

!66 
.11 

1.98 
.11 
.88 
T 

1.17 
80 

2.93 
.8:^ 

1.73 
.30 
.14 
T. 
.10 
.15 


.07 


.20 


.03 


.52 


.01 


.60 


.02 


.18 

1.85 

.08 

.03 

1.33 

52 

73 

39 


.43 


.65 
1.07 
.23 

'.'i4 


.62 


.91 


.16 

.'23 

1.65 

25 


.23 

1.72 


1.70 


.12 
.40 
T. 
.13 
1.69 

'.'62 
.94 
.02 


T. 


1.44 


T. 


.05 


1.07 


.02 


.01 


.92 


.03 


.07 

i.'i? 

.02 
.74 

.16 
.35 
.03 
.33 

'.'34 
.02 
1.59 
1.45 


.34 


.03 


.38 


21 


.05 


.12 


.23 


.20 


.02 


T. 


15 


1.18 


.70 


.08 
13 
T 
.14 
T, 
T 


.39 


LOO 
24 


1.23 
.14 


,08 


.06 


.03 


.02 


.02 


.02 


.53 


1,27 


1.41 


.04 


.42 


.37 


.02 


.25 


.19 


22     23     24     25     26     27     28     29     30     31 


.22 


T. 


.25 


.10 


.37 
.20 
.10 
.50 
.82 

.60 
.24 
.18 
.34 
.11 
.10 
.31 
.05 
.31 
.12 
.11 
.06 
.."jl 
.04 
.26 
.22 
.  17 
.02 
.32 
.55 
.43 
.44 
.10 
.35 
.25 


.09 


.06 


T. 


T. 


L22 


.33 


T 

.03 

.01 

T. 

.02 

T. 

T. 

T. 
.02 

■.■63 
.08 


.43 


1,27 


.02 


.05 


.34 
.51 
.13 

A 
.50 

.85 

.04 
.82 
.72 
.22 
.42 
L.-28 
.31 
46 
.'28 
.85 
.53 

'.'2'7 
.62 
.07 
.08 
.62 
.79 
.03 
.11 
.67 


.09 


.02 


.02 


.12 


.01 


.21 


.•25 
T 

!i2 

'.{» 
T. 
.05 
.14 

'.03 
.10 
T 

'.'32 
.06 

'  .h 

.  19 
.05 
.37 
.02 
.25 
.24 
.02 
.06 
.15 


T. 


T. 


.02 


,02 


T. 


T. 


.07 

.85 
.14 
.10 
.29 
.70 
.21 
.06 
.48 
.32 
.47 
.43 
.27 

!i6 

.15 

T 

.75 

.70 

.58 

.52 

.65 

.38 

.61 

.32 

T 

.11 

.39 


T. 


.23  ... 
.  13  . . . 
.05... 
.48... 
.53  ... 
.32  ... 
.62  T. 


T. 


.02 


.22 


2.3.') 
2.49 


1.62 
2.86 
L93 
1.2;i 
1.98 
1.06 
2.54 

$5 
1.55 
1,33 
1.47 
1.48 
2.66 
5.17 
1.17 

5$ 
1.51 


1.26 
1.14 
2.17 

3.89 
1.88 

2.15 
1.40 
2.77 
1.25 
1.51 
1.71 
2.29 
2.79 
5.82 
3,08 
2.43 
0.99 
1.76 
1.25 
3.04 
0.96 
1, 22 
1.14 
3.64 
1.66 
2.85 
3.53 
1.59 
2.71 
3.71 


2.44 
1.21 
$1.10 
1,88 
2.56 

'2.95 


3.17 
4.83 
2.61 
3.09 
2.56 
3.91 
2.96 
2.54 
$2.19 
$1.92 
3.62 
2.84 
L62 
2.93 
4.32 
1.98 
2.86 
55.23 
3.92 
2..i6 
2. 25 
2.93 
3.29 
3.59 
3.62 
2.96 
2.78 
.5.19 
1.88 
8. '25 


Continued  on  page  61, 
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(M.IMATOLOGICAL  DATA:   PKNNSYIAANIA   SKCTION 


CI 


Dally  Precipitation  for  Auifust  1944 


(>)iitliiuu(l  from  riijri' 


SUUons 


Counties 


Al.I.RGBENY 

(continued) 
Putnovvillo'.  2.8  SE.. 

RUUrwRT* 

S«ltsburg!l 

Sow  aril- ...   . 

Shemeia'.s,  6\V 

Sinetliport'.'\  1  SW  . . 

Strongstown'.  ■'' 

Tloue.<ta-'.  1.5  SE 

TItusville.  2S. 

Union  Citj-'.'' 

Vaniiergnft ' 

Warren- 

VoungsvlUel.* 

MoNONG.\HKLA 

Courtuencp2, 1.5  NW,. 

Connellsville- 

Douora' 

Greensboro^ 

Greensburg,2  S 

Irwin 

Meyersdale^ 

Murrysville//',  ^ 

Newel)" 

PitUburjrh  ArptV/  i.-V. 

Kice.*  Landing* 

Somerset 

Springs*^.  ISW .'.'.' 

Unioutown 

Waynesburg 

Beavek 

Beaver  Falls2 

Butler I 

Greenville i 

Ja]iiostown2,  'NW.        | 
Mercer  Arpt.*".  2.5  NK.  ' 

Newcastle.  1.5  N 

Pennline.  2,  is 

Shtirou- 

Ohio 

ClaysvilleS 

Coraopolis2,  i  E.  ... 

Midland^ .....; 

Mt.  Lebanon* 

Washington',  5 

LAKE   DRAINAGE 
AlbionS 

Erie'.' ;;.'.■; 

itaymondi,  * 


Armstrong.. 

Elk 

Indiana 

Indiana  .... 

Warren 

McKean . . . . 

Indiana 

Forest 

Crawford. . . 

Erie 

W'moreland, 

Warren 

Warren 


Somerset 

Payetta 

Washington 

Greene 

W'moreland 
W'moreland 

Somerset 

W'moreland 

Fayette 

Allegheny.. 

Greene 

Somerset 

Somerset 

Fayette 

Greene 


Beaver 

Butler 

Mercer. .   . . 

Mercer 

Mercer 

Lawrence.. 
Crawford.. 
Mercer 


Washington 
Allegheny  .. 
Beaver., .'. . . 
Allegheny  .. 
Washington 


Krie 

Erie 

Potter 


[See  page  64  for  explanation  of  reference  marks.] 


Daily  Evaporation( inches)  and  Wind  Movement  (miles) 


Stations 


iimesto^vn* .  .2  NW  I  Evaporation ....  1 .  226 
\  Wind  movement     33 

haver  Creek2 I  Evaporation 214 

\  Wind  movement      1 

l^allenpaupack^. . .  t  Evaporation 174 

\  Wind  movement     62 


.262!.  138 
38     24 


.134 
3 

.137 
38 


.218 
27 


.119 

40 


.164:.26H 
17     32 

182 


.  2131.224 
29"   63 


.084 
19 

,254 
9 

.216 
66 


.114 
16 


.2181.206 
50;    35 


.118.248 

25       6 


.198|  0I7i.213 
211     231    32 

I      I      ! 


10     11     12 


.222 

20 


.246.224 
28l     34 


.258 
4 


.186 
2 


.285 
82 


13     14     15     16 


.206 
29 


.2421.204 


.278 
12 


.305 
111 


23 


11 


.166 

8 


.  278 .  203 

88     79: 


.234 

7 


1851.266 
26,     45 


18 


44 


19     20 


.258 
40 


.320 
53 


.157 
117 


.192 
31 

.242 
II 

.303 
63 


21 


.224 


22 


,034 
12 

.120 
6 

.2'20 
123 


23 


.186 
17 


.260 
1 


24     2d 


.070. 130 
29|     22 


.246 
17 


1 .904  inches.  Italics  mean  minus  quantity.  [See  page  64  for  explanation  of  other  references.] 


26     27 


170 
13 

.188 
22 

136 

41 


.202 

6 


28 


.202 
56 

212 
9 

.157 
26 


29     30 


.026 


.188 
33 

.040 
7 


.2091.018 
92!     88 


.152 

7 


.122 

58 


Total 


5.466 


5.896 
322 

7.576 
1898 


62 


CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


August  1944 


Daily  Temperatures  for  Augruet  1944 


Stations 


Albion^ 

Allentown  Arpt.M  NE 

AUentown/ 

AUoona-4.5  SW 

Arendtsville^ 

Bethlehem' 


/Maximum.. 

\  Minimum.. 
. /  Maximum. .1 

\  Minimum . . 
.  (  Maximum.. 

\  .Mininuim., 
,  /  Maximum.. 

V  Minimum.. 
.  (  Maximum.. 

V  Minimum 

.  /  Maximum.. 
\  Minimum 


Bradford-4W {^^ZSr 

^->o^^'^' I^^SS": 

B„rntCabinsl.2NE....|Maximu^^^^^ 

Butler {^lf,rr.: 

Canton/.INW (^Sum.: 

«->-'«« {'^tSZS:: 

ChambersburgM8W...|Ma_xi_mum. 

"-"-«-^^™ (^Sun.-. 

«-y-"'«' {^^iZS: 

<^-t--^i«" (Jll=^: 

rolumlMa" /  ^,?'''?™V™- 

\  Minimum.. 

Corrv         (Maximum. 

"    '■•■  \  Minimum. 


Coudersport 

Curwenbville3-6  NW . 

Derry 

Donegal' 

Donora' 

Eagles  Mere  / 


East  Waterford-3  E  . 

Kbensburg/ 

Emporium  /-I  E 

Ephrata 

Erie' 

Everettl-0.5  3W.... 


I  Maximum.. 

\  Minimum. . 

/  Maximum.. 

V  Minimum.. 

(  Maximum.. 

\  Minimum. 
.  /  Maximum.. 

\  Minimum.. 
.  )  Maximum.. 

\.  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 

.  (  Maximum.. 

\  Minimum.. 
.  (  Maximum. 

\  Minimum.. 
.  /  Maximum. 

V  Minimum. 
.  (  Maximum. 

\  Minimum  . 
.  (  Maximum. 

\  Minimum .. 
.  /  Maximimi. 

\  Minimum, , 


58 


Ford  Citv-4  S /  Maximum. 

V  Minimum. 

Franklin / )  Maximum . 

\  Minimum. 
Fredericksville6-1  S /  Maximum. 

\  Minimum.. 
Freeland )  Maximum. 

\  Minimum.. 
George  8ohool« )  Maximum. 

\  Minimum . 
Gettysburg i  Maximum. 

\  Minimum. 


Gordon 

Greensburg-2  S 

Hanover/ 

HarrisburgArpt.  '-3. 

Havvley''-0.5  E 

Hewitt«-'2  8\V 


5S 


(  Maximum. 
\  Minimum. 
(  Maximum. 
\  Minimum. 
(  Maximum. 
\  Minimum. 
(  Maximum. 
\  Minimum.. 
(  Maximum. 
\  Minimum. 
(  Maximum. 
\  Minimum . 


8 

60 

75 

68 

83 

69 

90 

62 

88 
63 
81 
62 
85 
66 
83 
63 
8H 
69 
77 
67 

75 
65 

78 
64 
88 
61 


94 
65l 
88i 
69 
88 
68| 
92 
64 
95 
68 
86 
68 

91 
55 
9> 
.57 
93 
68 
89 
58 
91 
60 
93 
67 

92 
68 
95 
59 
92 
58 
91 
68 
93 
69 
91 
56 

91 

55 
87 
59 
91 
59 
90 
56 
93 
64 
871 
62 

86 
63 
88 
63 
93 
59 


9     10     11 


Holtwood' 

Huntingdon 

Indiana 

Irwin 

Jamestown  /  -2  NW . 


(  Maximum. 

V  Minimum. 
(  Maximum 
\  Minimum. 

,  /  Maximum. 

V  .Minimum . 
/  Maximum. 
\  Minimum. 

.  /  Maximum, 
\  Minimum. 


99 
65 
97 
68 

93 
57 
93 
63 
99 
62 
96 
65 
94 
64 
97 
65 

98 
65 
96 
63 
93 
60 
98 
74 
100 
67 
95 
59 

94 
58 
90 
66 
93 
63 
92 
58 
95 
69 
89 
1  62 

92 
73 
91 
62 
95 
61 


71 
91 

64 
90 
64 
97 
74 
99 
71 
86 
64 

91 
60 
88 
64 
90 
69 
91 
58 
94 
73 
86 
68 

90 
73 
88 
61 
92 
65 


89 
72 
9' 
58 

94 

62 
93 
62 
93 
6'. 
92 
73 
96 
67 
99 
68 

94 
61 
90 
59 
96 
70 
100 
69 
97 
60 
98 


92 
63 

73 
59 
80 
65 

80 
66 

83 
60 
84 
64 
75 
65 
80 
70 
79 
56 

78 
55 
76 
60 
81 
64 
80 
62 
85 
67 
74 
61 

79 
64 
74 
62 
82 
58 


93  100 
56  60 


76 
66 
76 
66 

»■ 

64 

83 

60 

70 

64 

72 

62 

76 

71 

8' 

69 

81 
67 

82 
60 
75 
69 
76 
64 
69 
63 
80 


56 
88 
49 

87 
48 
81 
56 
87 
56 
8' 
54 
89 
61 
80 
56 

82 
62 
82 
54 
90 
56 


93 
66 

90 
60 

89 
62 
96 
55 
90 
53i 
91 
60 
92 
55 

92 

67 
94 
54 
93 
56 
92 
61 
95 
58 
92 
49 

90 

50 
86 
67 
91 
58 
89 
50 
93 
61 


14   16   16  17 


19  20  21  22 


23 


86  84 
66  65 


54  55 


87 
75 
98 
63 

94 
65 
91 
60 
95 
61 
92 
73 
95 
70 
101 
69 

95 
62 
93 
52 
98 
71 

101 
70 
97 
62 

100 


76 
96 
70 
95 
71 
93 
68 
96 
67 
96 
74 

90 
66 
92 
65 
97 
68 
93 
70 
90 
68 
93 
70 

92 
72 
95 
65 
82 
70 
96 
72 
97 
70 


71]  51 
831  7B 


92!  80 

67   58 


79 
6' 
91 
65 

«4 
64 
80 
69 
91 
66 
85 
67 
94 
76 
95 
73 

92 

67 
80 
62 
95 
72 
96 
73 
90 
62 


85 
51 

84 
46 

82 
46 

84] 
42 
861 
47I 
82 
49 

82 
41 
84 
40 
86 
43 
85 
45 
80 
43 
84 
44 

83 
47 
86 
41 
86 
43 
83 
69 
87 
46 
83 
35 


791 
60 
90l 
.56, 
90! 
62' 


90;  83 
55I  63 


93 
65 
89S 
60j 

80 1 
47: 
84! 
49, 
94 1 
68' 
86; 
42' 
87, 
44 
92 
56 

91 

68 

861 
50' 


24 


84;  811 
.58   64 


82 

85 

32 

46 

79 

79' 

46 

58 

87 

87' 

43 

.56! 

84 

851 

40 

55! 

9C 

86 

■52 

66' 

76 

80! 

46 

461 

79 

86 

83   64' 
"  ■   89; 


6!i,  49 
83   "■ 


82 
65 
85 
66 
84 
54 

83 
60 
75 
63 

81 
64 
78 
62 
84 
67 
80 
57 

78 
62 
81 
.50 
84 
61 


80 
44 
74 
46 
91 
54 
84 
51 
81 
55 
87 
57 

85 
62 
78 
49 
77 
55 
90 
64 
89 
57 
80 
45 

83 
42 
70 
51 
79 
.54 
82 
56 
82 
64 
78 
57 

80 
61 
78 
54 
80 
46 


25 


26  27  28  29  30  31 


Mean 


6 
4' 
71 
60 
81 
56 
84  85 
57 

75 
45 
76 
42 

81 
57 
79 
57 
75 
45 
85 


95 

75 

92 

651 

82]  79 

64  j  60 

80  82 

661 

83 

64 


811 
66 
93 
53' 

88: 

51 ! 

44 

87 
52' 
83, 
58j 
88: 
6O1 
91  i 
63 

88] 

■  54! 

SO  I 

501 

91, 
57 
93 
63 

88' 
50 
94 


71 
65 
76 
58 
75 
59 
72 
51 
78 
57 
72 
56 

66 
44 

68 
44 
75 
52 
70 
50 
69 
51 
80 
5' 

75 
58 
69 
47 
69 
48 
78 
62 
79 
64 
67 
47 

66 
46 
64 
47 
70 
51 
68 
60 
74 
54 
72 
49 

67 
51 
70 
50 
70 
48 
77 
59 
69 
58 
73 
4' 

70 
48 
70 
48 
73 
53 
78 
50 
79 
61 
85 
6U 


76  80 
50i  58l 


47   48 


90  81 


53  64 

85   80 


44 
85 
431  41 


57 
87, 
60  64 


45 

71 
44 
72 
41 
76! 
52 
79 
46 
71' 
40 

68 

39 

65 

46 

72 

43 

68 

3 

75 

47 

76 

46 

68 
5ll| 
731 
381 
71 
42 
77 
46 
70 
65 
73 
40 

79 
43 
73 
48 
74 
42: 
69 
46 
79 
47 


77 
49 

74: 
33' 
76 
38 
82 
39 
73 
39 
73 
46 
78 
41 

79 
43 
76 
41 
76 
41 
79 
46 
84 
45 
74 
35 

74 
35 
71 

46 
76 
40 

75 
41 
81 
46 
75 
46 

73 
53 
65 
38 
78 
40 
82 
44 
74 
53 
78 
39 

76 
41 
78 
44 


76 
46 

75! 
311 
751 
39 
81 
41 
78 
45 
75 
44 
79 
42 

81 
46 
76 
41 
79 
43 
78 
53 
86 
45 
78 
32 

77 
31 
73 
48 
78 
49 
74 
46 
80 
48 
77 
49 

74 

55 

77 

42 

7! 

3 

82 

46 

79 

56 

80 

40 


75 
61 
76 
48 
72 
47 
72 
52 
67 
50 
76 
50 

7s 

.55 

62 

.56 

64 

5 

68 

42 

65 

45 

74 

50 

65 
52 
63 
55 
72 
56 
81 
50 
80 
52 
70 
53 

59 

42 

56 

.53 

72 

5 

63 

54 


73 
65' 
76 
68 
77 
62 
72 
65 
74 
.56 
73 
69 

67 
.55 
70 
45 
75 
66 
68 
59 
70 
54 
74 
49 

72 
56 
73 
56 
73 
57 
77 
61 
76 
57 
70 
58 

70 
53 
69 
45 
72 
59 
70 
51 
75 
62 
65 
50 

66 
53 
70 
53 
74 
55 
73 
58 
71 
61 
72 
53 


50 


73  74 

39  36 

73  75 

38!  37 

76!  79 

501  49 

75  79 

50:  46 

73  75 

41  38 

75!  81 


90  75 

64  62i 

85|  73I 

54;  551 

80!  681 

551  57 


78' 

57I 
771 
49 


75'  79 

55;  55' 

75|  80 

42!  40 

70'  73! 

43,  45 

75!  78 

42'  40 

73  79 

39  38 


83 
.59I 
88 
54 
86 

Si 

82 
51 
87 
5" 
86 
58 

r 

42 

81 
43 
86 
47 
78 
45 
80 
.52 
80 
51 

84 

60 

82 

46 

82 

51 

86 

5 

90 

50 

81 

46 

78 
4U 
75 
46 
81 
.52 
78 
46 
86 
56 


.58 
79! 
50 
87 
53 
87 
62 

78 
47 
79 
49 
86 
50 
83 
49 
80 
55 
85 
50 

85 
53 
78 
61 
80 
52 
89 
59 
90 
54 
7.5 
46 


84.8* 

64  6* 

87.1 

60.7 

86.3 

61.2 

84.0 

57.1 

87.7 

60.3 

85.7 

63.2 

82. 2 

52  9 

>^2. 5 

.53.7 

88.  4« 

5fi.7c 

85.0 

56.4 

83.1 

.57.1 

86.9 

59.1 

86.4 
60.2 
84,6 
55.5 
84.0 
57.2 
87.1 
64.4 
89.3 
60.9 

82.8 
51.1 
78.1 
.56.4 
83,9 
68.7 
82  2 
54.7 
86.3 
63.0 
81.3 
57.5 

81.0 
62.4 
80.4 
.55.3 
85.2 
53.7 

80.6 
65.8 
86.4 
55.5 

88.9 
.56.1 
83.3 
56.0 
84.1 
57.3 
81.5 
60.4 
87.3 
63.  3 
89.0 
63  3 


84.9 
56  6 
S3. 5 
54.0 
86.6 
63.6 
87.5 
63  1 
85.1 
55.  S 
89.2 


77  86 
63'  59' 

751  86| 

5S|  45| 

73i  80 

581  50l 

74|  83' 

59  .53i 

78  84' 
53  47l 


86.8 
67  i» 
87.7 
57.4 
84.0 
59.2 
86.0 
58.7 
85.0 
55.6 


Ctontinued  on  page  63. 
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Dally  Temperatures  for  Aueruet  1 944-('ontlnuod  from  page  «'.'. 


Continued  on  page  64 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


August  1944 


Daily  Temperatures  for  Aug'ust  1 944— Continued  from  page  63. 


Stations 


Warren /  Maximum. 

\  Minimum., 
VVaynesburg /  Maximum. 

\  Minimum., 
Wellsboro/ /  Maximum. 

\  Minimum. 
West  Chester /  Maximum. 

\  Minimum., 
Wilke-s-BarreS /  Maximum. 

\  Minimum. 


Williamsport 

Williamstown 

Woodward3-2  NE.  . 
York-.3  SW 


/  Maximiim. 

I  Minimum. 
(  Maximum 

\  Minimum . 
/  Maximum. 

»  Minimum. 
. . . .  /  Maximum. 

\  Minimum. 


7    1    8 


93  84 

68  65 

93|  90 

66:  66 

82,  69 

64  59 

98  92 

71  68 


56,     50 


10 


12 


13 


90  91 
64  65 
92     93 


63 
96 
61 
95 
68 
99 
68 

101 

65 
97 

62 1  65 
91  94 
73!  73 
98  98 
67 


14 


15 


17 


19 


20 


85 
42 

85 
43 

84 
33 

82 
52 

74i     81 
47      42 


21 


791 

491 

81 1     82: 


85     90 
42      54 


89 

55i  39;  54 
72i  791  83 
481  61 
861  92 
46!     60 


49 


50 


22 


23 


24 


25 


67     70 

47 


26     27 


46     42| 

731     78! 


46     42     42 


481  50 
77  81 
45     42 


28 


29 


81  75 
41|  53 
811     74 


30 


31 


Mean 


82.5 
56.7 
83.7 
56.7 
84.5 
50  7 
86.0 
62.5 
85.5 
57.5 

87.9 
5,'S.9 
87.3 
56. 2 
79.4 
59.8 
90  5 
60.5 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PBESSTTRE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Atmospheric  pressure 
(reduced  to  sea  level) 


Stations 


Erie 

Harrisburg. . 
Philadelphia 
Philip.sburg.. 
Pittsburgh.. . 
Reading.. 
Scranton  . . . . 


30.36 
30.39 
30.39 
30.  42 
30.33 
30.40 
30.40 


29.  74 
29.65 
29.64 
29.  73 
29.75 
29.64 
29.65 


Wind* 


OJ  o 
<  > 


6. 6  20 

6.7  26 
8.2     24 


e 


s^ 


7.3 
8.3 
9.3 
6.7 


Relative 
Humidity 


^3        o 


8. 

se. 


75  1  59 
80  !  48 
79  '  47 
89  i  57 
83  '  53 
73  I  42 
85     52t|.. 


70 

68 

9 

59 

/ 1 

8 

60 

64 

0 

79 

126 

63 

fh 

17 

45t 

76 

3 

57 

28 

•  For  any  five-minute  period.  "  Corrected  to  true  velocities, 

t  12:00  noon,     t  4:00  p.m.        \S  Also  other  dates.        •  One-minute  interval. 


RIVER  CONDITIONS 


Stations 


Rivers 


03  «S 

§      if 


» 

5 

? 

1 

es 

o 

5 

Q 

>A 

Q 

Port  Jervls,  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

8chenley.(nr)  Lock  No.  5. 

Sutersville 

CliarleroiCnr.),  Lock  No.  4 

Pittsburgh 

Midland.  Dam  No.  7 


Delaware |  1.3  j     1.9  1  1.0  21  IS 

Delaware i : 

Lehigh I  2.5  :    3.0  8t  2.3  28  9 

Schuylkill 2.8       3.4  8  2.4  29  13 

N.  Br.  Susquehanna..  1.4       1.9  7  1.1  28  22 

W.  Br.  Susquehanna.  -0.1       0.3  1  -0.2  25t  20 

Juniata 3.1       3.3  10  3.0  28  22 

Susquehanna 3.  1       3. 2  7  3. 0  28  17 

Allegheny 11.5  |  U.  7  1  11.4  16  24 

Youghiogheny 2. 7       3. 4  7  2  6  21  20 

Monongahela 10.8     11.1  9  10.6  6  30 

Ohio •    :      •    , ,      •      ,  25 

Ohio I  •    i      •      •    i 30 


Pool  stage. 


t  On  other  days  also. 


FOOTNOTES 


Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
iiud  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of. the  entire  period 


forstatioiis  having  10  or  more  years  of  record ,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  fi  Precipitation  normals  or  standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less).  ,  j  -     • 

*, '',  %  etc.    Number  of  days  missing,  for  example,  '  indicates  two  days  missing. 

Italics,  data  interpolated. 

$  Partly  interpolated. 

%%  Incomplete. 

t  ,\iid  other  dates. 

\  Received  too  late  to  be  included  in  means  and  summaries. 

•  Included  in  next  measurement. 

//  V\andshield  on  gage.  .  „       ..,  „j  :, 

/  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 

'  Midnight  to  midnight. 

"^  Measured  in  the  morning  for  the  preceding  24  hours. 

3  Data  for  24  hours  ending  at  1:30  a.  m.  of  the  following  day. 

■•  Best  available  used  for  stations  not  equipped  with  recorders. 

s  Recording  gage. 

6  At  a  fixed  hour  between  sunset  and  11  ;00  p.  m. 

7  Noon  to  noon. 


List  of  Changes  in  Station  Designations 
For  more  exact  location  of  the  equipment,  station  names  have  been  changed  as 


follows : 


Dauphin 

Ford  City 

GrantvlUe 

•lamestown 

Kregar 

McConnellstowu 

Milroy 

Monroeton 

Neffs  Mill 

Newburg 

Putneyville 

Sheffield 

Williamsport  4  SE 


formerly 


Peters  Mountain  Tower 

Crooked  Creek  Dam 

Manada  Gap 

Pvmatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Charter  Oak 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherr\-  Grove 

Shaffers  Path 


(W.  B.  0.,  Philadelphia- 10-4-44-975.) 
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PENNSYLVANIA  SECTION. 


L.  F,  CONOVEK 


HARRISBURG,   PA. 


Vol.  XLIX. 


September  1944. 


No.  9. 


TBMPERATTJRE. 


fi/.o*^  .  J  ^^  ;>","'P"!'"""'^'  ''"■  "'*'  "'^'*'^'  >*>*  '1eflu(!e<]  from  the  n^ports  of  81  .stations  was 
was  71.2°  at  Marcu.s  Hook,  and  the  lowest  was  .57.P  at  Kane.  Kxtre  les  ra Tire,  fr  m  « 
maximum  of  100°  at  Phooni.xviUe  on  the  2d  to  a  mlnhnu,    of  if^  at  Kane    n  t he  2    h 


PRECIPITATION. 


OENERAL  SUMMARY. 

Septcmbor  was  a  pleasant  month  with  temperatures  slightly 
l)elow,  and  precipitation  somewhat  in  excess  of  normal.  With 
the  exception  of  a  few  mountain  stations,  temperatures  and  pre- 
cipitation were  above  station  normals  in  the  east  while  in  the 
west  they  were  generally  deficient.  Consequently,  drought  con- 
ditions in  the  southea-st  were  relieved  while  in  west-central  and 
south-central  counties  they  continued  to  intensify.  Highest 
temperatures  occurred  during  the  first  few  days  when  readings 
of  90°  and  above  were  common,  particularly  at  eastern  stations. 
Lowest  minima  were  general  about  the  24th  when  sub-freezing 
temperatures  were  reported  at  many  northern  and  mountain 
stations. 

Precipitation,  although   unevenly  distributed,  was  frequent 
and  the  State  average  was  above  normal,  reducing  the  accumu- 
lated deficiency  for  the  year  to  2.30  inehes.     Only  twice  in  the 
period  of  record  for  September  has  the  number'  of  days  with 
measurable  precipitation  been  exceeded.     The  stormiest  period 
of  the  month  was  from  the  12th  through  the  14th  when  more 
rain  fell  in  eastern  counties  in  48  hours  than  had  fallen  during 
July  and  August.     Precipitation  reached  excessive  rates  in  this 
area  and  was  attended  by  strong  winds  in  Philadelphia  and  its 
vicinity  due  to  the  northward  passage  of  a  hurricane,  close  to 
the  New  Jersey  coast.     On  the  14th,  at  Philadelphia,  gust  ve- 
locities of  60  miles  per  hour  were  recorded.     Trees  were  blown 
down,  power  lines  broken,  and  roads  blocked,  forcing  detours 
of  traffic.     The  force  of  the  wind  was  enough  to  knock  down 
and  injure  a  woman.     About  6200  telephones  were  put  out  of 
service  in  eastern  Pennsylvania  as  a  result  of  the  rain  and  wind 
In  a  local  storm,  near  Carlisle  on  the  5th,  wind  tore  part  of  the 
roof  from  a  barn  and  blew  down  many  trees.     Power  lines  were 
torn  down  and  roads  were  blocked.     One  man  was  stunned  by 
lightning. 

A  tornado  ripped  its  way  through  a  section  of  Bucks  County 
a  short  distance  northwest  of  Doylestown ,  on  the  28th .    The  path 
was  about  100  yards  wide  and  six  miles  long.    Barns  and  chicken 
houses  were  demolished,  houses  were  unroofed,  and  many  trees 
were  blown  down.     Property  damage  was  estimated  at  $50,000. 

On  the  night  of  the  4-5th,  many  communities  in  the  State 
were  shaken  by  a  slight  earthquake,  centered  in  the  vicinity  of 
Canton,  New  York. 

Unfavorable  weather  conditions  and  labor  shortage  during  the 
growing  season  were  obstacles  to  this  year's  program  to  expand 
production.  In  spite  of  this,  planted  acreage  was  increased  by 
6%,  only  2%  below  the  desired  goal.  Precipitation  was  above 
normal  throughout  the  Spring  and  delayed  field  work  and  plant- 
ing^ Temperatures  during  the  summer  were  not  exceptionally 
high  but  combined  with  the  lack  of  precipitation  to  retard  crop 
development  in  many  locaUties.  September's  rain  fell  where 
It  was  most  needed,  but  was  too  late  to  benefit  crops,  although 
pastures,  soil  condition,  and  wells  were  improved.  Killing  frosts 
were  reported  on  the  24th  at  many  northern  stations,  about  a 
week  in  advance  of  the  average  for  this  section.         g.  w.  s 


The  average  precipitation  for  the  State  as  deduced  from  the  observations  at  208  stu- 
tion.s  was  3.85  inche.s.  which  is  0.45  inch  above  the  .5--year  normal  for  .September  The 
greatest  monthly  amount  was  8.07  inches  at  George  School,  while  the  least  was  I  n« 
^^^^^.:^^^!l^^'''  ^--^'^-'  -  -^  ''  ~-«ve  hours  '.^ 


ERRATA 

i  ifeli  ^^'^*~^^'^'^  ^^-  '^'^'''^  "^  ^'^*"'  Conditions,  mean  stage  at  Harrisburg  should  be 

,  ^?o^"y','^'*tr^'*P  &«■  Emporium,  departiire  of  temperature  from  normal  should  be 
+  1.7°;  Palmerton.  lowe.st  temperature  should  be41».  Page  fiO  NefTs  Mill  nre.initMtinn 
on  mh  should  be  0.30  inch  on  29th,  none.  Page  62,  Harrfsburgfminimum  temp'lrCre 
be  vJl''"""''^  ^"^  "1  ■   ^  "^S*^  ^^-  Philadelphia  Airport,  minimum  temperature  on2d  shouW 
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1891). 

1891. 

1892. 
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19U3. 
1904. 
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1907. 
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1910., 
1911., 
1912., 
1913., 
1914.. 
1915.. 


1916. 
1917. 
1918. 
1919. 
1920. 
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1922 . 
1923., 
1924., 
1925.. 
19J6.. 
1927.. 
1928.. 
1929.. 
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1936. 
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1938. 
1939. , 
1940., 
19J1.. 
1942.. 
1943.. 
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COMPARATIVE   DATA  FOR    SEPTEMBER 


Year 


Temperature 


Period 


59.6 
61.9 
62.2 
66.6 
62.4 
61.2 
66.6 
67.8 
63.6 
63.8 
66.0 
61.8 
68.4 
63.6 

62.7 
63,2 
63.7 
64.0 
67.0 
64.8 
65.6 
62,8 
65.5 
64.9 
65.5 
62.4 
61,5 
66.5 

62.8 
59.0 
,58.7 
64.4 
64.5 
68.9 
66.3 
64.8 
59.8 
67.5 
64.2 
64,9 
60.4 
65.7 

67.8 
69.1 
65,2 
66.3 
66.4 
62,2 
66.5 
61.5 
62.0 
65.9 
61  4 
66.0 
63,7 
61.-* 
63.4 

64.1 


Precipitation 


84 
92 
91 
94 
90 
90 
95 

100 
98 

100 

100 
93 

100 
95 

99 
94 

95 
95 
99 
95 
99 
96 
95 
92 
95 
97 
98 


96 
91 
98 
100 
92 
99 
99 
99 
97 
94 
101 

101 
104 
105 
98 
94 
95 
96 
97 
95 
101 
95 
98 
96 
102 
100 

105 


29 
30 
25 
32 
29 
26 
24 
24 
26 
24 
25 
23 
27 
29 

28 
27 
21 
27 
30 
29 
26 
26 
32 
26 
25 
24 
21 
25 

23 
25 
28 
28 
24 
31 
22 
22 
26 
24 
26 
27 
25 
24 

27 
29 
23 
32 
31 
24 
28 
25 
26 
27 
21 
24 
19 
18 
23 


4.84 
5.05 
4.57 
2.39 
2.81 
2.67 
6.30 
1.71 
4.82 
2.18 
1. 71) 
4.70 
1.77 
3.39 

4.66 
2.09 
3.37 
3.41 
2.46 
6.37 
1.60 
2.27 
4.49 
5.29 
5.  .57 
3.28 
0.99 
2.56 

3.77 
2,31 
3.97 
2.07 
3.99 
4.68 
1.48 
3.55 
6.44 
2.80 
5  81 
2.08 
2.33 
3.71 

2,45 
3.15 
1.45 
4.66 
6.58 
3.51 
2.17 
1,90 
4.74 
2,95 
3  41 
1.33 
4.38 
0.72 
3.85 


No.  of  days. 


o  0. 

0   qj 

Si 


3.40 


10 

13 

11 

7 

7 

8 

10 

6 

10 

5 

6 

10 

6 

9 

11 

6 

9 

7 

7 
14 

3 

6 
10 
10 
12 

8 

5 


10 
17 
16 
9 
10 
16 
13 
18 
16 
12 
13 
14 

12 
17 
13 
15 
15 
8 
17 
15 
13 
13 
12 
13 
18 
16 

17 
16 
12 
16 
16 
13 
19 
13 
11 
11 
11 
18 
12 
14 

15 
16 
16 
13 
12 
15 
14 
17 
11 
14 
15 
18 
13 
15 
10 


c8  O 


II 

14 

n 

6 

7 
9 
10 
5 
9 
5 

6 


10 

5 

7 

6 

6 

12 

4 

6 

9 

8 

11 

10 

5 

6 

S 

5 
10 

6 

6 

8 

4 

7 
12 

7 
12 

5 


5 
6 
5 
9 

10 
8 
9 
6 

II 
8 
7 
5 
9 
6 

11 


Vx 


66 


CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION 


September  1944 


ClimatolORical  Data  for  September  1944 


Station? 


AUnntic  I>rai)inge    ■ 
Allentovvn  Arpt  -4  NE. 

Altoona-4.6  W 

Burnt  Cabins-2NK.... 
Carlisle  ...  ••••■,,,•,••• 
Chambtii-sburg-l  SW... 

Coatesville ••■• 

Curweiisville  Apt-6  NW 

Eagles  Mere 

East  Waterford-S  b.  .  . 

Emporium  1  E 

Ephrata 

Everett-0.  6  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover ■  ■ 

Harrisburg  Arpt.-3.5  b. 

Hawley-f>.5  E 

Holtwood 

Huntingdon 

Lancaster 

Lawrenceville 

Lebanon -.^   

Lewistow  n-2  S W 

Lock  Haven.... 

Marcus  HookK 

Martiusburg 

Montrose-3  E ••  . 

Mt.  Focono  Arpt. -2  N 

Paliiiorton 

Philadelphia  Airport,. 

Philipsburg-7  E.  ...... 

Phoeuixville-1.  5bK... 

PortClintontt 

QuakertowntI-0.  5  E.  . 

Reading 

Scrauton 

Selinsgrove 

State  College 

Stroudsburg-2  E 

Tamarack-2S. 

Towandatt-1  E 

Wellsborotl... 

West  Chestertt 

Wilkes-Barre  tt 

Williamsport,  tt 

Willianistown  H 

Woodward-2  NE 

York-3SWtt 


Lehigh 

Blair 

Fulton 

Cumberland . . . 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford 

Luzerne 

Bucks 

Adams 

Schuylkill 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton.  . 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon...   — 
Philadelphia  . 

Centre 

Chester 

Schuylkill  . . . . 

Bucks 

Berks 

Lackawanna.. 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester '. 

Luzerne 

Lycoming..  .. 

Dauphin 

Centre 

York 


Division  mean. 


Ohio  Drainage 

Bradford-4  W 

Brook  ville 

Butler 

Clariontt-3  SW 

Claysville 

Corry • 

Coudersportn 

Derry.      

Don'  gal 

Donoratt 

Ebensburg . 

Farrell 

Ford  City.4S 

Franklin 

Greensburg-2  S 

Indiana. 

Jamestown-2NW.... 

Johnstown-0.5  W 

Kaue-1  N 

Meadville-l  S 

Midland 

NewCast!e-1..5N  .... 

Pittsburgh  Airport.. 

Putney  ville-2. 5  8E  . . 

Ridgway 

Somerset 

Spriugs-1  SW 

TioiiPsta-1.5  SE 

Titusvjlle-  2  S 

Uniontowntt 

Vandergrifttt.. 

Warren     

Waynesburg 


o  S 


Temperature,  in  degrees  Fahr. 


a 


=  2 


Precipitation,  In  inches 


384 
1,600 
990 
473 
600 
431 
2,  215 
2,020 
2, 125 
1,100 
365 
1,020 
1,970 
~    184 
500 
900 
600 
351 
980 
200 
7U0 
255 
996 
469 
580 
557 
12 
1,493 
1,176 
1,914 
455 
10 
1,916 
100 
407 
480 
273 
746 
476 
1,217 
440 
2, 250 
754 
1.319 
440 
,544 
550 
775 
2, 191 
390 


Division  mean. 


I.nke  Draivage, 

Albion 

Erie 


McKean 

Jefferson 

Butler 

Clarion 

Washington 

Erie 

Potter 

Westmoreland  — 
Westmoreland  .  . 

Washington 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland... 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Payette 

Westmoreland... 

Warren 

Greene 


680 
400 
077 
114 
170 
410 
663 
l.W 
746 
761 
170 
855 
950 
987 
160 
300 
050 
6.50 
750 
065 
780 
900 
286 
270 
385 
100 
,  500 
200 
550 
040 
825 
190 
,100 


65  6 

62.8 

65.2 

65.  2 

65.7 

67.8 

58.0 

60.1 

62.2 

61.1 

67.6 

63.6 

61.4 

67.8 

68.3 

63.  0 

67.4 

67.  0 

61.6 

69.8 

64.0 

66.  2 

63.1 

66.1 

64.4 

64.2 

71.2 

62.2 

60.8*' 

,58.9 

64.3 

68.6 

57  6 

69.6 

63.8 

64.4 

67.6 

61.2 

64.8 

62.4 

65.0 

58.3 

63.8 

60.0 

67.8 

63.4 

64.9 

64.  r 

60.0 
68.6 

613 


+0.8 
-0.3 

'-6.'3' 
-0.6 
+  1.6 


—0.4 
+  1.3 
^  0.6 
+  1.3 
+  1.4 
+  1.7 
+  0.6 
+  0.3 
+  1.2 
+  0.6 
+0.7 
—0.6 
+0.6 
+  1.4 
+  0.4 


-0.7 
+0.6 


State  mean. 


Erie. 
Erie. 


900 
705 


+0.3 


+0.4 
+  2.7 


+  1.4 
-1.5 
+0.5 
+  1.0 
+  13 
—O.I 
-0.4 
+2.3 


+  1.5 
+0.1 
+2.1 


+0.6 
0.0 


+2.3 


59  2 

59.  6 

62.7 

61.0 

62.2 

00.4 

59.4 

65.5 

61.3 

67.1 

59.4 

62  4 

63.7 

61.2 

62.  0 

64.3 

61.5 

62.8 

57.1 

61.1 

64.4 

63.6 

64.6 

61.8 

,58.7 

60,4 

59.0 

61.3 

61.8 

67.0 

64.0 

61.6 

63.0 

62.0 


-1.0 
-0.9 
-1.3 

-5.' 7' 
-0.6 

—0.4 
+  0.1 

-1.8 
-2.8 


-1.5 
-3.4 

-0.2 


-2.8 

-i.'o 


65.1 
63.4 


—0,8 
-0.1 

-i!3 
-0.4 
-1.1 


+1.8 
-0.7 
-0.6 
-2.9 


+  1.5 
-0  7 


91 

87 

95 

91 

91 

92 

80 

85 

84 

86 

92 

89 

84 

93 

93 

89 

92 

93 

89 

91 

90 

88 

89 

92 

91 

91 

97 

85 
87 

83 
91 
93 
81 

100 
90 
92 
91 
89 
92 
85 
92 
81 
90 
85 
91 
90 
90 
92 
84 
94 

100 


!<3 
84 
89 
85 
88 
86 
84 
87 
•K) 
90 
81 
85 
87 
87 
88 
85 
88 
86 
84 
87 
87 
90 
88 
85 
86 
85 
80 
86 
86 
90 
88 
85 
87 

90 


100 


2 

2 

4 

2 

4 

2t 

i 

2t 

2 

2t 

2 

3 

4 

2 

21 

2 

2 

2 

2 

3 

2 

2 

2 

3 

3 

2t 

2 

2 

2 

2 

2t 

2 

2 

3 

2 

2 

2 

3 
2 
2 

■4 

2t 
2 
2 
2 
2 
2t 


2 
2 
3 

■2+ 
4 
2 
2 
3t 
2 
3t 
2 
2t 
11 
3 
4 
4 
2 
4 
2 
3 
3 
3 
4 
3 
3 
4 

3t 
2 
2 
4 

2t 
2 
4 

2t 


38 

33 

37 

38 

41 

38 

35 

35 

40 

30 

43 

37 

37 

40 

45 

32 

45 

42 

32 

49 

33 

40 

29 

42 

37 

35 

42 

38 

31 

32 

39 

45 

29 

35 

37 

32 

45 

37 

35 

37 

34 

35 

33 

28 

41 

35 

33 

33 

37 

41 

28 


25 
30 
30 
33 
32 
27 
25 
40 
34 
42 
35 
32 
34 
33 
32 
39 
27 
35 
23 
29 
36 
30 
41 
35 
29 
32 
35 
30 
27 
42 
38 
31 
35 

23 


25 

24 

24 

24 

24 

25 

24 

24t 

24 

24 

24t 

24 

24 

25 

241 

24 

24 

24 

25 

25 

24 

25 

24 

24 

24 

24 

25 

24 

24t 

24 

25 

25 

24 

25 

24 

25 

25 

24 

24 

24 

25 

25 

24  1 

24  I 

25 

24t 

24 

24 

24 

24 

24t 


a 


3  2 
O'.C 


4.63 
3.69 
4.  12 
3  33 
2.62 
4.18 
3.80 
5.19 
3.12 
5.49 
5  89 

2.  61 
4., 57 
8.07 
4.02 
3.. 59 
4.11 

3.  93 
4.71 
3.29 
2.38 
4.77 
2.66 
6.38 
1.35 
3.68 
4.95 
2.35 
4.00 
4.74 
4.10 
5.82 
3.30 
5.70 
6.72 
6.56 
5.61 
3.41 
4.97 
2.60 
4.61 
4.14 
2.78 
3.24 
6.29 
4.11 
4.8:j 
5.70 
1.89 
4.07 

123 


+  L23 
+0.62 

-o'.i?' 

-0.62 
+  0.41 


+  2.01 
+  2.  37 
-0.45 
4  0.  69 
+  4.56 
+  0,55 
0.36 
+0.78 
+0.88 
+  1.17 
+  0.54 
-0.96 
+  1.32 
-0.46 
+  2.94 

+6.' 50' 

+  2.02 
'+6!63 


24 
24 
24 
24 
24 
24 
24 
24 
25 
24 
24 
24 
24 
24 
24 
24 
24 
25 
24 
24 
24 
24 
24 
4 
24t 
24t 
25 
24 
24 
25 
26 
24 
24 

24 


+  0.49 
+  2.68 

+2.23 
+  1.67 
+2.67 
+  2.40 
+0.24 
+  1.53 
—0.43 
+  1  10 

-a.n 

+0.29 
f2.77 
+0.64 
+  1.79 
+1.61 


+1.04 


2.38 
0.57 
1.04 
1.48 
0.94 
2.00 
0.90 
1.19 
0,57 
1.05 
2.50 
0.64 

1  54 
3  21 
2.19 
1.06 
L50 
1.69 
1.61 
1.00 
0.77 
1.88 
0.60 
2.41 
0.'26 
0.71 
1.80 
0.63 
1.40 

2  13 
1.66 
2.80 
0.65 
2. 05 
2.09 
3.31 
2.  U 
1  55 
2.12 
0.77 
1.64 
0.93 
1.05 
1.23 
3.90 
1.63 
1.35 
1.53 
0.47 
1.95 

3.90 


6.90 

1.99 

3.02 

3.06 

2.77 

5.36 

6.09$ 

2.91 

3.18 

1.67 

3.35 

2.84 

3.45 

2.34 

2.63 

3.15 

2.85 

3  31 

4.81 

3.71 

2.62 

1.35 

1.21 

3.39 

3.27 

3.46 

3.80 

3.05 

3.35 

3.47 

1.67$ 

6.01 

3.11 

3.25 


5.01 
4.51 


3.85 


+  1.77 
-1.22 
-0.13 
-0.46 
+0.32 
+  1.43 
+2.04 
-0.23 

-i.'io 

-0.15 
+  0.14 


13 
11-12 

21 
12-13 
13-14 
12-13 
12-13 

4 

12-13 

20 

12-13 

18-19 

13-14 

12-13 

12-13 

12-13 

13-14 

12-13 

12-13 

13-14 

14 

13 

3-4 

13-14 

12-13 

4 

13 
20-21 
12-13 
12-13 
13-14 
13 
28 
13-14 
13-14 
12-13 
13-14 
12-13 
13-14 

14 
13-14 

4 
13-14 
3-4 
12-13 
13-14 

4 
13-14 
27-28 
12-13 

12-13 


-1.17 
-0:54 
-0.67 

-o.'ii 

+  1.12 
+0.09 

-i;76 
—1.37 

+  0!08 
-0.07 
+0.46 


+  0.47 
-1.45 
+2.36 
-0.13 


+  1.12 
+0.45 


2.62 
0.87 
0.90 
0.86 
0.89 
1.92 
0.96 
0.81 
1.03 
0.60 

0  67 
L63 

1  63 
1.59 
0.94 
0.94 
0.93 
0.84 
1.40 
1  65 
0.96 
0.38 
0.41 
1.44 
1.34 
0.«8 
0.65 
2.05 
2.16 
0.80 
0.48 
1.90 
1.12 

2.52 


2.20 
2.69 


3.90 


4 

28 

31-1 

13 

28-29 

27-28 

4-5 

11-12 

11-12 

28 

20-21 

28 

31-1 

28 

11-12 

12 

27-28 

28-29 

4 
27-28 
4 
31-1 
■28-29 
31-1 
27-28 
13-14 
28 
27-28 
27-28 
11-12 
28 
4 
4 


27-28 
4 


12-13 


No.  of  days 


0  !  10 
0  1  12 

0  I  14 
0  i  10 
0      13 


0  !  15 
0  1  10 


8     11 


ne. 

SW. 


ne. 

SW 

se. 
w. 


nw . 

uw 

n. 

giv. 

e. 

nw. 

w. 

nw. 


nw 

SW. 


w. 
nw 


nw. 
nw 


0 

11 

7 

0 

14 

9 

0 

12 

4 

0 

15 

5 

0 

14 

9 

0 

16 

1 

0 

12 

10 

0 

9 

1 

0 

10 

9 

0 

8 

3 

0 

11 

8 

0 

11 

20 

0 

9 

4 

0 

1 
,12 

10 

10 

2 
13 
13 
16 
14 
11  1  12 

7  '  14 
13  i  13 


8  i  SW. 


Observers 


19  1  10 

13  7 

25  4 

18  3 

19  8 

11  11 


r.S.  Weather  Bureau. 
Citv  of  Altoona. 
Peiina.  Turnpike  Comm. 
Clarence  E.  Miller. 
William  B  Spear. 
Howard  L.  Pyle. 
T'.  S.  Weather  Bureau. 
Carl  E.  Bigger. 
U.S.  Weather  Bureau. 
Mrs.  Helen  C.Haas. 
Ephrata  Review. 
Penna.  Turnpike  Comin. 
Andrew  B.  Evansha. 
Prof.  N.  \V.  Swayne. 
Dr.  Henrv  Stewart. 
Miss  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  Co. 
Prof.  Paul  R.  Yoder. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Vallev  Gas  Co. 
Penna.  Dept.  of  Highways. 
William  R.  Kellcy. 
Sun  Oil  Co. 
Civil  Aeronautics  Authority 

Harrv  S.  Fancher. 

V.  S. 'Weather  Bureau. 

New  JersPV  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila.-Suburban  Water  Co. 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E.  Swartz. 

Mrs.  M.  Ordelia  Parks. 

M.  S.  Bliss. 

Clyde  T.  Saylor. 

Civil  Aeronautics  Authority 

John  D.  McEweu. 

Gordon  E.  Lower. 

U.  S.  Weather  Bureau. 

York  Water  Co. 


Citv  Water  Dept. 

Civil  Aeronautics  Authority 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

J.  Fred  Kinley. 

Potter  Enterprise. 

Miss  N.  Dixie  Wineman. 

Penna.  Turnpike  Coram. 

Donora  Zinc  Works. 

Miss.  Emma  H.  Eastman. 

Camegie-lUinois  Steel  Corp. 

U.S.  Engineers. 

William  K.  Fuller. 

Westmoreland  Water  Co. 

Indiana  State  Teachers  Col. 

Pa.  Dept.  Forests  &  Waters. 

Robert  Tross. 

Spring  Water  Co. 

City  of  Mead  ville. 

Perrv  P.  Campbell. 

New  Castle  Water  Co. 

P.  S.  Weather  Bureau. 

U.S.  Engineers. 

West  Penn  Power  Co. 

D.  L.  Grove. 

Allen  K.  Yoder. 

U.  S.  Engineers. 

Arthur  M.  Stokes. 

William  W.  Marsteller. 

Carnegie-Illinois  Steel  Corp. 

Merroll  L.  Jordan. 

Thomas  S  Knox. 


Samuel  D    Lewis 

0.  S.  Weather  Bureau. 


11     w. 


i 


[See  pake  72  for  explanation  of  reference  marks.] 
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Daily  Precipitation  for  September  1844 


Stations 


Counties 


Day  of  month 


ATLANTIC 

DRAINAGE 

DrittXHtre  Hnsiii 

I'PPEK  Okiawakk 

Dingmaiis  Ferry-,  0.6  K 

H»wley-.0.5K 

HoUisterville- 

Lakeville"-,  IN 

Mataiiioras^ 

Mount  Focono''.  2  N 
l'li>ii--aiit  Mount'. ■\  1  \V 

Strcniii^burR.  2  E 

Tanners  Falls'.  •\  I  SE 
Walleupaupack^ 

Lehicih 

AUentown  Arpt^.  4NE 

AUentown''! 

Bethlehem' 

Blakeslee  Comers'.^. 

GouldsboroS 

Lausford- 

Mauch  Chunk,  1  SW. 

New  Tripoli 

Palmeitou'.  ■"' 

Zionsville,  1  SW 

SCHI'YLKII.I, 

Conshohocken . . 

Fredericks ville^,  1  S.  . 

Gratersford^ 

Phoenixville-,  1.5  SE. 

Port  Clinton2 

Pottstown-.  0.5 S 

Pottsville^ 

Readingl.'"' 

Wernersville 

Lower  Delaware 

Coatesville^ 

Doylestown 

George  School 

Marcus  Hook2 

Philadelphia 

Airport  Station',  5 

City  Office'.  5 

Shawmont 

Quakertown,  0.5  E 

West  Chester 

WestGrove2.  1.5  SE.... 

SnsQiiehaniia  Basin 
Chemung 


Pike 

Wayne.  . 
Waynp.. . 
Wayne... 

Pike 

Monroe . . 

Wayne 

Monroe  . . 

Wavue 

Pike 

J/eliigh  . . . 

Lehigh 

N'rthampton 
Monroe.  ... 

Wayne 

Carbon 

Carbon 

Lehigh 

Carbon 

Lehigh. 


Montgomery 

Berks '. . 

Montgomery 

Chester 

Schuylkill... 
Montgomery. 
Schuylkill... 

Berks 

Berks 


Chester 

Bucks 

Bucks 

Delaware.. 


T. 


.16 

.34 


.06  .. 


.03^  T. 

.021... 


Philadelphia 
Philadelphia 
Philadelphia 

Bucks , . . , 

Chester 

Chester 


Austiuburgl,  ■'',  2  W. 

Centerville^ 

Covington^ 

Lawrence  ville 


North  Branch 

Canton2.  1  NW 

Danville^ 

Freeland2 

Mill  ville',  5 

Monroeton*.  2  S 

Montrose^,  3  E 

Orwell^.  3  N 

Park  Places,  i  nW... 

Pikes  Creek. 1.5 

Rush-.  tiS 

Scranton',  s 

Susquehanna^ 

Towanda,  1  E 

Tunkhannock ',  * 

Wilkes-BarreS 

West  Branch 

Ansonia^.  2  W 

Bald  Eagle',  6 

Carrol  Itow  11- 

Carter  Camp',  5 

Cedar  Run2 

Clearfield-' 

Curwensville-'    6  N  W . 

Driftwood',  ■' 

Dushore',  •■■ 

Eagles  Mere- 

Emporium^,  IE 

English  Center',  5 

Galeton 

Karthaus2 '. ' 

Lock  Haven2 

Medix  Run',  5 

PhilipsburgS.  7  E '. 

Renovo- 

State  College',  5 [ 

Tamarack^.  2  S 

WellsboroS 


Tioga 

Bradford  .. 

Tioga 

Tioga 


Bradford... 
Montour. . . 
Luzerne  . . . 
Columbia,. 
Bradford  . . 
Susquehanna 
Bradford  . . . 
Schuylkill . . 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . 
Wyoming. 
Luzerne. . . 


Tioga 

Blair 

Cambria 

Potter 

Lycoming.,. . 
Clearfield  .  . . 
Clearfield.... 

Cameron 

Sullivan 

Sullivan 

Cameron 

Lycoming 

Potter 

Clearfield 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

Tioga 


.05 


.06 


.21 


.051. 
.38]. 
.  18  . 
.  (Wl . 
.48!. 
.  42| . 
.20  . 
.52  . 


.11 


.  11, 
.36  . 


.27j. 
.07. 


.99!.. 

.18'.. 


.85 
.10 
.18 
.18 
.01 
.41 
.41 
,05 
,21 
25 
.03    .10 


T. 

.01 


10     II 


.20 


.04 
.02 
.04 



.... 

.02 

.03 

1.50 
.11 
.22 
.60 


.21 
.12 
.20 
1.17 
.14 


1.14 
.21 

'.'63 

'.'19 
.10 
.07 


T 

.66 
.17 

'.'09 
.20 

.08 

.4i 


.16 


T. 


.19. 


..52 
.  13 

1.60 

.38 

.  io 
.37 

.29 
.27 
.18 
.93 
1.51 


.03 


1.06 

.07 

.'.64 
.15 
T 


.05 


.07 


T. 


T. 


.05 


.06 


13     14 


.  (13  1 
02  1 


.03 


.05 


.06 

K85 
.90 
5 
.85 


1,0 

m 

IAS 

1.(19 
.  Id 
T 

.(W 

1.1 

.89 
1.23 


2.  3i 

2.05 
1.41 
2.  8^ 
1.33 
1.88 
2.  02 
99 
1.4 
LIT 


16      17 


2.70 
l.CO 
l.ll 
1.06 
2.  36 
29 
1.1 
1.64 
1.40 
1-84    .88 


.40 
.18 
.81 
.09 
.85 
.16 
1.36 
1.66 


5.21 
.3.15 
2.48 
1.87 
1.57 
2  17 
1.17 
2.04 
1.76 


.10 
1.59 
.11 

.68 
1.93 
2.22 
1.28 
.98 
.58 
1  50 


I.  16 

.K3 
.25 
.90 
1.27 
01 

i3 


.09 


1.10  2.00 
2.61 


1.91 
.21 


1.49 
1.84 
36, 
1.22 
1.1 
.68 


3.21 
1.57 


1.16 

1.40 
1.45 
2.(16 
2.09 
2.65 
1.53 
34 
1.18 


.64 
.82 
1.58 
1.80 


2.  80  1 .  17 
3,10    .77 


2.40 
3.34 
3.90 
3.  22 


.85 

.51 

.83 

2.70 


.68    .08 
1.36  1.03 


1  36 
1.25 

.61 
1.40 

.66 
1,06 
1.88 

.79 
1.42 
1.24 

.35 
1.07 
1.63 


1.54 
.65 
31 

1.00 
.38 
.56| 
.41 
.2 
.46 
.46 

1.05 
.28 

.31 


01    .02 


.34    .11 
.03    .30 


05 
.04 
.28 
.09 
.09 
.02 
.40 
.73 
.23 
.17 
.03 
.15 
.33 

35 
.01 
.30 
.10 
41 
.53 


33 
.33 
.21 
.44 
.22 
.20 
.91 
.61 
.12 
.30 
.33 
.03 
.14 
.30 
.64 
.04 
.77 
.05 
.12 


35 

1,02 

40 

02 

1  83 

.56 

.78 

.04 

.46 
.04 
.64 
.03 

T. 


06 
1.01 
.36 


1.24 
.62 


T. 


20     21      22 


.86 


23 


24 


26     26     27 


T.     .  27 

.09    1 


.02 


.04  .03 
.20 
.09 
,10 


.06 
.23 
.15 
.  12 
.12 
.  11 
.02 
.07 
.11 
.20 
.22 
.13 
.13 
.04 
.22 
.02 
.20 
.06 
.13 
.10 
.04 


.01 


28 


29 


80 


.01 


.07 


.03    .04 

.20 


13    T 

.22 
IK 
.25 

.23 
.30 
.30 
.03 
.01 
.02 


.02    .02 


T. 


.02 


.02 


05 
42 
T.      .  30 


.01 


.01 

.17 

.'■28 
.08 
T 
.05 

'29 
.24 

't.' 

.28 
.09 

."62 
.24 
.01 
.23 
.04 


.24  .22 
'♦' 
.20 


.03    .09 
.09    .03 


.06 


.03 


.12 


.30 
.40 
.  10 
.58 
.3' 
.22 
.61 
.57 
.25 
.13 
.54 
.36 
1.06 
.05 
.35 
.55 
.65 
.36 
.26 
.36 
.18 


.39 
.19 
.13 

.2i 
.52 
.34 

'.'63 
.34 

.'■27 

.08 


.(r2 


.38 

r. 

..52 
.28  . 


81 


B.46 
4.71 
3.67 
4.75 
.5.51 
4.74 
.5.  27 
4.61 
4.78 
4.59 


4.63 
4.84 
3.80 
5.30 
4.37 
6.48 
6.00 
4.54 
4.10 
5.77 


6.69 
7.38 
5.63 
5.70 
5.72 
7.01 
4.58 
6.61 
6.57 


4.18 
5.69 
8.07 
4.95 

5.82 
6  08 
5.47 
6.56 
6. '29 
7.23 


3.86 
2  15 

^2.33 
2.66 


2.74 
4.34 
4.. 67 
4.43 
3  66 
4.00 
2  77 
4.34 
4.87 
3.70 
3.41 
2.  82 
2.78 
2.95 
4.11 


3.56 
2.69 
3.64 
3.79 
3.64 
4.83 
3.80 
3.18 
3.18 
5.19 
5.4'J 
2.88 
5.34 
3.73 
3.68 
3.80 
3.30 
3.03 
2.60 
4.14 
3. '24 


Continued  on  page 
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Daily  Precipitation  for  September  1944-Continued  from  page 


Stations 


Counties 


Day  of  month 


12      13 


16      17      18 


20 


21 


22 


26 


27     28     29     30     31 


West  Branch 
( continued ) 

Williamsport^ 

Williamsport^,  4  SE.  . . 

Juniata 

Altooua.  4.5  W 

Brei'zewooril.0.5  E 

Buffalo  Mills'-' 

Burnt  Cabins' ,  2  NK... 
East  \Vaterfor(12,  3  E. . . 

Everett-.  0.&SW 

Huntingdon''' 

Lewistown'-,  '2  SW 

Mapleton  Depot''' 

Mart.insburg'' 

Mc('onnell.^towii2.4NW 
Nells  Millsi,'',  3..5  NE.. 

New  Bloomfielil 

Newport''' 

Saxtou^,  1  \V 

Shade  Gap).  ■\  0.5  SW.. 

Shaver  Creek  2 

LwR  Susquehanna 

Arendtsville^ 

Bloserville,  1.5 N  .... 

Carlisle'' 

Coluuibia 

Dauphiu2,3N 

Ephrata 

Glen  Rock', 5 

Gordon 

Grantville.  i  NW 

Hanover'- rk'nVi 

HarrisburgApt',  »,d.6b 

Holtwood'-i 

Huutsdale''' 

Kirkwood ',■'',  1  SW  .   . 

Lancaster 

Lebanon'^ 

Middletown'.l.SW;... 
Millersburg',''.2E  .   .. 

Milroy'-^.  6  N 

Newburg'.3.5NW 

New  Park 

Fine  Grove'-',  1-5  NE. .. 
Rmgtown''',  1.5SW.,.. 

Selinsgrove 

Shamokin^ 

Shippensburg 

Sunbury''^ 

WilUam.--town^ 

Woodward'',  2  NE 

York,3SW 

■i'ork  Haven2     

Potomac  Basin 
Chambersburg^,  1  SW. 

Gettysburg 

Hewitt, 2SW 

Hyndman'-' • 

MeConnellsburg^..   .. 

Mercer.sburg''' 

South  -Mt.  San't'ni2,.. 
GULF   DRAINAGE 
Ohio  Basin 
Al.I.ECUKNY 

Acmetonia''* 

Aliens  Mills'.  5 

Blairsville^,  6NE 

Boswell'^e  NW 

Bradford,!  W 

Brookville'^ 

Buckstownl.  5 

Clarion''',  3  SW 

Corry 

Coudersport 

Derry 

Donegal  l 

Dunlo'.  ■\0.5SW 

Ebensburg2 

Ford  City''',4S 

Franklin''' 

Glen  Hazel2,  1  NE.  . . . 

Honiei.'\.,    

Indiana 

Johnstown". 0.5  W.... 

Kane'.  IN 

Kr.'gar'.  1.5  SE 

Lyeippus,  l.  5  E 

Marienville',  •' 

MeadvilleS.  IS 

Mosgrovc^ 

Parkers  Landing'''.  . . . 
Pittsburgh  (;ty  Of  l,s.  . 

Port  Allegany'''   

Punxsutawney2 


Lycoming. 
Lycounng. 


Blair 

Bedford 

Bedford 

Fulton 

Juniata 

Bedford  .... 
Huntingdon 

Mifflin 

Huntingdon . 

Blair 

Huntingdon. 
Huntingdou 

Perry  

Perry 

Bedford 

Huntingdon 
Huntingdon . 

Adams 

Cumberland 
Cumberland 
Lancaster.. . 
Dauphin  — 
Lancaster.. . 
■^'ork ,  ... 
Schuylkill  .. 
Dauphin  — 

York 

Dauphin.  . . 
Lancaster.. . 
Cuuiberland 
Lancaster..  . 
Lanca-ster,. . . 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

C'umberland. 

York 

Seluiylkill.  . . 
Schuylkill... 
Snyder  — 
N'umberland 
Cumberlaud. 
N'umberland 

Dauphin 

Centre 

York 

York 


Franklin.. 
Adams, — 
Bedford. .  . 
Bedford  .   . 

Fulton 

Franklin... 
Franklin... 


17 

30 

01 

1.03 

T. 

.01 

.08 

.03 

J3 

.09 

.15 

T. 

T. 


.03 

T. 

T. 

.19 

.m 

.20 

'.':« 
.■^5 

IM 
,12 
T 
.05 
.10 

.65 

.03 

T. 

1.02 

10 


.41) 
.68 
.05 
.02 
.02 
.04 

.'.53 

1.10 

.57 

M 
.14 

.'w 

03 


T 

.01 
LIO 

AO 
.08 


Allegheny,.. , 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Erie 

Potter 

W'moreland. 
W'moreland. 

Cambria 

(Jambria 

Armstrong.., 

Venango 

Elk 

Indiana 

Indiana 

(Cambria. .. . 
McKean. ..  . 
W'moreland 
W'moreland 

Forest 

Crawford.. . 
Armstrong.. 
Armstrong.. 
.Mlegheny . . 
McKean.  ... 
Jefferson  — 


.'25 
.95 
T. 
.'23 
.08 
.24 
.'23 
.72 
.16 
.64 
.44 
.33 
.'22 
.'23 
1.14 
.  Ifi 
.48 
.39 
.48 
.21 
.02 
.21 
.36 

.'19 
1.63 
.59 
.32 
.17 
.94 


.02 


.03 


1.31 
74 


T. 


2.52 

.'6,5 

1.'43 
95 
03 
04 


.02 
.02 

.'oi 

1.46 
.■20 
T. 


.01 

04 
.08 
.82 
T 
.05 

.'i6 
.96 
T 
.12 

".bi 

.06 
'^43 

'.'oe 

.12 
.16 
.15 


.02 
i>29 


45 


.02 


.02 


T. 


.02 


.02 


.02 


07 
12 
18 
39 
67 
21 
08 
25 
09 
07 
12 
03 
1.72 
1.91 
.14 
.19 
.04 


.46 
.18 
.37 
.13 
..56 
.19 
.38 
.  19 
.'25 
.24 
.12 
.7' 
36 
1.02 
.13 
.12 
.55 


83 

1  .'25 
1.48 

2  01 
89 

2.. 50 

1.49 

1.06 

1,87 

62 

1..54 

.90 

.83 

2  4! 

1.88 

.88 

1.61 

1.61 

10 

88 

1.74 

1.29 

1 

2.00 

55 

1.04 

1.30 

.72 

,06 

1.95 

64 


.98 


1.32 
.92 


.04 


.02 


.60 
2  19 
.  14 
.'22 
.58 


.02 


.'24 

.'6' 
.78 
.08 
.'23 
.39 
.02 
T. 
* 

.81 
1,03 
.39 
.56 
.28 
T 
.16 
.7 
.94 
.74 
.11 
.72 
.76 
.16 

'.'ii 

.03 
.14 
.04 


.03 


.94    ,07 
.08    .2' 


.45 


.09 


.10  .. 
.  45  . . . 
.11    T. 


.78    .02 


.02 


.50 


.16  . 


.13 

.  10 

.04 

.13 

.07 

.03 

.65 

T 

.14 

.94 

.06 

.03 

.03 

.02 

,07 

.04 

T. 


1.04 
T. 


.02 


.53 


.05 


.35 


.12 
1  20 


.0'2 


.02 


42 

T. 

.08 

T. 

17 

iloe 

* 

.49 

i-2 

14 

.09 

12 

.05 

09 

07 

.'■J9 

,11 

05 

20 

.06 

01 

.05 

06 

13 

T. 

.16 

'03 

■;o,5 

10 

T 

.05 

'1'. 

.52 
.07 
.19 
.04 
T 
.18 
.51 
,35 
T 
.03 
.42 
.02 
.'28 
.57 
.08 
■24 
.09 
.04 

'.n 

.03 
T. 
T. 
.11 
.■29 
.13 
1.02 
.30 
.24 
.6 


.05 


.43 


.08 


.05 


T. 


.16 


.32 


.39 


.73 


.12 
.79 
.04 

L26 

.8' 

.46 

.21 

1.87 

• 

.30 

.74 

.81 

.05 

.05 

.56 

1.16 

1.01 

■33 

32 

1.0 

1.10 

.51 

1.53 

1.65 

.13 

.19 

.52 

.6,5 

.13 


.02 


T. 


4  83 
4.31 


3.69 
■2.67 
3.33 
4.12 
3.  12 
2.61 
2.38 
1  35 
1.76 
2.35 
2.21 
2, '25 
4.01 
4.08 
'2.51 
2.18 
2.33 


3.82 
5.31 
3.  33 
.5.  45 
3.81 
5.89 
4.21 
3.59 
5.16 
4.11 
3.93 
3. '29 
3.38 
3.43 
4.77 
6,38 
4  39 
4  54 
1.42 
4.43 
4.03 
4.41 
3.64 
4.97 
2. '26 
2.97 
3  66 
5.70 
1  89 
4.07 
3.35 


2.  .52 
4.02 
■2.21 
3.06 
•2.20 


3.96 


2.  54 
^5 
2.86 
4.18 
5.90 
1.99 
2  83 
3.06 
5  36 

$5.09 
2.91 
3.18 

$2.68 
3.35 
3.48 
2.34 
4  -20 

$2.78 
3.15 
3.31 
4.81 
3.81 
2.99 
■2.99 
3.71 
2 .90 
2.9S 
L91 
8.90 
4.03 


Continued  on  page  I 
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Daily  Precipitation  for  September  1944-Coutluued  from  l-ago  6« 


Stations 


Counties 


Day  of  month 


Am.eghknv 
(nontinued) 

futnoyville'.  2.6  SE. 

Ki<ijr«fty''! 

SftltsburK- 

Seward- .... 

Shemeld',\  6\V 

Smethport'.*.  1  S\V  . 

StrouRstown',  ■"' 

Tione.^ita-.  1 .  ft  SK 

Titnsville.  2  S. 

Union  (Utyl,  i 

\'ftuiti>rgrift  ' 

Warren- 

VonngsviUe'."' 

MONONCAHRI.A 

ConHueuce2. 1.5  NW.. 

Counellsville''^ 

Douora' 

Greensboro- 

Greeusburg,  2  S 

Irwin 

Meyer^dale^ 

Murrysville//  ',5 

Newell' 

Pittsburgh  ArptV/  '.*. 

Rices  Landing^ 

Somerset 

Springs.  1  SW  

Uuiontown 

Way  nesburg 

Beaver 

Beaver  Falls2 

Butler 

Farrell2 ,'.'.' 

Greenville 

.Ianiestown2,  2XW. 
Mercer  Arpt.3.  2.6  NK 
Newcastle,  1.5  N.  . 
Pennline.2,  IS 

Ohio 

Claysville2 

Coraopolis^,  1  E. 

Midland-' 

Mt.  Lebanon" 

W'ashiugton',  * 

LAKE    DRAINAGE 
Albion^.. 

Erie',  6 ;.' 

Raymond '.5 


Armstrong.. 

Klk 

Indiana 

Indiana 

Warren 

McKean 

Indiana  . ... 

Forest 

Crawfoni. . . 

Erie 

W"  morel  and. 

Warren 

Warren 


Somerset 

Fayette.  .... 
Washington 

Greene 

W'morelaud 
W'moreland. 

Somerset 

W'morelaud. 

Fayette 

Allegheny . . . 

Greene 

Somerset 

Somerset 

Fayette 

Greene 


Beaver 

Butler 

Mercer 

Mercer 

Mercer 

Mercer 

Lawrence 

Crawford 


1.28 
.00 
.Mi 
.24 


1.12 

1.74 

.07 

'.'22 
.42 
.OS 

2.26 


.07 


.05   .04 
,05     "• 


.41 
.36 

.67 
.02 
.02 
.43 

.06 

.'■iol 
.21 

.08 
.  10 
.08 


.03 


.28 


.0 
.16 

'.83 
.02 

...     .04 

.16  .... 

.'68 !!!! 

. . .    T. 

.91  .... 
.  I  .  10  . . . . 
7    .18    .21 

.29  T. 
.1.12.... 


Washington 
Allegheny  .. 

Beaver 

Allegheny  .. 
Washington 


Erie 

Erie 

Potter.... 


.13 
2  06 
53 
36 
23 


T. 

.'28  ... 


.55 
1.40 


2.69 
2.25 


10 


.01 
.06   T. 


,02 


12 


.04 


T. 


T. 


16 


.58   .04 
.10    .07 


.02 
.18 

'.'i2 
.18 
.11 
.01 

f. 
.16 


65   T.     .15 
.  62   . 39   T. 

...  .04 
,83.... 
.19  .04 
.12  .03 
.10  .45 
,..  .01 
08  .06 
03  .01 
01  ....  .01 
..  .88  .05 
01    .33  T 


43 


02 


03 


.80    .65    .01 


.52 


.05 


T. 


17... 


.02 


.01 


.16 

.30    .06 


02 


[See  page  72  for  explanation  of  reference  marks.] 


.04 


.03 


.01 


20 


T. 


21 


.76 


.23 
.05 
T. 
.02 
.02 

.13 


.06,  .06 


.04 


.31 


.04 
.36 
.03 
.30 
,12 

r02 
.42 
.20 

'  .'27 
.70 


.06 


.02 

.02 

.4.') 

.01 

.42 

.12 

T. 

.06 


22 


28 


.02 
.42 
.26 
,76 
.09 
.05 

.'is 

.03 

.11 
.02I 

'.is 


.18 


24 


26 


.60 


.03 


.03 


26 


27     28     20     80     81 


.22    .54 

61    .73 

O2I  .54 

52 

931 . . 

73l 

86    .01 

.931.12 

I.iwl  . 

.98, 

48. 

I.  I0|  .63 

1.221 


.60 
T. 

.30 
.26 

.5i 

.25 

.39 

T 

.42 

.48 

.67 

.27 


.64    .23 

l.Ofil  .05 

04  *T 


.33 


01 

46 

78 

1.25 

.93 

1.41 

.37 

1.10 


. . .  2.  20 
,29  .55 
.34    .63 


.34 


8.89 
8.27 
2.68 
4.01 
8.89 
4.82 
3.68 
3'.05 
8.35 
8.17 

51.67 
6.04 

'55.61 


3.10 
3.. 52 
1.67 
4  48 
2.63 
2.13 
3.04 
1.72 
3.82 
1.21 
3.72 
3.46 
3.80 
3.47 
3.11 


1.75 
3.02 
2.84 
2.83 
2.85 
2.40 
1.35 
3.47 


2.77 
4.06 
2.62 
1. 89 

\VS.  07 


5.01 
4  51 
5.28 


Daily  Evaporation(incheB)  and  Wind  Movement  (miles) 


Stations 


.Iamestown2 . .  2  N W  |  Evaporation .... 
\  Wind  movement 

Shaver  Creek2 f  Evaporation .... 

\  Wind  movement 

Wallenpaupack2...  r Evaporation. 


.004 
32 


.032 
5 

132 


\  Wind  movement!    42 


,200.  120 
24      25 


.  2381. 150 
46       4 


,287. 193 
125i     56 


26 


10 


106;.  1,54 


.104 

48 


.128.140 
17      21 


.081 
11 


.152 


.190 
52 

.194 

181 


066  .  082 


37 


.113.065 
23!     42 


11 


.000 
0 


.1-24 
45 


.072 
17 


.035 
62 


18 


.  132 
17 


.124 
42 


.126 
26 


.110 
21 


.117 


.106 
14 


19 


20     21 


.128 
18 


.019 
14 


.098 
10 


.052 
26 


,004 
0 

.003 


.0-38 
1 


Italics  mean  minus  quantity.  [See  page  72  for  explanation  of  other  references.] 


22 


23     24     25     26 


13 

.118 
44 

.165 
123 


062i.  100 
26 


31 


.136 

7 


.139 
52 


.138 
5 


118 


27 


.120 
23 

.060 
17 

.128 
48 


.064 
33! 


.075 
69 


29 


30 


044|.162 

431     67 


31 


Total 


.010 
19 

.035 
123 


.166 
35 


3.118 
813 

3.186 
487 

3. 236 
1772 
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Daily  Temperatures  for  September  1944 


Stations 


Albion* 

Allentown  Arpt.3-4  NE. 

Allentown/ 

Altoona-4.5  SW 

Arendtsville* 

Bethlehem  • 


/  Maximum 

\  Minimum.. 
. /  Maximum.. 

\  Minimum.. 
,  (  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
,  /  Maximum.. 

\  Mininuim. 
.  I  Maximum. 

V  Minimum.. 


Rra(lford-4  W )  Maximum 

hiraniorii  t  "  .^  Minimum  . 

Brookvine^' {^^ZS: 

BurntCabins.-2NE....|Maxun«m-; 

Rutler        (Maximum.. 

1*"'^'^'^ \  Minimum.. 

Canton/l  NW /  Maximum.. 

(^amoui  \  Minimum.. 

Carlisle* {  ^fS^Z : 

Chan,bersburg6aSW...|Maximu™^^^ 

riarionfi-3  SW )  Maximum .. 

wariou   a  o  \  Minimum.. 

riavsville/ I  Maximum. 

^.laysviue/....  \  Minimum.. 

Coatesville* {^^IZ^i 

Columbia (Srr: 

Corry {^^f,ruT. 

Coudersport {^rST 

Curwensville«-6NW....  I  Maximum. 

nprrv        (Maximum. 

"'^"■* \  Minimum. 

Done«ai. {  ^fSZ: 

I>o"ora. {^?1^~: 


EastWaterford-3  E.. 

Ebeusburg/ 

Emporium/-!  E 

Ephrata 

Erie' 

Everetti-0.5  oW 


7; 
fio 

69 

64 
8-^ 
64 
73 
64 
8tl 
56 
83 
63 

80 

65 

70 

62 

77 

64 

H' 

66 

85 

54 

80 

60 

69 

60 
68 
62 
80 
65 
74 
64 
81 
66 
7. 
59 


Farrell 

FordCity-4S 

Franklin/ 

Fredericksville-1  S. 

Freeland 

George  School 

Gettysburg 


Gordon 

Greensburg-2  S 

Hanover/ 

HarrisburgArpt.  '-3 

Hawley-0.5E 

He\vitt-2SW 


,5  8 


Holtwoodi... 
Huntingdon 

Indiana 

Irwin 


(  Maximum 
\  Minimum.. 
(  Maximum.. 
V  Minimum.. 
(  Maximum.. 
\  Minimum.. 
(  Maximum.. 
\  Minimum  ., 
(  Ma-xinuim. 
\  Mininuun.. 
(  Maximum. 
XMinimxun.. 

(  Maximum. 

\  Minimum.. 
,  (  Maximum. 

\  Minimum. 
,  /  Maximum. 

\  Minimum. 
.  (  Maximum. 

\  Minimum.. 
.  (  Maximum.. 

\  Minimum.. 
.  (  Maximum.. 

\  Minimum.. 
.  (  Maximum.. 

V  Minimum .. 

.  (  Maximum. 

\  Minimum .. 
.  /  Maximum. 

>  Minimum.. 
.  (  Maximum. 

V  Minimum.. 
(  Maximum. 
\  Minimum.. 
/  Maximum. 

V  Minimum. 
(  Maximum. 
\  Minimum. 

,  /  Maximum. 

V  Minimum. 
.  (  Maximum 

\  Minimum. 
.  (  Maximum. 

V  Minimum . 
.  (  Maximum, 

\  Minimum. 


66 

77 

54 

69 

53 

83 

6 

83 

66 

77 

65 

70 
61 
76 
61 
73 
53 
81 
61 
80 
63 
87 
67 
82 
67 

83 
63 
79 
65 
83 
64 
84 
67 
79 
60 
78 
66 

83 
69 
80 
63 
75 
64 
78 
64 


83 
56 
84 
58 
92 
62 
78 
60 
86 
60 
91 
65 

90 
67 
8.= 
57 
84 
63 
92 
69 
95 
70 
86 
60 

84 
56 
79 
61 
82 
65 
90 
57 
86 
64 
85 
61 

84 
63 
81 
59 
86 
5' 
92 
67 
82 
6' 
89 
61 


85 
69 
92 
66 
92 
64 
85 
66 
90 
62 
90 
71 

821 
54 
83 
56 
92 
55 
89 
63 
84 
60 
90 
58 

89 
60 
86 
56 
86 
60 
92 
69 
93 
59 
86 
54 

82 
52 


85 
69 
SI 
59 
82 
64 
83 
64 
91 
06 
82 
60 

8(1 
56 
77 
62 
96 
65 
87 
60 
81 
57 
85 
63 

91 
67 
78 
62 
88 
63 
8 


85 
61 

86 
60 
8t' 
68 
90 
63 
84 
63 
91 
67 
91 
68 

89 
61 
84 
59 
92 
69 
93 
68 
89 
62 
90 
6U 

91 
72 
90 
59 
84 
63 
85 
62 


85 
64 
86 
58 
87 
59 
91 
57 
82 
64 
93 
64 
91 
64 

88 
54 
84 
56 
91 
68 
89 
64 
86 
60 
89 
64 

89 
66 
89 
54 
84 
61 
86 
62 


91 
65 
82 
59 

81 

57 

7(1 

61 

87 

6' 

8ft 

62 

90 

69 

80 

5' 

79 
64 
8(1 
62 
82 
5' 
86 
65 
84 
65 
89 
61 

84 
65 


75 
65 
84 
62 
84 
62 
77 
58 
86 
64 
81 
64 

69 
55 
71 
57 
86 
62 
81 
59 
75 
52 
85 
61 

87 
65 
73 
56 
75 
(iO 
88 
70 
90 
64 
66 
58 

72 

55 

6' 

58 

75 

64 

73 

60 

79 

66 

76 

,56 

75 
62 
7> 
55 


58 
84 
60 
84 
61 
79 
59 
81 
57 
82 
62 

72 
51 
74 
58 
87 
56 
76 
64 
77 
54 
82 
69 

82 

58 

75 

6' 

7' 

62 

85 

60 

86 

60 

74 

56 


57 
77 
64 
76 
64 
73 
53 
72 
54 
74 
6' 

68 
47 
62 
48 
73 
51 
76 
51 
67 
64 
75 
59 

72 
60 
65 
50 
65 
60 
78 
64 
79 
62 
69 
50 


47 
.59 
39 
63 
3' 
74 
51 
78 
50 
58 
46 

62 
42 
54 
42 
58 
45 
59 
39 
66 
46 
6' 
42 

65 
48 
55 
40 
61 
39 
7' 
50 
60 
65 
68 
44 


70 
56 
70 
54 
70 
50 
73 
42 
78 
51 
68 
55 

68 
50 
70 
42 
78 
44 
69 
42 
64 
43 
73 
52 

77 

4 

72 

43 

74 

3' 

72 

50 

76 

49 


72 

4' 

76 

50 

65 

52 

72 

66 

68 

55 

80 

63 

81 

63 

73 
57 
71 
54 
76 
63 
72 
56 
74 
58 
79 
62 

75 
63 
76 
57 
72 
51 
75 
54 


82 

'si 

46 
81 
44 
79 
43 
80 
47 
80 
46 

76 
35 
78 
38 
82 
42 
83 
39 
79 
42 
78 
42 

80 
45 
80 
41 
82 
43 
80 
48 
83 
45 
78 
37 

78 
36 
76 
46 
84 
54 
80 
44 
83 
48 
78 
47 

75 
53 
79 
42 
80 
42 
81 
46 


12   13 


82 

80 
49 
81 
46 
76 
46 
77 
50 
77 
50 

74 
35 
75 
43 
80 
47 
81 
40 
79 
44 


16  17 


62 
44 
68 
41 
60 
42 
71 
41 
62 
44 
74 
61 
76 
61 

66 
36 
65 
36 
75 
62 
74 
52 
67 
44 
73 
46 

73 
57 
66 
44 
63 
41 
66 
44 


68 
57 
69 
63 
77 
48 
69 
59 
68 
54 
72 
53 

74 
48 
57 
49 
76 
55 
72 
52 
79 
59 
64 
49 

65 
63 
62 
50 
62 
47 
74 
59 
70 
58 
66 
56 


70 
60 
74 
58 
6' 
69 
70 
64 
67 
68 

67 
68 
76 
59 
68 
62 
73 
63 
71 
50 
70 
60 

69 
61 

75 
61 
78 
55 
80 
66 
7( 
56 
78 
59 

70 
57 
68 
57 
81 
63 
78 
59 
81 
6' 
74 
50 


80 
40 
82 
43 
80 
41 
78 
42 
77 
46 
82 
48 
79 
48 

79 
36 
82 
38 
79 
51 
80 
48 
76 
40 
81 
44 

82 
56 
76 
44 
81 
49 
84 
43 


80 

49 

8 

44 

7S 

42 

78 

47 

74 

51 

83 

48 

78 

62 

77 
43 
78 
40 
77 
50 
79 
52 
78 
39 
76 
50 

79 
69 
82 
44 
81 
51 
85 
46 


68 
77 
63 
71 
62 
76 
66 
73 
66 

70 
59 
72 
59 
73 
64 
78 
53 
72 
56 
"4 
65 

78 
61 
72 
.58 
70 
61 
77 
69 
76 
67 
74 
55 

77 
60 
66 
58 
71 
62 
70 
68 
76 
6:3 
75 
61 

68 
62 
67 
60 
73 
60 
76 
68 
76 
60 
74 
62 


77 
56 
79 
53 
69 
49 
70 
56 
70 
49 
68 
60 
75 
59 

73 
52 

50 
6' 
65 
66 
59 
64 
49 
72 
5 

73 
64 
66 
45 
76 
53 
80 
55 


69 
.59 

T 

61 

78 

56 

70 

62 

65 

57 

75 

66 

72 

66 

69 
61 
78 
61 
73 
60 
72 
&4 
6H 
66 
72 
63 

76 
72 
72 
61 
78 
61 
80 
64 


49 
73 
51 
83 
58 
73 
55 
78 
61 
80 
60 

80 
60 
74 
55 
73 
51 
84 
65! 
861 
62 
72 
51 

6K 
55 
69 
19 
75 
58 
72 
54 
76 
60 
78 
59 

74 
.59 
70 
65 
76 
56 
85 
63 
69 
62 
79 
54 


81 
58 
81 
69 
74 
61 
80 
54 
79 
60 

72 
51 

71 
48 
80 
48 
73 
47 
76 
.53 
78 
63 

80 
53 
73 
48 
78 
45 
82 
59 
83 
67 
73 
48 

74 
60 
66 
48 
75 
69 
73 
46 
79 
64 
75 
63 

72 
55 
70 
49 
76 
51 
82 
57 
71 
59 
78 
49 


18   19 


80 
56 
80 
56 
77 
49 
80 
5' 
77 
68 

T 

45 

7 

44 

80 

48 

81 

46 

78 

62 

80 

50 

80 
58 
78 
47 
82 
471 
82 
58 
83 
58 
79 
4' 

78 
46 
73 
52 
82 
50 
78 
50 
84 
54 
78 
62 


75 

51 

79 

59 

79 

65 

75 

6 

70 

64 

76 

6- 

77 

69 

76 
67 
75 
58 
76 
67 
77 
69 
72 
64 
86 
64 

77 
72 
76 
64 
79 
62 
77 
60 


80 

'69 
60 
70 
60 
72 
56 
69 
66 
6- 
60 

76 
54 
70 
56 
68 
62 
81 
50 
71 
51 
70 
60 

70 
60 
72 
54 
76 
58 
76 
62 
70 
62 
74 
56 

70 
60 
64 
57 
72 
62 
65 
58 
80 
59 
74 
52 

67 
55 
63 
■48 
69 
52 
71 
5' 
78 
63 
66 
58 


20  21 


22 


61 
69 
61 
67 
61 
69 
64 
66 
60 

71 
62 
75 
59 
70 
65 
81 
56 
69 
55 
70 
62 

73 
63 
80 
60 
85 
56 
71 
62 
78 

6;^ 

81 
59 

69 

59 
66 
60 
78 
60 
75 
62 
83 
66 
63 
66 


78 
47 
80 
49 
79 
48 
78 
65 
74 
5- 
8( 
61 
80 
57 

77 
48 
80 
47 
81 
59 
81 
57 
78 
49 
80 
50 

82 
64 
81 
.50 
79 
63 
82 
49 


83 

'77 
61 
76 
61 
77 
64 
78 
66 
73 
63 

79 
64 
76 
55 
80 
66 
84 
55 
76 
60 
77 
64 

79 

66 

76 

5 

80 

61 

77 

66 

81 

65 

80 

57 

77 
61 
73 
62 
83 
63 
78 
56 
80 

6:^ 

73 

68 

68 

62 

7 

60 

79 

62 

76 

64 

83 

66 

82 

64 


79 
61 
78 
62 
79 
60 
83 
6' 
76 
63 

78 
58 
79 
48 
85 
61 
77 
56 
80 
63 
82 
66 

83 

63 

80 

6' 

80 

63 

83 

66 

87 

65 

80 

52 

80 
56 
77 
47 
80 
61 
78 
58 
83 
67 
74 
60 

75 
63 
78 
56 
82 
59 
83 
67 
78 
63 
82 
58 


70 

'72 
54 
72 
56 
75 
49 
73 
54 
70 
54 

73 
43 
64 
44 
71 
49 
79 
.50 
66 
46 
75 
60 

72 
53 
66 
49 

68 
48 
75 
57 
77 
55 
71 
46 

76 
39 
59 

431 
75I 
.53 
65 
46 
73 
53 
63 


26  26 


59 

'64 
46 
63 
51 
68 
44 
62 
51 
61 
47 

56 
34 
58 
34 
64 
46 
70 
3' 
56 
38 
70 
47 

64 

48 

58 

36 

60 

46 

61 

51 

70 

4 

65 

35 

60 
32 
55 
37 
62 
44 
60 
42 
63 
50 
.53 
38 


58 
44 
56 
42 
59 
38 
66 
51 
56 
45 
63 
48 

63 
40 
69 
39 
.59 
40 
66 
41 
64 
40 
66 
49 
71 
53 

66 
46 
65 
38 
62 
53 
61 
48 
61 
41 
75 


65 

'6.5 
43 
66 
44 
63 
33 
66 
43 
64 
43 

64 
25 
65 
30 
67 
37 
65 
30 
64 
31 
64 
38 

66 
41 
.59 
33 
66 
32 
68 
46 
71 
46 
66 
27 

64 

25 
60 
35 
67 
40 
62 
38 
69 
42 
60 
36 

59 
40 
66 
35 
66 
30 
69 
43 
63 
42 
61 
37 


63 
32 
67 
:34 
66 
33 
62 
38 
60 
37 
67 
47 
65 
45 

63 
32 
68 
32 
66 
45 
67 
42 
63 
33 
68 
37 

72 
60 
67 
33 
65 
39 
69 
36 


65 
37 
67 
37 
68 
47 
6' 
36 
64 
31 
66 
43 

64 
46 
69 
39 
69 
33 
71 
38 
70 
40 
66 
30 

66 
30 
63 
40 
72 
50 
67 
34 
72 
48 
60 
35 

60 
46 
67 
36 
70 
31 
69 
43 
65 
45 
69 
40 

66 
33 
69 
38 
70 
34 
64 
35 
61 
42 
69 
40 
64 
49 


27 


78 


75 
42 
76 
40 
75 
43 
77 
43 
75 
44 

71 
.33 
74 
32 
79 
41 
76 
34 
74 
44 
75 
39 

75 
43 
75 
37 

76 
40! 
75  [ 
461 
80! 
43 
72 
33 

73 
32 
69 
40 
76 
41 
71 
37 
79 
47 
67 
44 

71 
49 

70 
37 
76 
38 
77 
44 
71 
55 
77 
40 


28  29  30  31 


Mean 


49 

78 
44 
79 
48 
79 
49 
76 
51 

71 
36 

75 
41 
82 
44 

77 
42 
75 
14 
78 
45 

79 
43 
79 
42 

78 
41 
78 
51 
82 
48 
72 
38 

74 
39 
.72 
47 
78 
4 

76 
43 
82 
53 
76 
46 

73 
59 
76 
40 
78 
39 
79 
50 
75 
68 
81 
42 

80 
46 

80 
42 

7b 
38 
76 
46 
72 
53 
77 
44|  62 
75i  77 
45!  50 


74 
56 
70 
58 
71 
61 
68 
66 
69 
57 
68 
60 

68 
56 
66 
.53 
72 
68 
80 
51 
64 
49 
75 
56 

69 

59 

6' 

59 

66 

47 

80 

51 

74 

59 

67 

54 

69 
54 
61 
51 
70 
60 
64 
59 
69 
64 
66 
51 

66 
60 
64 
46 
67 
46 
73 
60 
6' 
54 
69 
64 


66  ... 

39... 

60. 

44 

60 

45 

61 

41 

,56 

50 

57 

43 


74i 
37  i 
75l 
361 
76| 
48' 
78 
46 
76 
37 1 
76j 
38', 

79! 
52 

79; 
42 

73' 
43;  49 

77'  80 
421  48 


44 
70 
59 
56 
47 
80 
51 

62 
41 
69 
45 
67 
47 
65 
55 
62 
45 
71 
60 
68 
62 

65 
51 
68 
52 
70 
63 
67 
50 
66 
44 
70 
5^ 

70 
55 
70 
53 
69 
46 
70 
50 


69 
49 
67 
43 
56 
42 

58 
42 
69 
45 
58 
38 
58 
43 
55 
38 
61 
50 
65 
51 

60 
38 
65 
46 
.5' 
.50 
59 
50 
60 
33 
65 
48 

60 
54 
50 
39 
68 
46 
70 
46 


75.4 

5«  • 

7.5.5 
.55.6 
75.6 
,56.3 
73.4 
,52.3 
75.7 
56.5 
73.3 
.56.5 

71.1 
47.3 
70.7 
48.4 
76.7 
h.i.  6 
76.0 
49.4 
"1.7 
49.1 
76.1 
64.4 

7.5.9 
55.5 
72.1 
49.9 
74.6 
49.  9 
77.7 
58.0 
79.4 
55.8 
72  7 
48.2 

72.1 
46.8 
(i6.2 
49.7 
75  6 
55  5 

71  7 
50.9 
77.3 
56.9 
70.3 
49.9 

68.8 

55.6 

69.8 

49.0 

73.4c 

48.8* 

78.0 

57.3 

72  4 
57.8 
75.1 
52.  I 

74.2 
50.6 
77.5 
49.9 
73.9 
48.6 
73.9 
53.1 
70.0 
52.9 
77.4 
58.2 
77.5 
59.1 


(Continued  on  page  71. 
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CI.lMAT()I,()(ilCAL  DATA:    PENNSYLVANIA  SKCTJON 


Daily  Temperatures  for  September  1944-(;..ntiiui..l  from  paKo  7o. 


Stations 


.lamestown/  -2  N  W . . , 
Johiistowii'-.o.fi  w 

Ksue'-l  N 

Lancaster 

I.nwroiioevllle 

l*l)aii(>n  / 

I.ewistowii/-2SW 

Lock  Haven" 

Marcus  Hook' ..     . . . 

Martinshurg'' 

Maiii'li  Chunk-lSW.., 
Meadvilley-l  S 

Mercer'-2.5  NK 

iMiddletowni-1.5\V.  .. 

Midland'' 

Montrose /-S  K 

Mt.  Lebauonti 

Mt.  Pocouo;'-2  N 


. .  /  Maxinunn. 

\  Minimum., 

(  M:i\iimiiii. 

\  Miiuimnn ., 
. .  /  Miixiiiniiii. 

\  Miiiiiiuim  .. 
. .  /  .Miixiiiumi. 

\  MiuiimiM'.. 
. .  /  Mil  ximiini.. 

\  Miiuimiiii.. 
. .  /  Muximuni.. 

\  Miniimnn.. 

. .  /  Maximum. - 

\  Miniiimiii ., 
.  /  .Mii.ximum. 

\  Minimum., 
. .  (  Maximum. 

\  MiiiinuiMi .. 
.  (  \raximum.. 

\  Minimum. 
.  I  M;i  'Cimum. 

\  Miiumum. 
.  /  Mnxinuun. 

\  Minimum.. 

(  Ma.ximum. 

\  ^^iIlin^um.. 
.  /  Maximum. 

\  Minimum  . 
.  /  Maximum.. 

\  Minimum. . 
.  I  Maximum.. 

\  Minimum., 
■  /  Maximum. 

\  Minimum.. 
.  /  Maximum. 

1  Minimum.. 

New  Bloomtield /  .Maximum  . 

.,      ,        ,  ^  Minimum. , 

Ne\vbiirgi.3.5N\V /  Maximum  . 

.,       „  \  Minimum.. 

New  Castle-1.5  N /  Maximum.. 

_  ,  ,  \  Minimum.. 

Palinertoul (  .Maximum. 

„,„,.,  '  Minimum., 

Park  PIa<..ei-l  NW /  Maximum.. 

nui    J  ,   ,  ^  Minimum.. 

PhiladelpiiiaArpt.'..  ..  (  Maximum., 

\  Minimum.. 


Philadelphia  (;.O.i.  ... 

Phila.  Shawmont 

Philipsburg3-7  E 

Phoenix  ville-1. 5  SE... 
Pittsburgh  Arpt  Sta.'.. 
Pittsburgh  City  Office!. 


(  .Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
/  Maximum., 
\  Minimum., 
/  Maximum.. 
I  Minimum.. 
/  llaximimi. 
\  .Minimum.. 
I  .Maximum.. 
\  Minimum.. 

Port  Clinton/ /  Maximum.. 

n  ,  .,,  \  .Minimum.. 

Putneyville-2.5  SE /  Maximum.. 

„     ,  \  Minimum.. 

Quakertown-0.5  E (  Maximum.. 

r,     J.      ,  \  Minimum.. 

f^fafl'ne' (  Maximum.. 

„.j  ,  I  Minimum.. 

Ridgway  / i  Maxinmm. 

,,  ,  \  Minimum.. 

bcrantoni .  Maximum., 

\  Minimum.. 

Selinsgrove (  Maximum.. 

\  Minimum.. 

Somerset (Maximum.. 

„     .  „  \  Minimum.. 

Spnngs-I  S\V (  Maximum., 

D»  .    ,,  „       ,  '  Minimum.. 

State  College  1 (  Maximum., 

.-,.,,  ^  Minimum., 

t5troudsburg-2  E )  Maximum.. 

T  ,  ,  „r,  \  Minimum.. 

Tamarack  /-2  S i  Maximum.. 

\  Minimum.. 

Tionesta-LSSE /Maximum. 

T,.^       ...  ^  Minimum.. 

Titusville-2  8 (  .Maximum.. 

T,  ,     ,  .-  V  Minimum.. 

Towandal  E (  Maximum.. 

„    .      ^  \  Minimum.. 

Umontowu i  Maximum.. 

,,       ,         .„,  \  Minimum.. 

Vandergriftl i  Maximum.. 

I  Minimum. 


71 


Mean 


Continued  on  page  72. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


September  1944 


Daily  Temperatures  for  September  1 944-Continued  from  page  71 . 


Stations 


Warren /  Maximum., 

\  Minimum.. 
Waynesburg /  Maximum . 

V  Minimum.. 

Wellsboro/ /  Maximum. 

\  Minimum.. 
West  Chester )  Maximum. 

\  Minimum.. 
Wilkes-BarreS I  Maximum. 

V  Minimum., 

Williamsport /  Maximum. 

(  Minimum. 
Williamstown /  Maximum  . 

\  Minimum .. 
Woo.lward3-2  NE /  Maximum. 

\  Minimum. 

York-3  SW ;  Maximum. 

\  Minimum. 


94      91 
0      58      67      63 


85      82 
58      61 


60     66 


75 

73 

57 

52 

73 

78 

51 

44 

79 

76 

61 

49 

84 

81 

66 

60 

83 

77 

65 

55 

82 

81 

61 

53 

80 

78 

62 

53 

72 

74 

55 

53 

84 

82 

61 

54 

20 


71 
65 
74 
50 
71 
62 
72 
63 
72 
55 

77 
59 
75 
60 
60 
55 
83 
63      65 


21 


63     67 


23 


24 


25 


26 


27 


75      72 
37      46 


28 


29 


30 


31 


Mean 


71.8 
51.3 
75.6 
50.3 
72.9 
47.0 
77.3 
58.4 
74  9 
52.0 

76.6 
63. 2 
76.5' 
52.  9* 
67.4 
52  5 
80.6 
56.6 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Atmospheric  pressure 
(reduced  to  sea  level) 


Stations 


Erie 

Harrisburg... 
Philadelphia  . 
Philipsburg... 
5'ittsburgh.... 

Reading 

Scranton  


30.42 

30.08 
30.47 
30.46 
30.  38 
30.  47 
30.  49 


29.68 
29.19 
29.  33 
29.  70 
29.  70 
29.47 
29.  57 


Wind* 


<J> 


7.3 
6.8 

8.1 
8.3 
8.8 
9.3 
6.8 


S 
5>. 


^> 


w. 
nw. 


u\v. 
u\v. 


Relative 
Humidity 


82 

58 

90 

71 

61 

59 

70 

42 

47 

80 

240 

68 

51 

86 

60} 

53 

50 

41 

107 

RIVER  CONDITIONS 


Stations 


Rivers 


.  w^r  =T,v  fivp-rtiiiiute  neriod  **  Corrected  to  true  velocities. 

t  f2  00  Soon     Ti^vm        §  Also  other  dates.       •  One-minute  interval. 

II  And  other  directions. 


Port  Jervls,  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport i 

Newport j 

Harrisburg 

Schenley,(nr)  Lock  No.  5. 

Sutersville 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland.  Dam  No.  7 


Delaware.  

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna. 
W.  Br.  Susquehanna 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio 


1.9 
0.7 
2.5 
3.1 
1.6 
0.0 
3.1 
3.1 
11.7 
2.6 
10.9 


« 

te 

03 

^s 

2  • 

%      1 

eS 

o 

& 

o 

h3 

o  1 

3.6 
2.7 
3.9 
6.3 
3.0 
0.4 
3.3 
3.3 
12.2 
3.1 
11.4 


0.9 
-0.3 
2.3 
2.4 
1.0 
-0.2 
2.9 
2.9 
11.5 
2.3 
10.7 


5t: 

6  I 
11 

9 
12 

1 
11  i 

lit! 

6  I 
9 

1  I 


18 
22 
9 
13 
22 
•20 
22 
17 
24 
20 
30 
25 
30 


Pool  stage. 


t  On  other  days  also. 


FOOTNOTES 


Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  diri^tion  of  station  from  City  Post  Office. 

All  ilrnartures  from  normal  are  computed  from  the  averages  of.the  entire  period 

mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

.''V«'';?c'  'N^erof^dayf  missing,  for  example.  ''  indicates  two  days  missing. 
Italics,  data  interpolated. 
$  Partly  interpolated. 
§$  Incomplete. 

t  Received^ too  late  to  be  included  in  means  and  summaries. 
*  Included  in  next  measurement. 

f  InsfnfmlnfsTr/?!::^!  in  the  morning;  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
1  Midnight  to  midnight. 
«  Measured  in  the  morning  for  the  preceding  24  hours. 

3  oltafor  24  hours  ending  at  1:.30  a.  m.  of  the  fol  owing  day  ^ 

4  Best  available  used  for  stations  not  equipped  with  recorders. 
6  Recording  gage.  ,  ,,  rwi,,  „. 

6  At  a  fixed  hour  between  sunset  and  1 1 .00  p.  m. 

7  Noon  to  noon. 


List  of  Changes  in  Station  Designations 

For  more  exact  location  of  the  equipment,  station  names  have  been  changed  as 
follows: 


Dauphin         formerly 

Farrell 

Ford  City 

Grantville  \  \ 

•Tamestown 

Kregar 

McConnellstown 

Milroy 

Monroeton 

Neffs  Mill 

Newburg 

Putnevville 

Sheffield 

Williamsport4SE 


Peters  Mountain  Tower 

Sharon 

Crooked  Creek  Dam 

Manada  Gap 

Pvmatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Charter  Oak 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherry  Grove 

Shaffe'rs  Path 

( W.  B.  O..  Philadelphia- 11-3-44-975.) 


U.  S.  DEPARTMENT  OF  COMMERCE,  WEATHER  BUREAU  DEC  1  ^  1944 


CLIMATOLOGICAL    DATA 


'I :     '  b", 


32 


PENNSYLVANIA  SECTION. 

L.  F.  CONOVEK 
HARRISBURG,  PA. 


Vol.  XLIX. 


October   1944. 


No.  10. 


GENERAL  SUMMARY. 

Temperatures  were  hijjhest  about  th(>  7th  and  ISth,  extreme 
maxima  being  reeord(>d  at  most  stations  on  the  earlier  date. 
Kilhng  frosts  occui-red  in  all  seetions  on  the  16th  and,  by  the 
end  of  the  month  all  but  three  stations  had  experienced  sub- 
freezing  temperatures.  The  temperature  deficiency  further  de- 
creased the  average  daily  excess,  accumulated  for  the  year,  to 
0.3°.  In  contrast  to  this,  an  average  daily  deficiency  of  0.3° 
was  accumulated  during  the  same  period  in  1943. 

Precipitation  was  confined,  principally,  to  the  first  half  of  the 
month.  A  hurricane  then  threatened  to  duplicate  the  damage 
of  September's  violent  storm.  Instead  of  moving  up  the  coast, 
however,  it  traveled  inland  over  South  Carolina  where  its  fur- 
ther movement  was  retarded  by  a  ridge  of  high  pressure  to  the 
north.  Losing  its  hurricane  intensity,  the  storm  continued  its 
northward  movement.  Warm  air,  circulating  about  its  center, 
over-ran  the  colder  air  to  the  north  and  produced  heavy  rain 
which  ended  on  the  21st  as  the  storm  passed  along  the  New 
Jersey  coast.  Amounts  on  the  20-21st  accounted  for  approxi- 
mately 45%  of  the  month's  precipitation.  At  southwestern  and 
southern  mountain  stations,  24-hour  amounts  were  excessive. 
Monthly  totals  were  above  normal  in  the  southern  half  of  the 
State  from  the  Susquehanna  Valley  westward.  Elsewhere,  they 
were  generally  deficient,  most  stations  in  the  extreme  east  por- 
tion receiving  amounts  less  than  2.00  inches.  The  State  average 
was  below  normal,  making  the  accumulated  deficiency  for  the 
year  2.43  inches,  compared  to  2.04  inches  in  the  corresponding 
months  of  1943.  The  first  general  snowfall  occurred  on  the  27th 
although  isolated  stations  reported  flurries  earlier  in  the  month. 

Thunderstorms  occurred  on  scattered  dates  but  were  most 
widespread  on  the  7th.  Heavy  hail  accompanied  the  storms  in 
Centre  and  Franklin  Counties,  damaging  fruit  in  the  latter  area. 
Wind  damage  was  reported  in  Harrisburg  and  at  Blacksville, 
Greene  County.  At  the  latter  place,  one  building  was  unroofed, 
a  score  of  trees  were  uprooted,  and  several  buildings  were  dam- 
aged. 

As  a  whole,  October  was  a  good  month  for  agriculture.  Con- 
ditions, during  the  first  half  of  the  month,  were  favorable  to 
plant  growth  and  most  of  the  less  hardy  crops  had  been  har- 
vested before  the  killing  frost  of  the  16th.  The  latter  part  of 
the  month  was  ideal  for  field  work.  While  the  year  has  been 
warmer  and  drier  than  1943,  drought  conditions  were  less  gen- 
eral, being  concentrated  in  southeastern  counties.        g.  w.  s. 


TEMPERATTJRE. 

The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  84  stations  was  50.8°,  which  is  1.7°  below  the  57-year 
normal  for  October.  The  highest  monthly  mean  was  57.4°  at 
Marcus  Hook,  and  the  lowest  was  44.2°  at  Kane.  Extremes 
ranged  from  a  maximum  of  90°  at  Phoenixville  on  the  7th,  to 
a  minimum  of  12°  at  Bradford  on  the  28th. 

PREOIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the 
observations    at  203  stations,  was  3.14  inches,  which  is  0.13 


inch  below  the  57-year  normal  for  October.  The  greatest 
monthly  amount  was  5.67  inches  at  Lake  Lynn,  while  the  least 
was  1.03  inches  at  Stroudsburg.  The  greatest  amount  recorded 
in  any  24  consecutive  hours  was  2.84  inches  at  Uniontown  on  the 
20th-21st. 

The  average  snowfall  for  the  State  was  a  trace,  which  is  0.2 
inch  below  the  57-year  normal.  The  greatest  monthly  snowfall 
\yas  0.5  inch  at  Titus ville.  The  gi-eatest  fall  for  any  ol)serva- 
tional  day  was  0.5  inch  at  Titusville  on  the  26th. 


ERRATA 


Septomber,  1944."ragi'  (56,  Clarion,  iiuiiiber  of  days  witli  .01  inch  or  niorr  slunild  be 
12:  Harrisburg,  total  pn-cipitation  should  be  3.94  inches,  departure  should  be  +0.89 
iuch  ;  I'utneyville,  date  of  minimum  temperature  should  be  24th.  Page  67,  Austinburg 
precipitation  on  5th  should  be  0.10  inch;  on  19th,  0.02;  on  22d,  0.06;  on  27th  0  22' 
Amounts  on  15th,  16th,  17th,  23d,  24th.  26th,  and  30th  should  be  deleted.  Total  should  be 
3.68  inches.  Page  68,  Harrisburg,  precipitation  on  14th  should  be  0.25  inch,  total  should 
(Continued  on  page  80) 


1S88. 
1889. 
1890 
1891. 
1892. 
1893. 
1894. 
1895 
1896. 
1897. 
1898. 
1899. 
19U0. 
1901. 

1902. 
1903, 
1904. 
1905. 
1906. 
1907. 
1908. 
1909., 
1910., 
1911., 
1912- 
1913. 
1914  , 
1915., 

1916.. 

1917.. 
1918.. 
1919.. 

1920  . . 

1921  . 
1922.. 
1923. . 
1924.. 
1925.. 
19-'6. 
1927.. 
1928.. 
1929.. 

1930  . 
1931.. 
1932.. 
1933  . 
1934 . . 
1935.. 
1936.. 
1937.. 
1938., 
1939. . 
1940.. 
1941.. 
1942. . 
1943.. 
1944.. 


COMPARATIVE   DATA  FOR   OCTOBER 


Year 


Temperature 


(5 


Precipitation 


No.  of  days. 


—  o 


II 


46, 
47 
50. 
50. 
50, 
53. 
53. 
47. 
48. 
51. 
53. 
54 
58. 
52. 


Period 


53.1 
53.4 
50.6 
53.2 
52.0 
48.2 
54.6 
48.4 
55.6 
52.3 
54.2 
54.9 
56.4 
54.2 

52.1 
47.2 
55.5 
57.5 
57.5 
52.6 
54.8 
51.0 
52.9 
46,1 
51  9 
55.6 
55.1 
50.6 

50 
55 
53 
51 
51, 
53 
54 
.50 
.54, 
53, 
50, 
57. 
53. 
50. 


50. 


52.5 


94 
87 
87 
83 
90 
99 
91 
85 

93 
93 
86 
90 
84 
89 
87 
89 
91 
92 
85 
100 


90 
100 


19 
13 
21 
15 
16 
17 
24 
17 
18 
16 
20 
15 
19 
20 

19 
20 
12 
16 
14 
13 
19 
15 
14 
18 
2:1 
16 
U 
17 

16 
12 
19 
21 
22 
18 
12 
12 
14 
9 
16 
21 
15 
14 


4.02 
3.85 
5.87 
3.06 
0.72 
3.26 
4.26 
1.99 
3.19 
1.32 
5.20 
1.55 
2.74 
1.23 

4.64 
4.64 
2.87 
4.23 
4.46 
3.16 
1.95 
2.27 
1.91 
4.83 
2.74 
5.44 
2.35 
2.65 

2.25 
6.38 
3.17 
4.77 
1.67 
2.16 
2.51 
2.88 
0.28 
4.83 
4.51 
6.40 
1,78 
5.59 

0.99 
1.83 
5.31 
1.91 
1.46 
2.77 
3.69 
5.84 
1.81 
3.88 
2.03 
2.77 
4.51 
.5.63 
3.14 

3.27 


T 

0.2 
0.3 

'J'. 

T. 

'r. 

T. 

0.3 

T. 

T. 

T. 
0 
0 

T. 

0.1 
0.1 

T. 

'1', 
1.1 

T. 

T. 

T. 
0.5 

T. 

T. 
0.2 

T. 

T. 


0.2 

14 

0.1 

9 

0.1 

8 

T. 

9 

0.2 

6 

T. 

9 

T. 

11 

T 

8 

0.6 

6 

T. 

9 

T. 

11 

0.1 

14 

T. 

6 

T. 

11 

1.1 

8 

T. 

13 

0.1 

12 

0.3 

13 

T. 

10 

0.2 

9 

9 
8 
fi 
II 
1:^ 
14 
12 
17 
II 
14 
11 
13 
11 
16 

12 
12 
15 
14 
7 

16 
16 
13 
16 
11 
15 
10 
11 
15 

18 
10 
15 

9 
19 
17 
18 
15 
21 

6 
10 
17 
14 
12 

15 
15 
10 
16 
17 
16 
13 

8 
18 
13 
12 

9 
13 
U 
13 


10 


16 
14 
17 
11 

7 

9 
11 

6 
12 

9 
13 
10 
11 

6 

10 
U 

8 
10 
17 

7 

8 
11 

7 
13 

9 
15 
11 

9 

6 

11 
8 

14 
5 
7 
7 
8 
3 

17 

12 
9 
9 

11 


8 
14 
6 
7 
7 
12 
IS 
7 

n 
11 

13 

11 

15 


10 
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Olimatolotrical  Data  for  October  1944 


Stations 


Counties 


Atlnvtic  Drainage 
AUentown  Arpt.  -4  NE. 

Altoona-4.5  W 

Burnt  Cabins-2  NE  . . . . 

Carlisle 

Chambersburg-1  8W... 

Coatesville 

Cur\vensvilleApt-6  NW 

Eagles  More 

E:ist  \Vaterford-3  E.  .  . 

Emporium -1  E 

Ephrata 

Everett-0.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover r  Wk'<i' 

Harrisburg  Arpt.-3.5  b. 

Hawley-0.5  E 

Holtwood 

Huntingdon 

Lancaster 

Lawrence  ville 

Lebanon ••_ 

Le\vistown-2SW 

Look  Haven.... 

Marcus  HooklJ 

Martinsburg 

Moutrose-3  E . . 

Mt.  Pocono  Arpt. -2  N . 

Palmerton 

Philadelphia  Airport.. 

Philip>burg-7  E 

Phot-nixville-l.  5SE.... 

Port  Cliutonlt 

Quakertowntl-0. 5  E.  .. 

Reading 

Scrantou 

Selinsgrove 

State  College 

Stroudsburg-2  E 

Tamarack-2  S 

Towandalt-1  E 

Wellsborott 

West  Chestertl 

Wilkes-Barrett 

Williamsport  Jt 

Williamstown  tt 

■Woodward-2  NE 

York-SSWU 


Division  mean. 


Ohio  Drainage 

Bradford-4  VV 

Brook  ville 

Butler 

Clariontt-3  SW 

Claysville 

'orry 

Coudersportll 

Derry 

Don'  gill 

Donoratt 

Ebeusburg 

Farrell 

Ford  City-4  S 

Franklin 

Greensburg-2  S 

Indiana 

Jamestown-2  N  W. . . 
Johnsto\vn-0.5  W.. . 

Kane-l  N 

Meadville-l  S 

Midland 

New  Castle- 1.5  N  .. . 
Pittsburgh  Airport. 
Putneyville-2.  5  SE  . 

Ridgway 

Somerset 

Springs-1  SW 

Ti"iiopta-1.5SE 

Titusville-2S 

Uninntowntt 

VandergrlftU 

Warren     

Waynesburg 


Division  mean. 


Lake  Drainage 

Albion 

Erie 


Lehigh 384 

Blair 1,600 

Fulton 990 

Cumberland 473 

Franklin 600 

Chester 431 

Clearlield 2,215 

Sullivan 2,020 

Juniata 2, 125 

Cameron 1, 100 

Lancaster 365 

Bedford 11,020 

1,970 
184 
500 
900 
600 
351 


Luzerne 

Bucks 

Adams 

Schuylkill 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon     . 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair. 

Susquehanna. . 

Monroe 

Carbon 

Philadelphia  . . 

Centre   

Chester 

Schuylkill 

Bucks 

Berks 

Lackawanna... 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming 

Dauphin 

Centre 

York 


State  mean. 


McKean 

Jefferson 

Butler 

Clarion 

Washington 

Erie  

Potter 

Westmoreland... 
Westmoreland  .  . 

Washington 

Cambria 

Mercer. 

Armstrong 

Venango 

Westmoreland 

Indiana 

Mercer ,  . 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland 

Warren 

Greene 


Erie. 
Erie. 


200 
700 
255 
996 
469 
580 
557 
12 

1,493 

1,176 

1,914 

455 

10 

1,916 
100 
407 
480 
273 
746 
476 

1,217 
440 

2.250 
54 

1.319 
440 
544 
550 
775 

2,191 
390 


1.6S0 

1,400 

1,077 

1,114 

1,170 

1,410 

1,653 

1,150 

1.746 

761 

2,170 

855 

950 

987 

1.160 

1,300 

1.050 

1,650 

1,750 

1, 065 

780 

900 

1,286 

1,270 

1,385 

2,100 

2, 500 

1.200 

L550 

L040 

825 

1,190 

1,100 


900 
706 


Temperature,  in  degrees  Fahr. 


S 

u  ^ 

3  2 
CO 

O.J3 


51.4 
51.6 
51.2 
51.7 
52.6 
53.  7 
46.7 
46.0 
50.2 
48.1' 
53.7 
51.2 
48.9 
54.6 
54.2 
50.0 
53.0 
53.7 
49.0 
56.0 
51.2 
52.5 
49.5 
52.8 
50.6 
51.3 
57.4 
49.8 

46.9 
50.4 
54.7 
45.2 
55.0 
50.2 
50.3 
54.6 
50.6 
51.3 
60.5 
52.6 
46.8 
4'X  3 
46.0 
54.2 
49.6 
50.7 
51.4 
47.6 
54.9 

51.1 


47.9 
47.8 
51.4 
49.8 
50.4 
48.7 
46.8 
52.4 
48.8 
55.4 
48.0 
50.9 
53.4 
50.1 
50.7 
52. 2 
49.2 
51.2 
44  2 
48.6 
52.5 
53. 4 
53.0 
50.5 
46.6 
48.9 
48.5 
47.6 
50.2 
55.2 
52.4 
49.6 
52.6 

50.3 


50.6'' 
62.8 


50.8 


-1.6 
-0.5 


-1.4 
-0.7 
-0.3 


-2.0 
-1.1 
-0.8 
-t-1.2 
-0.8 
+0.7 
-0.8 
-3.2 
-1.1 
-0.3 
-0.4 
-1.5 
-1.1 
-1.0 
-0.9 

-2.' 2 
-1.8 


Precipitation,  In  Inches 


as: 

a 


-1.7 
-0.8 


-0.3 
-3.3 
-2.0 
-0.9 
-1.3 
-1.6 
-0.8 
to. 7 

-1.5 

-2.9 
-0.4 


-1.9 
-2  0 


+0.8 


-1.6 

-1.4 
-1.6 


-.3.7 

-0.6 

-0.8 

-1.8 

-0.7 

-1.9 

-2.5 

-1.1 

-3.5 
0.3 

-2.' 5 


+0.8 
-1.1 


-2.1 
-0.4 
-1.0 


+0.4 
-1  5 
—  1.4 
-2.1 


-0.6 


-1.7 


85 
82 
84 
83 
83 
85 
74 
75 
76 
80 
86 
83 
78 
85 
83 
82 
84 
84 
82 
83 
85 
82 
80 
86 
78 
82 
86 
78 
75 
79 
81 
85 
76 
90 
82 
87 
85 
81 
82 
79 
86 
75 
78 
77 
86 
82 
76 
83 
75 
85 

90 


90 


7 

7 

6 

7 

7 

7 

6 
18 

7 

6 

7 

7 

7 

7 

7 

7 

7 

7 

7 

7 

7 

7 
18 

7 
18 

6 

7 

6+ 

7 

7 
7 
6 
7 
7 
7 
7 
7 
7 

6t 
7 
18 
7t 
6t 

7 

Z+ 

7 
7 


25  i  23 
28 
16 
23 
Ifit 
23 
27t 
16t 
28 


12 


16t 

23 

28 

16t 

28 

23 

16 

23 

23 

23 

23t 

23 

23+ 

23 

23 

231 

16t 

16t 

28' 

15t 

23 

23 

16 

23 

23 

23 

23 

Zi 

16+ 

16t 

23 

28 

23 

23t 

23 

23 

23 

23 

28 

16t 

16 


28 

23 

16+ 

28 

16+ 


1.49 
4.06 
6.21 
3.74 
4.62 
2.38 
3.82 
4.20 
3.43 
2.25 
1  97 
5.21 
2.  72 
1.65 
3.53 
3.10 
4.06 
3.04 
2.46 
2.36 
3.60 
2.03 
2.55 
2.37 
3  89 
2.99 
1.61 
3.76 
2.87 

1  68 
1.37 
1.81 
3  42 
2. 25 
1.82 
2.61 
1.91 
1.75 
4.15 
3.41 
1.03 
2.71 
3.75 
2.91 

2  11 
2.16 

3  21 
4.52 
3.94 
3.53 

294 


3.23 
2.94 
4  50 
3.06 
3.66  I 


-1.81 
+1.  25 

+0.4-2 

+  1.36 
-1.03 


-0.94 
-I  23 
+2.  55 
-1.27 
-1.60 
+0.  21 
-1.05 
+  1.01 
+0.11 
-0.89 
-0.27 
+0.69 
-1.10 
-0.22 
-0.15 

-6.i6 
-1.31 


No.  of  days 


a    « 


-0.74 


-2.00 
-1.00 


-1.01 
-2.15 
-1.31 
-1.21 
-1.28 
+0.63 
+0.  52 
-2.  75 

+6!84 
-0.  12 
-1.51 
-0.94 
-0.01 
+0.81 


20-21 
20-21 

20 
20-21 
13-14 

20  I 
20-21  I 
13-14  i 
20-21  i 
20-21   i 

20 
20-21  1 
20-21 

2(1 
20-21 
20-21 
•20-21 
20-21 
13-14 
20-21 
20-21  i 
20-21  ■• 
20-21  I 
20-21 
■20-21 
20-21 
20-21 
20-21 


+0.49 


-0.  19 
-0.01 
+  1..53 
-0.18 
+  0.63 


•23 

1.44 

-2.29 

2:1 

3  14 

-0.50 

16+ 

4  77 

+1.65 

16 

4.55 

16 

4.50 

+  1.86 

16+ 

3.74 

+0.64 

16 

1.45 

-1.16 

23 

3.13 

23t 

■2.99 

-0.09 

2;? 

4.07 

+  1.10 

28 

3.96 

+0.57 

16 

L42 

23 

3.31 

+0.33 

28 

3.52 

-0.03 

16+ 

1.69 

-1.64 

16+ 

3.93 

23 

2.96 

+0.31 

28 

2.96 

+0.44 

•2,3+ 

3.21 

28+ 

2.40 

-0.64 

16 

4.57 

+  1.  52 

16 

4.86 

+  1.40 

•23 

2.90 

16 

2.43 

16+ 

5.16 

+  1.79 

23 

4.22 

+  L'23 

28 

3.33 

-0.07 

16+ 

4.10 

+  1.'24 

28 

3.40 

28 

1.91 

28 

3.95 

+6.26 

28 

3.14 

-0  13 

2.88    20-21 


20-21 
■20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
•20-21 
20 
20-21 
20-21 
•20-21 
■20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
'20-21 


2.84  I  20-21 
0.99  i       '21 
1.33  i  ^20-21 
2.09  !  20-21 

2. 84  i  20-21 


0.59 
1.76 


9-10 
8-9 


2.84    20-21 


Ob.se  rvers 


10  1  15 


11 


9     14      8      9     nw. 


10  11 

10  9 

8  I  17 

14  ;  11 

9  !  16 

11  I  20 


13  I     6 

8  !     7 


11   !  12 
10  1     7 


10  I  13 
10      10 


T.  I  11     13  !  10      8     w. 


10 


r.S.  Weather  Bureau. 

City  of  Altoona. 

Penna.  Turnpike  Coram. 

Clarence  E.  Miller. 

William  B  Spear. 

Howard  L.  Pyle. 

U.  S.  Weather  Bureau. 

Carl  E.  Bigger. 

V.  S.  Weather  Bureau. 

Mrs.  Helen  C.  Haas. 

Ephrata  Review. 

Penna.  Turnpike  Comm. 

Andrew  B.  Evansha. 

Prof.  N.  W.  Swayne. 

Dr.  Henry  Stewart. 

Miss  Sallie  M.  Johnson. 

Hanover  Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  Co. 

Prof.  Paul  R.  Yoder. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

Penna.  Dept.  of  Highways. 

William  R.  Kellev, 

Sun  Oil  Co. 

Civil  Aeronautics  Authority 

Harry  S.  Fancher. 

U.  S.  "Weather  Bureau. 

New  Jersey  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila. -Suburban  Water  Co. 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E.  .Swartz. 

Mrs.  M.  Ordelia  Parks. 

M.  S.  Bliss. 

Clyde  T.  .Saylor. 

Civil  Aeronautics  Authority 

John  D.  McEwen. 

Gordon  E.  Lower. 

U.  S.  Weather  Bureau. 

York  Water  Co. 


City  Water  Dept. 
Civil  Aeronautics  Authority 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
J.  Fred  Kinky. 
Potter  Enterprise. 
Miss  N.  Dixie  Wlnemau. 
Penna.  Turnpike  Comm. 
Donora  Zinc  Works. 
Miss.  Emma  H.  Eastman. 
Carnegie-Illinois  Steel  Corp. 
U.S.  Engineers. 
William  K.  Fuller. 
Westmoreland  Water  Co. 
Indiana  State  Teachers  Col. 
Pa.  Dept.  Forests  &  Waters. 
Robert  Tross. 
Spring  Water  Co. 
City  of  Meadville. 
Perry  P.  Campbell. 
New  Castle  Water  Co. 
U.  S.  Weather  Bureau. 
U.S.  Engineers. 
West  Penn  Power  Co. 
D.  L.  Grove. 
Allen  E.  Yoder. 
U.  S.  Engineers. 
Arthur  M.  Stokes. 
William  W.  Marsteller. 
Carnegie-Illinois  Steel  Corp. 
Merrell  L.  Jordan. 
Thomas  S  Knox. 


Samuel  D   Lewis. 

U.  8.  Weather  Bureau. 


13      9 


[See  page  80  for  explanation  of  reference  marks.] 
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Daily  Precipitation  for  October  1944 


Stations 

Counties 

'                                                                                              DBy  of  month 

i   1 

1 

2 

3 

4 

1 

8 

6 

7 

8 

9 

10 

11 

12      13 

14 

16 

16 

17 

18     19     20     21     2^2 

1 

28 

24 

25 

26 

27 

28 

28 

80 

81 

1 

.\rLANTIC 

DRAINAGE 

Diiaware  Hasin 

I'Pl'KK  1)B1  .VWAHK 

Uinguians  Ferry 2,  0.51 

i    Pike 

.    .0 
.     .1 
.     .0 

.     .4 

J  ".'. 
J  ... 

H 

1 
1 

j 

.    .1 
.    .1 
.     .1 
.    .1 
.     .O' 
5    .0 
S    .3 

.0 
7    .1 

.1( 

i   .Of 
.Of 
.0- 

i   .21 
.1( 
.2f 
.29 
.33 
.H 
.09 

fi    .0 

0  1.0 
S    .2 

1  .6 

4  4 
3  ... 

5  .0 

5  .  .  . 

4 

,5 

7      \^' 

.    .0 
1  ... 
1  ... 

Ha\vlev-.0.5  V. 

Wavne 

i 

.     .0 
.    T. 
.    .0 

'  '.'6 

.     .2 

.    .0 

.2 

T. 

.0 
.0 
!    .0. 
.0- 
.0; 
.Of 
M 
.Of 
.Oi 
.2.1 

4  .1 

.0 

6  .0 
.    .1 

5  .0 

7  .8 
2  ... 
9    .3. 

.  1 

i   .0 
.0 

i    .0: 
.14 

t    .04 

)   T. 

)    .01 

".a 

4  .0 

5  .1 
7    .0 
i      . 

>  .. . 
3... 

.0 
)  ... 
■   .0 

... 
.0. 

>  .0 

... 

.2( 

.0- 

.If 
.IJ 

".U 

5  ... 
8... 
8... 

.   .0 
1 .. 

4  ... 
7  ... 
3  ... 

1 

4   T. 

3   T. 

0... 

A 

0    .3 

2  .3 

3  .3 
2    .2 
i    .0 
1 

4I    ■T-- 

.     .0 
.     .0 

■  't. 

: ::: 

.      2.46 

HoUisterville- 

.    Wayne 

.■  '.'6 
.  .0 
.  t. 
.   .0 

.01  ... 

.    .5 

.     .6 
9   .6. 

8    .8 

.8 

1    .5 

6 

6  ... 
6... 

I.ftkeville-.  IN 

.    Wavne 

.    Pike 

.  « . 

.'    T. 

T. 

. ... 

2  21 

Matamoras- 

3... 

'.      .'5 
.      .1 

.    T. 
.    .1 

1.49 

i  ... 

T. 

T. 

Plca-sant  Mount',*.  1  V 

Wayne 

2.62 
1.03 
1.72 
2.21 

1  49 

Stroud>burg.  2  E 

Monroe 

.     1'. 

I   •  ■ 

S    .0 
9  ... 
<      3 

T. 

.  . . . 

Tanners  Falls'.  ■''.  1  SE 

Wayne 

Pike 

.1 
I ... 

i .'.'. 
I ... 

.0! 
)  ... 
J  .... 
)   .OS 

t 

3... 

)   .7 

'  .6 

... 

7 

s     " 

Walleupaupack- 

.If 

)  .'  .'  .'  . 
.U 
.38 
.24 

i  ... 

Lehigh 
.Vllentown  Arpts,  4  Nl 

;   Leliigli 

Lehigh 

.0 

5  T. 

.0 

;   .Oi 

T. 
•   T. 

!  .in 

i  -  ■• 

.0 

T. 
.1; 

'.Of 
n 

'.'.'. 

.9 

i.'i 

.3 

3    .3 
1. 1< 

}   .0' 

J    .5' 

.51 

i.n 

!1.15 

.9'. 

)    .34 

1.34 

1  ... 

T. 

.0' 

'   T. 

T. 
2  T. 

T. 

.Mlentown^ 

}    .251... 

.0 
.0- 

1.66 
1.51 
1.48 
2.18 
2.31 
2.24 
1.95 

Bethlehem' 

N'rthamptoB 
Monroe 

.0( 

Blakeslee  Comers',  *. 

) 

Gouldsboro2 

Wayne 

Carbon 

T. 
T. 

.IC 
.Of 
.15 

'  T.' 

... 
. . . . 
. . . . 

M 

.01 
.02 

)  .6f 
.Of 

)    .  .  . 

.4i 
)    .2( 

*  . . . 

1... 

.08... 

T. 

Lansford'-' 

Mauch  Chunk,  1  S  W. 

Carbon 

Lehigh 

.Oi 
.3 
.5i 
.Of 

T. 
T. 
T. 
T. 

.05... 

New  Tripoli 

Carbon 

Lehigh 

[■•• 

.01 

.02 

T. 

... 

".W 

T. 

Zionsville,  1  S\V 

2.02 

t 

SCHl  YLKILI, 

Conshohocken 

Montgomery 

F^ederick^ville2,  IS... 
Gratersford^ 

Berks 

Montgomery 

Chester 

Schuylkill... 
Montgomery 
Schuylkill... 

.Ud 

.21 
.38 

.02 
.01 

'.'62 

T. 
T. 

'!6i 

T. 
T. 

T. 
T. 

■'63 
.01 
.02 

.08 
.16 

.6a 

.03 

.04 

.05 

.03 

T. 

.02 

.03 

.06 
.04 
T. 
.02 

.01 
T. 
T. 

.06 
.05 
.04 

.10 

■.■34 
.20 

.06 

.14 

.13 

T 

.12 

.10 

.26 

.30 

.02 

.06 

.05 

.10 

.13 

.22 

.11 

T. 

.23 
.11 

.26 
.40 
.27 
.34 
.24 
.38 
* 

.17 

« 

.08 
.22 
.57 
.14 
.33 
.31 
.33 
.34 
.32 
.30 

i'. 

.m 

T. 

.ii 

.04 
T. 
.24 
.06 
.49 
.11 
.07 

.03 
.15 
.14 
.10 

.14 
.24 
.12 
.06 
.05 
.02 

.28 
.30 
T. 

5? 

1.05 
93 

.20 
.72 
.23 
.23 
.21 
.30 



T. 

1.77 
2.11 
2.25 
1.82 
1  83 

Phoenix ville-,  L5SE.. 

.  10  . . . . 

* 

.06 
.02 
.06 
.28 
.30 

.32 

.18 
.18 
.01 

.28 
.28 
.26 
.21 
.29 
.03 

.27 
.19 
.24 
.11 

tV 

tv 

T. 

".02 

■;i6 

.01 

.03 
.02 
.04 

.12 

t. 

.15 

.08 

'.'61 
.03 

.08 
.05 

.21 
.10 

.17 
.25 

".ii 
.35 

.05 
.05 
.31 

.02 

T. 

.13 

.52 

.31 

.40 

".05 

T. 

't'.' 

.03 
.06 

.11 
T. 
.02 

T. 
01 
T. 
.01 
T. 

L40 

.85 

1.01 

1  S'' 

Port  Clinton^ 

T. 
T. 

".(a 
.10 

.05 
'.'22 

.02 

T. 

Pottstown-',  0.5  S 

.03 

Pottsville2 

T. 
'f.' 

2.89 
1.91 
2.11 

2.38 

Reading',  ^ 

Berks 

1.02 
.76 

1.15 

.33 
.72 

.34 
1.01 

.45 
1.03 

.24 

.25 

1.24 

1.43 

.75 

1.21 

.81 

.82 

.35 

1.25 

.78 
.77 
1.80 
1.14 
.26 
1.67 
• 

1.27 
.98 
.73 
.67 
.44 
.38 

1.67 
.69 
.38 

.68 
.74 
2.00 
.65 

.02 

T 
T. 

Werners  ville 

Berks 

LowEK  Delaware 

CoatesvilleS 

Doylestown 

Chester 

Bucks 

George  School 

Marcus  Hook^ 

Bucks  

Delaware 

Philadelphia 
Philadelphia 
Philadelphia 
Bucks 

"!64 

'.'6i 

.... 

tV 

.02 

.79 

.97 
.78 
.18 
.20 
.65 

.32 

'!i6 

T. 
T. 

.03 

■f. 

.09 
.02 
T. 

T. 
T. 

.04 
04 
T. 

■f. 

— 

1.76 
L65 

Philadelphia 

Airport  Station',  ■■> 

City  Office',  5 

1.61 

1.81 
1.64 
2  02 

Shawmont 

T. 
.01 

Quakertowu,  0.5  E 

■.■35 
.08 
.05 

.70 
33 

T. 

2.61 

Westchester 

Chester 

Chester 

Tioga 

.06 

WestGrove^.  1.5  SE.... 

.22 

.09 

'.'65 
.22 

.10 

.05 
.38 
.79 

.45 
.50 
.42 
.46 

2.07 

ifiisgiiehaniin  Hnsin 

Chemung 
Austinburg',  5,  2  W 

.... 

.05 

.03 
T.' 

.01 

$2.  03 
2.25 
1.78 
2.55 

'■1     Jl 

Centerville!! 

Bradford  

Tioga 

Tioga 

Covington^ 

Lawrenceville 

.10 

.08 
.05 

* 

.08 

A') 

.25 

.51 
.02 
.70 

.18 
'.'08 

T. 

North  Branch 
Berwick- 

Columbia 

.02 
.01 

.08 

.10 
.01 

.09 

.10 

.05 

.03 
.16 
.02 
.32 

.68 
.63 
1.20 
.22 
.82 
.32 

« 

1.04 
.29 
.39 
.28 
.30 
.39 

1.56 
.83 
.64 

.34 
.14 
.13 
.30 
.33 
.14 
.33 
.07 
.41 
.881 
.24 
• 

.39 

.41 

.87 

.13. 

.13. 

.42 

.11  . 

.32 

.29 

T. 

Canton^,  1  NW 

Bradford 

'.'ae 

.01 

.03 

.02 

2.60 
4.94 
2.72 

Danville2 

Montour 

.07 

Freeland^ 

Mill  ville'  5 

Luzerne 

.01 

.36 
i.'67 

• 

.92 

Moiiroeton'^,  2  S 

Montrose^,  3  E , . 

Bradford  

Susquehanna 
Bradford  

T. 

.02 
.06 
.12 
.22 
62 

'.'48 
.06 
.08 
.48 
.66 

.04 

.'63 
.08 
.07 
.15 
.69 
.15 
• 

.02 
.26 

^42  . 
.27 
.09 
.20. 
.13 
.23 
17 
.14 
.08 

.09 
.37 
.07 

'.'ie 

^24 
.16 
.03 

.84 

.02 
.39 
1.96 
.37 
.04 

't.' 

.02 
T. 

'.'6i 

T. 

T.' 

't." 

.04 
.02 

't.' 

2.82 

3  91 
2  87 

4  14 

Orwell'-,  3  N 

'^37 

.39 

'.'22 

Park  Places.  1  NW 

Schuylkill... 

13 

.01 

.01 

.30 
.25 

'.'i5 

.02 

Pikes  Creek. 1.5 

Luzerne 

2. 55 
2.44 
2.72 
1.75 
2.45 
3.75 
2.57 
2.16 

2.46 

Rush^.  6S 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  .... 

.38 

.25 
.'27 

'.'io 

.22 

'.'6i 

.52 
.01 
.67 
T. 

.34 
.03 
.53 

T. 

't.' 

.01 

'.'6i 

■.'62 

... 

Scranton'.s 

T. 

't  ' 

Susquehanna^ 

Towanda.  IE 

.02 
.21 
.20 

.'« 
.'67 

.06 
.25 

.28 

1.'24 
.'28 

T. 

T. 

.01 

.03 

Tunkhannock',  ^ 

Wyoming..  .. 

Wilkes-BarreS 

Luzerne 

T. 

62 

.49 

!28 

.'i2 
.72 
T. 
.01 

• 

.75 
.05 
.24 

.'56 
.25 

.03 

.43 

T. 

.21 

.69. 

T. 

.'67 

.24 
.41 

.'6i 

.23 
.17 

• 

.'22 

.02 
T. 
.05  . 
.23 

.07 
T. 

T. 
T. 

T. 

T. 

Wfar  Branch 

.•VnsoniaS,  2  W 

Bald  Eagle'.  6 

Tioga 

Blair 

.03 

T. 

.51 

.40 

.02 

.06 

.15 

.31 

.15 

.08 

.'io 

... 

.... 

.35 

.22 

Carrolltownii 

Carter  Camp',  5 

Cambria 

Potter 

.03 

;62 

.27 

.'63 
.20 
T. 

tV 

.01 

lis 

* 

T. 
.01 
.34 

.12 

.'25 

T. 

f. 

3.27 
4.11 

2.  23 

Clearfield-' 

CurwensvilleS    6NW.. 

Driftwood',  5 

Dushore',  ^ 

Eagles  Mere2 

Clearfield  .  . . 
Clearfield.... 

Cameron 

Sullivan 

Sullivan 

f  ■ 

T. 
T. 

.13' 
•14 

.21 

.09 

T.  : 
.10 

T.  i. 

.'62 

t. 

.04 
.18 
.10 

.03 
.06 

'.05 
.02 
•    1 
.04. 
.07. 
.01 

... 

.96 
1.57 
.66 
.02 
.89 
.75 
.27 

.'26  . 
.33 

.28 

.87. 

.63. 

.10 

.88. 

.00 

.80 

.36 
.17 

."37 
.14 

.'26. 
.12 

.05 

f.' : 

T.'  '. 
.04. 
.04  . 

2.  36 
3  70 

!66 

■•• 

... 

13 
.58 
.44 

.' .' .'  1 

... 
...  1 
...  1 
.71 
.16 
1 

.01 
.'06 

T. 

T 
T.' 

3.82 

« 

f.' 

T.'  ' 
T.    . 

* 

'•' 

2.71 
3.44 

Emporium^,  IE 

Cameron 

T. 

.08 

4.20 
2.25 

English  Center!,  s 

Lycoming 

* 

• 

Galeton 

Potter 

.07 

T. 

.18 
.09 
.26 
.43 
.03 
.44 
.  11 
T.    . 

1 

Karthaus^ 

Clearfield.... 

.'6i ' 
.12 . 

.09 

."65 

;62 

T. 

2.  58 

Lock  Haven2 

Clinton 

Elk 

Centre 

Clinton 

tV 

T. 

...' 

ii 

.29 

.'36 

T. 

2.99 

Medix  Run',  5 

. ..  . 

Phillpsburgii,  7  E 

Renovo''^ 

T.  i. 
.141. 
T.    . 
.26. 
.26  . 

.'63. 

... 

...  1 

;22 . 

.'•26  . 
.41  . 

.02. 

.'is ! 

'6i '. 

T. 

T.    . 

f.    . 

3.42 

T.    . 

T.'  ■ 
T.    . 

3.05 

State  College',  5 

Centre 

Clinton 

Tioga 

T. 

.01 
T. 
T. 

94 
1 

T.'  '. 

Tamarack2,2S 

;;■: 

T.    . 

.08. 

2  71 

Wellsboro2 

2.91 

Continued  on  page  76. 
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October  1944 


Daily  Precipitation  for  October  1944  -Continued  from  page  75 

Counties 

Day  of  month 

'3 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10     11 

12 

13 

14 

15 

16     17  i 

18     19 

20 

21     22 

23 

24 

25 

26 

27 

28 

29     30 

31 

0 

Eh 

West  Branch 
(continued) 

Lycoming.... 

't.' 

.71 
.92 
.fi2 
.70 
.'23 
.51 

.19 
.19 
.66 

.09 
.10 

.24 
.17 

.17 
.03 
05 
.02 
.01 
T. 
.09 
.15 
,06 
.23 

.06 
.03 

.42 
.06 

!42 

.04 

T 

.11 

.08 

.10 

.29 

.65 
.68 

'.'26 

.'30 
.0(1 
.09 
.15 
.43 

.03 
.18 

'.''ii 

';62 

.02 
.05 

'.'12 
'.'63 

.44 
.39 

.31 
.'25 

26 
.  72 
.96 
.  16 
.51 
.82 
.68 
.29 

.33 

.12 

';63 

'.'30 
.10 

.08 
.18 

1.16 
1.09 

2.05 

.68 

2.60 

.67 

1.24 

2.52 

1.73 

1.89 

1.83 

.48 

.22 
.35 

3.21 

Williamsport2,  4  SE.  . . 
Juniata 

.37 
1.34 

1.'84 

T. 

2.98 

4.06 

Altoona,  4.ft  W  . . .  .^ 

Breezewoodl,  0.5  E 

Buffalo  Mills''! 

Bedford 

Bedford 

■'38 

'.'os 

.02 

3.60 

.38 

'ios 

T. 
.02 
.01 
.01 

T.' 

.10 

4.75 

Burnt  Cabinsl,2  NE... 
EastWaterford2,  3E... 

Everett-.  0.5  SW 

Huntingdon  ^ 

Lewi^town2.  2  SW 

Mapletou  Depot^ 

MartinsburgS...     ._  .. 
McConnellsto\vn'!.4NW 
NeffsMillsl.s,  3.5  NE.. 

New  Bloomtield 

Newport^ 

Saxton^,  1  W 

ShadeGapi,5,o.6SW.. 

Fulton 

Juni  ata 

Bedford  

Huntingdon  . 

Mifflin 

Huntingdon  . 

T. 
.91 
.01 

'.'6i 

".aa 

.53 
.38 
.25 
.44 
T. 

.02 

'  '.'A 

T. 

.'63 

■^24 
.19 
.20 
.30 
.29 

'.'65 

'6i 

.03 

.10 
.02 
.02 

■t.^ 

f.' 

T. 

3  43 

5.21 

3.60 

3.89 

'.'is 

i."56 

4.24 
3.76 

.48 
.45 
.12 

• 

.65 
.35 

.42 
.56 

.55 
.34 
.11 
.37 
.60 
.20 
.39 
.38 
.31 
.  14 
.26 

.'22 
.02 
.01 
.05 
.02 
.11 

.05 

'.'62 
.08 
.01 
.06 
.08 
.05 
.04 
.01 
.03 
.01 
.01 

.23 
.15 
T. 

';52 
.13 

.02 

T. 

03 

.28 
.77 

.10 
1.34 
1.09 
.40 
.35 
.38 

.81 
.68 
.63 
.12 
.62 
.10 
.05 
.23 
.64 
.  77 
.22 
.'24 
.96 

• 

• 

« 

* 

* 

• 
.20 

• 

1.89 
1.64 
1.85 
.50 
.93 

1.67 
1.58 
1.75 
1.56 
1.99 
.34 
.33 
1.68 
1.07 
1.30 
.38 
1.04 
2.08 

1.60 

.08 

2.99 

Perry 

T 

.30 

.64 

".\6 

.33 
T 
1', 
.03 
31 
T. 

T. 
.01 

'[63 

.03 

.02 

T. 

.02 

.04 

T. 

.02 
.14 
.11 

'.'ie 

.31 
.06 

4.84 

.07 

.37 
.11 

.34 
.15 

.05 
.05 

4.14 

Bedford 

Huntingdon . 

.24 

3.60 

.15 

''r.' 

.90 

1.57 

4.66 

.03 

.12 
T. 

.03 
.03 

.68 
.08 

M 

Shaver  Creek  2 

LWH  Susquehanna 

Adams 

Cumberland. 
Cumberland . 
Lanca.ster — 

Dauphin 

Lancaster.. . . 
York 

.23 

.12 

.30 

.34 

1.11 

""."\6 
.51 
.73 
.36 
.01 
.33 
.12 
T. 

.02 
T. 

4.24 

Bloserville.  1.5  N 

Carlisle 



.59 
.62 
.69 

'^ai 

1.04 

• 

51 

3.79 

T. 

T. 

3.74 

tV 

'.'6i 
.02 
.55 

T. 

.03 
.04 
.04 
.02 
.0^2 

.18 
.29 
.17 

.01 

'i" 

.'62 

''26 

T. 

03 

4.14 

.26 

3.89 

T. 

1.97 

3.16 

Schuylkill  . 

.17 

'.'■76 

'".'ii 

.05 

.02 

.32 

'.'6i 

.02 
.04 
.05 

";63 

T. 

3.10 

Grautville,  4  NW 

Dauphin 

York 

Dauphin 

Lancaster.. . . 
Cumberland 

".6i 
.11 

.03 
.39 
T. 

.17 
.45 

.02 

.01 

T. 

T. 

.01 

3  45 

.01 

'io-i 

03 

.12 

•r'.' 

.15 

.  13 

.03 
.29 

T. 

•••• 

■r'.' 

T 

4.06 

Harrisburg  Apt',  °,3.5  S 

L72 

3.04 
2.36 

4.42 

Kirk  wood',  MSW... 

Lancaster, . . . 

.30 
.10 
.33 
.36 
.21 

.03 
.27 
T. 

.20 

.02 
.03 
.02 

'■r'.' 

.06 
.02 
.04 

".oi 

.06 
.04 
T. 

''64 
.77 
.12 
.37 

■r".' 

.21 
.10 

.01 

.15 
T. 
.14 
.51 

.19 
.45 
.'23 
.82 
.52 
.36 
.25 
.69 
.23 
.87 
1.08 
.58 
.75 
.96 
.29 
14 
.68 

1.57 
34 

.34 

i.'ji 

1.37 

.70 

1.20 

.43 

.28 

1  42 
.46 
.83 
.96 
.30 

1.71 

2  00 
1.15 
1.17 
1.97 

.81 

.87 

1.40 

1.12 
1.22 
2.04 
2.00 
2.10 

.02 
T. 

2.03 

.05 

.15 

■f.' 

T. 

2.37 

Middletownl,  1.5  W.... 
Miller.sburgi,*,  2E  .   .. 

Milroy",  5  N 

Ncwburgi.3.5NW 

Dauphin 

Dauphin 

MifHin 

Cumberland . 

'.'oi 

T. 

2.94 

4.11 

.55 

';'75 
.16 
.08 
.03 
• 
.02 
.52 
.37 

'!62 
.08 

.51 
30 

.04 

'!07 

'.'65 
.03 

.04 

.22 

T. 

T. 

a  31 

90 
.60 

.79 
1.10 

3.63 

.61 
.11 

'.'04 
.30 
.15 

"M 
.03 
.21 
.33 
T 
.03 
.18 

.53 
.01 

".27 
.44 

T. 
T. 

4.26 

Pine  Grove^.  1-5  N15  . . . 
RingtowD*-^,  1.5SW.... 

Schuylkill.  . . 

.08 
.04 

■;38 

.24 
.15 

.75 
.12 

.28 

3.57 

T 
1.06 

.'•28 

tt 

Snyder  

N'umberland 
Cumberland. 
N'umberland 
Dauphin. 

T. 

.26 
.04 
.68 
.04 
.12 
.32 
.57 
.14 

.29 
.85 
1. 00 
.39 
.48 

'.'62 

T. 

.04 

'.'62 
.02 

.08 

T. 

.07 

.12 

T. 

.15 

.05 

.03 

.35 

.03 

.09 
.04 
.87 

.02 

.03 

.22 

.07 

.04 

T. 

.06 

.06 

4.15 

.70 

.42 

'^46 
.'26 

■.'21 

.16 

4.87 

T. 

.62 

'.'cfi 

3.42 

Sunbury2 

WiUiamstown^ 

Woodward^*,  2  NE 

York,  3SW 

York  Haven2      

Potomac  Basin 
Chambersburg^.  1  SW. 

.31 
T. 

.15 

.37 

■l'.' 

T. 

.... 



3.88 



4.52 

Centre 

York 

T. 

.30 
.70 

1.13 

.48 

3.94 

.on 

T. 

.01 
.01 

3.53 

York 

Franklin..  .. 
Adams 

.02 
.31 

.10 
.04 

2.88 

.06 

'.'26 
.20 
.07 
T. 

"t." 

4.62 

Gettysburg 

T-Ffiwitt    '1  SW            

.01 

.06 
'.'67 

.53 

3.63 

Bedford 

Bedford  

Fulton 

'.'.52 
.58 

'-ir'.' 

.13 
.14 
.19 

.20 

.30 
.18 
.41 

3.87 

.09 
.12 

.07 
.13 

.12 

3.92 

McConiiellsburg2. .   . 

T. 

.... 

4.45 

South  Mt.  San't'mS..., 
GULF  DRAINAGE 
Ohio  Basin 
AlJ-EGHENY 

Acmetonia2 

Aliens  Millsl.  5 

Blairsville^,  6NE 

Boswell^6NW 

Bradford,  4  W 

Franklin 

Allegheny,.. . 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

.39 

T.' 

.07 

■r'.' 

'.'6i 

.39 

.35 
.34 
.56 
.64 
.05 
.33 
.80 
.18 
.03 

.56 

.21 

'.'i2 
.22 

"M 

'.'06 

.20 
.11 
.08 
.09 
.40 
.17 
.13 
.30 
.09 
.51 

'.'16 
.18 
.27 
.12 
.62 
.31 
.20 
.15 
.14 
.62 
.08 
.17 
.■24 
.03 
.08 
.57 
.09 
.45 
.19 

.03 

T. 

.33 

T. 

';37 
.45 
.15 

'.'ie 

.48 

.44 

.40 

T. 

.02 

.05 

.05 

.31 

.68 

.'22 

.05 

.40 

.75 

'!64 
T. 
.23 
.20 

.17 
.08 

.17 
.10 

"".■iii 

.43 

.04 

.02 
.02 
.12 

''is 

.04 

.03 

.01 

IV 
.'28 
T. 
.11 

.85 

.63 
.08 
.40 
.54 
.45 
.01 
.48 
.59 
* 

.64 
.35 
.15 

.46 
.30 
.75 
.06 
.61 

.m 

.12 
.26 
.50 
.25 
.26 
.16 
.04 
.65 
.41 
.36 
.24 
.28 

.'26 
.03 

1.56 

1.20 

.76 

1.98 

2.77 

1.74 

.44 

.60 

1.12 

.60 

1.04 

2.02 

.80 

.86 

1.64 

1.26 

1.50 

1.06 

.71 

1.68 

1.18 

.94 

1.25 

1.95 

• 

.73 
1.12 
1.18 
.47 
.86 
1.18 

.19 
.15 

T. 

.10 

4.43 

.12 

.07 
.06 

.'io 

.05 
.01 
.08 
.09 
.04 
.03 
.03 
.02 

.ii 

.08 
.02 
.15 
.04 
.01 
.12 
T. 
.06 
.11 
.17 
.05 
04 
.16 
.02 
.06 

.03 

3.15 

.75 

2.74 

.09 

.03 
.08 

.08 
.26 
.12 

.19 
.35 

'.■63 

•••• 

.01 

3.99 

'.'67 

5.54 

]95 
2.16 

3.23 

.52 

2.94 

4.63 

Plnrinti2    '\  fiW 

.18 
.10 

.02 
.09 
.19 
.15 
.04 

.01 
.15 
.09 

.05 
.05 
.02 

.16 

.04 

■.■io 

T. 

3.06 

Erie 

.14 

1.44 

Coudersport 

Derry 

Potter 

.29 

.04 
.38 
.32 
.07 

.01 

.54 
1.86 
1.51 

.21 

■■.24 
.09 
.03 
.10 
.01 



.02 

3.14 

W'moreland. 
W'moreland. 

Cambria 

Cambria 

Armstrong.. . 

.82 
.75 
.63 
.58 
.42 
.20 
.08 
.50 
.57 
.66 
.06 
.83 
.71 
.12 
.21 
.20 
.20 
.46 
.04 
.21 

".bi 

.04 
.06 
T. 

't.' 

.61 

T. 
T. 

".'oi 

.04 
T. 

4.77 

4.65 

Dunloi.  5,0.5  SW 

'.'6i 

.04 
.'20 
.14 
.11 
T 

'i'.' 

4.17 

.32 
.05 

'.'67 
.06 
.03 

';69 

T. 

.25 

'.'i4 

'.'62 

.01 
.20 

.01 

.04 

.11 

T. 

.16 

.33 

.06 

.16 

.03 

.18 

.02 

.04 

.02 

'.'67 
T 

.06 
.01 
.02 
.09 

.07 
.07 

'.'67 

3.74 

Ford  City"'^  4  S 

'.'64 
T. 

.... 

j 

3.13 

Krankliii^ ...        

Venango 

Elk 

T. 
T. 

.08 

■r'.' 

2.99 

Glen  Hazel2,  1  NE 

Hoiiiei.s, 

2.47 

« 

1.09 
.36 
.68 
.54 

2.24 
.60 
m 

$8.83 

■■ 

3.96 

Johnstown'^.  0.5  W 

Cambria 

.04 

T. 

.03 

'.'04 

T. 
T. 

'.'64 
.07 
.01 

.03 
T. 

.20 
.13 
.12 

't.' 

'[26 

T. 
.01 

3.31 

'■rV 

.40 
T. 

'.'6i 

.22 

.40 
T. 

'!27 
'[62 

"".20 

'.'21 
.IC 

■;i« 

.13 

i.'se 





T. 
T. 

T. 

3.52 

Kregar',  4.5  SE 

Lycippus,  1.5  E 

Marienvillel,  * 

Meadville^  1  8 

W'moreland. 
W'moreland. 

Forest 

Crawford.. 

T. 

5.28 

5.06 
2.64 

■'68 

.07 

T. 

.09 
.05 

'.'oi 

.01 

.12 

1.69 

Armstrong... 

T. 

3.05 

Parkers  Landing^ 

Pittsburgh  Cty  Of,  5.  .. 

Port  Allegany'-i 

Punxsutawney2 

2.85 

Allegheny . . . 

T. 
.04 
T. 

.89 

"t." 

T. 

3.00 

10 

T. 

.08 
.05 

2.18 

Jeft'erson 

.04 

T    1     in 

2.75 

Continued  on  page  77. 
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Da 

ily  Precipitatiou 

for  Oc 

tober  1944-Coutinued  from  I'ugo  7 

() 

SteUons 

Counties 

Day  of  mouth 

1 

2 

3      4 

6 

6 

7 

8 

9 

10 

11 

12 

IS 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

"  1 

Al.I.KUHENY 

(continued) 
initneyville".  2.6SE... 

j 

J  Armstrong.. 

i  Elk .. 

Indiana  .... 

T. 

•r. 

T. 

.2; 
.!( 

.5< 
.3i 
.OS 
.Of 

.6e 

.2£ 
.2) 
.07 
.65 
.10 
.04 

.89 
.61 
.85 
.82 
.59 
.54 
.52 
.46 
.85 
.51 
.76 
.81 
1.07 
1.13 
1.20 

.02 
.60 
.23 
.26 
.21 
.21 
.44 
.20 

.61 
.27 
.23 
.53 
LOO 

.15 
.04 

1 

t   .2 
)  T. 
1   .1! 
i    .2< 
!    .Oi 

1  ... 

i '.'.'. 

)    .. 

I  .11 

.24 

.U 
.31 

.le 

.14 
)    .IS 
.4C 
.16 
.50 
.32 
.02 
.15 
.18 

.0: 

.oe 

T. 
.05 

.26 
.12 
.04 
T. 

.35 
.19 

'    .3! 

.U 
.14 

'.'61 
.01 

'.'02 
04 
.11 

.03 
.20 

)    .0 

i   T. 

.14 

.2f 

.11 

.0- 

.1£ 
.03 
.22 
.11 
.02 
.16 
.05 

'.'62 

'.'65 
.08 

'."37 
.07 
.15 

'.'08 
.19 
.01 
.06 

T. 
T. 

.0 

.0' 
.05 

1  ... 

.5J 
.26 
.5- 
.11 

,0- 

.30 
.05 
,3C 
,02 
.04 
,40 

,'i2 

.35 

.50 

T. 

.31 

.44 

.72 

.33 

.05 

.40 

.02 

.48 

.29 

.26 

.36 

.17 

.49 

.58 

!    ,0^ 

)   T. 

.06 

.06 

1... 

L31 
1.11 
2.1s 
L94 
,56 
,85 
,75 
1,37 
1.08 
,34 
,99 
L23 
,50 

2  38 
2.49 

.88 
2.72 
1.70 
1.71 
2.37 

.64 
2  00 

.37 
■?  V? 

.  13  . . . 
.  29  . . . 
0'^ 

,06 
,0: 

,05 

>   .06 
.01 
.05 
.10 
.... 

8,  '.'1 
2.40 
4.24 

3.72 
2.34 
3.15 
2.99 
2  90 

KidgwayS 

1   T.  1... 

) L. . 

0 

.0 

•)■. 

T. 

..  . 

Saltsburg- 

1 

..., 

,,.. 

Seward- 

Indiana 

j 

.24 

Sheffield".  ^  6W 

Warren 

1 

,96 
,66 
1,10 

'.'ie 

.87 
■.'fi9 

i;37 

".5S 
.34 

. 

,1S 
,1C 

.04 

Smethport'.',  1  SW  ... 

!  McKean 

.OS 
T. 

.oa 

.05 

i   .14 

, 

.02 

Strougstown',  •"' 

Indiana 

.   . 

.  .  .  . 

'  '  *  ' 

. ... 

Tioue.-^ta'-.  1.5  SE 

Forest 

Crawford. . . 

... 

M 

T. 
.04 
.17 

.0£ 
.0£ 
.06 

'.'6i 

... 

'.'66 

■iM.... 

.08 

'.'io 

.13 
.29 

'.'io 

".m 

'.'63 
.'62 

,20 
.21 
.05 
.20 
.06 
.12 

T.' 
.20 

'.Vi 
.15 

.03 

'.'65 

T. 

.01 
.16 
.24 

'.'io 

T. 

T.    ... 

....    .  IC 

,,,, 

Union  City',  5 

Erie 

W'moreland. 

I  Warren 

Warren 

2.43 
1.50 

Vaudergrift ' 

Warren- 

Voungsville',  * 

...  1  .. 

't'.' 

,,., 

:::: 

.30 
f. 

T 

.13 
,05 

T. 

.09 

■i'.' 

.40 



.13 

4.  22 
3.33 
$5 

5.12 

5.21 
4.50 

5  27 

MONONGAHBLA 

Couliueuce2. 1.5  NW... 

Connellsville2 

Donora' 

Greensboro^ 

Somerset 

Fayette 

Washington.. 

Greene 

W'moreland 
W'moreland. 

Somerset 

W'moreland. 

.17 
.0:1 
T. 
.07 

.41 
.31 

■.■47 

T. 

.17 
.10 
,04 
.06 
.05 
.08 
.04 
.13 
.06 
.02 
.04 
.24 
.07 
.12 
.16 

.72 
.40 
.05 
.26 
.06 
.04 
.21 
.04 

.09 
.09 
.72 
.08 
.03 

.02 

.01 
.60 

T. 

.05 

.70 

T. 

.52 

.29 

T. 

.05 

'.'is 

.03 
..31 

.47 
.28 
.07 

i.'64 

.47 
.71 

.'37 
.02 
.02 
.22 

'.'i4 
T. 
T. 

T 

'.'63 

•01 

'.'44 
.22 
.04 
.05 

.09 
T. 

'.08 

■;65 

.02 
T. 

'.'65 

't.' 

T. 

■-r'.' 

T.' 

■r'.' 

.... 

.... 

Greeusburg,  2  S 

■r'.' 

Irwiu 

'.'42 

.44 

'.'38 

".'63 
".bi 

4.07 
3.98 
4.. 51 
3.86 
3.82 
2.96 
4.34 
4.57 
4  86 
5.16 
4.10 

2.84 
4.50 
1.45 
1.98 
1.42 
1.99 
2.96 
L85 

3.66 
2.69 
3.93 
3.43 

Hoo 

1.91 

Meyersdale^ 

.04 

Murrysville//!,-' 

.81 
.08 
.65 
.10 
.18 
.21 
23 

1.20 

• 

1.02 

..,, 

.12 
.22 
.06 

'.'ii 

'-r'.' 

.... 

Newell" 

Fayette 

Allegheny . . . 

Greene 

Somerset 

Somerset 

Fayette 

Greene 

Beaver 

T 

.01 

.03 

.15 

.04 

T.' 

'.'io 

,,., 

Pittsburgh  Arpt.//l.-\. 
Rices  Landing- 

T. 
.11 

T. 

'.'08 

Somerset 

.90 

1  58 

L75 

.98 

2.02 

1  46 

T. 

'I' 

SpriugsS,  ISW  

.01 

.02 
.04 

.18 

T. 

.18 

.09 

.17 

.07 

.14 

.17 

.03 

'.'io 

.04 
.14 
.20 

.03 
.10 
0-^ 

.01 

.... 

Unioutown 

.82 
63 

Waynesburg 

.13 

Beaver 
Beaver  Falls-' 

.30 
'.'08 
'.'63 

.20 
.06 
.09 

'.'io 

T.' 

T. 

T. 

1.23 
L61 
.90 
.73 
.55 
.28 
1.48 
.39 

1.17 
1.28 
.31 

.85 
.50 

.31 
.19 
l.ll 

T. 

.08 
.04 

'.'63 

'.'6i 

T. 
.05 

T. 
.05 
.10 
.12 
.16 
T. 
15 

Butler 

Butler 

Mercer 

.. , . 

Farrell2 

Greenville i 

Mercer 

Mercer 

Mercer 

f.' 

'.'6i 

'.'62 

'!67 

'.id 

.59 

.■42 

.20 
'.'{4 
f.' 

.37 
.06 

.88 
.03 

« 

.54 

.17 
.12 
.09 
.03 
.20 

.04 
.12 
.02 
.18 
.05 

.27 
,99 
.31 

.04 
.03 
T. 

'.'67 
.02 

T. 
.14 

'!48 

T, 

'i"',' 

,41 

.02 

'.'89 

— 

Jamestown2,  2NW 1 

MercerArpt.3,2.5NE..' 

T. 

'.'62 

T. 

','62 

Newcastle,  1.5  N 

Lawrence 

Crawford 

Washington  . 

Fennline.2,  IS 

T. 

.44 

'.'6i 

T. 

.02 

** " 

Ohio 

Clavsville^ 

,81 
,57 
,54 
.16 
.65 

'.'06 
.04 

,,,. 

.35 
.07 
.06 

.... 

Coraopolis2,  IE 

Allegheny  ... 

1 

Midlaud2 

Beaver 

1 

Mt.  Lebanon" 

Allegheny  .. . 
Washington  . 

.02 

57 

.* 

.70 
1.08 

Washingtoni,  5 

LAKE   DRAINAGE 

Albion2 

Erie 

Erie    ... 

.07 
.03 
.04 

.59 
.66 

.31 
,30 

T. 

','6i 

.'6i 

.16 

Erie',  5 

T. 

• 

1 

!63 

T. 
,30 

... 

.07 
.33 

.... 

Raymond',  s 

Potter 

1 

[See  page  80  for  explanation  of  reference  marks,] 


Daily  Evaporation( inches)  and  Wind  Movement  (miles) 


Stations 

1 

2 

3 

4 

5       6 

7 

8 

1 
9     10 

11 

1 
12  1  13 

14 

15 

16 

17 

18 

19 

20 

21     22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Total 

Jamestown2..2N\) 
Shaver  Creek  2.... 

'  /  Evaporation 

\  Wind  movement 

/  Evaporation 

\  Wind  movement 

/  Evaporation 

\  Wind  movement 

.020 
36 

.022 
5 

.0,52 
53 

.068 

.046 
2 

.097 
0 

.044!.  054 
28     26 

.054.010 

1       9 

.076 
22 

.034 

I 

.020 
43 

.018 
0 

.037 
56 

.116:.  138 
421     17 

.  060  .  026 

5i     14 

.014 
32 

.030 

.117 
62 

.016 
19 

.012 
6 

.023 
32 

.010 
37 

.034 
6 

.177 
50 

.022.068 

8|    20 

.  0.50!,  044 

3l       1 

,  Oi6. 066 
23|    33 

.074 
8 

.028 

1 

.016 
12 

.104 
56 

.160 
105 

.090 
135 

29 

.064 
34 

,001 
110 

,160 
36 

,158 
51 

,177 
74 

,072 
13 

,092 
0 

,113 
61 

,050 
28 

,068 
5 

,125 
95 

,10b 
33 

,028 
33 

,094 
38 

.046 
30 

.072 
40 

036 
34 

.106 
50 

.038 
37 

'36 

92 

'34 

L899 
O960 

2. 279 
2316 

Wallenpaupack2.. 

.101 
53 

.064 
29 

.024 
54 

.057 
99 

.105 
118 

.111 
69 

,014 
19 

.070 
156 

79 

,201 

168 

.146 
45 

.033 
70 

.113 
80 

.228 
153 

.075 
98 

.095 
171 

.044 
59 

Italics  mean  minus  quantity.  [See  page  80  for  explanation  of  other  references.] 
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Daily  Temperatures  for  October  1944 


Stations 


Amon6 /  Maximum 

\  Minimum. 

AUentown  Arpt.M  NE..  (  Maximum 
\  Minii 


Allontown/ 

Altooua-4.5SW. 
Arendtsville^. .. 


mum.. 
. .  (  Maximum., 

\  Minimum.. 
. .  /  Maximum. 

\  Minimum.. 
. .  /  Maximum. 

\  Mi 


Ber^vick/ /  Maximum. 

\  Minimum. 


Bethleiiem  • 

Braclford-4  \V 

BrookvlUeS 

Burnt  CabinsJ-2  N£  . 

Butler 

Canton/-l  NW 


Carlisle" 

Clmmbersburg6-1  SW. 

Clarion«-3  SW 

Claysville/ 

CoatesvilleS 

Columbia 


Corry 

Coudeisport 

CurwensviUe3-6  NW . 

Derry 

Donegal ' 

Douorai 

Eagles  Mere/ 

East  Waterford-3  E .. 

^bensburg/ 

Emporium  /-I  E 

Ephrata 

Erie' 


/  Vlaxiinum.. 
\  Minimum.. 
•  Maximum.. 
\  Minimum.. 
)  .Vliiximum.. 
\  Minimum.. 
/  Maximum., 
\  .Miiiimum.. 
/  Maximum.. 
\  .Minimum.. 
/  Maximum., 
\  Minimum.. 

(  Maximum., 

V  Minimum.. 
/  Maximum. 
\  Minimum.. 
(  .Maximum., 

V  Miuinuira.. 
(  Maxiumro. 
\  Minimum .. 
(  Maximum. 
(  Minimum.. 
/  Maximum. 
\  Minimum.. 

/  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum.. 
(  Maximum. 
\  Minimum. 
(  Maximum. 
(,  Minimum.. 
)  .Maximum. 

V  Minimum. 

/  Maximum. 

V  Minimum., 
/  Maximum. 
\  Minimum., 
/  Maximum. 
\  Minimum. 
(  Maximum. 

V  Minimum. 
(  Maximum. 
\  Minimum  . 
/  Maximum. 
\  Minimum., 


Everetti-0.5  dW /  Maximum. 

\  Minimum., 
Farrell /  Maximum. 

\  Minimum., 
Ford  City-4  8 )  Maximum. 

\  Minimum. 
Franlilin/ /  Maximum. 

\  Minimum . 
Fredericksville-l  S /  Maximum. 

\  Minimum.. 
Preeland /  Maximum. 

I  Minimum.. 


George  School . .  . 

Gettysburg 

Gordon 

Greensburg-2  S  . . 

Hanover/ 

HarrisburgArpt. 


1-3.5  8 


( Maximum. 
\  Minimum.. 
(  Maximum. 
\  Minimum. 
(  Maximum. 
\  .Minimum. 
I  Maximum. 
\  Minimum. 
/  .Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum., 


Hawley-0.5  E /  Maximum . 

\  Minimum. 
Hewitt-2  SW )  Maximum. 

V  Minimum. 
Holtwood' /  Maximum . 

\  .Minimum. 
Huntingdon I  Maximum 

\  Minimum. 
Indiana /  Maximum. 

\  .Minimum. 


10     11 


13     14 


15     16     17 


48      49 
■.m     41 

.58!     57 


401  r, 

fii  &■ 

5l!  45 

55i  51 


66  65 

47,  41 

531  53 

47|  47 

611  60 

40  36 

58'  60 

46  42 


501  41 

64]  62 

41  35 

59  55 

43  38 

7o!  69 

46i  44 


64      60 
38l     38 

58 1     57 


651  63 

53'  43 

66j  62 

49l  44 

68l  63 

39,  .38 

651  65 

H51  36 

64'  64 

55'  50 

58  60 

46  40 

56  54 

48^  41 


18     19     20     21 


501  45 

27 1  41 

5l!  54 

39  40 

53|  53 

48,  48 

541  52 

35;  36 

641  51 

42i  41 


22     23 


351  22 
53;  59 
331     28 


24 


25     26     27 


63     7.' 
38|     48 


691     59| 

42     381 


28     29 


30 


Continued  on  page  79. 
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Daily  Temperatures  for  October  1944— Conttnued  from  page  78. 


Stations 


Irvvln 

.laniestown/-2  NVV. 
Johnstownf'-O.S  W  . 

Kane'-l  N 

Lancaster 

I-awroncevlUe 


Lebanon  / 

Lewistown  /-'2  S\V . . . 

Lock  Haven^ 

Marcus  Hook' 

Martin.-burgS 

Mauch  Chunk-lSW. 


.  I  Mnximiini.. 

\  Miuimuni.. 
.  (  Maximum.. 

\  .Minimiuii.. 
.  /  Ma.\imuni.. 

V  Minimum .. 
.  /  Maximum.. 

\  Minimuui.. 
.  I  Maximum.. 

\  Minimum.. 
.  /  .Maximum.. 

\  Minimum.. 

,  I  Maximum.. 

\  Minimum.. 

/  .Maximum.. 

\  .Minimum.. 

/  Maximum.. 

\  .Minimum.. 

)  Maximum.. 
Minimum..  | 
Maximum.. 
Minimum,  i 
Maximum.. 
Minimum.! 


il 


MeadvilleZ-l  S 

.Mercer3-2.5  NE 

Middletowni-1.6\\.  .. 

Midland'' 

Montrose  /-3  K 

Mt.  Lebanonti 


Philadelphia Arpt  '.. 
Philadelphia  C.O.I.  .. 

Phila.  Shawmout 

Philipsburg3.7  k 

Phoenixville-1.5SE.. 
Pittsburgh  Arpt  Sta.'. 

Pittsburgh  City  Office' 


Port  Clinton/ i  .Maximui 

\  MinimuMi 


I  Minimum. 

.  /  Maximum. 

\  Minimum.. 
.  /  Maximum. 

\  Minimum.. 
.  /  Maximum. 

\  Minimum.. 
.  /  Maximum. 

\  Minimum.. 
.  /  .Maximum. 

I  Minimiuii .. 
.  /  Maximum. 

\  Minimum.. 


.  /  Mas 
\  .Min 


ximum.. 
nimum.. 


Putney ville-2 .5  SE. 


/  Maximum.. 
\  Minimum 


Quakertown-0.5  E I  Maximum. 

I  Miiiimuiin .. 
Reading! |  Maximum. 

I  .viinimum.. 
Ridgway  / (  Maximum .. 

V  Minimum.. 

Scranton' (  Maximum.. 


/  Maxii 

\  Mi  nil 


Selinsgrove /Maximum.. 

X  Minimum.. 
Somerset /Maximum.. 

\  Minimum.. 
Springs6-1  SW /  Maximum.. 

\  Minimum. 
State  College' )  Maximum..! 

I  Minimum.. 
Stroudsburg-2  E /  Maximum. .| 

I  Minimum.. 

Tamarack/-2  S ;  Maximum..! 

\  Minimum.. 
T ionesta/-1.5  SE (  Maximum . 

\  Minimum.. 
TitusviIle-2  S /  Maximum.. i 

IMinimiuu.. ! 
Towanda-1  E I  Maximum.. 

\  Minimum.. 
Uniontovvn I  Maximum.. 

\  Minimum.. 


•)8|     -16 


67|     5Sl|     fi4 

(Oj     32 

67. 


69|     70 
43 


6Si     04 
40      16 


44     45 

66 


72 
44 

70 

47|     42 

691     64 


50|  r, 

70i  73 

47.  55| 

6si  65 

50j  .iO 

6i:  66 

32  44 


.  /  Maximum.. 

\  Minimum..! 
.  /  .Maximum., 

\  Minimum.. 
.  /  Maximum.  ' 

V  Minimum  . 
,  /  Maximum.. 

^  Minimum..! 
,  (  Maximum.. 

\  Minimum..! 

/  .Maximum..! 

\  Minimum..] 

Mt.  Pocono3-2  N (  Maximum.. 

I  Minimum.. 
New  Bloom  field /  Maximum  . 

\ Minimum. . 
Newbiirgl-3.5N\V /Maximum 

\  Minimum . . 
New  Castle-1.5  N /  .Maximum..] 

\  Minimum..! 
Palmerton' )  .Maximum..; 

\  .Minimum.. 
Park  Place3-1  NW /  Maximum. 


70^ 
44! 
61)1 
50 1 
671 
49| 
72 
55! 
66; 
38! 
74' 
53; 

65; 
32 
68! 
41 
70; 
52 
78 
53, 
TOi 
371 
63 
43 

70 
44 
72 
48 
72 
43 
66 
42 
72 
37 
73 
53 

75 
56 
70 
J3 
72 
49 
65; 
32 
72 
44 


63 
49 
64 
49 
69 
47 
70 
56 
60 
40 
6' 
55  48 


67 
36 
6' 
45 
67 
48 
66 
47 
65 
51 
73 
33; 

59 
38' 
70 

38; 
69 

48 
71 
37j 
75i 
54! 


63 
39 
65 
44 
71 
49 

7;J 

49 
68 
47 
61 
42 

72 
53 
73 
66 
72 
50 
59 
39 
68 
44 
66 
55 

69 
57 
62 
38 
67 
49 
69 
42 
73 
51 
62 
45 

64 
48 
66 
44 
68 
43 
67 
47 
60 
47 
74 
40 

55 
48 
65 
42 
67 
48 
64 
44 
72 
57 


29  42 


64  64 
45   49 


8   9  10  11  12 


61 
79 
60 
74 
38 
82 
54 
79 
68  50 


54!  65 

7(1;  78 

521  59 

59  68 
50 

79 
44 

SO 
52i 


541  62| 

481  51 

65I  81; 

46;  53 

53;  66! 

3ti[  371 

72I  83 

45  55! 


57 
32 

65 
39 

5.J 

46 
69 

^' 

55  65 


45;  44 

48!  55 

41;  48 

72i  63 

41!  36 

47;  50 

36!  35 

66'  67 

40,  40 

61  i  69 

40  4') 

64  57 

41  31 

65  75 
52  53 


68 
44 
60 
50 
63 
52 
83 
66 
62 
51 
58 
46 

67 
54 
66 
55 
66 
53 
61 
48 
74 
52 
82 
56 

84 
55 
63 
50 
80 
47 
64 
46 
65 
52 
78 
43 

66 

51 
61 

51 
80 
45 

77 
46 

66! 
53; 
65! 

51; 

65 
42 

79 
44 
79 

46! 
701 
38 
84 
53 


81 

51 
78 
63 
80 
61 
80 
63 
70 
45 
82 
65 

71 
56 

78 
57 
80 
58 
82 
64 
70 
60 
70 
56 

74 
61 
72 
63 
74 
62 
76 
53 
79 
63 
80 
65 

82 
68 
71 
54 
80 
64 
72 
57 
78 
62 


74 
59 

77 
57 
76 
62! 

74! 
59! 
79! 
59| 
70! 
59| 

73! 
47; 
791 

44j 
81 
63 
77! 
57! 
»3 
66 


66 
46 
60 
43 
62 
49 
56 
36 
76 
63 
67 
42 

73 

50 

6 

42 

62 

45 

78 

59 

60 

47 

74 

48 

56 
45 
57 
49 
72 
49 
61 
50 
59 
48 
61 
47 


65  60 
46  38 


85  75 

58  56 

84i  76 

62;  62 


63 
42 
66 
46 
62 
49 
64 
41 
59 
43 

70 
49 
70 
56 
71 
46 
51 
40 
80 
42 
67 
47 

60 
50 
63 
43 
55 
4' 
64 
41 
66 
51 
52 
42 

63 

45 
64 
45 
56 
46 
51 
37 
56 
45 
70 


66 
48 

59 
40 
54 
42 

6.T 

40 
62 

37 
62 
35 

68 
3 

62 
41 

66 
38 
69 
47 
55 
36 
60 
32 

59 
42 
53 
41 
64 
38 
67 
46 


62 
37 
54 
40 

67 
46 
68 
52 
67 
46 
54 
38 
73 
39 
53 
44 

55 

48 

63 

42 

53 

1: 

63 

3 

66 

45 

52 

41 

58 

44 

59 

391  35 

54   56' 

35 

52 

33 

56 


18  '  14  15 


41 

64 
43 
56 
48 
73 
42 
59 
37l  45 
63  58 
45   51 


66 
43 
66! 

36; 

63 

42;  28! 


65  70 

56  67 

6j!  69 

57  58 


43  40 

68'  69! 

48!  39|  391  34! 


59;  65! 
35; 


54 

48 

44 

44 

58 

61 

41 

49 

70 

61 

44 

45 

66 

64 

44 

39 

65 

69 

49 

51 

541  60 
40'  41 


41 

57;  66' 


51 

43;  42! 

49  58! 

40i  42  31! 

5oi  64;  681 

40  33!  36; 

6O1  57   71: 

411  43;  38' 


66 
50 
62 
44 
68 
48 
64 
49 

66 
52 
67 
35 
68 
41 
63 
44 
66 
50 
73 
33 

64 
45 
64 
43 

59; 

40; 

66 
45i 
591 
46' 
69! 
44! 
I 
66' 
42! 
73| 
341 
72. 
35; 
62 
36! 
69. 
51! 


16  17 


56  60 
22  31 


61 
35 

44 
26 

6 

37 

56 

34 

65 

29 

50 

30 

43 

32 

58 
36 
59 
45 
6i 
44 
48 
20 
67 
42 
52 
35 

53 

38 
50 
39 
57 
31 
62 
38 
54 
37 
53 
30 

49 
35 
68 
32 
59 
30 
56 
30 
52 
34 
66 
53 

48 
28 
49 
28 
51 
28 
61 
30 
65 
36 


19 


36 


29  36 


20  21 


69 
39 
68 
36 
66 
38 
74 
51 
67 
43 
69 
29  35 


61 
2' 

55 
28 
64 
23 
64 
28 
68 
25 
60 
26 
56 
29 

61 

32 

60 

40 

62 

29 

5 

15 

72 

28 

60 

33 

62 
34 
58 
24 
60 
23 
57 
23 
61 
33 
61 
20 

58 

28 

63 

25 

59 

19 

68!  66;  72 

22 

61 

27 

63 

22 


72  78 
42  42 


72   75 


27  30 


28)  28 


28!  33 

69;  74 

39|  43 
71 

31!  30 


67;  75 

28!  38 

68!  74 

24;  24!  31 

69  69'  74 

20I  291  30 
64!  71! 

22!  39!  29 

67!  74;  78 

27!  341  37 


57 
39 

fi9i 
37l  35 


67 
42 

67 
SO 
52 
39 
50 
28 
68 
43 
44 
38 

50 
42 
52 
40 
52 
42 
54 
46 
48 
40 
49 
42 

49 
38 
53 
40 
53 
41 
56 
44 


22 


67 

59 

30 

36 

73 

53 

36 

38 

66 

45 

44 

36 

76 

62 

37 

30 

56 

41! 

28 


57i  54 
46'  39 
49;  52 


47  49 

42'  32 

50!  56 

43!  34 

51'  .55 

3b;  28 

49|  53 

38!  30 

48!  54 

41;  36 

50!  66 

42!  35 


33  33 
48!  54 
301  31 
54 
31 


421  53 
29 


55 
30 

.53!  55 
38'  31 


48 
29 
61;  57 


46  54 

41:   36 


59 
42  35 


61 

28 
63 
22 
63 
23 
52 
17 
61 
26 
63 
20 

63 
27 
53 
21 
64 
24 
64 
38 
59 
28 
54 
20 

60 
23 
68 
27 
62 
28 
59 
29 
57 


26 


61  70 
89  88 


60  66; 
27   34; 


75 
41 
71 
37 
66 
37 
69 
37 
70 
36 

71 
34 
68 
33 
64 
39 
61 
46 
69 
36 
62 
34 

71 
44 

70 
39 
69 
40 
70 
43 
63 
36 
72 
46 

61 
37 
68 
3' 
69 
40 
73 
41 
66 
43 
60 
43 


26  27 


62 
30 
60 
26 
66 
32 
61 
44 
65 
32 
59 
38 

66 
34 
65 
44 
66 
35 
62 
30 
62 
30 
64 
45 

56 

49 

62 

24 

52 

36  39 

61   65 


511  67 

30'  41 

51:  69 

321  42 
57! 

42  45 

59  69 

31  3 


70 
86 

57 

80 

.59 

38 

,50 

26 

66 

3' 

60 

30 

63 
43 

67 

39 

62 

35 

65 

4 

54 

38 

00 

40 

55 

31 

50 

34 

61 

44 

55 

38 

51 

36 

6 

39 

55 
33 
65 
38 
69 
40 
70 
33 
62 
43 
66 
36 

63 
46 

65 
48 
66 
46 
52 
30 
73 
42 
55 
40 


28 


66 

42 
60 
42 
60 
31 
62 
49 
64 
46 
54 
30 

56 
39 
65 
38 
61 
31 
56 

35!  35 

68  5 

37 

68 

37 


29  80  81 


Mean 


6«  56 
27  40 


55  36 

37  28 

521  40 


69 
21 
55 
27 
65 
16 
57 
29 
59 
20 

59 
30 
58 
28 
61 
24 
,59 
37 
54 
30 
64 
80 

58 
22 
.56 
23 
58 
33 
60 
28 
50 
24 
58 
2/ 

50 
25 
58 
28 
69 
35 
60 
25 
58 
32 
50 
26 


40 

59 

38 

38:   „ 

25   23 


65 
2' 
5 
29 

59 
36 
50 
30 
66 
22 
65 
28 
58 
36 
57 
15 

66 
32 
59 
28 
.52 
24 
50 
25 
54 
27 
59 
26 

64 
23 

56 
22 
56 
21 
60 
2' 
60 
30 


34 
55 
32 
57 
40 
56 
46 
63 
38 
62 
3B 

50 
23 
48 
30 
58 
48 
53 
41 
39 
26 
55 
40 

41 
33 
57 
3' 
58 
42 
58 
41 
5! 
42 
43 
35 

55 
39 
55 
46 
54 
43 
51 
34 
70 
39 
64 
40 

54 
43 

62 
40 
53 
32 
53 
40 
56 
44 
54 
16 

45 

37 

57 

40 

52 

35 

49 

33 

54 

40 

5 

41 

49 
24 
50 
22 
62 
36 
49 
36 


61 

28 
63 
25 
60 
85 
68 
26 
68 
31 
64 
26 


56  64 


43 


38 
65 
34 
66 
31 
63 
44 
59 
35 
54 
33 

61 
26 
60 
28 
63 
39 
68 
34 
46 
31 
64 
32 

51 
32 
63 
32 
65 
39 
62 
28 
60 
37 
53 
34 


71 

29 
72 
26 
72 
28 
68 
26 
6« 
31 
69 
26 

68 
39 
68 
32 
70 
30 
69 
44 
65 
32 
57 
28 

69 
27 
68 
36 
68 
34 
67 
33 
62 
33 
73 
37 

59 
32 
66 
2b 
67 
35 
70 
27 
66 
32 
59 
37 


62  67 


37 
63 
45 
61 
34 
57 
27: 
71 
31 
62 
35 

63 
37 

65 
36 
61 
27 
58 
32 
62 
42 
61 
25 

62 
38 
62 
31 
60 
26 
.59 
34 
60 
35 
61 
30 

68 
31 
•59 
28 
60 
26 
57 
31 
67 
29 


66.1 
40.6 
63.9 
84.4 
62.4 
39.  9 
58.8 
30.0 
6.5.  0 
40.0 
63.7 
36.3 

65.0 

40.5 

62.7 

38  S 

64.0 

38.6 

66.4 

48.4 

59.5 

40.1 

60.11- 

37.0'' 

61.5 
36.8 
60.0 
38.1 
63.4 
41.8 
62  1 
42.9 
55 

55 

63.6 
42.5 

57.9 
:J5.9 
64.2 
37.5 
64.7 
41.9 
67.0 
39.7 
61.6 
39  3 
56.2 
40.0 

64.9 
44.5 
65.1 
49.5 
66.4 
43.7 
57.2 
.33.1 
70.6 
39.6 
62.2 
43.9 

64.  1 
4.5.9 
61.8 
.38.5 
62.7 
38.3 
62.  5 
38.  1 
64.6 
44.7 
61  4 
31.7 

60.6 
40.6 
63,9 
38.7 
62.1 
35.7 
60.1 
36.9 
59.7 
41.3 
67.3 
38.0 

56.7 
36.8 
00.8 
34.5 
63.0 
37.4 
62.3 
36.3 
67.5 
43.0 


Continued  on  page 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


October  1944 


Daily  Temperatures  for  October  1 944— Continued  from  pag»79. 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

30 

31 

Mean 

Vandergrifti 

.  /Maximum.. 
\  Minimum. 

74 

69 

ft9 

71 

84 

83 

73 

58 

58 

57 

56 

70 

72 

71 

56 

63 

72 

76 

67 

49 

60 

51 

62 

54 

73 

58 

48 

60 

59 

62 

73 

64  5 

M 

.■il 

47 

48 

49 

65 

5.1 

47 

49 

46 

43 

38 

45 

52 

3ft 

28 

3;^ 

36 

3ft 

4;J 

3<i 

33 

25 

37 

40 

32 

31 

27 

38 

29 

28 

40.4 

Warren 

,  ( Maximum.. 
\  Minimum.. 

68 

59 

60 

63 

76 

79 

7C 

6:i 

52 

49 

57 

69 

74 

70 

52 

63 

73 

79 

61 

46 

52 

54 

59 

50 

67 

56 

38 

54 

49 

59 

70 

61.2 

47 

4H 

41 

39 

43 

59 

56 

42 

45 

44 

45 

38 

37 

46 

SO 

24 

34 

.33 

36 

30 

39 

34 

23 

38 

48 

33 

29 

21 

3V 

29 

28 

37.9 

Waynesburg 

.  /  Maximum.. 
\  Minimum.. 

74 

70 

65 

71 

82 

79 

77 

65 

58 

53 

56 

71 

64 

67 

64 

63 

71 

78 

73 

60 

37 

37 

63 

60 

72 

67 

48 

67 

58 

64 

72 

6.3.7 

S2 

ft  4 

ftl 

4fl 

49 

64 

61 

4) 

47 

35 

44 

32 

47 

48 

32 

23 

29 

33 

33 

42 

4U 

34 

23 

34 

37 

36 

35 

2-3 

39 

25 

28' 

39.4 

VVellsboro/ 

.  /  Maximum.. 

70 

ftfi 

66 

60 

71 

77 

75 

61 

56 

60 

64 

63 

70 

67 

48 

61 

69 

77 

3ft 

46 

44 

53 

60 

60 

69 

54 

38 

59 

48 

52 

67 

60.5 

(Minimum.. 

3S 

42 

40 

32 

37 

4!i 

,52 

3S 

38 

38 

36 

J32 

35 

40 

32 

20 

20 

27 

27 

26 

2f. 

33 

18 

18 

33 

27 

27 

19 

20 

2/ 

2.3 

31.4 

West  Chester 

.  /Maximum.. 
\  Miulmum.. 

70 
4ft 

71 
48 

63 
42 

56 
46 

64 
51 

74 
61 

86 
59 

74 

58 

65 
47 

66 
45 

67 
42 

70 
41 

65 
51 

69 
56 

60 
41 

62 
30 

68 
40 

78 
42 

71 
47 

50 
42 

30 
43 

55 
36 

63 
29 

67 
37 

69 
43 

65 
46 

48 
38 

58 
31 

55 
41 

62 
35 

VO 
39 

64.9 

43.6 

Wilkes-BarreS 

.  (  Maximum.. 
\  Minimum.. 

71 
36 

65 
43 

62 
36 

57 
35 

67 
52 

76 
55 

82 
51 

68 
48 

68 
41 

60 
38 

65 
31 

66 
39 

61 
43 

68 
45 

51 
27 

60 
26 

69 
34 

74 
33 

59 
35 

51 
33 

47 
41 

52 
26 

61 
25 

67 
30 

68 
40 

60 
40 

44 

35 

57 
26 

48 
31 

59 
31 

67 
82 

62.3 

36.8 

Williamsport 

.  /  Maximum.. 
(  Minimum.. 

67 

64 

60 

56 

62 

74 

76 

65 

62 

60 

67 

66 

66 

71 

62 

65 

72 

76 

65 

,33 

50 

57 

60 

56 

67 

66 

51 

61 

56 

63 

66 

63.3 

.Sfi 

46 

43 

39 

ftl 

57 

54 

44 

41 

40 

38 

36 

40 

52 

35 

26 

35 

33 

37 

33 

41 

35 

22 

30 

39 

84 

35 

2V 

39 

33 

30 

38.1 

Willi  amstown 

.  /Maximum.. 

67 

64 

63 

53 

62 

78 

83 

72 

69 

60 

65 

68 

67 

69 

67 

60 

68 

76 

74 

59 

48 

54 

61 

69 

69 

67 

58 

67 

56 

60 

67 

65.0 

\  Minimum .. 

HH 

41 

43 

45 

48 

57 

51 

45 

39 

35 

33 

31 

41 

51 

36 

21 

38 

31 

34 

3.3 

41 

36 

20 

27 

87 

42 

36 

32 

39 

38 

32 

37.8 

Woodward3-2  NE 

.  )  Maximum.. 
\  Minimum.. 

ftH 

ft9 

48 

49 

63 

74 

75 

57 

62 

52 

58 

61 

62 

63 

47 

57 

65 

73 

57 

40 

42 

48 

56 

55 

66 

54 

34 

52 

49 

57 

60 

56  2 

48 

42 

38 

43 

48 

.55 

52 

46 

41 

40 

39 

40 

48 

40 

30 

29 

39 

48 

36 

34 

36 

30 

35 

41 

44 

31 

28 

24 

34 

32 

40 

39.1 

York-3  SW 

.  /  Maximum.. 
\  Minimum.. 

72 

72 

70 

53 

65 

82 

85 

79 

69 

6^ 

67 

71 

71 

72 

71 

64 

71 

80 

77 

64 

53 

57 

65 

69 

73 

70 

68 

60 

60 

65 

71 

68  8 

48 

46 

46 

47 

53 

61 

55 

51 

48 

40 

35 

36 

47 

56 

42 

27 

33 

35 

40 

42 

45 

31 

2V 

31 

39 

41 

36 

30 

43 

30 

31 

41.0 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSTTKE,  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind" 

Relative, 

(reduced  to  sea  level) 

Humidity 

Stations 

o 

a 

9 
O 

>: 

J3 

s 

E 

5 

E 

^ 

■o 

i 

S 

-    & 

?^ 

a  O 

•s§ 

2 

o 

A 
O 

A 

r. 

til) 

a 

o 

<it 

>% 

.°^.~ 

(Si 

<D 

m 

30.  62 
30.56 

O 

15 
In 

29.78 
29.  59 

14 
21 

<> 

y  > 

a 

Q 

■^ 

r-t 

t^ 

eu 

a 

Erie 

7.6 
7.1 

18 
28 

w. 
nw. 

6$ 
29 

86 
82 

66 

55 

82 
68 

60 

62 

390 

Harrisburg 

359 

Philadelphia 

30.56 

15 

29.49 

21 

8.5 

80 

e. 

20 

81 

49 

67 

5t> 

329 

Philip^burg 

30.57 

13 

29.  73 

21 

9.2 

36" 

nw. 

14 

91 

62 

79 

617 

Pittsburgh 

30.58 

15 

29.74 

14 

9.1 

25 

w. 

14 

84 

55     62 

66 

383 

Reading 

30.56 

16 

29.  58 

21 

9.8 

38 

n. 

27$ 

79 

46     491 

67 

334 

Scranton 

30.57 

15 

29.61 

14 

6.0 

25 

nw. 

15 

86 

67+1 ...  - 

bb 

455 

•  For  any  five-minute  period.  **  Corrected  to  true  velocities. 

t  12:00  noon,     t  4:00  p.m.       5  Also  other  dates.       "  One-minute  interval. 

II  And  other  directions. 


RIVER  CONDITIONS 


Stations 


Port  Jervls.  N.  Y 

Easton 

Lehighton 

Reading 

WilkesBarre..  

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)  Lock  No.  6. 

Sutersville 

CharleroiCnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Rivers 


«    1 

u 

S    ' 

00 

to 

a 

te    ! 

S 

K    1 

Delaware 1. 9 

Delaware 0.6 

Lehigh i  2.5 

Schuylkill :  2.9 

N.  Br.  Susquehanna.,  j  2.  5 

W.  Br.  Susquehanna.  0.  7 

Juniata 1  3.  5 

Susquehanna ;  3. 4 

Allegheny 12. 2 

Youghiogheny 

Monongahela 

Ohio 

Ohio 


3.9 
13.1 


2.6 

24 

1.3 

25 

2.9 

2.' 

3.8 

■22 

4.5 

26 

4.1 

23 

6.1 

23 

4.1 

26 

14.0 

22  1 

10.6 

22  1 

2'2.ft 

22  j 

• 

1 

17.4 

22 

1.3 
0.2 
2.3 
2.7 
1.6 

-0.2 
3.0 
3.1 

11.8 
2.8 

11.6 


•  Pool  stage. 


t  On  other  days  also. 


9 
3 

8 

6t| 

3ti 

ti 
3t, 
/ 
3 
16 


18 
22 
9 
13 
22 
20 
22 
17 
-24 
20 
30 
25 
30 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  dirpotion  of  .station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  years  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  tt  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicate'l  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

".  *,  °,  etc.    Number  of  days  missing,  for  example,  ''  indicates  two  days  missing. 

Italics,  data  interpolated. 

^  Partly  interpolated. 

§$  Incomplete. 

t  And  other  dates. 

r  Daily  amounts  inconsistent. 
Received  too  late  to  be  included  in  means  and  summaries. 
*  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning;  the  maximiun  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
1  Midnight  to  midnight. 

^  Measured  in  the  morning  for  the  preceding  24  hours. 
3  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 
•t  Best  available  used  for  stations  not  equipped  with  recorders. 

5  Recording  gage. 

6  At  a  fixed  hour  between  sunset  and  U  :00  p.  m. 
^  Noon  to  noon. 


ERRATA—  Continued 

be 3.94  inches.  Page  69,  Wallenpaupack.  evaporation  on  14th  should  be  .055  inch,  total 
should  be  3.183  inches.  Page  71.  Philadelphia  CO.,  minimum  on  1st  should  be  73° : 
maximum  on  'iSd.  64°;  mean  maximum,  76.9°.  Page  72,  Harrisburg,  pressure  extrenaes 
should  be  30.46  inches  and  29.56  inches  on  dates  shown ;  percentage  of  possible  sunshine 
should  be  62:  Scranton.  number  of  degree  days  should  be  108. 


follows 


List  of  Changes  in  Station  Desig-nations 

For  more  exact  location  of  the  equipment,  station  names  have  been  changed 

7C  • 


Dauphin 

Farrell 

Ford  City 

Grantville 

Jamestown  [ 

Kregar 

McConnellstown 

Milroy 

Monroeton 

Neffs  Mill 

Newburg 

Putneyville 

Sheffield 

Williamsport  4  SE* 


formerly 


Peters  Mountain  Tower 

Sharon 

Crooked  Creek  Dam 

Manada  Gap 

Pymatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Charter  Oak 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherry  Grove 

Shaffers  Path 


(W.  B.  O.,  Philadelphia- 12-7-44-975 
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PENNSYLVANIA  SECTION. 

L.  F.  CONOVEB 
HARRISBURG,   PA 


Vol.  XLIX. 


November  1944. 


No.  n. 


GENERAL  SUMMARY. 

Tliis  was  a  typical  November  as  the  State  temperature  and 
precipitation  avcn-ages  deviated  l)ut  little  from  their  normals. 
A  slight  temperature  excess  was  accumulated,  maintaining  the 
year's  average  daily  excess  at  0.3°.  Extremes  were  well  within 
the  absolute  values  for  the  month  and  approximated  those  re- 
corded in  November,  1943,  in  spite  of  the  fact  that  the  average 
temperature  for  that  month  was  2.9°  lower. 

Precipitation  was  slightly  below  normal  and  the  accumulated 
deficiency  for  the  year  is  now  2.49  inches.  It  occurred  more 
frequently  in  the  west  than  in  the  east  but  daily  amounts  were 
generally  lighter,  only  2  western  stations  reporting  maximum 
24-hour  precipitation  in  excess  of  1.00  inch,  and  monthly  totals 
were  somewhat  less  at  western  stations.  Greatest  amounts  fell 
during  the  latter  part  of  the  month.  Thunderstorms  were  widely 
reported  on  the  loth  but  were  most  general  in  the  southwest. 
The  storm  on  the  20th  produced  the  first  significant  snowfall  of 
the  season  and  the  greatest  24-hour  falls  at  most  eastern  sta- 
tions. Cindering  crews  were  called  into  action  as  roads,  in  north- 
ern counties,  became  dangerous.  Moderate  rains  on  the  27tli 
and  rain  and  snow  on  the  29-30th  produced  the  greatest  24- 
hour  measurements  of  the  month  at  most  eastern  stations. 
Greatest  24-hour  snowfall,  from  tlie  mountains  north  and  west, 
resulted  from  the  latter  storm. 

November  brought  to  a  close  an  autunm  which  was  nearly 
normal  in  all  respects.  Temperatures  were  somewhat  deficient 
wliile  precipitation  and  snowfall  were  slightly  in  excess.  The 
western  part  of  the  State  was  cooler  and  drier  than  the  eastern, 
but  precipitation  deficiencies  accumulated  during  the  critical 
summer  months  were  too  great  to  be  overcome.  The  temperate 
weather  which  prevailed  until  mid-November  permitted  com- 
pletion of  harvesting  and  most  outdoor  work.  Winter  grains  had 
ol)tained  a  good  start.  However,  wells,  springs,  and  streams 
Avere  low,  particularly,  in  the  southeast  and  west-central  coun- 
ties. Precipitation  during  the  latter  half  of  the  month  allevi- 
ated this  condition  to  some  extent,  although  complaints  were 
still  received  from  west-central  and  northern  stations. 

G.  w.  s. 


TEMPERATURE. 

The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  84  stations  was  41.6°,  which  is  0.3°  above  the  57-year 
normal  for  November.  The  highest  monthly  mean  was  48.2° 
at  Marcus  Hook,  and  the  lowest  was  36.4°  at  Montrose.  Ex- 
tremes ranged  from  a  maxinmm  of  78°  at  Uniontown  on  the 
2d,  to  a  minimum  of  7°  at  Somerset  on  the  26th. 


PRECIPITATION. 


The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  200  stations,  was  2.81  inches,  which  is  0.05 
inch  below  the  67-year  normal  for  November.  The  greatest 
monthly  amount  was  6.50  inches  at  George  School,  while  the 
least  was  1.26  inches  at  Saxton.    The  greatest  amount  recorded 


in  any  "24  coneecutive  hours  was  2.(X)  inches  at  Marcus  Hook  on 

the  27-28th. 

The  average  snowfall  for  tiie  State  was  3.2  inclies,  which  is 
0.5  inch  above  the  57-year  normal.  Tlie  gi-eatest  monthly  snow- 
fall was  17.0  inches  at  Lakeville.  Tlie  greatest  fall  for  any  ob- 
servational day  was  12.0  inches  at  (Janton  on  th(!  29-30th. 

ERRATA 

October,  1944.  — Page  74,  Phoenixville,  total  precipitation 
should  be  2.26  inches,  departure  .should  be  —1.00  inch/  Page 
75,  Phoenixville,  total  precipitation  should  be  2.26  inches. 
Page  79,  Philadelphia  City  Office,  minimum  temperature  on 
15th  should  be  44°,  on  21st,  47°.  Mean  mininmm  should  be 
49.4°;  Scranton,  minimum  temperature  on  8th  should  be  54°. 
Page  80,  Pressure,  wind,  humidity,  and  sunshine  table.  Degree 
days  at  Scranton  should  be  454. 


COMPARATIVE  DATA  FOR  NOVEMBER 


Year 


Temperature 

Precipitation 

No.  of  days. 

O  S< 

4) 

^•^ 

~r^ 

n 

s 

/= 

1 

6*  = 

b 

>.>• 

■^■v 

tc 

p 

0) 

<X>  o 

g 

K 

o 
1-1 

> 
< 

i^M 

=  S 

o 

1S8S   . 

1889. 

1890,. 

1891.. 

1892.. 

1893.. 

1894.. 

1895   . 

1896.. 

1897 . . 

1898.. 

1899.. 

19U0. . 

1901    . 


1902. 
1903. 
1904. 
1905. 
1906. 


l',107. 
1908. 
1909. 
1910. 
1911. 
1912. 
1918. 
19U. 
1915. 

1916. 

1917. 

1918. 

1919. 

1920  . 

1921 

1922. 

1923. 

1924. 

1925. 

19i6. 

1927 . 

1928. 

1929 

1930. 
1931. 
1932. 
1933. 
1934. 
1936. 
1938. 
1937. 
1938. 
1939. 
1940. 
1941. 
1942. 
1943.. 
1944. 


Period  , 


42.2 
41.8 
41.8 
39.7 
39.0 
39.2 
38.2 
42.9 
46.0 
41.6 
40.0 
41.5 
43  5 
36.0 

47.3 
36.9 

38.8 
39.1 
41.5 
39.8 
41.2 
46.4 
36.8 
37.8 
43.0 
43.9 
40.6 
42.1 

41.8 
37.6 
42.1 
41.2 
40.3 
42  3 
42.9 
40.7 
40.7 
39.5 
40.4 
46.2 
43.4 
41.1 

42.0 

49.2 

39.4 

38.1 

44.9 

44.4 

38.6 

40.7 

42,7 

39.7 

41,3  ' 

44.1 

41.8 

38.7 

41.6 

41.3 


69 
76 
76 
75 
80 
73 
70 
78 
71 
79 
85 
81 
81 

75 
80 
75 
83 
80 
85 
78 
79 
87 
76 
78 
83 
82 
79 
78 


4 
10 
10 
6 
10 
-4 
6 
6 
12 
2 
8 


0 
2 
-4 
5 
9 
4 
,-2 
15  I 

Hi 

'  I 

7 
10 
—  2 
13 

4 
-5 
11 

11 

5  I 

12 
10 
-9  1 

4  I 
-1  ; 

10  I 

-10  I 

-15  j 

12  I 

.-2  j 

-11  I 

6  ' 

5  ' 
2 

-3  ; 

-13 
11 
9 

9 
0 

7 
7 


87  !   -15 


3.37 
6.72 
1.49 
2.65 
4.34 
2.93 
2.50 
2.48 
3.55 
5.28 
4.03 
2.66 
4.10 
2.56 

1.53 
2.18 
1.14 
2.47 
1.48 
3.60 
0.90 
1.40 
2.45 
2.84 
2.17 
3.05 
1.76 
2.18 

2.27 
0.63 
2.03 
5.36 
3.54 
5.75 
1.21 
2.83 
1.54 
3.56 
4.49 
4.95 
2.32 
3.39 

1.48 

1.52 

4.75 

1.55 

3.61 

3.84 

2.40 

2.56 

3.10  I 

0.97 

4.04 

2.48 

3.35 

2.87 

2.81 


2.1 

11 

9 

7 

0.7 

15 

5 

8 

0.5 

8 

9 

t      10 

1.2 

9 

9 

1        8 

8.6 

12 

6 

8 

2.4 

8 

8 

11 

5.3 

9 

10 

9 

0.5 

10 

10 

8 

1.1 

10 

8 

9 

2.6 

14 

6 

8 

6.9 

11 

8 

9 

1.2 

7 

10 

8 

3.1 

12 

6 

9 

3.1 

8 

7 

8 

1.5 

8 

10 

8 

1.4 

7 

11 

8 

3.5 

6 

10 

9 

0.9 

9 

11 

8 

4.0 

8 

12 

6 

2.9 

10 

13 

8 

5.0 

5 

12 

8 

1.9 

7 

12 

8 

8.5 

11 

4 

7 

3.7 

10 

7 

7 

1.9 

7 

10 

8 

4.5 

11 

10 

8 

•    1.5 

6 

12 

9 

1.3 

10 

10 

9 

1.6 

9 

13 

6 

1.4 

5 

14 

7 

T. 

7 

12 

6 

2.3 

12 

11 

7 

4.5 

U 

7 

7 

1.4 

16 

a 

7 

1.8 

9 

10 

7 

0.3 

10 

12 

5 

2.9 

7 

12 

8 

2.2 

10 

11 

7 

0.9 

10 

9 

7 

1.8 

14 

7 

7 

2.8 

12 

7 

8 

1.9 

12 

8 

8 

2.3 

9 

10 

7 

2.9 

9 

10 

8 

0.3 

10 

12 

7 

7.0 

11 

8 

7 

1.8 

12 

9 

7 

2.5 

12 

7 

6 

3.4 

8 

9 

8 

2.0 

11 

11 

'  1 

10.9 

10 

13 

7 

1.6 

5 

15 

6  ' 

5.8 

13 

6 

6 

0.2 

7 

11 

7 

1.8 

14 

9 

8 

2.2 

9 

9 

8 

3.2 

12 

6 

7 

2.7 

10 

9 

8 

14 

17 
11 
13 
16 
11 
11 
12 
13 
16 
13 
12 
15 
15 

12 
11 
II 
11 
12 

9 
10 
10 
19 
16 
12 
15 

9 
11 

11 
9 
12 
12 
16 
18 
13 
13 
10 
12 
14 
16 
15 
14 

13 
12 
11 
16 
14 
17 
IS 
12 
10 
9 
18 
12 
13 
13 
17 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECllON. 
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OUmatolop-ical  Dat»  for  November  1944 


Stations 


Counties 


Mlnntic  Drainage 
Allraitovvn  Arpt.  -4  NE. 

Altoona-4.5  W 

Burnt  Cablns-2  NE  — 

Carlisle 

Chambersburg-l  SW.. . 

Coatesville 

Cur\ven-villeApt-6  NW 

Eagle>  Mere 

Kast  \Vaterford-3  E.  .  . 

Emporium  1  E 

Ephrata 

Everett-0.  5  SW 

Ereeland 

George  School 

Gettysburg 

Gordon 

Hanover 

Harrisburg  Arpt.-3.5  S. 

Hawley-0.5E 

Holtwood 

Huntingdon 

Lancaster 

Lawrence  ville 

Lebanon 

Le\vistown-2  SW 

Lock  Haven.... 

Marcus  Hook  I; 

Martin^burg -■ 

Montrose-3  E -  . . 

Mt.  Pocono  Arpt  -2N. 

Pabiierton 

Philadclpbia  Airport.. 

Philip^burg-7  E 

Phoenixville-1.  5SE.... 

Port  CliatouII 

Quakertowntt-0.  5  K.  .. 

Reading 

Scrantou 

Selinsgrove 

State  College 

gtroudsburg-2  E 

Tamarack-2S 

TowaTidatt-1  E 

WeUsborott 

West  Chestertt 

Wilkes-Barrett 

Williain-sportR 

Williaitistoun  tt 

Wood\vard-2  NE 

York-3SW.tJ 


Division  mean. 


Ohio  Drainage 

Bradford-4  W 

Brookville 

Butler 

Clariontt-3  SW 

Claysville 

'-'orry 

Coudersporttt 

Den-y 

Donegal 

Donoralt 

Eben.=burg 

Fp.rrell 

]<'ord  City-4  S 

Franklin 

Greeusljurg-2  S 

Indiana 

JaiiifrSto\vn-2  NW... 
Johiistown-0.5  W... 

Kaue-1  N 

Meadville-1  S., 

Midland 

New  Castle-l..')  N  ... 
Pittsburgh  Airport. 
PutUHyville-2.  .5  SE  . 

Ridgway 

Somerset 

Spring.s-1  SW 

Tionosta-1.5SE 

Titusville- 2  S 

T'niontowntt 

VandergriftJt 

Warren 


Lehigh 384 

Blair 1.500 

Fulton 990 

Cumberland ......     473 

Franklin 600 

Chester 431 

Clearfield 2, 215 

Sullivan 2.020 

.lunia  ta 2, 125 

Cameron 1,100 

Lancaster 365 

Bedford 1, 020 

Luzerne 1,970 

Bucks 181 

Adams ;    500 

Schuylkill 900 

York I    600 

Dauphin ]    351 

980 

200 

7"0 

255 

996 

469 

580 

5^)7 

12 

1,493 

1,176 

1,9U 

45.T 

in 

1.916 
100 
407 
4h0 
273 
746 
476 

1,217 
440 

2, 250 
754 

1.319 
440 
544 
5.'iO 


Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia  . 

Centre   

Chester 

Schuylkill  .... 

Bucks 

Berks 

Lackawanna.. 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming..  .. 

Dauphin  j    775 

Centre ;2, 191 

York.. !    390 


Mc  Kean 

Jefferson 

Butler 

Clarion 

Washington 

Erie  

Potter 

Westmoreland 
Westmoreland 
Washington  . . 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland [I. 


Waynesburg Greene 1 


Division  mean. 


Lake  Di'niiiage 

Albion 

Erie 


State  mean. 


Indiana 

Mercer 

Cambria 

McKeau 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Payette 

Westmoreland . . . 
Warren. 


Erie. 
Erie. 


900 
705 


Temperature,  in  degrees  Fahr. 


Precipitation,  In  inches 


p 

=  2 

CO 

a 


41.8 
41.0 
41.2 
42.4 
42.4 
44  3 
37.8 
37.4 
.39.6 
39.4 
44.6 
41.2 
3><.0 
44.4 
44.8 
41.0  I 
44.6  I 
44.  3  I 
39.0  1 
4.5.7  ! 
41.5 
43.4 
40.6 
44.0 
42.9 
42.8 
48.2 
40.4 
36.4 
36.6 
41.6 
45.6 
37-4 
$« 
42.2 
41.4 
45.0 
41.0 
42.2 
42.0 
42.0 
37.2 
41.0 
38.6 
44.6 
41.0 
42.6 
42.0 
37.6 
45.1 

41.7 


— 0.  2 
+0.6 


-0  8 

0.0 

+  1.5 

+0.1 
+  1.2 
+  0.4 
-0.3 
+0.4 
+2.3 
+  1.0 
-0.4 
+  1.6 
-0.2 
+0.6 
-0.2 
+0.3 
+0.7 
+  1.4 

+6!8' 
-0.4 

+i.i' 


2^ 

3  2 
I 

Q 


39.1 

39  9 

43.4 

41.0 

40.3 

41.4 

38.8 

44.2 

40.0 

44.9 

38.5* 

40.6 

44.9 

41.6 

41.1 

43.  2' 

40.7 

40.9 

37.6 

40.4 

43.7 

43.8 

42.6 

41.6 

39.2 

39.0 

37.6 

39.2 

41.2 

44.8 

44.0 

41.0 

42.0 

41.3 


44.  2> 
44.9 


41.6 


-0.4 
+  1.7 


+0.3 
0.0 
+  1.2 
+  0.5 
+0.4 
+1.9 
+  1.1 

+  i.'2 
+  1.0 
+  1.4 


-1.0 


+1.0 
+  1.3 
+  1.7 
-1.4 


+3  5 


+0.3 


65 
67 
73 
68 
68 
68 
65 
65 
62 
72' 
69 
70 
60 
72 
70 
63 
71 
68 
68 
72 
72 
68 
70 
69 
68 
71 
71 
67 
63 
62 
63 
73 
64 
tt 
66 
64 
67 
67 
65 
66 
67 
65 
70 
68 
70 
67 
67 
67 
62 
72 

75 


+0.2 

71 

+2.3 

70 

+  4.3 

72 

72 

-2.0 

72 

+2.8 

71 

+2.1 

69 

+2.0 

73 

72 

0.0 

75 

0.0 

68 

-0.9 

69 

76 

+2.1 

71 

-1.8 

74 

+2.0 

71 

74 

-1.1 

73 

68 

+  1.4 

70 

71 

+3.4 

73 

+  1.4 

72 

71 

+  1.1 

4-n  4 

72 
70 

78 


II 
It 
2  I 

It; 

1 

1 

I 

It 

It 

1 

2 

It 

H 

1 

1 

It 

1 

Iti 

It 

It 

It 

1 

It 

2 

1 

1 

It 

It 

2 

2 

2 

It 


21 

26 

17 

26 

16 

26 

18 

26 

19 

26 

22 

26 

re 

30 

21 

27 

20 

30 

15 

26 

24 

26 

15 

26 

21 

24t 

22 

26 

22 

26 

17 

26 

23 

26 

26 

30 

16 

24 

27 

26 

16 

26 

20 

26 

22 

14 

22 

26 

18 

26 

20 

26 

30 

26 

19 

26 

21 

23t 

16 

26 

20 

26 

26 

26 

13 

13 

18 

26 

20 

26 

IS 

26 

26 

26 

26 

30 

19 

26 

20 

26 

17 

24 

18 

27 

22 

14t 

19 

23 

25 

26 

26 

14 

23 

26 

16 

26 

16 

30 

20 

26 

12 

26 

11 

26 

18 

26 

18 

25t 

20 

13tl 

16 

26  i 

19 

13t! 

14 

13 

21 

30 

16 

25 

21 

30 

16 

'6 

20 

25t 

17 

26 

22 

26 

15 

26 

23 

25t 

12 

26 

16 

26 

10 

26 

20 

26 

23 

30 

20 

26 

19 

30  ! 

21 

13t! 

14 

26ti 

7 

26 

11 

25t 

18 

26 

16 

15 

23 

2,5il 

23 

I3t' 

21 

24  1 

17 

25t 

7 

26 

20 

26 

27 

26 

7 

26 

3.h0 

1.90 

1.64 

2  54 

2.  29 

4.33 

2  27 

2.93 

1.97 

2  361 

4.35 

1.85 

2.  92 

6.50 

3.38 

4.24 

2.86 

3.39 

4.19 

2.  .59 

1.95 

4.34 

2.81 

4.59 

1.58 

1.92 

3.93 

1  63 

■2.  65 

3.93 

2.70 

4.71 

2-98 

4.  30 

3.9S 

5.51$ 

4.80 

2.  22 

2.51$ 

1.60 

4.30 

L97 

3.07 

2.10 

4.19 

2.91 

1.80 

3.67 

1  81 

3.71- 

3.12 


3.19 
2.11 

1.95 
2.32 
1.90 
2.31 
2.23  , 

2.78  I 
2.88    , 

2.32  I 
2.39 
1.66 
2.56 
2.38 
2.  88 
2-07$j 
2.  .^5 
2.84 
2.66 
2.96 

1.79  I 
1.72  I 
2.35 
2.19  i, 
1.94  I 
2  30  I 

3.14  I 
2.01  1 
2.47  !, 

2.33  i 
2.19  I 
2.73 

2.15  ; 


+0.  95 
-0.47 


-0.52 
-0.41 
+  1.14 


-0.58 
+  1.81 
-0.16 
-0.77 
+3.64 
+  0.62 
+0.99 
+0.47 
+  1.13 
+  1.33 
i-0. 18 
-0.46 
+  1.77 
+0.57 
+1.72 

-6.' 53 
+  1.20 

+n.'63' 

-6.' 36 

+  2.01 

+  1.17 
+2.  36 
+  1.57 
-0.55 
-0.28 
-0.86 
+  0.06 


+0.91 
-0.46 
+0.67 
+0.72 
—0.84 
+0.84 


+  1.48 


-0.31 
-0.92 
-0  88 
-1.01 
-0-55 
-1.78 
-0.47 
+0.05 

+6.' is' 

-0.63 
-0.68 


-0.76 
+0. 39 
-0.77 

-6 '69 

— 0  89 
-0.49 

-(t'.Ti 
+0.06 


-0.98 
-0.94 
+0.20 


-0.74 
-0.34 
-0.76 
-0.19 


.37 


3.13  I 

2.09  I   -L21 


2.81  i  -0.05 


1.43 
0.61 
0.61 
0.90 

0  96 
1.67 
0.43 
0.89 
0.63 
0.b2 
1.89 

0.  .W 
1.08 
1.94 
1.16 
1.40 
1.33 
1.37 
L08 
1.16 
0.47 
1.82 
0.85 
1.89 
0.45 
0.60 
2.00 
0.44 
0.66 
1.05 
0.95 
1.95 

1.  OJ 

1  65 
1.48 
1.74 
1.50 
0..54 
1.22 
0.42 
1.3G 
0.43 
1.13 
0.67 
1  73 
L05 
0.60 
1.03 
0.74 
1.49 

2.00 


0.63 
0.58 
0.60 
0.43 
0.33 

0.  .57 

0.75 
0.57 
0.42 
0.67 
0.43 
0.31 
0.78 
0.34 
0.43 
0.36 
0.42 
0.48 
0.67 
0.70 
0.30 
0.26 
0.  .51 
0  50 
0..55 
0.30 
0  54 
0.40 
0.55 
0.49 
0,78 
0.76 
0.43 

1.41 


0.51 
0.46 


27 

29-30 

27 

27 

26-27 

27-28 

27 

29-30 

29-30 

29-,S0 

27-28 

20-21 

29-30 

20-21 

27-28 

29-30 

27 

27 

21 

27-28 

29-30 

27 
29-30 
27-28 
2C1-21 
29-30 
27-28 

20 

29-30 

29-30 

27 

27 

29-30 

27-28 

27 

27 

27 

20-21 

29-30 

29-30 

20-21 

15-16 

29-30 

15 

27 

29-30 

29-30 

29-30 

29-30 

27 

29-30 


15 
14-15 
I.3-I6 
14-15 
15-16 
14-15 
15 
15 

lot 

15 

26-27 

9-10 

15-16 

10 

14-15 

26-27 

16-16 

27 

15 

15-16 

26-27 

26-27 

14-15 

14-15 

14-15 

15-16 

26-27 

14-15 

14-15 

14-15 

15 

15 

19-20 


'S'D 

ce  a 


15 


23 
4-5 


1.2 
3.5 
2  6 
4.0 

T. 

T- 
9.9 
8.1 
11.1 
5.0 
0.4 

T. 
4.7 
3.0 

T 
2.0 
0.6 
0.3 
13.4 

T. 
4.7 

T. 
6.0 
0.5 


7.5 
T. 


7.6 

14.5 

1.3 

T. 

16.2 

0.2 

1.5 

T. 

0.3 

2.1 

0.6 

6.0 

2.3 

10.2 

12.0 

8.4 

0.5 

7.5 

1.8 


11.6 
T. 


4.1  I  10 


No.  of  days 


■9.8 


0.5 
0.5 

T. 
2  5 
11.2 

T. 
LO 

T. 
4.3 
0.5 
0.2 
3.5 
0.2 
1.1 


6.8 
9.2 
4.1 

T. 
2  3 

T. 
0.6 
2.5 
7.3 
13.6 
1.8 
4.0 

T. 

"I'.b 
T. 


1.7 


10 
11 

7  i 


12 
4 
6 
0 
3 
4 
3 

9  I  14 
8  I  15 
14  I   10 


15 


2.9     15 


2  I  18 


8  5 

9  11 


9     19 


2.00  I  29-30  I    3.2     12  i    6      7 


1  = 


Obiervers 


uw 
nw. 


nw. 

ne. 

nw. 

in\ 

w. 

n«  . 

nu 

nw 


U.S.  Weather  Bureau. 

City  of  Altoona. 

Penna.  Turnpike  Comm. 

Clarence  E.  Miller. 

William  B  Spear. 

Howard  L.  Pyle. 

U.  S.  Weather  Bureau. 

Carl  E.  Bigger. 

r.  S.  Weather  Bureau. 

Mrs.  Helen  C.Haas. 

Ephrata  Review. 

Penna.  Turnpike  Comm. 

Andrew  B.  Evansha. 

I'rof.  N.  W.  Swayne. 

Dr.  Heury  Stewart. 

Miss  Sallie  M.  .Johnson. 

Hanover  Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  Co. 

Prof.  Paul  R.  Yoder. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

Penna.  Dept.  of  Highways. 

William  R.  Kellev. 

Sun  Oil  Co. 

Civil  Aeronautics  Authority 

Harry  S.  Fancher. 

V.  S.  Weather  Bureau. 
I  New  .lersey  Zinc  Co. 
I  U.  S.  Weather  Bureau. 
I  U.  S.  Weather  Bureau, 
w      !  Phila. -Suburban  Water  Co. 

I  Earl  E.  Rariek. 

nw.  j  John  E.  Benner. 

nw    1  U.  S.  Weather  Bureau. 

n.      !  U.  S.  Weather  Bureau. 

uu  .  '  Dr.  George  E.  Fisher. 

nw    I  Penna.  State  College. 

nu .  I  Metropolitan  Edison  Co. 

w.     1  James  E.  S^wartz. 

e.         Mrs.  M.  Ordelia  Parks. 

s.       I  M.S.  Bliss. 

nw.  i  Clyde  T.  .-^ay lor. 

nw.  i  Civil  Aeronautic*  Authority 

V,       j  John  1).  McEwen. 

. .   . .  I  Gordon  E.  Lower. 

nw    '  U.  S.  Weather  Bureau. 

nw  .  !  York  Water  Co. 


uw 
ne. 
nw . 


7  i  16     niv 


17     11 

7  I  18 
20 


w.       City  Water  Dept. 

8.         Civil  Aeronautics  Authority 

w.  I  Butler  Eagle. 

w.        Penna.  Electric  Co. 

uw  .  I  Walter  B.  Paget. 

nw.  I  J.  Fred  Kinley. 

ne.  I  Potter  Enterprise. 

w         Miss  N.  Dixie  Winenian. 

w.  !  Penna.  Turnpike  Comm. 

11 «  i  Donora  Zinc  Work;;. 

w.        Miss.  Emma  H.  Eastman. 

ne.  !  Carnegie-Illinois  Steel  Corp. 

w.        U.S.  Engineers. 

n.        William  K.  Fuller. 

SW.      Westmoreland  Water  Co. 

s.         Indiana  State  Teachers  Col. 

ne.      Pa.  Dept.  Forests  «t  \\  aters. 

nw.     Robert  Tross. 

aw      Spring  Water  Co. 

SW.  ,  City  of  Meadville. 

nw.  \  Perry  P.  Campbell. 

w.        New  Castle  Water  Co. 

nw.     U.  S.  Weather  Bureau. 

Dw.     U.S.  Engineers. 

s.         West  Penn  Power  Co. 

nw      D.  L.  Grove. 

w.        Allen  E.  Yoder. 

nw.  :  U.  S.  Engineers. 

nw.     .\rthur  M.  Stokes. 

SW.      William  W.  Marsteller. 

Carnegie-lliinois  Steel  Corp 

SW.      Merrell  L.  Jordan. 
■nw.     Thomas  S  Knox. 


6     19  i  uw. 


Samuel  D.  Lewis. 

CT.  S.  Weather'Bureau. 


17     nw 


[See  page  88  for  explanation  of  reference  marks.] 
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Daily  Precipitation  for  November  1944 


Statlous 


Counties 


Day  of  month 


ATLANTIC 

DKAINAGE 

Dtiiiicivf  llaahi 

I  ri'Ki!  Dki.awakk 

IMiiKUians  Ferry-. 0.5E 

llftwley-'.  o.ft  K 

Ilollistorville- 

I,nkcvillo-,  1  N 

MatHiiioras- 

Mount  I'oooniv',  2  N. 
Pleasant  Mount', ■\  1  VV 

Stroudsburg,  2  K 

Tanners  Falls', -^  1  SE 

l.KHKin 


Allentown  .\rpt'' 

AUeniowu- 

Bethlehem' 

Blakeslee  Corner.--',' 

Gouldsboro- 

hausforcl- 

Maiich  Chunk,  1  S\V 

Xew  Tripoli 

Palmertou',''' 

Zion,-;ville,  I  S\V 


4NK 


SCUIYI.KII.I. 

Conshohockeu 

Kredericksville^,  1  S.  . 

Gratersford- 

I'hoenixville-,  1.5  SE. 

Port  Clintons' 

Pottstown-.  0.5 S 

Pottsville- 

Ri'ading',  J 

Wernersville 


I.UWKH  Dblaw.\uk 

Coatesville'' 

Doylestown. 

George  School 

Marcu<  Hook'- 

Philadelphia 

.\irport  Station',  5... 

City  Ollice',-'' 

Shawinont.. ..   

Quakertown,  O.o  E 

West  Chester 

West  Grovel  1.5  SE... 

Si':^qiiehaiiiiii  Rnni.ii 
Chemuno 


■2  VV. 


Austinburg' 

Covington''^ 

Lawreiiceville 

NoRi'ii  Branch 

Berwick-'  - . 

Canton-.  1  NW 

Danville-  

Freeland- 

MiUville'.''^ 

Monroeton'-,  2S 

Montrose^,  3  E , 

Orwell'-',  3  N 

Park  Places,  INW... 

Pikes  Creek. 1.'^ 

Rush^  6S , 

Scranton',5 

Susquehanna^ 

Towanda.  IE 

Tunkhaunock',  5 

VVilkes-BarreS,  3X.., 
VVtsr  Branch 

Ansonia^,  2  W 

Carrolltowii'-' 

Carter  Camp',-'' 

Cedar  Run'- 

Clearfield'-'  

Coalport^ 

CnrwensvilleS    6N\V. 

nriftwood',-'' 

Dushore'.  •'' 

Eagles  Mere^ 

Emporium''',  IE 

English  Center',  s 

Galeton 

Karthaus^ 

Lock  IIaven2 

Afedix  Run',-'' 

PhilipsburgS,  7  E 

Renovo'^ 

State  College',  5 

Tamarack-,  2  S 

Tyrone  ',  5,  4  NE 

Wellsboro2 


Pike.... 
Wayne. 
Wayne . . 
Wavne.. 
Pike.... 
Monroe . 
Wayne., 
Monroe 
Wayne. 


Lehigii  .. . 

Lehigh 

N'rthampton 
Monroe.  .. 

Wayne 

Carbon 

Carbon 

Lehigh I  . . 

Carbon T. 

Lehigh, 


Montgomery 

Berks 

Montgomery 

Chester 

Schuylkill  ... 
Montgomery 
Schuylkill... 

Berks  

Berks 


Chester . . . 

Bucks 

Bucks  

Delaware. 


Philadelphia 
Philadelphia 
Philadelphia 

Bucks  

Chester 

Chester 


Tioga . 
Tioga. 
Tioga. 


10     II      12     IS 


T.     T. 


.02 


Columbia. 
Bradford. . 
Montour. . 
Luzerne  . . 
Columbia, 
Bradford  . 
Susquehanna 
Bradford  . . 
Schuylkill. 

Luzerne 

Susquehanna 
Lacka^vanna 
Susquehanna 
Bradford  . 
Wyoming. 
Luzerne, . . 


Tioga 
Camfiria. . . 

Potter 

Lycoming., 
Clearfield  . 
(.'learfield  . 
Clearfield.  . 
Cameron.. . 
Sullivan.. . 
Sullivan. . . 
Cameron.. . 
Lycoming.. 

Potter 

Clearfield.. 

Clinton 

Elk 

Centre. 

Clinton 

Centre 

Clinton 

Blair 

Tioga 


.02 


.03 


.03 


T. 


T. 


02 


.02 


.03 


.05 


.10   .30 

.02 

T. 

.27 

.12 

.50 

.'27 

.58 

,47 


.'22  . 
.48    .01 

16 


.05 


.43 


T. 


.42 
.  in 
.45 
.76 
.27 
.40 
.75 
.42 
.39 
1.00 


.33 


15 


16 


17     18 


.02, ., 
,04    f. 


,01 


T. 


.03 


.01 


.02 


.  21  . . . 
,30   T. 


.09 


.20 


.03 


.02;  .01 
.oil  .43 
.061  .  14 
,...1  T. 

Oil  T. 

T.  I... 
.03;  T. 
.03    .43 

.01  . 


.71  .04 
...  .41 
.65    .25 


.20 
.42 
.19 
.56 


.201 


,02 


.01 


.02 


.02 


.10  63 

.12  .22 

...'  .74 

.19;  .42 

.30'  .19 

.29  .08 


...    T 


T. 


.58 
.36 

'.'38 
.57 
.'20 
.03 

,05 
.07 
.26 
.55 


.44  .'26 
T.  .51 
...  .38 
.42  .05 
.41'  .08 
.02  .39 
.22  .05 
.01,  .43 
.301  .10 
.021   .67 


.13   T. 
.04    .05 


.04 


.03 


T. 


■20     21 


22 


1.82 
T. 

'•'r' 

T. 

.03 
.08 
.73 
.51 


1.05 
.84 
.71 
.61 
1.  '26 
57 
58 
1.36 
.82 


.93 
1.08 

.47 
1.02 
1.31 

.03 


23 


24     26     26 


T. 


.01 


.32 
.'34 

■52 
.28 
.59 
.67 
.57 
..37 
.13 

84    .04 


.'25 


37 

1.38 

1.94 

.60 


.56 

.58 
1.'28 
1.13 

.38 

.78 


.01 
.37 
1.  U 


.151  .10 
T.  .29 
. 19   .24 


08 


T. 


.03 


06 


.28 
.14 

.06 

.241  .02 
.  161  T. 
.  23|    r 
.07!  .04 
.06 
.■24| 
.48    .17 
.17    .03 


.15    .01 
.22;.... 

.'271  .03 
.06! 
.07!  ,04 
.24i    .02 

r.  :  T. 

.37;  .02 
.07|. 
.'251  .06 


T. 


.03 


T. 

T.     T. 


.02 


.02 


T. 


T. 


T. 


27 


28 


29     80 


1.43 
.31 

1..56 
48 
15 
39 
* 

1.33 
.95 
1 


1.26 


.'25 

.82 
1.10 
.16 
T. 
.14 


.1  ,54 

.1   .67 

.j   .77 

.1  .84 

.1  .46 

.71 

.83 

.70 

.3 


L5I 
.54 

.11 

* 

.44 
.31 
.42 

1.50 
1.45 


1.52 
L65 
1.69 
.'20 

1.95 
1.76 
1  36 
1  47 
1.57 
18 


.14 
.96 
1.81 
1.65 
1.04 
1.55 
.67 

',02 


.36 


,'28 
.57 
.39 
.43 
.55 
1.05 
.87 
.74 
.37 


.16 

.■23 

.10 

1.80 

T. 

r 

.37 

.'27 

.16 

1.33 


.02    .02| 
T 


.09 


06 
.03 

05 
20 
.061  T. 
...i  .15 
T.  I  T 
12 


01   .01 


1.09 
.78 
.70 
.60 

1.10 
,85 

1.12 
.72 
.96 


.88 
.92 

1.13 

1. 
.80 
.»3 
.66 
,81 
.83 
.50 

1.04 
.33 
.40 

1.13 
71 


4.19 

4.19 

3.52 

4.10 

4. 93 

3.93 

3.86 

4.30 

3,31 

3.80 
3.57 
4.^27 
3. 03 
3.47 
3.97 
4.23 
3.93 
2.70 
5.03 


4.62 
4.33 
4  90 
4.30 
3.98 
4.72 
4.00 
4.30 
4.37 


4.33 
5.. 33 
6.50 
3.93 

4.71 
4.31 
4.84 
^'i5.61 
4.  19 
4.08 


1.66 
1.95 
•2.81 


2.69 
3.10 
2.69 
•2.  92 
•2.  18 
2.73 
■2.65 
3.06 
3.81 
2,47 
2.89 
2. '22 
3.15 
3.07 
2.77 
2.94 


2.  03 
2.27 
2.40 
1  67 

•2.  lA 

2. '27 

1.  90 
1.32 

2.  93 
<V2.  36 


2.44 
1.86 
1.92 
1.69 
2.98 
1  63 
1.60 
1.97 
1.97 
2.10 


Continued  on  page  84. 
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Day  of  month 

"3 

Stations 

Counties 

1 

2 

3 

4 

5 

1        1 
6  1     7  i     8 

9 

10 

11 

12 

13      14 

15  1  16  1  17  1  18  1 

ill 

1 
19     20  1  21  1  22 

!      1 

23  ! 

1 
24     25     26     27     28     29     30 

i                         1 

31 

1 

West  Branch 
(continued) 

i 
Lycoming....! 

.10 
11 

.08 

T. 

.06 

'.ih 

.09 
.15 
.14 
.15 
.01 

.'6i 

T. 

.01 
.11 

14 

.17 
.05 
.10 
.11 
.15 
.13 
.05 
.01 
.06 

.16 
.24 

.01 

.88 
.29 

.•20 
.04 
.16 
.08 
.10 
.23 
.33 
.17 
.16 
.03 
.10 

'.'ie 

.14 
.13 

• 

.26 
.22 
.33 
.33 
.15 

.05 
.04 

.05 
t.' 

r. 

.03 
.03 
.02 
.04 
.03 

• 

t. 

.01 
.01 

.01 

".ca 

t'.' 
.'63 

T. 
.02 

.29 
.45 
.11 
.32 
.22 
.11 
.11 
.02 
.11 
.44 

• 

.30 
.16 

'.'is 

.17 
.42 
.42 
.37 
.Iv 
.61 
.46 
.15 
.29 
.17 
.31 
06 
.13 
,11 
.37 
.07 
.54 
.26 
.02 
.20 
.50 

24 
.31 

.09 

'.'■27 

.'24 
.39 
.27 
.45 
.24 
T. 
.12 
* 

.03 
.16 
.38 
.14 

.22 

.62 

T. 

.23 

.27 

.43 

V79 
.20 
.26 
T. 
42 
.16 
.90 
.54 
.65 
.06 

'.'ii 

.07 

.12 
.55 

.30 
.33 
..57 
.05 
.47 
.43 
.07 
.13 
.37 

.24 
.04 
.10 
.-24 
.25 
.28 
.08 

.36 
.07 
.26 
.41 
.22 
.06 
.11 
.36 
.23 
.21 
.16 
.23 
.15 
.21 
.20 
.23 
.16 
.16 
.13 
.19 
.01 
.05 
.27 
.11 
.24 
.39 
.28 
.U 
.24 
.18 

.07 

.OH 

t'.' 

.15 
.13 

.32 

.45 
.37 
.61 
.28 
.39 
.22 
.24 
.■20 
.06 
■^5 

02 

.60 

.85 

.51 
.05 
.21 

1.8C 

Williamsport2,  4  SE.  . . 

Juniata 

Altooua,  4.5  VV 

Breczewoodl.O.S  E 

Buffalo  Mi  lls^ 

Burnt  Cabins' ,  2  NE. . . 
EastWaterford^,3E... 

Everett-^.  0.5  SW 

Huntingdon^ 

.05  ....| 

, . . ,      2.  2s 

1 

Ttlair 

.05 
.06 

.15 
.16 

.'is 

T. 

T. 

.'36 

T. 
T. 

T, 

.'64 

".08 
.05 
.03 
.04 
.01 

.02 

• 

.'■26 

73 
.03 

.08 
.04 
.3K 
.09 

• 

.  15 

.10 

1.17 

1.05 
.39 

02 

.09 

'.'6y 

'.'r2 
.  .^. 

T. 

.ii 
t', 

T. 

.06 

'.'is 

* 

.02 
.01 

'.■39 

'.'SB 
09 

'.'■ii 

.27 

.15 
.11 

.'6^2 

".32 
.04 

'!6i 

« 
'.'\6 

Vii 
.11 

t. 

.08 
.10 



Vi7 

T. 

.05 

.03 

.07 

T 

.12 

.01 

'!34 
.26 
.03 

...:    1.9t 

V63 

.01 
.12 
.04 
.08 
T 

tv 

....j      1.4- 

f.' 

iV 

T.' 

t" 

1.2" 

Fulton 

Juniata 

Bedford 

.'02 
.03 
T. 
.06 

t. 

f 
.02 
T, 

t  " 

.01 

T. 
'.'64 

'!6i 

T. 

T. 

■v'. 

.26.... 
.  63  . . . . 
.3S.... 

1.64 
1.9- 
1,85 

Huntingdon . 

MifHin 

Huntingdon . 
Blair 

'.'22 

.Ai 
.34 
.49 
.08 
.40 
« 

.80 
.62 
.24 
.45 

.74 

.74 

.64 

.11 

.80 

.98 

2.25 

1,40 

1.-20 

.86 

..59 

.79 

,69 

.70 

1.04 

1.^22 

.68 

.69 

.70 

.69 

.99 

1.09 

.29 

1.^22 

.90 

.51 

1.10 

.97 

.43 

1.13 

1.09 

.39 
.81 
.40 
.20 
.39 
.40 
.93 

.36 
.23 
.34 
,39 
.53 
.17 
.17 
.33 
.27 
.59 
.38 
.•25 
.24 
.•21 
.40 
.•29 
.51 
.15 
.34 
.41 
.48 
.42 
.36 
.•27 
.18 
.40 
.34 
.16 
.02 
,40 

1,5^ 

Lewis town^^,  2  SW 

.01 

.01 

T. 

■f.' 

r. 

.05 

« 

f.' 

* 

T. 
T. 

.17 

1,4? 

Mapleton  Depot^ 

MartinsburgS.......^. 

.09 

1 6a 

McConnellstown^.4NW 
Nells  Mills',  5,  3.0  NK.. 
New  Bloomiield 

Huntingdon. 
Llnntiiiffdon  . 

.20 

'.'ii 
.10 

.14 

T. 

.04 
.07 
.02 
.17 
.06 

Vis 

• 

.22 
.05 
.07 

.11 
.49 
.18 
.03 
.23 

9?i 

'.'06 

T. 

>24 
T. 

.20 
.29 
.01 

"  'i* 
t. 

T. 

• 
T. 

t'.' 

» 

* 

• 

.4LI 

;o6 

• 
..50 
.32 
.•27 
.34 

.50 
.62 
.Si 

1.44 
.24 

1,80 
* 

.56 
1.23 

.16 
1.37 

.  11 

..53 
1.11 

0.9S 

T. 

Z.  fK 

Bedford 

Huntingdon . 

Adams 

'.'65 

.  .^. 

1  26 

Shade  Gap',  5.  0.5  SW.. 
LWR  Susquehanna 

■V ' 

1,5' 
2,76 

Bloserville,  1.5  N 

Carlisle 

Columbia 

Cumberland 
Cumberland 
Lancaster — 

Dauphin 

Lancaster.. . . 

'.'62 

r 

■2.51 

•r'. 

2.5-1 
2,6J 
2.f>t 

t. 

.'61 
T. 
.06 

"6\ 

t'.' 
'1'. 

T. 
T. 

T. 

• 

. . . . 

4.:^.J 

/^'i^Ti    Rnck'   ■* 

York 

01 

.14 
.57 
.65 
.13 
.:« 
.07 
.08 
.25 
.  15 
.17 
.1» 
.43 
.26 
.15 

• 

.30 
.12 
.18 
.35 
.26 
.09 
.35 
.18 
.44 
.10 

.22 
.53 
12 
T. 
■1 

« 

• 

•l.fi 

Schuylkill  ... 
Dauphin 

T.' 

tV 

!oi 

"63 
T. 

■r. 

.09 
.13 
T. 
T. 

.08 

T. 

.'02 
.04 
T. 
03 

.09 
.'31 

.42 

.41 

.06 

.01 

T. 

.30 

■V. 
T 

T 

T. 

r 

4.24 

Grantville,  2SW 

Hanover^..     ■■•:■■•■• 
Ilarrisburg  Apt', '',3.5  b 

Holtwood' 

Huntsdale'-'.^ •■   ••• 

Kirk  wood',  MSW... 

tv 

t'.' 
T. 

T. 

r 

T. 

iV 

4.  2f 

York 

Dauphin.     . . 
Lancaster.. . . 
Cumberland. 

■'i'V 

t' 
T. 

2.  86 
3.3c 

2.  5' 

.'io 

.02 

2.3!: 
4.1; 

.01 
.15 
T. 

*  '•' 

T. 
T. 
T. 

'I'V 
T. 

V69 
T. 

Vii 

.01 

T. 

■r. 

.36 
.39 
T. 
.25 

.32 
.35 

.01 
.01 
.21 
.09 

T,' 

T. 
T. 

t.' 
T. 

1.57 
..57 
1.66 

.55 

• 

.79 

1.52 
,.32 
.ir. 
.•21 
.23 
.87 
.25 
.36 
.2.' 

1.33 
.44 

.61 
1.00 
.80 
.50 
.62 
.63 
.55 

.18 
.'20 
.11 
.21 
.17 
.23 
.15 
•20 
.01 
.01 
.29 
.18 
.21 
.-30 
.If 
.17 
.23 
.■28 
.36 
.4" 
.25 
.81 
.32 
.•25 
.15 
.33 
.26 
.14 
.02 
.13 

.•25 
1.32 

.  .^. 

.'i5 

.71 
.16 
.04 
.15 
.05 
.0^ 
.56 

','i6 

1.12 

.35 
.16 

';64 

.17 
.•27 
.67 

.06 

'.'ii 

.03 
.13 
T. 

'.'ii 

.07 
T. 

Voi 

.13 
.09 
.08 
.04 

.'63 
f.' 

'!6J 

.04 

.a; 

.'6a 
.11 

4.34 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

Cumberland. 

York 

Schuylkill.  .. 
Schuylkill... 

'1' 

t.' 

.12 

.07 
.08 

T.' 

T. 

t.' 

4.51 

Middletown',  1.5W.... 
Millersburgi,5,2E.   .. 

Milroy^o  ^  ■■■■■■ 

Newburgi.3.5NW 

T. 

.62 

3.9- 



2.6S 

.08 

T. 

T. 

L5< 
2.4; 
3.51 

Pine  Gr(>ve=^.  1.5  Nh... 

Riugtown'-^,  1.5SW.... 

.... 

.13 

■ji 

18 

T 

.04 
.13 
.01 

'.i2 

T. 

.'65 

.03 

.32 
.13 
.03 

.08 

.'is 

.19 

.... 

VV. 

!65 

T. 

'.'20 
.04 

.04 
.10 
T. 

..14 

.0!S 

.IZ 
.21 
.36 
.20 
..30 
.02 
.09 
.2^2 

.40 
..56 
.30 
.39 
.51 
.41 
.30 

.63 

.07 
.18 
.13 
.07 
.10 
.14 
.40 
.16 
.17 
.  10 
.18 
.14 
.35 
.78 
.18 
.72 
.12 
.82 
.27 
.07 
.28 
.34 
.08 
.70 
.44 
.24 
.06 
,8:-' 
.62 

.'64 
0.' 
.04 

'.'os 

.10 
.02 

.05 

.'16 
.  18 

.'2i 

T, 

T. 

.26 

.35 

.08 

.04 
.23 
.37 
.25 
.12 
» 

.08 

.20 
.28 
.05 
.33 
.30 
.17 
.22 
.09 
.32 
.13 
.55 
.42 
.11 
.06 
.18 
.09 
.08 
.27 
.26 
.35 
.35 
.50 
.60 
.40 
.1' 
.0!) 
.12 
.4o 
.01 
.06 

.01 
.22 

'.'si 

T. 
.29 

.2H 

T. 

"m 

t'.' 

t.' 

'i" 
T, 

t.' 

r. 

f.' 

f.' 

3.8; 
$2.51 

Shtiniokiu''^ 

N'umberland 
Cumberland. 
N'umberland 

Dauphin 

Centre 

York 

York 

T.' 
T 

T, 

tv 

iV 

'■]•'.' 

T. 

3.0; 

.... 


T. 

2.7( 

V\  illiam.'-town^ 

Woodward^, -2  .N  E 

York,3SW 

York  Haven^  

Potomac.  Bai^n 

Chambersburg2,  1  SW. 

Gettysburg 

Hewitt, 2SW 

Hvndman''' 

McConnellsburg^ 

3.6 
1.8 
i.l 

.  16 
.04 

i.d 

Franklin. .  . . 

Adams, 

Bedford 

Bedford  .... 

Fulton 

tV 

T.' 
.05 

't',' 

• 

t.' 

« 

■v. 

• 

T 

'.'62 

.01 

'.'ffi 

.04 
.08 
.02 

.04 
.04 
.03 
.06 

.08 
,06 

r, 

.0'2 
.02 
.06 
.07 
.OS 
.08 
07 
.30 
T. 

'*' 

T. 

2.2< 
3.3. 
fe2 
1.6 
■2.0 

Franklin... 

South  .Ml.  .San't'm'i.... 
GULF  DRAINAGE 
Uliio  Hiunn 
Allegheny 

Acmetonia2 

Aliens  Mills'.  5 

Blairsville^,  6NE 

Boswell^6NW 

Bradford, -1  W 

BrookvilleS,  1.5  SW.  ... 

Buckstown'.  ^ 

Clarion'';.  3  SW 

Franklin 

.49 

.18 
.16 
.23 
.34 
.24 
.08 
.37 
.17 
.23 
.13 
T. 
.42 
.36 
.37 
.17 
.34 
.19 
.20 
.23 
.26 
.1.5 
1.4C 
.3C 
.11 
.1? 
.2;- 
.2C 
.0-1 

.u 

.06 
.02 

.10 

".\6 
.36 
.04 
.04 
.02 
.14 
.05 
.02 
.05 
.IC 
.02 

• 

.10 
.17 
,05 
.01 
.02 
.04 
.03 
.16 
.06 

■r. 

3.1 

.\llegheny,.. . 

.26 

■.'36 
.31 
.23 
T. 
,05 
.27 
.02 

* 

T. 

.03 

.01 

.28 

.23 

.31 

.24 

'.'65 
.06 
.13 
T. 
.06 

'.'43 
.23 
.19 
.05 
.29 
.28 

.05 

".'6i 

.03 
.05 
T. 

tv 

.03 

T. 

.10 

'f.' 
T. 

■r. 
.02 

tv 

.10 

.03 

tv 

T. 

.08 
.57 
.10 
.14 
.63 
.57 
.27 
.03 
.57 
.75 
.57 
.35 
.19 

'.'18 
.07 
.04 
.80 
.17 
.16 
.67 
.2:1 
.27 
.46 
.11 
.01 

.02 

.06 
T. 

.06 
.05 
.05 

* 

.06 
.09 

.0,5 
.05 
.05 
.03 
.02 
.10 
.01 

".03 
.06 
.03 
.32 
.05 
.13 
.22 
.04 
.03 
.03 
.03 
T, 

T. 

.08 

■r, 

.09 
.05 
.03 

* 

.08 
.02 
.01 
.05 
.06 
.04 

.'oi 

.■20 

.04 

.02 

T. 

.06 

.03 

T. 

.09 

.03 

.04 

.01 

t'.' 
T. 

.02 

r. 

.'65 

.04 

".kk 
.03 

Voi 

.05 
.02 
.09 
.23 

.'io 
.i2 

.05 

".M 

V62 
f.' 

.06 

".(yi 
'ios 

■2.5 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Cta,rion 

Erie 

Potter 

.2? 

.'21 
.28 
.08 

■  .'20 
.14 
.25 

.30 
.20 

tv 

t.' 
f " 

« 
.'62 

T. 
T. 

.02 

t  ' 
'."06 

.01 

Vol 
.01 

'.'64 

,13 

T. 
.01 

'.'6i 

T. 

.01 

.06 
.05 
.04 
.20 

'^03 
.03 
T. 
.04 
.02 
T. 
.05 

T.' 

.'i2 

T. 
.03 

''6i 
'.'64 

2.2 

.08 
.29 
.07 
.01 
.04 

■.03 

"  .''ii 

.'65 
.19 

.04 

.02 

tv 

.06 
.01 
.32 
.05 

2.1 
3.:?, 
3.1 
2,1 
$2.0 
2.3- 
2.3 

t. 

V62 
t 

T. 

2  ^2: 

Derry 

Donegal' 

Dunlo'.s.  0.5SW 

Ebensburg2 

FordCity-^4S 

Frankliu-    .  .        

Wmoreland 
Wmoreland 

Cambria 

Cambria 

Arm.strong... 
Venango 

2.81 
2.0 
2  3 
2.5 
■2.31 

Glen  Hazel2,  1  NE.  ... 

Houu'l.  .'i, 

Indiana 

Joliustown",  0.5  VV  — 

Kane',  IN 

Kr'-gari.4.5SE 

Lycippus,  1.5  E 

M"arienville',6 

Meadville-',  IS 

Elk 

Indiana 

Indiana 

Cambria. . . . 

McKean 

Wmoreland 
Wmoreland. 

Forest 

Crawford.. . 
Arm.strong.. 

'.'ig 

.13 
.28 
.29 
.33 
.3C 
.'it 

T. 

tv 

■2.5, 
$2.0 
•2.8 
2.6 
5  4 
3.1 
$2.3 

.03 
T. 

.2P 
.IK 
.13 
.01 
.02 
.22 

'.'6a 

T. 

.02 
'ios 

.11 
.04 
T. 
.04 

.03 
T, 

.05 
.03 
T 

'.'6i 

'2.9 
2.4 

Parkers  Landing^.    . . 
Pitt-burgh  Gty  Of,  5.  . 

Port  Allegany2 

Punxsutawney2 

Allegheny . . 
McKean.  . . . 
Jefferson  — 

T. 

••■ 

.■2V 

.02 
.03 
.01 

tv 

M 

... 
T. 
T 

.06 

.44 
t.' 

•2.2 
1  8 
2.1 

Continued  on  page  I 
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Dall] 

r  Precipitation  for  November  1944-(; 

oiitlnued  from  Page  84 

Counties 

Day  of  month 

stations 

1 

2      8 

4 

5 

6 

7 

8 

9 

10 

11 

12     18 

14 

16  1  16 

1 

17 

18 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

1 

Al.LK(iHEKY 

(continued) 

1  Arm.strong... 
'  Elk 

>  •  >  • 

■  >  •  . 

.24 
.18 
.23 

.26 
.07 
.07 

'.■32 
.04 
.02 

« 

.40 

T, 
T, 
T. 

.04 

tV 
'!63 

.11 
.u 

.IS 
.3S 
.21 
Ai 

".22 
.36 
.12 
.18 
.25 

T. 
.04 

T. 
.12 

ioi 

.04 
.03 

.01 
.02 
.14 

'.'43 
.82 
,14 
.05 

.55 
71 

.49 
.63 
,20 
,89 
.02 
,03 
.15 
.35 
.05 
.05 
.10 
.76 

.19 
.04 
.07 
,12 
.03 
,03 

.01 
.01 
T. 
.04 

!07 

T, 

,15 
,14 
,'23 
.18 
.22 
.'23 
.10 
.10 
.22 
.30 
.29 
.04 

.29 
.17 
.23 
.22 
,12 
.08 
12 
28 
.09 
,10 
,03 
.22 

.01 

r. 

.03 
.06 
.03 
.04 
.03 
.05 
.13 
.30 
.06 
.04 

T. 
.02 
,06 

,10 

■.'os 

T. 

t,' 
02 

.03 
T, 

.02 
.03 
.05 
.05 
,03 
01 
.07 
,01 
,02 
.08 

.05 

T. 

T. 

•;fl 

06 

.  85  . . . . 
.88.... 
.38.... 
.11  .... 
.33  .... 
.  34  . . . . 
.18  .... 
.22,... 
.28    ,. 
. 12  , . , , 
.20,,.. 
.  36  . . . , 

2.19 
1,94 
•2.06 
2  84 

RiilgwftyS 

SaltsburgS 

T 

20 

18 

05' 

Indiana 

*  ■ 

,11 
.32 

.02 

'.'os 

.06 
.02 

■26 

02 
,07 
.11 
T. 
.01 
.07 
,09 
.01 

Seward- 

W'lnori'land. 

Warren 

'  McKean 

..,, 

".'29 
,19 

•••'• 

'.06 
".06 

•■•• 

Shemeld',\  6\V 

Smethporli.\  \  s\V  ... 

'."o'i 
f 

.'ie 

■.02 

.26 
.15 
..37 
.13 
.24 
.07 
.21 
T. 

2,16 
2.35 
$5 
2,01 
•2.47 
•2.24 
Z19 
2.73 

1  Indiana 

'  Forest 

Tione^ta-.  1 . 5  SK 

.07 
.01 
.01 
.02 
.05 

.01 

'.'62 

Titu>ville.  2  8 

Uuion  Citv-i.  ^ 

1  Crawford 

'  Erie 

W'moreland. 

Warren 

.81 
.'28 
.22 

■;63 

.78 
T. 

W'arreu-           

.02 

Vouugsville^.  ^ 

Warren 

MoNONliAHKL.\ 

Conrtuence'^,  1.5  NW... 

Somerset.  . . . 

.14 

.27 
T. 

.17 
'*'. 
.02 
.OS 
.03 
.28 
.08 
.28 
.02 
.04 
.02 
T. 

.02 

• 

.20 

.08 
.38 
.08 
.05 
.36 

.23 
.24 
.•20 
.04 

.02 
.04 
.05 
.02 
.03 
.11 
.06 

f. 
.03 

.04 
.14 
.03 
T. 

.02 

T. 
T. 

T.' 

"6i 

.22 
.29 

.16 
.18 
.•26 
.16 
.12 
.13 
.06 
.09 
.1=^ 
.26 
.26 
.■29 
34 

.08 
.30 
.31 
.31 
.25 
.18 
.16 
.12 

.24 
.19 
.21 
.13 
.07 

.14 
.25 
.13 

.06 

■v.' 

T. 

.03 
.04 
.02 

t.' 

.01 
.02 
,07 
.07 
,01 
,03 

T. 

.0-2 

T. 

,03 

.03 

T, 

.02 

.05 

.02 
T. 

.05 

.12 
.02 

.'26 
.15 
.67 
.33 
.43 
.22 
.13 
.•26 
.28 
.4; 
.10 
.15 
.35 
.25 
.11 

.01 
,13 

.26 
.88 
.07 
.17 
.15 
.47 

.10 
.'26 
.08 
,68 
.50 

.23 
.33 

.74 

.11 
.27 
.05 
,29 
,30 
.20 
,08 
,10 
.45 
.07 
.11 
.30 
.■2« 
.24 
,22 

.31 
.60 
.11 

.•20 
.42 
.18 
.10 
.20 

.33 
.53 
.14 
.07 

.10 
.04 
T. 

.02 
.02 
.01 

.10 

.02 
.04 

.25 
.27 
.44 
.26 
,39 
,42 
.12 
,44 

36 
,37 
,32 

•26 
,42 
.42 
.43 

.03 
.34 
.20 
22 
.16 
,31 
.'24 
.12 

.14 
.22 
.16 
.37 

.31 
.33 
.14 
.25 
.3H 
.19 
.'20 
.08 
.'22 
.07 
.21 
.25 
.25 
.22 
.11 

.47 
.10 
.09 
.•24 
.25 
.08 
.12 
.38 

.20 
.24 
.25 
.12 

.08 

.08 

.01 

.02 

.12 

.07 

.08 

.06 

T. 

T. 

.04 

.15 

.04 

.03 

,08 
.05 
.08 
.04 
.11 
.06 
.06 
.11 

T. 

.04 
02 

•r. 

04 

tV 

,01 
T. 
1. 
.05 

f. 

T. 

.05 

,09 

.05 

T. 

,02 

T. 

.08 
.02 
.06 
.04 
.04 
.03 

T. 

tv 

T. 

01 

tv 

,01 
.03 
.01 
.02 

■63 
,03 

,10 
.08 

T. 

,08 

T. 

.19 

.'26 

.11 

.03 

,15 

T. 

,01 
,04 
.02 

.03 

t. 

T. 

V6^2 

■.02 

".bi 

■.04 

.31 
.20 
.22 
.25 
.23 
.•27 
.36 
.24 
.15 
.21 
,15 
.22 
.54 
.23 
.21 

.24 
.30 
.17 

.•24 
.16 
.07 
.25 
.18 

.18 
.20 
.30 
.14 

.04 

■.■qI 

.05 

.■64 

.... 

T. 

'!02 
.04 

■.'6i 

.03 

.08 
.02 
T. 

'.'ii 
.'64 

.01 

'!i6 
.'36 

■;6i 

.02 

.03 
.06 

".ii 

tv 

■!'25 
.23 

■.'6i 

.12 

.27 

.-28 
.14 
.33 
.36 
.31 
.21 
.17 
.'22 
.19 
.31 
.20 
.33 
.3.' 
.32 

,17 

« 

.10 
.13 
,09 
,09 
.18 
.  10 

.31 
.29 
.21 
,17 
,09 

,21 
,31 
,51 



2.26 
1.94 
2.32 
2.19 
2.88 
•2. -27 
1.71 
2  03 

Connellsville- 

Fayette.  . 

T." 

.64 

Donora ' 

Washington 

.27 

.04 
.01 
.01 

t" 

Greensburg,  2  3 

Irwin              

W'moreland 
W'moreland. 

,27 
.22 

't  ' 

Meversdale^ 

Somerset 

Murrysville//','' 

W'moreland. 
Fayette. . . . 

.29 

.04 

.05 

Newell' 

T. 

,03 
,09 
.08 
.08 
.03 
.06 

'!'. 
.03 

"m 

.14 
T 

.06 
.26 

.02 
.04 
.07 

t. 

.01 
.03 
.02 

T. 

T. 

T. 

■.'63 
.01 
.01 
T. 
.04 
,02 

,05 
.01 
.02 
.04 

T. 
T. 

f. 

f. 
.62 

2.02 
2  35 
1  91 

Pittsburgh  Arpty/ 1,5.. 
Rices  Landing- 

Allegheny . . . 

Greene 

Somerset.,  . 

.'23 

.10 
.21 
.24 

T." 

.09 

.04 

Sonierset.  . . 

T. 
T. 

T. 

2,30 
3.14 

Springsfi.  ISW 

Somerset 

Fayette 

.04 

..., 

Waynosburg 

Beaver 
Beaver  FaJlls^ 

Greene 

2,15 
I  43 

Beaver 

T. 

Butler 

Butler 

■♦ 

1  95 

Farrell-' 

Mercer 

.03 

.02 

.05 

.01 

T. 

.04 

T. 

.03 
.04 

1  66 

Greenville 

Mercer., 

25 

'.'27 
.15 

.03 
'>23 
T.' 

.09 

■.'06 
.11 

.'13 

2  97 

JarafStown^.  2  N  W 

Mercer  Arpt.^,  2.5  NE.. 

Mercer 

.06 

2.  .55 
2  19 

New  Cattle,  1.6  N 

Penuline.  2,  1  S 

Ohio 

Clavsville2 

Lawrence 

Crawford 

.02 

1.72 
•2,77 

1  90 

CoraopoUs^  1  E. 

Allegheny  ... 
Beaver. 

.01 

■.'67 

'*  33 

Midlands   .     ... 

;:;: 

tv 

.03 

■.'62 
.04 

1  79 

Mt.  Lebanon*^ 

Allegheny  . . , 
Washington 

T, 

.32 

.06 

.08 

"64 

2,48 

Washington^,  *' 

% 

LAKE    DR,UNAGE 

Albion^ 

Erie', 5 

Erie ,.. 

Erie 

Potter 

T,' 

1 
1 

".031 
.03 

T. 
.34 

.27 

.30 
.12 
.15 

.06 

".6i 

'.'oi 

tv 

.25 

.07 
0? 

.18 

T. 

04 

■;66 

,10 

.17 
"62 

.03 
.26 
.11 

.14 

.15 
.12 

.08 

T. 

.05 

.61 
.04 
.01 

.17 

T. 

.01 

.18 
T. 

.08 
.01 
.06 

.17 
.04 
.08 

.11 
T. 

.04 

3,13 
2  09 

Raymond',  •'' 

■2,68 

1 
1 

[See  page  88  for  explanation  of  reference  marks,] 
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November  1944 


Daily  Temperatures  for  November  1944 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

U 

12 

13 

14 

16     16     17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28     29 

1 

30 

31 

Mean 

Albion^ 

/Maximum.. 

\  Minimum . . 
. /  Maximum.. 

74 
5f 
6'J 

72 
54 
65 

71 

53 
64 

67 
40 
62 

42 
34 

53 

38 
.33 
40 

52 
32 

54 

68 
43 
64 

64 
49 

62 

1 
55:     51 

46      39 
60I     50 

48 
32 
54 

67 
22 
56 

65 
25 
61 

57 
44 

48 

45 
39 

47 

40 
37 

48 

48 
39 

53 

47 

34 
44 

"34 

38 

41 
34 

40 

3f 
31 

44 

3f 

41 
2C 
46 

57     45 
39     3£ 
43     4S 

45      3£ 



... 


51. 3<; 

"2£ 

35     3C 
38     3t 

37  0'' 

Allentown  Arpt.MNE. 

"41 

k 

50.2 

\  Miuimuiii.. 

4'.: 

48 

40 

43 

35 

33 

34 

41 

38 

47 

34 

33 

29 

29 

38 

39 

34 

32 

30 

29 

34 

28 

2' 

■£i 

2(- 

2 

i    :^1 

31 

3C 

26;... 

33.6 

Alloiitown/ 

)  Maximum.. 
\  Minimum.. 

64 

66 

63 

63 

53 

48 

54 

64 

64 

6C 

58 

54 

68 

62 

50 

48 

48 

48 

43 

39 

41 

4.'5 

45 

4C 

43 

47 

46 

61 

46 

40l... 

51.7 

3J 

47 

42 

43 

47 

34 

34 

38 

40 

41 

47 

35 

32 

29 

30 

42 

39 

35 

30 

30 

31 

3ft 

28 

26 

29 

23 

23 

35 

31 

33 

34.8 

Altoona-4.5  W 

/  Maximum.. 

6e 

67 

66 

60 

53 

46 

52 

6S 

59 

58i     46 

63 

64 

55 

60 

62 

43 

42 

41 

38 

38 

4C 

39 

36 

38 

42 

40 

44 

41 

35 

48.7 

V  Minimum.. 

■Si 

41 

44 

41 

33 

27 

32 

44 

40 

4H 

37 

30 

25 

.30 

40 

39 

36 

37 

33 

M 

31 

32 

28 

26 

18 

17 

33 

37 

33 

•23 

;  33.3 

Arendtsville" 

/  Maximum. 

& 

60 

63 

59 

55 

44 

58 

70 

62 

571     52 

67 

59 

58 

56 

52 

47 

49 

46 

39 

43 

4f 

40 

40 

46 

45 

4( 

46 

38 

38 

.50.9 

\  Minimum. 

4f 

44 

47 

45 

37 

35 

29 

37 

39 

48 

42 

25 

27 

28 

40 

40 

42 

39 

36 

33 

36 

34 

28 

2ft 

30 

2( 

37 

36 

32 

25 

36.2 

Berwick/ — 

/  Maximum. 

61 

64 

62 

64 

47 

39 

57 

58 

89 

57 

60 

63 

4.1 

56 

52 

47 

47 

48 

40 

35 

39 

42 

40 

38 

40 

43 

44 

47 

38 

351.... 

48  6 

\  Minimum.. 

■ih 

41 

42 

42 

35 

32 

31 

39 

45 

45 

34 

27 

27 

25 

25 

41 

40 

40 

28 

28 

32 

32 

31 

26 

30 

24 

29 

38 

32 

32 

33.7 

Bethlehem' 

(  Maximum.. 

64 

66 

62 

60 

60 

46 

53 

64 

62 

58 

50 

64 

58 

61 

50 

47 

46 

52 

48 

35 

38 

42 

43 

36 

41 

60 

42 

.50 

40 

:« 

50.5 

\  Minimum.. 

4.^ 

49 

42 

46 

46 

32 

35 

44 

41 

50 

3fi 

34 

30 

3H 

42 

38 

38 

.34 

34 

30 

33 

32 

30 

28 

28 

26 

38 

38 

34 

28 

36  6 

Bradford-4  W 

;  Maximum.. 

71 

71 

69 

66 

45 

35 

49 

60 

61 

58 

46 

52 

55 

62 

53 

50 

40 

42 

42 

40 

36 

36 

34 

33 

33 

45 

44 

44 

38 

37 

48.2 

\  Minimum.. 

2£ 

32 

44 

33 

30 

26 

29 

39 

39 

45 

30 

31 

13 

15 

37 

35 

34 

36 

31 

30 

31 

3' 

25 

24 

23 

11 

35 

3S 

22 

25 

30.  U 

Brook  villeS 

(  Maximum.. 

7f 

70 

70 

54 

40 

34 

50 

66 

64 

.521     42 

53 

69 

58 

59 

41 

39 

41 

40 

a5 

37 

37 

35 

33 

38 

46 

52 

42 

41 

;13 

47  7 

\  Mini  mum.. 

»^ 

42 

35 

36 

30 

31 

34 

46 

49 

42 

33 

23 

19 

22 

41 

36 

36 

.35 

34 

33 

.33 

30 

24 

25 

19 

IX 

37 

3' 

33 

21 

32.1 

Burnt  Cabins'-2  N£  . . . 

(  Maximun).. 

6f 

62 

64 

60 

48 

46 

56 

73 

58 

56 

50 

54 

60 

63 

64 

48 

44 

47 

44 

40 

40 

42 

42 

38 

42 

44 

44 

46 

38 

34 

50.5 

\  viiiiininm.. 

Si 

41 

42 

42 

30 

30 

30 

32 

46 

47 

33 

23 

18 

21 

40 

40 

30 

33 

28 

32 

31 

32 

30 

28 

■22 

16 

36 

30 

31 

23 

31  8 

Butler 

/  Maximum.. 

IV 

71 

72 

70 

72 

68 

49 

62 

70 

67 

45 

47 

50 

54 

56 

58 

42 

42 

45 

44 

40 

40 

39 

40 

36 

60 

55 

65 

46 

48 

53  5 

\  Ntiniraum.. 

3? 

40 

35 

37 

35 

3! 

32 

43 

45 

45 

39 

25 

22 

25 

44 

38 

36 

37 

34 

34 

35 

34 

31 

29 

18 

18 

34 

34 

30 

28 

33.4 

Canton/-!  NW  

/  Maximum.. 

65 

61 

64 

61 

44 

38 

51 

55 

59 

54 

39 

39 

49 

61 

49 

44 

43 

44 

36 

34 

36 

39 

34 

34 

36 

44 

46 

40 

36 

34 

46.6 

\  Minimum.. 

41 

45 

48 

48 

37 

26 

35 

37 

40 

44 

35 

30 

21 

21 

28 

42 

35 

35 

24 

24 

27 

28 

22 

27 

27 

24 

24 

34 

29 

31 

32.3 

Carlisle 

i  Maximum.. 

63 

60 

64 

58 

56 

46 

56 

68 

63 

60 

55 

54 

54 

69 

54 

61 

48 

60 

42 

42 

44 

46 

43 

43 

48 

45 

45 

60 

45 

40 

51.7 

\  Minimum.. 

41 

40 

39 

39 

38 

32 

32 

35 

39 

50 

44 

28 

22 

21 

35 

39 

40 

34 

29 

29 

29 

33 

28 

27 

28 

18 

33 

32 

27 

30 

33.0 

ChambersburgS-l  S\V.  . 

/  Maximum.. 

6a 

60 

63 

60 

54 

46 

58 

68 

64 

59 

53 

55 

58 

58 

58 

50 

46 

50 

46 

40 

44 

45 

39 

41 

45 

44 

42 

47 

37 

38 

61.0 

\  Minimum.. 

37 

40 

43 

40 

36 

33 

33 

32 

42 

.50 

41 

29 

23 

26 

40 

39 

36 

35 

36 

31 

31 

35 

31 

28 

26 

19 

36 

35 

29 

25 

33.9 

Clarioiifi-3  SW 

(  Maximum.. 

70 

7/ 

69 

52 

45 

35 

52 

65 

67 

57 

46 

51 

57 

57 

58 

53 

41 

42 

42 

40 

40 

42 

37 

35 

38 

46 

52 

.50 

44 

41 



49.9 

\  Minimum.. 

33 

37 

38 

37 

31 

31 

33 

38 

41 

43 

38 

31 

20 

23 

39 

32 

36 

37 

32 

33 

3:3 

30 

27 

22 

'23 

20 

38 

3o 

34 

22 

32.2 

Clavsville/      

/  Maximum.. 
\  Minimum.. 

72 
32 

72 
46 

71 
44 

56 
42 

41 

36 

39 
29 

55 
22 

70 
22 

68 
35 

47 
46 

43 
42 

41 
36 

48 
21 

60 
22 

65 
26 

46 
34 

38 
36 

38 
35 

44 

35 

40 

35 

39 
33 

42 
33 

36 
26 

38 
25 

37 
17 

52 
16 

.52 
28 

43 
37 

45 
27 

31 

30 

49.0 

V>l«Jji5VllltVJ. ■..•-■■•■•■• 

31.6 

Coalport., 

/  Maximum.. 

68 

60 

60 

60 

40 

40 

50 

57 

62 

5' 

43 

55 

59 

60 

62 

42 

44 

42 

41 

37 

39 

39 

37 

36 

38 

44 

46 

44 

40 

34 

47.6 

\  Minimum.. 

3ti 

40 

41 

40 

39 

32 

30 

42 

50 

48 

38 

31 

20 

22 

42 

41 

40 

40 

36 

32 

33 

32 

30 

29 

■25 

16 

40 

40 

38 

24 

34.9 

Coatesville^ 

/  Maximum.. 
\  Minimum.. 

6H 
44 

65 
45 

63 

47 

66 
47 

56 
39 

41 
32 

52 
34 

6,T 

40 

68 
42 

59 
49 

51 
46 

51 
34 

57 
31 

60 
32 

67 
39 

53 

46 

49 
43 

43 
37 

46 
37 

38 
32 

41 
36 

4ft 
34 

43 
31 

40 

28 

44 
31 

4ft 
22 

43 
29 

•50 
42 

43 
35 

44 
31 

51.5 

37.1 

Pnlninl^iaj                    

(  Maximum.. 

70 

70 
41 

69 
42 

68 

58 

47 

59 
36 

70 
37 

68 

63 
50 

57 

56 
32 

58 
23 

66 
23 

57 
35 

56 
43 

50 
41 

50 
31 

50 
26 

44 
31 

42 
34 

47 
31 

44 

28 

43 
26 

49 
28 

49 
19 

44 
32 

55 

44 

■28 

42 
32 

64.8 
•34.2 

(_tj  (  HI  1 1  Ultt.  ......  .....-• 

\  Minimum.. 

41 

42 

41 

34 

42 

39 

40 

Corry  

(  Maximum.. 

71 

70 

69 

60 

44 

33 

51 

65 

65 

58 

46 

48 

55 

67 

54 
41 

53 

43 

41 

44 

38 

36 

36 

37 

34 

35 

4v 

53 

46 

47 

41 

48.9 
:33.9 

\  Minimum.. 

37 

4? 

46 

43 

32 

30 

32 

45 

45 

43 

37 

34 

19 

22 

38 

36 

37 

32 

32 

3;3 

31 

28 

26 

30 

19 

37 

35 

28 

23 

Coudersport 

/  Maximum.. 

69 

68 

68 

64 

49 

31 

52 

60 

59 

57 

48 

53 

58 

63 

49 

52 

41 

42 

43 

41 

35 

36 

37 

33 

33 

46 

42 

41 

38 

36 

48.1 

V  .Minimum.. 

31 

36 

3fi 

34 

29 

23 

27 

41 

39 

45 

31 

28 

14 

18 

33 

35 

32 

36 

30 

■29 

30 

27 

26 

22 

25 

15 

33 

33 

■a 

24 

'29.5 

Curwensville^-6  N  \V  . . . 

(  Maximum.. 

65 

64 

65 

55 

37 

30 

47 

62 

56 

50 

42 

51 

55 

55 

52 

41 

85 

38 

35 

32 

33 

32 

37 

32 

34 

38 

42 

3« 

34 

31 

.... 

43.9 

\  Minimum.. 

43 

45 

46 

37 

25 

26 

30 

43 

48 

40 

29 

27 

26 

32 

41 

33 

34 

3ft 

31 

30 

29 

27 

24 

■23 

■22 

20 

32 

30 

29 

16 

31.8 

Derry 

(  Maximum.. 

73 

72 

72 

62 

44 

36 

53 

71 

69 

61 

44 

49 

55 

56 

67 

52 

42 

42 

47 

43 

40 

39 

38 

34 

46 

52 

55 

60 

46 

40 

61.7 

\  Minimum.. 

57 

55 

53 

43 

35 

31 

3.5 

40 

51 

44 

33 

33 

22 

25 

37 

40 

38 

38 

33 

36 

34 

33 

31 

27 

30 

34 

43 

38 

31 

21 

36.7 

Oiiiit^fran        

/  Maximum.. 

72 

72 

70 

58 

41 

33 

5" 
30 

68 
36 

68 

55 
42 

43 

48 

66 

18 

60 
22 

64 

45 

51 
36 

38 

36 
34 

42 

30 

39 
32 

34 
30 

;^4 

3d 

28 

33 

26 

33 

16 

46 
18 

51 
3r< 

42 
2» 

43 

3( 
19 

48.3 
31.6 

i^V' J-l%ifit«J  '       ■    •.••■■••■.■•• 

\  .Minimum.. 

37 

43 

43 

41 

28 

28 

44 

36 

26 

33 

29 

31 

Donora' 

1  .Maximum.. 

7ft 

75 

73 

60 

46 

42 

54 

73 

73 

56 

47 

48 

5ft 

63 

69 

55 

44 

42 

50 

43 

40 

43 

39 

41 

3» 

50 

55 

49 

52 

33 

62.8 

\  .Minimum.. 

46 

45 

49 

44 

36 

32 

33 

41 

49 

45 

42 

34 

28 

32 

50 

41 

40 

39 

36 

39 

36 

36 

32 

30 

25 

25 

31 

40 

33 

21 

37.0 

Kagles  Mere  / 

(  Maximum.. 

65 

60 

59 

55 

43 

32 

48 

48 

58 

55 

37 

44 

48 

59 

52 

42 

42 

45 

35 

33 

33 

38 

38 

32 

35 

3S 

39 

42 

34 

33 

44.1 

\  Minimum.. 

40 

43 

46 

45 

37 

23 

23 

30 

40 

42 

33 

27 

24 

24 

35 

41 

32 

32 

24 

24 

26 

26 

24 

23 

•23 

22 

21 

31 

28 

28 

30.6 

EastWatertord-3E.... 

(  Maximum.. 

60 

55 

60 

60 

50 

35 

49 

62 

55 

55 

44 

48 

S4 

59 

63 

46 

39 

41 

38 

34 

33 

35 

34 

30 

3ft 

39 

38 

41 

36 

32 

45.0 

\  Minimum.. 

47 

48 

49 

48 

30 

27 

29 

43 

42 

43 

36 

27 

34 

42 

44 

38 

34 

33 

31 

29 

29 

30 

27 

24 

26 

■22 

31 

35 

29 

20 

34.2 

Ebeufiburg/ 

)  Ma.ximum.. 

68 

66 

67 
45 

58 

43 

32 

27 

48 
28 

67 

64 

45 
44 

40 
37 

50 
28 

55 
23 

58 
23 

60 
28 

37 

35 
34 

38 
33 

39 

30 

33 
32 

33 
30 

35 
29 

30 
24 

32 
22 

42 

16 

45 

42 
34 

31 

30 
28 

45.  6* 
31.4- 

V  Minimum.. 

3-1 

44 

40 

34 

31 

45 

"37 

19 

32 

Emporium/-]  E 

(  Maximum.. 
\  Minimum.. 
/  .Maximum.. 

"29 

68 

71 
3:^ 
69 

72 
39 
66 

59 
39 
66 

41 
38 

58 

36 
30 
43 

56 
29 
54 

64 
35 
67 

62 
42 
67 

63 

43 

"46 

38 
49 

45 
38 
.50 

44 
36 

47 

36 
32 
40 

38 
32 
42 

40 
33 
46 

40 
25 
44 

39 
25 

40 

38 
29 
46 

48 
15 
45 

43 
16 
44 

44 

31 
51 

41 
•26 
44 

35 
32 
39 

47.4' 

47 

59 

"17 

58 

31  4« 

Ephrata 

".53 

".53 

"58 

'56 

"53 

52  5 

\  Minimum .. 

41 

43 

47 

46 

43 

33 

36 

40 

45 

52 

43 

32 

27 

27 

37 

47 

43 

36 

30 

30 

35 

34 

30 

2rl 

32 

24 

3d 

42 

33 

33 

36.7 

Erie' 

/  .Maximum.. 

75 

74 

73 

61 

45 

43 

52 

6b 

65 

55 

44 

45 

60 

58 

57 

47 

42 

45 

49 

40 

41 

41 

40 

37 

38 

45 

55 

42 

46 

39 

50.4 

\  Mininuun... 

53 

57 

54 

44 

34 

34 

35 

49 

55 

44 

39 

36 

33 

39 

46 

40 

40 

40 

40 

36 

35 

38 

32 

33 

29 

27 

41 

35 

35 

29 

39  4 

Everett'-0.5  SW 

(  Maximum.. 

69 

64 

62 

60 

47 

40 

59 

70 

64 

55 

51 

54 

59 

62 

64 

65 

43 

45 

44 

41 

41 

41 

39 

35 

40 

45 

47 

46 

38 

34 

50  4 

\  Minimum,. 

34 

30 

38 

42 

33 

32 

35 

30 

34 

46 

35 

25 

21 

22 

41 

42 

39 

39 

28 

32 

34 

33 

29 

30 

23 

15 

.34 

29 

28 

24 

31.9 

F.irrell 

/  Maximum.. 

68 
37 

69 

52 

68 
44 

68 
41 

45 

30 

32 
30 

49 
27 

64 

45 

63 

51 

55 
43 

4ft 
33 

42 

29 

49 
22 

50 
25 

55 
42 

55 
36 

39 
35 

39 
34 

40 
30 

39 
32 

40 
31 

39 
27 

3ft 

28 

33 
■26 

38 
■20 

37 
21 

47 

37 

46 
35 

41 
33 

41 

•20 

47.7 
33.4 

\  Minimum.. 

KordCity-4S 

/  Maximum.. 

76 

76 

75 

73 

65 

40 

52 

70 

76 

75 

52 

51 

59 

63 

68 

70 

50 

46 

63 

50 

44 

46 

4:-i 

44 

38 

63 

57 

08 

49 

52 

57.5 

\  Minimum. . 

33 

38 

33 

37 

31 

29 

33 

37 

39 

43 

39 

32 

21 

23 

42 

36 

35 

36 

35 

35 

32 

32 

28 

26 

19 

17 

38 

37 

■is 

25 

32.3 

Franklin/ 

/  .Maximum.. 

71 

71 

70 

51 

41 

40 

55 

67 

68 

50 

41 

53 

59 

56 

57 

48 

41 

44 

43 

39 

40 

41 

42 

36 

38 

44 

54 

43 

4ft 

33 

49.4 

\  Minimum.. 

29 

36 

40 

41 

39 

32 

34 

36 

46 

47 

40 

34 

26 

25 

25 

35 

37 

38 

37 

36 

34 

32 

29 

28 

29 

22 

24 

39 

35 

32 

33.9 

Fredericksville-1  S 

/  Maximum.. 

65 

64 

63 

60 

56 

42 

52 

63 

62 

61 

50 

52 

56 

61 

ft5 

51 

47 

.50 

46 

40 

39 

43 

41 

38 

41 

46 

41 

48 

44 

38 

■  50.4 

\  Minimum.. 

39 

45 

40 

41 

42 

30 

33 

35 

41 

50 

39 

28 

29 

28 

34 

42 

37 

29 

25 

26 

32 

32 

20 

23 

27 

17 

25 

41 

29 

3:^ 

.... 

:«.  1 

Freelaud 

/  Maximum.. 

65 
43 

57 
46 

60 
44 

58 
46 

52 
31 

33 
24 

47 
27 

56 
39 

53 
38 

53 
46 

49 
31 

47 
26 

48 
24 

57 
31 

60 
39 

43 
36 

40 
34 

46 
35 

39 
26 

36 
29 

33 
26 

36 
28 

34 
24 

32 
21 

35 
22 

40 
21 

a5 

29 

40 
34 

37 
27 

35 
•24 

44.4 
31.7 

\  Minimum.. 

George  School 

(  Maximum.. 

72 

68 

69 

64 

58 

45 

56 

65 

68 

61 

54 

57 

59 

64 

58 

52 

48 

55 

45 

42 

43 

45 

45 

43 

49 

47 

43 

54 

43 

47 

54.0 

\  Minimum.. 

39 

52 

43 

46 

38 

35 

32 

42 

40 

48 

37 

30 

29 

30 

37 

44 

36 

31 

31 

30 

33 

28 

27 

24 

27 

■22 

29 

39 

33 

3-2 

34.8 

Gettysburg 

/  Maximum.. 

65 

64 

62 

62 

59 

44 

58 

70 

67 

64 

55 

55 

57 

59 

57 

55 

50 

48 

4h 

45 

45 

45 

43 

41 

46 

45 

44 

50 

47 

39 

52.9 

\  Minimum .. 

41 

42 

47 

46 

42 

34 

33 

39 

40 

53 

48 

29 

26 

27 

41 

42 

43 

39 

;« 

34 

34 

35 

35 

29 

27 

22 

36 

38 

30 

36 

36.7 

Gordon 

(  Maximum.. 

62 

61 

63 

61 

57 

38 

51 

62 

59 

57 

53 

51 

53 

61 

63 

47 

45 

48 

46 

36 

37 

41 

41 

.38 

42 

45 

42 

47 

42 

35 

49.1 

\  Minimum.. 

4(1 

45 

41 

39 

36 

30 

34 

35 

43 

47 

37 

29 

20 

20 

30 

42 

38 

37 

24 

29 

32 

32 

24 

19 

30 

17 

38 

:38 

29 

31 

32.9 

Greensburg-'2  S 

/  Maximum.. 

74 

73 
32 

71 
31 

58 
33 

48 
33 

38 
32 

53 
34 

70 

71 
37 

59 

45 

46 

42 

49 
35 

66 
21 

59 
23 

67 
40 

61 
34 

44 

39 

41 

38 

48 
31 

43 
37 

40 
35 

38 
32 

40 
28 

37 
•24 

39 
17 

52 
15 

54 
41 

49 

38 

49 
26 

40 

25 

5^2.2 
32.0 

\  Minimum.. 

30 

31 

Hanover/ 

/  Maximum.. 

69 

64 

64 

66 

59 

47 

59 

71 

70 

60 

57 

65 

59 

62 

58 

52 

46 

48 

49 

39 

44 

47 

43 

42 

48 

49 

44 

50 

40 

40 

53.4 

\  Minimum.. 

38 

48 

47 

49 

41 

34 

33 

34 

44 

45 

44 

30 

28 

29 

30 

43 

43 

41 

32 

33 

34 

31 

31 

27 

27 

23 

•25 

38 

34 

35 

35.7 

HarrisburgArpt.  '-S.5S. 

(  Maxiraimi.. 

64 

63 

65 

62 

51 

44 

56 

68 

66 

60 

53 

62 

56 

62 

54 

50 

47 

49 

46 

38 

43 

44 

43 

40 

44 

49 

44 

50 

39 

40 

61.4 

\  Minimum .. 

46 

47 

44 

46 

36 

36 

39 

41 

45 

49 

38 

32 

32 

28 

43 

46 

43 

39 

36 

33 

36 

34 

30 

30 

32 

'24 

37 

34 

35 

26 

.37.2 

Hawley-0.5  E 

)  Maxinuuii.. 

64 

66 

68 

65 

68 

38 

45 

51 
37 

57 
33 

58 
46 

51 

35 

50 
32 

52 
20 

69 
22 

49 
30 

43 
39 

46 
35 

50 
29 

42 

27 

33 
24 

34 
32 

39 

33 

40 
17 

34 

15 

39 

■26i 

43 

18 

37 
24 

46 

34 

38 
2b 

35 

30 

47.6 
30.5 

\  Minimum.. 

33 

41 

38 

38 

38 

29 

32 

.... 

He\vitt-2  SW 

/  Maximum.. 

69 

70 

64 

65 

60 

43 

58 

75 

67 

66 

48 

53 

45 

58 
20 

69 
17 

69 
20 

70 
30 

63 

43 

49 
40 

40 
40 

45 
26 

45 
34 

43 
32 

41 
36 

40 

29 

40 
23 

41 

AA 

45 
35 

47l 
361 

37 
26 

38 
30 

53.6 
31.6 

\  Minimum.. 

29 

36 

39 

39 

38 

35 

29 

30 

31 

20    n 

Holtwood' 

/  Maximum.. 

67 

72 

71 

61 

55 

45 

54 

66 

64 

68 

52 

52 

55 
36 

66 
34 

59 
43 

54 
46 

48 
45 

49 
37 

46 
34 

39 
36 

44 

38 

45 

37 

43 
32 

40 
32 

45      46 
32     -27 

44 

48! 

40 

41 

52. 3 

I  .Minimum .. 

45 

50 

48 

49 

41 

38 

39 

41 

46 

50 

39 

37 

39 

37 

37 

29 

39.1 

Huntingdon 

1  Maximum 

72 

68 

69 

62 

54 

40 

55 

65 

63 

61 

50 

54 

58 
20 

60 

64 

47 

45 

46 

42 
33 

33 
33 

44 
32 

44 
36 

41 
27 

40 

43 

48 

43 

46 

40 

36 

50.9 

\  Minimum.. 

33 

39 

33 

40 

33 

32 

30 

32 

35 

47 

39 

23 

19 

36 

40 

40 

38 

22 

26 

16 

37 

35 

1 

33 

•25 

32!  i 

Continued  on  page  87. 
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(ILJMATOLOGICAI.  DATA:    PKNNSYJA  AMA  SKl  I  loN 


H7 


Dally  Temperatures  for  November  1944— Coutlnuud  fn>ni  poKu  :^<<' 


Stations 


9     10     II 


12 


18     14 


16 


16 


19 


20    21 


22 


28 


24     26    26    27 


28 


29    80 


81    Mean 


Indiana 

lr«  ill  

.1  amestown/  -2  N\V . . . 
Jnhustn\vu''-0.6  W 

Kane'-l  N 

t,Riica-ter 

Lawroiu'evillo 

Lebttuon  / 

Lewistown  1-1 SW 

Look  Haveu" 

Marcds  Hook' ..... 
Martiu.^burgS 


Maucii  Chimk-l  SW.  .. 

Meadville /-I  S 

Mercer3-2.5  NE 

Middletowni-1.5  W .  ... 

Midland^ 

Montrose  i-'A  \\ 

Mt.  Lebanon'' 

Mt.  Pocono3-2N 

.Vew  BloomHeld 

Neu'biir?l-3.5NW 

New  Castle-LoN 

Palmertou' 

Park  Place3-1N\V 

Pliiladelphia.irpt  '..  . 
PliiladelphiaC.O.i.  ... 

Phila.  Shawniont 

Philip- burgii-T  K 

Phoenix ville-1. 5  SK  . . . 

Pittsburgh  Arpt  Sta.'.. 
Pittsburgh  City  Otlice' . 

Port  Clinton/ 

Putney ville-2 .5  SE 

Quakertovvn-0.5  E 

Reading! 

Ridgway  / 

Serauton' 

Selinsgroi'e 

Somerset 

SpriagstJ-lSW 

State  College' 

Stroudsburg-2  E.  .  . .   . . 

Tamarack  /-2  S 

Tionesta/-1.5SE 

Titusville-2  S 

Towanda-i  E 


. .  /  Maxlinutn.. 

\  Miniiiuini.. 
.  i  Maxiiiiuiii.. 

\  Mii\iimi;r. .. 
.  /  Maximum. 

\  Minimum.. 

/  .Mu.vinumi.. 

V  .Minimum.. 
.  I  .^btximum.. 

\  .Minniuiii).. 

.  /  .\la.\niniiu.. 

\  MiiuiNUm.. 

.  I  .Maxii.'Umi.. 

\  .Minimum.. 
.  (  Maximuni.. 

\  .Minimum.. 
.  (  Maximum.. 

\  Miiiimurii .. 

/  .\laxi\num. 

\  .Miiiiuuim.. 
.  I  .Ma.xinium. 

\  .Minimum.. 
.  /  Maximum. 

V  .Minimum. 

.  /  Maximui'i. 

\  -Minimum. 
.  (  .Maximum., 

\  .Minimum.. 

/  .Maximum., 

\  Minimum .. 
.  f  Maximum. 

\  .Miiiimimi  . 
.  /  .Maximum.. 

^  Miiiinunn.. 
.  /  Miixinuni).. 

I.  Minimum.. 

/  Maximum.. 

\  Miiiinumi.. 
.  /  Maximum.. 

t  Minimum.. 
.  /  Maximum  . 

\ Minimum. . 
.  /  Maximum 

\  Minimum.. 

/  .Maximum.. 

*  >iii'.iniiini.. 
.  !  Ma.ximum.. 

\  Minimum.. 

.  »  Maximum.. 

<  .Minimum.. 
.  /  Maximum.. 

\  Mininuim.. 
-  )  Ma xi mini!.. 

\  .Minimum., 
.  /  Maximum.. 

i  .Minimum.. 
.  j  .Maximum.. 

\  Miiiimnni.. 
.  /  Maximum., 

\  .Minimum .. 

.  /  Maximum.. 

\  .Minimuui.. 
.  /  Maximum.. 

\  .Minimum.. 
.  /  Maximum.. 

\  Mininnim,. 
.  /  Maximiun.. 

\  Minimum.. 
.  /  Maximum.. 

\  .Minimum.. 
.  i  .Maximum.. 

^  .Miniinnm.. 

.  /  .Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
.  /  .Maximum.. 

\  Ntiuimum .. 
.  (  Maximum.. 

\  Minimum.. 
.  /  Ma.ximum.. 

\  Minimum. 
.  /  Maximum.. 

*  Minimum.. 

,/  MaximuiiK. 

\  Minimum.. 

.  /  Maximum.. 

V  Minimum.. 
.  /  Maximum . 

\  Minimum.. 
.  ( Maximum.. 

\  Minimum.. 
.  /Maximum.. 

\  Minimum.. 


71 

4S 
71 
U 

n 

88 
78 
3- 
68 
32 
6« 
35 

70 
86 
68 
41 
64 
34 
71 
86 
70 
4» 
67 
45 


67  70  67' 


47  45 

T2I  70 

42i  45 

7J  54 

431  43 

691  58 

39|  421  4(1 

68  6"!  64 

31!  31 

68  67 

39  42 


69 
38 
65 
47 
62 
38 
69 
41 
67 
.54 
64 
44 

62 
32 

70 
46 
69 
4ii! 
68 
46 
71 
47 
63 
43 

73 
52 
57 
42 
60 
36 
58 
42 
73 
89 
62 
45 

57 
47 
67 
52 
67 
54 
68 
48 
62 
39 
70 
42 

71 
51 

73 
56 
68 
41 
71 
45 

44 

67 
47 

72 

30 
67 
46 
64 
42 
65 
32 
62 1 
36 
64i 
43i 

67 

44 
68 
48 
70 
88 
70 
49 


70  68 

40  4J 

68  64 

48  45 

681  59 


64 


44 
72 
39 
63 
42 

68 
45 
65 
1^ 
67 
51 
67 
48 
03 
45 
67 
42 

70 
48 
70 
50 
62 
43 
691  5' 
39;  40 
68 1  64 
86!  40 
65]  64 
461  47 


62] 
48j 
71) 
43 
59 
44 1 
I 
541 
401 
63| 
48 
62 
52 
65 
47 
60 
38 
71 
43 

56 
43 

58 
44 

60 

42' 


50i  35 
84  30 


57 

45 

48 

84 

60 

40 

45 

39 

58 

43 

41 

31 

59 

42 

39 

28 

61 

58 

45 

39 

35 


52; 
36 


681  581 
8' 
65 
52 


361  28, 
61!  47l 


45  34 

54 1  40 

30:  32 

62|  46 

39i  36 

42i  3 

29!  30 


6i;....  44 

..!  40  31 

51  j  8h!  39 

42  37|  32 

51  3V)|  85 

3s  301  81 

tit  53  44 

4^''  35;  34 


3t 
30 
32 
23 

39 

30 
29 
24 

45 
32! 
48i 
32|  32 
51  38 
35!  32 
36 


32 


80 
25 

48 
371  35 
57i  43 
37!  85 
62;  49 
48  35 
38|  83 
27i  26 
68!  .57 
44 


581    44 
42j     32 


701     55     381     35 
36!    36!    29 


64|     461  .35 

44t     83:  29 

59,  42 

39!  32 

47!  32 
31 
42I 


2 

30 
28 
37 

47i     311     82 


65i     60!     36'     3fl 
46     461     36!     24 


69      61! 

36'     .371 


38     361 
35     29 


70i  651  48!  38 

44,  48  8O!  29 

671  67  50t  35 

37  39  34!  28 


63i    59i    391 

9i     .39!     38'     32!     35 
51 


58 
30 
65 
26 
58 
32 
49 
31 
56 
35 

54 
31 
55 
34 
56 
28 
59 
35 
57 
88 
51 
31 

49 
33 
52 
32 
•50 
80 
55 
35 
52 
28 
40 
28 

55 
27 
42 
29 
56 
34 
55 
35 
55 
30 
52 
36 

45 
29 
54 
35 

55   .. 
39  48 
55  64 


4S 
71 
49 
68 

34 
65 

411 
60| 

37l 
65! 
46! 

661 
38! 
521 
421 
61 
38! 
69] 
36; 
66! 

32: 

66! 

46| 

62i 
36 
601 
29; 
65! 
331 
68; 
44; 
52! 
40| 


67 
53 
70 
46 
63 
44 
68 
41 
60 
4f 
68 
37 

58 
38 
67 
43 
61 
44| 
63 
50 
71 
47 
62 
46 

57 
37 
64 
47 
63 
50 
67 
421  47 


55 
45 
53 
39 

55 
43 

.58 
44 
60 
45 
60 
48 
57 
47 
61  j  59 
42!  52 

! 
52|  53 
39  29 
70;  60 


621  58 


50 

49! 
57! 
50 
60 
53 
66'  60 
35!  42 
68;  55 
.351  40 
60;  691 
48  471 


45  46 
39  321 


451 

34' 
47: 
36 
52 
82 
50: 
80 
52 
82!  34 
511  65 
36j  35 

461  57' 

39;  31 

50I  47 

351  '^^ 

54  531 

41  24 

42!  57 

86  80 

40  57 

85'  24 

48;  51 

84  29 


60 

56 

60 

45 

48|  28 

50 

40,  50 

48 

351  25, 

48 

43:  53 

43 

361  31 

59 

44,  52 

42 

35l  32 

59 

51 

51 

50 

35 

33 

60:  54 

38l  26 

55  60 

38l  2 

55  59 

28:  24 

561  55 

28;  23 
651 

36:  36 

52'  54 

27  25 

...  49 

...  26 

51'  61 

35  22 

47  .56 

25  22 

63!  56 

291  26 

44  50 

32'  27 

42I  45 

29'  22 

44,  48 

82:  26 

46'  49 

281  25 

53  55 

271  19 

621  59 

82l  26 

481  .55 

31  i  25 

531  •''5 

36l  29 


45'  45 

26;  26 

54'  57 

811  38 


55'  .59; 
36!  36; 


66 
37 
61 
33 
62 
--  .  ,  43 
83:  961  60 
31  30!  30 
52  56  561 
18  13  16 
81  59  64! 
28;  23  23 


66,  56 

21 1  24 

54,  58 

25I  25 

58  63 

34  31 


61  56 

191  22 

51;  60 

25'  22 


52  57 

80!  31 

58!  60 

32!  36 

54:  61 

25  231  35 
61 


60  63 

161  15 

461  68, 

2S:  29!  39 

52  59  50 

22!  22  33 

57'  611  63 

19  21 

56:  58 

23!  25 

53I  58 

■25.  25 


591  65  65 

21!  28i  34 

54!  691  44 

25  2i)l  39 

60  52!  50 

28'  22 


60  40 
37 


43 


46 
40 
40 
37 
38 
36 
47 
42 
42 
38 
40 
32 

40 
37 
40 
30 
46 
40 
46 
40 
44 
39 
47 
38 

39 
85 
49 
40 
49 
42 
49 
41 
37 
34 
67 
40 

40 
36 
43 
39 

48 
40 
41 
35 
47 
37 
50 
43 

39 
36 
44 

38 
46 
39 

40 

84i  34' 


431  54 1 

39i  27, 

35!  401 

331  33! 

381  43: 


43  40 

35;  38 

43;  41 

86:  34 

421  41 

30!  ;« 

39|  35 

.S3  31 

38l  35!  86 

311  31  26 

48:  43i  46 

31'  34  2 


42 

28 

49|  39 


28 

45, 

36!  321 

41!  41 
381  "^'l 
50  47i 


3(1; 
47! 
38| 
32! 
24! 


39  45 

36;  35 

45;  36 

2n!  24 

48l  46 


86 
48 
38 
48 
37 
50 
33 

44 
32 
51 
35 
52 
40!  38; 


33 
50l 
86 
44! 
84i 
481 
•SOj 

37i 
261 
46i 


62;  65: 

29;  28' 


351  36 
29!  32 


42 

40  3fi:  37; 
32  32  33 


28 

29 

82 

46 

40 

43 

84 

38 

84 

46 

38 

41 

88 

31 

32 

49 

48 

45 

85 

85 

39 

381  38 

27!  33 

37;  39 

30  32 

37!  40 

32!  32 
88 


381  37 


45'  41 

36!  34 

47l  43 

381  37 

62!  36 

30l  32 

48  89 

33'  38 

46!  35 

251  25 

471  38 

32;  33 

42  35 

36,  32 

35  361 

30:  301 

45  41 

31;  31! 

40  39 

33|  32 

871  37 

2tf;  31 

42;  38 

341  31 

47i  34; 

■29:  261 

34!  801 

29'  27' 

44;  371 

351  32! 

45;  89; 

34  32' 

38;  34I 

25!  28i 


82;  351 
45;  45 


351 
341 

27 1 

38! 
33| 

38} 
30! 
4! 


801  311 

42:  42 

32;  32: 

43j  40i 

35:  34: 

84;  40 

■iu'  34I 


32 
29! 
43! 
35  j 
42 


37,  36' 

441  4-! 

32  35! 

32!  341 

29!  301 

64  49  i 

29  36! 


48!  45 
81 


381  38 

321  32 

88'  39 

351  82 

41   40 

31 

35 

30 

33 

29 

39 


31!  38 

27 1  27 

381  38 

32i  30 

371  36 

321  28 

36]  42 

32  29 


39 
33 
34 

27 
44 
34 
42 

341  281 


56  54 
34  21 


341  34 
44!  40 

35!  23 


38 
28 
44 
25 
43 
32 

35 
28 
39 
28 
41 
30;  24 
34,  37 
28i  27 
32  31 
28!  21 
40!  38 
331  30i 


86  47!  62 

23  24,  89| 

38  50  51 

20;  19;  4L 

39!  60  68 

14;  12!  28 

34  44 
28 
82 
15: 


36 
30! 

45: 

29' 

45i 
80! 
46; 
27l 
47 
38; 
86, 
231 


35 
26 
39 

32;  29 
38:  42 
21 1  .32 
37 
22 
48 
26 
46 
32 


36  40 

19  26 

34  361 

28!  29l 

421  45i 

28l  30 

31;  32 

251  10 


39!  44 

1"|  28 

33!  36 

23'  23 

30i  37 


48 
16!  35 

44!  49 


17;  46 

27]  20 


10  34 
44 


48  43 

26  36 

481  4' 

22!  23 

481  46 

18;  .38 

45!  431 

20:  36] 
45; 
30 
42 
19 


88;  37 
29  20: 


56 


27!  21 1 

42}  45 

241  27 

31  40 

22  21 

36  461 

22  251 

821  43 

23;  16 

44 

28 

42 

28 

40 

21 

40 

30 


38  39 

24  21 

47]  46 

301  26 

47]  45 

33;  32 

44 1  44 

84l  28 

351  39 


49 

37 
51 
38 
431  46 


28]  20  26|  36 

37[  40  52;  41 

151  16  37!  33 

46!  46i  42!  49 


381  33 
55;  48 


37  40 

30  30 

4fi  52 

36!  39 

461  54 

40i  41 


52 

41 
55 

48  36 

461  49 

25|  36 

52|  48 

36  35 

42!  49 


44      50 
23      36 


44'  89 

31,  23 

46]  43 

28]  25 


36 

28 

34 

35|    29;    22 

38,     34 

27  20 
48]  43 
28'    83 


321    81j 
45!    39 


38]  38 

301  28 

40:  39 

85'  34 

89!  86 


31 
38 
27 
52 
32 
33 
20 

46  37 

29  32 

45  32 

34  29 

43|  32 

821  21 

39  40 

31 :  27 

49  41 


32  33 

26!  18 

43i  36 

27!  30 

441  42 

32  24 

48!  47 

311  29 

34  39 

30]  26 


33  32 

30  17 

58l  52 

28!  2: 


50.  4' 

3.5.  9* 

52.9 

315.2 

50.9 

:i0.5 

49  1 

32.7 

46.4 

28.7 

54.3 

32.5 

48.4 
32.9 
52.8 
85.3 
51.4 
34.4 
51.2 
34.3 
55.9 
40.6 
47.3 
33.4 

47.7' 
81.8' 
48.2 
32.7 
46.8 
32.7 
51.7 
34.5 
51.2 
86.2 
42.6 
30.2 

50.1 
35.6 
43.4 
29.7 
51.1 
82.8 
51.9 
35. 2 
52. 7 
34.9 
48.6 
84  5 

42.5 
31.0 
53.7 
37.4 
.53.8 
40.8 
•58. 9 
36.9 
44.7 
80.1 
tt 
82.3 

49  3 
86.0 
51.4 
38.5 
50.1 
34.4 

50  2 
32.9 
.50  3 
32.4 
52.3 
37.8 

48.4 
80.0 
47.1 
85.0 
50.8 
83.5 
48.7 
29.4 
46.0 
29.2 
48.4 
85.  6 

52.0 
32.1 
43.6 
30.9 
47.2 
81.8 
49.6 
32.8 
48.7 
38.4 


Continued  on  page 
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Daily  Temperatures  for  Novem'ber  1 944— Continued  from  page  87 


Stations 


Uniontown 

Vandergriftl 

Warren 

VVaynesburg 

Wellsboro/ 

West  Chester 

Wilkes-BarreS 

WiUiamsport 

William.'-town 

Wood  ward-'' -2  NIC.,.. 
York-3SW 


/  Maximum.. 

\  Minimum.. 

/  Maximum.. 

\  Minimum. 

(  Maximum.. 

\  Minimum.. 
,  /  Maximum.. 

\  Minimum.. 
,  /  Maximum.. 

\  Minimum.. 
.  (  Maximum.. 

\  .Minimum.. 
.  /  Maximum. 

\  Minimum.. 
.  f  Maximum. 

1,  Minimum.. 
.  I  Maximum. 

\  Minimum .. 
.  (  Maximum. 

V  Minimum.. 
.  /  Maximum. 

\  Minimum.. 


15     49 

71      6 


4U  40 

64  61 

45  4.5 

Gb  62 

33  43 

42  41 


10 


20  2:3 
55  03 
23     20 


61 !     63 

2-2 1     24 


17      18 


36!  39 

33(  33 

49!  32 

43]  34 


20 


21     22 


42      40 


42 

34 
44 
33 
37 
31 
41i 
32! 

A 

29l 
47 
33 
41 
26 
40 
31 
41 
33 
34 
26 

451     431     46 
33     35!    29 


30i     32 

271     29 


23 


24     25 


26     27 


53  55 

23;  44 

49!  53 

23!  42 

441  49 

28  3' 

49  52 


m     42 


28 


29 


30 


31    Mean 


5.3.3 
36.3 
52.  9 
35.1 
48  3 
33.8 
51.4 
32.5 
46.9 
30.2 
52.6 
36.5 
48.2 
33.8 
50.6 
31.5 
.iO.6 
33.4 
43.7 
31.6 
5).  4 
34.8 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSXTRE,  WIND,  HU.MIDITT  AND  SUNSHINE. 


Atmospheric  pressure 

Wind" 

Relative 

01 

p 

1 

(reduced  to 

sea  level) 

Humidity 

•s 

stations 

s 

0 
S 

O 
0) 

>. 

a 

S 

g 

d 

o3 

a 

■c 

1 

5 

1 

3 

is 

^1 

11 

1 

03 

1 

Erie 

30.38 

■?. 

29.  62 

10 

8.2 

26 

w. 

30 

83 

69 

80 

23 

603 

Harrisburg 

30.54 

2 

29.  49 

30 

8.3 

27 

w. 

30 

80 

63 

/I 

36 

622 

Philadelphia 

30.  55 

2 

29.37 

30 

8.9 

33 

w. 

30 

83 

58 

(2 

31 

584 

Philipsburg 

Pittsburgh 

30. 49 
30.  36 

2 
2 

29.  57 
29.64 

30 
15 

10.6 
9.9 

32' 
27 

w. 

su. 

30 
9 

89 
88 

69 
67 

83 
76 

"■28' 

826 
668 

Reading 

30.56 

2 

29.  41 

30 

11.3 

43 

vv. 

30 

V8 

54 

56^ 

57 

595 

Scranton 

30.55 

2 

29.33 

30 

6.2 

27 

sw. 

30 

86 

vot 

31 

719 

*  For  any  five-minute  period.  '*  Corrected  to  true  velocities. 

t  12:00  noon,     t  4:00  p.m.       $  Also  other  dates.       «  One-minute  interval. 

II  And  other  directions. 


RIVER  CONDITIONS' 


Stations 


Rivers 


<s> 

61 

g 

s 

g 

s^      ' 

« 

6c 

S 

«    1 

Port  Jervis,  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley,(  nr)  Lock  No.  5. 

Sutersville 

CharleroK  nr.),  Lock  No.  4 

Pittsburgh 

Midland.  Dam  No.  7 


Delaware 2.6 

Delaware 1.2 

I^ehigh 2.7 

Schuylkill 3.2 

N.  Br.  Susquehanna..]  3.4 

W.  Br.  Susquehanna.  0.6 

Juniata |  3.3 

Susquehanna \  3.4 

Allegheny '  12. 3 

Youghiogheny 3.9 

Monongahela 12.1 

Ohio i  • 

Ohio * 


3.9 


30 


4.0 

30 

0.4 

8t 

3.4 

30 

2.4 

9 

7.4 

30 

2.8 

9 

5.2 

30 

2.3 

8 

1.6 

30 

0.3 

U 

3.7 

30 

3.1 

9 

3.8 

22 

3.2 

9 

13.5 

30 

11.8 

9 

1   a9 

29 

3.1 

9 

15.8 

30 

11.2 

6 

• 

• 

« 



• 

18 
22 
9 
13 
22 
20 
22 
17 
24 
2f) 
30 
1h 
30 


Pool  stage. 


t  On  other  days  also 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  dirpitiou  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
forstations  having  10  or  more  years  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals.  %X  Precipitation  normals  or  standard 
mean"  adjusted  to  a  uniform  :i5  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  .  Trace  (0.005  inch  or  less).  .     . 

»,  ^,  ',  etc.    Number  of  days  missing,  for  example,  '  indicates  two  days  missing. 

Italics,  data  interpolated. 

\  Partly  interpolated. 

%%  Incomplete. 

t  And  other  dates. 

tt  Daily  amounts  inconsistent. 

t  Received  too  late  to  be  included  in  means  and  summaries. 

'  Included  in  next  measurement. 

//  Windshield  on  gage.  ,  ,  . 

/  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 

'  Midnight  to  midnight. 

"^  Measured  in  the  morning  for  the  preceding  24  hours. 

3  Data  for  24  hours  en<ling  at  1:30  a.  m.  of  the  following  day. 

4  Best  available  used  for  .stations  not  equipped  with  ^ecorder^. 
8  Recording  gage. 

6  At  a  fixed  hour  between  sunset  and  11:00  p.  m. 

7  Noon  to  noon. 


follows : 


List  of  Changres  in  Station  Designations 
For  more  exact  location  of  the  equipment,  station  names  have  been  changed  as 


formerly 


Dauphin 

Farrell 

Ford  City 

Grantville  \ " 

.Tamestown  " 

Kregar 

McConnellstown 

Milroy 

Monroeton 

Neffs  Mill  ;  ■_ 

Newburg  \  \ 

Putney  ville 

Sheffield 

Tyrone 

Williamsport4SE" 


Peters  Mountain  Tower 

Sharon 

Crooked  Creek  Dam 

Manada  Gap 

Pymatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Charter  Oak 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherry  Grove 

Bald  Eagle 

Shaffers  Path 

( W.  B.  0-  Philadelphia- 1-18-45-975) 
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aSNERAI.  SUMMARY. 

Tilt'  2d  snowiest  and  7th  coldest  December  of  record  left  no 
doubts  as  to  the  arrival  of  winter.  Snow,  rain,  and  freezing 
temperatures  created  dangerous  road  conditions  which  contrib- 
uted to  the  innumerable  accidents  reported.  At  least  thirty 
deaths,  resulting  from  overexertion,  exposure,  and  accidents, 
were  attributed  to  weather  causes.  Transportation  and  war  pro- 
duction were  hampered  and  many  schools  closed,  temporarily. 
Highway  crews,  short  of  personnel  and  equipment,  were  kept 
busy  cindering  and  plowing  roads  most  of  the  month.  The 
snowfall  average  was  greater  than  in  any  month  since  February, 
1926,  and  the  average  temperature  was  the  lowest  since  January, 
1943!  Maxima  were  lower  than  in  any  December  since  1935 
and  the  extreme  minimum,  occurring  during  the  cold  wave 
which  struck  Pennsylvania  on  the  22d,  was  the  2d  lowest  of  the 
period  of  record  for  the  month.  The  year  closed  with  an  aver- 
age daily  deficieny  of  0.2°,  a  drop  of  0.,5°  since  November  30th. 

Above  normal  precipitation  reduced  the  accumulated  deficiency 
for  the  year  to  1.79  inches.  Only  a  few  stations,  principally 
in  the  east,  reported  totals  below  their  normals.  The  most  sig- 
nificant rain  of  the  month  fell  on  the  7-8th,  after  which  precip- 
itation was  mostly  in  the  form  of  snow.  The  storm  of  the  11- 
12th  produced  the  greatest  24-hour  snowfall  of  the  month  at 
western  and  many  northern  stations.  According  to  a  survey 
conducted  by  the"^  Federal-State  Flood  Forecasting  Service  at 
Pittsburgh,  snowfall  averaged  "I6  inches  over  the  Allegheny 
Basin.  .  .;  18  inches  over  the  Monongahela.  .  .;  and  12  inches 
over  the  Upper  Ohio.  ..."  Small  communities  were  isolated  and 
many  secondary  roads  were  blocked  by  drifted  snow.  Estimates 
of  losses  and  expenses,  incidental  to  this  storm,  range  to  $2,000,- 
000  in  the  Pittsburgh  district.  To  make  matters  worse,  more 
snow  fell  on  the  18-19th,  producing  greatest  24-hour  measure- 
ments at  most  eastern  stations.  Warmer  weather  and  rain,  on 
the  25th,  melted  snow  and  ice,  bringing  the  threat  of  flooding 
to  western  communities.  However,  temperatures  fell  that  night, 
averting  the  danger,  and  minor  damage  was  confined  to  the 
Monongahela  Valley.  Additional  snow  on  the  27-28th  added 
to  the  State's  diflficulties  and  a  number  of  communities,  partic- 
ularly in  the  northwest,  were  still  digging  out  of  the  snow  as  the 
month  ended. 

Adverse  weather  conditions  during  the  month  bore  heavily 
on  the  farmer.  Outdoor  work  was  retarded,  and  the  delivery 
of  milk  to  plants  was  impeded  by  blocked  roads  in  the  north  and 
west.  Feeding  of  roughage  was  unusually  heavy  because  of  the 
severe  weather.  However,  water  supplies  showed  improvement, 
and  the  snow  provided  excellent  protection  for  winter  grains. 

G.  w^.  s. 


TEMPERATURE. 

The  average  temperature  for  the  State  as  deduced  from  the  reports  of  80  stations  was 
26.3°,  which  is  5.0°  below  the  57-year  noniial  for  December.  The  highest  monthly  mean 
was  35.2°  at  Marcus  Hook,  and  the  lowest  was  20.5°  at  Black  Moshannon  Airport,  Phil- 
ipsburg.  Extremes  ranged  from  a  maximum  of  60°  at  Phoenixville  on  the  9th  to  a  min- 
imum of  -26°  at  Kane  and  Black  Moshannon  Airport,  Philipsburg,  on  the  22d. 


PRECIPITATION. 

The  average  precipitation  for  the  State  as  deduced  from  the  obBcrvatloiis  at  l'.<9  sta- 
tions was  3.79  inches,  which  is  0.69  inch  above  the  .57-year  normal  for  December.  The 
greatest  monthly  amount  was  7.19  Inches  at  Lycippus,  while  the  lea.st  was  1.77  inches 
at  Lawrenceville.  The  grc8te.st  amount  recorded  in  any  24  consecutive  hours  was  2A0 
inches  at  Corry  on  the  ll-12th. 

The  average  snowfall  for  the  State  was  22.6  inches,  which  is  11.7  inches  above  the  57- 
year  normal.  The  greatest  monthly  snowfall  was  76.5  inches  at  Corry.  The  grentest 
fall  for  any  observational  day  was  26.5  inches  at  Krie  on  the  ll-12tn. 


OBITUARY 

Mr.  Robert  Tross,  cooperative  ob.server  at  Johnstown,  Pennsylvania,  died  on  l)(*ceni- 
I)cr2«.  1944.    His  .services  began  in  October,  1933,  and  continued  until  the  time  of  his 

death.  

ERRATA 

November  1944. -Page  82,  (  urwensvillc,  total  snowfall  should  be  10.0  inches:  (.reens- 
l)iirg,uienn  temperature  should  be 42.1°, departure,  -0.8°;  Port  Clinton,  nuTiiber  of  days 
with  0  01  inch  or  more  should  be  7;  Springs,  total  precipitation  should  be  3.12  inches, 
departure  +0  18  inch ;  Tamarack,  total  snowfall  should  bc>  8.7  inches.  Page  85.  Springs, 
total  precipitation  should  be  3.12  inches.  Page  88,  Pressure,  Wind.  Humidity,  and  Sun- 
shine Table,  average  hourly  wind  velocity  at  Pittsburgh  should  be  9.7;  Table  of  Kiver 
Conditions,  Wilkes- Barre,  mean  stage  should  be  3.3  feet. 


COMPARATIVE   DATA 

FOR   DECEMBER 
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25.3 
33.4 
31.6 
31.5 
39.6 
39.8 
30.7 
27.3 
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CUmatoloirical  Data  for  December  1944 


Station-. 


Counties 


Mlatifie.  Drainage 
AlU^utou-n  Arpt.  -4  NE. 

Altoona-4.5  W 

Burnt  Cabins-2  NE 

Carlisle 

Chaiiibersburg-l  SW... 
Coatesville. 
CurwensvilleApt-6  NW 

Eagle;  Mere 

E»st  \Vaterforcl-3  E.  .  . 

Emporiuml  E 

Ephrata 

Everett-O.  S  SW 

Frcelaud 

George  School 

Gettysburg 

Gordon 

Hanover 

HarrisburgArpt.-3.5  S. 

Hawley-0.5E 

Holtwood 

Huntingdon 

Lancaster  

I.awrenoeville...'. 

Lebanon 

Linvisto\\'n-2  SW 

Lock  Haven 

Marcus  Hooktl   

Martiufburg 

Moutrose-3  E 

Mt.  I'ocono  Arpt,-2  N. 

Palir.erton 

Philadelphia  Airport.. 

Ph)lip-burg-7  E 

Phoeni.xville-1.  5SE.... 

Port  Clintontl 

Quakertowntt-O.  5  E.  .. 

Reading 

Sera  nton 

Selinsgrove 

State  College 

Stroudsburg-2  E 

Taniarack-2S 

Towaudatt-l  E 

Wellsborott 

Wept  Chestortt 

Wilkes-Barre  tt 

Willianisporttt 

Williaiii-^town  tt 

VVoofUvard-2  NE 

York-3SW|t 


Lehigh 

Blair 

Fulton 

Cumberland . . 

Franklin 

Chester..  

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford  

Luzerne 

Bucks 

Adams 

Schuylkill . . . . 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin .... 

Clinton 

Delaware 

Blair 

Susquehanna. 
Monroe.  ...... 

Carbon 

I'hiladelphia . 

Centre     

Chester 

Schuylkill..   . 

Bucks 

Berks 

Lackawanna. . 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga. 

Chester 

Luzerne 

Lycoming..  .. 

Dauphin 

Centre 

York 


iiivi.sioii  mean. 


Ohio  Drainage 

liradford-4  W 

Brook  villet  

Butler 

ClarionH-3  SW 

Claysville  

Corry  

Coudcrsporttt 

Dorry 

Dou'  gill 

Donoratt 

Ebensburg 

Fari-fll 

Ford  City-4  S 

Franldin 

Greensburg-2  S 

Indiana  

Jainestovvn-2  NW 

.Iohn.stown-0.5  W 

Ksne-l  N 

Meadvillfi-I  S 

Midland 

Ne»-  Cast'e-I.S  N 

Pitt'^burgh  Airport 

Putney ville-2. .T  SE  .... 

Ridjjway 

So»i(!r,«et 

Sprin!,'s-1  SW 

Tion">ta-l..'iSE  

Titiis\illo-2S 

rinionfowntt 

Vandergrifttt..  

Warren 

Wayne.-iburg 


McKean 

Jefferson 

Butler 

Clarion 

Wa-hingtou 

Erie 

Potter 


384 

1,500 

990 

473 

600 

4.il 

2,  213 

2,020 

2, 125 

1. 100 

36o 

1,020 

1,970 

181 

500 

900 

600 

351 

980 

200 

7(10 

255 

996 

469 

580 

557 

12 

1,493 

1,176 

1,914 

45-i 

10 

1,916 

100 

407 

4h0 

273 

746 

476 

1,217 

440 

2,  250 

754 

1.319 

440 

544 

550 

775 

2,191 

390 


Westmoreland il 


Westmoreland 

Washington 

Cambria 

Mercer 

Arm.strong 

Venango 

Westmoreland... 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland. . . 

Warren 

Greene 


D)  V  ision  mean. 


Lake  lyritinnue  ■ 

Albion [  Erie . 

Erie !  Erie. 


State  mean 


680 
400 
077 
114 
170 
410 
6.53 
150 
746 
761 
170 
855 
950 
987 
160 
300 
050 

e'^o 

750 
06i 
780 
9O0 
286 
270 
385 
100 
500 
200 
550 
040 
825 
190 
100 


900 
705 


Temperature,  in  degrees  Fahr. 


S 
J: « 

3  O 


27.0 

24.9 

27.4 

27.3 

29.0 

30.2 

21.5 

21.6 

24.6 

22.  4" 

29.8 

27.1 

24.  3 

-5.7 
-5.2 


-4.5 
-4.3 
-2.7 


30.5 
30.4 
25.5 
30.6 
29.6 
25.6 
32.1 
26.8 
29.7 
24.4 
28.2 
28.6 
26.6 
35.2 
25. 2 
21.4- 
22.8 
27.3 
32.2 
20.5 
31.2 
27.4 
27.4 
31.0 
2,".  2 
26.2 
25.  9 
28.2 
21.  2 
25.3 
21.0 
30.8 
26.6 
^5 
26.1 
22.5 
30.6 

26.9 


22  .2 

23.01 

26.2 

24.8 

24.8 

22  9 

21.8 

28.6 

25.2 

30  5 

22.4 

24.6 

28.8 

24.8 

27.6 

27.2 

23.8 


-7.0 
-3.1 
-2.8 
-3.1 
-3.1 
-2.4 
-4.1 
-4.2 
-3.1 
-3.3 
-2.7 
-4.9 
-3.5 
-4  4 
-4.0 

-4.8 
-3.4 


-4.2 
-2.4 


-1.7 
-4.7 
-4.0 
-3.2 
-3.5 
-5.6 
-4.1 
-2.4 

'-■i.a 

-7.0 
-2  6 


-5.4 
'-2.» 


-.5-7 
-5.2 
-5.3 


20.6 
23.4 

27.8 
26.8 
27.6 
25  0 
21.8 
25.  2 
24.4 
21.6 
23.6 
30.0 
29.2 
23.8 
27.0  ! 

25.3  i 


28.8 


-8.2 
-5.7 
-4  6 

-3.8 

-5.4' 
-6.5 
-6.7 


-4.8 
-.5.5 


-4.3 
-4.4 


-6.4 

-3.8 
-5.4 


-.5.  1 
-4.4 
-4.9 

-7.2 


-3.1 


26.3     -5.0 
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5 
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.5t 

5 

5 

5 

5 

8 

5  I 

5 

5t! 

5 

5t 

5 

6 

5 

6-t 

5 

5 

5 

5 

6 
21 
10 

6 

5 

5 

8 

8 

5 

9 

9 

8 

5 

5 

8 

5 

5 

6 

8 

5 

8 

5 

4t 

5 

5 

5 


-20 
-19 
-15 
—19 
-11 
-22 
-24 
-11 

-  6 
2 

-  5 
-10 
-16 

-  8 
-15 

1 
-14 


22 

22 

22 

22 

22 

22 

22 

22 

22 

22t 

22 

22 

19t 

12 

22 

22 

22t 

22 

22 

22 

22 

22 

22 

■22 

23 

22 

22 

22 

22t 

22 

22 

22 

22 

•ii 

■22tl 

■22 

22 

22 

22 

22 

22 

22t 

22 

■2-21 

22 

•22 


Precipitation,  in  inches 


22 

22 

2^2 

•22 

•22t 

22 

22 

22 

22 

22 

221 

2-2 

22 

22 

22 

22 

221 


-26 
-13 

-  3 
-10 

7 
-16 
-21 
-•20 
-14 
-22 
-15 

-  5 

-  5 

-  1 
-U 

-26 


-26 


•22 

22 

•22 

22 

22t 

22 

22ti 

22 

22 

22  I 

22  : 

22  i 
22 
27 
•22 


2.96 

3.01$ 

4.11 

3.81 

2.79 

4.00 

5.24 

4.12 

4.09 

2.99 

•2.71 

3  06 

3. '21 

•2.80 

3.90 

3.49 

4.16 

3.61 

2.85 

3.06 

3.15 

3.61 

1.77 

4.14 

3.4^$ 

4.26 

3.46 

•2.46 

3.49 

4.17 

2.85$ 

2  80 
5.07 
3.63 
3.07 
3.33 
3.63 
2.33 
3.76 

3  17 
3.25§ 
4.27 
2.93 
3.32 
3.69 
2.^29 
4.18$ 
3.555 
4.45 
3.53 

3.48 


S 
2-2 

§§ 

CD'S 

Q 


-0.34 
-1-0.28 


-1-0.95 
-1-0.14 
-f-0. 24 


—0.19 
-0.37 
+  0.13 
-0.-21 
-0.39 
-F0.7- 
-0.  '23 
-1-1.19 
+  0.59 
+  0  01 
+0.65 
+0.27 
+0.51 
-0.16 
+0.83 


+  1.40 
-0.08 


+-1.00 


+  0.30 
-0.63 


+-0. 55 
-0.54 
-0.01 
+  0.07 
-0.69 
+  0.77 
+0  .55 
+0.04 


+0.74 
+  0  93 
-0.10 
-0.44 
+  1.29 
+0.68 


+-0.67 


3.  32 

4. '291 

4.25 

3.77 

4.16 

6  37 

3.86 

6.63 

6. '20 

4.90 

4.13 

2.85$ 

3.90 

3.46 

6.40 

4.65$ 

2.21 


3.29 
3.44 
3.33 
3.45 
6.18 
4.86 
3.66 
4.90 
5.17 
3.99 
3.81 
5.01 
4.70 
3.94 
3.99 


22  i    4.35 


$$ 

4.68 


27 


22      3.79 


+0.26 
+  1.20 
+  1.53 
+0.25 
+  1.26 
+-2. 92 
i-0.90 
+3.43 


+•2.31 
+  1.17 
+0.53 


+0.^22 
+3.27 
-1-1.24 


0.81 
0.63 
1.40 
1  33 
0.74 
1.18 

0  97 
0.88 
1.53 
0.85 
0.70 
1.  16 
0.96 
0.92 
1.31 
0.77 
1.39 
1.05 
0.65 
1.18 
1.'22 
1.17 
0.85 
1.60 
1.05 
1.58 
1.50 
0.80 
0.76 
1.25 
0.69 

1  25 
1.'27 
1  29 
0.61 
0.89 
1  05 
0.58 
1.05 
1.14 
1.04 
1.43 
1.17 
1.42 
1.-25 
0.71 
1.50 
1.27 
1.75 
1.01 

1.98 


0.75 
1.11 
1.03 
1.20 
1  29 
2.  .50 
0.93 
1.52 
1.17 
1.32 
1.05 
1.00 
1.10 
1.62 
1.18 
1.10 
0.71 


Is. 


No.  of  days 


1% 
a 

0 


-0.21 
+0.  33 


+0.84 
+3.  32 


+0.96 
-fl.  15 
+  1.95 


-1-1.  58 
+  1.96 
+0.81 
+  L11 


0.69 
1.04 
1.06 
1.30 
2  22 
1.20 
0.68 
0.97 
1.10 
1.43 
1.36 
1.03 
1.19 
1.30 
0.79 

2.60 


11-12 

7-8 

11 

8 

11-12 

11-12 

7-8 
8 
11-12 
11-12 
11-12 
11-12 

8-9 
11-12 

7-8 
11-12 
11-12 


11-12 
11-12 
11-12 
11-12 
11-12 
7-H 
11-12 
11-12 
11-12 
27-^28 
8-9 

8 
11-12 
27-'28 
11-12 
1 1-12 
11-12 
11-12 
11-12 

8 
11-12 
8-9 
11-12 
11-12 
11-12 
11-12 
11-12 
11-12 

8 
11-12 

8 

11-12 


7-8 
11-12 

11-12 
11-12 
11-12 
11-12 
11-12 
11-12 
■27-28 

25 
27-28 
11-12 
11-12 
1 1-12 

25 
24-25 
11-12 


31 
12. 

9. 

1. 
35. 

5. 
1'2. 

7. 
10. 
12. 
14. 
21. 

7. 
34. 
16. 
24. 

6. 

8. 
•20. 

9 
23. 

9. 

14.8 


i    % 

-1-1.85     2.36 


+0.69    2.50 


11 
11-12 
11-12 
11-12 

11 
11-12 
25-'26 
27-'28 
11-12 
11-12 
11-12 
11-12 

25 
11-12 

11 

11-12 


11-12 


U-12 


39.  1 


36.0 

37.2 

•27.8 

76  5 

39.3 

31.5 

46.7 

22.1 

•28.1 

•25  0 

•22.5 

37.0 

32.9$ 

23.8 


43.0 
47.9 
24  2 
26.9 
■26.0 
36.4 
30.0 
,39.1 
33.3 
33.4 
41.  1 
22.0 
<S$ 
36.5 
■22.0 

84.0 


53.6 


22.6 


13 


B  * 
55 


Observers 


24 
21 
9 
25 
22 
19 
20 
15 
10  18 
28 


SW. 
ne. 


ne. 
nw. 


V.S.  Weather  Bureau. 

City  of  Altoona. 

Penna.  Turnpike  Comm. 

Clarence  E.  Miller. 

William  B  Spear. 

Howard  L.  Pylc. 

U.  S.  Weather  Bureau. 

Carl  E.  Bigger. 

II.  S.  Weather  Bureau. 
!  Mrs.  Helen  C.Haas, 
nw    t  Ephrata  Review. 
SW.   1  Penna.  Turnpike  Comm. 
w.     •  Andrew  B.  Evansha. 

Prof.  N.  W.  Swayne. 
n.        Dr.  Henry  Stewart, 
e.         Miss  Sallie  M.  Johnson. 

Hanover  Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &.  Power  Co. 

Prof.  Paul  R.  Yoder. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

Lebanon  \' alley  Gas  Co. 

Penna.  Dept.  of  Highways. 

William  R.  Kelley. 

Sun  Oil  Co. 

Civil  Aeronautics  Authority 

Harry  S.  Fancher. 

U.  S.  Weather  Bureau. 

New  Jersey  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila.-Suburban  Water  Co. 

Earl  E.  Rarick. 

John  E.  Benner. 

D.  S.  Weather  Bureau. 

U.  8.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E.  Swartz. 

Mrs.  M.  Ordelia  Parks. 

M.  S.  Bliss. 

Clyde  T.  Saylor. 

Civil  Aeronautics  .\uthority 

John  D.  McEwen. 

Gordon  E.  Lower. 

U.  S.  Weather  Bureau. 

York  Water  Co. 


City  Wat«r  Dept. 

w.  1  Civil  Aeronautics  Authority 

n  I  Butler  Eagle, 

w.  i  Penna.  Electric  Co. 

av.  I  Walter  B.  Paget. 

SW.  I  J.  Fred  Kinley. 

.se.  1  Potter  Enterprise. 
w.       Miss  N.  Dixie  Wineman. 
w.       Penna.  Turnpike  Comm. 

SW.  j  Donora  Zinc  Works, 

w.  1  Miss.  Emma  H.  Eastman. 

SW.  j  Carnegie-Illinois  Steel  Corp. 

8w.  \  U.S.  Engineers. 

n.  I  William  K.  Fuller, 
sw.      Westmoreland  Water  Co. 
n.        Indiana  State  Teachers  Col. 
ne.      Pa.  Dept.  Forests  it  Waters. 


n. 

nw. 

ne. 

w. 

w. 

SW. 

n. 


H  . 
SW. 

SW. 
SW. 

nw  . 

w. 

w. 


20    SW. 


w. 
>« 
nw. 

DW. 

SW. 
nw. 

s. 

8W. 

w. 
se. 

SW. 
SW. 


6     25     8. 


7  I  17     w. 


Spring  Water  Co. 
City  of  Meadville. 
Perry  P.  Campbell. 
New  Castle  Water  Co. 
U.  8.  Weather  Bureau. 
I'.  S.  Engineers. 
West  Penn  Power  Co. 
D.  L.  Grove. 
Allen  E.  Yoder. 
U.  S.  Engineers. 
Arthur  M.  Stokes. 
William  W.  Marsteller. 
Carnegie-Illinois  Steel  Corp 
Merroll  L.  Jordan. 
Thomas  S  Knox. 


Samuel  D.  Lewis. 

U.  8.  Weather  Bureau. 


I 


[See  page  96  for  explanation  of  reference  marks.] 
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CMMAI'()L()(;iCAl,   DATA.    PENNSYLVANIA  SKiri  |().\ 


Daily  PreoipltatloD  for  December  1944 


Stations 

Counties 

Day  of  month 

1  ' 

2 

3 

4 

8 

6 

7 

8 

9 

10 

n 

12     IS 

14 

16 

16     17 

18     19 

•20     21 

22 

28 

24 

26     26 

27 

28 

29 

80 

81 

1 

ATLANTIC 

DRAINAGE 

Driairnrf  HnMii 

riTKIt  1)KI  AWAHK 

niugnians  Ferry-.  0.5  h 
lln\vley-.O..i  IC 

Pike 

Wayne 

Wayne 

Wayne 

Pike 

.2-i 
21 

.'•is 

.06 

... 
T 

" 

T. 
1 

.0 
.0; 
.Oi 
.0.^ 

I. it 
.'41 
.61 
.50 

.56 
.02 
.50 
.85 
.05 
.03 
1.08 
1.00 
.69 
.76 

.63 
.05 
.17 

.03 
.10 
.05 

« 

.81 
.64 

.90 
.49 
.28 
.03 

.34 
.27 

..55 
.64 
.85 
.11 

1.08 

,7 

1    .6. 

.5' 

.6 

.8: 

T. 

1  ... 
)  T. 

)    .0 

... 

1... 

'.'3C 
.12 

.ft: 

.5. 
,5- 

.64 
.6C 
.5( 
.6f 
.60 

.2t 

.8( 
.3s 
,55 

l.Os 
.83 

1,09 
.97 
,26 
.8) 

.98 
1.00 
.s6 
1,29 
.61 
1.09 
.67 
.29 
.76 

1.18 
.78 
.79 

1,81 

.26 
.67 

1,53 

.89 

1,2.5 

1.35 

.90 
1  13 

.8.1 

.62 
1.22 

.74 

* 

.31 
1.59 

.16 

.94 
6!' 

.51 
1.42 

.44 

>.    .0( 
t  .0.' 

.  IV 
.2 
.04 
.OJ 
.06 

1 

.41 
.41 
.40 
.57 
.42 
.08 
.OS 
.46 
.06 

.05 
.46 
.04 
.13 
,33 
.28 
.37 
.41 
.06 
.42 

.47 
.34 
.46 
.32 
.50 
.52 
.28 
.10 
.34 

'.'29 
.25 
.05 

.03 
.05 
.19 
,46 
.15 
.13 

.01 
.13 

.05 

.53 

.27 
.34 
.48 

.05: 

.37| 
,33 
.15 
.01 
.36 
.75 
.09 

'.'•23 
.03 
.01 

.16; 

.40, 

.14 
.31 

i 

1 
.3 

.1' 
.2f 

.24 
.44 
.9: 
.2f 
.7 

.40 
.3( 
.4U 
.44 
.27 

* 

* 

,36 
,■25 
.46 

« 

.40 
,17 
.24 
.21 
.05 
.18 
.49 
.60 

.60 
.32 

.43 
.20 

.26 
.24 
.30 
.42 
.33 
,03 

.15 
T. 

.10 

.07 
.07 
,26 

"53 

.4 

.  If 
.2< 
)    ,0f 
.20 
T. 

,0 

T. 

.■20 
.0: 

'  '.'lI 
.43 

.m 

.02 
.07 

'.'is 

.54 
.18 
,20 
.38 
.20 
.05 
.04 

« 

.03 
.10 

T. 

'.'65 

".6» 
.'26 

T. 

.37 
.•22 
.21 
.15 

... 
)  ... 

.69... 
.49 

.53   T. 
.  ,53  - , , 

't. 

T. 

.Of 

''.'64 
.3-,! 
.OS 
.20 

.If 
.0^2 
.'2( 
.02 
.03 
.  .^. 

.04 
.04 
.04 

.61 
T. 
.14 

.03 

't'  ' 

T 

.  16 
.17 

.36 
.05 

.07 

T. 

.23 

.21 
.  10 
.08 
.11 
T. 

.17 

3.12 

)   T. 
T. 
.11 

-,. 
T. 
.06 

T. 
T 

... 
... 

2.  85 

T. 

2  89 

LBkevillc-.  1  N 

2.93 

f. 

.04 
.02 

't. 

.OJ 

'.'r 

.14 

'.'i: 

.27 

'.'34 

.2.1 

.10 
.So 
.02 

.13 

|':6 

".6t 

'f. 

,04 

)  ... 
.7f 
.41 

• 

,6^,! 

.62 

'.'fil 
.■26 

't'.' 

.52 
.0.0 
.06 

,09 

■,'6i 

.30 

.45 
.19 
.08 

.55 
.74 
T. 
.14 

.■20 

.16 

'.'io 
f,' 

T, 

.37 

T. 

.02 

'.'■>2 

« 

.74 
)   .Of 
Of 
.7C 
.10 

T. 
.68 

M 

.35 

.60 

.09 

T. 

.57 

,15 
.68 

.98 
.57 
.50 
.58 
.53 
.01 
■  ■27 

.16 
..5U 
.66 
.88 

.01 

■,"■75 
.44 

.40 
.74 

.02 
,25 
T. 

.34 
.30 
.54 
.45 
.08 
.18 

,22 
T. 

* 

,60 
T. 

... 
T, 

.0'. 

1    3,40 

.Mount  I'ocono^,  '2  N . . . 
PlcH'^ant  Mount'  ■''   1  W 

Monroe 

Wayne 

.ov 

... 

.0£ 

4.17 
:<.21 

Stroucl-l)urg. '-'  K 

Tanners  Falls'.'-.  ISE. 
Lkhigh 

.Allcntown  Arpt^,  4  NE 
Alleutown- 

Monroe  

T 

.1: 

... 

.... 

\Vj.,^5 

2,97 

Leliigli 

Lehigh 

N'rthamptou 

Jlouroe 

Wayne 

Carbon 

Carbon 

Lehigh 

T. 
.10 
T. 

,27 
.15 
T. 
T. 

T. 

1 

1   . . . 

.01 

'.'6i 

T. 

.62 

.52 

... 

T. 
T. 
T. 

.03 
.10 
.09 
.02 
T. 

.01 
.01 
.07 

.05 

".6i 

T. 

T, 

T. 

't. 

.01 

'.'oi 

.06 

't.' 

2.96 
3.  -28 

Bethlehem' 

.40 
.12 

.02 

.01 
.01 

... 

'.'63 

3.  14 

Blakeslee  Corners'.*.. 

f 
T. 
T. 

.02 

1 

2.74 

Gouldsboro^ 

■:"i.;;; 

,86 

1.17 

.12 

.24 

'!02 

.38 
.97 
.52 
.68 
.45 
.70 
.95 

T.' 

T. 
T 
T. 

* 

T. 

3  59 

Lansford- 

3.. 33 

Mauch  Chunk,  1  SW.  . 

.02 
.18 
.63 
.11 

,81 

T. 

't. 

T. 

't.' 

3. 30 

New  Tripoli 

■) 

3,94 

T. 

't.' 

t, 
t. 

.78 

t. 

.ii 

't.' 

'.'6i 
,02 

t. 

?2,85 

Zionwille,  1  SW 

Lehigh 

35 
T. 
,06 

04 
.20 
,03 
.13 

.01 

T. 
T. 

.'i8 

3.37 

SCUl'YMUU, 

Montgomery 
Berks 

n 

Fredericksville^.  IS... 

.10 
.11 
.14 
.30 
13 

T. 

3,90 

Montgomery 

Chester 

Schuylkill... 
Montgomery. 
Schuylkill... 
Berks 

.04 

4.05 

Phoenixville-',  1.5  SE.. 
Port  Clinton^     

T. 

'1', 

T. 

T. 
T. 

3.63 

3.07 

3.53 

Pottsville^ 

.08 

3  iri 

T. 
T. 

T. 

T. 

.76 
.21 

.32 
.04 
.13 

.01 
.01 

T  " 
T. 

T. 

T. 

T. 

.05 

T. 

f. 

.33 
.11 

.01 
.02 
,04 

.05 

,10 

T 

.05 

T. 

T. 

T. 

T.' 

3,63 

3.47 

LowEit  Dei..\«'are 
Coatesville* 

Chester 

.01 
T. 

.02 

.07 

f. 
.03 

.02 
.12 

.12 

.12 

.13 

.90 

,01 

.14 

.55 

.16 

T. 

,12 

.01 

T. 

.01 

.01 
.06 
T. 

'.'6i 

.01 

'.'06 

4  00 

Dovlestown 

Bucks 

2,68 

George  School 

Bucks 

Delaware 

Philadelphia 
Philadelphia 
Philadelphia 
Bucks  ...,.., 

'.'is 

'.'is 

T. 

T 

.01 

•2.80 

Marcus  Uook2 

.06 
.06 
T. 

T. 

.03 

.01 
.01 

,110 

t. 

.07 
.03 

3  46 

Philadelphia 

.\irport  Station ' ,  -^ 

Citv  Office',* 

.99 
.95 
.11 

.08 
,25 

T. 

t. 

•2.80 
3.36 

Shawmont 

Quakertown,  0.5  E 

.03 
.03 
.01 
,76 

.02 
.75 
.62 

.77 
.98 
.67 
.96 

'.'90 
.43 
.73 

3.67 
3.33 

West  Chester 

WestGroveS,  1.5  SE.... 

Chester 

Chester 

.04 

,03 

'.'69 

3.69 
3.35 

Snsqiiehaiiiin  Basin 
Chemung 

Austinburg'.  5,  2  W... 

Tioga 

« 

.74 
T. 

.76 

.02 

.07 
T. 

.03 

.02 

T. 

T, 

4.17 

Covington"'i 

Tioga 

•2.63 

Lawrenceville 

Tioga 

Columbia 

Bradford 

Montour 

Luzerne  

Columbia,. . . 

Bradford  

Susquehanna 

Bradford  

Schuylkill . . . 
Luzerne.. 

.05 

.20 
.23 
.17 
.Zi 

"i\ 

.10 
.60 
.02 

* 

.06 

.01 

T. 

T. 

.58 

T. 

.01 

.20 

.96 

.79 

.05 

.30 

T. 

1,77 

NORTirBKANCH 
Berwick^ 

.'06 

T.' 

T. 
T, 

't'.' 

.1)1 

.(Ik 

^«.ll 

Cantou^:.  1  NW 

.01 

T. 

T. 

T. 

3.49 

Danville^ 

» 

3.06 

Freeland- 

.02 

T.' 

.18 
30 

T. 

t. 
T. 
T. 

'''r',' 
.01 

'.'34 

T. 

T. 

'.'ii 

.02 

T. 

't.' 

76 

".in 

• 

t. 

.02 

'.'('r2 

• 

.02 
.21 
T. 

.01 
,10 
.04 
.79 

3  21 

Millville'.s 

'tV 

tv 

2.61 

Monroeton^,  2S 

Montrose-,  3  E - . 

't. 
't" 

T. 
T. 
T. 
T. 

.... 

T, 

't'.' 

T. 
T. 

T. 
T. 

.'6i 

.05 

T, 

.10 

.11 
.20 
.17 
.37 
,53 
.33 
.26 

.■20 
.43 
.23 
T. 

3.87 
3.49 

Orwell-,  3  N 

.'62 

'.'29 

m 

3.90 

Park  Places.  1  NW 

Pikes  Creek. 1.5 

.43 

,29 

3,00 
3,39 

Rush'''.  6S 

Susquehanna 
Lackawanna 
Susquehanna 

Bradford  

Wyoming..  . . 
Luzerne 

Tioga 

Cambria 

Potter 

.89 
T. 

.10 

't. 
't.' 

t. 

.01 

't'.' 

4.  14 

Scranton',  * 

.08 
T.' 
T.' 

.12 
.16 

T. 
t. 
T. 

T. 
.03 

T. 

.20 

.05 

T. 

T. 

T. 

.16 

.01 
.30 
.27 

'.'65 
,15 

"t.' 

T. 

.06 

T. 

.37 

t. 

.32 

2,33 

Su>qiiehanna'^ 

Towanda,  IE 

T. 

.80 
.75 
.42 

.11 
.46 
.91 
.07 

.11 
T.' 

1  U 
.40 

T. 

.11 
,23 
.31 

1.08 
.58 
.40 

,6! 
1.41 

.26 
1.02 
1,10 

.04 

T. 

T. 

T. 

T. 

't'.' 

T. 

.03 

* 

.03 

.04 

't. 

.18 
,38 
.33 

.11 
.35 
.48 
.09 

.25 
.35 
.86 
.46 

* 

T, 
.14 

.17 
T.' 

.13 
.76 

« 

.19 
.52 

.16 

.50 
.35 

,04 
.02 
T. 

.34 

,85 
* 

.47 

.84 

T. 

T, 
,21 

,•20 

'i'',' 

.99 

't 

T 

2.93 

Tunkhannock ',  = 

3  00 

Wilkes-BarreS,  3  N 

T. 

.03 
.34 

T. 

'.'io 

T, 

'!63 

T. 

T. 

.05 

''62 

• 

T. 

• 

2.29 

West  Branch 
.A^nsonia-',  2  W 

^V2.  72 

Carrolltowii2 

Carter  Campl,  5 

".'64 

'[54 

.07 
.03 

« 

.'12 

6,52 
3.  49 

Cedar  Run^ 

Lycoming.,. . 
Clearfield  .  . . 
Clearfield  ... 
Clearfield.... 

Cameron 

Sullivan..   .. 

Sullivan 

Cameron 

Lycoming... . 

.15 

.08 
.22 
.08 

• 

.40 
.04 

.10 

.02 

1.12 
.  36 

.14 
.11 

'.'63 

'.'6i 

'!64 

3  .55 

Clearfield^ 

,01 

4  31 

Coalport^ 

.55 
.79 
.77 
.70 
.05 
.34 

$fi 

Curwensville^    6  N  W . . 
Driftwood'.* 

.01 

T. 

T. 

T. 

Lis 

.18 
.04 

.05 

T. 

.56 
.76 
.10 

T. 

.51 
.39 
.65 
.87 
.85 

.04 

.04 

T, 

.11 

T. 

.33 
.20 
.24 

't.' 

.11! 
,01 
.09 
.33i 
.16 

T. 

.11 

.01 
.05 

* 

.01 

'.'46 
.58 
.39 

94 

.51 

.40 

.02 
.01 

t. 

.01 

,45 
.76 
.■25 
.02 

5.24 
3.96 

Dushore'.* 

'.'88 
,41 

T. 

.09 
.17 
,04 

.02 
.'61 

T 

.01 
'f.' 

.05 

'.'6i 

« 
.02 

• 

4  18 

Eagles  Mere'^      

't. 

'.'65 

.80 
.55 

t. 

t 

4.12 

Emporium^,  IE 

English  Center',  5 

2  99 

Galeton. , 

Potter 

Clearfield.... 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

Blair 

Tioga 

.03 
.12 
.07 

.05 

.  18 

r. 

.17 

".ik 

1 

T. 

.01 
T. 

'.'6i 

T. 
T. 

T. 

1.39 
.24 
.18 
.90 
.44 
.18 
.59 
.20 
.53 
.04 

.01 

.34 

1.00 

f,' 
T 

.16 

.'74 
.72 

.68 

T 

.75 

1.02 
1.10 
1,38 

.39 

.36 
1,08 

.50 
1.  22 

.19 
1.30 

T. 

.09 

,20 

T. 

'.'62 

.03 

.01 

.23 
.31 
.33 

.05 

.26 

.22 

T. 

,28 

.03 

.19 

'.'6i 

T. 

.03 

T. 

';68 

.03 

t. 

".'65 
.03 
T, 
,02 
.09 

.30 
.16 
.17 
.60 
.50 
.15 
.37 
,13 
.56 
.04 

T. 

.51 

.34 

.01 

T, 

.72 

T. 

.40 

'!22 

.•28 

'.'63 
1.00 

'.'39 

T. 

.59 

.16 
.72 
.56 
.06 
.44 
.48 

t. 

.69 

".si 

t. 

'■r'.' 

't'.' 

.02 

".(fi 

't'.' 
f.' 

'.'64 

t. 

,01 

t. 

.34 

.2!) 

T, 

.2.' 

T. 

.'24 

3  66 

Karthaus^ 

3.64 

Lock  Haven^ 

T. 

'lie 

.26 

'.'35 
T. 
.21 
T. 

.03 

'.'63 
.01 

'.'6i 

4.^26 

MedixRun',* 

T.' 

T. 

T. 

.09 
.25 

.04 

4,08 

PhilipsburgS,  7E 

Renovo- 

State  College',  5 

Tamarack^,  2  S 

.13 
.75 
T. 
.69 

T, 

','6i 

11 
.30 
T. 
,30 

T. 

'f.' 
T. 

T. 

'f.' 
T. 

.21 

't. 

T 
.02 

'.'63 

'!62 
'!66 

5,07 
4.10 
3.17 
4, -27 

Tyrone  ',  *,  4  NE 

.07 

3.20 

Wellsboro2 

,92 

.12 

T. 

T, 

T. 

3.32 

Continued  on  page  92. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION 
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Daily  Precipitation  for  Decem'ber  1944 -Continued  from  page  91 


Counties 

Day  of  month 

"3 

Stations 

1 

2 

3 

1 
4 

5 

6 

7 

8 

9     10     11 

12 

1.S 

14 

15 

16 

17     18 

19 

20     21     22 

23 

24     26     26 

27 

28     29     30 

1 

31 

West  Branch 
(continued) 

Lycoming.... 
Lycoming.  . . 

Blair 

Bedford 

Bedford 

V\  1  Iton 

.55 
.20 

.OS 
.04 
.06 

i  ■ 

.02 
■1'. 

T. 

.03 
.04 

.63 

.48 

i;6i 
.11 
.34 

.25 
.43 
.18 
.34 
.22 
.42 
1.41 
.19 

"*' 

.21 
.90 
1.33 
.90 
.04 
3S 

.96 
1.08 

.10 

.77 

.'99 

.23 

.49 

.62 

.49 

T. 

.51 

1.25 
1.31 

.42 
.30 

.25 
.35 

,06 

i.'-48 

'.'26 
,07 
,04 
'1' 
.12 

r. 

T. 

.04 

.04 
.62 
.04 

.05 
.15 
T. 

'■'r'  ■ 

T. 

T. 
'i'. 

■r'.' 

T. 

•i' " 
.21 

.32 

.'41 

T. 

';29 

!27 
.10 

"17 

'!69 
.13 
.09 

'.'is 

.27 

• 

.07 
.43 

'.'io 

.02 

.'lis 

.16 
T. 

.35 
.13 

.25 
.34 

.13 

'.'46 
.45 
.34 

.23 
.38 
T. 
.42 

'.'26 
.41 
.26 

• 

.49 

,47 

.41 

.30 

.65 

,30 

.04 

.56 

.36 

.38 

.02 

.21 

.46 

.12 

.39 

.40 

.04 

.02 

.U> 

T. 

.22 

.39 

.'46 
T. 

'.'62 
T. 

''r.' 

• 

.05 

-rV 
i-'.' 

.02 
.01 

".vi\ 

T.' 

'• 

■r'.' 
■'i'',' 
■.'63 

.12 

.50 
.16 

'!i7 

.15 
.15 
.15 

■22 
.16 
.10 
,31 
.42 
.21 
.'20 

• 

.•23 

.06 
.'26 

.48 
.28 

• 

.34 
,37 
.31 
.38 
.18 
.52 
.15 
.30 
.20 
.65 
.45 
.87 
.36 

• 

.2-1 
.25 
.03 

.•27 
.48 

.03 
'.'27 

;io 

.04 
.25 
.26 
.17 
T 
.06 
• 

.10 

.11 
.23 

* 

.11 

.14 

.'32 
.03 
.07 

'  "ii 
T. 

.13 
.10 

''io 

.'211 
T. 

.'45 

.'.•in 

.32 

.18 
.41 

'.'38 

■r. 

".\ii 

m 

.12 

'•' 

'/20 
.25 
.29 

'.'3;'' 
.57 
.10 
.22 

.46 

.61 
.17 

.'43 
.30 

■.■54 
.65 

.48 
.29 

,•2-1 
.57 

'44 

..58 
.39 
.M 
,36 
T. 
.52 
• 

.30 
.43 
.24 

• 

.60 
29 
.17 
.20 
.44 
.12 
.0:i 
,,50 
.21 
.60 

'.'48 
.45 

"46 
.56 

."« 

.'i2 
.59 

't'.' 

't. 

.07 
.16 

'ii'? 

,01 

iV 

.'■is 
'1'. 

,75 
.02 

T, 

.'ei 
.  .y 

.03 

T. 

T. 

.06 

.09 

".Oi 
.02 
.15 
.03 
.03 
.25 
.04 
,13 
,06 
.12 
T. 
.22 
.43 
.01 

$4.18 

VVilliamsport2,  4  S£.  . . 
Juniata 

4.10 

T. 

T. 

.oi 
.06 

.14 

.88 

T 
'.'06 

't,' 
■r'." 

■1',' 
t. 

T. 
T. 

■v.' 

.11 
T. 

.02 
T. 
'!• 
.05 

.'6i 

$3.01 

Brei'zewoodl,0.5  E 

Buffalo  MilLs'-i 

Burnt  Cabinsi,2NE... 
East\Vaterford^,3E... 

Everett-.  0.5 SW 

Huntiugdou  ^     

Lewistovvn-,  2  SW 

Jlapleton  Depot'-* 

MartinsburgS 

Mct;onnenstown2.4NW 
Neffs  Millsl,  ^  3.5  NE.. 

New  Bloomfield 

Newport^ 

Saxton2, 1  W 

Shade  Gap',  5.  0.6  SW.. 

LWK  Susquehanna 

Arendtsville^ 

Bloserville,  1.5  N 

Carlisle 

Columbia 

.02 
'l''. 

.26 
'iOfi 

.iyi 
".iyi 

T. 

T. 

'»' 

*•' 

'i'. 

'^07 

'.'65 

T. 

T. 

.06 

f. 
.03 

■r.' 

.'65 

".06 
.06 
T. 

T. 
T, 
T. 

« 

.02 

T. 

.OS 

* 

.12 

• 

.09 

.10 

.05 

.01 

,09 

.04 

.03 

.06 

.04 

.04 

.05 

T. 

.01 

.05 

.(n 

t" 
.02 

.0:) 
T. 

2.79 
3.78 

1.40 

'.''77 

".ih 

.01 

'.\% 
.28 
.68 

'.'25 

1.22 

.10 

.33 

.55 

1.53 

1.14 

1 .22 

1.0<J 

1.-29 

.05 

.74 

.13 

1.03 

,72 

.2^ 

.13 

1.40 
.74 
.64 
.80 
.82 
.70 
13 

4.11 

Juniata 

Bedford  

Huntingdon . 

Mifflin 

Huntingdon . 

Blair 

Huntingdon. 
Huntingdon  . 

Perry  

Perry 

Bedford 

Huntingdon . 

Adams 

Cumberland. 
Cumberland. 

.09 

•r 

.02 
.23 
.08 
T. 

« 

.'is 

T. 

T. 
T 
T. 

■r 
't'  ■ 

• 

T. 

'.'70 

4  09 
3.06 
3.16 
$3  42 
3  ib 
2.46 
•2.78 
3  49 

"• 

.  .^. 

1.'66 

• 

1.10 
T. 

■r. 
.12 
1.10 

T. 

'.'36 
.02 
.94 

59 

'.'.50 
.68 

T. 

$3.58 
3.89 

$2.12 
2.98 

4.06 

T. 

T. 

■r 

T. 
T 

3  42 

3  81 
3.81 

Dauphin 

Lancaster.. . . 

.09 

.18 
T. 

3.69 

2.71 

York 

Schuylkill  ... 

Dauphin 

York 

Dauphin.  . . . 
Lancaster — 
Cumberland. 
Lancaster..  . 

.'oi 

T. 

.07 
.02 

't.' 

T. 
■1'. 



.08 

'.iyi 

.98 
.75 
.76 
.25 

1.03 
.07 
.12 
.58 
.47 
.09 
.79 
.88 
.11 
.70 

LOl 
W 



4.21 

.77 
.73 

1  39 
36 

1.18 

1.38 
.42 
.94 

1.6U 
.33 
13 

'.'08 

.'ii 
.02 

3.49 

(irautyille,  2SW 

T. 

't'. 
■•'r.' 

4.16 

Hani^burg  Apt*,  ^,3.5  b 

.53 

T. 

■i'. 

T. 

'I'.' 

T. 
•1' 

3.61 
3.06 

1.14 

'.'87 
.23 

4. 1'7 

KirliW00di,5,  ISW... 

3.15 

.08 
.56 

'.'si 

'^45 

.11 
.10 

T. 

•i:'. 

3.61 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

Cumberland . 

York 

Schuylkill.  . . 
Sphiivlkill 

■i'V 

T.' 

■1  . 

■'oe 

T. 

'f.' 
T. 

'i'.' 

'■r'.' 

T. 

■V. 

4.14 

I^ebauon^  . . . .  ■ . .....  — 

Middletowni,  1.5W.... 

Millersburgl,  »,  2  K  .   . . 

Milroy-,  o  N 

Ke\vburgl.3.5NW.   ... 
New  Park. . „ 

''i'V 
■'i'.' 

.41 

.39 

T. 

.90 

.37 

•\\ 

■i',' 

i"".' 

'.'08 

3.36 
2.36 

1.21 
.22 

1.30 
.85 

.06 

;i6 

T. 

T.' 

.04 

T. 

■'i'.' 

$3,15 
3  33 

'■r'.' 

4.85 

Pine  Grove2,  1.5  NE  . . . 
Riugtown''^,  1.5SW.... 

Selinsgrove 

Shamokin2 

tlhirtnpllsburff          

2.82 

Snyder       . . 
N'umberland 
Cumberland. 
N'umberland 

Dauphin 

Centre 

York 

York 

Franklin..  .. 

Adams 

Bedford..  ...• 
Bedford  .... 

Fulton 

Franklin 

Franklin 

Allegheny,... 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Erie 

.35 
.65 

r. 

.25 
.06 
.01 

■r 

.05 

.09 

".10 
T 
T. 

".m 

.03 

'.'04 
.08 
.25 
.06 
.02 
.03 

1.24 
.14 
.10 
.30 
.06 
.05 
T 
.09 
.05 
.05 
.01 

't.' 

T. 

.97 

« 

.81 
.03 

r. 

1.07 
.97 
.10 

.19 
1  31 
.70 
.38 
.18 
.26 
.21 

..52 
.99 
.28 
.63 
.75 
.31 
.69 
.28 
.27 
.85 
1.23 
.50 
.80 
.59 
.64 
.25 
.57 
.69 
.78 

.08 
.74 
■V 
.94 
1.27 
■1 

.04 
.82 

.42 

'!26 
.37 
.56 

.83 

.23 
.02 
.22 
.35 
.05 
.02 

'!« 
.10 
T. 
T. 

.05 

'!i9 
.11 

.14 
.42 

'.'62 

.11 
'.'34 

1.02 
.61 

1.33 

1.01 
97 
.53 
.76 

1.17 

.74 
1.22 

1.10 
1.10 
1.85 
1.98 
2.55 

1.45 

.39 

1.17 

1.20 

.65 

.35 

.17 

1.20 

2.50 

.93 

1.52 

.35 

.35 

.81 

1,10 

1.62 

.91 

.49 

.«5 

.'25 

.  io 

.08 
.01 
T. 
.08 

r. 

■r. 

'■i'V 

■i'.' 

.02 

.is 

4.5 
,03 

.50 
.48 
.25 
.74 
..J5 
.01 
.30 
.49 

.48 
.33 
.40 
.29 
.22 
.42 
.64 

.■22 
11 
.36 
.52 
.13 
.02 
,01 
.18 
.10 
.18 
.35 
.30 
.09 
.35 
.19 
,02 
.13 
.01 
.25 

'■r'.' 
■r'.' 

T. 

'.'65 

'."6i 

f.' 

* 

.41 

.23 
.10 
.42 
.27 
.21 

.18 
.20 

* 

.37 
.37 
.12 
.16 

.32 

.«7 

.83 

.64 

.51 

.92 

.61 

.21 

..34 

.38 

1.42 

.65 

.67 

67 

.42 

T. 

.39 

1.32 

1.10 

• 

.48 
.02 
.17 
.22 
T. 

'.'23 

.08 
.01 

■i  " 

".W 

.75 

".'(>\ 
.66 
.13 
T 

'!60 
20 

'.'3'2 
T. 

.02 
.03 
.60 
,20 
.42 

'!30 

.30 
".SO 

.'3.3 
.29 

■'•26 

* 

'.'84 

T. 

,04 

.10 

.56 

.56 

.'i7 
,13 
.■23 
.96 
.66 
T. 

r. 
i'.' 

.68 
.'26 

.39 
.41 
,22 
.51 
.50 
.01 
,'20 
.49 

.08 
.21 
.80 
.63 
.50 
.56 
.56 

.64 
.02 
.69 
.17 

.•28 
.08 

'.'si 

.70 
.•28 
.53 
.21 

i.'oS 
.65 
.32 
.74 

'iss 

■r'.' 

v. 

.'06 
T. 

"6i 

.06 
.06 

.03 
.08 

« 

.03 
T. 
.10 
.06 

.02 

T. 

,19 
,20 
T. 

.'62 

• 

T. 

3.76 
3.62 
3,86 

4.00 

Williamstown^ 

Woodward»,2NE 

V<^rl?     '^  ^W 

f  ■ 

T. 

";62 

$3.55 

T. 

.09 

T. 

1.25 
.41 

4.45 
3  53 

York  Haven^     

Potomac  Bcmn 
Chambersburg^.  1  SW. 

T. 

'.'06 

■r'.' 

T. 

.06 
.03 
.20 
.07 
T. 

".Oi 
.05 
.06 
T. 
.10 
.03 
.03 
T. 
.20 
.02 

3.70 

'i'V 

'.'os 

« 

.io 

■r'.' 

T. 
T. 

2.79 

Gettysburg 

Hewitt,  2SW 

Hyndman^ 

McConnellsburg2..   .. 

.22 

* 

3.90 
$3.20 

.04 

■r. 
.01 

.05 

.21 

.06 

.34 

.40 

.03 

.02 

.03 

.02 

.12 

T. 

.05 

.10 

'.'i8 

.01 
.13 
.05 
.01 
.04 

.01 
.21 
.16 
.09 
.15 
.25 
.07 
.01 
.06 
.13 

T. 

3.16 

T. 

''r.' 

.06 
T. 
T. 
.05 

.02 

T. 

■r. 

■r'. 
.01 
.01 

.'■78 

.'io 

.80 
.71 

".U 

.47 
.93 
.71 

.10 
.36 

3.49 

3.99 

South  Mt.  San't'm2.... 
GULF  DRAINAGE 
Ohio  Bimn 
Am.eghknv 

Acmetonia2 

Aliens  Mills'.  5 

Blairsville^,  6NE 

Boswell^e  NW 

Bradford,  4  W 

Brook  villes.  1.5  SW.... 

■r. 

■.'03 

''62 

'.'64 

!63 
t. 

'.'ii 

.09 
.15 

.05 

,16 

.05 

.08 

T, 

.04 

'.'65 
.11 
.01 
T. 
.10 

'.'64 
.05 
.17 
.03 
.05 
.06 

.02 

T. 

.01 

.01 

.27 
.02 

■f.' 
.22 
.23 

".iyi 

.18 
.50 
.20 
.02 
T. 

■r'. 

.39 
.10 

''64 
.01 
.10 

T. 
.07 

.'62 

T. 

'i'.' 

T. 

,02 

.01 

.07 

.ii 

.03 
.08 
.12 
.09 
.03 
.10 
.20 
.18 
.18 
.50 
.07 
.02 
.05 
.15 
.12 
.11 
.08 

.07 

'.'69 

.38 

.'6i 
'.'63 

,01 
T. 

,05 
T. 

rj.- 

'  '•' 

'.'67 
.02 

$4.18 
4.60 

.4« 

.01 

T 

.05 

.50 

.19 

.02 

.07 

.65 

.05 

.25 

.18 

.02 

.03 

.02 
.32 

.04 

$5.35 

'.'65 
.18 
T. 

.03 

'■r'.' 

'.'62 
.03 
T. 
T. 

T. 

'.'6'7 
.07 
.03 

'.'65 
.05 
T, 
.05 

•i',' 

.M 
.02 
.05 

.05 

.12 

T. 

T. 

.02 

.03 

.02 

'.'63 
.02 
.10 

.06 

.01 
■i"'.' 
.'63 

T. 

.io 
.'02 

T. 
T. 
T. 

.a3 

.05 
T. 
T. 
.02 

."63 
,04 

T. 
T 

i." 

f.' 

4.92 
5.94 
3.. 32 
4.^29 
3.57 

Clariona,3SW 

Corrv             

3.77 

;63 

'■r'.' 

.10 

.0^2 

a  37 

Potter 

W'moreland 
W'moreland 

Cambria 

Cambria 

Armstrong... 

Venango 

Elk 

Indiana 

Indiana 

3.86 

Derry 

Donngall 

Dunlo'.s,  0.5SW 

EbensburgS 

Ford  City'-',  4  S 

Franklin^ 

Glen  Hazel  2,  1  NE 

Hoiiir'.s, 

Indiana  .        

T. 

.'61 

'.'12 

.06 

".hi 
.10 

6.6:1 

6. -20 

H  Oti 

4.13 

'f.' 
,01 

3.90 
3.46 
3.  98 
4.97 
$4.65 

Johnstown'',  0.5  w 

Kane'    IN 

McKean 

W'moreland. 
W'moreland. 

Fore.^t 

Crawford  — 
Armstrong... 
Armstrong... 
Allegheny . . 

McKean 

Jefferson 

07 
.20 
.18 
.10 
.11 
.04 
.04 
.02 
.04 
.01 

.02 
.15 
.03 

.16 
.04 
.04 
.03 
.OS 
T. 

T. 

.07 

.34 

.06 

.19 
.45 
1.09 
.66 
.12 
.39 
.36 
.36 
T. 
.60 

.05 

T. 

T. 

'.'08 
.48 
.15 
T. 
.65 
.35 

T. 

-r'. 

T. 

'."61 

.69 
.63 

• 

.98 
1' 

r23 
T. 

.40 
1.83 
1.40 

.33 
1.04 
1,46 
1.75 

.56 

,47 
1.03 

.05 
.17 
.11 
,05 
.16 
.07 

;66 

T. 

.06 

.01 

"!63 
.08 

.6i 

.05 

.04 

r 

.06 
T. 

'r,' 
,02 

T. 

.01 

';66 

.10 
.17 

'6i 

T. 

.14 
.50 
.10 
.18 
04 
T. 

'.'24 

T. 

T. 

.06 

.m 

.60 

.07 

.04 

.32 

.16 

T. 

.14 

.35 

.11 

'.'67 
.02 
T. 

.15 

.37 
31 
.10 
.•21 
.12 
1? 

T. 

.03 
.03 

T. 

.03 

.10 
T. 

.'64 

.27 
1.43 
1.87 
.71 
.19 
.•29 

T. 
.34 

.4-2 
.78 
.HO 

.,59 

.20 

.49 

..54 

T. 

.03 

.10 
.05 
.36 
.04 
.46 
.69 
.69 
.03 
.54 
.75 

.01 
T. 

.03 
T. 

.10 
.26 
.13 
,20 
.08 
T. 

",58 
T. 
T. 

3.^29 

Kregari,4.5  SE 

7.09 

■r'. 

$7.  19 

Lycippus,  1.  5  E 

Marienville',  * 

Meadville2,  IS 

Mosgrove^ 

Parkers  Lauding^ 

Pittsburgh  Cty  Of",  5... 

Port  Allegany'-i 

Punxsutawney* 

".i)4 

.04 
T. 
.03 

r. 

T. 

.02 

.'oi 

$4  35 
3.44 
5.21 

4.35 

'■'r' ' 

.17 

09 

T,     .01 
T.     .05 

.02 
T. 
T. 

T. 

1.01 
.11 
.50 

r. 

.•27 
.50 

.64 

5.09 
2.42 
4.38 

1 

Continued  on  page  93. 
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Daily  Precipitation  for  December  1844 -Continued  from  I'uge  vi 


Counties 

Day  of  month 

"3 

Stations 

1 

2 

8 

4 

5 

6 

7 

8 

9     10 

11 

Vi     IS 

14 

15 

16 

17 

18 

19 

20 

21 

•22     '23     24 

'26 

26 

'27     28     29 

80     81 

1 

AlJ.BOHBNY 

(continued) 
rutneyville'.2,5SK... 
Itidgwav'' 

Arm.strong... 

Elk 

Indiana 

W'moreland. 

Warren 

McKean 

Indiana 

\  .oa 

.06 
.01 
.12 
.07 
.10 

.04 
.04 
.02 

ios 

.02 

iV 

T. 

.68 
.34 

.93 
1.11 
.5» 
.88 
.62 
.•2b 
.40 
.23 
56 
.•25 

.40 
.48 
.12 
.41 
.02 

T. 
T. 
T. 

tv 

1.20    .11 
.651  .in 
1.76    .16 
l.OSi  .2b 

.3Kl   .05 
.31'  .01 

.06 
.07 
.01 
16 
.16 

03 
.01 
T. 
.11 

.06 



T. 

'.'06 
.02 
T. 
.07 
.03 

•r. 

.04 
.01 
.01 

■.'63 

'!63 
.'64 

.01 
T. 
T. 

';i4 
.10 

.27 

'.'64 
.01 
.30 
.01 

.32 
.15 
.64 
.41 

.07 

.01 

.06 
.10 
.07 
.03 
.03 
.17 

.'oi 

T. 

.'ii 

oS 

".iy} 
.02 

.07 

'!6i 

.11 

.10 
.04 

.'64 
O") 

.01 
.01 

.06 
.14 
.80 

V!!|'tV 
'.'io  '!66 

.41 

.20 
.69 
.76 

.68 

• 

1.19 
.26 
.46 
.49 

1.19 
.le 

.69 
.68 
.74 

.82 

.i47 

'.'38 
.11 
.01 

'.'37 

T. 

T. 

".»i 
.46 

.02 
.23 
.33 
.71 
T. 

.6e 

.64 

.87 

1.08 

.03 

.01 

T. 

02 

.14 

f.' 

.03 
.02 
.01 

4.86 
8  66 

Saltsburg*  . ., 

6  98 

.... 

".07 
.03 
.12 

6  66 

Sheftield'.'V  6  W 

72 
.48 
.64 

.08 
1.15 
.96 

.... 

,07 
.12 
.12 
.06 
.06 
.16 
.37 

8  96 

Sinethpon'.  5.  1  SW  . . . 
."^trongsto  wn  ^ ,  ^ 

.05 
T. 

.61 

.  .  .  . 

$3  20 
3  92 

.42 
1.43 
I  36 

'.'13 
.19 
.01 
.09 
15 

.61 
t.' 

....   .oi 

".''.    T.' 

02 

01 

.45 
.50 
.'22 
.03 

'.'50 

Tionesta-'.  1.5SK 

TitU'Ville  2S. 

Forest 

Crawford 

Erie 

W'moreland. 

Warren 

Warren 

.04 

.14 

.10 

T. 

.21 

.0:1 
.10 

"Ak 

...|.... 

.•26 
.05 

".'46 

.03 
T. 

;o2 

.34 
10 

.06 
.11 

.04 
.03 
.04 

.02 
.02 

01 
T. 

.03 

3.Wt 
3  HI 

Union  City'.' 

.06 
.15 

.58,  .-23 
.30,   ... 
1  301  .  10 

3  60 

4  70 

Warren- 

T. 

3.94 

Youngsville',  ^ 

MONONOAHKLA 

CouHueuce-',  1.5  NW... 
Connellsville-' 

Somerset 

Fayette. . .   . . 

.05 

.01 

.04 

T. 

.03 

T. 

■J- 

.05 

T. 

.  .  .  . 

T. 

f.' 
T. 

.77 
.66 
.58 
.97 
1.14 
.88 
.84 
.66 
.68 
.37 
.60 
.95 
.69 
.86 
.61 

.26 
.46 
.22 
25 
.■28 
.13 
.30 
.•20 

.37 
.41 
.28 
.42 
.35 

.18 
.10 

.87 

.14 

.11 

T. 

.18 

.04 

.02 

.11 

T. 
T. 

i!66 

'.'85 
.42 

L02    .18 
.  961    •il 

T 

':64 

'!64 
.04 

T. 
.03 

•r".' 

T. 
'f. 

'.'oi 

.01 

T. 

.01 

'.'iii 
.08 

.36 
.33 
•26 
.30 
.28 
.31 
.36 
.03 
.'22 
T. 
.35 
.21 
.14 
.22 
.06 

.12 

.18 
.08 
.04 
.02 
.04 
.13 
.09 

.•28 
.15 
.13 
.04 

.'li 

.04 

1 

T. 

'.'oi 

T. 

t.' 
'.'oi 

T. 

T. 
.14 

* 

T. 
.02 
T. 
.01 

t'. 

.13 
.06 

1 

i 

f  ■ 
.14 

'!i5 
.•20 

'.'69 

* 

.27 

Vu 

.10 
.■22 
.09 

.15 
.12 
.06 

• 

.11 
.06 
.13 
.11 

T. 

.06 

.03 

.17 

.14 

tv 

.01 

.07 
.13 

'.'is 
'.'io 

.39 

.57 

1.32 

.47 

1.18 

1.02 

.28 

1.29 

.60 

1.09 

.43 

.77 

.58 

.82 

.70 

.19 

* 

.46 

• 

.12 

.43 

.73 

11 

.60 
.28 
.27 
1.10 
L09 

.13 
.54 
.30 

.47 
.70 

"62 
.34 

.50 
.20 

'.'36 
T. 
.55 
.10 
.11 
.41 
02 

.56 

1.10 

.05 

• 

.36 
T. 
.11 
.40 

60 
.62 

.72 

55 
T. 

T. 

.54 

'.'47 
.29 
T. 
.67 

'.'60 

.■55 
.86 
.4:1 

* 

T 

.25 

• 

'.'35 
.35 

'.'58 
.60 

V38 

.32 

1.06 
71 

T. 

.74 

.27 
38 

.96 

.47 
.10 
.68 
.42 
.13 
.'20 
.64 

.51 

.30 
.55 

* 

.30 
.04 
.16 
.45 

.57 
.55 
.59 
.06 

.60 

T. 

.05 

T. 

.'63 
T. 

f. 

.03 
T. 

.06 
.02 
.04 
.04 

.03 
T. 

.43 
.01 
.13 
.08 
.  .^. 

• 

.51 

Vi2 
.17 
.12 

.48 

r. 

.13 
"»' 

.03 
.29 
.1)3 

4.58 
4  45 

Donorai 

Washington.. 

Greene 

W'moreland 
W'moreland. 

Somerset 

W'moreland 

.04 
.01 
.10 
.06 
.13 

tv 

■•■• 

.4.5 
1  00 
Lll 
1.'27 
1.^29 
1.93 
.91 
.87 
1.  l.i 

05 
.15 
.06 
.03 
.67 

T. 
'.'63 

4.90 
4  67 

Greensburg,  2  S 

Irwin     

6.37 
5  62 

5  03 

Murrvsville//!.'.... 

.15 

• 

.34 

• 

.56 

'.'ii 

.29 
.22 
■2  J 

T. 

tv 

.03 
.01 
T. 
.01 

T. 

T. 

T. 

.•23 

.24 

'.'08 
.09 

i 

5  19 

Newell' 

Fayette 

Allegheny . . . 

Greene 

Somerset 

Somerset 

Fayette 

Greene 

Beaver 

Butler 

Mercer 

Mercer 

Mercer.     . 

Mercer 

Lawrence 

Crawford 

Washington  . 
Allegheny  .. . 

Beaver 

Allegheny  ... 
Washington 

Erie..  .   . 

« 

.10 
.07 
.OH 
.04 
.02 
.02 

.09 
.07 
.O'i 

T. 
.04 

06 
T. 
T. 
.05, 

* 
.01 
.02 
.04 
.02 
T. 
T. 

T. 

.'64 
.02 
.04 
.04 
.05 
.04 

T. 
.01 
T. 
T. 

T. 
T. 

.12 

'i'26 
T. 

T. 

'."6-2 
''02 

.08 
.01 
.04 
.04 
.06 
06 

3  38 

Pittsburgh  Arpt.//  '.s.. 

.15 

T. 
.10 
T. 
T. 

.02 

■.'06 

T. 

.04 

.02 

T. 

.04 

.07 
.05 
.07 
T. 

.07 
.02 

T. 

T. 
T. 
T. 
T. 

T. 

1.42 

'[33 
.67 
.38 
.79 

'.'35 

.i4 

T. 

.89 

.'25 

.02 

.07 

'.'63 
.02 
T. 

.... 

';6i 
r. 

T. 

.01 

'!66 

.03 
T. 

T. 
.03 

■'i'V 

.02 

6.18 
4.41 

Somerset 

T. 
T. 

.:: 

.... 

T. 
.04 
.02 

.80    .04 

4.90 

SpringsS.  ISW 

Unioutown 

Wayuesburg 

Beaver 

Beaver  Falls2 

Butler 

1.10 
1.03 
.36 

1.38 
1.03 

.an 

'••■ 

.03 
T. 

6.17 
6.01 
3  99 

.02 
11 

.06 
.08 
.04 
.03 
.03 
.06 
.10 
.04 

■r'. 

T. 
.06 

.16 

T 

"r.' 

T. 

M 

T. 

.01 

T. 

'."6i 

T. 

■r.' 

.04 
T. 

.05 
T. 

.02 

T.' 
T. 
T. 

.'06 
.10 

T. 

".OB 
T. 
.02 
.01 
T. 
01 

.02 

T. 

.01 

!o6 

1 

r 
f." 

T. 

r 

'!■ 

T. 
T. 

'."65 
.02 

T. 

.01 

* 

3.27 
4.26 

FnrrellS.. 

l.Oiii  .16 
91    .21 
.71!   .09 
.41    .07 

1.05  T. 
.70|  .22 

l.'29i  .09 
1.41;  .03 

1.06  .10 
.4'<\  T, 
.191 

.01 

2.21 
3.28 
3  45 

Greenville 

i' 

T. 
T. 

•r. 

T.' 

'r.' 

.01 

';i7 

Jamestown^,  2NW 

Mercer  Arpt. 8,  2.5  NE., 
New  Castle,  1 .5  N.  . 

.02 

'.'oe 

.10 

.17 
.04 
.07 

.02 
■.03 

T. 

.'66 

Pennline .  2, 1 S 

.... 

2.65 

Ohio 

Claysville2 

Coraopolis-',  IE 

.03 

■;64 

'i'V 

T. 

46 
.76 

* 

.14 
.21 

4.15 

.40 

'.'i4 
.17 

4.02 
3. 33 

.31 
T. 

.78 
1.13 

.07 

r. 

.13 

.05 
.09 
.04 

j 

4.62 

Washington^,  ^  . . . . 

4.82 

LAKE   DRAINAGE 
AlbionS..   ., 

.65 

90 

! 

.04 

.02 

U 

Erie',  5 ' 

Raymond',  ■'' 

Erie 

Potter 

.22  T. 
.01    -OH 

".m.'.'.'.i 

.01 

.07 

1.20 
.70 

1.-21 
.4-2 

4.68 
'J3.33 

1 

! 

[See  page  96  for  explanation  of  reference  marks.] 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


December  1944 


..Daily  Temperatures  for  December  1944 


Stations 


Albion /Maximum. 

\  Minimum.. 


Allentowii  Arpt.3-4  NE. 

Allentown/ 

Altoona-4.5  W 

Areufitsville^ 

Berwick/ 


/  Maximui 
\  Minimiir 
(  Maxir 
V  Minin 


mum. 
im . 

mum. 

mum. 
/  Maximum.. 
\.  Minimum.. 
/  Maximum.. 
\  Miuinumi. 
(Maximum.. 
\  Minimum.. 


Betlileheml /  Maximum., 

V  Minimum.. 
Bradfor(i-4  W /  Maximum. 

\  Minimum.. 
BrookvilleS (  Maxinmm . 

\  Minimum.. 
Burnt  Cabinsl-2  NE  . . . .  /  Maximum. 

\  MiniTOum.. 

Butler >  Maximum. 

\  Miiumum.. 
Canton/l  NW /  Maximum. 

\  Minimum.. 

Carlisle /  Maximum. 

\  Minimum .. 
Chambersburg6-1  SW.  .    /  Maximum. 

\Mimmum. 
Clarion6-3  SW /  Maximum. 

\  Minimum. . 

Clavsville  / /  Maximum . 

\  Minimum. 

Coalport / I  Maximum. 

\  Minimum . 
Coatosville" )  Maximum. 

\  Minimuu).. 


Columbia 

Corry 

Coudersport 

Curwensville3-6  NW . 

Derry 

Donegal' 


,  (  Maximum. 

V  Minimum. 
(  Maximum . 
\  Minimum. 
/  Maximum. 

V  Minimum . 
.  (  Maximum. 

\  Minimum. 
.  (  Maximum. 

\  Minimum. 
.  (  Maximum. 

\  Minimum. 


Donora' /  Maximum.. 

\  Minimum.. 
Eagles  Mere  / /  Maximum .. 

\  Minimum.. 
East  Waterford-3  E /  Maximum.. 

\  Minimum.. 
Ebeusburg/ )  Maximum., 

\  Minimum.. 
Emporium  /-]  E /  Maximum . 

\  Minimum. 
Ephrata /  Maximum . 

\  Minimum  . 

Eriei /  Maximum. 

XMininunii.. 
Everetti-0.5  SW /  Maximum. 

\  Minimum.. 
Farrell /  Maximum. 

\  Minimum.. 
Ford  City-4  S )  Maximum. 

\  Minimum. 
Franklin/ /  Maximum. 

\  Minimum.. 
Fredericksville-1  S /  Maximum. 

\  Minimum.. 

Freeland /  Maximum. 

\  Minimum.. 
George  School /  Maximum. 

V  Minimum.. 
Gettysburg /  Maximum. 

\  Minimum ., 
Gordon /  .Maximum. 

\  Minimum., 
Greeiisburg-'i  S /  Maximum . 

\  Minimum. 
Hanover / /  Maximum . 

\  Minimum. 

Harris  burg  Arpt.  '-3.5  S  /  -Maximum. 

\  Minimum.. 
Hawley-0.5  E /  .Maximum. 

\  Minimum. 
Hevvitt-2  SW /  Maximum. 

\  Minimum . 
Holtwood' /  Maximum. 

\  Minimum. 

Huntingdon /  Ma.^imum 

■"nimum. 


. . .  /  Ma 
\Mi 


36 
18 
37 
22 
3ft 
8 
34 
11 
34 
15 
32 
\ 

38 
17 
31 

8 
41 

3 
30 
10 
36 
18 
3u 
14 

34 
23 
■20 
10 
26 
16 
22 
14 
33 

"34 
21 

35 
26 
35 
23 
34 
19 
3' 
18 
36 
19 
31 
1 

26 
11 

35 
1' 
35 
20 
30 
16 
35 
11 
36 
20 


33  34 

25^  22 

291  29 

17|  7 

32I  38 


231  24 
32!  36 
2:1;  18 


44  39 
35  34 

45  44 
20  21 
48  46 
19  24 
45  43 
26  25 
47  40 
24  28 
40  38 
22  20 


54 
11 
44 
15 
51 
-  2 

48 
17 
47 
17 
48 
12 
54 
10 
45 
11 
53 
23 

51 
19 
47 

5 
51 

6 
50 
22 
56 
14 
52 
12 

55 
20 
46 
13 
49 
28 
52 
4 
48 
0 
50 
20 

47 
33 
52 
11 
43 
20 
57 

9 
50 

9 
54 
17 

51 
22 
55 
22 
50 
20 
48 
10 
56 
10 
54 
22 

55 
24 
52 
13 
50 
8 
48 
27 
49 
12 


10  11 


40 
33 
41 
36 
34 
27 

44 

30 
42 
33 
36 
32 
39 
29 
40 
23 
53 
36 

48 
34 
38 
33 
40 
31 
33 
26 
47 
33 
37 
28 

40 
32 
41 
27 
38 
30 
33 
26 
38 
24 
51 
36 

41 

34 

40 

32 

3 

30 

50 

33 

38 

30 

52 

33 

43 
32 
55 
36 
44 
34 
48 
34 
43 
34 
47 
29 

45 
36 
42 
32 
42 
32 
48 
36 
40 
32 


12 


32 

29 

34 

25 

33 

26 

27 

24 

33 

30 

42  41 

35  33 


16   17   18 


19  20 


37  40 
23  30 


20 

38 

■20 
,35 

23 

22 

28 

30 

25 

18 

44 

37 

28 

27 

40 

40 

27 

28 

35 

35 

23 

21 

35 

35 

19 

20 

43 

39 

26 

29 

41 

39 

27 

■23 

37 

33 

26 

22 

43 

40 

24 

20 

43 

39 

27 

28 

39 

32 

27 

25 

12 
18 

3 
19 
11 
15 
12 
23 

8 
28 
14 

24I 

18 
■25 
12 
21 

7 
35 

9 
24 
17 
25 
11 

22 

3 
29 
15 
34 
14 
24 

7 
2 

2 
•29 
17 

27 
15 
25 
5 
33,  37 

i0|  1; 

28|  34 

19!  15 

26i  36 

15j  17 


22  23  24 


2 

25 

-15 

21 

-  2 

30 

-  2 
27 

5 

25 

-19 

■29 

-11 

21 

-14 

24 

7 

28 
1 

■20 
-■22 

21 
-24 

16 

-  6 
30 

-U 
25 

-  6 

28 
2 
16 

-  s 

21 
2 

22 

-  5 
20 

-18 

3(1 

6 

24 
10 
28 

-  6 
21 

-10 
32 

-16 
21 
-  b 
28 


38 
9 

30 
•  3 

28 
■  2 

34 
12 
35 
19 
31 
14 
39 
-11 
40 
18 
35 
18 

35 

15 
•28 
-  I 
33 
0 
33 
16 
41 
22 
40 
•22 

44 
•24 
24 

-  1 
29 
10 
40 

-  5 
3 

-18 
33 
17 

31 
19 
37 
11 
30 

4 

3 
31 

4 
31 


25 


29  35 


26  27 


30 

—  6 

30 

8 

3ft 

11 

20 

-  3 

25 

10 

31 


32 

6 

25 

-  6 
27 

-  1 

22 

5 
25 
10 
23 

-  6 
37 

2 
34 
-10 
28 
13 

27 
10 
19 
14 
26 
-13 

;» 
0 

36 

-  1 
38 

1 

40 
9 

24 
3 

21 
8 

33 

-  4 
30 

2 
24 
13 

31 

9 

34 

-  1 

33  :« 
111  13 
41  32 
12-  6 
22  31 
15-3 
40  23 
22   2 


41 

14 

38 

•22 

43 

26 

35 

211   3 

371  40 


28  29  30 


Zi     24 
6  10 


35 
•23 
35 
20 
21 
2 

35 
18 
37 
24 
33 
16 
24 
10 
25 

36 
•25 

36 
21 
27 
19 
29 
14 
23 
10 
43 
21 
31 
17 

37 
■22 
24 
5 
•29 
18 
21 
12 
28 
-  8 
32  '28 
22     10 


26 

26 
4 

21 
2 

28 

4 
27 
13 
•26 

6 
30 

8 
•27 

2 
28 
1 

■29 
13 
25 

5 

21 

-  6 

19 

4 
30 

7 
26 


39!  27 
15 

361  20 
18-   1 

40|  37 

16;  3 

41!  34 

22'  17 

381  ^24 

19  0 


41V     29 
•21  i      5 


Mean 


36 

•25 

25 

34i 

•22!     10 

19 

■251 

31 1     25 

;i2 

38| 

17!-  1 

4 

■24! 

.39 

■28 

28 

351 

12 

10 

22 

26l 

38 

29 

30 

37 

■28 

21 

24 

30! 

;vi 

•28 

•28,    :?2| 

16 

3 

20 

27 

Continued  on  page  95. 
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Daily  Temperatures  for  December  1944— Continued  from  page  m 


SUtlons 


Mean 


Indiana 

Irwin 

.i8niestowu/-2N\V... 
J()hnstown''-0.5  W 

Kane'-l  N 

Lancaster 

LaHTencevlUe 

Lebanon  ' 

Lewistowu/-2SVV 

Lock  Haven^ 

Marcus  Hook' 

Marti  nsburtr^ 

Mauch  Chunk!  SVV... 

MeadvilleZ-lS 

Mercer3.2.5  NE 

Middletownl-1.5  W.  .. 

Midland*' 

Montrose/-3  ¥. 


(  Maximum 
( Miiiinuiiii . 
I  Maximum. 
( Minimum . 
I  Maximum, 
I  Minimum. 
I  Maximum. 
[  Minimum . 
I  Maximum. 
1  Minimiun. 
Maximum. 
.  Minimum. 

.Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum .. 
Maximum. 
.Minimum.. 
Maximum.. 
-Minimum.. 
Maximum.. 
Minimum. 


/  Maximum 
\  .Minimum, 
/  -Maximum 
\  Minimum. 
/  .Maximum 
\  Minimum. 
/  Maximum 
\  .Minimum 
/  .Maximum 
Minimum. 
Maximum, 
.Minimum. 


{I 


{I 


Mt.  Lebanon^ i  Maximum. 

\  Minimum. 
Mt.  Pocono3-2  N t  Maximum. 

I  Minimum. 
New  Bloomtield I  Maximum 

\  Minimum. 
Newbiirg'-3.5N\V t  Maximum 

\  Minimum,, 
New  Castle-1.5  N (  Maximum. 

\  Minimum. 
Palmertoni ( .Maximum. 

\  Minimum., 


Park  Place'*-!  NW  . . . . 
Philadelphia  Arpt. ' .. 
Philadelphia  CO.i.  ., 

Phila.  Shawmout 

Philipjburg3.7  e 

Phoenix  ville-1. 5  SE  . . 

Pittsburgh  Arpt  Sta.'. 
Pittsburgh  City  Office' , 

Port  Clinton/ 

Putney ville-2.5  SE 

Quakertown-0.6  E 

Reading' 


.  (  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 

(  Maximum.. 

\  Minimum.. 
.  /  -Maximum..! 

\  .Minimum.  ; 

/  Maximum.. 

I  Minimum., 

/  .Vlaximum.. 

\  .Minimum.. 

/  Maximum.. 
\  Minimum.. 
/  .Maximum.. 
\  Minimum.. 

-Maximum.. 

Minimuui.. 
I  Maximum..! 
\  Minimum. ,; 
y  Maximum.. 
I  Minimum.. 
/Maximum.. 
\  Minimum.. 

Ridgway  / /  Maximum..! 

\  Minimum.. 

Scrantou' ;  Maximum..' 

J,  ,,  I  .Minimum., 

feelinsgrove r  Maximum.. 

\  Minimum.. 

Somerset (  Maximum . . 

„     .       ,.  \  Minimum.. 

bpringsb-1  SW   I  Maximum.. 

at  .    ^  „       ■  \. Minimum. 

State  College' I  Maximum..' 

\  Minimum., 


•{ 


Stroudsburg-2  E. 
Tamarack /-2  S... 
Tione.-,ta/-!.5SE. 
Titu,*ville-2S.  ... 
Towanda-1  E.  ... 


.  /  Maximum. 

\  Minimum. 
.  /  Maximum . 

\  Minimum.. 
.  /  Maximum. 

\  Minimum., 
,  /  Maximum.. 

V  Minimum.. 

/  Maximum.. 

\  Minimum.. 


Continued  on  page  96 
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December  1944 


Daily  Temperatures  for  December  1944— Continued  from  page  95. 


Stations 


Uniontown 

Vaudergrifti 

Warren 

Waynesburg 

VVellsboro/ 

West  Chester 

Wilkes-BarreS 

Williamsport 

Williaiiistown 

Wood\vard3-2  NE 

York-SSW 


•{ 


/  Maximum.. 
\  Minimum.. 
(  Maximum. 
\  Minimum. 

Maximum. 

Minimum.. 

Maximum. 
\  Minimum.. 
(  Maximum. 

V  Minimum., 
/  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum. 
/  Maximum. 

V  Minimum.. 
(  Maximum. 
\  Minimum., 
(  Maximum. 
\  Minimum. 
(  Maximum. 
\  Minimum. 


35     37 


25     21 


9      10 


14     15 


16     17 


20 


21     22     23     24     25 


6 
2» 
-  5 
22 
12 
32 
■11 
22 
-21 
35 
8 
22 
-  8 
27 


26     27     28     29 


41 
16 
33l     38 


31    Mean 


37.8 
22.2 
38.0 
20.3 
29  7 
18.0 
36.1 
18.0 
31.7 
10.4 
.37.  8 
23.9 
.33.9 
19.2 
■.H.i 
«^ 
34.7 
17  n 
■28.6 
16.4 
39.5 
21.7 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSTJBE,  WIND,  HUMIDITT  AND  SUNSHINE. 


Atmospiieric  pressure 
(reduced  to  sea  level) 


Erie 

Harrisburg. . . 
Piiiladelphia  . 
Philipsburg.., 
Pittsburgh.... 

Reading 

Scrauton 


30.  79 
30.  7fi 
30.  74 
30.  72 
30.77 
30.  75 
30.74 


29.  25 
28.87 
28.  99 
28.  99 
29. 16 
28.90 
28.88 


Wind* 


9 
O 

J3 

OJ  o 
<  > 


.§•3 

X  o 

S  > 


9.2 
8.6 
10.0 
11.2 
10.8 
12.0 
7.3 


n\v. 

n\v. 


Relative 
Humidity 


75  I  81 
75  I  81 
54  !  Mt 
69ti. 


BIVEK  CONDITIONS 


(S 

Q 

19 

1124 

42 

1097 

46 

1013 

1380 

1161 
1049 
1170 


»  TT^r  »,-,v  fivp-minute  period.  *'  Corrected  to  true  velocities, 

t  f^:00  noon      T 4^00  p'^m         sS  Also  other  dates.        »  One-minute  interval. 


Port  Jervis,  N .  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley.(nr)  Lock  No.  6. 

Sutersville 

CharleroK  nr. ),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Delaware. 

Delaware 

Lehigh 

Schuylkill ... 

N.  Br.  Susquehanna.. 

W.  Br.  Susquehanna. 

Juniata 

Susquehanna.  . . . 

Allegheny 

Youghiogheny... 
Monongahela  — 

Ohio 

Ohio 


3.3 

1 

3.5 

47 
5.1 
1.8 
4.0 
4.4 

13.8 
6.2 

15.6 


4.8 

5.2 
4.4 
6.9 
8.6 
3.4 
6.6 
5.2 
16.8 
15.0 
31.1 
20.9 
26.6 


1 
2 
9 
1 

10 
28 
28 
31 
26 
26 
26 
26 
27 


2.3 

24  1 

1.8 

21  1 

3.1 

24  1 

3.6 

•28 

3.2 

23 

0.8 

6 

3.2 

6 

3.7 

7 

V2.7 

6 

4.0 

6 

12.1 

6 

• 

• 



18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


•  Pool  Stage. 


t  On  other  days  also. 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
anddirectionof  station  from  City  Post  Ofiice. 

All  dpnartures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  St  ations  haWngTo  or  more  vears  of  record .  except  that  for  F  rst-(  irder  NVeather  Bureau 
Ij.tionsl^eyar"  based  on  iidopted  normals,  tt  Precipitation  normals  or  standard 
mean"  ad.iusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  rea^lings  are  for  24 
hours  ending  late  in  afternoon. 

.^/S  ;?c'  'Sfmberof^dayf  missing,  for  example.  ^'  indicates  two  days  missing. 
Italic!^,  data  interpolated. 
$  Partly  interpolated. 
§5  Incomplete, 
t  And  other  dates, 
tt  Daily  amounts  inconsistent. 

i  Received  too  late  to  be  included  in  means  and  summaries. 
•  Included  in  next  measurement. 

f  ln:t"i!^mlnfs°a°e^^lad  in  the  n.orning.  the  maximum  temperature  then  read  is 
barged  to  the  preceding  day,  on  which  it  almost  always  occurs. 

1  Midnight  to  midnight.  .,<  v,„,„. 

2  Measured  in  the  morning  for  the  Preceding  24  hours. 

3  Data  for  24  hours  ending  at  1:30  a.  m.  of  the  following  da>  . 

4  Best  available  used  for  stations  not  equipped  with  recorders. 
6  Recording  gage.  ^  ,,  r^ 

6  At  a  fixed  hour  between  sunset  and  1 1 :00  p.  m. 

7  Noon  to  noon. 


List  of  Changes  in  Station  Designations 

For  more  exact  location  of  the  equipment,  station  names  have  been  changed  as 
follows : 


Dauphin 

Farrell 

Ford  City 

Grantville 

Jamestown 

Krpff&r 

McConnellstown 

Milroy 

Monroeton 

Neffs  Mill 

Newburg 

Putneyville 

Sheffield 

Tyrone 

Williamsport4SE 


formerly 


Peters  Mountain  Tower 

Sharon 

Crooked  Creek  Dam 

Manada  Gap 

Pvmatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Charter  Oak 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherry  Grove 

Bald  Eagle 

Shaffers  Path 

(W  B.  0.,  Philadelphia-2 -22-45-975) 
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plowing  and  pliUitinK-  Roiuls  near  Mcadville  were  inundated 
for  a  sliort  time  on  tjbo  13th.  , 

May:     Hot  and  wet,  but  with  precipitation  deficiencies  be- 

t,'innnifj;  in  the  southeast.  At  Chiysville  on  the  20th,  there  waf? 
minor  Hooding  as  the  result  of  1.85  inches  of  rainfall  in  one 
hour.  Repeated  storms  caused  a  landslide  which  blocked  the 
liighway  near  Oil  City  on  the  23d. 

June:  Warm  and  continued  wet.  The  extreme  minimum, 
29°,  was  the  lowest  June  temperature  recorded  since  1933. 
Highest  temperatures  occurred  on  the  18th  and  29th  and,  at 
scattered  western  stations,  these  were  the  extreme  maxima  for 
the  3'ear.  Thunderstorms,  reported  on  all  but  five  days,  were 
most  general  on  the  19th  and  23d.  Damage  to  crops  and  prop- 
erty was  reported  from  all  sections  of  the  State.  Overshadowing 
all  else  were  the  tornadoes  which  moved  across  southwestern 
Pennsj^lvania  on  the  night  of  June  23,  killing  44  persons,  injur- 
ing hundreds  of  others,  and  damaging  property  to  the  extent  of 
an  estimated  $2,000,000. 

July:  Dry,  except  in  the  southwest.  Wind  caused  minor 
damage  at  Scranton  and  Waynesboro.  On  the  16th,  the  wind 
velocity  of  43  miles  per  hour  set  a  new  record  for  the  month  at 
Scranton.  In  a  storm  at  Waynesboro  on  the  29th,  winds  were 
of  tornadic  action. 

August:  Warm  and  dry.  Minima  on  the  26th  were  the  low- 
est in  more  than  50  years  at  Harrisburg,  Johnstown,  Philadel- 
phia, and  Quakertown.  At  York  on  the  13th,  a  small  tornado 
ripped  the  roofs  from  a  row  of  six  houses  and  caused  additional 
minor  damage.  Lightning  and  wind  damage  were  widespread 
throughout  the  month. 

September:  Cool  and  wet.  Property  damage  from  rain  and 
high  winds  was  extensive  in  the  east,  during  the  passage  of  a 
hurricane,  northward  along  the  New  Jersey  coast,  from  the  12th 
through  the  14th.  A  tornado  damaged  property  in  Bucks 
County  on  the  28th. 

October:  Cool  with  precipitation  about  normal  as  a  result 
of  heavy  rain  on  the  20-21st,  when  nearly  half  the  month's  total 
fell.     Killing  frosts  occurred  in  all  sections  on  the  16th. 

November:  Seasonable.  The  weather  was  favorable  for  out- 
door work  during  the  first  half.  The  first  significant  snow  of 
the  season  fell  on  the  20th  and  made  roads,  in  northern  coun- 
ties, dangerous. 

December:  Cold  and  stormy.  Western  and  northern  coun- 
ties bore  the  brunt  of  repeated  storms  which  piled  up  the  great- 
est December  snowfall  in  54  years.  The  greatest  individual 
total  was  76.5  inches  at  Corry,  by  far  the  greatest  of  record  for 
any  month  at  that  station.  Conditions  grew  worse  in  the  west 
as  the  snow  drifted,  blocking  most  secondary  roads.  Many  com- 
munities were  still  snow-bound  as  the  year  ended.        g.  w.  s. 
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PENNSYLVANIA  SECTION. 

L.   F.  CONOVER. 
HARRISBURG,    PA. 


Vol.  XLIX. 


Annual  Summary,  1944. 


No.  i;'.. 


aENERAX  SXrMMART 

Statistically,  1944's  weather  was  about  normal.  The  mean 
temperature  was  50.0°,  0.2°  below  normal,  whil(>  the  annual 
precipitation,  40.22  inches,  was  only  1.79  inches  deficient.  Con- 
cealed in  these  figures  are  all  possible  combinations  of  weather, 
normal  to  Pennsj'lvania,  with  the  most  devastating  system  of 
tornadoes  in  the  State's  history  thrown  in  for  good  measure. 

After  the  driest  winter  of  record,  March  and  April  were  wet 
and  unseasonably  cool,  retarding  field  work  and  planting.  The 
hottest  May  of  record  accelerated  the  growth  of  vegetation,  but 
rainfall  continued  above  normal  through  June,  keeping  fields 
too  wet  for  normal  activity.  Precipitation  deficiencies,  reported 
in  the  southeast  in  May  and  in  west-central  counties  in  June, 
grew  worse  and  spread  during  the  driest  summer  since  1932. 
By  the  end  of  August,  communities  south  and  east  of  the  moun- 
tains had  accumulated  deficiencies  for  the  growing  season, 
ranging  from  4.00  to  9.00  inches.  Summer  temperatures  were 
not  exceptionally  high,  which  alleviated  the  drought  conditions 
to  some  extent.  Relief  came  to  the  southeast  in  September,  too 
late  to  be  of  material  benefit  to  most  crops.  Rainfall  continued 
below  normal  at  west-central  stations  for  what  remained  of  the 
growing  season.  Ideal  weather  permitted  completion  of  most 
outdoor  work  by  mid-November. 

The  snowiest  December  since  1890  brought  the  average  snow- 
fall for  the  year  to  53.8  inches,  the  greatest  since  1914.  The 
snow  which  blanketed  the  unfrozen  ground  during  the  coldest 
part  of  the  month  provided  excellent  protection  for  winter 
grains  and  offered  the  prospect  of  improved  soil  conditions  in 
1945. 


WEATHER   BY  MONTHS 


January:  Warm  and  dry,  with  most  of  the  month's  pre- 
cipitation concentrated  in  the  first  week.  Snowfall,  averaging 
less  than  half  normal,  provided  little  protection  for  wintei' 
grains.  Sleet,  snow,  and  freezing  rain  on  the  3d  caused  many 
minor  accidents. 

February:  Mild  and  open,  ending  the  driest  winter  of  rec- 
ord. Snowfall,  60%  of  winter's  total,  was  slightly  deficient, 
leaving  winter  grains  exposed  to  freezing  temperatures.  Slip- 
pery roads  kept  cindering  crews  active  most  of  the  month.  Wind 
damaged  property  at  Pittsburgh  on  the  22d. 

March:  Cold  and  stormy  with  more  precipitation  than  Jan- 
uary and  February  combined,  and  the  greatest  monthly  total 
snowfall  of  the  season.  Many  accidents  occurred  on  roads  made 
slippery  by  snow,  sleet,  and  freezing  rains.  High  winds,  gen- 
eral on  the  29th,  damaged  property,  particularly  at  Erie  and  in 
southwestern  counties. 

April:  Cool  and  rainy.  The  persistent  cool  weather  contin- 
ued to  retard  the  growth  of  vegetation,  and  wet  fields  impeded 


ERRATA 

December  1944.  — Page  90,  George  School,  mean  temperature 
should  be  30.4°,  departure  should  be  —3.2°.  Page  94,  George 
School,  maximum  on  31st  should  be  34°,  mean  maximum 
should  be  38.6°.  Page  95,  Philadelphia  Airport,  maximum  on 
12th  should  be  47°,  mean  maximum  should  be  39.3°. 

Departures,  as  shown  on  the  various  tables,  incorporate  all  cor- 
rections to  1944  monthly  issues  of  Pennsylvania  Climatological 
Data. 
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CLIMATOLOGICAL  DATA:     PENNSYLVANIA  SECTION. 


Year  1944 


Olimatolosical  Data  for  the  Tear  1944 


Counties 

c 
o 

> 

Temperature  (degrees  Fahrenheit) 

Precipitation  (Inches) 

o 

.a 

t-l 

1 

X 

Sky 

o 

stations 

o 

3 

a 

OS 

0) 

a 
1 

a 
a 
< 

E 

3 

2 

Q 

1 

O 

a 
3 

d 

(^ 

a; 

ja 
o 

1 

s 

a 
o 

a 

1 

Xi 

5 

2 
a 

O 

a 
1 

1 

S 

08 

■z 

11 

go 

t» 

•o 

3 
O 

■a 

a 

■or; 
tf 
c 

"3 

> 

AUaiilic  I>rainage. 
Allentown  Arpt.  4NK.. 

384 

1,500 

364 

990 

473 

600 

431 

300 

2. 215 

2. 020 

2,  125 

1,020 

800 

1,970 

184 

500 

900 

600 

364 

980 

200 

700 

255 

996 

469 

654 

12 

1.460 

1,914 

745 

435 

1,952 

10 

66 

1,914 

430 

480 

273 

746 

476 

1,175 

327 

2,  250 

755 

1,319 

440 

549 

777 

2. 182 

390 

1.680 
1.400 
1,077 
1,114 
1,170 
1,150 
1,746 

761 
2, 060 

950 

987 

977 
1,300 
1,090 
1,050 
1,760 
1.065 
1.200 

780 
1,163 

900 
1, 226 
1,270 
1,385 
2,100 
2,  .500 
1,200 
1,550 
1,040 

825 
1.190 
1.100 

705 

4 

47 

42 

3 

78 

45 

56 

2 

2 

2 

I 

24 

5^ 

38 

68 

41 

40 

56 

26 

26 

56 

42 

47 

56 

54 

17 

2 

3 

3 

19 

2 

4 

27 

2 

6 

57 

47 

50 

55 

56 

30 

2 

60 

64 

90 

6 

28 

2 

46 

15 
33 
22 

1 
40 
48 

1 

18 
27 

1 
61 
36 
42 
45 

3 

1 
51 

5 

7 
19 
64 
11 

1 
29 
77 
24 

1 

1 
55 
30 
60 
14 

72 

51.2 
49.4 
51.8 
50.8 
51.6 
52.4 
53.8 
54.0 
45.6 
45.4 
49.2 
50.4 
49.8 
47.6 
.53.0 
54,0 
49.2 
63.5 
53  3 
47.8 
54.6 
51.3 
52.8 
48,6 
62  3 
51.1 
67.4 
49.2 
45.2 
52.9 
50.2 

46  4 
54.2 
54.4 
44.6 
49.9 
60.4 
63.9 
60.2 
51.2 
50.0 
51.4 
45.3 
49.  1 
46.6 
53.4 
49.6 
50.7 
46.4 
54.3 

46.1 
47.1 
50.8 
49.0 
49.5 
52.3 
48.6 
54.5 
46.6 
50.8 
48.6 
50.2 
61.6 
62.1 
47.5 
44.0 

47  5 
47.8 
62.0 
62.0 
51.7 
52.0 
49.7 
46.1 
48.2 
46.8 
48.0 
48.2 
53.8 
52.6 
47.8 
51.4 

50.4 

50.0 

98 
97 
99 

103 
99 

100 
98 

100 
90 
94 
94 
99 
95 
93 
97 

101 
97 

100 

101 
98 
98 

101 
95 

100 
99 

102 

103 
95 
91 

102 
96 
93 
97 
97 
91 
98 
99 

100 
98 
99 
96 
98 
95 

100 
96 
96 
99 
97 
94 
99 

93 

94 
97 
96 
96 
95 
94 
98 
92 
96 
95 
93 
95 
96 
99 
93 
96 
95 
95 
96 
97 
95 
95 
96 
94 
90 
96 
93 
93 
97 
95 
94 

96 

103 

Aug.    4t 
Aug.  13 
Aug.  12 
Aug.  lit 
Aug.  12t 
Aug.  12t 
Aug.     4 
Aug.     4 
Aug.     4 
Aug.  13 
Aug.  lit 
Aug.  11 
Aug.     5t 
Aug.  13 
Aucr.     5t 
Aug.  12 
Aug.  13 
Aug.  13 
Aug.  12 
Aug.  U 
Aug.     4 
Aug.  13 
Aug.     5 
Aug.   13T 
Aug.   12 
Aug.   13 
Aug.     4t 
Aug.  12t 
Aug.     4t 
Aug.  13 
Aug.     4t 
Aug.   11 
July     7t 
July     7t 
Aug.  l.S 
Aug.  13 
Aug.     6 
Aug.  13 
Aug.  13 
Aug.  12t 
Aug.  13 
Aug.     4t 
Aug.  13 
Aug.  13 
Aug.  13t 
Aug.     4t 
Aug.  13 
Aug.  12t 
Aug.   13 
Aug.     4t 

Aug.     4 
Aug.  13 
June  '29 
July     6t 
Aug.  12 
July   lit 
Aug.  12 
Aug.  12t 
Aug.  12t 
Aug.   13t 
June  18 
Aug.  12t 
June  18 
Aug.  12 
Aug.     4 
Aug.     4t 
Aug.     4 
Aug.     4 
June  I8t 
Aug.  12 
June  1st 
Aug.  13 
July   11 
Aug.  13 
Aug.  13 
Aug.  13 
Aug.     4 
June  28t 
Aug.  12 
June  18+ 
Aug.  15 
Aug.  11 

June  27 

Aug.    4t 

-  2 

-  7 
6 

-  2 

-  2 
3 
7 
1 

-  6 

-  5 
2 

-  6 
0 
0 
3 
5 

-10 
10 

2 
-10 

9 

-  5 

-  3 
-20 

2 

-  8 
12 

-  3 
-10 

2 

-  2 

-  1 
10 

s 

-26 
0 

-  5 
8 

-  1 
-11 

-  3 

-  6 

-  4 
-16 
-21 

-  8 

-  5 
1 
0 

-20 
-19 
-15 
-19 
-11 
-11 

-  6 
2 

-  5 
-16 

-  8 
-15 

1 

-  8 
-14 
-26 
-13 

-  8 

-  3 

-  4 
-10 

6 
-16 
-21 
—20 
-14 
-22 
-15 

-  5 

-  5 

-  4 
-11 

4 

-26 

Dec. 
Dec. 
Dec. 
Deo. 
Dec. 
Jan. 
Jan. 
Dec. 
Feb. 
Feb. 
Jan. 
Dec. 
Dec. 
Feb. 
Feb. 
Dec. 
Dec. 
Jan. 
Dec. 
Dec. 
Jan. 
Deo. 
Jan. 
Dec. 
Dec. 
Dec. 
Dec. 
Dee. 
Dec. 
Dec. 
Dec. 
Dec. 
Dec. 
Dec. 
Dec. 
Dec. 
Dec. 
Dei'. 
Deo. 
Deo. 
Deo. 
Deo. 
Feb. 
Deo. 
Dec. 
Dec. 
Dec. 
Dec. 
Feb. 
Jan. 

Dec. 
Dec. 
Dec. 
Dec. 
Dec. 
Dec. 
Dec. 
Deo. 
Dec. 
Dec. 
Dec. 
Dec. 
Dec. 
Dec. 
Dec. 
Dec. 
Deo. 
Dec. 
Dec. 
Dec. 
Dec. 
Feb. 
Dec. 
Dec. 
Dec. 
Dec. 
Dec. 
Dec. 
Dec. 
Dec. 
Feb. 
Dec. 

Feb. 

Dec. 

22 
22 
■22 
22 
22 
17 
17t 
22 
19t 
19t 
9t 
22 
22 
19 
14 
22 
22 
17t 
22 
22 
17 
22 
17t 
22 
22 
22 
2-2 
22 
22 
22 
22 
22 
22 
22 
22 
22t 
22 
22 
22 
22 
22 
22 
20 
22 
22t 
22 
22 
22 
19 
17t 

22 

22 

22 

22 

22t 

■22 

22 

22 

22t 

22 

22 

22 

■22 

'22 

22t 

■22 

•22 

■26 

■22 

■22 

22 

13 

22 

■22t 

22 

22 

22 

22 

■22 

22 

13t 

22 

19 

22 

4 

68 

69 

3 

65 

48 

56 

2 

2 

8 

8 

•23 

7 

51 

38 

71 

41 

41 

56 

34 

41 

57 

53 

47 

61 

54 

18 

2 

3 

3 

•28 

2 

4 

49 

2 

6 

59 

67 

.50 

55 

60 

27 

4 

50 

74 

94 

6 

10 

3 

57 

27 
53 
30 

47 
40 
48 

1 

18 
26 

1 
72 
36 
32 
48 
13 
■29 
52 

5 

8 
19 
60 
11 

1 
38 
61 
•25 

8 

1 
56 
31 
56 
18 

72 

34.15 
42.21 
35. 24 
38.79 
40.40 
37,87 
40.22 
43.77 

45.  52 
45.84 
41.^22 
35.19 
43.61 
42.69 
46.10 
36.67 

43.  .30 
38.67 

40.  62 
39.  46 
30.14 

34.  24 
44.02 
30.09 

46.  82 
35,21 
40.75 
37.16 
43. 12 
36.71 
36.24 
33.92 
39.  52 
41.80 
60.68 
41.22 
45.10 
J2  19 
31.87 
43.63 
39.35 

41  48 
39.64 
33.89 
32  98 
43.31 
31.79 
43.49 
42.30 
42.77 

12.06 
39.43 
40.62 
40.19 
43.34 
49. '29 
52.  (12 
41.93 
44.50 

42  14 
35.60 
42.89 
47.65 

44.  33 

35.  52 
42.77 
4(1.  49 
30.37 
36.41 
40.01 
34.32 
40.56 
46.19 
34.70 
49.69 
5^2.  03 
37.72 
39.22 

47.  32 
41.68 
44. 30 

41.  82 

40.68 
40.22 

4.63 
6.55 
4.56 
5.21 
5  48 
5.51 
.5.76 
5.63 
5.70 
6.^27 
6.19 
6,21 
7.38 
8.^20 
8.07 
4.97 
7.53 
6.23 
5.49 
4.72 
4.49 
4.79 
5,82 
6.45 
6.68 
5.24 
6.53 
3.91 
6.06 

4.  .53 
4.99 
4.34 
5.82 

6,  73 
8-41 
5,83 
6.56 
6.05 
5.66 
6.48 

7.  8;3 
.5.03 
6.<)0 
5.44 
4.84 
6.29 
4.49 
5.70 
7.42 
5.43 

6.05 

6.61 

4.99 

6.42 

6.45 

6.70* 

7.50 

5.  77 
5.76 
5,73 
5.73 
6.37 
7.17 
6.50 
5.21 
5.36 
5.20 
4. -28 
4.67 
6.31 
4.41 
6.18 
6.16 
4.83 
7.06 
5.71 
6.44 
4.41 
6.05 
6.70 
6.04 
5.47 

5.04 

11.03 

Sept. 

June 

Mar. 

Oct. 

Mar. 

Mar. 

Mar. 

Mar. 

May 

May 

May 

Oct. 

Sept. 

June 

Sept. 

Mar. 

June 

Mar. 

June 

June 

Mar. 

Mar. 

Aug. 

May 

June 

May 

Mar. 

Mar. 

Apr. 

Mar. 

June 

Sept. 

Sept. 

Mar. 

May 

Mar. 

Sept. 

Apr. 

June 

May 

May 

June 

June 

May 

May 

Sept. 

June 

Sept. 

May 

Mar. 

June 
May 
May 
May 
May 
Mar. 
May 
Mar. 
Mar. 
June 
May 
Dec. 
June 
Mar. 
May 
May 
May 
May 
Mar. 
Mar. 
May 
Dec. 
May 
May 
May 
Mar. 
May 
June 
May 
June 
Sept. 
June 

Apr. 

May 

1.24 
1  .52 
1.33 
1.23 
1.60 
140 
0.74 
1.42 
1.51 
1.34 
1.19 
1.06 
1.09 
1,48 
0,50 
1.21 
1.40 
1.13 
0.88 
1.69 
0.^27 
1.31 
1.52 
0.38 
1.49 
1.08 
1.39 

i.as 

1.  38 

0.84 

1.37 

0.N9 

1.05 

1.00 

■2.  .54 

1.82 

0.88 

0.93 

0,81 

1.14 

1.12 

1.03 

1.15 

0.70 

0.77 

0.69 

1.02 

1.  62* 

1.50 

1.41 

1.29 

1.76 

1.88 

2-23 

1.67 

2.14 

1.34 

1.60 

2.. 38 

1.77 

1.91 

1.56 

1.97* 

1.55 

1.42 

1.63 

1.69 

1.10 

1.38 

1.50 

1  36 

1.21 

1.92 

1.07 

1.75 

■2.26 

1  83 

1.75 

1.61 

1   67' 

1.54 

1.41 

0.85 

0.06 

May 
Aug. 
May 
Aug. 
Feb. 
Feb. 
July 
Feb. 
July 
Aug. 
July 
Aug. 
July 
July 
July 
Aug. 
Aug. 
July 
July 
Jan. 
July 
Feb. 
July 
Jan. 
Feb. 
Aug. 
July 
Aug. 
July 
July 
Oct. 
Aug. 
July 
July 
Feb. 
Oct. 
July 
July 
Jan. 
Aug. 
Feb. 
Oct. 
Jan. 
Jan. 
Jan. 
July 
Jan. 
Feb. 
Feb. 
Feb. 

Jan. 

Feb. 

July 

Jan. 

Jan. 

Feb. 

Jan. 

Jan. 

Feb. 

Feb. 

July 

Jan. 

Feb. 

Jan. 

Oct. 

Jan. 

Oct. 

June 

Jan. 

Jan. 

Sept. 

Sept. 

Feb. 

Jan. 

Jan. 

Aug. 

July 

Jan. 

Jan. 

Sept. 

Jan. 

Jan. 

Jan. 

July 

28.4 
71.0 
34.5 
43.3 
44.5 
33.6 
21.7 
15.8 
102.8 
59.1 
67.7 
47.8 
41.7 
55.2 
'27.7 
33.0 
45.9 
34.8 
36.3 
65.6 
'29.6 
41.5 
36.9 
45.2 
37.7 
56.7 
15.0 

73.'?' 
22.  1 
40.6 
40.3 
17.2 
21.5 
95.6 
44.0 
'28.8 
42.2 
'29.9 
39.2 
61.8 
34.2 
78.6 
60.2 
63.7 
33.5 
30.0 

68.8 
32.0 

75.9 

76!2 
73.7 
42.8 
.58  7 
88.1 
37.0 
71.5 
43.8 
72.0 
53.6 

■73.' s' 

m.e 

102.  6 
62.6 
41.9 
43.9 
53  0 
46.3 
61.1 
56.0 
86.2 
96.7 
62.  9 

■si'.k' 
no 

28.8 
81.4 
53.8 

116 
138 
129 
109 
119 
115 
112 
115 
173 
124 
130 
116 
115 
125 
1-24 
1'21 
123 
1'23 
1-22 
121 
120 
133 
134 
95 
111 
129 
108 
133 
139 
117 
111 
137 
114 
116 
160 
113 
1.33 
125 
1-27 

'i37' 
117 
150 
131 
127 
114 
109 
110 
142 
140 

149 
154 
134 
164 
136 
136 
160 
136 
145 
147 
139 
159 
152 
170 
158 
182 
169 
1.53 
140 
147 
142 
161 
160 
1.54 
158 
186 
165 
164 
153 
140 
145 
135 

148 

136 

92 
182 
186 
159 
195 
111 

78 
184 

81 
122 

55 
121 
141 

98 
191 
179 
148 
163 

79 
176 
136 
106 
•208 
131 
230 
143 
246 

136 
104 
62 
75 
61 
129 
91 
105 
136 
101 
132 
84 
110 
56 
74 
85 
92 
78 
108 
88 
10-2 
88 
62 
119 
63 
75 
26 

138 

80 
128 
132 
110 
126 
197 

77 
149 
143 
179 
161 
115 
212 
101 
102 
126 
r25 
179 
102 
128 
172 

96 
116 

73 
148 

96 

uw 

Blair 

w. 

Northampton 

Hundingdon 

Cumberland 

Franklin 

Cliester 

nw. 

Burnt  Cabins,  2  NE 

w. 

SW. 

Chanibersburg.  1  SW.  .. 

ne. 
nw. 

Lancaster 

n. 

Curweusville.  6NW.... 

Clearfield 

w. 

Sullivan 

ne. 

East  Waterford.  3  E.... 

uw. 

Bedford 

SW. 

Fredericksville,  IS 

Berks 

8W 

Luzerne 

w. 

Bucks 

Adams 

8W. 

nw. 

Schuylkill 

York 

sw. 

8. 

Harrisburg(Arpt.),  3.5  S 

TThwImT    05  R         

Dauphin 

W. 

Wayne        

w. 

Lancaster 

nw. 

Huntingdon 

Lancaster 

nw. 

nw. 

Tioga 

n. 

SW. 

Clinton 

e. 

Marcus  Hook 

Delaware 

w. 

Mt.  Pocono,  2N 

Newburg,3.5NW 

47 
144 
126 

77 

85 
132 

47 

180 
151 
103 
150 
120 
90 
128 

139 
71 
137 
139 
161 
144 
191 

nw. 

Cumberland 

Carbon 

w. 

ne. 

Park  Place.  INW 

Philadelpbia  (Airport). 

Phila.  Shawmont 

Philipsburg.  7E 

Schuylkill 

Philadelphia 

Philadelphia 

Centre 

nw 

SW. 

nw. 

w. 

Schuylkill 

Qaakertown,0,5  K 

161 
104 
87 
127 
102 
137 
79 
108 
118 
166 
36 
73 
56 
188 

62 
40 

101 
106 
144 

r2o 

106 
83 
148 
135 
103 
94 
200 
177 
93 
94 

134 
127 

104 
156 
135 
119 
158 
146 
139 
123 
146 
106 
\M 
116 
218 
84 

180 
199 

vv 

Berks 

nw. 

Lackawanna 

Snyder 

n. 

SW. 

s>v. 

Stroudsburg,  2  E 

Tamarack,  2  S 

Towanda,  IK 

Monroe 

Clinton 

Bradford  

n^v. 

w. 

nw. 

Tioga  

w. 

Wpst  (;hp<^ter       

Chester 

nw. 

Wilkcs-Barre. 

Luzerne 

SW. 

Dauphin 

Woodward,  2  NE 

York   3  SW                

w. 

York 

w. 

Ohio  Draivage. 
Bradford  4  W 

McKean 

w. 

Jefferson 

SW. 

Butler 

w. 

Clarion,  3  SW 

Dlavsville  .           

Clarion 

Washington 

Westmoreland 

Westmoreland 

Washington 

75 
141 

97 
89 

194 
136 

w. 
nw. 

w. 

Donegal             

87 
60 
131 
122 
141 
139 
164 
117 

187 
91 
76 
59 
99 
93 

134 
88 

92 
215 
159 
185 
126 
134 

68 
161 

w. 

Douoi'a  

SW. 

w. 

Ford  City  4  S 

Armstrong 

Venango 

w. 

n. 

Westmoreland  — 
Indiana 

SW. 

g. 

Westmoreland  — 

w. 

Jamesto-\vn.  2  NW 

Kant*  IN 

ne. 

McKean  

97 
82 
46 
78 
V20 
106 
77 
105 
92 
63 
62 
1.54 
42 
135 
108 
101 
67 

55 

118 

59 
116 
144 
131 
1-21 
147 
144 
119 
103 

r26 

125 
46 
174 
131 
193 
166 
173 

149 

111 

210 

168 
176 
157 
125 
113 
145 
142 
171 
177 
189 
166 
150 
100 
65 
99 
126 

162 

137 

w. 

Moadvillp   IS 

Crawford 

SW. 

Mercer  2  5  NE 

Mercer 

s. 

Midland                  

Beaver 

uw. 

Mount  Lebanon 

Now  Castle   1  6  N 

Allegheny 

La^v  re  nee 

8. 

w. 

IMttsbiirgh  (Airport).  .. 
Putney ville,  2.5  SE 

Allegheny 

Armstrong 

Elk 

SW. 

w. 

s. 

Somerset 

SW. 

Springs,  1  SW 

Somerset 

Forest            

Crawford 

w. 

Tionesta,  1..5  8E 

Titusville  2  S 

w. 

SW. 

Uiiiontown     .... 

Payette 

SW. 

Westmoreland 

Warren 

SW. 

Greene 

w. 

Lake  Drnivnge. 
Erie 

Erie 

SW. 

For  the  State       

vv. 

Figures  and  letters  follo'wlng  station  indicate  distance  in  miles  and  direction  of  station  from  the  city  or  town.        t  Also  on  other  dates.       •  Partly  interpolated. 
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CI.IMA'I'OI.OCICAI.  DATA:    PENNSYLVANIA  SKC'l'lON 


Monthly  and  Annual  Precipitation  for  the  Year  1944,  with  Departux 

OS  Arom  the  Normal 

January 

February 

March 

April 

May 

June 

July 

.\UKUSt 

HeptembiT 

n.tober 

November 

December 

Annual 

a 

a 

a 

a 

a 

0 

a 

C3 

13 

a 

fl 

a 

a 

o 

o 

o 

o 

Q 

O 

o 

o 

O 

o 

o 

o 

o 

Stations 

V 

0) 

s 

s 

c 

o> 

■a 

tt) 

■e 

(D 

■G 

V 

a        a 

B 

0) 

'G 

a> 

s 

a> 

■o 

IV 

s 

o 

S 

g 

S 

S 

b 

S 

§ 

S 

b 

S 

tl 

s 

g 

s 

s 

5 

s 

5 

S 

^ 

S 

f^ 

a 

"B 

-g 

0. 

^ 

a 

tt 

a 

t; 

a 

tt 

a 

t 

o 

t: 

o. 

t: 

0. 

*^ 

a 

c 

o. 

t 

0. 

C 

a 

I 

a 

a 

•c 

a 

S^ 

OS 

S 

g 

^ 

O. 

S 

C. 

■% 

g 

u 

a 

V 

& 

■g 

OS 

P. 

s 

Q, 

1 

£ 

Q 

£ 

£ 

<S 

£ 

a 

(£ 

& 

Oi 

a 

£ 

Q 

£ 

a 

c 

a 

£ 

<* 

£ 

& 

£ 

Q 

S 

ATLANTIC 

DRAINAGE 

[Mairnre  liasiii 

UrPKK  Dklawark 

IMiiffmans  Ferry,  J  K. 

2.  ;*3 

2.30 

3.  96 

5.06 

1.69 

4.23 

3.  27 

4.35 

6,4ft 

1.05 

4.19 

3.  12 

42.00 

lliiwU'y.  »  E 

l.tiH 

-l.Oo 

1.97 

-0  70 

3  11 

-0.i3 

3.95 

+  0.63 

2.12 

-i  40 

4.72 

+  11  91 

4.13 

-6.09 

3,56 

-o.oi 

4.71 

+i.i7 

2.46 

-0.  89 

1.  19 

+  i.3;j 

2.8ft 

i6  6i 

39.  46 

-0.  82 

Hollisterville 

1.88 

-0.90 

2.  (tt 

-1.05 

3  50 

1  0.  63 

4.  ,59 

+  1.  13 

3, 53 

+0.01 

5.40 

+  1.22 

2.51 

-0.78 

2.17 

-1.24 

3.67 

+  0  24 

1.84 

-1.60 

3.  62 

+  0.51 

2.89 

—0.  49 

37.  .58 

-2.  42 

l.iikeville,  IN 

1  n4 

-1.23 

2  13 

-0.81 

•3.16 

+0.  05 

•4.19 

+  0.  62 

2.13 

-1..58 

4.61 

+  0.  18 

2.46 

-1.01 

1.93 

-2.  12 

4.75 

+  1.44 

2.21 

-1.44 

4.10 

+  1.30 

2.  93 

-0.27 

36.  14 

-4.87 

Matnraoras 

2  38 

-0.34 

1  95 

-0.62 

4.  IH 

+  1.0S 

4.49 

+  1.09 

1.97 

-1.40 

3.92 

-(1.08 

2.22 

-1  50 

1.  66 

-2.08 

6.61 

+  2.32 

1.49 

-1.75 

4.93 

+2.  12 

3.  40 

+0.49 

38.  10 

-0,67 

Mount  Pocono,  2  N . . . 

2.2ft 

3  44 

4.71 

5.06 

3  83 

4.84 

1.38 

3.09 

4.74 

1  68 

3.93 

4.17 

13.12 

Pleasant  Mount.  1  W  . 

1.00 

1.87 

3  52 

4.53 

3.48 

5.  33 

2.38 

3.11 

b.  27 

2.  62 

3.86 

3.21 

40.18 

Strouilsburg,  2  K 

2.93 

-0  32 

1.90 

-U.84 

•4.91 

+  1.10 

4.48 

+0.  63 

3.41 

+  6.04 

5.03 

+  0.31 

2.66 

-2.28 

2.97 

-i.88 

4,61 

+  i  io 

1.03 

-2.75 

.4.30 

+  0.06 

•3.25 

+  0.04 

41.48 

-4.16 

Tanuers  Falls.  1  SE.. . 

1.65 

2.00 

'4.09 

3.64 

•3.16 

4.46 

2,31 

2.86 

4.7s 

1.72 

3.34 

2.97 

36.88 

Lehigh 

AUcutown  Arpt.,4NE 

2.79 

-0.71 

2.00 

-1.42 

4.24 

+  0.79 

3.99 

+  0.59 

1.24 

-2.26 

4  05 

H  0.  05 

1.39 

-3.22 

l.,57 

-2  83 

4  63 

+  1.23 

1.49 

-1.81 

3.80 

+  0.95 

2.  96 

-0.34 

34. 1ft 

-8.98 

AUcutown 

3.73 

+  0.33 

2.  20 

-0.70 

4  « 

+  1.43 

4.28 

+0.60 

1.41 

-2.10 

4.20 

+  0.37 

2.14 

-2.85 

2,42 

-2.11 

4.84 

+  1.33 

1.66 

-1.59 

3.. 57 

+  (1.80 

3.28 

+  0.13 

38.60 

-4. 36 

Bothlehem 

2.  20 

-1.29 

•2.  30 

-0.95 

4.56 

+  1.07 

3.91 

+0.64 

1.33 

-2.21 

4.  32 

+  11.23 

2.25 

-2.42 

1.65 

-2.66 

3.W) 

+  0.37 

1.51 

-1.71 

4.27 

+  1.16 

3.14 

-0.07 

35.  24 

-7.84 

Blakeslee  Corners 

1.69 

2.13 

3.88 

3.79 

3.28 

5.19 

1.54 

3.28 

5.30 

1  48 

3.03 

2.74 

37.33 

Goulilsboro 

l.fil 

-i.68 

2.24 

-0.67 

3.  50 

Hi.io 

4.  ,53 

+6.83 

3.34 

-667 

5.  20 

+0.59 

3.  24 

-i.57 

3.44 

-6.98 

4.37 

+0.  67 

2.  18 

-i.  63 

3.47 

+  11.08 

3.ft9 

+6.78 

40.61 

-4.16 

1.6S 

1.H4 

-1.47 
-1.84 

1.87 
2.69 

-0.82 
-0.87 

4.91 

5.52 

+  1.56 
+  1.23 

3.91 
4.34 

+0.09 
+0.45 

2  10 

3  311 

-1.51 
-0.66 

5.13 

5.89 

+  l).56 
+  1.49 

1.65 
1  92 

■■2.73 
-3.03 

1.32 
1.69 

-3.51 
-3.17 

6.48 
6.00 

+  2.  50 
+  1.97 

2.31 
2.  24 

-1.45 
-1.56 

3.97 
4.23 

+  1.07 
+0.68 

3.33 
3.30 

+  0.06 
-0  50 

38.  66 
42.96 

-6.65 

Mauch  Chunk.  ISW... 

-5.81 

New  Tripoli 

Palmerton 

2  66 

2. 20 

5.50 

5.11 

2.  16 

5.21 

2.36 

1.79 

4  54 

1.95 

3.93 

3.  94 

41.35 

•2. 64 
•2  13 

-0.17 
-2.18 

•2.36 
3  06 

+0.0S 
-0.88 

4.91 
5.96 

+  1.81 
+  1.05 

3.17 
6.19 

-0.09 
+  1.19 

1.81 
2.04 

-L75 
-1.57 

4.99 
6,80 

+0.70 
+2.39 

3.33 
1.13 

-0.95 
-3.85 

2.01 
1.40 

—2  20 
-3.40 

4,10 
8,77 

+6.49 
+  1,76 

1.37 
2.02 

-2.00 
-1.75 

2.70 
6  03 

-0.36 

+0.89 

•2.85 
3.37 

+  0.30 
-0.06 

i6.24 
43.90 

-4.14 

Zionsville,  1  SW 

-6.41 

Schuylkill 

Conshohocken 

*3.37 
2.21 

+  0.04 

2.16 
2.30 

-1.29 

t6.48 
5  34 

+3.06 

5.68 
4.84 

+2.  64 

1.73 
2.  75 

-1  82 

1.96 
6.15 

-0.97 

0.05 
1.09 

-4.39 

2. 56 
1.  ,55 

-1.93 

6.69 
7.,S8 

+3.  ,54 

'i.'77 

4.62 
4.33 

+  1.69 

Fredericksville.  1  S 

3.90 

43.61 

Graterford 

3.87 

+  0.6S 

2.  39 

-0.38 

5.95 

+2.62 

.5.78 

+  2.  .50 

2.  18 

-1  36 

4.66 

+  0.90 

0.,54 

-4.47 

2.45 

-1.80 

5  63 

+2.. 54 

2.11 

-0.89 

4.90 

+2.11 

4.(15 

+  1.46 

44.51 

+3.91 

Phoenixville,  USE.... 

3.49 

-0.22 

2.  03 

-1.08 

ft  74 

+2   10 

5.38 

+  1.79 

2.60 

-1  39 

3.66 

-0.13 

0.  ,59 

-4.42 

2.60 

-2.  52 

5.70 

+2.  23 

2.26 

-1  00 

4.30 

+  1.27 

3.63 

+0.  .55 

41.98 

-2.82 

Port  Clinton 

2.  M 

-0.71 

2.  30 

-1.02 

5.  S3 

+  1.9K 

4.82 

+0.68 

2.27 

-1.87 

4.08 

-".38 

2.16 

-2.74 

2.36 

-2.81 

5.72 

+  1.67 

1.82 

-2.15 

3,98 

+  1.17 

3.  07 

-11.64 

41.  22 

-6.74 

Pottstown.^S 

3.14 

-0.  15 

2.09 

-1.02 

5.  .59 

+  2.19 

ft.  92 

+2.81 

3  41 

+0. 05 

4.28 

H-'i.90 

0.38 

-4.14 

3.  27 

-1.05 

7.01 

+  4.01 

1.83 

-1.54 

4.72 

+2.  23 

3.. 53 

-0.06 

45.  17 

+  4.23 

I'ottsville 

2.31 

-1.25 

1..54 

-1.87 

ft.  30 

+  1.21 

4.17 

+  0.36 

3.70 

-0. 03 

5.57 

+  1.27 

3  08 

-1  61 

2.12 

-2.54 

4.  .58 

+0.  51 

2.89 

-1.2(1 

4.00 

+  1.(17 

3.02 

—0.8.^ 

42.  28 

—4  91 

2.90 
2.49 

-0.67 

1.97 

1.77 

-1.57 

5.47 
6.02 

+  1.95 

6.05 
6.15 

+  2.78 

2.39 
2.93 

-1.28 

4.50 
3.99 

fO.95 

0.93 
2.04 

-3.33 

2.53 
1.48 

-1.68 

5  61 
6.. 57 

+  2.40 

1.91 
2.11 

-1.21 

+  1.-57 

+  0.07 

42.19 
43.  39 

-0.  02 

Wernersville 

4.37 

3.47 

Lower  Delawakb 

Coatesville 

•3.  ,W 

-0.-)5 

•1.95 

-1.81 

ft  76 

+  1.59 

4.79 

+0.  99 

3.19 

-0.71 

3.09 

-1.18 

0.74 

-4.03 

2  31 

-2.30 

4.18 

+0.41 

2.38 

-1.03 

4.33 

+  1.14 

4.00 

+0.  24 

40.  22 

-7.14 

Doyle.stown 

2.94 

-0.53 

2.  02 

-1.45 

4.74 

+  1.04 

4., 59 

+0.75 

2.24 

-1.69 

4.37 

+11  41 

0.  18 

-4.71 

1  21 

-3.90 

5  59 

+  1.76 

1  75 

-1.87 

5.33 

+2. 19 

2.68 

-0.  82 

i7.64 

-8.  82 

George  School 

2.99 

-0.45 

2  30 

-0.61 

6.04 

+  2.67 

5.49 

+  1.87 

1.47 

-2.08 

6.60 

+2.94 

0  .50 

-3.78 

1  69 

-3.10 

8.07 

+  4.56 

1.65 

-1.60 

6.50 

+3.64 

2.80 

-d.  39 

46.  U 

+3.  67 

2.97 

-0.31 

2.04 

-0.92 

6.53 

+  3.11 

5.50 

+2.10 

1.87 

-1.25 

3.20 

+  0.35 

1.39 

-2  82 

3.30 

-2.25 

4,95 

+  2.02 

1  61 

-1.31 

3  93 

+  1.20 

3  46 

-0.08 

40.75 

-0.16 

Philadelphia 

Airport  Station 

2.99 

-0.31 

1.93 

-1.50 

,5.46 

+2. 07 

4.69 

+  1.64 

2.25 

-1.01 

3.23 

-0.01 

1.05 

-3,10 

2.78 

-1.84 

5  82 

+2.  68 

1.81 

-1.00 

4.71 

+2. 01 

2  80 

-0.63 

39.  52 

-1.00 

City  Office 

2.9J 

-0  3« 

1.99 

-1.44 

5  91 

+  2.  52 

4  93 

+  1.88 

1.97 

-1  29 

2.10 

-1.14 

0.73 

-3.42 

2.44 

-2.18 

6  08 

+  2.94 

1.64 

-1.17 

4.31 

+  1.61 

3  36 

-0.07 

i»  40 

-2. 12 

Shawmont         

3.43 

+0.07 

■?.  48 

-0.64 

6,73 

+  3.21 

5.64 

+  2.24 

1  98 

-1.35 

2.72 

-0  83 

1  00 

-3.  49 

1.82 

-3.  22 

.5.47 

+  2.  12 

2.02 

-1.14 

4.84 

+  1.98 

3.67 

+0. 26 

11.80 

-0.79 

Quakertown,  J  E 

3.88 

+0.06 

2.56 

-0.75 

5  50 

+  1.71 

6.43 

+2.37 

1.18 

-2.  18 

ft.  57 

+  1.66 

0.88 

-3.80 

1.09 

-4.00 

6.  ,56 

+2.67 

2.61 

-1  31 

•5.51 

+  2.  37 

3.33 

-0.63 

1.5.10 

-1.83 

West  Chester 

3.66 

-O.lfi 

1.92 

-1.68 

,5.77 

+  1  94 

4.67 

+0.  93 

3.  73 

-0,15 

3.51 

-1.04 

0.69 

-3.95 

3.  08 

-1.92 

6.29 

f2.77 

2  11 

-1.51 

4.19 

+  1.11 

3.69 

-0.11 

13.31 

-3.  67 

Westgrove,  Ij  SE 

3.34 

+  0.11 

•1.78 

-0.61 

5.78 

+  1.76 

4.49 

+  1,09 

2.52 

-0.97 

2.94 

-0.91 

0.70 

-4.08 

3.17 

-L86 

7  23 

+.3.82 

2.07 

-1,37 

4.08 

+  1.08 

3.35 

+0.47 

11.45 

-1.46 

Susgiiehmina  Busiii 

Chemung 

Austinsburg,  2  W 

0  80 
(1.  35 
0  71 
0.38 

2.84 
1.63 
1.62 
1.69 

-OM 

•2.68 
2.19 
2.14 
2,23 

-6,'  i9 

.3.  15 
2. 25 
2.48 

-bio 

3.  52 
5.41 
5.69 
5.45 

+  i!79 

5.55 
4.86 
5.29 
4.16 

+  o!30 

1.81 
2.11 
4.17 
2.76 

-i.'ie 

1.02 

L61 
1.15 

-2 '76 

3.68 
2.15 
•2.  33 
2.66 

-6.46 

•2.  03 
2  25 

1  78 
2.55 

1.56 

4.17 

t'enterville 

Covington 

-6!22 

1.95 
2.81 

+6.'57 

2  63 

1.77 

-o!i6 

32. 07 
30.09 

Lawrenceville 

-1.50 

-4.37 

North  Branch 

Canton.  1  NW 

0.69 

1.80 

2.60 

2.91 

6.46 

7  '28 

2.38 

S.95 

2.74 

2.60 

3.10 

3.49 

39.99 

Danville 

2.01 

1.45 

4.17 

3., S3 

4.53 

6.28 

3.  20 

2.  63 

4.34 

4.94 

2.69 

3.06 

42.63 

Freeland 

1.67 

-1.80 

1.72 

-1.45 

•4.61 

+0.50 

4,  29 

+0.03 

3.  28 

-0.64 

8.20 

+3.40 

1.48 

-3.67 

3.27 

-1.04 

4.57 

+0.  69 

2.  72 

-1,27 

2.  92 

-0.  77 

3.21 

-0.21 

11.94 

-6.23 

Millville 

1.50 

1.23 

3.71 

2.98 

4.  .59 

6.00 

1.93 

2. 26 

4.43 

2.82 

2  18 

2.61 

36.  24 

Monroeton.  2  S 

0.65 

1.13 

.3.17 

2.80 

6.32 

6.  ,32 

1.24 

1.98 

3.66 

3.91 

2.73 

3.87 

37.  7h 

Montrose.  3E 

0.67 

-1.91 

2.31 

+  0-.  14 

3  26 

+0.53 

3.41 

+0.  07 

•4.74 

+0.95 

4.44 

+  0.  39 

2.90 

-I.  00 

0.81 

-3.47 

4.00 

+0.03 

2.87 

-0  74 

2.  65 

+0.  0:< 

3.49 

+i.6o 

35.58 

-3.98 

Orwell,  3  N 

0.68 

1.27 

2.12 

2.96 

6.24 

6.15 

2.64 

3.18 

2.77 

4.  14 

3.06 

3.90 

39. 11 

Park  Place.  1  NW 

2.19 

1.34 

3.99 

3.  20 

2.79 

,3.30 

2.  .52 

0.89 

4.34 

2  55 

3.81 

3.00 

33.92 

Pikes  Creek 

1.63 

1.44 

4.17 

3.61 

3.79 

4.19 

1.23 

2.  96 

4.87 

2.44 

2.  47 

3.39 

36.19 

Rush.  6S 

0.79 

1.72 

2.9ft 

3.67 

4  85 

ft.  14 

2.17 

2.27 

3.70 

2.  72 

2.89 

4.14 

37.01 

0.81 
0.90 

-2.22 

1.31 
2  4fi 

-1.84 

2.67 
3  52 

-0.53 

3.  27 
3  08 

+0.50 

2  56 

■>  86 

-0.71 

6  66 
4  21 

+  1   99 

2.60 
4  OO 

-1.43 

3.28 
2  ,53 

-0.41 

3.41 

2  82 

+0.24 

1.75 
2.45 

- 1.  28 

2.  22 
3.15 

-0.55 

2.33 

-0.69 

31.87 

—6.  93 

Susquehanna 

Towanda,  IE    

0.70 
MI 

-1.44 

1.24 
1 .  62 

-0.75 

2.05 
3.  22 

-0.54 

3.16 
2.86 

+  0.06 

5.44 
4.04 

+2.  08 

4.84 
4.74 

+  1.02 

1.63 
1.56 

-2.  17 

2.31 
2.29 

- 1.  12 

2.78 
2.  95 

-0.41 

3.75 
2.  57 

+0.84 

3.  07 
2.77 

+0.93 

2.93 
3.00 

+  0.74 

33.89 
32.73 

-0.76 

Tunkhannock    

Wilkes- Barre,  3  N 

1.02 

-1  37 

1.04 

-1,54 

3.09 

+0.18 

3.72 

+0.79 

2.11 

-1.04 

4.49 

+0  51 

1.27 

-2.  80 

3.55 

-0  23 

4.11 

+0.64 

2,16 

-0.94 

2.94 

+0.72 

2.29 

-0.44 

31.79 

-5.62 

We,st  Branch 

AnsoTiia,  2  W 

0.91 
2.95 

—  1    Ih 

1  64 

2.76 

-0.17 

2.37 
6  67 

+0.04 

2.24 
3  84 

-0.95 

4.49 
3.71 

+0.99 

4.79 
7.14 

+  1,09 

2.39 
2.  60 

-0.81 

2.06 

3.78 

—1.60 

3.55 
3  64 

+0.48 

2.46 
4.11 

-0.36 

2.03 
2  27 

-0.18 

•2.72 
5.52 

+  0.84 

31.65 
48.99 

-1.81 

CarroUtown 

Cnrter  Camp 

0  81 

2.11 

3.87 

,3.17 

5.62 

,5.40 

2.21 

2.10 

3.79 

2.  23 

2.40 

3.49 

37.20 

Cedar  Run,       .        , , . . 

1.02 
1.9.5 

-1 
-1 

71 
60 

2  05 

2.38 

-0.  22 
-0.  25 

3.70 
4.66 

+0.79 
+0.95 

2.87 
4.20 

-0.19 
+0,62 

6.78 
6.84 

+-2.  60 
+2.  51 

8.00 
2.80 

+4.4H 
-1,89 

2.69 

1.85 

-0  72 
-2,  32 

1..53 
2.30 

-l.,59 
-1,73 

3  54 
4.83 

+6.86 
+  1.46 

2.36 
3.70 

-0.  52 
+0.56 

1.67 
2.18 

— i.ii- 

-0.87 

3.55 
4  31 

+  1.32 
+1.  29 

38.76 
42.00 

+3.99 

Clearfield 

-1.46 

CurwensviUe,6NW.... 

3  25 

2.79 

4  75 

4.23 

5.70 

3.97 

1.51 

4.19 

3.80 

3.  82 

2.27 

6.24 

45.  62 

Driftwood 

1.10 
0.76 

1.66 
1.22 

3,08 
3,36 

3.08 

3.92 
5.48 

5> 

5.  63 

4 
2.67 

2.97 
2.23 

3.18 
3.18 

2.71 
3.44 

1.90 
1.32 

3.96 
4.18 

Dushore    

36.66 

Eagles  Mere 

1.44 

2.16 

5.10 

3.76 

6.27 

5.29 

4.04 

1.34 

6.19 

4.20 

2.93 

4.12 

46.84 

(Continued  on  page  100) 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION 


Year  1944 


Monthly  and  Annual  Precipitation  for  the  Year  1944,  -with  Departures  from  the  Normal— Continued. 


Stations 


West  Branch 
(continued) 


Emporium,  IE.. 
English  Center  . . 

Galeton 

Kartliaus 

Loclc  Haven 

Medix  Run 

Philipsburg,  7  E. 

Renovo 

State  College 

Tamarack,  2  S . . . 
Tyrone,  4  NE  . . . . 

VVellsboro 

Williamsport 

Williamsport,  4  SE 

Juniata 


Altoona.  4j  W 

Breezewood,  i  E . . . 

Buffalo  Mills 

BumtCabin.s,2  NE 
East  Waterford,  3  E 

Everett,  i  SW 

Huntingdon 

Lewistown,  2  SW . 
Mapleton  Depot. . 

Martinsburg 

McConnellstown,  < 
Nefl's  Mills  Si  NE  . 
New  Bloomfield. . 

Newport 

Saxton,  1  W 

Shade  Gap,  iSW. 


Lower  Susquehanna 


NW 


tl.03 
1.03 
0.94 
1.38 
1.36 
1.45 
3.83 
1.15 
1.87 
1.15 
2.33 

n.77 

1.53 
1.42 


•2.76 
2.  11 
2.71 
2  91 
2.59 
2.  28 
1.63 

♦3.33 
2.  32 
2.99 
2.37 
1.82 


Areudtsville 

Bloserville,  Ij  N, 

Carlisle 

Columbia 

Dauphin,  3  N 

Ephrata 

Glen  Rock 

Gordon 

Grantville,  2  SW 

Hanover 

Harrisburg  Arpt.,  3i 

Holt  wood 

Huntsdale 

Kirkwood,  1  SW.. 

Lancaster 

Lebanon 

Middletown,  U  W 
Millersburg,  2  E.  . 

Milroy,  5  N 

Newburg,  SjNW.. 

New  Park 

Pine  Grove,  M  NE 
Ringtown,  U  SW . 

Selinsgrove 

Shippensburg 

SunbuiT 

Williamstown 

Woodward,  2  NE 

York,3SW 

York  Haven 


Pntomac  Basin 

Chambersburg,  1  SW 

•  iRttvsburg 

Hewitt,  2  S 

Hyndman 

McConnellsburg. 

Mercersburg 

South  Mountain. 


GULF  DRAINAGE 
Ohio  Basin 

Allegheny 

Acraetonia 

Aliens  Mills 

Blairsville,  6NE  .. 
Boswell,  6NW.  ... 

Bradford,  4  W 

Brook  ville,  Ij  SW  . 

Buckstown    

Clarion,  3  SW 


January 


3.12 

2.75 
2.97 


2.64 
3.13 
2.48 
2.45 
3.77 
2.76 
4.29 


1.71 
2.07 
1-87 
2.29 
1.29 
2.30 
1.91 
2.23 


-2.  46 

-iiso 

-i.'69 


-1.56 
-1.13 


-1.50 
-1.43 


+0 


16 


-L05 
-6.' 91 


-0.18 
-0.01 


-0.56 


-1.79 


-1.94 
-0.91 


-1.62 


February 


'1.84 
'1.90 
2.66 
'2.  09 
1.25 
2.02 
2.54 
1.90 
1.12 
1.82 
2.15 
1.67 
1.42 
1. 


■2.24 
1.64 
1.79 
1.37 
1. 
2.10 
1.31 
•0.96 
1.26 
1.52 
1.82 
1.29 


1.31 
'1.50 
1.60 


1.87 
1.79 
1.60 
1.42 
1.24 
1.41 

•1.71 

•1.63 
1.62 
1.57 
1.25 
1.25 
1.25 
1.53 

•1.64 
1.49 
1.79 
1.34 

*0.90 

•1.39 
1.77 
1.48 

*1.64 
1.52 
1.22 
1.51 

•1.52 
1.50 
L41 
1.40 


1.40 
1.59 
2.47 
2.51 
1.36 
1.5' 
1.76 


2.20 
2.12 
2.21 
3.64 
2  30 
1.76 
2.20 
2.35 


March 


-1.06 


-1-0 


39 


95 


55 


-1.36 
-1.17 


-1-0.12 


-0.33 
-0.69 


-0.24 


'3.35 
3.17 
3.02 
3.81 
4.26 
3.36 
6.21 
2.96 
4.40 
3.04 
5.03 
2.25 
4.12 
3.94 


5.28 
3.82 
4  58 

'4.33 
5.29 
4.66 
4.79 

•4.70 
4.54 
3.91 
6.24 
4.62 
5.18 
5.05 
$ 
4.33 


fi.  -.'4 
5.63 
5.48 
5.63 
5.  22 
5.37 

*5.90 
4.80 
5.44 
6.23 
5.47 
4.49 
5.38 
4.66 
5.26 
6.35 

•6.35 

•5.39 
4.53 
6.26 
6.13 
•4  21 
•5.00 
5.08 
5.42 
4.59 
4.66 
5.43 
5.74 


5.51 
4.97 
4.94 
5.01 
4.55 
5.90 
7.04 


5.92 
4.42 
4.84 
7.45 
2.75 
4.15 
4.15 
4.71 


April 


-0.29 


-1-0.79 


—0.14 
-M.06 


-0.41 
+0.90 


-(-2.16 
+  i.36 


+  1.39 

+  1.27 


+  1.37 


90 


+2.30 
+1.66 


+  1.66 


+2.  43 


-0.48 
+  0.93 


+  1.03 


3.36 
2.77 
2.76 

3.  48 
3  01 
3.30 
3.84 
2.88 
4.05 
4.01 
3.65 
2.86 
3.43 
3.84 


4.24 
'3.69 
4  34 
4.27 
4.85 
4.46 
3.98 
'3.  56 
3.16 
3.79 
3.64 
3.30 
4.71 
4.36 

4.08 


4.14 
4.86 
4.91 
4.60 
•4.05 


5 

4.33 
4.14 
3.71 
3.94 
4.11 
4.00 
4.25 
5.59 
4.94 
4-82 
3.88 

•3.40 
4.32 
5.26 
4.26 

*3.87 
3  3' 
4.26 
3.51 

•4. 63 
3.28 
4.31 
4.35 


-0.15 


-0.20 


-0.45 


—0.42 
+  0.59 


-0.  20 
-11.21 


+0.84 
+o'.79 


+  1.34 
+0.  50 


+0.82 


+  0.11 

+6!68 
+  1.25 
+0.98 


May 


June 


+0.83 


+  1.63 
+  1.30 


+2.41 
+3.88 


+  1.44 

+  1  73 


5.15 
'6.04 
5.34 
4.27 
5.24 
6.57 
8.41 
6.11 
7.83 
6.66 
6.76 
4.84 
5.56 
5.66 


4.38 
5.68 
5.03 
4.16 
6.19 
2.66 
4.38 
6.28 
3.91 
3.11 
4.55 
4.69 
4.61 
3.14 
4.06 
3.45 


3.27  -0.58 
5.72  +1.74 
2.84  -0.93 
2.99 
5.64 


+0 

+i 
-i 

+0 

37 

84 

06 
29 

-0 

66 

6.07 
5.71 
6.45 
5.09 
4.31 
2.87 
5.08 
4.92 
5.70 
6.90 
3.71 


July 

a 

O 

a 

3 

0H 

O 

August 


+0.691  2.51 
3.27 
1.70 
3  77 
1.95 
2.21 
3.06 
.S.Oi 
2.08 
2.14 
1.93 


+0.19 


+0.77 
+  1.66 


—1.91 


-2.11 


—0.96 
-1.80 


4.78+1.051  2.  27: -0.93 
6.23  +2.37  1.52  -2.32 
6.98 2.85 


+2.47 


-0.65 


6  55 

2.32 

3.06 

3.62 

5  19 

2.731-2  06 

2. 12  -2.  02 

6.06 

1.83 

2.57 

3.35 

3.91 

5.23 

4.37 

3.11 

1.71 


+0.77 


-0. 


+0 


04 


3.97 
3.65 
3.19 
4.40 
3.90 
3.45 
3.85 


3.53  +0.06 

3.31 

3.77 

5.83 

4.  14+0.52 

3.49  +0.42 

4.90 

3.68  +0.14 


86 

89  +0.94 

53 

95^+0.67 
031+1.  .59 
02; -0.84 

141 

02' 

971+0.79 
821-0.86 
20J-0.  38 


5.20 
3.86 
2.62 
3.76 
6.79 


3.02 


3.18 
4.43 
6.11 
6.67 
4.80 
6.61 
3.68 
6.42 


+0.55 
-0.63 
-1.74 
+2.  58 
-0.34 
+4.  52 
-0.74 

+6.'  19 
+0.76 


+  1.66 

n  00 


+0.73 


2.19 
4.74 
4.27 
3.72 
4.09 


+0.66 


-1.98 
—0.02 
+  0.32 


3.06 

7.  .53 +3. 18 

.5.  801 

I.94I-2.I5 

5.  49|+1.90 
2.66-0.76 

2.61 

2.93I 

3.54|-0.44 
6.68+2.53 

6.  50I+2.49 

4.271 

7.131 

4.05! 

3.  Ill— 0.51 
3.921-0.72 
4.881+0.26 
6.291+2.39 
3.33  —  0.21 
6.541+2.78 


4  25 
6.61 
3.66 

4.85 


2.89 
2.18 
1.84 
2.09 
3.11 


+  1.01 


5.40 

3.14 

5.94 

4  93 

6.05 

3.03 

I  4.54I 

+2.68!  3.54-0.62 


-0.  26 


-0.09 
+1.06 


-1.06 
-1.66 


-1.61 
-1.24 


2.58 
2.35 
2.50 
1.82 
1.19 
2  61 
2.41 
3.01 
1.89 
2.30 
2.89 
2  10 
0.93 
0.83 
2  10 
1.29 


1.43 

n.77 

2.33 
2.49 
2.11 


1.67 
1.55 
2.02 
1.13 
0.88 
0.27 
1.54 
1.49 
1.62 
1.70 
0.86 
0.99 
2.18 
0.81 
0.82 
2.80 
1.61 
1.98 
1.67 
3.01: 
2.04i 
2.61 
3.80 
1.68 


1.60 
1.'26 
1.79 
2. 38 
2.19 


^l 


-3 


-2. 46 
-4.19 
-1.52 


2.78 


-3..34 

-3!i3 
-2. 95 
-3.  63 


-2.72 

-2.73 
-2.46 


-3.22 
-1.68 
-3. 50 
-2.05 
-2.08 
-0.91i 
-3.38 

-6!42 
-2.96 


-2.17 
-2.56 


-0. 85 


1.42 
-i!75 
-3!02 


-1.46 
-1.99 


-1.21 
-1.38 


2.42 
1.71 
2.15 
3.17 
1.08 
3.67 
2.84 
2.17 
1.52 
1.93 
3.00 
1  97 
2.35 
2.49 


1.52 

2.85 
1.93 

\.^^ 

L98 
1.06 
2.54 

1.65 
1.33 
1.47 
1.48 
2.66 
5.17 
1.17 
•1.  22 


1.  26  —2.  90 
1.14  -4.28 
2.17  -2.25 
3.89 
1.88  .. 


-1 

91 

-i 

09 

-2 

95 

37 

+i 

02 

2.15 
1.40 
2.77 
1.25 
1.51 
1.71 
2.29 
2.79 
5  82 
3.08 
2.43 
0.99 
1.76 
1.25 
3  04 
0.96 
1.'22 
1.14 
1.66 
2.85 
3.53 
1.59 
2.71 


-3.16 

-3 'is 

-2  53 
-2.  52 


+ 1 .52 
-1  30 

—1.86 


-1.43 
—2.92 
-3.77 
-2.91 
-2.45 
—0.93 
-0.38 


September 


3.71  -0.31 


2.81 
2.22 
4.03 
4.06 
2.53 
2.86 

2.97! 

2.511-1.88 


-l.c 


-1.28 
—1.48 


2.44 

1.21 
1.09 
1.88 
2.56 

2.95 


3.17 
4.83 
2.61 
3.09 
2.56 
3.91 
2.96 
2.54 


-1..35 


-1.49 
-2.8:j 


-1.97 


October 


November 


+  2.01 
+  2^09 
+6.i4 


+0.07 
— 0  43 


+0.29 
+  1.79 


+0 


+0 


88 


5.49 
2.88 
6.34 
3.73 
3.58 
.3.80 
3.30 
3.03 
2.60 
4.14 
2.69 
3.24 
4.83 
4.31 


3.69 
2.67 
3  33 
4.12 
3.12 
2.61 
2.38 
1.35 
1.76 
2.35 
2.21 
2.25 
4.01 
4.08 
2.51 
■2.18 


3.82  -0.12 

5.31 1 +  L  42 

3.33 

5.45 

3.81 

S.89 

4.21 

3.59 

5.16 

4.11 

3.94 

3.29 

3.38 

3.43i 

4.  77, +  1.32 
6.381+2.94 
4. 39; +0.57 

4.541 

1. 421 

4.43 

4.  03  +0.  77 

4.41+0.69 

3.64-0.48 

4.97+1.53 

2.97'-0.33: 

3.66[+0.17i 

6.70;+1.61 

1.891 

4.07  +1  04 

3.  35  +0.  08 


2.26  -0.9) 


2.581-0.48 
3 .  g.-^  I 

2.  99|-6'i6 

2.661 

3.42! 

3.05^+0.  0-1 


3.41 
2.71 
3.27 
2.91 
3  21 
2.98 


+  0.62 


-0.12 
-0. 01 


4.06  +1.25 

3.  60j 

4.75  +2.1H 

5.21 

3.43 

5.21 

3.60 

3  89 

4.24 

3.76 


+2.37 

-6.36 

+6.' 78 
+0.89 
+0.  54 


2.99 
4.84 
4  14 
3.60 
4.66 


4.24 
3.79 
3.74 
4.14 
3.89 
1.97 
3.16 
3  10 
3.45 
4.06 
3.04 
2.36 
4.42 
§ 
2  03 
2.. 37 
2.94 
4.11 
3.31 
3.63 
4.26 
3.67 


+0.01 


H  0.60 
+0.10 
+0.42 


-1  23 
-1.05 

+i.'6i 

+0.11 
-0.27 


-I  10 
-L15 
-0.78 


+  1.11 
—0.32 


'2  36 


2.44 

1.86 
1.92 
1.69 
2.98 
1.63 
1.60 
1.97 
1.97 
2.10 
1.80 
2.25 


1.90 
1.47 
1.27 
1.64 
1  97 
1.85 
1.95 
1.68 
L49 
1  63 
5 
0.98 
2.19 
2.05 
1.26 
1.57 


2.76 
2.58 
2.54 
2.65 
2.58 
4.36 
2.89 
4.24 
4.26 
2.86 
3.39 
2.59 
2.38 
4.15 
4.34 
4.59 
3.97 
2.68 
1..50 
2.42 
3.51 
3.85 


-0.58 


-0.41 

-0.53 


-0  91 

-0.86 


-0  12 
-0.57 


4.16  +0.  63:^2.51  -0.281  3.76 


3.42—0.28 
3.88  +0.64 
4  52  +0.81 
3.94 
3.63 
2.88 


December 

a 

0 

d 

3 

0 

t. 

£ 

09 

cu 

0 

Annual 


2.99 


3.65 
3.64 
4.26 
4.08 
5.07 
4.10 
3  17 
4.27 
3.20 
3.32 
'4.18 
4.10 


-n.ii 

-0.28 
-0.62 


+  1.81 


+0.47, 
+  1.131 
1-0.181 


+  1.771 
+  1.72I 
+  1.45 


+  1.21 
+1.05I 


4.  06 
3.42 
3.81 
3.81 
3.69 
2.71 
4.  21 
3.49 
3.13 
4.16 
3.  61 
3.06: 
4.07 
3.15 
3.61 
4.14 
3.36 
2.36 
'3.15 
3.33 
4.85 
2.82 


—0.19 


37.81 


+  1.11 

+i.'46 


+0 


+0. 


28 


39.03 
40.24 
.36. 21 
36.68 
50.58 
.36.92 

39.  ,35 
39.64 
39. 69 
32.98 

40.  18 
42. 52 


42.  21 
34.99 
39.07 
38.79 
41.22 
35. 19 
34.24 


82 


2.52-0.62 
4.02  +O.45I 


+0.49 
-0.13 


2. 21 
3.06 
2.20 


3.96 


4.62  +1.36 
3.53  +0.21 


.  ..i  3.62 
3.92 
4.46 


2.33  -0.48! 
2.70-0.23 


3.67 
1  81 
3.71 
3.70 


3.86 
4.00 


+0.84i^3.65 

]  4.46 

+  1.48    3.63 
+  1.60   3.70 


+  1.04 
+0.88 
+0.95 


-0.37 

-o.'is 

+  I.i9 
+0.59 
+0.65 


+0.51 
+0.83 
+0.91 


+  1.66 
—1.29 


31.20 
37.15 


32.92 
.32.04 


38.85 
42. 81 
40.40 
43.77 
40.75 


-5.34 


+  1.65 
-.5.' 53 


-1.02 
+0.37 


-0. 88 
+  1.08 


+4.08 
+4.'i6 


3.  42 
-6.31 


43  30 
44.33 
38.67 
40. 52 
30.14 
39. 67 

44.62 
46.82 
41.03 

37.98 
36.71 
44.2:11 
39.25 


+0.77 
+0.73 
+  1.38 
+0.68 

+6.60 
+0.71 


0.08 


—3.98 
-2.40 
-1.62 


-4.68 


43.63 
36.34 
48.08 
43. 49 
42.  30 
42.77 
42.58 


-0.82 
+0. 12 


1.70    3.06-0.45   3.O6-O.I81  2.32 -LOl    3.771+0.25  40.19!   -3.60 


•3.11 
2.86 
4.18...... 

5.90  +1.77 
1.99-1.22 
2.  83 


443 


2.54  -0.73    3.15+0.21 


+0.  86 


2.74 
3.99 

5.64! 

3.23-0.19 
2.94:-<1.01 
4.63 


2.29-0.41    2. 79; +0.14  37.87 
3.38  +0.62'  3.901  +  0.77  36.67 

3.4S! 131.48 

3.16+0.54  36.29 


1. 

1. 67  -0.  40 
2.06 
5 
3.18 


3.49 
3.99 
•4.18 


40.43 


44.74 


-1.95 
+2.48 
-6.35 


+3.16 
+3. 29 
+3.87 


+3.  41 
-6.21 


+1.88 
-4.31 
+8- 18 
-0.14 

+4.37 
+4.05 


-1.06 
-4.56 


-1.09 


2.51  +0.04    4.60+1.52I40.72    —0.24 

•2.27  ....      •5.35  4O.OI1 

2.13 1  4.92 45.28 

3.  .33 !  5.94 66.95 

3.191-0.31  3.32 +a 26  42. 06  +0.03 
2.  11 -0.92  4.29 +1.20  39.43  -0.78 
■2.04i    3.57 40.38, 


(Continued  on  page  101) 
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Monthly  and  Annual  Precipitation  for  the  Tear  1944,  with  Departures  from  the  Normal    Continued. 

June 


January      Fobruary       March  April 


Stations 


May 


July 


AiiKUst     September    0<!tober      November    December      Annual 


ALI.EOHRNY 

(continued) 

(;ou<iorsport 

Dorry 

Donegivl 

Dunlo,  i  SW 

KbonsburK 

Ford  City.  4  S 

Franklin — 

Glen  Itazel.l  NE.  . 

Home 

Indiana 

lohnstown,  J  W  . . , 

Kane,  IN     

Kregar,  45  SK 

Lycippus,  15E 

Marienville 

Meadville.  IS 

Mosgrove 

Parkers  Landing. . 
VittsliurghW.B.  O 
I'ort  Allegany.     .. 

PunxsutBwney 

I'utueyville,  iiSE. 

Ridgway 

Saltsburg 

Sewnrd 

Sheffield,  «  W 

Sniethport.  ISW... 

Strongstown 

Tionesta.  IJ  SE  . . . , 

Titusville,  2  S 

Union  City 

Vandergrift 

Warren 

Youngsville 


1.09 

2.711 
1.31 
•2. 50 
■2.. '57 
2.40 
1. 9'.i 
0.88 
2.  :t5 
2.511 
2  5:i 

1.  .53 
1.72 

2.  3ti 
1.63 
1.96 
2.  22 
2.19 
1.59 
0.73 
2.44 

*2.T(I 
1.07 
2.1H 
2.  -54 
1.30 

•0.83 
2.52 
1.98 
1.95 
0.96 

•2.17 
1.54 
5 


-0.76 

-i.'si 


-1.61 


2 
2 
2 
2. 
2. 
1. 
1. 
2. 
1 
1. 
4 
2. 
3, 
3, 
2, 
301  3. 


-0.56 


MONOG.IHELA 

Confluence,  U  N\V  .. 

Connellsville 

Donora 

Greensboro 

Greensburg,  2  S..     .. 

trwin 

Meyersdale 

Murrysville 

Nrwell.... 

Pittsburgh  (Airport) 

Kioe's  Landing 

Somerset 

Springs,  ISW 

Uniontoun 

Waynesburg 


Beaver 


Braver  Falls 

Butler   

Farrell 

Greenville 

.lamestown,  2  N  W 

Mercer(Arpt.),2^NE.. 

New  Castle,  Ij  N 

Pennline,  1  S 


Ohio 


(;laysville 

Coraopolis,  IE... 

Midland. 

Mt.  Lebanon 

Washington 


LAKE    DRAINAGE 


Albion 

Erie 

Raymond. 


For  The  State. 


2.00 
1.55 
1.60 
1.4» 
1.56 
1.55 
2.47 
1.87 
2.31 
1.26 
1.48 
1.75 
2.34 
1.61 
1.41 


1.60 
2.33 
2.53 
2.57 
1.90 
2.1^ 
2.63 
1.72 


1.67 
1.19 
1.38 
1.50 
1.45 


-1  06 

-1.38 

-0.77 


—0.05 


-0.53 


0.85 
•1.18 


2.12 


3, 
1 

-1.12  2. 
-1.87  2 
-1.96  2 
-1.39    2 

2. 

I  2 

-0.55^t2 
-1.791  2 

'2. 

-2.641  3 
-L49i  4. 
-2.09  2 
-1.84    2. 


-1.35 
-0.62 
-n.02 

-n.  S4 


0.36 
-0. 94 


-1.58 
-1.80 


-1.92 


1.44 

2.64 
1.41 
1.87 
2.37 
1.  67 
1.72 
2.47 


2.32 
1.66 
1.79 

2.04 
2.20 


-ho.  37 

-o.'ie 

-0.49 
-0.40 
-1-0.01 


-0.24 
-0.44 

-6.72 
-1-0.95 
-0.75 
-1-0.10 


-0.90 
-1-0.27 
-0.42 
-0.65 


-0.66 
+0.  22 


-0.25 
—0.79 


-0.  29 


2.22 
*2.32 


-0.44 


2.00;-0.»1 


-1-2.68 


+  2.  49 

-6.'  is 


.70 
76 
90 
76 
81 
29 
21 
41 

86i-H.07 
44  -1-4.29 
28  -0.61 

81 

66  -1-2.61 

24l 

.59-1-0.36 
2ll -1-1.54 
94+1.19 
81  -1-2.  78 

Of. 

5«  +1.26 

!6 

63  +0.57 


3.69 
4.«2 
2  98 
3.40 
3.  13 
3.19 
3.32 
3.12 


6.29 
4.71 
4.67 
5.31 
5.72 


3.23 
2.01 


+3.07 


+  L20 

+  1.79 


+2.  83 

+2 '26 
+  1.79 
+2.15 
+3.09 


+2.75 
+2.  47 

+  1.29 
+  2.02 
+  1.54 
+0.  76 


+  2.78 
+  1.37 


+  1.90 


+0.61 


+  1.17 


4.01 
5.41 
3.68 
4.12 
3.02 
3.61 
3.54 
3.  14 
3.70 
5.44 
3.91 
6.52 
4.86 
3.48 
4.24 
3.77 
3.12 
3.84 
3.30 
3.77 
4.02 
3.18 
3.31 
3.62 
4.67 
3.43 
3.75 
3.74 
4.32 
4.30 
2.93 
4.22 
4.93 


4.41 
4.63 
4.08 
4.58 
3.78 
3.  .50 
3.46 
3.18 
4.64 
3.24 
4.06 
.5.09 
5.  26 
4.13 
3.73 


2.54 
3.82 
IS 
3.99 
4.83 
3.19 
3.89 
5.92 


5.35 
3.45 
3.59 
3.69 
4.23 


5.04 
2.91 


4.06 


+  0.17 
+6!43 


-0.14 
+  1.39 
-0.05 

+6!9i 


+0.89 
+0.44 
-0.46 
+  0.92 

+6.' 47 

+  6.'  12 
+0.06 


+0.08 
+0.67 


+0.72 


-0.59 
+  0.36 


+0.64 


+0.81 
+2.  59 


+  1.84 
+0.38 


+0.31 


+2.31 


+0. 62 


4.29 
7.50 
3.01 
5.10 
4.16 
5.73 
5.0 
4  95 
4.83 
4.76 
5.36 
11  03 
6.39 
4.34 
5.20 
4.29 
4.59 
3.39 
4.22 
6.46 
6.16 
4.83 
4.81 
4.80 
6.58 
4.91 
4.23 
6.44 
4.36 
2.89 
4.99 
4.33 
4.45 


+0.46 


+  1.04 

+i'i5 


+0.44 
+0.40 
+0. 

+  i.'35 

+  Li9 
-0.86 
+0.92 
+0.18 

+2.' 88 

+i!6i 

+  1.47 


+  L73 
+0.19 


6.45 
2. 92 
3  20 
3.43 
3.13 


3.20 
4.29 
4.81 


4.28 


-0.59 

-f6!50 

+0.36 

0.66 

0  06 


o.nn 

-0.24 

+  2.'*  I 
+  1.26 
+2.42 
-0.36 


+0.  85 
1-1.61 
+  1.93 
+3.  22 


+  L00 
+  1.92 


+2. 86 
—0.35 


6.42 
4.93 
5.02 
4.30 
5.48 
5.73 
3.94 
.5.79 

7.17 
6.19 
5.31 
5.51 
5.86 
3.27 
3.07 
5.00 
2  17 
,5.24 
5.25 
6.87 
5.  .58 
4.66 
3.95 
6.84 
2.94 
« 
5.84 
3.50 
4.41 
1.51 
6.70 
5.31 
3.12 


+  1.12 


+  2.45 


5. 12  +0.  44 
3  97 

3.98  +6.62 
4.071-0.67 
4.22-0.20 
5. 24' +0.81 

5.  25 
4.90 
3.67 
4.60 
4.29 

6.  321 +  1.29 
5.63i+0.38 
5.00!  to.  28 
5.47  +1  22 


-0.22 
+  0.79 


+0. 


+0.39 


2.12 
2.70 
3.51 
2.77 
3.57 
1.111 
3.33 
2.42 


3.32 
4.02 
3.74 
"4.04 

5.77 


2.94 
3.91 
6.40 


4.53 


-1.87 
-1.92 
+  0.1-1 
-1.20 


-0.92 
-1.22 


-1.15 

-0.56 


-0.86 


2.89 
,3.80 
4.43 
.S.Ol 
2.55 
2  89 
L91 
3.10 
■2.69 
4.87 
3.51 
3.99 
4.19 
5.19 
'1.90 
3.20 
2.41 
3.04 
2.30 
1.86 
3.68 
3.79 
2.31 
3.35 
3.79 
1.82 
'*2.38 
2.91 
1.83 
2.44 
3.78 
2.48 
2.  26 
2. 25 


4.96 
4.53 

3.82 
3.62 
3.51 
4.34 
4.05 
3.14 
4.56 
3.70 
4.19 
3.49 
4.42 
4.43 
3.71 


2.06 
1.88 
2.60 
2.32 
2.41 
2.14 
2.  82 
1.64 


2.05 
3.85 
3.03 
3.33 
3.20 


'3  14 

2.56 
2.30 


2.39 


-1.51 

-2.' si 


+0.45 


92-1. 
62-0. 

84:.... 

62  . . . . 
93  -L 
32!.... 
98j-l. 
86i . . . . 
23; ... . 
921+0. 
561-1. 


+0.38 

+  6!65 
-0.81 
-0.21 
+  0.48 


+  1.29 
-0.36 

-iiis 

+  0.09 
+  0  11 
-0.61 


-1.20 
-2.34 
-0.99 
-1.79 


-1.27 
-1.81 


-2.10 
+0. 03 


— 0.  26 


-0.45 


-1.87 


2.01 
•2.69 
3.62 
3.15 
2.38 
3.50 
1.47 
■2.60 
1  87 
4.32 
4.15 
2.16 
2.26 
2.48 
3.15 


3.59 
3.72 
3.65 
5.06 
3.07 
2.79 
2.72 
4.72 


3.41 

4.84 
3.34 
4. '25 
4.13 


2.12 
3.35 
2.24 


2.56 


-1. 


-l.OI 


-2.  36 

+  6.' 26 
-0.  49 
-1.71 

-0.37 


-1.68 
+  1.09 

-i'.SS 

2. 43 

-2  23 

-1.05 


+0.17 
-0.  23 
-0.01 
+  1.52 


-0.65 
+0.94 


-0.42 

+  1.70 


+0.56 


+0.08 


-1.61 


•5.09 

+  L93 

2.91 

-0.23 

3.18 

•2.  68 

3  35 

-6.  is 

3.45 

2.34 

-l.V, 

4.20 

*2.  78 

3.15 

-6.67 

3  31 

-0.21 

4.81 

+  1.12 

3.81 

2.99 

-0  32 

2.99 

3.71 

+0.09 

2.90 

-0.29 

•2.98 

-0.21 

1.91 

-0.67 

3.90 

4.03 

+0.71 

3.39 

3.^27 

+  0.08 

•2.68 

-0.83 

4.01 

3.89 

4.32 

3.63 

3.  05 

3.35 

3.17 

•1.67 

-  i.  45 

6.04 

+2.36 

•5.61 

3. 10 

o.on 

3.. 52 

1.67 

-1.  10 

4,48 

+  1.35 

•2.63 

-0.54 

2.13 

-0.70 

3.04 

1.72 

3.82 

+  1.13 

1.21 

—1.37 

3.  72 

3.46 

-0.07 

3.80 

+0  46 

,3.17 

+  0.17 

3.11 

-0.13 

1.75 

-1.'23 

3.  02 

-0.  13 

2.84 

-0.01 

2.83 

-063 

2.85 

2.40 

1.35 

-1.76 

3.47 

-0.63 

•2.77 

-0. 32 

4.06 

+  1.18 

2,62 

1.89 

-0.81 

»3.07 

5  01 

4.51 

+  1  12 

6.28 

3.85 

+0.45 

3  14 

4  77 
4., 55 
4.17 
3.74 
3.13 
2.99 
•2.47 
'3.33 
3.96 
3.31 
3.. 52 
5.28 
5.06 
2.64 
1.69 
3.05 
2.85 
3.00 
2.19 
2.75 
3.21 
2.40 
4.24 
3.  72 
2.34 
3.15 
•2.99 
2.90 
2 .43 
1.50 
4.22 
3.33 


5.12 
5.21 
4.50 
5.^27 
4.07 
3.98 
4.51 
3.86 
3.82 
2.96 
4.34 
4.57 
4.86 
5.16 
4.10 


-0.50 

+  1.65 


-0.09 


+0.57 
+0.33 
-0.03 

+  i.'94 

-i'.M 

-0.04 
-0. 12 

+0.48 

-6.' 30 


•2. '23 

2.78 
2.88 

t  ^2.03 

+O.64I   2.39 

I  2.56 

•2.381 
•2.71 
2.53 
•2.07 
2.84 
2.65 
5.43 
3.  15 
•■2.33 
2  96 
■2.46 
•2.15 
2  2 
1.81 
2.1 
2.19 
1.94 
•2.06 
2.34 
2.16 
2.35 

2.01 
2.47 
2,  ^24 
2.19 

2.73 


2.  ^26 
1.9« 
2.32 
2.19 
•2.  8S 
2.27 
1.71 
2.03 
2.  02 
•2.36 
1.91 
2  30 
3.12 
2  33 
•2.  15 


3, 
2.  69 
3.93 
3.43 
'4.00 


1.91 
,3.95 
'3.06 


-o:64 

-M.08 

+  i 

■23 

-0.07 

+2. 07 

+i 

86! 

+2 

27 

+  1 

10 

+  1 

24 

+i 

ih 

+0.44 

+i 

,52 

+1 

40 

+  1 

79 

+  1 

24 

+0.37 

+1 

53 

— 1 

16 

— ' 

29 

+6 

31 

11 

+0.63 

+0.01 

+6.'26 

+0.26 

— 0 

13 

• 

1.13 

1.95 
1.66 
2  97 
2.  55 
2.19 
1.72 
2.77 


1.90 
2.33 
1.79 

2.48 
'1.9!i 


3.13 
2.  09 

2.68 


-0.47 
+0. 05 


-0.63 
6.76 


-0.77 
-0.09 
—0.89 

+6.'4i 

-6.49 
-0.  03 
-0.82 
-0.07 

-6.^24 

-6^98 
-0.29 


-0.35 
-0.76 


-0.45 

+6.'i5 
-0.41 
+  0.  39 
-0.  12 


-0..50 
+  0.06 

-6!94 
+0.18 
-0.611 
-0. 19 


3.86i+0. 

6.63+3. 

6.'20i.... 
•4. 02; ... . 

4.I3I  +  1. 

3. 90  ... . 

.3.461+0. 

3.981.... 

4.971.... 
*4.65i  +  I. 


90^ 

43  49.29 
.52.  02 
.38.04 

44.60 

42.  llj 

•22135. 60I 

41.41 


+  4.86 

+■2.' ■2.5 
-6.-/2 


•24 


03 


-0.55 
-0.06 


+  0  ^24 


-1.21 


-0. 05 


3. '29 
7.09 
•7.19 
"4.36 
3.44 
5.21 
4.35 
5.09 
2.42 
4.  .38 
4.86 
3 

5.98 
6., 55 
3.96 
■3.  20 
3.92 
3.99 
3  81 
3.  60 
4.70 
3.91 
5 


4.58 
4.45 
4.90 
4.67 
6.37 
5. 62 
.5.03 
5.19 
3.38 
6  If 
4.-11 
4  90 
5.17 
5.01 
3.99 


3.  ■-'7 
4.25 
2.85 
♦2.90 
■2.  21 
3.^28 
3.45 
2.65 


4.15 
4.02 
3  33 
4.62 

4.82 


5 

4.68 

'3.33 


3.79 


-0.21 
+3.69 


+  1.42 


42. 77 
64.38 
56.12 
37.15 
40.49 
41.70 
37.  51 
41.66 
32. 95 
46. 15 
46.  19 
34.70 
43.  87 
48. 56 
38.77 


37.72 
39.  42 
31.01 
41.68 
44.  30 


+  1.0:.i 


+0.74 
+  1.53 
+0  53 
+0.10 


+0.84 
-0.11 


+  1.^26 
+  1.^22 


+  1.85 


+  1.85 


+0. 


47.65 


46.  94 
46. 21 
41.93 
45.  11 
42.  89 
44.33 
42.  94 
38.48 
41  05 
40.  55 
43. 14 
49. 69 
.52.03 
47.32 
41.82 


30.48 
40.62 


39. 39 
35.  .52 
30.37 
34.  .32 
38.10 


43.  34 
39.7-1 
36.41 
40.01 
13. 


40.68 
38.52 


40.22 


+  1.86 
-3.'6i 
+9-49 

— iiii 

-2.55 
-4.67 
+5.41 

+  7.'  i  i 

—3.83 
+3.30 


+  1.87 
+  1.60 


+2.46 


+6.  .50 
+3.96 
+  1.16 
+  6.87 


+6.66 
+4-  30 

+6.'  ig 

+  6.00 
+2.62 
+  0.47 


-.5. 13 
+0.  56 


-0.97 


-3.10 
-0.30 


+3.00 
+  2.33 


+3.67 


-1.79 


Monthly  amounts  partially  interpolated. 


t  Interpolated. 


5  Incomplete. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


Year  1944 


Monthly  and  Annual  Mean  Temperatures  for  the  Tear  1944,  -w^ith  Departures  from  the  Normal 


STAl'lONS. 
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5 
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S3 
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A 

H 
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0) 
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B 
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0/ 
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03 
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u 

3 
09 

a 

u 
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u 

a 

bl 

a 

ti 

S' 

fcJ 

A 

ti 

C. 

e 

O 

S 

a 

H 

O. 

5 

a 

R 

0) 

m 

<D 

s 

» 

<u 

t^ 

a 

H 

Q 

H 

P 

H 

Q 

H 

Q 

H 

Q 

H 

Q 

H 

O 

"^ 

December 

Am 

o 

3 

2 

1 

09 

55 

at 

I-. 

hr 

■g 

IV 

a 

o, 

U 

a 

ti 

H 

c 

H 

Albion 

Alltjutown  Arpt..  4  NE. 

Alleutowii  

Altoona,  4i  W 

Arendtsville 

Hethlehein 

Bradford,  4  W 

lirookvillo 

Burnt  Cabius,  2  NE.... 

Butler 

Cauton.lNW 

Carlisle 

Cliambersburg,  1  S\V. . 

Clarion,  3  SW 

Clayfville 

Coalport 

Coatesville 

Columbia 

Coudersport 

Ciirwensville,  6  NW.  . . 

Derry 

Donegal 

Donora 


Eagles  Mere 

East  VVaterford,  3  E..  . 

Ebeiisburg 

Emporium,  1  E 

Ephrata 

Erie 

Everett,  iSW 

Farreil  

Ford  City,  4  S 

Fraukliii 

Fredericksville,  IS... 

Freeland 

George  School 

Gettysburg 

(tordon 

Greensburg,  '2  S 

Hanover 

Harrisburg  Arpt.  3i  8. 

Hawley,  4  E 

Holt  wood 

Huntingdon 

Indiana 

Irwin 


31.0 
31.3 
'29.9 
32.4 
31.9 
27.0 
28.5 
29.0 
31.6 


32.0 
32.0 
29.8 
30.6 


Jamestown,  2  NW  . ... 

Johnstown,  i  W 

Kane,  IN 

Lancaster 

Lawrenceville 

Lebanon 

Lewistown,  2  SW 

Lock  Haven 

Marcus  Hook 

Martinsburg 

Mauch  Chunk,  1  SW.. 

Meadville,  IS 

Mercer,  2j  NE 

Middletown,  Ij  W.  ... 

Midland    

Montrose,  3  E 

Mt.  Lebanon 

Mount  Pocono,  2  N . . . 

New  Bloomfield, 

Newburg,  3J  N W 

New  Castle,  1|  N 

Park  Place,  INW 

Palmerton 


Phila.  (Airport) 

Phila.  (City  Office).. 

Phila.  Shawmont 

Philipsburg.  7  E 

Phoenixville,  U  SE 

Pittsburgh  (Airport)  .. 
Pittnlrargh  (City  Office) 

Port  Clinton 

Putney ville,  2j  SE 

Quakertown,  J  E 

Reading 

Ridgway 

Scranton 

Selinsgrove 

Somerset 

Springs,  ISW 

State  College 

Stroudsburg,  2  E 

Tamarack,  2  S 

Tionesta,  1^  SE  . .   . . 

Titusville,2S 

Towanda,  1  E 

Uniontown 

Vandergrift 


33.4 
32.6 
26.7 
26.2 
33.8 
30.3 
35.2 

25.8 

29.9 

27 

29  0 

33.4 

31.4 

30.0 

33.6 

31.4 

30.0 

30.7 

28.5 

32.6 

33.2 

30.4 

31.2 

33.3 

32  8 

26.8 

33.4 

32.0 

33.8 

32.5 

28.0 
81.6 

25.3 
32.2 
29.6 
31.9 
32.2 
31.1 
37.4 
29.2 
■28.  H 
29.0 
28.9 
32.  2 
32.5 
25.4 
32.8 
26.0 


33.2 
33.1 
31.0 
27.2 

34.0 
36.0 
34.0 
26.1 
33.6 
32.8 
35.0 
30.4 
31.0 
29.6 
34.2 
27.3 
30.6 
32.6 
29.5 
28.5 
30.2 
31.0 
26.4 
29.2 
30.0 
29.8 
35.0 
33.2 


+1 
+  2.2 
+  2.4 
+  2.2 
+  1.3 
+  2.7 
+  3.8 


+2.2 


+3.3 
+  2.2 


-0.5 


+3.1 


+2.2 
+  3.2 


+  1.2 


+  1. 
+2. 
+  3.0 
+»4.6 
+  1.7 
+  5.3 


+3.5 


+4.3 
+  1.3 
+3.1 
+3.4 
+0.1 
+  0, 
+  3.8 
+  1.5 
+  1 
+3.1 
+4.5 
+2.2 


29.8 
30.6 
29.6 
32.4 
31.1 
23.6 
25 

630.6 
'31.3 


0.0 
+  1.2 
+  2.1 
+  0.9 
-0.2 
-2.fi 
+0.2 


+3.0 


32.4 
33.3 
27.5 
30.3 


+2.2 
+  1.5 


-1.3 


+  1.3 


+2.1 
+4.3 
+2 


+2.9 
t2.1 


+  1.2 
+3.5 


+  1.4 


+2.1 
+2.4 


+5.0 
+  1.9 


+2.9 
+3.4 
+  2.2 


+2.  7 
+4.6 
+  4.3 
+  1.5 


+2.8 
+  3.0 
+2.1 
+4.0 
+3.7 
+2.8 
+  1.8 
+  3.3 
+3.8 


+4.0i 
+2.4 
+2.3I 


32 

83.6 

•25.5 

24.2 

32.8 

30.0 

35.8 

23.0 
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37.2 
39  2 
41.2 
41.0 
44.8 
44.0 


-0.2 

+  0. 
+0.6 
+  0.2 
-0.4 
+  0.2 
+2.3 


+  4. 


-0  8 
0.0 


-2.0 


+  1.6 


+2.1 


0.0 


0.0 
+0.1 
+  1.2 
+3,5 
+  0.4 
-0.9 


+2.1 


+0.7 
+  0.4 
+  2.3 
+  1,0 
-0.8 
-0.4 
+  1.6 
-0.2 
+0.6 
-0.2 
+  2.0 
+  1.9 


27.0 
•29.2 
■25.2 
29.0 
•28.5 
■22  ,2 
23.0 
•27  1 
'26.2 
21.6 
•27.3 
•29.0 
•24.8 
'24.8 


30.2 
30.2 
21.8 
21,5 
28.6 
•25.2 
30  5 

■21.6 
■24.6 
•22.4 
'22.  4 
•29,8 
28.8 
27.1 
-24.6 
28.8 
-24.8 
27.2 
•24. 3 
30.4 
30.4 
25.5 
■27.6 
30.6 
•29.6 
•25.6 
32.1 
26.8 
27.  2 
■27.7 

•23.8 


-6.7 
-3  0 
-4.9 

-4.0 
-6.2 
-5,7 
-5.2 


-5.3 


-4.5 
-4.3 


-8.2 


-2.7 
-4.6 
-■i'.ii 
-5.' 4 


-6.6 
-7  0 
-3.1 
-3.1 

-2.8 
-6.7 


-4.8 


+0,3 
+0.7 
+  1.4 


+0,8 
+0.4 


-1.4 

+  1.4 


-0.2 


+  1.1 
+0. 


+3  4 
-0.4 


+  1 
+1.6 

+0.2 


+  14 

+  1.8 
+0.3 


0.0 
+  1.2 
+  1.1 
+  0.5 
+0.4 
+0.4 
—1.0 
+  1.9 
+  1.1 


+  1.2 
+  1.0 
+  1.8 


•20,6 
■29.7 
24.4 
•28.2 
•28.6 
26.6 
8.5.2 
2.5.  2 

'26. 6 
■23.4 
23.0 
28.8 
2 

••21.4 
27.1 
22.  S 
2a  2 
29  7 
26.8 
'27  3 
•23.0 

32.2 

33. 

31.6 

•20  5 

31.2 

•27.6 

29.8 

•27.4 

25  (» 

•27.4 

31.0 

21.8 

•27,2 

•26.  2 

■25.2 

24.4 

•25. 9 

28. 2 

21.2 

21.6 

■23.6 

25.3 

30.0 

29.2 


-3.1 
-3  2 
-2,4 
-4.1 
-•5.5 
-4.2 
-3.1 
-3.3 
-2.7 
-4.9 
-3.8 
-5.0 


-3.5 
-4  4 

-4.0 


-4.8 
-3.4 


-6.2 
-5.8 


51 

51 

49.4 

.52.  4 

61.8 

46.1 

47.1 

60.8 

60.8 


51.6 
5'2.4 
49.0 
49.5 


53.8 
54.0 


46.6 
52.3 
48.6 
.54.6 

45.4 
49.2 
46.8 


60.4 
50.4 
61.8 
60.8 
48.6 
49  8 
47.6 
53.0 
54.0 
49.2 
50.2 
53.6 
64.8 
47.8 
54.6 
51.3 
61.6 
62.1 

47.5 


44.0 
52,8 

48.6 
82.3 


-5.2 
-6.3 


-4.3 
-4.2 


-2.4 
-2.6 
-3 


-2 
-4.4 
-4.4 
-4 


-4,0 
-3,2 
-6.4 
-3.5 
-5.6 
-3.8 
-.5.4 
-4.1 
-2.4 


-3  8 
-5.1 
-4.4 


61 

67 

49.2 

48.6 

47.5 

47.8 

52.6 

6-2.0 


62.0 
45.2 


52.9 
51.7 
50.2 
46.4 

54.2 
5-5.6 
61.4 
44.6 


52.0 
64.0 
49.9 
49.7 
50.4 
5:1.9 
46.1 
50.2 
51.2 
48.2 
46.8 
,50.0 
51.4 
45  3 
48.0 
48.2 
49.1 
63.8 
62.6 


0.0 
+0.4 
+0.1 
+  0.2 
-1.2 
-0.8 
+  11.7 


+0.6 


-0.3 
+0.8 


--2.7 


+  1.0 
'+6.' -2 


-0.9 


+  1.6 
+0.6 
+  1.  1 


+0.3 


+  L3 
+0.6 
+  1.8 
+0.6 
-1.6 
-0.5 
+  1.2 
+0.3 
+0.5 
+0.5 
+  1.2 
+0  8 


+0.8 
+0.8 
+0.7 


-0.1 

+  0.6 


-1.3 
-0.1 


+0.2 


+0.6 


+  1.5 
-0.2 


+  1.3 
+  1.2 
+0. 2 


+  1,2 
+  1.2 
-1.3 


+0.3 
+  1.1 
-0.5 
+0.8 
+0  3 
+0.6 
-0  4 
+  1.2 
+2.0 


+  1.1 
+1.0 
+0.7 


(Continued  on  pare  103) 


Year  1944 


CLIMATOLOGICAI.  DATA:    I'KNNSYLVANIA  SECTION. 


loa 


Monthly  and  Annual  Mean  Temperatures  for  the  Year  1944,  with  Departuree  from  the  Normal-Continued, 

KepUiiubcr 


Stotioiis. 


\V»ritM> 

Wiiytiesburg 

\Vi'llst)oro 

W.'st  Chester 

Wilkes-KiirreC  Airport), 

Williarasport 

Williamstowu 

Woiniward.  '2  NE 

York.SSW 


January. 


February. 


March. 


For  The  State. . 


2S, 


2 

33.  S 
2!).  8 
30.5 
'31.8 
27.  1 
3i  6 

30  6 


«-:>.2 
+3 


+  2.  8 
+3.1 


+  3.3 


25.1 
34.  5 
23,8 

33.  4 
28.  3 
31.0 
30.3 
25.4 

34.  •) 

29.4 


+0.2 
+  1.8 
-1.2 
+  ■2.8 

+3.'i 
0.0 

+  3.'i 

+  1.0 


32,1 
37.8 
28.8 
38.8 
32.8 
3.5.4 
36,0 
2!).0 
39.2 

34.4 


-2.2 

-2.r. 

-4.1 
-0.3 

-2]i 

-2.8 


April. 


41.5 
49.2 
39.2 
49.2 
44.6 
46.8 
47.0 
41.2 
.W.l 

45.5 


-3.5 
-!.'. 
-5.3 
-0.7 

-2]i 
-2.3 


-3.1 


May. 


I 


63.7 
66, 4 
61.8 
67.0 
65.4 
67.4 
66.2 
63.4 
69.6 

65.6 


+7.2 
+  4.2 
+  5.4 
+6.1 

+6.' 9 
+6.0 

+8.'i 

+5.8 


June. 


I 


67 

70.8 

64.8 

71.2 

68.6 

71).  I' 

69.0 

64.1 

73.2 

69.3 


+2.5 
+  0.1 
+0.3 
+  1.5 

+  1.6 

+0.7 

+  3'6 
+  1.1 


July.         AuKii.st. 


68.8 
71.0 
68.2 
76  2 
72.8 
73.6 
72.0 
69,8 
76.4 

72.2 


-1.0 
-2.7 
-0.7 

H 

+6.  2 
-0.7 

+  i.9 

0.0 


69.6 
70.2 

67  6 
74.2 
71.5 
73.4 
71.8 
69.6 
75.5 

71.5 


+  1.9 


+  1.2 
+  2.0 


+  2.4 
+  1.0 


+  2.9 
+  1.2 


61.6 

63.0 
61.(1 
67.8 
63.  4 
61.9 
'64. 
60.0 
68.6 

63.4 


-0.6 
-2.9 

+l>.  1 
+2.1 


+  0.5 
0.0 


+2.3 
-0.7 


Octobur. 


49.6 
.52.  ( 
46.0 
54.2 
49.6 
60.7 
51.4 
47.6 
54.9 

50.8 


-1.4 
-2.  1 
-2.9 
-0.4 


-1.9 
-2.0 


November. 


41.0 
42.0 
38.6 
44.6 
41.0 
42.6 
42.0 
37.  6 
4.5.1 

41.0 


+  1. 
-1.4 
+  1.0 
+  1.4 


+  1.4 
-0.1 


+  1.9 
+0.3 


December. 


23.8 
27.0 
21.0 
31).  8 
26.6 

26.1 
22.5 
30.6 

26. 


-4.9 
-7.2 

-7.0 
-2.6 


-5.4 

-■y.H 


Annual. 


47.8 
51.4 

45.6 
53.4 
49.  ( 

so!? 

46 
54.3 

50.0 


+0.8 
-1,4 
-0.8 
+  1.4 


-0.2 
'  +  i.'9 
-0.2 


Reference  letters,  as  a.  b.  c.  in  table  indicate  number  of  days  missing;  for  example,  b  represents  2  days.  $  Incomplete. 


COMPARATIVE  ANNXTAL  DATA  FOR  THE  STATE 


Temperature 

Precipitation 

No.  of  days. 

Year 

a 

u5 
"Si 

is- 
3 

> 

po 

.2  2 

5 

■o 
s 
o 
5 

1,S88  

47.9 
49.8 
50.5 
50.6 
49.3 
48.7 
51.3 
49.4 
50.5 
50.0 
51.3 
50.0 
51.6 

49.4 
49.6 
49  e 
47.5 
49.4 
50.8 
48.5 
50.9 
50.2 
49.9 

51.1 
49.0 
51.7 
49.3 
50.1 
49.6 
47.3 
50.2 
51.1 
49.2 

53.1 
51.4 
50.4 
48.4 
50.3 
48.7 
50.9 
50.5 
50.5 
61.2 

52.8 
51.6 
61.7 
50.6 
50.2 
50.4 
50.7 
51.8 
51.7 
48.6 
51  3 
50.6 
49.5 
50.0 

100 
96 
101 
100 
103 
102 
103 
104 
101 
103 
107 
101 
104 

107 
100 
99 
99 
99 
99 
98 
104 
100 
99 

105 
100 
102 
101 

99 
103 
105 
108 
104 

99 

104 
100 
103 
102 
104 
105 
100 
99 
101 
lOS 

105 
105 
107 
107 
104 
111 
101 
100 
101 
105 
104 
102 
102 
103 

-31 
-27 
-18 
-14 
-28 
-25 
-28 
-25 
-26 
-12 
-16 
-39 
-23 

-22 
-24 
-17 
-42 
-25 
-21 
-Zi 
-29 
-19 
-2-2 

-18 
-35 
-9 
-28 
-26 
-31 
-29 
-34 
-23 
-23 

-16 
-19 
-20 
-25 
-29 
-20 
-24 
-23 
-20 
-24 

-16 

-14 
-•22 
-34 
-26 
-30 
-14 
-20 
-18 
-19 
-15 
-30 
-27 
-26 

45.91 
52.67 
51.28 
45.66 
41.30 
44.26 
43.69 
33.51 
41.95 
42.73 
45.49 
40.93 
37.31 

45.54 
47.29 
46.27 
40.44 
43.34 
42.78 
46.45 
39.68 

37  .38 

38  99 

45.52 
44.13 
43.25 
38.24 
44.26 
40.98 
41.71 
44.06 
46.86 
40.63 

41.80 
34.88 
.S9.17 
43.13 
37.86 
43.11 
42.30 
42.06 
44.21 
28.82 

37.36 
39.02 
45.43 
39.17 
40.43 
42.57 
46.62 
40.81 
37,06 
43.71 
34.12 
47.84 
38.04 
40.22 

39.7 
22.3 
56.5 
34.1 
54.0 
61.6 
63.1 
39.7 
42.4 
37.2 
38.8 
47.9 
38.3 

35.4 
60.3 
37.3 
60.8 
40.9 
45.0 
54.6 
54.4 
41.4 
67.6 

39.2 
38.6 
24.4 
64.2 
42.8 
51.4 
45.6 
43.4 
26.2 
46.0 

30.2 
39.1 
40.7 
44.1 
44.2 
49.8 
30.3 
37.8 
36.7 
27.6 

22.6 
27.8 
33.1 
30.4 
49.7 
50.1 
27.1 
30.1 
33.8 
47  9 
42.4 
51.0 
38.8 
S3.8 

130 
136 
141 
124 
125 
126 
117 
104 
114 
124 
130 
112 
111 

123 
125 
121 
127 
128 
129 
132 
108 
117 
119 

133 
126 
125 
122 
131 
133 
130 
124 
136 
101 

130 
119 
126 
123 
124 
135 
140 
131 
129 
110 

123 
121 
135 
118 
136 
127 
139 
131 
126 
133 
112 
137 
130 
136 

110 
112 
106 
124 
123 
116 
132 
143 
124 
128 
123 
134 
130 

118 
123 
130 
133 
133 
128 
136 
157 
140 
135 

131 
133 
148 
144 
141 
153 
143 
156 
152 
146 

156 
166 
168 
151 
149 
136 
142 
145 
144 
153 

151 

162 
146 
169 
138 
147 
134 
142 
142 
120 
146 
125 
126 
118 

116 
113 
116 
108 
106 
120 
116 
115 
113 
106 
107 
111 
114 

111 
115 
105 
104 
109 
104 
102 
104 
102 
99 

93 
99 
84 
97 
99 
100 
110 
98 
96 
102 

96 
97 
91 
97 
101 
99 
91 
102 
99 
94 

94 
92 
96 
95 
92 
93 
96 
95 
97 
94 
96 
102 
109 
111 

140 

18S9           

140 

1890            

143 

1891 

133 

1892            

137 

1893      

129 

1.S94  

117 

1895            

107 

1896 

129 

1897 

131 

1898            

136 

1899 

1900            

120 
121 

1901 

1902 

1903      

136 
127 
130 

1904                       

129 

1905            

123 

1906       

133 

1907  

12- 

1908            

105 

1909      

123 

1910  

131 

1911       

141 

1912 

134 

1913           

133 

1914  

124 

1915            

125 

1916            

113 

1917 

112 

1918            

111 

1919      

117 

1920  

118 

1921            

114 

1922            

113 

1923 

116 

1924            

118 

1925 

1926 

116 
130 

1927            

132 

1928  

119 

1929 

122 

1930            

118 

1931            

120 

1932            

122 

1933     

123 

1934            

111 

1935 

135 

1936 

126 

1937       

136 

1938  

128 

1939            

126 

1940           

152 

1941 

124 

1942 

138 

1943 

131 

1944 

137 

1945 

Period 

50.2 

111 

-42 

42.01 

42.0 

126 

137 

102 

126 

KIIililNa  FROSTS  OR  FREEZING  TEMPERATURE 


Stations 


AUentown 

Altoona 

Bradford  

Brookville 

Butler 

Carlisle 

Charabersburg 

Clarion 

Olaysville 

Coatpsvillc 

Ciirwensville . 
Eagle.s  Mere  . . , 

limporiura 

Erie 

Everett 

Ford  City 

Franklin 

George  School 

Gettysburg 

Gordon 

Greensburg 

Harnsburg 

Hawley 

Huntingdon.. 

Indiana 

.lohnstown 

Lancaster 

Lawrenceville 
Lebanon 


Last  in 
spring 


Apr. 
Apr. 
Apr. 
Apr. 
May 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
May 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
May 
Apr. 
Apr. 
Apr. 
Apr. 
May 
Apr. 


First  in 

autumn 

Oct. 

15 

Oct. 

15 

Sept. 

24 

Oct. 

15 

Oct. 

16 

Oct. 

16 

Oct. 

16 

Oct. 

16 

Oct. 

15 

Oct. 

16 

Oct. 

15 

Oct. 

15 

Oct. 

16 

Oct. 

28 

Oct. 

16 

Oct. 

16 

Oct. 

15 

Oct. 

16 

Oct. 

16 

Oct. 

16 

Oct. 

16 

Oct. 

16 

Oct. 

16 

Oct. 

16 

Oct. 

16 

Oct. 

16 

Oct. 

16 

Sept. 

24 

Oct. 

16 

Stations 


Lock  Haven... 
Mauch  Chunk 

Meadville 

Midland 

Montrose 

NevF  Castle. .. 
Philadelphia.. 
Phoenlxville  . 

Pittsburgh 

Port  Clinton . . 
Quakertown. . 

Reading 

Ridgway 

Scranton 

Selinsgrove... 

Somerset 

Springs 

State  College. 
Stroudsburg. . 

Towanda 

Tniontown . . . 

Warren 

Waynesburg . . 

W'ellsboro 

West  Chester. 
Williamsport . 
York 


Last 

ill    1 

spring    1 

Apr. 

29 

Apr. 

30 

Apr. 

29 

Apr. 

■29 

May 

19 

Apr. 

30 

Apr. 

6 

Apr. 

14 

Apr. 

13 

Apr. 

■29 

Apr. 

14 

Apr. 

6 

May 

1 

Apr. 

19 

Apr. 

28 

Apr. 

30 

Apr. 

30 

Apr. 

■29 

May 

19 

Apr. 

29 

Apr. 

29 

Apr. 

30 

May 

8 

May 

■20 

Apr. 

6 

Apr. 

■29 

Apr. 

14 

First  in 
autumn 

Oct.  16 
Oct.  16 
Sept.  24 
Sept.  '24 
Sept.  24 
Sept.  ^24 
Oct.  16 
Oct.  16 
Oct.  16 
Oct.  16 
Oct.  16 
Oct.  16 
Sept.  ^24 
Oct.  16 
Oct.  16 
Oct.  16 
Oct.  16 
Oct.  16 
Oct.  16 
Oct.  16 
Oct.  16 
Sept.  '24 
Oct.  16 
Sept.  24 
Oct.  16 
Oct.  16 
Oct.    16 


MONTHLY  STATE  DATA 


Temperature 

Precipitation 

g 

a 

a 

g 

Month 

a 

bo  - 

|a 

1 

1 

^ 

i 

£■3 

1 

ai 

KS 

°s 

a 

o 

1-1 

< 

a§   s 

3 

5.2 

<; 

January . . . 

30.6 

+2.2 

37.4 

25.3 

68 

-12 

2.12 

-1.04 

4.29 

0.35 

3.08 

4.3 

February . . 

29.4 

+  1.0 

37.2 

21.2 

67 

-18 

2.00 

-0.81 

4.18 

0.90 

1.72 

9.4 

March 

34.4 

-3  1 

41.4 

■26.0 

79 

-  6 

4.69 

+  1.17 

8.44 

1.87 

2.05 

11.8 

April 

45.5 

-3.1 

52.4 

38.8 

81 

6 

4.06 

+  0.62 

6.52 

2. '24 

2.20 

2.5 

May 

65.6 

+6.8 

70.8 

60.0 

96 

27 

4. '28 

+0.39 

11.03 

1.18 

4.36 

T. 

June 

69.3 

+  1.1 

77.2 

6-2.8 

100 

29 

4  53 

+  0.40 

8.20 

1.10 

3.06 

0 

.July 

August 

72.2 

0.0 

82.0 

64.9 

100 

37 

2.39 

-1.87 

5.19 

0.05 

2.42 

^ 

71.5 

+  1.2 

79.0 

64.5 

103 

30 

2.66 

-1.61 

6  33 

0.81 

3.42 

0 

September. 

63.4 

-0.7 

71.2 

57.1 

100 

23 

3.85 

+0.45 

8.07 

1.08 

3.90 

0 

October .... 

60.8 

-1.7 

57.4 

44.2 

90 

12 

3.14 

-0.13 

5.67 

1.03 

2.84 

T. 

November . 

41.6 

+0.3 

48.2 

36.4 

78 

7 

2.81 

-0.06 

6.50 

1.26 

2.00 

3.2 

December.. 

26.3 

-6.0 

36.2 

20.5 

60 

-26 

3.79 

+0.69 

7.19 

1.77 

2.50 

22.6 

Year 

60.0 

-0.2 

82.0 

20.5 

103 

-26 

40.22 

-1.79 

11.03 

0.05 

4.36 

53.8 

ERRATA 

January,  1944.— Page  2,  Titusville  total  precipitation  should  be  1.95  inches. 
March,  1944. -Page  18.  Freeland  total  precipitation  should  be  ?4.61  inches,  departure 
should  be  +0.60  inch. 

(W.B.O.,  Philadelphia,  Pa.— 4-20-45-1050) 
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Year  1944 


OOOPBRATIVB     AND    RAINFALL    OBSERVERS 


Stations 

Observers 

Stations 

Observers 

Stations 

Observers 

U.S.  Engineers. 
Samuel  D.  Lewis. 
Fed-State  Flood  Fcstg  Ser. 
U.  8.  Weather  Bureau. 
AUentown-Beth.  Gas  Co. 
City  of  Altoona. 
E.  N.  Jenckes. 
Pa.  St.  Col.  Expt.  Sta. 
U.  S.  Engineers. 
H.  J.  Kemp. 
Berwick  Enterprise. 
Lehigh  University. 
U.S.  Airway  Station. 
Fed-Stat«  Flood  Fcstg  Ser. 
Mrs.  Bessie  M.  Winders. 
Frank  J.  Houpt. 
City  of  Bradford 
Penna.  Turnpike  Comm. 
Civil  Aeronautics  Auth'y. 
Fed-State  Flood  Fcstg  Ser. 
Nelle  R.  Brown. 
Penna.  Turnpike  Comm. 
The  Butler  Eagle. 
Mrs.  E.  Dillon  Stone 
Clarence  E.  Miller. 
Maurus  P.  Westrick. 
Fed-State  Flood  Fcstg  Ser. 
Chas.  R.  Nivison. 
Mrs.  Nancy  Halstead 
Wm.  B.  Spear. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
Wra.H.  Witherow. 
Adam  I.  Neff. 
Howard  L.  Pyle. 
James  H.  Rust. 
John  L.  Reid. 
E.  C.  Steward. 
Russell  C.  Erb. 
U.  8.  Engineers. 
J.  Fred  Kinley. 
Potter  Enterprise 
Grover  Cleveland 
U.  8.  Weather  Bureau . 
Fed-State  Flood  Fcstg  Ser. 
Fed-State  Flood  Fcstg  Ser. 
Miss.  N.  Dixie  Winenian 
Geo.  E.  Darragh. 
Penna.  Txirnpike  Comm. 
Donora  Zinc  Works. 
Geo.  Hart. 

Fed-State  Flood  Fcstg  Ser. 
Fed-State  Flood  Fcstg  Ser. 
Fed-State  Flood  Fcstg.  Ser. 
Carl  E.  Bigger. 
U.  S.  Weather  Bureau. 
Miss  Emma  H.  Eastman. 
Mrs.  Hel-  n  C.  Haas. 
Fed-State  Flood  Fcstg  Ser. 
Epbrata  Review 
U.  S.  Weather  Bureau. 
Penna  Turnpike  Comm. 
Carnegie-Ill.  Steel  Corp. 
U.S.  Engineers. 
William  K.  Fuller. 
Henry  H.  Rohrbach. 
Andrew  B.  Evansha. 
W.  Gale  Lush. 
N.  W.  .Swayne. 
Dr.  Henry  Stewart. 

Glen  Hazel 

Lynn  B.  Rosenkians. 

U.  8.  Engineers. 

Miss  Sallie  M.  Johnson. 

L.  H.  Eilenberger. 

Edward  N.  Rhoads 

C.K.Kulp. 

U.  8.  Engineers. 

Westmoreland  Water  Co. 

C.  Earl  Miller. 

Hanover  Evening  Sun. 

U.S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Miss.  Marie  E.  Roland. 

Penn.  P.  &  L.  Co. 

Penna.  Water  ,v  Power  Co. 

Fed-State  Flood  Fcstg  Ser. 

Paul  R.  Yoder  Ir. 

T.J.  Dingle. 

W.J.  Emerick. 

Indiana  St.  Teachers    Col. 

Westmoreland  Water    Co. 

Pa.  Dept.  Forests  &  Waters 

Robert  Tross. 

Spring  Water  Co. 

Mrs.  Emma  H.  Shultz 

Soil  Conservation  Ser\'ice. 

Penna.  Turnpike  Comm. 

Penn.  P.  &  L.  Co. 

City  of  Lancaster 

Lehigh  Nav.  Coal  Co. 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

Penna.  Dept.  of  Highways 

Wm.  R.  Kelley. 

Westmoreland  Water  Co. 

Mrs.  Ivy  S.  Buchanon. 

Sun  Oil  Co. 

U.S.  Forest  Service. 

U.S.  Weather  Bureau 

Henrv'  Bisland 

HeoTx  8.  Haak. 

Ruth  L.  Roettger. 

Fed-State  Flood  Fcstg  Ser. 

City  of  Meadville. 

Fed -State  Flood  Fcstg  Ser. 

U.  S.  Weather  Bureau. 

Rollin  P.  Gilbert 

Louis  M.Weld. 

U.S.  Army. 

Perry  B.  Campbell. 

Fed-Stat«  Flood  Fcstg  Ser. 

Fed-State  Flood  Fcstg  Ser. 

John  Meeker 

Fed-State  Flood  Fcstg  Ser. 

Harry  S.  Fancher. 

U.  S.  Engineers. 

Fred  Hoffman, 

U.  8.  Weather  Bureau. 

Wm.H.McWilhams. 

Fed-State  Flood  Fcstg  Ser. 

J.  Earl  Sheaffer 

Penna.  Turnpike  Comm. 

New  Castle  Water  Co. 

General  Cliemical  Co. 

C.J.Allen. 

Frederick  A.  Fry 

F.  C.Oswald. 

William  I.  Brown 

New  Jersey  Zinc  Co. 

Wm.C.  Dean. 

Park  Place 

U.  S.  Weather  Bureau. 

Alhinn 

Glen  Rock 

Pennline 

Miss  Retta  M.  Crumb. 

Aliens  Mills       

Philadelphia 

Alleniown  Airport  — 

Gouldsboro 

Phila-Shawmont 

Philipsburg 

Phoenixville 

Geo.  E.  Wright 

Grantville 

U.  S.  Weather  Bureau. 

Graterford 

Phila.  Sub-  Water  Co. 

Greensboro 

Pikes  Creek 

Fed-State  Flood  Fcstg  Ser. 

Greensburg 

Pine  Grove 

Penn.  P.  »  L.  Co. 

Greenville 

Pittsburgh 

U.  S.  Weather  Bureau. 

"Rpavpi"  Falls                  .    . 

Hanover 

Pleasant  Mount 

Port  Allegany 

Port  Clinton 

Merle  Lillie. 

Harrisburg 

Charles  A.  Lewis. 

Hawley 

E.  E.  Rarick. 

Hewitt 

Hoi  lister  ville 

Pottstown 

Lewis  F.  Christman. 

Blakeslee  Comers 

Pottsville 

Pottsville  Water  Co. 

Holtwood 

Punxsutawney 

Putneyville 

Torrence  W.  Prescott 

"Rn^iwpll 

Home 

U.S.  Engineers. 

Rrnriford 

Huntingdon 

Quakertown 

John  E.  Benner. 

Huiitsdale 

Hvndman 

Raymond 

Fed-State  Flood  Fcstg  Ser. 

Reading  

U.  S.  Weather  Bureau. 

Indiana 

Renovo 

Mrs.  C.  W.  Baird. 

Buffalo  Mills 

Rices  Landing 

Ridgway 

U.S.  Engineers. 

West  Penn.  Power  Co. 

Johnstown 

Ringtown 

Shen'doah  M'c'p'l  Auth'v. 

Otvnt/nn 

Kane 

Rush 

Henry  Litwin 

Saltsburg 

Walter  B.  Sullivan. 

Kirkwood 

Saxton 

Fed-State  Flood  Fcstg  Ser. 

Kregar 

Scranton 

U.  S.  Weather  Bureau. 

Cedar  Run 

Lakeville 

Selinsgro  ve 

Dr.  George  E.  Fisher. 

Seward 

Edward  L.  Stutzman. 

Chambersburg 

Lansford             ...  . 

Shade  Gap 

Fed-State  Flood  Fcstg  Ser. 

Lawrenceville 

Lebanon 

Shamokin 

Roaring  Creek  Water  Co. 

Shaver  Creek 

Penna.  State  College. 

Clearlield 

Lewistown 

Lock  Haven 

Sheffield 

Fed-State  Flood  Fcstg  Ser. 

Shippensburg 

Keith  B.  Allen. 

Lycippus   

Smethport 

Fed-State  Flood  Fcstg  Ser. 

Mapleton  Depot 

Marcus  Hook 

Somerset 

D.  L.  Grove. 

South  Mountain 

Springs 

Pa.  Dept.  of  Health. 

Couuellsville 

Allen  E.  Yoder. 

Martinsburg 

State  College 

Penn  State  College. 

Coraopolis    

Matamoras 

Mauch  Chunk 

McConnellsburg  

McConnellstown 

Strongstown 

Stroudsburg 

Harry  F.  Bennett 

Metropolitan-Edison  Co. 

Sunbury 

Chas.  W.  Baylor. 

Susquehanna 

Raymond  J.  Holleran 

Tamarack 

James  E.  Swartx. 

Danville 

Medix  Run 

Tanners  Falls 

Tionesta 

Leslie  E.  Walter. 

Mercer    

U.  S.  Engineers. 

Mercersburg . . 

Titusville 

To\vanda 

U.  S.  Weather  Bureau 

Dingmans  F'erry 

Donegal .       .      

Meyersdale 

Mrs.  M.  Ordelia  Parks. 

Middletown 

Tunkhannock  

Tvrone 

Fed-State  Flood  Fcstg  Ser. 

Donora 

Midland           

Millersburg 

Millville 

Fed-State  Flood  Fcstg  Ser. 

Union  City 

Fed-State  Flood  Fcstg  Ser. 

Uniontown 

Wm.  W.  Marsteller. 

Milroy 

Vandergrift 

Carnegie-lU.  Steel  Corp. 

Monroeton 

Wallenpaupack  Dam 
Warren 

Penna.  P  &  L  Co. 

Merrell  L.  Jordan 

East  Waterford 

Ebensburg              ..  , 

Mosgrove 

Mt.  Lebanon 

Mount  Pocono 

Murrysville  

Washington 

Waynesburg 

Fed-State  Flood  Fcstg  Ser. 
Thomas  S.  Knox. 

Wellsboro 

Mavnard  S.  Bliss. 

English  Center 

Wernersville 

Westchester 

J.  H.  Thompson. 

Neffs  Mills 

New  Bloomfield 

N  ewburg 

Clyde  T.  Saylor. 

Erie 

Westgrove 

Conard-Pyle  Co. 

Everett             

Wilkes- Barre 

Civil  Aeronautics  Auth. 

New  Castle 

WilliamsiHjrt 

John  D.  McEwen. 

Ford  City      

Newell 

Williamsport.  4  SE.  . . 

Williamstown 

Woodward 

Fed-Stat«  Flood  Fcstg  Ser. 

Ne  w  Park 

Gordon  Lower. 

U.  S.  Weather  Bureau. 

Freeland                    .  . 

New  Tripoli 

York 

York  Haven 

York  Water  Co. 

Orwell 

Metropolitan-Edison  Co. 

George  School 

Palmerton 

YoungsvUle 

Fed-State  Flood  Fcstg  Ser. 

Parkers  Landing 

Zlonsiille 

J.  H.  Weinberger. 
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PENNSYLVANIA   SECTION 

L.  F.  CONOVER 
HABRISBURG,  PA 


Vol.  L. 


January   1945. 


No.  1. 


aENERAL  SUMMARY. 

Severe  winter  conditions  experienced  in  western  counties  in 
ihe  previous  month  gripped  the  whole  State  durinp:  January, 
and  dispelled  a  prevalent  belief  that  old  fashioned  winters  were 
a  thing  of  reminiscence.  As  this  was  the  fourth  snowiest  and 
sixth  coldest  January  of  record,  numerous  periods  of  liigh  winds 
combined  to  harass  mankind  and  curtail  war  production  by 
building  great  snowdrifts,  disrupting  all  kinds  of  transportation, 
and  bringing  outdoor  work  to  a  standstill.  Icy  roads  and  streets 
kept  automobile  traffic  at  a  minimum,  but  pedestrian  accidents 
were  unusually  high.  It  is  probable  that  there  were  more  frac- 
tured bones  reset  than  in  any  similar  period.  The  snowfall, 
averaging  22.6  inches,  equalled  the  December  fall,  and  brought 
the  total  for  the  winter  to  45.2  inches,  the  greatest  for  any  two 
consecutive  months  in  the  period  of  record. 

The  storm  of  the  15-16th  in  the  eastern  portion  of  the  State 
caused  six  deaths  and  was  the  worst  of  the  month,  and  of  par- 
ticular note  in  the  vicinity  of  Harrisburg,  where  21.0  inches  of 
snow  fell  in  24  hours,  the  greatest  fall  of  record.  Except  at 
Gouldsboro,  24-hour  depths  were  generally  less,  but  highway 
crews  were  unable  to  keep  roads  clear.  Transportation  was 
slowed  to  a  crawl,  and  production  was  impeded  as  workers  were 
unable  to  get  to  work.  Two  collieries  in  Pottsville  shut  down, 
and  schools  cut  their  sessions  short  so  the  children  could  get 
home.  Many  rural  schools  remained  closed  for  the  balance  of 
the  week  as  the  snow  drifted,  on  the  night  of  the  16th,  and 
blocked  many  roads  which,  until  then,  had  been  passable. 

Wind  and  cold  were  governing  factors  for  the  balance  of  the 
month,  as  the  snow  drifted  repeatedly  and  limited  progress  in 
reopening  roads.  As  the  month  closed,  highway  crews  had  re- 
opened all  but  5%  of  the  rural  roads  in  the  southwest,  but  in 
northern  counties  60%  remained  impassable.  The  severe  weath- 
er during  the  latter  half  had  serious  consequences  as  household- 
ers kept  fires  roaring  to  combat  the  cold  and  wind.  The  unusual 
strain  on  the  heating  systems  caused  many  serious  fires,  which 
resulted  in  a  number  of  deaths.  In  rural  areas,  firemen  could 
not  get  their  apparatus  through  the  blocked  roads,  and  the 
homes  were  burned  to  the  ground. 

Snow  melt  and  moderate  rain  caused  minor  flooding  on  the 
Monongahela  on  the  2d.  A  slight  rise  on  the  lower  Susque- 
hanna caused  some  ice  movement  and  backwater,  due  to  ice 
jamming  in  the  vicinity  of  Columbia,  forcing  the  water  com- 
pany to  close  down  for  four  days,  due  to  a  stage  only  one  foot 
below  the  crest  of  March  1936.  Restrictions  on  the  use  of  water 
from  the  limited  reserve  forced  vital  war  industries  in  the  area 
to  suspend  operation. 

Farm  activities  were  limited  to  chores  during  January,  but 
the  heavy  snow  cover  provided  excellent  protection  for  winter 
grains  and  new  grass  seedings. 


TEMPERATTTBE. 


The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  84  stations  was  20.4°,  which  is  7.8°  below  the  58-year 
normal  for  January.     The  highest  monthly  mean  was  29.0°  at 


Harrisburg  Airport,  and  the  lowest  waa  12.9°  at  Kane.  Ex- 
tremes ranged  from  a  maximum  of  58°  at  Marcus  Hook  and 
Philadelphia  Airport  on  the  Ist,  to  a  minimum  of  —28°  at  Kane 
on  the  25th.  

PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  197  stations,  was  2.68  inches,  which  is  0.48 
inch  below  the  58-year  normal  for  January.  The  greatest 
monthly  amount  was  5.45  inches  at  Montrose,  while  the  least 
was  1.04  inches  at  Jamestown.  The  greatest  amount  recorded 
in  any  24  consecutive  hours  was  2.54  inches  at  New  Park  on  the 
16th. 

The  average  snowfall  for  the  State  was  22.6  inches,  which  is 
12.0  inches  above  the  58-year  normal.  The  greatest  monthly 
snowfall  was  57.7  inches  at  Montrose.  The  greatest  fall  for  any 
observational  day  was  21.0  inches  at  Gouldsboro  and  Harris- 
burg on  the  15-16th. 


COMPARATIVE  DATA  FOR  JANUARY 


Year 


Temperature 


lh88 . . . 
1889... 
1890  .. 
1891... 
189-2 . . . 
1893... 
1894  .. 
1»95  .. 
1896... 
1897 . . . 
1898... 
1899... 
19U0... 
1901 . . . 
1902 . . . 
19U3  . . 
1904... 
1905... 
1906... 
1907 . . . 
1908... 
1909... 
1910... 

1911... 

1912  . . 

1913  .. 
19H  .. 
1916... 
1916... 
1917 . . . 
1918... 
1919... 
1920 . . . 
1921... 
1922 . . . 
1923... 
1 924 . . 
1925... 
1926... 
19-27 . . . 
19-28... 
1929... 

1930  .. 
1931... 
1932... 
1933  . . 
1934 . . . 
1935... 
1936... 
1937 . . . 
1938... 
1939... 
1940... 
1941... 
1942... 
1943... 
1944... 
1945... 

Period 


■23.2 
29.4 
37.5 
30.5 
■26.2 
19.0 
32.8 
24.2 
•27.6 
•25.6 
30.7 
■26.6 
•29.8 
29.1 
25.6 
26.9 
■20.0 
■23.8 
35.0 
30.0 
28.4 
31.2 
27.2 


29.2 
30.0 
40.5 
37.0 
32.2 
27.5 
23.6 
36.7 
■28.9 
30.3 
19.3 
27.9 
27.3 
28.2 
30.6 
20.4 

28.2 


re 

Precipitation 

No.  of  days. 

tH        . 
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OJ  c 

-E  3 
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ss 

s° 
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< 

<IX: 

" 

Ph  V 

-19 

-5 

-2 

-4 

-28 

-25 

-9 

-17 

-15 

-25 

-16 

-'21 


63 

-8 

59 

-10 

58 

-13 

68 

-13 

66 

-42 

69 

-21 

85 

-4 

75 

-•23 

.59 

-18 

72 

-19 

56 

-22 

70 

-5 

57 

-35 

65 

3 

81 

-•27 

62 

-26 

76 

-12 

69 

-18 

57 

-•29 

64 

-15 

59 

-23 

63 

-13 

62 

-19 

62 

-17 

65 

-13 

55 

-•29 

66 

-19 

61 

-24 

65 

-23 

73 

-20 

72 

-24 

65 

-12 

79 

9 

71 

-6 

67 

-19 

72 

,  -23 

59 

-30 

71 

5 

66 

-20 

69 

-18 

56 

-16 

58 

-10 

64 

-30 

73 

-12 

68 

-12 

58 

-28 

85 

-42 

4.19 
3.54 
3.04 
3.64 
4.77 
2.85 
2.29 
4.17 
1.43 
2.15 
4.^25 
3.05 
2.64 
2. '22 
2.80 
3.31 
3.55 
3.70 
2.53 
4.36 
2.68 
2.92 
5.55 

3.54 
1.92 
4.95 
3.37 
5.56 
2.42 
3.60 
3.81 
2.53 
2.47 
2.58 
2.26 
4.26 
4.34 
3.53 
2.80 
2.90 
2.08 
3.37 

2.-/5 
1.46 
4.51 
2.00 
2.54 
3.08 
4.21 
6.36 
2.51 
3.14 
1.41 
2.62 
1.86 
2.68 
2.12 
2.68 

3.16 


14.0 

13 

5 

11 

7.8 

10 

9 

13 

1.8 

14 

7 

8 

9.8 

12 

6 

10 

13.5 

12 

8 

8 

18.0 

12 

7 

10 

7.2 

10 

9 

9 

14.2 

13 

7 

10 

3.4 

6 

8 

9 

11.0 

10 

8 

8 

11.0 

13 

6 

8 

10.3 

10 

12 

8 

5.3 

10 

8 

9 

8.6 

11 

8 

8 

11.5 

9 

8 

9 

11.7 

11 

6 

8 

•20.4 

12 

10 

6 

21.2 

12 

8 

8 

4.5 

11 

10 

8 

13.2 

15 

6 

7 

n.4 

9 

12 

8 

12.8 

13 

9 

6 

26.0 

14 

7 

5 

4.5 

13 

8 

6 

13.6 

12 

8 

7 

4.5 

16 

9 

6 

11.7 

11 

7 

7 

14.7 

13 

10 

6 

1.8 

12 

9 

8 

4.2 

13 

U 

8 

25.2 

12 

10 

8 

6.2 

8 

14 

8 

10.0 

10 

9 

8 

4.4 

10 

12 

7 

16.0 

8 

14 

7 

17.6 

14 

6 

6 

3.6 

8 

U 

8 

29.4 

10 

11 

7 

10.5 

11 

9 

9 

5.7 

13 

9 

6 

6.8 

9 

12 

8 

7.6 

12 

9 

9 

8.4 

12 

8 

8 

4.4 

7 

12 

9 

1.3 

14 

7 

6 

1.9 

8 

12 

7 

2.3 

11 

8 

8 

13.5 

11 

11 

6 

19.4 

14 

8 

7 

4.3 

16 

5 

7 

5.1 

12 

8 

7 

15.2 

13 

8 

7 

8.4 

10 

9 

7 

14.6 

13 

7 

6 

7.6 

8 

11 

7 

15.5 

14 

5 

7 

4.3 

7 

9 

10 

22.6 

14 

8 

8 

10.6 

11 

9 

8 

15 
9 
16 
15 
IS 
14 
13 
14 
14 
15 
17 
11 
14 
15 
14 
17 
15 
15 
13 
18 
11 
16 
19 

18 
16 
16 
17 
16 
14 
12 
13 
9 
14 
12 
10 
19 
12 
18 
13 
16 
11 
13 

16 
10 

18 
12 
16 
14 
16 
19 
16 
16 
15 
18 
13 
19 
12 
15 


CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 


January  1945 


Olimatolotfical  Data  for  January  1945 


Stations 


Counties 


Ailatitic  Drainage 
Allentown  Arpt.  -4  NE. 

AUoona-4.5  \V 

Burnt  Oabins-2  NE  — 

Clarlisle. 

Chambersburg-l  SW... 

Coatesville •  ■  •  • 

Curweiisville  Apt-6  NW 

Eagle-  Mere 

E:ist  \Vaterford-3  E.  .  . 

Eniporiuvnl  E 

Ephrata 

Everett-0.  5  SW 

Freelaud 

George  School 

Gettysburg 

Gordon 

Hanover... ...•••.. ••• 

HarrisburgArpt.-3.5  b. 

Ha\vley-0.5  E 

Holtwood 

Huntingdon 

Lancaster 

Lawrenceville 

Lebanon ■■_ 

Lewistown-2SW 

Lock  Haven, 

Marcus  Hooktl 

Marlinsburg 

Montrose-3  E •    ■ 

Mt.  Pocono  Arpt. -2  JN  . 

I'alinerton 

I'hiladelphia  Airport.. 
Philipsburg-7  E.  ■■■■■■■ 
Phoeuixville-l.  ftSE.... 

Port  Clintoutl 

QuakertowD-0. 5  1- 

Reading 

Scrouton  

Seliusgrove 

State  College 

Stroudsburg-2  E 

Taiiiarack-2S 

Towauda-1  E 

Wellsboro 

West  (Chester 

Wilkcs-Barrett 

Willianisport  Apt.-4E. 
Williauistown  tt.     ■   ■ 

Woodward-2  NE 

Vork-3SW 


division  mean. 


Ohio  Drainaae 

liradford-4  \V 

lirookville 

Butler 

Clarinntt-3  SW 

ClaysviUe 

i  'orry 

Coudersportn 

Derry 

Doncgsil 

Donoratt 

Kbeushurg 

Fan  ell 

Kord  City-4  S 

Franklin 

Greensburg-2  S 

Indiana 

Jainesto\vn-2  NW... 

Johnstown 

Kane-1  N 

.Meadville  1  S 

Midland 

NewCastlc-1.5  N  ... 
Pittsburgh  Airport. 
PutneyyiIle-2.  a  SE  . 

Ridgway 

Somerset 

Springs-!  SW 

Tioni'Sta-l.SSE 

Titiisville-2S 

Uuiontown 

Vandergrift ... 

Warren     

VVayne.<l.urg 


Division  mean. 


Lake  Drninnge 

Albion 

Erie.  , 


State  mean. 


Lehigh 

Blair 

Fulton 

Cumberland  — 

Franklin 

Chester 

Cleariield 

Sullivan 

•luniata 

Cameron 

Lancaster 

Bedford  

Luzerne  

Bucks 

Adams 

Schuylkill 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon     . 

Lancaster 

Tioga 

Lebanon  —   .. 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia . . 

Centre   

Che.ster 

Schuylkill 

Bucks 

Berks 

Lackawanna... 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming 

Dauphin 

Centre 

York 


884 

1,500 

990 

473 

600 

431 

2,215 

2,020 

2, 125 

1,100 

365 

1,020 

1,970 

184 

500 

900 

600 

351 

980 

200 

700 

255 

996 

469 

580 

557 

12 

1,493 

1,176 

1,914 

455 

10 

1,916 

100 

407 

480 

273 

746 

476 

1,217 

440 

2,250 

754 

1.319 

440 

544 

520 

775 

2,191 

390 


Mc  Kean 

Jefferson 

Butler 

Clarion 

Washington 

Erie  

Potter 

Westmoreland . . . 
Westmoreland  .  . 

Washington 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland... 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

.Soinerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland... 

Warren 

Greene 


Erie. 
Erie. 


Temperature,  in  degrees  Fahr. 


S 

03  o 


900 
705 


19.5 
20.8 
23.0 
21.6 
24.4 
24.6 
14.8 
14.9 
19.9 
16.4' 
24.8 

22.  2 
17  6 
21.4 
25.8 
19.6 
25.1 

23  9 
17.9 
26.4 
22.5 
24.9 
16.3 
22.4 

23.  2<1 
20.4 
28.6 
19.4 
13.6<1 
15.2 
20.2 
24.8 
14  6 
27.8 
20.8 
21.4 

24  3 
18.9 
20.8 
19.8 
21.4 
15.2 
18.0 
14.3 

25  4 
18.6 
18.3 
22.  2 
16.0 
25.2 

20.8 


15.0 
16.6 
21.4 
18.1 
22.  0 
15.0 
14  9 
24  4 
20.8 
25.  8 
18.0 
19.5 
21.6 
18.4 
23.4 
21.9 
17.1 


12.9 
16.6 
22.5 
21.6 
22.0 
18.3 
21.8 
21.5 
21.1 
IK.  8 
16.7 
26.8 
22.8 
16.3 
23.9 

19.9 


16.6^ 
19.4 


20.4 


-6.6 

-7.'0 
-.5.4 
-5.6 


-9.6 
-5.5 
-5.9 
-6.6 
-6.7 
-4.3 
-7.3 
-7.4 
-5.1 
-7.1 
-5.1 
-6.4 
-5.1 
-8  8 
-6.7 

-Y.6 
-6.4 


-9.3 


-8.4 
-6.3 


-3.1 

-8.0 
-5.4 
-6.9 

-7.7 
-7.9 
-7.0 
-5.6 


-7.6 
-9.8 
-5.2 


-6.3 
-5.'i' 


-8.7 
-8.0 
-1-0.4 


-8.8 
-8.4 
-9.0 
-6.2 

-7.7' 
-7  6 
-8.7 


-8.0 
-7.5 
-7.4 


-8.7 


-6.5 
-6.2 


-3.2 

-5.1 
-5.4 


-5.9 
-7.9 
-9.3 


-7.8 


68 


1 
12 

8 

4 

4 

1 

1 

1 

1 

8 

1 

4 

1 

1 

4 

1 

4 

4 

1 

1 

4 

It 

8 

4 

4 

8 

1 
12 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

U 

It 

1 

8 

1 

8 

1 

1 

1 

1 

It 
4t 


12t 
12 

It 

It 
12 

It 

8 

1 
12 

11 
12+ 
12 

It 
12 
12 

1 
12 


Precipitation,  in  inches 


25 
25 

18t 

30 

25 

25 

25 

25t 


4  I  25 


11 
12 
12 
lit 
12 

I 
12t 

1 

1 
12 

1+ 

1 
12 
21 

1 


12t 
12 


-28 
-16 

0 
-10 

0 
-13 
-20 
-11 

-  5 
-18 
-13 

-  ■> 

-  6 
-13 

-  6 

-28 


26 
25 
18 
25 
25 
18 

3 
26 
25 
26 
25 
18 
25 
26 
26 

2 

25t 
25 
25 
25 
25 
26 
25 
25 
25 

3t 
25 
25 
25 
26 
25 
26 
26 
26 
261 
25 
26 
26 
25 
25 
27t 

26 


25 
25 
25 
25 
27 
18 
25 
25 
27 
2 
25t 
25 
25 
26 
25t 
25 
25 


25 


3.17 
1.73 
2.44 
3  49 

3  37 

2.  95 
2  96 
3.24 
2.64 
2.21 
3.13 
2.21 
3.36 
2.98 
2.86 

3.  33^ 
3.  18 
3.34 

4  47 
3.89 

2  00 

3  48 
2.  55 
2.75 
1.84$ 
2.  08 

tt 
1.38 
5.45 
4.99 
3.17 
2  86 
3.04 
4.13 
2.94 
3.95 
3.71 
3.07 
3.63 
1.84 
4.66 
2.68 
2.  29 
1.73 
3.64 
2.15 
1  91 

5$ 

1.60 
3.71 

3.01 


2.60 
2.03 

1.  61 
1.86 
2.71 
2.48 
2.56 
3.28 

tt 
2.07 

2.  04 
1.37 
2.11 
1.-17 
2.87 
2. 16 
L04 


a 
2- 

3  2 

I 
9'^ 


_a 


No.  of  days 


-0.33 
-1.20 


+  0.35 
-1-0.56 
-0.92 


-1.15 
-f  0. 12 
-0.69 
-1-0.  08 
-0.41 
-0.23 
-0  21 
+0.04 
-1-0.25 
+  1.74 
+0.86 
-1.11 
+0.32 
+  i).71 
-0.57 


-0.86 


+2.f 


+  0.38 
-0.44 


+0.47 
-0.58 
+0.49 
+0.14 
+0.04 
+0.62 
-1.07 
+  1  40 


+0.31 
-0  64 
-0.14 
-0.24 


+0.71 


-0.41 
-1.10 
-1  16 
-1.99 
-0.41 
0.78 
-0. 52 
-0.40 


-0.65 
-1  15 
-1.06 


-1.93 
-0.82 
-1.63 
-L52 


1.83 

2.08 

1.95 

1.92 

3.02 

2.  52 

2.03 

2.67 

2.65 

1.90 

2.37 

2.98 

1.99 

2.04$ 

2.09 

2.19 


-1.71 

-1.05 


-0.99 
-0.03 


-0.80 
-1.57 
-1.01 


-0.55 
-0.70 
-0.79 
-0.09 


2.35 

3.01  j  +0.24 

2.68  j  -0  48 

I 


1..56 
0.48 
0.95 
1.53 
0.96 
1  07 
0.88 
0.76 
0.48 
0.85 
1.35 
0.76 
0.83 
0.96 
1.20 
0.96 

i.eo 

1.74 
1.58 
1.15 
0.75 
1.73 
0.90 
0.74 
0.36 
1.00 


0.48 
1.81 
1.54 
1.50 
L17 
0.68 
1. 33 
0.70 
1.59 
1.94 
1.18 
1.18 
0.53 
1.65 
0  88 
1.01 
0.54 
1.49 
1.13 
0.80 

6'59 
2. 22 

2.64 


0.55 
0.94 
0.67 
0.59 
1.19 
0.70 
0.39 
1.01 


0.79 
0.37 
0  51 
0.83 
0.57 
1.03 
0  58 
0.40 


0.27 
0.41 
1.07 
0.80 
0.98 
0.82 
0  55 
0.52 
0..V2 
0.43 
0.66 
1.12 
0.78 
0.31 
0.84 

1.19 


1.07 


2.64 


31-1 
31-1 
15-16 
15-16 

1 
31-1 
31-1 
31-1 
15-16 
31-1 
15-16 
15-16 
16 
31-1 
15-16 
15-16 
15-16 
15-16 
17 
16 
31-1 
15-16 
31-1 
15-16 

1 
31-1 


31-1 
16-17 
15-16 
16 
15-16 

7 

I 
15-16t 
31-1 
15-16 
31-1 
15-16 

1 
15-16 
31-1 
31-1 
31-1 
31-1 
31-1 
31-1 

3i-i' 

15-16 
16 


31-1 
31-1 
31-1 
31-1 
31-1 
1 
15-161 
31-1 


1 
28-29 
31-1 
31-1 

1 
31-1 
31-1 
31-1 


22 
31-1 
31-1 
31-1 

1 
31-1 
31-1 
31-1 
31-1 
31-1 
1-2 
31-1 

1 
31-1 
31-1 

31-1 


20.5 
19.0 
18.4 
27.0 
18.2 
16.5 
32.7 
26.5 
2-2.6 


21.9 
16.5 
25.6 
12.1 
23.0 
33.3 
19.0 
31.4 
37.7 
20.5 
13.5 
21  5 
25.0 
26  1 
17.2 
21.5 
10.6 
15,0 
57.7 
28.5 
26.6 
11.7 
27.4 
20.6 
24  5 
20.4 
23.4 
28.2 
21.8 
19.7 
30  6 
23  5 
20  2 
15.5 
15  2 
11.2 

■$$' 
17.1 
24.5 

22.6 


33  6 

26.5 
17. 5 
16.7 
4,5.0 
27.7 
19.0$ 
43.5 
9.1 
16.0 
12.0 
18  5 
20.5 
16.5 
21.3 


10  I  10 


31-1 


28.0 
27. 2 
17.4 
14.7 
19.2 
24.2 
19.5 
30.2 
23.  3 
19.5 
28.5 
15.7 


18  5 
15.0 


22.0 


5$ 
38.3 


22.6 


14 


Observers 


15 


ne. 

11  u 


w. 
nw. 


w. 

nu 

nw. 

nw 

nw. 

nw 

D. 

11 » 


nw. 


n. 

nw. 


SW. 
nw. 

SW. 


sw. 

SW. 


U.S.  Weather  Bureau. 

City  of  Altoona. 

Penna.  Turnpike  Comm. 

Clarence  K.  Miller. 

William  B  Spear. 

Howard  L.  Pyle. 

U.  S.  Weather  Bureau. 

Carl  E.  Bigger. 

r.  S.  Weather  Bureau. 

Mrs.  Helen  C.Haas. 

Ephrata  Review. 

Penna.  Turnpike  Comm. 

.\ndrew  B.  Evansha. 

N.  W.  Swayne. 

Dr.  Henrj-  Stewart. 

Miss  Sallie  M.  John.son. 

Hanover  Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  Co. 

Paul  R.  Yoder.  jr. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

Lebanon  \' alley  Gas  Co. 

Penna.  Dept.  of  Highways. 

William  R.  Kelley. 

Sun  Oil  Co. 

US    Weather  Bureau 

Harry  S.  Fancher. 

U.  S.  Weather  Bureau. 

New  Jer>ey  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila.-Suburban  Water  Co. 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edi.son  Co. 

James  E.  .Swartz. 

Mrs.  M.  Ordelia  Parks. 

M.  S.  Bliss. 

Clyde  T.  Say  lor. 

Civil  Aeronautics  Authority 

U.  ^.  Weather  Bureau. 

Gordon  E.  Lower. 

U.  S.  Weather  Bureau. 

York  Water  Co. 


Citv  Water  Dept. 

Civil  Aeronautics  .\uthority 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

J.  Fred  Kinley. 

Potter  Enterprise. 

Miss  N.  Dixie  Wineniau. 

Penna.  Turnpike  Comm. 

Donora  Zinc  Works. 

Miss  Emma  H.  Eastman. 

Camegie-lUinois  Steel  Corp, 

U.S.  Engineers. 

William  K.  Fuller. 

Westmoreland  Water  Co. 

Indiana  State  Teachers  Col. 

Pa.  Dept.  Forests  &  Waters. 


w.     I  Spring  Water  Co. 
uw.  I  City  of  Mea<i\-ille. 
nw.  !  Perry  P.  Campbell. 
n.        New  Castle  Water  Co. 
nw.  i  U.  S.  Weather  Bureau, 
nw    I  U.S.  Engineers, 
s.      I  West  Penn  Power  Co. 
SW.      D.  L.  Grove, 
w       I  .^illen  E.  Y'oder. 
nw.  I  U.  S.  Engineers. 
SW.    I  V.  S.  Weather  Bureau 
SW.    '  William  W.  Marsteller. 

I  Carnegie-Illinois  Steel  Corp 

SW.    I  Merrell  L.  Jordan. 
nw.  !  Thomas  S  Knox. 


Samuel  D    Lewis. 

U.  S.  Weather  Bureau. 


[See  page  8  for  explanation  of  reference  marks.] 
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Daily  PreoipitatiOD  for  January  194S 


Statiou.s 

Couuties 

Day 

of  mouth 

1 

2 

8 

4 

|5 

6 

7 

8       9 

10 

11 

12      13 

14 

18 

16 

17 

1        1 
18  119 

20 

21 

22 

•JS 

24  j  26  j  26 

27 

28 

29 

80 

81 

1 

ATLANTIC 

DRAINACiK 

Piiaiidie  Hn.thi 

I'ri'KK  I)K1  .WVAKK 

Dingmaus  Ferry-.  0.5 K 

Ha\vley-'.O..iK 

Holli<;tt»rvillG- 

Pike 

Wayue. 

Wayne....   . . 

Wayne 

.14 

.07 
.12 
.07 

i.r 

.  "i 

.3t 

1.1'J 
T. 

1.'45 

1 





.... 

tV 

T. 

.01 
T. 
.0!) 
.07 
.01 

.04 
.04 
.0« 
.01 
.Of 
T. 

1 

1 

... 
... 

T. 

.17 
.13 
.05 
.21 
.26 
.67 
.28 
.65 
.32 

.26 
.13 
.32 
.20 
.18 
.41 
.47 
.55 
.47 
.26 

.74 
.30 
.12 
.33 
.20 
.29 
.27 
.43 
.35 

.47 
.38 
.43 
T. 

.42 

.,54 
.50 
.42 

.49 

.78 

.11 

.05 
.22 

.24 
.09 
.22 
.15 
.35 
.06 
.03 
.23 
.07 
.09 
.19 

.2- 
.2- 
.31 
.2C 

.22 
.5-1 

.'ic 

.08 

.02 
.22 
.03 
.09 
.16 
.14 

'.'(34 
.03 
.07 

".i)8 

.35 
.23 
.20 
.13 
35 

.01 
.01 

.... 



1 

.01 
T. 

1 

::"[  :oi 

T 
01 
T. 

.2^ 
.21 
.25 
.48 

r 

.4f 

.4H 

.35 

.41 

.36 

1.47 

.98 

1.66 

1.33 

.85 

.35 

.66 

.92 

.16 

.35 

1.60 

1.74 

1.50 

.84 

1.06 
.60 
.08 
..37 
.70 
.40 
.60 
1.90 
1.26 

1.06 

1.21 

.93 

.20 

1.07 
.90 
1.35 
1.15 
1.13 
* 

.17 
.31 

.88 
1.5a 

i.oa 

1.2f 

.94 

.05 



T. 

".2\ 
.15 
.17 
.11 
.04 

* 

.02 

• 

.01 
.03 

".6a 

.04 
.02 

T. 
.07 
O.'i 
.09 

..38 
.60 
,47 
.58 
34 

"(fi 
T. 

.0- 

.07 
.01 

.02 
T. 

.O.'i 

t. 

1 

8.76 
4.47 
3.77 

Lakeville'-,  IN 

3.98 
4.10 

.Mount  I'ocono''.  2  N. .. 
Pleasaut  Mount',"'.  1  W 

Stroudsburg.  2  K 

Tanners  Falls',  i",  1  SE. 

Lkhioh 
Allentown  Arpt^,  4  NE 

Monroe 

W'ayne 

Monroe  

I.U 
.<)S 

T. 

.03 

.05;    T. 

.04  .... 
.Olj... 

.28 
.2( 
.26 
.24 

.09 
T. 
.15 
.05 

't'.' 
.08 
.06 
.04 
.06 

.09 

.08 

.02 

.1.' 

T. 

.01 

'.'63 
.04 

"An 

.28 
T. 

.03 

.14 
.20 
.19 
.10 
.27 

.02 

.13 
.09 
.01 
.12 

.03 
.12 

'i'io 

.13 
T. 

02 
.01 

.16 

't.' 

.12 

.OS 

T. 

.03 

.02 

.04 

.03 

T. 
T. 

^21 

.10 

.04 

'.'02 

.19 
.03 
T 

.08 
* 

.02 

.08 
.02 

• 

T. 

.03 
T. 

• 
* 

t.' 

• 
.09 

'• 

.07 

• 

'.'i4 
t. 

T. 

.03 

.40 
.75 
.47 
.45 

.39 
.4( 
•  28 
.27 
.57 
.41 
.39 
.46 
.33 
.35 

T. 

.50 
.26 
.25 
.4(' 
.38 
.45 
.34 
.33 

.05 
.20 
.25 
.10 

.04 
.11 
13 

4.99 
8.39 
4.66 

3.60 

Lehis'i 

Lehigh 

N'rthampton 

Monrae 

Wayne 

Carbon 

Carbon 

Lehigh 

Carbon 

Lehigh. 

Monlgomcry 
Berks.   . 

I. a 

.21 
1.6b 

.^8 
.14 

» 

.70 
.«1 
.74 
1.72 

.29 
.21 

..-;i 

.15 

.2ii 
.3^ 
.83 
.67 

1.07 

1   45 

.% 

.26 

.80 

.59 
1.21 
1.59 
1.49 
1.07 

.  Jl 
.64 
.90 

.22 
.60 
.30 
.1) 
.47 

8M 

i.&i 

T. 
T. 

T. 

T. 

T. 

T. 

.01 

T. 
T. 

"m 

.11 
T. 
T. 
.03 

'.■■76 

.09 
05 

.01 
.'64 

.02 

3.17 
3.95 

Bethlehem', 

.01 

■f.' 

.02 
.02 
T. 

3  22 

Blakeslee  Corners'.*.. 

.75 
.09 
T. 

T. 

.03 
1.45 
1.41 
1.33 

.50 

1  4»; 

.01 

.07 

T. 

.02 

T. 

T. 

T. 

tV 

T. 

.05 
.90 
.90 

2.57 

.09 

T.' 

.11 
.04 
T. 
.04 
T. 

't.' 

.06 
.09 
.04 
.05 
.02 
T. 

.05 

.09 

T. 

.12 

.01 

T. 

T. 

T. 

'i'.' 

.05 

T. 

.03 

T. 

T. 

T.' 

T. 

t'. 

.13 

".OS 

.02 

't.' 

'.'64 

T. 

.03 

T. 

'i'.' 

3.45 

Lansford- 

3.26 

Mauch  Chunk.  ISW. 

.04 
.02 
.06 

.08 

3.33 
3.90 

Palmerton',  * 

t. 

3.17 

Zionsville.  1  SW 

.01 

3.57 

SCHUYr.KU.L 

T. 
T. 

■f.' 

2.40 

Frederiok>^ville2,  IS... 

1.44 
1.16 
.93 
.70 
.69 
.71 

T. 

t 
T. 

T. 
T. 

4  72 

Gratersford-^     

Montgomery 

Che.-ter 

Schuylkill  ... 
Montgomery. 
Schuylkill... 

Berks 

Berks 

Chester 

Bucks 

Buck.s 

Delaware 

Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester 

Chester 

Tioga 

Tioga 

Tioga 

Columbia  — 

Bradford 

Montour 

Luzerne 

Susquehanna 

.... 

4.02 

Phoenixville^.  1.5  SE.. 
Port  Clinton-        . .  . 

T. 

T. 

4.13 
2.94 

Pottstown-'  OoS 

.02 

.01 
T. 
T. 

.20 
.01 
.08 
.21 

.17 
.18 
.10 

'.'08 
.03 

3.73 

Pottsville^    

..50 

tV 

t'. 
t. 

.80 

t.' 

.02 

.82 

.19 

1.14 
.36 
.8(1 
.54 
.60 

T. 

T. 
T. 

'.'6.3 

3.33 

r. 
.01 

T. 
T. 

.03 
.03 

.03 

T. 
T. 

T. 
T. 

.01 
.02 

.03 
.02 
.02 
T. 

.01 

.03 
•  04 

.07 
09 

3.71 

Wernersville. .  . 

.01 

2.76 

LowEK  Delaware 
Coatesvllle'' 

2.95 

Dovlestown. 

T. 
T. 
T. 

T. 
T. 



3.51 

George  School 

.01 
1. 

.06 
.06 
.05 
.02 
.02 
.05 

.29 
.08 
.11 

r 

.06 

OS 

T. 

'[is 



.02 

T. 
.15 

T. 
T. 
1 
T. 

.01 
.18 
.10 

* 

.21 

.10 
.06 
.29 

'.'69 

..31 

12 

.06 

2  98 

Marcu.^  Hook^ 

T. 

T. 

T. 

r. 

T. 
T. 

T. 

T 

t 

T. 

T. 

tf 

Philadelphia 
Airport  Station',  = 

T. 

'!i6 

15 

2.86 

Citv  Office'.  5 

't'.' 
".i)2 

1  31 

.15 
.13 
.08 
.08 

.09 

2  73 

Shauniout 

3.78 

Quakertown.  0.5  E 

T. 
T. 

.07 

.05 
.10 

.16 
.05 
.03 
.05 
.03 
.03 
.01 
.47 
.06 
.08 
.05 

.07 

't'.' 

.45 
.20 
.20 

.11 

.15 

.28 

* 

.21 
.34 
.48 
.52 
.22 
.15 

* 

.25 
.16 
.36 

.03 
T. 

.02 

3  95 

West  Chester 

3.64 

WestGrcve^,  1.5  SE.... 

1.55 

Siisgi:ehanvn  Husin 
Chemuno 

Austinburg',  5,  2  W 

.02 
T.' 

* 

T. 

.01 

* 
T. 

.01 

tV 

't.' 

T. 

T. 
T. 
T. 

T.' 

1.33 

Coviugtou''' 

.11 

.58 

t. 
".is 

T. 

T. 
T. 

T. 

1.72 

Lawrenoeville 

T. 
.07 

T. 
T 

.30 

» 

2.55 

NoRTJi  Branch 
Berwick^ 

* 
T. 

.24 
.36 
.40 
.46 
.35 
.46 
.29 
.29 
.41 
.66 
.55 

53 

3.40 

Canton2.  INW 

.14 
.42 

.83 
.71 

T. 

2  17 

DanvilleS 

2.  72 

FreelaudS 

T.' 

.05 
T. 

T. 

.0] 

T. 

T. 

.20 
.04 

T. 
T 

.05 
.01 

T. 
T. 

.12 
.14 
.06 
.04 
.03 
.03 
.04 
.12 

.10 
'.'08 

3.36 

Hop  Bottom^.  2  S 

.05 

'lis 

3.63 

Millville'.s 

1.89 

Monroeton^,  2  S 

Bradford  

Susquehanna 
Bradford  .... 
Schuylkill . . . 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  .... 
Wyoming..  . . 
Luzerne 

Tioga      

Cambria 

Potter 

Lvcoming... . 
Clearfield  .  . . 
Clearfield .... 
Clearfield.... 

Cameron 

Sullivan 

Sullivan 

Cameron 

Potter 

Clearfield.... 

Clinton 

Elk 

.61 
.63 
.54 
.43 
.95 

.43 
.57 
.42 

"■*■ 

T. 
T. 

"!65 

* 

T. 
.01 
T. 
T. 

* 

T. 

T.' 

* 

.09 
.25 
.05 
.13 
.03 

T. 

't.' 

.02 

.03 

T. 

".6i 

T. 
.03 
.02 
T. 

T. 

.08 
.02 
T. 

T. 
T. 

.'62 

.63 

18! 

.49 

.03 

.01 
.19 
.02 

T. 

• 

T.' 

T. 
.61 
.01 
T. 

2.52 

Montrose^,  3  E . 

5.45 

Orwell".  3  N 

'.'(16 
.12 

2.49 

Park  Places,  INW 

Pikes  Creek. 1. 5 

.05 
.11 

1.87 
2.50 

Rush^  es 

Scranton'.  * 

.91 

T. 

.06 

T. 

.15 

.02 

T. 

.01 

T. 

T. 

T. 

.07 

.15 

L02 

T. 

T. 

T. 

.16 

T. 

.02 

.12 

.26 

.12 

3.07 

Susquehanna^ 

Towanda,  1  E. 

.99 

.89 
.94 

.57 
.49 

.rt2 

!72 
.42 
.58 
.53 

* 

.76 
.85 
.92 
.75 
.65 
.5» 
.45 
.55 
.53 
.68 
.39 
.54 

.02 

.17 
.24 
.20 
.28 
.19 
.42 
.05 

.7(1 
.15 

".iiO 

.35 

tV 

.31 
'.'49 
'!26 

T. 

T. 
T. 

* 

.05 

* 

T. 

.02 

'.'06 
T. 

T. 

'.'69 

.01 
.03 
.06 
.04 
.01 
.10 
.11 
* 

T. 

.05 

.03 

.03 

T. 

.03 

T. 

.03 

T. 

.03 

f.' 

T. 

T. 

.04 
.02 
.05 

.03 

♦ 

.02 

• 

* 
T. 
.03 

.06 
T 

T. 

.01 

T. 

.08 

.02 

T. 

r. 

t" 

!64 

.02 

* 
♦ 

T. 

T. 

T. 

.02 

T 

.02 

.15 

T. 

.09 

T. 

.06 

.13 

.25 

.10 

.11 
.30 
.16 

.07 
.2:< 
.24 
.27 

* 
• 

.15 

* 

.16 
.19 
.19 
.20 
.58 
.05 
.28 
.08 
.20 
.04 

't.' 

'f.' 
.11 

.09 
.05 

.'63 
.07 
1.17 
.21 
.17 

'.'62 
.06 

T. 

't.' 

.01 
T. 

^02 

T. 

.02 

* 

';62 
.02 

't. 

"62 

'#' 
.02 

« 

f.' 

T. 

tV 

T. 

tv 

'.oi 

T. 
t. 

'.'6: 

T. 

't.' 

.03 
.13 
.07 
.08 
.10 
.22 
T. 

* 

* 
.07 
.06 
.01 
.11 
.07 

t" 

.08 

T. 

.10 

.02 

.05 
.08 
.03 

t. 

!02 
.02 
.55 

^04 
'!64 

r. 
'.'('li 

T. 

.03 
.10 
.09 

.02 
.02 
05 
.03 
T. 

'.'45 

* 

.07 

T 

.05 

.08 

.02 

T. 

.19 

.36 

.03 

.24 

.07 

.22 

.01 

.63 

1.27 

.67 

.34 
.38 
.49 
.39 
.31 

« 

.06 

* 

.37 
.37 
.45 
.45 
.27 
.08 
.36 
.36 
.33 
.37 
.21 
.28 

.02 

.... 

.16 
.14' 
.08 

T. 

.02 

T. 

1 

T. 

.05 
.09 

.24 
.22 
.05 

.11 
.4(1 
.16 
.12 
.39 
.21 
.11 
• 

.97 
.40 
.18 
.08 
.19 
.22 
.07 
.11 
.  16 
.05 
.17 
.05 
.12 

f. 
'.'64 

't" 

.15 
.05 

* 

* 
T. 
T. 
T. 
T. 

T. 

T. 

'.'io 

T. 

.04 
.03 

'.'65 

* 

• 
T. 
T. 

T.' 

2  29 

Tunkhannock ',  * 

3.00 

Wilkes-BarreS,  3  N  . . . . 

T. 

.23 
.23 
.30 
.21 
.21 
.20 
.18 

« 

* 

.21 
.21 
.03 
.21 
.12 

.01 

.04 
.06 

.07 
.06 
.07 
.20 
.06 
• 

• 

.06 
.05 
T. 
.03 
T. 

'.'62 
.10 
.03 
.02 

t'.' 

2.15 

WE.ST  Branch 
Ansonia^,  2  W. 

.03 
.11 
.07 
.13 
.13 
.30 
T, 

* 

* 
.31 
.02 

1.67 
2.66 

Carrolltowi)2 

Carter  Camp2  

2.67 

Cedar  Run-' 

2.38 

Clearfield^ 

Ciialporti! 

2.57 

2  48 

CurwensvilleApt**  6NW 

.01 

* 

♦ 
T. 
T. 

.03 

« 

.06 

'.'06 
.  18 

'.'(14 

.... 
.09 

• 
• 

'^52 

.31: 

•   : 

T. 

• 

T. 

'.'62 

« 

• 
« 

25 
.30 

* 

2.96 

Driftwood',  •''  ..    . 

* 
* 

* 

2  07 

Dushore'.  •'' 

2  21 

Eagles  Mere2 

3.24 

Emporium^,  IE 

2.21 

Galeton 

.24 

.05 

2. 19 

Karthaus^ 

.09 
.15 

2.52 

Lock  Haven^ 

.... 

.18 

.•20 

2.08 

Medix  Run',  ■' 

t 

.11 

.12 

'.'ii 

1.61 

Philip'^burg^^.  7E 

Renovo'-' 

Centre 

Clinton 

Centre 

Clinton 

Blair 

Tioga 

T. 
.05 

.03 
.05 

.01 

T. 
.01 
.03 

T. 

T. 
T. 

■1'. 

T. 
T. 
T. 
T. 

.01 
.15 
T. 
.13 

T. 

.28 
.22 
.01 
.31 

.16 
.Oi 
.01 
.07 

T. 
T. 

'.'08 

.05 

".m 
.02 

.Oj 
T. 
T. 
.02 

3.04 
2.03 

State  College',  s 

Tamarack 2,  2  8 

T. 

.09, 

'.'ill 

1.84 
2.68 

Tyrone  ',5,  4  NE 

.13 

1.48 

Wellsboro2 

.05 

T. 

T. 

.09 

T. 

.23 

.02 

.07 

.... 

T. 

T. 

1.73 

Continued  on  page  4. 


CLIMATOLOGICAL  DATA.    PENNSYLVANIA  SECTION 


January  1945 


Daily  Precipitation  for  January  J.945    Continued  from  page  3 


Stations 


Counties 


Day  of  month 


West  Branch 
(continued) 
Williamsport  Apt.3-4E 

VVilliamsport2 

Williamsport^,  4  SE.  . . 

Juniata 

Altooua.  4.5  W 

Breezewoodl,  0.5  E 

Buffalo  Mills'^ 

Burnt  Cabins' ,  2  NE. . . 
East  Waterford^,  3  E. . . 

Everett-.  0.5  SW 

Huntiugdou-  

LewiLitown''^,  2  SW 

Mapleton  Depot^ 

MartinsburgS.......... 

Mcl'.onneUstown2.4JSIW 
Neffs  Mills',  6,  3.5  NE.. 

New  Bloomfield 

Newport^ 

Saxton'-i,  1  \v . 

Shade  Gap '.«. 0.5 SW.. 

LwR  Susquehanna 

Arendt.sville^ 

Bloserville,  1.5 N  .... 

Carlisle 

Columbia 

Dauphin^,  3  N 

Ephrata 

Glen  Rock', 5 

Gordon •  ■  • 

Graiitville.2SW 

Hanover^..  •■■:■;•.,■•; 
HariisburgApt',s.3.8b 

Holtwood- 

Huntsdale'-* 

Kirkwood',5,  i  SW  . . , 

Lancaster 

Lebanou^..  •■....■■•■■  ■• 
Middletown'.l.oW.... 
Millersburg'.  =■  2E  .   .. 

Milroy-.  5  N  •  •  ■  ■  ■  • 

Nt.\vburg'.3.5NW.  ... 

New  Park 

PiueGrove^,  1.5  NE  . . . 
Ringtown-,  1.5SW.... 

Selinsgrove 

Shamoldn^ 

Shlppeusburg 

8unbury2 

VVilliamstown" 

Woodward'*,  2  NE 

York.  3SW 

York  Haven^     

Potomac  Basiv 

Chambersburg'-i,  1  SW. 

Gettysburg 

Hewitt, 2S\V 

Hyndman^ 

McConnellsburg2..     . 

Mereersburg2 — 

South  Mt.  San't'm''  ... 
GULF  DRAINAGE 
Ohio  Basin 
Alleohenv 

Acmetonia'^ 

Aliens  Mills'.* 

Blairsville'-i.  6NE 

Boswell^eNW 

Bradford,  4  W 

BrookvilleS,  1.5  SW.  .. 

Buckstown'.  * 

Clarion^,  3  SW 

Corry 

Coudersport 

Derry 

Donegal' 

Dunlo'.s,0.5SW 

Ebensburg2 

Fol•dCity^4S 

Frankliu'-i 

Glen  Hazel 2,  INE.  ... 

Home'.''', 

Indiana 

Johnstown",  0.5  W  — 

Kane'.  IN 

Krcgar',  4.5  SE 

Lycippus,  1.5  E 

Marienville',* 

Mea.dville2.  18 

Mosgrove^ 

Parkers  Landing'-i.  . . 
Pittsburgh  Cty  Of,  ».  . 

Port  Allegany 2 

Punxsutawney^ 


Lycoming. 
Lycoming. 
Lycoming  , 


Blair 

Bedford 

Bedford.  ... 

Fulton 

Juniata 

Bedford  .... 
Huntingdon 

Mifflin 

Huntingdon . 

Blair 

Huntingdon. 
Huntingdon  . 

Perry 

Perry 

Bedford 

Huntingdon . 

Adams 

Cumberland 
Cumberland 
Lancaster.. . . 

Dauphin 

Lancaster — 

York,     

Schuylkill  ... 

Dauphin 

York 

Dauphin.  .. 
Lancaster — 
Cumberland 
Lancaster..  . . 
Lancaster, . . . 

Lebanon 

Dauphin 

Dauphin 

MifHin 

Cumberland. 

York 

Schuylkill.  . . 
Schuylkill ... 
Snyder  .    ... 
N'umberland 
Cumberland 
N'umberland 

Dauphin 

Centre 

York 

York 


T. 


Franklin..  .. 

Adams 

Bedford 

Bedford  .   . . . 

Fulton 

Franklin 

Franklin 


Allegheny,.. 
Jert'erson.... 
Indiana .... 
Somerset — 

McKean 

Jefferson  — 

Somerset 

Clarion 

Erie 

Potter 

W'moreland 
W'moreland 
Cambria. ..  . 
Cambria.  . . , 
Armstrong.. 

Venango 

Elk 

Indiana 

Indiana. — 
Cambria. .. . 
McKean...  . 
W'moreland 
W'moreland 

Forest 

Crawford . . . 
Armstrong.. 
Armstrong.. 
Allegheny . . 
McKean.  . . . 
Jefferson  — 


1  12 

.93 
.33 
,24 

.47 


.92 
.40 
.64 
.46 
.55 
.68 
.29 
.59 
.70 
.27 
].01 
.62 
.38 
34 
.83 
.35 
.63 
.42 
.58 

.'26 
1.10 
.75 
.4 
.41 
.70 
.64 
.60 
.43 


'1 
1.2,i 


.62 


.02 


T. 


.01 


T. 


.39  ... 
.02  .0' 


.04  .02 
.11 


.35 


11   12   13 


15  1  16 


17  !  18 

I 


10  20  21  ■2'2  23  24 


25  26  27  28  29  30  31 


.22 


T. 


T 

i'  T. 


.03 


.02 


.05  1 


.03  T. 
.04 
.07  T. 


T. 


.02 

.01 

.05 

.03 

T 

.06 

.10 

.02 

T. 

.04 

.02 

.05 

.07 

.05 

.01 

.;iO 

.02 

.06 
.0' 
.05 
.03 
.05 
.05 


03 


,01 


.oi. 


.02 


.02 


.02 


.03 


.32 
.29 
.48 
.7,! 
.48 
.60 
.39 
.SB 
.31 
.20 
.36 
31 
1.15 
59 
46 
58 


1.11 
1.53 
2.06 

* 

1.  35 
1.78 

.96 
1.11 
1  .no 
1.58 

.75 

.65 
1  07 
1.73 

.74 

1  4-1 
.59 
.05 
.44 

2  2;; 

.60 


.25 
T. 
T. 
T. 

1.63 
T 


1.15 
43 


31 
2. 22 
1.01 


.94 

1.20 
.80 
.38 
..57 


.08 


1.18 


.50 


.01 


.10 
1.00 


.60 


.60 


.02 


T. 


.02 


.06 


.02 


.04 


.01 


T.  ... 
.06  T. 
.04  T. 


.05 


.C8 


.14 


.05 


.04 


.08 
.26  T. 


.04 


.'22 


.03 


.09 


.08 


.04 


.06 


T. 


.02 


T. 


T. 


.02 


T.   .02 


1.91 
2  19 
2  41 


1.73 
1.71 
1.96 
2.44 
2.64 
•2.  21 
2.00 

$1.84 
1.72 
1.38 

$2.06 
1.74 
3.10 
•2.77 

$1.79 
1.99 


2.76 
3.18 
3.49 
3.42 
3.62 
3. 13 
3.30 
$3. 33 
3.07 
3.  18 
3. .34 
3.  K9 
2 .75 
2.87 
3.48 
2.75 
2.69 
2.15 

n 

$2.55 
4. 99 
2.82 


.ftS 

.10 

.02 

.02 

.03 

.09 

.12 

.21 

.08 

.03 

.03 

.08 

.02 

.02 

.01 

02 

.05 

.05 

.05 

.04 

.08 

T. 

.15 

.10 

.07 

.02 

.02 

.02 

T. 

.03 

.03 

.02 

.03 

.02 

.02 

.06 

.03 

.04 

.04 

.27 

.70 

.12 

.07 

.0-2 

..51 

.04 

.03 

.OS 

.12 

.06 

.02 

.01 

.OS 

.01 

.03 

.03 

3  &i 
3.19 
2  76 
3.40 
55 
1.60 
3.71 
2.91 


3.37 
2.86 
2.32 
1.59 
2.25 
2. 39 
3. 46 


2. 95 
2.22 
•2.37 
4.06 
■2.60 
•2.03 
2.80 

1  86 
■2.48 

2  5fi 
3.28 

tt 
2.02 
2.04 
2.11 
1  47 
2.08 
1.70 
•2.16 

'i.'8;3 

$3.29 
$■2.18 
2.08 
3.12 
1.98 
1.73 
1.73 
2.S7 


Continued  on  page  5. 
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CLIMATOLOGICAL  DATA;   PENNSYLVANIA   SKCTlON 


Daily  Precipitation  for  January  1946-Continued  from  Page  4 

stations 

Counties 

Day  of  month 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

U 

12 

18 

14 

18 

16 

17 

18 

19 

20 

21 

22 

28 

24 

25 

26 

27 

28 

29 

SO 

81 

1 

Al.I-BGHKNV 

(continued) 
l>utncyvino^2.5SK... 
Kidgway*^ 

Arm.strong... 

Elk 

Indiana 

W'moreland. 

Warren 

McKeau 

Indiana 

Forest 

Crawford. . . . 

Erie 

W'moreland. 

Warren 

Warren 

1 
1  .82 

1  .90 
.51 
.63 
.30 
.U 
.43 
.50 
.-in 

,  .78 
.31 
.... 

.81 
..S7 
.31 

.Ih 
.04 

iV 

.18 
.16 

T 

T. 

.07 
.01 

■■,.■• 

.01 

.03 

.05   .01 
03     <^ 

.06 
.01 
.0.5 


.03 

m 

.02 
.09 
.07 
.01 

.17 
.08 
.16 
.1',; 
.04 
.07 
,11 
.14 
,10 
,11 
,13 
« 

T.' 

.02 

'.'6a 

.'6i 
'  .'26 

,05 
.02 
.03 

.'64 

'.'06 
.05 
.02 
T. 
.04 

T. 
T, 
T, 

t'.' 

.01 

.01 
.01 

1 

'.'62 

.05 
.02 

.'6i 

, .  !  ,  IS 

. . . . :  .12 
T.  '   .12 
..    i  .44 
.11  ,... 
.04  ,... 
.08    .03 
T.  1   ,16 
,•22!  T. 
.lOi    .    . 

'i' ' 
.'62 

03 

i''. 

.01 
.04 
T. 

'.'is 

.30 
.13 
.01 
.03 
.14 
.24 
.04 

.22 
.14 
.36 

.35 

■.'62 

.'i7 
.10 
.01 
.02 
.13 

.01 
.02 
.08 

.03 

T.' 
T. 

't',' 

'.'is 

'.'i6 

.21 
.14 

'.is 
?n 

.19 
.25 
.•24 
.37 
.10 
.09 
.03 
.'20 
.15 
.04 
.04 
.28 

.08 
.09 
.02 
.11 
.17 
.11 
.12 
.0!) 
.22 

T. 

.04 

T 

.14 

'.'62 
.05 

T. 
T. 

".m 

'■)•'.' 

.■'22 

.31 

!05 
.10 
22 

..36   .OS 

.03 
.02 
.04 
.10 
.49 
.01 

"6i 

.03 
.06 

.6i 

■2.62 

SaltsburgS 

Seward- 

Sheffield',''.  6W 

Sniethport'.'',  1  SW  ... 

.0'^ 
.11 
.IS 
.0£ 

.'i4 
.21 
.11 

* 
.12 

i' 

.14 

... 

'.'oa 

.01 
.02 

'!65 

.05 

.20     "~ 
.50 
1.09 
.12 
.22 
.10 
.•22 
.■20 
.05 
.15 
.'23 

.^T^ 
.03 
•26 
.07 

.'6i 

.03 
.05 
.01 
.02 
.04 

2. 03 
'2.83 
4.10 
■2.63 
$1.49 
1.-28 
1.90 

Stroug.stown'.''' 

Tiouesta'-,  1.5SE 

'ritiivville  2S. 

Union  City  1,5 

2. 37 

1..36 

1.99 

$2.04 

\  andergrift  • 

.05 

'.i5 

.19 

.03 
.15 

Warren2 

.22 

T 

.05 

Voungsville',  •'' 

. ... 

MoNON(iAHEI,A 

Contluence-',  ] . 5  N  W. . . 
Connellsville- 

Somerset.    . . 

Fayette 

Washington.. 

Greene 

W'moreland. 
W'moreland. 

Somerset 

W'moreland, 

Fayette 

Allegheny   . . 

Greene 

Somerset 

Somerset.  ... 

Fayette 

Greene 

Beaver 

Butler 

Mercer 

Mercer 

Mercer. 

Mercer 

Lawrence.... 
Crawford 

Washington 
Allegheny  ... 

Beaver 

Allegheny  ... 
Washington 

Erie ' 

.51 

.63 
.79 
.74 
1.(13 
1.13 
.40 
.96 
.05 
.98 
.94 
.52 
.52 
1.12 
.84 

.58 
.67 
.51 

« 

.40 
.36 
.80 
.38 

1.19 
.88 
.8^ 
.85 
.34 

* 
.97 

.21 

.39 

'.'46 
02 
.08 
.13 

T.' 

.40 
.04 
.01 

.'28 
.35 

.1(1 

« 

.04 
.01 
T, 
.05 

.17 
.17 
.'25 
T. 

.45 

T. 

T. 
T. 
T. 

r 

T. 

.01 

r. 
'tV 

T. 

r 

.01 

T. 

.03 
.10 
.02 

.05 
.05 
.03 

'.'65 
.05 
.02 
T. 
.04 

.23 

T, 

,03 

,12 

.10 

.08 

.17 

,06 

.. 

.17 

.08 

.25 

.24 

.14 

.18 

.12 

.30 
.26 
.04 
.29 
.02 
.03 
.41 

'.'ii 

.01 
.17 
.26 
.37 
,27 
,11 

T, 

T. 

.03 

.02 

.05 

.02 

.03 

.02 

'.'(16 
.09 
.05 
.03 
.05 
.06 

.05 

T. 

't  ' 
.03 
T. 
.03 
.02 

T. 

.03 

.01 

.01 

T. 

.01 

.04 

T. 

.'04 
T. 
.0^ 

.10 

.07 
.04 
.06 

'.m 

.07 
.07 
.08 

T. 

.05 

■*■ 

'.'67 

.03 

'.'64 
.09 

.05 
.05 

.07 

.08 

T. 

.14 

.02 

.04 

.08 

.6i 

.07 
,04 
.06 
.05 

T. 

.02 
.04 

• 

T. 

.02 

.09 
.02 
.01 

.05 
.02 

T. 

T. 

.03 

T. 

.04 

.05 

f. 

.'62 
T. 

r. 

T. 

r. 

T. 
T. 

".(fi 

T. 

.'•29 
T. 
.06 
.10 

*  '*' 
.06 
.'24 
.01 
.16 
.20 
.04 
.14 

T. 
.04 

9 

'.'08 
.02 

T. 

.02 
.05 
.23 
.39 

.17 
.24 

.09 
.15 
.10 
.20 
.11 
.23 
.30 
.33 
.03 
.09 
.•26 
.12 
.18 
.08 
.28 

.09 

.09 

.12 

.16 

.08 

T. 

.13 

.17 

.38 
..30 
.21 

.05 
.08 

.06 
.06 

.03 

.09 

.01 

.03 

T 

.01 

.03 

'.'6i 

T. 

.05 

.02 

T. 

T. 

T. 

.01 

.34 
.21 
.16 
.20 
.29 
.12 
.•29 
.03 
.04 
.18 
.16 
.18 
.10 
.10 

.21 
.06 
.18 
.10 
.15 
.04 
.21 
.18 

.19 
.11 
.15 
.06 
.03 

.32 
.11 

T. 
T. 
T. 

T. 

.04 
.04 
.06 

.07 

.02 

.16 

.06 

']'. 

T. 

T. 

.02 

.01 

T. 

.01 

.01 

.06 

.04 

.04 

T. 

.01 

T 

.02 

.13 

.02 
.03 

T. 

".6z 
.02 

'.02 

'.'()9 
.01 

f.' 
T. 

.06 
.07 
.03 
.09 
.02 
.03 
.07 

.'08 
,(J4 
.12 
.04 
.08 
.14 
.17 

.03 

.... 

T, 
T. 

3( 
.02 
.14 

10 

.'3(1 

.•29 
.49 

.01 
.43 
.39 
.36 
.25 
.10 
.24 
.07 
..',3 
.30 
.28 
.46 
.19 

.35 
.21 
.18 
.09 
.14 
.03 
.11 
.09 

.31 
.45 
.22 

.\e, 

.01 

.18 
.15 
.08 

T. 

.03 

.01 
.Oj 

,03 

.01 
.02 
.06 

.04 

.03 

T. 

.01 

T. 

.03 

.06 

■2.  18 
■2.52 
■2.07 
■2.93 
2.57 
2.87 

Douora' 

.03 

!i5 

.16 
.'■21 

Greensboro- 

Greensburg,  2  8 

Irwin 

Meyersdale^ 

'tV 

.05 
T. 
T. 
.03 



Murrysville//1,5 

NewelU 

.03 

'.m 

T. 

03 
.05 

T. 
.01 

* 

T. 

.07 

T. 

'.'oe 

.03 
.03 
T. 

.(11 

T. 

T. 

T. 
T. 

• 

.10 
.03 
T. 
.10 

.06 

'.'03 
T. 
.04 
T. 
T. 

'2.  42 
$'2. 18 

Pittsburgh  Arpt.//  l,  s.. 

,01 
.01 
.01 
T. 
T. 
T. 

T. 

.02 

■.'62 
T. 

T. 

T 
T. 

.02 
.05 

.26 

'.'ii 

.•20 
.21 

T. 

.42 
.02 
.06 
,11 
13 

".or, 
.02 
.14 
.03 
.04 
.05 

■r. 

.02 

'f.' 
r 

.03 
.19 

.02 
.01 
T. 

.05 
.03 

.'6s 

T. 

.03 
.03 

,113 

T. 

'i' ' 

f. 

.02 
.02 

T. 

.06 
.02 
.03 
.02 

.10 
.08 
.01 

Rices  Landing-..  .. 

Somerset 

Springs",  ISW 

Uniontown 

Waynesburg 

T. 

T. 

•2.83 
2.67 
2.65 
2.98 
2.09 

Beavek 
Beaver  Falls^. . 

T 

• 

T. 
.04 
T. 
T. 

.05 
.07 
.05 

.01 
.01 
.07 
.01 

.05 

.03 

.02 

T. 

.02 

.10 
.10 

T. 

Butler 

1.76 
1.61 
1  37 

Karrell^ 

.13 

• 

.07 
.0) 
.12 
.18 

T. 
.09 
.13 
.12 

.23 
.08 

2'6i 
','62 

T, 

T,' 
T. 

,02 

,02 

.03 

".0-6 
01 
.06 
.06 

.13 
.02 
.04 
.05 

.07 
.05 

"  **" 

.01 
T. 

T. 
T. 

r. 

T. 

.10 
.09 

.02 

.'61 
T. 
.01 

,03 

f," 
T. 
T. 

m 
.03 

T.' 
T. 
.01 

.04 

T. 
T. 
T. 

.'65 

.07 
T. 

■r'.' 

T 
T. 
,02 

,08 
.01 
.01 
.04 
.05 

f." 

'.'(34 

Greenville 

.12 

$? 
1  04 

Jamestown^,  2KW.  .   . 

T. 

'.'6i 

T. 

T. 
■f.' 

".ii 

.02 
'.'O'? 

Mercer  Arpt.3,  2.5  NE.. 

Newcastle,  1.5  N 

Pennline.2,  IS 

Ohio 

CIaysville2 

T.' 

.13 
.03 
.02 

't.' 
.'6i 

.13 

't'.' 

.24 
.25 

.'in 

.04 

1.  14 
1.92 
1..35 

2.71 
■2.16 
1.95 

Coraopolis'-,  IE. 1 

Midlands 

Mt.  Lebanon''.. 

.01 

'i'.' 

.04 

".'io 

.02 
.'06 

.17 
.17 

T. 
T. 

.02 

05 
.14 

.... 

r. 

■i?'.' 

.'22 
.12 

.01 
.29 

WashingtOTi',  5 

LAKE   DRAINAGE 
AlbionS 

1:^.64 
2., 35 

Eriei,» 

Erie 

Potter 

... 

.... 

Raymond',  •'■ | 

$5 

1 

1 

1 

i 

[See  page  8  for  explanation  of  reference  marks.] 


CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 


January  1945 


Daily  Temperatures  for  January  1945 


Stations 


Albion ^Maximum 

Allentown  Arpt.3-4  NE..  /  Maximum 
\  Miuiraum 
.  (  Maxi 
V  Mi  111  mum. 

/  Maximum.. 

\  Minimum.. 

ArendtsvilleS (  Ma,ximum.. 

^  "-  -imum 


Allentown  / I  ^"1?:^™.™ 

Altoona-4.5  W 

.   .. .  /  Maxi 
\  Mini 

Berwick/ 1^^'^™"™" 

V  Minimum.. 


.2  NE  . . . 


Bethlehem  l . . . 
Bradford-4  W . 
Brookville''.  . . 
Burnt  Cabinsi 

Butler 

CautonZ-l  NW 

Carliiile 

Chambersburg6-l  SVV. 

Clarion6-3  SW 

Claysville/ 

Coalport/ 

CoatesvilloB 


Columbia 

Corry 

Coudersport 

Curwensvllle3-6  N  W . 

Derry 

Donegal ' 


(  Maximum. 

V  Miuinium.. 
/  Maximum. 
\  .Minimum.. 
(  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
(  Maximum. 
\  Minimum .. 
/  Maximum. 
\  Minimum., 

/  .Maximum. 
\  Minimum .. 
/  Maximum. 

V  Minimum. 
/  .Maximum. 
\  Minimum . 
/  Maximum. 
\  Minimum. 

.  (  Maximum. 

V  Minimum . 

.  (  Maximum. 
\  Minimum.. 

.  (  Maximum. 

\  Minimum.. 
.  (  Maximum. 

\  Minimum . 

(  Maximum. 

\  Minimum . 
.  (  Maximum. 

\  Minimum. 
.  (  Maximum. 

\  Minimum. 
.  /  Maximum. 

\  Minimum. 


Dcmoral )  Maximum. 

\  Minimum.. 
Eagles  Mere  / /  Maximum . 

\  Minimum.. 
Ea:^t  \Vaterford-3  E /  Maximum. 

\  Minimum. 
Ebensburg / /  .Maximum . 

1  .Minimum. 
Emporium  /-IE )  Maximum. 

V  .Minimum. 
Ephrata )  Maximum. 

\  Minimum  . 

Erigi /  Maximum. 

VMininuni). 
Everett>-0.5  SW /  Maximum. 

V  Minimum. 

Farrell /  Maximum. 

\  Minimum. 
Ford  City-4  S /  Maximum. 

\  Minimum. 
Franklin/ /  Maxinuim. 

V  Minimum. 
Fredericksville-1  S /  Maximum. 

\  Minimum. 

Freeland /  Maximum. 

\  Minimum. 
George  School /  Maximum. 

(Minimum. 
Gettysburg )  Maximum 

V  Minimum. 
Gordon I  Maximum, 

\  Minimum. 
Greensburg-2 S )  Maximum 

\  Minimum . 
Hanover / /  Maximum 

\  Minimum. 


HarrisburgArpt.  '-3.5  8 
Hawley-0.6  E 


Maximum. 

J  Minimum., 
Maximum. 

L  Minimum. 
Hewitt-2  SW /  Maximum. 

\  Minimum. 
Holtwoodi /Maximum. 

\  Miuiraum. 
Huntingdon /  Maximum 

\  Minimum. 


28 
10 
49 
20 
50 
27 
3' 
23 
43 
25 
42 
31 

47 
23 
35 
■'•2 
35 
6 
39 
17 
40 
29 
3» 
25 

37 
29 
38 
24 
38 
20 
32 
31 
40 
31 
50 
33 

37 
30 
35 
24 


18 

0 
20 

9 
23 
14 
25 

2 
25 

8 
15 
10 

23 
11 
29 

-  4 

-  1 
18 

4 
32 

0 
12 

0 

35 
8 
24 
11 
23 

-  1 
23 

1 


14 
4 
8 
1 

23 
2 

15 

-  1 
13 

5 
34 
15 

10 
2 

18 
3 

33 

-  5 
40 

-  -J 
14 

1 
28 
10 


43  30 


33 


35 


35 
6 

32 
1 

37 
10 
25 
-  4 
29 
4 
32 

-  3 
33 

34 
11 

30 
7 

38 
■2 

27 
2 

84 

-  1 
34 

-  1 
30 

2 

23 
0 
36 
11 
34 
1! 
28 


42 
14 
43 
21 
32 
20 
34 
22 
35 
3 
45 
24 

47 
22 
26 
15 
32 
24 
29 
3 

36 
31 
34 
14 

39 
22 
33 
-  3 
38 
26 
32 

9 
34 

6 
45 
24 

28 
15 
43 
20 
30 
8 
34 
26 
33 
14 
42 
16 

36 
18 
48 
23 
46 
22 
41 
14 
36 
28 
49 
19 

45 
22 
40 
13 
40 
19 
47 
27 
41 
19 


18 
10 
26 
14 
26 
17 
33 
10 
37 
15 
26 
12 

25 
16 
21 

2 
19 

5 
30 
14 
31 
11 
19 

-  1 

40 
11 
38 
20 
22 

4 
25 
12 
20 

9 
39 
19 

4' 
17 
17 

30 

-  5 
16 

3 
32 
15 
23 
11 

28 
19 
16 

1 
33 

9 
21 
10 
21 

-  1 
39 
1 


35  40 
19  35 
17 
■  1 
20 

5 
25 

9 


29 
20 
37 

17 
36 
15 
35 
21! 
36 
25 
36 
20 

35 
23 
29 
19 
32 
25 
48 
23 
83 
15 
4.' 
1 

36 
20 
36 
22 
31 
25 
33 
31 
37 
17 
35 
22 

36 
22 
27 
23 
39 
16 
32 
22 
38 
32 
34 
28 

38 
34 
89 
15 
36 
21 
33 
20 
41 

36 
22 

28 
23 
36 
25 
31 
26 
36 
2h 
29 
21 
35 
18 

33 
21 
37 
28 
35 
24 
39 
23 
35 
32 
35 
21 

37 
25 
37 
18 
39 
24 
34 

2r. 

39 
24 


10  11 


30 


15 


16  17  18  19 


20 


21  22 


23 
0 
18 
5 
25 
11 
23 
10 

26 
12 
20 

-  4 
15 

23 

-  2 
27 

3 
28 
13 

25 
12 
26 

3 
20 

5 
25 

5 
36 

4 
25 

2 

20 
0 
28 
11 
26 
15 
25 

-  2 
24 
11 
28 
12 

26 
14 
24 

-  3 
25 

9 
28 
14 
26 


35 
13 
36 
6 
34 
1 

44 
16 
48 
11 

45 
2.T 
30 

34 
13 
38 

h 
40 

3 
34 
12 

40 
25 
42 
3 
40 
20 
41 

39 
11 
32 
10 

28 
10 
3' 
11 
35 
8 
29 

-  2 
42 

8 
38 
14 

33 
15 
82 

-  2 
38 
10 
37 
14 
31 


31 
17 
26 
17 
82 
21 
29 


27 
18 
30 
2f. 
33 
22 
35 
26 
33 
24 
34  25 
80  20 


40  35 
35  25 


29 
-11 


24 

-  3 

29 

12 

83i  31 
221  14 
271  35 


30 

25 

15 

18 

•2-\ 

26 

20 

21 

26 

26 

24 

24 

30 

30 

19 

26 

33 

32 

25 

25 

29 

27 

24 

20 

30 

34 

26 

25 

:^4 

33 

31 

22 

36 

82 

28 

24 

35 

31 

24 

28 

30 

2S 

20 

20 

30 

25 

16 

20 

31 

30 

16 

26 

29 

34 

27 

25 

32 

30 

21 

25 

88 

35 

27 

25 

32 

34 

26 

26 

30 

83 

26 

25 

32 

2<) 

10 

19 

31 

34 

27 

27 

34 

34 

28 

28 

2i 

34 

27 

27 

16 
86 
23 
31 
22 

80 
I.--. 
26 
5 
27 
-  4 
32 
11 
38 
16 
29 
14 

35 

18 
87 
23 
28 
14 
31 
20 
27 
17 
32 
24 

39 
29 
25 
—  1 
29 

8 
25 

2 
28 
15 
25 
10 

31 

16 

2 

13 

26 

14 

22 

15 

83 

16 

35 

28 

24 

13 

30 

1 

24 

15 

28 

15 

26 

18 

30 

20 

26 
14 
34 
21 
34 
24 
33 
20 
28 
18 
38 
21 


7 
30 

4 
25 

0 

29 
13 
80 
-22 
29 

-  9 
38 

-  2 
28 

4 
22 

-  1 

33 

7 
33 
14 
31 

9 
33 

4 

33 

-10 

26 

9 

33 

10 

29 
-21 

34 
-18 

30 

-  6 
38 

2 
35 
3 

30 
12 
24 

1 
28 

8 
31 

2 
36 

-  14 
30 
11 


28  29 
5   18 


22 

0 

26 

-  2 
35 

-  6 
34 

-  4 
80 


35  29 
21   13 


24 

-  2 
43 

6 
30 
16 
85 

-  5 


39  32 
19  16 


37 
21 
26 
1 
40 
1 

371  34 

14  23 

33  35| 

5  17 


24 


25  26  27 


15 

-16 

11 

-  4 
9 

-  1 
15 

-  5 
22 

4 
15 

-  4 

12 

-  2 
8 

-27 
13 

-11 
20 

-  2 
21 

-12 

12 

-11 

20 
0 

20 
4 

12 
-22 

20 

-  2 
24 

-  4 
15 

-  1 

24 
0 
10 
-17 
Q 
-25 
10 

-  9 
1 

-10 

15 

-  6 

20 


-13 
11 

-  4 
10 

—  6 
14 

-21 
22 


25 
5 
16 

-  7 
14 
21 
15 

5 
22 

-  5 
17 

-  3 

23 
10 

11 

-13 

15 


-18 
29 

6 
30 

5 
26 

4 
34 
16 
22 

2 

28 

13 

2' 
9 

23 
-10 

32 
3 

20 
-10 

25 

-  7 

32 

6 
30 

9 
2 
-17 
:^2 

-  6 
27 

-10 
28 
10 

31 

11 

25 
—18 

26 
-17 

23 
0 

26 

-  6 
29 


80 


34 
-  1 

31 
-19 

30 


28  29 


18  25 
7 


14 
-10 

2' 
-13 

14 
-13 

22 


24 
5 

17 
3 

20 

-  5 
19 

-14 
18 

-  5 

14 

0 
21 

1 
25 

8 
17 

1 
20 

-  9 
26 


11 

14 

-12 

28 

.J| 

loi 

23j 

8l 


30 


30  31 


33 

10  24 


34 

14 

30 

20 

32 
.15 

30 

19 

30 

12 

.30 
-11 

30 
8 

27 
11 
33 
15 
35 
18 
31 
1 
85 
15 
35 
10 

81 
16 
30 

3' 
17 
85 
19 

•271     32 
13     22 


38 
8 

14 
2 

21 
1 

11 

-  2 
25 

.") 
15 
2 

18 
8 
17 

-  3 
21 

1 

10 

-  2 

18 

2 
31 

7 

17 

7 
18 

5 
•22 

3 
•24 

2 
1 

4 
27 

5 

22 

0 
•29 
10 
34 

8 
16 

5 
•22 

6 
21 


Mean 


35     21 

81 


28 


151     10 

31     28     31.2 

17        8!     13.8 


Ciontinued  on  page  7. 
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i;LIMAT()I.OGICJAL  data:    I'KNNSYLVANIA  SKCnON 


Daily  Temperatures  for  January  1946— Continued  from  page  I 


Station!! 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

15 

16 

17 

18 

19 

20 

21 

22 

•a 

24 

26 

•26 

27 

28 

29 

80 

81 

Mean 

Indiana . 

.  /  Maximum.. 
\  Minimum.. 

•12 

11 

82 

31 

•28 

30 

37 

34 

38     18 

21 

40 

37 

37 

38 

34 

•26 

•28 

37 

84 

88 

32 

1 
81 

'26 

12'     17 

26 

84 

34 

28 

21 

'29  6 

28 

I 

0 

•25 

12 

12 

24 

29 

17       2 

8 

13 

28 

28 

29 

23 

17 

0 

18 

19 

16 

21 

ig 

13 

-  51      1 

-  2 

16 

21 

10 

8 

14.2 

Irwin 

.  /  .Ma.xinium.. 
\  Minimum.. 

40 

27 

,34 

31 

82 

84 

36 

84 

83,    •iO 

24 

40 

38 

36 

37 

34 

34 

30 

37 

84 

86 

36 

83 

29 

20     '20 

22 

34 

84 

28 

25 

31.7 

27 

(1 

3 

30 

16 

14 

16 

31 

•20;     0 

12 

15 

15 

•28 

30 

25 

16 

0 

14 

19 

18 

28 

23 

20 

-  5!  -  I 

-  8 

20 

22 

10 

fi 

15.1 

.lauiestowii/  -2  N\V 

.  (  .Ma.xiniuni.. 

;« 

29 

32 

30 
13 

22 

■27 

35 

32 

24 

21 

40 

43 

36 

35 

38 

30 

22 

31 

35 

34 

33 

33 

32 

'28 

22;     ^22 

24 

32 

•261     27 

27 

80.2 

\  .Minimum.. 

22 

-  3 

-  5 

0 

2 

6 

20 

18 

-  4 

1 

2 

21 

16 

•20 

■22 

5 

-10 

—   7 

1 

-   I 

0 

18 

15 

-'20 

-18 

—16 

-15 

19|       8 

-  2 

4.0 

Johnstown** 

.  (  Maximum.. 

V  Minimum.. 
.  )  .Maximum.. 

\  Minimum.. 

. ... 

.... 

.... 

Kane'-IN 

35 

' '  ill 

"27 

■■■29 

■is 

"'\i 

■29 

"■29 

19 

'18 

"i\ 

■34 

"29 

"26 

"so 

"'28 

"■27 

".'12 

"35 

"33 

■■35 

'29 

■'•29 

■22 

'13 

"i4 

■28 

■27 

"'•26 

"•26 

"i4 

'"is'.i" 

10 

-10 

-  7 

10 

-  6 

-10 

13 

16 

1 

-  3 

4 

6 

18 

17 

23 

16 

-10 

-17 

-  2 

-  6 

-  4 

6 

17 

-  5 

-■28 

-19 

-18 

1 

1 

5 

0 

0.7 

[,aiu-ft<ter 

.  (  .Maximum.. 
\  .Miiiinuim.. 

48 

34 

37 

48 

45 

32 

■26 

36 

37 

30 

28 

36 

42 

38 

34 

33 

37 

30 

38 

36 

31 

33 

35 

34 

27i     22 

30 

33 

36 

37 

38 

34.8 

31 

14 

7 

21 

18 

16 

18 

■23 

23 

7 

9 

8 

32 

27 

26 

25 

21 

3 

8 

15 

0 

10 

■24 

24 

-    1 

0 

3 

7 

■24 

14 

9 

15.0 

l.Bwronceville 

.  (  .Maximum.. 
\  Minimum.. 

40 

32 

27 

37 

30 

•20 

27 

46 

30 

22 

•28 

38 

36 

•22 

32 

29 

31 

25 

82 

33 

34 

29 

81 

24 

10 

17 

•27 

21 

32 

30 

22 

28.7 

22 

7 

5 

20 

-  2 

-  4 

10 

22 

5 

-13 

-  5 

0 

17 

10 

20 

■20 

18 

-18 

2 

7 

-  6 

3 

17 

4 

-13 

-23 

-16 

-  3 

19 

4 

-  9 

3.9 

Lebanon  / 

.  /  Maximum.. 

41 

18 

35 

46 

■29 

20 

27 

37 

33 

•25 

•28 

34 

34 

■29 

31 

31 

35 

34 

38 

38 

34 

36 

33 

30 

15 

20 

29 

:» 

33 

35 

20 

m9 

\  .Minimum.. 

26 

12 

6 

15 

16 

14 

14 

17 

•22 

10 

10 

12 

22 

25 

25 

24 

24 

10 

11 

13 

7 

11 

21 

23 

-  1 

-  3 

6 

9 

17 

10 

6 

14.0 

I^wistown  1-2  S  W 

.  /  .Maximum.. 

3!< 

30 

41 

34 

24 

40 

32 

22 

28 

32 

34 

30 

32 

34 

34 

34 

31 

34 

34 

34 

34 

30 

18 

26 

31 

31 

31 

21 

31. '2" 

\  .Minimum.. 

25 

"■2 

12 

18 

12 

"u 

23 

12 

10 

16 

17 

14 

26 

28 

26 

10 

12 

15 

13 

18 

24 

6|      7 

10 

"\2 

21 

9 

15.3" 

Lock  Haven* 

.  /  .Maximum.. 

36 

34 

"23 

38 

34 

21 

25 

39 

"32 

21 

'29 

29 

32 

30 

30 

32 

38 

30 

34 

35 

31 

•26 

32 

■"29 

19     24 

31 

25 

33 

"".30 

•25 

■29.9 

\  Minimum.. 

31 

7 

-  5 

12 

10 

9 

15 

•23 

17 

9 

4 

7 

■22 

21 

26 

27 

■20 

-  4 

8 

6 

5 

14 

22 

10 

-101-10 

-  4 

9 

19 

12 

2 

10.8 

Marcus  Ilooli' 

.  (  .Maximum.. 

58 

33 

40 

46 

44 

31 

30 

36 

37 

23 

28 

41 

42 

33 

32 

34 

36 

30 

35 

36 

36 

38 

40 

37 

18i     21 

32 

36 

37 

38 

35 

35.3 

\  Minimum.. 

31 

17 

16 

34 

•24 

18 

24 

28 

19 

14 

19 

21 

32 

■25 

27 

27 

■23 

16 

25 

26 

21 

26 

31 

14 

5      10 

17 

25 

29 

22 

15 

■22. 0 

Martiusburg'* 

.  /  Maximum.. 
\  Minimum.. 

36 

11 

n 

2 

33 

5 

35 

19 

22 
12 

19 
11 

23 
14 

34 

•22 

30 
10 

15 
3 

20 
8 

38 
12 

37 
■25 

26 
22 

26 
25 

29 
■20 

26 
12 

30 
6 

33 
15 

•28 
15 

36 
12 

33 
27 

31 
21 

26 

7 

13l     16 
-  2|       2 

27 
6 

24 
14 

26 
14 

•25 
11 

12 
3 

26.4 

12.4 

MauohChunlc-lSW.... 

.  (  Maximum.. 
\  .Minimum.. 

39 

39 

21 

37 

38 

21 

'20 

39 

27 

22 

28 

34 

34 

30 

•29 

29 

29 

32 

32 

29 

33 

33 

26 

13 

27 

29 

31 

30 

28 

■29.  6" 

24 

9 

-   1 

8 

9 

8 

13 

19 

5 

1 

-  1 

27 

25 

17 

23 

21 

10 

10 

8 

0 

14 

■20 

-  5 

0 

8 

5 

24 

8 

2 

10.7'' 

MeadvlUe  ,'-1  S 

.  /  Maximum.. 

32 

15 

30 

26 

•20 

•24 

31 

28 

'is 

17 

35 

38 

29 

34 

35 

26 

25 

30 

34 

.SO 

32 

"36 

26 

•22 

14 

21 

28 

30 

28 

20 

17 

26.6 

\  Minimum.. 

30 

-  1 

-  3 

14 

6 

-  2 

8 

■23 

16 

3 

4 

5 

•24 

19 

18 

24 

3 

-  9 

-  8 

5 

3 

6 

20 

18 

-16 

-12 

-11 

-10 

■20 

11 

2 

6.7 

Mercer3--2.5  NE 

.  /  Maximum.. 

37 

7 

29 

31 

19 

20 

32 

28 

24 

15 

25 

38 

■26 

32 

33 

28 

23 

30 

33 

30 

35 

30 

27 

24 

11 

16 

25 

30 

25 

'20 

13 

28.7 

\  -Minimum.. 

4 

-  4 

3 

3 

6 

5 

20 

23 

2 

-   1 

4 

•25 

21 

■23 

27 

19 

-  4 

-  5 

10 

8 

6 

19 

18 

-  2 

-14 

-  5 

-  7 

17 

9 

8 

1 

7.7 

Middletowni-1.5\V.  ... 

.  /  Maximum. 

\  Minimum  . 

44 

21 

34 

46 

30 

•25 

26 

38 

32 

•20 

26 

35 

36 

31 

31 

32 

34 

29 

35 

32 

31 

35 

36 

32 

16 

23 

■29 

31 

32 

36 

28 

31.2 

21 

7 

8 

21 

17 

14 

17 

25 

14 

11 

13 

14 

31 

26 

26 

24 

19 

13 

11 

U 

5 

17 

■25 

8 

2 

4 

11 

17 

2! 

3 

7 

14.9 

Midland"! 

.  (  Maximum.. 
\  .Minimum.. 

40 

15 

34 

36 

25 

29 

36 

34 

•28 

20 

24 

42 

M 

37 

37 

36 

26 

30 

37 

33 

35 

35 

34 

30 

■20 

22 

26 

38 

28 

•26 

18 

30.8 

12 

1 

6 

18 

14 

14 

19 

27 

6 

8 

10 

•2(1 

2« 

25 

33 

23 

15 

7 

19 

16 

15 

29 

23 

13 

0 

6 

I 

18 

10 

10 

5 

14.5 

Montrose  Ao  K 

.  i  Maximum.. 
\  Minimum.. 

.  t  Maximum.. 
\  Minimum.. 

42 
29 

41 

10 
3 

12 

26 

-  4 

33 

33 
0 

34 

15 
5 

24 

15 
-  2 

28 

■22 
-  2 

35 

37 
11 

33 

23 
21 

28 

13 
-  6 

17 

■20 
-  5 

26 

31 
6 

41 

•26 
16 

37 

22 
14 

35 

32 
16 

36 

23 
15 

33 

20 
10 

30 

16 
-  1 

25 

24 
-  2 

36 

22 
5 

33 

34 
4 

38 

27 
6 

32 

24 
15 

32 

21 
14 

28 

1 
-12 

19 

8 
-11 

•22 

15 

22.  S"* 

-'6 

■28 

-'2 
34 

4.9° 

Mt.  Lebanon^ 

■27 

•27 

18 

■29.7 

U 

0 

4 

18 

14 

14 

28 

28 

6 

2 

9 

2- 

27 

28 

32 

•22 

15 

6 

19 

19 

16 

•28 

22 

11 

0 

5 

0 

22 

10 

10 

5 

14.6 

Mt.  Pocouo3-'2  N 

.  /  Maximum.. 

45 

14 

24 

36 

22 

17 

22 

36 

■24 

12 

20 

29 

32 

23 

31 

24 

22 

24 

28 

28 

34 

29 

■26 

22 

3 

8 

18 

•29 

24 

•23 

14 

■24.0 

*  .Minimum.. 

13 

-  2 

-  2 

15 

7 

0 

8 

22 

-    1 

-  2 

2 

6 

23 

17 

10 

12 

7 

2 

9 

10 

7 

18 

16 

-  8 

-13 

-  6 

3 

11 

9 

8 

-  2 

6.4 

New  Bloomfield 

.  /  Maximum  . 

38 

29 

32 

45 

39 

26 

25 

38 

32 

23 

27 

31 

34 

31 

29 

34 

35 

33 

36 

32 

31 

31 

35 

30 

18 

24 

32 

29 

33 

33 

30 

31  6 

\  Minimum. . 

30 

7 

3 

14 

11 

10 

11 

21 

8 

0 

0 

-  2 

30 

22 

24 

25 

17 

2 

0 

13 

-  1 

14 

•22 

16 

-  2 

-  5 

7 

7 

23 

0 

5 

10.7 

NewburK'-3.5NW 

.  /  Maximiun . 
\  Minimum.. 

28 

18 

32 

42 

32 

•22 

30 

42 

34 

24 

28 

34 

34 

30 

26 

34 

36 

42 

46 

43 

37 

38 

38 

30 

20 

18 

36 

34 

34 

42 

18 

32.3 

12 

10 

10 

20 

18 

12 

14 

22 

16 

10 

10 

8 

30 

26 

24 

25 

22 

13 

11 

13 

11 

22 

■28 

16 

6 

8 

12 

18 

18 

12 

6 

15.6 

New  Castle-1.5  N 

.  (  .^laximum.. 
\  Minimum.. 

38 

31 1    .33 

33 

23 

26 

35 

35 

26 

20 

40 

40 

37 

37 

35 

28 

29 

31 

38 

36 

34 

33 

33 

•24 

17 

21 

25 

32 

26 

•24 

21 

30.4 

31 

-  5 

0 

25 

10 

12 

22 

23 

18 

3 

2 

16 

27 

28 

28 

'27 

9 

-  1 

11 

9 

10 

21 

20 

17 

-10 

-   1 

-  8 

20 

■22 

10 

6 

[■2.  8 

Palmerton' 

.  /  .Maximum.. 
\  .Minimum.. 

47 

21 

27 

40 

25 

19 

23 

36 

31 

19 

26 

31 

36 

29 

29 

30 

31 

28 

35 

36 

30 

33 

34 

31 

12 

17 

■28 

27 

33 

31 

21 

•28.9 

16 

4 

4 

17 

14 

11 

11 

23 

9 

8 

7 

5 

29 

■23 

18 

22 

14 

6 

14 

2 

4 

17 

■23 

2 

-  2 

-  3 

12 

8 

14 

14 

' 

11.4 

Park  PlaceM  NW 

.  /  Maximum.. 

43 

10 

27 

35 

19 

11 

25 

33 

23 

15 

20 

32 

33 

24 

27 

26 

25 

20 

27 

24 

32 

•28 

27 

•22 

3 

10 

19 

26 

■26 

25 

13 

•23.5 

\  Minimum.. 

8 

0 

0 

15 

6 

3 

10 

22 

3 

1 

7 

11 

21 

20 

21 

13 

8 

4 

!3 

10 

12 

•24 

11 

-  7 

-12 

-  4 

4 

12 

16 

9 

I 

8-5 

Philadelphia Arpt  '..  . 

.  /  -Maximum.. 

58 

24 

38 

45 

36 

2i 

•28 

33 

34 

19 

27 

38 

37 

31 

31 

32 

32 

28 

34 

34 

34 

35 

35 

34 

13 

18 

28 

31 

35 

33 

•28 

3-2.  0 

\  Minimum.. 

24 

13 

13 

26 

21 

17 

23 

24 

14 

10 

15 

17 

31 

24 

25 

25 

16 

10 

19 

20 

17 

19 

26 

7 

2 

7 

11 

18 

23 

17 

12 

17.6 

Philadelphia C.O.i.  .. 

.  )  .Maximum.. 
\  Minimum.. 

57 

26 

37 

45 

36 

26 

28 

35 

35 

22 

'28 

38 

39 

31 

30 

31 

34 

31 

35 

38 

35 

36 

37 

34 

15 

21 

■29 

33 

36 

33 

23 

32.7 

2fi 

17 

16 

33 

22 

17 

23 

25 

15 

13 

19 

22 

30 

25 

27 

26 

21 

15 

25 

27 

23 

■29 

•28 

8 

3 

9 

16 

25 

23 

•2fl 

13 

■20.7 

Phila.  Shawmont 

.  /  Maximum.. 
\  .Minimum.. 

5fi 

37 

37 

46 

39 

■29 

28 

35 

34 

32 

27 

37 

37 

36 

32 

31 

32 

31 

35 

35 

35 

34 

37 

32 

27 

19 

29 

35 

34 

34 

.32 

34.0 

.34 

17 

13 

•25 

21 

17 

21 

22 

28 

11 

11 

12 

26 

24 

24 

26 

24 

10 

20 

17 

13 

19 

31 

•26 

2 

7 

16 

20 

32 

19 

13 

19.4 

Philipsburg3-7  E 

.  /  .Maxininm.. 
\  -Minimum. - 

36 

5 

31 

32 

17 

12 

24 

32 

25 

12 

17 

36 

32 

24 

25 

28 

23 

■28 

32 

33 

32 

28 

■28 

•22 

8 

14 

22 

21 

24 

2! 

10 

•23.7 

5 

—  7 

2 

7 

5 

6 

12 

•23 

-  3 

1 

-  2 

15 

20 

18 

23 

15 

6 

0 

-  1 

-  2 

-  2 

15 

18 

—  5 

-  8 

-  4 

0 

3 

12 

3 

-   1 

5.6 

Phoenixville-1.5SE... 

.  j  .Vlaximum.. 

55 

42 

38 

49 

44 

45 

40 

40 

42 

40 

33 

87 

37 

36 

37 

31 

36 

40 

43 

44 

36 

31 

36 

34 

29 

24 

35 

37 

39 

40 

40 

38.4 

I  .Minimum .. 

33 

12 

8 

23 

20 

16 

19 

21 

24 

9 

10 

in 

33 

24 

24 

24 

23 

10 

■20 

19 

10 

12 

28 

24 

« 

5 

9 

16 

26 

11 

11 

17.2 

Pittsburgh  ArptSta.i.. 

.  /  Maximum.. 
\  .Minimum.. 

39 

11 

33 

34 

23 

31 

34 

33 

27 

18 

24 

41 

34 

35 

35 

31 

27 

26 

36 

34 

37 

32 

30 

28 

16 

•20 

28 

31 

25 

25 

14 

28.9 

6 

0 

6 

15 

14 

13 

28 

27 

5 

4 

12 

23 

27 

•26 

31 

22 

14 

11 

21 

■23 

■20 

29 

21 

9 

2 

6 

5 

21 

10 

9 

4 

15.0 

Pittsburgh  City  Office) , 

.  i  Maximum.. 
\  .Vlinimum.. 

38 

14 

35 

37 

26 

30 

35 

35 

28 

19 

27 

43 

35 

37 

38 

35 

32 

30 

38 

36 

38 

36 

34 

31 

19 

23 

26 

36 

27 

27 

18 

31.0 

8 

2 

10 

18 

17 

15 

30 

28 

in 

9 

15 

27 

30 

31 

34 

24 

18 

12 

24 

23 

23 

31 

24 

11 

5 

10 

9 

26 

u; 

11 

8 

18.0 

Port  Clinton/ 

.  1  -Maximum.. 
\  Minimum.. 

44 

16 

27 

40 

20 

21 

26 

40 

30 

22 

21 

35 

35 

28 

30 

'28 

32 

26 

34 

32 

28 

35 

32 

28 

10 

13 

27 

27 

32 

32 

21 

28.  3 

34 

12 

-  2 

12 

15 

12 

12 

16 

'20 

9 

6 

7 

20 

27 

'24 

22 

20 

12 

12 

12 

4 

■20 

■20 

22 

-  2 

0 

12 

8 

12 

8 

8 

13.4 

Putney ville-2 .5  SE 

.  (  Maximum.. 

\  Minimum.. 

39 

IS 

30 

33 

20 

19 

31 

32 

29 

14 

24 

38 

36 

30 

30 

■29 

23 

25 

33 

32 

33 

32 

30 

23 

14 

15 

•23 

29 

20 

20 

18 

•26.8 

18 

—  2 

-  3 

20 

8 

7 

19 

27 

10 

-   1 

5 

6 

26 

■24 

27 

21 

14 

-  5 

6 

10 

7 

■20 

■20 

8 

-13 

—  7 

-10 

11 

■20 

10 

1 

9.8 

Quakertown-0.5  E 

.  /  Maximum.. 
\  .Minimum.. 

50 

33 

31 

42 

.37 

24 

20 

36 

34 

20 

24 

33 

35 

35 

30 

29 

29 

27 

32 

32 

31 

31 

34 

32 

16 

16 

27 

30 

32 

29 

27 

30.3 

32 

12 

8 

19 

15 

U 

15 

17 

19 

6 

4 

I 

30 

13 

14 

21 

21 

10 

13 

3 

-  1 

10 

■26 

15 

-  6 

-  1 

5 

9 

24 

10 

12 

r2.5 

Reading! 

.  /  Maximum.. 
\  Minimum.. 

52 

22 

35 

47 

31 

25 

25 

35 

34 

22 

28 

3« 

38 

31 

31 

32 

35 

29 

34 

36 

31 

36 

36 

32 

14 

21 

30 

31 

34 

34 

24 

31.6 

22 

12 

12 

23 

18 

14 

17 

25 

13 

10 

14 

15 

29 

25 

26 

'24 

21 

14 

21 

19 

13 

22 

25 

6 

0 

5 

14 

17 

23 

17 

10 

17.0 

Ridgway  / 

.  /  Maximum.. 

36 
32 

12 

31 
-  7 

32 
12 

20 
6 

18 
-  5 

29 
3 

31 
17 

22 

19 

-  7 

32 
-  4 

3.^ 

34 

26 

■27 
19 

29 
19 

30 

34 

10 

35 
-15 

37 
"12 

35 

-   1 

38 
-  2 

30 
-  2 

25 
13 

25 

17 

21 

29 

21 

25 

22 

16 

•  38.0 

\  Minimum.. 

2 

17 

— '1 

25 

18 

-20 

-18 

-18 

-16 

11 

8 

0 

5]  5 

Scranton' 

.  /  .Maximum.. 
\  .Minimum.. 

48 

21 

28 

40 

21 

18 

24 

37 

29 

15 

■23 

31 

32 

27 

34 

•29 

26 

■20 

26 

29 

32 

29 

31 

24 

6 

11 

•23 

26 

27 

27 

21 

■26.3 

21 

6 

5 

21 

10 

6 

13 

24 

5 

3 

9 

9 

■24 

23 

20 

17 

12 

7 

14 

14 

9 

13 

22 

-   1 

-  5 

0 

8 

8 

21 

14 

6 

11.5 

Selinsgrove 

.  i  Maximum.. 
\  .viinimum.. 

39 

33 

30 

38 

38 

24 

25 

39 

34 

23 

26 

30 

33 

31 

32 

31 

36 

31 

32 

32 

32 

26 

35 

29 

19 

24 

32 

30 

33 

31 

29 

30.9 

31 

8 

-  4 

21 

12 

11 

15 

21 

12 

0 

-    1 

7 

•29 

23 

25 

27 

20 

-  4 

2 

4 

-  3 

12 

19 

16 

-  4 

-  9 

4 

3 

20 

9 

4 

10.6 

Somerset 

.  /  Maximum.. 
\  Minimum.. 

45 

18 

33 

33 

30 

30 

32 

36 

33 

16 

22 

41 

36 

37 

31 

29 

23 

38 

42 

37 

39 

35 

32 

25 

14 

19 

31 

34 

33 

23 

22 

:30.6 

18 

-   1 

1 

29 

12 

15 

20 

31 

15 

-  4 

7 

10 

27 

25 

28 

23 

17 

-  5 

9 

23 

9 

■20 

19 

14 

-  1 

-11 

-  7 

14 

17 

9 

0 

12  4 

Springs6-1  SVV 

.  1  Maximum.. 

45 

8 

31 

34 

30 

29 

34 

35 

31 

13 

25 

4-! 

36 

29 

29 

27 

■22 

37 

40 

33 

39 

38 

30 

25 

16 

18 

30 

34 

33 

■22 

17 

29.4 

\  Minimum.. 

12 

-  2 

-  3 

29 

6 

19 

19 

31 

11 

0 

5 

12 

28 

25 

25 

19 

16 

6 

18 

22 

•22 

20 

14 

14 

-  2 

-  5 

-  4 

20 

14 

8 

-  2 

12.8 

State  Collegei 

.  /  Maximum.. 

38 

13 

31 

37 

21 

17 

20 

37 
20 

36 

17 

21 

38 

38 

27 

28 

31 

29 

30 

5 

31 

31 

33 

33 

.32 

25 

13 

'20 

28 

26 

27 

26 

15 

27  4 

V  Minimum.. 

13 

2 

13 

10 

9 

15 

7 

6 

10 

16 

27 

20 

23 

20 

15 

14 

11 

11 

■24 

22 

5 

-  2 

4 

8 

15 

16 

9 

12.2 

Stroudsburg-'2  E 

.  /  Maximum.. 
I  Minimum.. 

48 

40 

28 

44 

40 

25 

20 

43 

40 

25 

30 

30 

36 

36 

30 

28 

34 

36 

38 

40 

36 

35 

36 

34 

22 

19 

30 

32 

35 

35 

31 

33.4 

32 

12 

0 

15 

11 

7 

10 

18 

20 

-  3 

2 

2 

29 

19 

4 

20 

20 

-  5 

5 

-  4 

1 

11 

16 

•24 

-  5 

—  7 

6 

5 

■24 

6 

-  2 

9.5 

Tamarack/-2  S 

.  /  Maximum.. 

33 

6 

27 

28 

17 

11 

23 

41 

21 

18 

23 

34 

26 

21 

23 

24 

30 

32 

32 

31 

37 

27 

•22 

19 

11 

17 

28 

18 

24 

2.' 

K-< 

23.  8 

\  Minimum .. 

23 

0 

-  3 

2 

4 

2 

3 

12 

21 

•1 

0 

5 

17 

13 

13 

21 

13 

1 

0 

10       9 

14 

21 

15 

-13 

-14 

-  5 

1 

12 

7 

1 

6.7 

Tione.sta/-1.5SE 

.  /  Maximum. 

31 

19 

31 

31 

19 

32 

31 

28 

19 

16 

36 

88 

31 

33 

32 

27 

26 

32 

37 

37     37 

30 

2S 

19 

15 

16 

2H 

'28 

25 

21 

16 

27.3 

\  Minimum.. 

29 

-  1 

-11 

17 

6 

10 

12 

25 

14 

-  5 

-  2 

4 

23 

21 

19 

25 

13 

-13 

-  4 

-5-2 

16 

19 

17 

-15 

-15 

-18 

-  2 

12 

10 

0 

6.4 

Titnsville-2  S 

.  /  Maximum.. 

36 

23 

28 

29 

18 

15 

•29 

29 

•26 

14 

20 

35 

35 

30 

32 

30 

23 

32 

36 

33     34 

28 

28 

■23 

12 

14 

27 

27 

28 

21 

17 

26,2 

\  Minimum.. 

23 

-  3 

-  2 

18 

3 

-  2 

18 

23 

10 

-   1 

4 

11 

19 

19 

21 

19 

6 

-12       3| 

-  1       0 

13 

16 

10 

-13 

-  3 

-11 

10 

19 

8 

0 

7.2 

Towanda-1  E 

.  /  Maximum.. 

46 

31 

27 

43 

34 

18 

25 

36 

28 

■22 

26 

33 

33 

24 

33 

29 

32t    251    311 

32     33 

23 

33 

26 

11 

16 

28 

23 

33 

■29 

■a 

■28.6 

\  Minimum.. 

30 

8 

-  1 

16 

10 

3 

12 

23 

5 

-  6 

4 

1 

20 

13 

19 

19 

14 

i 

3 

6 

-  3 

3 

20 

2 

-  8 

-12 

-  1 

-   1 

■20 

14 

5 

7.5 

Continued  on  page  8. 


CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


January  1945 


Daily  Temperatures  for  January  1 945— Continued  from  page  7. 


Stations 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean 

Uniontown i 

Maximum.. 

ss 

n 

36 

.37 

33 

3ft 

,38 

37 

34 

21 

29 

43 

38 

44 

39 

36 

31 

33 

42 

39 

42 

37 

34 

33 

23 

23 

32 

37 

36 

28 

•25 

34.5 

1  MiniBnum.. 

n 

3 

fi 

33 

18 

18 

32 

33 

21 

fi 

15 

15 

31 

30 

3^ 

26 

22 

13 

■a 

3U 

20 

30 

2b 

21 

6 

1 

—  2 

22 

22 

13 

5 

19.0 

Vandergrift' , 

1  Maximum.. 

39 

16 

;<ft 

,3ft 

2,") 

30 

,36 

36 

32 

18 

25 

42 

40 

37 

37 

33 

31 

30 

38 

36 

31 

34 

34 

32 

18 

23 

25 

34 

31 

•26 

19 

30.9 

t  Minimum. 

14 

•^ 

6 

19 

14 

13 

27 

30 

13 

6 

13 

19 

30 

30 

31 

25 

12 

0 

14 

20 

14 

25 

24 

13 

—  6 

1 

—  4 

16 

lb 

12 

7 

14.7 

Maximum.. 

■.^3 

20 

28 

27 

Ifi 

17 

28 

27 

2fi 

15 

22 

33 

31 

28 

33 

28 

26 

27 

32 

32 

35 

27 

26 

22 

12 

16 

26 

26 

26 

■20 

15 

•24.8 

1  Minimum.. 

?n 

■? 

-  1 

14 

.ft 

-  2 

1ft 

16 

7 

4 

7 

Ifi 

19 

19 

22 

18 

11 

-  7 

-  6 

4 

3 

12 

19 

3 

-13 

-  3 

-  3 

10 

•20 

10 

3 

7.8 

1  Maximum.. 
[Minimum.. 

48 

1ft 

16 

-   ? 

35 
2 

35 

28 

29 
1ft 

32 
1ft 

36 

27 

34 
30 

32 

18 

18 
0 

27 
10 

43 

18 

38 
27 

39 
26 

37 
30 

34 
22 

28 
20 

33 
4 

39 
16 

38 
23 

40 
15 

36 

28 

32 
23 

29 
24 

25 

1 

2b 

5 

33 

—  6 

34 
20 

S3 

17 

2b 
3 

•20 
3 

32.4 

1.5.4 

Wellsboro/ I 

(Maximum.. 

36 

12 

31 

3S 

21 

16 

26 

47 

22 

23 

27 

32 

27 

21 

29 

26 

26 

26 

31 

28 

34 

31 

26 

23 

9 

1) 

24 

24 

•29 

21 

19 

25.7 

L  Minimum.. 

?7 

fi 

0 

6 

fi 

-  6 

1 

1ft 

21 

-  7 

-  6 

-  2 

17 

11 

10 

20 

17 

-14 

-14 

3 

-  3 

—  4 

11 

18 

—10 

-20 

-20 

-  6 

■^ 

lU 

2 

2  9 

West  Chester 1 

(Maximum.. 
1  Minimum.. 

52 

3'; 

32 
1ft 

36 
11 

48 
27 

38 
19 

27 
14 

26 
20 

33 
20 

35 
24 

24 

9 

28 
12 

35 
13 

36 
.32 

32 
22 

32 
22 

31 
23 

34 
20 

29 
10 

36 
20 

36 
23 

34 
16 

33 
21 

35 
29 

33 
20 

20 

-  1 

21 

5 

31 
11 

34 
16 

3b 
27 

34 
14 

30 
9 

32.9 

17.9 

Wilkes-Barre^     I 

(Maximum.. 
t  Minimum.. 

46 
VO 

28 
ft 

28 
4 

40 
19 

22 
11 

19 

8 

24 
16 

40 
19 

30 
-  2 

22 
-  4 

28 
6 

32 
6 

34 
22 

28 
22 

34 
17 

28 
20 

30 
9 

22 

-  1 

30 

31 

8 

36 
4 

29 
10 

33 
22 

28 

-   1 

10 
-10 

16 
-13 

28 

-  1 

26 
5 

32 

18 

■28 
10 

•20 
17 

•28.5 

8.8 

Williamsport  Arpt.3-4  E  . 

1  Maximum.. 

4(1 

20 

26 

37 

24 

19 

25 

39 

30 

18 

26 

30 

31 

29 

30 

30 

34 

28 

34 

34 

28 

28 

33 

27 

14 

19 

29 

22 

32 

■25 

19 

27.7 

1  Minimum.. 

14 

-  1 

-  4 

Ifi 

6 

7 

Ifi 

19 

9 

2 

1 

17 

16 

21 

24 

18 

16 

2 

7 

2 

2 

13 

21 

-  2 

-  b 

-  8 

b 

b 

19 

b 

13 

8.9 

(Maximum.. 

46 

.32 

33 

43 

40 

2r, 

21 

,38 

35 

2ft 

26 

31 

34 

33 

30 

30 

33 

30 

34 

34 

:i4 

33 

31 

28 

.18 

19 

27 

31 

30 

31 

■29 

31.3 

Minimum .. 

30 

fi 

-  2 

19 

12 

10 

12 

21 

18 

7 

4 

4 

29 

2.'> 

24 

24 

20 

10 

11 

8 

2 

16 

2b 

16 

-  4 

4 

10 

12 

'22 

9 

h 

13.2 

Woodward3-2  NP: 

(  Maximum.. 

37 

6 

27 

34 

17 

10 

22 

37 

25 

17 

20 

33 

33 

26 

23 

25 

29 

27 

32 

30 

32 

30 

26 

20 

9 

Id 

23 

21 

•22 

23 

10 

•23.9 

I  Minimum.. 

4 

-  1 

0 

8 

4 

4 

10 

21 

4 

2 

7 

16 

19 

18 

20 

14 

9 

5 

17 

111 

16 

23 

16 

-  6 

—10 

-  2 

2 

14 

10 

1 

-   1 

8  2 

York-3  SW 

Maximum.. 

47 

34 

,39 

48 

44 

31 

2S 

3ft 

35 

30 

27 

35 

48 

36 

31 

33 

38 

35 

40 

38 

35 

35 

37 

33 

27 

•25 

:« 

35 

3b 

36 

34 

35.3 

I  Minimum.. 

33 

14 

9 

23 

19 

18 

20 

23 

19 

7 

7 

9 

33 

28 

26 

27 

23 

0 

7 

20 

1 

17 

29 

25 

0 

2 

—  3 

10 

■22 

2 

-  3 

15.1 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSURE,  WIND,  HUMIDITT  AND  SUNSHINE. 


Atmospheric  pressure 

Wind** 

Relative 

a> 

(reduced  to  sea  level) 

Humidity 

2 

Stations 

to 

3 
O 
J3 

&£• 

a 
o 

S 

a 

s 

o 
a 

o 
a 

■C 

S3 

to 

03 

o 

CD 

2 

1 

0. 

<s> 

0) 

in 

o 

s 

o 

<> 

s> 

a 

a 

t^ 

'^ 

t^ 

cu 

Q 

Erie 

30.52 
30.45 

17 
11 

29.47 
29.28 

8.9 
8.4 

27 
34 

w. 

nw. 

1 

24 

88 
73 

84 
58 

90 

68 

37 
44 

1413 

Harrisburg 

1277 

Philadelphia 

30.51 

3 

•29. 10 

9.8 

39 

n\v. 

•24 

78 

63 

70 

4b 

1247 

Philipsburg 

30.44 

18 

•29.  35 

11.6 

34" 

w. 

31 

88 

74 

84 

1560 

Pittsburgh 

30.49 

11 

•29. 46 

9.8 

36 

nw. 

•24 

89 

76 

82 

30 

1340 

Reading 

30.49 

3 

•29. 14 

r2.o 

54 

nw. 

■24 

74 

56 

b6t 

bb 

1260 

Scranton  

30.48 

3 

29.20 

7.0 

31 

nw. 

24 

8b 

7b+ 

bl 

1430 

RIVEB  CONDITIONS 


Stations 


Rivers 


'  For  any  flve-minute  period. 
t  12:00  noon,     t  4:00  p.m. 


"  Corrected  to  true  velocities. 
"  One-minute  inter^'al. 


Port.Iervls,  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)  Lock  No.  5. 

Suters  ville 

CharleroK  nr. ),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Delaware.      

Delaware 

Lehigh , 

Schuylkill 

N.  Br.  Susquehanna. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio 


4.2 
4.5 


4.0 


2.8 
5.2 
4.9 

13.8 
5.6 

15.9 


26 
3 


5.: 

6.^ 

9. 

17..! 
11.  ( 
28. 
20. 
25.  { 


2.7 
2.4 


3.1 
4.4 


7 

4 

1.6 

4 

3 

4.4 

3 

4 

4.0 

4 

2 

12.6 

6 

2 

4.1 

8 

2 

12.4 

1 

2 

• 

5 

2 

• 

20t 

1 

1 
26 

1 
28 
28 
27 
28 
25 
29 


•  Pool  stage. 


t  On  other  days  also . 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  years  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  tl  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

', '',  °,  etc.    Number  of  days  missing,  for  example,  *>  indicates  two  days  missing. 

Italics,  data  interpolated. 

5  Partly  interpolated. 
'i$  Incomplete. 

■   And  other  dates, 
•f  Daily  amounts  inconsistent. 
:  Received  too  late  to  be  included  in  mean,*^  and  summaries. 

•  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  In.'.truments  are  read  in  the  morning :  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almo.'it  always  occurs. 
I  Midnight  to  midnight. 

*  Measured  in  the  morning  for  the  preceding  24  hours. 

3  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 
•I  Best  available  used  for  stations  not  equipped  with  recorders. 

6  Recording  gage. 

6  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 

7  Noon  to  noon. 


follows : 


List  of  Chang'es  in  Station  Designations 
For  more  exact  location  of  the  equipment,  station  names  have  been  changed  as 


formerly 


Dauphin 

Farrell 

Ford  City 

Grantville 

Jamestown  " 

Kregar 

McConnellstown 

Milroy 

Monroeton 

Neffs  Mill 

Newburg  ' ' 

Putneyville 

Sheffield 

Tyrone 

WUliamsport4SE" 


Pet«rs  Mountain  Tower 

Sharon 

Crooked  Creek  Dam 

Manada  Gap 

Pymatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Charter  Oak 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherrv  Grove 

Bald  Eagle 

Shaffers  Path 

(W.  B.  O.,  Philadelphia-5-8-45-975) 
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HABBISBURO,  PA. 


V(1L.  L. 


February   1945. 


No.  2. 


OENERAL  SUMMARY. 

Februaiy's  weather  was  an  anti-climax  to  the  preceding  month 
of  the  meteorological  winter  just  ending.  During  the  month, 
pressure  systems  began  moving  more  to  the  north  of  Pennsyl- 
vania and  as  a  result,  the  snowfall  was  slightly  below  normal 
and  the  temperature  somewhat  above  the  average.  Neverthe- 
less, the  accumulated  snowfall,  December,  .January,  and  Febru- 
ary of  53.7  inches,  just  equalled  the  record  set  in  the  winter  of 
1909-1910  and  the  average  temperature  was  the  seventh  lowest 
of  record,  all-told,  one  long  to  be  remembered. 

At  the  beginning  of  February,  numerous  primary  and  a  great 
number  of  secondary  roads  were  closed  by  drifting  and  winter 
held  a  tight  grip  upon  the  State  until  the  6th  and  7th.  Great 
anxiety  was  felt  by  the  public,  as  the  prospects  of  disastrous 
flooding  seemed  imminent  due  to  the  extremely  heavy  snow 
cover  existing.  Fortunately,  there  was  a  period  of  10  days 
with  mild,  open  weather  and  by  the  16th  much  of  the  snow  in 
the  valleys  in  the  lower  half  of  the  State  melted  slowly  and  per- 
colated into  the  ground  without  resulting  in  much  run-off,  since 
most  of  the  ground  was  frost-free,  having  been  protected  from 
freezing  by  the  snow  blanket. 

Spring-like  weather  was  terminated  abruptly  on  the  17th,  in 
time  to  check  heavy  run-off  from  the  deep  snow  cover  of  the 
northern  counties,  which  was  ready  to  release  its  burden  of 
water  with  only  a  little  additional  heat.  Winter's  return  was 
of  short  duration  and  by  the  22d,  warmer  weather  began  melt- 
ing the  snow  cover  again.  From  this  run-off  most  of  the  ice 
moved  out  of  the  Allegheny  River,  except  its  upper  portion  and 
some  movement  occurred  in  the  Susquehanna  River  Basin.  Al- 
though the  ice  was  not  extremely  heav3',  river  stages  were  too 
low  to  carry  the  ice  burden  and  jams  formed  notably  at  Kinzua, 
Hyman,  and  in  the  vicinity  of  Columbia  and  Marietta.  No 
trouble  occurred  on  the  Delaware  River  as  ice  cutters  opened  a 
channel  to  Trenton  on  the  20th.  Continued  warm  weather  and 
moderate  rainfall  produced  additional  runoff  on  the  27th  and 
28th  with  a  crest  not  quite  3  feet  over  flood  stage  at  Pittsburgh 
and  under  bankful  elsewhere,  except  backwater  due  to  the  heavy 
ice  jam  in  the  vicinity  of  Columbia-Marietta  was  a  little  more 
than  one  foot  higher  than  the  1936  stage  at  that  point. 

As  the  month  closed,  a  few  secondary  roads  were  still  blocked 
by  drifted  snow  of  the  hard  winter  but  most  of  the  ground  was 
bare.  Ground  water  was  satisfactory,  having  been  replenished 
by  the  melting  snow.  Farm  work  was  way  behind  schedule  but 
from  appearances,  the  agricultural  outlook  was  most  promising. 


TEMPERATURE. 


The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  83  stations  was  29.1°,  which  is  0.7°  above  the  58-year 
normal  for  February.    The  highest  monthly  mean  was  36.8°  at 


Marcus  Hook,  and  the  lowest  was  22.8°  at  Montrose.  Extremes 
ranged  from  a  maximum  of  71°  at  Uniontnwn  on  the  lAtli,  to  a 
minimum  of  —  14°  at  Coudersport,  Lawrencevillc,  Phoenixville, 
and  Somerset  on  the  4th. 

PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  203  stations,  was  2.66  inches,  which  is  0.15 
inch  below  the  58-year  normal  for  February.  The  greatest 
monthly  amount  was  5.31  inches  at  Portland,  while  the  least 
was  1.26  inches  at  Burnt  Cabins.  The  greatest  amount  recorded 
in  any  24  consecutive  hours  was  1.95  inches  at  Portland  on  the 
8-9th. 

The  average  snowfall  for  the  State  was  8.5  inches,  which  is 
2.1  inches  below  the  58-year  normal.  The  greatest  monthly 
snowfall  was  27.5  inches  at  Corry.  The  greatest  fall  for  any 
observational  day  was  10.0  inches  at  Dingmans  Ferry  and 
Hawley  on  the  8-9th.     

COMPARATIVE   DATA  FOR    FEBRUARY 


Temperature 

Precipitation 

No.  of  days. 

Year 

a 

0) 

■a 

s 

s 

3 

< 

°  % 
■Sg 

o 
o 

5 

1888  

28.4 
23.0 
37.0 
34.8 
31.6 
27.3 
27.6 
20.2 
29.4 
30.6 
29.4 
22.7 
27.1 
21.7 
23.9 
30.5 
21.8 
20.8 
28.0 
22.8 
24.8 
35.8 
26.6 

31.0 
23.7 
27.4 
21.8 
33.3 
25.7 
25.6 
28.2 
32.0 
25.6 
32.8 
33.0 
24.6 
26.9 
35.6 
28.7 
.35.0 
30.3 
28.0 

35.1 
31.9 
35.3 
31.3 
18.1 
28.9 
21.5 
31.4 
34.1 
33.7 
29.4 
26.5 
25.9 
29.9 
29.4 
29.1 

28.4 

63 
60 
79 
70 
62 
60 
64 
60 
65 
67 
72 
67 
81 
57 
64 
68 
68 
59 
79 
56 
64 
73 
65 

66 
69 
67 
65 
73 
67 
68 
69 
66 
62 
76 
74 
58 
70 
71 
65 
69 
65 
69 

80 
66 
83 
68 
59 
66 
69 
77 
74 
74 
63 
62 
58 
75 
67 
71 

83 

-31 

-27 

0 

-7 
-18 
-16 
-24 
-26 
-21 
-14 
-16 
-39 
-17 
-22 
-24 
-17 
-27 
-25 
-21 
-20 
-29 

-9 
-22 

-8 
-27 

-9 
-27 

-9 
-22 
-29 
-34 

—7 
-20 
-15 
-19 
-20 
-25 
-11 
-13 

-8 
-11 
-20 

-18 
-16 

-8 
-15 
-34 
-26 
-27 
-12 

-4 
-10 
-19 
-14 
-21 
-27 
-18 
—14 

-39 

2.50 
1.96 
4.32 
4.61 
1.75 
5.92 
3.53 
1.22 
4.90 
3.28 
2.23 
4.05 
4.22 
0.96 
3.99 
4.49 
2.41 
1.70 
1.70 
1.91 
4.65 
4.84 
3.59 

2.27 
2  20 
1.84 
2.78 
3.90 
3.08 
1.46 
2.46 
2.23 
2.44 
2.59 
1.99 
2.16 
2.94 
2.16 
4.06 
3.48 
3.42 
2.87 

2.69 
1.98 
1.64 
2.30 
1.31 
2.67 
2.33 
2.. 32 
2.85 
4.45 
3.16 
1.04 
2.62 
1.71 
2.00 
2.66 

2.81 

7.2 

8.7 

5.6 

5.6 

6.3 

26.4 

22.7 

13.2 

10.5 

10  3 

6.1 

23.6 

7.0 

7.9 

14.3 

10.8 

6.8 

9.7 

6.8 

15.2 

23.6 

4.0 

15.0 

11.1 
6.5 
5.7 

23.5 
2.0 

14.3 
8.0 
2.9 
4.7 

18.3 

15.4 
7.7 

11.7 

16.3 
2.1 

23.3 

16. S 
6.7 

11.7 

3.9 
5.2 
2.9 
9.4 
14.4 
14.4 
12.3 
6.5 
3.9 
6.2 
19.3 
7.6 
9.4 
7  8 
9.4 
8.5 

10.6 

9 

.? 

12 
9 
14 

n 

6 

u 

9 
9 
12 
11 
8 
10 
10 

11 

8 
7 
8 
11 
14 
11 

10 
8 
9 
10 
9 
12 
10 
9 
11 
11 
10 
10 
12 
10 
8 
12 
13 
11 
9 

U 

9 
10 
10 

7 
12 

9 
10 
12 
13 
13 

8 

10 
12 
11 
12 

10 

7 
7 
6 
6 
7 
6 
8 

10 
9 
7 
8 
8 
8 
10 
9 
10 
10 
10 
12 
12 
10 
6 
9 

7 

n 

12 

11 

9 

8 

9 

10 

12 

9 

8 

9 

8 

U 

11 

7 

7 

10 

10 

9 

U 

10 

12 

13 

8 

11 

9 

8 

10 

9 

10 

10 

9 

8 

6 

9 

11 
9 
8 
8 
7 
8 
9 

10 
7 
8 
8 
7 
6 
9 
7 
7 
7 
8 
7 
7 
7 
7 
7 

6 
8 
5 
6 
5 
7 
9 
8 
6 
8 
8 
9 
8 
7 
7 
6 
8 
7 
8 

6 
5 

8 
7 
7 
7 
7 
8 
6 
6 
5 
7 
6 
8 
7 
8 

7 

11 

1889  

12 

1890 

14 

1891 

14 

189'2 

15 

1893 

14 

1»94 

11 

1895  

8 

1896 

13 

1897 

13 

1898     

12 

1899    

13 

1900 

14 

1901 

9 

1902 

12 

1903 

1904 

11 
12 

1905 

10 

1906 

9 

1907    

9 

1908 

12 

1909 

15 

1910   

12 

1911 

15 

191'.^   

10 

1913 

11 

1914 

11 

1915 

14 

1916 

14 

1917 

10 

1918 

10 

1H19 

10 

1920 

12 

1921 

12 

1922 

10 

1923  

12 

19'24 

1925 

11 
10 

1926 

15 

1927 

1928 

13 

12 

1929 

10 

1930 

13 

1931 

12 

1932 

11 

1933     .   ... 

9 

1934  

8 

1935 

13 

1936 

11 

1937 

1938 

1939 

1940 

U 
14 
12 
15 

1941     

11 

1942 

12 

1943 

11 

1944 

14 

1945 

14 
12 

10 
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for  February  1946 

Counties 

a? 

d 

o 

'i 
> 

o 

h 

f 

2 

Temperature,  in  degrees  Fahr. 

Precipitation,  In  Inches 

No.  of  days 

£" 

0. 

stations 

e 

2-3 

o 

1 

K 

1 

0 

1 

3 

1 

3 

0 

S 
2-3 

£g 

Q 

■S  3 

f 

0 

a 

0 

0  c 

1 

03 

.2 
0 

0 
0 

•a 
s 
0 
5 

Observers 

AUaniic  Drainage 
Allentown  Arpt.  -4  NE. 

Lehigh 

384 

1,500 

990 

473 

600 

431 

2,  216 

2.020 

2, 126 

1,100 

365 

1,020 

1,970 

184 

500 

900 

600 

361 

980 

200 

700 

256 

996 

469 

580 

657 

12 

1,493 

1,176 

1,914 

45i 

10 

1,916 

100 

407 

480 

273 

746 

476 

1. 217 

440 

2,  250 

764 

1.319 

440 

544 

620 

775 

2, 191 

390 

1.680 

1,400 

1,077 

1,114 

1,170 

1,410 

\.6f>3 

I,1.S0 

L746 

761 

2,170 

855 

960 

987 

1,160 

1,300 

1.050 

1,650 

1.750 

1,  065 

780 

900 

1, 286 

1,270 

1,385 

2.100 

2.500 

1.200 

1.550 

1,040 

826 

1.190 

1,100 

5 
60 

4 
77 
50 
68 

3 

4 

8 
59 
48 
23 
52 
39 
72 
41 
41 
76 
35 
30 
68 
58 
48 
61 

7 
54 
19 

3 
40 

4 
27 

4 

3 
36 

7 
60 
75 
51 
55 
60 
26 

5 
51 
75 
96 

7 

1 
29 

4 
57 

28 
55 
32 
35 
42 
31 
21 
48 

2 
19 
28 
32 

2 
71 
36 
44 

4 
63 
30 
51 

28.7 

28.9 

31.0'' 

29.6 

31.5 

32.4 

24.4 

24.3 

27.8 

26  5" 

32.4 

29.8 

26.6 

32.1 

32  4 

■28.2 

32  6 

32.3 

26.3 

33.3 

30.8 

31.4 

26.8 

•29.6 

-1.1 

+  1.4 

-o-'e" 

-0.3 
+  1.8 

'+6.' 7' 
+1.9 
+2.2 
+■2.0 
+0.7 
+0.9 
+0.9 
-0.6 
+2.1 
+0.5 
+0.7 
+1.4 
+0.3 
+1.9 
0.0 

52 
54 
56 
54 
53 
53 
53 
43 
51 
65 
53 
5i 
47 
68 
55 
50 
58 
58 
50 
55 
54 
55 
54 
51 
53 
47 
58 
62 
45 
45 
47 
58 
49 
67 
51 
64 
56 
49 
49 
64 
51 
49 
49 
50 
56 
60 
45 
53 
47 
58 

68 

54 

62 

■18 

49E 

68 

52 

52 

65 

62 

70 

53 

54 

59 

55 

66 

55 

59 

26 

16 

25 

25 

26+ 

26 

22 

16t 

16 

22 

26t 

16 

27 

27 

•25+ 

27 

26 

26 

16+ 

25 

25 

25+ 

22 

26 

25 

25 

16+ 

■22 

•22 

16+ 

26+ 

27 

16 

27 

'25 

27 

27 

16 

25+ 

16 

16 

•/2 

22+ 

15 

27 

15 

15 

•27 

15+ 

27 

16+ 

22 

22 

22 

15 

16 

22 

•22 

16 

15 

16 

15 

15 

22 

22 

16+ 

161 

26 

-  1 
2 
0 

-  2 
2 

8 
3 

-  5 
7 

-  8 
5 

-  3 
5 
8 

-  1 

-  8 
8 
8 

-13 
13 

-  2 

-  2 
-14 

3 
10 

-  1 
17 

5 
5 

-  2 
0 

13 

-14 

1 

0 

-  6 
11 

2 

-  5 
4 

-  5 

-  2 
-13 
—11 

10 

-  4 

-  3 
0 
6 
0 

-14 

-  9 

-  7 

-  3 

-  9 
2 

-11 

-14 

0 

0 

10 

-  2 
2 

-  5 

-  6 
8 
6 

-  4 

4 

4+ 

4 

4 

4 
20 

3+ 

I 

1+ 

4 

4 

4 
19 
20 

4 

4 

1 

4 

4 

4 

4 

4 

4 

5 

4 

4 
19 

4 

■2\ 

4 

4 
20 

4 

4+ 

4 

4 

4 

4 

4 

4 

4 

1 

4 

5+ 
20 

4 

4 

4 

4 
4 
4 
4 
4 

8 
4 
4 
3 
4 
4 
4 
4 
4 
6 
4 
4 

1 

2.78      -0.52 
■2.77  I   +0.42 
1.46  1 

1.01 
0.93 
0.48 
0.62 
0.67 
0.70 
1.08 
1.44 

26-27 

26-27 

26 

■26 

26-27 

26 

21-22 

21-22 

4.1 

5.5 

!     7.5 

8.5 

3,4 

1 

11        9 
14       3 
7      12 

10 

17 
6 
4 
9 
6 
5 
11 
10 

9 

8 
11 
12 
11 
17 
19 
11 
15 

w. 
w. 

w. 

ne. 

ne. 

nw. 

w. 

se. 

w. 

U.S.  Weather  Bureau. 

Blair  

City  of  Altoona. 

Burnt  Cabins-2  NE  . . . . 

Fulton 

Penna.  Turnpike  Coinm. 

Cumberland 

Franklin 

2  06 
1.71 
3.14 
3.97 
3.67 
1  63 

-0.83 
-0  93 
-0.48 

10 
9 

12 

8 
5 
4 
6 
3 

Clarence  E.  Miller. 

Chambersburg-l  SW.. . 

Coatesville 

CurweusvilleApt-6  NW 

William  B  Spear. 

Chester 

7  6$l   10 

Howard  L.  Pyle. 

Clearfield 

16.9 
9.3 
6.2 

6.2 
6.0 
8.1 
8.7 
6.0 
4.0 
5.9 
9.7 
19.2 
8.0 
2.6 
6.5 
7.0 
6.1 

"s.'s' 

'3^0 
19.3 
13.0 
5.2 
7.9 
11.  I 
7.0$ 
4.0 
7.8 
7.0 
10.9 
4.0 
4  6 
10.9 
10.6 
9.4 
8.6 
8.8 
4.0 

19 

7 

9 

9 

11 

10 

9 

10 

9 

9 

11 

11 

12 

9 
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10 

7 

9 

7 

9 

10 

10 

9 

18 

11 

12 

16 

11 

6 

10 

11 

13 

9 

14 

12 

13 

16 

11 

11 

12 

13 

U.  S.  Weather  Bureau. 

Sullivan 

Carl  E.  Bigger. 

Eiist  Water ford-3  E.  .  . 

0.52  -  '26  '27 
0.96  1  21-22 
0.77         26 
0.59  1  -26-27 
0.65     26-'27 
0. 73     21-22 
0. 70         26 

V.  8.  Weather  Bureau. 

Cameron    

2.  68  !  -0. 15 
'2.76  1   -0.12 
1.76      -0.45 
2. '29      -0.69 
•2.65  !    -0.16 
2.18      -0.60 

Mrs.  Helen  C.  Haas. 

Lancaster 

15 
10 
6 
12 
11 
11 
13 
6 
9 
8 
5 
12 
7 

16 
4 
11 
14 
4 
7 
0 
1 
7 
3 
8 
19 
10 
7 
3 
8 
6 
9 
6 
6 
7 
9 
0 
2 
6 
6 
11 

8 

7 
2 
2 
3 
6 
4 

10 
6 
1 
1 
4 
8 
4 
6 
4 

11 

6 
4 
0 
3 
8 
8 
6 
8 

13 
9 
7 
6 

10 
5 
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3 
2 

10 
4 

24 

,6 
2 
5 

12 
6 
9 
6 

11 
7 
6 
2 

11 

12 

11 

11 

18 
9 
8 
2 
8 

8 

1 

4 
10 
6 
5 
6 
4 
11 
18 
8 
4 
11 
3 
8 
8 
9 

8 
14 
22 
13 

9 

9 
10 
14 

6 
11 
16 
10 
11 
'    7 
11 
14 
12 
14 
17 

4 
21 
19 
20 

8 

3 

9 
15 
14 
13 
16 
17 
11 
U 
10 

8 
10 
17 
14 
20 

9 

12 

20 
'22 
16 
19 
17 
18 
14 
11 

9 
19 
20 

9 
21 
14 
16 

8 

ne. 

SW. 

w. 

w. 

nw. 

w. 

w. 

nw. 

w. 

nw. 

nw. 

nw. 

n. 

w. 

e. 

w. 

w. 

s. 

nw. 

ne. 

nw. 

w. 

nw. 

n. 

w. 

nw. 

n. 

w. 

w. 

w. 

w. 

e. 

w. 

nw. 

sw. 

e. 

w. 
w. 

w. 

w. 

w. 

nw. 

w. 

nw. 

nw. 

SW. 
SW. 

w. 

SW. 

w. 

SW. 

w. 

s. 

SW. 

sw. 

se. 

Ephrata  Review. 

Everett-O.  5  SW 

Bedford 

Penna.  Turnpike  Comm. 

Luzerne 

Andrew  B.  Evansha. 

George  School 

Bucks 

N.  W.  Swayne. 
Dr.  Henr^'  Stewart. 

Gordon 

Schuylkill 

York 

1.83 

•2.10 

2  02 

3.23 

2.14 

1.87 

2.46 

1.44 

■2.41 

1.6.5$ 

•2.37 

2.59 

1.68 

2.90 

3.62 

1.96 

3.35 

3.^26 

2.93 

-1.26 
-0.50 
-0.94 
+0.61 
-0.27 
-0.74 
-0.16 
-0.'28 
-0.68 

■-o.'i7' 

-0.37 

'+6.' 72' 

'-6.'28' 
+0.03 

'-6.' 06' 

0.60 
0.67 
0.61 
0.72 
0.61 

26 

'26-27 

■26-27 

8-9 

17 

Mi.'.s  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 

Harrisburg  Arpt.-3.5  b. 

U.  S.  Weather  Bureau. 

Wayne 

Mrs.  Delia  M.  Pennell. 

Lancaster 

Penna.  Water  &  Power  Co. 

Huntingdon     — 
Lancaster 

0.  72  i  21-'22 
0.55  ,      26 
0.78          13 
0.87     26-27 
0. 60  1  26-27 
1.07  ;  21-22 
0.80  '  26-'27 
0. 65     26-27 

Paul  R.  Yoder.  jr. 

Lancaster  Water  Bureau. 

Tioga 

Lebanon 

Mifflin 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

Lewistown-2SW 

Penna.  Dept.  of  Highways. 

Clinton 

29.0 

36.8 

28.8 

•22.8'' 

•24.8 

•29.1 

;«.8 

■23.4 
33.1 
•29.6 
29.4 
33.4 
^8.5 
29.2 
29.6 
•29.6 
•24.4 
27  2 
•2:i.2 
33.1 
•27.8 
'27.5 
3U.0 
26.0 
3-2.8 

29.2 

•26.3 

26.0 

30  6 

27.6'! 

30.0 

■25.2 

25.7 

34.0 

•28.8 

35.4 

•25.6 

30.4 

30.6 

■26.1 

33.4 

31.8 

27.4 

+0.6 
+1.5 

'+6.' 2 

'+6.1 
+1.3 

+0:7' 
+  0.1 
+0.6 
+2.9 
+1.2 
+0.6 
+2.6 
+•2.0 

'+i.'9 
-1.2 

+1.8 

"6.0' 

+i;4' 
+0.1 

+L2 
+2.2 

'-i.'s 

-0.2 
+1.3 
+3.8 

'+i!i' 
-1.6 
+1.9 

■+6;4 
+1.9 
+2.2 

William  R.  Kelley. 

Marcus  Hookll 

Sun  Oil  Co. 

Blair. 

Susquehanna 

Monroe 

V.  S.  Weather  Bureau 

0.87 
0.87 
0.61 
0.81 
0.87 
0.86 
0.98 
0.96 

21-22 
21-22 
21-22 
■26-27 
21-22 
26-27 
•26-27 
26 

Harrv  8.  Fancher. 

Mt.  Pocono  Arpt -2  N . 

U.  S.  Weather  Bureau. 

Carbon 

New  Jersev  Zinc  Co. 

Philadelphia  Airport.. 

Philipsburg-7  E 

Phoenix ville-1.  5 SK.... 

Philadelphia 

Centre       

U.  8.  Weather  Bureau. 
U.S.  Weather  Bureau. 

Phila.-Suburban  Water  Co. 

Schuylkill 

Bucks 

2.40^5    -0.92 
3.18  1  -0.18 
2  77   1  -0.65 
'2.55  1   -0.49 
1.73  :   -1.00 
•2.33      -0-24 
•2.745;   -0.01 

1.87  ! 

1.92  ,   -0.02 

Earl  E.  Rarick. 

Quakertown-0. 5  li 

Reading 

John  E.  Benner. 

Berks 

1. 02     26-27 
I.  19  j       22 
0.66  !  21 -'22 
0  80  1  21-22 
0.92  i  21-22 
0.53  1  21-22 
0.68  i   13-14 
0.56          13 
0. 70         26 
0. 90     21-22 
1. 06     21-22 
0.56     26-27 
0.68     21-22 

U.  S.  Weather  Bureau. 

Lackawanna 

Snyder 

Centre 

Monroe 

Clinton 

U.  8.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Strondsburg-2  E 

Metropolitan  Edison  Co. 
James  E.  Swartz. 

Bradford 

Mrs.  M.  Ordelia  Parks. 

Tioga 

Chester 

Luzerne 

1.56 

3.13 

1.93 

•2.25 

1.51$ 

L99 

2.26 

2.39 

3.29 

3.90 

3.35 

3.73 

3.31 

3.07 

2.81 

3. '23 

3.57 

2.79 

3.05$ 

2. 91$ 

3.15 

1.94 

2.94 

3.05$ 

2.14 

-0.60 
-0. 65 
-0.05 

'-6;5^2 

-6.'46' 

+0.70 
+1.48 
+  1.00 
+  1.14 
+  0.80 
+0.08 
+0.07 
+0.21 

+0'5.5' 
+0.^28 
+1.01 

'-6.' ■76' 
+0.03 
+0.17 
-0.02 

M.  8.  Bliss. 

Clyde  T.  Saylor. 

Wilkes-Barrett 

Williamsport  Apt.-4K-  ■ 

Willianistown  U-  

\Voodwarfl-2  NE 

Ynri--:^  SW               

Civil  Aeronautics  Authority 

Lycoming 

U..S.  Weather  Bureau. 
Gordon  E.  Lower. 

Centre 

4.1 
5.5$ 

7.7 

19.3 

'6.'?' 
8.3 
4.0 

27.5 

10.9 
6.0 

18.5 
3.6 
5.9 
3.6 
4.6 

10.5 
5.1 
5.4$ 

10 
10 

11 

17 
15 
12 
14 

9 
16 
15 
14 
16 
15 
14 
11 
10 
11 
15 
13 
10 

U.  S.  Weather  Bureau. 

York 

0.60 
1.96 

0  86 

26 
8-9 

21-22 

York  Water  Co. 

Ohio  Drainage 
Bradford-4  W 

Citv  Water  Dept. 

Brook  ville             

Jefferson 

1.24      21-22 
1.31      21-'22 
1. 31     21-22 
1.37      26-'27 

Civil  Aeronautics  Authonty 

Butler 

Butler  Eagle. 

ClarionJt-S  SW 

Penna.  Electric  Co. 

Washington 
Erie         

Walter  B.  Paget. 

0.75 
1.01 
1.35 
1.62 
1.09 
105 
0.87 
1.03 
0.90 
1.36 
1.22 
0.67 

2 1 --22 

13 
26-27 
26-27 
26-27 
26-27 
21-22 
21-22 

21 
26-27 
26-27 
21-22 

J.  Fred  Kinlev. 

Pf»ndprsDortlt 

Potter 

Westmoreland 

Westmoreland  .  . . 

Washington 

Cambria 

Mercer, 

Potter  Enterprise. 

Derry 

DoTie^ffa  1                 

Miss  N.  Dixie  Wineman. 
Penna.  Turnpike  Comm. 

Donoratt 

Ebensburg 

FarrcU              

Donora  Zinc  Works. 
Miss  Emma  H.  Eastman. 
Camegie-Illinois  Steel  Corp. 

Ford  City-4  S 

Armstrong 

U.S.  Engineers. 

William  K.  Fuller. 

Greensburg-2  S 

Indiana.      .        

Westmoreland.... 
Indiana 

Westmoreland  Water  Co. 
Indiana  State  Teachers  Col. 

Jaracsto\vn-2  NW 

Pa.  Dept.  Forests  <fe  Waters. 

McKean 

23.3 
■26.0 

'+i.'6 

■+2:3' 
+2.1 

"o^o' 

+2.2 
+0.8 

"+3."i 
+  1.6 
+  1.4 
+0  9 

'+i.'7' 
+0.7 

53 
51 
57 
58 
65 
56 
55 
58 
68 
54 
51 
71 
62 
50 
69 

71 

62 
54 

71 

22 
22 
161 
•22 
15 
22 
22 
15 
16 
22 
16 
15 
22 
•22 
15 

16 

15+ 
22 

16 

-10 

-  3 
9 

-  2 
8 

-  3 

-  5 
-14 

-  5 

-  5 
0 
3 
3 
0 

-  1 

-14 

-  1 
10 

-14 

6 

4 

4 

4 

1 

4 

4+ 

4 

1+ 

4 

4+ 

4 

4 

3 

4 

4 

19 
18 

4 

2  48 

2.78 
3.32 
3.04 
2.78 
3.89 
2.85 
3.69 
4.56 
3.71 

-0.47 
+0.10 

+6.' 68' 
+0.16 

+6.' 54' 

+0.08 
+  1.41 

0.75 
0.73 
1.00 
0.89 
0.86 
1.21 
1.14 
L44 
1.07 
1.37 
L18 
1.65 
0.76 
1.^20 
1.13 

1.93 

0.67 
0.55 

1.96 

13 

26 
2l-'22 
21-22 
26-27 
■26-27 
21-22 
'26-27 

26 
21-22 
21-22 
26-27 

26 
21-'22 
26-27 

26-27 

21-22 
26-27 

8-9 

19.8 
15.5 
2.6 
4  3 
3.8 
8.4 
10.0 
11.7 
13.6 
11.8 
16.0 
5.6 

ills 

3.5 
9.6 

'ii^o' 
8.6 

17 
14 
10 
17 
17 
13 
12 
16 

1? 
16 
14 
12 
16 
12 

14 

17 
16 

12 

5 
1 
2 
0 
2 
2 
3 
3 
2 
5 
0 
10 
4 
5 
0 

4 

10 

1 

6 

1 
9 
9 
10 
6 
5 
4 
7 

3 
11 

7 
15 
11 
13 

8 

3 

5 

8 

18 
17 
18 
20 
21 
21 
18 
19 
20 
17 
U 
9 
12 
15 

16 

15 
22 

14 

W. 

SW. 

nw. 

S. 

w. 

nw. 
s. 

SW. 
W. 

n. 
w. 

.'!"■.. 

SW. 

w. 
w. 

nw. 
w. 

w. 

Spring  Water  Co. 

Meadville-l  S 

Crawford 

Beaver 

Citv  of  Mead\-ille. 

Midland     

9     32. 1 
65     31.1 
12     31.9 

2  i  28.2 
38     24.9 

Perry  P.  Campbell. 

New  Castle-1.6  N 

New  Castle  Water  Co. 

Pittsburgh  Airport.... 
Putueyville-2.  5  SE  . . . . 
RidgwaA' 

Allegheny 

Armstrong 

Elk 

U.  S.  Weather  Bureau. 
U.S.  Engineers. 
West  Penn  Power  Co. 

Somerset 

74 
26 
8 
2 
57 
31 
57 
16 

'29.2 
28.1 
24.5 
■26.4 
35.9 
33.2 
26.4 
33.0 

29.0 

27.8 
28.6 

29.1 

D.  L.  Grove. 

Springs-l  SW  

Somerset 

Allen  E.  Yoder. 

Tiouesta-1.5  SE 

Forest 

U.  8.  Engineers. 

Titnsville-  2  S 

Crawford    

3.35  1 

3.52  i   +0  60 
2.68  1   +0.21 

U.  S.  Weather  Bureau 

Uniontown        

Favette  

William  W.  Marsteller. 

Westmoreland  — 
Warren 

Carnegie-Illinois  Steel  Corp 

3.28 
2.92 

3.16 

'2. 60 
2.47 

2.66 

+  0.70 
+0.59 

'-0.11 
-0.16 

Merrell  L.  Jordan. 

Wavne'^burg 

Greene 

Thomas  8  Knox. 

Lake  Drnitiage 
Albion 

Erie 

900 
706 

2 
72 

Samuel  D    Lewis 

Erie 

Erie 

U.  8.  Weather  Bureau. 

State  mean 

[See  page  16  for  explanation  of  reference  marks.] 
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CLIMATOIAKIICIAL   DATA:    I'KNNSYLVANIA  Sl^moN 


Dally  Precipitation  for  February  1946 


Stations 


Day  of  month 


Counties 


ATLANTIC 

DRAINAGE 
Piimrctrf  Hnnii 
rpi-KK  Delaware 
Dinitmans  Ferry-. O&K 

llftuloy-.0.5K 

Hollisterville- 

Lakevillo-,  IN 

M  atftiiioras- 

Mount  Poi-.ono'\i  N... 
I'loa^ant  Mount'. ^.  1  V\ 

.Stroudsburpr.'JK 

Tanners  Falls'.  \  1  SE. 

LKHIGH 

AUeiitown  Arpt'\  4NE 

AUentowu- 

Bethlehem' :  • 

Blakeslee  Corners'.  =.. 

Goukisboro^ 

Lansford- 

Mauch  Chunk,  ISW.  . 

New  Tripoli 

Palineiton'.* 

Ziousville,  I  S\V 

SCHI'YI.KILL 

Conshohocken 

Fredericksville^.  IS... 

Gratersford^ 

Phoenix ville^,  1.5  SE. . 

Port  Clinton" 

Pottstown'^,  0.5  S 

Pottsville-^. 

Reading',  5 

Wernersville 

LowEii  Delaware 

CoatesvilleS ... 

Doylestown 

George  School 

Marcus  Hook2 

Philadelphia 

Airport  Station',  •'• 

City  Office',  5 

Shawmont 

Quakertown,  0.5  K 

Westchester 

WestGrove^.  1.5  SE.... 

Susquehanna  Basin 

Chemung 
Austinburg',  5,  2  W  — 

Covington^ 

Lawrenceville 

North  Branch 

Berwick  2 

Canton^,  1  N\V 

Danville''! 

Freeland^ ■  • 

HopBottom^i.  2S 

Millville'.s 

Monroeton'-,  2  S 

Montrose-,  3  E 

Orwell*,  3  N 

Park  Placed,  1  N\V.... 

Pikes  Creek. '.5 

Scranton'.s 

Susquehanna^ 

Towanda,  IE 

Tunkhannock ',  * 

Wilkes-BarreS,  3  N  . . . 
West  Bkanch 

Ansonia-.  2  W 

CarroUtowu^ 

Carter  Camp^    

Cedar  Run2 

Clearfield^ 

Coalport-' , 

CurwensvilleAptS  6NW 

Driftwood',  5 

Dushore',  •'' 

I5agles  Mere2 

Emporium^,  IE 

Galeton. , 

Karthaus^ 

Lock  Haven2 

Medix  Run'.  = 

PhilipsburgS,  7  E 

Renovo'- 

State  College',* 

Tamarack*,  2  S 

Tyrone  ',5,  4  NE 

Wellsboro* 


I'ike 

Wayne 

Wayne 

Wavne 

Pike 

Monroe 

Wayne 

Monroe  

Wayne 

Lehigli 

Lehigh 

N  'rthampton 

Monroe 

Wayne 

Carbon 

Carbon 

Lehigh — 
Carbon. .., 
Lehigh, . . . 


Montgomery 

Berks 

Montgomery 

Chester 

Schuylkill  ... 
Montgomery. 
Schuylkill... 

Berks 

Berks 


.02 


Chester . . . 

Bucks 

Bucks 

Delaware. 


Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester 

Chester 


Tioga . . . 
Tioga... 
Tioga... 


Columbia 
Bradford . 
Montour. . 
Luzerne  . . 
Susquehanna 
Columbia, 
Bradford  . 
Susquehanna 
Bradford  . 
Schuylkill 
Luzerne... 
Lackawanna 
Susquehanna 
Bradford  . 
Wyoming. 
Luzerne . . . 


Tioga      ..   . 

Cambria 

Potter 

Lycoming.,. 
Clearfield  .  . 
Clearfield  . . 
Clearfield. .. 

Cameron 

Sullivan... . 
Sullivan. . . . 

Cameron 

Potter 

Clearfield.. . 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

Blair 

Tioga 


.03 


...I- 


.04 


.02 


.03 


T 

.01 
.01 

^01 
.05 

.01 
.01 


.02 


.24 


.05 


.45 


.02 


.09 


.09 


.03 


.74 
.66 
.49 
1.06 
,84 
01 

.'i3 


T. 


.03 


.02 


T. 


.04 


.35 


T. 


.29 


.09 


.02 


.02 


.55 


.50 


18 


20 


T. 


.03 


.02 


,02 


.09 


.05 


T. 


.09 


.63 


T. 


T. 


T. 


T.  j  T. 


...j  T. 


T.  I  T. 


.07 


.08 


21     22 


.52 
.60 
.45 
.66 

.78 
.•56 

* 

.64 
.50 
1.01 
1.10 

.55 
.65 

.83 


23 


.55 
.81 
.62 
.78 
1.  16 

,50 
.50 
.39 

» 

.78 
.96 
.77 
.93 
1.02 
.63 
.46 
.66 
.75 
52 
.81 
.52 


24 


26     26     27     28 


.51 

.63 

.47 

1.3! 


.05 


.44 


.01 


1.04 
46 
80 


.23 
1.01 
62 
.45 
.84 
.60 
.01 
.02 


29 


80 


.08 


.04 


...  .70 
. . .  I  .59 
.12  .24 
...I  .68 
35 


.11  . 

.24  . 


.1-5  . 
T. 


8.28 
8.23 
8.00 
8.87 
3.08 
3.62 
3.18 
i}2.74 
3.37 


2.78 
2.82 
2.51 
2.11 
3.05 
2.24 
2.62 
2.71 
L96 
3.13 


$2.81 
2.71 
3.08 
2.93 

$2.  40 
2.91 
1.94 
2.77 
2.68 


3.14 
2.81 
2.65 
2.59 

3.35 
3.15 
3.01 
3.  18 
3.13 
2.68 


1.26 
1.44 


1.87 
1.83 
2.29 
2  33 
1.77 
1.92 
2. 90 
2.10 
1.72 
2.80 
2.55 

'i.'y'i 

2. '23 
1.93 


1.50 
3.32 
2.83 
2. 42 
3.50 

$2.27 
.97 

$2.  42 
1.48 
3.fi7 
2. 68 
2.58 
3.07 

2.  37 
2. 04 

3.  26 
2.00 
2.  33 
1.87 
2.  .50 
1.56 


Continued  on  page   12. 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 


February  1945 


Daily  Precipitation  for  February  194 5 -Continued  from  page   II 


Stations 

Counties 

Day  of  month 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10     11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26     27 

28 

29 

30 

31 

1 

West  Biianch 
(continued) 
Williamsport  Apt.3-4E 

Lycoming.... 

.l'.i 

.0'.: 
.U 
.16 

.21 
T. 

■r'. 

.06 
.01 
.08 
.1(1 
.03 
T. 
T. 
.Ob 
.03 
T. 
« 

T. 

T. 

.05 
.01 
.Oc 

'    .OA 
... 
T. 

... 
.Oi 

T. 

.3i 

»    .Oi 
.31: 
.5' 

.IS 
T. 

.'26 
T. 
.36 

.25 

.33 

.30 

.28 

T. 

.57 

.14 

.10 

.30 

.23 

.10 

.35 
.04 
.08 
.07 
.16 
.01 

'.'i2 
.06 
.31 
.04 
.38 
.25 
.03 
.10 
.28 
T. 
.08 
.55 
T. 
.26 
.26 

.01 
T. 
T. 

.... 
f.' 

t'.' 

... 

.li 

1    .23    .8', 

.20    .7( 

1?      '■ 

!   T. 

)   .0; 
.0< 

.34    .03   .0 

2.28 
1.89 

2.68 

2.77 
1.51 

1     1.94 
1.46 

Williamsport2 

Lycoming.  .. 

} 

Williamsports,  4  S£.  . . 

Lycoming ... 

.0^ 

.IC 
.01 

.lb 
.'69 

.01 
T. 

f. 

)   T. 

.3' 

.2f 
)... 
.7( 
... 
.62 
.59 
.6 
.6C 
.52 
.02 
.71 
.02 
.15 
.59 
.66 
.02 

.63 
.18 
.13 
.29 
.59 
.24 
.16 
.24 
.16 
.67 
.08 
.47 
.59 
.20 
.26 
.87 
.07 
.01 
.84 
T 
25 
.62 

Juniata 
Altoona,  4.5  W 

Blair 

• 

* 

T. 

• 

^01 
T.' 

.0," 
0.<1 

.21 

.3. 
.1" 

'.'20 
T. 
T. 
T. 

.31 
.34 
.4C 

.04 

T. 
'.'06 

T. 
.0 

.01 
.01 
.Of 

.0-1 

.li 
.1.= 

.01 
.03 
.06 
.12 
.08 
.07 
.25 
.07 
.06 

.04 
.17 
.14 
.12 
.16 
.30 
.  13 
.18 
.22 
.02 
.13 
.07 
.05 
.11 
.12 
.15 
.23 
.09 
.04 
.05 
.18 
.10 

)   .6t 
)    .1£ 
.3:- 
.22 
.2' 
.28 
.69 
.i« 
.30 
.36 
.69 
.66 
.40 
.33 
.43 

* 

.41 

.38 
.29 
.50 
,27 
.51 
.30 
.52 
.63 
.31 
.28 
..35 
.22 
..33 
.44 
.63 
.35 
.38 
.61 
.10 
.32 
.63 

.6" 

.5? 

f. 
T. 

'.'63 

>   .Of 
.05 

Brei'zewoodl,  0.5  E 

Bedford 

... 
Voc 

.oa 
.0 

.2C 
T. 
T. 

.'62 
.10 
T. 
.32 

.07 
'.'65 

'.'i4 

05 
.09 
.08 
.03 
.14 
.06 
.21 
.09 

'.'69 
.16 
.03 
.05 
.02 
T. 

';'28 

f. 

f. 
T. 

T. 

»  ... 

Buffalo  Mi lls2 

Bedford 

Fulton 

T.' 

.08 
.... 
.19 
.13 
T 

f.' 
T. 
T. 

BumtCabinsi,2NE... 

f. 

.0£ 
T. 

.0' 

East  Wateifordii.  3  E. . . 

Juniata 

Bedford  

Huntingdon . 
Mifflin 

T. 

T. 

T. 
T.' 

T. 

T.' 
T. 

.02 

.01 

T. 

.03 

.04 

T. 

T. 

.04 
.06 

T. 
f.' 

T. 

Everett'^.  0..'5SW 

Huntingdon '' 

1.76 

Levvistown^,  2  SW 

$1.55 
1.43 

Mapleton  Depot-^ 

Huntingdon . 
Blair. 

'.'6« 

Martinsburg^ 

T. 

T. 

tV 

T. 

.03 

• 

.09 

.08 
T. 

".05 

T.' 
T. 

.02 

T. 

.24 

T. 

.08 

Mc(;ouuellstown'^.4NW 

Huntingdon. 
Huntingdon  . 

Perry 

Perry 

2.06 
2.  15 

NelTs  Mills',*,  3.5  NE.. 

.0:i 
.02 

.41 
.21 
T. 

.03 
T. 

.63 
.40 
T. 

'.'ei 
.01 

.50 

.39 
.57 

".77 

.64 

.36 

.63 

T. 

.63 

.74 

.55 

T. 

.52 

.45 

.0.! 
T. 

'.'(is 

New  Bloomfield 

'.'io 

T 
T. 
.08 
.42 

.18 

.47 

.60 

.40 

T. 

.36 

.45 

'.'is 

.25 
.42 
■  ■28 
.21 
.68 
.40 
.12 
.29 

t'.' 
■  12 

.22 

'.'6'j 

1.5S 

1.43 

$L76 

1.6S 

Saxton-,  1  vv 

Bedford 

ShadeGapi,5,  0.5SW.. 

Huntingdon . 

Adams 

Cumberland. 
Cumberland. 

Lancaster 

Dauphin 

Lancaster.. . . 

York , 

Schuylkill  ... 

liauphin 

York 

Dauphin.  ... 

• 

* 

.13 

".31 
.36 
.24 

.''27 
.50 
.18 
.33 
.08 
.IS 
.01 
.04 
.19 
.24 
.03 
.42 
.16 

.'22 
.10 
T. 

« 

t'.' 

tv 

.05 
'.'62 

LwR  Susquehanna 
A  rpndtsville^ 

.03 

T. 

.02 

.05 

.03 

.06 

.04 

'.oi 

.04 
T. 
.01 
T. 

.02 

.06 
.07 
.01 

•■•■ 

T." 

tv 

T. 
T. 

V62 

"ob 

T. 

tv 

.02 

tv 

.03 

.io 
Voi 

T. 
T. 
.02 

Bloserville,  1.5  N 

1  96 

.03 

t'.' 

tv 

.11 
.10 

.19 

'.'ie 
.21 

.'ie 

Carlisle 

2  06 

Columbia 

Dauphin^,  3  N 

2.43 

. . . . 

Ephrata..        

T. 

2.75 
2.57 
1.83 
2.40 

Glen  Rock',  5 

f.' 
T. 

f. 
T. 

t'.' 
.01 

T. 
T. 

T. 

.26 

.'33 
.13 

Vio 

Gordon 

Orantville,  2SW 

■r.' 

.02 

•••• 

Harrisburg  Apt' ,  ^,3.5  S 

2  10 

.16 

.  12 

2. 02 

Huntsdale^ 

Cumberland. 

.... 

2.14 
1.60 

Lancaster 

Lancaster, . . . 

T." 

oi 

tv 

T. 
T. 

.09 

.11 

.20 

'.'09 

.05 
T. 
.10 
.2! 

.... 

■2.  .SO 
2.46 

Lebanon- 

Middletown',  1.5W.... 

Dauphin 

Dauphin 

tv 

'.'ie 

.06 

V66 

2.41 
2.18 
1.33 

Millersburgi,'',2E  .   .. 

Milrov'^   0  iN 

Mifflin 

Cumberland. 
York 

T. 

T. 

tv 

.02 

T. 

.05 

.04 

T. 
T. 

T. 

.06 

T. 

"is 

.36 

$2. 13 

Newburgi.  3.5 NW.   ... 
New  Park     

T. 

.67 
.60 

$1.68 

Pine  Grove^,  1.5  NE  . . . 
Ringtown2,  i.ssw.... 

Schuylkill.  .. 
Schuylkill... 

.02 

'.'oi 

f. 

f.' 

2.33 
L93 

Selin- grove 

Snyder  

.06 

.04 

T. 

35 

.•2(1 

.■25 

.06 

.43 

.15 

T. 

.04 

.25 

.28 
.03 
.43 
.30 
.25 
.26 
.33 

.68 
.09 
.13 
.45 
.26 
.01 
.07 
.71 
03 
53 

* 

.10 
.10 
.25 
.17 
.15 
.09 
12 

.66 

« 

.26 
.40 
.44 
.59 
.38 
.42 

.27 
.38 
.25 
.20 
.28 
.23 
.26 

.93 
.79 
.43 
.44 
.86 
.58 
.48 

1.31 
.75 
.87 
.46 
.15 
.56 
.57 
.95 
.90 

1.43 
.40 
.62 

.22 

.11 

.57 

T. 

.33 

.56 

.04 

.08 

.63 

.67 
.05 
.74 
.89 
.65 
.75 
.88 

LOl 
.03 

1.14 

1.55 
.62 
T. 
.14 
.99 
.30 
.32 
.78 
.40 
.15 

1.05 
.90 
.30 
.71 
.08 
.76 

"i;73 
1.76 
2.01 

Shamokin''^ 

N'umberland 
Cumberland, 
N'umberland 
Dauphin 

.04 

T. 

T. 

.04 

T. 

.03 

.03 

.02 

.06 

'.'so 
'.'si 

.17 
T. 
.04 
.09 

.04 

Shippensburg 

8unbury2 

T. 

T. 

t'.' 

T. 

T. 

tv 

.22 

f.' 
t'.' 

T. 

.40 

T. 

f. 

..57 

'.'49 
.52 

T. 

.65 

• 

T. 

.26 



Williamstown^ 

T. 
T. 

T. 

T. 
42 
.39 

'.'47 
.26 

.15 
.41 
.46 
.23 
.22 
.25 
.19 

f.' 
.20 

f.' 
.34 

T. 
T. 

1.64 
$L51 
1.99 
2.26 
1.94 

Woodward3,2NE 

York,3SW 

Centre 

York 

.02 

T. 

T. 

.11 

T. 

.07 

T. 

.10 

.06 
.19 

'.'27 

« 

Y'ork  Haven^     

York 

.19 

.24 
T. 

.07 

.01 
.02 
.10 
T. 



Polomdc  Hasin 
Chambersburg2.  1  SW. 

Franklin..  .. 

Adams 

Bedford 

T.' 

tV 

.01 
T. 

r. 

T. 

.32 

• 

.03 
T. 
T. 
.03 

.61 
.04 
.10 
.20 
.63 
.18 

.'06 
.05 

t'.' 

.05 
.01 

.03 
T. 
.10 
.27 
T 
.10 
.04 

T. 

f. 
'.'65 
'.'67 

Gettysburg 

Hewitt,  2S\V 

2.18 

Hyndman''^ 

McConnellsburg2..   . 

Bedford  .... 

Fulton 

Franklin 

Franklin 

Allegheny,.. . 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

.05 

T. 

.10 

.06 

.12 
.04 
.24 
.45 
.17 
.01 
.01 
15 
.17 
.04 
.27 
T. 
.01 
.32 
.22 
.02 
.19 
.03 
.29 

T. 

T. 

'.'i? 

.16 
.36 
.33 

''6i 
.01 

.04 

T. 

T. 

.03 

'.'65 
T. 
.05 
.10 

.06 
.01 
.03 

'.'63 
.02 

.'63 

.08 

.01 

T. 

T. 

M 

.08 

T. 

T. 

.03 

T. 

2.12 
2.19 
1.56 
2  10 
2.22 

Mercersburg2 

T. 

South  Mt.  ."^an't'mS.... 

.03 

.01 

.01 

.19 

.08 

.04 

.06 

.03 

.11 

.03 

T. 

.10 

.02 

.02 

T. 

.15 

.03 

■.'62 

.02 

.07 
.07 
.07 
.03 
.04 
.01 
.01 
.02 

'f.' 
.08 

'.'62 
.05 
.02 
T. 
.01 
.03 

.01 

.07 
.07 
T. 
T. 

t'. 

JO 
.06 

■;62 

T. 

■^02 

T. 
T. 

.14 

* 

.02 
T. 

'.'6i 
.01 

T. 

T. 

.28 
T. 

'.'65 
.24 
.15 

f. 
.02 
T. 

.42 
.21 

'."27 

T. 

T. 

.01 

.04 

.11 

.10 

T. 

.04 

.01 

.06 

T. 

.01 

.03 

.03 

'.'06 
.02 
T. 
T. 

.io 

T. 

.14 

.46 

.14 

.20 

T. 

.66 

.04 

.16 

.10 

.09 

.05 

.15 

.05 

.11 

.18 

.24 

.15 

.25 

.15 

GULF  DRAINAGE 

Oliin  Hasin 
Allegheny 
AcmetoniaS 

.04 
.16 
.01 
.03 
.40 
.13 
.06 
.05 
.37 
02 
T. 
.10 
.06 
T. 

t. 

.07 
.13 

.07 

.33 

.28 

.17 

T. 

.07 

.08 

.12 

T. 

.10 

.12 
.11 
.03 
.19 
.03 
.02 

'.'6i 
'.'08 

T. 

.m 

T. 

.06 

t'.' 

.'26 

f. 
T. 

.20 
.12 

.01 

tv 

.07 
.03 
T. 

'.'62 
.07 

".in 

.05 
.94 
.11 
.04 
.26 

1.07 
.91 
.12 
.33 

-.15 
.57 

1.22 
.74 
T. 
.10 
.06 
.13 

1.21 
.46 

3  18 

Aliens  Mills'.  5 

Blairsville2,6NE 

.02 

.08 

T. 

.03 

.05 

.08 

.05 

'.'65 
.02 
.06 

■.'65 
'.'06 

.18 

.... 

.... 

4.20 
2.92 

BoswelH.  6  NW 

4.37 

Bradford,  4  W 

.05 
.15 
.12 



■  -  1- 

a '29 
3.90 
3.05 
3.73 

BrookvilleS,  1.5  SW.  ... 

Buckstown'.  * 

Clarion2,8SW 

.03 

.'io 
't'.' 

tv 

.05 

Coudersport 

Potter 

W'moreland. 
W'moreland 

Cambria 

Cambria 

Armstrong.. . 

^'enango 

Elk 

Indiana 

Indiana 

Cambria 

.ilV 

t'.' 
.01 

.•2b 

.48 

.61 

.20 

.25 

T. 

T. 

t'.' 
50 
.31 

.02 

T. 

.03 

.15 

.15 

.14 

'.'i4 

.27 
.13 
.05 
.25 
.11 
.11 

T. 
T. 
.10 
.12 

3.07 
2. 81 

Derry 

T. 

.05 

.12 

.50 

.54 

.10 

.53 

'.'is 

'.'61 
T. 

'."63 
.01 

'.'06 

f. 
.07 

.02 
.15 
.05 

t'.' 

T. 

.03 

.02 
T. 

f.' 
T. 
T. 

3.23 

Dunlo'.s.  0.5SW 

t. 
T. 
.10 
.07 

3.57 

2  58 

EbensburgS 

$3.05 

F()i-(1  City'^  4  S 

Franklin^ ... 

3.15 

Glen  Hazel2,  I  NE 

Home'.s 

1.94 
3.65 
3.21 

Indiana 

53.05 

Johnstown6,0.5  W 

Kane',  IN  

McKean 

W'moreland. 
W'moreland. 

Forest 

Crawford 

Arm.strong... 
Armstrong.. . 
Allegheny. .. 

McKean 

Jefferson 

.07 
.31 
.13 

.14 

.02 

T. 

.01 

.02 

.01 

.03 
.08 
.10 

* 

.05 
.13 

'.'6i 

T 

.16 

.18 
.22 
T. 

« 

't.' 

.05 

T. 

T. 

.11 

.25 

.19 

.22 

.15 

T. 

.17 

.30 

.07 
.14 
.09 
.03 

Vii 

T. 
.13 

.14 

•V 

.03 

.12 

T. 

.01 

.03 

.02 

.07 

.04 

.09 
.32 

'.'i9 
.10 
.06 
.06 
.03 
.04 

T. 

T. 

.48 

.01 

.26 

.10 

.12 

T. 

.11 

.12 

.03 

'.'6i 

T. 

.75 
.28 
.39 
.49 
T. 

.07 

T. 

T. 

.10 

.35 

.99 

.86 

T. 

.97 

.50 

.08 

f.' 

T. 

.38 
.13 

T. 
T. 
T. 

t'.' 
.04 

.11 
.27 
.12 
.19 

.'is 

.30 

.'67 
.62 
.10 
.23 
.18 
.50 
.04 
.23 

.08 
■  87 
.39 
.88 
.72 
1.06 
1.15 
.60 
.82 
.91 

.07 
.23 

T. 

.... 

.11 

1.30 
.64 
.90 
.07 
T. 
.10 
.85 
.01 
.14 

.06 
.40 
.59 
.01 
.66 
1.08 

.24 
.12 

.21 
.15 
T. 
.02 

.... 



Kregari.4.5  SE 

2.48 
4.92 
3  66 

Lvcippus,  1.  5  E 

M'arienville',s 

.03 

.0.1 

.17 

.06 

T. 

.02 

.05 

.'63 
.01 

... 

53.98 
2.78 
4.10 
3.70 

Meadville''^.  1  S 

Mosgrove' 

T. 

.06 
T. 

f. 

.04 

T. 

T. 
T. 

f.' 
T. 
T. 

T. 
T. 

t'.' 

Parkers  Landing^.  . . . 

t. 

.'69 
.01 
T. 

.'06 

PitisburghCtyOf',-''.  .. 
Port  Allegany2 

.'64 
T. 

f.' 

.10 
.55 
1.05 

.12 

T. 

T. 

... 

3.25 
•2.98 

Punxsutawney2 

3.63 

Continued  on  page  13. 


Fkhiuiaky   1945 


Cl.lMATOlAHilCAL  DATA:   I'KNNSY1>VANI A   SECTION 


Statious 


Counties 


Dally  Precipitation  for  February  1946-Contlnue<l  from  I'age  V2 


Day  of  month 


Al.I.KGHKNY 

(continued) 
Putney ville'.  2.5  8K... 

KidRWftyS 

SaltsburgS 

Soward- 

Sliotlield'.".  6\V 

Snietliport','\  1  SW  ... 
Strongstown'.''' —   . . 

Tionesta-'.  1.5  SE 

Tituj-villti.  2S. 

Union  City',  5 

VandorBrift ' 

Warren- 

Youngsville',' 

M(iN(iN(;ahei.a 
Contlueuce-,  1.5  N VV. . 

Connellsvillo^ 

Donora' 

(.ircen.vboro'^ 

Greensburg.2  S 

Irwin J 

Meyersdale^ 

Murrysville//*.^ 

Newell ' 

Pitt>.burgh  Arpty/  i,  *. 

Rices  Landing- 

Somerset 

SpringsB.  ISW 

Unioutown 

Waynesburg 

Beaver 

Beaver  Falls'* 

Butler 

Farrell2 

Greenville 

J  amestown^,  2  NW . . . . 
Mercer  Arpt. 3,2.5  NE. 

New  Castle,  1.5  N 

Peunliue.2,  IS 

Ohio 

Claysville^ 

Coraopolis^,  IE 

Midland'- 

Mt.  Lebanon" 

Washington',  s 

LAKE   DRAINAGE 

Albion^..   

Erie',* 

Raymond',  •'' 


I 


Armstrong... 

Elk 

Indiana 

Wniordand. 

Warren 

McKean 

Indiana 

Forest 

Crawford — 

Erie 

W'moreland. 

Warren 

Warren 


Somerset 

Fayette 

W'ashington. 

Greene 

W'moreland 
W'moreland. 

Somerset 

W'moreland. 

Fayette 

Allegheny   . 

Greene 

Somerset 

Somerset 

Fayette 

Greene 


Beaver 

Butler 

Mercer 

Mercer 

Mercer 

Mercer 

Lawrence... 
Crawford... 


Washington 
Allegheny  . . 

Beaver 

Allegheny  .. 
Washington 


Erie 

Erie 

Potter 


.04 


.02 


.02 


.02 


10 


12 


.13 


1 
.11  T. ; 

.12 

T. 

.17 

T- 

.11 

.07 

.02 

.OA 

.'is 

.01 

.10 

T. 

.06 

.19 

■.'6i 

.17 

.34 

.14 

. . . .  j 

.24 

.15 

,...1 

.08 

.03 

T. 

.10 

.09 

.09 

.22 

.21 

T. 

.'50 

.12 

.03 

.20 

T. 

T. 

.07 

.22 

.14 

.08 

.04 

T. 

.02 

■ 

.31 

T. 

.07! 

.16 

.06 


.50 


.03 


.14 


T. 


.61 


.53 


.29    .10    .03 
.08   .05 
.04   .05    .04 


1 

1        1        1 

1 

18 

19 

ao 

21 

22 

28 

24 

26 

26     27 

28 

29     80 

81 

H 

19 

1,11 

.09 

.08 

.08 

1.18 

T. 

8.89 

14 

I   10 

.04 

T. 

T. 

.62 

2.85 

'1' 

T 

17 

,65 

r. 

T. 

.17 

.98 

i'. 



•2.88 

,29 

,62 

,03 

.08 

1.19 

. .        8. 29 

0? 

04 

70 

89 

.01 

.02 

.77 

.02 

.i3 

1     5.11 

03 

■M\ 

86 

.66 

.06 

.14 

«3.54 

10 

.14 

.67 

1. 01 

.08 

.12 

3.08 

T 

.19 

1  37 

.05 

.02 

.14 

.72 

T 

3.71 

T. 

.10 

.15 

.05 
.41 
.11 
.03 

1.13 
.41 
.65 

1.20 

T. 

.03 

T. 

.06 
'.04 

.45 
60 
.76 
T. 

.36 

.13 

.74 

.15 
.31 
.05 
.04 

8.S5 
2.73 
2.68 
3.28 

.■f\ 

T. 

T. 

,06 

.55 

.09 

T. 

.08 

1.93 

4.48 

11 

T. 

T. 

.14 

.44 

.06 

T. 

.05 

1.43 

.06 

3.37 

T 

05 

,31 

.47 

1.03 

.06 

.05 

2.79 

?1 

OS 

63 

.13 

T. 

.08 

1.56 

4.07 

T 

1? 

.07 

..oH 

.&> 

76 

.09 

2.94 

(11 

T 

T 

18 

.64 

1 

.42 

.78 

.10 

3.01 

.16 

.01 

T, 

.15 

.02 

• 

10 

.25 

.79 
80 

.03 

.06 
.92 
.60 

1.44 
.16 
.11 

'.'09 
.06 

3.35 
2.83 
2.10 

0? 

01 

.19 

..SO 

.,32 

T. 

.64 

.'22 

.08 

2.78 

14 

06 

.  78 

.06 

.Ot 

1.40 

3.19 

T 

m 

1-^ 

,62 

T. 

.80 

.64 

.  ii 

3.69 

m 

08 

.04 

.33 

T. 

1.07 

.67 

.37 

4.. 56 

T. 

.05 
.06 

.58 
.69 

T. 

.71 
.55 

.94 

.58 

.11 
.11 

3.52 
2.92 

r 

T 

•r, 

1ft 

76 

T. 

T. 

.02 

.64 

T. 

2.16 

17 

1   31 

,01 

r. 

.44 

.63 

.01 

3.  35 

r 

17 

87 

.02 

• 

1.07 

J2.91 

T 

14 

n 

.76 

.02 

.50 

.'28 

.U 

2.71 

T 

10 

67 

T. 

.08 

.59 

'1'. 

. . . . 

2.14 

0? 

T 

,.w 

,69 

.27 

.07 

■r. 

.85 

T. 

.06 

2.89 

T 

T. 

17 

03 

.89 

.02 

T. 

.35 

.71 

.05 

3.04 

T. 

T. 

.06 

.79 

.07 

T. 

.08 

.54 

T. 

2. 36 

T 

16 

.9-2 

.07 

.17 

1.'20 

3.31 

.01 

T. 

T 

.23 
13 

1.09 
1,00 

.01 
.12 

T. 

T. 

.... 

.11 
.06 

.95 

.91 

'i'. 

.... 

3.37 
3.  .32 

T. 

T. 

.20 
.12 

.11 
.50 

.82 
.41 

T. 

.63 
1.01 

.35 
.10 

.12 
.16 

. , . . 

.... 

3  20 
3.17 

01 

ni 

T. 

,67 

.01 

.06 

.09 

.57 

.06 

2.60 

T 

T 

1 

21 

1ft 

11 

T. 

.5c 

.08 

.24 

. . .. 

2.47 

.14 

.56 

.43   .12 

.22 

$2.50 

[See  page  16  for  explanation  of  reference  marks.] 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


February  1946 


Daily  Temperatures  for  February  1945 


Stations 


Albion^ /  Maximuin, 

\  Minimum. 
Allentown  Arpt.M  NE. 


I  Maximum, 
\  Minimum. 
/  Maximum, 
\  Minimum. 
/  .M.aximuiu, 
V  Minimum. 
/  Maximum, 
\  .Mininnim. 

Berwick/ /  Maximum, 

\  Minimum. 


AUentown/ 

Altooaar4.5  W 

Arendtsville^ 


Bethlehemi /  Maximum 

\  Minimum. 
Bra<lford-4  W /  Maximum 

\  Minimum. 
BroolcvilleS I  Maximum 

\  Minimum. 
Burnt  Cabinsl-2  NE  . . . .  /  Maximum 

\  ,\Uniraum. 
Butler /  Maximum 

\  Minimum. 
Canton/-l  NW /  Maximum 

\  Minimum . 

Carlisle /Maximum, 

\  Minimum. 
ChambersburgB-l  SW.  ..  /  Maximum, 

\  Minimum. 
Clarionfi-3  SW /  Maximum. 

\  Minimum. 
Claysvllle/ )  Maximum. 

\  Minimum. 
Coalport/ /  Maximum. 

\  Minimum . 
Coatesville6 I  Maximum . 

\  Minimum ., 

Columbia I  Maximum. 

\  Minimum., 
Corry /  Maximum. 

V  Minimum. 
Coudersport )  Maximum . 

\  Minimum . 
CurwensvilleS-e  NW I  Maximum. 

\  Minimum . 
Uerry /  Maximum. 

\  Minimum . 
Donegal' /  Maximum. 

\  Minimum.. 

Donora' /  .Maximum. 

\  -Minimum. 
Eagles  Mere  / /  Maximum . 

V  Minimum. 
East  VVaterford-3  E /  Maximum. 

\  Minimum. 
Ebonsburg/ /  Maximum. 

\  .Minimum. 
Emporium/-]  E )  .vtaximuro. 

\  Minimum. 
Ephrata /  .Maximum. 

\  Minimum . 

Erie' /  Maximum. 

\  Mininnnii.. 
Everett'-O.S  3W (  Maximum. 

XMinlmum.. 
Parrell )  Maximum. 

V  ilinimum.. 
Ford  City -4  S (  Maximuin. 

\  Miulmum. , 
Franklin/ (  .Maximum., 

\  Minimum.. 
Frederlcksville-l  S /  Maximum., 

\  Minimum.. 

Freeland /  -Maximum.. 

\  Minimum.. 
George  School (  Maximum.. 

XMinimiun.. 
Gettysburg /  Maximum.. 

\  Minimum.. 
Gordon /  .Maximum.. 

\  Minimum.. 
Greeusburg-2  S /  .Maximum.. 

\  Minimum.. 
Hanover/ /  Maximum.. 

\  Miiiimiun.. 

HarrlsburgArpt.  '-3.58.  (  Maximum.. 

\  Minimum.. 
Hawley-0.5  E /  .Maximum.. 

\  Minimum.. 
Hewitt-2  SW /  Maximum.. 

VMinimum., 
Holtwood' /  Maximum.. 

\  Minimum.. 
Huntingdon /  -Vlaximum 

\  .Minimum..! 


22 
U 
28 

2 
19 
11 
22 

4 

30 

n 

29 
12 
22 
11 
20 

4 
16 

2 
29 
12 

32 
12 
21 
11 
25 

9 
19 

6 
18 

9 
16 

6 

22 
11 
23 
-  5 
21 

7 
14 

2 
27 

2 
30 
12 

23 
15 
18 

5 
21 
14 
22 
10 
23 

4 
28 
12 

24 
6 
29 
14 
29 
14 
30 
12 
19 
10 
31 


28 

-  2 

31 

12 


30 


8 
28 

3 
25 
-14 
32 

4 
41 

0 
42 

5 

43 
10 
2' 

4 
21 
12 
3B 
■  2 
32 
-  8 
32 

5 


25  34 


12 
30 

-  3 
3fi 

2 
36 

-  5 
35 

-  5 
31 

6 

28 
7 
35 
10 
34 

-  1 
26 

-  8 
38 
12 
35 
10 

33 

8 

38 

-13 

31 

0 
33 
13 
27 

-  2 


34 
21 

30 
18 
29 
5 
36 
16 
38 
21 
33 
-  2 

38 
23 
38 
26 
34 
16 
29 

5 
32 

6 
35 
30 

40 
27 
32 
1 

32 
18 
30 
8 
40 
25 
38 
18 

33 
27 

30 
7 
30 
20 
26 
7 
36 

"38 

28 

28 
IS 
38 
18 
34 
21 
38 
■22 
30 
-  3 
35 
26 

30 
17 
36 
25 
38 
26 
35 
25 
4(1 
26 
39 
25 

37 
22 

31 
2) 
40 
28 
37 
26 
37 
27 


37 

3 
39 

9 

42 

-  4 

45 

9 
41 

5 
37 
14 

39 
11 
34 
15 
42 

37 

4 
45 

9 
41 

2 

46 
16 
30 
13 
36 
19 
38 
12 
41 
0 


10 


32 
30 
37 
25 
34 
28 
42 
29 
38 
21 
33 
10 

35 
24 

35 
27 
35 
29 
37 
30 
39 
5 
35 
30 

37 
28 
34 
27 
35 
25 
31 
24 
40 
34 
34 
30 

41 
34 
35 
15 
30 
23 
33 
15 
37 
5 
37 
31 

38 
24 
41 
29 
37 
28 
40 
30 
35 
11 
34 
29 

31 
25 
35 
34 
3' 
26 
34 
28 
37 
32 
3' 
1' 

36 
30 
32 
26 
40 
28 
37 
31 
38 
29 


39 
30 
39 
32 
35 
22 
40 
25 
31 
25 
41 
29 

41 
33 
34 
21 

35 
21 
30 
19 
42 
27 
34 
23 

39 
28 
33 
24 
32 
24 
38 
23 
33 
25 
41 
30 

36 
2-2 
40 
19 
37 
24 
35 
23 
34 
23 
38 
27 

30 

26 
43 
30 
40 
34 
38 
28 
36 
27 
41 
32 

39 
35 
35 
16 
40 
30 
40 
33 
39 
27 


42 

28 
45 
27 
44 
30 
48 
24 
45 
25 
39 
27 

39 
21 
40 
25 
45 
21 
53 
26 
•50 
23 
45 
26 

44 
24 
42 
30 
42 
17 
43 
27 
53 
35 
54 
32 

57 
37 
39 
■^5 
42 
30 
50 
21 
42 
23 
49 
27 

41 
31 

40 
20 
42 
30 
49 
24 
43 
22 
43 
20 

45 
25 
42 
28 
44 
21 
45 
22 
54 
31 
47 
29 

42 

28 
45 
18 
49 
20 
43 
29 
42 
25 


42 

28 
39 
23 
30 
25 
41 
25 
46 
20 
40 
25 

45 
28 
43 
28 
37 
26 
34 
2' 
32 
24 
45 
34 

47 
32 
33 
24 
39 
25 
29 
20 
46 
29 
32 
18 

37 
31 
35 
25 
39 
25 
28 
26 
32 
25 
45 
34 

34 

25 

41 

25 

39 

28 

4 

2 

34 

24 

42 

32 

38 

25 

44 

32 

4 

33 

41 

28 

45 

30 

43 

30 

44 
26 
41 
27 
49 
33 
45 
32 
43 
27 


44 
28 
34 
24 
40 
27 
50 
24 
47 
27 
40 
18 

46 
18 
49 
24 
41 
23 
48 
22 
42 
24 
47 
29 

51 

23 

35 

26 

39 

16, 

39 

19 

46 

2' 

45 

20 

52 
30 
34 
18 
44 
24 
40 
24 
40 
25 
50 
26 

35 
2d 
50 
24 
43 
32 
43 
24 
42 
26 
45 
24 

37 
21 
47 
28 
49 
25 
45 
15 
47 
21 
51 
29 


37 
24 
34 
15 
33 
29 
37 
30 
48 
32 
24 
17 

41 
28 
35 
30 
37 
25 
42 
31 
38 
20 
36 
29 

46 
30 
34 
26 
36 
18 
3(1 
24 
42 
32 
38 
32 

46 
30 
28 
18 
3' 
24 
32 
26 
31 
26 
41 
30 

29 
23 
38 
32 
43 
34 
42 
27 
34 
28 
42 
26 

33 
21 
36 
28 
48 
32 
37 
27 
41 
31 
35 
30 


14 


50 
2.) 
40 
15 
54 
20 
50 
28 
49 
16  30 


15  16  17 


32 

24 
39 
19 
32 
23 
42 
30 
38 
24 
31 
17 

38 
24 
42 
28 
34 
22 
44 
26 
35 
22 
36 
27 

39 
27 
30 
20 
H7 
20 
31 
19 
41 
26 
35 
23 

44 

29 
32 
19 
30 
23 
32 
23 
36 
25 
37 
27 

38 
22 
38 
31 
36 
25 
38 
23 
35 
23 
34 
23 

29 
20 
36 
26 
40 
32 
34 
24 
42 
2' 
42 
28 

39 

27 

35 

21 

42 

31 

37 

30 

39  50 

30  25 


26 
55 
27 
46 
28  35 


52 

30 

49 

29 

49 

30 

4 

24 

42 

34 

56 

28 

62 

36 
43 
26 
51 
31 
36 
26 
41 
28 
49 
33 

41 

28 
55 
35 
•52 
32 
54 
33 
38 
32 
41 
29 

4'2 
32 
49 
31 
49 
32 
42 
28 
66 
36 
52 
3 

50 
34 
44 
30 
52 
30 
49 
35 
53 
32 


20 


21 


38 
14 
37 
9 
31 
18 
46 
26 
3 
2- 

48 
32 
38 
11 
26 
19 
36 
16 
38 
1! 
37 
21 

42 
23 
32 
24 
40 
17 
38 
16 
46 
14 
33 
17 

30 
16 
34 
15 
34 
28 
33 
15 
43 
22 
35 
20 

33 
23 
38 
5 
35 
27 
36 
26 
32 
19 


28  24  25  26  27  28  29  30  31 


34   44 

19   32 


40 
34 

45 
28 
34 
28 
43 
35 
57 
32 
37 
31 

44 

30 

45 

35 

39 

29 

40 

32 

36 

31 

4 

34 

47 
34 
38 
27 
60 
30 
31 
24 
52 
32 
36 
28 

43 
33 
35 
29 
46 
30 
28 
26 
36 
32 
45 
35 

34 

30 
41 
34 
42 
33 
52 
■29 
3' 
32 
44 
32 

42 
28 
51 
32 
45 
36 
40 
32 
53 
33 
4' 
33 

44 
34 
46 
33 
41 
20 
46 
34 
47 
36 


40 
31 
41 
■24 
42 
24 
46 
26 
40 
■/ 
36 
24 

49 

28 
50 
31 
46 
26 
50 
25 
43 
28 
45 
32 

48 
30 
39 
25 
41 
24 
39 
■22 
49 
29 
45 
24 

52 
29 
38 
25 
39 
54 
40 
23 
42 
28 
46 
30 

42 
•29 
46 
30 
50 
■29 
48 
25 
47 
■23 
43 
■29 

35 
25 
45 
32 
49 
31 
42 
28 
49 
27 
50 
30 

49 
31 
37 
30 
49 
30 
48 
33 
48 
32 


47 
32 

45 
15 
45 
19 
56 
24 
50 
23 
42 
24 

54 
24 
53 
26 
48 
19 
54 
24 
48 
22 
53 
31 

58 
25 
45 
16 
43 
12 
43 
21 
•54 
28 
50 
23 

59 
31 
42 
24 
4' 
33 
45 
22 
47 
18 
53 
29 

48 
35 
50 
24 
50 
28 
53 
22 
46 
23 
48 
2,H 

40 
27 
53 
27 
55 
28 
47 
19 
54 
2(1 
56 
30 

65 
34 
42 
•25 
53 
23 
.55 
32 
54 
■23 


45 

35 

4 

32 

50 

■27 

52 

39 

.55 

38 

39 

24 

51 
30 
49 
30 
48 
33 
55 
24 
50 
■25 
50 
31 

54 
32 
45 
34 
43 
30 
47 
21 
58 
45 
54 
34 

58 

40 

43 

24 

4 

34 

49 

31 

5(1 

28 

4 

36 

50 
26 
61 

28 
5:4 
•29 
55 
32 
48 
23 
49 
28 

40 
31 
52 
31 
52 
33 
45 
■2^> 
56 
40 
68 
38 


39 

29 

4 

13 

27 

22 

53 

■27 

52 

24 

.33 

25 

49 
32 
83 
30 
42 
22 
■29 
25 
30 
25 
62 
34 

49 

37 

35 

20 

4 

20 

26 

18 

55 

26 

35 

23 

40 
•20 
38 
27 
49 
■20 
24 
21 
29 
26 
53 
36 

■27 

■22 

50 

26 

4 

23 

50 

■23 

•29 

22 

62 

32 

47 
24 
68 
32 
65 
37 
50 
29 
54 
■27 
47 
39 


Mean 


S3 

30 
48 
22  28 
50  52 


30 


34  .. 
•23  .. 
40... 
17... 

32... 

18  . . . 
52|  33  . .  - 
33  27... 
491  36  . . . 
30j  17|..., 


.35.8 
19.9 
36.9 
20.5 
38.9 
21.6 
37.0 
•20.8 
40.2 
■23.1 


36.5 
■24  4 

36.9 

15.7 

34.9 

17.2 

40.8" 

21.  •2" 

40.2 

21.1 

33.4 

14.9 

39.6 

19.7 

39  6 

2-3.4 

37.  8« 

17.3 

40.5 

19.5 

37.4 

16.8 

40.0 

24.8 

42.1 
23.2 
34.1 
16.4 
37.3 
14.1 
33  I 
15.8 
43. 4 
■24.  5 
37.9 
19.6 

44.0 
26.9 
32 .9 
15.7 
34.6 
■21.0 
33.6 
17.6 
36.9' 
16.1* 
40.8 
24.1 


34.6 

22.6 

39.3 

20.4 

3a  0 

•^2.7 

41  2 

20.1 

36.0 

16.2 

38.1 

20.6 

34.2 

19.1 

40.5 

23.7 

41.3 

23.5 

37.6 

18.8 

43  4 

23.5 

41.3 

•24.0 

40.0 

•24.6 

37.2 

15.4 

41.9 

19.7 

40  1 

26  5 

39.8 

21.8 

Continued  on  page  15. 
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(n.IMATOLO(^l(lAL  DATA 


stations 


Indiana /  Maximum. 


Irwin 

J  ainestown/ -'2  N  W 


Mtiiimuni 

/  Mftximum. 

\  Mitiiinuni .. 

(  Maximum. 

\  Minimum.. 
Johnstown" /  Maximum 

\  Minimum, 
Kanp'-l  N /  Maximum 

\  Minimum, 
Lancaster (  Maximum. 


{I 


Minimum.. 


Lawrenoeville. 


,  i  Maxii 
V  Minin 

,  (  Ma: 
\Mir 


imum.. 

imum.. 

Lebanon  / /  Maximum. .| 

inimum.. 
Lewistown  I-2SW (  Maximum .. 

\  Minimum.. 
Lock  HavenS (  Maximum.. 

\  .Minimum.. 
Marcus  Hook' /  .Maximum. 

\  Minimum.. 
Martin.sburgT''* /  Maximum.. 

\  Minimum. 


Mauch  Chunk-1  SW I  Maximum 

\  Minimum. 

Meariville  .'-IS /  Maximum 

\  .Minimum. 

Mercer3-'i.5  NE /  Maximum 

\  Minimum. 

Middletown'-I.D  \V /  Maximum 

V  Minimum 
Midland'' /  .Maximum 

\  Minimum. 

Montrose /-3  E /  Maximum 

\  Minimum 

Mt.  LebanonB /  Maximum. 

\  Minimum. 
Mt.  Pocono3-2  N (  Maximum. 

\  Minimum. 
New  Bloomfield /  Maximum 

\  Minimum. 
Newbiirg'.3.5NW..  . /  Maximum 

\  Minimum. 
New  Castle-1.5  N /  Maximum. 

\  Minirainn. 
Palmerton' /  Maximum. 

\  Minimum. 

. .  /  Maximum . 

\  Minimum. 
. .  /  Maximum. 

\  Minimum. 

I  .Maximum. 

\  Minimum. 
. .  /  Maximum. 

V  Minimum. 
. .  /  .Maximum. 

\  Minimum. 

. .  /  Maximum. 

\  Minimum., 

i  Maximum. 
\  Minimum. 
/  .Vlaximum. 
\  Minimum. 
I  Maximum. 
\  .Minimum. 
/  Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum. 
I  Maximum. 
\  Minimum. 


Park  Place3-1  NW  . . . 
Philadelphia Arpt  '.. 
Philadelphia  CO.'.  .. 

Phila.  Shawmont 

PhilipsburgS-T  E 

Phoenixville-1.5  SE  . . . 

Pittsburgh  Arpt  Sta.'.. 
Pittsburgh  City  Office' . 

Port  Clinton/ 

Putneyville-2.5  SE 

Quakertovvn-0.5  E 

Reading! 


Ridgway  / /  Maximum.. 

\  Minimum.. 
Scranton' (  Maximum.. 

\  Minimum.. 
Selinsgrove /  Maximum.. 

\  Minimum.. 
Somerset /Maximum.. 

\  Minimum.. 
Springs"-!  SW I  Maximum.. 

\  Minimum.. 
State  CoUegei /  Maximum.. 

\  Minimum.. 

Stroudsburg-'2  E /  Maximum.. 

\  Minimum.. 
Tamarack  1-2  S /  Maximum.. 

\.  Minimum .. 
Tionesta  /-1.5  SE /  Maximum . 

\  Minimum.. 
Titusville-2  S /  Maximum.. 

I  Minimum.. 
Towanda-1  E /  Maximum.. 

\  Minimum.. 


Continued  on  page  16. 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


February  1945 


Daily  Temperatures  for  February  1 945 — Continued  from  page  15 . 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean 

.  (  Maximum.. 

\  Minimum.. 
.  i  Maximum.. 

V  Minimum. 
.  (  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
.  (  Maximum.. 

(Minimum.. 
.  j  Maximum.. 

\  Minimum.. 
.  y  Maximum.. 

\  Minimum.. 
;  /  Maximum.. 

1  Minimum .. 
.  /Maximum.. 

1  Minimum.. 
.  (  Maximum.. 

\  Minimum.. 
.  1  Maximum.. 

\  Minimum.. 

21 
10 
25 
13 
22 
12 
19 

6 
26 

2 
31 
12 
30 
12 
30 
13 
29 
12 
24 

8 
32 
12 

22 
15 
28 
12 
24 
17 
19 
13 
27 
10 
32 
19 
29 
18 
33 
19 
30 
18 
24 
14 
34 
14 

31 
14 
31 
14 
26 

0 
29 
11 
24 

5 
31 
16 
26 
16 
30 

7 
31 
14 
26 

9 
34 
16 

42 
3 

41 
3 

25 
5 

37 

-  1 
26 

-10 
33 
13 
30 

-  4 
28 

-  3 
32 

0 
23 

9 
34 

0 

42 
27 
42 
22 
29 
20 
41 
23 
32 
-11 
38 
29 
32 
7 
36 
11 
36 
24 
82 
16 
38 
28 

45 
15 
41 
U 
40 

3 
44 
10 
41 
-  6 
36 
16 
40 

2 
37 

3 
40 

2 
37 
16 
41 

6 

40 
29 
41 
20 
28 
U 
42 
27 
32 
-11 
39 
18 
34 

6 
34 

7 
39 

3 
29 
23 
42 

6 

41 
34 
39 
33 
33 
26 
38 
29 
36 
-  2 
35 
31 
36 
27 
3fi 
32 
36 
29 
30 
24 
39 
30 

35 
28 
36 
28 
31 
22 
34 
24 
37 
29 
41 
30 
35 
28 
37 
28 
37 
28 
30 
21 
42 
31 

61 
35 
51 
29 
41 
30 
57 
31 
42 
20 
45 
28 
45 
20 
40 
25 
43 
21 
39 
29 
49 
23 

51 
29 
37 
30 
34 
26 
47 
23 
36 
19 
45 
34 
39 
22 
37 
21 
45 
30 
33 
22 
45 
33 

51 
26 
45 
30 
34 
25 
62 
23 
38 
18 
49 
28 
40 
16 
34 
14 
46 
20 
35 
22 
51 
23 

48 
38 
40 
33 
30 
21 
47 
33 
25 
19 
40 
30 
30 
23 
30 
2.5 
42 
26 
30 
21 
50 
30 

45 
29 
-39 
27 
32 
21 
45 
26 
36 
19 
37 
27 
33 
15 
39 
22 
38 
25 
30 
22 
41 
28 

71 
29 
59 
31 
46 
28 
69 
26 
50 
16 
49 
28 
50 
17 
45 
26 
48 
26 
47 
30 
51 
28 

69 
88 
.58 
34 
48 
29 
68 
34 
42 
33 
62 
36 
49 
30 
44 
28 
46 
28 
45 
25 
49 
31 

41 

27 
37 
26 
30 
IS 
40 
25 
36 
18 
43 
27 
33 
19 
30 
20 
44 
28 
28 
17 
47 
29 

33 

17 
30 
17 
20 
13 
30 

9 
29 

0 
33 
23 
27 
12 
.32 
13 
33 
16 
26 

8 
35 

8 

31 
12 
32 
15 
26 

3 
30 

5 
25 

3 
31 
12 
28 

9 
29 

6 
29 
12 
25 

6 
35 

2 

39 
13 
35 
17 
28 
10 
35 
10 
29 
-  I 
34 
10 
30 

8 
28 
11 
29 

6 
25 
13 
36 

4 

43 
33 
43 
29 
37 
16 
45 
29 
38 
3 
35 
24 
43 
14 
34 
14 
31 
14 
29 
20 
37 
21 

62 
40 
62 
39 
50 
32 
59 
41 
48 
10 
45 
34 
45 
32 
41 
33 
45 
29 
47 
29 
45 
32 

55 
33 
43 
31 
39 
28 
53 
30 
36 
32 
48 
34 
40 
33 
40 
32 
44 
31 
32 
24 
46 
35 

53 
27 
51 
29 
40 
27 
50 
24 
39 
26 
47 
31 
41 
27 
43 
32 
45 
29 
38 
24 
.50 
29 

58 
27 
53 
27 
45 
21 
64 
23 
43 
16 
53 
29 
42 
23 
41 
23 
60 
22 
43 
30 
66 
26 

55 
46 
56 
37 
47 
33 
64 
41 
46 
14 
48 
34 
48 
32 
43 
33 
51 
31 
45 
33 
54 
37 

54 
28 
39 
27 
3:i 
22 
52 
25 
33 
25 
56 
35 
48 
26 
40 
24 
53 
30 
33 
17 
58 
38 

46 
24 
41 
23 
32 
10 
39 
19 
35 
16 
37 
24 
38 
25 
32 
19 
39 
18 
26 
14 
40 
24 

45.9 
25.9 
42.0 
24.5 

Uniontown 

Vandergrifti 

Warren 

:33.9 
18.9 

43.9 

Waynesburg 

22.1 

Wellsboro/ 

35.2 

11.1 
40  8 

25  4 
37.2 

Wilkes-Barre" 

Williamsport  Arpt.3-4  I 

35.8 
19  2 

39.6 

Woodward3-2  NK 

20.5 
32.5 
19.5 

43.2 

22.3 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Atmospheric  pressure 
(reduced  to  sea  level) 


Erie 

Harrisburg . . 
Philadelphia 
Philipsburg.. 
Pittsburgh... 
Reading..  . 
Scranton  . . . . 


30.68 
30  61 
.30.  62 
30.60 
30.66 
30.63 
30.61 


19 

29.  42 

25 

29.70 

25 

'29.66 

•2.5 

29.69 

19 

29.  53 

25 

29.69 

25 

29.64 

Wind* 


(U  O 

<  > 


9.4 
8.2 
9.1 
12.7 
11.1 
11.6 
6.3 


1^ 


> 


se. 

nw. 

nw. 

w. 

sw. 

e. 

nw. 


Relative 

Humidity 

a 

a 

B 

a 

a 

o. 

s 

S 

s 

t^ 

•^ 

t^ 

90 

82 

90 

78  !  61 

72 

84      63 

72 

88 

73 

80 

83 

68 

74 

76 

58 

59J 

81 

7U 

25 

1020 

49 

916 

51 

875 

1166 

929 
880 
1024 


•  For  any  five-minute  period, 
t  12:00  noon.     t4:00p.m. 


Corrected  to  true  velocities. 
"  One-minute  interval. 


RIVER  CONDITIONS 


Stations 


Rivers 


Port  Jervls.  N.  Y ] 

Easton j 

Lehighton i 

Reading 

Wilkes-Barre I 

Williamsport ' 

Newport 

Harrisburg j 

8chenley,(nr)  Lock  No.  6. 

Sutersville 

CharleroKnr.),  Lock  No.  41 

Pittsburgh 

Midland.  Dam  No.  7 


Delaware 5.9 

Delaware 3.4 

Lehigh 

Schuylkill i    5.1 

N.  Br.  Susquehanna..      6.2 
W.  Br.  Susquehanna.      3. 6 

Juniata :    6.0 

Susquehanna '    5.4 

Allegheny !  16.  0 

Youghiogheny j     7.  3 

Monongahela 16.3 

Ohio 1      • 

Ohio (      • 


10.6 

8.3 


26 

27 


10.5 

27 

15.3 

28 

15.6 

28  ' 

12.2 

18 

11.0 

28 

•27.0 

27 

16.8 

27 

3L3 

27 

27.7 

28  i 

3a  2 

28  j 

4.9 
2.4 

4.0 
3.3 
3.6 
1.4 
4.1 
4.0 

12.4 
4.7 

11.9 


12t| 

3 
•26 

1 
13 

7 

3 
12t 

3 

5 

6 


•  Pool  stage. 


t  On  other  days  also. 


18 
■22 
9 
13 
22 
20 
22 
17 
'24 
20 
30 
25 
30 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  vears  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  ti  Precipitation  normals  or  standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  '24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

',  *>,  °,  etc.    Number  of  days  missing,  for  example,  '■  indicates  two  days  missing. 

Italics,  data  interpolated. 

$  Partly  interpolated. 

55  Incomplete. 

t  And  other  dates. 

tt  Daily  amounts  inconsistent. 

t  Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 

//  Windshield  on  gage.  ,  . 

/  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 

1  Midnight  to  midnight. 

"  Measured  in  the  morning  for  the  preceding  24  hours. 

3  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 

••  Best  available  used  for  stations  not  equipped  with  recorders. 

6  Recording  gage. 

«  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 

'  Noon  to  noon. 


follows : 


liist  of  Changres  in  Station  Designations 
For  more  exact  location  of  the  equipment,  station  name*  have  been  changed  as 


formerly 


Dauphin 

Farrell 

Ford  City 

Grantville 

Jamestown 

Kregar 

McConnellstown 

Milroy 

Monroeton 

Neffs  Mill 

Newburg 

Putney  ville 

Sheffield 

Tyrone 

Williamsport  4  SE" 


Peters  Mountain  Tower 

Sharon 

Crooked  Creek  Dam 

Manada  Gap 

Pymatuning  Dam 

Laurel  Hill  Tunnel 

I.OOP  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Charter  Oak 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherrv  Grove 

Bald  Eagle 

Shaffers  Path 

(W.  B.  O..  Philadelphia-5-'26-45-976) 


i 
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GENERAL  .STTMMARY. 

Spriiijj;  was  a  montli  rarly  tliis  year,  as  March  equalled  the 
pivvious  warmest  ol'  record  and  was  as  warm  or  warmer  than  AAfo 
of  all  April  records!  Rains — it  was  wetter  than  normal — and 
the  warm  weather,  causing  the  remaining  snow  cover  to  melt, 
produced  rapidly  lluctuating  stream  levels  during  a  good  portion 
of  the  period.  New  snowfalls  were  conspicuously  absent,  and 
the  average  was  only  25%  of  normal.  The  month  was  a  marked 
reaction  to  the  arduous  winter. 

Mild  weather  continued  from  late  February,  and  March  came 
in  like  a  lamb.  Streams  were  still  full.  At  Pittsburgh,  stages 
were  falling  below  flood  levels,  but  on  the  Susquehanna  River, 
ice  from  Columbia  and  Marietta,  jamming  in  the  Safe  Harbor 
Pond  at  Turkey  Hill,  caused  backwater  several  inches  higher  than 
tlie  record  1904  level.  Rains  and  melting  snow  on  the  3d  brought 
new  flood  peaks  with  a  crest  of  26.9  feet  (about  2  feet  above  flood 
stage)  at  Pittsburgh,  and  well  under  bankful  on  the  Susquehanna 
River,  but  suflicient  to  relieve  the  ice  jams  and  restore  vital 
freight  service  on  the  Pennsylvania  Railroad  lines  below  Columbia 
that  had  been  interrupted  since  the  1st. 

Heavy  rains  on  the  6th  and  7th  caused  still  another  flood  rise, 
but  only  to  a  significant  crest  (33.4  feet)  at  Pittsburgh.  Stages 
were  retarded  sharply  at  this  time  due  to  a  brief  interlude  of  cold 
air,  the  coldest  of  the  month,  although  barely  below  normal. 

Beginning  with  the  9th,  temperatures  began  to  climb  and  it  is 
probable  that  the  period  from  the  14th  to  the  20th  was  the  warm- 
est mid- March  week  of  record,  throughout  the  State  the  mean 
temperature  averaging  21°  above  normal,  and  29°  on  the  16th. 
Rivers  began  rising  from  snow  melt  on  the  17th,  and  by  the  22d, 
precipitation,  falling  mostly  as  rain,  caused  a  new  flood  threat, 
but  rapidly  falling  temperatures  and  a  moderate  snowfall  lessened 
runoff  with  crests  on  the  23d  generally  under  bankful.  There 
was  an  immediate  return  to  spring-like  weather.  On  the  25th, 
spinach  was  reported  being  cut,  the  earliest  on  record.  On  the 
26th  in  the  west,  and  the  29th  in  the  east,  the  afternoon  maxi- 
ma for  most  stations  were  the  highest  ever  recorded  in  March, 
although  the  maximum,  91°  at  Marcus  Hook,  fell  1°  short  of 
the  State  record  of  92°  established  in  1907 .  Vegetation  was  now 
three  weeks  to  a  full  month  ahead  of  normal,  plowing  and  plant- 
ing were  under  way,  and  farmers  are  looking  at  the  season 
ahead  with  bright  prospects. 

The  month  closed  violently  with  thunderstorms  leaving  a  path 
of  destruction  across  the  State,  and  two  deaths  in  the  Philadelphia 
area.     The  adage  of  the  lamb  and  lion  was  verified. 


TEMPEBATTTKE. 


The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  85  stations  was  48.0°,  which  is  10.3°  above  the  68-year 


normal  for  March.  The  highest  monthly  mean  was  55.8"  at 
Marcus  Hook,  and  the  lowest  was  41.()"  at  Kane.  Extremes 
ranged  from  a  maximum  of  91°  at  Marcus  Hook  on  the  29th,  to 
a  mininmm  of  5°  at  Bradford  and  Ridgway  on  the  8tli  and  Ist, 
respectively.  


PRECIPITATION. 


The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  203  stations,  was  3.88  inches,  which  is  0.35 
inch  above  the  58-year  normal  for  March.  The  greatest 
monthly  amount  was  8.96  inches  at  Schenley,  while  the  least 
was  1.39  inches  at  Doylestown.  The  greatest  amount  recorded 
in  any  24  consecutive  hours  was  2.68  inches  at  Kregar  on  the  6th. 

The  average  snowfall  for  the  State  was  2.1  inches,  which  is 
5.7  inches  below  the  58-year  normal.  The  greatest  monthly 
snowfall  was  14.5  inches  at  Bradford.  The  greatest  fall  for  any 
observational  day   was   11.0  inches   at   Bradford   on  the  22d. 


COMPARATIVE    DATA  FOR    MARCH 


Temperature 

Precipitation 

No.  of  days. 

Year 

a 

Em 
t5 

CD 
O 

to 

C3 

01 
> 

J)  o 

.2  2 

u 

si 

O 

^1 

as  O 

Ah  o 

3 
O 

5 

1S88 

31.2 
39.0 
33.2 
33.8 
31.8 
34.8 
43.2 
33.8 
30  6 
39.0 
44.0 
36.3 
31.2 
37.4 
41.3 
46.4 
36.0 
39.0 
31.7 
41.8 
40.7 
35.6 
44.9 

35.0 
33.6 
42.1 
34.2 
32.9 
30.7 
37.3 
41.6 
41.1 
38.7 
48.0 
40.0 
37.0 
36.1 
40.9 
33.1 
42.0 
37.0 
43.7 

37.9 
36.3 
33.4 
36.6 
34.9 
42.8 
42.6 
34.2 
42.7 
38.6 
32.4 
31.8 
40.0 
37.2 
34.4 
48.0 

37.7 

72 
76 
76 
60 
66 
74 
84 
70 
69 
75 
83 
75 
66 
80 
78 
83 
80 
86 
68 
92 
83 
74 
88 

73 
72 
81 
79 
62 
84 
84 
82 
79 
80 
88 
81 
80 
78 
79 
79 
82 
82 
89 

78 
69 
72 
79 
78 
83 
84 
67 
87 
85 
76 
67 
76 
85 
79 
91 

92 

-6 
4 

-21 

-14 

.  -4 

3 

-2 

-4 

-18 

-5 

4 

3 

-23 

-11 

2 

14 

-2 

-18 

-13 

-10 

-4 

-5 

5 

-18 

-8 

-7 

-12 

-4 

-31 

-12 

0 

6 

-11 

7 

-5 

-8 

3 

-15 

-16 

-6 

-3 

-5 

-9 

10 

-8 

-7 

-22 

-6 

-3 

-3 

-5 

-10 

-13 

-10 

4 

-15 

-6 

5 

-31 

3.55 
2.90 
6.15 
5.10 
4.14 
2.52 
1.63 
2.31 
4.51 
3.22 
4.31 
4.87 
3.61 
4.14 
3.98 
4.52 
4.29 
3  86 
4.46 
4.26 
4.76 
3.07 
0.56 

2.57 
5.05 
5.27 
2.61 
1.28 
4.12 
3.68 
2.34 
3.57 
2.83 
3.33 
4.37 
2  49 
2.83 
2.56 
1.91 
2.61 
3.24 
2.69 

3.03 
2.96 
4.41 
5.33 
2.96 
2.62 
6.84 
2.00 
3.19 
3.59 
4.89 
2.10 
4.47 
2.74 
4.69 
3.88 

3.53 

9.9 
3.1 

17.5 
-15.8 

18.8 
4.8 
1.3 
9.0 

21.1 
3.4 
3.6 
7.9 

13.1 
3.3 

12.6 
0.1 
4.7 
4.1 

20.4 
9,3 
3.7 
7.3 
1.0 

10.1 
6.9 
2.1 

13.4 
9.5 

17.6 

12.7 
1.6 
2.4 
6.4 
1.0 
6.x 
6.2 

10.3 
2.2 
4.0 
0.7 

14.5 
4.4 

4.9 
6.6 

14.7 
5.6 
7.7 
2.9 
7.4 
8.3 
2.0 
3.8 
7.9 

18.0 

16.1 
7.2 

11.8 
2.1 

7.8 

u 

9 
16 
14 
12 

n 

8 
11 
11 
13 
12 
14 
10 
13 
11 
Jl 
12 
11 
14 
12 
12 
12 

5 

13 
13 
13 
10 

7 
12 
14 

8 
10 

9 
14 
14 
11 

9 
10 
10 
10 
11 
12 

10 
11 
11 
14 
12 
12 
16 
10 
14 
12 
14 
9 
13 
10 
14 
14 

12 

6 
10 

6 

7 
11 

9 
12 
10 
11 
11 
10 

5 
10 

7 
10 
10 

9 
12 

8 
11 
11 
10 
15 

11 
10 
9 
10 
15 
12 
11 
17 
15 
16 
12 
11 
13 
12 
14 
14 
13 
12 
12 

13 

8 
10 

8 
12 
11 

9 
11 
10 
11 

8 
13 

9 
11 

8 
13 

11 

10 
8 

10 
8 
7 
9 

11 

10 
8 
7 
8 
9 
9 

10 
9 
7 
8 
8 
7 
8 
8 
9 

10 

8 
8 
8 
8 
8 
8 
8 
7 
7 
7 
9 
6 
8 
9 
6 
8 
7 
9 
8 

7 
7 

? 
7 

? 
8 
8 
8 
7 
7 
8 
9 
9 
8 

8 

13 

1SS9 

15 

1890 

15 

1S91 

16 

1892 

13 

1893 

13 

1894 

8 

1895  

11 

1896 

12 

1897 

13 

1898 

13 

1899 

17 

1900    

12 

1901 

14 

1902 

12 

1903 

1904  

14 
14 

1905 

11 

1906 

16 

1907     

12 

1908 

12 

1909 

12 

1910 

6 

1911  

12 

1912 

13 

1913 

14 

1914 

13 

1916   

8 

1916 

11 

1917 

12 

1918 

7 

1919 

9 

1920 

8 

1921 

10 

1922  

14 

1923 

10 

1924 

1925  

10 
11 

1926 

9 

1927 

1928   

11 
10 

1929 

11 

1930 

1931 

11 
16 

1932 

13 

1933  

16 

1934..; 

12 

19,36 

13 

1936 

16 

1937 

12 

1938 

13 

1939 

1940 

12 
16 

1941 

11 

1942 

14 

1943 

11 

1944 

14 

1945 

10 

12 

18 
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Olima 

tolo 

?ical  Data  for 

March 

1946 

Counties 

> 

<D 

0 

t 

Temperature,  in 

degrees  Fahr. 

Precipitation,  In  Inchas 

No.  of  days 

.2° 

£'- 

stations 

0 
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Everett-0.  6  SW 

Bedford       

Penna.  Turnpike  Comm. 

Luzerne 

Bucks 

Andrew  B.  Evansha. 

George  School 

N.  W.  Swayne. 
Dr.  Henrv  Stewart. 

Schuylkill 

York 

Miss  Sallie  M.  Johnson. 

Hanover  Evening  Sun. 

HarrisburgA.rpt.-3.5S. 

U.  S.  Weather  Bureau. 

Wayne 

Lancaster 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  Co. 

Huntingdon     

Paul  R.  Yoder.  jr. 

Lancaster  Water  Bureau. 

Tioga 

Lebanon 

Mifflin 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

Lewisto\vn-2SW 

Penna.  Dept.  of  Highway-. 

Clinton 

William  R.  Kellev. 

Marcus  Hooktt 

Delaware      

Sun  Oil  Co. 

Blair 

U.S.  Weather  Bureau 

Susquehanna 

Monroe 

Harry  S.  Fancher. 

Mt.  Pocouo  Arpt.-2N. 

TI.  S.  Weather  Bureau. 
New  .lersev  Zinc  Co. 

Philiidelpliia  Airport.. 

Philip.sburg-7  E 

Phot;iiixville-1..5Sl<,.... 

Philadelphia 

Centre 

U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Phila. -Suburban  Water  Co. 

Schuylkill 

Bucks 

Earl  E.  Rarick. 

Quakertowu-0.  5  E 

Readiug 

John  E.  Benner. 

Berks 

U.  S.  Weather  Bureau. 

Lackawanna 

Snyder .   . 

U.  S.  Weather  Bureau 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Stroudsburg-'2  E 

Tiunara('l<-'2S 

Monroe 

Clinton 

Bradford 

Metropolitan  Edison  Co. 
James  E.  .Swartz. 
Mrs.M.Ordelia  Parks. 

Tioga 

Chester 

Luzerne 

M.  S.  Bliss. 

West  Chester    

Clyde  T.  Say  lor. 

WilUes-HarreU 

Wilhaiiisport  Apt.-4E-  ■ 

Williainstown'lt 

Woodward-'i  NE 

Civil  Aeronautics  Authority 

Lycoming 

Da  uphin 

U.S.  Weather  Bureau. 
Gordon  E.  Ijower. 

Centre  

U.  8.  Weather  Bureau. 

York 

York  Water  Co. 

Di^'isio^  mean 

Ohio  Drainage 

Citv  Water  Dept. 

Civil  Aeronautics  Authority 

Butler 

Butler  Eagle. 

ClariouJt-3  SW 

dHvsvilie 

Penna.  Electric  Co. 

Washington 
Erie       

Walter  B.  Paget. 

Corry           

J.  Fred  KiuUv. 

PnndprsTJorttt 

Potter      . 

Westmoreland 

We.stmorelaud  .  . . 

Washington 

Cambria    .   . 

Potter  Enterprise. 

Derry 

TjoTioaral                  

Miss  N.  Dixie  Wineman. 
Penna.  Turnpike  Coram. 

Douoratt     

Donora  Zinc  Works. 

Ebensburg 

Farrell                

Miss  Emma  li.  Eastman. 

Mercer. 

Camegie-lllinois  Steel  Corp. 

Ford  Citv-1  S 

Armstrong 

Venango 

Westmoreland 

Indiana 

U.S.  Engineers. 

Frankliu     

William  K.  Fuller. 

Greeiisburg-2  S 

Westmoreland  Wat«r  Co. 
Indiana  State  Teachers  Col. 

Jamestown-2NW 

Pa.  Dept.  Forests  <&  Waters. 
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16 
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11 
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10 

Kmiii-l  N            

McKean 

Spring  Water  Co. 

Meadville-l  S 

Citv  of  Meadville. 

Midland    

Perry  P.  Campbell. 

New  Castle-1..5  N 

New  Castle  Water  Co. 

Pittsburgh  Airport.... 
Putiieyville-2.  5  SE  . . . . 
Riderwa.v                  

Allegheny 

Armstrong 

Elk 

U.  S.  Weather  Bureau. 
U.S.  Engineers. 
West  Penn  Power  Co. 

Somerset 

2,  100 
2,  500 
1.200 
1.550 
1,040 
825 
1, 190 
1,100 

D.  L.  Grove. 

Springs-!  SW  

Somerset 

Allen  E.  Yoder. 

Tionesta-1.5  SE 

Forest 

U.  S.  Engineers. 

Titusville-  2  S 

Crawford 

U.  S.  Weather  Bureau 

Uniontown          

Fayette  

William  W.  Marstcller. 

Vandergrift    

Westmoreland  — 
Warren 

Carnegie-Illinois  Steel  Corp. 

Merrell  L.  Jordan. 

Waynesburg 

Greene.. . . 

Thomas  S  Knox. 

Lake  I>riii)inoe 

Erie 

900 
705 

2 
72 

Samuel  D    Lewis 

Erie             .               .   . 

Erie 

0.  S.  Weather  Bureau. 

State  mean 

[See  page  24  for  explanation  of  reference  marks.] 


( 


M.vucii  niif) 
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ID 


Daily  Freoipltation  for  Uaroh  1946 


Stations 

Couutiei! 

Day  of  month 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

17 

18 

19 

■20 

21 

22 

23 

■M 

26 

26 

27 

28 

29 

80 

81 

i 

ATLANTIC 

UR/VINAQK 
Delaware  Hasin 

Upi'EU  Dki.awahk 

Dinguians  Kerry-,  0.6  E 

llawk'y-',0.5K 

lloUistervillo- 

Lakeville-,  IN 

Mntanioras-,.. 

Mount  I'oconO'^  '2  N 

Pike 

.10 

.u 

.  12 

.17 

.U 

.20 
.17 

« 

.28 
.10 
.21 
.15 
.  18 

.24 
.32 
.23 
.16 
.10 
.27 
.29 
.36 
.12 
.28 

« 

.28 
.22 
.20 
.28 
.23 
.27 
.11 
.20 

.31 
.29 
.19 

.13 
.10 
.24 
.28 
.33 
.20 

T 
.02 

.28 
.  18 
.07 
.09 
.16 
.47 
.38 
.61 
.36 

.60 
.27 
.54 
.40 

'.'49 
.80 
.66 
.57 
.44 

• 

.39 
.18 
.28 
.31 
.34 
.53 
.62 
.66 

.60 
.39 
..50 
.18 

.44 
.47 
.25 
.41 
.42 
.24 

2( 
.17 
.38 
.41 
.33 
.09 

'.'is 

.09 
.43 
.21 
.07 
.26 
.46 
.17 
.16 
.06 
.22 

.70 
.34 
.73 
.45 
.48 
.42 
.33 
.11 
.20 

.12 
.22 
.22 
.40 

.06 
.02 
.40 
.24 
.31 
.46 

T. 
.01 
.01 
.09 

'■!''.' 

'.'63 
.03 

T. 

.03 

".QS 
.03 
T. 

.1( 
.  10 
.13 
.04 
.00 
.09 
.13 
.09 
.10 

.10 
.08 
.04 
.10 
.12 
.16 
.15 
.05 
.19 

".Vi 
.08 
.07 
.09 

.04 

.'i3 

T. 
.07 
.01 
.04 

.  11 

.32 

.17 

• 

T. 

.'io 

T. 

.'23 
.10 
.03 
.02 

.36 

.  19 
.34 

't.' 

« 

.30 
.15 
.02 

.02 

'.'io 
.10 

.10 

.03 
.04 

t 
t. 

.07 
06 
.08 

.17 
.07 

.15 
.41 
.13 
.  10 

'.'27 
.08 

.22 
.17 
.25 
.09 
.2.5 
.20 

'.'08 
.15 

'  .'62 
.31 
.  10 
.30 
.32 
.68 
.31 
.01 

'.'63 
.13 

.01 

T. 

.oi 

.18 
.37 
.26 

* 

.11 
.60 
.60 

.48 
.70 

.39 
.41 

.30 
.35 
.24 
.27 
1.02 
.60 
.43 
.86 

.61 
.35 
.12 
.12 
.42 
.12 
.26 
.21 
.62 

.52 
.20 
.34 
.10 

.48 
.55 
.43 
.51 
.68 
.  14 

1.03 
.24 

.54 

.4-.. 
.43 
.37 

• 

.32 
.10 
.10 
.30 
.05 

.13 

.30 

.10 

.05 

.29 

.60 

.30 

.02 

T. 

.36 

.16 

.35 
,38 
.61 
.61 
.57 
.72 
.11 
.07 

.06 
.20 
.15 

.40 

.14 
.12 
.30 
.24 
.12 
,36 

.27 
.91 
.72 

.07 
.09 
.13 
.40 
.07 
T. 

.06 

'."i2 

.06 
.23 
.  32 

.'•28 
.2:1 

'.'67 

i'.' 

.05 
.01 

.'62 

.04 
T. 

'.'■27 
.■27 
.01 
.■23 

.26 
.06 

.32 
.■20 

• 

T. 
.30 
.12 
.05 

* 
.04 

1.93 

Wayne 

Wayne 

Wavue 

Pike 

T. 

'.'62 
.21 

T. 
.12 

.01 

''6s 
.11 

.'63 

.04 
T. 

.'('12 
.86 

'.'65 
.09 

i'. 

.03 

'.'6.i 

.Of 
.0'2 
.07 

'.'6i 

2. 45 

2.28 

1.81 

1.51 

Monroe 

.06 
.02 

.07 

.'ii 

.07 

'.'6<j 

.'io 
.10 

.06 

i'.' 

'.'02 
't'.' 

.li 

.08 
T. 
.04 
T. 

.'•21 

:69 

T. 

.02 
'.'62 

.'6i 

T. 

.'06 

.05 
.05 

2.00 

l'l.'n.-.aut  Mount', 5.  1  W 

Stroudsburg,  2  K 

Tanners  Kalis',  ^,  1  SE. 
Lkhigh 

Alleutowu  Arpt«,  4  NE 
AHentown- 

Wayne 

Monroe  

Wa>Tie 

Lehigh 

Lehigh 

N'rthanipton 
Monroe 

.  02 
'.\0 

2.  .50 

.02 

.10 
.'25 

.08 

.'67 
.11 
.26 

'.'i4 
.12 
.  12 
.04 

.00 
.i4 

'.'67 

T. 

.'67 

« 

2.  43 

2. '26 

'.02 

.'62 
.04 
.03 
T. 

T. 

T. 

.0-2 
.11 
.01 
.18 
.01 
T. 

T. 

2.  69 

.10 

."i3 
.03 
T. 

'2.37 

Bethlehem' 

Blakeslee  Corners',''.. 

•2.46 

2.31 

Couldsboro- 

Wayue 

Carbon 

Carbou 

Lehigh 

Carbon 

Lehigh 

Montgomery 

Berks 

Montgomery 

Chester 

Schuylkill... 
Montgomery. 
Schuylkill... 

Berks 

Berks 

Chester 

Bucks 

Bucks 

Delaware 

Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester 

Chester 

Tioga 

.12 

.10 

.15 

.02 

T. 

.  15 

* 
.22 
.22 
.17 
.12 
.09 
.06 

T. 

T. 
T. 

.30 

1' 

T. 
T. 
T. 

'  .'32 

1.98 

■2.75 

Mauch  Chunk.  ISW.  . 

3.12 
2.71 

T. 

2.12 

ZioUi,viUe>  ISW 

Schuylkill 

.02 

T. 

.08 

.14 

.16 

.06 

.09 

.02 

T. 

T.' 

.05 
.10 

T. 

'.oh 
.02 

2.14 

T. 

.08 
.06 
.02 
.08 
.03 
.08 
.05 
.03 

'.'oi 

.04 

.02 

.02 

T. 

'.'62 
.11 

't.' 

.04 

t 

,'67 

f. 
f. 

.'61 

T. 

T. 
T. 

1.49 

FredericksvUle2.  IS... 

T. 

.01 

't. 

".Oi 

'.io 

.08 
.02 

.08 

2. '29 
2.62 

Phoenixville-,  1.5  SE.. 
Port  Clinton- 

.03 

.'6i 

!02 

.02 

T  ' 
T. 

.03 
.02 
.04 

T. 

.04 

'f.' 
T. 

T.' 
T. 

't.' 

.01 
.03 

T. 

T. 
T. 

.04 

T. 

'.'63 
T. 

'.'6i 
.01 

T. 

T. 

.11 

.117 
.21 

T. 
T. 

.06 

.04 
T. 
.■27 
.■22 

.20 
T. 
.28 
T. 

.17 

16 

'.'■26 
.31 

■2.19 
2.94 

Pottstown2,  0.5S 

Pottsville^ 

2.39 
3.05 

Reading'  ^ 

2.19 

.03 

T.' 

-02 
.01 

2.33 

LoWEU  Delaware 

1.96 

1.39 

2.08 

.04 

.12 
.04 

T. 
'02 

r. 

T. 

1.84 

Philadelphia 
Airport  Station',  5.... 
Cltv  Office',  *    ... 

1.72 
1.61 

Shavvmont 

Quakertown,  0.5  E 

Westchester.  . 

1.74 
2.  06 

T. 
T. 

.03 

.03 

•2.21 

West  Grove^   1  5  SE 

T. 

.18 

T. 

T. 

2.06 

Snsqiiehaiina  Basin 
Che.mung 

Austinburgl,  5,  2  W 

.07 

'.'08 

07 
.10 
.06 

.21 

T. 

.18 

.30 
"26 

n 

Tioga 

Tioga 

.14 
T. 

.17 

.09 

.10 
.10 

T. 

.03 
.10 

T. 
T. 

't. 

".m 

.22 

.18 

.10 

T. 

1.91 

Lawrenceville 

North  Branch 

2.44 

Canton2,lNW 

Danville^  . 

Bradford 

Montour 

Luzerne 

Susquehanna 
Columbia 

T. 

.  10 
.05 
.O'J 

'.'06 

T.' 
.12 

.17 
.15 
.16 
.19 
.14 
.08 
.19 
.12 
.22 
.15 
.06 

T 
T. 

• 

T. 

.02 

T.' 

* 

'.'6i 

.18 
.22 
.25 
.24 
* 

.06 
.37 

9 

.57 
.30 
.31 

.15 
.42 
..55 
.18 

« 

.34 
.03 
,32 
.18 
.03 
T. 

T. 

* 

T. 

'.'6i 

• 

T. 

.01 

.04 

't.' 

.02 
.07 
.05 
.20 
.40 
.16 
-47 
.36 
T. 

't.' 

'.'05 

T. 

.02 

'.'(J3 

'.'6i 

T. 

.05 

T. 

.05 

'.'o-i 

.'63 

't. 

.10 

.20 

T. 

.16 

.07 

.11 

.11 

.17 

.19 

,05 

.14 

T. 

".U 

'.'63 
.12 
.13 

.16 
.15 

.08 
.14 

.'34 

.28 
.12 

'.'58 

'.'26 
,21 
.12 

.03 
.60 
.05 
.07 
.01 
.02 
.  14 
.13 
.13 
.02 
T. 

.21 

.20 
.45 
.29 
.65 
.07 
.21 
.30 
.67 
.86 
.52 

.78 
.60 
.15 
.54 

.04 
.04 
.53 

.08 

.07 
.15 

.09 
.12 

.01 
.04 

t'.' 

2.00 
3.11 

2.37 

Hop  Bottoms,  2  S 

Millville'  5 

T. 

.23 

.36 

.03 

.14 

2.63 
'2.48 

Moiiroeton-,  2S 

Montrose^.  3E 

Orwell^,  3  N 

Brad  ford 

Susquehanna 

Bradford 

Schuylkill . . . 

Luzerne 

Lackawanna 
Susquehanna 

Bradford  

Wyoming..  . . 

.05 
.IK 
.06 

.'io 

T. 

.02 
.14 

1.23 

• 

.97 
.05 
.06 
.04 

.12 
.99 
.04 
T. 

't.' 

T. 

'.'62 
.19 
.19 
.14 

.30 
.40 
.36 

''62 
T. 

.02 
-01 

T. 

.01 

T. 

O'J 

'.'28 
.35 
.25 

•2.93 
3.42 
3.14 

Park  Places.  inW 

Pikes  Creek.'  ^ 

•2.84 
2.44 

2.15 

Susquehanna'^ 

Towanda  1  E. 

.01 

.'w 

.07 

tV 

.'48 
.12 

* 

.17 
.37 

.'21 
T. 
.25 

.07 
.03 

.12 

.77 
.29 
.22 
.57 
.60 
.27 
.25 
» 

.16 
.34 
.27 
.42 
.26 
.32 
.10 
.31 
.19 
.36 
.29 
.12 

^04 

.'63 
.05 

* 

.02 

.09 

.18 
.42 
.44 

.21 
.90 
.24 
.27 
.56 
.70 
1.61 
.92 
* 

.19 
.50 
.20 
.58 
.38 

1.14 

1..S0 
.27 

1.10 
.31 

1.40 
.14 

.10 

.'6i 

.16 
1.37 
.32 
.31 
1.02 
.31 
.05 
.09 

« 

.46 
.48 
.30 
.82 
.44 
.12 
.11 
.59 
.13 
.46 
.07 
.18 

.13 

.04 

t. 

.02 

.02 

.02 

T. 

T. 

T. 

.03 

.02 

* 

'.'62 
.02 
.01 
.02 

'.'06 
.02 
.06 
T. 
.04 
T. 

.02 
T.' 

T. 

.05 

T. 

.05 

.07 

.05 

T. 

.04 

T. 

T. 

.11 

.05 

'i'V 

T. 

't. 

.02 

T. 

'.'65 

'.'22 
.07 

• 

'.'62 

'.'08 
.22 

.'i4 

/20 

.18 
.14 
T. 

.05 
.06 
.18 
.09 
.18 
.06 
.19 
.05 

'.'is 

.08 
.47 
.16 
.10 
.11 
.14 
.05 
.12 
.06 
.09 

.06 
.12 

.27 

T. 

.26 

.26 

.02 

".36 

'.'26 
.56 

'i3 

'!20 

.22 
.08 
.41 
.12 

.38 
.15 

.17 

'!22 
.30 

'.'i8 
.'30 
.'06 

.03 
.02 
.31 

.01 
.16 
T. 

'.'64 

■r 

1.00 

.40 
.39 
T 
.25 
.21 
.03 
.05 
.48 
1.13 
.05 
.66 
.05 
.75 
T. 

.04 
.03 
.23 

.13 

.58 
.20 
.26 
.58 

« 

.10 

• 

• 
.14 
.21 
.03 
.51 
..53 
.08 
.04 
.29 
.01 
.29 

";i2 

.71 

1.05 

.74 

.24 
.24 
.21 
.17 
.44 
.81 
1  31 
1.75 
« 

.14 
.39 
.78 
.30 
.30 

1.53 

1.86 
.48 

1.35 
.21 

1.81 
.10 

.51 
.11 
.14 

.76 
.91 
.86 
.85 
1.22 
.76 
.06 
.15 
♦ 

1.09 

1.25 
.73 

1.38 
.79 
.14 
.21 

1.11 
.17 
.92 

'."95 

T. 

.01 

.11 

T 

.04 

.02 

.05 

'.'6i 

« 

.03 
.01 

.38 
.39 
.24 

.06 

.04 

T. 

.07 

T. 

't.' 

".36 

'!69 

".bk 

''24 

'.'iji 

".■i\ 
.01 

.03 

i'. 
t. 

.02 
.37 
.01 

.17 
.32 

.So 
.OJ 

".bi 
.02 

U2 
.12 
.21 

.07 
.04 
.01 
.08 
T. 

'.'06 

'."67 
.01 
.04 
.02 
.01 

'.'6.5 
.04 
.03 
.02 
.OS 
.06 
T. 

2.44 

Tunkhaunockl,  * 

Wilkes-Barre^,  3  N 

T. 

.24 
.07 
.03 
.20 
.li 

.'63 
.02 

.08 

■.'24 
.07 

.'68 

'.'08 

.  .^. 

.10 
T. 

'.'67 
.05 

« 

;o2 

".04 

'.'64 

2.73 
2.80 

West  Branch 
Ansonia^,  2  W 

Tioga 

Cambria 

Potter,, 

Lycoming.,.. 
Clearfield .  . . 
Clearfield  ... 
Clearfield.... 
Cameron 

.06 
.16 
.08 
.06 
.23 

« 

T 

2.14 

Carrolltown!* 

T. 

.'64 
.02 
T. 

'  "•' 

r. 

't.' 

■  '*■ 

6  14 

2.90 

Cedar  Run- 

2.  95 

Clearfield^ 

.... 

.  .^. 

't'.' 

i.'oo 

5.90 

Ci/alport^. 

$4.84 

CurwensvilleAptS  6N  W 
Driftwood',  5 

6.11 
4.18 

Dushore'.  ^ 

Sullivan 

Sullivan 

Cameron 

Potter 

Clearfield 

Clinton 

Elk 

.15 
.10 
.02 
.25 
.11 

* 

't.' 

'!64 
.01 

'.'02 

« 

't.' 

2. 59 

2.88 

Emporium^,  IE 

3.80 

.02 
.08 
.13 

".Oi 

'.'62 

.03 
.'62 
'.'6.5 

.08 
.19 
.06 
.02 
.01 
.10 
.02 
.09 

'.'06 

3.14 

.06 
.03 
.02 

'.'08 

'.'69 

'^05 

5.72 

3.73 

Medix  Run^  ^ 

.'62 
't.' 

4.47 

PhilipsburgS,  7£ 

Reuovo^ 

State  College',  5 

Tamarack2,  2S 

Centre 

Clinton 

Centre 

Clinton 

Blair 

T. 

.16 

T. 

.07 

T. 

.16 
.09 
.19 
.09 
.17 
.03 

'f. 

'.'62 

6.33 
4.02 
4.49 

.02 

3.49 
,5.39 

Wellsboro^ 

Tioga 

.07 

T. 



2.01 

Continued  on  page  20. 
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March  1945 


X>ally  Precipitation  for  March  1945— Continued  from  page   19 


Stations 


Counties 


Day  of  month 


12      3      4      5      6       7 


9     10     11     12     13     14     15     16     17     18     19     20     21     22     23     24 


25 


26 


27 


28 


29 


30 


West  Branch 
(continued) 
Williainsport  Apt.3-4E 

Williamsport^ 

Williamsport2,  J  SE.  . . 

Juniata 

Altooua.  4.5  W 

Breezewood',  0.5  E 

ButValo  Mills'- 

Burnt  Cabinsi,  2  N£... 
East  Waterford^,  3  E. . . 

Everett"-'.  U.5SW 

Huntingdon '-i 

Lewistown^,  2  SW 

Mapleton  Depot^ 

Martiusburg^ 

Mc(;onnellstown2,4NW 
NelTs  Mills',  s.  3.5  NE.. 

New  Bloom  Held 

Newport^ 

Saxton-,  1  W 

Shade  Gap",  5. 0.5 SW.. 

LWK  SUSUUKHANNA 

Arendtsvllle^ 

Bloserville,  1.5  N 

Carlisle 

Columbia 

Dauphin''',  3  N 

Ephrata 

Glen  Rock", 5 

Gordon 

Orautville,  2SW 

Hanover'-i ■ • 

HarrisburgApt',°,3.ofe 

lloltwood'-i 

Huntsdale''' 

Kirkwoodi.s,  1  SW  . . . 

Lancaster 

Lebanon^ 

MiddletownM.5  W . . . . 
Millersburg'.s,  2E  .   .. 

Milroy'^  0  N 

Nf\vburgl.3.5NW 

New  Park 

Pine  Grove^,  1.5  NE  . . . 

Ringtown'-^,  1.5  SW 

Selinsgrove 

Shamokin"'' 

Shippensburg 

Sunbury''' 

Williamstown'* 

Woodward^,  2  NE 

York,  3SW 

■i'ork  Plaven^ 

Potomac  Basin 

Chanibersburg^,  1  SW. 

Gettysburg 

Hewitt, 2SW 

Hyndman''! 

McConnellsburgS..   . 

Mercersburg2 

South  Mt.  San't'm2.... 
GULF  DRAINAGE 
Ohio  B((si7i 
Allrghkny 

Acmetonia'^ — 

Aliens  Mills'.  5 

Blairsville!',  6NE 

Bos\vell'^6NW 

Bradford,  4  W 

Brookville^,  1.5  SW.  ... 

Buckstown'.  ^ 

Clarion2,  3  SW 

Corry 

Coudersport 

Derry 

Donegal' 

I)unlo'.-\0.5SW 

Ebensburg2 

Ford  Cily'^4S 

Franklin^., 

Glen  Hazel2,  1  NE 

Home'.  ■'', 

Indiana 

Johnstown'-,  0.5  W 

Kane',  IN 

Kregar'.  4.5  SE 

Lycippus,  1.  5  E 

Marieuville',5 

Meadville^,  IS 

Mosgrove^ 

Parkers  Lauding^ 

Pittsburgh  Cty  Of,  5.  .. 

Port  Allegany- 

Punxsutawney^ 


Lycoming 

Lycoming.  . . 
Lycoming  ... 


Blair 

Bedford 

Bedford 

Fulton 

Juniata 

Bedford  .... 
Huntingdon 

Mifflin 

Huntingdon  . 

Blair 

Huntingdon 
Huntingdon  . 

Perry 

Perry 

Bedford 

Huntingdon 


Adams 

Cumberland 
Cumberland 
Lancaster.. . 

Dauphin 

Lancaster.. . 

York,  

Schuylkill  .. 
Dauphin  — 

Y'ork 

Dauphin  — 
Lancaster.. . 
Cumberland 
Lancaster..  . 
Lancaster, . . 
Lebanon .... 
Dauphin  — 
Dauphin  — 

Mifflin 

Cumberland 

York 

Schuylkill.  . 

Schuylkill.. 

Snyder  .   ... 

N'umberland 

Cumberland 

N'umberland 

Dauphin.  . . . 

Centre 

York 

York 


Franklin. . 

Adams 

Bedford..  . 
Bedford  . , . 

Fulton 

Franklin... 
Franklin... 


Allegheny 
Jefferson . . 
Indiana .  . 
Somerset.. 
McKean. . 
Jefferson . . 
Somerset. . 
Clarion. .. 

Erie 

Potter  .... 

W'moreland 

W'moreland 

Cambria. .. 

Cambria.  . . 

Armstrong 

■Venango... 

Elk 

Indiana 

Indiana,... 
Cambria. . . 
McKean. .. 
W'moreland 
W'moreland 

Forest 

Crawford.. 
Armstrong. 
Armstrong. 
Allegheny . 
McKean.  . . 
Jefferson... 


T. 


.02 


.03 


.02 


.05 


.05 


.09 


.08 


08 


22 


07 


1.78 
.97 
.50 

.yo 

.40 
.31 
.98 
.47 
.66 

l.fil 
.92 

1.02 
.65 
.49 
.62 
.88 


1.05 
1.44 

1  57 
1.60 

.37 

1.61 

1.93 

.55 

.43 

.24 

2.50 

2.55 

2.17 

1.26 

1.06 

.70 

.42 

1.91 

1.88 

2.00 

10 

2.68 

2.46 

1.10 

.57 

.50 

69 

2  52 
.16 
.84 


02 


T. 


.05 


.02 


T. 


T. 


02 


T. 


.03 


.05 


T. 


.05 


.06 


.07 


.09 


.05 


.17 


.03 


.02 


T. 


.22 


.07 


03 


.09 


.03 


.04 


.56 


1.21 
.14 


19 


.14 


.09 


.20 
.92 
.65 
.39 
.38 
.98 
.20 
.11 
.35 

'.2k 
.01 
.44 
.37 
.78 
.09 
.08 

1.72 
.88 
.26 
.62 
.16 
.55 
.76 
.04 
.11 
.1! 
.54 
.09 
.16 


1.76 
.06 
.30 


.63 
L30 
.06 
.42 
.24 
.06 
,03 
.02 
.01 
.75 
.05 
1.02 
.60 
.13 

r 

.46 


.06 
1, 
L77 


.■25 
.10 
.41 
.17 
.68 
.62 

1.64 
.60 
.94 
.07 

1.38 
.19 
.18 
.36 
.86 


.32 
.18 
.11 
.41 
.56 
.0' 
.03 
.40 
,05 
.11 
.05 
.45 
.37 
.13 
.39 
.56 
.07 
.05 
1,42 
.10 


T. 


.06 


.05 


.24 


1.13 


.32 
.48 
.34 
.19 
.24 
1.26 
.28 
.21 


.50 

1.23 
.23 
.16 

1.51 

1.72 
.49 
.55 

LIO 
.90 

1.02 
.21 

1.10 
.15 
.40 
.66 
.64 
.89 
.95 
.15 

1.82 
.51 
.96 

1. 

.44 
.56 
.61 

1.27 
.36 
.40 


1.42 

.26 

1.1 

.81 

1.41 

.06 

.18 

L69 

.42 

.52 

.50 

.26 

.20 

.91 

1.13 

1.23 

1  25 

.16 

.29 

.65 

.19 

.80 

.56 

.12 

.63 

1.71 

1.44 

T 

i.e 

1.15 


03 


.04 


.06 


.06 


.01 


.19 


.21 


.16 


.15 


09 


Continued  on  page  21. 
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Daily  Precipitation  for  March  1846-Contlnuod  from  I'a«ro  20 


Counties 

Day  of  month 

5 
0 

Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

It 

12 

13 

14 

16 

10 

17 

18      19 

20 

21 

22 

•23 

'24 

•26 

26 

27 

■28 

2!) 

30 

31 

Al.l.EOHKNY 

(continued) 
rntnoyvillo*.2.6SK... 
Kidgway* 

Armstrong.. . 

Elk 

Indiana 

Wmoivland. 

Warren 

McKeau 

Indiana 

Forest 

Crawford 

Erie 

.12 
.18 
.0(5 
.11 
.04 
.04 

'.'io 

.01 
.02 

.19 

■.-,.■■ 

.07 
.25 
.01 
.01 
.19 
.37 

.74 
.40 
.81 
.82 
.18 
26 
05 
.42 
.33 
.21 
.40 
.18 

.08 
.04 

■'64 
!04 

is'i 

'm 

.78 

1.00 

1.19 

1.23 

.56 

.41 

.87 

.73 

.60 

.48 

1.96 

.33 

1.12 
.65 
1.'29 
1.'27 
.10 
.06 
.'23 
.56 
.14 

■39 
.'21 

.02 
T. 
T 
.01 

.04 

■.04 

.03 

.03 

t'.' 

.01 
.03 
T. 

■.'62 
.02 
.09 
.02 
.02 

'.'62 
T. 

T. 

.02 
.07 

;o3 

■;3:'i 

T. 

.l:i 
.15 

.'25 
.02 
.'22 
.'22 

".6\ 

!05 

!ii 
.02 

".bi 

.08 

.  33 
.10 
.02 

.05 
.02 
.09 
.10 
.16 

';64 

T. 

'  ■'!•'.' 

.'i9 

.18 

17 

'.'si 

.46 
.34 

.18 
.'23 
.05 
.03 

.26 

.'33 

.13 

.OH 
.39 
.'26 
.62 
.41 
1.46 
.09 
.47 
.60 
.70 
.01 

1.03 
.35 
.42 
.13 
.17 
.15 
.07 
.56 
.38 
.16 
39 
.25 

.48 

.66 

.38 
.21 

1.86 
1.55 

• 

.66 
1.58 

.86 
2.66 

.44 

1.46 

1.41 

1.12 

1.02 

.03 

.38 

1  25 

1.39 

.26 

.09 

.27 

1.96 

T. 

■r, 

T. 
.20 

^ 

T. 

.05 

T. 

.■62 
.03 

'.'■26 
.30 
.13 

'  J7 
.16 
.'20 

.86 
.10 
.•26 
.47 
.02 

■.■'28 
.13 
.10 

■.{4 
.35 

T. 

.06 
.01 

'.'■72 
.35 
.06 
.•27 
.42 
.41 
.02 
.31 

7.02 
5.39 

6.  28 

Seward- 

.^lulUeld','-.  6W 

Sinothport'.-\  1  SW  ... 

Strongstown',''' 

Tione.>ita^.  1.5SK 

Titusvillo,  2S. 

Union  City',' 

N'audergrift ' .'. 

6.07 
5.06 
4.37 
5.37 
5.46 
4.80 
3.72 

W'moreland. 

Warren 

Warren 

8.13 

4.88 

MONONGAHEI.A 

Continence^,  1.5  NW,.. 
Connellsville- 

Somerset.  ... 

Fayette 

Washington.. 

Greene 

W'moreland. 
W'moreland. 

Somerset 

W'moreland. 

Fayette 

Allegheny . . . 

Greene 

Somerset 

Somerset 

Fayette 

.20 
.05 

■.'og 

T. 
.26 

tV 

.06 

T. 

T. 

r. 

..52 

.10 
.07 

'.'55 
.08 
.51 

T. 
.'23 
.29 
.26 

0' 

.96 
1.08 
.26 
1.05 
.87 
.81 
.55 
.21 
.40 
.12 
1.10 
.86 
.51 
.73 
.64 

.63 

.80 
..55 
.37 
.27 
.01 
.70 
.27 

1.05 
.79 
.86 
.32 
.27 

.26 
.07 

.04 
T. 

'.io 
'.'6i 

.03 
T. 

T. 

'.oe 
"be 

.50 

.80 
2.59 

.48 
2. 33 
2.40 

.52 
2.26 
1.70 
2.58 

.87 
1.80 
1.64 
1.90 
1.86 

.39 

1.06 

.78 

.80 

..52 

1.'25 

1.03 

.47 

1.73 
1.13 
.76 
2.60 
2.40 

.65 
..56 
.30 

1.34 

1.69 
.26 

1.66 
.45 
.56 

1.16 
.21 
.68 
.21 

1.55 
.31 
.18 
.63 
.32 

1.25 
.65 
.70 
.32 
.23 
.12 
55 
.12 

1.41 
1.11 
1.32 
.40 
.10 

• 

.04 
.05 

T. 
T. 

.62 

T. 
T. 

.oi 

.02 
.04 

T. 

.i.s 

'.■2.5 
.24 

■.'26 

.  17 
.11 

■'op 

AO 

".oi, 

T. 
.01 

.26 

.03 

^69 

.17 
.15 

.27 

.11 

'.'02 

'.bh 
'.'65 

■.■62 
'.'62 

.06 

■.■i4 
.10 

.04 
.10 
.02 

r. 

.09 
.03 
.02 

■.■i8 

.01 
.05 
.03 
.04 
.04 
* 

.16 
.36 
.01 
.04 
.04 

■r. 

.13 
.08 

.02 
.06 
.14 

'■.04 

.08 
'.'69 

t'.' 
.19 

'.'i'i 

12 

.'io 

.22 
.10 

".bi 

.06 
.01 
.09 

'.3'2 

'.■43 
.03 
.06 
.10 
T. 

.'03 
.41 
.20 
.12 

■;25 

.21 

■1 

'!62 
— 
'.'03 

T. 

'.'io 
't.' 

.40 

.17 
.30 
.24 

.33 

.05 
.18 
.71 
.09 
.58 
.38 
.05 
1.01 
.23 
.70 
.28 
.2fi 
.42 
.19 
.28 

.19 

.75 
.  14 
.70 
.05 
1. 11 
.24 
.15 

.27 
.20 
.39 
1.13 
.97 

.29 

.78 
.09 

.21 
.24 
.14 
.31 
.21 
.25 
.21 
.03 
.06 
.04 
.06 
.08 
.05 
.34 
.16 

1.07 
.55 

1.33 
.66 
.63 
.30 
.51 
.34 

.50 
1.05 
.93 
.34 
.04 

.37 
.12 

.22 
.51 

1.63 
.43 
.84 
.70 
.12 
.86 
.40 

1.05 
.23 
.40 
.65 

1.31 

1.00 

.31 
.82 
.49 
.63 

1.36 
.61 

1.10 
.35 

.22 
.42 
.63 
1.20 
.56 

.56 
1.46 

1.27 
.98 
.07 

1.33 
.57 
.70 
.35 
.14 
.58 
,06 
.84 
.31 
.33 
.46 
.15 

1.49 
1,20 
.43 
.30 
.50 

".bi 

.57 

.86 
.96 
1.42 
.O'i 
.04 

.87 

.07 
.02 

.01 

".22 
.06 
.01 

T.' 

T.' 
.13 

'.'i2 

".ii 

.is 

.32 

'.'is 

.'23 

]26 
T. 

.30 
.39 

.23 
.33 
04 

.•28 
.01 
.06 
32 
.09 
.43 
.01 
.30 
T. 

.30 
.21 

.13 

.02 
.03 

,11 
.15 

.30 

.54 
.37 
.33 
.03 
.OS 

.11 
T. 

■.02 
.04 
01 
.08 

''r'.' 
■i'. 

.05 

''65 
.07 
.33 
.■24 
.15 
.'22 
.■25 

'.'62 

.28 
.56 

5.30 
6.  14 

6,71 

Green^boro'^ 

5.  95 

Greensburg.2  S 

6.62 
6.74 

Mover*idale2 

3.93 

MviVrvsville//  ',-^ 

6.00 

Newell' 

5.07 

Pittsburgh  Arpt.//>. -v. 

Rices  Lauding- 

Somerset.             

.01 

.01 

.01 
.02 
■\\ 

T. 
T. 

■.03 
T. 

t'. 
'!62 

T.' 

.24 

"i? 

.15 
.10 
.IS 

.'ih 

.6:! 

T. 
.06 

!i9 

.21 

.01 
.21 

5.97 
6.49 
4.45 

Springs".  ISW 

Unioutown.  .  .   . 

4.36 
(■>.  30 

Waynesburg 

Beaver 
Beaver  Falls^ 

Greene 

Beaver 

Butler 

T. 

{5.30 
6.04 

6.96 

Farrell^..          .       .     . 

Mercer 

.08 

.08 
.34 

•r.' 

r 

.47 

.71 

.14 
.03 

.02 

.'26 
.27 

'.'i4 

.'23 

'.'65 

4.81 

... 

tV 

T. 
T. 
.02 

T. 

T.' 
.01 

.03 

T. 

T. 

T. 

T. 

"62 
T. 

.18 
.14 

.08 

4.66 

Jamestown^,  2NW 

Mercer  A rpt. 3.2.5  NE.. 

Newcastle,  1.5  N 

Pennline.2,  IS 

Ohio 

Mercer 

Mercer 

Lawrence 

Crawford 

Wa-^hington  . 
Allegheny  .. . 

Beaver 

Allegheny  ... 
Washington  . 

Erie 

Erie    

.14 

".05 
.24 

.08 
.12 

.37 

.06 
.03 

.02 
.03 

'.'ii 
— 

' 
■r'.' 

.31 

4.14 
4.45 
5.  72 
3.66 

7.01 

Coraopolis2,  IE 

.01 

6.72 
7.72 

(J,  98 

Washingtoni,  s 

LAKE   DRAINAGE 
Albion^. 

6.08 
4.47 

Eriel,* 

T. 

4.52 

Potter 

.05 

«« 

[See  page  24  for  explanation  of  reference  marks.] 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


March  1945 


Daily  Temperatures  for  March  1946 


Stations 


Albion^ /  Maximum. 

\  Minimum. 
Allentown  Arpt.^-4  NE../  Maximum. 

\  Minimum. 
Allentowu  / /  Maximum . 

\  Minimum. 
Altoona-4.5  W /  Maximum. 

\  Minimum. 
ArendtsvilleS /  Maximum. 

\  Minimum. 
Berwiclc/ /  Maximum. 

V  Minimum. 

Betlilelieml /  Maximum. 

\  Minimum., 
Bradford-4  W /  Maximum. 

\  Minimum. 
BrookvilleS /  Maximum . 

\  Minimum. 
Burnt  Cabiusi-2  NE  . . . .  /  Maximum. 

\  Minimum. 
Butler /  Maximum. 

\  Minimum., 
Canton/-l  NW /Maximum. 

\  Minimum. 

Carlisle /  Maximum. 

\  Minimum., 
Chambersburgti.l  SW.  ..  /  Maximum. 

\  Minimum. 
Clarion6-3  SW /  Maximum. 

\  Minimum. 

Claysville/ )  Maximum. 

\  Minimum . 
Coalport/ )  Maximum. 

\  Minimum . 
Coatesvillo« /  Maximum. 

\  Minimum .. 

Columbia /  Maximum. 

V  Minimum., 
(jorr y  /  Maximum . 

\  Minimum. 
Coudersport /  Maximum. 

\  Minimum. 
Curwensville"-6  NW  . .      /  Maximum. 

V  Minimum. 
Uerry )  Maximum. 

\  Minimum. 

Donegal! <  Maximum. 

\  Minimum., 

Donorai /  Maximimi. 

\  Minimum. 
Eagles  Mere  / I  Maximum . 

\  Minimun). 
East  Waterford^-S  E (  Maxinnmi. 

\  Mininnnn. 
Ebensburg/ }  Maximum. 

V  Minimum. 
Emporium /-]  E /  Maximum. 

\  Minimum. 

Ephrata /  Maximum . 

\  Minimum . 

Krie' /  Maximum. 

\  Mininuim . 
Everett'-0.5  SW (  Maximum. 

\  Minimum, 
p'arrell /  Maximum . 

\  Minimum. 
Ford  City-4  S /  Maximum. 

\  Minimum. 
Franklin/ /  Maximum. 

\  Minimum . 
Fredericksville-l  S /  Maximum. 

\  Minimum., 

Freeland /  Maximum. 

\  Minimum.. 
George  Schools /  Maximum. 

V  Minimum., 
Gettysburg /  Maximum. 

V  Minimum . 
Gordon /  Maximum. 

\  Minimum. 
Greensburg-'2 S /  Maximum. 

V  Mininitim. 
Hanover/ /  Maximum. 

\  Minimum. 

Harri.sburgArpt.  1-3.5 S.  /  Maximum. 

\  Minimum., 
Hawley-0.5  E /  Maximum. 

\  Minimum. 
Hewitt-2  SW /  Maximum . 

\  Minimum. 
Holtwood' /  Maximum. 

\  Minimum. 
Huntingdon /  Maximum 

\  Minimum. 


12       3       4       5 


10     11     12     13     14     15     16     17     18     19     20     21     22     23     24     25     26     27     28     29     30     31      Mean 


83      82 
47      51 


61 

60 

4."; 

;« 

59 

55 

52 

32 

8;- 

62 

50 

42 

6f 

61 

58 

43 

71 

41 

48 

38 

82 

75 

47 

47 

82 

70 

50 

45 

m 

59 

50 

32 

67 

54 

52 

53 

71 

58 

:» 

50 

sa 

71 

54 

44 

83 

77 

43 

50 

62 

69 

51 

32 

C.l 

5!) 

48 

33 

60 

53 

50 

30 

71 

62 

59 

37 

72 

56 

52 

28 

74 

58 

58 

34 

77 

46 

45 

39 

75 

59 

58 

42 

70 

57 

.50 

51 

61 

47 

40 

46 

84 

1 1 

51 

46 

62 

35 

35 

31 

80 

62 

48 

38 

64 

61 

60 

34 

66 

61 

56 

40 

61 

45 

53 

44 

82 

76 

47 

43 

62 

73 

46 

45 

83 

72 

48 

41 

84 

81 

50 

57 

78 

69 

47 

45 

70 

62 

55 

41 

78 

84 

52 

54 

81 

63 

50 

44 

77 

61 

45 

41 

8H 

69 

45 

44 

79 

61 

50 

4s 

78 

61 

51 

47 

62  40 
40  36 
34 
30 
39 
28 
42 
33 
43 
82 
39 
31 

51 

37 

45 

3 

43 

32 

48 

31 

33 

32 

45 

38 

50 

36 

42 

29 

36 

28 

32 

2 

44 

32 

39 

29 


481  49 
78  85 
62  38 


50  54 


Continued  on  page  23, 
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2^ 


Sally  Temperatures  for  March  1946— Contiuutid  from  pagtu'i'i. 


Statious 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

15 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

Mean 

IlUlitiUA 

.  /  Maximinn.. 
\  Minimum.. 

40 
21 

45 
28 

59 
43 

50 
26 

60 
34 

65 
46 

61 
31 

40 
18 

41 
23 

46 

28 

48 
28 

63 
33 

53 
23 

67 
32 

VI 
41 

78 
34 

78 
62 

69 
36 

70 
82 

69 
57 

60 
42 

41 
31 

65 
28 

31 

79  81 
42   54 

74 
82 

79 

60 

78 
52 

6« 
48 

69 
46 

61.4 

37.7 

Irwin 

.  /  Maximum.. 

44 

47 

58 

50 

58 

58 

62 

35 

43 

49 

48 

,52 

56 

68 

7.1 

80 

8(1 

69 

76 

71 

62 

13 

67 

73 

84 

84 

83 

81 

82 

75 

67 

63.5 

\  .Miuinuim .. 

28 

28 

44 

26 

80 

50 

31 

20 

24 

30 

27 

31 

23 

24 

37 

56 

64 

36 

50 

58 

42 

31 

30 

30 

37 

53 

.50 

46 

49 

48 

47 

37.7 

Jamostown/  -'2  NVV 

.  /  .Maximum.. 

US 

69 

59 

47 

65 

55 

37 

41 

42 

40 

46 

46 

54 

67 

72 

78 

73 

66 

70 

63 

48 

49 

70 

71 

80 

84 

79 

80 

78 

67 

66 

61.0 

\  iXfiuimuui.. 

18 

22 

33 

18 

19 

30 

25 

12 

13 

18 

18 

24 

18 

18 

27 

39 

49 

29 

29 

52 

35 

29 

25 

28 

30 

47 

38 

46 

46 

41 

40 

29.  5 

Johiistowu' 

.  /  Maxinnmi.. 
\  Minimum.. 

38 
2\ 

45 
28 

59 
34 

61 
31 

55 
32 

50 
34 

63 

35 

36 
24 

53 

27 

46 
33 

48 
31 

49 
32 

55 
28 

54 

29 

69 
32 

73 
40 

79 
49 

70 
41 

80 
47 

78 
56 

73 
55 

44 

36 

64 

35 

67 
43 

78 
32 

76 
41 

81 
47 

74 
43 

83 
48 

83 
41 

72 
43 

62.8 

37.1 

Kaue'-l  N 

.  (  Maximum.. 
\  .Miiiiraum.. 

39 

44 

54 

44 

55 

43 

34 

37 

38 

38 

42 

44 

52 

62 

66 

73 

7(1 

64 

64 

59 

52 

33 

59 

62 

74 

79 

73 

77 

76 

114 

65 

,56.0 

21 

24 

27 

13 

22 

29 

16 

6 

12 

29 

19 

22 

14 

19 

30 

36 

33 

28 

32 

49 

33 

30 

17 

29 

•22 

34 

41 

36 

40 

40 

40 

27.  2 

Lancivitor 

.  (  .Maximum., 
\  .Minimum.. 

48 

57 

58 

68 

61 

47 

47 

46 

51 

55 

50 

49 

59 

63 

70 

85 

85 

76 

76 

87 

83 

50 

67 

71 

70 

70 

79 

86 

88 

88 

80 

66.1 

28 

24 

43 

32 

25 

38 

35 

25 

26 

28 

32 

28 

25 

25 

34 

46 

42 

44 

38 

46 

49 

38 

34 

35 

29 

33 

43 

40 

43 

57 

54 

36.1 

Lawroncoville 

.  /  Maxinnnn.. 

■17 

53 

57 

42 

19 

44 

42 

40 

40 

40 

41 

43 

51 

65 

72 

75 

74 

72 

65 

65 

60 

38 

52 

61 

72 

80 

77 

83 

82 

78 

74 

69.  2 

\  Minimum,. 

15 

27 

35 

26 

20 

37 

26 

17 

20 

29 

17 

27 

24 

23 

31 

31 

37 

34 

37 

50 

38 

33 

28 

30 

27 

35 

51 

38 

43 

41 

47 

31.4 

Lelinnon  / 

.  /  Maximum.. 
\  Miuinnim.. 

•IS 

o4 

63 

52 

41 

46 

39 

47 

50 

53 

50 

48 

59 

66 

70 

82 

82 

68 

72 

83 

62 

49 

66 

68 

73 

74 

78 

86 

88 

74 

79 

63.8 

24 

27 

32 

30 

30 

32 

36 

27 

2; 

31 

33 

32 

;'.o 

30 

36 

40 

40 

49 

42 

48 

51 

40 

38 

40 

30 

33 

41 

45 

48 

50 

56 

37.0 

Lo\visto\vu/-aS\V 

,  /  Maximum.. 

46 

49 

64 

53 

57 

46 

41 

46 

50 

61 

45 

48 

56 

58 

72 

83 

76 

68 

80 

63 

44 

67 

69 

74 

79 

85 

86 

74 

78 

62.. Sb 

\  Minimum.. 

25 

48 

26 

48 

29 
45 

31 

50 

31 
47 

29 
58 

26 

68 

26 
73 

34 
81 

44 

74 

"■i,i 
70 

42 
60 

'  '74 

53 
63 

37 
46 

37 
65 

39 
71 

31 
72 

'  '.32 

82 

"■78 

44 

85 

42 
86 

46 

76 

51 

77 

36.3' 

Lock  HavenO 

.  /  .Maximum.. 

"•ie 

"46 

'(io 

48 

'47 

"44 

"45 

62.3 

\  Minimum.. 

25 

25 

37 

25 

26 

36 

31 

20 

24 

29 

29 

29 

24 

25 

33 

46 

42 

39 

39 

49 

44 

37 

32 

35 

29 

3(i 

50 

42 

47 

82 

51 

3.5.1 

Marcus  Hook' 

.  (  .Maximum.. 

\  Minimum.. 

.  /  Maximum.. 

\  Minimum., 

48 

;J4 

41 

56 
37 
50 

62 
47 

58 

53 
36 

48 

47 
34 
43 

55 
40 
46 

50 
34 
42 

52 
21 

39 

49 

88 
53 
78 

71 
52 
65 

76 
48 
76 

84 
56 
72 

69 
46 
60 

52 
40 
37 

68 
41 
62 

69 
47 
68 

69 

45 
72 

69 
43 
74 

78 
51 
72 

86 
55 
79 

91 
,66 
77 

78 
87 
69 

82 
51 
72 

66. 8« 

.... 

. . .. 

41.7'' 

Marti  usburgS 

"44 

"44 

"44 

'47 

'h\ 

"66 

"68 

"77 

89.4 

25 

30 

35 

26 

31 

36 

30 

22 

26 

31 

28 

35 

28 

29 

40 

52 

55 

41 

50 

61 

34 

32 

33 

49 

37 

46 

51 

51 

64 

60 

54 

38.5 

Mftuch  Chunk!  SW 

.  /  Maximum.. 
V  Minimum.. 

42 

46 
29 

52 
35 

62 

28 

42 

20 

42 
34 

45 
31 

38 
20 

43 
26 

46 
26 

43 
31 

43 
21 

50 
27 

58 
21 

67 
29 

75 
41 

79 
37 

76 

76 
39 

48 
38 

57 
35 

63 

30 

67 
29 

68 
30 

70 

49 

80 
36 

81 
39 

81 
51 

74 
51 

88.8'> 

"39 

3'2.7'= 

MeadvilleMS 

.  /  Mii.xiraum.. 
\  .Minimum.. 

39 

55 

55 

44 

61 

49 

32 

37 

41 

39 

46 

41 

55 

66 

69 

77 

71 

65 

"66 

"60 

43 

46 

66 

69 

78 

80 

77 

78 

74 

65 

61 

88.3 

17 

24 

37 

19 

21 

32 

27 

15 

17 

22 

26 

21 

21 

21 

25 

35 

43 

32 

32 

56 

38 

29 

26 

32 

33 

37 

49 

43 

48 

44 

44 

31.2 

Mercer3-2.5  NE 

,  /  .Maximum.. 

38 

51 

56 

14 

61 

53 

31 

35 

37 

38 

44 

44 

53 

65 

69 

75 

71 

65 

68 

60 

54 

43 

64 

68 

76 

80 

74 

77 

75 

63 

61 

87.8 

\  .Miuinnim.. 

23 

31 

28 

21 

31 

30 

16 

13 

21 

28 

24 

26 

23 

30 

40 

52 

41 

32 

50 

52 

30 

29 

27 

36 

43 

52 

49 

51 

47 

44 

41 

34.  2 

Midaietowni-1.5  W.  ... 

.  /  Maximum. 

47 

54 

66 

60 

43 

46 

46 

44 

60 

51 

48 

54 

56 

63 

69 

81 

80 

68 

70 

80 

64 

45 

66 

66 

69 

71 

76 

82 

83 

73 

77 

62 .8 

\  Minimum  . 

3(1 

29 

40 

28 

27 

38 

34 

27 

26 

32 

31 

31 

32 

30 

35 

5U 

46 

46 

42 

49 

44 

38 

38 

38 

32 

37 

50 

44 

45 

58 

49 

38.0 

MidlandiJ 

.  /  Maximum.. 
\  Mininnmi.. 

40 

4fi 

58 

47 

61 

55 

45 

44 

47 

47 

46 

48 

55 

61 

72 

75 

72 

65 

67 

62 

57 

47 

67 

72 

77 

82 

75 

79 

78 

64 

69 

60.8 

28 

32 

36 

34 

3! 

38 

27 

24 

27 

34 

24 

28 

27 

28 

37 

47 

47 

37 

49 

57 

33 

33 

33 

40 

41 

48 

47 

45 

48 

48 

46 

37.2 

.Montrose/-3  E 

.  i  Maximum.. 
\  Minimum.. 

.  /  Maximum.. 
\  Minimum.. 

40 

44 

51 

34 

38 

40 

30 

S3 

38 

33 

39 

35 

45 

57 

67 

69 

75 

61 

61 

69 

72 

68 

78 

78 

65 

67 

53. 3« 

16 
43 

20 

48 

26 
61 

25 
47 

IS 
59 

20 
56 

23 
42 

14 
40 

14 
44 

20 
42 

18 
42 

18 
49 

25 
56 

25 

69 

33 
72 

41 
80 

48 
74 

37 

68 

37 

75 

45 
67 

42 

58 

41 

78 

50 
81 

48 
81 

41 
65 

41 

67 

30.26 

Mt.  Lebanon'' 

47 

68 

72 

80 

83 

61.7 

26 

31 

34 

29 

36 

42 

29 

19 

22 

30 

24 

36 

28 

31 

47 

57 

59 

39 

54 

57 

32 

31 

32 

45 

45 

57 

52 

56 

58 

47 

45 

39.6 

Mt.  Pocono'' -2  N 

.  /  .Maximinn.. 
\  Minimum.. 

40 

47 

53 

38 

36 

43 

35 

35 

40 

41 

39 

36 

46 

56 

67 

72 

76 

60 

63 

75 

55 

37 

52 

58 

69 

67 

69 

79 

79 

64 

70 

.64.7 

21 

26 

32 

22 

17 

32 

21 

16 

23 

23 

22 

21 

27 

27 

38 

49 

49 

39 

38 

53 

31 

29 

28 

35 

30 

38 

51 

48 

52 

42 

48 

33.2 

New  Bloomtield 

.  (  Maximum  . 
\  Minimum. . 

47 

52 

64 

61 

44 

45 

46 

45 

49 

50 

49 

48 

56 

65 

69 

82 

78 

73 

72 

80 

72 

53 

67 

68 

72 

73 

78 

83 

85 

78 

78 

63.9 

25 

22 

41 

27 

22 

35 

33 

21 

2f. 

25 

27 

27 

25 

24 

30 

45 

40 

46 

38 

48 

51 

37 

35 

34 

27 

39 

49 

38 

42 

53 

52 

38  0 

Newbtirgl-3.5NW 

.  /  Maximum . 

46 

4!< 

65 

50 

42 

50 

44 

44 

48 

48 

60 

52 

58 

66 

70 

82 

80 

76 

74 

81 

64 

42 

70 

70 

72 

72 

80 

80 

84 

74 

74 

63.1 

\  Minimum.. 

18 

2S 

39 

29 

28 

32 

36 

26 

32 

28 

30 

2f- 

34 

30 

36 

51 

.50 

42 

41 

50 

43 

35 

38 

40 

34 

38 

62 

46 

48 

58 

50 

37.8 

NewCastle-1.5N 

.  /  .Maximum.. 
\  Minimum., 

511 

57 

58 

50 

62 

58 

41 

38 

43 

43 

48 

44 

57 

68 

70 

80 

74 

71 

72 

71 

60 

48 

69 

70 

80 

83 

83 

81 

76 

66 

66 

62.6 

27 

32 

41 

23 

27 

41 

30 

17 

23 

30 

22 

28 

23 

25 

30 

54 

46 

33 

47 

57 

37 

30 

30 

38 

37 

47 

49 

45 

48 

45 

49 

35.8 

Palmertonl 

.  /  .Maximum.. 
\  Minimum.. 

44 

40 

54 

45 

40 

45 

43 

43 

45 

48 

44 

43 

49 

55 

69 

77 

80 

58 

67 

77 

•  60 

42 

52 

63 

66 

69 

73 

81 

83 

72 

76 

58.4 

31 

27 

40 

30 

24 

37 

30 

24 

31 

31 

33 

32 

30 

25 

35 

48 

43 

41 

45 

48 

40 

37 

37 

34 

33 

36 

47 

43 

47 

53 

48 

36.8 

Park  PlaceS-l  N\V 

.  (  Maximum.. 
\  Minimum.. 

40 

47 

56 

42 

34 

41 

32 

37 

42 

40 

41 

38 

48 

56 

66 

74 

76 

61 

62 

74 

56 

37 

54 

60 

68 

65 

69 

76 

79 

66 

71 

56.1 

23 

28 

30 

23 

24 

32 

17 

17 

23 

29 

27 

2(' 

27 

34 

42 

51 

57 

48 

47 

55 

37 

30 

30 

38 

39 

42 

61 

67 

58 

48 

42 

36.5 

Philadelphia Arpt  '..  . 

.  /  Maximum.. 
\  Minimum.. 

4U 

52 

58 

48 

44 

51 

47 

44 

50 

54 

46 

49 

.67 

62 

66 

82 

86 

68 

77 

83 

63 

45 

63 

68 

68 

68 

76 

83 

87 

74 

80 

62.8 

31 

31 

47 

30 

30 

39 

33 

28 

30 

33 

28 

28 

32 

33 

41 

51 

50 

41 

40 

50 

45 

38 

39 

44 

41 

37 

47 

17 

51 

58 

51 

39.6 

Philadelphia  C.  0.1.  ... 

)  Maximum.. 
\  Minimum.. 

4".) 

^2 

60 

48 

44 

.50 

47 

45 

60 

51 

48 

47 

58 

62 

60 

81 

86 

69 

77 

82 

66 

44 

62 

69 

68 

67 

76 

83 

85 

77 

79 

62.9 

31 

31 

47 

36 

34 

40 

33 

28 

36 

38 

35 

34 

30 

39 

48 

53 

62 

48 

47 

59 

44 

39 

40 

49 

48 

45 

53 

59 

57 

59 

82 

44.2 

Phila.  Shawmont 

.  /  Maximum.. 

47 

55 

59 

52 

61 

50 

42 

45 

49 

51 

49 

49 

56 

60 

65 

82 

84 

78 

76 

83 

82 

46 

61 

67 

69 

70 

78 

84 

87 

85 

79 

64.2 

\  Mini  mum.. 

30 

2S 

33 

34 

26 

37 

37 

26 

26 

41 

34 

30 

30 

30 

31 

57 

47 

52 

42 

50 

45 

37 

38 

52 

34 

36 

47 

48 

49 

60 

86 

39.8 

Philip.sburg3-7  E 

.  i  Maximum.. 
\  Minimum.. 

36 

46 

54 

46 

40 

4fi 

35 

36 

40 

37 

42 

41 

49 

62 

66 

74 

73 

65 

64 

67 

55 

33 

60 

65 

69 

74 

72 

78 

79 

67 

70 

86.1 

20 

22 

28 

21 

28 

33 

21 

16 

21 

26 

26 

29 

23 

23 

31 

41 

38 

34 

48 

50 

32 

28 

28 

28 

•25 

46 

43 

39 

41 

43 

40 

31  4 

PhoenixviHe-1.5SE... 

.  /  .Maximum.. 
1  .Minimum.. 

49 

57 

59 

59 

49 

50 

46 

46 

53 

63 

61 

56 

61 

67 

76 

84 

87 

73 

76 

86 

74 

46 

63 

71 

71 

70 

78 

85 

88 

83 

85 

66.8 

29 

37 

45 

33 

22 

33 

36 

22 

22 

25 

32 

26 

26 

24 

35 

47 

42 

48 

35 

47 

44 

39 

37 

31 

28 

31 

42 

42 

44 

60 

54 

36.0 

Pittsburgh  Arpt  Sta.'.. 

.  /  Maximum.. 
\  Minimum.. 

42 

52 

59 

48 

59 

56 

41 

38 

42 

47 

49 

51 

58 

68 

72 

78 

73 

69 

76 

68 

57 

46 

66 

73 

80 

81 

76 

80 

80 

65 

68 

61.9 

26 

32 

3(1 

29 

36 

41 

28 

22 

25 

31 

20 

3! 

31 

33 

46 

57 

53 

43 

53 

56 

32 

31 

34 

50 

49 

68 

54 

55 

.59 

48 

45 

40.4 

Pittsburgh  City  Office' . 

.  /  .Maximum.. 
\  Minimiun.. 

44 

5r; 

61 

49 

60 

57 

41 

40 

45 

48 

47 

51 

57 

69 

73 

81 

74 

69 

74 

67 

59 

48 

68 

74 

81 

82 

79 

81 

82 

66 

68 

62.9 

2!) 

36 

38 

31 

36 

41 

2S 

2C. 

29 

34 

30 

35 

30 

34 

42 

60 

63 

42 

57 

67 

32 

34 

37 

48 

44 

57 

57 

55 

59 

49 

49 

41.6 

Port  Clinton/ 

.  (  Maximum.. 

\  Minimum.. 

45 

5(1 

61 

45 

40 

45 

40 

42 

43 

41 

42 

46 

52 

60 

67 

79 

80 

63 

65 

82 

61 

43 

60 

66 

65 

67 

73 

83 

84 

71 

75 

69.2 

22 

25 

31 

30 

23 

33 

34 

25 

25 

28 

31 

30 

30 

25 

34 

46 

43 

43 

35 

46 

52 

39 

37 

32 

31 

35 

40 

40 

40 

60 

52 

38.1 

Putney  ville-2 .5  SE 

.  /  Maximum.. 
V  Minimum.. 

46 

44 

55 

48 

57 

53 

46 

40 

38 

40 

44 

4! 

56 

64 

68 

76 

73 

72 

65 

62 

58 

40 

65 

66 

75 

80 

75 

79 

77 

65 

66 

89.1 

25 

26 

35 

22 

28 

44 

30 

17 

22 

29 

23 

29 

20 

25 

33 

49 

36 

32 

43 

55 

36 

31 

28 

35 

33 

50 

51 

42 

47 

46 

41 

34.3 

Quakertown-0.5  E 

.  /  Maximum.. 

45 

50 

57 

47 

44 

46 

47 

43 

47 

52 

44 

4,1 

55 

60 

69 

78 

83 

74 

71 

82 

-  76 

44 

60 

66 

66 

68 

73 

83 

81 

80 

76 

61.7 

\  Minimum.. 

27 

24 

42 

30 

21 

35 

33 

22 

22 

25 

30 

24 

27 

23 

30 

47 

72 

48 

34 

60 

42 

36 

35 

36 

29 

36 

44 

40 

42 

63 

61 

36.4 

Reading! 

.  /Maximum.. 

49 

54 

62 

51 

42 

47 

46 

45 

60 

53 

48 

48 

57 

63 

71 

83 

85 

67 

75 

84 

63 

46 

63 

70 

72 

72 

77 

85 

86 

76 

80 

63.6 

\  Minimum.. 

31 

33 

4} 

34 

30 

38 

33 

2S 

32 

33 

35 

34 

36 

35 

40 

54 

53 

48 

47 

53 

46 

39 

39 

41 

40 

41 

51 

52 

53 

61 

50 

41.4 

Ridgway/ 

.  /  Maximum.. 
\  Minimum.. 

39 

51 

58 

49 

56 

47 

36 

41 

42 

40 

46 

47 

55 

64 

70 

78 

72 

68 

66 

69 

46 

37 

63 

65 

78 

82 

77 

73 

72 

61 

61 

58.2 

5 

22 

28 

18 

17 

30 

30 

10 

10 

16 

29 

26 

17 

17 

19 

29 

35 

29 

28 

52 

45 

31 

22 

21 

23 

23 

37 

35 

35 

40 

43 

•26.5 

Scranton' 

.  (  Maximum.. 
\  Minimum.. 

45 

50 

59 

40 

46 

45 

36 

39 

44 

44 

43 

43 

52 

64 

73 

76 

81 

65 

61 

75 

60 

43 

54 

61 

71 

76 

72 

83 

82 

68 

77 

59.0 

27 

30 

35 

28 

23 

36 

27 

20 

2S 

31 

29 

32 

31 

28 

37 

51 

46 

42 

39 

54 

43 

33 

33 

36 

33 

43 

51 

45 

50 

48 

48 

36.7 

Selinsgrove 

.  /  Maximum.. 
\  Minimum.. 

47 

48 

63 

62 

45 

46 

46 

46 

49 

48 

53 

47 

57 

63 

69 

81 

79 

74 

65 

78 

77 

52 

64 

67 

70 

71 

77 

82 

83 

76 

73 

63.1 

26 

24 

39 

27 

24 

36 

31 

22 

24 

27 

29 

26 

22 

25 

83 

49 

39 

43 

38 

50 

49 

37 

34 

33 

28 

40 

50 

40 

46 

44 

46 

34.8 

Somerset 

.  /  Maximum.. 
\  iMiuimum.. 

40 

46 

57 

55 

51 

53 

48 

40 

42 

45 

47 

56 

65 

66 

70 

76 

75 

68 

78 

75 

63 

38 

62 

69 

75 

77 

74 

77 

78 

69 

71 

61.2 

2', 

23 

45 

25 

27 

43 

29 

19 

25 

25 

26 

26 

19 

18 

28 

48 

40 

32 

45 

48 

36 

30 

31 

48 

30 

35 

48 

33 

39 

47 

43 

33.4 

SpringsB-lSW  

.  /  Maximum.. 
\  Minimum.. 

38 

48 

57 

52 

48 

58 

48 

39 

40 

45 

4- 

56 

53 

63 

67 

74 

72 

67 

76 

71 

58 

34 

60 

67 

72 

74 

70 

75 

74 

61 

09 

.69.1 

22 

23 

40 

28 

2S 

41) 

18 

21 

23 

26 

24 

25 

20 

26 

32 

47 

44 

32 

38 

45 

30 

28 

23 

35 

33 

38 

48 

40 

42 

49 

37 

32.4 

State  College' 

.  /  Maximum.. 
\  Minimum.. 

41 

49 

59 

46 

45 

46 

37 

42 

45 

42 

46 

46 

53 

67 

70 

78 

75 

65 

68 

74 

61 

38 

64 

67 

73 

75 

75 

81 

80 

74 

74 

59.8 

25 

31 

35 

27 

29 

37 

31 

21 

27 

31 

32 

36 

31 

28 

40 

54 

53 

42 

49 

63 

38 

32 

35 

43 

33 

50 

64 

49 

53 

51 

45 

38.5 

Stroudsburg-2  E 

.  /  Maximum.. 
\  Minimum.. 

49 

51 

55 

48 

49 

44 

45 

46 

48 

51 

51 

49 

56 

63 

71 

78 

84 

66 

68 

80 

79 

47 

61 

67 

72 

72 

76 

85 

86 

84 

78 

63.2 

28 

23 

37 

29 

20 

35 

33 

18 

20 

26 

27 

24 

27 

22 

30 

46 

40 

44 

32 

45 

45 

38 

36 

30 

28 

31 

44 

39 

42 

52 

83 

33.7 

Tamarack  /-2  S 

.  /  Maximum.. 

42 

48 

52 

44 

41 

42 

36 

40 

12 

39 

43 

40 

51 

62 

64 

74 

71 

67 

69 

60 

44 

31 

57 

64 

79 

76 

74 

80 

SO 

68 

71 

56.1 

\  Minimum .. 

13 

18 

28 

20 

19 

24 

25 

14 

14 

19 

23 

22 

25 

25 

34 

44 

50 

36 

36 

48 

43 

29 

26 

26 

38 

39 

46 

51 

56 

44 

43 

31.5 

Tionesta/-1.5SE 

.  /  Maximum . 

40 

.50 

58 

45 

60 

46 

32 

39 

39 

43 

45 

45 

53 

66 

68 

71 

72 

66 

66 

60 

42 

41 

64 

68 

76 

80 

75 

78 

76 

66 

65 

57  8 

(Minimum.. 

18 

23 

32 

17 

20 

32 

27 

12 

16 

25 

25 

26 

20 

20 

25 

34 

36 

29 

30 

52 

39 

30 

24 

31 

28 

38 

40 

38 

42 

42 

45 

29.5 

Titasville-2  S 

.  /  Maximum.. 

37 

39 

53 

45 

59 

57 

39 

38 

38 

38 

45 

43 

54 

65 

71 

76 

72 

68 

66 

66 

59 

40 

64 

68 

78 

82 

78 

78 

77 

65 

63 

58.7 

\  Minimum.. 

20 

28 

34 

12 

28 

38 

26 

11 

19 

30 

24 

30 

19 

26 

37 

52 

50 

30 

46 

.65 

33 

30 

24 

31 

30 

51 

49 

48 

48 

43 

40 

33  6 

Towanda-1  E 

.  (  Maximum.. 

49 

56 

62 

43 

49 

4X 

42 

42 

47 

40 

45 

42 

63 

66 

73 

78 

76 

69 

63 

73 

59 

46 

54 

63 

69 

79 

75 

83 

8;3 

77 

74 

60.5 

\  Minimum.. 

22 

28 

39 

26 

19 

38 

28 

16 

20 

26 

22 

26 

28 

22 

32 

42 

38 

38 

35 

52 

40 

34 

33 

80 

26 

37 

80 

40 

43 

44 

50 

33.0 

Continued  on  page  24. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


March  1945 


Daily  Temperatures  for  March  1945 — Continued  from  page  23. 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

30 

31 

Mean 

.  t  Maximum.. 
\  Minimum.. 

4/i 

49 

fil 

56 

64 

62 

51 

42 

60 

53 

51 

59 

57 

70 

77 

83 

78 

74 

81 

76 

64 

45 

70 

77 

85 

86 

81 

83 

82 

66 

74 

66.2 

•ffl 

29 

49 

31 

38 

51 

33 

25 

26 

34 

25 

31 

24 

28 

37 

60 

61 

40 

53 

64 

38 

32 

30 

41 

45 

69 

55 

44 

50 

50 

50 

40.1 

Vandergrifti 

.  ( Maximum.. 
\  Minimum. 

44 

49 

62 

.52 

62 

56 

46 

42 

45 

50 

49 

52 

56 

69 

75 

80 

74 

70 

71 

66 

,57 

48 

69 

74 

85 

86 

80 

83 

81 

68 

72 

63.6 

,sn 

30 

37 

27 

30 

45 

32 

22 

26 

33 

30 

31 

25 

27 

34 

52 

48 

35 

46 

54 

35 

34 

32 

40 

45 

45 

54 

45 

60 

51 

4/ 

37.8 

.  f  Maximum.. 

41 

41 

M 

43 

58 

49 

32 

39 

39 

39 

45 

40 

53 

64 

69 

74 

71 

67 

62 

59 

.56 

35 

58 

63 

70 

80 

74 

79 

76 

60 

67 

56.8 

\  Minimum.. 

•;'4 

'.^9 

33 

20 

25 

,32 

25 

16 

19 

30 

25 

81 

22 

24 

32 

49 

41 

31 

42 

55 

32 

32 

22 

32 

30 

45 

52 

42 

46 

44 

41 

33.0 

VVaynesburg 

.  /Maximum.. 

44 

47 

5X 

54 

60 

58 

49 

39 

47 

50 

50 

57 

58 

68 

73 

79 

76 

71 

79 

71 

61 

48 

66 

75 

84 

81 

77 

80 

78 

64 

67 

63.5 

\  Minimum .. 

?fi 

28 

45 

26 

27 

49 

30 

21 

21 

32 

19 

27 

20 

23 

35 

68 

50 

35 

47 

63 

35 

30 

28 

41 

36 

57 

49 

44 

47 

47 

4V 

36.5 

Wellsboro/ 

(  Maximum.. 

4fi 

m 

57 

41 

46 

45 

37 

42 

45 

41 

45 

44 

52 

64 

71 

76 

73 

68 

64 

67 

39 

35 

56 

60 

V4 

78 

75 

81 

80 

69 

72 

57.8 

\  Minimum.. 

IS 

l.S 

33 

22 

19 

20 

25 

14 

13 

18 

17 

17 

20 

19 

19 

29 

36 

33 

33 

46 

38 

31 

24 

24 

23 

23 

43 

35 

35 

42 

41 

26.5 

West  Chester 

.  /  Maximum.. 

47 

5B 
49 

57 
44 

50 
33 

45 
29 

50 

38 

46 
36 

44 

25 

50 
28 

63 
30 

48 
34 

48 
29 

58 
31 

62 
31 

70 
42 

82 
50 

85 
54 

72 
61 

77 
44 

83 
52 

76 
45 

46 
38 

63 
36 

69 
42 

70 
39 

69 
39 

76 

47 

84 
61 

87 
52 

79 
59 

79 
54 

63.  9  . 

40.0 

.  1  Maximum.. 

47 

,W 

60 

43 

42 

45 

40 

41 

49 

47 

47 

44 

55 

64 

74 

78 

82 

67 

64 

78 

59 

43 

58 

63 

70 

75 

V 

83 

83 

69 

VV 

60.4 

?9 

2fi 

39 

26 

24 

35 

23 

19 

24 

28 

28 

29 

28 

26 

33 

47 

40 

39 

39 

43 

42 

34 

35 

31 

32 

39 

47 

41 

46 

48 

43 

31.2 

Williamsport  Arpt.'i-4  E  i  Maximum.. 

4ti 

45 

60 

4fi 

42 

43 

40 

43 

47 

46 

48 

44 

66 

63 

69 

80 

71 

65 

67 

73 

66 

42 

61 

66 

69 

71 

76 

83 

83 

71 

75 

.59.3 

^  Minimum.. 

.  /  Maximum.. 

\  Minimum.. 

?7 

27 

34 

26 

26 

35 

26 

21 

24 

28 

29 

32 

28 

2b 

34 

47 

41 

42 

42 

52 

42 

36 

34 

33 

30 

48 

47 

42 

4b 

51 

iJ 

35.5 

46 

52 
2'; 

61 
41 

63 
28 

55 
23 

45 
35 

46 
31 

44 

24 

48 
26 

50 

26 

48 
31 

47 

25 

56 
33 

64 
27 

72 
33 

80 
.50 

81 
42 

78 
47 

73 
37 

79 
49 

68 
46 

47 
37 

63 
36 

67 
40 

73 

28 

73 
37 

76 
49 

83 
40 

84 
44 

82 
64 

7V 
55 

64.0 

36.5 

\Voodward''-'2  NE 

.  (  Maximum.. 
\  Minimum ., 

m 

45 

51 

42 

36 

44 

32 

38 

43 

37 

43 

37 

50 

63 

66 

75 

73 

62 

62 

73 

55 

34 

58 

62 

65 

V3 

IJ 

Vtf 

79 

69 

69 

55  7 

IK 

30 

27 

22 

27 

31 

21 

19 

22 

28 

24 

30 

27 

35 

46 

51 

60 

39 

51 

54 

34 

29 

28 

38 

40 

4b 

50 

5/ 

b( 

4/ 

41 

36. 1 

Yorli-3  SV\'          

,  (  Maximum.. 
\  Minimum.. 

50 
29 

56 
27 

63 
46 

63 
33 

53 
27 

47 
38 

46 
36 

47 
27 

52 
26 

53 
28 

62 
29 

54 
29 

59 

24 

67 
29 

72 
36 

83 
49 

84 
46 

75 
47 

83 
42 

84 
49 

77 
56 

60 
35 

68 
34 

71 

38 

74 
29 

75 
36 

48 

84 
44 

86 
46 

84 
59 

81 
66 

67.1 

37.9 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSURE,  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind" 

Relative 

OJ 

(reduced  tc 

sea  level) 

Humidity 

2 

Stations 

3 

a 
a 

>. 

S 

*^ 

.a 

It 

0 

o 

a 

g 

s 

1 

1 

g-3 

0)  o 

s 

f 

p. 

.1' 

til 
0) 

w 

a 

s 

a 

<> 

y  S- 

o 

« 

r* 

^ 

t^ 

Ph 

O 

30.37 
30.  33 

11 

18 

29.  30 
2<).  33 

31 
21 

8.2 
7.8 

27 
41 

sw. 
s. 

31 

84 
80 

73 
50 

81 
60 

59 

65 

574 

Ilarrisburg 

413 

Piiiladelpliia  — 

30.  37 

11 

29.  40 

21 

8.1 

37 

sw. 

31 

84 

48 

60 

59 

439 

Philipsburg 

30.34 

18 

29.  35 

21 

10.3 

45« 

sw. 

31 

83 

08 

68 

658 

Pittsburgh 

30.  35 

18 

29.  41 

21 

10.4 

44 

w. 

31 

77 

56 

61 

56 

446 

Reading..    .   

30.35 

12 

29.  40 

21 

10.9 

42 

w. 

31 

72 

45 

4b| 

62 

411 

Scranton 

30.32 

18 

29.36 

31 

6.3 

26 

sw. 

31 

84 

63t 

6b 

630 

•  For  any  five-minute  period.  **  Corrected  to  true  velocities, 

t  12:00  noon.     1:4:00  p.m.        5i  Also  other  dates.        •  One-minute  interval. 


KIVEB  CONDITIONS 


Stations 


Port  Jervls.N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley.(nr)Lock  No.  6. 

Sutersville 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Rivers 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio 


1 

£ 
5 

to 

^ 

0) 

s 

t 

^ 

d 

o 

d 

w 

a 

>S 

Q 

6.6 
9.3 
5.0 
6.4 

14.3 

10.6 
7.7 
8.9 

22.2 
8.1 

18.3 


10.4 

18 

4.3 

31 

15.3 

19 

5.1 

31 

6.2 

4 

4.0 

31 

8.8 

7 

4.7 

31 

21.2 

5 

8.4 

31 

18.0 

4 

4.6 

31 

14.5 

8 

5.3 

31 

13.4 

5 

.5.4 

31 

33.8 

7 

16.7 

31 

18.9 

7 

4.9 

18 

31.7 

7 

13.2 

21 

33.4 

7 

• 

44.3 

7 

•  Pool  stage. 


t  On  other  days  also. 


18 
•22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


FOOTNOTES 

Figiu-es  and  letters  following  stations  Indicate  di.stance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of. the  entire  period 
for  stations  having  10  or  more  vears  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals.  X\  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  othervpisc  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

"■. '',  °,  etc.    Number  of  days  missing,  for  example,  ''  indicates  two  days  missing. 

Italics,  data  interpolated. 

$  Partly  interpolated. 

S^$  Incomplete. 

t  ."^nd  other  dates. 

■j-f  Daily  amounts  inconsistent. 

t  Received  too  late  to  be  included  in  means  and  summaries. 

•  Included  in  next  measurement. 

//  Wind.iihield  on  gage.  . 

/  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 

1  Midnight  to  midnight. 

"^  Measured  in  the  morning  for  the  preceding  24  hours. 

3  Data  for  24  hours  ending  at  1:30  a.  m.  of  the  following  day. 

■<  Best  available  used  for  stations  not  equipped  with  recorders. 

5  Recording  gage. 

6  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 

7  Noon  to  noon. 


follows : 


liist  of  Changes  in  Station  Desigrnations 

For  more  exact  location  of  the  equipment,  station  names  have  been  changed  as 


formerly 


Dauphin 

Farrell 

Ford  City 

Grantville 

Hawley,  IS. 

Jamestown 

Kregar 

McConnellstown 

Milroy 

Monroeton 

NeflEs  Mill 

Newburg  ' ' 

Putney  ville 

Sheffield 

Tyrone 

Williamsport4SE" 


Peters  Mountain  Tower 

Sharon 

Crooked  Creek  Dam 

Manada  Gap 

Wallenpaupack  Dam  (Evaporation) 

Pymatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Shaver  Creek  (Evaporation) 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherrv  Grove 

Bald  Eagle 

Shaffers  Path 

(W.  B.  O.,  PhUadelphla-6.13-45-976) 


r' 
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PENNSYLVANIA  SECTION 

L.  F.  CONOVEK 
HABRISBURQ,  PA. 


Vol.  L. 


April  1945. 


No.  4. 


Sdrscuiption  Pmce:  25  cents  per  annum  :  (not  stamps). 
Remit  directly  to  Si'perintendkiit  of  Documents  Washington,  25  D.  C. 

&ENERAI-  SUMMARY. 

Vegetation's  phenomenal  start  in  March  continued  through 
the  Hrst  half  of  April  (which  averaged  about  11°  above  normal) 
and  well-founded  anxiety  grew  as  to  the  prospects  of  damaging 
frosts.  The  average  last  killing  frost  in  spring  occurs,  in  the 
southeastern  counties,  about  April  10  and  ranges  to  as  late  as 
early  June  in  Potter  County,  but  the  most  common  date  for  the 
State  as  a  whole,  is  May  8.  Conditions  were  too  ideal  and  a 
reaction  to  cold,  wet  weather  prevailed  for  the  latter  half  of  the 
month,  with  at  least  one  hard  freeze  general  in  most  localities, 
except  the  southeast  counties. 

At  the  beginning  of  the  month,  a  brief  change  of  airmass, 
from  warm  to  cold,  set  of?  rather  severe  thunderstorms  on  the 
1th,  during  which  high  winds  caused  some  damage  in  the  south- 
west. A  six-family  row  house  at  Crescent  Heights,  Washing- 
ton County,  was  unroofed  and  moved  from  its  foundation. 
Trees  were  blown  down  and  electric  service  was  interrupted. 
Work  was  halted  in  Monessen  due  to  power  failure.  One  storm 
followed  a  path  from  Murrysville  to  Tunnellton,  blowing  down 
trees  and  resulting  in  minor  damage  to  property.  Lowest  tem- 
peratures of  the  month  occurred  on  the  5-6th  and  justified  ear- 
tier  anxiety  about  frosts.  This  was  the  first  time  since  early 
March  that  daily  temperatures  fell  below  normal.  Hail  fell  on 
the  5-6th  at  scattered  stations. 

Temperatures  rose  again  during  the  following  week  and  were 
climaxed  by  highest  readings  of  the  month  about  the  13th.  An 
unusual  feature  was  the  fact  that,  at  many  eastern  stations, 
(April's  extreme  maxima  were  lower  than  those  of  March.  New 
record  maxima  for  the  day  were  set  at  Pittsburgh  on  the  10th, 
md  at  Harrisburg  on  the  13th.  By  the  latter  date,  dogwood 
»vas  blossoming  at  Valley  Forge,  more  than  a  month  early. 

The  balance  of  the  month  was  cool  and  wet.  Minor  storm 
iamage  occurred  at  Reading  on  the  14th,  where  a  new  record 
maximum  wind  velocity  for  April  was  established.  The  19-23d 
ivas  the  longest  period  during  which  temperatures  were  below 
lormal  since  mid-February,  and  the  closing  days  of  the  month 
Neve  cooler,  relatively,  than  any  period  since  January.  Frost 
;vas  reported  on  the  20th  at  southwestern  stations,  and  more 
generally  on  the  23d.  On  the  latter  date,  fruits  and  vegetation, 
;vhich  were  not  far  advanced,  were  injured.  Hail  fell  at  Coates- 
alle  on  the  14th,  and  on  the  20-21st  chiefly  in  the  southwest. 
Damage  from  hail  was  reported  near  Philadelphia  on  the  22d 
md  scattered  localities  reported  occurrences  on  the  26th.  Wind 
iamaged  property  in  the  Philadelphia  area  on  the  27th. 

Agricultural  prospects  were  bright  as  the  month  began,  but 
Tosts  nullified  the  rapid  progress  which  continued  until  the 
t4th.  The  frost  on  the  23d  was  the  most  damaging.  Fruits 
vere  hard  hit,  and  prospects  were  reduced  one-half.  Cherries 
luflfered  most,  many  orchards  being  a  complete  loss.  Although 
;he  latter  part  of  the  month  was  unfavorable,  cool,  and  wet, 
spring  plowing  and  planting  were  ahead  of  the  average,  and 
yere  about  twice  as  far  advanced  as  they  were  last  year  at  this 
ime. 


the  rc{)ort8  of 
liiiil  for  April, 
till!  lowoHt  waH 
MarcuH  Hook 


TEMPJESRATURB. 

The  average  tinnperattire  for  the  StaU;  uh  deduced  froin 
K2  .slatioiiH  was  52.4",   which  is  ;{.K"  ahove  the  oK-yt-ar  nor 
Tlie  iiif^iiest  monthly  mean  was  5!). 7"  at  Mannis  llook,  and 
4().()°at  Kane.    Extremes  ranged  fnmi  a  maximum  of  !)0°  at 
oil  the  14th,  to  a  uiiiiimuui  of  18°  at  Si)riiit;s  on  the  ()th. 

PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the  observa- 
tions at  193  stations,  was  4.17  inches,  which  is  0.72  inch  ahove  tlie  58- 
year  normal  for  Ai»ril.  The  greatest  monthly  amount  was  (i.<)7  inches  at 
South  Mountain,  while  the  least  was  l.i)3  inches  at  Covington.  The  great- 
est amount  recorded  in  any  24  consecutive  hours  was  l.!»2  inches  at 
I)oyle.stown  on  the  25th. 

The  average  snowfall  for  the  State  was  a  trace,  which  is  2.2  inches  be- 
low the  58-year  normal.  The  greatest  monthly  snowfall  was  1.<J  inclK«  at 
Kane.  The  greatest  fall  for  any  observational  day  was  1 . 2  inches  at  Kane 
on  the  6th. 

ERRATA 

March.  1945.— Page  20,  Middletown,  precipitation  on  5th  should  be  0.05 inch. 


COMPARATIVE    DATA  FOR   APRIL 


Year 


1S8». 
l.'S»9. 
1890. 

i»yi. 

1S92. 
1893. 
18U4. 
1895 
1896. 
1897. 
1»U». 
IB99. 
lyuO. 
1901. 
19U2. 
191)3. 
1904. 
1905. 
1906. 
1907. 
1908. 
1909. 
1910. 

1911. 
1912. 
1913. 
1911. 
1916. 
1916. 
1917. 
1918. 
1919. 
1920. 
1921.. 
1922 . 
1923., 
19-24. 
1925., 
19^6., 
1927., 
1928., 
1929., 


1930. 
1931. 
1932. 
19  >3. 
1934 . 
1935. 
1936. 
1937. 
1938. 
1939. 
1940. 
1911. 
1942. 
1943., 
1944. 
1945,, 


Temperature 


Period  , 


47.2 
49.7 
48.6 
49.8 
46.9 
47.7 
48.0 
49.2 
53.0 
49.0 
45.6 
50.2 
49.2 
47.2 
48.0 
48.8 
44.7 
48.4 
.50.0 
43.6 
49.8 
48.5 
52.6 

46.2 
50.2 
50.6 
47.3 
53.9 
48.0 
48.5 
48.2 
48.5 
46.0 
55.3 
SO.l 
48.3 
46.5 
51.3 
44.9 
47.7 
46.0 
51.4 

48.2 
48.4 
47.0 
50.9 
48.9 
47.1 
46.1 
47.7 
51.3 
46.7 
45.1 
65.1 
52.8 
43.1 
45.5 
52.4 

48.6 


Precipitation 


2ti 
0^  o 

J; « 


,  No.  of  days. 


o  ^ 

a  P< 


86 

9 

84 

16 

89 

12 

84 

8 

89 

0 

87 

8 

89 

13 

84 

6 

83 

18 

90 

17 

93 

5 

98 

15 

87 

16 

87 

14 

81 

12 

90 

6 

87 

8 

96 

10 

91 

11 

89 

-5 

82 

6 

96 

9 

84 

9 

92 

17 

88 

11 

94 

19 

92 

9 

85 

16 

H6 

14 

89 

15 

86 

14 

91 

12 

90 

14 

89 

19 

92 

11 

90 

9 

82 

9 

94 

18 

94 

14 

83 

7 

81 

6 

90 

18 

98 

-5 

2.52 
4.50 
3.46 
2.08 
2.04 
4.74 
3.62 
3.76 
1.75 
3.80 
2.93 
1.76 
1.57 
5.41 
3.56 
3.53 
3.45 
2.84 
3.13 
2.64 
3.51 
5.39 
5.07 

3.79 
4.39 
3.82 
4.66 
1  92 
3.65 
2.08 
4.53 
2.70 
4,39 
3.11 
3.17 
2.94 
4,15 
2.32 
2.03 
3.52 
5.50 
6.12 

2.71 
3.33 
1.71 
4.49 
3.06 
2.56 
3.01 
5.53 
2,85 
3.70 
5.30 
2.02 
2.21 
3.97 
4.06 
4.  17 

3.45 


1.3 
0.9 
0.4 
1.2 
l.i 
0.6 
14.7 
0.2 
0.9 
0.3 
2.5 
0.5 
0.9 
4.9 
3.0 
T 
1.0 
2.8 
0.6 
4.0 
1.0 
2.6 
0.6 

4.4 
1.6 
0.2 
.1 
,6 
,6 
6 


1 

5 
2 
10 
1.2 
3.0 
0.8 
0.4 
1.9 
7.4 
0.5 
0.9 
1.0 
6.5 
1.1 

1.1 
2.3 
1.2 
0.5 
0.6 
2.9 
1,3 
0.2 
3.5 
1.0 
2  3 

T. 
4.5 
3.7 
2.5 

T. 

2.2 


11 
10 

8 
10 
14 
11 
10 

8 
10 
12 

6 

8 
11 

9 
10 
13 
12 

9 
11 
12 
13 
13 

13 
15 
11 
14 

8 
14 

9 
14 
U 
16 
11 
12 

9 
12 
10 

9 
13 
13 
15 

10 
10 

8 
13 
11 
11 
14 
14 
10 
15 
12 

6 

7 
14 
16 
13 

11 


08  O 
^4  V 


6 
U 

8 

8 
10 
13 
11 
12 
10 

9 
13 

6 

8 
16 
12 
12 
14 
10 

8 
13 
10 
11 
11 

12 
13 
12 
12 

7 
12 

9 
11 
10 
12 
10 

9 


9 
11 
10 
13 

11 
10 
10 
10 
9 
12 
14 
13 
10 
14 
14 
6 
9 
12 
15 
12 


X 


26 


CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


April  194S 


^ 


Olim 

itologrical  Data  for 

April  1945 

Counties 

1 

% 

1 

0. 

3 

Temperature,  in 

degrees  Fahr. 

Precipitation,  in  inches 

No.  of  days 

■o-g 

r 

Observers 

stations 

S 

S 
£§ 

3  O 
cS  0) 

Q 

1 

W 

1 

0 

1 

3 

1 

0 

H 

I-. 

=  2 

.9  m 

g  0 

2 
0 

d 
Q 

"3^ 

^  s 

0 

11 

Oi"" 

0 

0 
o 

■0 

3 
0 
0 

Atlantic  Drainage 
Allentowu  Arpt  -4  NE. 

Altooua-1.5  W 

Burnt  Cabius-2  NE  — 

Lehigh    

384 

1,500 

990 

473 

600 

431 

2,  -215 

2,020 

2, 125 

1,100 

H65 

1,  020 
1,970 

184 

500 

900 

600 

351 

980 

200 

700 

255 

996 

469 

580 

557 

12 

1,493 

1,176 

1,914 

46S 

10 

1.916 

100 

407 

480 

273 

746 

476 

1,217 

44r) 

2,  250 
754 

1.  319 
440 
544 
520 
775 

2,191 
390 

5 
60 

4 
77 
50 
58 

3 

4 

8 
59 
48 
23 
52 
39 
72 
41 
4! 
76 
35 
30 
58 
58 
48 
61 

7 
54 
19 

3 
40 

4 
27 

4 

3 
36 

7 
60 
75 
51 
55 
60 
26 

5 
51 
75 
96 

7 

1 
29 

4 
57 

.52.  6 
,52.2 
53.0 
53.5 
53.9 
55.4 
47.4 
48.5 
.50.8 

+  3.9 
+  4.1 

'  +  i.'.5' 
+3.4 
+4.9 

84 
83 
83 
83 
82 
84 
80 
80 
81 

13 
13 

13 
13 
13 
14 
12 
13 
13 

28 
26 
25 
25 
27 
30 
19 
23 
28 

23 
6 
6 

7 

6 

7 

6 

6t 

6 

3.46 

5  32 
3.88 
5.10 
6.23 
2.91 
5.43 
4.78 
4.47 

+0  06 
+  1.87 

'+i.'56' 
+2.02 
-0.  82 

1,03 
1.33 
0.79 
1.80 
1.17 
0.85 
1.46 
0.97 
0.88 

4-5 

•2-3 

4-5 

4-5 

25 

24-25 

•24-26 

25 

25 

0 

T, 

T. 

0 

T, 

0 

1.1 

T 

0.2 

10 
12 
14 
12 
14 
12 
17 
11 
16 

8 
14 
14 
19 
12 

7 

6 
10 

6 

10 
11 
2 
2 

11 

6 
10 

8 
7 

12 
5 
14 
9 
7 
17 
14 
12 
17 

SW. 

e. 

w. 

se. 

nw. 

nw. 

w. 

n. 

s. 

U.S.  Weather  Bureau. 

City  of  Altoona. 

Penna.  Turnpike  Conini 

Clarence  E.  Miller. 

William  B  Spear. 

Howard  L.  Pyle. 

U.  S.  Weather  Bureau. 

Carl  E.  Bigger. 

U.  S.  Weather  Bureau, 

Mrs.  Helen  C.Haas. 

Ephrata  Review. 

Penna.  Turnpike  Conim, 

Andrew  B.  Evansha. 

N.  W.  Swayne. 

Dr.  Henry  Stewart. 

Miss  Sallie  M.  Johnson. 

Hanover  Evening  Sun, 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  Co. 

Paul  R.  Yoder.  jr. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

Penna.  Dept,  of  Highways. 

William  R.  Kellev. 

Sun  Oil  Co. 

U.  S   Weather  Bureau 

Harry  S.  Fancher. 

U.  S.  Weather  Bureau. 

New  Jersey  Zinc  Co. 

U.  8.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila.-Suburban  Water  Co. 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna,  State  College. 

Metropolitan  Edison  Co. 

James  E,  Swartz, 

Mrs.  M.  Ordelia  Parks.           ( 

M.  S.  Bliss. 

Clyde  T.  Saylor.                     i 

Civil  Aeronautics  Authority  < 

U.S.  Weather  Bureau. 

Gordon  E.  Lower. 

Blair 

P\i!ton 

Cumberland 

Chauibersburg-1  SW... 

Chester 

Cur\veusvilleApt-6  NW 

Clearfield 

Sullivan 

East  Waterford-3  E.  .  . 

Lancaster 

Bedford 

55.4 

52.4 

49.2 

54  9 

,56.4 

51.3 

55.0 

54.7 

50.8 

56.4 

53.7 

54.9 

51.7 

53.8 

54. 3e 

54.7 

59.7 

51.7 

47.8 

47.6 

52.4 

56.4 

48.1 

56.4 

51.4 

52.4 

,55.5 

52.6 

53.0 

53.1 

54,4 

48.0 

51.6 

47.8 

55.2 

52.4 

52.4 

53.6 

48.9 

55.8 

52.8 

49.2 
49.1 
53.9 
51.5 
52.0 
50  2 
49.1 
54.9 
50.8 
56.7 
49.0 
55.8 
53.6 
50.1 
52.8 
54.4 
50.0 
53.7 
46.6 
49.3 
54.0 
53.6 
54.4 
51.8 
48.0 
50.7 
48.6 
49.1 
51.6 
57.9 
55.7 
50.4 
54.2'' 

61  8 

52.4'' 
51.6 

52.4 

+  4.8 
+3.6 
+4.8 
+  4.5 
+  5.4 
+3.7 
+2  6 
+3.8 
+5.2 
+4.9 
+4.3 
+  5.3 
+5.7 
+3.5 

'  +  4'.  4' 
+5.0 

'+3.'9' 

'+4^6' 
+  5.8 

'+4.'6 
+  1.9 
+3,8 
+  4.8 
+4.5 
+  3.6 
+5.5 
+6.0 

+5!!' 
+3.3 
+5.2 

■+3:9' 
'+4.' 7' 

+4.0 
+4.2 
+5.6 

'+i.'6' 
+5.1 
+4.3 
+5.3 



+4.7 
+3.8 
+6.9 

'+4.' 6' 
+2.5 
+5.1 

'+3.'4' 

+  3.' 7' 

'+5.' 6' 
+  5.2 

■+2'8' 
+4.5 
+  3.1 

"+6!5 
+5.2 
+  5,5 
+3.6 

'+6.' 5' 
+3.8 

85 
88 
83 
85 
82 
83 
81 
85 
85 
81 
87 
85 
87 
85 
88 
88 
90 
80 
80 
79 
82 
84 
80 
89 
79 
82 
84 
85 
82 
84 
85 
83 
85 
84 
84 
86 
83 
85 
83 
86 

90 

83 
81 
S3 
83 
81 
80 
82 
84 
82 
86 
80 
84 
82 
81 
82 
82 
83 
85 
81 
82 
83 
82 
83 
81 
86 
81 
77 
81 
80 
86 
85 
84 

13 

13 

13 

14 

13 

13 

13 

13 

13 

13 

13 

13 

10 

13 

13 

12t 

14 

13 

13 

13 

13 

14 

13 

131 

13 

13 

13 

13 

13 

13 

13t 

13 

13 

12 

14 

13 

13 

13 

13 

13 

u 

12 
13 
13 
13 
12 

lot 

12t 

12t 

12t 

12 

13 

lot 

13 

lot 

12T 

11 

12 

13 

12 

12 

16 

13t 

12 

12 

12t 

12 

13 

lOt 

lot 
lit 
lot 

12 

31 
24 
25 
29 
31 
24 
31 
32 
■23 
35 
24 
28 
26 
30 
29 
27 
35 
27 
22 
26 
29 
33 
'25 
26 
27 
26 
34 
29 
26 
29 
25 
•24 
22 
21 
29 
27 
28 
25 
26 
27 

19 

23 
25 
26 
22 
20 
26 
20 
28 
21 
29 
23 
29 
27 
27 
20 
23 
21 
29 
20 
24 
29 
27 
29 
25 
19 
24 
18 
23 
24 
25 
29 
22 

6t 

7 

6 
23 

6t 
23 

6 

7 
23 

6 

7 

6t 

6t 

6t 

7t 

6 

6 

6 

6 

6 
23 

6 

6 
23 
23 
23 
23 
23 

6t 

6 

7t 

6 
23 
23 

6 
23 
23 
23 

5t 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6 

6t 

6T 

6 

6 

6 

7 

6 

6 

6 

6t 

6 

6 

6t 

6 

6 

6 

6 

6 

6 

6 

4.16 

3.91 

4.09^ 

3.  .S3 

5.20 

4.80 

4.23 

4.09 

4.10 

2.41 

4.48 

4.31 

2.85 

4.32 

5.05 

5.43 

4.13 

4.49 

4.07 

4.12 

3.99 

2  89 
5.28 
3.56 
4.92 
4.74 
3.43 
3.  71 
4.77 
4.38 
4.03 
3.98 
2.42 
2.62 
3.76 
3. '26 
3.44 
5  11 
3,90 
4.53 

4,14 

4.11 
5.70 
4.76 
5.45 
4.03 
4.44 
4.37 
4.71 
4.45 
4.49 

3  68 
3.14 
5.35 
3.61 
4.15 
4.92 
2.82 
4.10 
4.79 
2.84 

4  61 
4.49 
3.81 
6.  .59 
4.74 
3.61 
4.26 
4,61 
4.19 
3,78 
4.98 
3.72 
3.99 

4.32 

3.36? 
3.62 

4.17 

+  0.76 
+  0.71 
+  0.05 
-0.23 
+  1.55 
+  0.70 
+0.67 
+  1  40 
+0.83 
-0.61 
+  1.01 
+0.80 
-0.01 
+0.  85 

'  +  i.'98' 
+0  73 

"+6.'7i' 

'+6^87' 
-0.16 

+  6.01 
+0.78 
+  1.29 
+0.16 
+0.94 
+  1.22 
+0.94 
+0.  33 

'-6.' 50' 

-0.65 
-0.01 
+0.33 

+  1.'66' 

'+i.'28 

fO.45 
+2.58 
+  1.33 
+  1.91 
+  0.52 
+0.78 
+0.07 
+0.89 

+  1.'34' 
+0.18 
+0.08 

'+6.' 43' 

+0.37 
+  1.04 
-0.49 
+  0.03 
+0.91 
-0.50 

'+i.'42 
+  0.89 

+  i;6.3' 
-0.88 
+  0.'26 

■+o.'62' 

+  1.8S 
+0.19 
+0.46 

'  +  6!89' 
+0.72 

1.12 
0.83 
1.13 
1.04 
1  39 
1.22 
0.87 
1.'24 
1.31 
0.63 
0.95 
1.12 
1.09 
1.15 
1.08 
0.97 
1.49 
1.08 
1.08 
1.19 
1.06 
0.89 
1.02 
0.89 
l.'iO 
1.00 
1.03 
1.50 
1.61 
0.90 
1.03 
0.74 
0.74 
0.57 
1.78 
0.94 
0.73 
1.17 
0.86 
0.98 

1.92 

1.05 
1.26 
1.12 
1.24 
0.82 
1.21 
1.21 
1.  '25 
1.12 
0.98 
0.79 
0.67 
1.08 
1.08 
0.89 
1.24 
0.56 
0.79 
1.70 
0.79 
0.90 
1.19 
0.98 
1.22 
I.  22 
0.85 
1.00 
1.54 
1.10 
0.97 
0.90 
1.60 
0.77 

1.70 

0.76 
0.86 

1.92 

5 

25 

4-5 

25 

4-6 

6 

25 

4-5 

4-6 

25 

4-5 

5 

24-25 

4-5 

•25-26 

4-5 

24-25 

1-2 

26 

4-5 

4-5 

17 

'24-25 

25 

2 

17 

4-5 

2 

2 

2 

4-5 

4-5 

25 

■25 

25 

4-5 

2 

4-5 

2 

4-5 

26 

4-6 

2 

4-5 

4 

4-5 

25 

25 

25 

25 

25 

2 

17 

4-5 

4-5 

17 

24-25 

16-17 

2 

4 

2 

4 

4 

25 

4-5 

4-5 

4-6 

17 

4-5 

4-5 

17 

4t 

4-5 

25 

4 

2 
2-3 

26 

T. 

T, 
I' 
0 
II 

T, 

T. 

0 

0.2 

T. 

■r 

0 

T. 

T. 
0 

T. 
0 

T. 

T. 

T. 
0 
0 
0,1 
0 
0 
0 

T. 

T. 

T. 

T. 

T. 

T. 
0.2 

T. 
0 
0 

T. 
0 

T. 
0 

■I'. 

0.5 
T. 
T. 
T. 

r 

T. 
T. 
T. 
T. 

0 
0.2 
T. 

0 
T. 

0 
T. 

'  T. 
1.6 
1.1 

T. 
0.2 

T. 

T. 

T. 

T. 

T 

•T. 
0.2 

0 
T. 
T. 

0 

0.1 

"o.i 

T. 

12 
14 
12 
12 
11 
11 
14 
11 
12 
16 
12 
13 
11 
12 
13 
17 
12 
16 
16 
11 
12 
10 
16 
12 
12 
12 
10 
10 
11 
13 
12 
15 
12 
13 
11 

n 

14 
13 
14 
12 

18 

14 
17 
13 
16 
13 
14 
12 
11 
14 
11 
15 
13 
13 
12 
14 
13 
15 
14 
15 
15 
14 
12 
13 
15 
16 
14 
17 
15 
13 
12 

10 
11 
11 
16 
16 
13 
12 

9 
13 
12 

8 
14 
10 
16 

11 

4 
3 
3 
6 
5 
6 
6 
6 
9 
6 
8 
7 
6 

9 
15 
16 
12 

8 
12 
12 
15 
11 

9 
16 

8 
13 

8 

ne. 

SW. 

w. 
w. 

SW. 

w. 

s. 

se. 

w. 

nw. 

nw. 

sw. 

n. 

w. 

Everett-O.  5  SW 

Luzerne  

George  School 

Bucks 

Adams 

Schuylkill 

York 

Harrisburg  Arpt.-3.5  S. 

Dauphin 

Lancaster 

Huntingdon     — 
Lancaster 

Tioga 

Lebanon 

Le\vistowu~2SW 

Mifflin 

12 
12 
7 
8 
3 
15 
8 
5 
9 
19 
12 
8 

ll 
10 
10 
8 
11 
8 
12 
8 
5 
8 
7 
13 

10 

8 
4 
9 

10 
9 

13 

10 

10 

10 
3 

13 

16 

14 

14 

13 

U 

ii' 

9 

9 

9 
10 

8 

8 
12 

4 

6 
11 

6 
12 

4 
11 
10 
7 
21 
4 
7 
6 
9 
6 
8 
9 
10 
8 
8 
5 
8 
8 
12 
8 
6 
11 
9 
9 
9 

8 

8 
6 

10 
4 
7 
5 

13 
9 

16 
7 
7 
6 
2 
5 
6 

15 

8 
5 
4 
10 
13 
8 
7 
2 
9 
8 
2 
10 
16 
24 
10 

14 

7 
13 
15 

6 
U 
16 
19 
12 

6 
10 
13 
13 
11 
12 
16 
14 
11 
10 
10 
16 
14 
13 
14 

8 

12 

14 
20 
11 
16 
14 
12 

7 
11 

4 
20 
10 

9 
14 
11 
12 

4 

"ii' 

16 
17 
11 

7 
14 
16 
16 
17 
16 
17 
14 

2 

8^ 

w. 

s. 
s. 
n. 
s. 

SW. 

sw. 
se. 

SW. 

s. 

se. 

n. 

SW. 

n. 

W. 

W. 

e. 
w. 
nw. 

SW. 

se. 

S. 

s. 
w. 

w. 

SW. 

nw. 

w. 

nw. 

SW. 

se. 
w. 
w. 

SW. 

w. 
ne. 
w. 

s. 

SW. 

w. 

ne. 

se. 

w. 

sw. 

nw. 

w. 

nw. 

w. 

s. 

se. 

w. 

w. 

s. 

sw. 

s. 
w. 

w. 

sw. 
w. 

w. 

Marcus  Hooktt 

Blair 

Susquehanna 

Monroe     

Mt.  Pocono  Arpt.-2N. 

Carbon 

Philadelphia  Airport.. 

Philip.sburg-7  E 

Phoenix ville-l.  5 SE. .. . 

Philadelphia 

Centre        

Schuylkill 

Bucks 

Quakertown-0. 5  E 

Reading 

Berks 

Lackawanna 

Snyder 

Centre 

Strouflsburg-2  E 

Taniarack-'2  S 

Monroe 

Clinton 

Bradford 

Wellsboro      

Tioga 

Chester 

Wilkes-Barrett 

Williainsport  Apt.-4E-  • 

Williainstowntt 

Woodwarcl-2  NE 

Lycoming 

Dauphin 

Centre  

U.  S.  Weather  Bureau. 

York 

York  Water  Co. 

Ohio  Drainage 
Krjifif()rd--1  W    

Mc  Kean 

1,680 
1,400 
1,077 
1,114 
1,170 
1,410 
1,653 

1,  lf>0 
1.746 

761 

2,  170 
855 
950 
987 

1,160 
1.300 
1.050 

i.eso 

1,750 

1,  06f. 
780 
900 

1,286 
1,270 
1.385 
2,100 

2,  500 
1.200 
1.550 
1,040 

825 
1.190 
1,100 

28 
55 
32 
35 
42 
31 
21 
48 

2 
19 
28 
32 

2 
71 
36 
44 

4 
63 
30 
51 

9 
65 
12 

2 
38 
74 
26 

8 

2 
57 
31 
57 
16 

City  Water  Dept. 

Civil  Aeronautics  Authority 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

J,  Fred  Kinley. 

Potter  Enterprise. 

Miss  N.  Dixie  Wineman. 

Penna.  Turnpike  Comm. 

Donora  Zinc  Works. 

Miss  Emma  H.  Eastman. 

Brookvill©  

Jefferson 

Butler 

Butler 

Clariontt-3  SW 

Clarion 

Clfl  vsville            

Washington 
Erie 

Corry               

Potter     

Westmoreland 

Westmoreland  .  .. 
Washington 

Derry 

Donora  It      

Farrell 

Carnegie-Illinois  Steel  Corp. 

Ford  City -4  S 

Armstrong 

U.S.  Engineers. 

William  K.  Fuller. 

Greeusburg-2  S 

Indiana              

Westmoreland 

Indiana 

Westmoreland  Water  Co. 
Indiana  State  Teachers  Col. 

Jainestowu-2  NW 

Mercer , 

Pa.  Dept.  Forests  i  V\  aters. 

Johnstowii 

Cambria 

Kaue-1  N         

McKean.. 

Spring  Water  Co. 

Meadville-1  S 

Crawford 

Citv  of  Meadville. 

Perry  P.  Campbell. 

New  Castle-1.5  N 

New  Castle  Water  Co. 

Pittsburgh  Airport 

Putueyville-2.5SE  .... 

Allegiieny 

Armstrong 

Elk 

Somerset. 

U.  S.  Weather  Bureau. 
U.S.  Engineers. 
West  Penn  Power  Co. 

Somerset 

D.  L.  Grove. 

SpriURS-1  SW 

Allen  E,  Yoder. 

Tiom!Sta-1.6SE 

Titnsville-  2  S    

Forest 

Crawford 

U.  S.  Engineers. 

U.  S.  Weiither  Bureau 

Favette 

William  W,  Marsteller. 

Vandergrift 

Westmoreland 

Warren 

15  1     2 
13      12 

Camegie-IUiuois  Steel  Corp, 

Warren 

Merrell  L.  Jordan. 

9 
14 

14 
16 

13 

7 
9 

11 
5 

10 

20       3 

Thomas  S  Knox. 

86 

83 

85 

90 

lit 

11 
11 

14 

18 

26 
32 

18 

6 

28 
5 

6 

9 

3 
11 

8 

12 

16 
14 

12 

Lake  Dr<di\aue 

Erie 

900 
706 

2 
72 

Samuel  D .  Lewis 

Erie 

Erie 

0.  S.  Weather  Bureau. 

[See  page  32  for  explanation  of  reference  marks.] 
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Daily  Preoipltatlon  for  April  1 946 


Statious 


Counties 


Day  of  month 


7       8       9      10     11      12     13     14      16     16     17      18     19     20     21     22     2»     24     26     26     27     28     29     80     81 


ATLANTIC 

DRAINAGK 
Dtiuwme  Hasiii 

Uppkr  Dei.awahb 

Oinsiiiaus  Ferry '•'.0.6E 

na\\loy-.0.5K 

lUilUstorville-' 

Lrtkovillo^.  IN 

Mivtftiuoras- 

Mount  Pocono^.  2  N 
Pli'i\,-aut  Moimti,-\  1  W 

Strouiisburg.  2  E 

Tauuers  Kails', '.  1  SE 

LEiUGH 

AllentownAiptS,  4NK 

Alleutown^ 

Bethlehem' 

Blakeslee  Corners'.  5 

GouUlsboro- 

Lansford- 

Mauch  Chunk,  ISW. 

New  Tripoli 

Palraerton', ' 

Zionsville.  ISW 


SOHIYI.KILL 

Conshohocken 

FredericksvlUe^.  IS... 

Gratersford2 

Phoeuixville-,  1.5  SE. . 

Port  Clinton^ 

PottstowuS,  0.5  S 

Pottsville^ 

Reading',  5 

Werners  ville 


LowEK  Delaware 

CoatesvilleS 

Doylestown 

George  School^  

Marcus  Hook2 

Philadelphia 

Airport  Station',  5 

City  Ottice'.s 

Shawraont 

Quakertown,  0.5  E 

West  Chester 

West  Grove2,  1.5  SE.... 

Susquehanna  Basin 

Chemung 
Austinburg'.  *,  2  W. . . . 

Covington''^ 

Lawrenceville 

North  Bramch 

Berwick^ 

Canton^.  1  NW 

Danville^  

Freelaud^ 

Hop  Bottom2.  2  S 

Millville',5 

Monroeton-,  2  S 

Montrose'-',  3  E . . 

Orwell^,  3N 

Park  Places,  i  \;\v 

Pikes  Creek. '.5 

3cranton',6 

Susquehanna''^ 

Towanda,  1  E 

Tunkhannock',  ^ 

Wilkes-BarreS,  3  N  . . . . 
West  Branch 

Ansonia^,  2  W 

Carrolltown^ 

Carter  Camp2    

Cedar  Run^i 

Clearfield''^ 

Cualport^. 

CurwensvilleApt^  6NW 

Driftwood',  5 

Dushore',  * 

Eagles  Mere'^  

Emporium^,  IE 

Galeton 

Karthaus^ 

Lock  Haven2 

Medix  Run',  s 

PhilipsburgS,  7  E 

Renovo'''   

State  College',  ^ 

Tamarack^,  2  S 

Tyrone  ',6,  4  NE 

WellsboroS 


Pike 

Wayne.  . 
Wayne.. . 
Wayne... 

Pike 

Monroe . . 
Wayne... 
Monroe  . 
Wayne.. . 


Lehigii  .. . 

Lehigh 

N'rthampton 
Monroe.  . . 

Wayne 

Carbon 

Carbon 

Lehigh 

Carbon. .., 
Lehigh. . . . 


Montgomery 

Berks 

Montgomery 

Che.ster 

Schuylkill... 
Montgomery. 
Schuylkill  ... 

Berks 

Berks 


Chester . . . 

Bucks 

Bucks 

Delaware. 


Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester 

Chester 


Tioga . 
Tioga 
Tioga. 


Columbia. 
Bradford. . 
Montour. . 
Luzerne  . . 
Susquehanna 
Columbia, 
Bradford  . 
Susquehanna 

Bradford  

Schuylkill . . . 

Luzerne 

Lackawanna 
Susquehanna 

Bradford  

Wyoming..  . 
Luzerne 

Tioga 

Cambria 

Potter 

Lycoming.,. 
Clearfield  .  ., 

Clearfield 

Clearfield. ... 

Cameron 

Sullivan 

Sullivan 

Cameron 

Potter 

Clearfield.. . 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

Blair 

Tioga 


.1-. 
T. 

.05 
-.01 


.30 


.30 


.05 


.02 


.Oil 
.13 
.03 
,07 
.12 
.95 
* 

.81 
1.30 


.!;9 

.18 
.47 
1.27 
.18 
.32 
.28 
.52 
.S5 
.45 


.33 


.38 

1.32 

.70 

.52 

.'46 
.59 
.09 


.62 


.03 


.28 


.90 
1.31 
1.06 
1.38 
.91 
.72 
* 

1.03 

.58 


1.00 
1.  10 
1.02 
72 
1.18 
1.45 
1.34 
1.15 
.78 
.77 


.60 

1.22 

.28 

.21 

l.liO 

42 

1.25 

1.01 

89 


.01 


1.11 

fi8 


.04 


T. 


.02 


.07 


.02 


.03 


.04 


65 


T. 


T. 


.02 


.14 


.15 


,03 


.05 


.05 


.18 


.05 


.17 


.18 


.03 


.16 


.01 


.05 


72 

i.no 

.6fi 
.76 


.02 


T. 


09 


.01 


T. 


.10  . 
.09 
.14 
.41  . 


.16 
.20 
.12 
.16 


.19  . 
T. 
.21 
.17 


.'25. 
.'25 


.20 
.28  . 
.16  . 
.34  . 


.08  , 


.32  . 
.23  . 
.86 
.30. 
.22 
.34  . 


T. 


.02 
.11 
.07 

04 
.04 

« 

.29 
.29  , 
.29  , 
T. 


T 

.0.; 


.05 


.83 
.40 
.31 
.93 


1.  13 
.96 
.71 
.79 

1.02 
26 
.43 
.68 
.  14 


,14 
06 
.07 
T. 
.18 
T. 

.43. 


.09 
.01 

T. 
T. 
.02 
.11 


.05 

T 

T. 


.11 
.10 
T. 
T. 


.63 

.08 

.74 

.72 

.03  . 

.  12 

..59. 

.87 

.64 

.66 


.21 
.63 

.68 

.89 

•  65 

.66 

.68 

.32  , 

.36 


.8-5    .'25  , 


1.92 

1.04 

17 

69 
1.13 
1.48 

84 
1.78 


.35 

.37 

1.32 

.23 
.23 
.10 
.15 
.18 
1.43 


1.09 


.06 

.04 


.09 
.03 


.0] 
T. 
.06 
.04 

T. 

T. 
.10 


.08 
.03 
.20 
.04 
1.18 
.03 
.03 
.05 
.56 
.78 
.67 
.02 
.74 
.77 
.81 


.12 
.22 
.24 
.39 
.39 
.91 
1.44 
.86 
.81 
.09 


T. 


.  12  , 
42 

.46  . 
.06  . 


.38 

.'50 


.40  . 

.35 

.02 

.68. 


.95  . 

lis ' 


.50 
.18 
.'2(1 
.50 

'.ei 

1.08 
68 


T. 

.06  , 
.01 


T. 

.82 
.13 


.24  . 
.25 
.40  . 
.28. 
.32  . 
.25  . 
.02  . 


.84  , 


.01 


.14 
.23  . 


.03 


.46 

.20 

.18 

.26. 

.46. 

.03 

.37 

.10 

.23. 

.01 


30 


.02 


.60 

.56 

.11 

.84 

1.01 

32 

58 

30 

1.20 

.21 


T. 

.29  . 
.70  , 

t. 
.56 
T. 
.37 

129 


T. 


.19  . 
.31 

.14  . 
T. 
.04  . 
T. 


3.  50 
4.10 
8.01 
{3.91 
4.08 
4.12 
3.92 
4.03 
4.04 


2.91 
4.83 
3.33 
4.13 

2.89 
2.95 
3.95 
4.74 
3.75 
4.38 


2.  5-5 
1.93 

2.85 


3.15 

5.0s 
5.43 
.3.79 
5.28 
3.82 
■1.38 
3.98 
4.37 
2.62 


Continued  on  page  28. 
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Daily  Precipitation  for  April  1946— Continued  from  page  27 


Stations 

Counties 

Day  of  month 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15     16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

0 

Eh 

West  Bkanch 
(continued) 
Williamsport  Apt. 8-4  E 
Williainsport'^ 

Lycoming.... 
Lycoming.  . . 
Lycoming . . . 

Blair 

Bedford 

Bedford.  .   .. 

'.'08 

.73 
.02 
.07 

.'25 
.92 
.27 
.53 
.33 
.25 
.26 
* 

.21 
1.04 
.'20 
.72 
.38 
.'25 
•27 
.94 

.21 

.62 
.58 
.45 
.16 
.46 
.74 
.54 
.72 
.38 
.80 
.13 
.'22 
.43 
.41 
.35 
.82 
.74 

^79 
.84 
.05 
.16 
.93 
.41 
.55 
.13 
.28 
.86 
.68 
.'28 

.30 

.57 
.45 
.16 
.21 
.20 
.30 

.39 
1.11 
.'24 
.22 
.30 
1.26 
.80 
.23 
.91 
.41 
.29 
.40 
1.11 
.18 
.29 
.22 
.20 
.77 
.27 
.24 
.79 
.70 
.13 
.76 
.31 
.30 
.24 
.45 
.16 
.24 

'.'■75 
.73 

1.08 
'.33 

.47 

.34 
.62 
.94 

.77 

■;69 

.03 
.31 
.64 
.65 

.86 
.38 
.80 
.33 
.41 
.'24 

^52 
.54 
.55 

.13 
.59 

":2\ 

.69 
.01 

."ie 

.85 
.84 
.68 
.76 
.55 
1.38 
.74 

'^24 
.75 

.81 
.25 

.'i7 
.39 
.72 
.71 

.42 

"35 
.45 
.54 
T 

'.'76 
.05 

't'.' 

'.'63 
.61 
.72 
.30 
.54 

''28 
.55 
.04 
T. 
.  14 
.02 
.48 
.50 

1.11 
T. 
.53 
.92 

.51 

.07 
.55 

.'42 

;92 
'.'67 

.02 
.62 
64 

.83 
.20 
.72 
.37 
.85 
.58 
.95 
.98 
1.14 
.04 
.92 
.06 
.80 
86 

.19 

.22 
.22 
.17 

.60 
.11 

'.'48 

.01 
.23 
.25 

!24 
.18 
.11 
.45 
13 

.06 
.02 
.13 

.10 
.25 
.39 
.13 
.15 
.41 

.20 
.18 
.17 

.52 
.67 
.65 
.38 
.18 
.44 
.32 
.40 
.18 
.63 
.40 
.60 
.35 
.01 
.25 
.5i 

.26 
.47 
.'28 
.23 
.04 
.20 
.65 
.62 
.70 
.01 
.82 
.02 
.03 
.74 
.17 
.05 
.29 
.36 

'.'43 
.28 
.05 
.11 
.44 
.02 
.26 
.07 
.10 
.26 
.23 
.02 

.06 
.30 
.85 
.53 
.15 
.12 
.06 

.65 
.53 
.93 
.72 
.27 
.53 
.63 
.62 
.28 
.29 
.99 
.81 

.03 
.18 
12 

.02 
.01 
.•23 
.02 

,30 
.42 
.19 
.45 

■29 
.02 
.12 

.'27 
.17 

.26 

T. 
T. 
.•22 
.28 

.'46 
T 
.49 
.17 

'.'39 
.43 
T. 
.01 

'!44 
.62 

.78 

.'37 

'.'35 
.34 
.01 
.11 
.26 

.25 
.01 
T. 
.45 

.'63 
.04 

.02 

.40 

T. 

.09 

.46 
.04 

.05 
.07 
.01 

.09 

T. 

T. 

.29 
.■26 

'.'2i 
.04 
.30 
.41 

.27 

'.'31 
.04 

.'34 

'.'26 

.08 
'.'25 

.06 

.'65 
.12 

.'24 

'.'34 
.19 

'.'34 

■'36 
.34 

'.'ie 

.10 

r'.' 

T. 

.06 

.06 

.13 

'!i4 

.07 
'.'24 

.09 

.'6i 

■f.' 
't'.' 

.6i 

.09 

^i5 

.06 

.15 
.04 
.12 

.49 
.35 
.42 
.43 
.29 
.■20 
.41 
.18 
.26 
.14 
.34 
.60 
.12 
.05 
.18 
.54 

.11 

.18 
.12 
.07 
.03 
.02 

.62 

.04 

.02 

.04 

.01 

.01 

.09 

.01 

T 

.09 

.'20 

.02 

T. 

T. 

.06 

.'12 
.03 
.10 
.'27 
.02 
.04 

.11 
.33 
.46 
.19 
.32 
.29 
.12 

.05 
.13 
.23 
.09 
.21 
.15 
.05 
.09 
.20 

.57 
.20 
.13 

.88 
.82 

.'66 
10 
.01 
.09 
.14 
.06 
.63 
.13 
.57 
.84 
.09 
.06 
.60 

.19 
1.06 
.82 
.69 
.06 
.77 
.57 
.70 
.97 
.03 
.92 
.05 
.13 
.52 
.85 
.09 
■  87 
.72 

.'97 
.80 
.33 
.07 
.88 
.05 
1.00 
.05 
.14 
.63 
.72 
.02 

.06 
1.15 
1.45 

'f.' 
.13 
.07 

.21 
1.45 
.61 
.08 
.52 
1.04 
.51 
.31 
I  '21 

.33 
.60 
.70 

.13 

.08 
.34 
.15 
.88 
.88 
.57 
1.08 
.62 
.13 
.73 
.61 
.41 
.80 
.65 
.13 

1. 11 

.42 
.09 
.43 
.69 
.35 
.69 
.35 
.44 
.87 
.'22 
.63 
.73 
.23 
.11 
.50 
.48 
.44 

'.'33 
1.20 
.68 
.74 
.18 
.68 
.57 
.95 
.72 
.41 
.66 
.75 

1.17 
.39 
.20 
.69 

.86 

.88 

LOl 

.62 
.23 
.5:^ 
.63 
.25 
.05 
.09 
.91 
.12 
.08 

'.'ii 

.20 
.56 
.75 
.68 
.69 
.24 
.14 
.36 
.13 
.20 
.06 
.10 
22 
.66 
.91 
.01 
.67 
.50 

T. 

.18 

.32 

'.'i7 
.i6 

.10 

.lf> 

.15 
.12 
T. 
.36 

'.'4o 

.10 
.86 
'.■39 

".is 

.03 
.31 

'  .'•ii 

.26 

'.'25 
.43 

'.'46 
.63 

'.'66 

'.'ii 

.50 
T. 
.03 
.58 

.46 

".ok 

.15 
.65 
1.41 

T. 

'.'23 
.21 
.06 
.01 

'".67 
.12 

".07 
.13 

."25 
.02 
.18 
.38 

.66 
.  10 
.04 
.07 
.05 

"."08 
.03 
.04 
T. 
.95 
.08 

r 

3.44 

i'.' 

3.46 

Williamsport^,  4  SE.  . . 
Juniata 

4  0^; 

■r"." 

— 

"f " 

"■r"." 
."62 

"t. 

t. 

"t." 

"t." 

— 

T." 

"[63 
."6i 

'."66 
.05 

• 

T." 
.08 

".08 

[64 
.06 

.64 

"■i:".' 
.10 

.03 

"f." 

.02 

.10 
.18 

'.io 
"A'i 

. . . . 
.... 

5.32 

Breozewoodi.  0.5  E 

UntVnlo  MillS^ 

■i"'.' 

T. 
T. 

.06 

'.'io 

4.2L 
3.75 

Burnt  Cabins', '2  NE... 
East  Waterford^^.  3  E. . . 
Everett-'.  0.5  SW 

Fulton 

Juniata 

Bedford  

Huntingdon . 

Mifflin 

'.'08 
.02 

3.88 

.01 

T. 

T. 

.02 

T. 

1 

4  47 

3  91 

.54 

.30 
.70 
.24 
.87 

.'28 
.19 
.13 

.11 
■.'69 
'.'38 
'^05 

'^24 
.02 
.09 
.22 
.02 

'.'27 
.03 
.10 

'.'63 

';65 

.16 
.  .^. 

'.'2'2 
.31 

.'25 

.17 

'.'08 
.'20 
.17 
.23 

.47 

.08 

• 

.12 
.01 
.10 

'.'i-i 

.09 
.15 

.61 
.14 
.07 
.19 
.09 
.12 
.44 
.07 
.14 
.48 
.07 
.30 
.14 
.20 
.20 
.09 
.10 
.09 

'.'06 
.53 
.29 
.03 

^44 

.30 

T. 

.12 

T. 

.39 

.14 

.68 
.58 
.19 
.20 
.56 
.32 
.55 

.10 

4.48 

Lewi.stown2,  2  SW 

Mapleton  Depot^ 

5.05 

Huntingdon  . 

!04 
.00 

4.74 

.30 

T.' 

'.'6i 
.01 

'.'65 

.20 
'.'64 

'•' 

'!04 
.01 

T. 

t'.' 

i"'.' 

f.' 
!6-2 

.'62 
.'62 

T.' 
T. 

.16 

.'46 

.48 
T. 
.18 

• 

T. 
.25 
.16 
.18 

'.'27 

'.'•26 
.28 
.01 
.17 
T. 
T. 
.13 
.13 

'!36 
.41 

'."io 

.06 

'!62 

.35 
T. 
.12 
.04 

;32 

.12 

T. 

.06 

.16 

.21 

.21 

.03 

.21 
.26 
.24 
.22 
.40 
.32 
.07 
.15 
.26 
.64 
.06 
.08 

4.49 

McCounellstovvii2.4NW 
Nel^s  MiUsi.5.  3.5  NE.. 
New  Bloomtield 

Huntingdon. 
Huntingdon . 

•r 

5/23 

.'23 
.'29 

4.53 
4.12 

Perry 

Bedford.    . 

.31 

4.42 

Govtmi^   1  W 

';43 

'i''. 

".SO 
'.'62 
.'42 

.01 
.35 

'42 
'1'. 

'.'71 
T. 

'•r'.' 

1.44 
".22 

1.07 
.83 

'.'is 

.31 
.09 

.68 
71 
.01 

■'24 
.89 
.23 

{.''76 
.75 
.05 

1.54 

''so 

■f  ■ 

.62 
.22 

1.10 
.86 
1.80 
.92 
1.13 
1.12 
.52 
1.22 
1.30 
.86 
.82 
.14 
1.05 
.12 
1.12 
1.15 
.67 
.43 

'.'48 
.33 

1.19 

1.19 
.88 

1.02 
.92 
.80 

1.17 
.05 
.98 

1.18 

1.00 
1.39 
.65 
.42 
.60 
.70 
1.40 

.88 

.06 
1.21 

.94 
1.05 

.04 

i;24 

.85 

.99 

.89 

.33 

.01 

.64 

1.08 

1.08 

1.25 

.08 

.69 

.75 

.11 

.41 

.93 

.04 

.33 

1.14 

1.12 

.02 

1.12 

1.30 

'.'si 

.'30 
.28 
.41 

'.'si 

.18 
.32 
.60 

'!29 

.'20 
.37 

'.'34 

• 

.'37 
.18 

'.'06 
.30 

'.'26 
.03 

'.'is 

.35 

3.46 

Shade  Gapi.s.  0.5  SW.. 

LwR  Susquehanna 

A  roiidt^ville^    

Huntingdon . 

Adams 

Cumberland. 
Cumberland. 

Lanca.ster 

Dauphin 

Lancaster.. . . 
York,  

.25 

.ii 

4. 34 

■v 
r.' 

".03 
T. 

T. 
.'08 

'■'r'.' 

T. 

T. 

'■r'.' 

•r' 
'.■62 

•r'. 

T. 

.01 

T. 
T. 

'1'. 

T. 

.05 

';6i 
'.'oi 

.  .^. 
.'06 

6  00 

Bloserville,  1.5  N 

Carlisle. 

4.72 
0.10 
3  90 

nannhin^  3  N 

3  96 

4  16 

(-JlpTi   Rock^.  ^ 

4  04 

Schuylkill  ... 
Dauphin 

4.  80 

Oraiitvillc,  2  SW 

5.78 

Vlnruivpr^  .         

York 

Dauphin 

Lancaster — 
Cumberland. 
Lancaster..  . . 
Lancaster,. . . 

Lebanon 

Dauphin 

T. 

'll 

r. 

.09 
.03 

4  23 

Han"isburgApt',^.3.5b 
Unltwond-i           

4.09 
2.41 

iij|ni(-mia,lp2        

3.67 

Kiikwoodi,5,  ISW... 

•2.68 
4.31 

4.32 

Middletown^,  1.5  W ... . 

4.07 

Millersburg^  s,  2  E  .   , . 

Dauphin 

3.64 

Mifflin 

Cumberland. 
York 

Ne\vburgi.3.5NW 

New  Park    

4.19 

4.  a? 

PineGrove2,  1.5  NE... 
Riugtown'-i,  1.5SW.... 

Schuylkill.  . . 
Schuylkill... 

Snyder  

N'umberland 
Cumberland. 
N'umberland 

Dauphin 

Centre 

York 

.30 

'*' 

'.'io 

.25 

5.21 
5.06 
4.77 

4.15 

4.60 

4.62 

Willi  amstown^ 

Woodward8,2NE 

York  3  SW     

5.11 
3.90 
4.53 

York  Haven^ 

Potomac  Basin 
Chanibersburg2,  1  SW. 

York 

Franklin..  .. 

Adams 

Bedford 

Bedford  

Pulton 

.04 
.07 

■r'.' 

4.47 
6.^23 

Gettysburg 

.... 

.17 
.18 

6. '20 
4.59 

3.13 

McConnellsburg2 

3.65 

MprcprsburK^ 

Franklin 

Franklin 

Allegheny,.. . 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

.01 
.05 

.02 

'.'oi 

';67 

T 

■r'.' 

T. 

".bi 
.02 

T. 

'!6i 
".(a 

T 
T. 

.04 

'.'64 

'.'65 
.03 
T. 

'.'67 
T 

.02 

'.'6i 

'.u 
".12 

T. 
.05 

'.'si 

T. 

'.'68 
.16 
T. 
.06 
.08 
.64 
.40 
.'20 

't'.' 

!73 

.58 

'!6i 
.35 

.60 

.10 

'.'46 
.'08 

.18 
.70 

.03 

.03 

T. 

.08 

.08 

.14 

.02 

.03 

'[os 

4.35 

South  Mt.  San't'm2  — 
GULF  DRAINAGE 
Ohio  Basiji 
Allegheny 

Acmetonia2 

Aliens  Mills'.  ^ 

.01 

T.' 

.'65 
r. 

.ii 

.03 
.04 

'.'65 

T. 

".09 
.07 
.13 
T. 
.18 
• 

.20 
.24 

6.67 
4.09 

a4i 

Blair.sville2,  6NE 

Bcsweir^  6  NW 

Bradford,  4  W 

Brookville^,  1.5SW.  ... 
Buckstown^.  ^ 

.80 
.35 

".62 
.12 
.61 

.13 
.14 

'.0\ 

'.Ob 

5.67 
4.22 
4.11 
5.70 
3.43 

Clarion^   3  SW 

Clarion 

Erie 

.12 

6.45 

Corry      

4.44 

Potter 

.27  1.21 

4.3; 

Derry 

W'moreland. 
W'moreland. 

T.' 

'.'io 

.12 
.31 
.60 
.05 
.12 
.01 

'.'45 
T. 
.15 
T. 
.05 
.01 
.65 
.31 
.11 

".56 

•10 

.14 
.02 
.17 
.09 
.19 
.12 
.20 
.04 
.08 
.21 
.19 
.02 
.13 
.06 
.05 
.13 
.05 
.10 
.03 
.11 

1.26 

1.12 
.42 
.•20 
.37 
.21 
.18 
.99 

1.24 
.37 
.69 
.78 
.89 

1.04 
.21 
.56 
.16 
.77 
.04 
.42 

4  71 

.03 

4.46 

Dunlo^  5  0.5  SW 

% 

Cambria,  — 
Armstrong.. . 

Venango 

Elk 

.04 
.06 
.13 
.07 

.17 
.05 

'.'65 
.13 
.18 
T. 
.17 

■r'.' 

.04 

.03 

T. 

T. 

.02 

.56 
.70 
44 
.41 
.69 
.80 
.68 
.40 
.72 
1.21 
.47 
.55 
.45 
.43 
.49 
.30 
.54 

'.'6i 
't.' 

.01 

T. 
T. 

.15 

f.' 

'■r'.' 

T. 

'!i6 
.02 
.02 
.10 
.21 

.05 
.17 
.03 

'.'is 
't.' 

.04 
.28 
.05 
.18 
.30 
.48 
.16 
.25 
.26 
.21 
.23 
.25 
.18 
.17 
.09 
.03 
.08 

.'24 
.16 
.24 

'.'i5 

'.'64 
■.•,,■  ■ 

.10 

3.68 

Ford  Citv^,  4  S 

5.35 

Franklin''* ...        

3.61 

Gk'U  Hazel2,  1  NE 

4.92 

HoiueJ.-^ 

Indiana              

Indiana 

Indiana 

4.97 
4.92 

Johnstown''',  0  5  W 

4.1( 

Kane'.  IN 

McKean 

W'moreland. 
W'moreland. 
Forest 

't.' 

.06 

T. 

.02 

T.' 
'.'62 
T.' 

T. 

'!64 

.10 
.02 

'.'ii 

4.7! 

Kregarl,4.5SE 

Lycippus,  1.  5  E 

4.9(1 
4.6^? 

'.'ii 

.51 
.17 

'.'38 
.40 

.04 

'.'6i 

54.74 

Meadville^,  IS 

Mosgrove*^    .    . 

Crawford  — 
Armstrong... 
Armstrong.. . 
Allegheny. .. 

McKean 

Jefferson 

.12 
.09 
.09 
.09 
.07 
.12 

2.84 
5.36 

Parkers  Landing^ 

Pittsburgh  Cty  Of,  5.  .. 

l^ort  Allegany^ 

Punx.sutavvney2 

4.85 
3.63 
4.46 
6.3£ 

Continued  on  page  29. 
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Daily  Precipitation  for  April 

1946- 

Continued  from 

Page  28 

Counties 

Day  of  month 

1 

SUtions 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

80 

81 

Al.LKOHKNY 

(continued) 
Putnevville'.  2.6SE... 

Armstrong... 
Elk 

.11 
.07 
T. 

.25 
.20 
.26 
.23 
86 
.51 
.42 
.30 
.39 
.74 

.90 
.69 
.39 

.47 
.02 
.04 
.O'i 

.28 
.34 

T. 

'.'io 

1.65 

1.'23 

.75 

.24 
.37 
.90 

1.22 
1.19 
1.06 

.58 

.05 

.05 

IS 

T. 

.03 
T. 
.10 

.01 
.06 

.60 

.12 

89 

.04 
.04 
.05 
.11 
.21 
.17 

'.'is 

.01 

.60 
.38 
.79 
.67 
.36 
.27 
.66 
.47 
.44 
.36 
.36 
.30 

T. 

'.6b 
.13 

'i'.' 

ioi 
r. 

.08 
.10 
.01 
.04 

'.'63 
.01 

■.'06 

't.' 
'.'i.s 

.04 
.14 

■r. 

.18 
.17 

.18 

.14 
.20 
.16 
.24 
.31 
.46 
.35 
.22 
.26 
.20 
.■20 
.12 

.34 
.23 
.19 
.11 

.'io 

.12 
.34 
.06 
.32 
.21 
.1(1 
.18 
.21 
.19 
.30 
.10 
.10 

.48 
.28 
.36 
.  19 
.80 
.84 
.94 
.06 
.92 
.47 
.90 
.07 

.69 

.62 
.66 
.64 
.17 
.41 
.20 
.81 
.11 
35 

.01 
.19 

.08 
.  14 
.03 

.01 

i.5 

't.' 

T. 
!04 

.'io 

.11 
.21 

5.69 

4.74 

Indiana 

Wmori'land. 

4.46 

Sewftrd- 

SheineUi'.*.  6W 

Smothpo^t^^  1  8\V  ... 

Stn>nlfstown^•'^ 

Tionosta-.  l.ft  SE 

Titusville.  2  8. 

.64 

4.48 
4.98 

McKean 

$4.40 

.60 

".05 

.'ig 

.03 

4.65 

Forest 

.16 

1.54 
1.10 

.15 
1.60 

.01 
T. 

4.61 

.01 

4. 1') 

... 

'.'20 

.12 

.04 

.05 
.02 

3.13 

\V"  morel  and. 

Warren 

Warren 

.17 

:8oi  -: 

.78 

.05 

.45 

.05 
.18 

./l 

4.98 

.  12 

.46 

.12 

3.72 

Monon<;ahrla 
Coutluencft2. 1.5  NW... 

Somerset 

T. 

.14 

.19 
.60 
.12 

.59 
.33 
.18 
.82 
.28 
.49 
.23 
.16 
.33 
.25 
.66 

.34 
.36 
.34 

1.00 
.37 

1.06 
.66 
.26 

.32 
.34 
.33 
.48 
.32 

.26 
.83 

.33 

.06 

T 

.24 

.05 

.02 

.20 

".23 
T 
.14 
.40 
.08 
.06 

T. 

'.'56 

M 
.10 

.74 

".'65 

.15 
.06 

.  U.') 

.84 

.77 

.10 

.54 

.71 

.79 

.72 

.01 

.54 

T 

.73 

.85 

.78 

.72 

.65 

.78 
1.06 
.56 
.20 
.33 
.01 
.69 
.27 

82 
.88 
.90 
.13 

T. 

.17 
.47 
.14 
.39 
.01 

'.'is 

.10 
.03 

.  14 
36 

.12 

'.'06 
.16 
.17 
.17 

'.'12 

.'i3 
.15 
.15 
.13 

.09 
.02 
.05 
.06 
.01 
.34 
.10 
.03 

.27 
.12 
.14 

.62 
.93 
.88 
.84 
.89 
.77 
.58 
.70 

1.00 
.59 
.84 
.60 

1.00 
.97 
.99 

.64 
.51 
.57 
.60 
.56 
.26 
.68 
.63 

.59 
.43 
.80 
.55 
.45 

.46 
.29 

.06 
.02 

r. 

.06 

T. 

.28 
.50 

.35 
.25 
.18 
.23 
.13 
.18 
.01 
.36 
.21 
.08 
.36 
.17 

.27 
.62 
.26 
.18 
.17 
.30 
.13 
.18 

.28 
.12 
.09 
.07 
.03 

.08 
.16 
.38 

.01 
.02 

'!6i 

T.' 

.01 
.04 

T.' 

.07 
.03 
.12 

".bi 

T 

.02 
.05 
.08 
.02 
.13 

.07 
.06 
.32 
.14 
.09 
.05 
.14 
.12 

.04 
.04 
.07 
.10 
.10 

.12 
.61 
.13 

T. 

.24 

.98 
.27 
.68 

.88 

'.'85 
.72 
.98 
.69 
.73 
57 
.67 
.77 

.74 

1.04 

.09 

.23 

.17 
.64 
.93 
.67 

.47 
.44 
.56 
.88 
.67 

.39 
.08 
.69 

.81 
.31 
.46 

.75 
.10 

.05 
.47 

;io 
.02 

.42 

.01 

.25 

T. 

.03 

.44 

;26 

.09 
.09 
.06 
.15 
.06 

.33 

.43 
.39 
.08 

.05 
.48 
.20 

.05 
.09 
.03 
.01 
.02 
.02 
.18 

'.'6i 

.06 
.11 
.11 
.03 

.05 

.'ii 

■!■ 

.20 

T. 

.85 

.05 
T. 
.02 
.03 

.49 
.06 

T. 
.06 

T.' 



.63 

'f.' 

'.'ie 

.13 

'.'i7 
'.'6& 

'."63 

'.'08 
.03 

!i9 

.10 

.06 
.25 

3.44 

'44 

'.'53 
.50 

3.70 

Washington- 
Greene 

W'moreland. 
W'moreland. 

^6, 

'.'05 

.24 

'.'63 
.04 

4.49 

T. 

3.70 

Greensburg.  2  S 

Irwin     

4.15 

T. 

.17 

.... 

'.'02 

".ia 
f.' 

.'62 

3.88 

3.17 

Mu"rrysville//l.5 

Neweir 

W'moreland. 

Fayette 

Allegheny . . . 
Greene 

.03 

.06 
.01 

.02 

.43 

.75 
.48 

.16 
.10 
.20 

■  .'62 
.33 
.16 
.16 

T. 

.08 
.07 
.15 
.01 
.08 
.24 
T 

'.'6i 

T. 
18 
.36 

"Ak 

.01 

4.13 

.03 

4,12 

Pittt^burgh  Arpty/  '.  '. . 
Rices  Landing^ 

.02 
.09 
.01 
.06 
T. 

'.'6i 

3.81 

.04 
T. 

.02 

4.14 

.16 
.24 
.36 
.44 

T. 
.90 

'.'67 

.70 

".id 

T. 

.04 
.02 

3.61 

Springs*!.  ISW 

Somerset 

Fayette 

4.26 

3.78 

3.99 

Beaver 

Beaver 

Butler 

T. 

.28 
.11 
.22 
.01 
.47 
.01 

'.'56 

.17 

.40 
.20 

".(33 

.60 
.03 

T. 

.06 

'!26 

'.'95 

.50 

'.'75 
.77 

■54 

T. 

.03 

".OX 

".05 
.01 

.02 

T. 
.03 

'.'6i 
.01 
'1'. 

T. 
T. 

.03 
.02 
.02 

.12 
T. 

.26 

.'is 
'.'69 

T. 

.12 
.15 

.12 
T. 

'.'69 

T 

't.' 
'.'io 

4.67 

Riitlpr 

4.76 

Mercer 

Mercer 

Mercer. 

Mercer 

Lawrence.... 
Crawford 

Washington  . 
Allegheny  ... 

Beaver 

Allegheny  ... 
Washington  . 

Erie 

.10 

.02 

".ii 

.06 
.04 
.07 

.03 
.26 

T. 
T. 
T. 

'!62 

T. 

.02 

T. 

3.14 

.10 

'.'is 

.35 

3.06 

Jamestown^,  2NW 

Mercer  Arpt.s,  2.6  NE.. 

Newcastle.  1.5  N 

Pennline .  2, 1 S 

Ohio 

plo  vsvinp2 

T. 

2.82 
4.11 
4.49 
3  82 

.60 
.42 
.77 
.16 
.22 

4.03 

Coraopolis2.  IE 

Midlands 

T. 

3  86 
4.51 

.47 
.58 

4.12 

Washington'.  ^ 

LAKE   DRAINAGE 
AlhioTi2 

3.67 

.55 
.13 

.14 

$3.36 

Erie',  ^ 

Erie 

.01 

.07 

3.62 

Potter 

W 

[See  page  32  for  explanation  of  reference  marks.] 


Daily  Evaporation( inches)  and  Wind  Movement  (miles) 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13     14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24  1  25 

26 

27 

28 

29     30 

31 

Total 

Hawley.lS {  ^l^rmoTemeni 

Jamestown2..2Nw(EvaP°-J^-,i 

.024 
119 

.156 
59 

.176 
47 

.164 
65 

.170 

27 

.156 
46 

.202 
41 

168 
41 

.178 
83 

.056 
43 

.076 
68 

.148 
112 

.202 
99 

.094 
97 

.100 
71 

.016 
33 

.126 
69 

.096 
44 

.120 
62 

.004 
42 

.034 
24 

.106 
128 

.032 

57 

.116 
33 

.078 
56 

3.358 
n,557 



Neffs  Mills^3.5  NE. { ^^j^Sfemeni 

103 

m 

* 

* 

253 

49 

72 

«« 

Italics  mean  minus  quantity. 


[See  page  32  for  explanation  of  other  references.] 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


April  1945 


Daily  Temperatures  for  April 

1946 

Stations 

1       2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

30 

31 

Mean 

A  1  Vll/^Tl  6                                                  .  . 

/Maximum.. 

>  Minimum.. 

69      78 
47      56 

61 
53 

69 
53 

67 
31 

56 
29 

65 
38 

71 
49 

77 
41 

83 
54 

79 
61 

78 

75 
43 

60 

48 

51 

37 

55 
31 

50 
33 

50 
29 

71 
35 

66 
62 

62 

45 

55 
37 

61 

34 

51 
26 

54 

28 

50 
34 

63.6^ 

AIDIUU" 

"44 

41.1" 

Allentowii  Arpt.'^-4  NE. 

./  Maximum.. 

72      68 

69 

50 

53 

56 

61 

70 

76 

80 

72 

72 

"84 

80 

66 

52 

70 

65 

68 

"56 

58 

55 

61 

68 

69 

72 

52 

58 

59 

63 

64.5 

\t.finim\ini.. 

^4      51 

50 

42 

35 

31 

29 

3-' 

37 

37 

42 

54 

48 

52 

43 

46 

49 

42 

35 

32 

39 

32 

28 

45 

48 

46 

42 

37 

32 

43 

40.8 

Allontown/ 

t  .Maximum.. 

73      70 

69 

60 

51 

56 

61 

69 

70 

77 

72 

72 

84 

80 

64 

60 

70 

65 

50 

57 

59 

55 

60 

68 

59 

73 

51 

58 

57 

64 

64.5 

\  Minimum.. 

-16 

47 

51 

44 

44 

31 

31 

32 

36 

37 

40 

45 

50 

51 

46 

46 

46 

45 

39 

36 

38 

35 

29 

34 

49 

47 

43 

43 

33 

39 

41.1 

Anoona-4.5W 

.  /  Maximuiii.. 

70 

67 

64 

66 

56 

53 

62 

70 

75 

77 

75 

78 

83 

74 

60 

59 

67 

62 

54 

53 

60 

56 

61 

57 

64 

72 

64 

59 

60 

59 

64.6 

\  Minimum.. 

39 

50 

.52 

44 

31 

26 

29 

32 

37 

40 

41 

51 

51 

54 

53 

41 

49 

36 

32 

30 

35 

30 

32 

45 

52 

46 

36 

34 

33 

34 

39. 8 

Arenfltsville*' 

/  ^iaxiraura.. 
\  Minimum. 

72 

63 

78 

60 

58 

58 

62 

69 

73 

74 

74 

76 

84 

79 

63 

55 

65 

66 

59 

58 

67 

63 

63 

57 

63 

72 

60 

63 

58 

63 

65.8 

38 

53 

56 

48 

35 

26 

26 

32 

40 

39 

46 

56 

50 

55 

48 

46 

50 

39 

34 

32 

36 

34 

31 

48 

52 

47 

40 

32 

35 

39 

41.4 

BerwicW 

.  /Maximum.. 
\  Minimum.. 

Bethlehemi 

/  -Vlaxirauui.. 
\  Minimum .. 

72 

70 

69 

55 

49 

56 

60 

70 

73 

76 

68 

69 

81 

76 

62 

60 

69 

64 

56 

56 

.56 

62 

61 

68 

56 

71 

47 

56 

56 

63 

6-2.9 

47 

50 

53 

43 

36 

32 

34 

36 

42 

40 

44 

63 

50 

50 

42 

43 

47 

45 

38 

40 

40 

36 

33 

4^ 

50 

60 

48 

40 

36 

47 

42  9 

Bradford-4  W 

.  /  Maximum.. 
\  Minimum.. 

65 

68 

68 

66 

59 

50 

64 

71 

76 

80 

80 

83 

81 

79 

55 

56 

63 

62 

51 

52 

47 

49 

64 

66 

60 

66 

61 

51 

49 

56. 

63.3 

39 

46 

40 

35 

27 

23 

26 

27 

30 

33 

37 

44 

41 

44 

26 

41 

50 

30 

28 

35 

31 

27 

24 

45 

49 

41 

29 

30 

30 

38 

35.0 

Brookville^ 

.  /  Maximum.. 

67 

69 

59 

69 

40 

52 

63 

70 

75 

80 

77 

80 

81 

55 

61 

60 

63 

53 

53 

47 

53 

55 

68 

69 

64 

71 

39 

56 

49 

59 

61.9 

\  .Minimum.. 

39 

54 

42 

40 

28 

25 

27 

29 

31 

36 

34 

49 

45 

44 

37 

48 

34 

29 

31 

31 

29 

28 

32 

60 

51 

36 

33 

32 

29 

36 

36.3 

Burnt  Cabinsi-2  NE  . . . 

.  /  Maximum.. 

72 

65 

68 

64 

59 

57 

60 

70 

76 

78 

77 

80 

83 

78 

61 

52 

70 

66. 

59 

58 

6G 

60 

62 

68 

68 

74 

60 

61 

63 

66 

66.1 

\  Minimum.. 

39 

52 

48 

46 

33 

25 

28 

32 

36 

36 

38 

56 

60 

54 

48 

47 

50 

34 

32 

29 

33 

3:^ 

32 

48 

52 

46 

38 

36 

31 

32 

39.8 

Butler 

.  /  Maximum.. 
\  Minimum .. 

71 
33 

68 
50 

77 
43 

74 
46 

75 
33 

43 

26 

59 
32 

68 
30 

74 
42 

79 
38 

81 
35 

82 
48 

83 
46 

82 
45 

68 
47 

70 
45 

74 
59 

61 
33 

51 
33 

53 
35 

57 
38 

64 
30 

63 
35 

72 
62 

76 
56 

75 
49 

75 
38 

51 
33 

55 
34 

56 
35 

67.9 

39  9 

Canton/-l  NW  

.  /Maximum.. 
\  Minimum.. 

68 

61 

60 

51 

41 

52 

58 

68 

72 

SO 

77 

80 

81 

61 

52 

54 

67 

59 

57 

56 

51 

48 

60 

52 

56 

68 

44 

51 

42 

66 

69.5 

41 

43 

47 

37 

31 

24 

27 

35 

41 

42 

48 

64 

52 

54 

31 

34 

46 

37 

29 

31 

34 

28 

•26 

34 

45 

47 

35 

3'2 

35 

37 

38.0 

Carlisle 

.  /  Maximum.. 

78 

70 

74 

70 

55 

58 

70 

70 

73 

75 

74 

76 

83 

80 

67 

74 

65 

68 

63 

65 

63 

60 

62 

60 

58 

70 

68 

63 

57 

63 

67.4 

(Minimum.. 

40 

50 

54 

45 

40 

28 

25 

30 

35 

35 

40 

54 

48 

53 

44 

60 

47 

36 

34 

30 

33 

30 

26 

46 

48 

42 

30 

35 

32 

40 

39.6 

Chambersburg''-!  S\V.  . 

.  /  Maximum.. 

71 

67 

75 

64 

59 

56 

60 

70 

75 

78 

75 

78 

82 

77 

64 

53 

66 

66 

60 

59 

67 

64 

61 

56 

64 

76 

56 

63 

63 

66 

66.4 

\  Minimum.. 

43 

53 

57 

48 

36 

27 

30 

31 

39 

38 

42 

64 

60 

54 

48 

47 

51 

38 

34 

32 

35 

33 

33 

48 

52 

47 

40 

33 

35 

35 

41.4 

Clarion6-3SW 

.  /  Maximum.. 
\  Minimum.. 

68 

74 

61 

72 

60 

.55 

65 

72 

77 

81 

79 

82 

83 

76 

62 

e-i 

65 

.57 

56 

49 

58 

57 

67 

72 

67 

74 

50 

61 

52 

61 

65.9 

35 

51 

43 

41 

29 

22 

26 

28 

30 

35 

35 

44 

44 

48 

34 

48 

53 

31 

31 

32 

36 

27 

31 

49 

53 

47 

35 

•29 

•29 

36 

.37.1 

Claysville/ 

/  Maximum.. 
\  Minimum.. 

68 

76 

64 

74 

42 

51 

66 

74 

78 

80 

79 

81 

80 

58 

65 

80 

63 

56 

55 

56 

65 

58 

71 

73 

71 

73 

48 

67 

56 

59 

66.0 

42 

53 

47 

47 

36 

20 

21 

31 

37 

40 

38 

40 

5! 

63 

44 

45 

54 

32 

25 

27 

38 

25 

28 

35 

49 

49 

37 

27 

32 

33 

38.0 

Coalport/ 

./Maximum.. 
\  Minimum.. 

73 

68 

63 

68 

40 

54 

55 

73 

77 

81 

78 

85 

83 

59 

60 

68 

65 

58 

55 

48 

68 

56 

65 

58 

56 

60 

48 

60 

64 

60 

6-2.9 

38 

54 

52 

41 

31 

28 

24 

24 

29 

30 

33 

22 

46 

45 

39 

46 

47 

30 

30 

29 

35 

29 

27 

27 

48 

40 

36 

33 

■29 

31 

35.1 

Coatesvillo6 

.  /  Maximum.. 
\  Minimum .. 

72 

76 

72 

62 

60 

55 

62 

70 

73 

75 

73 

75 

83 

84 

66 

52 

71 

65 

57 

61 

61 

57 

61 

68 

63 

75 

57 

60 

61 

64 

66.6 

46 

51 

59 

47 

40 

31 

30 

33 

40 

39 

49 

58 

49 

58 

47 

46 

49 

48 

40 

38 

41 

35 

31 

46 

51 

60 

44 

S9 

52 

45 

44.4 

Onliiniliifl                    

.  /  Maximum.. 

\  Minimum.. 

76 
44 

75 
51 

77 
55 

69 

48 

61 
43 

59 
30 

63 
28 

73 
31 

78 
38 

78 
36 

74 
37 

77 
51 

86 
49 

82 
54 

64 

48 

62 

46 

68 
48 

69 

45 

62 
38 

61 
39 

68 
37 

62 
35 

65 
28 

65 
46 

61 
51 

76 
45 

63 
44 

63 
37 

65 
34 

64 
41 

68.9 

V^Lfl Ulll IJ'**'   .•.-•■  ..••••• 

41.9 

Corry 

.  /Maximum.. 
V  Minimum.. 

66 

71 

58 

69 

61 

52 

64 

70 

75 

80 

80 

80 

80 

74 

53 

64 

61 

53 

63 

52 

48 

49 

68 

68 

67 

69 

47 

49 

48 

56 

62.8 

40 

54 

40 

41 

28 

26 

30 

30 

40 

40 

41 

52 

46 

43 

27 

44 

53 

35 

30 

30 

30 

•27 

27 

48 

49 

44 

33 

29 

32 

36 

37.5 

Coudersport 

f  Maximum.. 

68 

66 

62 

62 

57 

.58 

65 

72 

77 

81 

81 

82 

82 

80 

57 

52 

65 

64 

64 

52 

48 

60 

58 

65 

65 

70 

67 

54 

52 

59 

64  5 

V  Mininuiui. . 

37 

50 

45 

37 

■28 

20 

21 

26 

29 

32 

31 

45 

40 

46 

26 

40 

46 

25 

■29 

28 

30 

24 

21 

24 

45 

48 

33 

32 

36 

35 

33.7 

CurweUv--ville'^-6  NW  . .  - 

.  /  Ma-Kimnin.. 
\  Minimum.. 

60 

61 

57 

65 

40 

50 

1:3 

69 

74 

76 

74 

80 

79 

58 

56 

51 

61 

55 

50 

44 

51 

.52 

60 

54 

60 

65 

36 

55 

46 

88 

58  9 

36 

50 

43 

40 

24 

19 

30 

37 

39 

44 

46 

51 

52 

42 

34 

43 

33 

30 

•28 

33 

27 

26 

■29 

44 

48 

32 

30 

30 

28 

32 

36.0 

Derry 

.  /  Maximum.. 
\  Minimum.. 

77 

76 

62 

74 

68 

54 

68 

75 

80 

83 

81 

84 

84 

80 

66 

66 

59 

60 

56 

52 

63 

58 

72 

74 

69 

76 

43 

59 

56 

59 

.... 

67.8 

39 

55 

40 

46 

32 

28 

32 

34 

49 

49 

46 

59 

50 

53 

45 

50 

.57 

3- 

33 

40 

36 

■i°i 

34 

61 

51 

41 

41 

34 

33 

86 

4-2.0 

Donegal  ^ 

.  /  Maximum.. 
\  Minimum.. 

73 

71 

63 

75 

.54 

5C 

42 

72 

78 

80 

76 

82 

82 

62 

65 

65 

65 

58 

.50 

50 

61 

53 

67 

73 

66 

73 

41 

52 

56 

56 

63.7 

36 

51 

43 

47 

29 

21 

26 

29 

38 

45 

44 

50 

51 

51 

44 

47 

46 

29 

30 

30 

36 

■26 

33 

48 

50 

38 

33 

28 

3-2 

29 

38.0 

Donora' 

.  /  Maximnn).. 
\  Minimum.. 

73 

81 

62 

78 

60 

56 

69 

77 

80 

82 

83 

86 

85 

70 

65 

79 

69 

61 

69 

64 

67 

59 

72 

79 

74 

77 

47 

61 

68 

63 

69.5 

43 

57 

51 

51 

33 

29 

36 

38 

42 

46 

43 

56 

55 

53 

48 

54 

46 

38 

33 

41 

43 

32 

40 

56 

59 

44 

39 

34 

38 

40 

43.9 

Eagles  Mere  / 

.  /  Maximum.. 
\Miuiraun).. 

75 

65 

64 

55 

43 

65 

63 

62 

75 

77 

73 

77 

80 

66 

55 

55 

64 

60 

64 

53 

47 

47 

62 

62 

55 

72 

42 

51 

49 

56 

60.6 

38 

40 

42 

38 

38 

28 

23 

31 

36 

43 

47 

49 

54 

55 

34 

31 

41 

34 

28 

28 

33 

26 

26 

27 

47 

47 

34 

32 

32 

34 

36.4 

East  \Vaterford6-3  E  . .  . 

.  /  Maximum.. 
\  Minimum.. 

68 

59 

63 

57 

.54 

5C 

57 

61 

70 

73 

70 

72 

81 

72 

55 

51 

61 

60 

52 

49 

56 

52 

67 

52 

54 

66 

59 

55 

52 

56 

59  9 

42 

49 

63 

45 

29 

2f 

36 

40 

48 

51 

49 

54 

58 

64 

40 

42 

45 

40 

31 

40 

38 

•29 

32 

43 

48 

53 

35 

33 

32 

37 

41.8 

Ebeusburg/ 

.  )  Maximunj.. 

68 

67 

57 

67 

35 

4£ 

62 

70 

73 

76 

74 

76 

80 

62 

60 

50 

56 

62 

55 

48 

5S 

.59 

63 

57 

63 

69 

37 

49 

45 

55 

60.3 

\  .Minimum.. 

40 

47 

49 

45 

32 

23 

25 

36 

89 

44 

43 

46 

51 

53 

40 

40 

44 

34 

30 

28 

35 

27 

32 

34 

46 

45 

33 

31 

30 

32 

37.8 

Emporium  /-IE 

.  /  Maxinumi.. 

... 

Ephrata -  ■   

\  Minimum.. 

.  /  Maximum.. 

\  .Minimum  .. 

"73 

■71 

"73 

"69 

60 

"5J 

"62 

"71 

""75 

■"•78 

76 

"75 

85 

"83 

"66 

"65 

"69 

"68 

"65 

60 

'62 

■59 

"63 

"64 

"'.59 

■74 

"60 

"62 

■59 

"63 

"  "67 ".6" 

44 

52 

66 

47 

43 

31 

32 

34 

39 

39 

47 

56 

50 

55 

48 

46 

49 

43 

38 

36 

38 

36 

31 

48 

52 

45 

44 

40 

35 

45 

43.3 

Erie' 

.  /  Maximum.. 
\  Miiuuuim.. 

68 
50 

76 
43 

45 
38 

71 
41 

42 
32 

48 
35 

66 
42 

70 
50 

74 
52 

81 
66 

85 
58 

78 
62 

81 
53 

53 
39 

44 
34 

74 
43 

63 

47 

48 

38 

49 

38 

51 
42 

60 
39 

46 
35 

58 
37 

67 
52 

60 
46 

55 

39 

42 
36 

50 
37 

80 
89 

55 
42 

60.0 

43.2 

Everettl-0.5  3W 

.  /  Maximum.. 
VMiuimum,. 

72 

65 

67 

70 

62 

56 

62 

70 

76 

78 

73 

80 

88 

73 

62 

52 

70 

65 

58 

56 

70 

60 

61 

55 

67 

76 

50 

59 

61 

61 

65.8 

40 

52 

46 

46 

35 

27 

24 

27 

32 

32 

33 

49 

47 

51 

46 

45 

51 

34 

33 

28 

33 

33 

31 

46 

53 

47 

38 

37 

37 

35 

38.9 

Parrell 

.  /  Maximum.. 
\  Minimum.. 

71 

71 

64 

72 

67 

56 

69 

74 

81 

84 

84 

84 

84 

82 

61 

79 

78 

64 

57 

57 

55 

55 

70 

74 

73 

73 

57 

57 

56 

61 

69.0 

47 

58 

44 

50 

33 

2£ 

35 

37 

39 

45 

46 

57 

55 

45 

37 

51 

54 

40 

35 

40 

40 

31 

37 

56 

49 

42 

38 

35 

35 

38 

42.7 

Ford  City-4  S 

.  /  Maximum.. 
VMiuimum. . 

70 

74 

7-1 

76 

65 

5.g 

65 

73 

76 

81 

81 

81 

82 

81 

62 

74 

65 

63 

56 

65 

66 

55 

71 

73 

70 

74 

66 

57 

61 

60 

6a  6 

35 

52 

44 

42 

33 

2' 

27 

30 

32 

36 

35 

47 

47 

.50 

39 

49 

56 

32 

30 

34 

34 

27 

28 

50 

56 

51 

37 

33 

32 

38 

38.7 

Franklin/ 

.  /  Maximum.. 
\  Minimum.. 

68 

72 

60 

72 

39 

53 

64 

71 

76 

81 

79 

81 

81 

55 

63 

69 

64 

52 

55 

50 

56 

56 

68 

71 

6.^ 

70 

41 

55 

50 

60 

63.2 

40 

40 

42 

43 

34 

2" 

27 

29 

32 

34 

38 

38 

49 

49 

34 

35 

51 

34 

34 

34 

35 

31 

32 

35 

54 

47 

36 

32 

31 

32 

37.0 

Fredericksville-l  S 

.  /  Maximum.. 
VMiuimum. . 

70 

68 

69 

62 

56 

51 

59 

67 

72 

74 

69 

70 

81 

78 

63 

59 

67 

64 

60 

56 

66 

56 

58 

65 

69 

69 

60 

57 

85 

61 

63.8 

38 

49 

54 

41 

39 

2" 

25 

29 

34 

33 

41 

48 

47 

52 

43 

43 

46 

37 

33 

29 

32 

32 

25 

24 

48 

45 

40 

45 

31 

43 

38.4 

Freeland 

.  /  Maximum.. 
V  Minimum.. 

67 

65 

61 

63 

62 

5C 

67 

71 

75 

72 

71 

80 

83 

67 

57 

51 

61 

59 

53 

62 

49 

48 

59 

57 

57 

68 

57 

50 

50 

58 

60.2 

39 

48 

50 

38 

30 

2E 

34 

45 

43 

47 

54 

55 

48 

33 

33 

39 

41 

38 

30 

36 

34 

27 

27 

42 

30 

47 

35 

3:3 

31 

37 

38.3 

George  School*" 

.  /  Maximum.. 
VMiuimum.. 

73 

74 

74 

67 

64 

5S 

62 

71 

73 

74 

70 

75 

81 

85 

68 

53 

79 

67 

58 

61 

61 

53 

61 

69 

65 

74 

54 

68 

59 

60 

66.7 

45 

52 

57 

43 

40 

3C 

30 

31 

37 

40 

50 

55 

63 

54 

47 

47 

49 

47 

37 

40 

40 

36 

29 

44 

51 

50 

46 

42 

36 

36    ... 

43.1 

Gettysburg 

.  /  Maximum.. 
V  Minimum.. 

73 

70 

75 

75 

60 

5£ 

69 

68 

72 

74 

72 

74 

82 

81 

68 

60 

64 

68 

67 

67 

68 

70 

62 

60 

58 

74 

65 

61 

61 

62  ... . 

67.8 

48 

54 

58 

50 

43 

31 

31 

33 

40 

40 

64 

67 

53 

66 

50 

48 

51 

42 

48 

37 

40 

36 

35 

49 

54 

47 

44 

36 

38 

40 

45.1 

Gordon 

.  /  Maximum.. 
\  Minimum.. 

72 

66 

67 

62 

54 

5E 

6C 

69 

74 

79 

75 

75 

83 

78 

63 

63 

65 

63 

59 

54 

57 

57 

61 

61 

58 

71 

45 

57 

56 

58 

63.9 

40 

50 

52 

43 

38 

2i 

27 

29 

32 

32 

36 

51 

47 

50 

40 

42 

46 

35 

40 

30 

32 

32 

•24 

47 

47 

41 

39 

:« 

?? 

40 

38.7 

Greensburg-'i  S 

.  /  Maximum.. 

73 

77 

63 

77 

70 

54 

66 

73 

78 

81 

79 

82 

82 

78 

65 

73 

66 

61 

55 

55 

64 

56 

73 

75 

69 

75 

55 

57 

55 

60 

68.2 

\  Minimum .. 

30 

53 

50 

44 

34 

2( 

22 

27 

30 

36 

34 

45 

44 

49 

46 

51 

58 

29 

26 

29 

32 

24 

30 

51 

64 

43 

38 

■29 

34 

32 

37.5 

Hauover/ 

.  /  Maximum.. 
V  Minimum.. 

70 
45 

68 
54 

75 
54 

65 
50 

53 
43 

56 
31 

63 

33 

70 
37 

74 
40 

76 
43 

72 
48 

74 
50 

84 
64 

79 
58 

72 
50 

61 
47 

67 

18 

67 
44 

59 
39 

58 
41 

67 
41 

60 
36 

63 
36 

62 
39 

61 
50 

76 
51 

54 
43 

61 
35 

58 
38 

62 
40 

66.2 

43.9 

HarrisbiirgArpt.  '-3.5  S 

.  /  .Maxinnun.. 
V  Minimum.. 

73 

67 

74 

55 

56 

6fc 

62 

69 

72 

7fi 

73 

77 

85 

79 

64 

53 

67 

66 

69 

58 

64 

60 

63 

60 

61 

72 

53 

62 

56 

63 

66.2 

46 

53 

55 

50 

37 

3, 

32 

38 

41 

42 

46 

57 

55 

58 

48 

48 

50 

45 

39 

39 

39 

37 

32 

48 

52 

47 

42 

39 

35 

41  .   . . 

44.2 

Hawley-0.5  K 

.  /  Maximum. 

72 

61 

63 

53 

52 

54 

61 

73 

78 

80 

83 

80 

85 

75 

61 

52 

67 

65 

56 

59 

52 

62 

64 

64 

68 

75 

55 

47 

56 

61  .   . 

63.8 

\  Minimum.. 

41 

51 

53 

34 

36 

•I- 

24 

28 

30 

32 

40 

47 

48 

53 

37 

41 

45 

36 

32 

30 

37 

.32 

23 

38 

48 

44 

40 

36 

36 

40 

37.9 

Hevvitt-2  SW 

.  /Maximum. 
V  Minimum.. 

74 
32 

75 
34 

73 
53 

72 
45 

60 
40 

56 
•11 

61 
21 

72 
25 

75 
30 

76 
31 

75 
35 

80 
47 

87 
45 

81 
49 

67 
51 

56 
46 

70 
62 

68 
33 

60 
35 

58 
27 

69 
33 

61 
27 

63 
31 

61 
47 

70 
55 

77 
46 

73 
42 

61 
33 

64 
31 

62 
29 

68.7 

37.6 

Holtwoodi 

.  /  .Maximum.. 
V  .Minimum.. 

73 

69 

71 

63 

63 

5f 

61 

70 

73 

75 

72 

72 

81 

8C 

64 

54 

68 

67 

58 

61 

65 

58 

63 

63 

62 

71 

58 

69 

57 

60 

65.6 

51 

55 

61 

53 

41 

3? 

36 

40 

44 

44 

50 

57 

55 

59 

52 

50 

50 

50 

41 

43 

45 

42 

37 

50 

55 

52 

45 

39 

41 

46 

47.3 

Huntingdon 

.  /  .Vlaximum 
\. Minimum.. 

75 

68 

67 

66 

59 

66 

64 

74 

78 

80 

78 

83 

87 

75 

65 

58 

71 

64 

57 

58 

64 

69 

65 

58 

66 

76 

61 

62 

59 

63 

67.2 

48 

53 

56 

43 

36 

25 

24 

29 

33 

35 

35 

54 

50 

63 

46 

49 

52 

33 

36 

28 

30 

31 

27 

48 

53 

48 

41 

38 

32 

37 

40.2 

Continued  on  page  31. 
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CMMATOLOGICAL  DATA:    PENNSYLVANIA  SKCTION 


•A] 


Daily  Temperaturea  for  April  1 946— Continued  from  paKoBO. 


Stations 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

80 

81 

Moan 

Indiana 

.  /  Maximum.. 

\  Minimum.. 

72 

37 

70 
64 

70 
46 

76 

49 

61 

29 

5S 
23 

66 
S3 

74 

40 

78 
48 

81 
51 

82 
48 

81 
69 

81 
60 

79 
53 

64 
41 

66  65 
48  64 

64 
36 

64 

31 

65 
86 

62 
36 

56 

28 

58 
36 

71 

50 

68 
63 

66 
48 

«6 
36 

58 
31 

69 
34 

59 
37 

67.1 

41.8 

Irwin  

.  (  Maximmn.. 
\  Minimum.. 

6>.) 

76 

76 

6;i 

53 

65 

74 

80 

84 

84 

83 

83 

83 

64 

73;  70 

64 

66 

56 

63 

67 

72 

75 

75 

75 

69 

55 

56 

68 

6!l.6 

37 

54 

47 

47 

32 

26 

30 

32 

38 

40 

40 

63 

52 

51 

46 

501  62 

35 

31 

36 

38 

28 

32 

53 

66 

49 

38 

32 

33 

36 

40.8 

Jamestown/ -2  NW 

.  (  Mnxinuim.. 

70 

78 

58 

72 

47 

65 

67 

72 

77 

82 

81 

83 

82 

53 

60 

79'  64 

63 

66 

65 

55 

52 

70 

71 

(K) 

74 

42 

63 

55 

60 

64.5 

\  Minimum.. 

38 

41 

36 

36 

31 

21 

27 

30 

36 

41 

44 

48 

.51 

42 

31 

32   49 

36 

29 

31 

S.i 

25 

32 

36 

51 

42 

33 

24 

28 

28 

86.4 

Johnstown  / 

.  /  Maximum.. 
\  Minin\um.. 

7ft 
44 

72 
50 

70 
44 

78 
46 

52 
35 

41 
31 

54 
29 

73 
32 

80 
45 

81 
41 

80 
41 

79 
61 

86 
51 

66 
57 

66 

47 

65   61 

67 
37 

60 
36 

57 
33 

67 
37 

61 
3ft 

61 
33 

67 
39 

60 
61 

67 
61 

74 
39 

67 
37 

69 
86 

60 
38 

66.9 

18 

51 

41.6 

Kaim'-l  N 

.  /  Maximum.. 

67 

68 

57 

68 

51 

52 

63 

70 

76 

80 

79 

81 

80 

66 

59 

52 

63 

53 

53 

45 

50 

52 

64 

63 

60 

68 

37 

63 

45 

67 

61.1 

\  Minimum.. 

25 

47 

36 

34 

25 

20 

25 

26 

27 

31 

30 

41 

40 

42 

27 

43 

33 

26 

27 

28 

30 

22 

25 

46 

49 

35 

32 

29 

27 

83 

32. 0 

Laiicast6r 

.  I  Maximum. 
\  Minimum.. 

79  72 

76 
54 

74 

47 

07 
41 

59 

28 

61 

28 

71 
31 

76 
35 

77 
34 

76 
41 

73 
50 

86 
46 

82 
60 

71 

47 

63 
46 

69 
49 

70 

40 

69 
33 

62 
34 

66 
34 

63 
33 

62 

28 

66 
46 

66 
6! 

73 
45 

65 
43 

64 
37 

68 
33 

66 
37 

09.4 

42 

61 

40.4 

Lawrenceville 

.  (  .Maximum.. 
\  Minimum.. 

71 

67 

63 

55 

66 

53 

65 

74 

80 

87 

82 

85 

87 

80 

56 

52 

70 

66 

66 

55 

49 

49 

63 

60 

59 

71 

63 

52 

49 

59 

64.4 

3i) 

53 

50 

42 

34 

26 

27 

S3 

35 

37 

37 

49 

60 

52 

32 

40 

50 

3(1 

32 

35 

31 

28 

25 

48 

53 

49 

39 

35 

39 

40 

39.  0 

Lebanon  / 

,  /  Maximum.. 
\  Minimuu).. 

75 

75 

73 

54 

49 

68 

61 

71 

76 

78 

75 

76 

h5 

82 

65 

62 

68 

68 

58 

59 

62 

57 

63 

63 

58 

73 

50 

62 

60 

61 

65.9 

43 

44 

44 

47 

43 

30 

31 

35 

38 

41 

46 

61 

51 

57 

47 

47 

47 

41 

38 

37 

37 

35 

30 

39 

50 

46 

43 

40 

34 

40 

41.7 

Lewistowu  /-2  SW 

.  (  Maximum.. 
\  Minimum .. 

75 

69 

67 

48 

57 

68 

76 

79 

76 

82 

88 

73 

62 

71 

65 

58 

66 

68 

65 

58 

62 

72 

51 

64 

64  .... 

67.0" 

51 

68 

48 

43 

36 

29 

"29 

31 

39 

41 

62 

62 

44 

"44 

39 

38 

32 

32 

"36 

49 

49 

48 

42 

41 

"38 

41.6' 

Lock  Haven'' 

.  /  Maximum.. 
\  Minimum .. 

76 

"68 

73 

68 

54 

60 

66 

76 

81 

82 

83 

88 

88 

71 

63 

58 

"7i 

66 

69 

56 

60 

60 

"65 

60 

61 

74 

66 

66 

59 

"64 ";. 

68.3 

47 

.52 

56 

46 

38 

27 

28 

30 

35 

38 

40 

63 

61 

54 

40 

45 

50 

36 

33 

30 

36 

30 

28 

48 

52 

48 

40 

40 

42 

40.... 

41.1 

Marcus  Hook* 

.  (  Maxinnni).. 
\  .Mininuim.. 

SO 

80 

77 

70 

65 

57 

71 

72 

82 

73 

71 

79 

82 

90 

68 

57 

76 

72 

61 

64 

68 

59 

6;i 

76 

68 

76 

62 

63 

64 

65  . . . 

70.3 

.52 

54 

61 

6! 

41 

36 

49 

41 

47 

49 

52 

57 

57 

69 

50 

48 

62 

52 

43 

48 

46 

40 

38 

51 

54 

55 

46 

44 

40 

47  ... 

49  1 

Martiusburg3 

.  1  Maximum.. 

\  Minimum. 

70 

64 

70 

64 

59 

51 

59 

70 

76 

77 

72 

78 

80 

67 

60 

51 

63 

67 

63 

60 

59 

54 

60 

55 

63 

70 

46 

55 

56 

57 

62.1 

44 

52 

49 

46 

32 

27 

32 

34 

43 

46 

46 

64 

54 

53 

45 

45 

50 

39 

33 

34 

35 

30 

32 

46 

53 

45 

36 

35 

34 

37 

41.3 

Mauch  Chunk!  SW.. . . 

.  /  Maximum.. 
\  Miuimum.. 

74 

70 

66 

64 

52 

51 

58 

65 

71 

74 

74 

72 

82 

80 

59 

61 

63 

64 

64 

55 

56 

59 

62 

62 

70 

66 

65 

55 

59 

64. 2' 

45 

50 

52 

42 

40 

29 

24 

27 

30 

30 

40 

51 

48 

62 

41 

45 

46 

38 

33 

29 

"32 

26 

43 

50 

44 

41 

40 

32 

42 

39.3' 

Meadville /-I  S 

.  (  Maximum.. 
\  Minimum.. 

67 

74 

56 

70 

39 

54 

64 

7(1 

76 

80 

80 

82 

79 

52 

60 

72 

61 

52 

54 

52 

■56 

54 

68 

70 

59 

71 

41 

51 

52 

58 

62.3 

40 

42 

39 

39 

34 

24 

26 

33 

33 

38 

38 

50 

49 

46 

30 

33 

51 

30 

31 

31 

34 

26 

32 

38 

63 

46 

36 

26 

30 

32 

36.3 

)  .Maximum.. 

65 

73 

52 

68 

38 

51 

62 

68 

74 

78 

78 

79 

78 

52 

58 

71 

60 

48 

62 

49 

64 

51 

67 

70 

60 

68 

40 

61 

49 

66 

60  6 

1  Minimum .. 

39 

46 

39 

36 

27 

26 

32 

37 

41 

47 

49 

53 

.52 

39 

33 

48 

41 

33 

30 

36 

30 

29 

35 

50 

44 

34 

30 

31 

31 

33 

37.7 

Middletown'-l.S  W.  ... 

.  /  Maximum. 
\  Minimum  . 

71 

65 

73 

6! 

65 

56 

60 

68 

78 

75 

72 

7.5 

82 

78 

63 

54 

66 

66 

58 

68 

63 

58 

62 

62 

69 

73 

66 

61 

57 

61 

64.9 

44 

53 

65 

47 

36 

34 

33 

33 

38 

40 

44 

67 

.52 

56 

48 

46 

50 

40 

39 

35 

36 

35 

30 

48 

52 

45 

42 

39 

32 

43 

42.7 

.  /  .Maximum.. 

\  Minimum.. 
.  1  Maximum.. 

\  Minimum.. 

69 

76 

62 

76 

55 

53 

64 

70 

76 

80 

80 

81 

81 

61 

64 

83 

68 

56 

55 

57 

62 

56 

72 

75 

70 

75 

46 

57 

63 

60 

(-.6.  4 

43 

52 

45 

47 

34 

29 

32 

33 

37 

44 

44 

61 

51 

47 

50 

62 

48 

37 

33 

42 

40 

31 

39 

51 

51 

41 

38 

33 

36 

37 

41.6 

Montrose  /-3  E 

69 

60 

62 

52 

43 

50 

57 

68 

72 

76 

78 

76 

80 

59 

52 

56 

64 

60 

51 

55 

46 

44 

59 

58 

54 

69 

39 

40 

48 

64 

58.0 

40 

43 

48 

36 

38 

22 

25 

34 

38 

44 

49 

50 

54 

55 

32 

32 

41 

36 

29 

31 

34 

27 

25 

30 

45 

48 

36 

30 

30 

35 

37.2 

Mt.  Lebanon* 

.  /  Maximum.. 
\  Minimum.. 

70 

70 

60 

74 

57 

55 

66 

73 

77 

80 

79 

84 

83 

68 

61 

78 

65 

59 

56 

55 

66 

56 

71 

77 

69 

74 

45 

57 

.54 

62 

.  .  .  . 

66.7 

41 

54 

46 

51 

30 

24 

36 

38 

48 

61 

60 

68 

54 

49 

43 

48 

48 

36 

31 

42 

41 

29 

39 

62 

53 

42 

37 

31 

35 

35 

42.4 

Mt.  Pocono3-2  N 

.  /  Maximum.. 
1  Minimum.. 

67 

59 

60 

43 

48 

50 

56 

65 

72 

76 

74 

74 

79 

70 

58 

46 

62 

59 

50 

52 

47 

44 

69 

61 

52 

71 

47 

45 

49 

56 

68.3 

38 

49 

41 

39 

30 

26 

29 

32 

38 

35 

41 

52 

51 

44 

34 

39 

44 

39 

29 

35 

32 

28 

27 

41 

45 

47 

35 

30 

32 

36 

37.3 

New  Bloomfield 

.  (  Maximum  . 
\ Miuimum. . 

73 

71 

72 

68 

64 

57 

62 

67 

75 

78 

75 

77 

86 

82 

67 

60 

68 

66 

60 

58 

62 

60 

63 

64 

57 

73 

73 

62 

63 

63 

67.2 

42 

50 

52 

45 

39 

28 

25 

29 

36 

33 

33 

54 

47 

.52 

43 

46 

47 

34 

36 

29 

32 

34 

26 

46 

60 

43 

40 

38 

30 

38 

39.2 

Newbiirgi-3.5NVV 

.  /  Maximum  . 
\  Minimum.. 

70 

64 

73 

56 

57 

58 

60 

70 

75 

77 

77 

80 

82 

76 

62 

52 

68 

66 

68 

66 

64 

58 

62 

56 

64 

77 

62 

62 

62 

67 

6.5.4 

42 

54 

48 

50 

32 

32 

30 

32 

39 

40 

44 

52 

50 

66 

50 

48 

48 

40 

38 

36 

36 

36 

32 

50 

61 

50 

38 

38 

32 

38 

42.1 

New  Castle-1.5  N 

.  /  Maximum.. 
\  Minimum.. 

68 

7C 

64 

77 

66 

56 

63 

72 

77 

79 

80 

80 

82 

82 

60 

77 

75 

62 

67 

63 

60 

53 

70 

74 

72 

71 

49 

56 

56 

61 

67.6 

40 

56 

43 

44 

31 

27 

30 

33 

39 

40 

39 

48 

50 

48 

37 

49 

57 

36 

33 

36 

40 

27 

36 

36 

54 

47 

39 

32 

31 

34 

39  6 

Palmerton' 

.  (  Maximum.. 
\  Minimum.. 

70 

64 

66 

50 

53 

55 

60 

67 

72 

74 

70 

71 

82 

77 

64 

50 

65 

66 

67 

56 

57 

53 

59 

66 

59 

70 

54 

56 

56 

60 

62.9 

43 

50 

50 

43 

35 

31 

30 

32 

37 

37 

44 

55 

52 

51 

43 

46 

49 

42 

45 

35 

38 

35 

29 

49 

61 

48 

42 

40 

32 

43 

.... 

41.9 

Park  Place3-1  NW  . . . , 

.  /  Maximum.. 
\  Minimum. 

66 

59 

63 

49 

61 

60 

54 

63 

70 

73 

72 

69 

79 

69 

56 

46 

60 

57 

50 

50 

52 

47 

54 

67 

53 

64 

41 

51 

49 

52 

57.6 

42 

48 

43 

39 

28 

25 

33 

37 

46 

50 

60 

56 

66 

41 

36 

39 

46 

34 

26 

37 

32 

28 

29 

42 

46 

41 

36 

34 

32 

37 

38.9 

Philadelphia Arpt  i.. 

.  (  Maximum.. 
\  Minimum.. 

72 

76 

73 

63 

65 

56 

61 

72 

73 

72 

73 

76 

82 

84 

65 

52 

74 

68 

68 

60 

66 

57 

60 

70 

65 

76 

55 

61 

60 

62 

66.9 

47 

54 

57 

48 

40 

33 

34 

36 

46 

45 

61 

57 

56 

57 

50 

47 

62 

49 

42 

43 

42 

37 

35 

46 

63 

61 

45 

42 

39 

47 

46.0 

Philadelphia  C. 0.1.  .. 

.  1  Maximum.. 
\  Minimum.. 

72 

75 

74 

63 

64 

58 

62 

72 

73 

71 

72 

76 

81 

83 

66 

52 

73 

66 

58 

59 

64 

58 

58 

68 

65 

73 

53 

60 

61 

62 

66.4 

5! 

54 

57 

47 

39 

35 

42 

42 

50 

51 

51 

57 

66 

57 

50 

48 

62 

50 

44 

44 

44 

40 

39 

48 

64 

53 

46 

42 

42 

50 

47.8 

Phil  a.  Shawmont 

.  /  Maximum.. 
\  Minimum.. 

79 

75 

73 

-■?- 

64 

56 

72 

74 

73 

75 

72 

73 

82 

84 

66 

66 

74 

67 

66 

60 

59 

61 

63 

66 

66 

73 

65 

60 

69 

65 

68.9 

50 

54 

68 

48 

43 

31 

32 

34 

39 

40 

49 

66 

68 

57 

49 

48 

50 

47 

37 

40 

38 

65 

30 

47 

52 

60 

47 

46 

37 

48 

45.4 

Philipsburg3-7  E 

.  (  Maximum.. 
\  Minimum.. 

67 

60 

6! 

57 

49 

50 

59 

67 

73 

76 

72 

76 

80 

62 

56 

47 

64 

56 

51 

46 

54 

63 

57 

63 

60 

67 

41 

56 

52 

57 

— 

.59.3 

38 

60 

39 

45 

26 

25 

34 

34 

44 

41 

36 

64 

49 

45 

35 

43 

38 

31 

27 

28 

30 

27 

30 

44 

47 

36 

32 

32 

?? 

33 

36  9 

Phoenixville-1.5  SE . . 

.  1  Maximum.. 
\  Minimum.. 

85 

81 

80 

82 

68 

59 

62 

71 

74 

76 

70 

82 

89 

89 

67 

64 

74 

68 

61 

61 

65 

63 

67 

76 

74 

78 

66 

67 

61 

65 

71.5 

46 

52 

57 

44 

43 

27 

27 

29 

32 

33 

43 

51 

49 

53 

47 

47 

50 

41 

33 

36 

34 

34 

26 

42 

52 

44 

46 

41 

32 

46 

41.2 

Pittsburgh  Arpt  Sta.'. 

.  1  -Maximum.. 
\  Minimum.. 

71 

76 

60 

76 

46 

54 

65 

73 

78 

81 

80 

83 

82 

69 

61 

74 

64 

64 

54 

53 

63 

67 

71 

75 

69 

73 

44 

57 

54 

59 

65.8 

41 

64 

45 

46 

32 

29 

36 

43 

49 

64 

52 

69 

60 

48 

43 

60 

46 

37 

32 

41 

39 

34 

36 

61 

52 

39 

36 

33 

36 

39 

43.0 

Pittsburgh  City  Office' 

.  /  Maximum.. 
\  .Minimum.. 

70 

76 

62 

7ft 

46 

66 

66 

73 

77 

82 

80 

85 

81 

67 

60 

77 

67 

58 

67 

56 

64 

57 

72 

75 

71 

75 

45 

58 

54 

62 

66.8 

46 

66 

47 

4.5 

33 

33 

39 

41 

44 

50 

48 

61 

57 

49 

45 

54 

50 

41 

37 

46 

40 

36 

39 

56 

53 

41 

39 

38 

38 

42 

44.7 

Port  Clinton/ 

.  /  Maximum.. 
\  Minimum.. 

72 

65 

70 

53 

49 

56 

58 

65 

72 

74 

70 

71 

79 

77 

64 

67 

62 

66 

56 

68 

57 

54 

60 

63 

65 

62 

48 

58 

56 

60 

62.5 

42 

51 

51 

44 

43 

31 

30 

30 

34 

33 

37 

46 

48 

52 

45 

45 

47 

42 

38 

32 

34 

36 

27 

37 

50 

45 

42 

40 

33 

44 

40.3 

Putney ville-2 .5  SE.... 

.  /  Maximum.. 

\  Minimum.. 

70 

72 

60 

73 

69 

54 

65 

72 

76 

79 

77 

81 

80 

74 

65 

60 

61 

56 

65 

51 

48 

56 

68 

68 

67 

73 

52 

56 

62 

48 

64.3 

37 

52 

44 

43 

29 

25 

28 

32 

37 

40 

43 

50 

53 

48 

37 

48 

63 

32 

30 

37 

38 

29 

31 

49 

53 

50 

35 

36 

28 

36 

39.4 

Quakertowu-0.5  E 

.  (  .Maximum.. 
\  Minimum.. 

70 

7! 

68 

64 

57 

54 

60 

67 

71 

73 

68 

71 

82 

80 

62 

62 

71 

64 

62 

58 

66 

66 

68 

68 

68 

72 

59 

56 

58 

62 

64.9 

43 

57 

.56 

42 

40 

27 

28 

28 

33 

33 

40 

51 

45 

52 

44 

44 

46 

41 

35 

31 

35 

34 

26 

43 

48 

46 

42 

40 

30 

40 

40.0 

Reading' 

.  (  Maximum.. 
\  Minimum.. 

73 

7! 

74 

56 

69 

57 

62 

72 

75 

76 

72 

72 

84 

83 

66 

52 

70 

67 

58 

58 

61 

58 

62 

66 

60 

74 

56 

61 

58 

63 

65.8 

47 

54 

66 

45 

38 

34 

40 

36 

43 

43 

48 

68 

54 

55 

48 

46 

49 

46 

40 

43 

41 

37 

34 

50 

52 

49 

43 

42 

38 

47 



45.2 

Ridgway  / 

.  t  Maximum.. 
\  Minimum.. 

69 

69 

63 

70 

39 

65 

65 

73 

78 

83 

82 

85 

85 

59 

65 

59 

62 

57 

56 

48 

54 

67 

66 

64 

67 

71 

41 

59 

47 

62 

63.7 

34 

33 

48 

38 

34 

19 

19 

23 

28 

29 

31 

31 

42 

42 

31 

31 

47 

26 

25 

28 

31 

22 

23 

30 

50 

51 

35 

30 

28 

34 

32.4 

Scranton' 

.  /  .Maximum.. 
\  ?.Iinimum.. 

70 

64 

59 

64 

55 

63 

62 

73 

78 

81 

83 

79 

85 

72 

57 

61 

66 

63 

56 

56 

64 

48 

62 

64 

67 

76 

53 

46 

54 

56 

62.9 

44;  54 

46 

43 

35 

31 

32 

34 

38 

41 

46 

59 

64 

49 

39 

47 

51 

42 

38 

36 

39 

33 

29 

47 

63 

53 

38 

37 

40 

42 

42.3 

Selinsgrove 

.  1  Maximum.. 

72 

68 

1  69 

69 

56 

56 

59 

73 

75 

79 

76 

76 

82 

80 

61 

61 

67 

68 

61 

56 

61 

56 

59 

57 

60 

72 

66 

61 

59 

61 

65.8 

\  Minimum .. 

44 

51 

55 

43 

40 

26 

29 

30 

34 

35 

39 

61 

50 

64 

39 

48 

48 

36 

32 

32 

34 

33 

26 

47 

52 

44 

41 

31 

.39 

43 

40.2 

Somerset 

.  1  Maximum.. 

70 

68 

67 

70 

63 

52 

63 

69 

74 

79 

75 

81 

79 

76 

62 

56 

65 

59 

52 

50 

61 

56 

63 

64 

65 

71 

60 

64 

59 

57 

64.7 

\  Minimum.. 

35 

49 

48 

43 

31 

24 

29 

25 

29 

32 

32 

46 

44 

46 

46 

45 

51 

32 

30 

26 

35 

28 

29 

46 

63 

44 

35 

31 

29 

29 

36  7 

Springs'!-!  SW 

.  /  Maximum.. 
\  Minimum. 

65 
38 

06 
46 

6b 
48 

71 

45 

63 
2:^ 

50 
18 

60 
24 

66 
28 

70 
32 

72 
35 

70 
38 

75 
44 

77 
46 

67 
46 

56 
47 

63 
44 

60 
5(1 

54 
30 

61 
29 

46 

28 

59 
32 

54 
28 

57 
32 

59 
45 

62 
52 

69 
44 

49 
27 

52 
30 

68 
29 

54 
30 

61.0 

36.3 

State  College' 

.  /Maximum.. 
\  Minimum.. 

71 
45 

64 
54 

67 

5e 

57 
48 

69 
32 

54 
29 

61 
38 

71 
38 

76 
44 

79 

47 

76 
60 

81 
69 

81 
65 

66 
54 

61 
40 

62 
49 

67 
60 

69 
36 

55 
33 

52 
36 

58 
35 

57 
31 

61 
35 

67 
48 

62 
54 

69 
43 

46 
39 

60 
37 

50 
40 

61 

44 

63.1 

43.1 

Stroudsburg-2  E 

. .  /  Maximum.. 
\  Minimum.. 

74 
42 

74 
52 

71 

53 

76 
40 

63 
43 

58 
29 

62 

25 

71 
29 

78 
33 

79 
33 

82 
42 

75 
52 

85 
49 

85 
54 

69 

43 

68 
47 

70 
47 

67 
39 
54 

67 
31 

69 

30 

66 
36 

66 
34 

62 
26 

68 
42 

68 
50 

72 

64 

69 
45 

56 
40 

59 
32 

64 
44 

68.2 

40.5 

Tamarack /-2S 

. .  (  Maximum . . 
\  Minimum .. 

67 

59 

65 

53 

36 

55 

61 

71 

79 

77 

76 

[  80 

83 

58 

57 

51 

60 

53 

51 

48 

61 

58 

52 

55 

66 

36 

57 

44 

58 

59  0 

40]  43 

4£ 

41 

31 

24 

25 

34 

42 

46 

49 

!  50 

51 

55 

30 

31 

41 

35 

28 

29 

36 

25 

27 

30 

43 

48 

32 

32 

31 

34 

37. 1 

Tiouesta/-1.5  SE 

. .  /  Maximum. 
\  Minimum.. 

67,  72 
35!  5C 

5f 
42 

71 
3S 

41 
30 

52 
23 

64 
26 

71 
28 

75 
30 

81 
34 

79 
33 

81 
44 

81 
44 

59 

50 

65 
31 

65 

48 

63 
50 

52 
29 

63 
31 

46 
30 

48 
32 

54 
27 

64 
29 

72 
41 

64 

50 

68 
47 

39 
34 

65 
30 

47 
29 

58 
37 

62.1 

36.1 

Titusville-2  S 

. .  /Maximum.. 
\  Minimum.. 

66 
3S 

72 
62 

6£ 

;  4c 

6S 
3S 

61 
29 

62 
24 
56 
27 

64 
30 

70 
38 

75 
36 

80 

48 

80 
47 

80 
62 

7S 
49 

77 
44 

64 
30 

68 
47 

61 
54 

61 
32 

63 
28 

51 
33 

49 

30 

53 
25 

68 
32 

70 
48 

68 
.54 

69 

44 

61 
34 

62 
27 

51 
29 

58 
32 

66.0 

38.2 

Towanda-1  E 

. .  /Maximum.. 

\  Minimum.. 

72 
40 

6E 
6S 

6J 
4£ 

5- 
3S 

69 
33 

62 
27 

73 
30 

76 
33 

78 
36 

82 
38 

82 
52 

86 
49 

77 
51 

57 
36 

53 
43 

71 
60 

67 
31 

57 
34 

69 
29 

51 
31 

50 
31 

61 
22 

62 
41 

62 
53 

76 
49 

62 

40 

51 
37 

50 
38 

67 
41 

64.6 

38.7 

Continued  on  page  32. 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


April  1945 


Daily  Temperatures  for  April  1 945— Continued  from  page  31 . 


Stations 


1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

U 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

78 

80 

68 

78 

71 

58 

70 

77 

82 

85 

86 

86 

85 

80 

68 

75 

70 

66 

59 

,55 

68 

60 

75 

79 

71 

78 

60 

57 

6? 

63 

43 

61 

50 

53 

36 

25 

30 

34 

42 

52 

59 

54 

53 

53 

48 

53 

57 

37 

32 

35 

37 

29 

41 

55 

58 

,52 

4fi 

.32 

37 

35 

■lb 

80 

64 

78 

60 

56 

68 

75 

80 

85 

83 

83 

85 

75 

61 

70 

76 

59 

57 

55 

66 

.58 

75 

7fi 

71 

75 

46 

61 

56 

62 

39 

56 

52 

48 

34 

29 

30 

33 

35 

40 

41 

54 

50 

53 

43 

54 

52 

37 

35 

38 

39 

31 

34 

54 

,55 

45 

41 

36 

38 

42 

66 

70 

55 

67 

55 

52 

65 

71 

77 

83 

81 

84 

80 

72 

60 

61 

62 

53 

.53 

46 

45 

,50 

67 

66 

,59 

67 

47 

52 

46 

.59 

42 

53 

44 

41 

29 

22 

28 

38 

84 

43 

89 

51 

51 

47 

30 

48 

50 

30 

29 

34 

.35 

27 

29 

49 

.53 

48 

34 

30 

3:H 

38 

69 
38 
70 

75 
52 
61 

66 
46 
60 

74 
46 
54 

42 

54 

64 

72 

78 

82 

79 

84 

83 

58 

55 

54 

68 

58 

55 

54 

49 

49 

62 

55 

56 

69 

41 

,54 

47 

60 

38 

38 

52 

42 

36 

26 

24 

28 

29 

31 

34 

34 

46 

48 

30 

30 

46 

28 

30 

33 

29 

28 

21 

25 

47 

42 

37 

35 

35 

37 

73 

74 

73 

69 

62 

56 

61 

71 

74 

76 

73 

75 

82 

84 

65 

51 

71 

66 

57 

,59 

64 

58 

62 

70 

63 

73 

.58 

60 

58 

62 

45 

51 

57 

46 

36 

29 

32 

37 

44 

45 

49 

57 

52 

58 

47 

45 

48 

45 

37 

,39 

39 

35 

31 

45 

,52 

,50 

43 

39 

37 

43 

72 

65 

63 

51 

56 

56 

61 

74 

78 

83 

82 

80 

86 

72 

59 

55 

67 

64 

56 

58 

55 

51 

64 

64 

57 

74 

50 

51 

58 

,58 

41 

54 

44 

43 

33 

30 

30 

34 

38 

40 

44 

56 

53 

46 

40 

46 

50 

37 

35 

35 

36 

29 

27 

45 

.52 

50 

41 

38 

39 

41 

71 

66 

67 

56 

55 

56 

62 

69 

74 

78 

77 

79 

83 

65 

60 

52 

69 

61 

57 

56 

51 

.52 

59 

,58 

57 

71 

45 

57 

,52 

60 

45 

54 

47 

46 

34 

31 

30 

35 

37 

40 

42 

60 

53 

47 

48 

47 

50 

37 

35 

31 

37 

32 

28 

49 

49 

45 

41 

41 

43 

48 

73 

71) 

72 

70 

55 

56 

61 

69 

76 

79 

76 

77 

85 

78 

65 

65 

66 

65 

63 

56 

,58 

,59 

61 

62 

62 

72 

64 

60 

60 

61 

4b 

60 

53 

45 

39 

29 

28 

31 

34 

35 

38 

56 

47 

63 

43 

45 

41'. 

38 

36 

34 

34 

33 

25 

46 

,50 

43 

40 

39 

35 

42 

VO 

60 

66 

54 

47 

50 

58 

66 

72 

73 

72 

77 

83 

64 

56 

46 

61 

58 

52 

47 

,54 

,52 

56 

,52 

,54 

65 

37 

,58 

43 

56 

42 

49 

52 

43 

26 

26 

35 

38 

46 

49 

50 

54 

57 

41 

34 

42 

4:i 

31 

29 

38 

31 

•28 

28 

42 

48 

36 

33 

33 

34 

34 

74 

74 

77 

75 

64 

59 

63 

72 

76 

77 

79 

79 

86 

85 

70 

64 

68 

6>t 

68 

62 

66 

65 

66 

65 

62 

72 

68 

6;h 

65 

65 

41 

57 

56 

47 

43 

27 

30 

32 

36 

36 

41 

51 

49 

53 

50 

47 

51 

33 

33 

40 

36 

32 

29 

49 

54 

46 

44 

33 

33 

37 

Mean 


Uniontown /  Maximum. 

\  Minimum.. 
Vandergrifti /  Maximum. 

\  Minimum. 
Warren /  Maximum . 

\  Minimum.. 
Waynesburg /  Maximum. 

\  Minimum.. 
Wellsboro/ /  Maximum. 

\  Minimum.. 
West  Chester /  Maximum . 

\  Minimum.. 
Wilkes-BarreS /  Maximum. 

\  Minimum.. 
Williamsport  Arpt.M  E  /  Maximum. 

V  Minimum.. 
Williamstown /  Maximum. 

\  Minimum.. 
Woodward3-2  NE /  Maximum., 

\  Minimum.. 
York-3  SW /  Maximum., 

\  Minimum.. 


71.7 

44.1 
69.  1 
42.3 
62.4. 

38.5 

55 

60.9 
31.6 
66.7 
43.8 
64.0 
40.9 
62.  C 
42.1 
66.5 
40.7 
58.7 
39  1 
69.9 
41.7 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSUKE,  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind" 

Relative 

5 
"3 

(reduced  to  sea  level) 

Humidity 

.Stations 

a 
o 

.a 

3  t>, 

a 
a 

o 

*3 

&.<" 

o 

B 

s 

a 

* 

■o 

J3 

s 

S 

tin 

S 

03 
O 

A 

o 

o 

g 

cc 

0) 

o 

d 

t>'3 

s% 

d 

G> 

5? 

W 

« 

a 

O 

<> 

s2- 

Q 

a 

•- 

- 

•- 

fc 

a 

Erie 

30.59 
30.67 

6 

7 

29.40 
29.46 

26 
26 

9.4 
9.0 

28 
34 

se. 
nw. 

16 
27 

77 
75 

62 
,54 

74 
61 

59 
61 

419 

Harrisburg 

320 

Philadelphia 

30.70 

7 

29.50 

26 

9.4 

37 

w. 

14 

80 

48 

63 

56 

264 

Philipsburg 

30.59 

7 

29.47 

26 

13.0 

35» 

se. 

16 

80 

57 

65 

508 

Pittsburgh 

30.61 

6 

29.  45 

26 

11.3 

47 

nw. 

4 

75 

47 

56 

58 

3*3 

Reading 

30.70 

7 

29.49 

26 

12.6 

69 

nw. 

14 

74 

50 

55t 

60 

292 

Scranton  

30.67 

7 

29.  46 

26 

7.3 

33 

nw. 

21 

83 

61t 

40 

384 

*  For  any  five-minute  period.  **  Corrected  to  true  velocities, 

t  12:00  noon.     t4;00p.  m.        $  Also  other  dates.        '  One-minute  interval. 


RIVEK  CONDITIONS 


Stations 


PortJervls,  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)  Lock  No.  5. 

Sutersville 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland.  Dam  No.  7 


Rivers 


p 

i 

8 

u 

C3 

m 

1 

00 

^ 

.a 

S 

^ 

s 

as 

o 

d 

a 

K 

Q 

3 

a 

Delaware 1    4.0 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio 


4.0 

6.9 

6 

2.8 

22t 

5.0 

10.0 

6 

2.8 

25 

4.2 

5.6 

6 

3.6 

25 

5.2 

7.8 

6 

4.1 

25 

6.5 

10.9 

28 

3.9 

23 

5.3 

9.5 

27 

3.4 

22 

5.9 

8.6 

6 

4.8 

17 

5.2 

7.0 

8 

4.3 

25 

16.2 

23.7 

6 

13.8 

25 

5.1 

7.5 

6 

4.2 

14 

13.6 

16.8 

6 

IZO 

16 

« 

19.1 

6 

• 

• 

24.4 

6 

* 

Pool  stage. 


t  On  other  days  also. 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  years  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  tl  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

»,  '",  °,  etc.    Number  of  days  missing,  for  example,  ''  indicates  two  days  missing. 

Italics,  data  interpolated. 

5  Partly  interpolated. 
§5  Incomplete. 

t  And  other  dates. 

r  Daily  amounts  inconsistent. 
Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
1  Midnight  to  midnight. 

*  Measured  in  the  morning  for  the  preceding  24  hours. 

8  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 
4  Best  available  used  for  stations  not  equipped  with  recorders, 
s  Recording  gage. 

6  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 
1  Noon  to  noon. 


liist  of  Changres  in  Station  Desigiiatioiis 

For  more  exact  location  of  the  equipment,  station  names  have  been  changed 
follows : 


formerly 


Dauphin 
Farrell 
Ford  City 
Grantville 
Hawley,  IS. 
Jamestown 
Kregar 

McConnellstown  " 
MOroy 
Monroeton 
Neffs  Mill 

Newburg  ' ' 

Putney  ville  ' ' 

Sheffield 
Tyrone 
Williamsport  4  SE" 


Peters  Mountain  Tower 

Sharon 

Crooked  Creek  Dam 

Manada  Gap 

Wallenpaupack  Dam  (Evaporation) 

Pymatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Shaver  Ci,.jek  (Evaporation) 

Blue  Mountain  Intercliange 

Mahoning  Dam 

Cherrv  Grove 

Bald  Eagle 

Shaffers  Path 

( W.  B.  O..  Philadelphla-7-9-45-975) 
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GENEKAL  SUMMARY. 

There  was  plenty  of  action  in  May,  although  the  weather  held 
to  the  pattern  set  the  latter  half  of  April ,  witli  wet,  cool,  and  some- 
what dismal  conditions.  The  contrast  between  the  pleasant  start 
spring  had  in  ^larch,  and  its  close  in  May,  was  very  marked, 
but  the  three  months  averaged  about  7°  above  normal,  due  to 
the  impetus  of  the  warm  March.  These  same  months  were 
more  than  2  inches  too  wet  for  normal. 

May  opened  with  a  moderate  snowstorm  in  the  north-central 
counties,  and  someone  aptly  remarked  that  it  was  a  short 
?ummer."  Heaviest  fall  was  9.5  inches  at  Kellogg  Mountain 
Fire  Tower,  Bradford  County,  but  traces  were  reported  southeast 
to  Berks,  Dauphin,  and  Perry  Counties.  Cold  air  associated  with 
the  snow  caused  some  damage  to  vegetation,  as  temperatures  were 
below  freezing  the  following  morning.  Two  days  later,  light 
snow  was  again  reported  from  north-central  counties. 

Mr.  Dixon  R.  Miller,  observer  at  the  East  Waterford  Airway 
Station,  taking  an  observation  at  3:36  a.m.  EWT,  May  4,  under 
leaden  skies,  noticed  "a  mysterious  early  morning  flash  which 
lit  up  the  sky  as  bright  as  a  very  close  lightning  discharge.  First 
it  appeared  not  as  a  flash,  but  more  slowly  as  that  of  an  approach- 
ing meteor  disintegrating  upon  entering  the  earth's  atmosphere. 
Then,  there  were  two  or  three  consecutive  flashes  as  of  a  meteor 
splitting  up  and  exploding.  Heavy  fog  obscured  the  sky  and 
diffused  the  light  over  the  entire  hemisphere.  The  display  had 
a  greenish  hue,  and  was  about  three  seconds  duration."  Mr. 
Miller  observed  a  bolide,  or  disintegrating  meteor,  falling  to  earth 
at  some  point,  probably  east  of  the  Jersey  Coast,  the  noise  of 
which  was  plainly  heard  in  the  Philadelphia  area. 

The  first  decad'^e  of  the  month  closed  with  2  to  4  inches  more 
snow  at  some  stations  in  north-central  counties,  helping  to  make 
this  the  snowiest  May  since  1923.  Frost  and  freezing  teinpera- 
tures  were  reported  on  the  11th,  but  warmer  weather  set  in  with 
above-normal  temperatures  continuing  through  the  18th. 
Thunderstorms,  some  very  heavy,  occurred  during  this  helpful 
warm  spell.  On  the  15th,  a  storm  of  cloudburst  proportions  sent 
streams  over  their  banks  in  northern  Berks  County,  and  on  the 
following  day,  a  circus  tent  collapsed  during  a  windstorm  at 
Greensburg,  but  3,500  spectators  escaped  unhurt. 

The  observer  at  State  College,  Dr.  Hans  Neuberger,  Chief, 
Division  of  Meteorology  at  the  College,  reported  the  details  of  a 
tornado  which  struck  Centre  County  on  May  17,  between  3:30 
and  3:45  p.m.  EWT,  and  caused  about  $100,000  damage.  The 
first  evidence  was  found  1.5  miles  east  of  Boalsburg,  then  travel- 
ing northeastward,  passed  through  Center  Hall  and  ended  1.5 
miles  southwest  of  Penns  Cave,  a  path  9  miles  long.  No  loss  of 
life  occurred,  but  there  were  some  minor  injuries.  Two  farm 
houses  and  three  barns  were  leveled  with  many  other  structures 
damaged.  . 

A  cold  front,  moving  eastward  on  the  22d,  set  off  violent 
thunderstorms,  attended  by  high  winds,  causing  widespread 
damage  across  the  state.  Two  days  later,  killing  frosts  occurred 
in  the  mountains.  On  the  28th,  another  cold  front  crossed  the 
state  with  attending  thunderstorms.  Hail  and  heavy  rains 
contributed  to  damage  in  this  series  of  storms. 


The  line  start  vegetation  and  farm  work  achieved  at  the  begin- 
ning of  the  season  was  mostly  overcome  by  the  cool,  wet  weather 
of  May,  and  frosts,  which  have  wiped  out  many  fruit  crops. 
Much "  replanting  was  necessary.  Sunshine  and  warmth  are 
needed  badly.  

TEMPERATURE. 

The  averajre  temperature  for  the  Stati'  as  deduced  from  the  reports  of  83  .stations  wa.s 
5n  7°  which  is  4  0*^  below  the  58-year  normal  for  .Ma.v.  The  highe.st  monthly  mean  was 
75  Vat  rhoeuixvUe  and  the  lowest  was  36.1''  at  Kane.  Extremes  ranged  from  a  maxi- 
mum of  91°  at  Phoeuixville  on  the  16th  and  16th,  and  Hewitt  on  the  21st,  to  a  minimum 

of  18°  at  Kane,  on  the  2d. 

PRECIPITATION. 

The  average  precipitation  for  the  State  as  deduced  from  the  observations  at  202  sta- 
tions was  6.12  inches,  which  is  1.20  inches  above  the  58-year  normal  for  May.  The 
gieatest  monthlv  amount  was  8.49  inches  at  Millersburg,  while  the  least  was  2.6o  inches 
ill  Holtwood.    The  greatest  amount  recorded  in  any  24  consecutive  hours  was  2.62  inclies 

'"'rhiTaveraleTnow'fall'for  the  State  was  0.3  inch,  which  is  O.S  inch  above  the  58-year 
U(irma!  The  greatest  monthly  snowfall  was  16.0  inches  at  Monroeton.  The  greatest 
fall  for  any  observational  day  was  9.5  inches  at  Monroeton  on  the  1st. 

ERRATA 

April  1945 -Page  26,  Bradford,  total  snowfall  should  be  0.8  inch.  Montrose,  mean 
temperature  should  be  47.6°.    Mt.  Pocono,  mean  temperature  should  be  47.8  . 

COMPARATIVE    DATA  FOR    MAY 


Temperature 

Precipitation 

No.  of  days. 
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58.9 
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60.8 
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61.2 
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56.8 
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61.2 
58.5 
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56.2 
61.0 
53.3 
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59.5 
56.6 
59.8 
62.5 
58.3 
54.6 
55.2 
58.8 
58.2 
58.0 
58.5 

61.2 
59.8 
59.8 
62.2 
62.2 
56.0 
62.8 
60.7 
58.8 
62.8 
59.2 
61.3 
62.5 
60.4 
fi5.fi 
55.7 

59.7 

91 
96 
89 
93 
91 
93 
92 
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98 
88 
94 
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96 
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93 
99 
91 
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84 
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20 
28 
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3.23 
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2.90 
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1.97 
3.15 
3.86 
3.34 
4.16 
3.19 
3.39 
5.04 
5.80 
2.02 
3.93 
3.21 
3.50 
5.71 
3.49 
1.78 
4.14 
2.23 
4.81 

3.03 
5.28 
3.69 
5.86 
2.51 
3.00 
2.09 
3.39 
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Stations 


Counties 


ri 

1 

i 

a 

o 

o 

Xi 

5 

0 

M 

1-4 

Allnnlic  Drainage 

Allentown  Arpt.  -4  NE. 

Altoona^4.5  W 

Burnt  Cabins-2  NE  . . . 

Carlisle 

Chambers  burg- 1  SW... 

Coatesville 

Curwensville  Apt-6  NW 

Eagles  Mere 

East  \Vaterford-3  E.  . 

Emporiumt-l  E 

Ephrata 

Everett-0.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover 

Harrisburg  Arpt.-3.5  S 

Hawley-0.5E 

Holtwood 

Huntingdon 

Lancaster 

Lawrenceville 

Lebanon 

Lewistown-2  SW 

Lock  Haven 

Marcus  Hooktt 

Martinsburg . . 

Montrose-3  E 

Mt.  Pocono  Arpt.-2  N. 

Palnierton 

Philadelphia  Airport.. 

Philipsburg-7  E 

Phoenixville-1.  bSK.... 

Port  Clintontt 

Quakertown-0. 5  E 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-2  E 

Tamarack-2S 

Towanda^l  E 

VYellsboro 

West  Chester 

Wilkes-Barre  tt 

Williamsport  Apt.-'lE-  ■ 

Willianistown  It-  

Woodvvard-2  NE 

York-3  SW 


Division  mean. 


Ohio  Drainage 


Lehigh 

Blair 

Fulton 

Cumberland  . 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford  

Luzerne 

Bucks 

Adams 

Schuvlkill . . . . 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia . 

Centre   

Chester 

Schuylkill .... 

Bucks 

Berks 

Lackawanna. . 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming 

Dauphin 

Centre 

York 


Bradford-4  W 

Brook  ville 

Butler 

Clariontt-3  SW 

Clays  ville 

Corry 

Coudersporttt 

Derry 

Donegal 

Donoratt 

Ebensburg 

Farrell 

Ford  City-4  S 

Franklin 

Greensburg-2  S 

Indiana 

Jaraestown-2  NW 

Johnstown 

Kane-1  N 

Meadville-l  S 

Midland 

New  Castle-1.5  N 

Pittsburgh  Airport... 
Putneyville-2. 5  SE  ... 

Ridgway 

Somerset 

Spriu,gs-1  SW 

Tionesta-l.SSE 

Titusville- 2  S 

Dniontown 

Vandergrift 

Warren  

Waynesburg 


Division  mean. 


Mc  Kean 

Jefferson 

Butler 

Clarion 

Washington 

Erie 

Potter 

Westmoreland... 
Westmoreland  ,  . 

Washington 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland. . . 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Poorest 

Crawford 

Fayette 

Westmoreland 

Warren 

Greene 


884 
1.500 
990 
473 
600 
431 
2,  215 
2,020 
2,125 
1,100 
365 
1,  020 
1,970 
184 
600 
900 
600 
351 
980 
200 
700 
255 
996 
469 
580 
557 
12 
1,493 
1,176 
1,914 
455 
10 
1,916 
100 
407 
480 
273 
746 
476 
1,217 
440 
2,250 
754 
1.319 
440 
544 
520 
775 
2,191 
390 


5 

00 

4 

77 

50 

58 

3 

4 

8 

59 

48 

23 

52 

39 

72 

41 

41 

76 

.35 

30 

68 

68 

48 

61 

7 

54 

19 

3 

40 

4 

27 

4 

3 

36 
7 

60 

75 

51 

55 

60 

26 
5 

51 

75 

96 
7 
1 

29 
4 

57 


Temperature,  in  degrees  Fahr. 


is 

=  2 

eg  (D 


Lake  Dminage 

Albion 

Erie 


State  mean. 


Erie. 
Erie. 


1,680 

1,400 

1,077 

114 

1,170 

1,410 

1,653 

1,150 

1.746 

761 

2,170 

855 

950 

987 

1,160 

1,300 

1.050 

1,650 

750 

1,  065 
780 
900 

1,286 
1,270 
1,385 

2,  100 
2, 500 
1.200 
1.550 
1,040 

825 
1, 190 
1,100 


900 
705 


57.0 

5.5.6 

57.2 

58.0 

.58.0 

60.0 

50.4 

.50.8 

54.0 

53.2$ 

60.6 

56.6 

53.8 

69. 2$ 

60.2 

56.1 

69.8 

.59.7 

54.6 

60.2 

58.2 

59.3 

.54.6 

58.4 

56.4'' 

58.4 

63.5 

55.0 

53  5'' 

50.9 

56,7 

60.2 

50  2 

60.7 

56.2 

58.1 

•59.9 

56.4 

57.8 

56.1 

58.2 

50.9 

55.4 

51.3 

59.2 

55.8 

56.0 

57.4 

52.0 

61.1 

58.7 


-3.5 
-3.6 


-3.8 
-3.6 
-1.5 


-4.8 
-1.3 
-3.3 
-3.0 
-2.1 
-1.7 
-2.3 
-3.6 
-2.1 
-2.9 
-3.1 
-2.3 
-2.0 
-3.0 
-2.9 


'-3.4' 

-2.7 

'-i.'f 

-3.3 
-1.9 

51.9 

51.4 

56.4 

54.3 

63.8 

51.8 

62.0 

66.4 

53.4 

59.4 

53.  24 

58.7 

63.5 

52.9 

55.8 

55.  0' 

52.2 

67.4 

49.4 

52.2 

66.1 

56.7 

56.4 

54.3 

61.3 

53  8 

51.7 

62.2 

63.4 

59.0 

57.2 

52.4 

65. i 

54.3 


-1.6 
-4.9 
-1.6 
-2.0 
-3.0 
-3.0 
-2.9 
-1.5 


-2.4 
-5.2 
-1.8 

"-k'.'i 

"-i)'.i 

-3.7 

-4.4 
-3.5 


-7.0 

-3.4 

4.5 

-4.4 


-3.7 
-3.3 
-1.3 

-4.7' 
-4.7 
-4.8 


52.3'! 
62.8 


-3.6 


-3.0 
-3.8 


-4.6 
-2.9 
-3.8 


-3.1 
-3.9 
-4.2 

-5.8 


-4.0 


55.7  -4.0 


85 
87 
88 
89 
88 
84 
81 
80 
85 
86 
83 
91 
81 
84 
86 
87 
82 
86 
86 
86 
85 
85 
85 
86 
85 
84 
82 


84 


76° 


90 


Precipitation,  in  inches 


S 
2-3 


=  2 
CO 


Q 


22 

21t 

15t 

15 

15 

15t 

21 

22 

21 

21 

22 

21 

22 

15' 

15t 

15 

15 

22 

15t 

21 

22 

21t 

15 

15+ 

21 

16t 

21 

22 

22 

22 

22 

21 

15t 

22 

15t 

15 
22 

15t 

21 

22 

21 

22 

21 

15 

22 

22 

15t 

21t 

15t 


91      15t      20 


21t 

21 

22 

21 

16t 

21 

21 

21 

16+ 

16 


21t 

21 

21 

16 

21t 

21 

22 

21 

21 

21 

16t 

21 

21 

21 

16 

16t 

21 

21 

16 

21 

16 


22 


35 
25 
22 
27 
26 
35 
23 
30 
31 
23 
36 
24 
30 
38 
31 
30 
36 
37 
31 
41 
26 
33 
32 
35 
29 
29 
40 

26 

34 

31 

36 

39 

22 

31 

35 

32 

3R 

36 

34 

29 

34 

28 

33 

28 

35 

35 

37 

31 

30 

31 


21 

22 

32 

22 

28 

21 

21 

21 

22 

30 

23 

28 

26 

25 

23 

29 

22 

28 

18 

25 

30 

27 

32 

24 

21 

20 

23 

24 

20 

29 

28 

26 


16+       18 


2 
2 
2 
2 
2 
2 
2 

2t- 
2 
2 
2 
2 
1 
12 
2 
2 
2 
2 

2I 

2 

2 

2 

2 

2 

2 

2 

2 

2 

lot 

2 
2 
2 
2 
2+ 
2t 
2 
11 
2 
2 
2+ 
2 
It 
2 
2 
11 
2t 
2 
2 
2 


4.36 

5.86 

5.93$ 

4.  10 

4.82$ 

4.45 

6.02 

7.  14 

5.27 

5.75 

4.84 

4.46 

4.48 

4  38 

4.28 

6  96 

3.65 

5.26 

5.88 

2.66 

4.28 

3.91 

6.02 

7,06 

6.41 

6.21 

4.71 

4.07 

3.71 

6.74 

4.31 

3.86 

7.36 

5.55 

6.93 

4.  K9 

4.79 

5.78 

5.91 

6.09 

5.57 

6.76 

4.97 

6.60 

4.99 

6.94 

6.01 

7.66 

5.86 

5  08 


-1-0.86 
+  1.78 


-1-0.29 
+  1.13 
+0.56 


+  1.40 
+  1.43 
+0.84 
+0. 39 
+0.91 
+0.36 
+2  72 
+0. 23 
+  1.82 
+2.22 
-0.17 
+0.13 
+  0.60 
+  2.  25 
+3 .22 

+2  19 
+  1.59 

-o.ig' 


+  0.63 
+0.69 


5.38 


5.05 

5.09 

4.27 

4.46 

5.38 

4.16 

7.78 

5. 23 

4.72 

3.90 

5.70$ 

3.99 

3.83 

3.98 

4.19 

5.01 

3.90 

4.48 

5.29 

4.30 

3.94 

3.76 

5.06 

4.76 

5.29 

4.29 

5.44 

3.70 

3.79 

4.10 

3.72 

3.04 

3.83 

4  52 


+  1.60 
+  2.79 
+1.06 
+  1. 12 
+2.51 
+  1.^7 
+  2  04 
+2.  07 

+  1.59 
+2.  71 
+0.74 
+2.79 

+3.'69' 


+1.  62 


+  1.25 
+  1.36 
+0.67 
+0.72 
+  I..'i9 
+0.29 
+  3.44 
+  1.27 


1.14 
2.0i 
2.  13 
1.03 
1.04 
1.06 
1.73 
1.03 
0.90 
1.54 
1.04 
1.33 
1.25 
1.13 
1,06 
1.17 
0.86 
1.53 
1.08 
0.57 
0.95 
0.89 
1,18 
1.73 
1.20 
2.27 
1.20 
L12 

\.\k 
0.97 
0.95 

L67 
1.05 
1.57 
1.25 
L20 
0.96 
1.10 
1.64 
1.44 
1.73 
0.91 
1.51 
1.90 
1.57 
1.03 
1.73 
2.02 
1.61 

2  46 


+  0.81 
+  L31 
+0.66 


+0.34 
+0.  15 
+  0.53 
+0.40 
+0.  04 
+0.79 
+  0.26 


+0.29 
+  1.85 

+  i..34 
-0.66 
+  1.24 


-0.01 
+0.14 
-1.16 
-0.22 


2+ 
2 

3.43$ 
2.88 

2 

5.12 

-0.52 


+  1.20 


0.85 

1  50 

1.15 

0,82 

2.62 

0.75 

1..89 

1.00 

1.46 

0.86 

1.28 

1..58 

0.96 

1.03 

1.04 

109 

0.93 

1.36 

0.89 

1.28 

0.89 

1.40 

1  65 

1.16 

0.89 

1.34 

1.66 

0.64 

0.88 

1.06 

0.90 

0.71 

1.29 

2.62 


0.82 
0.92 


10 
17 
17 
16-17 
16 
10 
16-17 
28 
16 
16-17 
10 
17 
1 
10 
26-27 
1.5-16 
17-18 
16-17 
10 
28 
16-17 
10 
17-18 
28 
17-18 
16-17 
17-18 
16-17 

10 

10 
16-17 

28 
26-27 

10 

10 
17-18+ 

17 

28 

10 

17 
3-4 
17-18 
17-18 

28 

1 

16-17 

16-17 

28 

16-17 


16-17 
16-17 
16-17 
10 
16-17 
17-18 
10-11 
10 
10 
10 
17-18 
16-17 
10 
16-17 
10-11 
10 
16-17 
16-16 
10 
12-13 
16-17 
16-17 
16-17 
16-17 
4-5 
10 
10 
12-13 
16-17 
10 
10 
12-13 
16-17 

16-17 


12-13 
16-17 


16-17 


No.  of  days 


so 


50 


Observers 


0 

0 

0 

0 

0 

0 

0.6 

4.0 

T. 


0 
0 

T. 
0 
0 

T. 
0 
0 

T. 
0 
0 
0 
4.0 
0 
0 
0 
0 
0 

V.h 
0 
0 

T 

0 

0 

0 

0 

T 

0 

0 

0 

0.3 

2  2 

4.0 

0 

0 

0 

0 

T. 

0 


0.4     15 


1.7  I  18 
0     16 


T. 
2.3 
T. 

0 
0 
0 
0 

•I', 

T. 
1  0 

0 
0.2 
0 
0 
0 
0 

0.2 


0.3 


2 

17 
10 
24 

5 
13 
11 

4 
10 

9 

9 
15 
14 

9 

8 
12 

8 
11 
11 
11 
17 
16 

8 

7 


10 


U.S.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Comm 
nw.     Clarence  E.  Miller. 
s.         Charles  A.  Bender, 
nw.     Howard  L.  Pyle. 

U.  S.  Weather  Bureau. 
SW.      Carl  E.  Bigger, 
nw.     T'.  8.  Weather  Bureau. 

Mrs.  Helen  C.  Haas, 
ne.      Ephrata  Review. 
SW.      Penna.  Turnpike  Comni. 

Andrew  B.  Evansha. 
w.        N.  W.  Swayne. 
SW.      Dr.  Henry  Stewart. 
SW.      Miss  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
nw.     Penna.  Water  &  Power  Co. 
nw.     Paul  R.  Yoder.  Jr. 
SW.      Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Vallev  Gas  Co. 
Penna.  Dept.  of  Highways. 
William  R.  Kellev. 
Sun  Oil  Co. 
n.  S.  Weather  Bureau 
Harry  S.  Fancher. 
U.  S.  Weather  Bureau. 
New  Jersey  Zinc  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
PhUa. -Suburban  Water  Co. 
Earl  E.  Rarick. 
John  E.  Benner. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Dr.  George  E.  Fisher. 
Penna.  State  College. 
Metropolitan  Edison  Co. 
James  E.  Swartz. 
Mrs.  M.  Ordelia  Parks. 
M.  S.  Bliss. 
Clyde  T.  Saylor. 
Civil  Aeronautics  Authority 
U.  S.  Weather  Bureau. 
Gordon  E.  Lower. 
U.  S.  Weather  Bureau. 
York  Water  Co. 


s. 

s. 

SW. 

w. 


nw. 

SW. 
SW. 

nw. 
nw. 
w. 
n. 

s. 

SW. 


12 


12 


w. 

SW. 

nw. 

w. 

nw. 

nw. 

ne. 


SW. 

nw. 
ne. 
w. 
n. 

SW. 

w. 

se. 

nw. 

w. 

sw. 

nw. 

w. 

nw. 

nw. 

s. 

sw. 

w. 

w. 

w. 

sw. 


nw. 
w. 


City  Water  Dept. 

Civil  Aeronautics  Authority 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

J.  Fred  Kinley. 

Potter  Enterprise. 

Miss  N.  Dixie  Wineman. 

Penna.  Turnpike  Comm. 

Donora  Zinc  Works. 

Miss  Emma  H.  Eastman. 

Carnegie- Illinois  Steel  Corp, 

U.S.  Engineers. 

William  K.  Fuller. 

Westmorelaud  Water  Co. 

Indiana  State  Teachers  Col. 

Pa.  Dept.  Forests  &  Waters. 

Johnstown  Tribune  Pub.  Co. 

Spring  \\  ater  Co. 

City  of  Meadville. 

Perry  P.  Campbell. 

New  Castle  Water  Co. 

U.  S.  Weather  Bureau. 

U.  S.  Engineers. 

West  Penn  Power  Co. 

D.  L.  Grove. 

Allen  E.  Yoder. 

U.  S.  Engineers. 

U.  S.  Weiither  Bureau 

William  W.  Marsteller. 

Carnegie-Illinois  Steel  Corp. 

Merrell  L.  Jordan. 

Thomas  S  Knox. 


Samuel  D.  Lewis. 

V.  8.  Weather  Bureau. 


[See  page  40  for  explanation  of  reference  marks.] 
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Daily  Precipitation  for  May  1946 


Stations 


Counties 


ATLANTIC 

DRAINAGE 

Delaware  Kaxiii 

tTppKR  Dki.awark 
niiiprmans  Ferry'-, 0.6K 

Hawley-.O.nK 

lloUisterville''' 

Lakeville-.  IN 

Matanioras^ 

Mount  Focouo^.  2  N 
PUni.^-ant  Mounti,'.  1  VV 

Strourl.<burg.  2K 

Tanners  Falls'.  *.  1  SE. 
Lkhigh 

Allentown  Arpt' .  4  NE 

Alleniown^ 

Bethlehem' • 

Blakeslee  Corners'.*.. 

Gouldsboro2 

LansfonV- 

Mauch  Chunk,  1  S\V.  . 

New  Tripoli 

Palraerton'.* 

Zionsville,  1  SW 


SCHL'Yf.KlLL 

Conshohocken 

Fredencksville^,  1  S.  . 

Gratersford^ 

Phoenixville'-,  1.5  SE. 

Port  Clinton'^ 

Pottstown2,  0.0  S 

PottsvUle^ 

Reading'.  * 

Wernersville 


Lower  Delaware 

Coatesville'' 

Doylestown, 

George  School  ^  

Marcus  Hook2 

Philadelphia 

Airport  Station'.  * 

City  Office'.* 

Shawmont.. 

Quakertown,  0.5  E 

West  Chester 

VVestGrove^.  1.5  SE.... 

Siisgiiehanna  Basin 
Chemung 

Austinburgl,  5,  2  W 

Covington^^ 

Lawrenceville 

NoKTH  Branch 

Berwick^ 

Cauton2,  1  NW 

Danville'- 

Freeland2 

HopBottom'^i.  2S 

Millville'.s 

Monroeton^.  2S 

Montrose^.  3  E 

Orwell2.3  N 

Park  Place-i,  1  NW 

Pikes  Creek.  1.5 

Rush^ 

Scranton'.s 

Susquehanna^ 

Towanda,  IE 

Tunkhannock ',  * 

Wilkes-Barre^.  3N.... 
VVE.ST  Branch 

Ansonia^,  2  W 

Carrolltown^ 

Carter  Camp2    

Cedar  Run2 

Clearfield'- 

Coalport2 

CurwensvilleApt''  6NW 

Driftwood',* 

Dushore',* 

Eagles  Mere2 

Emporium^,  i  E 

Galeton 

Karthaus2 

Lock  Haven^ 

Medix  Run',  * 

Philip.^burgS,  7  E 

Renovo''^ 

State  College'.* 

TaraarackZ,  2  S 

Tyrone  '.*,  4  NE 

Wellsboro2 


IMke 

Wayne.  .. 
Wayne — 
Wayne — 

Pike 

Monroe . . . 
Wayne.. . . 
Monroe  . 
Wayne  — 


Lehigli 

Lehigh 

N'rthampton 

Monroe 

Wayne  

Carbon 

Carbon 

Lehigh 

Carbon 

Lehigh 


Montgomery 

Berks 

Montgomery 

Chester 

Schuylkill  ... 
Montgomery 
Scliuylkill... 

Berks 

Berks 


Chester 

Bucks 

Bucks  

Delaware 

Philadelphia 
Philadelphia 
Philadelphia 
Bucks........ 

Chester 

Chester 


Tioga 

Tioga 

Tioga 


Columbia  , 

Bradford. . 

Montour... 

Luzerne  . . . 

Susquehanna 

Columbia,. 

Bradford  . . 

Susquehanna 

Bradford  . 

Schuylkill 

Luzerne... 

Susquehanna 

Lackawanna 

Susquehanna 

Bradford  . . 

Wyoming.. 

Luzerne 


Tioga 
Cambria. . . . 

Potter 

Lycoming.,. 
Clearfield  .  . 
Clearfield  . . 
Clearfield. .. 

Cameron 

Sullivan 

Sullivan.  . . . 

Cameron 

Potter 

Clearfield.. . 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

Blair 

Tioga 


Day  of  month 


1       2       3       4       5       6       7       8       9      10     11      12     13     14      16     16     17      18     19     '20     21     22     23     24     25     26     27     28     29     80     81 


.05 


1.46 
.35 
.29 
.50 
.27 
.18 

T. 


.10 


1.'23 
.58 
36 
.41 
.98 
.13 


.70 
.92 
.45 
.'28 
.09 

1.16 
36 
.6H 
40 
.43 

2.07 
.03 
.29 
.33 
.38 
.11 


.25 


.45 
.19 
.93 

1.18 
.48 
.13 
.32 
.28 
.02 
.76 

1.36 
.95 

1.47 
.64 
.45 
.04 

1.04 
.01 
.78 

.43 


T. 


.06 


.02 


.07 

.or 


.03 


.02 


.06; 

T. 

.01 

.05; 

T. 

.34! 

.151 
.21 


.03 


.08i  T. 


.14i 

« 

.02 
.141 

.05; 

.03j 
04 1 
.07 
T. 
.34 
.07 
.56; 


.05 


.34 

.17 

T. 

.24 

T. 

T. 

.29 

1.09 

.93 

.90 

1.10 

1.14 

.30 

T. 

.95 

,89 

.27 

T. 

.35 

T. 

1   14 

1.29 

.97 

.91 

.91 

..31 

.05 

.2H 

.07 

.,30 

• 

.36 

.05 

.21 

.04 

.35 

1.20 

1.24 

1.06 

.94 

1.13 

.51 

T. 

.95 

.74 

.85 

.86 

.84 

1.38 

« 

1.00 

.14 

03 

.92 

'.'08 

''67 

.18 

.23 

.33 

.90 

.40 

.08 

.23 

.30 

.25 

.05 

• 

* 

.31 

.06 

.80 

.94 

..32 

.05 

.78 

.31 

.8,5 

.82 

1.01 

.02 

.08 

.09 

.24 

.23 

T. 

.28 

.10 

.12 

.22 

.42 

1.18 

.81 

.78 

.43 

T. 

« 

.  17 

T. 

.80 

.28 

.■20 

.15 

.14 

.85 

T. 

Lll 

..32 

.16 

.59 

.27 

.08 

.89 

.28 

.05 

1.04 
1.08 
1.11 
.87 
1.06 
T 
.03 
.61 
.01 


1.18 

1. 22 

.13 

.02 

.2: 


06 
L19 

89 

95 

1.09 

1.02 

L09 


.30 

i!6o 


.78 

.02 

1.00 

.04 


02 


.49 


.17 


1  71 
.33 


T. 


.08 


.02 


.01 


.55 
.11 
.04 
.80 
.40 
1.15 

!ll 


.01 


.17 


03 


.35 


.15 
.03 
.12 
.71 
.48 
1.33 
.48 
.05 
.17 
.21 


.12 

2.00 

.22 

.50 

1.'20 

.16 

.  10 

.04 

.53 

1.10 

08 

58 

08 

09 

1.13 

.94 


.05 
.54 
.24 
.11 
.39 
.61 

1.00 

1.47 
.61 
.44 
.43 

1.02 
.33 
.31 
.97 

1.44 
.04 

1.38 
•  25 

L92 
.03 


.63 

.73 
1.02 
1.10 

73 
80 
65 

48 

1.48 

76 


1.47 
1.18 


1.01 
.11 
.21 

.26 
.20 


.97 
.81 
1.60 
1.05 
.85 
.94 
.04 


.39 
1  11 

.30 
1.75 
1.96 

'i 

1.42 
1 

1.73 

i.5^ 


01 


05 


02 


.05 


.09 


.02 


29 


.05 


.41 

.07 
.09 
1.02 
.32 
.40 
.49 
.74 


.14 
.  14 
.26 
.13 
.18 
1.15 
.22 
.06 
.19 
.07 


.01 

'iso 

.10 

.17 

.02 

.51 

.02 

.10 

1.05 

.06 

.95 

.2 

.08 

1.17 

1.57 


1.09 
.71 
I.  10 
1.23 
.39 
T. 
.15 
.16 


1.92 
.30 
.33 
.23 
T 
.19 


J4 

14 

16 

1.05 

.08 

.08 

.24 

.'33 


.0: 

K38 
.0 
.■23 
.24 
.04 
.02 

i.'29 
.05 

I  64 
.08 
.73 


.25 


1.35 

.14 
.  14 
.46 


.08 


.08 


7.43 
5.88 
6.66 
6.42 
5.  95 
6  74 
6.36 
5.  .57 
4.99 


4.:i6 

4.06 
J.  25 
4  37 
7.87 
7.17 
5.94 
5,78 
4.31 
5.64 


$3.76 
6.87 
4.93 
5,  .55 
6.93 
4.63 
6.68 
4.79 
4.96 


4.45 
4.50 
4.38 
4.71 

3.85 
.3.33 

1,89 
4,99 
4.89 


5.00 
5.02 
6,02 


6.02 
7.23 

4,48 
4.65 
4.74 
6.19 
3.71 
4.80 
r-,.  31 
5.94 
>5o.  O.i 
5.78 
3  86 
4.97 
5,86 
5.  94 


4.88 
4.64 
7.37 
7.13 
4.95 
^X  87 
6.02 
5.91 
.5.91 
7.14 
5.75 
6.  U 
6  84 
6.21 
0.65 
7.36 
0,81 
6.09 
6.76 
6.46 
6.50 


Continued  on  page   36. 
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Daily  Precipitation  for  May  1945— Continued  from  page  38 


Stations 

Counties 

Day  of  month 

1 

2 

3 

4 

5 

6 

7       8 

9 

10 

11 

12 

13 

14 

15 

16     17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

0 

West  Branch 
(continued) 
Williamsport  Apt.3-4E 

Lycoming 

Lycoming.  . . 
Lycoming  ... 

Blair 

1 .03 
.50 
.59 

.10 

■'os 

''i9 
.03 
.06 
.09 
.04 
T. 
.06 
.11 
.16 
.14 
.05 
.02 

.04 
.18 
.09 
.19 
.17 
.47 
.18 
.82 
.22 
.12 
.16 
.16 
.06 
.34 
.33 
.23 
.14 
.24 

'!.s6 

.26 

t'.' 

.69 

.40 
.81 

.'64 

.20 
.70 

.88 

.29 
.24 
.53 
.15 
.76 
.65 
50 
.70 
.53 
.28 
.56 
.33 
.11 
.97 
.45 
.17 

1.01 
.42 
.41 
.46 
.67 
.59 
.05 
.23 
.■22 
.60 
.16 
.45 
.88 
T. 
.06 
.85 
.13 
.25 

.19 
.08 
.15 

.17 
.15 
.19 
.22 
.26 
.21 
.10 
.49 
.08 
.16 
.10 
.11 
,59 
.18 
.S5 
.15 

.03 
.12 
.03 

".ib 

.08 

.01 
.08 
.11 

.09 
.06 
.04 
.03 
.13 
.01 
.17 
.11 
.08 
.03 
.14 

'.'62 
T. 
.05 
.04 

.01 

,02 

T. 

.03 

.02 

.03 

.17 

'.'■26 
.16 

.'63 

.'i4 

.15 

.14 

.25 

.15 

T. 

.26 

".12 
.10 

.11 

".a 

.22 

'.■36 
.15 

.'29 

.64 
.02 
.04 

.91 

.59 
.29 

.57 

• 

.17 
.11 

.13 
.12 
.82 
.19 
.65 
.64 
.02 
.14 
.48 

.04 

.78 
.66 
.82 
T. 
1.03 
.48 
.73 
.99 
.06 
.73 
.04 
T. 
.70 
,67 
.09 
.88 
.70 

T. 

.57 

.83 

'.'ei 

'.'58 
.64 

..59 
.51 

.48 

".si 
.'6i 

.64 
.56 

.55 
.02 

'.'62 
,63 
.01 

'.64 

'.'44 

.58 

.'22 
1.00 

.01 
T. 

.19 
.02 
.01 

.27 

.38 

.04 
.54 

.89 
.97 
.48 

2.02 
.75 
.08 

2.13 
.90 
.48 
.50 

1.07 
.58 
.86 
.52 

1.72 

1.31 

1.26 
.34 

2.03 

1.44 
1.06 
1.03 

i.'62 
.02 
.54 
.89 
.96 

■'82 

i!3^2 
.36 
T. 
.57 
.45 

1.49 

T, 
.74 

.87 

.04 

T. 

.02 

.02 

.29 

.08 
.12 

.13 

.57 

.10 

.55 

'."67 

.16 

.28 

1.03 

.64 
.07 
.34 
.09 
.62 
.40 
.52 
.72 
.87 
.01 
.88 
.18 
.65 
.74 
.46 
.03 

1.10 
1.58 
,38 
.24 
1.68 
.47 
.34 
.76 
.99 
.46 
.44 
."25 
.60 
.19 
.57 
.57 
.32 
.25 

.58 
.34 
.04 

.28 
.07 

".im 

T. 

i""." 

■."23 

T. 

41 

T. 

r. 
.'io 

.06 

T. 

.14 

.08 

".'ie 

.15 

.37 
.01 

.51 
.07 
.02 
.40 

'.'67 

.43 

2.00 

.01 

.58 
.37 

6  01 

Williamsport*^, 

.18 
.25 

.15 
.45 

.'ii 

.'36 
.14 
.15 
.37 
.27 
.03 
.18 

T." 

.18 
.18 

.11 
•26 

.'ii 

T. 

.06 
.27 

.'34 
T. 

't.' 
■r. 

5.7? 
6.62 

5  86 

Williamsport^,  4  SE.  . . 

Juniata 
Altoona,  4..')  W 

'i-'.' 

.03 
.03 

'■r'.' 

'.'67 

'.'i'7 
r 

';oi 

■r'.' 

T. 

.07 

.43 
.25 

.19 
.18 
.06 
.10 
.13 
.06 
.01 
.35 
.16 
.35 
.04 
.07 
.12 
.20 

.04 
.14 
.21 
.22 
T. 
32 
.19 
.31 
.29 
.01 
.22 
.01 
.20 
.35 
.33 
.01 
.26 
.21 

.01 

Breezewood',  0.5  E 

Bedford 

Bedford 

Fulton, 

Juniata 

Bedford  

Huntingdon . 

Mifflin 

Huntingdon . 

Blair 

Huntingdon. 
Huntingdon . 

Perry 

Perry 

Bedford 

Huntingdon . 

Adams 

Cumberland. 
Cumberland. 
Lancaster — 

Dauphin 

Lancaster.. . . 

York,  

Schuylkill  ... 

Dauphin 

York 

'.'64 

'.'os 

.10 

.09 

.67 

.42 

T. 

.14 

'.'si 

.23 

.25 

.40 

I 

.13 

.23 

.40 

.'61 
."06 

4  2C 

Buffalo  Mills^ 

1.19 

.69 
L33 

.88 
1.20 

.98 

T. 
I. '29 

.01 

.43 

.85 
1.40 

.04 

.73 
,86 
,07 
.,56 
.45 
.13 
.19 
.47 
.60 
.86 
.02 
.07 
.87 
.17 
.13 
.47 
.01 
.04 

.'oi 

3,0? 

55.0: 

5  27 

Burnt  Cabiusi,2NE... 
EastWaterford^,  3E... 

'.'6.5 

.'6i 

.02 
.04 
.02 
.22 
.08 
.06 
,02 
.24 
.24 
.09 
.05 

'.'62 
!09 

.6i 
','i3 

f.' 

1.07 
.42 

Everett^0.5SW 

Huntingdon  -^ 

'."38 

.'50 
.17 

'.'28 

.'65 
.33 
.25 

'."i7 
.49 
.02 
.27 

'.'54 

4.46 

4   9SJ 

Lewistown^,  2  SW 

Mapleton  Depot^ 

Martinsburg*^ 

'.'69 
■.'69 
't. 
'.'65 

.'6.5 

.01 

.'44 

'146 

.76 

'.'52 

.02 

.60 
.58 
.59 

.3- 

.68 
.43 
.82 
.04 
.64 
T. 

'.'■29 
.43 
T. 

1.01 
.50 

'l'.' 

'."08 

.'is 

.32 

6  41 

.33 

4  07 

.05 

."62 

v. 

."62 
.01 

NetTs  Mills',  5,  3.5  NE.. 
New  Bloomtield 

.28 
.55 
.78 
.04 
.30 

.05 
.06 
T. 

1.'99 
.24 

i.'i? 

.31 

'.'■71 
T. 
.31 

T. 
.53 
.04 
.59 

5.49 
6.55 

'"r " 

•••• 

6  27 

$4.13 
4.89 

ShadeGapl,5.0.6  8W.. 

LWR  SaSQUEHANNA 

Arendtsville^ 

.03 

.03 

't'.' 

.03 

.'i2 
T. 

■r'.' 
■r'. 

''6i 

T. 

.36 

■r'.' 

l.'SB 

'.'63 

T. 

■i-V 

.38 
1.24 

'.'63 
.06 

.'is 

'.'63 
,06 

.13 

.14 

'.'55 
.17 
.19 

.'38 
.15 
.34 
.24 

.26 

Bloserville,  1.5  N 

Carlisle 

6.69 
7.47 
4.10 

3.  73 

7.45 

Glen  Rocki,5 

4.84 
3  45 

finrdnn              

.30 
.09 
.06 
.08 
.14 

* 

T, 

.30 

.22 

.01 

.06 

.08 

'.'64 

T. 

.01 

* 

'.'62 
.06 
T. 

.'28 
T. 
.57 
.66 

.'i4 
1.73 
.03 

.05 
.03 

t. 

Graiitville,  2  SW 

7.78 

Harrisburg  Apt',  6,3.5  S 
Holtwood^ 

Dauphin 

Lancaster — 
Cumberland: 
Lancaster..  . . 
Lancaster, . . . 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

5  26 
2.65 
55.98 
3.32 
3.91 
7.06 
4  79 

Huntsdale'-' 

T. 

.'oi 

T 

Kirkwoodl,5,  ISW... 

.61 

.22 
.35 

^28 
,58 

.30 
.18 

.'42 
.34 

Middletowni,  1.5W.... 

Millersburgl,  5,  2  K  .   . . 
Milroy'''.  5  N 

8.49 

Neivburgi,3.5NW 

New  Park 

Cumberland . 
York 

.10 
.11 
.25 

'.'io 

.95 
.60 

.40 
.30 
.72 

.16 

T. 

.31 

.01 

.22 
.35 

^33 

.60 
.55 
.01 

.02 

.17 

.68 

.91 

.'is 

.53 

'."65 
T. 

.49 
.18 

.84 
.60 

.65 
.50 
1.18 

.02 
.03 
.50 

.63 
.16 

T 

6.22 
4  58 

PineGrove^,  1.5  NE... 
RiugtownS,  1.5SW.... 

Schuylkill... 
Schuylkill . . . 

.10 

1.00 

.02 

.10 

.63 

1.10 

.16 

7.20 

Selinsgrove 

Shamokin'-i 

Snyder 

N'umberland 
Cumberland. 
N'umberland 

Dauphin 

Centre 

York 

York 

Franklin..  .. 

Adams 

Bedford 

Bedford 

Fulton 

Franklin 

Franklin 

Allegheny,.. . 

Jelferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Erie 

Potter 

W'moreland. 
W'moreland. 
Cambria 

.62 
.57 
.13 
.56 
.33 
.06 
.11 
.16 

.06 

.04 

.23 

T. 

T. 

.06 

.15 

.16 

'.'23 
.19 
.15 

.14 
.07 
.03 
.36 
.25 
.15 

'!45 

'.'31 

.16 

.82 
'.'56 

1. 12 
.67 

.71 
1.02 
1.00 
.03 
.10 
.04 

.37 
.34 
.32 
.90 
1.03 
.28 
.30 
.85 

.22 
.06 
.09 
.52 
1.15 
.78 
.75 

.36 
.29 
.35 
,50 
.30 
.33 
.10 
.34 
.15 
.24 
.22 
.18 
.14 
.10 
.31 
.•22 
.63 
.05 
.18 
.18 
.15 
.31 
.31 
.69 
.27 
.27 
.31 
.41 
.74 
.35 

.42 
.■26 
.09 
.27 
.13 
.04 

'.'o-i 

.04 

T. 

T. 

.17 

.16 

.13 

.32 

.17 
.51 
.18 
.19 
.42 
.26 
.11 
.31 
.09 
.68 
.37 
.21 
.09 
.■28 
.25 
.14 
.62 
.25 
.23 
.18 
.31 
.82 
.'24 
.20 
.10 
.31 
.41 
.07 
.15 
.36 

• 

.'03 

•r'.' 
.02 

.04 

'.'67 

.04 
.07 
.18 
.01 
.08 

.15 
.04 
.37 
.48 
.05 
.05 
.13 
.05 

T.' 

■r'.' 

T, 

.'62 

^02 
'.'62 

.18 
.04 
.25 
.03 

'.'32 
.23 
T. 

.24 
.15 
.'22 
.10 
.09 
.12 
.01 

.47 
.74 
.68 
.55 
.42 
.60 
.'26 
.51 
.42 

.... 
.17 

.'23 
.28 

".20 

T.' 

T. 

T. 

.07 

.23 

T. 

.02 
.01 
.09 

'.'62 
,03 

.78 
.06 
.60 
.10 

'is 

.63 
.03 

.61 
.44 
.91 
.29 
.08 
.08 
.03 

.05 

1.04 

.24 

.34 

,65 

1.14 

.90 

.07 

.34 

1.30 

1.00 

1.46 

.92 

.37 

.18 

.04 

.■22 

,96 

1.09 

.89 
1.44 
1.45 
.72 
.12 
.15 
.12 
.90 
.08 
.28 

'.'59 
T. 
.61 
.65 

.'is 

.82 

'.'12 

'.'59 
.45 
.48 
.59 

.88 

■.'79 
.80 
.10 

'.'75 
.04 
.09 
.03 
.10 

'^85 
.78 
.42 
.50 

't'.' 

1.25 

'i-'.' 

.04 

'.xi 

.96 
.70 
T, 

.72 
.82 

'.'08 

T. 

.02 

.13 

.12 

T. 

.'08 
.15 

.03 

T. 

.82 
.34 
.15 
.67 

.98 

1.10 
1.42 
.68 
1.66 
1.73 
1.10 

..52 

.45 

.74 

.41 

..57 

T. 

.61 

.68 

.04 

.88 

T, 

.38 
1.27 
1.32 
1.83 

1.02 

lio 

1.16 
.06 
.01 

'-48 
.75 
.92 
.03 
.13 

i.'28 
.56 
.36 
.48 

.62 

.40 

.02 

.14 

T. 

.56 

.44 

T. 

.'63 

.'21 
.32 
.22 
.29 

.05 
.02 
.20 
.15 

'."69 
.03 

'.'62 
.03 

".io 

.07 
.15 
.07 

•r'." 

.12 

'."63 

"."63 
.07 
.03 
T, 
.02 
.13 

■r'. 

.15 

.43 

• 

.29 
.65 
1.04 
.13 
.29 
.47 

.17 
.92 
.«4 
.36 
.70 
1.23 
.78 

.01 

.09 

.28 

.24 

.08 

T. 

.02 

.11 

."63 
.03 
.01 

.'40 
.03 
T. 
.22 

• 

.08 
T 

"."64 

".QA 
.09 

"."69 
.06 

.04 

.34 

T. 

T. 

.07 

.05 

.11 
T. 

T. 
.33 

r. 

.'•22 
.15 

.28 

"!29 
.74 
.60 
.04 
.20 

"."63 
.63 

'."22 
.68 
.42 
.10 
.15 

'.'si 
'f.' 

03 
.33 
.10 
.36 
.28 
.01 
1.61 
.10 

."09 

.03 

.11 

T. 

.03 

.03 

T. 
.10 
.07 
.32 

'."ii 

.03 

.48 

■f. 

'.'48 
.03 
.36 
.07 
.08 

'.'i7 
.16 

■r'.' 

.12 

.01 

.18 

.50 

T. 

.19 

.60 

".iyi 
•r. 

T. 

5.91 
6.10 
4  69 

Shippensburg 

.39 

.21 
.11 

.21 
.19 
T. 

'!i6 

".'■24 
.05 
.20 

'."65 
.03 
.38 
.14 
.10 

"^29 
.29 

"."i2 
.15 
.23 
.08 

'.'67 

'."26 

.03 

T. 

T. 

.18 

T. 

.02 

'.'69 
.28 
.05 

".ix, 

'.'64 
.04 
.0-2 

.'63 
.03 

T. 

6.88 
7.66 

Williamstown'' 

Woodwards,  2  NE 

.'64 

.78 
.19 

.45 
.14 

.U 

'.'23 
T. 

!io 

.28 

.02 
.08 
.10 
.24 

'."64 
.04 

".'ii 

.38 
.13 
.09 

.'i2 

5  86 

York,  3SW 

't". 

5  08 

York  Haven2    

.26 

1.04 

.10 

.08 

.92 
.11 
.65 
1.15 
1.26 
1.25 
.53 

1.09 
.87 
.40 
.08 
.85 

1.15 
.47 
.74 
.67 

1.05 
.80 
.72 

1.50 
.61 
.50 

1.03 
.37 
,72 
.95 

L02 
.59 
.68 
.76 
.46 
.79 
.64 
.45 

1.81 
.26 
.33 

4.29 

Potomac  Basin 

Chambersburg'*,  1  SW. 

Gettysburg  ...  

Hewitt  2  SW 

.... 

.05 

.01 

.02 
".m 

."•23 

."69 

.18 
.19 
.04 

."oi 

.05 
.10 
.12 

$4.82 
4.28 

$3.92 
3.98 

5.76 

McConnellsburgS 

Mercersburg*^  

".n 

'.'06 

'.'28 
.02 

'.'26 
'.'65 

.03 
T. 

.... 

'.'64 

'.'18 
.13 
.12 

'."i5 
'.'ii 

.15 
.10 
.54 
.15 
.78 
.08 

'.'24 
.46 
.71 
.36 
.12 
.05 
.32 
.13 
.24 
.14 
.16 
.34 

'.'52 
.84 
.18 
.39 
.62 
.55 
.27 
.02 
.08 
.50 

T. 
.44 

'.'63 

■r'.' 

.07 
.31 
T. 

5.82 
6  06 

South  Mt.  San't'm^.... 

GULF  DRAINAGE 
Ohio  Basin 
Allegheny 
Acmetonia^  

■r'.' 

.'64 

■.'54 
.01 
.02 
.37 
.37 
.41 

'.'29 
.68 
..35 
.21 
.42 

4.67 
5.44 
5.86 
5.60 

Aliens  Millsi.  5 

Blairsville^,  6NE 

Bosweir-'.eNW 

Bradford,'!  W 

BrookvilleS.  1.5  SW.  ... 

Buckstown'.  * 

Clarions  3  SW 

.03 
T, 
.03 
.06 

.05 
.39 
.13 
.03 

.02 

5.05 
6.09 
3.55 
4.46 
4.  16 

Corry 

Coudersport 

.74 
.10 
.23 
.13 
.■28 
.16 
.32 
.19 
.03 
.18 

'.'62 

7  78 

l>erry 

Douegal  1 

■r'.' 
'."62 

.04 

.57 
.60 
.41 
.44 
.67 
.33 
.65 
.81 
.61 
.44 
.55 
.55 
.76 
.48 
.61 
.60 
.42 
.40 
.55 
.73 

'.'65 

'.'44 
T. 

'■]?'. 

';64 

'.'26 
.15 

5.23 
4.72 
4  42 

DunlQi.  6,0.5  SW 

EbensburgS 

Cambria 

Armstrong.. . 

Venango 

Elk 

Indiana 

.11 
.05 
.08 
.14 

T. 

'!i4 
.26 

$5.70 

Ford  City*,  4  S 

'i'V 

.06 
.02 
.02 
.42 

'^33 
.68 
.03 

'.ii 

.02 

T. 

.06 

.46 

T. 

T. 

3.83 
3.98 
4.76 
4  27 

Franklin^ 

.01 

'.'33 
.■25 
.04 
.79 
.32 
.46 

Glen  Hazel2,  1  NE 

Hoiriel.  •"■ 

Indiana 

Indiana 

Cambria 

McKean 

W'moreland. 
W'moreland. 
Forest 

.08 

.08 

T. 

.12 

.28 

'!6i 

T. 

.05 
.02 
.02 
.21 

'.'25 
.94 
.58 
.01 

1.07 
.63 

.02 

'T',' 
T. 
.16 

"■.04 
■|- 

''"1" 
.02 

.07 

6  01 

Johnstown'^0.5  W 

■r'.' 

■r." 

T. 

4  48 

Kanei,  IN 

.01 
.34 
.08 

'!i4 

.17 
.07 
.08 
.12 
.33 

''r'.' 

T. 
.01 

5. '29 
6.99 
6.53 
$4.31 
4.30 
4.93 
4.21 
5  76 

Kregar',  4.5  SE 

Lycippus,  ].5  E 

Marienville',  ^ 

."62 
.15 
.14 
.12 

."i3 
.11 

■r'." 

MeadvilleS,  IS 

Mosgrove-^    .  . 

Crawford  — 
Armstrong.. . 
Armstrong.. . 
Allegheny . . . 

McKean 

Jefferson 

.17 
01 
.08 
.04 
.15 
.05 

.66 
T. 

ie 

T. 

T. 

■r'.' 
.02 

Parkers  Landing'-^ 

Pittsburgh  Cty  Of,  5.  .. 

-r'. 

'!45 
'f.' 

Port  Allegany''' 

Punxsutawney2 

4.99 
6.29 

Continued  on  page  37. 
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Daily  Freolpitation  for  May 

1946- 

Continued  from  Page  8f 

Counties 

Day  of  month 

1 

stations 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

17 

18 

19     2 

0     21 

22 

28- 

24 

26 

26 

27 

28 

29 

80 

81 

Allbghsny 

(continued) 

PiUnoyville«.2.6SE... 

Armstrong. . . 

Elk 

Indiana 

W'moreland. 
Warren 

.02 
.13 

.08 
.18 

f.' 

.01 

';47 

.51 
.08 

'.'2! 

.37 
.64 

.46 
.57 
.35 

• 

.06 
.37 
.38 

.35 
.69 
.25 
.17 
.30 

• 

.09 

.27 
.18 

.30 
.20 
.19 
.27 
.03 
.62 
.18 
.13 
.04 

.02 
.02 

'.'6i 

.62 

.64 
.68 
.69 
.14 
.37 
.48 
.57 
.37 
.37 
.44 
.68 
.27 

.02 
.06 
T. 
.16 

'.'oi 

.22 
.06 
.16 
.26 
.70 
.78 
1.09 
.12 
.44 
.30 
.90 
.01 

.80 
.64 
.77 

.82 

.'63 

''48 
.02 

■40 

.10 
.16 

".•n 

.05 

.48 
.12 
.43 
.39 
.53 
.61 
.19 
.24 
.51 
.50 
.05 
.15 

T. 
.51 
T. 

.02 

.06 

'.'6i 
'.'eo 

.42 
.28 
.02 
.04 
.39 
.38 

.55 
.63 
.49 
.91 
.30 
.68 
.77 
.52 
.88 
.46 
.75 
.59 

.61 
.76 
.29 
.65 

T.    .. 

.04 
08 
.03 
.23 

."i6 

T. 
■.'26 

T. 
T. 
T. 
.01 

.08 
.11 
.10 
.15 
.06 
.03 

'."m 
.05 

'i'." 

'."oi 
.43 

.30 
.49 
.01 
.22 
.20 

.'64 

T. 

'.'06 

'.'27 
.89 

.'is 

'.'25 

.'62 
.25 

T 
.•21 

.'34 
.17 
.69 
.10 
.03 

.06 
.02 

';37 
.10 
.13 
.02 
.04 

."io 

.02 
.01 
.03 

.37 
.07 

';38 
.02 
T. 
.22 

'.'08 
T. 
.08 
.04 

'.'23 
.03 

".m 

'."67 

.08 

T. 

.07 

.18 
.12 

r. 
"."oi 

.08 
.14 

.'io 

T. 

!62 

.01 

■r'.' 

.04 

".hi 

.04 
.14 

.11 

.06 
.08 

.'25 
.12 

f." 
f." 

■r".' 

4.76 

.  02  . . 

6.29 

T.      . 
.04  .. 

3.97 

Seward^ 

Shetlield',*.  6W 

Smethportl.'\  1  SW  ... 

Strougstowni.-'" 

Tiouesta-,  1.5SE 

Titusville.  2S 

UmonCityi.5 

'.'06 
.14 
.07 

.61 
.03 
.01 

6.84 

.26 
.08 
.17 

■."63 

.'69 

.'62 

■.'42 

".'•28 
.46 

'.'06 
.18 
.15 

'.'35 
.13 
.18 
.09 

'.'69 

4.66 

McKean 

.... 

.01 

$4.82 
4.23 

Forest . . . 

.09 
.15 
.01 

.02 

'.'6i 

.01 
T. 

.40 

'.'59 

.32 
.10 

'."26 

.01  .. 
.01  .. 

'.'6i  '.'. 

3.70 
3.79 

Erie 

2.97 

W'moreland. 
Warren 

.40 

.08 
.■28 

.34 

.07 

'!69 

3.72 

3.04 

W 

MONONGAHELA 

Confluences.  1.5  NW... 
nonnpHsville- 

Somerset 

Fayette 

Washington.. 
Greene 

.44 
.17 
.09 
.•24 
.26 
.31 
.13 
.07 
.15 
.02 
.15 
.15 
.40 
.24 
.27 

.29 
.11 
.12 
.02 
.05 

T. 

■ 
T.' 

.... 

T. 
T. 
.55 

■.'38 
.46 
.01 
.40 
.10 
.37 

■.15 
.35 
.22 
.32 

' .'  i2 
'.'24 
'.'34 

.23 

.27 
.34 
.05 
.28 
.14 
.18 
.31 
.06 
.31 
.11 
.39 
.25 
.31 
.31 
.11 

.25 
.'27 
.27 
.06 
.33 
.38 
.02 
.32 

.33 
.60 
.32 
.07 
.10 

• 
'.'38 

.'24 
.21 
.11 
.04 
.13 
.09 
.14 
.12 
.34 
.10 
.20 
.17 
.24 
.10 
.11 

.13 
.22 
.50 
.06 
.37 
.05 
.09 

■r. 

.29 
.11 
.04 
.14 
.09 

.30 

T. 

.54 

.19 
.28 
.01 
.10 
.19 
.13 
.11 
.06 
.18 
.04 
.08 
.23 
.29 
.13 

.12 
.03 
T. 

'.'6i 
.01 

;o3 

.14 
.10 
.15 
.19 

T. 

.02 

'ioi 

'.'63 
T. 

.08 

■r'.' 

.31 
..S7 
61 
.58 
.59 
.74 
.06 
.59 
.52 
.41 
.43 
.35 
.24 
.72 

.42 

• 

.35 

.51 
.50 
.36 
.35 

.48 

.39 
.32 
.46 
.45 
.39 

.31 
.34 
.49 

.08 
.12 

'.'69 
.08 

.04 
T. 

■r.' 

.02 

T. 

.02 

.53 
.17 
.86 
.11 

.98 
.82 
.41 
.80 
.65 
.79 

1.26 
1.59 
1.05 
1.23 

.05 
1.18 
.15 
.31 
.08 
.40 
.49 
.12 

.08 
.08 
.08 
.82 
.76 

.12 
.36 
.36 

1.04 

.84 

'."83 
.06 
.05 

1.20 

'^32 

T. 

,78 

.08 

.07 

.50 
.11 
.29 

.21 

'.'67 
.16 

.71 
.59 
.61 

.26 
■34 

.07 

.02 
.16 
.02 
.13 
.11 
.26 

f.' 





r. 
'■r'.' 

T. 

'.'36 
T. 

'.'64 

".40 
.64 
.07 
.59 
1.26 

.91 

.48 

'."55 
T. 
.04 
.90 

'.'38 
.01 
.38 
.03 
.03 
.03 

.55 

.34 

.38 

.18 

.25 

.02 

T. 

.•22 

.69 
.63 
.65 
.04 

".ii 

.01 

.08   1 

T." :: 

T.    .. 

'.'oi;; 

't."   ' 

.62 '] 

.08  .. 
.06.. 
.06  .. 

T.    .. 
.02.. 

.12 
.22 

'.'is 
.01 

T. 
08 

''i''.' 
.30 
.02 

r 

.02 

.07 
.13 
.22 

't.' 

".m 

T. 

.25 
.10 
.07 
T. 

T. 

T. 
T. 

.09 

T. 

.18 

.10 

T. 

"'i2 
.11 
'1'. 
.12 
.43 
.06 
.14 

.'oi 

.03 
T. 

'!i4 

.05 

"t." 
.19 

.24 

.05 

'.'io 

'.'62 

.14 

.'08 
T. 
.09 
.02 

.07 

.19 
.14 

.08 

t.' 

.11 
.12 
.03 
.02 

".'\b 

4.86 
3.88 

Donorai. 

3.90 
3.65 

Greensburg.2  S 

Irwin           

W'moreland. 
W'moreland. 

Somerset 

W'moreland. 

Fayette 

Allegheny . . . 

Greene 

Somerset 

Somerset 

Fayette 

Greene 

Beaver 

4.19 

5.85 

3.80 

Murrysville//!.* 

Newell^ 

;20 
'.'26 

.'6-2 

'.'62 
'.'24 

T. 

.10 

.11 

.03 

.09 

T. 

.01 

.06 

.08 
.19 
.23 
.63 
.49 
.13 
.11 
.62 

T. 



.'08 
T. 

.47 

'^82 
.03 

■r'.' 

.08 
.03 

".in 
.01 

.60 
.12 
T. 

.25 
.10 
.12 
.42 
.90 

* 

.53 
.32 

.94 
.30 

1.65 
.02 

1.03 
.93 
.65 

L29 

.82 
1.15 
1.20 
1.50 

.93 

.70 
1.40 

.95 

1.93 
1.09 
.89 
1.72 
L64 

.92 

.43 

2.15 

4.02 
3.93 

Pittsburgh  Arpt^/  '.  *. . 
Rices  Landing- 

5.06 
3.10 
4.29 

SpringsS.  I  SW  

Unioiitown 

6.44 
4.10 

Waynesburg 

Beaver 
Beaver  Falls- 

3.83 
3.62 

Butler                   .   . 

Butler.... 

4.27 

3.99 

Mercer... 
Mercer.  . 
Mercer 

.02    . 
.02.. 

.01 
T. 

.16 
.30 
.05 

"."08 
.14 

.04 
.12 
.05 

3.98 

Jamestown^,  2NW.   ... 
Mercer  Arpt.3,  2.6  N'E.. 

Newcastle,  1.5  N 

Pennline .  2, 1  S 

.33 

-r'.' 
.21 

■r'.' 
.'63 

3.90 
4.25 

Lawrence.... 
Crawford 

Washington  . 
Allegheny  .. . 

Beaver 

Allegheny  ... 
Washington  . 

Erie.. 

.15 
.06 

.18 
.17 
.14 
.09 

.06 
.01 
.26 

3.76 

.15  .. 

;o3!; 

.02  .. 
.04  .. 

.28    . 
....    1 

.04  .. 

3.62 
5.38 

CoraopoUs2. 1  E 

Midlands 

'.'49 
.26 

'.'i4 
.07 

'.'is 

.08 

.13 
.26 
.08 
.03 

.30 
.15 
.42 

• 

".li 

.03 
.05 
.63 

.04 
.02 
T. 
.01 

.11 
.15 
.23 

.01 
.08 

.16 
T. 

■r"." 

4.22 
3.94 
5.11 

Washingtoni,  s 

LAKE  DRAINAGE 
Albion^ 

4.44 

.52 
T. 

".u 

$3.43 

Eriei.s.      .          .... 

Erie 

Potter 

'."62 

.30 

.50 

2.88 

.02 

7.20 

[See  page  40  for  explanation  of  reference  marks.] 


Daily  Evaporation( inches)  and  Wind  Movement  (miles) 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11      12 

13     14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29     30 

31    Total 

Ha-ley.lS {f;r,°rr„ent 

.058 
66 

.083 
58 

.436 
109 

.029 
69 

.112 
123 

.086 
70 

.176 
59 

057 
93 

.072 
97 

.117 
145 

.165 
144 

189 
111 

.171 

58 

.284 
86 

.273 
145 

.033 
66 

.163 
183 

.133 
10 

.066 
73 

.220 
119 

.191 
68 

.339 
256 

.278 
154 

.196 
97 

.093 

45 

.200 

88 

.Otl  .076 
241   113 

.258 
140 

.•266 
166 

4.959 
•3025 

Jamestown^ .  .2  NW  ( |,-P,°-*^ement 

.074 
32 

.052 
39 

046 
53 

.094 
65 

.038 
16 

.042 
41 

.100 
•29 

.166 
78 

.216 
61 

.100 
49 

.032 
46 

.156 
35 

.110 
38 

.080 
41 

.052 

16 

.076 
29 

.090 
40 

.036 
50 

.026 
60 

.190 
47 

.160 
21 

.236 
71 

.142 
126 

.186 
57 

.196 
19 

.140 
28 

.124 
41 

.136 
36 

.150 
61 

.188 
40 

.110 
44 

3.544 
1408 

NeS.Mills^3.5NE.{|^-P-trm',nt 

.276 
69 

.084 
48 

.116 
49 

58 

.056 

.078 

* 

.030 

.182 
111 

.186 
96 

.'238 

• 

.182 

.156 
219 

.178 

.150 
91 

.152 
10 

.232 
49 

.188 

• 

.294 

* 

.168 
132 

.  222 

70 

.196 
12 

.194 
18 

.296 
136 

.223 
115 

.221 
33 

.180 
13 

,014 
* 

.024 
32 

.164 

45 

,284 
104 

,320    5.308 
97      1607 

Italics  mean  miniis  quantity.  [See  page  40  for  explanation  of  other  references.] 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


May  1945 


Baily  Temperatures  for  May  1046 


Stations 


Albion'' /  Maximum 

>  Minimum. 
Allentown  Arpt.3-4  NE../  Maximum 

\  Minimum . 
Allentown  / /  Maximum 

\  Minimum. 
AUoona-4.5  W /  Maximum 

\  Minimum. 
Arendtsville*' /  Maximum 

\  Minimum. 
Berwick/ /  Maximum 

\  Minimum . 

Bethleliem' /  Maximum 

\  Minimum. 
Braclior(i-4  W /  Maximum 

\  Minimum. 
Brookville^ /  Maximum 

\  Minimum. 
Burnt  Cabinsl-2  NE  . . . .  /  Maximum 

\  Minimum. 
Butler I  Maximum 

\  Minimum. 
Canton/-l  NW r  Maximum, 

\  Minimum. 

Carlisle /  Maximum. 

\  Minimum. 
Chambersburg6.i  SW.  . .  /  Maximum. 

\  Minimum. 
Clarion6-3  SW /  Maximum. 

\  Mininnini. 
Claysvllle/ /  Maximum. 

\  Minimum. 
Coalport/ )  Maximum. 

\  Minimum. 
Coatesville^ /  Maximum. 

\  Minimum.. 

Columbia /  Maximum. 

\  Minimum.. 
Corry /  Maximum . 

\  Minimum.. 
Coudersport /  Maximum . 

\  Minimum. 
Curwensville3-6  NW t  Maximum. 

\  Minimum. 
Derry /  Maximum. 

\  Minimum.. 
Douegali /  Maximum. 

\  Minimum .. 

Donoral /  Maximum. 

\  Minimum.. 
Eagles  Mere  / /  Maximum . 

\  Minimum.. 
East  \Vaterford6-3  E /  Maximum. 

\  Minimum.. 
Ebeusburg  / /  Maximum . 

\  Minimum.. 
Emporium  /-I  E /  Maximum . 

\  Minimum. 
Ephrata /  Maxitaum. 

\  Minimum  ., 

Erie' /  Maximum.. 

\  Mininunn.. 
Everettl-0.5  8W (  Maximum.. 

\  Minimum.. 
Farrell /  Maximum. 

\  Minimum. 
Ford  City  /-4  S I  Maximum. 

\  Minimum. 
Franklin/ I  Maximum. 

\  Minimum. 
Fredericksville-1  S /  Maximum. 

\  Minimum.. 

Freeland (  Maximum. 

\  Minimum .. 
George  School^ /  Maximum. 

V  Minimum.. 
Gettysburg /  Maximum. 

\  Minimum. 
Gordon (  Maximum . 

\  Minimum . 
Greensburg-2 S (  Maximum. 

\  Minimum . 
Hanover/ /  Maximum. 

\  Minimum., 

HarrisburgArpt.  1-3.6 S.  (  Maximum. 

\  Minimum .. 
Hawley-0.5  E /  Maximum. 

\  Minimum.. 
Hewitt-2  SW I  Maximum. 

\  Minimum.. 
Holtwood' /Maximum. 

\  Minimum.. 
Huntingdon t  Maximum 

\  Minimum.. 


54 
35 
48 
34 
50 
33 
46 
37 
54 
40 

64 
40 
44 
34 
55 
33 
42 
26 
50 
38 
44 
26 

52 
39 
34 
32 
41 
35 
46 
45 
44 
35 
62 
41 

45 

36 

45 

32 

51 

39 

49 

3' 

59 

37 

55 

33 

50 


60  62 
39  27 


fil 
26 
60 
22 
61 
2» 
52 
20 
62 
35 

65 
32 
60 
21 
55 
21 
56 
23 
62 
21 
60 
22 

65 
30 
50 
30 
56 
31 
57 
23 
63 
23 
62 
36 

51 
33 
60 
24 
63 
28 
61 
26 
60 
25 
54 
30 

53 
31 

39 
60 
31 
64 
30 
62 
23 
61 
35 

60 
37 
57 
38 
60 
22 
57 
41 
63 
411  26 


63 
44 
48 
32 
48 
37 
64 
42 
47 
36 
56 
36 

57 
41 
64 
41 
52 
35 
53 
35 
48 
40 
66 
4 

63 
46 
52 
34 
53 
31 
43 
34 
47 
34 
46 
36 

52 

42 

bf> 

35 

48 

38 

44 

3 

63 

Si 

63 

47 

49 
39 
50 
39 
4' 
40 
50 
37 
53 
36 
60 
44 

56 
40 

46 

55 
45 
61 
44 

47 
44 
67 
45 

69 
40 
54 
41 
51 
40 
57 
45 
54 
42 


58 
39 
47 
36 
51 
32 
68 
40 
60 
40 
52 
37 

60 
36 
66 
37 
6' 
40 
72 
41 
61 
39 
61 
42 

60 
3» 
50 
39 
48 
34 
47 
37 
69 
41 
56 
36 

64 
44 
51 
36 
48 
38 
47 
37 
65 
35 
58 
41 

58 
43 
53 
34 
65 
45 
59 
41 
60 
42 
56 
34 

55 
37 

■io 

58 
39 
54 
37 
60 
42 
5' 
39 

58 
41 
59 
31 
68 
41 
65 
43 


58  53 
46  40 


50 


77 

68 

44 

54 

74 

64 

35 

48 

78 

74 

29 

48 

73 

66 

46 

50 

78 

75 

35 

53 

10 


42 
51 
35 
61 
26 
53 
28 
69 
38 
54 
34 

63 

40 

60 

31 

57 

3 

55 

31 

68 

28 

69 

44 

47 
40 
63 
35 
64 
39 
5' 
33 
54 
35 
62 
54 

60 
36 

40 
68 
44 
63 
33 
61 
31 
67 
46 

65 

45 

61 

31 

64 

35 

65 

4 

66 

35 


47 
27 
44 
33 
49 
42 
57 
43 
38 
33 

62 
39 
51 

42 
52 
37 
49 
39 
45 
28 
58 
43 

60 
41 
44 
33 
51  i 
31 
41 
30 
54 
40 
52 
35 

56 
48 
42 
31 
43 
36 
45 
33 
42 
35 
63 
42 

43 
37 
51 
40 
56 
37 
48 
41 
45 
39 
62 
40 

50 
33 

43 
65 
46 
60 
38 


69 

38 

52 

31 

56 

33 

62 

3 

SO 

33 

52 

32 

63 
36 
64 
38 
58 
32 
58 
32 
58 
.32 
61 
39 

66 
38 
53 
32 
66 
30 
54 
30 
57 
35 
54 
35 

61 

38 
56 
30 
66 
32 
62 


56  62 

43  36 

56!  63 

45 

52]  63 

42 1  40 

49'  56 

331  34 

67  i  59 

43!  39 


M  15 


351  43 


79 
62 
62 

36 
73 
36 
80 
40 
74 
45 
68 
40 

79 
43 
78 
41 
77 
37 
81 
42 
80 
36 
79 
54 

84 
43 
60 
36 
66 
35 
73 
40 
81 
41 
79 
36 

84 
46 
69 
41 

76 


16  17 


18  19 


64  71 
50  45 


83 
46 

85 
58 

49 
42 

88 
50 
79 
56 
79 
44 
74 
43 
82 
47 

76 
53 

54 
84 
55 
83 
56 
79 
51 
87 
60 

87 
60 
83 
48 
87 
48 
82 
56 


80 
54 
73 
.52 
68 
66 
80 
54 
84 
60 
70 
40 

81 
58 
80 
57 
72 
57 
71 
52 
65 
48 
84 
56 

82 
58 
71 
48 
76 
51 
62 
52 
80 
59 
68 
60 

71 
60 
73 
40 
71 
54 


65 
79 
61 

.53 
46 
66 
49 
64 
48 
57 
52 
53 
51 
76 
54  60 


58 
48 
60 
42 
63 
34 
67 
46 
65 
45 
59 
41 

69 
50 
72 
60 
62 
45 
64 
43 
67 
45 
70 
53 

74 
58 
60 
41 
61 
42 
63 
41 
67 
45 
62 
41 

69 
45 
57 
42 
62 
44 


20  21   22 


39 


60 
84 
56 
75 
48 
84 
5' 
87 
63 
79 
54 

84 
62 
82 
66 
78 
63 
73 
61 
80 
44 
85 
63 

88 
65 
82 
64 
84 
46 
76 
46 
79 
60 
78 
52 

74 

54 
78 
50 
78 
5' 


24  25 


40 
70 
41 
73 
33 
73 
30 
70 
42 

74 

41 

70 

32 

78 

52 

73 

47   55 

75  89 

34  43 


68 
52 
68 
46 
61 
33 
69 
45 
70 
44 
63 
47 

71 

50 

70 

63 

68 

43 

64 

41 

61 

4' 

72 

54 

74 
57 
59 
45 
62 
46 
61 
33 
64 
49 
62 
43 

67 
52 
65 
42 
61 


75 
42 
72 
36 
72 
.32 
77 
34 
7fi 
34 
72 
39 

73 
36 
76 
37 
74 
33 
75 
36 
75 
29 
76 
42 

76 

54 

71 

33 

71 

27 

69 

3' 

74 

36 

72 

32 

79 
41 
74 
31 
69 
48 


26  27  28 


29  30  31 


Mean 


57 

761  83 
60  57 
65  78 


73  69 


76 
58 
74 
47 
71 
48 
80 
53 
81 

4:j 

73 
52 

80 
50 
79 

55| 
73 
51 
72 
45 
74 
50 
77 
61 

80 
57 
70 
51 
75 
50 
70 
44 
70 
51 
70 
50 

76 
54 
74 
49 
70 
51 


66  58 
41   41 


82  78 

52  55 

76,  78 

59i  55 


62.4- 

42. 2" 

68.4 

45.6 

68.3 

46.6 

68.2 

43.1 

69.8 

46  2 


52  40 


70  58 
50  46 


76  65 

33  51 


74  68 
50  50 


62  56 


67.1 
47.7 
64.3 
39.5 
61.0 
38  9 
69.8 
44  7 
68.8 
44.1 
62  4 
40.5 

70.8 
46.3 
70  1 
45.8 
67.1 
41  5 
67.2 
40.5 
66.5 
38.1 
70.8 
49.2 

72.9 
47.4 
63. 5 
40.1 
66.2 
37.8 

62  3 
39.6 
68.1 
44.7 
65.6 
41.2 

70.5 
48.2 

63  2 
38.3 
63  0 
45.1 


68  63 
43  44 


79 
58 
77 
53 
78 
60 
77 
61 
77 
551  49 


567.0 

$39. 5 

72.4 

48.7 

59.9 
45.6 
69.8 
43.3 
70.9 
46. 5 
66.  1 
40.9 
65.3 
40.5 
67.5 
44.3 

64.2 
43.3 


47.6 
70.  S 
49.6 
68.6 
43  6 
69.3 
42.  2 
70.8 
48.9 

70.0 
49.4 
66  8 
4i5 
72.5 
43.8 
68.8 
51.7 
70.8 
45.6 


Continued  on  page  39. 
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(•|,lMArOlAKilCAL  DATA:    PKNNSVIA'ANI A  SKCTION 


Daily  Temperatures  for  May  1945— (^oiitlmmd  from  pageiW. 


Stations 


Ddinna /  Maximum.. 

\  Miniimini .. 
rwiu  (Maximum.. 

\  Miniiiivun .. 
aniestown/-2NVV (  .Mii.\imiim.. 

\  .Miuimuui.. 
ohnstown  / /  Maximum.. 

\  Minimum.. 
Lane'-l  N )  Maximum.. 

\  Muumum.. 
.anca<:ter /  Maximum.. 

\  Miuiuuun., 

,awreucevllle /  Maximum.. 

\  .Miuimuui.. 
,ebauou  / /  Maximum.. 

\  .Minimum.. 
.ewistown/-2S\V /  Maximum.. 

I  Minimum .. 
*ck  Haveu« I  Maximum.. 

\  .Minimum.. 
larcus  Hook' /  -Maximum.. 

\  Minimum .. 
iartinsburgS /  Maximum.. 

VMiuimum.. 

dauch  ChunklSW /  Maximum.. 

\  .Minimuni.. 
leadville /-I  S /  Maximum.. 

\  iMiuimuiu.. 
Iercer<>-2  5  NE /  M.iximum.. 

\  Minimum.. 
iIiddletownl-1.5  W (  Maximum. 

\  .Minimum  . 
iidland" /  .Maximum.. 

\  Minimum.. 
iIontrose/-3  E f  Maximum.. 

\  Minimum.. 

It.  l/ebanonB i  Maximum.. 

\  Minimum.. 
.It.  Pocono3-2  N /  Maximum.. 

\  Minimum.. 
4ew  Bloomfield (  Maximum  . 

\  Minimum . 
Jewbnrgl-3.5NVV »  Maximum  . 

\  Minimum.. 
*ew  Castle-1.5N )  Maximum., 

\  Minimum., 
'almerton' /  Maximum. 

\  Minimum.. 

'ark  Place3-1  NW /  Maximum. 

\  Minimum.. 
Philadelphia Arpt.'..  ..  /  .Maximum. 

\  Minimum.. 
Philadelphia  CO.' )  Maximum. 

\  Minimum., 
'hila.  Shawmont /  Maximum. 

\  Minimum.. 
?hilipsburg3-7  E /  Maximum. 

\  Minimum.. 

?hoenixville-1.5  8E  . . . .  /  Maximum. 

'  \  Minimum .. 

Pittsburgh  Arpt  Sta.'.. .  /  Maximum. 

\  Minimum.. 
Pittsburgh  City  Office' . .  /  Maximum. 

\  Minimum.. 
Port  Clinton/ /  Maximum. 

\  Minimum.. 
I'utneyN  ille-2.5  SE /  Maximum. 

VMiuimum., 
Juakertown-0.5  E /  Maximum. 

\  Minimum., 
ileadingi /Maximum. 

\  Minimum. 

Ridgway  / /  Maximum. 

\  Minimum. 
Scranton' /  Maximum. 

\  -Minimum. 
Selinsgrove /  Maximum. 

\  Minimum . 
Somerset (Maximum. 

\  Minimum., 
3prings6-l  SW (  Maximum. 

\  Minimum. 
State  College' I  Maximum. 

\  Minimum. 

5troudsburg-2  E (  Maximum.. 

\  Minimum.. 
ramaraok/-2  S /  Maximum.. 

\  Minimum.. 
rionesta/-1..5  SE /  Maximum. 

'  Minimum . . 
ritusviIle-2  S /  Maximum.. 

VMiuimum.. 

rowanda^l  E /  Maximum.. 

'  VMiuimum.. 


57     62 
33i    32 


58     56 


60 
43 
49 
34 
50 
37 
51 
39 
55 
401  42 


10 


16 


16  17 


19 


20 


79 

52 

69 

42l  39 

63i 

44i 

61   70 

42  29 

60  72 

47  33 


22 


28 


24 


26 


26 


27  28 


63 
«6 
64 
85 
60 
79 
47 
85 
59 

76 
53 
77 
55 
81 
53 
81 
55 
83 
59 
85 
61 

78 
43 
87 
58 
82 
56 
81 
51 
70 
49 
82 
51 


44 
72 

54 
70 
59 
79 
55 
58 
39 
73 
51 

63 
49 
65 
51 
67 
50 
62 
45 
70 
52 
70 
52 

63 
45 
63 

51 
75 
53 
60 
42 
60 
49 
62 
44 

70 
47 
6! 
44 
61 
46 
60 
43 
65 
52 


67 
34 
70 
33 
69 
29 
64 
35 
61 
26 
74 
40 

66 
35 
72 
40 
71 
39 
73 
37 
72 
50 
65 
37 

67 
41 
66 
32 
65 
32 
70 
40 
69 
39 
60 
38 

70 
38 
61 
38 
71 
36 
71 
3" 
70 
36 
68 
43 

63 
38 
69 
47 
68 
52 
70 
43 
65 
33 
74 
39 

69 
43 
70 
44 
68 
38 
67 
32 
66 
39 
70 
46 

70 
29 
67 
47 
71 
.36 
65 
29 
62 
30 
68 
37 

70 
40 
66 
35 
67 
34 
64 
29 
67 
39 


74 
68 
77 
67 
74 
44 
76 
63 
70 
41 
76 
43 

75 

40 

66 

49 

68  . 

38 

69 

48 

75 

52 

59 

52 

75 

37 

71 

47 

72 

54 

64 

50 

69 

55 

70  . 

44 

64 
56 
69 
41 
64 
46 
64 
52 
71 
54 
71 
43 

63 
50 
71 
49 
71 
55 
74 
59 
61 
53 
81 
43 

62 
55 
66 
58 
69 
41 
68 
52 
73 
39 
70 
49 

70 
32 

76 
15 
72 
45 
68 
50 
58 
49 
65 
57 

76 
34 
65 
46 
71 
44 
71 
49 
77 
40 


Continued  on  page  40. 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


May  1945 


Daily  Temperatures  for  May  1945— Continued  from  page  39. 


Stations 


Unlontown 

Vandergrifti 

Warren 

Waynesburg 

Wellsboro/ 

West  Chester 

Wilkes-BarreS 

Williamsport  Arpt.3-4  E 

Wjlliainstown 

Woodward3-2  NE 

York-3  SW 


/  Maximum. 

\  Minimum.. 
/  Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum.. 
/Maximum. 
\  Minimum.. 
/Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
/  Maximum. 
I,  Minimum.. 
( Maximum. 
\  Minimum .. 
(  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 


1       2       3       4       5       6       7       8       9      10     H     12     13     14     15     16     17     18     19     20     21     22     23     24     25     26     27     28     29     30     31    Mean 


67 


44 


34 


50 


40     36 


b2 

84 
61 
86 
54 

85 
54 
84 
55 

82 

50  46 

«5l     87 

51  59 


33 


35 


64 
49 

70 

53 

65 

4t)i     4ij 

65|     69 

46j     40' 

74l     fi8| 

50i     38|     3;J 

61'     641     71 

401     37 

79     72 

51     36     38 


55 


44:     45 

68!  76! 
37j 
74! 
38 
75 


45 


59 


75     73 

50     47 


49i     46 


53      40 


60  741 
42  54 
&)\    76 


74  65 
54  42 
76'  70 
57  53 
6S 


71.6 

46.5 
69.6 
44.8 


41.9 


64.3 
38.3 
70.1 
48.4 
67.2 
44.5 
66.4 
45.7 
70.0 
44.9 
62.  5 
41.4 
74.  8 
47.4 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PBESSTTRE,  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 
(reduced  to  sea  level) 

Wind»» 

Relative 
Humidity 

•2 

Stations 

a 

p. 

3 
0 

.„ 

?.>> 

3  >, 

0 

S 

s 

s 

d 

S 
^ 

B 

B 

2 

.?^ 

0 

p. 

0 

d 
0 

a 

a 

3 

03 

^o 

?," 

si 

CO 

a 

m 

a 

fi 

<> 

^> 

0 

0 

t^ 

'^ 

t- 

cu 

0 

Erie 

30.28 
30.24 

24 
25 

29.47 
29.47 

8 
10 

8.2 
9.3 

27 
30 

SW. 

n. 

22 
19 

80 

75 

69 
53 

74 
60 

53 
62 

399 

Harrisburg 

202 

Philadelpliia  .... 

30.24 

27 

29.43 

10 

9.8 

32 

w. 

22 

77 

53 

64 

59 

192 

Philipsburg 

30,24 

25 

29,54 

10 

11.4 

40' 

sw. 

22 

79 

58 

63 

458 

Pittsburgh 

30.24 

24 

29.59 

10 

10.7 

37 

nw. 

16 

7(i 

49 

54 

53 

284 

Reading 

80.22 

25 

29.  44 

10 

13.1 

50 

w. 

22 

71 

52 

fill 

58 

197 

Scranton 

30.24 

25 

29.45 

10 

7.0 

26 

nw. 

30S> 

79 

46t 

49 

290 

•  For  any  five-minute  period.  *•  Corrected  to  true  velocities. 

tl2:00noon.     t  4:00p.m.        $  Also  other  dates.        »  One-minute  interval. 


aiVER  CONDITIONS 


Stations 


Rivers 


Port  Jervis,  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsporti 

Newport 

Harrisburg 

Schenley , ( nr)  Lock  No.  5. 

Sutersville 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland.  Dam  No.  7 


Delaware 4. 5 

Delaware ...  6.8 

Lehigh 4.5 

Schuylkill 6. 1 

N .  Br.  Susquehanna . .  9. 2 

W.  Br.  Susquehanna .  7. 3 

Juniata 6.  2 

Susquehanna 6. 3 

Allegheny 15.  6 

Youghiogheny !  5.4 

Monongahela 1  14.2 

Ohio !      * 

Ohio I      • 


5.8 

7.8 

5.9 

8.5 

15.2 

14.9 

12.3 

9.9 

19.1 

10.8 

22.7 

17.9 

21.6 


a5 

4.0 
3.9 
4.8 
5.6 
4.1 
4.8 
5.0 

13.1 
3.8 

11.5 


27 

27 

1 

It 
31 
27 
31 


•  Pool  Stage. 


t  On  other  days  also. 


18 
22 
9 
13 
22 
20 
22 


27  I  17 
31  I  24 

28  I  20 
31  30 

I  25 

I  30     ■ 


POOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  years  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  tt  Precipitation  normals  or  "standard 
mean"  ad,iusted  to  a  uniform  S5  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less), 

*,  '',  ',  etc.    Number  of  days  missing,  for  example,  ''  indicates  two  days  missing. 

Italics,  data  interpolated. 

$  Partly  interpolated, 

$5  Incomplete, 

t  And  other  dates, 

tt  Daily  amounts  inconsistent, 

i  Received  too  late  to  be  included  in  means  and  summaries, 

•  Included  in  next  measurement, 

//  Windshield  on  gage, 

/  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs, 

1  Midnight  to  midnight, 

"  Measured  in  the  morning  for  the  preceding  24  hours. 

3  Data  for  24  hours  ending  at  1 :30  a.  m,  of  the  following  day. 

4  Best  available  used  for  stations  not  equipped  with  recorders. 
8  Recording  gage. 

6  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 
'  Noon  to  noon. 


Iiist  of  Chang-es  in  Station  Desig'nations 

For  more  exact  location  of  the  equipment,  station  names  have  been  changed  as 

follows : 


Dauphin 

Farrell 

Ford  City 

Grantvilie 

Hawley.  1  S, 

Jamestown 

Kregar 

McConnellstown 

Milroy 

Monrbeton 

Neffs  Mill 

Newburg 

Putnevvllle 

Sheffield 

Tyrone 

Williamsport  4  SE 


formerly 


Peters  Mountain  Tower 

Sharon 

Crooked  Creek  Dam 

Manada  Gap 

Wallenpaupack  Dam  (Evaporation) 

Pymatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  1  ower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Shaver  Cieek  (Evaporation) 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherry  Grove 

Bald  Eagle 

Shaffers  Path 

(W.  B.  O,.  PhUadeIphia-S-7-45-975) 
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TEMPERATURE. 

TFie  rtverage  temperature  for  the  State  as  deducwl  from  the  reports  of 
h;>  stations  was  (i().7°,  which  is  1.5°  helow  the  ."is-ycar  noriiiiil  for  .liine. 
The  highest  monthly  mean  was  75.4°  at  Marcus  Hook,  and  i  he  lowest  was 
(>(i.2°  at  Kane.  Extremes  ranged  from  a  ma.\.inium  of  IU3°  at  M;irc,iis  I  look 
(in  the  .SOth,  to  a  minimum  of  27°  at  Kane  on  the  6th. 


GENERAL  SUMMARY. 

.luiU'  made  her  drbut  with  the  arrival  of  snow  traces  at  Cou- 
dersport,  Eagle.s  !\[(>re,  Gouldsboro,  Hollisterville,  and  Scranton, 
the  third  occasion  of  record  in  08  years.  Previously  it  had  been 
noted  at  Cassandra,  Hanover,  and  Wilkes-Barre  June  1,  1907, 
and  at  Mt.  Pocono  on  June  23,  1918. 

The  attending  cold  which  remained  ten  days  (averaging  9° 
below  normal,  and  accumulating  the  entire  month's  deficiency) 
necessitated  fires  being  rekindled  with  diminishing  ftiel  sup- 
plies. A  number  of  long  standing  records  for  the  lowest  June 
temperatures  were  equalled  or  lowered  on  the  first  in  the  south- 
east and  widespread  on  the  6th  over  western  and  northern 
plateau  counties.  Damaging  frosts  on  the  latter  date  recalled  to 
the  minds  of  many  residents  the  stories  of  the  Year  of  the 
Frost"  (1869)  when  everything  was  wiped  out  west  of  the  moun- 
tains by  a  late  frost. 

Bv  the  10th,  the  temperature  reached  the  normal  level  for 
June  and  continued  above  to  the  end,  with  but  brief  interrup- 
tions. During  the  12-day  period  (lO-21st)  there  were  thunder- 
storms reported  some  place  in  the  state  every  day.  Storm  dam- 
age was  reported  on  the  13th  from  Mechanicsburg  and  Philadel- 
phia. The  next  day  was  the  warmest  of  the  year  to  date,  and 
deaths  from  prostration  and  drownings  began  to  mount.  Heavy 
afternoon  thunderstorms  produced  damage  from  Martinsburg 
to  Carlisle  on  the  15th.  Two  days  later  a  loaded  Pittsburgh 
trolJev  was  struck  by  lightning  and  21  per.sons  were  injured. 
The  first  day  of  summer  (21st)  was  attended  by  the  passage  of 
a  cold  front  which  set  off  a  series  of  vigorous  thunderstorms, 
spreading  minor  damage  across  the  state. 

A  high  cloud  cover  noted  over  the  eastern  portion  of  the  state 
on  the  26th  was  the  evidence  of  the  season's  first  tropical  dis- 
turbance. It  passed  up  the  coast,  well  to  the  east,  in  the  next 
24  hours. 

The  most  violent  storms  of  the  month  occurred  on  the  28th, 
causing  one  death  near  Williamsport,  and  half  to  a  million  dol- 
lars in  damage  from  Lycoming  to  Philadelphia  Counties.  Much 
hail  was  reported  in  these  storms;  at  Liverpool  hailstones  the 
size  of  walnuts  covered  the  ground,  broke  windows,  flattened 
crops,  stripped  trees,  and  damaged  tin  and  shingle  roofs  not 
previously  harmed  by  wind  or  lightning.  Elsewhere  mostly 
wind,  rain,  and  lightning  caused  damage,  but  hail  was  of  less 
severity. 

.lune's  departure  was  not  without  strong  contrast  to  its  debut. 
The  early  morning  (low)  temperatures  of  the  30th  were  prob- 
ably the  highest  of  record. 

The  accumulated  precipitation  departure  since  the  first  of  the 
year  is  -{-1.58  inches,  and  excesses  for  the  first  three  months  of 
the  growing  .season  are  general,  with  the  exception  of  deficien- 
cies beginning  in  a  number  of  western  counties.  Field  crops 
have  improved  during  the  month,  although  cold  at  the  begin- 
ning, too  wet  in  the  east,  and  quite  dry  in  the  west.  Fruit 
prospects  have  declined;  frosts,  thunderstorms,  and  hail,  in 
various  localities,  all  combined  to  produce  a  heavy  drop  of  fruits. 


PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the  observa- 
tions at  198  stations,  was  4.07  inches,  which  is  O.Ofi  inch  below  the  58- 
year  normal  for  June.  The  greatest  monthly  amount  was  7.10  inches  at 
ilradford,  while  the  least  was  1.5()  inches  at  (Gettysburg.  The  greate.st 
amount  recorded  in  any  24  consecutive  hours  was  2. (id  inches  at  Millers- 
hurg  on  the  28-29th. 

ERRATA 

lauuarv    WW  -Page  2.  Claysvilly,  precipitation  departure  .should  be  -2.22  inches. 

'\nnual  1940  -Page  74,  Claysville,  total  precipitation  should  be  43.78  inche.s.  Page  76, 
CiaysvlUe,  departure  in  January  should  be -2.22  inches,  total  precipitation  should  be 
43.78  inches,  departure  should  be  +3.48  inches. 


COMPARATIVE    DATA  FOR   JUNE 


Year 


Temperature 

Precipitation 

No.  of  days. 

oi 

a 
* 
S 

0) 

s 

1 

O 

< 

"3 

u 
5 

P 

1?88.. 
1SS9.. 
1891).. 
189 1 . . 
1892.. 
1893.. 
1894.. 
1895  . 
1896.. 
1897 . . 
)S98.. 
1899. . 
1900., 
1901., 
19U2. 
1903., 
1904. 
1905. 
1906., 
1907 . 
1908. 
1909. 
1910. 

1911 

1912. 

1913. 

1914. 

1915. 

1916 

1917. 

1918. 

1919. 

1920  , 

1921 

1922 . 

1923. 

1924 

1925. 

19.!6. 

1927. 

1928. 

1929. 


1930. 
1931. 
1932. 
193:^ . 
1934. 
1935. 
1936. 
1937. 
1938. 
1939. 
1940. 
1941. 
1942. 
1943. 
1944. 
1945. 


Period 


68.4 
66.7 
70,1 
68.2 
71.8 
69.8 
69.6 
71.4 
67.4 
64.8 
69.6 
69.9 
69.9 
69.1 
66.0 
63.5 
67.9 
68.0 
69.3 
63.6 
68.8 
68.8 
65.4 

'68.3 
65.6 
68.2 
68.6 
65.6 
63.7 
66.8 
66.0 
71.2 
67.0 
70.6 
69.5 
70.9 
65.8 
71.9 
64.1 
63.8 
65.5 
67.8 

69.1 
68.5 
68.5 
70.9 
72.9 
67.4 
68.5 
69.5 
67.1 
69.9 
67.8 
68.6 
69.0 
73.0 
69.3 
66.7 

68.2 


100 

95 

97 

100 

99 

100 

102 

104 

98 

96 

100 

101 

97 

103 

97 

90 

96 

99 

97 

98 

102 

96 

95 

99 

96 
99 

101 
92 
89 
92 
98 

102 
99 

101 
96 

103 
98 

104 
94 
99 
93 


100 
102 
98 
107 
104 
96 
100 
99 
99 
101 
95 
99 
96 
101 
100 
103 

107 


30 
33 
33 
30 
40 
38 
30 
32 
32 
28 
33 
32 
35 
32 
32 
34 
32 
30 
28 
30 
28 
34 
32 


29 
20 
25 
31 
28 
32 
29 
32 
32 
26 
30 
32 
26 
29 
23 
25 
30 
28 

22 
28 
26 
28 
35 
33 
33 
38 
32 
35 
31 
31 
34 
35 
29 
2' 

20 


3.04 

9 

12 

11 

5.43 

15 

5 

12 

3.42 

9 

12 

11 

4.50 

11 

14 

8 

5.64 

13 

9 

11 

3  12 

9 

10 

11 

2.57 

10 

13 

12 

3.50 

9 

13 

10 

4.64 

11 

10 

11 

3.38 

11 

11 

11 

2.79 

9 

14 

11 

3.51 

9 

13 

11 

3.60 

10 

11 

12 

3.47 

10 

12 

11 

5.97 

13 

11 

12 

6.53 

15 

7 

10 

4.06 

13 

12 

10 

4.39 

13 

11 

10 

5.43 

13 

11 

12 

4.99 

T. 

12 

U 

9 

2.36 

7 

19 

9 

4.48 

13 

12 

9 

4.31 

11 

12 

8 

4.71 

12 

12 

10 

3.36 

8 

13 

9 

2.26 

7 

19 

7 

3.71 

9 

16 

8 

4.00 

11 

14 

10 

6.14 

15 

11 

10 

5.38 

14 

12 

11 

3.46 

T. 

10 

13 

11 

3.90 

10 

16 

9 

4.97 

13 

12 

11 

3.12 

8 

17 

9 

5.11 

13 

11 

11 

2.73 

9 

16 

9 

5.57 

15 

11 

11 

3.04 

9 

16 

U 

3.63 

12 

13 

10 

3.72 

9 

15 

8 

7.96 

17 

9 

9 

3.56 



10 

15 

10 

4.20 

9 

17 

8 

3.71 

9 

16 

8 

3.15 

11 

13 

9 

2  58 

9 

18 

8 

3.64 

9 

17 

9 

4.22 

12 

13 

9 

3.80 

10 

14 

» 

4.37 

12 

13 

9 

5.14 

11 

12 

10 

4.46 

13 

12 

9 

4.11 

13 

10 

11 

4.95 

12 

14 

7 

3.82 

13 

10 

10 

3.33 

10 

13 

11 

4.53 

12 

10 

11 

4.07 

T. 

14 

9 

11 

4.13 

T. 

11 

13 

10 
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June  1945 


Olimatologrical  Data  for  June  1946 


Stations 


Attnniic  Drainage 
Allentown  Arpt  -4  NE. 

Altooiia-4.5  W 

Burnt  Cabins-2  NE  . . . . 

Carlisle ;,;;.•,■•• 

Chambersburg-1  SW.. . 

Coatesville.        ■   

Curwensville  Apt^B  NW 

Eagles  Mere • 

East  \VatPrford-3  li.  .  . 

Eniporiumt  1  V, 

Kphrata 

Everett-0.  5  SW 

Freeland 

(ieorge  School 

(Jettysburg 

(Gordon 

Hanover. ....■■••■•••• 
Harrisburg  Arpt.-.J.&  ». 

Hawley-O.SE 

Holtwood 

Huntingdon 

Lancaster 

I.awrenceville 

I^banon     ■•■•■„• 

Lewistown-2  SW 

Lock  Haven 

Marcus  Hooku  

Marttnsliurg 

VIontrose-3  E ■•    . 

Mt.  Pocono  Arpt -2  IN  . 

I'almerton 

r'hiladelphia  Airport.. 

Philipsburg-7  E.  . . . 

Phoenixville-1.  nSE.... 

PortClintonlJ 

Quakertown-0. 5  E 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-2  E 

TaiTiarack-2  S 

Towanda-1  E 

Wellsboro 

Westchester... 

Wilke.s-Barreu 

Williamsport  Apt.-4E.. 

Williamstown  tt 

\Voo(]ward-2  NE 

York-3  SW 


Division  mean. 


Ohio  Drainage 

lJradford-4  W 

Brook  ville 

Butler 

(:iariontt-3  SW 

lUaysville 

'  'orry 

CoudersportJI 

Derry 

Donegal 

Donoratt 

Ebensburg 

Farrell 

Ford  City-4  S 

Franklin 

Greensburg-i  S 

Indiana 

.Iamestown-2  NW.. . 

Johnstown 

Kane-1  N 

MeadviIle-1  S 

Midland 

New  Castle- 1.5  N  .. . 
Pittsburgh  Airport. 
Putneyville-2.  5  SE  . 

Ridgway 

Somerset 

Springs-1  SW 

Tionosta-l.SSE 

Titiisville-  2  S 

Dnlontown 

Vandergrift 

Warren  

Waynesburg 


Division  mean. 


Liikr  Drniiiiiaf 

Albion 

Erie 


State  mean. 


Ob.'^ervers 


Lehigh. 
Blair 
Fulton 
Cumberland 
Franklin 
Chester... . 
Clearfield. 
Sullivan . . 
Juniata . . . 
Cameron . 
Lancaster 
Bedford 

Luzerne 

Bucks......  • 

Adams 

Schuylkill . . . 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon . 

Mifflin . . . 

Clinton.  . 

Delaware 

Blair 

Susquehanna 

Monroe 

Carbon 

Philadelphia 

Centre   

Che.ster 

Schuylkill 

Bucks 

Berks 

Lackawanna 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga. 

Chester.. . 

Luzerne... 

Lycoming 

Dauphin 

Centre 2, 

York 


Mc  Kean 

Jefferson 

Butler 

Clarion 

Washington 

Erie  

Potter 

Westmoreland 
Westmoreland 
Wa.'^hington  . . 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland. 

Indiana 

Mercer.. 

Cambria 

McKean 

Crawford. 

Beaver..  . 

Lawrence 

Allegheny 

Armstrong, 

Elk 

Somerset 
Somerset 
Forest... 
Crawford 

Fayette 

Westmoreland. 

Warren 

Oreene 


Erie 
Erie 


U.S.  Weather  Bureau. 

City  of  .\ltoona. 

Peuna.  Turnpike  Comni 

Clarence  E.  Miller. 

Charles  A.  Blunder. 

Howard  L.  Pyle. 

U.S.  Weather  Bureau. 

Carl  E.  Bigger. 

tl.  S.  Weather  BureBU. 

Mrs.  Helen  C.Haas. 

Ephrata  Review. 

Penna.  Turnpike  Conini. 

Andrew  B.  Evansha. 

N.  W.  Swayne. 

Dr.  Henry  Stewart. 

Miss  Sallie  M.  John.son. 

Hanover  Evening  Sun. 

U.  8.  Weather  Bureau. 

Mrs.  Delia  M.  Pemiell. 

Penna.  Water  &  Power  <  <i. 

Paul  R.  Yoder.  .Ir. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

I.«banon  Valley  Gas  Co. 

Penna.  Dept.of  Highways. 

William  R.  Kellev. 

Sun  Oil  Co. 

V.  S    Weather  Bunau 

Harry  S.  Fancher. 

U.  S.  Weather  Bureau. 

New  Jersey  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila. -Suburban  Water  Co. 

Earl  E.  Rarick. 

John  E.  Benuer. 

U.  S.  Weather  Bureau. 

U.  R.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E.  Hwartz. 

Mrs.  M.  Ordelia  Parks. 

M.  S.  Bliss. 

Clyde  T.  Say  lor. 

Civil  Aeronautics  Authority 

U.S.  Weather  Bureau. 

Gordon  E.  Lower. 

U.  S.  Weather  Bureau. 

York  Water  Co. 


Citv  Water  Dept. 

Civil  Aeronautics  Authority 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

J.  Fred  Kiul-y. 

Potter  Enterprise. 

Miss  N.  Dixie  Winemau. 

Penna.  Turnpike  Comm. 

Donora  Zinc  Works. 

Miss   Emma  H.  Eastman. 

Camegie-Illinois  Steel  Corp. 

U.S.  Engineers. 

William  K.  Fuller. 

Westmoreland  Water  Co. 

Indiana  State  Teachers  Col. 

Pa.  Dept.  Forests  &  Waters. 

Johnstown  Tribune  Pub.  Co. 

Spring  Water  Co. 

Citv  of  Meadville. 

Perrv  P.  Campbell. 

New  Castle  Water  Co. 

U.  S.  Weather  Bureau. 

U.S.  Engineers. 

West  Penn  Power  Co. 

D.  L.  Grove. 

Allen  E.  Yoder. 

U.  S.  Engineers. 

U.  S.  Weather  Bureau 

William  W.  Marsteller. 

Camegie-Illinois  Steel  Corp. 

Merrell  L.  Jordan. 

Thomas  S  Knox. 


Samuel  D    Lewis 

U.  S.  Weather  Bureau. 


[See  page  48  for  explanation  of  reference  marks.] 
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Daily  Precipitation  for  Juno  1946 


StRtloUs 

Counties 

Day  of  month 

1 

2 

3 

4 

6 

6 

7 

8       9 

10 

11 

12 

18 

14     16 

16 

17 

18 

19 

20 

21 

22 

28 

1 
24  1  25 

26 

27 

28 

29 

80 

81 

at 

ATLANTIC 

DRAINAGE 
IMwvare  Hnxin 

I'Pl'EK  Dki..\wark 

Dingmans  Ferry"-.  0.5 K 

Mawley-.O.o  K. 

UoUistorville- 

Lakevillo-.  IN 

Pike 

.17 
.32 
.27 
.36 
.14 
.99 
.77 
.80 
.52 

.«2 
.39 
.83 

1.32 
.30 
.18 
.56 
.51 

1.06 
.12 

* 

.08 



.02 
.^2 
.06 

.in 

.22 
.13 

.53 
.31 

.09 
.,57 

.19 
.43 
.05 
.28 
.31 
.20 

.42 
1.08 
.74 

.53 
.35 
.52 
.40 
.42 
.11 
.36 
.88 
.80 

.08 
.56 
.05 
.15 
.72 

« 

.43 
.34 
.02 

'.'31 

•.'64 
.38 
.15 
.50 
.03 
.08 

.14 
.10 

.03 

T. 
.04 

■r. 

.17 
.01 
.09 

.14 
.44 
.36 

.24 
.25 
.24 
.29 
.15 
.19 
.16 
.19 
.23 

.16 
.03 
.24 
.07 
.18 
.77 
.04 
.03 
.02 
.20 

* 

.06 

.19 
.01 

.47 
.39 
.26 
.32 
.42 
.13 
.15 
.47 
.29 

.56 
.17 
.32 
11 
.24 
.06 
.08 
.17 
.07 
.63 

* 

.10 

.06 

11 

.20 
.08 
.06 
.08 
.07 

.04 

.08 
.02 
.09 
.04 
.02 

".m 
.11 

.19 
.06 

'.'io 

.96 
.35 
.18 
.17 
.12 

« 
.38 
.83 
.81 
.39 
.79 
.36 
.28 
.59 

.36 
.22 
.41 

.47 

.01 
T. 
1.06 
.17 
.35 
.02 

.08 
.08 
.18 

.01 
.02 
.01 
.01 

.12 
.05 
.01 
.02 
.07 

.02 
.05 
.06 

.10 

'.'oi 

'.'65 

'  .u 

.16 

T. 

.04 

.0-1 

.01 

T. 

T. 

'.'06 
T. 

1. 

'.'05 
. . . . 

'r'.' 

.40 
.17 
.11 

.03 

.'62 

T. 

.06 

.01 

.08 

« 

:.5o 

.07 
.59 

T.' 
'!65 

1.38 

.09 

'.'47 
.12 

.6i 
1.74 

;o8 

.15 

.68 
1.43 
.68 
.66 
.55 
.43 
.09 
.71 

14 

.08 
.14 
.32 
2. 12 
.36 
.26 
.31 
.18 

1.11 

'.•44 
T. 

'.•44 

'.•34 
'.'22 

« 

.34 
.36 

'.'65 

2.30 
.07 

'f.' 
.62 

.012 

■.■32 

.01 

.17 

.11 
T. 

T. 
.04 

.03 
.'i4 

.0.1 
.11 
.23 

.16 
.31 
.53 

!02 

.15 

.35 

'!3.5 
.17 
.41 
.85 
.31 
.40 
.53 
.38 

.09 

'!i5 
.44 

.38 

.60 

T. 

.03 

.03 
.01 

r. 

T. 

.20 

.09 
'.'54 

t'. 

.31 
'.'42 

:26 

.02 
.17 
.05 
.12 
.13 

.53 
.37 

1.05 
.98 
.37 
.54 
.08 
.18 
.10 

.57 
.21 
.56 
.53 
.14 
.25 
.28 
.17 
.44 
1.21 

.23 

.27 
,26 
.15 
.12 
.43 
.32 
1.20 
.22 

.29 
L57 
1.97 

.30 

98 
.91 
1.60 
16 
1.26 
.58 

1.13 
.46 
.49 
.59 

1.14 
.35 
.50 

1.18 
.31 

.97 
1.70 
.83 
.26 
.48 
.41 
.61 
.68 
.64 
.10 

.82 
1.54 
1.01 
L04 

.48 
1.08 
.37 
.58 
.88 

.26 
1.32 

.22 
1.02 

.01 
T. 
.52 
1.06 
.64 
.96 

:i8 

'!i7 

.02 
T. 

•.'36 
.21 

'.'67 

.62 

'  ,'42 
.16 
.06 

'.'39 
.65 

.11 

.'60 

.99 
.74 
T. 

.82 

.36 
'.'32 

1.23  .... 
1.31  .... 

.  59' . . . . 

.95    . 

.... 

'.'.56 
.05 

'.'65 
•.'26 

'.'72 

.82 
..53 
.05 
.03 
.15 
.11 
08 

.16 

't.' 

'.'34 

f. 

.04 
T. 
.10 

.03 

'.'64 
.02 
.10 

•r". 

T. 
T. 

.01 
.02 

.01 
T. 

.02 

.40 

19 

.06 

.03 

1.45 

'.'67 

.'io 

'.'oi 

T.' 

'.'62 
T. 

T. 

.'ii 

.70 

'.ii 

.18 

'.'ie 
.12 

.18 
'!l8 

'.'06 

.'69 
T. 

.91 

.44 
.61 

.05 
.06 
.11 
.05 

'ioe 

.31 
.48 
.11 

".oi 
!oi 

T. 

6.'29 

Wayne , — 

Wayne 

.02 

T. 
.09 

T. 

T. 

6.08 
6. '25 
6.20 

Pike 

'.'•26 
.16 
.21 
.06 

.36 

.28 
.29 
.03 
T. 

« 

.20 
.94 
.34 
.80 

« 
.52 
,18 
.33 
.40 
.18 
.34 
.65 
.59 

.50 
.27 
.22 
.20 

.46 
.46 
.62 

.50 
.61 

.78 

.05 
.15 

.24 

'.'26 

'!38 

"48 
.49 
.48 
.06 

.96 
1.43 
.36 
.67 

'!23 
T. 

'.'78 

.71 

.53 
1.00 
.69 

't.' 

6.09 

Mount  Pocono-'',  2  N . . . 
Pleasant  Mount'. *.  1  VV 

Strouii.sburg.  '2  E 

Tanners  Falls'.*,  1  SK. 

T.icmcH 
AlU'iilnwn  \ri)t'     4N'K 

Monroe 

Wayne 

Monroe  

Wayne 

Lehigi'    

.10 
.04 
.02 
.01 

.,..!.-.. 

6.20 

.05 

4.31 

6.13 

8.96 
5.59 

Lehigh 

.20 

.•qs 

.10 
.04 

.5,16 

Bethlehem' 

Blakeslee  Corners',*.. 

N'rthampton   .(i3 

Monroe 10 

Wayne           > 

4.46 

6.  .53 
6.08 

.26 
.24 
.43 

i.'io 

.73 

.79 
.84 
.37 
.75 
.93 
1.27 
.22 
.98 

.14 

.81 

1.19 

.78 

.12 
.02 
.70 

1.43 
.03 

1.06 

.05 

't.' 

4.  75 

Mauch  Chunk,  ISW.  . 

Carbon 

Leliigh 

Carbon 

Lehigh 

Montgomery 

Berks 

Montgomery 
Che^ter .     . 

.03 

T. 

.13 

4.31 
4.68 

Palmerton'.* 

ZionsviUe,  I  SW 

Sl'HlYI.KlI.l. 

Conshohocken 

Frederieksville^.  1  S.  .. 
(Tratorsford^         

4. '26 

.07 

5.66 

« 
1' 

.11 
.03 

5.27 

.06 
.21 
.04 
.10 
.02 
.02 

— 

'.'42 

•.•35 
.02 

.16 
T 

.15 
.18 
.50 

5.76 
4.26 

Phoenixville^.  1.5  SE. . 

3.70 

Schuylkill... 
Montgomery. 
Schuylkill ... 

Berks 

Berks 

Chester 

Bucks 

Bucks 

'f. 
T. 

.0:r..   . 

4  35 

Pottstown-'.  O.oS 

Pottsville'^     

.06 

•;62 

T. 

.02 
.08 
T. 
.02 

.05 
.03 
.06 
.10 
.03 
T 

.02 
.02 
T. 

.11 
.04 
.07 
.05 

•.•30 
.23 
.08 

.15 
.37 
.38 
.19 
.03 

T. 
T.' 

.09 
.02 

.06 
.36 
.08 
.02 
.19 

36 

.05 
.'45 

;6i 

.20 

't.' 

.13 

4.10 

3.90 

5.  02 

".02 

5,00 

I.OWKK    Dlii.AUAKK 



.02 

.02 

•t.' 

.13 
.09 

4.42 

5.80 

George  School''  

5.49 

Delaware 

4.22 

Philadelphia 
.Urport  Station'.* 

Philadelphia     1 
Philadelphia 

3.77 

'.'96 
.56 

1.26 
.67 

.... 

3.98 

Shawinont 

Quakertown,  0..5  E 

West  Chester 

West  Grove^   I  5  SE  . 

Philadelphia 
Bucks 

T. 

.03 

6.  46 
5.63 

Chester 

Chester 

T. 

■ 

03 

.64 

5.66 
4.60 

SiisqiiekaiiHfi  Hasiii 
Chemuncj 

.Vustiuburgi .  \  2  W.... 

jd 

05 

2  35 

Tioga 

.04 
.12 

T, 

.•06 

.03 

..52 
.05 

.09 
.34 

2.66 

Lawrenceville 

North  Bhanch 
Rpruick-ii 

Tioga 

.03 

.62 

1 

4.15 

Cantou^.  1  NW 

Bradford 

Montour 

.67 

.18 

.49 
.68 
.62 
.46 
.60 
.96 
.88 
.63 
.74 

.42 

1.02 
1.04 
.6! 
.13 
.53 
.50 
.26 
.01 
.0) 
.56 
.20 

.13 

•.'62 
.31 

.20 
.24 

.18 
1. 

•"io 

.08 

.12 
.10 
.15 
.26 
.01 
.08 
.33 
.14 
.27 

.'•23 
.14 

.13 
.39 
,17 
.05 
.02 
.17 
.14 
.05 

■;i6 

T. 

.07 

.11 

'.'33 
.12 

.08 

.18 

r 

.04 

.03 

.63 

.14 

T. 

.04 

.05 
.10 
.16 
.16 

".U 

.19 
.10 
.06 

'.'06 
.02 

.03 

.05 
.15 

'.'6e 

.09 

.07 
.06 

'.•oi 

.04 

T. 
.  14 

'.'28 

.27 
.09 
.09 
.23 

.77 
.32 
.M 

.'4i 
T. 

.'30 

'!79 
.14 
.70 

i.bi 

1.02 
.03 
.42 
.11 

'!32 
.22 
.38 
.03 

'!i6 

.40 

.11 

.05 
.02 
.06 

.'io 

.05 
.34 

'.'is 

.03 
.15 
.58 
.05 
.18 
.01 
T. 

.'39 
.10 
.07 
.22 

.33 
.88 
.54 
.42 
.25 
.32 
.49 
.15 
.09 
.45 
.22 
.39 

.'io 

T. 
.04 

.'64 
.14 

'.'i'i 

.04 
.15 
.08 
.27 

'.'56 
".54 

'.'io 

.28 

"'.b'i 
.16 
.32 
.'25 
.18 
.19 
T. 
.26 
.10 
.14 

';38 

'.•62 
't.' 

.01 

t. 

'.'i7 

'.'49 
•  61 
.41 

.'22 

.51 
1.85 
.21 
.94 
.03 
.19 
1.13 
.10 
.01 
.12 
.59 

4.32 
5.75 

.04 

T. 
T. 

.02 
.07 

.'io 

.02 
T 

3.82 

Hop  Bottom-'.  2  S 

Minvillpl   ^ 

Susquehanna 
Columbia,. .. 

Bradford  

Susquehanna 
Bradford  .... 
Schuylkill . . . 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  .... 
Wyoming..  . . 
Luzerne 

Tioga 

f'ambria 

Potter 

T. 
T. 

•.•66 

.26 

•."6i 

4.  .53 

.02 
.03 
.14 

'i  " 

3.  32 

Monroeton-,  2S 

Montrose^.  3  E 

Orweir^SN 

Park  Places,  INW 

Pikes  Creek.'.* 

Rush-      

.18 
.35 
.25 

'.'45 

.05 
.'i2 

4.52 
5.14 
4.74 
3.53 
4.43 

3.^2 

4.30 

Towanda,  IE. 

.01 
.13 
.21 

'■i'.' 

.93 
.67 
.90 

1.38 

.03 

1.26 

1.12 

.04 

• 

.54 

1.09 

1.03 

.59 

•  93 

1.77 

.13 

.37 

.90 

1.66 

.49 

.97 

.74 

I.  00 

.74 

.17 
.11 
.13 

.69 
1.27 
.71 
.73 
.49 
.60 
.05 
.03 
.07 

.65 
.23 
.95 
.77 
.03 
.03 
.75 
.01 
.70 

!45 

.06 
.22 
.03 

.02 
.23 
.07 
.08 

.08 
.06 
.10 

.06 
T. 

"As 

.01 

T. 

T. 

.02 

.10 
.05 
.23 

,03 
.05 
.14 

.09 
.30 
.  14 
.08 
.07 

* 

.12 
.19 

.05 
.05 
.01 

.01 
.79 
.06 
.12 

.08 

.48 

■  '*" 
.22 
.07 
.15 

'.'08 
.08 

i' 

.07 
.01 
.32 
.03 

.36 

.05 
.04 

.02 
'47 

* 

.47 
'.'32 

".1-2 

.18 

.12 
".•20 

.14 
.41 
.15 
.39 
.44 
.28 
■  ■^• 

'.13 

.37 

'.'60 
.12 
.03 
.38 
.36 

'.'57 

.'is 

.82 
.12 
1.24 

• 

.21 

« 

T. 

'!i2 

.26 

.01 
.35 
T. 
.13 

.01 
.15 
.01 

« 

.33 
.03 
.04 
.30 
.04 
.04 

.81 

T. 

.10 

.34 

.04 
.12 
.38 

.'is 

.26 

.2S 
T. 

.'65 
.03 
.06 
.10 
.08 
.09 

.22 
.27 
.52 

T. 
.11 

.02 
.15 
.03 
.16 

'."is 

.32 
.21 

'.'is 

.25 

'.'27 
12 
.31 
.09 
.20 
.06 

.12 
.16 
.91 

'.'ie 

.40 
.76 
T. 

'.'io 

'.'65 
.16 

;i2 

'.'64 

.05 

.32 

.31 
.08 
.39 
.04 
.66 

'.'i4 
.72 

.22 
.10 
.30 

.06 

.•20 

"si 

t. 

.30 

.27 
.27 

.'21 

i.'68 

1.55 

.14 

T 

't'.' 
't." 

.04 

4.34 

2  69 

Wilkes-Barres.  3N.... 

West  Branch 
Ansonia^.  2  W. 

.34 
.24 
.08 
.03 
.07 
.16 
.51 
1.19 

'.'36 
.09 
.10 

'.'is 

.38 

T. 

.27 

T. 

.24 

.17 

.12 
.13 

'.'io 

.16 
.46 
.09 
.11 
.12 

'.'i2 
.08 
.38 
.07 
.10 
.01 
.38 
.08 
.43 
.04 
.18| 

1 

6.47 
3.50 

Carrollto\vn2 

.06 
'.'06 

4. '24 

T. 

.03 

;o8 

4.73 

Cedar  Run^ 

Lycoming.,. . 
Clearfield  .  . . 

5.36 

Clearfield^ 

2.07 

Coalport2 

CurwensvilleApts  6NW 
Driftwood'.  * 

Clearfield  . . . 

3.09 

Clearfield.... 

Cameron 

Sullivan 

.03 
.11 

.07 

T. 

.01 

.02 

.04 
.12 

.20 
.63 
.40 

!93 

'.'46 
.04 

"'.is 

.06 
.06 

'!54 

.64 

"."33 
LOO 
.03 

'.'56 

'.'gi 
'!i3 

.79 

3  36 
4.07 

Dushore'.  * 

.03 
.09 
.01 
.05 
.05 
.04 

T. 

.01 

T. 

.02 

.02 

.04 

.24 

.07 

•.'08 

.02 
.20 
T. 

.12 
.62 
.11 

'.'4i 
,22 

'ios 

'.'•25 
'^37 

.50 

i.'oi 

'.'58 

'.'ie 

.07 
,72 

'^09 
.04 
.71 

"."32 
T." 
"".13 

".03 

"."6i 

4.65 

,04 

.18 

T. 

.04 

.10 

.08 

.03 

.10 

.19 

.07 

.14 

.06 

.43 

.37 
.24 
.24 
.04 
.10 
.31 
.37 
.06 
.17 
.22 
.48 
.20 

. . . . 

4.99 

Emporium''^,  IE  .... 

Cameron 

3.!.9 

Galeton. , 

Potter 23 

Clearfield 

4.  62 

Karthaus^ 

3.51 

Lock  Haven2 

Clinton 

Elk 

T. 

.12 

.05 

•f. 

r 

.01 

3.88 

Medlx  Run'  * 

3.  .55 

PhilipsburgS,  7E 

RenovO'^     

Centre 

Clinton 

T. 

.05 
.04 
.'22 

.01 
.10 
.09 
.01 

'.'io 

.04 

"t." 

4.91 
3.37 

State  College'  *.. 

Centre 

Clinton  . . . 

.04 

T. 

•iii 

3.19 

Tamarack'^,  2  S     ,     . 

T. 

'ioi 

".03 

T. 
't'. 

4.42 

Tyroue  '.  *.  4  NE 

Blair 

.07 

3.24 

Wellsboro2  .. 

Tioga      

3.00 

Continued  on  page  44. 
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CLlMATOLOmCAL  DATA:   PENNSYLVANIA  SECTION. 


June  194-5 


Daily  Precipitation  for  June  1946 

-Continued  from 

pa«e43 

Counties 

Day  of  month 

"i 

stations 

1 

2 

3 

4 

5 

6 

7 

8       9     10     11 

12 

13 

14 

16 

1      1 

16  1   17  1  18 

!         1 

19 

;      1 
20    21  1  22 

23 

24 

25  j  '26 

27     28 

29 

30 

31  ! 

1 

& 

West  Bi'.AM-'H 
(continued) 
Williamsport  Apt.-'-4K 

Williamsport,2 

Williamsport.!',  4  se.  .. 

Juniata 

Altoona,  4.,'i  W...._. .... 

Breezewood', 0.5  E 

BuffaloMills^, .....  ^.•• 
Burnt  Cabins',  2  NL.. 
East  Waterford^,  3E... 

Everett-.  0.5  SW 

Huntingdon''' 

Lewii.town''',  2  SW 

Maplctou  Depot'.' 

Martiusburg'^.......   ■; 

M<^Counellstow]i''.4NW 
Nells  Mills'.  ".3.5  NE.. 
New  Bloomlield 

1 

Lycoming... . 
Lycoming.  ..: 
Lycoming  ... 

Blair 

.42 

.14 
T. 

.73 
.4» 
.52 

.3'2 

.'23 

.17 

.22 

.07 

.01 

T. 

.03 

.15 

.31 

.'85 
.17 

'.'6« 
.11 

.'28 
.40 
.03 
.07 
.03 
.12 
.'20 
.72 
.'22 
.00 
.00 
.07 
.15 
.09 
.11 
.13 
.02 
.39 

.'20 
.83 
.06 

.52 
.10 
.17 
.09 
.18 
1.31 
13 

,01 
.77 
.77 

.40 
.09 

.01 

.03 

.08 

.10 
.02 
.05 

.03 
.11 

.02 
.03 

.08 
.03 
.09 

^34 

.03 
.  10 
.14 

.38 
.'24 

38 

.'01 

r 

.'24 
.06 

.'io 
.10 

't. 

T 

.10 
1.10 

T. 
T. 

.01 

.08 

.'98 

.'63 
.77 
.33 
.05 
.84 
.29 
.21 

.03 

T. 

.07 

't.' 

T. 
.01 
T. 

.On 
.61 
.06 
1.291 
.18 
.39 
.03 
• 

.02 
.■25 

'.'32 
.06 
.09 
.06 
.08 

.06 
.'29 

.03 

.05 
.37 
..34 
.48 
.15 
.66 
.47 

• 

.13 
.05 
.39 
.06 
.13 
.05 
.74 
.44 

.35 

♦ 

.28 
.47 
.03 
.71 
.84 
.13 
.09 
.24 
.13 

.■i6 

.50 
.48 
.07 
.05 
.06 

'.'43 
.21 
.10 

.05 
.01 
.04 

.03 
.'23 
.09 

.'■27 
.15 
.03 
.07 
.06 
.17 
.06 
.05 
.35 
.31 
.18 
.19 

.08 
.,33 
.19 

'.'is 

.24 

.73 
.26 
.25 
.34 
1.14 
.38 
.37 
.65 
.42 
.17 
.43 
.34 

'.'33 
.19 
.35 

.15 
.21 
.'28 

.21 
.09 
33 

.'23 

.26 
.14 

'.'20 
.26 

.08 

.97 

138 
1.30 

'.■36 

'.'is 

.69 

.08 
.79 

.'is 

.01 

'!63 

.  18 

T. 
.72 
.89 

.'08 
.'83 

'.'08 
.04 

.06 
.56 

.'46 

....]    3.07 
..     1    3.09 
..    .      4.30 

....j     '2.43 

Bedford 

63 

4.69 

....      3.06 

Fulton 

.luniata 

Bedford 

Huntingdon  . 

Mifflin 

Huntingdon  . 
Blair 

T. 

.07 
.03 

.02 
.15 
.34 
.94 
1.17 
.61 
.02 
.77 
.05 
.06 
.29 
.38 
.02 

.04 
.02 

.03 

.24 
.13 
.03 
.'25 
.09 
.17 

'.'ii 

.08 

.04 
.11 
T. 

.01 
.03 
34 

.48 
.05 
.01 
.04 
.07 

i.'0'2 
.04 

« 

.09 

.16 
.94 

.47 
.38 

• 

.87 
.30 
.34 
.42 
.74 
.65 
1.30 
.42 

.35 
.54 
.41 
.28 
.52 
.52 
.19 
.10 

.■n 

.'29 
.26 
.41 
.52 
.06 
.40 
.25 
.49 
.45 

'!'27 
.53 
.70 

.02 

.05 

.01 

.tV2 

.31 

.1! 

T. 

.04 

.09 

.02 

.01 

.05 

'.'io 
'.'is 

.02 
.37 
.01 
.44 

.08 
.11 
.15 
.35 

.06 

.06 

".07 
1.83 

.11 
.48 
.71 
.60 
.■27 
.'27 
.46 
.84 
.58 
.38 
.89 
1.15 
.'23 

.31 
.13 
.22 
.33 
.43 
.55 
.08 
.25 
.24 
.39 
.06 
.68 
.21 
.•26 
1.05 
.36 
.11 
.26 

'!38 

2.10 

.36 

.05 
T. 

'.'08 

'.'io 

'!43 

T. 

T.' 
.50 
.03 
T. 

'.■23 

i.'ffi 

'.'64 
.'22 

.'26 

'.':« 
.03 
.18 
.'21 
.01 
T. 
.15 

';64 
.19 

.'27 
.02 

.12 

. . .   :     2  91 

.01 
.06 
T. 

T. 

.08 

T. 

'  ' m' 

* 

• 

'!63 

* 

1 

.■21 

'.'i3 

....     .3.12 
....!     3.80 

4. 15 
...        3.17 

4.04 

....'    5.;i4 

Huntingdon. 
Huntingdon. 

Perry 

Perry 

Bedford 

3.« 

3.24 
2.03 
2.67 
4  27 
■2.44 

SaxtonS,  1  \\ 

Shade  Gap',-'*. 0.6 SW.. 

LWK  SUSQUEUANNA 

Huntingdon . 
Adams 

■i' 
'r. 

■i-. 

.05 

".m 

T. 
T. 

.06 

■'ie 

T.' 

T.' 

•(■' 

.04 

.08 
T. 

.04 

.  02 

T.' 

T.' 
.07 

.'29 
.22 
.18 
.46 
.42 
.39 
.46 
.17 
.68 
.03 
.61 
.07 
.08 
.75 
.57 
.34 
.63 
.48 

'.'84 

• 

.34 

.44 
T. 

* 

.11 
.01 

.'61 

.01 

T 

.11 

.02 

.06 

.04 

.0!) 

T. 

t. 

.,.■  ■ 

.07 
.59 

'.'■23 
.15 
.0^2 
T. 

.'io 

■  J5 
.12 

"m 

.07 

't.' 

.02 

.'45 

tV 

f. 

.... 

i!66 

.02 

■f.' 

'.'96 
i'.bb 

.'ii 

'• 

■r'. 

.26 

'.■57 
1.72 
.01 
L90 
.22 
.02 
.46 
1.04 
T 

1.38 
2.00 

t. 

T. 
.26 

'2.32 

Bloserville,  1.5  N 

Carlisle 

Cumberland. 
Cumberland 

T. 

■  ■,,• 

.'(Vi 

T. 
T.' 

T. 

.... 
T.' 

.09    ... 

'2.02 
2  08 

.44 
.11 

.is 
.02 

.03 

T. 

'.'65 
.12 

.'64 
.05 

.42 

.13 

!67 

.03 

T. 

.13 

.61 
T. 

'.'64 
.86 
.01 

'.'•ii 

".S2 

. . . .      4.  75 

Dauphin-,  3  N 

Ephrata... 

Glen  Rock',  5 

Gordon 

(iriU.tville,'2SW 

Dauphin 

Lancaster.. . . 

York, 

Schuylkill  ... 

Dauphin 

York 

Dauphin 

Lancaster.. . . 
Cumberland 
Lancaster..  . . 
Lancaster,. . . 

Leba  non 

Dauphin 

Dauphin 

Mifflin 

Cumberland . 

York 

Schuylkill.  .. 
Schuylkill  ... 
Snyder .     . . 
N'umberland 
Cumberland. 
N'umberland 

.02 

.04 

'.'63 
T. 

'.'08 
T. 

't. 

;62 

....1     '2.86 
...    !     5.54 
....      4. .53 

•  ••• 

.02 

't. 

••■■ 

4.06 
3.67 
1.82 
3.96 
3.44 
1  79 
5. '24 
.5.42 
3.20 
2.89 
5.09 

"i'w 

5.91 
5.11 

Hanover- ;■;■„;■;. 

HarrisburgApt',■',3.a.'^ 

.49 

■•••| 

.18.... 

Huntsdale''..  ...-■■•■•  • 
Kirk  wood','',  1  SW  . . . 

j 

.05.... 

. ... 



't.' 

.09 

'.'oi 

. .. 

:::'! 

Lebanon^....  ■.••■■  ■■• 
Middletown',1.5W.... 
Millersburg',", 'iE  •   •• 

Milroy-'.oN.^.... 

Ncwburg'.3.5NW.   ... 

New  Park ;■■■ 

Pine  Grove'-',  1.5  NE... 
RiugtowD^,  1.5SW.... 

Seliusgrove 

Shamokin'-' 

.02 

•■■■' 

.... 

1.08 

56  .44 
2.88    .08 

"m 

':6'7 

■.03 
!45 

.06 
.'22 

'[85 

::;: 

i!68 

2.11 

't.' 

'.'8'7 
1.'22 
T. 
.94 
.66 
.01 
.04 
.02 

.02 
.03 

'.'35 
.19 
.13 
.13 

.61 

.05 
.66 
.96 
.34 
.05 
.09 
.30 
.62 
.'29 
.'26 
.3(1 
.'20 
.9'J 
.86 
.11 
.5? 
.02 

"m 
.0; 

)    .2t 

!  .  yf 
) . . . 

)    .3f 
.5< 
.5 

-   T. 

)    .6< 

.8 

tV 

.10 
.07 

'P. 

".(i(, 
.12 

'.'65 
T 

f. 

.34 

• 

.09 
.■24 
.11 
.08 
.39 
.31 

.'26 

.24 

.01 

T. 

T. 

.04 

.14 

.47 
.'20 
.05 
.08 
.35 
.07 
.60 
.02 
.14 
.18 
.■25 
.33 
.40 

.10 
.53 
.23 
.10 
.48 
.14 
.31 
.42 

.58 
.35 
1.0-2 
.32 
.26 
.74 
.87 

•  39 
.81 
.86 
.69 
.40 
.72 
.51 
.08 
.57 

".id 

.58 
36 
.40 
.11 
.IC 
.22 
.3f 

'.'4' 
.■M 

n.3: 

.   .51 

r   Ai 
.2; 

1    .0- 
i    .0 
1    .4 
I    .5. 
5  T. 

.06 

T. 

.■23 

•,?^ 

m 
1'.' 

".Vi 

.43 

'.'62 
.■20 
.■29 

.'69 
.47 
.08 
.11 
.04 
.42 

.24 

.69 
.4f 
.  VI 

'  '.■2t 

.01 

i  ... 

!    .-22 

)  '.'i' 

I    .5" 
AA' 
i\   .0 
>    .6 
.1 

:62 

T. 

.'69 

".6b 

"Ai 

.06 

.10 

■.'22 
log 

'lis 

T. 

.10 

T. 

.17 

.15 

T. 

.18 

.18 

T. 

.20 

.30 
.02 

.06 
.18 
.19 
.02 

.26 
.23 

.48 
.19 
.12 
.29 
.28 

.32 
.■24 
.80 
.13 
.08 
.24 
.06 
.'23 

.53 
.08 
.32 
.10 
.■20 
.04 
.24 
.57 

.13 
.'22 

.88 

T. 

.36 

.56 

.32 

.33 

".Vi 
.18 
.02 

'.'67 
.16 

.15 
.33 
.13 
.65 
.32 
.09 
.74 
.41 

.09 
.16 

'iai 

.50 
.19 
.20 

'.'ai 

.06 

'!-2i 

''64 

.13 
.18 
.37 
.06 
.11 

'.■34 
L33 

'24 

'.'iv 

'.'55 

.05 
T 

'.'69 

"m 
.'ao 

.17 

i.'si 

2.03 
2.26 

i!89 
2.63 

'[94 
1.12 

■f.' 

...    5.43 
...    5.22 

....      1.83 

Sunbury^ 

Williamstown'' 

Woodward^,  '2  N  E 

York.3SW 

York  Haven2 

Chaiiibersburg'',  1  SW. 

0.  13 

5.05 

Centre 

York     

.19 

T. 

i'. 

T. 

4.67 
3.38 

York 

.19 

.41 

.06 

• 

^24 
T. 

T. 

.17 

T. 

.'23 

1.73 
.71 

1.15 
.03 

1.15 

1.08 
.21 
.87 
.46 
.12 
.06 
.13 
.4f 

l.'2ij 

".4> 
1.6' 
1.0( 

.  r. 

)    .3( 

>  .o< 

T. 

i  r. 
I  .3 

.8 
T. 

'!'29 
T. 

T. 
.01 
.  13 

.48 

t. 
'.'oi 

.05 
.03 

T. 
.07 

.05 
.79 
.05 
.10 
.48 
.89 
.10 

'.'43 
.48 
.24 
.34 
.16 
T. 

.01 

'.'55 

'.'36 

.4C 

.■2> 

A\ 

)   .3( 

*    .5' 

T. 

I  T. 

.70 

".06 

46 
.04 
.27 

.08 

i^si 

.08 
^04 

'.'6i 

".k\ 
.45 

.31 
.46 
.02 

'.'io 

.57 
'.'29 

.08 

.41 
1.15 
1.10 

T. 

".hi 

.98 

.10 

-r'.' 
'.'is 
.'6i 

.42 
.'26 
.39 
.58 
.20 
.11 
.62 
.41 
.08 
.78 
.47 
.42 
.'29 
.14 
.'24 
.21 
1.11 
.57 

'.'i2 

.04 

.34 

.76 

44 

.1( 

)    .21 

\    .hi 

■    .61 

1   .4( 

5   .3( 

5.35 

Franklin. .  . . 

Adams, 

Bedford 

Bedford  

Fulton 

Franklin 

Franklin 

Allegheny,.. . 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Erie 

Potter 

W'moreland. 
W'moreland. 

T 
'■']'" 

"Mi 
T. 
.08 
.40 
.15 
.04 
.01 
.30 
.35 
.03 
.07 

1.93 
1.66 

Gettysburg 

Hewitt, '2  SW 

.... 

.... 

1.47 
1.21 
T. 

".ib 
.02 

'.'08 
.06 
T 

.... 

.... 

....      4.33 

....':       3.18 

I.  as 
2. -24 
2.46 

3.56 

McConnellsburg''., 

Mercersbvirg2 

South  Mt.  Sau't'm'.'.... 
GULF  DRAINAGE 
0/1 10  BaMv 
Al.I.EGHRNY 

Acmetonia'-' 

Aliens  Mills'.  * 

Blairsville''',  6NK 

Bosweir^tiNW 

Bradford, 4  W 

Brook  ville»,  1.5  SW.  ... 

Buokstown'.  ^ 

Clarion'-'.3SW 

'!67 

'.'79 
.05 
.34 

.33 
.19 

.'si 

".m 
.i? 

.18 

'.oi 

'.::; 

".'96 

■.'80 
.19 

.'io 

■i 

'.'is 
.10 

.'36 

.56 

'.'io 

.'S9 

'!05 
.01 

T.' 

.01 

4.63 
6.15 

.02 
.06 

.64 
.02 

7.10 
3.9S 
5.18 
5. '20 
6.03 

".W 
.05 
.02 
.09 
.02 
T 
.OS 

Corry 

.06 

.73 
.'20 

'.'02 
.OS 
.07 
.14 
.If 

".\i 

If 
.84 
.5'. 

>  T. 

)    .Oi 
.3" 

)  .1 

)   .!( 

.46 
.21 
.04 
.03 

".m 

.03 
.34 

.is 

— 

4.33 

Coudersport 

Derry 

Donegal' 

Dunlo'.s,  0.5SW 

EbensbuTg2 

Ford  City '^  4  S 

Franklin^ 

Glen  Hazelii.  1  NE.  ... 

Homo'.''. 

Indiana 

.TohU'-town'^,  0  5  w  — 
Kane'.  IN  

".m 

.76 
.43 
.38 

'.'38 
T. 
)  ... 
t    . 
I 

i   'k 

.3( 

l.,5'. 

*    .. 

.8 

.4( 

T. 

.36 

.51 

'!58 
.02 
T. 

.16 

1.'2* 

.■iS 

.34 

.24 

.3t 

)    .V, 

)    .Of 

} 

'  '.'6< 
i ... 
) ... 

.18 

.07 
.70 
.05 
.36 
.13 

'.'61^ 

.44 

... 

.Of 

(    .4^ 

'    .7- 

i    .5; 

.'2C 

I    .2- 

.\t 

.0 



3.39 
4.33 
2.84 

Cambria 

Armstrong.. 
Venango — 

Elk 

Indiana 

Indiana,  — 

Cambria 

McKean .... 
W'moreland 
W'moreland 

Forest 

Crawford  . . 
Armstrong.. 
Armstrong.. 
Allegheny  . . 
McKean.  . . . 
Jefferson  — 

;64 

.IC 

.O'J 

T. 
.3£ 

.OJ 
.Oi 
.!( 
.Of 
T. 
.0: 

.0- 

T. 
'1'. 

tV 

.03 

.46 

".M 
.44 

.00 

.'73 
.01 

■f.' 

'.'67 

.41 

.79 

'.'62 
.14 



3.58 

.06 

T. 
T. 

a.  16 

5.07 
3.62 

T. 

oa 

.  Vi 
.46 

.36 
.25 
.7f 
.V 

".M 

.0; 

1( 

.O' 

.0 

)  . . . 
>    .-2? 
)    .OS 

j'.'o; 
1  .0 
? ... 
.0 
)  .0 
3  .0 

".G-i 
*  ... 
»  ... 

i  '.'.'. 
)   '1. 

1  '.'.'. 

1  .0 

2  ... 

T. 

I  .'6 

T. 

io 

1  '.'.'. 

.04 
.16 
.IC 
AU 

T. 

'!6i 
''i- 

.03 
i 

■i". 
I  .v 

1  .u 

J  .. 

j    .'21 
)    .1( 

.'m 

... 

i ... 
> . . . 

^56 
.05 
.64 

•I'" 
T. 

''6; 

'.'45 

■.■::; 

.'08 
.OS 
T. 
T. 
.IS 

.'65 
T. 
.07 



.22 

".99 

•v.' 

.'6i 

.■« 

.20 
T. 
.37 

".«i 
T. 

.'63 

'.'52 
.68 

!6'j 
'.'6a 



"3.' 84 
'    6.'28 
i    4.76 

Kregar'.  t.5  SE 

liVCippus,  1.  5  E 

Marienville',  ■"■ 

Meadville''',  1  S 

Mo.sgrove''' 

Parkers  Landing'^.  . . . 
Pittsburgh  <;ty  Of '.'V  . 

Port  Allegany''' 

Punxsutawney2 

.... 

.'6s 

T. 

> . . . 
.6i 
.05 

... 

i ... 
... 

... 

1    5.62 
;  $4.98 
1    8.81 
3.00 
6.10 
2.87 
61'. 
2.0» 

Continued  on  pace  48. 
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Daily  Precipitation  for  June  1946 -Continued  from  I'lige  41 


Counties 

Day  of  month 

"S 

Htationn 

1 

1         1 
2       8       4       5 

6 

7 

8 

9 

10 

11      12 

13 

14 

16 

16 

17 

18 

19 

120 

'21 

22 

23 

24 

26 

26 

27 

28     '29 

30 

81 

1 

Al.l.KOHENY 

(continued) 

Armstrong.. . 
Elk 

•r. 

T. 
T. 

T.   1.08 
.'28   .84 
T.       9fi 

.09 
.06 
.04 
.11 

.01 

T. 
.02 

.02 

0'; 

,27 
.16 
.49 

.40 
.02 

.09 
.02 
.48 

.36 
.49 
.29 
.34 

.06 

i.'oa 

.05 

23 

1.03 

,'24 

.13 

.10 
.95 
.48 
.52 
.13 
.66 
.26 

T. 

.03 

'.'&2 
.48 
.19 
.02 
.62 
.18 
.84 
.21 
.05 
T, 
.17 
.18 

.68 

.15 

.03 

T. 

T. 

.07 

.01 

.37 

,13 
.11 

.47 

.'63 

.83 
.17 

.21 
.12 
.48 
.41 
.15 

.03 

.14 

T 

.21 

.42 

.16 
.40 
.10 
.12 

.86 

.66 
.'27 
1'. 
,4-2 

.'m 

.'74 

'.'47 

'2.91 

Ridgway^ 

.11    .12 
,07    .29 
.04    .59 
.17    .29 

4.79 

Indiana 

W'moreland. 

8.83 

Seward'- 

Slioftiwld'  ^   fi  W.        .    . 

.64 
11 

.21 
.SO 

■.■ii 

•••• 

'.bi 

8  76 

Warren 

MclCean 

.48 

1.15 

6.64 

Smt'thport'.-\  1  SW  ... 
Strongstown'.'^ 

Indiana 

Forest 

Crawford  — 

Erie 

W'moreland. 

Warren 

Warren 

Somerset 

Payette 

Washington.. 

.21 
.04 

:il 

.05 

T. 

.98 

T. 

.03 

1.35J   .08 
.18!   .48 
.40i    .'20 
1.30    .02 
I.  6.);  .04 
I.40'l  'i9 

.01 

.U\   .86 

.02 
.•2f) 
.19 

iH 

.01 

.19 

.21 

.'21 

.'29 

.08 

.01 

.05 

.18 

.42 

T. 

.14 

.11 

.01 

.16 

.17 

.77 
.30 
.'23 
.2-2 
.20 

.'•27 
.37 

.38 
.93 
.40 
.10 
.02 

.19 

.76 
.02 
.33 
.43 
.55 
T. 
1.10 

'•27 

!i3 

.43 

.'i7 

.32 
.22 

.14 
.21 
.45 
.64 

T. 
.43 

.■20 
.39 
.15 
.82 
1.02 
1.28 

.'54 
.'23 
.46 
.43 

,29 
.16 

".io 

i/2.5 

.'21 
.36 

"ib 

'.'64 

.'24 

'.'is 

.68 
.06 
.04 
.07 

'.'46 

'."62 
.36 

'!97 

.39 
.64 
.07 
.02 
.40 
.40 

.06 

.•2d 

.68 
1.36 

.72 
1.08 

'.'25 
.93 
.31 
.81 
.31 

','8'7 
.27 

.•25 

• 

.07 
.02 
.01 
.06 
.  11 
.66 

.76 
1.04 
.'28 
.67 
.•21 

.17 
.07 

,08 
.'20 
.10 

".'46 
.44 
.05 

.06 

".is 

.29 
,08 
.22 

'.'16 

'.'12 

.17 

.'26 

59 

T. 
,83 

.01 

.99 
.06 

.62 

■.■37 

■;69 

.68 

'.■33 

lio 

8.28 

T. 

T. 

,17 
.56 
.21 
.01 
.36 

.18 

.'i9 
.24 
.23 
.33 
.08 
.'27 
.08 
.17 

.33 
.54 
.63 
.73 

14 

.04 

.b5 
.50 
.42 
.30 

1.01 
.30 
.51 

1.63 
.49 
.68 
.65 
.20 
.66 
.18 
.81 
.85 
.53 
.93 
.65 

.05 

* 

.15 
.07 
.20 
.36 
.01 
.20 

.45 
.19 
.17 
.28 
.60 

,62 
.16 
.29 

.,..1   ... 

5.67 

Titusville, '2  8. 

(TnioiK'ity",'' 

.01 

■.02 

.•26 
.23 

3.81 
5.71 

.01 
.02 
.01 

.18 
.11 

01 

3.  88 

Warreu- 

.10 
.08 

r 

,01 

.... 

.52 
.34 

.'33 

.08 

.04 

.04 
.04 

!65 

'.'65 
.'65 

,12 

,08 
.35 

,■33 

.... 

.. .. 

■.06 

T. 

'.'13 

■'so 

■;66 

,06 
.05 

.01 
.02 

6.83 

1.64 

T. 

.53 

.49 
.69 
.06 

4.99 

M(lN«N(;AHBt.A 

( ;ou  tiueuce''',  1.5  N  W . . . 
('onnellsville''^ 

3.06 

T. 

2.76 
3.16 

Greensboro-' 

Greensburg,  2  S 

Irwin 

Meversdale^ 

Murrysville//!.'- 

Newell' 

Pittsburgh  Arpty/  K''.. 
Rices  Landing' 

.  '20t  .  03 

5.92 

W'moreland. 
W'moreland. 

Somerset 

W'moreland. 

Fayette 

Allegheny . . . 

Greene 

Somer.-;et 

Somerset 

Fayette 

T. 
.02 

!oi 

/21 
.02 

12 

■■!«!     r\i 

2  97 

.  32i     49     19! 

4. '2^2 

.04      i^ 

.12 
.02 

.09 

.44 

.14 

.08 

.'27 

2.55 

.38 
.80 

.88 

.38 
.87 
.07 
.09 

.14 
.06 

.'i'2 
.08 
.15 
08 

.01 
.70 
.01 
.35 
.85 
.38 
.'20 

.11 

3.40 

.60 

T. 

.45 

.18 

.15 

.05 

4. 19 

(v> 

.05 

'.'ie 

.',56 
,'29 

.80 

.03 
.08 

T. 

'.'67 
.•23 
.04 

T. 

'.'08 
.42 

.48 

".b\ 

T. 

3.65 

.07 
06 

3.35 
3.74 

Springs'*.  1  SW  

.22    tV 

.'62 

.03 
T. 

3  97 

.12 

4.53 

Waynesburg 

Bkavek 

Beaver  Falls- 

Butler 

Farrell- 

Greene 

Beaver 

Butler 

Mercer 

Mercer 

Mercer 

Mercer 

Lawrence.... 
Crawford 

r. 

.05 
.07 
.19 
.03 
.13 
.07 
.08 



3  32 

.43 

.17 
.03 
.27 
.02 

OR 

.04 

.42 

.02 

.02 

.01 

T. 

.06 

T. 

.08 
.01 
,04 
.05 

T. 

.03 
1.03 

'.'6i 

.04 
.05 
.10 
.04 

.31 
.39 
.04 
.62 
.20 

.08 
.33 
.27 

.34 
.11 
.03 

■r'.' 
.'6i 

T. 

.51 
.33 
.39 

.02 

3.04 

* 

.18 
,14 

'.'72 
T. 

2  73 

.93 
01 
.32 

■r'.' 

,06 

.60 
.15 
.41 

.SO 
T. 

.03 
.16 

'!28 
.36 

'.'26 
.10 

'.ig 

T.' 

'.'ii 

T. 

.06 

','06 

.10 
■■.09 

'.'oi 

.10 
.07 

.10 

,03 

".■Z2 
.02 

■.■36 

".ii 

T 

.07 
.02 
.37 
.36 

2.27 

T. 
T. 

■ 

.17 

1.94 

2.63 

Mercer  Arpt. 3,2.5  KK.. 

Newcastle.  1.5  N 

I'ennline.2,  IS 

Ohio 

ClaysviHe^ 

Coraopolis^.  IE 

Midlands 

T 

.09 
.12 

2  57 

T. 

•2.71 

181     Q-^ 

.34 

.06 

4.76 

.52 
61 

.10 

3.91 

Allegheny ... 

Beaver 

Allegheny  . . . 
Washington  . 

Erie 

■r. 

.03 

.17 
1.71 
L'21 

4.30 

.52 
.33 

.54 
.51 
.76 

.97 
.05 

.03 

3.43 

.10 
.12 

.14 

.32 

T. 
.16 

.06 

3.28 

Washingtoni,  ^ 

LAKE    DRAINAGE 
Albion- 

3.12 

.68 
.12 
.03 

• 

.26 

,14 
,06 
.02 

.20 
T. 

$4.47 

Krie'.s 

Raymond',  5 

Erie 

Potter 

.03 
10 

1. 

.05 

.55 

.04 

•••• 

,80 
.35 

T, 

■.'65 

.29 
.80 

4.88 

[See  page  48  for  explanation  of  reference  marks.] 


Daily  £vaporation( inches)  and  Wind  Movement  (miles) 


Stations                                             1 

2 

■3  1     4 

5 

6 

7 

8 

9 

10 

11 

12  i  13 

i 

14 

15 

16 

17 

18 

19     20 

21 

22 

23 

1 
24     28 

26 

27 

28 

29 

30 

31    Total 

Hawlpv   IS              /Evaporation....  .238 
nawiey,  1  !5 ■^  ^,jjj^  movement   177 

.100 
83 

.0^20 
32 

.102 

78 

.102 
2 

.018 

18 

.2431.058 
52:     45 

.'202 

28 

.118 
59 

.(K}5 

14 

.  195  .  190 
1661     20 

.054 

8 

.310 
28 

.008 
64 

.199 
70 

163 
37 

.  270 .  033 

r27      19 

.139 
24 

.236 
44 

.235 
63 

.304 
103 

j 
.198i.242 

42     46 

.101 
27 

.237 
24 

.109 
21 

.134 
43 

4.349 
1564 

Iam^»t„w.i2    ■)  NW  /  Evaporation 096 

,1  amestown-! . .  2  N  W  ^  ^^^^^  movement     37 

.122 
65 

.026 
25 

.020 
21 

.036  .0521.1461.  148 
37      17;     20;     17 

.190.140 

411     19 

.002 
30 

.0901.088 

32      13 

.108 
17 

.260 
•23 

.132 
20 

.074 
15 

.030 
38 

.078 
9 

.140 
10 

.142 
•20 

.088 
16 

.232 
22 

.192 
20 

.•244 
17 

.072 
30 

.•278 
39 

.150 
17 

.188 
35 

.'276 
40 

.... 

3.840 
762 

NpffsAiillQ'  •<  "i  NF  /  Evaporation. . . .  .268 
NettsMills  .■^•&N*-\  Wind  movement     58 

.066 
•26 

.092.142 

5      77 

1 

.i;M.170.r27!.173 
30     43      15       7 

.164.098 

3j      6 

.038 
16 

.1741.174 

26      17 

.046 
4 

.190 
0 

.165 
5 

.139 

* 

.168i.l38 
19|     42 

.076 
12 

.116 

• 

.136 

* 

.214 

.264 
13 

■222 

8 

.170 

10 

.196 
23 

.2^24 
2 

.118 

1 

.188 
17 

....    4.438 
....        488 

Hnliat  mean  minus  quantity.  [See  page  48  for  explanation  of  other  references.! 
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Daily  Temperatures  for  June  1945 


Stations 


3       4  1     5 


7       8  1     9     10     11      12     13     14  1  15  ;  16  I  17     18     19 


20     21 


22 


23     24 


AlWon« 

AllPOtown  Arrt.-'-4  NE 

Allcntowii ' 

Alt()ona-4.ft  W 

Arendtsville^ 

Berwick/ 


liethlrheiii ' 

Bradforrl-4  W 

Brook  ville'' 

Burnt  Cabins>-2  NE  . 

Butler 

Canton /-I  NW  


Carlisle 

Ohambersburgi'-l  8\V. 

Clarion«-3  SW 

Claysville/ 

Coalport/ 

Coatesvillo*' 


/  Maximum.. 

\  Minimum.. I 
.  (  Maximum..! 

I  Minimum.. 

)  Ma.Kimum..i 

\  viiiiiniuni.. 
.  (  Maxim\uu.. 

I  Minimum.. 
.  (  .vlaximum.. 

\  Minimum. 
.  i  Maximum.. 

\  Minimum.. 

.  (  Maximum.. 

\  Minimum.. 
.  )  Maximum.. 

>  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
.  (  Maximum.. 

\  Minimum.. 
.  I  Maximum.. 

\  Minimum.. 

.  /  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
.  /  Maximun).. 

V  Minimum.. 
I  Maximum.. 

V  Minimum.. 
.  /  Maximiun. 

\  Minimum . . 

.  )  Maximum. 

\  Minimum .. 


(•olumliia (Maximum.. 

\  Minimum.. 

(.J.,.,,  (Maximum.. 

• \  Minimum.. 

Coudersport /  Maximum .. 

»  Minimum.. 
c:urweusville--6  NW  . . . .  /  Maximum.. 

\  Minimum.. 

iiprrv  (Maximum. 

'""^ \  Minimum.. 

Donegal  1 (Maximum. 

V  Minimum.. 

l),m(>ra> '  Maximum. 

\  Minimum.. 
Kaglps  Mere/  .     )  Maximum. 

\  Minimum. 
East  Waterford«-3  E  . . . .  (  Maximum. 

\  Minimum. 
EbfUsburR/ }  Maximum. 

»  Miiumum . 
Emporium  /-I  E (  Maximum . 

\  Minimum. 
Kphratfl '  Maximum. 

\  Minimum  . 


Erie' 

Everett' -0.5  8W 

Farrell 

Ford  City  /■4  S 

Franlilin/ 

Eredori(;ksville-l  S.  .. . 


(  .Maximum. 

\  Mininniiii. 

(  Maximum. 

\  Minimum, 

( Maximum. 

\  Minimum. 
,  )  Maximum. 

\  Minimum. 
,  /  Maximum. 

\  Minimum . 
.  (  Maximum. 

\  Minimum. 


Freeland /  Maximum. 

\  Minimum .. 
t4eorge  School" )  Maximum. 

\  Minimum.. 
Gettysburg /  Maximum . 

\  .Minimum. 
Gordon .(  Maximum. 

V  Minimum . 
Greeusburg-2  S /  Maximum. 

\  Minimum. 
Hanover/ /  Maximum. 

\  Minimum. 

HarrlsburgArpt.  '-3.58.  /  Maximum. 

\  Miiumum. 
Hawlev-0.5  E /  Maximum. 

\  Minimum. 
Hewitt?  SW /  Maximum. 

\  Minimum. 
Holtwoodi /  Maximum. 

^  Minimum. 
Huntingdon /  .Maximum 

\  Minimum. 


69 

38 

65 

46 

57 

40 

79 

45 

6» 

3 

60 

43 

78 

31 
52 
36 

56 
28 
48 
36 
74 
48 
82 
46 

83 
51 
44 
33 
.5' 
40 
rtO 
39 
50 
31 
69 
41 

51 
42 
72 
47 
65 
48 
69 
44 
58 
43 
60 
32 

63 
44 
57 
40 
72 


61 
44 

74 
40 
68 
44 
70 
42 
74 
49 
58 
38 

70 
42 
71 
44 
76 
46 
78 
•50 
67 
39 
73 
45 

71 
46 
75 
43 
63 
40 
70 
39 
79 
51 
76 
55 

81 
56 
55 
33 
64 
39 
7fi 
39 
65 
SS 
69 
46 

62 
48 
82 
44 
79 
.54 
78 
44 
77 
43 
63 
42 

57 
38 
57 
46 
70 
46 
63 
43 


52i  591 

42!  431 

.521  .56: 

46l  46, 

52|  57' 

47  47; 

52  52 


53 

48 
62 
43 
58 
43 
71 
52 
55 
40 
52 
40 

71 
52 
71 
56 
6fi 
46 
55 
52 
59 
40 
75 
53 

75 
57 
61 
42 
65 
39 
58 
38 
62 
50 
58 
46 

66 
51 
.56 
39 
61 
49 
55 
42 
55 
48 
73 
56 

48 
43 
66 
.50 
72 
46 
59 
52 
53 
.50 
63 
51 

58 
47 
67 
51 
72 
59 
65 
55 
71 
51 


68,  72 

35i  49 

72;  76 

42  49 


.53  64 

46  44 

50  60 

39  35 

.52  63 

35;  31 

59.  70 

40;  31 

52  62 

38i  32 

55I  59 

40l  42 


45 
61 
49 
52 
41 
50 
41 
75 
42 
60 
60 

65 
49 

55 
40 
53 
36 
.50 
38 
52 
44 
50 
41 

52 
44 
48 
36 
54 
39 
So 
41 
56 
40 
61 
49 

52 
44 
57 
46 
52 
44 
52 
43 
53 
42 
54 
44 

49 
39 
60 
50 
65 
50 
55 
44 
52 
44 
62 
49 

71  59 

54  49 

52  48 

47  45 

60  56 
54 

71  60 

60  63 

64:  67 

52;  46 


61! 

441 
62, 
43 
53 
381 
52| 
341 
57! 
41 
61 
47 

64 
.50 

5' 
40 
52 
38 
47 
34 
56 
42 
.52 
37 
i 
53 
40 
50 
36 
52 
38 
60 
34 
56 
42 
61 
49 

55 
43 
56 
40 
56 
48 
52 
39 
54 
40 
57 
45 

52 
41 
57 
47 
60 
48 
64 
44 
53 
44 
61 
48 

60 
48 
62 
44 
60 
32 
60 
50 
55 
38 


73  76 
44  44 


70  75 

45  51 
66, 

29:  36 


7]|  80, 
41;  55! 

741  65 
48j  56 
73  69 
50  55! 
70 
46 
70 
47 


74 
38 
74 
40 
73 
34 
69 
34 
54 
31 
74 
43   48 


72   75 
42   43 


60  66 
44  45 


73 
39 
78 
46 
73 
41 
71 
42 

76 
42 
73 
44 
75 
40 
75 
36 
68 
32 
78 
47 

SI 
41 
70 
34 
69 
37 
69 
46 
76 
42 
72 
41 

77 
47 
73 
41 
70 
62 
70 
45 
77 
45 


72 
51 
71 
44 
74 
50 
72 
44 
76 
54 
72 
49 

74 
44 
70 

47 
82 
53 
75 
44 
73 
35 
76 
49 

74 
49 
69 
40 
74 
39 
69 
.50 
77 
55 
75 
50 

78 
54 
68 
49 
64 
51 
71 
47 
75 
42 
75 
49 

66 
52 
70 
45 
78 
54 
78 
48 
76 
42 
71 
60 


55 

70 
53 
78 
59 
76 
61 
85 
62 
65 
55  59 


70  69 


71 
55 
76 
59 
81 
59 
81 
47 
75 
49 
78 
59 

76 
49 
74 
54 
76 
39 
fi' 
56 
83 
59 
84 
56 

85 
62 
63 
51 
63 
54 
75 
46 
69 
52 
74 
»7 

80 
59 
80 
50 
86 
74 
82 
.56 
SO 
50 
65 
55 

64 
.52 
66 
57 
73 
59 
68 
57 
84 
52 
76 
59 

71 
59 
62 
50 
89 
59 
74 
62 
71 
61 


78 
56 
80 
61 
77 
58 
83 
62 
89 
67 

73 
60 
86 
61 
86 
66 
80 
63 
80 
63 
84 
62 

79 
57 
87 
63 
86 
66 
85 
62 
79 
65 
88 
59 

88 
66 
84 
59 
86 
60 
86 
66 
85 
64 


83 
66 
73 
85 

77 
59 
85 
62 
86 
62 
76 
67 

84 
60 
84 
64 
77 
57 
77 
58 
73 
60 
85 
69 

86 
68 
75 
56 
79 
54 

.5' 
76 
64 
72 
60 

79 
63 
78 
.56 
76 
61 
73 
59 

60 
85 
68 

66 

5 
81 
62 


83 
61 
78 
54 
79 
61 
90 
60 
«2 
66 

55 

86 

60 

89 

62 

82 

60 

8: 

62 

80 

60 

92   96 

64   71 


92 
65 
80 
57 
76 
51 
75 
61 
80 
65 
82 
60 

86 
66 
80 
56 
77 
65 
7 
60 
81 
57 
87 
64 

77 
66 
89 
58 
79 
61 
80 
62 
82 
59 
84 
56 

73 

58 

86 

62 

86 

65 

71 

6 

82 

60 

89 

68 

88 
65 
73 
51 
88 
60 


90 

87 

65 

65 

92 

89 

65 

67 

84 

80 

61 

62 

84 

79 

67 

65 

91 

72 

01 

64 

95 

95 

73 

71 

94 

94 

70 

68 

80 

74 

64 

62 

82 

87 

61 

59 

80 

76 

61 

62 

86 

Ki 

6f 

66 

85 

80 

89 
69 

80 

64 

84 

0  65 


88  84 


62 


89  85 


64 


74 
59 
72 
56 
86 
63 
84 
61 
79 
63 

86 
63 
86 
62 
78 
65 
73 
64 
85 
63 
94 
68 

9'. 
66 
72 
.55 
80 
58 
72 
54 
71 
62 
73 
58 

76 

68 
79 
63 
77 
112 
71 
61 
76 
64 
92 
68 

63 

53 
92 
61 
81 
61 
74 
65 
69 
66 
87 
64 

83 
63 
92 

70 

87 

66 

8 

63 

80 

61 

87 

66 

88 
67 
88 
63 

8;- 

62 
90 
72 
84 
63 


62 

68 
.53 
71 
60 
71 
56 

76 
62 

75 
53 
65 
57 
76 
50 
Z6 
56 
73 
65 

73 

.55 
71 
61 
80 
54 
79 
.56 
77 
51 
73 
61 

65 
56 

92 
65 
70 
65 
70 
63 
72 
.59 
73 
65 

71 
65 
68 
.59 
74 
65 
75 


84 
62 

78 
55 
74 
52 
86 
53 
82 
62 
79 
57 

86 
54 
87 
57 
94 
,53 
77 
52 
72 
52 
90 
65 

92 
61 
74 
52 

77 
49 
7 
52 
81 
67 
76 
48 

81 
59 

7 
55 
78 
61 
78 
54 
81 
53 
88 
62 


75l  83 

52!  .55 
81  89 


78  87 

,56!  51 

811  90 

6OI  55 


86 
65 
79 
51 
79 
51 
75 
54 
76 
64 
78 
54 

83 
58 
76 
63 
74 
66 
71 
52 
83 
56 
84 
64 

75 
60 
81 
56 
83 
56 
80 
66 
80 
52 
80 
62 

76 
57 
84 
65 
81 
64 
82 
57 
SO 
55 
83 
64 

83 

64 

81 

59 

83 

60 

84 
70i  68 
71!  83 
61   60  56 


81 
69 
77 
48 
79 
46 
80 
.56 
79 
56 
77 
54 

KO 
08 
82 
58 
81 
52 
78 
53 
82 
50 
80 
61 

85 
63 
7 
46 
78 
49 
75 
49 
81 
57 
76 
53 

83 
57 
77 
56 
76 
57 
74 
66 
81 
52 
82 
62 

71 
56 
80 
58 
82 
54 
79 
53 
79 
50 
77 
55 

76 
55 
80 
61 
84 
61 
79 
54 


25  26  27 


8U  85 

58  63 

93;  91 

64,  67 

92  91 

63l  68 


79  85 

60  56 
78i 

61 !  57 

79I  85 

67|  64 

8O1  81 


89 

62i  61 1  60j  48 

94  90  831  90 

66  6:^  63  66 


791  80 
54 
81 
64 


92 

70  72 
85  85 


91]  91 

57  .55: 

88'  87 

62!  61 


78!  88 


55!  56 

871  88 

50  56 

80  85 


94 
66 

86 
54 

86!  88 
.521  51 
83i  85 
59i  57 
88!  H9 
57|  .59 
85!  86 
62   .53 


28 


29  30  31 


88 

65  70 

90l  91 


601  64 


91 

60  65 

83!  88 
54  61 
87i  89 
58!  65 
93  98 
58  65 
88'  ".« 
72 
8f 
63 


83  89 
66  59 


83|  86 
52! 

90:  91 

541  59 

93  93 

63  67 

83  81 

69!  64 


60 
82 
.56 

90 
5B 
94 
.59 
88 
58 
88 
62 
81 
45 
94 
59 

9-2 
60 
85 
60 
81 
52 
83 
59 
90 
61 
86 
56 

93 

6' 
SO 
51 
79i  83 
(i6 
84 
54 
83 
48 
92 
60 


971. 

77l 
88{. 
60 
90  . 
65 

100. 
7l!. 
93  . 
68; 
891. 
67  . 

96 
70 
99 
72 
91 
63 
90 
64 
84 
6' 


66  76 


99 
74 
89 
63 
90 
62 
87 
64 
94 
75:  73 
89  90 
64 


86 
68 
92 
59 
93 
68 
89 
57 
88 
50 
85 
60     64 


80 
54 

86 

56 

8' 

57 

85l 

48|     52 

1^5 

48l     57 

88!     92 

6s     66 


86]  92  96 
631  60  62  66 
75; 


62! 
81| 
60 
82I 

68!     64 
82i     85 


85|  87 
47i  47! 
85!  91 
48!  .58 
S5  92 
68 
91 


62|     64      50 


Mean 


75.415 

54  25 

79.4 

.57.  3 

79.3 

57.8 

77.7 

.54.  4 

81.8 

58.2 


79.4 
59.3 

74.8 
.50.3 
75.7 
51.2 
82.1 
54.4 
79.3 
.54.7 
74.2 
.53.3 

81.2 
55  0 
82.2 
.56.6 
79.7 
52.5 
77.4 
52.  S 
7.5.4 
49. 9 
83.7 
61.1 

84.8 
.58  7 
75.2 
50.1 
76.3 
47.3 
72.7 
51.8 
78.8 
.57.4 
76.4 
.52. » 

81.5 
59.0 

73.5 
51.8 

73.7 

57.6 

74.1* 

51.7 

77.  4« 

51.5* 

83.1 

.59.2 

71.8 
57.8 
81.3 
.54.0 
81.5 
58.5 
78.3 
.54.1 
76.8 
52.2 
77.6 
.54.9 

74.1 

5.5.0 

•■1.3 

59.' 

81. 

60.1 

78.5 

55.1 

79.0 

53.4 

82.3 

60.1 

1    82.2 

!    60.5 

1     76.6 

1     .52.1 

I     81.6 

53 

81.' 

63.: 

80-- 

54 


Continued  on  page  47. 
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Daily  Temperatures  for  J 

UUG 

1946- 

-Continued 

rom 

page  46. 

21 

22 

28 

24 

26 

26 

station!! 

I 

2      8 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

20 

27 

28 

29 

80 

81 

Mean 

Indiana 

.  (  Maximum.. 

.... 

.... 

.  .  .  . 

.... 

.... 

.... 

. ... 



.... 

.... 

\  Minimum.. 
(  Maximum.. 
\  Ntiuimum .. 

■■75J 

"79i    73 

"54 

"53 

"63 

"76 

"74 

77 

'82 

"80 

"79 

"82 

■gi 

"gi 

"85 

"h4 

81 

"72 

'  ■») 

"si 

"82 

85 

"89 

"96 

"96 

"87 

"96 

"91 

"93 

■  'so.'  i 

1  r  w  1 1 1  

47I 

50'     53 

48 

,S7 

34 

36 

42 

50 

67 

64 

62 

64 

64 

67 

66 

65 

64 

59 

57 

57 

54 

61 

67 

60 

66 

63 

62 

73 

71 

66.  I 

iftniest<nvn/'2NW 

t  Maxinnnn.. 

6'i 

801     74 

54 

53 

66 

71 

75 

76 

83 

78 

76 

83 

89 

85 

83 

79 

70 

80 

82 

78 

79 

85 

88 

87 

78 

84 

87 

90 

89 

78.1 

\  .Minimum.. 
/  Maximum.. 
\  MiuiiMum.. 
1  .Nlaxinium.. 

41 

40     44 

40 

82 

28 

31 

40 

42 

53 

60 

51 

62 

60 

64 

63 

63 

61 

44 

47 

54 

47 

44 

51 

57 

67 

45 

59 

66 

65 

60.0 

Johnstown  / 

74 

79;     57 

65 

52 

62 

73 

72 

77 

80 

83 

79 

84 

95 

90 

87 

83 

78 

73 

80 

81 

81 

87 

92 

94 

80 

92 

93 

96 

93 

811.1 

50 

511     44 

45 

42 

37 

37 

43 

5! 

60 

60 

60 

63 

64 

67 

67 

66 

66 

61 

60 

64 

68 

53 

63 

60 

63 

52 

62 

71 

72 

. . . . 

56.4 

Kane'-l  N 

47 

731     57 

54 

49 

61 

68 

73 

72 

69 

79 

74 

78 

87 

85 

79 

77 

70 

73 

79 

73 

78 

82 

86 

85 

77 

83 

82 

90 

90 

74.3 

\  Minimum.. 

.  (  Maximum.. 

\  .Minimum.. 

29 

411    41 

38 

32 

27 

28 

33 

41 

54 

60 

51 

52 

55 

57 

69 

67 

51 

47 

48 

48 

43 

38 

48 

48 

46 

38 

53 

.58 

59 

46.1 

I,Biio»-;ter 

TO 
37 

69l     75 
43i     56 

69 
47 

61 

48 

70 
40 

76 
38 

^ 

74 
45 

75 

67 

89 
63 

8- 
66 

90 
62 

94 
64 

93 
66 

93 
67 

92 
66 

91 
65 

73 
64 

84 
64 

87 
59 

85 
61 

90 
S5 

9:1 
60 

92 
63 

85 
64 

93 
53 

89 
57 

93 
64 

95 
70 

83.4 
56.9 

I,awivu<'eville 

.  (  .Maximum.. 

\  Minimum.. 
.  (  Maximum.. 

)  Minimum .. 

62'    58 
40i     45 

54 
42 

63 
41 

60 
41 

69 
40 

74 

40 

73 

47 

67 
55 

85 
63 

71 

58 

81 

93 

62 

91 

62 

84 

63 

80 
63 

80 
64 

73 
57 

81 

58 

82 
55 

79 
50 

85 
50 

90 
58 

91 

57 

77 
60 

84 
50 

85 
55 

93 
63 

90 
67 

76.6 
53. 2 

Ijebmion  / 

5(i 

69      74 

60 

57 

69 

75 

79 

74 

72 

89 

84 

88 

95 

95 

95 

92 

91 

75 

81 

88 

82 

90 

95 

93 

81 

87 

93 

95 

97 

82. 5 

■42 

46l     50 

46 

ly 

40 

42 

51 

50 

57 

58 

67 

66 

66 

70 

70 

68 

67 

60 

64 

62 

59 

56 

63 

67 

68 

66 

61 

66 

71 

58.7 

I.cwistown/ -iSW 

.  ;  .Maximum.. 
^  Minimum .. 

54 
41 

70:     67 
42     54 

f>3 

59 
13 

69 
87 

74 
38 

76 
40 

74 
47 

71 
52 

86 
60 

84 
60 

85 
63 

94 
63 

93 

64 

92 
65 

82 
65 

80 
62 

71 
62 

83 
61 

85 
55 

83 
57 

89 
49 

92 
51 

93 
62 

81 
6S 

82 
63 

92 

52 

94 

58 

96 
64 

580.4 
$64,2 

T,<H'k  Haven'* 

)  Maximum., 
"y  Minimum.. 

65 

58 

64 

56 

.58 

69 

75 

78 

75 

72 

87 

85 

83 

96 

94 

90 

88 

85 

74 

85 

86 

85 

93 

95 

93 

83 

87 

85 

95 

94 

81.1 

35 

45 

54 

44 

43 

37 

40 

43 

53 

60 

61 

62 

60 

65 

63 

66 

65 

65 

611 

60 

56 

58 

50 

60 

63 

64 

51 

56 

65 

70 

55.8 

Mhtous  Hook' 

(  .Maximum.. 

^  UiiiiDiuro.. 

61 

76 

71 

63 

62 

69 

78 

75 

78 

78 

92 

88 

93 

101 

101 

100 

100 

99 

87 

89 

94 

83 

92 

100 

99 

82 

90 

99 

95 

103 

86.6 

47 

47 

55 

51 

49 

48 

.52 

54 

55 

60 

67 

72 

70 

72 

75 

77 

76 

72 

69 

70 

66 

64 

64 

72 

76 

68 

64 

67 

70 

81 

64.3 

Martin-ilnirK^ 

(  Maximum.. 
I  Minimum.. 

60 

76|     59 

.52 

.50 

63 

69 

71 

68 

73 

78 

77 

81 

88 

85 

84 

81 

76 

66 

77 

80 

77 

83 

87 

88 

80 

82 

87 

90 

92 

76.0 

43 

431     48 

43 

36 

39 

41 

44 

48 

60 

63 

62 

62 

66 

65 

66 

63 

63 

60 

58 

55 

55 

57 

62 

62 

62 

51 

61 

70 

72 

56.0 

Maiu-h  iMmnk  1  SW... 

.  /  Maximum.. 

\  Minimum. 
.  (  Maximum.. 

^  Minimum 

62 

34 

69 
43 

59 
52 

52 
45 

58 
46 

61 
41 

69 
35 

75 
42 

76 
41 

65 
51 

82 
60 

83 
71 

80 
54 

94 
58 

94 
58 

93 
64 

87 
62 

87 
63 

81 
62 

80 
62 

83 
52 

77 
54 

85 
67 

90 
61 

90 
64 

89 
62 

83 
50 

87 
68 

88 
62 

92 

68 

$78.7 
$55.1 

Mea<lville  /I  S 

56 

42 

77 
42 

48 
46 

54 
41 

56 
40 

6-1 
32 

69 
36 

74 
39 

74 
42 

79 
53 

78 
62 

75 
55 

82 
56 

89 
60 

83 
64 

80 
64 

76 
65 

67 
64 

77 
49 

79 
52 

73 
54 

78 
50 

84 
46 

87 
54 

87 
58 

77 
60 

84 
47 

88 
60 

91 
66 

92 
65 

7.5.9 
52.1 

/  Maximum.. 

\  \fin!TnniTl 

56 
42 

76 

48 

58 
40 

50 
36 

.52 
34 

63 
30 

70 
33 

74 

46 

72 
49 

79 
60 

79 
58 

74 
55 

81 
63 

88 
62 

83 
66 

80 
65 

76 
64 

67 
52 

74 

48 

77 
52 

72 
52 

76 
47 

82 
46 

86 
65 

86 
58 

78 
57 

83 
65 

87 
63 

88 
65 

90 
64 

75.  2 
62.  2 

Mi(1(ileto\vn'-l.ft  W.  ... 

1    .tllllllllUilli. 

.  )  Maximum. 

^  Minimum 

56 
44 

68 
45 

70 
54 

5'1 
4V 

59 
48 

65 
43 

73 
43 

77 
47 

72 
53 

72 
68 

88 

6!i 

82 
67 

87 
62 

93 
67 

93 
72 

91 

68 

87 
69 

87 
68 

71 

65 

81 
63 

87 
61 

80 
61 

87 
57 

92 
65 

91 
66 

80 
64 

86 
57 

90 
60 

94 
64 

96 
73 

80.  5 
59.2 

Midland" 

.  )  Maximum.. 

1  Minimum.. 

.  i  Maximum.. 

75 

78 

73 

52 

55 

65 

72 

76 

77 

83 

79 

82 

85 

91 

91 

85 

80 

76 

78 

81 

78 

80 

85 

88 

90 

82 

87 

93 

94 

93 

80.  1 

.52 

54 

47 

44 

37 

39 

39 

47 

50 

63 

64 

65 

62 

65 

67 

67 

65 

63 

60 

56 

60 

57 

54 

60 

63 

64 

55 

64 

70 

69 

67.4 

Montrose/ ;!  K 

50 

53 

48 

47 

49 

58 

65 

71) 

69 

63 

80 

71 

75 

88 

88 

83 

76 

80 

67 

78 

80 

74 

80 

85 

86 

72 

80 

80 

86 

86 

72.  2 

\  Minimum.. 

32 

38 

40 

38 

39 

41 

40 

43 

47 

47 

56 

60 

56 

59 

65 

63 

64 

64 

53 

64 

57 

55 

55 

62 

62 

60 

51 

57 

61 

04 

52.8 

Mt.  Lebanon**. 

.  1  Maximum.. 
\  Minimum.. 

76 

80 

60 

50 

52 

63 

68 

74 

76 

83 

80 

80 

84 

91 

87 

85 

80 

72 

72 

81 

81 

80 

85 

89 

90 

82 

86 

91 

93 

92 

78.7 

47 

53 

48 

42 

36 

37 

39 

49 

63 

60 

64 

61 

6.n 

67 

68 

67 

66 

61 

58 

55 

62 

62 

63 

59 

63 

64 

59 

67 

73 

72 

58.0 

Mt.  l'oronO''-2  N 

(  Maximum.. 

50 

53 

49 

44 

50 

58 

63 

70 

70 

60 

79 

72 

76 

87 

88 

»2 

81 

80 

66 

75 

78 

72 

79 

84 

83 

70 

78 

81 

86 

85 

:i.6 

«  Minimum.. 

32 

36 

42 

40 

41 

40 

37 

44 

45 

.52 

60 

53 

53 

61 

63 

61 

62 

.59 

57 

54 

53 

54 

55 

59 

59 

54 

50 

49 

60 

65 

51.7 

New  Hloonifield 

(  Maximum  . 

68 

67 

69 

62 

60 

70 

74 

78 

73 

69 

86 

83 

86 

94 

94 

93 

88 

86 

72 

81 

86 

81 

87 

92 

91 

84 

88 

91 

95 

95 

81.4 

1  -Minimum. . 

36 

42 

52 

44 

43 

34 

37 

42 

46 

57 

62 

64 

60 

61 

64 

64 

63 

63 

61 

60 

54 

57 

46 

58 

60 

64 

49 

54 

61 

69 

54.2 

Neu  burg'  8.5 N\V 

.  )  Maximum . 

61 

74 

70 

62 

68 

70 

76 

76 

74 

70 

88 

86 

90 

95 

94 

92 

88 

87 

72 

84 

87 

82 

89 

94 

92 

82 

90 

94 

96 

100 

82.4 

\  Minimum.. 

40 

44 

52 

48 

44 

42 

42 

46 

48 

58 

64 

64 

62 

64 

66 

74 

64 

61 

62 

60 

56 

60 

64 

70 

64 

66 

54 

60 

64 

76 

.58.0 

New  Ca5tle-1.5  N 

.  (  Maximum.. 
\  Minimum .. 

67 

79 

70 

56 

54 

65 

72 

75 

76 

82 

82 

77 

82 

92 

92 

87 

85 

75 

77 

81 

80 

80 

86 

89 

90 

81 

86 

89 

94 

92 

79.8 

46 

50 

52 

43 

34 

36 

36 

43 

49 

62 

65 

59 

65 

61 

62 

64 

65 

60 

51 

53 

60 

54 

SO 

56 

59 

62 

60 

71 

73 

68 

.55.3 

Faliiiertou' 

.  (  Maximum.. 

54 

60 

54 

51 

62 

64 

70 

75 

73 

65 

85 

80 

79 

92 

92 

89 

87 

86 

71 

82 

82 

79 

76 

92 

90 

78 

86 

88 

91 

93 

77.5 

\  Minimum.. 

37 

45 

50 

47 

48 

44 

39 

47 

48 

69 

64 

60 

58 

63 

68 

67 

68 

67 

63 

62 

59 

59 

52 

59 

65 

60 

56 

55 

67 

73 

57.0 

I'ark  Place''-!  N\V 

.  /  Maximum.. 

44 

58 

59 

46 

46 

67 

63 

69 

65 

62 

77 

76 

74 

87 

87 

86 

80 

80 

63 

76 

78 

73 

80 

85 

83 

72 

78 

80 

85 

87 

71.9 

I  Minimum.. 

36 

40 

42 

40 

41 

40 

43 

51 

52 

53 

62 

60 

60 

68 

68 

67 

65 

62 

60 

58 

50 

55 

60 

65 

63 

58 

56 

63 

63 

75 

.56.1 

Philadelphia Arpt  '..  . 

.  /  Maximum.. 
\  Minimum.. 

58 

73 

65 

58 

.=.9 

68 

72 

76 

74 

73 

89 

85 

89 

95 

97 

93 

93 

92 

82 

85 

87 

80 

88 

92 

91 

79 

85 

89 

93 

97 

81.9 

44 

47 

54 

50 

49 

45 

48 

50 

51 

60 

66 

70 

67 

68 

71 

73 

7^ 

70 

67      68 

63 

64 

60 

63 

68 

64 

59 

59 

67 

76 

61. 1 

Pliiladelphia  CO.'.  .. 

.  /  Maximum.. 

58 

73 

64 

59 

59 

68 

74 

75 

74 

71 

87 

83 

87 

94 

95 

92 

92 

92 

82 

85 

87 

82 

90 

92 

91 

?^ 

87 

89 

91 

99 

. . . . 

81.7 

\  Minimum.. 

4H 

48 

54 

49 

48 

48 

53 

59 

58 

59 

65 

71 

70 

72 

75 

75 

76 

68 

68 

68 

64 

64 

67 

71 

75 

70 

66 

68 

69 

79 

64.  2 

I'hila.  Sh|wniont  — 

.  /  Maximum.. 

66 

73      70 

58 

60 

67 

72 

78 

79 

70 

87 

89 

85 

94 

95 

94 

94 

92 

79 

96 

95 

95 

89 

93 

92 

90 

97 

96 

94 

97 

84.5 

\  Minimum.. 

42 

511     58 

51 

48 

43 

45 

48 

.50 

59 

65 

68 

64 

67 

70 

71 

69 

71 

67 

67 

65 

63 

55 

60 

66 

70 

56 

57 

66 

74 

•    60.0 

Philip^burg-'-/  K 

.  (  Maximum.. 

47 

65i     58 

50 

50 

61 

67 

70 

68 

63 

78 

76 

76 

86 

85 

82 

79 

73 

66 

76 

78 

76 

80 

84 

83 

76 

78 

83 

87 

88 

73.0 

~^  Minimum.. 

32 

39 

40 

39 

36 

33 

28 

38 

49 

57 

60 

58 

57 

60 

62 

62 

60 

67 

55 

49 

48 

52 

48 

57 

52 

45 

41 

53 

63 

62 

49.7 

Phoenixville-l.SSl':.. 

.  /  Maximum.. 

59 

73 

77 

69 

63 

72 

77 

77 

74 

70 

90 

85 

89 

94 

96 

94 

97 

96 

86 

90 

92 

89 

92 

98 

98 

90 

91 

96 

95 

99 

85.6 

\  Minimum.. 

35 

47 

54 

51 

48 

38 

37 

44 

45 

59 

65 

66 

62 

65 

67 

68 

66 

68 

6-r> 

66 

68 

60 

52 

58 

64 

67 

.52 

54 

66 

72 

57.6 

Pittsburgh  ArptSta.'. 

,  /  Maximum.. 

74 

78 

60 

51 

52 

63 

67 

74 

75 

83 

80 

77 

83 

92 

85 

85 

80 

73 

72 

81 

78 

81 

85 

89 

90 

83 

87 

90 

92 

92 

78.4 

\  Minimum.. 

47 

52 

45 

43 

38 

42 

45 

50 

57 

59 

64 

61 

65 

67 

69 

66 

65 

61 

59 

59 

59 

56 

61 

63 

67 

65 

61 

67 

73 

72 

58  6 

Pittsburgh  City  Office' 

.  /  .Maximum.. 

74 

80 

63 

52 

54 

64 

70 

74 

76 

84 

81 

80 

86 

94 

88 

88 

81 

75 

75 

83 

82 

82 

87 

91 

92 

84 

88 

92 

96 

94 

80.3 

\  .Minimum.. 

50 

54 

47 

44 

43 

41 

44 

51 

56 

63 

67 

65 

68 

68 

71 

70 

68 

62 

61 

60 

62 

,58 

59 

64 

67 

67 

62 

69 

78 

75 

60.5 

Port  Clinton/ 

.  (  .Maximum.. 

52 

62 

61 

54 

52 

65 

72 

74 

70 

65 

80 

821     82 

92 

94 

88 

88 

86 

72 

81 

85 

82 

88 

91 

88 

78 

86 

88 

92 

94 

78.3 

^  Minimum.. 

38 

45 

44 

47 

47 

38 

38 

42 

48 

57 

57 

67  i     57 

62 

68 

65 

65 

64 

64 

62 

57 

68 

57 

60 

62 

64 

62 

64 

63 

65 

55.6 

Putneyville-2.5  KK 

.  )  Maximum.. 

60 

77 

65 

1     53 

49 

64 

70 

72 

74 

79 

80 

77 

79 

88 

88 

82 

80 

73 

73 

79 

79 

80 

85 

89 

89 

80 

84 

86 

91 

92 

77.2 

*  Minimum.. 

43 

44 

47 

1     41 

35 

32 

S3 

34 

50 

58 

62 

58 

62 

6C 

63 

64 

63 

60 

53 

53 

.50 

60 

46 

58 

57 

50 

48 

59 

68 

69 

.52.  3 

Quakert.own-0.5  E 

.  /  Maximum.. 
\  Minimum .. 

62 

63 

63 

63 

67 

64 

71 

74 

73 

70 

84 

82 

84 

91 

93 

90 

90 

89 

78 

81 

82 

81 

86 

89 

90 

85 

83 

88 

89 

94 

80.0 

36 

43 

50 

45 

45 

41 

43 

46 

48 

54 

61 

65 

57 

61 

70 

76 

73 

65 

63 

62 

57 

73 

52 

57 

70 

69 

63 

64 

63 

73 

58.2 

Reading' 

.  /  Maximum.. 
\  Minimum.. 

5S 

66 

66 

59 

59 

67 

74 

77 

73 

69 

88 

83 

87 

95 

96 

92 

91 

91 

74 

84 

87 

83 

91 

93 

93 

83 

88 

91 

94 

97 

81.6 

45 

47 

53 

50 

49 

46 

47 

63 

54 

58 

68 

69 

64 

68 

73 

74 

73 

67 

66 

64 

64 

61 

62 

67 

73 

67 

62 

62 

68 

79 

61-8 

Ridgway  / 

.  /  Maximum.. 
\  Minimum.. 

51 

74 

56 

66 

67 

54 

7) 

75 

74 

74 

82 

77 

81 

89 

89 

83 

82 

72 

76 

82 

79 

83 

88 

90 

88 

81 

86 

87 

91 

92 

77.6 

32 

37 

45 

39 

40 

34 

31 

34 

40 

50 

59 

57 

56 

.59 

59 

60 

60 

63 

53 

51 

51 

50 

39 

42 

51 

54 

44 

45 

57 

63 

48.5 

Scranton' 

.  (  Maximum. 
\  Minimum.. 

52 

57 

55 

49 

53 

62 

68 

74 

77 

68 

84 

76 

78 

90 

93 

86 

87 

86 

69 

80 

84 

78 

86 

91 

90 

76 

83 

87 

91 

88 

76.5 

40 

44 

46 

44 

46 

18 

43 

42 

49 

60 

65 

61 

5« 

62 

68 

67 

68 

69 

60 

61 

58 

60 

56 

63 

64 

63 

53 

54 

63 

70 

.56.8 

Selinsgrove 

.  /  Maximum. 
V  Minimtim .. 

69 

69 

66 

5S 

60 

68 

72 

75 

79 

72 

84 

84 

84 

92 

93 

88 

86 

83 

85 

.  84 

83 

82 

89 

92 

89 

S7 

84 

86 

92 

92 

80.9 

42 

37 

54 

4J 

45 

38 

39 

45 

53 

58 

64 

64 

69 

64 

65 

65 

55 

55 

60 

56 

54 

58 

51 

58 

62 

63 

51 

61 

64 

72 

55 . 2 

Somerset 

.  i  Maximum. 
\  Minimum.. 

73 

76 

63 

48 

49 

61 

69 

70 

71 

81 

73 

74 

81 

89 

87 

82 

80 

81 

71 

77 

76 

77 

80 

87 

86 

79 

84 

86 

i     87 

89 

76.2 

45 

50 

48 

41 

36 

3U 

30 

32 

40 

54 

60 

61 

59 

56 

59 

64 

62 

61 

57 

57 

47 

50 

44 

48 

51 

55 

44 

54 

I     66 

66 

50.9 

SprlngsS-lSW 

.  /  Maximum. 
\  Minimum.. 

70 

73 

61 

46 

46 

60 

66 

66 

70 

79 

72 

72 

79 

86 

83 

80 

80 

75 

67 

73 

75 

73 

77 

83 

83 

76 

80 

83 

1     84 

86 

73.5 

44 

48 

46 

41 

32 

31 

32 

38 

41 

55 

57 

59 

56 

1     56 

59 

.56 

63 

58 

57 

52 

43 

50 

44 

46 

54 

64 

47 

50 

66 

65 

50.  0 

State  College  1 

.  /  Maximum. 
\  Minimum.. 

50 

70 

61 

64 

53 

65 

73 

76 

71 

68 

82 

80 

80 

91 

91 

87 

83 

80 

69 

81 

82 

80 

85 

90 

92 

80 

83 

87 

91 

94 

77.6 

41 

45 

46 

48 

40 

38 

41 

46 

59 

60 

64 

62 

64 

71 

67 

66 

65 

66 

69 

57 

69 

55 

54 

65 

64 

61 

52 

60 

69 

76 

57.2 

Stroudsburg-2  E 

.  /  Maximum. 
\  Minimum.. 

60 

59 

58 

55 

53 

65 

68 

76 

78 

72 

88 

87 

83 

94 

96 

94 

91 

90 

89 

82 

87 

84 

90 

94 

92 

85 

86 

90 

93 

96 

81.1 

35 

1     *'> 

5C 

i     *' 

46 

39 

44 

38 

46 

56 

60 

641     54 

61 

63 

64 

66 

65 

63      62 

56 

55 

50 

56 

61 

64 

48 

48 

62 

69 

54.5 

Tamarack /-2  S 

.  t  Maximum . 

44 

5f> 

5a 

!     .5'.: 

4S 

!     62 

68 

69 

68 

62 

72 

75|     77 

86 

1     84 

82 

79 

76 

67;     76 

75 

76 

80 

85 

84 

74 

79 

72 

87 

86 

72.1 

\  Minimum.. 

34 

35 

41 

3- 

37 

.     36 

38 

41 

49 

51 

5b 

57      57 

,     *>' 

65 

64 

64 

1     61 

52 

52 

54 

50 

51 

54 

60 

60 

55 

55 

62 

67 

51.8 

Tionesta,'-1.5  SE 

.  /  Maximum . 

54 

77,     ,50 

5'-^ 

'     54 

64 

7C 

76 

76 

80|     80 

76i     84 

88 

85 

82 

77 

68 

75 

80 

76 

78 

83 

87 

88 

79 

83 

88 

89 

90 

76.3 

\  Minimum.. 

40 

JO     a 

4C 

1     3S 

33 

3J 

38 

43 

52|    63 

60'     59 

62 

63 

63 

64 

i     64 

51 

52 

56 

60 

46 

50 

56 

6( 

50 

56 

64 

65 

52.0 

Titu.'^villf'-'2  S 

. .  /  Maximum. 
\  Minimum.. 

57 

74      6S 

1    5C 

1    sr 

63 

7C 

73 

73 

73 

76 

73j     78 

,     84 

82 

78 

78 

74 

75 

I     78 

74 

77 

82 

86 

85 

77 

82 

85 

!^ 

88 

74.9 

38 

45     44 

3t 

38 

;    28 

3C 

37 

42 

68 

68 

56     58 

62 

!     66 

65 

63 

58 

44 

48 

67 

42 

44 

53 

55 

•59 

45 

62 

68 

63 

■50.  S 

Towauda-1  K 

.  f  Maximum. 
\  Minimum.. 

51 

59,    5i 

)     51 

i   b: 

i    63 

7C 

74 

74 

67 

84 

77     80 

92 

92 

86 

81 

83 

73 

82 

84 

78 

85 

91 

92 

78 

82 

80 

92 

891.... 

76  7 

34 

41 

it 

>;  4'. 

!     4£ 

43 

1 

4( 

3S 

1 

43 

57 

63 

61 

53 

!  '" 

63 

66 

63 

65 

58 

58 

63 

58 

53 

61 

57 

63 

50 

62 

63 

72 

. . . . 

54.0 

Continued  on  page  48, 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


June  1945 


Daily  Temperatures  for  June  1945 — Continued  from  page  47. 


Stations 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16     17 

18     19 

20 

21 

22 

■23 

24 

25 

26 

27 

28 

29    30    31    Mean 

Uniontown 

./Maximum.. 
\  Minimum.. 

83 

81 

67 

.54 

54 

68 

69 

78 

78 

83 

80 

78 

86 

94 

88 

85 

80 

79 

72 

82 

81 

79 

84 

89 

90 

82 

88 

91 

92     95....      80.2 

.■iS 

fi'^ 

58 

45 

43 

35 

38 

46 

,53 

58 

64 

64 

64 

63 

69 

69 

66 

64 

64 

59 

57 

b8 

63 

.58 

61 

65      60 

64 

74     78  ... .      58.  7 

Vandergrift'  

.  /  Maximum.. 

'2 

m 

61 

54 

55 

65 

72 

78 

80 

84 

82 

80 

85 

94 

89 

87 

80 

77 

76 

84 

81 

83 

89 

91 

93 

85      88 

93 

95|    96 

. . . .  i     80.  9 

\  Minimum. 

47 

.50 

50 

45 

42 

36 

39 

44 

54 

61 

65 

64 

65 

64 

67 

68 

68 

63 

bU 

5/ 

b9 

b4 

52 

6/ 

62 

66,     63 

63 

73|    71 

1    57.8 

... !   w 

.  r  Maximum.. 
\  Minimum.. 

■A1 

44 

48 

"40 

"41 

'.84 

■30 

"39 

■45 

"59 

"60 

"57 

68 

"61 

"64 

64 

"64 

62|".56 

".5i 

"55 

"52 

"45 

"55 

"66 

"ei  "56 

"60 

65!    66 

. . .   !     ,52 . 0 

WayiiesburR 

.  (  Maximum.. 

So 

7/i 

Hfi 

68 

,52 

62 

67 

76 

75 

81 

76 

76 

82 

91 

88 

84 

83 

79 

71 

79 

78 

80 

84 

87 

89 

861     84 

89 

90     9-2 

1     "H.  6 

...,!    ,56.4* 

US', 

M 

51 

47 

42 

33 

86 

45 

49 

57 

64 

60 

64 

62 

67 

07 

65 

63 

60 

54 

66 

54 

50 

66 

68 

66i     54 

62 

72 

/O 

Wellsboro/ 

.  )  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 

4fi 

,W 

4H 

55 

54 

62 

69 

73 

75 

66 

83 

75 

78 

90 

90 

Ki 

81 

79 

72 

82 

81 

78 

83 

89 

90 

76l    82 

82 

91 

90 

....      78.4 

?M 

■.w 

48 

40 

40 

39 

35 

87 

41 

47 

59 

53 

51 

66 

59 

60 

59 

62 

54 

55 

66 

53 

46 

54 

63 

.55 

45 

48 

bb 

62 

49.3 

West  Chester 

64 

10 

78 

.58 

60 

61 

72 

75 

78 

74 

88 

82 

88 

92 

93 

91 

91 

91 

79 

83 

87 

79 

86 

91 

91 

81 

84 

89 

^l 

96 

....      81.1 

41 

44 

53 

49 

45 

41 

46 

61 

50 

57 

64 

68 

65 

68 

71 

71 

69 

68 

64 

64 

63 

60 

66 

63 

67 

68 

69 

60 

66 

n 

..   j    .59.4 

.  /  Maximum.. 
\  Minimum.. 

^■?. 

.■iS 

56 

51 

56 

65 

71 

74 

76 

68 

85 

78 

80 

92 

93 

88 

89 

87 1     67 

80 

86 

80 

87 

93 

91 

76 

84 

87 

91 

89 

77.  h 

;^fi 

44 

46 

45 

4fi 

44 

41 

47 

46 

58 

6a 

58 

68 

62 

67 

67 

67 

65 

60 

60 

57 

64 

58 

60 

64 

58 

6.5 

.55 

6/ 

n 

56.0 

Williainsport  Arpt.^-4  K  i  Maximum.. 

4« 

fi7 

61 

56 

57 

63 

71 

74 

72 

67 

85 

80 

82 

92 

91 

88 

86 

85 

71 

82 

87 

81 

h7 

91 

91 

80     86 

80 

90 

91 

77.; 

3fi 

4.5 

47 

45 

46 

45 

40 

45 

62 

61 

(Hi 

60 

58 

6b 

65 

67 

66 

66 

62 

58 

b6 

b6 

5b 

62 

62 

601     55 

56 

64      73 

56.7 

\Villiain;.t()\vn 

.  )  Maximum.. 
\  Minimum .. 

67 

fifi 

6K 

58 

,59 

66 

72 

75 

72 

70 

84 

81 

82 

93 

92 

89 

89 

86 

71 

80 

85 

80 

88 

91 

90 

871     85 

90 

90 

93 

....      80.0 

R4 

44 

58 

44 

46 

88 

86 

41 

47 

.56 

64 

64 

59 

60 

64 

63 

64 

64 

62 

61 

55 

.52 

.50 

60 

60 

641     .50 

52 

60 

m 

....      84.7 

\V(KHl\vara'^-2  NE 

.  (  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 

4fi 

(iO 

61 

,50 

,50 

68 

67 

69 

68 

62 

78 

75 

74 

87 

87 

82 

80 

79 

64 

76 

78 

74 

si 

86 

85 

72      78 

81 

86 

88 

....    72.  n 

37 

:w 

88 

88 

36 

87 

43 

49 

,58 

,5,5 

60 

5<j 

6(: 

66 

64 

63|     64 

68 

55 

55 

56 

54 

53 

61 

62 

59!     54 

60 

60 

68 

....       .53.  9 

York-3SW 

TA 

78 

69 

66 

62 

71 

75 

78 

75 

76 

89 

87 

89 

97 

96 

94      94 

92i     75 

86 

89 

89 

90 

96 

96 

88     89 

93 

96 

10(J 

....      84 .8 

41 

45 

57 

49 

49 

37 

40 

44 

46 

.59 

66 

66 

65 

66 

69 

67     69 

65|     65 

1 

6b 

60 

61 

51 

61 

66 

65     53 

b9 

6b 

72 

....      58. 1 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSURE,  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind" 

Relative 

0 

(reduced  to  sea  level) 

Humidity 

•s 

Stations 

3^ 

a 
0 

5 

a 

e 

a 
a 

"S 
(1 

1 

•c 

1 

1 

S  0 

2 

1 

OS 

a 

i» 

S 

30.27 
30.20 

0 

6 

2 

s 

0 

<> 

S> 

c 

0 

t^ 

'^ 

t^ 

a. 

a 

29.63 
29.59 

2 

7 

6.3 
6.4 

22 
26 

sw. 
sw. 

29 
11 

86 
76 

73 

54 

78 
65 

58 
67 

129 

Harrisburfr 

61 

Piiiladelpliia 

30.19 

7 

29.57 

3 

7.0 

33 

vv. 

18 

81 

Sii     64 

65 

65 

I'iiilip.^iburg 

30.24 

7 

29.  61 

2 

7.5 

19* 

w. 

13 

84 

61  I  75 

177 

Pittsburgh 

30. 24 

/ 

29.  61 

2 

8.6 

38 

sw. 

16 

79 

54  1  62 

50 

81 

Rpading 

30.21 

7 

29.  59 

3 

8.4 

49 

nw. 

28 

75 

60     46t 

58 

65 

Scranton 

30.70 

7 

29.  57 

3 

6.4 

•26 

sw. 

28 

81 

60t.... 

4/ 

113 

BIVEK  CONDITIONS 


Stations 


I 

Port.Iervis.  N.  Y [ 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport ! 

Newport 

Harrisburg \ 

Schenlev.i  nr)  Lock  No.  5.1 

Sutersville 1 

CharleroKnr.).  Lock  No.4| 

Pittsburgh 1 

Midland.  Dam  No.  7 


Rivers 


Delaware 3. 8 

Delaware 4.5 

Lehigh 4. 1 

Schuylkill 4. 4 

N .  Br .  Susquehanna . .  6. 0 

W.  Br.  Susquehanna.  3.5 

Juniata 4.  4 

Susquehanna 4.  6 

Allegheny 13.9 

Youghiogheny 3.9 

Monongahela 12.7 

Ohio • 

Ohio i      • 


1 

a 

1 

1 

1 

4.7 

6 

3.3 

2 

18 

6.3 

22 

3.3 

16 

23 

,5.2 

3 

3.6 

30 

9 

,5.2 

11 

3.7 

28 

13 

9.5 

18 

4.1 

30 

22 

8.4 

4 

1.8 

28 
26t 

•20 

,5.1 

4 

3.7 

22 

.5.5 

.■> 

4.0 

29 

17 

15.9 

4 

12.7 

30 

•24 

.5.0 

12 

8.0 

:«) 

■20 

16.2 

13 

11.4 

4.26 

:$o 

• 

• 

• 

25 

« 

» 

• 

30 

♦  For  any  five-minute  period.  ••  Corrected  to  true  velocities, 

t  12:00  noon,     t  4:00  p.m.        $  Also  other  dates.        •  One-minute  interval. 


•  Pool  stage. 


t  On  other  days  also. 


FOOTNOTES 

Figures  and  letters  following  .'itation.'^  indicate  di.stance  111  miles  and  hall  miles 
and  dirpction  of  station  from  City  Post  Office. 

\11  departures  from  normal  are  computed  from  the  average."^  of  the  entire  period 
for-^tatioiis  having  lOor  more  vears  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  tl  Precipitation  normals  or  standard 
mean"  ad.iusted  to  a  uniform  85  year  period. 

Except  as  otherwise  indioated  precipitation  and  temperature  readings  are  for  '24 
hours  ending  late  in  afternoon. 

T.  .  Trace  (0.005  inch  or  less).  .     . 

'.  '',  '.  etc.    Number  of  days  missing,  for  example,  ''  indicates  two  days  missing. 

Italics,  data  interpolated. 

'^  Partly  interpolated. 

^5  Incomplete. 

t  .\nd  other  dates. 

tt  Daily  amounts  inconsistent. 

t  Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 

//  Windshield  on  gage.  . 

/  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
'  Midnight  to  midnight. 
^  Measured  in  the  morning  for  the  preceding '24  hours. 

3  Data  for  24  hours  ending  at  1  :.30  a.  m.  of  the  following  day. 

4  Best  available  used  for  st-ations  not  equipped  with  recorder-. 

*  Recording  gage. 

6  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 
'  Noon  to  noon. 


follows 


List  of  Chaneres  in  Station  Desi^natiooB 

For  more  exact  1o<'at.ion  of  the  equipment,  station  names  have  been  changed  as 


Dauphin 

Farrell 

Ford  City 

Grantville 

Hawley.  IS. 

.lamestow  n 

Kregar 

McConnellstown 

Milroy 

Monroeton 

Neffs  Mill 

Newburg 

Putnevville 

Sheffield 

Tvrone 

Williamsport48E' 


formerly 


Peters  Mountain  Tower 

Sharon 

Crooked  Creek  Dam 

Manada  Gap 

Wallenpaupack  Uam  I  Evaporation) 

Pymatuning  Dam 

Laurel  Hill  Tunnel 

T^op  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

shaver  Creek  <  Evaporation  ) 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherry  Grove 

Bald  Eagle 

Shaffers  Path 

( W.  B.  O..  Philadelphia-.)-5-».5-975) 


s-l.os 
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&ENEBAL  SUMMABY. 


doiiii- 


that  rain  will  lull  al  Waynesburg  „u  July  29th  Nvas  fulfilled  Only  three 
Innes  by  "oral  or  written  records  ha.s  ram  failed  t..  fall  on  the  2!Mli,  in 
that  community,  in  the  past  Wt  years." 


Freuuent  tluiiulerstorms,  approaching  cloudburst  proportions 
icitwl  July's  weather.  Loss  of  life,  injuries,  extensive  crop  and  property 
damatre  resulted.  At  Wild  t^reek  Reservoir  in  Oarbon  County,  s,;urcc  ot 
Bethlehem's  iuunieii>al  w:»ter  supply,  17.8it  inches  ol  ram  during  the 
uionth  broke  the  previous  all-time  record  of  17.70  inches,  which  occurred 
at  York  in  \u"-ust  Woo.  However,  this  new  value  is  still  far  outdistanced 
bv  the  35-inch  United  States  record  for  an  indicated  rainfall  of  less  than 
•4  hours  duration,  made  during  the  McKean  and  Potter  Counties  storm 
of  luly  17-18  11)42  Although  twenty-one  stations  reported  new  July, 
and  nine  others  new  all-time  records,  the  vState  average  of  5.75  inches  is 
not  near  a  record. 

July  1  was  the  warmest  day  of  the  month,  and  the  death  toll  from 
various  causes  due  to  the  heat  reached  its  peak,  the  heat  having  made  a 
trood  start  during  the  close  of  June.  Cooler  weather  set  in  the  next  day. 
As  a  result,  damage  and  injuries  were  reported  in  the  Philadelphia  area 
due  to  thunderstorms  generated  during  the  change  of  airmass.  However, 
even  more  severe  storms  were  prevalent  on  the  5th  in  that  area  as  the 
weather  warmed  up.  ( )ne  person  was  killed  by  lightning,  two  trolley  cars 
were  struck;  sewers  biicked  up,  stalling  autoists  and  interrupting  subway 
and  surface  transportation. 

(~)n  the  early  evening  of  the  9th,  portions  of  Northampton  and  Lehigh 
Counties  experienced  one  of  the  worst  electrical  and  torrential  rainstorms 
of  record.  In  a  few  brief  hours,  between  7  and  11  p.m.  E.  W.  T.,  six 
died  ( four  in  Phillipsburg,  N.  J. ).  Crops  and  property  suffered  damage 
amounting  to  about  four  million  dollars,  due  to  inundation,  erosion, 
wind  hailstones  as  large  as  hickory  nuts,  and  fires  started  by  lightning. 
It  is  reported  that  H.20  inches  of  rain  was  recorded  at  Easton  during  the 
storm  while  north  of  that  town  to  Bangor,  unofficial  readings  up  to  8 
and  *)'  inches  were  found.  The  concentration  of  ram  caused  rivulets  to 
become  raging  streams,  and  streets  flowing  creeks,  resulting  in  a  great 
amount  of  erosion  and  deposit  of  silt,  stones,  and  rubble  to  a  depth  of  3 
feet  as  velocity  decreased.  The  Aquashicola  Creek  was  highest  in  44 
vears  of  record-  others  in  the  storm  area  were  not  so  high,  and  there 
'was  no  Hooding  on  the  Lehigh  or  Delaware  Rivers.  Bath  was  entirely 
flooded  by  the  Monocacy  Creek,  and  sanitary  conditions  became  acute. 
At  Northampton  the  water  works  was  damaged.  Bangor  and  Nazareth 
also  suffered  seriously  from  the  elements.  Firemen,  in  Easton  alone, 
answered  10  alarms  due  to  lightning  striking  various  structures.  The 
railroads  had  a  number  of  washouts.  Just  prior  to  this  storm,  Boals- 
burg  Center  County,  experienced  a  severe  hailstorm  of  passing  note  at 
5:0o'p-  m-  Stones  were  reported  2  to  2  1/4  inches  in  diameter,  and  a  tew 
compound  stones  as  large  as  4  inches. 

Nature  not  content  to  rest  on  the  laurels  of  rainfall  records,  plum- 
meted the  morning  temperature  of  the  12th  to  new  July  minima  at  sev- 
eral stations,  and  quite  generally  to  lows  equalling  records  standing  up 
to  50  years. 

By  mid-July  the  pressure  systems  were  definitely  arranged  in  such  a 
manner  as  to  again  produce  heavy  rains  over  the  eastern  half  of  the 
State  The  persistency  of  this  pattern  for  many  weeks  led  many  skep- 
tics to  momentarily  reconsider  the  veracity  of  St.  Swithin's  legend,  but 
greater  confidence  should  have  been  placed  in  the  old  proverb.  During 
wet  weather  it  rains  without  half  trying."  Downpours  of  3  to  4  inches 
of  rain  were  prevalent  on  the  14-15th,  18-19th,  22d,  and  28-29th  Scran- 
ton  suffered  in  the  first  of  these.  By  the  18-19th,  the  Schuylkill  and 
Lehigh  Rivers  were  swollen,  but  confined  to  their  banks,  although  creeks 
in  several  counties  caused  isolated  flooding.  The  third  series  of  these 
storms  those  of  the  22d,  caused  more  than  a  quarter  million  dollars 
damage  in  the  southeastern  counties,  and  particularly  at  Ehzabethtown 
and  Robesonia.  Many  other  storms  of  note  occurred,  that  space  will 
not  permit  detailing,  but  we  cannot  pass  without  two  final  references. 
On  the  28th  a  storm  deposited  3.52  inches  of  rain  at  John.stown  in  90 
minutes,  stalled  traffic,  and  filled  streets  with  silt     The  unique  tradition 


TEMPEBATUBE. 

The  average  temperature  for  the  State  as  deduced  from  the  reports  oi 
85  stations  was  70.4°,  which  is  1.8°  below  the  58-ye,ar  normal  for  July. 
The  highest  numthly  mean  was  77.8°  at  Marcus  Hook,  and  the  lowest  was 
65  2°  at  Kane.  Extremes  ranged  from  a  maximum  of  103°  at  Marcus  Hook 
,,i\  the  IsL,  to  a  minimum  of  32° at  Philipsburg  on  the  12th. 

PBECIPITATION. 

The  average  precipitation  foi-  the  State,  as  deduced  from  the  observa- 
tions at  204  stations,  was  5.75  inches,  which  is  1.47  inches  above  the  58- 
vear  normal  for  July.  The  greatest  monthly  amount  was  17.89  inches  at 
Wild  Creek  Reservoir,  Carbon  County,  while  the  least  was  1.62  inches 
•It  Meicer  and  Farrell.  The  greatest  amount  recorded  m  any  24  consecu- 
tive hours  was  5.33  inches  at  Wild  Creek  Reservoir  on  the  9-lOth. 


COMPABATIVE    DATA  FOB   JULY 


Year 


l-,8!t., 
iSS9., 
1B90., 
1S91.. 
1S92. 
1»93.. 

isy4. 

IMO 

1690. 

IM97. 

1S9S. 

1899. 

19lI0. 

1901. 

1902. 

191  lb. 

1904. 

1905. 

19UU. 

1907. 

1908. 

1909. 

1910. 


1911... 
1912... 
1913... 
1914... 
1915... 
1916... 
1917 . . . 
1918... 
1919... 
1920 . . . 
1921... 
1922 . . . 
1923... 
1924.. 
1925... 
!9J6... 
1927 . . , 
1928... 
1929.. 


1930. 
19:^1. 
19.12 . 
19  «. 
1934 . 
U«5. 
19:^6. 
1937 . 
1938. 
1939. 
1940. 
1911. 
1912. 
1943. 
1914 . 
1945. 


Temperature 


Period 


69.2 
71.6 
70.7 
67.8 
73.1 
72.1 
73.8 
69.1 
72.8 
73.4 
74.8 
72.3 
74.0 
76.4 
71.8 
71.2 
70.6 
72.6 
71.3 
71.5 
73,9 
69.7 
72.8 

73.7 
71.3 
71.8 
71.3 
70.7 
74.3 
72.1 
70.1 
72.6 
69.5 
75.9 
71.9 
71.0 
69.7 
70.5 
71.8 
71.7 
72.8 
71.8 

73.0 
75.2 
72.0 
72.5 
75.5 
75.0 
73.5 
72.4 
73.2 
71.7 
72.3 
73.1 
72.5 
72.6 
72.2 
70.4 

72.2 


97 

96 

101 

97 

103 

102 

103 

102 

98 

103 

107 

101 

104 

107 

99 

98 

99 

99 

95 

96 

104 

98 


105 
100 
101 
101 

98 

98 
105 

99 
104 

96 
104 

98 
100 

97 
101 
105 
100 

96 

99 

106 
105 
100 
104 
107 
104 
111 
101 
100 
100 
105 
104 
102 
100 
100 
103 

111 


Precipitation 


0)  o 


36 
36 
40 
38 
40 
37 
40 
35 
34 
33 
46 
38 
32 
34 
82 
35 
29 
40 
33 

33 
39 
36 
35 
40 
42 
37 
37 
40 
36 
33 
29 
35 
31 
37 
32 

29 


3.45 
6.80 
3.52 
6.32 
3.93 
3.15 
2.32 
3.24 
6.89 
6.26 
3.36 
3.91 
4.86 
3.88 
6.04 
5.36 
4.68 
4.87 
4.31 
3.84 
4.81 
2.14 
2.42 

2.81 
5.29 
4.16 
4.19 
5.28 
4.45 
4.33 
3.05 
5.90 
4.37 
4.13 
3.68 

4  24 
3.42 
5.67 
3.82 
4.97 
5.44 
2.81 

2.23 

5  28 
3.39 
4.26 
4.01 
5.63 

2  88 
4.47 
4.81 
3.12 

3  25 
5.11 
5.16 
4.47 
2.39 
5.75 

4.28 


No.  of  days. 


zj  pi 

r-.  O 


15 
12 
13 
11 
15 
15 
15 
12 
10 
10 
12 
12 
14 
10 
10 
13 
12 
10 
12 
15 
14 
16 
16 

16 
12 
15 
12 
10 
14 
12 
16 
16 
15 
15 
14 
15 
17 
13 
15 
14 
16 
18 

19 
15 
16 
17 
17 
15 
18 
14 
13 
14 
15 
11 
11 
12 
15 


10 
10 
11 
10 
11 
12 
11 
12 
11 
11 
12 
11 
12 
13 
12 
12 
11 
12 
13 
12 
12 
11 
11 

11 
11 
10 
11 
13 
10 
12 
10 

8 
10 
11 
10 

9 
10 
11 

9 
11 

9 

9 


^7 


50 
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Olimatoloirical  Data  foi 

July  1946 

Counties 

0) 

a 
o 

> 

O 

o  ^ 

i 
3 

Temperature,  In  degrees  Pahr. 

Precipitation,  in  inches 

No.  of  days 

So 

stations 

S 

eg 

CO 
o,si 
Q 

03 
0 

s 

1 

a 

.51 
S  0 

£ 
0 

0 

0 

ai 

II 

.2 
0 

1 

•0 

3 
0 

0 

Observers 

Atlantic  Drainage 
AUeiitown  Arpt.  -4  NE. 

Lehigh 

384 

1.500 

990 

473 

600 

431 

2,215 

2,020 

2,125 

1,100 

365 

1,020 

1,970 

184 

500 

900 

600 

351 

980 

200 

700 

255 

996 

469 

580 

557 

12 

1,493 

1,176 

L9I4 

455 

10 

1,916 

100 

407 

4f.0 

273 

746 

476 

1,217 

441) 

2.  250 

754 

1.319 

440 

54) 

520 

775 

2,191 

390 

1,680 
1,400 
1,077 
1,114 
1,170 
1,410 
1,653 

1,  ISO 
1.746 

761 

2,  170 
8.'i5 
950 
987 

1,160 
1,300 
L050 
LfiJiO 
1,750 
1. 065 
780 
900 
1,286 
1,270 
1,385 
i,  100 
2.  500 
1.200 
1.550 
1,040 
825 
1,190 
1,100 

5 
CO 

4 
77 
50 
58 

3 

4 

8 
59 
48 
23 
52 
39 
72 
41 
41 
76 
35 
30 
.58 
58 
48 
61 

7 

54 
19 

3 
40 

4 
27 

4 

3 
36 

7 
60 
75 
51 
55 
60 
26 

5 
51 
75 
96 

7 

1 
29 

4 
57 

28 
55 
.32 
35 
42 
31 
21 
48 

2 
19 
28 
32 

2 
71 
36 
44 

4 
63 
80 
51 

9 
65 
12 

2 
38 
74 
26 

8 

2 
57 
31 
57 
16 

73.1 

70.3 

72.6 

73.2 

73.7 

75.3 

66.8 

67.8 

68.6 

69.9 

74.6 

71.4 

68  2 

73.6 

74.0 

71.3 

74.5 

74.2 

69.2 

75.8 

72.3 

73.2 

71.4 

73.9 

72.0$ 

73  2 

77.8 

70.  2 

67.4 

66.0 

71.0 

76.0 

66.0 

76.6 

70.8 

73.6 

74.6 

71.4 

71.8 

71.6 

72.5 

66.4 

71.0 

fig.O 

73.8 

71.0 

71.8 

71.4 

67.7 

75.4 

70.3 

66.4$ 

69.0 

72.2 

71.0 

70.0 

68.45 

66.9 

73.0 

68.8 

75.0 

67.4 

76.4 

70.8 

69.8$ 

71.2 

-1.2 
-0.6 

'-i.'s' 

-LI 

+0.4 

'+6!i" 

-0.4 
-0.3 
-0.9 
-0.7 
-0.6 
+0.7 
-1.3 
-0.6 
-1.2 
-1.3 
-0.2 
-I.O 
+  0.8 
-0.3 

'-6.'4' 
-1.3 

'-'6.'9' 

'-2.' 4 
-0.2 

'+6.' 8' 
-2.6 
+0.9 
-0.6 
-0.3 
-1.6 
+0.6 
+0.5 

'+6.4' 
-0.8 
-0.6 

'-ii'i' 

'+6.'7' 

+1.4 
+0.9 
-0.2 

■-•i.'g 
-0.7 
-1.2 

+0.3 

-1.0' 
-0.9 
+2.8 

'-o.'g 
-1.3 

95 
92 
98 
96 
97 
98 
84 
85 
87 
92 
97 
94 
87 
96 
95 
92 
96 
97 
93 
95 
95 
95 
94 
96 
95 
93 

103 
90 
87 
87 
94 
98 
85 
98 
94 
93 
96 
93 
92 
92 
97 
85 
91 
91 
95 
91 
91 
93 
87 

100 

103 

86 
90 
94 
91 
92 
90 
88 
91 
91 
94 
86 
97 
94 
90 
91 

1 

26 

26 

1 

1 

1 

24t 

It 

1 

1 

1 

It 

1 

1 

1 

1 

1 

1 

1 

1 
26 

1 

1 

1 
26 

1 

1 
25 

1 

1 

I 

1 

1 

1 

1 

It 

1 

1 

1 
26 

1 

I 

1 

1 

1 

1 

1 

26 

1 

1 

2t 
24 
26 
24 
21 
25 

1 

9t 
14 
26 
25 
25 
21 
24 
21 

48 
41 
41 
45 
44 
48 
40 
44 
49 
41 
48 
41 
46 
48 
48 
40 
51 
49 
40 
55 
42 
46 
42 
49 
45 
48 
67 
44 
43 
41 
43 
62 
32 
45 
42 
51 
51 
45 
42 
46 
42 
43 
40 
38 
50 
46 
43 
40 
46 
46 

32 

12 

12 

12 

12 

12 

12 

12 

lit 

11 

lit 

12 

12 

11 

12 

12 

12 

12 

12 

12 

12 

12 

12 

12 

12 

12t 

11 

12 

12 

11 

12 

18 

12 

12 

12 

12 

12 

12 

12 

12 

12 

12 

lit 

12 

12 

12 

12 

12 

12 

11 

12 

12 

8.16 
4.63 
4.. 54 
4.77 
3.54 
6.37 
5.40 
7.59 
3.74 
6.12 
8.27 
5.28 

10.14 
9.03 
4.73 

11.03 
9.85 
8.52 
8.25 
7.77 
2.66 
9.66 
3.38 

10.19 
3.18 
3.89 
6.46 
4.27 
5.63 

15.86 

11.62 
8.86 
3.86 
6.29 

10.06 
6.32 
7  50 

11.75 
5.41 
2.63 

11.55 
3.25 
4.83 
3.60 

10.  -li 

10.05 
3.31 
9.90 
3.14 
9.44 

6.91 

5.44 

3.78 

2.86 

2.69 

3.02 

2.42 

5.87 

3.33 

7.22 

2.90 

6.50 

1.62 

2.37 

4. S3 

2.09 

3.05$ 

4.63 

7.49 

7.03 

3.52 

3.11 

3.79 

2.74 

4.07 

6.63 

3.56 

7.46 

3.81 

3.06 

5.24 

3.49 

4.75 

3.06 

4.19 

2.13 
2.69 

5.75 

+3.55 

+  0.69 

+6.' 87' 

-0.22 
+  1.71 

...... 

'+6.' 73 
+  3.63 
+  1.37 
+  4.93 
+  1.40 
+0.91 
+  6.12 
+  5.49 
+  4.69 
+4.00 
+  3.84 
-1.27 
+  5.25 
-0.70 
+  5.74 

-0.'i8 
+  2.  25 

'+'!.' ,58 

+  6.' 96' 
+4.71 

+  i.43 
+.5. 16 
+  1.38 
+  3.  24 
+7.  72 
+  1.37 
-1.-22 
+6.  13 

+i.'i2' 

-0.04 
-5.46 
+5  98 

'+5.' 31' 

+5.i6 

+  1.36 
-0.57 
-1.38 
-1.70 
-1.20 
-0.70 
-1.34 
-1.26 

"6.' .56' 

+2.  38 
-1.97 

'  +6.' 46' 

-1.71 
-1.18 
+0.91 
+3.01 
+2.86 
-0.63 

'-6.' 39 
-1.31 

'+2.'38~ 
-1.06 
+3.02 

'+6.'4,s' 
-0.60 
+0.33 
-1.19 

-6!32' 
+1.47 

1.71 
1.22 
1.05 
2.20 
0.95 
1.26 
0.91 
3.  18 
1.20 
2.04 
2.69 
1.15 
2.96 
2.  10 
1.19 
3.64 
4.98 
3.91 
2.60 
1.73 
1.31 
2.86 
0.94 
2.  56 
1.07 
1.27 
1.32 
0.93 
2.94 
4  25 
4.05 
2.84 
0.6S 
1.91 
2  70 
1.25 
2.  20 
3.69 
'1.05 
0.67 
3.82 
11.95 
2.04 
1.41 
2.44 
2.46 
2.18 
2.43 

0  92 
2.69 

5.33 

1,74 
1.65 
1.15 
1.01 
0.99 
0.79 

1  32 
0.59 
2.38 
1.12 
1.62 
1.03 
1.41 
0.85 
0.74 
0.80 
1.45 
4.27 
2.10 
1.48 
1.30 
1.96 
1.00 
1.18 
2.33 
0.62 

2  23 
2. 10 
l.:iO 
1.18 
0.88 
2.65 
1.00 

4.27 

1.67 
1.59 

5.33 

14-15 
28-29 
28 
22 
31 
18 
28-29 
28-29 
2.H-29 
28-29 
14-15 
17-18 
18-19 
2-3 
14-15 
18-19 
14-15 
18-19 
14-16 
17-18 
31-1 
14-15 
28-29 
17-18 
28-29 
28-29 
28-29 

9 

28-29 

14-15 

14-16 

5 

31 

5 

14-16 

18-19 

14-15 

14-15 

28-29 

30-31 

9-10 

28-29 

28 

28 

5 

14-15 

28 

18-19 

28-'29 

14-15 

9-10 

14-15 
14-15 
25-26 
14-15 
28-29 
30-31 
14-15 
1.5-16 

26 

2 

28-29 

14 
31-1 
14-15 
2 

31 

25 
28-29 

14 

14-15 

14-15 

14-15 

2 

28 

14 
14-15 
28-29 
14-15 
14-15 
•J 

30 

14-15 

29 

28-29 

14-16 
14-15 

9-10 

0 

1) 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

'"'6' 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 

0 
0 

0 

17 
14 
15 
17 
15 
17 
17 
14 
19 
18 
16 
14 
13 
18 
14 
13 
15 
14 
13 
17 
14 
16 
12 
16 
13 
15 
14 
14 
12 
17 
17 
15 
16 
12 
12 
14 
15 
19 
17 
12 
14 
17 
14 
12 
15 
16 
12 
12 
11 
14 

15 

16 
14 

9 
14 

9 
13 
19 
13 
13 
12 
15 

8 
11 
17 
12 
11 
15 
14 
18 

8 
12 

8 
12 
16 
17 
14 
17 
14 
13 
15 
11 
11 

9 

13 

8 
11 

14 

2 

14 

12 

12 

10 

2 

4 

7 

2 

5 

3 

11 

9 

9 

12 

10 

9 

2 

10 

7 

4 

14 

12 

8 

11 
12 
2 
5 

14 
9 

U 

10 

11 
1 

12 
6 
1 
8 
8 
4 
6 
9 

14 
7 

15 
6 

16 
8 

18 

5 
17 
14 

7 
20 
16 
U 
18 
25 
16 
14 
21 
14 
11 
17 
16 
20 

7 
17 
12 
11 

3 
15 

e. 

w. 

s. 

ne. 

s. 

nw. 

s. 

se. 

s. 

ne. 

sw. 

s. 

e. 

sw. 

s. 

s. 

se. 

w. 

s. 

w. 

sw. 

n. 

w. 

Blair 

Fulton 

Cumberland 

Franklin 

City  of  Altoona. 

Burnt  Cabiiis-2  NK  . . . . 

Carlisle.   ...   

Chambersburg-lSW... 

Penna.  Turnpike  Comm. 
Clarence  E.  Miller. 
Charles  A.  Bender 

Chester 

Howard  L.  Pvle. 

CurwensvilleApt-6  NW 

Clearfield 

Carl  E.  Bigger. 

Eiist\Vatprfor(3-3  E.  .  . 
Emporiumt-l  E 

Juniata 

V.  S.  Weatiier  Bureau. 

Mrs.  Helen  C.Haas. 

Lancaster 

Ephrata  Review. 

Everett-O.  5  SW 

Bedford 

Luzerne 

Andrew  B.  Evansha. 

George  School 

Bucks 

N.  W.  Swayne. 
Dr.  Henry  Stewart. 

Schuylkill 

York 

Miss  Sallie  M.  Johnson. 

Hanover  Evening  Sun. 

Harrisburg  Arpt.-3.5  S. 

U.  S.  Weather  Bureau. 

Wayne 

Mrs.  Delia  M.  Pennell. 

Lancaster 

Penna.  Water  &  Pow'er  Co. 

Huntingdon     

Lancaster 

Paul  R.  Yoder.  Jr. 

Lancaster  Water  Bureau. 

Tioga 

Carlos  P.  Darling. 

Lebanon •■     

Lewist,own-2  SW 

Lebanon  \' alley  Gas  Co. 

Mifflin 

Penna.  Dept.  of  Highways 

13 
10 
1 
7 
6 
11 
4 
3 
10 
12 
10 
4 
5 
1 
4 
9 
5 
8 
5 
9 
3 

1 
9 

7 

4 
1 

19 
6 

14 

7 
8 
15 
5 
5 
6 
8 
12 
9 
7 
5 
7 
12 
17 
10 
6 
14 
13 
10 
7 
11 
21 
U 
10 
6 

9 

22 
18 
11 
9 
6 

11 
13 
15 
19 
20 
14 
19 
16 
12 
12 
16 
20 
14 
13 
17 
16 
12 
10 
16 
15 
17 
10 
18 
20 
16 

15 

5 
12 

1 

16 
11 

w. 

s. 

s. 

s. 

s. 

ne. 

sw. 

se. 

w. 

s. 

se. 

n. 

sw. 

se. 

nw. 

e. 

e. 

w. 

s. 

sw. 

se. 

s. 

s. 

s. 

\v. 

sw. 

nw. 

e. 

sw. 

William  R.  Kelley. 

Marcu.s  Hoolul 

Martinsburg 

Montrose-3  £■■••••••■- 

Mt.  Pocono  Arpt. -2  N  . 

Delaware     

Sun  Oil  Co. 

Blair 

t'.  S    Weather  Bureau 

Susquehanna.   . . 
Monroe     

Harry  S.  Faucher. 

U.  S.  Weather  Bureau. 

Carbon 

New  Jersev  Zinc  Co. 

Phihuielphia 

Philipsburg-7E.  ....... 

Phop.uixville-l.5SE.... 

Pr^rt  Plllltoult     

Philadelphia 

U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 

Chester 

Phila.-Suburban  Water  Co. 

Schuylkill 

Bucks 

Earl  E.  Rarick. 

Qnakcrtowu-0. 5  K 

Reading 

John  E.  Benuer. 

U.  S.  Weather  Bureau. 

Lackawanna 

Snyder 

U.  S.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

state  College 

Stroudsburg-2  E 

Tamarack -2  S 

Penna.  State  College. 

Monroe 

Clinton 

Metropolitan  Edison  Co. 
James  E.  8wartz. 

Bradford 

Mrs.  M.  Ordelia  Parks. 

Tioga.            

Che.ster 

Luzerne. 

M.  S.  Bliss. 

Wpcjt  nhf^'itpr     

Clyde  T.  Savior. 

Wilkrs-Harrytt 

W'illianisport  Apt.-4E-- 
Williaiustowntl.     --• 
\Vood-ward-2  NE 

Civil  Aeronautics  Authority 

Lycoming 

U.S.  Weather  IJurcau. 
Gordon  E.  Ixiwer. 

Centre 

York 

U.  S.  Weathi-r  Bureau. 
York  Water  Co. 

Division  mean 

Ohio  Drainage 

Citv  W  ater  Dept. 

.?7 
38 
40 
42 
io 
33 
41 
36 
49 
38 
47 
40 
41 
37 

12 
12 
12 

12 
12 
12 
12 

12 

12 
12 
12 
12 
12 
12 

Civil  Aeronautics  Authority 

Butler 

Butler  Eagle. 

ClarionJt-S  SW 

Penna.  Electric  Co. 

r^lflvsville 

Washington 

Erie 

Walter  B.  Paget. 

J.  Fred  Kinley. 

fnndprsDortll 

Potter        

Westmoreland 

Westmoreland  .  . . 

Washington 

Cambria 

3 
9 

8 
5 
11 
18 

}? 
10 

17 

'ii' 
5 

6 
8 

13 
4 
7 
9 
1 
1 

12 
1 

14 

11 

18 
3 

9 

21 
10 

8 

14 

17 
19 
11 
6 
6 
4 
9 
10 
13 

9 

6 
20 

9 
14 
17 
14 

9 
12 

8 

8 
28 
12 
18 
13 
17 

13 

2 
14 

10 

14 
5 
4 

16 

14 
7 
9 
5 

11 
1 

10 

20 

5 

14 

4 

10 

10 

13 

18 

22 

11 

2 

5 

2 

0 

u 

9 

8 
7 

13 

e. 

Z: 

nw. 

sw. 

ne. 

w. 

w. 

sw. 

s. 

ne. 

se. 

w. 

sw. 

nw. 

s. 

sw. 

sw. 

s. 

sw. 

w. 

w. 

sw. 

sw. 

s. 

w. 

sw. 

ne. 
w. 

s. 

Potter  Enterprise. 

Derry 

Donperal.           

Miss  N.  DiX'e  Wineniau. 
Penna.  Turnpike  Comm. 

Donora  XX     

Donora  Zinc  Works. 

Ebeusbursr 

Fanell                

Miss  Emma  II.  Ea.'^tman. 

Mercer 

Camegie-lUinois  Steel  Corp. 

Kord  Citv-4  S 

Annstrong 

U.S.  Engineers. 

William  K.  Fuller. 

Greeusburg-2  S 

Westmoreland 

Indiana 

Westmoreland  \\ater  Co. 
Indiana  State  Teachers  Col. 

,IameStown-2NW 

Johnstown. 

Mercer 

Cambria 

McKean 

69.7 

73.4 

65.2 

69.1 

72.5 

72.8 

73.0 

70.2 

68.2 

68.4 

66.0 

68.9 

68.7 

73.9 

73.8 

69.  2$ 

72.3 

70.5 

69.7$ 
71.7 

70.4 

'+6.'4' 

'-ole' 

'+6.' 2" 
0.0 

'+6.' 3' 
-0.2 
-1.4 

'+6.'5 

+0.3 
-0.6 

-L2 

'+6.' 7' 

-i.8 

92 
93 
85 
91 
92 
94 
91 
90 
90 
87 
84 
90 
91 
93 
94 

25 

It 

It 
25 
25 

1 
26 

1 
25 

It 
26^ 
24t 
25 
26 
25 

44 
48 
33 
40 
47 
41 
52 
40 
38 
36 
39 
40 
38 
46 
43 
41 
42 

33 

45 
53 

32 

lit 

12 

12 

lit 

12 

12 

11 

12 

12t 

12 

12 

12 

11 

12 

12 

12 

12 

12 

12 
11 

12 

Pa.  Dept.  Forests  &  Waters. 
Johnstown  Tribune  Pub.  Co. 

Kane-1  N 

Spring  \\  ater  Co. 

Meadville-1  S 

Citv  of  Meadville. 

Beaver 

Perrv  P.  Campbell. 

New  Castle-1.5  N 

Lawrence 

New  Castle  Water  Co. 

Pittsburgh  Airport 

Putneyville-2. 5  SE  . . . . 
Ridgwav  

Allegheny 

Armstrong 

Elk 

U.  S.  Weather  Bureau. 
U.  S.  Engineers . 
West  Penn  Power  Co. 

D.  L.  Grove. 

Springs-1  SW 

Somerset 

.\llen  E.  Yoder. 

Tionfc'Rta-1.5  SE 

Forest 

U.  S.  Engineers. 

Titusville-  2  S 

U.  S.  Weather  Bureau 

Payette 

Westmoreland 

Warren. 

William  W.  Marsteller. 

Vandergrift 

Warren 

Carnegie-Illinois  Steel  Corp. 
Merrell  L.  Jordan. 

Waynp^burg 

Greene . . 

94 

97 

91 
90 

103 

21 
25 

2lt 
25 

1 

Thomas  S  Knox. 

Lake.  Ih-tiimigr 
Albion 

Erie 

900 
705 

2 
72 

Samuel  D   Lewis. 

Erie                       

Erie 

U.  S.  Weather  Bureau. 

State  inean 

[See  page  56  for  explanation  of  reference  marks.] 
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Statlous 


ATLANTIC 

DRAINAGE 

/)rfni('<irf  Kaain 
TIPPBR  Dki.awakk 
Dingmaus  Ferry-.  O..SE 

HBwley-.O.Sl'; 

UoUisterville- 

LakeviUe-.  I N 

M  fttainoras- ............ 

Mouut  l'ocouo',2  N. 
Pleasant  Mount'. •\  1  \N 

Strourtsburg.  '2  E 

Tanners  Falls'.'.  ISR. 

Lkhigh 
AUentown  Arpt'.  4  NE 

Allentown''' 

Bethlehem' ■.;   • 

Blakeslee  Corners'.  ^. 

Gouldsboro- 

Lausford- 

Mauch  Chunk,  1  S  W .  . 

New  Tripoli 

Palraerton',  •' 

Zionsville.  1  SW 

ScHiyi.Kii-'. 

Conshohocken — 

FredericksvlUe^.  IS... 

Gratersford2 

Phoenixyille-,  1.5  bE.. 

Port  Clinton^ 

Pottstown'^,  0.5 S 

Pottsville'^ 

Reading'.'' 

VVernersville 

Low  EH  Dki.awake 

Coatesville" 

Doylestown, 

George  School  6  

Marcus  Hook^ 

Philadelphia 

Airport  Station '.■\... 

City  Office', -^ 

Shawmont 

Quakertown.  0.5  E 

West  Chester 

West  Grovel  1.5  SE.... 

!<i(S(iiiehanna  Basin 

Chemung 
Austinburg'.-'.  2  W... 

Coviugton'-i 

Lawreuceville 

North  Branch 

Berwick  2 

Canton^.  1  NW 

Danville^ 

Freeland^ 

Hop  Bottom'-^.  2  S 

Millville'," 

Monroeton^.  2S 

Montrose^,  3  E 

Orwell2.3N 

Park  Placed.  INW 

Pikes  Creek. '.s 

Rush- 

Scranton',' 

Susquehanna^ 

Towanda,  IE 

Tunkhannock ',  * 

Wilkes-BarreS,  3N  .... 
West  Branch 

Ansonia^.  2  W 

Carrolltown2 

Carter  Camp2    

Cedar  Ruu2 

Clearfield^ 

CoalportS 

Curweu.'iVilleApt'  6NW 

Driftwood',  5 

Dushore',  * 

Eagles  Mere^ 

Emporium^,  i  E 

Galeton 

Karthaus^ 

Lock  Haven''' 

Medix  Run',-'* 

Philipsburg',  7E 

Renovo^ 

State  College',-'' 

Tamarack^,  2  S 

Tyrone  '.•\  4  NE 

Wellsboro2 


Dally  Precipitation  for  July  1945 


Counties 


Day  of  month 


,       2       3       4       6       6       7       8       9      10     11      12     IS     14      15     16     17      !8     19     '20     21     22     23     24     26     26     27 


Pike 

Wayno.  . 
Wayne... 
Wayne.. . 

Pike 

Monroe. . 
Wayne.. . 
Monroe. . 
Wayne... 


Lehigh  . . . 
Lehigh — 
N'rthanipton 
Monroe.  . . 

Wayne 

Carbon 

Carbon 

Lehigh — 
Carbon. . ,, 
Lehigh,. .. 


Montgomery 

Berks 

Montgomery 

Chester 

Schuylkill  ... 
Montgomery. 
Schuylkill . 

Berks 

Berks 


Chester 

Bucks 

Bucks 

Delaware.. 

Philadelphia 
Philadelphia 
Piiiladelphia 

Bucks ,. .. 

Chester 

Chester 


.02 


.03 


Tioga . 
Tioga. 
Tioga. 


Columbia 

Bradford 

Montour 

Luzerne 

Susquehanna 
Columbia. 
Bradford  . 
Susquehanna 
Bradford  . . . 
Schuylkill . . 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . 
Wyoming. 
Luzerne. . 


Tioga 
Cambria. . . 

Potter 

Lycoming., 
Clearfield  . 
Clearfield  . 
Clearfield. 
Cameron.. . 
Sullivan.. . 
Sullivan.  . . 
Cameron.. . 

Potter 

Clearfield.. 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

Blair 

Tioga 


.06 


.93 

.67 

2.07 


.92 
.85 
.93 
.26 
1.56 


1.26 
.22 

1. 

1.06 
.16 
.55 
.39 


1.23 


.16   .23 

.28    .30 


.08 


.25 


2.00 
.48 
.17 
.41 


1  36 


.77 
1.08 


1.13 


.73 

2.84 

.40 

.49 

2.44 


T 
1.15 


.75 

2.20 

3.50 

1.46 

.01 

.86 


91 
1.44 
1.23 
1.91 
1.50 

.62 

.83 

T. 

.09 


.07 

.49 

.62 

1.00 

T 

,03 

1.05 

.66 

.75 

1.00 


■;64 

.93 

".'i9 

'42 

T. 

T.' 

.... 

t'. 

.02 

i'.'tis 

T. 

.44 

■.■59 

1 

.02 


.02 


.03 


,29 


.26 


1.06 

is 

2.30 


.20 
2.'  i? 


1.79 
35 


.23 
.'22 

.26 
.22 

.'21 

.15 

3.82 

.08 


T. 


1,05 
.38 
.58 
.33 


.61 

.05 
.34 

l.i5 

.44 

1.23 

32 

57 
35 


.40 


T. 


.18 
1.17 


1.27 
95 


.85 
.29 
.73 
.18 
.27 
1.03 
1.20 


.40 


1.47 
.20 


1.20 


T. 


.40   .02 
.05    .46 


.05 


.01 


.92 
1.02 
1.10 


3.32 
4.16 
2.85 
1.50 


1.10 
.36 


.03 


3.63 

56 

2.50 

.03 

T. 


.68 
.08 
.61 
.43 
.70 
.45 
1.80 
1.13 
,31 


L25 
.74 
.77 
.38 

.71 
.48 
,03 
1.23 
.74 
.48 


T. 


56 

1,60 

1.30 

,72 

,'26 
,38 
.46 
.36 
,79 
.17 
.48 

.'22 

.83 

2.26 


.02 


.01 


.37 


.04 
.94 
T. 
.08 
.25 
.92 
.46 
.05 
« 

.32 
.53 
.02 
.20 
.08 
.60 
.14 
.06 
.71 
.15 
.12 
T 


19 
24 
59 
13 
1.46 
1.  16 
* 

.18 
.5' 


1.47 
1.86 
1.76 
1,.5' 
.25 
.68 
2,27 
2  01 
1.67 


.18 
.63 

.68 

* 

1,48 

1.69 

49 

35 

55 

1.60 


.59 
.54 
.41 
1.95 
.47 
1.12 
1.29 
.70 


1.26 
1.42 
.64 
1.03 

1.27 
1.27 
1.13 

59 
1,61 
1.68 


.43 
.07 
.39 
.22 
.33 
.10 
.03 
,02 
,50 
1.12 
.77 
.60 
.03 
.03 
.10 
T 
.18 
T. 
.21 

!31 


.27 
.71 
.46 
.31 

2^81 


.06 
.14 
.04 

• 

.48 
.15 
1.22 
T 
.75 


2.07 

.90 

.96 

.70 

1.35 

1.28 

2.33 

30 


56 

2.08 

1.63 

.40 

.22 
.07 
.15 

1,25 
13 

1,40 


.12 
.42 
,68 
.45 
.32 
66 
.13 

i;82 

.41 
.82 
.53 


.47 


.35 


.45 
2.16 


66 
1.49 


,35 


.02 


.08 


1.21 
.95 


25 

1,66 

.75 


.02 


.05 


.11  ....    T. 


T 

1.29 
.22 
.18 

.80 
.02 
1,02 
.01 
.77 
.18 


T. 


.15 


T. 


1,15 
'.'46 
".05 


.15 


.06 


1.35 


28 


29 


1.46 


2.65 

1.54 

86 

2.37 

1.64 

.05 

• 

.81 
.52 


T. 

1.68 


.52 


.03 


.04 


.05 


T. 


2.42 


.06 
.43 
.02 

• 

1.68 
1.35 
96 
13 
04 
20 


.73 
.26 
.22 
.25 
.39 
.04 
1.33 
.03 
.12 


.21 
.22 
.38 
1.27 


80 


81 


T 

i.'93 


2,36 
* 

2!46 

80 
2,10 
1. 


60   .13 


1.23 

.79 
2. 52 
2,05 

2]38 
2.94 
56 
29 
1.87 
2.91 


.20 


.41 
T. 
.OJ 
.11 

• 

.90 
1.18 
3  43 

.'06 
.22 
.16 
.43 
1.87 
.62 
.06 
.31 
.04 
.46 


1.24 
.10 
T 


.02 


,30 


1.61 
56 

1.35 
.75 
.82 
.96 
.01 

.'2! 

3.18 

1.98 

1.60 

.74 

.84 

.05 

.03 

1.16 

.01 

.91 

i.'4i 


T. 


1,02 
02 


.80 


11  09 
8,25 
8.27 
6.85 
6.76 

\r>M 
7.70 

11.58 

10.04 


8.16 
6.87 
5.93 

12. 51 

10.28 
9.76 

13.  18 
8.99 

11.62 
6.45 


8.70 
7.47 
8,62 
6,29 

10.06 
7.46 

10.13 
7.50 


.38 

1.32 

.06 

.05 

.16 

.20 

09 

.01 

12    .65 


.36 


.13 
.39 
.02 
1.93 
T. 


6,37 

11.01 

9.03 

6.46 

7.24 

8.86 

9.33 

6.  .32 

10.23 

7.99 

«^ 

2  30 

3.38 

is.  hi 

4.12 

10,14 

6.08 

i'i 

4.77 

5.63 

4.64 

12.23 

7.99 

5.24 

11  75 

'4.' 83 

7,40 

10.05 

3.41 

4.27 

3.13 

3.01 

4.63 

3.39 

5,40 

4.21 

6.31 

7.59 

5,12 

4.95 

4.32 

3.89 

5.20 

3.86 

3.91 

2.63 

3.25 

3.71 

3.60 

Continued  on  page   52. 
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Daily  Precipitation  for  July  1945— Continued  from  page  51. 


Stations 


Counties 


Day  of  month 


West  Branch 
(continued) 
Williamsport  Apt.'-4E 

Williamsport^ 

Williamsport^,  4  SE. 

Juniata 

Altoona.  4.5  W 

Breezewoodi,  0.5  E.. . 

Buffalo  Mills^i 

Burnt  Cabinsi,  2  NE. 
East  Waterford^,  3E. 

Everett-.  0.5  SW 

Huntingdon  ^ 

Lewi?tovvn2,  2SW... 
Mapleton  Depot^..  .. 

Martinsburg' 

McConnell!>town^,4NW 
Neffs  Mills),  K  3.5  NE. 

New  Bloomfield 

Newport^ 

Saxton^,  1  VV 

Shade  Gap',  s.  0.5 SW. 

LWR  Sd.squekanna 

Arendtsville^ 

Bloserville,  1.5  N 

Carlisle 

Columbia 

Dauphin^,  3  N 

Ephrata 

Glen  Rock', 8 

Gordon  

Grantville,  2  SW 

Hanover^ ■■■■■■■., 

HarrisburgApt',^,3.5fe 

Uoltwood- 

Huntsdale^ 

Kirkwoodi,  5,  ISW.... 

Lancaster 

Lebanon^ 

Middletown',  1.5W.. 
Millersburgi,  f*.  2  E  .   .. 

Milroy'^  6  N 

Newburgl.3.5NW.... 

New  Park 

Pine  Grove^,  1.5  NE  . . 
Ringtown^.  1.5SW... 

Selinsgrove 

Shamokin- 

Shippensburg 

Sunbury2 

Williamstown^ 

Woodward',  2  NE 

York,  3SW 

York  Haven^     

Potomac  Basin 

Chambersburg\  1  SW, 

Gettysburg  ...  

Hewitt.  2  SW 

Hyndman^ 

McConnellsburg2 . .   . . 

Mercersburg2 

South  Mt.  San't'm2 . . . 
GULF  DRAINAGE 
Ohio  Jiimn 
Allegheny 

Aemetonia^ 

Aliens  Mill,';'.  5 

Blairsville2,  6NE 

Boswe^^6  NW 

Bradford.  1  W 

Brook ville',  1.5  SW.  .. 

Buck.'itown'.  5 

Clarion2,3SW 

Corry 

Coudersport 

Derry 

Donegal' 

Dunio'.  5,0.5  SW 

Ebensbure^ 

FordCity^4S 

Franklin^ 

GleDHazel2.  1  NE.  . . . 

Home'.  ^ 

Indiana 

Johnstown''',  0.5  W  — 

Kane',  IN 

Kregarl,4.5SE 

Lycippus,  1.5  E 

Marienville', ' 

MeadvilleS,  IS 

Mosgrove^ 

Parkers  Landing^. 

Pittsburgh  Cty  Of,  5.  ., 

Port  Allegany'- 

Punxsutawney2 


Lycoming... 
Lycoming.  . 
Lycoming  .. 


Blair 

Bedford 

Bedford.  . . . 

Pulton, 

Juniata 

Bedford  .  . . . 
Huntingdon 

MifHin 

Huntingdon 

Blair 

Huntingdon 
Huntingdon 

Perry  

Perry 

Bedford 

Huntingdon 


Adams 

Cumberland 
Cumberland 
Lancaster.. 
Dauphin.. . 
Lancaster.. 

York,  

Schuylkill  . 
Dauphin... 

York 

Dauphin... 

Lancaster.. 

Cumberland 

Lancaster.. 

Lancaster, . 

Lebanon... 

Dauphin... 

Dauphin... 

Mifflin 

Cumberland 

York 

Schuylkill. 
Schuylkill , 
Snyder .   . . 
N'umberland 
Cumberland 
N'umberland 
Dauphin. 
Centre.  . 
Y'ork  — 
Y'ork 


Franklin.. 

Adams 

Bedford..  . 
Bedford  . . . 

Fulton 

Franklin... 
Franklin... 


Allegheny,.. . 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Erie 

Potter 

W'moreland. 
W'moreland. 

Cambria 

Cambria 

Armstrong... 

Venango 

Elk 

Indiana 

Indiana 

Cambria 

McKean 

W'moreland. 
W'moreland. 

Forest 

Crawford 

Armstrong.. . 
Armstrong... 
Allegheny . . . 

McKean 

Jefferson 


.30 


.05 


L56 
T 


04 
2.10 


.22 


.04 


1.73 


.33 


.33 


.04 
1.20 


.26 


.09 
.21 
.2J 
,20 
.16 
.38 
.24 

'.27 

.4» 
.52 
.44 
.35 
.01 
.28 
.02 
.18 
.77 
.48 
.25 
.19 
.27 
.56 
.28 
.17 
T. 

.36 
.26 
.02 


.22 


53 


25 


9     10     11     12     13     14     15     16     17     18     19     20     21     22     23     24     26     26     27     28     29     30     31 


.55 


01 


.38 


.02 


08 


16 


08 


.02 


.93 


.35 


.10 


.09 


T. 


T, 


.02 


,83 


.01 


.23 


.22 


.02 


.05 


1.50 
02 


.46 

T 

.42 

3.55 

21 

2.56 

1.4 

1.47 

1.29 

1.10 

1.08 

1.24 

U 

95 

2.86 

1.04 

10 

68 


98 
2.60 


.03 


T. 


T. 


2.40 


1.60 
16 


.46 
.73 

2'io 
75 
29 

1.47 


,62 


.38 

• 

.22 
.42 
.98 
.01 
2.69 
1.25 


87 
1.19 
.16 
.37 
.45 
.22 
.39 


.26 

.71 

2.22 

1.74 

.45 

.32 

1.01 

1.00 

1.  .32 

,52 

.08 

.34 

L28 

40 

86 

1.77 

.43 

.43 

1.58 

.45 

.18 

.36 

.46 

1.48 

1.16 

L44 

.23 

L85 

1.62 


.14 

T 

.04 

i]44 

1.35 

04 


.28 
.27 
.21 

.'35 
T 

.03 
.35 

.38 
3.88 

.'70 
.2(7 


1.10 


2.85 


.78 
1.50 
.38 
.22 
.59 
T 

.61 


.02 


.03 
.39 
.30 
.69 
T 
.50 
1.08 
.70 
.65 
.  13 
.04 
.10 

.69 
.6(1 
.12 
1.20 
63 


16 
2.45 
1.78 


.02 


03 


.11 


.16 
.85 
.64 
.39 
..55 
1.15 
.06 
.52 
.16 
.07 
.23 
.07 
.40 
.69 
.13 
.15 


.36 

.72 
.19 
,65 
.89 
.40 
1.47 
1.61 


T. 


15 

OS 

03 

65 

44 

1.22 

1.02 

3.64 

2.57 

.49 

1.36 

70 

OS 

71 

140 

.57 

1.78 

.15 


1.30 
2,73 


21 

1.00 

.01 

.05 

2.43 

2.34 


T. 


.04 


.13 


.39 


.06 


.06 


.20 


.06 


,83 


.11 


01 


.60 


.57 


1.18 


21 
1.60 


03 
2.06 


1.03 


.05 


.07 


.02 

.02 
1.64 
.45 
,08 
.11 


.04 

.08 

1.04 

13 


.60 


1.65 


,04 
.30 
,33 
,37 

2.' 26 


03 


.02 


.01 


.05 


.68 


62 


2.18 


.29 


.44 

.'■76 
1.53 


1.61 
32 


.28 


32 
2.38 
.14 
.02 
.05 
.24 
.01 


1.25 
32 


.53 

^40 
.65 
.30 
.13 
.16 

2!66 


70 
1.07 

I'OS 
03 
05 


31 
2.25 


.75 
T 
.63 
1.20 

J2 
.42 


T, 


.53 
1.39 


.07 
.32 
.18 
T 
T 
'1' 
.33 
2.32 
.2 
.01 
.10 

.'62 
.28 

f 
.14 

2.17 


.50 


.02 
L20 
.31 

.24 
.17 
.16 
.02 
.23 
.29 
.25 
.65 
1.05 

.'6i 

.47 
.37 

.11 

;69 

1.38 
.21 
1.38 


T 

2.37 
2.29 


.52 
.16 
.48 
.06 

1.20 
.86 
.58 

1.07 
.31 
.12 
.79 
.17 
.59 

2,25 

1.08 
21 


23 
38 
04 
13 
1.01 
.09 

'.m 
.12 
.45 
.02 
.21 
.20 

.'i7 

,44 
.15 
.02 


.43 
2.00 
.13 
.83 
1.36 
.02 
.23 
.18 


1.88 
.01 

.'73 
.0 

.'92 
.21 

1.42 
.46 

1.62 
.44 
.04 
.84 
.83 
.Si 

4.27 

'93 
.45 


.39 


.85 


T. 


.54 
.42 

.'76 
.01 
,31 
.02 
.15 
.01 
.42 
.06 
.74 
.06 
.28 
.11 
1.50 


.22 


.95 
.02 
2.09 
.10 
T, 
.14 
.04 


.73 
.41 
T. 
,08 
.13 
.23 
1.10 

"56 
.09 
.07 
.50 
.84 
T. 


17 
1.34 
1.29 


.20 

.28 
.16 
2.18 
86 
22 


3.31 
.3.48 
3.77 


4.63 
4.68 
4.38 
4.54 
3.74 
5.28 
2,66 
3.  18 
2,33 
4.27 
4,97 
3.  39 
7.42 
6,72 
2.98 
6.59 


3.59 
6,15 
4,77 

11.53 
4.52 
8.27 
7.93 

11.03 

10,33 
9.85 
8.52 
7.77 

$6.60 

10.49 
9,66 

10.19 
9.92 

$5.76 


3.72 
11.82 
11.51 


6.41 
$6. 75 
2.76 
5.30 
9. 90 
3.14 
9.44 
9.33 


3.54 
4.73 
6.70 
6  01 
3.13 
2.47 
2.56 


3.41 
5  39 
3.80 
7.00 
6.44 
3.78 
5.19 
2.69 
2.42 
6.87 
3  33 
7.22 
6.06 
6.50 
2.37 
4.83 
9.84 
$3.96 
$3.06 
7.49 
7.03 
7.19 
3.31 
$7.04 
3.52 
3.28 
2.83 
2.66 
6.31 
5  96 


Continued  on  page  63. 
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Daily  Precipitation  for  July 

1946- 

Continued  from  page  62 

Counties 

Day  of  month 

1 

stations 

I 

2 

3 

4 

5 

6 

7 

8     9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

'20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

.\l,l.K(iHKNY 

(continued) 
inmioyville^i.SSE... 
RidgwayS 

Armstrong.. . 

Elk 

Indiana 

W'nionlaud. 
Warren 

.08 

.33 

'.'ii 

.16 

.06 
01 
T. 
.09 
.'29 

.49 

.24 
.61 
.24 

.01 

.32 

.01 
.13 

'.'36 
.04 

.10.. 
.02    . 

..    .66 
23    .10 
..    T. 

02  '.'ii 

T. 
.11 
T 

'!i8 

.01 

'.'14 

•2.' 44 

1.07 
2.33 
.'29 
1.^28 
1.43 

.37 
.48 
.30 
.43 

.01 

T. 
.02 

T. 

'.'06 
.14 
.37 

T. 
.30 
.02 
.23 

'.'24 

'.'08 
T. 

:^i9 

.12 

';i2 

■.'46 

".06 

,'65 
1.12 
.11 
.07 
.04 
.17 
T. 
,19 
.02 

T. 
T. 
.29 

'.'46 
.26 

.01 
.03 
.08 
.41 

'.'65 
.36 

.21 

.25 

'.'62 
.03 
.31 
.10 

i.''24 
.02 

.05 

'.'67 
.'38 

','ii 

.04 

.08 

'.'08 
.13 

']64 
.07 

'.'6-2 
.02 

't'.' 

".bk 

.41 

.74 

'.'55 
.05 

... 

..50 
.70 
T. 

'.'13 
.51 
.80 
.30 
.14 
.16 
.33 

'!'20 

'!i2 
.11 

'.'is 

.05 
.16 
.02 
.18 
■2.00 
.40 
.46 

.68 
,84 
.30 

'■." 

'.'i2 

.05 

'.'67 
.01 

1.19 
.92 
.39 
.46 
.34 
.53 
.56 
.05 
.45 
.40 
.50 
.31 
23 
.80 

1. 00 

.16 

'.'08 
.49 

■:88 

'[55 

.19 

.07 

'.'i4 

'.'is 

'.'io 
.10 

2. 29 
.49 
.04 
.64 

.04 
.40 
.0! 

i.'07 
.17 
.02 
T. 

'.'62 
.74 
..52 

1.01 

.08 
1.04 
.39 
.05 
.07 
.28 

'!5i 

'.'■29 

'."67 
.03 
T. 

4.07 
6.63 
3.03 

Seward- 

Shomeldi.5,  6\V 

Sniothport'.-\  1  S\V  ... 

Strongstown'.''^ 

Tionesta-.  1.5SE 

Titu>viHe.  2S. 

Union  City'.* 

Vaudergrift ' 

4.64 
6.64 

.77 

T. 

.24 

.18 

.43 

.'20 

.18 

T. 
.06 
1.12 
.52 
.74 
.62 

i.'oo 

.20 
1.00 
.38 
.36 
.51 
1.18 
.97 

T. 

.38 
.09 
.40 
.■26 
.22 
.28 
.15 

.  12 

.02 
.10 
.02 
.01 

'.'•22 

.30 

'.'■26 
.07 

.04    . 

OS    ".'.'. 
11    .04 
.      .03 

Vi    ".'.'. 

..    .07 

T. 

.47 

.09 
.•20 

'.'6'7 
.22 
.16 

.15 

'.'69 
.06 
.06 
.14 
.32 

'iio 

.64 
T. 
.24 

1.06 
.20 

■  '*■ 

'!i3 
.'61 

.03 

'.'69 
'.'46 

T. 

.23 

.09 

.14 
2.10 
1.30 
.05 
.'28 
1.96 
2.52 

.87 
.28 
.02 
.61 
.14 
.12 
.58 
.23 
.10 
.06 
.11 
.62 
.61 
.14 
.22 

.67 

.64 
1.03 

.69 
1.35 

.26 
1.96 
2.45 

.13 
.63 
1.30 
.25 
.05 

1.57 
.06 
.17 

.05 
.10 
.06 

■.'65 
.69 

.21 

'.'ii 

.14 

T. 

.02 

.08 

.03 

.08 

.04 

']6i 

.03 
.03 

.18 

'.'6i 

'.02 

'.'6i 
.01 

.17 

't.' 

.32 

.06 

.12 

".bb 
.•22 
.05 
.47 
.16 
.08 
.08 
.06 
.'21 
.16 
.32 
■  •26 
.14 

T. 

8.96 

Forest 

Crawford  — 
Erie 

.16 

.5r. 

3.81 
3.06 

".i,6 

•2.60 

W'moreland. 

Warren 

Warren 

Somer.set.  ... 

Fayette 

Washington.. 

T. 

.12 

.Ul 

.'69 .'. 

'.'06.. 
'.'is '.'. 

3.49 

4.75 

$4.72 

M()NON(iAHELA 

t;outiueuce2,  l.S  NW... 

ConnellsvilleS 

Douora' 

Greensboro^ 

Greensburg,2S 

Irwin 

Meyersdale^ 

Murrysyille//  '.'■" 

Newell" 

Pittsburgh  Arpt.//  ',•''.. 
Rices  LaudinR- 

.37 
.50 

'!49 
'.'•24 

••• 

.47 
.06 

'.'si 
.■46 

'.'ig 

4.39 
4.40 
2.90 
4.16 

W'moreland. 
W'moreland. 

Somerset 

W'moreland. 

T. 

.02 

2.09 

'.'ie 
.... 

T. 
'.'37 

'.'64 
.86 

'.'6i 

i!44 

2.83 
4.18 
2.51 

.20 
'.'33 

'.'6' 

".Of 

21.60 

.20 

'!6'7 !! 

'.'.  't.' 

;'  '.'67 

.05 
.13 

'.'i'; 

.53 
.11 

.04 

.09 

T. 

.11 

T. 

.44 

.30 

'.'6i 

.35 
.18 
.03 

.60 
T. 

.48 

".b2 
.09 

2.25 

Allegheny . . . 

Greene 

Somerset 

Somerset 

Fayette 

Greene 

Beaver 

.01 
.01 

.10 

'.'63 
T, 

T. 
'.'21 

'.'49 
'.'89 

.75 
1.15 

1.'45 

■r. 

'2.74 
4.43 
3.56 

Springs".  1  S\V 

7.46 

06 

5. '24 

Uuiontown 

Waynesburg 

Beaver 

.09 

3.06 

.28 
.03 

.08 

T. 

't'.'  '. 

.01    . 
.01  .. 

]:  '.'61 
.  .02 

06   .02 

..  .01 

02  T. 

04   T. 

03  T. 

T. 
T. 

T, 

'.'06 

T. 

.26 

2.14 

.15 

".is 

T.' 

.05 

.18 
.05 
.  12 
.19 
.12 
.11 

2.86 

P.jrron2 

Mercer 

Mercer 

Mercer 

Mercer 

Lawrence... . 
Crawford 

Washington  . 
Allegheny  .. . 

Beaver 

Allegheny  . . . 
Washington  . 

.12 
.84 
.45 
.04 
.05 
.68 

.06 
.05 
.14 
.03 

T. 

.03 

.14 

.03 

.11 

T. 

.06 

.11 
,•24 
.03 
.06 
.02 

.04 

".'08 

'.'io 

.04 

'.'08 
.26 
T. 

.01 

'.'05 

i'.ib 

T.' 
'.'65 

.■20 

'.'io 

1.62 

.07 
'.'64 

.10 
.06 
.15 

.30 

'.'49 
.•20 

3.00 

Jamestown^.  2  NW 

Mercer  Arpt.  1,2.6  NE.. 

Newcastle,  1.5  N 

Pennline.2,  IS 

Ohio 

.34 

T. 
.02 

6K 

■r'.' 

.01 

4.63 
1.62 
3.79 

.12 

.05 

".6i 

.07 

.06 

'.'62 
.01 
.77 
.06 

.09 
.06 

.03 

.32 
.42 

T. 

.99 
.42 
.43 
.06 
.67 

3.65 

.02 

'.'79 

.34 

.■27 

3.02 

Coraopolis2,  IE 

.06!   -^1 
021     ^f^ 

'.'64 
.01 

.6i  . 

v.    T. 

.02 
.23 
.•20 

■.■62 

i.'oo 

.82 

'.'6i 
.22 

2.99 
3.11 

.42 

.78 

« 

.21 
.21 

.12 

.43 
08 

ii.'57 
!  1.^22 

.04 

.24 
.45 

T. 
.04 

'.'ii 

.25 
.30 

4.27 

Washington'.  ■'' 

LAKE    DRAINAGE 

.28 
T. 

.85 

3.65 

.11 .. 

03  '.'27 
..    .  11 

.02 
.33 

"m 

.Oi 

2.13 

Eriei.5 

Erie 

.03 

T. 
.14 

i.'^25 

.06 
.08 

.01 
1.13 

T. 

T. 

.'26 

2.69 

.03 

.06 

$5.64 

[See  page  56  for  explanation  of  reference  marks. 1 


Daily  Evaporation( inches)  and  Wind  Movement  (miles) 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

•20 

■21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Total 

H-leyMS (r^rrrm'eni 

.'247 
30 

.  282 
62 

.096 
26 

.193 

42 

.221 
97 

.090 
91 

.159 

47 

.•259 

84 

.179 
68 

.118 
113 

.160 
95 

.  ^226 
65 

.■241 
134 

.385 
56 

.164 
100 

.157 
76 

.102 
31 

.lo5 
11 

.367 
4 

.074 
26 

.136 
43 

.304 
42 

17 

.053 
22 

.168 
51 

.132 

15 

.140 
65 

.190 

29 

.026 
12 

.079 
15 

.143 
23 

4.176 
1592 

Jamestown2 .  .2  N W  {  ^-^^rofemeni 

.■236 
30 

.190 
32 

.362 
20 

.114 
14 

.294 
32 

.256 
45 

.250 
14 

.•204 
34 

.142 
15 

.176 

47 

.•231 
34 

.237 
42 

.•245 
23 

.172 
37 

.030 
15 

.146 
39 

.•248 
43 

.082 
29 

.192 
25 

.190 
21 

.230 
21 

.174 
18 

.136 
10 

.142 
6 

.■200 
26 

.308 
20 

.212 
27 

.'210 
17 

.058 
12 

.154 
17 

.152 
27 

5.972 
792 

NeffsMills•^3.5NE.(|-P"-tem'em 

.3^28 
9 

.•270 
18 

.080 
19 

.264 
8 

.128 
20 

* 

* 

.255 
29 

.328 
12 

.'204 
15 

.244 
5 

.222 
33 

.238 
39 

.206 
4 

.182 
33 

.046 
23 

.212 
13 

.108 
16 

.006 

1 

.106 

1 

.148 
10 

.118 
2 

.236 
2 

.066 
1 

.086 
4 

.148 

1 

.132 

1 

.238 
19 

.118 
21 

.092 
2 

.090 

1 

.138 
6 

4.516 
368 

Italics  mean  minus  quantity. 


[See  page  56  for  explanation  of  other  references.] 


54 

CLIMATOLOGICAL  DATA: 

PENNSYLVANIA  SECTION 

• 

July 

1945 

Daily  Temperatures  for  July  1945 

Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

U 

12 
1 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

30 

31 

Mean 

Albion^           

/Maximum.. 

\  Minimum.. 

84 
69 

75 
59 

73 
BO 

83 
iP 

87 
55 

80 
63 

81 
54 

83 
57 

85 
61 

75 
62 

67 
47 

80 

45 

84 
bo 

72 
61 

76 
59 

74 
55 

77 
48 

78 
60 

83 
60 

86 
56 

91 
56 

84 

82 

87 
63 

91 

65 

86 
63 

84 
56 

80 
63 

79 
57 

87 
61 

82 
68 

81.2 

j\.i  uiyjn 

66:     65 

^5>*.  2 

AllentowiJ  Arpt.i-4  NE. 

./  Maximum.. 

95 

89 

80 

83 

80 

87 

86 

87 

86 

86 

74 

79 

82 

79 

74 

80 

75 

80 

81 

89 

90 

80     81 

87 

81 

92 

79 

72 

87 

83 

70 

82.4 

\  Minimum.. 

71 

64 

58 

53 

63 

65 

69 

58 

63 

61 

55 

48 

69 

64 

67 

63 

64 

67 

67 

69 

65 

67'     67 

68 

68 

70 

66 

65 

66 

66 

65 

63.6 

AlloTitown  /         

(  Maximum.. 
V  Minimum.. 

95 

71 

88 
74 

78 
60 

83 
52 

81 
68 

86 
67 

84 
59 

87 
59 

86 
63 

85 
65 

73 
56 

78 
49 

83 
53 

80 
63 

75 
66 

79 
63 

76 
64 

80 
65 

80 
68 

86 
69 

88 
66 

81      82 
67     68 

83 
68 

81 
69 

92 

70 

78 
68 

72 
65 

85 
66 

81 
69 

71 
65 

81.8 

J\  1  lUU  Ij'J  VYl-l'-    ...•-■    ....- 

64.0 

Altoona-4.5  W 

.  /  .Maximum.. 
\  Minimum.. 

90 

85 

75 

81 

80 

82 

81 

85 

80 

80 

75 

70 

82 

81 

78 

70 

71 

76 

83 

80 

87 

83      82 

85 

91 

92 

86 

77 

78 

80 

79 

81  0 

67 

59 

54 

48 

61 

60 

83 

57 

56 

63 

45 

41 

52 

58 

63 

57 

53 

63 

60 

65 

66 

64i     62 

63 

63 

66 

65 

67 

65 

63 

68 

.59.6 

AreiAdtsville** 

(  Maximum.. 
\  Minimum. 

96 

89 

82 

84 

80 

87 

85 

89 

84 

87 

77 

81 

84 

84 

77 

76 

70 

79 

86 

88 

91 

83 

81 

83 

88 

93 

76 

72 

82 

78 

82 

83.0 

69 

65 

55 

52 

62 

63 

60 

60 

60 

64 

58 

45 

53 

59 

67 

66 

63 

63 

67 

70 

68 

64 

63 

70 

67 

70 

70 

66 

68 

69 

68 

63.0 

Berwick/ 

.  /  Maximum.. 

V  Minimum.. 

.... 

RptlllphpTTl  ^        

.  /  Maximum.. 
\  Minimum.. 

96 

72 

90 
64 

77 
59 

81 
54 

76 
64 

86 
67 

83 
60 

87 
61 

90 

64 

84 
62 

73 
66 

77 
49 

84 
58 

78 
68 

71 
63 

80 
63 

73 
64 

78 
66 

78 
68 

87 
69 

88 
67 

79 
66 

78 
67 

82 
67 

80 
68 

91 

70 

76 
67 

69 
64 

84 
66 

80 
66 

68 
64 

80.8 

IjoUlll-tliidJi      ......••..•• 

64.0 

Bradford-4  W 

.  (  .Maximum.. 
\  Minimum .. 

85 

86 

72 

80 

84 

84 

.'' 

80 

82 

69 

67 

75 

80 

82 

71 

72 

73 

76 

82 

83 

84 

84 

83 
83 

86 

86 

86 

81 

79 

80 

79 

84 

79.7 

BrookvillBl 

.  /  Maximum.. 
\  Minimum.. 

■-87 

"69 

"74 

"82 

"83 

"si 

"79 

82 

86 

"73 

"67 

"79 

'  85 

"79 

"74 

"75 

"7! 

"80 

86 

"87 

"87 

"82 

"96 

"86 

"88 

"85 

"74 

"83 

"86 

"84 

80.9 

66 

57 

50 

47 

62 

59 

54 

55 

56 

52 

43 

37 

49 

59 

60 

53 

47 

63 

56 

60 

68 

67!     63 

60 

62 

60 

60 

68 

64 

61 

65 

bl.'l 

Burnt  Cabinsi-2  NE  . . . 

.  /  Maximum.. 
\  Minimum.. 

96 

80 

79 

83 

80 

88 

86 

92 

86 

88 

74 

78 

86 

85 

83 

76 

71 

81 

86 

90 

92 

84 

86 

86 

94 

98 

82 

70 

84 

85 

86 

84.3 

67 

59 

53 

48 

64 

60 

56 

56 

59 

60 

49 

41 

56 

62 

63 

55 

56 

64 

66 

64 

64 

64 

66 

67 

68 

69 

68 

68 

69 

68 

64 

61.0 

Butler 

.  (  Maximum.. 
\  Minimum.. 

90 

86 

71 

87 

86 

87 

84 

87 

87 

90 

79 

79 

88 

89 

80 

80 

77 

80 

82 

87 

91 

91 

93 

89 

91 

94 

91 

89 

88 

87 

87 

86.0 

62 

62 

52 

50 

49 

68 

58 

58 

58 

67 

4« 

38 

40 

42 

59 

58 

51 

63 

.57 

61 

60 

63 

66 

64 

62 

65 

64 

70 

66 

63 

65 

58.3 

CantonZ-l  NW 

.  (  Maximum.. 
\  Minimum.. 

88 

70 

74 

77 

81 

81 

80 

82 

80 

79 

68 

74 

78 

76 

80 

68 

fii 

72 

78 

82 

80 

79 

84 

83 

86 

82 

84 

79 

80 

82 

78 

578.4 

68 

63 

53 

51 

68 

65 

55 

53 

57 

63 

43 

43 

47 

60 

64 

65 

63 

56 

61 

61) 

61 

64 

63 

65 

66 

66 

57 

63 

62 

59 

63 

$.58.6 

Pnrlislfl                  

.  /  Maximum.. 
»  Minimum.. 

96 
67 

92 
64 

80 
57 

82 
49 

80 
62 

87 
66 

85 
57 

89 
60 

87 
61 

80 
55 

88 
66 

81 
45 

84 
60 

85 
60 

78 
68 

78 
57 

73 
61 

80 
65 

85 
65 

88 
65 

88 
65 

84 
65 

82 
67 

83 
70 

87 
67 

92 
70 

81 
67 

73 
67 

80 
68 

80 

67 

79 

68 

83.5 

vjttlli&io ......■■••■ 

62.9 

Chambersburg^-l  SW.  . 

.  /  Maximum.. 

97 

87 

83 

85 

79 

89 

87 

91 

87 

89 

78 

81 

87 

88 

80 

78 

73 

81 

86 

89 

92 

84 

84 

88 

92 

96 

76 

72 

82 

85 

86 

84.9 

\  Minimum.. 

68 

63 

55 

52 

62 

67 

59 

57 

61 

64 

55 

44 

55 

69 

63 

57 

60 

65 

67 

65 

66 

66 

67 

69 

66 

70 

69 

68 

68 

66 

65 

62.5 

riMrinn<S-3  SW    

.  (  Maximum.. 
\  Minimum.. 

88 
65 

75 
59 

76 
51 

86 
49 

86 
59 

82 
63 

81 
53 

84 
53 

87 
62 

88 
62 

83 
41 

83 
40 

86 
48 

81 

68 

78 
62 

78 
56 

76 

48 

84 
59 

85 
56 

88 
60 

89 
66 

84 

87 

91 

61 

86 
63 

89 
61 

86 
69 

77 
65 

86 
64 

88 
62 

83 
64 

83.9 

l^yldlUJil        iJ    KJ  ' »      ,...■•■ 

651     65 

58.0 

Claysville/ 

.  (  Maximum.. 
\  Minimum.. 

86 

70 

75 

83 

82 

83 

80 

85 

88 

78 

72 

80 

86 

79 

77 

69 

73 

80 

88 

88 

92 

86      86 

91 

89 

91 

86 

76 

82 

87 

86 

82.4 

68 

61 

47 

49 

63 

66 

61 

54 

57 

63 

44 

42 

48 

56 

63 

56 

62 

57 

56 

56 

56 

57     60 

58 

69 

64 

63 

66 

66 

64 

65 

.57.6 

Coalport/ 

.  1  Maximum.. 
\  Minimum.. 

w 

"66 

67 

■55 

"45 

"45 

"62 

"54 

"55 

"50 

56 

"56 

"38 

"37 

"52 

"59 

.... 
55 

"56 

50 

"59 

"60 

"60 

"62!     65 

"60 

"62 

"62 

62 

61 

"66 

"64 

"63 

56.  5 

CoatesvilleB 

.  /  Maximum.. 
\  Minimum.. 

98 

94 

80 

86 

87 

87 

86 

90 

90 

89 

74 

81 

85 

83 

78 

82 

77 

79 

82 

91 

89 

89|     87 

88 

85 

95 

81 

76 

85 

78 

72 

84.6 

80 

66 

64 

54 

67 

68 

65 

70 

62 

66 

59 

48 

59 

63 

68 

63 

63 

67 

70 

71 

71 

70 

69 

68 

68 

70 

67 

65 

68 

70 

66 

66.0 

r'nliiiTihia,       

.  1  Maximum.. 

\  Minimum.. 

98 
70 

90 
68 

82 
60 

85 
54 

88 
66 

87 
69 

88 
62 

91 
59 

88 
62 

92 

68 

80 
58 

79 

48 

85 
59 

83 
61 

76 

68 

78 
62 

74 
63 

79 
65 

83 
66 

90 
67 

92 
62 

86 
67 

86 
68 

87 
69 

88 
68 

95 
71 

84 
68 

78 
67 

82 
69 

80 
68 

75 
68 

84.8 

VytJi  UlII  UiCIi.   ..••••  ..-•- 

64.6 

Corry 

.  (  Maximum.. 
\  Minimum.. 

88 

78 

72 

81 

85 

82 

79 

Si 

«4 

7S 

66 

78 

8n 

75 

72 

75 

75 

80 

83 

85 

87 

83 

86 

89 

90 

85 

84 

77 

80 

87 

81 

$80.8 

66 

59 

44 

42 

52 

63 

47 

55 

60 

68 

U6 

io 

50 

61 

61 

55 

is 

58 

67 

55 

54 

65 

61 

61 

59 

64 

52 

65 

60 

57 

62 

$56.0 

Coudersport 

.  /  Maximum.. 
\  Minimum. . 

88 

79 

72 

80 

83 

83 

79 

80 

82 

79 

70 

75 

82 

80 

76 

73 

73 

73 

82 

82 

86 

83 

83 

85 

87 

85 

82 

79 

82 

81 

79 

80.0 

63 

58 

49 

44 

44 

57 

49 

48 

61 

61 

38 

33 

45 

52 

60 

52 

47 

69 

57 

61 

62 

61 

61 

60 

61 

62 

52 

57 

59 

55 

60 

53.8 

Curwensville'-6  NW  . . . 

.  /  Maximum.. 
\  Minimum.. 

88 

68 

71 

77 

79 

77 

75 

80 

80 

71 

65 

74 

79 

79 

72 

70 

68 

76 

78 

81 

82 

77 

78 

84 

84 

84 

80 

70 

77 

80 

80 

76.7 

64 

54 

51 

49 

61 

55 

50 

56 

56 

47 

42 

40 

52 

68 

55 

54 

63 

59 

59 

62 

63 

63 

61 

61 

64 

62 

62 

62 

61 

62 

63 

56.8 

l>erry 

.  (  Maximum.. 
V  .Minimum.. 

88 

84 

75 

87 

85 

83 

82 

86 

91 

90 

73 

84 

90 

85 

77 

72 

72 

80 

90 

86 

91 

86 

85 

90 

91 

89 

87 

82 

78 

84 

84 

84.1 

69 

61 

55 

51 

68 

69 

55 

62 

60 

63 

49 

41 

59 

70 

66 

57 

53 

63 

61 

62 

60 

70 

65 

62 

66 

67 

65 

67 

67 

64 

70 

61.8 

Donega.l  * 

.  (  Maximum.. 
\  Minimum.. 

85 

71 

74 

84 

78 

80 

78 

82 

87 

77 

68 

78 

84 

91 

76 

68 

72 

78 

86 

86 

89 

82 

88 

86 

87 

86 

83 

76 

78 

86 

83 

80.9 

66 

57 

51 

49 

58 

62 

50 

54 

54 

52 

47 

36 

52 

58 

60 

53 

49 

58 

54 

57 

55 

61 

59 

65 

63 

63 

64 

67 

63 

59 

61 

56.7 

Donora^ 

.  /  Maximum.. 
\  Minimum.. 

90 

73 

77 

88 

82 

88 

84 

88 

93 

82 

74 

84 

90 

86 

81 

73 

78 

80 

92 

92 

92 

88 

90 

93 

91 

94 

90 

79 

82 

91 

89 

85.6 

72 

63 

55 

57 

69 

70 

59 

64 

64 

61 

53 

49 

59 

69 

68 

59 

60 

66 

61 

66 

64 

70 

66 

66 

69 

71 

69 

70 

69 

69 

71 

64.4 

Eagles  Mere/ 

.  (  Maximum.. 
\  Minimum.. 

85 

75 

75 

76 

77 

80 

81 

80 

82 

77 

74 

77 

79 

74 

75 

64 

65 

74 

80 

84 

84 

78 

79 

79 

80 

85 

80 

84 

75 

73 

74 

77.6 

67 

65 

53 

53 

55 

62 

55 

55 

55 

62 

44 

44 

46 

66 

60 

55 

54 

56 

63 

62 

63 

63|     62 

62 

64 

66 

.59 

59 

61 

61 

60 

58.1 

East  \Vaterford6-3  E  . . . 

,  (  Maximum.. 
\  Minimum.. 

87 

79 

74 

75 

71 

79 

76 

82 

'6 

77 

69 

74 

77 

75 

72 

68 

64 

71 

75 

80 

85 

77!     74 

76 

80 

86 

74 

68 

77 

75 

73 

75.7 

72 

59 

55 

59 

63 

64 

60 

63 

63 

64 

49 

52 

67 

62 

61 

55 

56 

60 

62 

66 

65 

65     62 

66 

67 

65 

63 

61 

64 

65 

64 

61.5 

Ebeusburg/ 

.  /  Maximum.. 

86 

63 

70 

78 

78 

76 

75 

80 

85 

74 

65 

76 

82 

80 

79 

70 

65 

78 

81 

80 

85 

79     80 

86 

86 

84 

79 

74 

78 

82 

80 

77.8 

\  Minimum.. 

66 

63 

53 

47 

61 

62 

50 

53 

55 

56 

45 

38 

43 

60 

61 

54 

51 

51 

68 

61 

58 

60     59 

59 

65 

64 

61 

63 

64 

61 

62 

56.9 

EmporiuDi  /-I  E 

.  (  Maximum.. 
\  Minimum.. 

92 
67 

70 
66 

77 
51 

83 
49 

85 
59 

83 
61 

82 
56 

85 
56 

86 

57 

79 
58 

76 
41 

81 
41 

75 
50 

86 
57 

77 
65 

76 

58 

71 
47 

82 
48 

84 
60 

88 
65 

9U 
57 

81     85 

87 
64 

88 
65 

85 
66 

84 
56 

71 
62 

86 
64 

85 
62 

84 
64 

82.1 

58 

63 

57.7 

Ephrata 

.  (  Maximum.. 
\  Minimum .. 

97 

95 

SO 

83 

86 

87 

86 

89 

87 

88 

84 

80 

84 

81 

73 

76 

75 

77 

80 

88 

90 

88 

86 

83 

84 

94 

81 

75 

82 

80 

77 

83.7 

73 

70 

60 

65 

67 

68 

63 

60 

63 

66 

58 

48 

58 

65 

69 

62 

64 

67 

66 

70 

68 

67 

68 

69 

69 

74 

67 

67 

69 

69 

67 

66.4 

Eriei 

.  I  Maximum.. 
\  Minimum.. 

79 

73 

71 

80 

84 

77 

78 

80 

85 

74 

66 

78 

79 

76 

71 

73 

75 

76 

80 

84 

86 

81 

81 

84 

90 

80 

77 

80 

75 

82 

85 

78.7 

71 

61 

59 

58 

64 

63 

62 

64 

67 

57 

53 

54 

67 

64 

60 

59 

56 

65 

65 

6ft 

68 

69 

70 

78 

74 

70 

67 

69 

69 

66 

72 

64.7 

Everett'-O.S  SW 

.  (  Maximum.. 
\  Minimum,. 

94 

78 

78 

83 

82 

85 

83 

90 

85 

86 

73 

76 

83 

85 

82 

77 

68 

79 

84 

84 

90 

82i     85 

88 

91 

94 

83 

73 

83 

85 

84 

83.0 

69 

58 

52 

49 

61 

60 

56 

54 

57 

54 

47 

41 

53 

58 

59 

56 

54 

62 

63 

65 

65 

65]     66 

65 

65 

67 

68 

68 

68 

65 

66 

59.8 

Farrell 

.  (  Maximum.. 
\  Minimum.. 

94 

89 

80 

90 

92 

92 

85 

88 

92 

91 

78 

86 

94 

92 

76 

77 

84 

83 

88 

91 

96 

94'     89 

93 

97 

92 

92 

91 

88 

89 

87 

88.7 

72 

66 

55 

54 

63 

69 

57 

65 

68 

72 

51 

47 

55 

66 

64 

61 

56 

66 

63 

63 

64 

72;     69 

68 

69 

72 

68 

72 

67 

65 

71 

64.2 

Ford  City /-4S 

.  /  Maximum.. 
\  Minimum.  . 

88 

70 

75 

84 

84 

82 

82 

86 

90 

78 

71 

81 

86 

81 

79 

76 

74 

81 

85 

88 

94 

83!     86 

90 

91 

89 

85 

78 

83 

85 

82 

82.8 

68 

63 

53 

50 

55 

66 

53 

58 

58 

60 

46 

40 

46 

.55 

65 

58 

62 

56 

69 

59 

61 

63i    63 

61 

63 

64 

63 

69 

65 

63 

65 

.58.7 

Franklin/ 

,  (  Maximum.. 
\  .Minimum.. 

87 

75 

75 

82 

84 

81 

79 

83 

85 

72 

69 

79 

85 

77 

75 

77 

79 

SO 

86 

89 

88 

86'    88 

90 

89 

89 

85 

78 

86 

85 

«i 

$82 . 1 

67 

63 

52 

50 

52 

61 

51 

52 

57 

61 

45 

41 

43 

49 

60 

58 

50 

51 

60 

60 

59 

60!     66 

66 

64 

64 

63 

64 

64 

63 

63 

57.4 

Fredericksville-1  S 

.  /  Maximum.. 
\  Minimum.. 

90 

88 

76 

80 

81 

83 

82 

84 

83 

83 

72 

76 

79 

76 

71 

75 

73 

72 

78 

84 

86 

82      82 

81 

78 

89 

74 

69 

82 

78 

73 

79.4 

67 

64 

56 

48 

57 

66 

54 

52 

56 

61 

50 

42 

.50 

65 

67 

60 

60 

66 

65 

68 

64 

62      65 

66 

63 

67 

65 

63 

65 

65 

63 

60.4 

Freeland 

.  /  Maximum.. 
\  Minimum .. 

87 

82 

72 

76 

75 

70 

78 

80 

80 

79 

73 

72 

75 

73 

69 

68 

65 

71 

75 

80 

83 

80      77 

78 

78 

85 

78 

70 

79 

78 

69 

76.0 

67 

60 

55 

66 

61 

58 

57 

59 

62 

62 

46 

48 

56 

57 

64 

57 

56 

63 

60 

64 

61 

65      62 

63 

66 

69 

63 

59 

62 

62 

60 

60.3 

George  School^ 

.  (  Maximum.. 
\  Minimum.. 

96 

91 

79 

83 

84 

85 

85 

87 

86 

87 

74 

78 

83 

81 

79 

80 

76 

80 

80 

85 

88 

86,     81 

80 

83 

90 

76 

74 

81 

78 

73 

82.2 

74 

67 

61 

55 

63 

69 

62 

59 

63 

66 

57 

48 

66 

63 

69 

66 

67 

68 

69 

70 

69 

67      67 

66 

65 

70 

69 

67 

66 

69 

66 

64.9 

Gettysburg 

.  /  Maximum.. 
\  Minimum.. 

95 

93 

80 

82 

80 

87 

85 

88 

85 

88 

84 

77 

81 

82 

76 

76 

74 

77 

79 

84 

86 

%T    79 

81 

86 

90 

86 

73 

76 

78 

81 

82  5 

71 

66 

60 

55 

61 

68 

64 

61 

63 

67 

60 

48 

59 

62 

69 

61 

62 

65 

67 

70 

69 

67  i     69 

72 

70 

75 

69 

69 

69 

69 

70 

65.4 

Gordon 

.  (  Maximum.. 
\  Minimum .. 

92 

91 

75 

81 

78 

84 

82 

88 

84 

82 

82 

78 

78 

80 

75 

73 

71 

75 

77 

86 

86 

84i     82 

82 

83 

89 

89 

74 

82 

81 

79 

81.4 

68 

67 

52 

46 

61 

66 

56 

62 

59 

62 

48 

40 

53 

52 

68 

66 

66 

64 

63 

69 

60 

66i     63 

67 

65 

70 

65 

63 

65 

61 

63 

61.2 

Greensburg-2  S 

.  /  Maximum.. 
\  Minimum.. 

90 

8!i 

76 

84 

83 

82 

81 

85 

89 

87 

75 

81 

87 

85 

79 

72 

76 

79 

89 

87 

91 

87 1     86 

89 

90 

90 

86 

81 

86 

86 

86 

84.2 

66 

61 

48 

47 

59 

65 

50 

52 

55 

68 

46 

37 

48 

56 

66 

58 

50 

62 

54 

57 

58 

65!     61 

59 

74 

62 

63 

68 

67 

61 

64 

58.3 

Hanover/. 

.  (  Maximum.. 
\  Minimum.. 

96 

88 

78 

82 

82 

87 

87 

88 

84 

87 

79 

78 

83 

81 

76 

77 

71 

79 

81 

88 

90 

90i     81 

84 

88 

93 

78 

76 

79 

79 

82 

83.0 

73 

74 

60 

57 

61 

68 

66 

63 

66 

67 

60 

51 

58 

65 

67 

61 

63 

63 

65 

69 

70 

71;     69 

71 

69 

73 

68 

68 

69 

70 

70 

66.0 

HarrisburgArpt.  1-3.5  S 

.  1  Maximum.. 
\  Minimum.. 

97 

85 

79 

85 

83 

87 

86 

90 

87 

88 

75 

80 

83 

84 

78 

75 

72 

80 

83 

91 

90 

85:     85 

84 

89 

96 

78 

72 

81 

80 

P 

83.3 

71 

63 

69 

55 

69 

67 

62 

63 

66 

64 

56 

49 

59 

65 

66 

61 

63 

67 

67 

68 

67 

681     68 

70 

71 

72 

69 

67 

69 

70 

68 

65.1 

Hawley-0.5  E 

.  /  Maximum.. 
\  Minimum.. 

93 

79 

75 

81 

79 

83 

84 

85 

83 

82 

72 

78 

81 

81 

72 

74 

68 

79 

80 

85 

88 

75      74 

85 

86 

85 

81 

68 

83 

f 

72 

79.9 

64 

62 

52 

47 

53 

62 

52 

54 

58 

62 

48 

40 

54 

54 

66 

60 

56 

65 

64 

64 

60 

62      65 

65 

62 

64 

59 

59 

62 

63 

60 

58.6 

Hewitt-2  SW 

.  /  Maximum.. 
\  Minimum . . 

9'J 

80 

87 

85 

81 

85 

82 

88 

87 

85 

75 

76 

85 

86 

82 

80 

70 

79 

80 

86 

89 

85      82 

87 

91 

91 

80 

75 

82 

85 

84 

83.3 

66 

65 

47 

46 

60 

63 

54 

49 

55 

61 

49 

38 

51 

57 

55 

55 

53 

54 

50 

61 

62 

61,    62 

53 

55 

56 

57 

59 

56 

65 

64 

56.7 

Holtwood' 

.  (  Maximum.. 
\  Minimum.. 

96 

90 

82 

84 

82 

86 

84 

90 

84 

90 

75 

79 

83 

80 

75 

78 

75 

75 

79 

87 

86 

84!     84 

84 

84 

93 

84 

79 

82 

77 

75 

82.7 

79 

70 

64 

61 

72 

72 

70 

6b 

68 

71 

60 

55 

64 

68 

70 

66 

66 

68 

70 

72 

72 

70:     68 

72 

72 

72 

70 

71 

73 

72 

72 

69  0 

Huntingdon 

.  /  Maximum 
\  Minimum.. 

93 

73 

79 

83 

81 

85 

83 

89 

83 

83 

78 

78 

84 

86 

81 

78 

72 

83 

89 

88 

91 

81      81 

88 

92 

95 

84 

76 

84 

85 

85 

83.6 

66 

63 

54 

50 

64 

62 

54 

53 

57 

64 

54 

42 

55 

57 

65 

58 

54 

64 

63 

68 

66 

65     64 

64 

65 

67 

64 

68 

65 

69 

67 

61.0 

Continued  on  page  65. 
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July    HMr. 


i;|>IMAr()l-()(iU:AL  DATA:    I'KNNSYIA' ANJ A  SKCTION 


55 


Sally  Temperatur 

ee  f 

10 

'or 

Tul] 
12 

f  It 
18 

>46 

— Ooutluued 

from 

pace  64. 

stations 

* 

I 

2 

» 

4 

6 

6 

7 

8 

9 

11 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

'26 

26 

27 

28 

29 

80 

81 

Mean 

liiilt*nA                                                 1 

Maximum.. 
Minimum.. 
Maximum.. 
Mini  mum .. 

1 

.... 

, . . . 

1 11(11  HUB J 

iii 

85 

76 

84 

"85 

"m 

'"84 

"86 

"96 

"96 

"78 

"82 

"87 

87 

82 

"78 

"75 

'80 

"89 

"88 

"93 

"87 

"87 

89 

"96 

"gi 

"88 

"96 

"82 

"84 

"86 

"ibA 

Irwiu i 

(is 

60 

54 

51 

66 

68 

61 

57 

60 

67 

49 

43 

54 

64 

60 

58 

51 

63 

57 

62 

61 

69 

63 

61 

68 

67 

64 

70 

66 

64 

68 

60.9 

Jamestown/  -*2  N \V 1 

Maximimi.. 
Miuimum . 

W5 

73 
60 

72 
50 

SI 
60 

84 
56 

80 
63 

80 
61 

88 
65 

86 
61 

79 
64 

70 
44 

80 
44 

84 
63 

74 
62 

75 
63 

72 

57 

80 
48 

78 
59 

84 
56 

86 
55 

89 
55 

82 
65 

84 
63 

89 
63 

92 
65 

85 
65 

85 
64 

80 
67 

80 
60 

85 
59 

79 
66 

81.1 

68.8 

Johustowu/ J 

Maximum.. 
.Minimum .. 
.Maxinuim.. 
Minimum.. 
.Maximum.. 
Minimum.. 

-? 

72 

68 

78 
60 

85 
55 

84 
65 

85 
67 

83 
67 

87 
59 

93 
60 

75 
69 

75 
54 

80 
48 

88 
57 

86 
62 

77 
61 

74 
59 

73 
56 

79 
59 

87 
63 

88 
64 

91 
66 

83 
67 

86 
64 

90 
64 

92 
66 

92 
68 

86 
69 

81 
70 

83 
68 

86 
67 

84 
09 

83.7 
63.0 

Kane'-l  N I 

63 

71 

55 

74 
44 

81 
40 

83 
54 

78 
58 

77 
40 

82 

47 

82 
51 

70 
47 

66 
36 

78 
33 

83 
46 

80 

56 

74 
68 

72 
46 

72 
39 

75 
55 

84 
53 

84 
65 

85 
50 

80 
61 

84 
61 

79 
66 

85 
.57 

82 

55 

81 
60 

69 
56 

81 
61 

82 
54 

81 

60 

78.7 
51.7 

l,aufft<ter 1 

70 

94 
71 

81 
58 

80 
58 

83 
64 

84 
67 

86 
60 

87 
57 

84 
60 

88 
63 

80 
53 

78 
46 

82 
66 

81 
69 

78 
67 

75 
61 

75 
61 

76 
64 

78 
64 

87 
65 

89 
65 

89 
65 

86 
66 

82 
67 

83 
64 

91 
69 

89 
67 

86 
66 

81 
66 

78 
66 

78 
67 

83.3 
63.0 

l,awr(>nceville i 

.Niaximuni.. 
M  i  nimlltii 

94 

87 

i;2 

75 
55 

82 
55 

86 
60 

83 
65 

84 
53 

85 
55 

85 
57 

79 
65 

70 

45 

79 
42 

85 
65 

84 
60 

81 
68 

76 

57 

74 
54 

80 
62 

87 
61 

83 
67 

88 
60 

80 
65 

86 
65 

87 
67 

88 
66 

83 
67 

84 
58 

78 
61 

83 
65 

86 
60 

80 
66 

82.6 
60.2 

liPbanou  / ) 

.'1 1  1 1 1  11 1  \i  1  u  . . 

Maximum.. 
Miiiinuim.. 
Maximum.. 
Minimum .. 
Maximum.. 
Minimum.. 
Maximum. . 
Minimum .. 
^Maximum.. 
Minimum.. 

;i6 

70 

87 
74 

79 
59 

84 
55 

81 
61 

87 
69 

86 
60 

88 
60 

87 
60 

87 
66 

76 

68 

80 
49 

89 
57 

82 
65 

75 
66 

78 
61 

73 
63 

77 
66 

82 
67 

89 
69 

90 
66 

86 
69 

89 
67 

85 
67 

86 
68 

94 

72 

78 
67 

72 
66 

84 
66 

83 

70 

73 
67 

83.3 
61.5 

I*wiSto\vu  I-2  S\V 1 

Lock  Haveu>5 i 

9S 
71 

67 

91 

64 
85 
64 

79 

67 
81 
55 

83 
52 
86 
52 

78 
53 
86 
I'lS 

86 
65 
87 
63 

84 
57 
84 
56 

St 
56 
87 
57 

89 
«5 
86 
60 

83 
57 
83 
64 

75 

52 
78 
48 

80 
45 
82 
50 

8:i 
45 
86 
51 

84 
60 
85 
59 

84 
61 
83 
67 

78 
66 

77 
r,l 

70 
56 
69 

55 

80 
57 
85 
65 

87 
66 
90 
64 

88 
68 
87 
67 

90 
67 
90 
63 

78 
66 
82 
66 

SO 
65 
84 
64 

86 
6S 
87 
69 

90 

65 
92 
67 

95 
67 

90 
68 

82 
65 
87 
65 

<J0 
66 
80 
65 

72 
66 
86 
66 

84 
67 
85 
64 

«4 
68 
83 
70 

83.55 
60.  .5$ 
84.7 
61.6 

Marcus  Hook' 

10,S 
79 

99 
69 

65 

90 
63 

90 
70 

92 
75 

89 
70 

93 

70 

94 
71 

95 
71 

78 
63 

86 
57 

90 
62 

90 
67 

83 
72 

86 
70 

78 
68 

84 
70 

85 
72 

92 
71 

79 
73 

80 
70 

78 
72 

80 
70 

88 
71 

95 
70 

79 
70 

79 

68 

86 
73 

76 
69 

74 
66 

86.  3 
69.3 

MartiiKburg' , 

.S7 
70 

74 
60 

74 
57 

78 
62 

77 
64 

78 
63 

78 
56 

83 
61 

79 
60 

79 
66 

68 
51 

75 
44 

79 
58 

81 
61 

76 
65 

72 
68 

65 
55 

75 
62 

82 
64 

83 
66 

87 
64 

79 
64 

79 
64 

84 
66 

90 
70 

87 
68 

79 

66 

72 
67 

78 
67 

82 
64 

79 
65 

78.7 
61.8 

Mauch  Chunk!  SW i 

Maximum.. 

.Minimum. 

.Maximum.. 

.Minimum.. 

Maximum.. 

Minimum.. 

Maximum. 

Minimum  . 

Mnximum.. 

Minimum.. 

Maximum.. 

.Minimum.. 

92 
67 

90 
65 

75 
54 

81 
44 

7« 
62 

82 
58 

82 
52 

as 

68 

85 
53 

85 
79 

80 
62 

76 
39 

79 
69 

80 
69 

73 
68 

75 
59 

73 
58 

73 
66 

79 
64 

84 
66 

86 
60 

75 
66 

79 
61 

81 
67 

81 
72 

89 
69 

88 
65 

76 
61 

80 
65 

79 
61 

79 
63 

80.55 

61.75 

Meadville /-I  S i 

Merceri-2.5NE 

Middletown>-l.o\V i 

Midlnud« 1 

1 

8-5 
65 
S4 
66 
95 
69 
8h 
68 

72 
60 
70 
56 
86 
65 
74 
60 

75 
48 
72 
48 
77 
60 
75 
65 

82 
46 
81 
49 

84 
56 
84 
5'i 

86 
54 
84 
67 
79 
68 
86 
65 

80 
63 
78 
55 
86 
68 
84 
67 

80 
51 
79 
51 

84 
60 
82 
67 

84 
54 

82 
55 
88 
58 
87 
61 

85 
68 
85 
61 
84 
66 
91 
66 

71 
65 
70 
54 
88 
68 
75 
61 

69 
40 
65 
44 
75 
54 
73 
50 

79 
40 
78 
43 
79 
48 
81 
47 

85 
60 
83 
51 
82 
58 
87 
.53 

73 
57 
74 
61 
82 
64 
76 
62 

75 
62 
75 
59 
75 
66 
74 
62 

73 
57 
73 
55 
76 
60 
76 
60 

79 
47 
78 
52 
72 
62 
80 
55 

79 
58 
80 
60 
78 
66 
82 
64 

84 
67 
84 
58 
80 
65 
87 
62 

86 
64 
86 
68 
87 
67 
90 
64 

90 
64 
88 
59 
89 
66 
91 
62 

85 
62 
83 
65 
84 
67 
86 
64 

85 
64 
86 
60 

82 
68 
85 
63 

89 
63 
88 
62 
84 
69 
88 
65 

91 

61 
90 
64 
86 
69 
92 
65 

86 
64 
87 
62 
93 
68 
88 
67 

86 
59 
86 
64 
78 
68 
88 
67 

79 
66 
77 
65 
72 
66 
77 
68 

82 
61 
85 
59 
81 
69 
84 
66 

84 
60 
85 
63 
80 
68 
86 
66 

81 
65 

m 

63 

73 
67 
87 
65 

81.3 

56. 9 
80.6 
.57.4 
81.9 
64.3 
8!.4 
61.6 

Mont  rose /-3E / 

87 
66 

70 
66 

71 
54 

76 
54 

76 
64 

78 
63 

78 
67 

80 
57 

81 
59 

78 
62 

65 
43 

73 
45 

76 
52 

77 
67 

72 
60 

64 
55 

72 
53 

74 
56 

80 
61 

82 
62 

85 
68 

75 
62 

78 
62 

80 
63 

77 
65 

81 
66 

84 
55 

66 
59 

77 
60 

82 
60 

73 
61 

76.4 
.58.3 

Mt.  Lebanon** 

Maximum.. 

89 

75 

75 

88 

86 

84 

83 

88 

89 

80 

74 

82 

87 

84 

80 

72 

75 

78 

88 

90 

89 

85 

86 

89 

92 

90 

85 

77 

82 

84 

87 

83.5 

Minimum.. 

68 

60 

62 

57 

65 

67 

63 

63 

64 

60 

49 

46 

63 

68 

61 

58 

62 

64 

63 

63 

63 

64 

63 

65 

67 

68 

68 

63 

66 

66 

68 

62.8 

Mt.  Pocono'-2  N 

Maximum.. 

87 

78 

69 

74 

73 

78 

76 

79 

79 

77 

62 

70 

75 

74 

68 

71 

66 

75 

74 

78 

83 

71 

71 

79 

78 

83 

76 

63 

79 

77 

63 

74.4 

>riiiimum.. 

61 

51 

49 

44 

57 

57 

50 

54 

60 

61 

43 

41 

49 

61 

60 

68 

58 

64 

62 

63 

69 

61 

63 

63 

66 

65 

61 

61 

61 

62 

60 

57  7 

New  Bloomfield / 

Maximum  . 

96 

83 

80 

85 

80 

89 

87 

92 

87 

88 

76 

81 

85 

83 

78 

77 

75 

80 

83 

87 

88 

86 

87 

84 

87 

93 

79 

77 

82 

83 

78 

83.7 

^viinimum. . 

69 

64 

54 

47 

61 

63 

65 

53 

59 

65 

60 

41: 

57 

56 

68 

64 

57 

64 

65 

65 

62 

62 

61 

64 

66 

67 

63 

64 

67 

65 

65 

60.  4 

Ne\vhurg'-3.5N\V 

.Maximum . 

96 

84 

82 

84 

84 

88 

86 

90 

88 

88 

76 

80 

86 

84 

82 

78 

72 

83 

85 

91 

94 

85 

84 

94 

94 

96 

82 

70 

82 

8.' 

84 

8-5.0 

Minimum .. 

70 

62 

6(1 

54 

52 

64 

60 

66 

62 

66 

51 

46 

56 

58 

62 

57 

57 

64 

66 

67 

66 

66 

64 

70 

70 

68 

68 

66 

68 

68 

66 

62.4 

New  Castle-1.5  N ( 

Maximtira.. 

94 

86 

77 

85 

87 

86 

85 

83 

89 

89 

74 

83 

87 

88 

75 

79 

80 

82 

86 

91 

92 

92 

91 

93 

92 

89 

88 

78 

84 

89 

86 

85.8 

Minimum .. 

68 

61 

.52 

50 

60 

65 

58 

56 

61 

68 

43 

41 

50 

60 

67 

59 

52 

60 

61 

60 

60 

63 

63 

63 

64 

66 

64 

70 

63 

64 

66 

59  9 

Pftlmertou' 

.Maximum.. 
Minimum.. 

94 

71 

H3 
62 

76 
54 

80 
50 

78 
63 

86 
61 

83 
57 

86 
68 

84 
63 

84 
57 

74 
51 

77 
46 

81 
57 

77 
61 

73 
67 

75 
61 

61 

81 
43 

78 
67 

85 
70 

88 
65 

75 
66 

79 
68 

81 
69 

79 
71 

90 
70 

77 
68 

69 
66 

83 
66 

79 
68 

69 
65 

79.9 

62.0 

Park  Place'-l  NW 

Maximum.. 

88 

79 

68 

75 

71 

78 

75 

80 

76 

75 

67 

69 

73 

70 

67 

69 

66 

69 

74 

77 

81 

70 

76 

76 

76 

86 

73 

64 

•  77 

76 

64 

73.7 

' 

Minimum .. 

12 

58 

68 

58 

61 

61 

48 

66 

63 

63 

49 

61 

55 

58 

60 

67 

60 

61 

62 

66 

64 

64 

64 

64 

66 

71 

61 

61 

64 

62 

61 

60.6 

Phi)adelphia  Arpt  '.... 

.Maximum.. 

97 

91 

80 

84 

84 

86 

84 

87 

87 

87 

72 

79 

84 

82 

78 

80 

78 

81 

80 

86 

89 

87 

82 

82 

82 

89 

75 

74 

81 

77 

72 

82.5 

) 

M  iiiimnni .. 

74 

67 

61 

56 

64 

72 

62 

60 

64 

66 

54 

50 

56 

62 

70 

68 

68 

70 

72 

70 

69 

69 

69 

68 

66 

70 

69 

68 

70 

68 

68 

65.8 

Philadelphia  CO. 1 

Maximum.. 

98 

92 

82 

83 

85 

85 

86 

87 

87 

87 

76 

79 

82 

81 

78 

80 

76 

81 

80 

87 

93 

86 

84 

82 

83 

91 

78 

77 

80 

76 

72 

83.0 

Minimum.. 

80 

68 

65 

67 

67 

72 

70 

68 

69 

67 

63 

62 

62 

67 

70 

69 

69 

69 

72 

70 

73 

69 

70 

70 

70 

71 

69 

68 

11 

69 

S^ 

68.9 

Phila.  Shawmont 

Maximum.. 

96 

9.5 

82 

86 

84 

86 

86 

88 

87 

88 

87 

79 

93 

83 

71 

90 

80 

90 

80 

84 

90 

85 

84 

80 

83 

82 

91 

76 

80 

77 

76 

84.5 

^ 

Minimum .. 

74 

70 

64 

55 

63 

69 

62 

60 

64 

66 

58 

50 

57 

65 

65 

66 

66 

69 

71 

69 

67 

74 

70 

69 

66 

60 

68 

67 

70 

69 

68 

65.  5 

Philip>burK'  7  K 

Maximum.. 

8,=i 

70 

73 

76 

78 

78 

75 

79 

77 

75 

67 

7R 

78 

77 

75 

69 

66 

75 

80 

79 

84 

79 

77 

81 

85 

85 

79 

68 

80 

78 

78 

76.7 

Minimum. 

62 

57 

47 

43 

63 

52 

44 

49 

54 

44 

38 

32 

58 

62 

57 

50 

46 

61 

62 

60 

63 

63 

62 

62 

66 

60 

62 

63 

62 

60 

64 

55.4 

Phoenixville-1.5  SK .... 

Maximum.. 

98 

90 

82 

82 

83 

88 

88 

92 

90 

91 

89 

92 

89 

84 

83 

84 

85 

84 

85 

90 

90 

87 

85 

84 

84 

94 

93 

76 

90 

85 

84 

87.1 

Minimum.. 

7;( 

68 

60 

51 

62 

69 

61 

66 

74 

73 

70 

45 

65 

62 

70 

64 

65 

69 

71 

69 

68 

66 

68 

69 

68 

71 

67 

68 

70 

67 

66 

66.0 

Pittsljurgh  Arpt  Sta.'.. . 

.Maximum.. 

87 

74 

76 

85 

83 

83 

81 

85 

90 

78 

73 

82 

88 

81 

78 

71 

74 

77 

88 

88 

89 

86 

88 

86 

91 

89 

85 

77 

81 

87 

86 

82.8 

I  Minimum.. 

69 

60 

55 

57 

67 

66 

60 

64 

65 

62 

52 

63 

60 

66 

59 

57 

68 

62 

64 

67 

67 

67 

65 

67 

69 

69 

6S 

67 

66 

67 

68 

63.3 

Pittsburgh  City  Office' . . 

Maximum.. 

89 

76 

7.0 

86 

84 

84 

84 

88 

91 

80 

74 

84 

88 

84 

80 

74 

76 

77 

88 

90 

91 

88 

88 

88 

92 

91 

87 

80 

85 

88 

89 

84.5 

I  Miuimum .. 

73 

63 

59 

59 

70 

69 

63 

67 

67 

63 

55 

52 

60 

69 

61 

60 

60 

66 

64 

68 

68 

71 

69 

68 

70 

72 

70 

68 

68 

69 

72 

65.6 

Port  Clinton  / 

Maximum.. 
t  Minimnm.. 

94 
67 

86 
69 

87 
57 

80 
48 

77 
58 

85 
65 

84 
55 

82 
58 

84 
58 

83 
64 

72 

54 

75 
42 

80 
45 

72 

58 

72 
65 

78 
60 

72 
68 

75 
62 

78 
65 

85 
68 

91 
66 

81 
62 

88 
66 

81 
63 

82 
67 

91 

70 

71 
65 

72 
65 

85 
6.5 

79 
65 

70 
65 

80.4 

61.  1 

Putney ville-2.5  SE 

Maximum.. 

90 

m 

75 

81 

88 

80 

80 

84 

85 

82 

69 

79 

85 

80 

75 

75 

73 

79 

85 

87 

88 

80 

82 

89 

86 

88 

85 

80 

84 

85 

79 

81.  9 

Minimum. . 

67 

59 

52 

49 

62 

65 

52 

57 

58 

65 

43 

40 

52 

60 

59 

56 

49 

60 

67 

62 

58 

66 

62 

60 

64 

61 

61 

62 

63 

62 

66 

58.4 

Quakertown-0.5  E 

Maximum.. 

9:1 

90 

87 

80 

80 

83 

83 

85 

85 

87 

74 

77 

80 

79 

75 

79 

76 

80 

77 

86 

85 

82 

82 

81 

83 

93 

79 

74 

83 

80 

76 

81.  7 

t  Minimum .. 

81 

76 

70 

54 

65 

65 

63 

66 

76 

63 

53 

51 

52 

72 

68 

61 

62 

67 

67 

69 

72 

67 

65 

65 

66 

69 

65 

63 

67 

63 

64 

65.4 

Reading' 

.Maximum.. 
I  .Minimum.. 

96 
71 

89 
67 

81 
62 

83 
56 

86 
68 

87 
71 

86 
64 

88 
63 

87 
66 

89 
68 

76 
68 

78 
51 

82 
62 

80 
65 

74 
69 

77 
66 

76 
64 

76 
69 

79 
69 

89 
71 

91 
70 

86 
68 

84 
70 

84 
69 

82 
71 

93 

71 

76 
69 

72 
67 

84 
69 

81 
69 

71 

67 

82.6 

66.6 

Ridgvvay  / 

Maximum.. 
Minimum.. 

88 
64 

71 
63 

77 
47 

84 
45 

85 
48 

83 
59 

81 
52 

83 
49 

87 
51 

75 
64 

71 
46 

81 
38 

86 
38 

83 
48 

76 
58 

76 
56 

72 
45 

80 
62 

86 
54 

89 
65 

89 
55 

83 
55 

87 
63 

88 
68 

90 
59 

86 
60 

85 
55 

71 
59 

86 
61 

86 
57 

86 
59 

82.  3 

54  0 

Scran  ton ' i 

Maximum. 
(  Minimum.. 

93 
67 

80 
112 

73 

58 

81 
.52 

82 
62 

84 
63 

77 
57 

85 
69 

86 
62 

80 
59 

69 
62 

78 
46 

83 
60 

84 
61 

75 
66 

71 
61 

72 
.59 

78 
68 

82 
65 

84 
68 

86 
63 

77 
68 

80 
70 

85 
69 

82 
71 

85 
69 

84 
65 

70 
63 

82 
66 

85 
66 

75 
65 

80.3 

62.6 

Sellnsgrove ^ 

Maximum. 

92 

90 

77 

81 

79 

85 

84 

86 

82 

83 

82 

80 

80 

80 

77 

74 

73 

78 

82 

85 

88 

80 

83 

84 

84 

91 

85 

79 

82 

85 

80 

82.3 

( .^iinimum .. 

68 

65 

56 

51 

66 

62 

57 

66 

61 

65 

49 

42 

60 

59 

61 

56 

57 

64 

66 

68 

63 

64 

65 

68 

67 

66 

60 

65 

67 

64 

65 

61.4 

Somerset 

Maximum. 

87 

81 

73 

81 

78 

80 

77 

82 

87 

82 

72 

76 

83 

83 

76 

71 

70 

77 

83 

84 

86 

82 

85 

86 

85 

84 

80 

75 

79 

86 

84 

80.5 

I  Minimum.. 

66 

60 

52 

39 

55 

62 

48 

48 

63 

61 

47 

36 

60 

66 

62 

54 

48 

60 

54 

57 

56 

62 

■58 

86 

57 

63 

64 

68 

66 

60 

63 

56.2 

Springs6-1  SW 

■  Maximum., 
i  Minimum.. 

8 
63 

75 

58 

72 

.52 

76 
47 

75 
56 

77 
59 

74 
48 

79 
49 

83 
53 

75 
52 

66 
47 

73 
.39 

80 
50 

81 
50 

70 
59 

64 
52 

68 
49 

75 
46 

79 
69 

82 
58 

83 
64 

79 
62 

80 
60 

80 
57 

83 
57 

84 
62 

77 
62 

73 

64 

78 
66 

81 
59 

80 
63 

76.  9 

.55. 2 

State  CoUegei 

'  Maximum. 
V  Minimum.. 

90 
68 

81 
63 

76 
55 

81 
53 

82 
63 

82 
65 

80 
56 

84 
58 

81 
60 

80 
56 

71 
61 

77 
46 

82 
64 

81 
66 

79 
60 

75 
56 

65 
56 

80 
65 

86 
67 

87 
70 

89 
65 

80 
67 

81 
64 

87 
66 

89 
70 

92 
68 

82 
64 

73 
66 

82 
67 

80 
66 

81 
66 

81.  2 

62.1 

Stroudsburg-2  E 

'  Maximum. 

97 

95 

79 

84 

80 

88 

86 

87 

86 

88 

78 

80 

84 

82 

83 

80 

76 

81 

80 

86 

91 

89 

78 

86 

85 

90 

82 

81 

86 

84 

83 

84.3 

1  Minimum.. 

67 

67 

55 

48 

57 

66 

.53 

55 

58 

63 

64 

42 

54 

56 

59 

61 

61 

66 

66 

67 

63 

63 

65 

66 

65 

67 

66 

61 

64 

66 

62 
76 

60.  7 

Tamarack /-2  S 

f  Maximum . 

85 

65 

70 

75 

78 

77 

76 

79 

77 

74 

65 

72 

71 

76 

73 

70 

64 

71 

7x 

79 

80 

77 

74 

78 

83 

78 

77 

65 

79 

78 

74  8 

\  Minimum.. 

65 

63 

52 

52 

54 

62 

63 

54 

67 

62 

43 

43 

48 

57 

61 

54 

53 

5:3 

61 

61 

64 

65 

62 

63 

66 

64 

60 

60 

61 

62 

63 

.58.  0 

Tione.sta/-1.5SE 

1  Maximum . 
\  Minimum.. 

86 

71 

75 

83 

88 

79 

78 

82 

82 

69 

64 

78 

82 

74 

74 

74 

76 

80 

85 

88 

88 

80 

86 

90 

90 

86 

84 

78 

84 

86 

84 

SO.  8 

65 

62 

50 

48 

52 

63 

54 

54 

57 

60 

42 

40 

48 

56 

63 

66 

47 

50 

58 

59 

58 

59 

60 

63 

65 

65 

59 

63 

65 

63 

64 

.57.0 

Titusvil!e-2S 

f  Maximum. 

86 

78 

73 

79 

81 

82 

77 

82 

84 

80 

67 

77 

82 

79 

72 

74 

74 

79 

82 

87 

88 

84 

86 

89 

91 

86 

84 

82 

8.) 

85 

83 

81.2 
.56.2 

\  Minimum.. 

65 

58 

46 

44 

66 

62 

48 

54 

59 

62 

38 

39 

50 

60 

61 

54 

44 

58 

55 

55 

53 

66 

61 

61 

65 

63 

57 

66 

68 

61 

63 

Towanda-1  E 

'Maximum. 
(.Minimum.. 

91 
65 

79 
62 

75 
55 

82 
47 

86 
62 

85 
63 

82 
52 

85 
53 

85 
57 

81 
60 

70 
46 

78 
40 

82 
61 

83 

58 

81 
65 

67 

58 

75 
55 

81 
64 

86 
66 

87 
67 

89 
61 

81 
64 

85 
62 

85 
67 

89 
62 

85 
68 

85 
60 

77 
64 

83 
65 

87 
62 

80 
67 

82.2 

69.9 

Continued  on  page  66. 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


July  1946 


Daily  Temperatures  for  July  1945— Continued  from  page  55. 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26* 

26 

27 

28 

29 

30 

31 

Mean 

Uniontown 

.  1  Maximum.. 
\  Minimum.. 

90 

85 

75 

86 

82 

85 

82 

88 

90 

85 

76 

82 

87 

87 

82 

72 

74 

81 

89 

91 

92 

86 

83 

90 

87 

93 

86 

83 

82 

87 

88 

84.7 

72 

63 

55 

57 

63 

69 

57 

63 

63 

67 

53 

46 

57 

65 

66 

67 

58 

63 

61 

65 

63 

71 

66 

65 

67 

67 

67 

70 

70 

65 

67 

63.1 

Vandergrift' 

.  /  Maximum.. 
\  Minimum. 

90 

79 

77 

87 

88 

86 

86 

88 

92 

83 

76 

84 

90 

84 

80 

79 

75 

83 

89 

91 

93 

83 

87 

93 

94 

92 

89 

81 

84 

88 

84 

85.6 

71 

61 

57 

52 

67 

69 

65 

63 

60 

61 

52 

43 

62 

62 

64 

60 

57 

64 

59 

63 

62 

70 

66 

63 

66 

66 

68 

68 

65 

66 

69 

62.0 

.  /  Maximum.. 
\  Minimum.. 

65 

57.8 

68 

60 

48 

50 

47 

55 

58 

67 

66 

43 

41 

50 

59 

62 

55 

48 

60 

60 

62 

59 

60 

64 

64 

66 

67 

58 

64 

63 

61 

64 

Waynesburg 

.  /  Maximum.. 
\  Minimum.. 

90 

82 

75 

83 

80 

84 

81 

86 

89 

85 

77 

81 

87 

84 

78 

69 

73 

80 

89 

90 

94 

89 

89 

92 

88 

91 

86 

83 

82 

88 

86 

84.2 

69 

61 

50 

51 

64 

6/ 

54 

59 

60 

69 

50 

42 

52 

63 

66 

56 

68 

60 

57 

60 

61 

68 

62 

61 

62 

65 

65 

67 

64 

64 

66 

60.4 

Wellsboro/ 

.  t  Maximum.. 
\  Minimum.. 

91 

70 

75 

81 

85 

82 

81 

84 

83 

78 

69 

76 

81 

82 

SO 

72 

71 

79 

85 

85 

89 

82 

86 

85 

89 

85 

84 

71 

83 

81 

81 

80.8 

66 

63 

51) 

46 

48 

59 

49 

50 

54 

55 

44 

38 

41 

49 

57 

56 

51 

53 

58 

60 

66 

59 

64 

66 

64 

64 

64 

56 

62 

.58 

60 

55.1 

West  Chester 

.  /  Maximum.. 
\  Minimum.. 

95 

92 

79 

82 

83 

88 

84 

86 

86 

86 

71 

78 

82 

81 

75 

79 

75 

77 

77 

87 

87 

87 

82 

82 

82 

91 

79 

76 

82 

77 

73 

82.0 

7,^ 

66 

60 

56 

63 

68 

64 

66 

65 

65 

59 

50 

66 

64 

68 

63 

66 

67 

70 

70 

70 

68 

68 

68 

69 

68 

67 

66 

73 

70 

60 

66.5 

Wilkes-Barre^ 

.  /  Maximum.. 
\  Minimum.. 

91 

77 

75 

82 

80 

85 

82 

86 

85 

83 

72 

78 

80 

82 

79 

73 

74 

78 

81 

86 

89 

77 

83 

87 

86 

86 

84 

69 

85 

87 

■75 

81.2 

69 

59 

55 

51 

51 

56 

56 

59 

63 

67 

49 

46 

57 

69 

64 

60 

59 

65 

66 

64 

64 

66 

66 

66 

70 

67 

66 

66 

65 

64 

64 

60.8 

Williamsport,  Arpt.'-4  E  /  Maximum.. 

91 

75 

75 

81 

82 

84 

82 

85 

82 

83 

73 

79 

81 

78 

80 

72 

72 

78 

87 

83 

90 

80 

87 

85 

87 

84 

87 

76 

84 

86 

77 

81.5 

I  Minimum.. 

70 

62 

53 

51 

67 

59 

56 

58 

62 

64 

60 

43 

64 

73 

64 

.67 

57 

66 

69 

65 

64 

67 

65 

69 

67 

69 

64 

66 

66 

64 

69 

62  2 

William.-town 

.  (  Maximum.. 
\  Minimum.. 

93 

91 

76 

81 

80 

84 

84 

86 

86 

84 

80 

79 

80 

79 

82 

75 

72 

79 

82 

86 

88 

87 

85 

83 

86 

92 

76 

74 

83 

83 

79 

82.  1 

69 

66 

54 

47 

64 

67 

54 

52 

59 

64 

65 

40 

54 

67 

57 

56 

56 

63 

60 

66 

62 

61 

63 

67 

66 

70 

63 

65 

66 

69 

60 

60.  4 

Woodward'-2  NE 

.  (  Maximum.. 
\  Mii'.imum.. 

«5 

71 

70 

76 

76 

78 

77 

81 

76 

77 

68 

73 

75 

79 

77 

67 

66 

72 

80 

78 

82 

74 

75 

78 

84 

87 

78 

66 

76 

78 

72 

7.6.  7 

69 

56 

52 

55 

62 

63 

56 

59 

61 

55 

46 

48 

57 

,69 

63 

53 

63 

61 

61 

64 

64 

62 

61 

65 

67 

64 

63 

6(1 

63 

64 

63 

59.6 

York-3SW 

.  /  Maximum.. 
\  Minimum.. 

100 

98 

83 

84 

85 

89 

90 

90 

89 

88 

86 

80 

84 

86 

77 

78 

78 

80 

89 

90 

92 

92 

87 

88 

89 

94 

96 

78 

80 

83 

80 

86.6 

71 

68 

57 

52 

68 

69 

61 

57 

61 

67 

53 

46 

67 

61 

69 

60 

62 

66 

68 

65 

68 

67 

68 

71 

67 

72 

67 

68 

69 

67 

70 

64  3 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PaBS,gUBE,  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind'* 

Relative 

a 
'3 

(reduced  to  sea  level) 

Humidity 

stations 

3 
O 

0 

a 
0) 

>. 

j3 

a. 

St*, 

a 
o 

S 

a 

s 

S 

■c 

0) 

a; 

0) 

o 

03  -r- 

i 

■^ 

oi 

6, 

a 

a 

a; 

^ 

a 

a 

3 

Q 

<> 

S> 

O 

a 

1^ 

- 

i^ 

fl- 

Q 

Erie 

30.36 
30.28 

17 
17 

29.66 
29.68 

10 
10 

6.5 
7.2 

18 
26 

w. 

s. 

1 

15 

82 
84 

67 
62 

73 
69 

63 
5:1 

5 

Harrisburg 

1 

Plilladelphia 

30.  31 

17 

29.  69 

10 

6.9 

33 

ne. 

26 

87 

65 

80 

49 

0 

Philipsburg 

30.34 

17 

29.76 

10 

7.7 

22« 

s. 

19 

88 

67 

79 

62 

Pittsburgh 

30.28 

17 

29.  76 

28 

8.1 

22 

w. 

1« 

82 

54 

60 

54 

4 

Reading..      

30.30 

18 

29.69 

10 

9.6 

43 

ne. 

26 

81 

60 

60t 

41 

1 

Soranton 

30.33 

17 

29.71 

10 

5.4 

20 

nw. 

20 

82 

65t 

31 

8 

•  For  any  five-minute  period.  *•  Corrected  to  true  velocities, 

t  12:00  noon,      t  4:00  p.m.        $  Also  other  date.s.        »  One-minute  interval. 


BIVER  CONDITIONS 


Stations 


Rivers 


Port  Jervfs,  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)  Lock  No.  5. 

Sutersville 

CharleroiCnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Delaware I  4.1 

Delaware 1  6.7 

Lehigh '  4  9 

Schuylkill |  6.0 

N.  Br.  Susquehanna.,  j  4. 1 

\V.  Br.  Susquehanna.  1.3 

Juniata '  3.6 

Susquehanna j  3. 9 

Allegheny |  12. 7 

Youghiogheny 3.0 

Monongahrla 15.0 

Ohio 

Ohio 


9.0 

17.3 
9.0 

11.1 
8.4 
2.4 
4.7 
4.9 

14.9 
4.7 

14.7 


20 

2.0 

15 

20 

2.4 

9 

19 

3.3 

5 

19 

3.5 

14 

30 

2.5 

14 

!       29 

0.6 

17 

'       28 

:^.3 

26 

20 

3.4 

15 

17 

11.9 

12 

31 

2.6 

14 
13 

31 

n.o 

• 

« 

• 

* 

•  Pool  stage. 


t  On  other  davs  also. 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  .station  from  City  Post  Office. 

All  dppartures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  years  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  tl  Precipitation  normals  or  "standard 
mean"  ad.iusted  to  a  uniform  :^5  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

",  ^  ',  etc.    Number  of  days  missing,  for  example,  '■  indicates  two  days  missing. 

Italics,  data  interpolated. 

^  Partly  interpolated. 

%  Incomplete. 

t  .\nd  other  dates. 

ft  Daily  amounts  inconsistent. 

i  Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 

//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 

1  Midnight  to  midnight. 

■^  Measured  in  the  morning  for  the  preceding  24  hours. 

^  Data  for  24  hours  ending  at  1:30  a.  m.  of  the  following  day. 

^  Best  available  used  for  .stations  not  equipped  with  recorders. 

5  Recording  gage. 

6  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 

7  Noon  to  noon. 


List  of  Chan.g'es  in  Station  Designations 


For  more  exact  location  of  the  equipment 
follows : 

Dauphin  formerly 

Farrell 

Ford  City 

Grantville 

Hawley,  1  S. 

Jamestown 

Kregar 

McConnellstown 

Milroy 

Monroeton 

Neffs  Mill 

Newburg 

Putneyville 

Sheffield 

Tyrone 

Wllliamsport4SE 


station  names  have  been  changed  as 


Peters  Mountain  Tower 

Sharon 

Crooked  Creek  Dam 

Manada  Gap 

Wallenpaupack  Dam  (Evaporation) 

Pvmatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Shaver  Creek  ( Evavto ration) 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherry  Grove 

Bald  Eagle 

Shaffers  Path 


(W.  B.  O..  Philadelphia-9-28-46-975) 


^"^  ^'*/?<y?K 


U.  S.  DEPARTMENT  OF  COMMERCE.  WEATHER  BUREAU 
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PENNSYLVANIA  SECTION 

L.  F,  CONOVEK 
HAKRISBURG,  PA. 


Vol.  L. 


August  1945. 


No.  8. 


SnBsciuPTio>f  Price:  25  cents  per  anncm;  (not  stamps) 
Remit  directly  to  SupERiNTENDEnT  of  Documents  Washington,  25  D.  C. 


GENERAL  SUMMARY. 

This  was  the  driest  month  since  February,  although  the  State 
average  was  barely  below  normal.  The  accumulated  precipi- 
tation since  January  1  is  +2.66  inches,  or  5  inches  more  than 
at  the  same  time  last  year.  Slightly  more  sunshine  and  5  less 
ramy  days  made  the  month  a  pleasant  contrast  to  the  stormy, 
dreary  weather  of  July.  A  few  localities  in  the  west  and  north- 
central  counties  remained  extremely  dry.  Totals  for  Beaver 
Falls  and  Galeton  were  the  driest  for  August  in  37  and  15  years 
of  record,  respectively. 

The  July  pattern  opened  the  month.  Early  on  the  first,  ex- 
cessive precipitation  in  Delaware  County  caused  creeks  to  over- 
flow, locally  flooding  homes  and  war  plants  near  Chester.  There 
followed  several  dry,  sunny  days,  the  first  in  a  number  of 
weeks,  and  permitted  one  good  haying  and  harvesting  day.  It 
was  too  good  to  last;  by  the  6th  rain  was  general,  and  thunder- 
storms, with  more  local  flooding  in  the  Philadelphia  area,  fol- 
lowed on  the  next  day. 

The  next  two  weeks  were  relatively  the  longest  rain-free  pe- 
riod this  year  (averaging  less  than  0.50  inch),  but  on  the  23d 
general  rams  began  in  the  eastern  counties  and  extended  west 
by  the  25th,  when  a  damaging  squall  line  formed  in  the  cen- 
tral part  of  the  State.  About  $100,000  of  wind  damage  oc- 
curred at  Lock  Haven.  In  Harrisburg,  due  to  the  sudden  vio- 
lence of  its  passage,  numerous  trees  were  blown  down  with  re- 
sultant minor  structural  and  power-line  damage.  Temperatures 
reached  their  lowest  points  for  the  month  on  the  27th  and 
chmbed  quickly  to  register  their  highest  points  on  the  last  two 
days. 

The  meteorological  summer,  closing  with  the  current  month 
averaged  68.8°  or  1.4°  below  normal,  the  coolest  since  1927' 
Ramfall  averaged  13.61  inches  or  108%  of  normal.  However 
the  western  portion  of  the  State  received  only  93%  of  a  36-year 
average,  while  the  east  experienced  122%.  This  distribu- 
tion of  precipitation  further  emphasizes  the  trend  begun  in 
April.  Accumulated  departure  for  the  growing  season  April 
1  to  date  now  shows  several  areas  with  deficiencies.  They  are 
in  Tioga  and  Clearfield  Counties  and  from  Crawford- Venango 
southward  including  Greene-Fayette-Somerset  Counties,  with  the 
exception  of  portions  of  Westmoreland  and  Washington.  The 
largest  deficiency  in  this  area  is  4 .  57  inches  at  Greenville  Else- 
where excesses  are  shown,  reaching  16.25  inches  at  Mt.  Pocono 
and  averaging  about  9  inches  generally  east  of  the  Susquehanna 
Kiver.  The  moisture  benefited  vegetation,  but  interfered  with 
all  field  work.  In  spite  of  all  handicaps,  yields  promise  to  be 
better  than  average,  except  for  fruits. 


at  Phoenixville  on  the  Slst,  to  a  minimum  of  34°  at  Greenville 
on  the  27th.  

PRBOIPITATION. 

The  average  precipitation  for  the  State,  aa  deduced  from  the 
observations  at  203  stations,  was  3.79  inches,  which  is  0.37 
inch  below  the  58-year  normal  for  August.  The  greatest  monthly 
amount  waa  8.52  inches  at  West  Grove,  while  the  least  was  0.78 
inch  at  Beaver  Falls.  The  greatest  amount  recorded  in  any  24 
consecutive  hours  was  3.42  inches  at  Dingmans  Ferry  on  the 
23d-24th.  .      ^  ^ 

OBITUARY 

Mr.  J.  H.    Weinberger,  cooperative  observer  at  Zionsville 
Pennsylvania,  died  on  July  5,   1945.     His  services  began  ori 
December  1,  1931,  and  continued  until  the  time  of  his  death 


COMPARATIVE    DATA  FOR    AUGUST 


Year 


Temperature 


lb88. 

It4(<9. 

1»90. 

1891. 

1»9'2. 

1S93. 

1894. 

1895 

1896, 

1897. 

1898., 

1899. 

19U0., 

1901., 

19U2,, 

19(W.. 

1904.. 

1905.. 

1906.. 

1907 . . 

1908.. 

1909. . 

1910. . 


TEMPERATURE. 


The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  84  stations  was  69.3°,  which  is  1.0°  below  the  58-year 
normal  for  August.  The  highest  monthly  mean  was  76  0°  at 
Marcus  Hook,  and  the  lowest  was  62.8°  at  Kane  Extremes 
ranged  from  a  maximum  of  99°  at  Marcus  Hook  on  the  30th  and 


1911. 

1912. 

1913. 

1914. 

1915. 

1916. 

1917. 

1918. 
1919. 
1920. 
1921. . 
1922. 
1923. , 
19'24., 
1925.. 
19.i6.. 
1927.. 
1928.. 
1929.. 


1930. 
1931. 
1932. 
1933. 
1934. 
1935. 
1936. 
1937. 
1938. 
1939. 
1940., 
1941., 
1942. . 
1943.. 
1944.. 
1945.. 


69.8 
67.4 
68.8 
69.6 
71.4 
70,4 
69.4 
72.3 
71.2 
67,9 
72.3 
71,2 
75.0 
72.0 
67.8 
67,2 
68.0 
69.6 
73,2 
68.0 
69.4 
69.4 


71.4 
67.1 
70.4 
71.3 
68,0 
71.9 
71.2 
73.6 
68.2 
70.2 
68.4 
69,1 
69,2 
70.1 
69.7 
71.9 
65.5 
73,4 
67.7 

70.3 
71.1 
71,6 
70.8 
68.6 
71.3 
73,2 
73.5 
73,8 
73,3 
68,8 
68,8 
69.5 
70.8 
71.6 
69.3 


Precipitation 


So 
■<co 


No.  of  days. 


0   m 


Period 7o.a 


100 

lUO 

98 

99 

99 

99 

98 

101 

101 

97 

99 

101 

103 

99 

100 

99 

96 

95 

96 

97 

102 

100 


102 

93 

102 

100 

99 

103 

101 

108 

94 

95 

97 

100 

96 

102 

97 

103 

92 

99 

98 

108 
104 
103 
104 

98 

98 
102 
10] 
100 

98 

98 
101 

96 
101 
103 

99 

108 


33 
37 
34 
35 
42 
30 
32 
32 
35 
34 
37 
38 
38 
42 
34 
36 
34 
36 
39 
32 
30 
84 
35 

36 
36 
38 
34 
34 
32 
38 
32 
36 
37 
35 
31 
30 
31 
26 
32 
34 
35 


7.05 
3.24 
5.76 
5.09 
8.77 
4.60 
1.84 
3.23 
2,22 
3  17 
6,60 
4,01 
3,33 
6.81 
2,62 
5,29 
4.36 
5.71 
5.62 
2.94 
3.22 
2.31 
2.61 

7.63 
6.02 
2.69 
3.85 
6.71 
2.57 
6.69 
4.12 
5.43 
4.66 
3.83 
3.14 
3.10 
3,78 
2,28 
5.69 
4.12 
4.60 
2.52 

1.47 

4.01 

2.82 

7.61 

4.94 

3.91 

4,96 

6.43 

2.90 

2.98 

4.67 

4.36 

4.63 

2.72 

2.56    . 

3.79    . 

4.16    . 

■     ••••• 

13 
14 

8 
11 
16 

8 
10 
11 
)2 
15 

9 
10 

9 

9 

7 

15 
12 
12 

7 

7 
12 

8 
12 
11 
11 
12 
12 

8 

8 
11 

8 
U 
8 


13 
15 
9 
8 
14 
14 
13 
15 
14 
14 
11 
14 
14 
10 
13 
9 
15 
12 
10 
16 
16 
16 
14 

11 

9 
17 
13 
10 
17 
15 
16 
13 

9 
17 
16 
15 
16 
18 
11 
12 
13 
17 

15 
11 
19 
13 
14 
18 
18 
13 
17 
16 
U 
17 
10 
14 
13 
14 


10 
10 
14 
12 
7 
10 
12 
11 
11 
11 
11 
10 
12 
12 
13 
12 
10 
12 
12 
9 
10 
9 
10 


11 

11 
10 
10 
10 
10 
12 
8 
9 
11 
10 
9 
8 
10 
11 
8 

10 
10 

8 

9 

8 
10 
11 

9 
10 
10 

9 

9 
U 
11 
11 
10 

10 


6 

8 
11 
10 
7 
6 
6 
6 
6 
9 
7 
5 
9 
5 
10 
6 
7 
9 
6 
6 
6 
7 

12 
10 
6 
7 

10 
4 
6 
6 
8 
10 
6 
7 
5 
5 
4 
12 


6 
10 
4 

9 
9 
8 
7 
9 
4 
6 

11 
6 

10 
6 
7 
7 
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stations 


CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 

Climatolou-ical  Data  for  AugTist  1946 


August  1945 


Counties 


Temperature,  In  degrees  Fahr. 


I 


=  2 
CO 

0,J3 


Atlnntic  Drainage 
Allentown  Arpt.  -4  Nt. 
AHoona-4.5  W.  ^^..•■ 
Burnt  Cabins-iNJi.... 

Carlisle.  ..  ■iA^:,-' 
Chambersburg-lbW  ... 

CoatesvlUe.  -■  ■■■■  ■■■■ 
Curweu^villeApt-6NW 

Eagles  Mere......  ■■•••■ 

F.i\  st  \Vatertord-3  K-.  .  • 

Emporiumt-l  E 

Ephrata.     ■  ■  •  • 

Everett-0.  n  bW 

Freeland..  •  .■ 

George  School 

Gettysburg 

Gordon 

Hanover. ..••••■••■••„ 
Harrisburg  Arpt.-i.s  ». 

Ha\vley-0.5  E 

Holtwood 

Huntingdon 

Lancaster 

Lawrence  VI  lie 

Lebanon  .... --^ 

Lewistown-2  Sw 

Lock  Haven 

Marcus  HooUIt 

Martinsburg 

Montrose-3E.^....--  ■■ 

Mt.  Pocono  Arpt.-.iiN- 

Paimerton 

Philadelphia 

Philipsburg-7  K.  . .  ■ .  •  • 

phoenixville-l.SbJ<>... 

PortClintonn...^.--- 

Quakertown-0. 5  i<. 

Reading 

Scranton 

Seliusgrovc 

State  College..^ 

Stroudsburg-2  E 

Tamarack-2S 

Towanda-1  E •• 

Wellsboro 

Westchester... 

Wilkes-Barren..  •••■. 

Williamsport  Apt.-4ii. 

wniiaTPFtownll. 


Lehigh 384 

Blair 1.500 

p\iltou ^'^ 


Woodward  2  NE. 
York-3  SW . 


Cumberland . 

Franklin 

Chester 

Clearfield 

Sullivan 

■luniata 

Cameron 

Lancaster 

Bedford  

Luzerne  

Bucks 

Adams 

Schuylkill 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon     . 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia  . 

Centre     

Chester 

Schuylkill  — 

Bucks 

Berks 

Lackawanna. . 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming..  • 

Dauphin 

Centre 

York 


Division  mean  — 
Ohio  Drainage 

Bradford-4  W 

Brook  ville — 

Butler • 

Clariontt-3  SW 

Claysville 

corry  •■ 

CoudersportjI.. — 


473 
600 
431 
2,  nb 
2, 020 
2, 125 
1,100 
365 
1,020 
1.970 
184 
.500 
900 
600 
351 
980 
200 
700 
255 
996 
469 
680 
557 
12 
1,493 
1,176 
1,9H 
455 
10 
1,916 
100 
407 
480 
•273 
74n 
476 
1,217 
44" 
2,250 
754 
1.319 
440 
544 
5211 
775 
2,191 
390 


5 
60 
4 
77 
50 
58 
3 
4 
8 
59 
48 
23 
52 
39 
72 
41 
41 
76 
35 
30 
58 
58 
48 
61 
7 

54 

19 

3 

40 

4 

27 

4 

3 

36 

7 

60 
75 
51 
55 
60 
26 

51 

75 

96 

7 

1 

29 

4 

57 


Derry 

Donegi'l 

Donoratt 

Ebeusburg 

Farrcll    •••••■• 
I'ord  City -4  S . . 

Franklin •■ 

GTeensburg-2  S. 

Indiana .  ,. 

J amcstowu-2  N  W Mercer. . 

Johnstown V.^'S^^J? 

Kane-IN McKean 


McKean l.t'SO 

Jefferson 1.4™ 

Butler 

Clarion 

Washington 

Erie 

Potter 

Westmoreland. 
Westmoreland 
Wa.shington  . . . 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland . 
Indiana 


1.077 

1,114 

1,170 

1,410 

1,653 

1. 150 

.  1.  746 

761 

2,170 

855 

950 


70.6 

69.1 

70.6 

70.0 

71.4 

72.4 

65.1 

66.4 

68.4 

68.3? 

72.4 

69.8'5 

66.6. 

71.2 

72.0 

68.1 

72.4 

72.0 

67.4 

74.2 

70.5 

70.2 

69.2 

71.5 

70.0} 

71.2 

76.04 

69  0 

66.0$ 

64.6 

69.2 

74  1 

64.0 

73.2 

68.8 

70.8 

72.8 

69.6 

69.2 

70.6 

70.6 

64.9 

69.0 

66.4 

71.7 

69. 6 

69.4 

69.  2§ 

67.0 

73.2 

69.8 


-1.5 
0.0 


-2.8 
-1.0 
-0.4 


+0.7 

-0.1 

+0.1 

-0.2 

-1.0 

-0.4 

-0.3 

-1:2 

-0.6 

-0.6 

-0.9 

-0  2 

-2.1 

+0.8 

-0.7 


-0.2 
-0.6 


-0.8 


-1.6 
-0.7 


-0.4 
-2  4 
+  04 
-0.  1 
-0.2 
-2.2 
+  1.7 
+0.6 

+0.4 

0.0 

-0.6 


+0.5 


92 

91 

94 

92 

93 

93 

85 

87 

86 

92 

93 

92 

86 

91 

91 

88 

93 

93 

92 

91 

92 

90 

92 

95 

93 

93 

99 

88 

87 

86 

97 

95 

86 

99 

90 

90 

93 

91 

91 

91 

94 

84 

92 

92 

92 

90 

90 

91 

85 

97 


29 
.30 
30 
30 
30 
3t 
31 
10 
30 
31 
30 
28 
31 
30 
30 
29t 
80 
30 
31 

3t 
21 
3 

21+ 
3 
30 
30i 
30 
31 
21 
31 
31 
30 
31 
31 
29t 
3 
30 
31 
30 
30t 
31 
30+ 
•-'U 
31 
30 
30t 
2U 
31 
21t 
31 


Mead\alle-1  S..  . 

Midland •■   •• 

New  Castle- 1. 5  N  ... 
Pittsburgh  Airport. 
Putnp.yville-2. 5  SE  . 

Ridgvvay 

Somerset 

Springs-l  SW 

Tion<'sta-1.5  SE 

Titvisville-  2  S 

Uniontown 

Vandergrift 

Warren 

Wayne.sburg. 


Division  mean. 


Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland... 

Warren 

Greene 


1,160 
1. 300 
1.050 
1,650 
1,750 
1.  06 1 
7H0 
900 
1.286 
1.270 
1,385 
■.;,  100 
2. 500 
1.200 
1.550 
1,040 
825 
1,190 
1.100 


Lake  lyrniimge. 

Albion 

Erie .u... 


State  mean 


Erie. 
Erie. 


900 
705 


65.0$ 

66.6 

69.8 

69.0 

68.7 

66.4 

65.6 

70.2 

66.0 

73.3 

65  6 

73.8 

69.0 

68.4 

69.2 

70.09 

68.1 

71.4 

62.8 

67.6 

71.6 

70.6 

72,2 

67  5 

65.2 

66.2 

64.0 

67.5 

67.4 

71.8 

71.6 

67.6^ 

70.8 

68.4 


-1:1 
+0  5 
-0.2 


-2.6 

-0.6 

-0.5 

+0.9 

-•0.7 

-11 

+2.7 

0.0 
-1.6 
+0  1 

+6.' 3 

-o.'i 


+0.1 
+0.9 

-1.3 

-0.7 
-1.7 


71.6 
69.3 


-0.1 
-0.2 
-0.2 
-1.3 


99 


94 
93 
93 
90 
89 
92 
88 
96 
90 
95 
91 
91 
90 

"96' 
93 

87 
91 
94 
94 
94 
89 
92 
88 
85 
90 
90 
93 
94 


30t 


49 

43 

41 

45 

47 

63 

39 

44 

48 

41 

49 

44 

45 

62 

52 

44 

49 

52 

43 

68 

42 

47 

41 

48 

« 

42 

55 

46 

46 

43 

48 

56 

35 

42 

46 

49 

54 

49 

43 

45 

46 

43 

45 

.38 

51 

48 

48 

44 

44 

45 

35 


Precipitation,  in  inches 


0 
C'3 


=  2 

§••5 


16 
27 

27 

16 

27 

16t 

27 

27t 

27 

27 

27 

27  I 

27 

16 

27 

16t 

27 

27 

16 

28+ 

27 

27 

27 

27 

27 

27 

25+ 

27 

16 

16 

16+ 

25 

16 

18 

16+ 

27 

27 

16 

27 

27 

16 

27+ 

16+ 

27 

27 

16 

27 

16 

27 

27 

16 


24 

28+ 

31 

30 

31 

31 

31 

30 

31 

31 

30 

28+ 

28+ 

30+ 

30+ 

■■"2+ 
.30 
31 
31 
31 
31 
31 
30 
31 
31 
31 
31 
2+ 
31 
31 


5.06 

5.65 

3.44 

5.85 

4.77 

2.99 

2.55 

4.99 

5.05 

1.77 

3.59 

5.  12 

3.50$ 

3.48 

6.17 

3.49 

4.80 

4.76 

5.82 

5.33 

5.29 

6.06 

3.24 

4.63 

4.06 

3.32 

6.50 

,5. 34 

2.79 

4.  .54 

4.19 

3.75 

2.67 

3.03 

4.30 

3  46 

3.31 

6.37 

4.48 

3.00 

6  90 

3  59 
1.86 
1.61 
3.85 
5. 0-2 
2.93 

4  32 
3  20 
7.48 

4.19 


•4-0.66 
+2.  21 

+  L45 
+0.89 
-1.59 


-1.96 
-1.05 
+  1.30 
-0  65 
-1.11 
+  1.16 
-0.91 
+0.49 
+0.72 
+  1.70 
+  1.11 
+  1.42 
+0  70 
-0.56 
+  0.29 


^ 

s* 

-)i 

Is 

% 

0 

Q 

o  ** 

"a 


-6.73' 

+  0.95 

-i.36' 

+6.68 

-0.87 

-1.87 
-0.87 
+  1.05 

+2.0         91 
-1.0        99 


36 

37 

38 

37 

38 

36 

43 

35 

46 

40 

43 

41 

41 

35 

41 

38 

43 

35 

38 

47 

44 

50 

39 

39 

35 

36 

40 

37 

43 

44 

43 

38 

34 


-1.48 
-1.92 
-0.88 
+  1.24 

+6.16 


+3.17 


1.93 

3.20 

2.19 

1.86 

2.11 

1.40 

0.86 

1.92 

1.55 

0.32 

1.44 

2.33 

1.26 
1.01 

2.18 
1.40 
1.59 
2.  17 
2.66 
1.23 
2.  .57 
1.58 
1.15 
1.17 
1.70 
1.00 
2  40 
2.70 
1.09 
2.29 
1.74 
1.63 
1.08 
0.85 
L27 
1.64 

1  63 
2.97 
2.17 
1.37 

2  56 
0.76 
0.65 
0.42 
1  12 
2.80 
1.28 
1.18 
1.90 
1.99 

3.42 


27 
7+ 
27 
27 
27 
27 
27 
27 
27 
28 
27 
27 
27+ 
27+ 
27 
27 
27 
16+ 
27 
27 
27 
27 
27 
27+ 
27 
27 
27 
27 
27 
27 
27 
27 

27 


13         52       27 

30+      34      27 


2.72 

2.84 

2.26 

2.07 

3.72 

3.32 

L41 

3.22 

4.  15 

2  85 

4.97 

3.09 

3.94 

2.95 

3.35 

4.16 

3.49 

4.80 

2.26 

2.98 

2.82 

2  32 

2.50 

4.69 

2.53 

4.36 

4  64 

3.03 

1.58 

2.63 

2.66 

3.81 

1.97 

3.16 


-0.67 
-0.92 
-1.59 
-2.17 
-0.16 
-0.16 
-2.08 
-1.00 

-095' 
+0.93 
-0.59 


23-24 
24 
23-24 
23-24 
23-24 
24 
23-24 
30 
30 
26 
23-24 
2.3-24 
24 
1 
23-24 
23-24 
23-24 
23-24 
24 
6 
23-24 
23-24 
30 
24 
23-24 
23-24 
31-1 
2:^-24 
24-25 
24 
23-24 

1 
23-24 
24 
24-25 
23-24 
23-24 

24 

23-24 

24 

24 

24 

6-6 

5-6 

23-24 

24-25 

23-24 

24 

2;+-24 

23-24 


23-24 


-0.71 
-0.84 
-0.11 
-0.28 
+0.41 
-1.  35 
-0.67 


-l.O'i 
-0.73 


-0.67 
-0.13 
-0.07 


-1.89 
-1.35 
+0.08 
-2.11 


1.06 

0.97 

0.72 

0.66 

1.66 

1.79 

0.  .58 

1.58 

2.45 

1.91 

1.50 

0.87 

0.60 

1.00 

1.73 

1.57 

1.14 

3.06 

0.62 

1.03 

0.95 

1.10 

1.19 

1.06 

0.57 

2.12 

2.85 

1.15 

0.96 

0.96 

0.57 

I  08 

0.56 

3.05 


2.26      -1.01 
3.79     -0.37 


14-16 

30 

6 

31-1 

6 

14 

6 

23-24 

6-7 

6-7 

23-24 

31-1 

23-24 

6-7 

6-7 

23-24 

5-6 

23-24 

5-6 

14-15 

6 
14-15 
6 
12 
5-6 
23-24 
■23-24 
30 
6 
23-24 
6 
14 
26 

23-24 


0.89 
3.42 


No.  of  days 


0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 

0 


18 
10 
10 
10 
14 
13 
8 
14 
17 
12  I  21 


a  o 
g.2 


s. 
ne. 


nw. 

nw. 


SW. 
SW. 


SW. 

nw. 

s. 

nw. 

se. 

n. 

SW. 


e. 

6. 
W. 

nw. 


SW. 

nw. 

SW. 


s. 

nw. 

nw. 


SW. 

sw. 


Observers 


U.S.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Comm. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Howard  L.  Pyle. 
U.  8.  Weather  Bureau. 
Carl  E.  Bigger. 
U.  8.  Weather  Bureau. 
Mrs.  Helen  C.Haas. 
Ephrata  Review. 
Penna.  Turnpike  Comm 
Andrew  B.  Evan.sha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Miss  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  8.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  Co. 
Paul  R.  Yoder.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

Penna.  Dept.  of  Highways. 

William  R.  Kelley. 

Sun  Oil  Co. 

U.  8   Weather  Bureau 

Harrv  S.  Fancher. 

U.  S. "Weather  Bureau. 

New  Jersey  Zinc  Co. 

U.S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila. -Suburban  Water  Co. 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  8.  Weather  Bureau. 

U.  8.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E.  Swartz. 

Mrs.  M.Ordelia  Parks. 

M.  8.  Bliss. 

Clyde  T.  Say  lor. 

Civil  Aeronautics  Authority 

U.S.  Weather  Bureau. 

Gordon  E.  Lower. 

U.  S.  Weather  Bureau. 

York  Water  Co. 


14 
23-24 


17 
10 
10 
12 
23 
12 
13 
15 

8 

6 
16 

0 
21 
14  I  14 
21 

21 

14 


sw. 

nw. 

w. 

nw. 

sw. 

se. 

w. 

w. 

sw. 

w. 

ne. 

w. 

8. 

sw. 

w. 

se. 

e. 

w. 

nw. 

nw. 


sw. 

s. 

nw. 

w. 

nw. 

sw. 

sw. 


s. 
nw. 


City  Water  Dept. 
Civil  Aeronautics  Authority 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
J.Fred  Kinley. 
Potter  Enterprise. 
Miss  N.  Dixie  Wineman. 
Penna.  Turnpike  Comm. 
Donora  Zinc  Works. 
Miss  Emma  H.  Eastman. 
Camegie-IUinois  Steel  Corp. 
U.S.  Engineers. 
William  K.  Fuller. 
Westmoreland  V\  ater  Co. 
Indiana  State  Teachers  Col. 
Pa.  Dept.  Forests  &  Waters. 
JohnstownTribune  Pub. Co. 
Spring  Water  Co. 
City  of  Meadnlle. 
Perry  P.  Campbell. 
New  Castle  Water  Co. 
U.  8.  Weather  Bureau. 
U.S.  Engineers. 
West  Penn  Power  Co. 
D.  L.  Grove. 
Allen  E.  Y'oder. 
U.  8.  Engineers. 
U.  8.  Weather  Bureau 
William  W.  Marsteller. 
Carnegie-Illinois  Steel  Corp 
Merrell  L.  Jordan. 
Thomas  S  Knox. 


Samuel  D.  Lewis. 

O.  8.  Weather  Bureau. 


14     10 


[See  page  64  for  explanation  of  reference  marks.] 


AuGUi^T  1945 


CLIMATOLCKJICAL  DATA:    PKNNSVI.VANl A  SECTION 


FjU 


Daily  PreolpitatioD  for  Aug^ust  1946 


Stations 


Counties 


Day  of  month 


14      15 


ATLANTIC 

DR^VINAGE 

IMawiire  Hiisiii 

I'lTKll  Dki.awauk 
Diugniaus  Forry-',  0.5E 

Hn\vley'-.0.5  K 

llollisterville- 

Lakevillc'-',  1  N 

Matanioras- 

Mount  Pooouo'.  2  N . 
Pleasant  Mount'. ■'',  1  W 

Stroud,<burg,  '2  E 

Tanners  Falls'.  *,  1  SE. 
Lehigh 

AUentowu  Arpt'.  •«  NE 

AUentown- 

Bethlehem' 

Blakeslee  Comers',  *. 

Gouldsboro2 

Lausford- 

Mauch  Chunk.  ISW. 

New  Tripoli 

Palmerton',  * 

Zionsville,  1  SW 

Schuylkill 

Coushohocken ; 

FredericksvilleS,  1  S. . 

Gratersford2 

Phoenix vUle-.  1.5  SE. 

Port  Cliuton2 

Pottstown2.  0.5S 

Pottsville2 

Reading'.^ 

Werners  ville 

LowEK  Delaware 

Coatesvllle^ 

Doylestown 

George  Schools  

Marcus  Hook2 

Philadelphia 

Airport  Station',  5 

City  Office'.  6 

Shawmont 

Quakertown.  0.5  E 

West  Chester 

West  Grovel  1.5  SE.... 

Susquehanna  Basin 
Chemung 


18     19 


■M 


Austinburgi.5,  2  W. .. 

Covington^ 

Lawrenceville 

North  Branch 

Berwick  2 

Canton2.  1  NW 

Danville^ 

Freeland2 

Hop  Bottom2.  2  S 

Millville'.s 

Monroeton^.  2  8 

Montrose2.  3E 

Orwell2,  3N 

Park  Place'.  INW.... 

Pikes  Creek. '.5 

Rush^ 

Scranton'.s; 

Susquehanna2 

Towanda.  IE 

Tunkhannock ',  * 

Wilkes-BarreS,  3  N  . . . . 

West  Branch 

Ansonia2,  2  W 

Carrollto\vn2 

Carter  Camp2    

Cedar  Run2 

Clearfield2 

Coalport2 

CurwensvilleApt'  6NW 

Driftwood', 5 

Dushore',  * 

Eagles  Mere2 

Eraporium2,  IE 

Galeton 

Karthaus2 

Lock  Haven2 

Medix  Run',  5 

Philipsburg',  7  E 

Renovo2 

State  College',  5 

Tamarack2,  2  S 

Tyrone  ',5.  4  NE 

Wellsboro2 


Pike... 
Wayne.. 
Wayne.. 
Wayne.. 
Pike.... 
Monroe. 
Wayne.. 
Monroe . 
Wayne.. 


Lehigh 

Lehigh 

N'rthanipton 

Monroe 

Wayne 

Carbon . . . 
Carbon . . . 

Lehigh 

Carbon . . . 
Lehigh,. . . 


Montgomery 

Berks 

Montgomery 

Chester 

Schuylkill ... 
Montgomery 
Schuylkill .. . 

Berks 

Berks 


1.56 
.62 
.51 
.1)2 
.15 
.28 
.13 
.41 
.23 
.10 


Chester 

Bucks 

Bucks 

Delaware 

Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester 

Chester 


01 

50 

1.01 

1.85 

63 
1.53 

1.77 
06 
57 
56 


Tioga. 
Tioga. 
Tioga. 


Columbia 

Bradford 

Montour 

Luzerne  

Susquehanna 
Columbia,. 
Bradford  . . 
Susquehanna 
Bradford  . . 
Schuylkill . 

Luzerne I 

Susquehanna 
Lackawanna 
Susquehanna 

Bradford  

Wyoming..  . . 
Luzerne 

Tioga    

Cambria 

Potter 

Lycoming.,. 
Clearfield  .  . 
Clearfield  . . 
Clearfield. .. 

Cameron 

Sullivan 

Sullivan.  . . . 

Cameron 

Potter 

Clearfield.. . 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

Blair 

Tioga 


.03    .14 

.  96  ....  1.  35 


.02 


.03 


.23 
.06 
T 

1.15 
1.10 
.11 
.03 
..38 
.03 
.23 

'.'06 


.04 


.01 
T. 
T. 

TOO 

.90 

I.  10 

1.13 


1.67 
1.50 
1.88 
1.64 
1.48 
T. 

.10 


T 

.80 
.02 
.04 
1.76 
.61 
.10 
.02 
.01 


.15 

.12 

76 

1.01 

.16 

.r 

.21 
.60 

1. 
.41 

1.79 

^64 
.88 
1.62 


.13 

.05 
.03 

1.65 

.02 
T 

.40 

.04 

.10 

1.34 


.01 


.06 

T. 

.06 

.02 

.25 

.02 

.01 

.07 

.'W 

.05 

.09 


T 
T 

'.'39 

.08 
.17 
T. 
.10 

T. 


.  15 
.25 
1.06 


.05 


06 
1.48 


.01 


.05 

60 

.14 

.19 

.09 

.50 

1.05 

• 

• 

.76 

.14 

.60 

T. 

1.08 

.22 

.31 

.41 

T 

.44 

.01 

.49 

.76 

.15 

.69 

.15 

.18 

.38 

.65 

.11 

.09 

.46 

.55 

.02  . 

.07 

.35 

.04 


.03' 


.03 


.03 


.04 


.05 


.01  . 


21 


22 


23 


.38 


.Oil 

...I 
.02! 


.07    .09 
'.'63 


.03 


.06 


.38 


.04     .33 
.'•24 


.09 
.03 
.31 
.19 
.12 

* 

.20 
.17 

tv 

.14 
.15 
.08 
.02 
.17 
.03 
.08 
.01 
.18 

]i6 


24 


26 


26 


27 


.48 
.38 
.35 
..54 
.22 
2. '29 
• 

2.56 
1.95 


.10 


.10 


1.91 
69 
2.55 
2.01 
.50 
..W 
1 

2.09 
1.73 
1.85 


2.  94 
2.27 
2.03 
2.2; 
3. '22 
..57 
* 

.52 
17 


03 


.04 


98 

75 

58 

60 

78 

.87 

.70 

1.60 

2.45 


.68 

1.1 

.02 

.55 

1.84 

1.92 

.72 

.12 

.33 

.30 


28 


29 


1.86 


l.Ofi 

.84 
.96 
.85 

1.27 
.94 

1.51 
67 
08 


1.10 
L12 

.'74 
.73 

.77 
.50 

'76 


80 


81 


1.40 
1.35 
.86 
.04 

.67 
.65 
1.30 
1.64 
1.12 
.64 


.07 


T. 


T. 


.13 
■69 
.50 
.51 

2.69 
.13 
.13 
15 

1.65 


.2 
2.97 


02 

05 

03 

100 

.60 

.48 
.10 

• 

.77 
.80 


.35 
.89 
.93 
.77 
.62 
.84 
.55 
.01 
1.10 


49 
1.55 
1.  25 
.16 
.54 
.66 
.96 
.46 
.63 


84 
1.20 
.96 


.50 


.28 


.61 
.41    1 


.54  .32 
1.65  .28 
2.80    .56 


.29 


.09 
1.50 
.08 
.17 
.56 
• 

.77 
.53 

.3i 
.25 
.40 
.50 
.42 
.47 
.94 
.33 

1.37 
.31 

1.53 
07 


.38 
.27 
.49 
.65 
.41 
1.46 
T 


.04 


2.73 


.03 


.02 


.03 


.18 


6.75 
.5.82 
.5.  32 
55.71 
6.45 
4.. 54 
8.05 
5.90 
3.95 


5.06 
4.61 
5.05 
3.79 
5.65 
4.51 
4.96 
4.34 
4.19 
3. -20 


4.89 
3.55 
3.38 
3.03 
4  30 
3.30 
4.67 
3  31 
4.90 


2.99 
4.  10 
3.48 
6.50 


T. 

3.40 

T. 

3.76 

.35 

5.19 

3.46 

.02 

3.85 

.02 

8.52 

0.84 

.19 

1  40 

.  15 

3.24 

.04 
.12 
T 

.06    .06 
.20  . 
T 


.04 


.05 


.09 


1  92 
.01 
T. 
.01 
.05 


.10 


2.  17 
3.82 

$3.50 
2.19 

$4.  30 
1.96 
2.79 
2  24 
2.97 
4  17 
2.35 
6.37 

'i.'se 

3.01 
5.02 


1.58 
3.55 
1.79 
3.05 
3.47 
2.26 
2.55 

4.99 
1.77 
1.35 
3.86 
3.32 
2.15 
2.67 
2.39 
3.00 
.3.59 
2.77 
1.61 


Continued  on  page   60. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


August  1946 


DaUy  Precipitation  for   August  1945  -Continued  from  page  59. 


Stations 


Counties 


Day  of  month 


1       2       3       4       5       6       7       8       9     10     11     12     13     14     15 


West^banch 
(continued) 
Williamsport  Apt.'-4Ji 
WilliamsportJ..  •••■••• 

Williamsport-i.  4  SK.  . 

Juniata 

Altooua,  4.5  W..-. — 
Bret'zewood',0.5  t — 

BurtaloMills-,  ..-..„■  ■ 

BurntCabip9i,2Nh... 

EastWateiford'i.Sl!.... 

Everett2.0.5SW 

HuutiugdoQ'i     ...■•. 

Levvistown-'.  '2  bW 

Mapleton  Depot'' 

Martinsburgi.......--- 

Mct:onnellstowii2.4KW 

Nelfe  Millsi,^,  3.5  Nt.. 

New  Bloom  field 

Newport'^ 

Saxton^,  1  W........-- 

SiiadeGapl,5.0.6SW.. 

LWR  Susquehanna 

ArendtsviUe^.... 

Bloserville,  1-5  N 

Carlisle 

Columbia. 

Dauphin^.SN 

Eplirata... 

Gleu  Bock'," 

Gordon  ■■••■••;• 

Crantville,'2SW 

Hanover'''..  •li'A'Q'Vi 
HarrisburgApt'.s,3.5b 

Holtwood''^ 

Huutsdale^......^.. 

Kii-kwood'.^,  ISW.. 

Lancaster 

Lebanon''^ . . .. . •  •  •  ■•  •  • 
Middletowni,1.5W.... 
Millersburg'.^.'-iE 

Kewburgl.3.5NW 

NewPark.  „^..  ...■■■  • 
Pine  Grove''.  1.5  Ni'^ . .. 
Ringtown''',  1.5SW  — 

Selinsgrove 

Sharookin''' 

Sliippensburg 

8unbury2 

Williamstown'' 

Woodward',  2  NE 

York.SSW 

York  Haven-' 

Potomac  Basin 
ChambersburgM  SW. 

Gettysburg 

Hewitt, 2S\V 

Hyndman''' 

McConnellsburg''..     ■ 

Mercersburg''' 

South  Mt.  Sau't'm^. . . 
GULF  DRAINAGE 
Ohio  Basin 
Ali^egheny 

Acmetonia^ 

Aliens  Mills'.  5 

Blairsville2,6NE 

Boswell-,6NW 

Bradford,4W.  ....... 

BrookvilleM.5SW.  .. 

Buckstowni.  6 

Clarion'-i,  3  SW 

Corry 

Coudersport 

Derry 

Donegal! 

Dunloi.5,  0.5SW 

EbensburgS 

Fol•dCity^4S 

Franklin^ 

GlenHazel2,  1  NE.  . . 

Homei.  5 

Indiana 

Johnstown^O.5  W... 

Kanei,  IN 

Kregar',  -(.5  SE....    . 

Lycippus,  1.  5  E 

Marlenville',5 

Meadvil!e2,  IS 

Mosgrove''' 

Parkers  Landing^.  . . 

Pittsburgh  Cty  Of',*. 

Port  Allegany'^ 

Punxsutawney2 


Lycoming.. 
Lycoming. 
Lycoming  . 


Blair 

Bedford 

Bedford.  . 
Fulton,  . . . 
Juniata. . . 
Bedford  .  . 
Huntingdon  . 

Mifflin 

Huntingdon 

Blair 

Huntingdon. 
Huntingdon 

Perry 

Perry 

Bedford 

Huntingdon 


.03 


.24 
.51 
1.1!    .05 


.1» 
.97 

1.31 
.78 

1.77 
.06 
.17 
.05 
.23 
.26 
.43 
.02 


Adams 

Cumberland. 
Cumberland. 
Lancaster — 

Dauphin 

Lancaster.. . . 

York , 

Schuylkill  .. 
Dauphin  — 

York 

Dauphin  — 
Lancaster.. . 
Cumberland 
Lancaster..  . 
Lancaster, . . 
Lebanon  — 
Dauphin  — 
Dauphin.... 

Mifflin 

Cumberland 

York 

Schuylkill.  . 
Schuylkill.. 

Snyder 

N'umberland 
Cumberland. 
N'umberland 
Dauphin. 
Centre.  . . 

York 

York 


Franklin. . 

Adams 

Bedford..  . 
Bedford  . . . 

Fulton 

Franklin... 
Franklin... 


T. 

.38 
.84 

'.'is 

.03 

1.42 

.'25 

'i 

.25 
.'22 


01 
1.05 
.86 
.22 
.60 
.35 
2.53 


.08 
1.95 


.04 
.01 
.01 
T. 
1.75 


.60 


1.24 
1.26 
.60 
.67 
,01 
.03 
T. 

!6i 
.99 
.02 

.79 

.68 

.01 

.05 

95 


Allegheny,. 
Jefferson... 
Indiana .  . . 
Somerset... 
McKean.... 

Jefferson 

Somerset 

Clarion 

Erie 

Potter 

W'moreland. 
W'moreland. 

Cambria 

Cambria 

Armstrong.. 
Venango — 

Elk 

Indiana 

Indiana, — 

Cambria 

McKean 

W'moreland. 

W'moreland. 

Forest 

Crawford  — 

Armstrong.. , 

Armstrong... 

Allegheny . , . 

McKean 

Jefferson 


.03 


.02 


,54 


.26  .... 
.77  .11 
.69    .41 


,26 
T 
.52 
.09 
.67 

1.07 
,95 
.75 

1.16 
.01 
.97 
.03 
.30 
.58 
.70 


.02 


16 


18  19  20  21  22  23  24  25  26  27  28  29  30  31 


.03 
.63 
.56 
.41 
T. 
.54 
.68 
.42 
.53 
T 
.91 
T 
.01 
Ml 
,42 
.03 
.85 
.67 

.'so 

.26 
.03 


T. 


1.01 
.40 
.24 
.08 
.45 
.25 
.01 
.02 
.33 
.61 
.50 
1.23 
,67 
.20 
,39 
.42 
.35 
L03 


.02 


.35 


.09 


1.04 

75 


.  11 

.07 

.67 

.10 

T 

.30 

.66 

!64 
T 

.03 
.01 
1.41 
.82 
.23 
.23 
.41 
.04 
.02 

r 

.'30 

.62 
1.02 

,05 
.41 
.26 


,59 
,02 
.93 
.03 

r 

.68 

1.04 

.03 


1 .22 
.54 
.92 
.42 

!25 
T. 


.23 


.04 


.06 


.53 


T. 
T. 

.09 
,60 

1.33 
43 

1,01 


.46 

.49 

,62 

.58 

.71 

.52 

.94 

.05 

.85 

.58 

1.18 

1,84 

1.06 

T 

.21 

,77 

48 

73 

37 

63 

61 

1.22 

1.53 

.64 

.96 

.01 

.10 

.62 

.31 

.01 


.04 


T. 


.02 


.01 


.'22 


.03 


.01 


,02 


.20 
.08 

A2 

!63 
T 
T 
.60 
.51 

"63 
.22 
.08 
,02 
.16 
.52 


.05 


.20 


.07 


.06 


.04 


.05 


T. 


.03 


.06  , 


.17 


.50 


T. 


.08 


.09 


.07 


.15 
,08 
.12 

1.06 
.25 
.13 
.38 

1.79 
.26 
.04 
.10 

.'is 

.40 

.65 

.20 

,27 

.09 

T. 

,61 

.20 

T 

.34 

1.03 

68 

34 

.33 

.61 

.55 


.09 


1.23 
18 
41 


,60 


T. 


.07 


.01 


3.20 

'8 

1.62 

1,90 

1,09 

1.85 

1.70 

66 

19 

1.79 

1.50 

2.62 

1,65 

.85 

1.80 


75 
1,10 
1.51 


.20 
.15 
,63 
.•23 

1.0 
.59 
.99 

1.04 
.75 
.41 

1,44 
.10 
.03 
.87 
.75 


.05 


T. 
T. 

r 

.05 
.04 
.04 
.41 

';64 

.12 
.10 
.06 

^03 
.12 
.02 
.12 
.20 

'.iyi 

.25 


1,12 
2.06 
1.85 
1.63 

93 
1.44 
1.85 
1.40 
2.12 
1.59 
2.0 

.91 
1.14 
1.19 
1.58 

.64 
2.22 


L09 


3.00 


.40 
.63 
.48 
.46 
.71 
1.00 

.'75 

.'29 

'.m 

.69 

.71 
2^45 


2,59 

1.82 

76 

2.  i7 
84 

2.45 
82 
77 

1.76 

1.99 
.96 


05  2.11 


22 
1.02 


18 
2.07 

30 
1.26 
2,15 
1.44 


.80 


T. 
1.26 

20 
1,50 
1.18 

.46 

.13 
1.41 


1.13 


.22 


.51 
1.82 

'^61 
.60 
T 
.90 

1.13 

'!74 
1.30 


.02 

.03 
.96 
1.85 
.99 
.31 
.88 


.38 

.45 

1.58 

1.72 

^36 
.19 
.05 


1.27 
T. 


.21 


12 

1.51 

1.31 

1.52 

1.50 

.60 

.02 

.05 

.71 

1,57 

2.30 

.04 

1.20 

1,45 

.05 

.13 

.31 

.25 

.18 

!48 


.60 
1.20 
.11 
T 
.10 
.23 
.59 
.76 
.35 
.10 


.63 


1.55 
.09 
.04 


.07 
.83 
1.08 
.66 
.12 
.16 
.20 

i.'ei 

.33 
.09 
.18 
.14 
.15 
..51 
.35 
.20 


.13 


T. 


2.93 
3.15 
4.05 


5.65 
4,64 
4.93 
3.44 
.5.05 
5.12 
6.29 
4.06 
5,99 
5.34 
4,51 
3.91 
4,11 
3,68 
4.57 
4.53 


5.44 
6.81 
6.85 
3.68 
4.08 
3.. 59 
4.54 
3.49 
5.81 
4.80 
4,76 
5.33 
6.39 
4.60 
5.05 
4.63 
5.04 
4.60 


4.48 
.  22  4. 97 
.06  4.58 


.56 
.03 
.21 
.45 
.22 

1.36 


64 


1.68 


T. 

2.86 


.02 


.09 


.12 


.02 
i.'62 


4.48 
4.22 
6.30 
4.58 
4.32 
3.20 
7.48 
5.82 


4.77 
6.17 
7.00 
3.63 
4.46 
4.41 
7.13 


2.30 
2.72 
5  12 
5.63 
2.72 
2.84 
3.27 
2.07 
3.32 
1.41 
3.22 
4.15 
5.41 
4.97 
3.94 
2.95 
2.28 
5.85 
4.16 
4.80 
2.26 
5.65 
3.97 
$1.43 
2.98 
4.39 
3.06 
1.75 
2.12 
4  51 


Continued  on  t>age  61. 
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Daily  Precipitation  for  August  1946 -Continued  from  page  m 

stations 

Counties 

Day  of  month 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

17 

18 

19 

20 

21 22 

28 

24     2G 

26 

27 

28 

29 

80 

81 

'  i 

(I'ontiniied) 

( 

1 

1 

riiliH'Vvillf-'.  2.6SK.. 

Ridgway'i 

Saltsburg-' 

Seward- 

Armstrong.. 

Elk 

Indiana 

W'mori'land 

.8 
.4 
.9 

1 

8  ... 
8  ... 
3... 

.    t 

.    .0 

.    .2 

.4 

3 

7    .4 

7    .3 

i    .51 

9   .70   .08    .  03    . . 
(1    .21    .03   .,S6  ... 
0 02   T.    ... 

T. 

.'  '.'6 

1 .06  . . . 

i    .02  '. '. '. 

.    .71  ... 
.    .  24  . . . 
.    .  04  . . . 

.    .41     .08    .29... 
.    .12    .13    . 38  . . . 
.    .80    .61    .24    .. 

.    .89     4.69 
■    .01      2, .53 
.    .69     4.30 

ShoHield'.\  6  \V 

Warren 

7 

)   .3 

i     2 

2 

.  ... 

.  14  . . . 

.  1.43    .64    .51  ... 

Sniethporti,'-.  1  SW  . 

McKeau ... 

5 

2     2 

D     l**!  * " 

.43   .  07  . . . 

.    .27    .05... 

.  ioi  .  T'll    9'  n J 

Stixingstown',''" 

Indiana  .... 

.01 

< 

1  1 

1      2 

.     .22   .05... 

51.89 

S    77 

Tionesta^.  1.5  SE 

Forest 

0' 

?. 

6; 

t     3' 

I   .0 



.47|1.7 

0   .17    .. 

.. 

I.60I    n 

Titusville,  2S. 

Crawford. . . 

,9( 

, 

9.i\-- 

T. 

.0 

.20... 

1     ^F.]      SA!! 

Union  Cityi.» 

Erie 

.« 

i 

8( 

)     i( 

2% 

.<;b|... 

.  02|  .  29| . . . 

.  63I 

1  58 

\  aiulergrift  ' 

W'raoreland. 

T. 

T. 

T 

5- 

V" 

'.'!(■ 

.4 

.29      . 

3.98 

Warren- 

Warren 

l.Of 

5? 

v 

T 

.091  .52|   .05|... 

.51 

2.66 

\oungsvillei,* 

Warren 

.6C 

.6t 

.Oi: 

... 

.If 

04 

1  0'- 

.161 

.'6s 

.2t 

3.81 

MONONUAHELA 

.3b 

3.28 

Couflueuee-.  1.5  N  W . . . 

Somerset. 

0' 

0' 

40 

H 

Conuellsville^ 

Fayette 

1  (M 

07 

1  18 

.18 

T. 

.OSJ 

1.8- 

.60 

.27 

3  78 

Donora' 

Washington.. 

1.43 

4& 

02 

.01 

.53 

.59 

.Oc 

4  01 

Greensboro- 

Greene 

■  Ofi 

1  0<t 

58 



.22 

.66 

.03 

2  85 

Greensburg.2  S 

W'moreland. 

.09 

1  49 

74 

30 

.03 
.16 

f. 
T. 

.13 

.58 

.16 

.06 

2.68 

Irwin 

Meyersdale2 

W'moreland. 
Somerset 

.54 
51 

.18 

1.12 
09 

.25 
64 

.01 

.08 

.03 

r. 

1.1b 

.77 

r" 

.01 
.06 

T 

3.35 
3  17 

Murrysville// ',  * 

W'moreland. 

n« 

90 

.05 
T 

.21 

'.'17 
.01 
.01 

1.62 

.45 

.20 

3  51 

Newell" 

Pitttiburgh  Arpt.//l.s.. 

Fayette 

Allegheny . . . 

"37 

(ii 

T 

.98 
1  19 

.40 
T 

.11 

.02 

'.'is 

.25 

.66 
.73 

.18 

.'64 

2;32 
2  44 

Rices  Landing'' 

Greene 

.40 

13 

34 

.     T. 

.24 

.29 

.10 

T 

2  60 

Somerset 

Somerset 

.?,s 

.93 

37 

.33 
.01 

.... 

T. 
T. 

— 

.14 

.68 

.16 

1  76 

Springs'!.  1  SW 

Somerset 

M 

0? 

72 

19 

.07 
.31 
.05 

.i2 

2.12 

.13 

4  36 

Dnioutown 

Fayette 

.12 

57 

SO 

.05 

T. 

.23 

2.62 

.08 

.07 

4.54 

Waynesburg 

Greene 

,.35 

19 

.2/ 

.96 

.05 

2.63 

Beavek 

.06 

.  49 

.5b 

1.97 

Beaver  Fall.-.- 

Beaver 

15 

T 

.19 

.05 
14 

T. 
.13 

Butler 

Butler.. 

41 

,01 

36 

72 

.29 

T. 

T. 

.08 

.02 

0  78 

Farrelis 

Greenville 

Mercer 

Mercer 

.87 
01 

.10 

.36 
1  08 

.04 
.25 
.32 
.27 
16 

.72 

.83 

. . . . 

.09 

'.'i7 

2.26 
3.09 
2  01 

Jamestown^.  2NW. 

Mercer 

43 

T 

1   14 

.50 

.is 

.37 

.06 

.17 

.07 

Mercer  Arpt.',  2.5  NE. 

Mercer 

04 

.92 

67 

.23 

.61 

.06 

.62 

3.49 
2  20 

Newcastle,  1.5  N 

Lawrence 

T 

.51 

.23 
1. 10 

.48 

.03 

.17 

03 

Pennline.2,  is 

Ohio 

Crawford 

.07 

T. 

.82 

.28 

.11 

.03 

.  i'. 

'i'. 

T. 
.04 

.37 
.05 

.02 
.31 

2.32 
2.19 

Claysville2 

Coraopolis2.  IE.. 

Midlands 

Mt.  Lebanon^ 

Washington',  s 

Washington  . 
Allegheny  ... 

Beaver 

Allegheny  .... 
Washington  . 

.62 
.37 
.49 

.95 
.28 
.38 
.04 
.06 

.03 

T." 
...  1 

.69 
.20 
.68 
.48 
.50 

.87 
.16 
.27 
.29 
.04 

.12 
.05 
.07 
T. 

.08 

13 

.'20 
.07 
.44 
06 

T. 
.62 
.56 
.04 

.04 

T.' 
.16 

.29 
.14 
.06 
.28 
.39 

.06 
T. 

.'69 

.'2i 

3.72 
2.04 

2.82 
1.82 

LAKE   DRAINAGE 

52.18 

Albion2 

Erie 

Erie'.  5 

Raymond',  5 

Erie 

Potter 

06. 
06. 

T. 

.64 
.30 

.29 

20 

T.'  . 
.06. 

.'89' 

t.'  . 
.56. 

' 

:;:•:• 

:::::." 

T.' 

.12 

.'35  .' 
.15 

.'ii: 

.'63  ' 

T.'  '. 

'2."26 
1.59 

[See  page  64  for  ex 

planation  of  re 

fere 

ace  1 

Tiarl 

s.] 

1 

~ 

Daily  Evaporation( inches)  and  Wind  Movement  (mileo) 


Stations 


Hawley'''  IS  / Evaporation  — 
I  Wind  movement 

Jamestown2.  .2  NW  /  Evaporation .... 
I  Wind  movement 

Neffs Mills=,3.5  NE.  /  £\^P°'"'i"°i 

V  Wind  movement 


.090 
15 


.160 

5 


.087 
91 


.120 

4 


191 

26 

.138 
25 

172 
-0 


.100 
02 


.102 
22 


.108 
4 


.932 
01 


.204 

27 


10 


.729 
13 

.182 
17 

.226 
14 


.174 
36 


.156 
19 


192 


12 


.211 
30 


.098 
13 


.172 
4 


14 


.159 
143 


.123 
61 


.242 
31 


.200 

28 


180 


.193 

48 


20 


22 


23 


24 


128,026 

6       1 


.160 
5 


183 
54 

130 
25 

.182 
4 


.181 
74 


.158 
13 


.232 
36 

.228 
37 

.270 
25 


.061 
13 


.120 
25 


25 


n 

31 

.132 
32 

367 
10 


26 


28 


29 


.192 
56 


1.288 


n  2.051 


.227 
104 

.168 
36 


15 


.190 
36 


10 


.150 
21 


.146 
20 


Total 


7.878 
1453 

4.830 


5.267 
500 


Itolicg  mean  minus  quantity.  [See  page  64  for  explanation  of  other  references.] 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


August  1945 


♦  « 


Daily  TemperatureB  for  Augruet  1946 


Stations 


Albione'. (^f^^^r: 

AnontownArpt..-4NE..|Max™. 

AUentown/ {^^SSZ'. 

Altoona-4.5W \Miuimuni.. 

Arendtsville* |  Maximuin 


Berwick/. 


Minimum. 
/  Maximum 
\  Minimum.. 


Bethlehem  1 

Bradford-4  W 

Rrnokville' /  Maximum.. 

UrooKvuiB  \  Minimum.. 

Burnt  Cabinsi-2  N£  . 


/  Maximum.. 

\  Minimum.. 
Maximum- 
Minimum.. 

ri„„»„T. ;  1  NW             . .    /  Maximum. 
Canton/INW \Minimum.. 


Butler. 


■{I 


I  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
.Maximum, 
mum.. 


Carlisle 

Chambersburg6-1  8W 

Clarion6-3  SW 

riavsville/ /  Maximum. 

i..iaysviuB(....  \  Minimum. 

r.„„^T^r,rt ;                      .  ■  /  Maximum 
Coalport/ 'VMinimum. 

Coatesville' 


.  (  .Maxir 
V  Minin 


6 (  Maximum. 


(  Ma 

\Mi 


nimum. 


Columbia iltSSZ: 


Corry 

Coudersport. 


{ 

Curwensvillei-6NW....  / 


Derry. 


(  Maximum. 
VMinimum.. 

Maximum. 

Minimum . 

Maximum. 

Minimum . 
/  Maximum. 
\  Minimum. 


noneeal" f  Maximum.. 

uonegai  \  Minimum.. 


Donora' 


.  (  Ma 
\Mi 


Maximum, 
nimum. 


Ea^lesMere/ {^f^^^Z:. 

EastWaterford6-3E....|Maximum. 

El'-sburg/ (^fn^um.-.- 

Emporium/-!  E (^itnlZS: 

EPhrata {^fa^aT 

/Ma 
\Mi 


Eriei 


Maximum, 
iniraum., 

Everetti-0.5  8W /  Maximim. 

\  Minimum. 

WMrrpll  (Maximum. 

'^''"''" \Minimum. 

(  Maximum. 

\  Minimum. 


Ford  City  /-4  S  . 


Franklin  / /  Maximum .. 

V  Mimmuro.. 
Frederlcksville-l  S /  Maximum.. 

\  Minimum.. 

Freeland /  Maximum.. 

\  Minimum.. 
George  School« /  Maximum.. 

VMimmum.. 

Gettysburg /  Maximum . 

•'  \  Minimum.. 

Gordon /  Maximum. 

\  Minimum.. 
Greensburg-2  S /  Maximum.. 

\  Minimum.. 
Hanover/ /  Maximum.. 

VMinimum.. 


Harris  burg  Arpt.  1-3.6S.  /  Maxii 
V  Minit 


laximum.. 
imum .. 

Hawley-0.5  E /  Maximum. 

VMinimum.. 
Hewitt-2  SW /  Maximum. 

V  Minimum.. 
Holtwoodi (Maximum. 

V  Minimum.. 
Huntingdon /  Maximum 


Minimum.. 


84 
70 
80 
65 
89 
70 
79 
65 
80 
66 
70 
64 

67 
61 
73 
67 
80 
68 
72 
65 
77 
61 
82 
66 

81 
67 
72 
61 
79 
64 
83 
72 
77 
66 


78 
63 
82 
63 
92 
71 

74 
66 
88 
64 
91 
60 
81 
62 
78 
62 
83 
66 

80 
65 
90 
69 


76 
45 
81 
50 
92 
62 
75 
50 

85 
58 
83 
52 
77 
46 
77 
46 
80 
45 
82 
56 

86 
54 
75 
40 
73 
42 
72 
46 
78 
49 
75 
42 

80 
53 
72 
61 
76 
55 
72 
48 
75 
48 
88 
56 

75 
64 
81 
51 
79 
53 
78 
.50 
76 
49 
79 
50 


80 
45 
82 
48 
82 
47 
78 
47 

79 
65 
82 
52 
82 
47 
80 
47 
82 
44 
81 
59 

84 
64 
77 
44 
77 
44 
74 
50 
83 
52 
79 
46 


10 


12  13 


15 


16 


19 


20 


21 


22 


23 


24 


26 


26 


27 


28 


79  88 


71 
59 
85 
65 
88 
40 
68 
52 

77 
65 
83 
65 
76 
60 
82 
63 
73 
56 
76 
64 

78 
66 
69 
67 
74 
48 
66 
66 
79 
65 
80 
60 

86 
69 
70 
63 
71 
60 
73 
62 
68 
49 
78 
67 

70 
60 


76 
58 
86 
61 
88 
37 
74 
59 

82 
63 
85 
63 
75 
58 
80 
59 
79 
60 
85 
64 

85 
68 
72 
56 
72 
56 
75 
54 
82 
65 
78 
60 

85 
66 
73 
57 
78 
60 
75 
60 
78 
61 
83 
63 

70 
63 
80 
60 
78 
62 
80 
61 
77 
60 
79 
61 


57 
82 
66 
81 
51 
80 
56 
81 
60 
78 
69 

82 
58 
78 
46 
77 
46 
75 
51 
79 
54 
75 
51 

83 
63 
76 
54 
73 
54 
75 
49 
81 
62 
78 
68 

78 
60 
80 
54 
82 
61 
81 
55 


81 
48 
83 
50 
82 
48 
83 
61 

81 

58 
85 
54 
83 
49 
82 
49 
85 
50 
83 
61 

84 
57 
81 
44 
80 
44 
75 
5 
Si 
50 
78 
44 

84 
65 
77 
54 
78 
58 
76 
43 
83 
61 
83 
63 

79 
62 

83 
61 
84 
54 
82 
52 
82 
53 
80 
59 


84 
51 
89 
55 
89 
58 
86 
56 

86 
60 
88 
68 
86 
63 
85 
52 
86 
48 
90 
62 

91 
60 

85 
47 
84 
49 
81 
67 
83 
55 
86 
49 

90 
60 
85 
59 
81 
67 
82 
50 
87 
67 
89 


74 
66 
81 
59 
82 
60 
81 
66 
82 
48 
84 
61 

80 
61 
78 
55 
83 
48 
81 
64 
83 
62 


89 
64 
87 
56 
85 
51 
82 
68 
91 
62 
84 
.55 

90 
63 
80 
63 
77 
63 
84 
58 
88 
68 
87 
63 

91 
69 
87 
67 
94 
61 

83 

67  59 

82 


55 
83 
57 

79 
61 
86 
61 
83 
64 
83 
66 
84 
62 
83 
65 

85 
64 
84 
56 
83 
60 
86 
66 
85 
63 


65 
85 
57 
82 
62 
90 
63 
83 
59 

90 
71 
77 
63 
79 
65 
84 
61 
89 
59 
86 
69 

90 
69 
89 
61 
94 
71 
88 
60 
87 
60 
84 
61 

79 
65 
87 
67 
85 
66 
85 
62 
87 
59 


82 
69 
83 
59 
84 
57 
74 
50 
81 
63 
75 
56 

81 

as 

76 
65 
74 
64 
71 
62 
76 
63 
83 
71 

70 
64 
80 
48 
91 
59 
77 
64 
74 
63 
79 
60 


76 
44 
80 
45 
77 
44 
76 
44 

78 
45 
79 
61 
78 
43 
76 
43 
78 
46 
75 
53 

80 
60 
74 
42 
74 
39 
72 
44 
76 
46 
74 
40 

78 

50 

75 

4' 

74 

51 

71 

42 

79 

46 

78 

50 


56 
79 
49 

78 
46 
83 
52 
82 
50 
84 
44 
81 
49 
84 
57 

84 
54 

80 
47 
78 
43 
74 
51 
84 
54 
79 
60 

82 
57 
77 
47 
76 
66 
78 
47 
«2 
47 
82 
54 


78 
54 
78 
43 
87 
46 
78 
59 
78 
46 


80 
49 
86 
66 
83 
45 
80 
61 

80 
55 
83 
60 
83 
60 
88 
50 
86 
52 
82 
55 

84 
58 
83 
48 
81 
46 
78 
53 
83 
63 
82 
47 

85 
68 
77 
55 
75 
59 
80 
49 
«4 
Bl 
82 
68 

82 
63 
85 
67 
87 
66 
83 
53 


60 
86 
53 
86 
49 
81 
57 
83 
51 
86 
49 

89 
59 
80 
57 
77 
62 
84 
52 
88 
66 
87 
60 

81 
63 
88 
67 
89 
61 


54 
91 
57 
91 
.54 
87 
67 

85 
57 
88 
59 
89 
67 
87 
57 
89 
55 
87 
60 

90 
62 
88 
60 
86 
53 
82 
59 
90 
69 
86 
54 

89 
62 
81 
59 
80 
65 
84 
63 


87 
57 
92 
66 
90 
60 
90 
62 

87 
66 
88 
57 
89 
60 
89 
68 
90 
55 
89 
67 

90 
60 

88 
54 
88 
55 
82 
61 


63 
80 
50 

76 
55 
83 
64 
79 
62 
77 
.56 
83 
50 
82 
61 

82 
61 
85 
60 
83 
66 
82 
63 
85 
58 


64 

88 
53 
84 
53 

80 
58 
85 
57 
82 
60 
84 
53 
87 
50 
84 
61 

86 
61 
86 
57 
85 
55 
88 
65 
89 
69 


.58 
85 
53 

82 
62 
87 
57 
85 
61 
85 
56 
88 
53 
85 
64 

90 
63 
89 
56 
86 
66 
88 
66 
89 
60 


62 
86 
55 

91 
66 
85 
62 
84 
66 
84 
54 
89 
59 
89 
62 

85 
70 
91 
56 
93 
64 
90 
59 
90 
59 
85 
57 

83 
65 
88 
65 
87 
61 
87 
55 
88 
55 
86 
64 


82 
62 
89 
59 
91 
63 
83 
63 

86 
63 
91 
62 

m 

61 

81 
68 
88 
57 
92 
70 

93 
64 
80 
60 
85 
58 
80 
60 
86 
60 
79 
56 

86 
65 
80 
63 
83 
68 
79 
62 
84 
60 
90 
66 


74 
65 
90 
69 
93 
67 
85 
61 
82 
61 
85 
61 

81 
64 

88 
67 
90 
66 
85 
59 
86 
56 
90 
66 

88 
69 


63 
69 
52 
77 
57 
67 
56 
78 
62 
68 
58 

74 
63 
75 
65 
71 
58 
66 
59 
71 
55 
86 
62 

74 
62 
71 
60 
79 
62 
71 
63 
73 
58 
69 
69 


61 
52 
89 

63 
56 
61 
56 

60 

68 
65 

67 
63 
64 

56 
67 
5' 
71 
59 
60 
5' 
62 
57 

66 
58 
73 
68 
75 
52 
57 
62 
64 
58 
62 
66 


75 
53 
80 
66 
77 
60 
73 
61 

74 
53 
79 
66 

77 
52 
78 
57 
76 
65 
77 
54 

79 
56 
70 
54 
78 
56 
73 
49 
80 
59 
76 
62 

82 
58 
60 
63 
72 
52 
72 
62 
77 
56 
76 
54 

70 
69 

83 
57 
77 


68 
48 
72 
54 
78 
60 
63 
50 

74 
51 
75 
56 
70 
51 
71 
46 
70 
52 
71 
54 

76 
55 
67 
50 
66 
44 
65 
45 
72 
51 
66 
45 

74 
61 
60 
48 
65 
51 
65 
49 
68 
52 
76 
64 

68 
56 
72 
56 
72 


29 


30 


31  Mean 


74 
36 
81 
41 
75 
37 
76 
44 

76 
47 
80 
47 
78 
38 
79 
37 
76 
38 
76 
63 

80 
49 
74 
38 
70 
36 
69 
39 
77 
43 
70 
36 

81 
46 
77 
44 
71 
48 
72 
42 
75 
41 
77 
49 


48 
90 
49 
85 
48 
78 
49 

86 
60 
91 
62 
90 
57 
89 
38 
85 
3' 
87 
54 

90 
61 
86 
46 
87 
45 
82 
54 
90 
50 
85 
49 

92 
59 
80 
44 
84 
63 
81 
40 
90 
43 
88 
.53 


62 
70 
52 
69 
63 
66 
56 

60 
49 
70 
66 
76 
56 
70 
61 
75 
62 
77 
54 

71 

53 
60 
50 
72 
55 
72 
61 
72 
67 


86 
67 
92 
46 
84|  95 
43  59 


69 
91 
58 
94 
61 
90 
52 
90 
52 
87 
56 

83 
57 
90 
61 
90 
60 
88 
53 
89 
57 
90 
61 

92 
61 
89 
53 
90 
60 
91 
58 
90 
55 


92 
62 
93 
63 
93 
69 
91 
68 
91 
54 
93 
68 

95 

65 

89 

53 

88 

5 

83 

60 

92 

64 

86 

59 

94 
67 
85 
60 
86 
69 
90 
63 
91 
62 
93 
66 

86 

6 

91 

60 

95 

66 

91 

67 

91 

65 

88 

62 


89 
55 
90 
57 
91 
58 
89 
61 

90 
66 
89 
58 
92 
65 
93 
60 
91 
54 
90 
65 

91 
63 
90 
65 
89 
56 
85 
55 
89 
58 
88 
57 

96 
64 
80 
60 
83 
60 
89 
56 
92 
60 
89 
63 

87 
71 
88 
58 
95 
66 
90 
57 
91 
59 
85 
59 


84 

63  60 

91 

67 

91 

65 

87 

61 

90 

67 

93 


81.9 
.59.2 
81.7 
69.5 
81  0 
57.2 
83.1 
68.8 


80.2 
60.4 
79.1 

80.0 
53.1 
84.7 
56.5 
85.6 
53.9 
78  9 
55.7 

82.1 
58.0 
84.1 
58.7 
83.4 
54.7 
82.7 
.54.7 
82  0 
62.2 
83.6 
61.2 

85.6 
60.2 
80.5 
52.2 
80.6 
.50.7 
75.9 
54.3 
82.8 
57.6 
79.3 
52.6 

85  1 
61.5 
76.8 
55.9 
76.6 
60. 2 
77.7 
53.6 
$82.1 
554.5 
84.0 
60.8 

79.4 
63.9 
$83.6 
56.0 
86.8 
60.8 
82.2 
55.7 
81.6 
56.1 
79.2 
55.9 

75.9 
57.2 
82.2 
60.2 
82  3 
61.7 


55.5 
82.9 
55.5 
82.7 
62.2 

83.0 
61.1 
80.4 
54.6 
84.0 
55.1 
83.5 
64.9 
83.6 
57.4 


Continued  on  page  63. 
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Sally  Temperature*  for  Augoiat  1946-Contluued  from  page  62. 


Stations 


IndiAna I  Maxliuuiii. 

\Miul Ilium . 
Irwin /  Maxiiiuiin. 

\  Miiiiiinini .. 
.'iimestowii/-2N\V (  Mftxiiiium. 

\  Miiiiuiuiii. 
Johnstown  / I  Maximum . 

\  Minimum.. 
Kaue'-l  N (  Maxinuim. 

\  Minimum.. 
Lancaster (  Maximum. 

\  Minimum.. 

Lawrencevllle |  Maximum. 

\  Minimum.. 
Lebanon  / (  Maximum., 

\  Minimum.. 
Lewistown /-2 SW (  Maximum.. 

\  Minimum .. 
Look  Haven* /'Maximum., 

\  Minimum.. 
Marcus  Hookl :. ..  /  Ma.ximum.. 

\  Miuimuni . 
Martin.-burg' i  Maximum. 

\  Minimum. 

Mauch  Chunk!  SW I  Maximum. 

\  Minimum 

\  Minimum. 
Mercer'-2.5  NE /  Maximum. 

\  Minimum .. 
Middletown'-1.5  W /  Maximum. 

\  Minimum 
Midland*- (.Maximum. 

\  Minimum., 
Montrose/-3  E (  Maximum. 

\  Minimum.. 

Mt.  LebanonB /  Maximum 

Mt.  Pocono'-2  N, 

"I  Minimum. 
New  Bloomfield t  Maximum 

\  Minimum. 
NewburgJ-3.5NW /Maximum 

I,  Minimum. 


. /Ma 

\  Minimum. 
,  /  Maximum. 

I  Mini 


New  Castle-1.5  N i  Maximum. 

\  Minimum. 


Palmerton' 

Park  Place'-l  NW  .... 
Philadelphia  Arpt.  1 .. 
Philadelphia  CO.'.  .. 

Phila.  Shawmont 

Philipsburg'-T  E 

Phoenixville-1.5  SE  . . . 


'  Maximum, 
\  Minimum., 

.  /  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
/  Maximum., 
\  Minimum.. 
/  Maximum.. 
\  Minimum.. 
/  Maximum.. 
\  Minimum., 
/  Maximum.. 
(  Minimum.. 


Pittsburgh  Arpt  Sta.'.. .  )  Maximum. 

I  .Minimum. 
Pittsburgh  City  Office' . .  (  .Maximum. 

\  Minimum. 
Port  Clinton/ (  Alaximum. 

\  Minimum.. 
Putney ville.2 .5  SE (  Maximum. 

\  Minimum.. 
Quakertown-0.5  E (  Maximum. 

\  Minimum.. 
Reading' t  Maximum. 

\  Minimum.. 

Ridgway  / /  Maximum.. 


/Ma 

\  Mi 


,  .-.nimura. 
Scranton' i  Maximum. 

\  Minimum. 
Selinsgrove /  Maximum. 

\  Minimum.. 

Somerset /Maximum. 

„     .       „  \  Minimum.. 

8prings6-l  SW /  Maximum. 

_                      ,  I  Minimum.. 

State  College' /  Maximum.. 

\  Minimum.. 

Stroudsburg-2  E /  Maximum.. 

„  ,  \  Minimum.. 

Tamarack  /-2  S (  Maximum.. 

„  ,  \  Minimum.. 

Tionesta  /-1 .5  SE /Maximum . 

„.  \  Minimum.. 

Titusville-2  S /  Maximum.. 

_  \  Minimum  » 

Towanda-1  E /  Maximum.. 

\  Minimum.. 


63 

84 
64 
H4 
68 
70 
66 

65 
61 

74 
66 
74 
68 
74 
68 
72 
64 
81 
68 

77 
67 
79 
71 
73 
65 
78 
64 
71 
66 
78 
67 


90 
71 
74 
60 
82 
64 
86 
66 
92 
69 
79 
61 

76 
61 
84 
67 
83 
68 
82 
65 
81 
65 
90 
67 

89 
69 
92 
73 
81 
65 
87 
65 
80 
64 
85 
68 


62 
75 
68 
76 
49 
89 
66 
81 
65 
80 
63 

81 

64 

81 

54 

83 

50 

90 

68 

80 

6 

87 

63 

81 
66 
88 
66 
88 
70 
92 
71 
79 
50 
97 
71 

85 
62 
83 
65 
84 
64 
84 
61 
90 
72 
92 
681 


68 

82 
48 
76 
46 
80 
62 
72 
38 
88 
64 

77 
48 
84 
56 
82 
53 
81 
51 
85 
62 
78 
54 

82 
61 
75 
46 
76 
45 
81 
66; 
79| 
63 
72 
52 

78 
53 
72 
49 
89 
54 
82 
56 
79 
49 
78 
54 

75 
52 
81 
57 
82 
66 
87 
66 
74 
45 
86 
53 

81 

58 
80 
68 
80 
64 
78 
45 
84 
55 
82 
62 


62 

86 

50 

81 

4 

83 

52 

74 

39 

84 

62 

81 
48 
81 
54 
83 
52 
80 
61 
85 
61 
76 
61 

77 
49 
79 
48 
80 
51 
80 
53 
83 
64 
75 
50 

83 
54 
74 
46 
81 
49 
82 
52 
82 
60 
78 
54 


62 
88 
66 
76 
68 
81 
66 
67 
57 
79 
64 

74 
60 
76 
88 
7« 
51 
71 
62 
81 
70 
79 
66 

71 
57 
72 
69 
74 
59 
77 
65 
78 
63 
63 
63 

81 
64 
66 
67 

77 
63 
80 
62 
82 
62 


84 

59 

84 

59 

79 

50 

79 

4' 

78 

50 

81 

68 

79 
46 

78 

53 

78 

6 

79 

43 

74 

46 

82 

51 

82 
49 
72 
50 
80 
49 
78 
46 
80 
60 


83: 
65 
72 
62 
72 
56 
74 
61 
76 
66 

70 
46 
68 
59 
73 
63 
79 
63 
74 
60 
72 
60 

81 
60 
64 
63 
70 
60 
74 
58 
68 
60 


62 
81 
68 
73 
67 
76 
68 
72 
64 
80 
61 

72 
68 
83 
62 
81 
54 
79 
62 
88 
68 
78 
62 

80 
68 
75 
58 
77 
60 
80 
62 
81 
63 
70 
56 

82 
63 
73 

58 
8(. 
60 
85 
60 
79 
68 
78 
63 


11  12 


64 
83, 
67 
79 
61 
76 
69 
81 
60 
81 
65 

77 
57 
75 
65 
79 
59 
78 
60 
75 
59 
79 
60 

80 
58 
70 
57 
74 
58 
74 
56 
76 
60 


60 
88 
61 
80 
48 
86 
64 
78 
42 
81 
61 

86 
49 
81 
58 
83 
53 
87 
63 
83 
64 
81 
52 

76 
68 
81 
48 
80 
61 
81 
60 
83 
54 
81 
56 

81 
.■13 
74 
55 
82 
53 
84 
56 
85 
50 
87 


59 
84 
60 
81 
58 
79 
47 
81 
59 
81 
63 

83 
49 
79 
57 
82 
64 
79 
44 
76 
46 
85 
52 

82 
58 
71 
62 
80 
50 
81 
46 
85 
63 


64 
87 
53 
82 
62 
87 
64 
80 
44 
82 
66 

86 
54 
87 
67 
87 
63 
88 
53 
92 
62 
82 
54 

84 
.  67 
82 
50 
82 
52 
84 
56 
85 
57 
82 
55 

80 
67 
79 
53 
85 
63 
88 
56 
86 
62 
83 
67 

80 
58 
86 
57 
86 
64 
89 
50 
80 
43 
90 
64 


88 
90 
58 
88 
55 
90 
62 
96 
70 
83 
56 

86 
71 
86 
51 
86 
58 
89 
60 
87 
60 
85 
67 

87 
60 
82 
53 

87 
66 
90 

58 
87 
55 
84 


18 


58 


61 
88 
61 
86 
67 
88 
61 
82 
48 
96 
67 

87 
63 
88 
64 
86 
56 
86 
54 
87 
65 
89 
66 

87 
51 
88 
59 
87 
89 
84 
48 
79 


62 
90 
62 
87 
61 
90 
00 
85 
53 
86 
60 

90 

57 
88 
64 
Si 
57 
90 
61 
92 
71 
84 
60 

82 

Gn 
88 
58 
88 
61 
85 
64 
90 
63 
81 
60 


48 

60 

5K 

87 

89 

83 

54 

59 

69 

86 

90 

86 

56 

55 

59 

79 

78 

76 

55 

56 

62 

83 

85 

83 

50 

63 

55 

82 

84 

80 

48 

49 

62 

87 

88 

84 

84 

56 

57 

64 

78 
66 
86 
60 
88 
62 
91 
59 
83 
62 

80 
66 
86 
64 
86 
70 
86 
65 
82 
60 
91 
61 

90 
66 
89 
66 
82 
60 
86 
58 
84 
59 
88 
67 


66 

90 
6ft 
87 
65 
90 
63 
83 
56 
84 

6;^ 

88 
62 
87 
68 
90 
62 
89 
63 
90 
71 
86 
65 

82 
64 
88 
63 
89 
68 
86 


87 
64 
79 
62 
80 
67 
76 
43 
83 
68 

82 
62 
78 
69 
82 
64 
82 
69 
92 
64 
77 
65 

78 
59 
72 
61 
72 
60 
80 
60 
77 
69 
67 
60 

77 
62 
71 
81 
80 
58 
82 
60 
75 
63 
76 
54 

72 

89 
86 
62 
86 
66 


16  17 


46 
86 
45 
73 
46 
81 
49 
74 
36 
79 
80 

76 

45 
79 
60 
74 
49 
80 
48 
80 
68 
76 
48 

76 
51 
76 
46 
74 
46 
76 
50 
76 
60 
71 
46 

76 
47 
72 
43 

78 
45 
80 
48 
78 
49 
77 
48 

71 

45 
80 
62 
78 
58 
81 
63 
73 
36 
80 


68 

81 
63 
77 
62 
86 
53 
77 
42 
76 
63 

83 

50 
83 
55 
82 
49 
85 
53 
So 
62 
80 
52 

77 
46 
81 
4' 
79 
53 
80 
62 
81 
66 
7' 


87  86 
61  69 
80|  71 


56  61 


77 
53 
77 
56 
80 
46 
77 
44 
75 
66 
79 
54 

79 
43 

75 
49 
77 
46 
76 
40 
75 
42 
78 
47 

81 
45 
71 
48 
80 
47 
75 
41 
76 
45 


69 

88 
54 

84 
62 
87 
66 
84 
46 
84 
57 

90 
58 
88 
60 
8S 
61 
89 
60 
86 
63 
85 
59 

82 
55 
87 
56 
85 
55 
84 
60 
87 
60 
82 
58 

87 
58 
80 
63 
86 
54 
89 
58 
88 
86 
83 
59 

80 


20 


69 
89 
(K) 

88 
56 
92 
60 
85 
48 
82 
88 

90 
69 
90 
62 
89 
60 
91 
60 
91 
66 
85 
59 

84 
88 
88 
53 
87 
60 
87 
62 
88 
64 
85 
60 


63 

86 
62 

84 
591 
86 
54 
84 
62 
86 
61 

88 
49 
86 
59 
84 
58 
83 
47 
80 
50 
86 
89 


63 
80 
65 

87 

55| 

91 

60 

91 

6' 

83 

66 

811 
62 
87 
57 
87 
66 
87 
68 
82 
62 
91 
66 

90 
66 

89 
66 
86 
58 
87 
68 
86 
56 
88 
61 

89 
51 


62 
90 
62 
88 
59 
90 
60 
85 
63 
86 
68 

92 

59 
90 
62 
92 
89 
92 
61 
92 
71 
86 
62 

86 
67 
89 
88 
88 
61 
87 
61 
89 
66 
87 


22 


91 

65 
82 
60 
89 
86 
91 
89 
90 
60 
87 
61 

84 
63 
88 
64 
87 
69 
86 
63 
84 
86 
92 
60 

90 
65 
92 
70 
87 
69 
88 
60 
86 
66 
89 
67 

90 
83 

89 
63 
88 
59 
85 
60 
81 
52 
90J 
66 


62 

88 
fil 
76 
63 
86 
61 
78 
68 
88 
62 

86 
63 
89 
66 
90 
69 
89 
64 
96 
74 
86 
64 

85 
69 
78 
60 
78 
60 
86 
66 
81 
64 
78 
62 

83 
63 
79 
61 
88 
60 
74 
62 
90 
60 
85 
64 

79 
66 
90 
66 
91 
72 
90 
66 
81 
53 
97 
63 


'28 


24  26 


67 
85 
63 
72 
57 
72 
64 
68 
60 
86 
60 

78 
55 
71 
63 
72 
64 
76 
62 
78 
63 
76 
61 

81 
57 
73 
58 
72 
58 
72 
61 
72 
62 
72 
53 

70 

61 

67 

5 

82 

61 

78 

62 

80 

59 

72 

6'. 


26  27 


67; 

62 
73 
62 
76 
63 
87 
65 
65 
57 
86 
64 

70 
60 
72 
62 
73 
60 
77 
69 
82 
63 
73 
63 

70 
49 
74 
61 
83 
60 
78 
68 
65 
55 
70 
60 

87 
60 
66 
55 
70 
68 
77 
64 
74 
88 


65 
61 
56 
73 
60 
66 
53 

65 
60 
67 
80 
67 
85 
62 
56 
73 
60 
63 
54 

59 

.50 

62 

57 

64 

58 

66 

5' 

57 

52 

74 

57 

65 
59 


53 
72 
66 
72 
50 
74 
65 
79 
59 
64 
50 

79 
63 

68 
50 
75 
64 
66 
86 
77 
67 
70 
64 

67 
49 
76 
54 
74 
66 
76 
55 
74 
52 
81 
65 


77 
65 
79 
59 
84 
53 
74 
58 
66 
61 
74 
65 

76 
53 
71 
54 
72 
54 
75 
6' 
72 
61 
77 
65 

71 
54 
71 
52 
75 
56 
73 
53 
77 


52 
67 
51 
6' 
41 
71 
55 
71 
53 
54 
50 

71 

50 
56 
50 
75 
5fJ 
70 
58 
72 
61 
65 
50 

60 
50 
70 
.55 
70 
60 
76 
88 
66 
46 
82 
52 


4) 

78 
40 
78 
38 
79 
43 
70 
3,6 
76 
47 

77 

4 

79 

48 

78 

US 

7 

42 

80 

55 

74 

46 

71 
50 
78 
38 
80 
37 
76 
53 
78 
47 
71 
48 

77 
43 
69 
48 


28  29 


55  51 


49 

76 
46 
76 
39 
70 
49 
77 
64 

76 
39 
74 
53 
76 
43 
79 
35 
72 
36 
75 
45 

79 
62 
67 
43 

74 
40 
76 
37 
77 
46 


62 

90 
64 
88 
43 
90 
60 
86 
44 
86 
49 

89 
64 
88 
63 
92 
46 
91 
50 
90 
63 
86 
55 

82 
48 
88 
43 
90 
64 
Sn 
62 
89 
53 

60 

92 
64 
82 
53 
88 
46 
88 
64 
91 
51 
86 
53 

81 
57 
86 
54 
86 
61 
87 
63 
83 
49 
90 
50 


61 

90 

m 

87 
84 
91 
57 

84 
46 
88 
55 

92 
52 
93 
60 
91 
51 
91 
68 
97 
69 
85 
62 

85 
63 
88 
43 
8« 
57 
90 
59 
90 
69 
86 
65 

91 
63 

84 
60 
90 
55 
88 
60 
90 
55 
90 
58 

85 
65 
91 
64 
91 
67 
91 
60 
84 
60 
97 
57 


80 


Mean 


90 

6' 

92 

6' 

90 

52 

88 

5iJ 

8 

55 

92 

64 

89 
46 
89 
89 
85 
50 
84 
64 
82 
55 
87 


42 

88 

68 

91 

60 

87 

5 

84 

55 

91 

67 

92 
62 

84 
60 

88 

58 
89 
68 
91 
62 


93 
63 
85 
62 
88 
66 
90 
60 
94 
60 
97 
63 

85 
61 
91 
70 
89 
73 
92 
66 
86 
64 
99 
64 

94 

66 
93 
67 

89 
60 
88 
55 
88 
79 
90 
67 

92 
64 
91 
65 


89.0 
88.2 
58.0 
8'l.7 

55.  5 
84.3 
58  6 
77.5 
48.0 
82.5 
58.0 

82.3 

56.  2 
83.3 
59.7 

$83.  3 
$.56.6 
84,1 
58.4 
$86.4 
$65.  5 
79.9 
58.2 

$78.8 

$86.8 

HI. 2 

54.1 

80.9 

56.1 

81  7 

59.6 

8:J.  1 

59.9 

$7.=).  8 

$66.1 

82.4 
59.4 
74.5 
54.5 
82.7 
5.5.5 
83.5 
58.8 
84.3 
57.0 
79.7 
58.7 

75.2 

57.7 
82.4 
60.7 
82,8 
65.7 
83.9 
60.6 
76.8 
61.1 
88.2 
58.2 

82.9 
61.4 
83.6 
63.6 
«0.6 
66.9 
80.6 
64,4 
80.9 
60.7 
82  9 
62.6 

80.8 
80.0 
79.9 
59.3 
81.0 
57.4 
80.3 
62.1 
76.2 
51.7 
81.7 
89.4 


84.3 
56.8 
74.4 
55.4 
80.3 
54.7 
81.4 
53.4 
81.8 
56.1 


Continued  on  page  64. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


August  1945 


Daily  Temperatures  for  August  1 945-Continued  from  page  63. 


Stations 


Uniontown {^SZ^r. 

Vandergrift. {"Sr." 

warren {  SfS^: 

Waynesburg {^^SZ: 

Wensboro/ (SffluT: 

^Vest  Chester {'^f^>ZS:. 

Wnkes-Barre3 {^f^^Z' 

Williamsport  Arpt.'-4  E  /  Mfximun.. 

Wni-mstown {'^f^^Z: 

Woodward'-2NE {^-^ZS; 

^-^^-■'^'' {'AtuiZm. 


59 

«7 
68 
82 
62 
90 
70 
K7 

59 

86 

62 

87 

64 

80 

65 

93  84 

70  57 


80  82 


10 


52 


14 


18 


84   88 


20  21 


22  23 


24 


25  26 


27 


28  29 


91  91 

bi\  64 

93  93 

52  60 


43 

79 
38 
78 
38 
76 
51 
74 
50 
76 
48 
75 
50 
68 
44 
80 
45     52 


49|  53 
90 
50l  60 
86  89 
39|  50 
91 
53l  62 
86  89 
55  56 
89      89 


31    Mean 


84.0 
59.7 
84.7 
58.6 

56.0 
84.1 
67  5 
81.0 
51.7 
82.0 
61.4 
81.3 
57.9 
80.6 
58.2 
$8i.2 
§56.2 
76.2 
57.7 
86.5 
59.9 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PKESSUBE,  WIND^VMIDITY  AND  SUNSHINE. 


Atmosplieric  pressure 
(reduced  to  sea  level) 


Stations 


Wind* 


Erie 

Harrisburg... 
Philadelphia  . 
Philipsburg... 
Pittsburgh.... 

Reading 

Scranton  . . . . . 


30.23 
30.26 
,30. 27 
30.  25 
30.21 
30.24 
30.35 


29.73 
29.69 
29.  70 
29.  76 
29. 74 
29. 71 
29.70 


25 


3 
O 

S3 

03  O 
<  > 


S.-S 
X  o 

g  > 


6.2 
6.0 
9.2 

6.7 
8.1 
8.2 
5.2 


sw. 

sw. 

nw. 

nw. 

n. 

nw. 

se. 


Relative 
Humidity 


14      81 
25      83 

7 
26 

7 
26 

9 


KIVEB  CONDITIONS 


Stations 


20 


„  ..        _;„j  ••  Corrected  to  true  velocities. 

;  K;;^ot"T4°rP-         ^Mso  other  dates''°"-''one-minuteintervai. 


PortJervls.N.Y 

Easton 

Jyehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley.Cnr)  Lock  No.  6. 

Sutersville 

CharleroK  nr.).  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Rivers 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio 


3.4 

5.5 

1 

2.3 

20 

4.4 

8.1 

1 

2.2 

23 

3.9 

4.9 

1 

3.0 

24 

5.1 

7.3 

26 

4.0 

22t 

3.3 

6.4 

1 

2.1 

24 

LI 

3.5 

2 

0.2 

24 

4.0 

6.8 

26 

3.2 

23 

3.8 

4.7 

I 

3.3 

23 

12.2 

13.3 

3 

11.7 

24 

3.4 

6.8 

25 

2.4 

23 

12.3 

17.0 

26 

10.8 

23 

• 

• 

• 

• 

• 

18 
22 
9 
13 
2^2 
20 
22 
17 
24 
20 
30 
25 
30 


•  Pool  stage. 


t  On  other  days  also. 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 

^ratCmeT-ZbrdTn^^arprd^  ^r^air  r^riSution  normals  or  ''standard 
™-";:r :s  I:;::;;rinSr=iation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

.^/c^'etc"  *S-^b'erof°diyf  missing,  for  example.  "  indicates  two  days  missing. 

Itaiics.  data  interpolated. 

i  Partly  interpolated. 

$§  Incomplete. 

t  And  other  dates.  . 

rRSeTto"ofatlrbTSded  ,n  mean,  and  summaries. 
•  Included  in  next  mea.surement. 

f  In'rrumenfsTre^^efd  in  the  morning;  the  maximum  temperature  then  read  is 
chargU  to  [hrp?eced?ng  day,  on  which  it  almost  always  occurs. 

I  ^LSdin^hem^mlngforthe  Preceding 24  hours 

3  n»t«fr.r  24  hours  ending  at  1:30  a.  m.  of  the  following  day. 

4  gest  availtbTu^d  f°^^^^^  not  equipped  with  recorders. 
6  Recording  gage.  „Hll.m.^T^, 

6  At  a  fixed  hour  between  sunset  and  11 .00  p.  m. 

7  Noon  to  noon 


List  of  ChauRes  in  Station  Designations 

For  more  exact  location  of  the  equipment,  station  names  have  been  changed  as 
follows : 


Dauphin 

Farrell 

Ford  City 

Grantville 

Hawley,  1  S. 

Jamestown 

Kregar 

McConnellstown 

Milroy 

Monroe  ton 

NefEs  Mill 

Newburg 

Putnevville 

Sheflaeld 

Tvrone 

Williamsport48E 


formerly 


Peters  Mountain  Tower 

Sharon 

Crooked  Creek  Dam 

Manada  Gap  »•    .\ 

Wallenpaupack  Dam  (Evaporation) 

Pymatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Shaver  Creek  (Evaporation) 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherry  Grove 

Bald  Eagle 

Shaffers  Path 

( W.  B.  0.,  Philadelphia- 10-26-45-975) 
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GENEBAIi  STJMMAKY. 

Rain.  Rain.  Rain.  Fourteen  days  with  rain,  and  heavy 
amounts  at  that,  made  this  September  the  third  wettest  since 
1889  and  also  closed  the  growing  season  with  the  third  highest 
total.  Although  the  latter  two  values  have  been  exceeded  twice 
by  slight  amounts,  the  number  of  rainy  daj's  has  not  been,  and 
the  three  values  in  combination  .just  aren't  experienced  much 
wetter!  Fortunately,  the  mean  temperature  (63.4°)  for  the 
growing  season  was  only  a  half  degree  below  the  average.  Sub- 
stantial rain  and  normal  temperatures  favored  crops.  Early 
estimates  of  the  Crop  Reporting  Service  indicate  that  production 
and  yield  were  generally  above  the  1934-43  year  averages,  only 
potatoes  and  fruits  showing  marked  reductions  due  to  weather 
causes.  The  rainiest  area  during  the  period  April  through 
September  was  Luzerne  County.  Wilkes-Barre  received  192% 
of  the  normal  precipitation;  Scranton,  in  Lackawanna  County, 
171  % .  The  least  rain  was  received  at  Greenville,  Mercer  County, 
with  90%  of  normal,  and  at  Somerset,  96%.  The  average  for 
all  areas  was  125%  and  was  exceeded  only  during  the  growing 
seasons  of  1889  and  1933. 

The  majority  of  stations  reported  the  highest  temperature  of 
the  month  on  the  first.  Heavy  thunderstorms  were  general  that 
evening.  Near  Wilkes-Barre  a  young  man  was  drowned  in 
attempting  to  cross  a  foot  bridge  over  a  swollen  stream.  Water, 
wind,  and  lightning  damage  was  general  in  that  area  from  two 
storms.  Two  men  were  electrocuted  in  Lebanon  County  while 
trying  to  remove  a  fallen  tree  from  the  highway.  The  2d  to  8th 
was  the  driest  period  of  the  month,  and  the  last  two  days  of  the 
period  nearly  as  warm  as  the  first,  as  some  stations  experienced 
their  maxima  for  the  month  on  these  dates.  A  paradox  to  the 
theme  of  wet  weather  came  from  the  small  community  of  Avella, 
Washington  County.  Conditions  there  grew  so  acute  that  the 
rationing  of  water  was  required.  Elsewhere  in  the  County, 
farmers  were  reporting  crops  suffering  from  lack  of  moisture  and 
extended  heat.  Storms  on  the  9th,  10th,  and  11th  replenished 
water  supplies,  soil  moisture,  and  at  a  number  of  places  caused 
additional  damage  by  wind,  lightning,  and  local  flooding.  This 
was  particularly  true  in  the  vicinity  of  Ephrata  and  Pottstown. 

Two  tornadoes  occurred  on  the  14th.  The  first  formed  in 
West  Virginia  about  3p.m.  and  traveled  into  Aleppo  Township, 
Greene  County,  causing  $10,000  property  and  crop  damage. 
The  second  occurrence  was  in  the  vicinity  of  Rockton,  Clearfield 
County,  about  an  hour  later,  causing  some  $30,000  property  and 
crop  damage.     There  were  no  personal  injuries  or  deaths. 

A  northeaster,  having  an  origin  as  a  hurricane  that  caused 
extensive  damage  in  Florida,  produced  strong  winds  and  copious 
rains  on  the  17-19th.  Threat  of  flooding  ended  when  the  streams 
in  the  eastern  portion  of  the  State  crested  under  bankfull.  As 
high  pressure  areas  drifted  eastward  on  the  22d  and  30th, 
monthly  minima  were  recorded.  A  few  stations  reported  freez- 
ing temperatures  and  frost  damage  on  the  latter  date. 


TEMPERATtTKE. 

The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  84  stations  was  65.9°,  which  is  1.7°  above  the  58-year 


normal  for  SeptenilURIVERSillVitPf^sUlUftthly  mean  was  73.2°  at 
Marcus  Hook,  and  the  lowest  was  69.4°  at  Kane.  Extremes 
ranged  from  a  maximum  of  96°  at  Phoenixville  on  the  Ist  and 
at  Farrell  on  the  Gth  and  7th,  to  a  minimum  of  29°  at 
Coudersport  and  Wellsboro  on  the  30th. 


PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  200  stations,  was  6.42  inches,  whicli  is  2.97 
inches  above  the  58-year  normal  for  September.  The  greatest 
monthly  amount  was  10.39  inches  at  Wilkes-Barre,  while  the 
least  was  3.42  inches  at  Marcus  Hook.  The  greatest  amount 
recorded  in  any  24  consecutive  hours  was  3.90  inches  at 
Coatesville  on  the  17-18th. 


COMPARATIVE    DATA  FOR    SEPTEMBER 


Temperature 

Precipitation 

No.  of  days. 

Year 

p 

0) 

£ 

v: 
P 

O 
1-1 

< 

<loQ 

o  p. 

6 

SI 

1». 
§ 

5 

1S88 

59.6 
61.9 
62.2 
66.6 
62.4 
61.2 
66.6 
67.8 
63.6 
63.8 
66.0 
61.8 
68.4 
63  6 
62.7 
63.2 
63.7 
64.0 
67.0 
64.8 
65.6 
62.8 
65.5 

64.9 
65.5 
62.4 
61.5 
66.5 
62.5 
59.0 
58.7 
64.4 
64.5 
68.9 
66.3 
64.8 
59.8 
67.5 
64.2 
64.9 
60.4 
65.7 

67.8 
69.1 
65.2 
66.3 
66  4 
62.2 
66.5 
61.5 
62.0 
65.9 
61  4 
66.0 
63.7 
61.4 
63.4 
65.9 

64.2 

84 
92 
91 
94 
90 
90 
95 

100 
98 

100 

100 
93 

100 
95 
99 
94 
95 
95 
99 
95 
99 
96 
95 

92 
95 
97 
98 
96 
98 
91 
88 
96 
91 
98 

100 
92 
99 
99 
99 
97 
94 

101 

101 
104 
105 
98 
94 
95 
96 
97 
95 
101 
95 
98 
96 
102 
100 
96 

105 

29 
30 
25 
32 
29 
26 
24 
24 
26 
24 
25 
23 
27 
29 
28 
27 
21 
27 
30 
29 
26 
26 
32 

26 
.25 
24 
21 
25 
23 
25 
28 
28 
24 
31 
22 
22 
26 
24 
26 
27 
25 
24 

27 
29 
23 
32 
31 
24 
28 
25 
26 
27 
21 
24 
19 
18 
23 
29 

18 

4.84 
5.05 
4.57 
2.39 
2.81 
2.67 
6.30 
1.71 
4.82 
2.18 
1.70 
4.70 
1.77 
3.39 
4.66 
2.09 
3.37 
3.41 
2.46 
6.37 
1.60 
2.27 
4.49 

5.29 
5.57 
3.28 
0.99 
2.56 
3.77 
2.31 
3.97 
2.07 
8.99 
4.68 
1.48 
3.55 
6.44 
2.80 
5.81 
2.08 
2.33 
3.71 

2.45 
3.15 
1.45 
4.66 
6.58 
3.51 
2.17 
1.90 
4.74 
2.95 
3  41 
1.33 
4.38 
0.72 
3.85 
6.42 

3.45 



10 

13 

11 
7 
7 
8 

10 
6 

10 
5 
6 

10 
6 
9 

11 
6 
9 
7 
7 

14 
3 
6 

10 

10 

12 
8 
5 
8 
8 
6 

10 
8 
9 

11 
4 

10 

11 
8 

12 
6 
9 
9 

9 
9 
6 
12 
12 
8 
8 
7 
12 
9 
7 
5 
10 
5 
12 
14 

9 

8 

8 
10 
17 
16 

9 
10 
16 
13 
18 
16 
12 
13 
14 
12 
17 
13 
15 
15 

8 
17 
15 
13 

13 
12 
13 
18 
16 
17 
16 
12 
16 
16 
13 
19 
1.3 
11 
11 
11 
18 
12 
14 

15 
16 
16 
13 
12 
15 
14 
17 
11 
14 
15 
18 
13 
15 
10 
8 

14 

11 

8 
9 
8 
7 

12 

10 
9 
8 
7 
8 
9 

10 
7 
8 
8 

10 

I 
10 
9 
9 

8 

9 
7 
7 
7 
9 
8 
9 
8 
8 
8 
9 
7 

10 
7 

12 
7 
7 
9 
8 

10 
8 
9 
8 
8 
7 
7 
7 
8 
8 
8 
7 
8 
9 
9 

10 

8 

11 

14 
11 
5 

7 
9 
10 
5 

1889 

1890 

1891 

1892 

1893 

1894 

1895  

1896 

9 

1897  

5 

1898 

6 

1899 

9 

19U0 

lyOl  

7 
9 

1902 

10 

19U3 

1904 

5 

7 

1905  

6 

1906  

6 

1907 

12 

1908 

4 

1909 

6 

1910 

9 

1911 

8 

n 

1912 

1913 

10 

1911 

6 

1915 

5 

1916 

5 

1917 

5 

1918 

10 

1919 

g 

1920 

6 

1921 

8 

1922 

4 

1923 

7 

1924 

1925 

12 
7 

1926 

12 

1927   , 

5 

1928 

9 

1929 

8 

1930 

1931 

1932 

5 
6 
6 

19.i3 

9 

1934 

1935    

10 

g 

1936 

9 

1937 

6 

1938 

11 

1939 

1940 

8 
7 

1941 

5 

1942 

9 

1943 

6 

1944 

11 

1945 

12 

Period 

8 

66 
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Olimatoloe'ical  Data 

for  September  1946 

Counties 

1 
g 

t 

i. 

o 
a 

Temperature,  in  degrees  Fahr. 

Precipitation,  in  inches 

No.  of  days 

0. 

stations 

03 

s 

a 

O 

K 

1 

0) 

3 

1 

a 

"5 
1 

1. 

3  O 

to 

C5 

1 

0 

If 

!1 

OS  la 
1^ 

g 

00 
^^ 

a,"" 

■0 
3 
0 

■o 
3 
0 
5 

Observers 

Atlantic  Drainage 
Allentowu  Arpt.  -4  NE. 

Lehigh 

384 

1,500 

990 

473 

600 

431 

2,  215 

2,020 

2. 125 

1,100 

365 

I.  020 

1,970 

184 

500 

900 

600 

351 

980 

200 

700 

255 

996 

469 

580 

657 

12 

1,493 

1.176 

1,914 

455 

10 

1,916 

lOU 

407 

480 

273 

746 

476 

1,217 

440 

2,250 

754 

1,319 

440 

.54) 

520 

775 

2,191 

390 

1,  680 

1,  400 

1,077 

1,114 

1.170 

1,410 

1,653 

1,  150 

1.746 

761 

2,170 

855 

950 

987 

1,160 

1,  300 

1.050 

1,  6.S0 

1,750 

1,  065 

780 

900 

1,286 

1,  270 
1,385 
A  100 

2,  500 
1.200 
1.550 
1,  040 

825 
1, 190 
1.100 

5 
BO 

4 
77 
50 
58 

3 

4 

8 
59 
48 
23 
,52 
39 
72 
41 
41 
76 
35 
30 
58 
58 
48 
61 

7 

54 
19 

3 
40 

4 
27 

4 

3 
36 

7 

60 
75 
51 
65 
60 
26 

5 
51 
75 
96 

7 

1 
29 

4 
57 

28 
55 
32 
35 
42 
31 
21 
48 

2 
19 
28 
32 

2 
71 
36 
44 

4 
63 
30 
51 

9 
65 
12 

2 
38 
74 
26 

8 

2 
57 
31 
57 
16 

66.7 

64.6 

66.6 

69.2 

67.6 

69.3 

tiO.  4 

61.3 

63.6 

64.15 

69.3 

f,6.  5 

62.8$ 

69.1 

69.2 

65.4 

69.2 

68.3 

64.0 

70.8 

66.8 

68.3 

64.7 

68.6 

66. 2? 

66.8 

73.2$ 

64.8 

61.8 

61  0 

65.1 

70.9 

60.0 

72  4 

65.4 

66.6 

69  2 

66.0 

66.4 

65  0 

67.6 

60.5 

65.2 

62.4 

69.3 

65.8 

66.3 

69.0$ 

61.9 

71.2 

66.3 

62. 8A 

63.1 

67.3 

65.0 

66.2 

63  1 
62.6 
68.5 
63.0 
69.8 
62.0 
70.5 
66.8 
64.8 
67.6 
66.2$ 
64.5 
67.3 
59.  4 
63.8 
67.4 
67.4 
67.4 

64  6 
62.0 
63.1 
60.9 
63.5 
64.4 
69.6 
67.9 
64.1$ 
67.6 

6S.2 

+1.9 
+  1.5 

+3.' 7 
+  1.3 
+3.0 

+2.' 6 
+2.9 
+3.5 
+2.6 
+2.6 
+3.1 
+3.0 
+  1.5 
+2,5 
+2.9 
+1.7 
+2  2 
+2.6 
+2.8 
+2.8 

+2.'o' 
+2.5 

+  i.'3 

■+i."i' 

+2.9 

'+5.' 2 
1-0.2 
+  2.7 
+  1.5 
+0.9 
+  1.6 
+2.2 
+4.4 

■+2,'8' 
+  2.5 
+  3.6 

■+4.'6" 

+4'?" 

+2.6 
+  2.7 
+3.1 

"+0.& 
+2.0 
+2.6 
+3.0 

'+i.'7' 
+0.8 
+5.3 

+2.1' 
+2. 2 
+1.7 

'+i.'9' 

■+i."7' 

+3.0 

+2.7 

+2.'o' 
+2.4 
+  1.0 

'+3'i' 

+2.6 
+  1.9 
+1.8 

89 
88 
90 
86 
89 
92 
83 
85 
83 
90 
90 
93 
85 
89 
88 
90 
90 
90 
89 
90 
92 
88 
94 
90 
93 
91 
96 
86 
86 
85 
87 
90 
86 
96 
86 
87 
90 
91 
89 
89 
93 
83 
92 
94 
89 
91 
89 
88 
85 
92 

96 

88 
86 
95 
90 
90 
88 
88 
90 
88 
92 
86 
96 
89 
90 
90 

1 
1^ 

8t 

11 

6 

8 

1 

8t 

7 

1 

1 

7t 

1 

1 

8 

1 

8 

71 

It 

1 

1 

7 

It 

1 

1 

1 

It 

7 

7 

1 

1 

1 

1 

It 

It 

1 

8 

7 

1 

8 

It 

7t 

8 

1 

6 

1 

It 

6 

1 

1 

6+ 
It 
1 

it 
7'  ■ 
6t 
It 
10 
8 
7 
1 

6t 
It 
7 
7 

46 
39 
41 
46 
44 
46 
32 
30 
38 
32 
46 
41 
36 
46 
46 
38 
48 
45 
40 
51 
40 
44 
32 
45 
iO 
35 
50 
41 
32 
38 
43 
49 
33 
42 
39 
41 
47 
41 
38 
38 
40 
32 
32 
29 
47 
42 
36 
40 
32 
48 

29 

22 
22 
22 
30 
22 
22 
30 
30 
30 
30 
22t 
22 
30 
22t 
30 
30 
30 
.30 
22t 
30 
22 
22 
3 
30 
30 
30 
30 
30 
30 
30 
30 
30 
22 
22 
30 
22 
30 
30 
30 
30 
22 
30 
30 
30 
22t 
30 
30 
30 
30 
30 

30 

6.33 
6.19 
5.10 
6.06 
6.03 
6.71 
7.21 
7.33 
5.85 
7.32 
9.10 
6.1.i 
5.62 
5.83 
5.55 
6.55 
3.58 
5.41 
6.54 

3.  ;.9 

8  10 

4.16 

5  69 

5.98 

8.25$ 

6.14 

3.42 

6.02 

5.04 

5.20 

7.34 

3.96 

7.83 

4  97 

8.11 

6.44 

6.87 

4  52 
7,28 
6.60 
4.77 
5.29 
5.01 

5  04 
4.98 

10.39 
6.36 
5.00 
6.97 
3.91 

5.99 

5.88 
4.80 
5.63 
7.14 
9.43 
8.38 
5.62 
7.18 
6.49 
8.12 
6.05 
5.49 
7.92 
7.92 
7.37 
7.60 
7.47 
5.61 
7.04 
6.61 
8.20 
6.58 
10.08 
7.13 
9.03 
6.32 
9.64 
6.31 
8.03 
8.81 
8  01 
6.16 
9.03 

7.80 

'7.' 62' 
612 

+1.93 
+3.12 

+2.' 60* 
+2.94 
+3.00 

'+3'76 
+5.53 
+3.10 
+  1.81 
+2,  26 
+2.  03 
+2.64 
+  0.36 
+  2.36 
+2.  93 
+  1.04 
+4.74 
+0.78 
+2.61 
+2.51 

'  +2.' 76 
+0.49 

+  1.18' 

'  +3.62' 
+0.82 

'+{.'59' 
44.06 
+  1.79 
+3,66 
+  1..35 
+3.85 
+3.  48 
+  1.15 

'+1.7.5' 
+  1.94 
+  1.12 
+6.92 

'+i!6o' 

'+6.' 67 

+  1.69 
+  1.64 
+2  50 
+3.63 
+6.19 
+4.40 
+2. 46 
+4.02 

'+5!  25 
+2.63 
+2.65 

'+4.' 46' 
+4.13 
+3.81 
+  4.01 
+2.13 
+3.27 
+2.91 

'  +3.' 50" 
+  7.  .50 

'+5!74' 
+2  84 
+  6.22 

'+5.' 59' 

+4.86 
+  2.40 
+5.48 

1  63 
2.17 
1.76 
1.91 
L83 
3.90 
1.98 
1  20 
3.12 
2.13 
3.06 
3.01 
1.82 
1.54 
1.68 
1.R6 
1.53 
1.77 
1.36 
1.  22 
2.73 
1.27 
2.10 
1.27 
2.68 
2.28 
1  39 
2.38 
1.74 
1.89 
3.68 
1.88 
2.39 
2.35 

14-16 
17-18 

18 
17-18 

17 
17-18 
17-18 
25-26 
17-18 

14 

11 
17-18 
18-19 
17-18 
17-18 
9-10 
17-18 
17-18 

1 
17-18 
17-18 
17-18 
17-18 
24-25 
17-18 
17-18 

18 
17-18 
18-19 
18-19 
9-10 
17-18 
17-18 
18-19 

0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 

0 
0 
0 
0 
0 
0 
0 

13 
13 
11 
10 
11 
11 
17 
16 
12 
14 
10 
14 
12 
11 
12 
13 
10 
10 
12 
11 
14 
11 
11 
13 
16 
13 
U 
12 
15 
14 
12 
10 
18 
12 
14 
16 
12 
14 
13 
15 
11 
15 
16 
12 
13 
14 
14 
13 
16 
11 

13 

15 
13 
16 
19 
14 
16 
15 

6 
15 

8 
14 
13 

5 

5 
10 

7.. 

9 

8 
7 
7 
9 
1 
11 
7 
7 

15 

7 

15 

9 

8 

24 

IJ 

13 

16 

SW. 

w. 

s. 
se. 

s. 

SW. 

s. 

se. 

s. 

e. 

SW. 

s. 
w. 
n. 
w. 

s. 

SW. 

nw. 

s. 
w. 
nw. 
n. 

SW. 

e. 

s. 
s. 
s. 

SW. 
SW. 
SW. 

s. 
w. 
n. 
nw. 

se. 
n. 

SW. 
SW. 

nw. 
w. 
e. 
w. 

SW. 

n. 
nw. 

S. 

s. 

SW. 

se. 

SW. 

se. 
e. 

s. 

SW. 

s. 

W. 

s. 

se. 

w. 

SW. 

W. 

s. 

SW. 

s. 

ue. 

se. 

W. 

SW. 

nw. 

n. 

s. 

sw. 

s. 

sw. 

w. 

w. 

se. 

sw. 

s. 
w. 

sw. 

■se.'" 
sw. 

tl.S.  Weather  Bureau. 

Blair 

City  of  Altoona. 

Burut  Cabins-2  NE 

Carlisle          

Pulton 

Penna.  Turnpike  Comm. 

Cumberland 

Clarence  E.  Miller. 

Chanibersburg-lSW... 

Charles  A.  Bender. 

Howard  L.  Pvle. 

CurweusvilleApt-e  NW 

Clearfield 

U.  S.  Weather  Bureau. 

Sullivan 

Carl  E.  Bigger. 

Enst  \Vaterford-3  E.  .  . 

Juniata 

1'.  S.  Weather  Bureau. 
Mrs.  Helen  C.Haas. 

Lancaster 

6 
8 
8 
10 
11 
12 
9 
4 
12 
5 
7 

18 
10 
15 
10 
12 
16 
4 

10 
2 
11 
5 
3 
17 
18 
11 
4 
8 
8 

11 
3 

10 

13 
8 
9 
5 
8 
6 

10 

9 

6 

14 
9 
4 
12 
10 
6 
9 
9 
11 
14 
7 
5 
12 

12 
6 
5 

12 
9 

16 
4 

10 

12 
8 
1 
8 

14 

10 

13 
18 
8 
9 
12 
12 
17 
7 
11 
16 
7 
8 
8 
8 
12 
9 
14 
11 
13 
15 
15 
18 
6 
14 
11 
12 

Ephrata  Review. 

Everett-0.  5  SW 

Penna.  Turnpike  Comm. 

Andrew  B.  Evansha. 

George  School 

Bucks 

Adams 

George  M.  Hart. 
Dr.  Henry  Stewart. 

Schuylkill 

York 

Miss  Sallie  M.  John.son. 

Hanoyer  Evening  Sun. 

Harrisburg  Arpt.-3.5  S. 

Dauphin 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  Co. 

Huntingdon    — 
Lancaster 

Paul  R.  Yoder.  Jr. 

Lancaster  Water  Bureau. 

Tioga 

Lebanon 

Mifflin 

Clinton 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

Lewisto\vn-2  8VV 

Penna.  Dept.  of  Highways. 
William  R.  Kelley. 

Marcus  HookJl 

Delaware     

Sun  Oil  Co. 

Blair  

V.  S    Weather  Bureau 

Susquehanna.    . . 

Monroe 

Carbon 

Philadelphia 

Centre   

Harry  S.  Fancher. 

Mt.  Pocono  Arpt,-2N. 

U.  S.  Weather  Bureau. 
New  Jersey  Zinc  Co. 

Philadelphia 

Philip.<burg-7  E 

Phoeuixville-1.  5SE.... 

U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Phila.-Suburban  Water  (0. 

Schuylkill 

Bucks 

2.90       9-10 
1.27          11 
3  06     17-18 
1.07           1 
2  08       9-10 
1.96      17-18 
1.09  !  14-15 
1.45      17-18 

Earl  E.  Rarick. 

Qimkertown-0. 5  10 

Reading 

John  E.  Benner. 

U.  S.  Weather  Bureau. 

Lackawanna 

Snyder 

Centre 

10      12 
12  [   10 
12  S  11 
8  1  14 
16      11 

U.  S.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  .State  College. 

Strouasburg-2  E 

Tamarack-2  S 

Monroe 

Metropolitan  Edison  Co. 
James  E.  Swart?.. 

Bradford 

2.02 
1.74 
2.97 
2.73 
1.54 
1.00 
2.34 
1.34 

3.90 

1.90 
1.80 
1  .50 
1.53 
1.53 
1  96 
2.64 
1.37 
1.44 
1.43 

17-18 
17-18 
17-18 

1-2 
17-18 
17-18 
17-18 
17-18 

17-18 

24-25 

17-18 

17-18 

17-18 

23 

27 

14-16 

17-18 

23 

18 

10 
9 
12 
6 
7 
14 
12 
11 

9 

10 
10 

10 

8 

in 
15 

18 
8 

12 
9 

12 

13 
14 
7 

Mrs.  M.  Ordelia  Parks. 

Tioga 

Chester 

Luzerne.        

M.  S.  Bliss. 

wo5t  Phpt?t,pr 

Clyde  T.  Saylor. 

VVilkes-Barrelt 

Williamsport  Apt.-4E-  ■ 

WilUaiustowntt-   

Woodward-2  NE 

Vr»rl7   "^  ftW 

Civil  Aeronautics  Authority 

Lycoming 

I'.  S.  Weather  Bureau. 
Gordon  E.  Lower. 

U.  8.  Weather  Bureau. 

York 

York  Water  Co. 

Di'N'isioii  mean 

Ohio  Drainage 

Citv  Water  Dept. 

Brookville      

Jefferson      

36 
38 
38 
44 
31 
29 
40 
35 
48 
37 
42 
41 
37 
37 
43 
35 
41 
30 
34 
46 
40 
43 
36 
34 
35 
36 
30 
31 
45 
42 
33 
44 

29 

32 
39 

29 

22 
22 
22 
22 

30 
30 
22 
22 
22 
22 
3 
22t 
30 
22 
22t 
30 
30 
30 
30 
22 
22 
30 
22 
30 
22 
22 
30 
30 
22 
22 
30 
22 

30 

30 
30 

30 

Civil  .Aeronautics  Authority 

Butler          

Butler     

7      16 

Butler  Eagle. 

Clarioutt-S  SW 

Clarion 

5  1     9  i   16 

Penna.  Electric  Co. 

Washington 
Erie                 

10  i     8 
9      14 

8  ]     8 
8  1  14 
8  1  18 
4  1  10 

8  ,  13 

9  !  11 

12 
7 
14 
8 
4 

16 
9 
10 
12 
10 
15 
4 

Walter  B.  Paget. 

J.  Fred  Kinlny. 

Potter 

Westmoreland 

Westmoreland  .  . . 

Washington 

Cambria 

Mercer 

Armstrong 

Venango  . 

Potter  Enterprise. 

Derry 

Donegal 

0      14 
0  :   16 
0  1  17 

0      18 

Miss  N.  Dixie  Wineman. 
Penna.  Turnpike  Comm. 
Donora  Zinc  Works. 

Ebeusburg 

1.95  1  17-18 

Mis.s  Emma  H.  Eastman. 

Farrull         

1.40 
1.66 
1.51 
1.72 
1.99 
1.42 
1.87 
2.04 
1.28 
1.43 
1.46 
1.69 
1  88 
2.20 
1.19 
2.40 
1.70 
1.76 
1.91 

17-18 
17-18 

14 

17-18 

17-18 

8-9 

17-18 

24 

24 

13-14 

8 

13-14 

17-18 

13-14 

23 

23 

17-18 

17-18 

23 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0-* 

0 

0 
0 
0 

0 

13 
15 
21 
16 
14 
18 
14 
19 
17 
16 
13 
16 
18 
16 
15 
16 
17 
18 
16 
17 
18 
16 

16 

18 
14 

Carnegie-Illinois  .Steel  Corp. 

Vrtrr\  nitv-4  S    

16 
11 
8 
12 

2 

9 

14 

U.S.  Engineers. 

"PVnTiklin     

William  K.  Fuller. 

Greensburg-2  S 

Westmoreland 

Indiana 

Mercer 

Westmoreland  Water  Co. 
Indiana  State  Teachers  Col. 

Jaiiiesto\vn-2NW 

90 
90 

86 
91 
90 
91 
89 
87 
89 
85 
82 
88 
90 
92 
92 

6 
1 

7 
7 

7 
1 
10 
It 
7 
1 
1 
7 
7 
8 
It 

Pa.  Dept.  Forests  &  Waters. 

Cambria 

McKean..    .   . 

10 
7 
7 
7 
4 
4 
n 

16 
2 
3 
8 
3 
7 

3' 
7 

6 
8 

7 
4 
9 

10 
16 

13 
19 

14 
13 
10 

John>to\vnTribune  Pub. Co. 

Spring  Water  Co. 

Meadville-i  S 

Crawford 

City  of  Meadville. 

Midland     

Perry  P.  Campbell. 

New  Castle-1.5  N 

New  Castle  W  ater  Co. 

Pittsburgh  Airport.... 
PutUeVvme-2.  5  SE  . . . . 

Allegheny 

Armstrong 

Elk 

Somerset. 

11  i   15 
11  1  12 
8  ;  12 
U  1  17 
10      17 

U.  S.  Weather  Bureau. 
U.  S.  Engineers . 
West  Penn  Power  Co. 

Somerset                .... 

D.  L.  Grove. 

Springs-!  SW  

Somerset 

Allen  E.  Yoder. 

Tione?ta-1.5SE 

Titnsville-  2  8 

Forest 

Crawford 

/ 
21 
16 
19 

15 
6 
7 
4 

L'.  S.  Engineers. 

U.  S.  Weather  Bureau 

Uniontown        

Fayette  

William  W.  Marsteller. 

Vandergrift 

Warren 

Westmoreland  — 
Warren. 

1.83  1       14 
2.02  '  17-18 

Carnegie-Illinois  Steel  Corp, 
Merrell  L.  Jordan. 

Wavnesbtirg 

Greene 

91 
96 

8 
6t 

1.86 
2.64 

17-18 
14-15 

16      U 
11     12 

Thomas  S  Knox. 

Lake  Ih-mimge 

Erie    . 

900 
705 

2 
72 

Charles  C.  (Gilbert. 

Erie 

Erie 

66.6 
65.9 

+3.0 
+  1.7 

90 
96 

10 
It 

+  4.23 
+2.97 

2.03 
3.90 

17-18 
17-18 

0 
0 

12 
10 

12 
12 

D.  S.  Weather  Bureau. 

State  mean. 

1 


[See  page  72  for  explanation  of  reference  marks.] 


w^ 


Skptkmbkr  1945 


CLIMATOIXKJICAL  DATA:    PENNSYLVANIA  SKCTION. 


67 


Dally  Preoipltatlon  for  September  1946 


Stations 


Counties 


ATLANTIC 

DRAINAGE 

/Wniinir  Bimii 

I'Pl'Krt  DBI. AWARE 

DinKioftus  Ferry-.  0.5 E 

Hawley'-.O.SK 

UoUisterville'-^ 

Lakeville'-,  1  N 

Matamoras'-.-.. 

Mount  Pocono' .  2  N . . . 
Pleasant  Mount'.',  1  W 

Stroudsburg.'i  K 

Tanners  Falls'.*.  ISE. 
Leiuoh 

Allentown  Arpt',  4NE 

Allentowu^ 

Bethlehem' 

Blakeslee  Comers'.*. 

Gouldsboro- 

Lansford- 

Mauch  Chunk.  ISW. 

New  Tripoli 

Palmerton'.* 

Zionsville,  1  S\V 


Schuylkill 


Conshohocken 

Fredericksville*.  1  S. . 

Gratersford^ 

Phoenixville^,  1.5  SE. 

Port  Clinton'^ 

Pottstown^.  0.5  8 

Pottsville^ 

Reading'. ' 

VVernersville 


Lower  Delaware 

CoatesvilleS 

Doylestown 

George  School^  

Marcus  Hook2 

Philadelphia 

Airport  Station',  s... 

City  Office'.  5 

Shawmont 

Quakertown,  0.5  E  — 

West  Chester 

West  Grovel  1.5  SE... 

SiiSQiifhannix  Basin 
Chemung 

Austinburg'.5.2  W... 

Covington^ 

Lawrenceville 


North  Branch 


Berwick^ 

Canton^,  1  NW 

Danville^ 

Freeland^ 

HopBottom2.2S 

Millville',* 

Monroeton''.  2  8 

Montrose^,  3  E 

Orwell2,  3N 

Park  Place',  1  NW 

Pikes  Creek.  1.5 

Rush^ 

Scranton',* 

Susquehanna^ 

Towanda,  IE 

Tunkhannock  l,  * 

Wilkes-Barre',  3N.... 
West  Branch 

Ansonia^.  2  W 

Carrolltown2 

Carter  Camp2    

Cedar  Run^ 

Clearfield2 

Cnalport'^ 

CurwensvilleApt'  6NW 

Driftwood'.* 

Dushore'.  ° 

Eagles  Mere2 

Emporium^.  IE.... 

Galeton 

Karthaus^ 

Lock  Haven^ 

Medix  Run',  * 

Philipsburg'.  7  E... 

Renovo^ 

State  College',  5 

Tamarack2,2S...  . 
Tyrone  ',*,  4  NE... 
Wellsboro2 


Pike 

Wayne 

Wayne 

Wayne 

Pike 

Monroe 

Wayne 

Monroe 

Wayne 


Lehigh  ... 
Lehigh.... 
N'rthampton 

Monroe 

Wayne 

Carbon 

Carbon 

Lehigh 

Carbon 

Lehigh 


Day  of  month 


t       2 


4       5       6       7       8       9      10     11      12      13      14      16     16     17      18     19     20     21     22     28     24     25     26 


1.63 
1.36 
1.97 
2. 15 


Montgomery 

Berks 

Montgomery 

Chester 

Schuylkill ... 
Montgomery 
Schuylkill... 

Berks  

Berks 


Chester . . . 

Bucks 

Bucks 

Delaware. 


Philadelphia 
Philadelphia 
Philadelphia 
Bucks........ 

Chester 

Chester 


Tioga 

Tioga 

Tioga 


Columbia.. 
Bradford. .. 
Montour.. . 
Luzerne  . . . 
Susquehanna 
Columbia, 
Bradford  . 
Susquehanna 
Bradford  . 
Schuylkill 
Luzerne... 
Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . 
Wyoming. 
Luzerne. . . 


.30 


.62 


,10 


07 
1.14 
.05 

• 

.76 
.32 
.73 
.63 
.02 
.50 


.93 


.11 


1.07 


Tioga 
Cambria. . . 

Potter 

Lycoming., 
Clearfield  . 
Clearfield  . 
Clearfield. 
Cameron... 
Sullivan... 
Sullivan.  . . 
Cameron.. . 

Potter 

Clearfield.. 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

Blair 

Tioga 


.09 


1.09 
26 

1.11 
.49 
.13 
.24 


.66 


.48 


.40 


.02 
2.34 


.15 


.02 


T. 


.85 
3.55 


T. 


.08 


.05 


.75 
.89 
.89 
1.42 
.07 
.48 

.'76 
.20 


14 

13 

16 

33 

39 

1.53 

1.09 

1.76 

13 

50 


25 


.02 


1.63 


1. 19 

i'os 

2.' 13 


.74 
31 
.13 

2.90 
.13 
.73 

.'•20 


.20 
1.06 
.54 

.45 

.12 

T 

.12 

.34 

.79 

.33 

.22 


.20 
1.04 
.38 
.86 
.34 


41 
1.55 
1.23 


.51 
1.68 

.46 

.10 
2.54 

.65 


.87 
.16 
.31 
1.27 
.20 


.5S 


.12 


.54 


1.  U 
.01 
.20 

.40 
.20 
.25 
.65 
1.27 
85 
10 


.50 


.02 


.23 


1.65 
.44 

.40 


1.46 
.23 
.31 
.23 
.89 
.18 
• 

1.09 
01 


62 
1.32 

.56 

« 

.411 
.65 
.18 
.28 
.13 
.25 


.06 


.05 


70 
1.59 
.35 

.46 


T. 


.03 
.07 
.07 
.17 
.04 
* 

.08 
.10 
1.15 
.57 
.05 
.05 
.10 
.12 


.02 


,02 


.02 


.29 
.48 
.36 
.49 
.37 
.4-2 
1.37 
1.40 


.26 


.01 


.37 
.75 
1.78 
.32 
.90 
.64 
T 


.69 
..50 
.42 
.50 
.72 
2.65 
.85 
.31 
.63 
.46 
.78 
.34    .31 


.81 
2.13 
1.90 
.86 
.29 
.04 
.02 
.22 
.10 
.42 


61 

67 

61 

«9 

61 

1.89 

1.21 

64 

1.02 


1.26 
74 

1.21 
16 
80 

1.12 
.92 

1.66 
11 
.96 


1.16 

9' 
1.24 

80 
1.05 

83 
2.95 
1.96 


3.90 
1.01 
1.54 

.82 

1.56 
1.61 
1.24 
1.09 
2.9' 
1.10 


2.11 
1  05 
2.10 


2.02 
L75 
L24 


62 


01 
1.18 

6i 

99 
1 
1.34 

.11 

T. 
1.00 


5.81 
1.69 
2.60 
2.35 
1.83 
2.45 
1.22 

T. 

.03 


.17 

.64 

.23 

1.39 

.05 

T 
1.65 

.98 

.05 
1.33 


.01 

1.18 
.20 


1.28 
.56 

1.82 
.80 

i.'82 

1 

1.10 
.03 
.02 

1.45 
T. 


.03 


T. 


.02 


.07 


1.26 
.53 
1.21 
2.09 
81 
55 
06 
02 

1.00 

63 

21 

74 

1.16 

.01 

.02 

1.13 

T 

1.0'2 
.01 
1.43 


.02 


.04 


T. 


,24 


.04    .03 


.04 


.03 


27     28     29 


T. 


T. 


,27 


.27 
.87 
1.18 
.95 
.28 
.34 
• 

.15 
.13 


.02 


.03 


.80 
1.  14 
.05 
.38 
.07 
.74 
.78 
.76 
.70 

'.'92 
.15 


.59 
.14 
.34 
.08 
.09 
* 

.77 
.57 
1.01 
.12 
.72 
.41 
.22 
.40 
.55 
.47 
.06 
37 
.12 
.06 
.37 


.01 


.10 


T. 


T. 
T. 
.03 
.04 
.03 
1.00 
01 


.70 


.18 
.38 
.44 
.73 
.60 
.40 
.01 
.16 
.09 
1.20 
.49 
.62 
.18 
.59 
.03 
.04 
.22 
02 
.30 
.01 
.37 


.05 


.01 


T. 


.03 


80     81 


T. 


.20 


.06 


.03 


.02 


T 

24   .33 
.05 


T. 


.02 


.49 


T. 


8.81 
6.54 
6.61 
7.68 
4.02 
6.20 
3.36 
4.77 
4.26 


5.33 
6.03 
3.92 
3.79 
5.63 
7.00 
7.11 
8.04 
7.34 
4.80 


6.32 
6.35 
6.52 
4.97 
8  11 
7.03 
6.71 
6.87 
6.78 


6.71 
4.60 
5.83 
3.42 

5.74 
3.96 
6.98 
5.44 
4.98 
4.07 


5.12 
4.26 
5.69 


4.75 
6.36 
5.62 
4.06 
5.72 
4.42 
5.04 
4.03 
6.07 
$6  36 
4  60 
4.52 


5.01 
4.81 
10.39 


4.06 
6.22 
6.38 
5.53 
6.10 
$7.31 
7.21 
6.70 
6.39 
7.33 
7.32 
6.48 
5.04 
6.14 
6.96 
7.83 
3.90 
6.50 
5.29 
8.27 
5.04 
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Daily  Precipitation  for  September  1945  -Continued  from  page  67. 


Stations 

Counties 

Day  of  month 

1 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

H 

12 

13     14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

30 

31 

West  Branch 
(continued) 
Williamsport  Apt.'-4E 

Lycoming... . 

T. 
T 
T. 

.24 

.05 
.87 
.05 
.08 
.18 
.09 
.23 
.68 
T. 

.ie 

.06 
.46 
.04 

.90 
.94 

.62 
.65 
.50 
.70 
4n 

T. 

.02 
.29 

.94 

T.' 
.13 

tv 

.33 
.78 

1.54 
.54 
.01 

1.'25 
.04 

i'.oo 

f.' 

'.'99 
1.84 

.15 

'.'io 

.16 
.12 

'.'os 

.17 

.05 
.07 

.81 
.45 
.70 

.60 
.48 
.58 

60 
.68 
.77 
.92 
.51 
.61 
.34 
.65 

91 
.77 
.70 
.72 
.61 

.71 
.88 
.99 
.06 
.53 
.05 
.71 
.60 
1.02 
.17 
.,53 
.01 
.50 

.12 
.15 
.50 

.15 

.16 

.28 

.12 

.62 

.12 

.19 

.54 

.38 

T. 

.19 

• 

.14 
.36 
.32 
.02 

.75 
.30 
.50 
.34 
.43 
.57 
.25 

17 
.35 
.28 
.35 
.36 
.88 
.29 
.64 
.45 
.34 

* 

T.' 

.02 

.05 
]02 

.90 

.75 
1.75 

.17 
1.63 

.14 
13 

.11 

* 

.08 

1.90 

.09 

« 

1.01 
.18 
.12 

1.90 

.11 
.98 

Ll- 

1.03 
.2n 
.92 

1.34 

.58 

86 

.18 

1.04 
.16 
.17 

1.11 
.92 
.19 

1.09 

1.25 

1.27 
1.25 
1..33 

2.17 
1.67 
2.45 
1.75 
2.53 
2.90 
2.73 
2.72 
2.46 
1.  11 
2  60 
• 

2.25 
1.93 
2.55 
1.72 

2.75 
2.40 
1.91 
1.29 
1.40 
1.68 
1.30 
1.50 
1.17 
1.53 
1.23 
1.22 
2.65 
1.80 
1.27 
.98 
1.03 
• 

T. 
1.28 
1.45 

.04 
.33 

i.'ii 

.60 
.69 
.66 
.68 

■.■79 

.03 
.98 
.52 
.04 

.38 
.01 
.04 
.02 
.60 
04 

T 

T. 

.25 
.03 

T. 

• 

■r. 
.'65 

T. 
T. 
T. 

i'' 

2.56 

:4i 

.17 
■.'64 

.85 
.55 
.50 
.35 
.04 
.33 
.09 
.07 
.05 
.57 
.10 
.37 
.32 
.02 
12 
.53 

.16 

.20 

.15 

.08 

.01 

.04 

.23 

.08 

.26 

.03 

.14 

T. 

.01 

T. 

.02 

.02 

.07 

.88 

.03 
.17 
.20 

.15 

'.'26 

.'29 
.42 
.34 

• 

.38 
.03 
.55 
.48 
.22 
.23 
.44 

.17 
.15 
.40 
.10 
.23 
.14 
.02 
.01 
.14 
.17 
.34 
.03 
.15 

.78 
.04 
.05 

f.' 

.■59 
.80 
.04 
.10 

.40 

.01 
.10 
.01 

T 

".\i 

T. 

.01 

T. 

T. 

T. 

.07 

.02 
.54 
.53 

.23 

.'io 

.04 

.08 

,14 

.23 

.12 

T. 

.13 

\ 
.11 
.02 

■.■ie 

.25 
T. 
.01 
T. 

'.'-ii 

.01 

T. 
T. 

.91 
.02 

.58 
.02 

'.'67 

.... 
.... 

. . . . 

'.'7i 
■.■48 

.03 
T. 

'64 

■;i5 

.03 

T 

,05 

T.' 
T. 
T 

■.'39 

t'. 

• 

.16 
.82 
.78 

■:ii 

.27 
.05 
.70 

• 

.31 
T. 
.70 
.46 

".oil 

.26 

T 

•1. 

■.'65 
'.'93 

't. 

".5f, 
.04 

■.'03 

.05 
.26 
.11 

!6i 

.17 
.64 

'.'73 

T. 

.08 

.01 

T. 

.05 

.07 

6.36 
6.10 

Williamsport2,  4  S£.  . . 

Juniata 

Altoona.  4.5W......... 

Breezewood',  0.5  Ji 

Lycoming  ... 
Blair 

7.87 
6.19 

Bedford 

■Rpdford 

.25 

5.44 

5,73 

Burnt  Cabins',  2  NE... 
EastWatei-ford2,3E... 
Everett-.  0.5  SW 

Fnlton 

.09 

T. 

T.' 
.15 
.02 

.22 

';o4 

'.oi 

T. 

.02 
T. 

.15 

.10 
T. 

.12 

T. 

.04 

.,56 

.10 

.08 

.14 

.64 

.56 

.06 

T. 

.15 

.05 

.01 
.19 

.06 

.03 

• 

.06 

T. 

.28 

• 

!67 

6.10 
6.85 

Bedford 

Huntingdon . 

Mifflin 

Huntingdon  . 

".■2-} 
.05 

.08 
T.' 

.'ii 

".31 

6.15 
8.10 

Lewistown^,  2  SW 

Mapleton  Depot^ 

58.25 
6.44 

.56 
.42 

6,02 

McConnell.^towa2.4NW 
Neffs  Mills',  6,  3.5  NE.. 
New  Bloomfield 

Huntingdon. 
Huntingdon . 

Perry 

Perry 

Bedford 

Huntingdon . 

Adams 

Cumberland. 
Cumberland. 
Lancaster — 

Dauphin 

Lancaster.. . . 

York.  

Schuylkill  ... 

Dauphin 

York 

Dauphin 

Lancaster — 
Cumberland. 
Lancaster..  . . 

".bh 

8.85 
6.74 
4.99 
4.60 

6.91 

Shade  Gap',". 0.6 SW.. 

LwK  Susquehanna 

A  roTliit'^Ville^ 

.29 

5.57 
6.02 

Bloserville,  1.5  N 

Carlisle. 

.05 

6.  '22 
6.06 

'.n 

1.77 

i.'go 

.75 

.30 
.41 

1.33 

.10 
1.14 
T. 

1.35 
.08 
.04 

"17 
T. 

.20 

3.06 
.20 
.01 
.26 
T. 
.10 
T. 
T 

•r. 

5  72 

Dauphin^,  3  N 

.02 

5.45 
9.10 

.02 

•■ 

.'29 

T. 
.01 

■.io 

. . . 

5  43 

,32 
1.58 
.89 
.04 
.16 
.28 
30 

6  55 

Grautville,2SW 

T.' 
T. 

i' 

t" 
.50 

6.15 

T. 

T. 

.24 

r 

89 
.56 

.08 
.95 
T. 

« 

— 

3.58 

HarrisburgApt','',3.5b 

5.41 

3.69 

T 
.23 

.49 

T. 

5.33 

Kirkwood'.^  ISW... 

i.22 

Lancaster,. . . 

Lebanon 

Dauphin 

Dauphin 

MifHin 

'.45 
.16 

.32 
.87 
.09 
.06 

.03 

.30 

.30 
.34 
.46 

• 

T. 

T 

* 

.07 
.37 

.70 

• 

T. 

.18 

.38 

• 

L27 
T. 

• 

.02 

T. 

1 

« 

4.16 

5.98 

Middletownl,l.5W.... 
Millersburg',*.  2E.  .. 

Milroy"\5  ><,■■■■•• 

Newburg'.3.5NW 

XTtiw  Park     

.34 
1.18 

4.95 

• 

• 

• 

4  75 

Cumberland . 
York 

.57 

.07 
.40 
.77 

.10 

■.'97 

■.09 

.02 

'^55 

'.'06 

T. 

1.50 
.83 
.40 

.35 

.18 

• 

1.50 

1.30 

.82 

2.63 
L50 
.98 

.48 

.05 
.18 
.15 

!28 

.05 
't  " 

T. 

.82 

'.'22 

f. 

T. 

7.32 

6.18 

Pine  Grove^.  1.5  Mi. . . . 
Riu^o\vn2.  1.5SW.... 

Schuylkill.  .. 
Schuylkill... 

1.20 

'1- 

5.62 

Snyder  

N'umberland 
Cumberland. 
N'umberland 

Dauphin 

Centre 

York 

York 

Franklin..  .. 

Adams 

Bedford 

Bedford  

Fulton 

Franklin 

Franklin 

.Allegheny,.. . 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Erie 

T. 

■r'.' 

.37 

'.'43 

.34 

.50 
.05 

.a 

.24 

.42 

.57 

T. 

.27 

.38 

.18 

.65 

.48 

.10 

.92 

.61 

.47 

T. 

.12 

.25 

.48 
.10 
.51 
.24 
.02 

.02 
1.25 
.23 
.18 
.45 

f.' 

■;65 

.46 

.49 

'.'98 

.03 

1  59 
1.20 

.03 

.66 
.42 
1.26 
.50 
.44 
.97 
.10 
.28 

1.33 
.57 
.83 
.10 
.60 
.83 
.61 

.55 
2.22 
.35 
.57 
.31 
.55 
.46 
41 
.86 
.38 
.78 
.90 
.19 
.51 
.24 
.49 
.36 
1.22 
.46 
.37 
.83 
.80 
.13 
.78 
.44 
.18 
.45 
1.02 
.25 
.30 

.28 
.67 
.50 
.37 
.78 
.57 
.29 
.26 

.70 
.39 
.24 
.72 
.26 
.33 
.87 

1.07 

■.'64 
■.'62 

.67 

.12 

1.36 

06 

.26 
1.07 
1.08 

.16 

1.83 
1.30 

1.08 
.13 
.15 
.35 
.13 

■.■52 
.15 
.17 

■.■40 
L55 

1.74 

1  05 
1.62 
1.40 
1.00 
1.71 
1.34 
1.40 

.96 
1.68 
1.92 
1.91 
2.50 
3.00 

2  72 

1.52 
L24 
1.58 
1.94 
1.86 
1..50 

.50 
1  53 
1  91 

.26 
1.37 

.56 

.90 
1.95 
1.66 
1.14 
1.46 
1.08 
1.99 
1.87 
1.48 

.73 
1  33 
1.19 
1.05 
1.30 
1.60 
1.01 
1.48 
1.55 

.06 
.46 
.05 
.83 
.83 
.01 
.07 
.76 

T. 

.01 

T. 

.23 

.46 

.50 

.71 

T. 

' 

.13 

.■3! 
.03 

'!69 

.32 
.04 
.16 
.04 
.02 
.12 

.04 

.08 

1 

.45 

.36 

.36 

.28 

.75 
.03 
.51 
.64 

'.'32 
.06 
.05 
.03 
.03 
.08 
.42 
.30 
.25 
T. 
.01 
.48 
.83 

2.04 

.28 

.25 

* 

.51 
.94 
T. 

.06 
.01 
.28 

■  .'62 

T.^ 
.09 
.61 

.■33 

■.■qI 

.02 

■r. 
!64 

.08 
.90 
.59 
05 
1.90 
.68 
.16 
.44 
.09 
.88 
T. 
.62 
.28 
.20 

.78 
.94 
.80 

.02 
.46 
.46 

2.36 
1.28 

.23 
L20 
1.16 
1.09 

.22 

.22 

.46 

.38 
.32 
.07 

.04 

.01 

.16 

T 

T. 

.08 

,22 

1.34 

69 
.50 
.19 
T. 
.12 
.91 
.12 
.47 
.53 
.10 
.07 
.28 

1.02 
.56 
.57 
.05 

1.34 
.27 
.02 
.01 
.67 
.01 
.41 
.78 

1.09 
T. 
.49 
.60 

.81 
.07 

!95 
.07 

■'os 

T. 

'.90 

".04 
.13 
.So 

i.'ge 

.04 
.68 
.46 
.57 
.01 

.01 

■.■62 
.04 

".'k 

.81 
.30 
.28 

.29 
T. 

.'63 

T. 

.85 

.32 

T 

.18 
.02 

7.28 

5.70 

6.46 

.34 
.26 
.11 
.02 
.12 

.15 
.23 

'.'io 

:66 

.35 

.29 
.02 
.17 
.25 

'62 

."05 

.05 
.13 
.24 
.01 

.67 

.18 
.41 

!6i 

T. 
T. 
T. 

.03 
.09 

T.' 

.15 

■f.' 
.02 

5.81 

William^town'^ 

Woodward\  "2  NE 

Vrtrlr     "^  ^W                 

■■r" 

5.00 

.01 

.16 
.14 
T. 

.35 
.34 
L15 
.58 
.22 
43 
.14 

.20 
.40 
.27 
.60 
.12 
.58 
.82 
.21 
.24 
.10 
1.10 
1.44 
.71 
.43 
.49 
.22 
.36 
.66 
.89 
.12 
.25 
L31 
1.86 

« 

.20 
.16 
.31 
1  24 
.07 
.25 

6.97 
3.91 

York  Haven2     

Potomac  Ba^n 

Chambersburg\  1  SW. 
Gettysburg 

.... 
.... 

■.■qs 

.61 
.07 

.... 

.01 

4  37 

6.03 
5„55 

.32 

T 
.22 

.19 

1.26 

11 

.34 

:% 

1.29 
T. 
.04 
.16 
.10 
.31 
02 
.22 
.27 

■■■26 
1.45 
1.39 
.16 
.07 
.66 
.09 
.31 
.23 
.23 
.18 
.06 
.10 
.31 
.42 
.04 
.90 

.'08 
T. 

6,11 

T, 

30 

5.34 

McConnellsburg^ 

Mercersburg^ 

4.73 

.11 
.22 

.31 
.02 
.49 
1.00 
.08 

'.'42 



",45 
.59 
.29 
.14 
.07 

■;47 

.01 

'!68 
.05 
.74 
.73 

.17 
.60 

■  .'62 

.'43 
.05 

■;62 

.51 
.17 
T 
.04 

■r.^ 

';22 
.20 

.'26 

■;o^ 

.05 

.26 

.35 

T. 

.05 

.09 

.13 

T. 

.14 

".'63 
.06 

.17 

■r'. 

i-'.' 
.11 

.13 

.12 
'.'65 

.03 
.10 

■.'i2 

T. 

... 

7.43 

South  Mt.  San't'm2.... 
GULF  DRAINAGE 
Ohio  Kiisiii 
Allegheny 

.01 
.21 

.07 
.24 
.30 

.44 

.09 
.14 
.29 
.03 
.02 
.12 
.14 
.29 
.07 
.22 
32 
.31 
.12 
.18 
.33 
.03 

6.67 
7  59 

Aliens  Mills'.  ^ 

tV 

.12 

.09 

'26 
.22 

7.34 

Blairsville^,  6NE 

Boswell^6NW 

Bradford,  4  W 

.11 

1.07 
.78 
.32 

JO 

.22 

2.64 

.39 

■.45 
1.32 
1.02 
1.97 

''64 

.31 
.40 
.04 
.07 

.29 
.05 

.04 
.10 
.13 

■57 
.10 
.45 
.63 
.01 
.08 
.20 
03 
.10 
.15 

':63 
.22 
.32 
.01 
.04 
.24 

.02 

.07 

.04 
.01 

.12 
.09 

.'06 
.26 

7.57 
9.06 
5.88 

BrookvineM.6SW.  ... 

4,80 
^6.27 

Clarion^  3  SW 

.09 

7.14 

Corry         

.83 

'O! 

'.'l6 
.24 

.08 

8.38 

Coudersport 

Potter 

W'moreland. 
W'moreland. 

Cambria 

Cambria. 

Armstrong... 

Venango 

Elk 

.08 
.56 
.90 
1.17 
.07 

5.62 

.69 
.27 

.08 

.06 
.30 
.01 
.03 

.62 
T. 

.06 

.'6i 

T. 
.31 
.06 

.61 

■'65 
T. 
.01 

7.18 

Donegal' 

■^io 

.05 
.11 
T. 

^03 

6.49 

Dunlo'.5,0.5SW 

.17 

.21 
.15 
.17 
.01 
.29 
.... 
.51 
.35 
03 

tV 
.11 

.04 
T. 

tV 

5.02 
6.05 

Ford  City-  4  S 

7,92 

Franklin^ 

.03 
.01 

.75 
•  31 
.18 
.26 
L64 
.63 
.38 

7,92 

Glpn  Hazel  2.  1  NE 

.01 

'.'69 
.02 

7.26 

Home'  5          

Indiana 

Indiana 

Cambria 

.30 

5.86 

.57 
.48 
.05 

1.16 

'.'36 
.74 
.62 

1.^94 
1.75 

T. 

'■i  ■- 

.04 

.06 

7.60 

Johu'^town'',  0.5  W 

T. 
.02 

.02 
.21 
.39 
.02 
.22 

.35 
.14 
.33 
.21 
.14 
.75 
.26 
.30 
.06 
.04 
.06 

■.04 

'.'oi 
.45 

"!i6 
.45 

5.61 

Kane'    IN       

McKean 

W'moreland. 
W'moreland. 

Forest 

Crawford  — 
Armstrong.. 
Armstrong.. 
Allegheny . . 
McKean.  . . . 
Jefferson. 

.38 
.31 

'!2C 

.4S 
.01 

.07 
.71 
.12 
.60 

1.24 

7.04 

Kregar',  4.5  SE 

Lycippus,  1.5  E 

Marienville',  s 

■.'i4 

.03 
.10 
.24 

8.39 
7.23 
6.56 

MeadvilloS.  1  8 

Mosgrove*^ 

T. 
.23 

.58 
T 

.38 
.15 

".02 

6.51 
6.09 

Parkers  Landing^ 

Pittsburgh  Cty  Of,  ».  .. 

Port  Allegany 2 

Punxsutawney^ 

■^02 

"'87 

a46 

8.84 

.03 
.04 

6.33 

.07 

7.24 

Continued  on  page  ( 
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Daily  Freoipitation  for  September  1946-Continued  from  page  68 


Counties 

Day  of  month 

1 

Stations 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

12     18 

14 

15 

16 

17 

18 

19 

20 

21 

22 

28 

24 

25 

26 

27 

28 

29 

30 

81 

Al  l.RGHKNY 

(coutiuued) 
Putnevville'. -i.eSE... 

Ridgway- 

Saltsburg* 

Seward'- 

Shol1ieldi,-\  6  W.  ...... 

Siiiethport'.'.  1  SW  ... 

Strongstownl.'' 

Tiouesta'-!.  1.5SE 

TitusviUe. '^S 

Union  Cityi.* 

Armstrong.. . 
Klk 

.20 

.61 
.41 
.34 
.06 

.03 

,25 
.79 
.21 

.19 
.02 
.39 
.16 
.10 

.17 
.06 
.16 
.32 

.30 

.'24 

.38 

.28 

1.04 

1.93 

1.41 

,40 

1.14 

.64 

1.83 

.38 

1.15 

,30 

,76 

1.36 
.16 
.74 
.48 
.35 

1.87 
.•25 

1.28 
.32 
.32 
.46 
.40 

1.04 

.42 
.34 
.47 
.69 
.42 
.43 
.59 
.42 

.36 
.37 
.55 

1.74 
1.05 

1.10 
1.96 
1.96 
1.13 

.03 

1.88 
l.'2H 
1.89 
1.71 
1.57 
1,61 
.93 
1.7U 
1.76 
2.14 
1.30 
1.77 
1.40 

1.67 
1.14 
1.43 
1.90 
1.72 
1  79 
1.55 

.89 
1  70 
1.31 

.08 
1.00 

.90 
1,04 
1,85 

1.11 

1.02 
1.26 
1.21 
1.11 

1.19 
1  12 
1.17 

1.42 
1.43 
.96 
1.42 
1.13 

.22 

.59 
.21 
.•27 



■■(')6 
.•28 
.03 
.02 
.04 
.'25 

,08 
T 
T. 
.06 

/26 

T. 

.05 

.12 

.19 

.01 

.09 
.03 
.07 
.04 

.'62 
.05 

.29 
.12 
.37 
.38 
,10 
,02 
.69 
.15 
.42 
.30 
.75 
.05 
.06 

.79 
1.49 
1.12 

.13 
1.65 
1.31 

.72 
1.  12 
2.20 
1.21 

l!i9 

2.40 

1.91 

.69 

.25 
.54 
.35 
.81 
.11 
.69 
.70 
.33 

.59 

.42 

.31 

1,24 

♦ 

* 
.20 

.49 
.15 
.47 
,58 
1,71 
1,92 
.32 
.14 

.83 
.09 
.08 
1.06 

1.20 
.09 
.36 

1.04 
.06 
,02 
.60 
,05 
,35 
,•24 
.87 
.03 
.06 
.21 
.44 

1.08 
.06 
.42 

'.'56 
.57 

.28 

.94 
.88 

1.05 
.19 

1  53 

.59 
.64 

.04 
1.42 

.  09 

.22 

.21 

.43 

.40 

,77 

1,13 

.74 

1.00 

1.58 

,38 

T, 

.04 
.91 

i'67 

i.io 

.76 
'.'64 

'.'74 
.83 

1  15 
.35 
.49 

1.35 

.58 

1.'25 
.87 

.38 
1.20 

.88 
1.'29 
l.ii2 
.84 
.06 
.05 

'.'49 
.25 

.'20 
.02 
.03 

.22 

.63 
.04 
.49 
.77 
.88 
.10 
.01 
.86 
.02 

'.'•26 
.13 
..55 
.91 

.89 
.73 
.38 
.13 
.50 

'.'« 
.52 

.99 
.85 
.97 

.55 
.03 

'.'2i 
.04 
.82 
T. 
.■22 
.32 
.91 

'.'54 

T. 
T. 

.48 
.01 

.88 
,70 

','89 
04 
,62 
,81 
,27 
,47 
.07 
.07 

r, 

.42 

'.'i2 

.01 
,31 
.49 

'[45 
.68 

.02 
.61 

.98 

.'25 
.58 
.47 
.86 

.02 

.03 

'.'82 

.02 
.19 
,04 
.03 

7.13 

'.'6'7 
.06 
.•23 
,16 

1,08 

'.'63 
.44 

'.'ii 

.21 
12 
.86 
.12 
.52 
,30 
,18 
.95 
.3(1 
.82 

'."96 
1.'26 
.52 
.53 

■.'56 

■.'06 

.31 
.03 

T. 

9.03 

.02 

8.34 

W'moreland. 

Warren 

McKeau 

Indiana 

Forest 

Crawford. . . . 

Erie     

W'moreland. 

Warren 

Warrer 

Somerset. 

"'49 
21 

.27 
.03 
.50 
.28 
.42 
.17 

'2.04 

.11 

."2 
.03 
.18 

« 

.08 

• 

'.'06 

,;'■' 

,'26 
'.'49 

'■r'.' 
1.02 

T. 

7.00 
8.75 

W 

.48 
.09 
.13 

'.'oi 

.97 

.31 

10 

1.33 
.'22 
.37 

1.10 

'.'43 
T. 

.25 
.49 
.55 
.77 
.66 

.67 
.20 

.34 

'.'36 
.30 
.04 

.11 

.43 
.19 
.20 
.40 
.27 
.19 

.65 
.59 
.04 
.98 
.07 
.76 
.57 
.22 
.97 
.05 
,97 
,'26 
.16 
.90 
63 

.57 
.20 

.09 

'.'is 

.16 
.07 
.02 

.'20 
.30 
.34 
.41 

:i6 

.30 

'.'39 

.24 

'.'oi 

1.06 

.38 

■.'25 

.16 

.16 

1.09 

.'15 

.36 
.16 
.42 
.41 
.84 

,•20 
.07 
.57 
.15 
.08 
.01 
.02 

.10 
..50 
,05 
.39 
,•26 
,26 

".Oi 
.44 
.03 
.29 
.45 
.12 
.64 
.44 

.74 
.68 
.38 
.49 
.82 
.02 
.52 
.55 

.85 
.65 
.86 
.14 
.03 

.17 
.17 

:2i 

'.'is 
.'os 

.95 
•29 
.07 

','88 
.63 

'.'64 

'.'19 
.■29 
.19 

'.'i4 

.68 
.10 

.'63 
.66 

'!i2 

'!69 

.90 
.41 
.40 
.01 
.05 
.63 

'.'26 

.74 
.68 
.88 
.07 

.34 
.53 

.02 
.02 
.66 
.12 

.08 
38 
.'25 

.'oi 
'.'oi 

.01 

■;62 

't.' 

.25 

.12 

.04 

'^15 
.25 
.30 

.30 

.88 

.02 
.11 

.32 
.■24 

'.'io 

7.09 
6.31 
8.03 

'■(is 

.02 

■i"'.' 

T.' 

't.' 
■r'. 

.05 

T. 

.30 

'.'67 
T. 
T. 
T. 

'.'io 

.02 
T. 

$6.87 
8,01 

6.16 

T. 

1.01 

6.92 

MONONGAHELA 

Courtuence^.  1.5  NW... 

.14 

.12 

".31 
.06 
,09 
.34 

'.'26 
.03 

1.75 
.05 
.07 
.10 
.06 

.21 
.11 
.14 

.04 

.•29 

.01 

T 

.42 

.48 
.17 
.18 
.06 

T, 

','69 

'!69 

.06 

'.'oe 

T. 

.14 
.34 
.05 
.09 
.36 
.18 

.02 

« 

'!ff2 
.01 
.06 
,08 
.01 

.'•20 
.•28 

.12 
.14 

'.'io 

.01 
.06 
.29 

'.'20 

'.'63 
'.'62 

T.' 

.08 

7.47 

Fayette 

Washington.. 

Greene 

W'moreland, 
W'moreland. 

Somerset 

W'moreland. 

Fayette 

Allegheny. .. 

.'■io 

■36 
".94 

.61 

".05 
.43 

'.'23 

6.46 

.97 
.36 

1.70 
.18 

i.'oo 

i!29 
.28 
.34 
.38 
.34 

.78 
.34 
.35 
.30 
.52 

".19 
1.52 

1.12 
,67 

,88 
,04 
.02 

".02 

T.' 

r" 

.03 

8.12 

8.66 

Greensburg.  2  S 

Irwin 

Meyersdale^ 

7.37 
9.24 

'.'64 
T. 

— 

6.77 

Murrvsville//!.* 

Newell" 

8.28 
9,08 

Pittsburgh  Arpt.//  '.5.. 
Rices  Landing' 

10,08 

8,41 

Somerset 

'.61 
T. 

.74 

1.01 

.92 

6.32 

Springs^,  ISW 

Unioutown ■ 

Somerset 

Fayette 

Greene 

Beaver 

9.64 

8.81 

9.03 

Beaver 

T. 

.61 

".29 

.16 
.04 
.05 

'.0\ 

'■r'.' 

8.35 

Butler       

Butler 

']'. 

.5.63 

5.49 

.10 

T.' 
T 

.08 

.28 
.21 
.39 
.52 

.13 

'.'53 
1.46 

'!6i 

.01 
.16 
.36 

.48 
L42 
.'25 
.20 
.24 

.60 
.49 
.35 
1.05 
.17 

6.73 

Jamestown2.  2NW 

Mercer  .\rpt.','2.5  NE.. 

Newcastle,  1.5  N 

Pennline .  2, 1 S 

Ohio 

Claysville^ 

Mercer.  , 

Mercer 

Lawrence.... 
Crawford 

Washington . 
Allegheny  ... 

Beaver 

Allegheny  .. . 
Washington  . 

Erie 

T.' 

tV 

.29 

7.47 
7.03 
6.. 58 

.04 

.12 
,25 
,27 

8.25 
9.43 

Coraopolis2,  IE 

Midland-   

7. '24 

.09 
.32 

'.'64 

.'56 
.91 

8.20 

Mt  Lebanon**..         .... 

9.69 

Washington',  * 

LAKE  DRAINAGE 
Albion^ 

8,52 

n 

Erie'  * 

Erie 

Potter 

■'ig 

.01 
.02 

.27 
.01 

.03 

.22 

.02 

.03 

T. 

1.47 

T. 

.06 

1.99 

.02 

.05 

7,62 

n 

[See  page  72  for  explanation  of  reference  marks.] 


Daily  Evaporationdnohea)  and  'Wind  Movement  (miles) 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Total 

HawleyMS {  ^rdT^^emeni 

.193 
52 

.438 
149 

.117 

85 

.104 
19 

,176 
38 

.254 
40 

.068 
22 

.144 
63 

.177 
30 

.103 
5 

.103 
29 

.169 
76 

.152 
45 

.914 
29 

.806 
81 

.122 
100 

.121 
62 

.0I6 
75 

.186 
71 

,052 
80 

.050 
67 

.237 
110 

,115 
46 

.006 
50 

.028 
70 

.276.089 
99      28 

,040 
32 

.112 
120 

.155 
118 

3  869 
1891 

Jamestown2..2Nw{Evaporation^.^^. 

.150 
15 

.174 
58 

.160 
22 

.112 
25 

.134 
6 

.145 

28 

.188 
25 

.132 
13 

.164 
13 

.086 
13 

.170 
33 

.194 

28 

.105 
28 

.091 
27 

.098 
36 

052 
16 

.130 
63 

.034 
53 

.020 
17 

.034 

22 

.044 
•20 

.m 

24 

.094 
24 

.066 
16 

.064 
38 

.098 
IS 

.068 
29 

,002 
32 

.130 
33 

.060 
60 

3.  127 
830 

NeffsMins'.3.6NE.{EvaP°-temeni 

.164 
3 

,198 
38 

.160 
24 

.106 
8 

.134 

7 

.  160  .  170 
6       5 

.120 
5 

202 
4 

.066 
8 

.094 
14 

.266 
38 

.064 
12 

,098 
14 

.038 
10 

,136 
10 

.112 
43 

.548 
13 

.024 

84 

.002 
27 

.090 
22 

.264 
40 

.094 

1 

.398 
4 

040 
2 

,152 
14 

.114 
27 

,038 
2 

.396 
68 

.168 
•23 

4.606 
575 

Italics  mean  minus  quantity. 


[See  page  72  for  explanation  of  other  referencas.] 
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Daily  TemperatureB  for  September  1946 


Stations 

1 

2 

3 

4 

5 

1 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

80 

31 

Mean 

A  IKinn/ 

/  Maximum.. 

67 
"72 

82 
46 
59 

85 
64 
69 

78 
66 
86 

74 
57 
79 

78 
58 
75 

84 
60 

84 

60 
48 
86 

68 
.32 
61 

ii 

AiDion/ 

\  Minimum.. 

66 

"72 

"so 

$$ 

AUentown  Arpt.i-4  NE. 

.  /  Maximum.. 

89 

'77 

"77 

■'81 

"83 

"87 

'85 

"89 

"86 

"84 

'82 

"77 

"81 

80 

"74 

"69 

"54 

"62 

76.9 

\  Minimum.. 

66 

58 

54 

56 

54 

55 

67 

60 

67 

68 

61 

54 

61 

64 

60 

63 

48 

48 

58 

56 

52 

46 

48 

56 

66 

61 

60 

63 

49 

46 

66.5 

Allentown/ 

/  Maximum.. 

89 

77 

7« 

78 

83 

84 

85 

88 

87 

85 

82 

77 

81 

83 

72 

70 

69 

63 

66 

72 

80 

71 

60 

71 

86 

80 

76 

85 

84 

67 

77.2 

\  Minimum.. 

69 

6' 

54 

57 

54 

55 

57 

60 

64 

69 

70 

54 

51 

64 

66 

55 

49 

49 

52 

56 

57 

45 

47 

62 

56 

69 

60 

62 

66 

47 

57.4 

AHoona-4.5W 

.  /  Maximum.. 

88 

82 

7E 

75 

80 

83 

82 

86 

75 

85 

79 

73 

76 

71 

70 

66 

60 

57 

60 

80 

76 

69 

65 

75 

85 

79 

69 

84 

79 

67 

74.7 

V  Minimum.. 

62 

6S 

4S 

52 

54 

53 

59 

60 

69 

61 

64 

47 

46 

60 

57 

49 

46 

46 

55 

53 

56 

39 

49 

67 

59 

63 

67 

63 

64 

40 

64.5 

A  ranrltQVillft"             

/  Maximum.. 
\  Minimum. 

90 
63 

8C 
6f 

5S 

78 
!     55 

81 
52 

85 
55 

8f 
6C 

85 
60 

85 
63 

85 
67 

81 
65 

78 
62 

80 
60 

84 
63 

75 
65 

66 
53 

53 
50 

60 
49 

66 

58 

79 
66 

80 
66 

76 
44 

61 

48 

71 

68 

85 
66 

78 
67 

71 
62 

85 
68 

86 
69 

59 
46 

76.9 

iVreilUto  V  Jiio    

67.8 

Berwick/ 

.  /Maximum.. 
1  ATinimiTni 

Bethlehem' 

1,  iVl  i  li  1  LLl  IXUl  •  • 

.  /  Maximum.. 
\  Minimum.. 

89 

7( 

)    r 

1     82 

84 

89 

8( 

89 

85 

83 

82 

76 

81 

81 

73 

67 

61 

62 

64 

72 

79 

72 

66 

69 

87 

79 

74 

84 

84 

69 

76.7 

70 

6' 

i      6( 

)     58 

57 

59 

6 

65 

71 

70 

66 

57 

54 

65 

62 

54 

48 

48 

67 

55 

65 

48 

50 

56 

68 

64 

62 

66 

49 

46 

58.7 

Bradford-4  W 

.  (  Maximum.. 
\  \finimnTn 

86 

8 

1      7( 

)     73 

85 

88 

88 

(     78 

75 

82 

82 

68 

77 

72 

71 

62 

68 

60 

60 

69 
54 

76 

74 

68 

69 

80 

81 

79 

69 

80 

77 

69 

74.  1 

?5 

Brookvillei 

1        .Vl   1   111   lii  Uii'    . . 

.  1  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 

"86 
65 

"r 

5' 

!  "7; 
>      4 

5  "78 

7      48 

"84 
51 

"85 
51 

■8f 
5f 

84 
)     69 

"77 
63 

"84 
64 

'74 

48 

"76 
43 

"so 

46 

"so 

63 

"64 
56 

"64 
47 

"•5i 
47 

"60 
45 

"so 

56 

"72 
41 

"76 
36 

"75 
63 

"79 
62 

"82 
60 

"67 
56 

"71 
52 

"82 
63 

"68 
45 

"60 
41 

73.9 
52.3 

Burut  Cabinsi-2  NE  . . . 

90 
67 

7 
5 

?      7 
1      4 

)      80 
i     57 

83 
51 

87 
52 

8' 
58 

1     89 
i     58 

85 
65 

86 
63 

80 
54 

78 
46 

80 
46 

84 
62 

78 
56 

68 
49 

55 
49 

60 
49 

63 
66 

79 
57 

80 
55 

75 
41 

65 
50 

79 
60 

88 
64 

SO 
60 

75 
68 

87 
65 

88 
55 

55 
44 

78.0 
55.1 

Butler 

.  /  Maximum.. 
\  Minimum.. 

95 

9 

I      8 

i      82 

86 

89 

9( 

1     92 

85 

85 

90 

75 

80 

83 

81 

64 

60 

59 

61 

74 

82 

75 

80 

82 

84 

83 

74 

80 

85 

65 

80.0 

69 

6 

1      4 

7      47 

51 

60 

5! 

i     65 

62 

61 

61 

43 

48 

64 

55 

52 

50 

48 

55 

59 

52 

38 

53 

54 

63 

63 

59 

64 

55 

43 

64,6 

Canton/-lNW 

/Maximum.. 
\  Minimum.. 

83 
63 

7 
5 

I      7 
i     4 

3     75 
J     50 

85 
55 

87 
52 

8< 
5' 

)     89 
I     60 

84 
64 

83 
64 

77 
63 

74 

47 

76 

47 

72 
49 

71 
57 

59 
47 

51 
40 

56 
39 

57 
41 

75 
51 

72 
60 

63 
41 

68 
43 

67 
50 

82 
65 

68 
62 

68 
49 

79 
50 

79 
66 

60 
31 

73.0 
51.6 

Carlisle 

,  /  Maximum.. 
\  Minimum.. 

82 
68 

8 
7 

1      8 
D      6 

3     76 
3     59 

80 
57 

83 
60 

8> 
6( 

)     86 
)      61 

85 
67 

83 
69 

84 
69 

82 
69 

76 
63 

81 

52 

82 
64 

77 
55 

59 
50 

61 
50 

64 
59 

79 
59 

80 
62 

84 
66 

63 
50 

68 
55 

85 
66 

82 
69 

74 
61 

86 
68 

86 
63 

63 
46 

78.0 

60.3 

Chambersburg6.i  SW.  . 

.  /  Maximum.. 
\  Minimum.. 

89 
67 

8 
6 

I      8 
i      5 

2     80 
5     55 

83 
52 

87 
53 

8i 
6( 

i     89 
)     62 

85 
64 

85 
64 

80 
65 

77 
48 

82 
49 

79 
62 

74 
58 

71 
63 

66 
49 

60 
48 

68 
67 

79 
67 

81 
55 

73 
44 

61 
52 

76 
58 

88 
62 

82 
66 

78 
61 

86 
65 

87 
60 

65 
45 

78.1 
67.0 

PloiHnTifi-^  SW          

.  /  Maximum.. 
\  Minimum .. 

90 
62 

7 
5 

5      7 
1      4 

3     82 

3     50 

86 
52 

87 
52 

9 
5 

)      84 
1      61 

81 
64 

86 
62 

75 
57 

73 
44 

80 
48 

80 
62 

69 
53 

66 
46 

61 

47 

61 
47 

61 

53 

81 
56 

74 
52 

74 
38 

78 
49 

84 
60 

83 
59 

70 
61 

73 
64 

85 
60 

70 
48 

61 
41 

76.5 

V/laili*Jll    -o  k:j  »* 

53.4 

Claysville/ 

.  /  Maximum.. 

89 

7 

7      7 

d     84 

87 

89 

9( 

)     90 

82 

88 

75 

74 

80 

79 

78 

68 

56 

68 

60 

81 

76 

76 

72 

82 

83 

74 

82 

84 

71 

64 

77.6 

\  Minimum.. 

61 

6 

1     4 

5     46 

52 

53 

5 

i     63 

66 

61 

60 

46 

45 

51 

65 

48 

52 

50 

51 

54 

56 

44 

47 

62 

66 

63 

59 

63 

65 

46 

54.9 

Coalport/ 

.  /  Maximum . . 

88 

7 

S      7 

i     78 

85 

86 

8 

7      87 

77 

87 

76 

74 

79 

80 

70 

69 

53 

58 

69 

82 

74 

74 

70 

83 

86 

74 

74 

80 

75 

60 

76  0 

\  Minimum.. 

56 

6 

I      4 

7      47 

51 

52 

5 

1      56 

58 

62 

64 

43 

42 

45 

61 

50 

47 

46 

47 

54 

56 

38 

37 

53 

56 

53 

53 

68 

58 

40 

51.-3 

f  rtafdcvillp^        •  -  • 

.  /  Maximum.. 
\  Minimum.. 

88 
68 

7 
6 

5      7 

5      5 

i     83 
9     55 

84 
53 

92 

58 

8 
6 

^      84 
i      65 

82 
71 

86 
71 

89 
69 

77 
68 

8:) 
52 

88 
63 

74 
64 

69 
56 

.59 
49 

65 

50 

69 
60 

73 
68 

80 
61 

70 
46 

62 
56 

76 
57 

88 
66 

82 
69 

73 
62 

86 
69 

87 
61 

62 

48 

78.5 

VyOatcaViiic    *  • 

60. 1 

Pr»lllTllV>iH>               .......•• 

.  /  Maximum.. 
\  Minimum.. 

92 
71 

8 
6 

i      8 
7      5 

0     80 
7     58 

84 
57 

87 
54 

8 
6 

J      91 
1     62 

88 
68 

87 
69 

85 
70 

80 
58 

84 
52 

87 
66 

78 
64 

70 

56 

64 
50 

66 
50 

68 
61 

79 
58 

84 
68 

75 

45 

68 
49 

72 

58 

91 

67 

85 
69 

77 
60 

90 
69 

89 
67 

74 
47 

80.9 

\^(J1  Ui  i  I  uit*.   -.-■.■■••■•• 

59.6 

Corry 

.  /  Maximum.. 
\  Minimum.. 

80 

7 

4      7 

3     81 

88 

87 

8 

i     84 

8! 

84 

78 

69 

77 

79 

70 

58 

67 

54 

59 

76 

72 

69 

73 

82 

80 

72 

71 

81 

72 

64 

74.4 

66 

5 

9      4 

4     47 

50 

48 

5 

i      61 

65 

52 

58 

48 

43 

62 

66 

37 

41 

47 

61 

55 

51 

38 

46 

65 

63 

57 

52 

65 

44 

31 

51.8 

Coudersport 

/  Maximum.. 
V  Minimum.. 

88 

7 

4      7 

4     75 

86 

88 

8 

7      87 

77 

84 

82 

71 

79 

77 

68 

60 

64 

68 

69 

78 

77 

71 

66 

78 

83 

80 

67 

82 

78 

62 

75  0 

61 

6 

6     4 

8     44 

49 

51 

5 

J     67 

54 

63 

62 

41 

44 

59 

56 

44 

39 

42 

64 

53 

47 

37 

43 

56 

69 

58 

43 

64 

46 

29 

50.3 

Curwensviilei-6  N  W  . . . 

,  /  Maximuni.. 
V  Minimum.. 

82 

7 

0      7 

0      73 

79 

80 

8 

1      83 

72 

81 

71 

68 

74 

71 

60 

61 

46 

56 

55 

77 

69 

66 

61 

78 

80 

67 

66 

I^ 

67 

56 

69.9 

62 

5 

0     4 

9     52 

54 

56 

5 

7      61 

62 

63 

46 

44 

50 

58 

52 

42 

42 

42 

51 

51 

39 

39 

49 

58 

61 

54 

62 

62 

39 

32 

SO.  9 

Derry 

.  /  Maximum.. 
\  Minimum.. 

89 

7 

8      7 

9      85 

86 

85 

8 

9     89 

79 

90 

77 

75 

81 

83 

69 

68 

65 

63 

61 

84 

76 

76 

77 

85 

87 

79 

82 

81 

82 

63 

78.8 

74 

6 

1      4 

7      62 

56      59 

6 

5      66 

66 

60 

63 

49 

48 

65 

59 

54 

51 

51 

56 

63 

59 

40 

58 

62 

66 

65 

68 

69 

53 

41 

58.2 

Donegal ' 

.  /  Maximum.. 
\  Minimum.. 

86 

7 

2      7 

6      79 

80 

80 

8 

5      88 

76 

84 

72 

70 

75 

SO 

63 

63 

56 

58 

68 

80 

71 

74 

69 

79 

82 

71 

76 

81 

71 

'2 

74.2 

61 

5 

2      4 

1      53 

49 

57 

5 

7      61 

61 

57 

52 

41 

43 

60 

53 

44 

47 

46 

62 

52 

46 

35 

54 

60 

59 

60 

59 

57 

46 

43 

51.9 

DoTiorai        

.  (  Maximum.. 
\Minimum.. 

91 

8 

0      8 

0      85 

89 

87 

9 

2      91 

84 

9ol     78 

75 

82 

83 

65 

71 

60 

64 

62 

84 

79 

78 

74 

83 

86 

76 

82 

88 

74 

64 

79.2 

±j\jl±yjiaj     ..... 

73 

6 

3      5 

1      59 

60 

60 

6 

4      71 

69 

67 

60 

61 

54 

65 

60 

56 

54 

52 

67 

58 

62 

48 

61 

66 

70 

66 

63 

68 

52 

49 

60.3 

Eagles  Mere  / 

.  /  Maximum.. 
\  Minimum.. 

85 

7 

7      7 

0     76 

79 

80 

8 

0      80 

77 

74 

75 

75 

78 

79 

65 

56 

49 

60 

63 

66 

68 

58 

55 

66 

75 

65 

75 

80 

75 

65 

70.5 

62 

5 

8      5 

2     51 

51 

57 

5 

8      61 

63 

63 

66 

49 

47 

52 

56 

48 

40 

40 

42 

49 

60 

40 

40 

49 

54 

64 

52 

57 

64 

:« 

52.1 

East  Waterford6-3  E  . . 

.  (  Maximum.. 
\  Minimum.. 

82 

7 

5      7 

3     73 

76 

80 

8 

1      83 

83 

78 

72l     71 

73 

71 

68 

61 

60 

57 

67 

73 

72 

66 

65 

67 

83 

72 

66 

78 

78 

52 

70.9 

69 

6 

1      5 

4      55 

59 

60 

6 

4      66 

66 

66 

64 

54 

58 

58 

57 

49 

44 

44 

63 

52 

69 

46 

49 

54 

64 

61 

67 

63 

48 

38 

56  4 

Ebeusburg/ 

.  /  Maximum.. 

86 

7 

i      7 

7      77 

82 

82 

8 

4      85 

75 

85 

72 

69 

78 

78 

66 

65 

48 

55 

58 

80 

70 

69 

70 

81 

64 

70 

71 

81 

71 

62 

72.8 

\  Minimum.. 

56 

5 

8      4 

4      44 

52 

52 

5 

2      61 

60 

62 

62 

44 

43 

47 

64 

46 

43 

43 

46 

60 

54 

37 

44 

61 

68 

68 

56 

60 

63 

38 

61.3 

Emporium  /-I  E 

.  /  Maximum.. 
\  Minimum.. 

89 
60 

7 
5 

7      7 
2      6 

8      79 
0      50 

87 
64 

89 
55 

9 
5 

0     85 

5      58 

80 
61 

87 
65 

79 
65 

73 
47 

82 
47 

74 
49 

69 
57 

62 
i7 

42 

61 

45 

60 
46 

83 
55 

73 
53 

70 
40 

66 
US 

81 
66 

86 
61 

70 
62 

72 
62 

85 
60 

65 
58 

£6 
32 

575.3 

552  9 

Ephrata 

.  /  Maximum.. 
\  .Minimum .. 

90 

7 

9      7 

9      79 

82 

86 

8 

6      88 

85 

87 

83 

77 

82 

86 

76 

69 

62 

64 

66 

74 

81 

73 

63 

72 

88 

82 

72 

85 

88 

69 

78.4 

70 

6 

6     5 

7     56 

58 

55 

6 

1      63 

70 

71 

67 

56 

53 

66 

65 

65 

50 

.50 

61 

58 

60 

46 

60 

68 

69 

71 

62 

69 

69 

46 

60.2 

Krigl 

.  /  Maximum.. 
\  Minimum.. 

85 
68 

7 
6 

2      7 

4      5 

2      80 
7      60 

86 
67 

87 
66 

8 

7      88 
0      71 

79 
67 

90 
64 

70 
62 

67 
57 

69 

55 

82 
64 

66 

57 

58 
49 

63 
49 

58 
50 

62 

57 

76 

57 

67 
66 

62 

50 

81 

56 

83 
68 

78 
62 

68 
60 

77 
62 

80 
68 

68 
44 

61 

74.1 

39|  ... 

59.2 

Everett  1-0.5  SW 

.  /  Maximum.. 
\  Minimum,. 

93 

8 

6      7 

9      78 

82 

85 

8 

6      89 

82 

88 

80 

78 

79 

82 

74 

68 

66 

60 

69 

79 

79 

74 

64 

81 

89 

79 

76 

87 

85 

66 

78.1 

60 

5 

6      4 

9      51 

52 

53 

5 

9      61 

63 

64 

58 

47 

48 

63 

65 

49 

48 

49 

59 

56 

47 

41 

49 

6! 

64 

69 

60 

66 

54 

46 

54.9 

Farrell 

.  /  Maximum.. 
V  Minimum.. 

95 

9 

1      8 

2     90 

94 

96 

9 

6     94 

92 

92 

92 

76 

84 

83 

73 

68 

64 

59 

66 

82 

75 

77 

77 

87 

86 

76 

78 

83 

78 

63 

81.6 

73 

6 

0      5 

2      54 

60 

58 

6 

7      75 

74 

65 

60 

52 

54 

64 

68 

60 

52 

51 

58 

62 

54 

44 

60 

69 

65 

66 

64 

70 

49 

42 

59.4 

Ford  City  /-4  S 

.  /  Maximum.. 
\  Minimum. . 

88 

7 

6      8 

3      82 

85 

86 

8 

8      89 

81 

82 

76 

72 

80 

81 

66 

66 

51 

63 

62 

82 

74 

77 

76 

83 

85 

74 

77 

88 

70 

60 

76.8 

59 

6 

0     5 

1     51 

52 

53 

5 

5     61 

65 

61 

63 

48 

48 

52 

57 

53 

50 

49 

51 

55 

55 

41 

41 

55 

64 

65 

57 

58 

66 

45 

54.8 

Franklin/ 

.  /  .Maximum.. 
\  Minimum.. 

87 

4      7 

7     82 

86 

87 

9 

0      83 

82 

85 

74 

75 

80 

79 

66 

65 

57 

61 

62 

80 

73 

72 

77 

86 

81 

74 

74 

85 

62 

76 

76.4 

60 

6 

1     6 

1      51 

51 

55 

5 

6     60 

66 

61 

61 

47 

47 

51 

67 

45 

45 

48 

45 

46 

54 

42 

42 

55 

64 

63 

56 

58 

61 

37 

53.2 

Fredericksville-1  S.  .. . 

.  /  Maximum. 
\  Minimum.. 

86 

7 

8     7 

4      78 

80 

85 

8 

4      85 

84 

83 

80 

75 

79 

83 

78 

65 

62 

63 

64 

71 

77 

70 

63 

70 

84 

77 

74 

82 

83 

59 

75.9 

64 

6 

4     5 

2     54 

50 

51 

6 

5      66 

63 

66 

65 

50 

48 

59 

62 

62 

46 

47 

58 

54 

55 

40 

44 

64 

65 

59 

68 

64 

58 

42 

55.8 

Freeland 

.  /  Maximum. 
\  Minimum.. 

83 

9      7 

2     73 

79 

84 

8 

5     85 

80 

78 

76 

70 

74 

71 

70 

62 

62 

55 

58 

71 

70 

65 

68 

63 

78 

74 

69 

77 

72 

58 

lll-'i 

65 

e 

1     5 

3    5a 

56 

60 

6 

1     65 

66 

64 

65 

51 

52 

54 

60 

49 

41 

40 

63 

49 

57 

41 

48 

61 

62 

61 

54 

46 

55 

36 

554.3 

George  School^ 

.  /  Maximum. 
\  Minimum.. 

8S 

8 

0     7 

8      79 

83 

85 

8 

5     88 

87 

84 

80 

86 

82 

84 

83 

72 

59 

71 

71 

71 

80 

72 

66 

73 

87 

83 

73 

85 

88 

66 

78.6 

6*: 

6 

6     5 

7     57 

51 

54 

6 

5     66 

67 

71 

68 

62 

64 

64 

61 

56 

60 

51 

60 

67 

60 

46 

60 

67 

68 

59 

62 

67 

68 

46 

69.6 

Gettysburg 

.  /  Maximum. 
\  Minimum.. 

8S 

8 

4     - 

7     76 

78 

83 

8 

4     86 

83 

81 

80 

76 

80 

83 

76 

70 

64 

64 

65 

75 

80 

76 

68 

71 

82 

81 

76 

84 

86 

83 

77  9 

6£ 

7      £ 

8      59 

57 

57 

6 

3     66 

66 

70 

61 

65 

53 

64 

65 

66 

62 

51 

60 

69 

61 

49 

62 

60 

67 

69 

65 

69 

69 

46 

60.4 

Gordon 

.  /  Maximum. 
\  Minimum.. 

8f 

1      ' 

5      78 

81 

86 

8 

7     90 

85 

83 

79 

74 

78 

78 

76 

67 

56 

59 

63 

74 

74 

71 

66 

67 

83 

78 

75 

84 

78 

60 

76.8 

6' 

1     £ 

0     53 

50 

48 

6 

0     57 

63 

66 

68 

46 

46 

60 

65 

50 

46 

46 

59 

64 

66 

40 

43 

66 

65 

64 

60 

66 

60 

38 

55.1 

Greensburg-2  S 

.  (  Maximum. 
\  Minimum.. 

88 

2      ■ 

8      83 

86 

86 

9 

0      89 

81 

88 

82 

74 

82 

83 

69 

68 

69 

62 

62 

82 

76 

75 

73 

83 

85 

80 

SI 

85 

S3 

62 

78.9 

5f 

0      4 

5      4fc 

48 

67 

3      72 

68 

57 

63 

41 

44 

63 

57 

50 

46 

47 

57 

51 

64 

37 

52 

60 

56 

70 

65 

72 

54 

47 

66.4 

Hanover/ 

. .  (  Maximum. 
\  Minimum.. 

9C 

4      ' 

9      7- 

82 

86 

8 

5      8- 

86 

84 

83 

77 

82 

86 

76 

67 

55 

66 

66 

78 

82 

71 

69 

72 

85 

81 

72 

87 

87 

56 

77.9 

6f 

6      i 

0      61 

5£ 

58 

6 

1      68 

68 

70 

71 

56 

55 

56 

66 

64 

51 

50 

55 

59 

60 

50 

52 

60 

63 

69 

64 

64 

68 

48 

60.6 

HarrisburgArpt.  1-3.6S,  /  Maximum. 

8£ 

8      i 

0      8C 

81 

86 

8 

9     9C 

86 

86 

82 

76 

82 

86 

76 

67 

66 

63 

65 

80 

80 

71 

61 

71 

86 

79 

72 

87 

86 

60 

77.7 

\  Minimum.. 

'    6i 

2      £ 

7      5£ 

58 

5f 

6 

1      6£ 

6- 

69 

62 

67 

5o 

64 

60 

66 

49 

60 

60 

58 

57 

48 

61 

58 

68 

65 

63 

69 

50 

45 

58.9 

Hawley-0.5E 

. .  /  Maximum. 

8" 

8      ' 

4      7S 

84 

86 

8 

9     8? 

87 

8C 

77 

75 

78 

69 

72 

64 

62 

56 

62 

70 

75 

65 

56 

78 

84 

73 

74 

80 

80 

58 

74.4 

\  Minimum.. 

5£ 

i4      £ 

)2    5a 

5C 

56 

3     6£ 

6C 

6£ 

64 

49 

48 

59 

63 

49 

46 

44 

65 

52 

55 

40 

40 

63 

63 

61 

60 

63 

'    51 

40 

i     53  7 

Hewitt-2  SW 

. .  /Maximum. 
V  Minimum.. 

9C 
5t 

7      " 
5      4 

7      78 
6      51 

8C 
51 

82 
68 

2  88 

3  6C 

85 
6 

86 
6£ 

78 
64 

77 
44 

78 
44 

84 
64 

75 
61 

66 
47 

62 

48 

60 

50 

67 

58 

79 
54 

79 
56 

72 
38 

63 
49 

83 
60 

87 
64 

74 
64 

79 
59 

87 
62 

1    87 
1     69 

66 
47 

77  8 

.54.8 

Holtwood' 

. .  /  Maximum. 
\  Minimum.. 

9C 

9      ' 

9      8C 

8£ 

9C 

8 

6    8e 

8c 

8e 

83 

7S 

82 

86 

77 

70 

60 

7C 

67 

73 

81 

68 

64 

72 

86 

79 

72 

85 

88 

61 

I     78.2 

7i 

6      f 

A     6'. 

64 

64 

■ 

0     68 

7t 

7a 

68 

63 

59 

7C 

65 

60 

55 

56 

62 

61 

69 

63 

55 

61 

66 

67 

65 

69 

H 

51 

63.3 

Huntingdon     

. .  /  Maximum 
\  Minimum.. 

9S 

9      ■ 

8      8C 

8£ 

88 

8 

8     9( 

)     8£ 

88 

7J 

76 

82 

81 

74 

67 

59 

66 

63 

82 

78 

72 

61 

80 

86 

79 

70 

87 

83 

59 

77.8 

65 

5     4 

8      48 

5S 

5e 

£ 

7     5C 

6f 

)     66 

6- 

48 

5C 

63 

60 

48 

49 

48 

58 

57 

67 

40 

47 

59 

63 

66 

57 

65 

58 

43 

55.8 

Continued  on  page  71. 
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Daily  Temperatures  for  September  1946— Continued  from  page  70. 


Stations 


\ 


Indiana 

Irwiii  

,1  amesi  own/  -l  N  W  — 

Johnstown/ 

Kaue'-l  N 

Lanra^ter 


.  <  Maximum..' 

\  Minimum..' 

)  .Ma.iiinum.. 

\  Mininuini .. 
.  (  .Miixiiiunii.. 

\  .Miniiuuni.. 

/  Muxiimini.. 

\  Miiiiiiiuin.. 

(  Mnxiiiniui.. 

\  Miiiiiiuini.. 
.  (  Maximum.. 

V  .Minimum.. 


Lawreni'eville /  Maximum. 

V  Minimum.. 
Lebanon  / [  Maximum...| 

\  Minimum.. 
Lewistown/-2SW )  Maximum.. 

\  .Miiiimuni .. 
Lock  Haven* /  Maximum.. 

V  Minimum .. 
Marcus  Hool;' (  Maximum.. 

\  Minimum  .. 
Martinsburg' (  Maximum.. 

V  Minimum.. 

Maucli  Chnnk-1  S\V /  Maximum.. 

\  Minimum . 
MeadvilleZ-l  S /  Maximum.. 

\  Minimum.. 
Mercer'-2.3  NE /Maximum.. 

\  Minimum.. 
Middletown'-1.5  \V (  Maximum. 

\  Minimum  . 
Midland" /  Maximum.. 

\  Minimum.. 
Montrose/-3  E /  Maximum.. 

\  Minimum.. 

Mt.  Lebanoni^ /  Maximum.. 

\  Minimum.. 
Mt.  Pocono'-2  N /  Maximum.. 

^  Minimum.. 
New  Bloomfield (  Maximum  . 

\  Minimum. . 
Newbiirg'-3.5N\V /Maximum 

\  Minimum. 
New  Castle-1.5  N /  Maximum.. 

\  Minimum.. 
Palmertoni /  Maximum.. 

\  Minimum.. 

Park  Place'-l  NW /  Maximum.. 

\  Minimum.. 
Philadelphia Arpt  i..  ..  /  .Maximum.. 

\  Minimum.. 
Philaiielphia  CO.' i  Maximum.. 

V  Minimum.. 
Phila.  Shawmont /  Maximum.. 

\  .Minimum.. 
Philipsburg'-7  E /  .Maximum.. 

\  .Minimum.. 
Phoenixville-1.5  SE  . . . .  /  .Maximum.. 

»  .Minimum.. 

Pittsburgh  Arpt  Sta.i..    /  .Maximum.. 

\  Minimum.. 

Pittsburgh  City  Officei . .  i  .Maximum.. 

V  Minimum.. 
Port  Clinton/ /  Maximum.. 

\  .Minimum.. 
Putney vilIe-2 .5  SE /  Maximum.. 

V  Minimum.. 
Quakertown-0.5  E /  Maximum.. 

\  Niinimum.. 

Reading' /  .Vlaximum.. 

\  Minimum.. 

Ridgway  / /  Maximum.. 

\  Minimum.. 
Scranton' /  .Maximum.. 

\  Minimum.. 
Selinsgrove /  .Maximum.. 

\  Minimum.. 
Somerset /Maximum.. 

\  Minimum.. 
Spiings''-1  SW    /  Maximum.. 

\  Minimum.. 
State  College' /  Maximum.. 

\  Minimum.. 

Stroudsburg-2  E /  Maximum.. 

\  Minimum.. 
Tamarack /-2  S /  Maximum. 

V  Minimum .. 
Tionesta  /-1.5  SE /  Maximum . 

\  Minimum.. 
Titus ville-2  S /  Maximum. 

IMinimum- 
Towanda-1  E /  Maximum., 

\  Minimum.. 


93,  801 

60  6fi'| 

91'  B3; 

65,  65; 

95,  84! 

74!  69: 

86  75 

65  64 


77 
60 

6* 
631  54 
881  85 


75  75 
58  49 


75 
56 
79 
56 
74 
40 
70 
43 
74 
51 

78 
51 
62 

57!  60 
71   74 


92 
66 

88 
57  56 

841  86 
53  56 
88:  90 
55  57 

*-°i\    86 


561  58 
841  86 


66 


10 


12  18 


62 

83 
50 

81 
49 
79!  83 


53i  55 


79 
50 
84 
,^0 
86 
61 
76 
49 

75 
46 
81 
45 
80 
48 
81 
53 
82 
56 
74 
50 

81 
54 

74 
48 
81 
45 
82 
50 
82 
50 
77 
5! 

73 
63 

82 
55 
^*2 
63 
83 
54 
74 
38 
85 
4>) 

79 
53 
81 

58 
78 
48 
77 
45 
79! 
47 
82 
56 

82 
41 

80 
5.? 
79 
50 
73 
4_' 
70 
44 
77 
49 


80 
60 

67 
51 

78 
45i  49 
78i  78 
44!  62 
80l  73 


17 


56 

42 

74 

62 

62 

51 

74 

69 

65 

51 

71 

63 

55 

4fi 

68 

60 

54 

45 

71 

63 

60 

50 

75 

70 

66 

52 

63 

56 

55 

46 

72 

62 

56 

44 

67 

61 

55 

39 

7,^ 

64 

62 

51 

67  .52 
41 
51 
47 
62 
48 
59 
46 
56 
45 
51 
46 

66 

48 
46 
40 
62 
45 
60 
43 
53 
42 


20     21 


57 1  56 

45l  50 

59  59 

46  56 


41;     46 


22 


81     76 

57 

84 

59 

72 

55 

80 

54 

69 

54 

75 

59 


51 

78 

531     54 


28     24     26 


26     27 


28 


29 

80 

81 

74 

58 

62 

48 

86 

61 

61 

46 

57 

62 

54 

.35 

79!    S» 

63!    41 

6fi 

m 

40 

30 

86 

80 

67 

46 

74 

62 

46 

82 

88 

63 

67 

45 

Sn 

mi 

S8 

Uo 

n 

6) 

52 

3S 

88 

69 

57 

50 

79 

55 

48 

41 

8Z 

60 

« 

to 

52 

62 

52 

34 

68 

60 

43 

38 

85 

59 

51 

46 

70 

64 

49 

48 

70 

60 

63 

32 

73 

60 

48 

45 

79 

56 

41 

38 

84 

61 

65 

4(1 

86 

56 

56 

46 

79 

67 

50 

46 

82 

58 

48 

43 

78 

56 

44 

3-1 

87 

56 

54 

48 

86 

56 

56 

49 

87 

7S 

70 

50 

73 

56 

41 

34 

95 

9C 

62 

60 

71 

60 

47 

4:- 

72 

61 

49 

47 

84 

56 

57 

39 

76 

6( 

48 

40 

84 

62 

60 

4;- 

86 

61 

52 

47 

.... 

66 

65 

57 

3-! 

77 

61 

45 

41 

81 

6; 

5; 

3i 

80 

5< 

5' 

4i 

75 

5; 

49 

i\ 

77 

5i 

.... 

47 

3« 

85 

76 

6f 

4; 

66 

55 

6i 

3i 

62 

6( 

.... 

62 

3( 

78 

62 

45 

3! 

74 

61 

47 

32 

Mean 


56.6 
79.6 
66.7 
76.8 
58.2 
78.  1 
56.6 
71.9 
47.0 
79.1 
57.5 

76.8 

52.6 

78.7 

38.5 

$77.1 

{65. 2 

77  6 

.55.9 

$82.5 

$63. 9 

74.4 

53.1 

$73.7 
$55. 2 
75.6 
52.0 
75.1 
53.3 
77.3 
.37.8 
77.4 
57.3 
71.0 
52.5 

77.1 

.37.7 
70,1 
51.8 
77.5 
.35.  i 
77.3 
53.  9 
79.1 
35.7 
74.  I 
56.1 

71.  1 
.54  5 
78.1 
60.4 
78.5 
63.3 
80.4 
60.8 
7ii.  5 
49.6 
8-3.8 
59.0 

76.7 
58.1 
78.0 
60.5 
75.3 
55.4 
75.3 
53.8 
76.8 
56.3 
78.1 
60.3 

75.3 

48.8 
75.5 
56.6 
76.9 
53.8 
74.8 
51.4 
71.2 
50  6 
74  2 
55.8 

79.6 
55.4 
68.9 
52.1 
74  4 
52.6 
75.9 
52.8 
76.6 
53.8 


Continued  on  page  72. 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


September  1945 


Daily  Temperatures  for  September  1 945— Continued  from  page  71 . 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean 

Uniontown 

.  1  Maximum.. 
\  Minimum.. 

9CI 

84 

82 

85 

90 

88 

90 

92 

82 

89 

79 

78 

84 

83 

72 

68 

64 

60 

60 

85 

79 

79 

73 

83 

86 

80 

83 

86 

81 

67 

80.1 

m 

fi4 

49 

59 

56 

fifi 

66 

67 

65 

63 

62 

50 

52 

6V 

59 

52 

53 

61 

56 

60 

63 

45 

61 

63 

65 

6i 

65 

65 

57 

49 

59  1 

Vandergrifti 

.  (  Maximum.. 
\  Minimum.. 

9? 

79 

81 

86 

89 

90 

92 

92 

82 

91 

78 

76 

82 

83 

67 

68 

59 

63 

62 

84 

79 

76 

79 

83 

88 

75 

80 

87 

73 

62 

79.3 

68 

.W 

51 

52 

55 

55 

60 

67 

67 

65 

58 

48 

51 

56 

51 

53 

00 

50 

57 

59 

52 

42 

56 

65 

fit 

64 

60 

65 

49 

46 

56.5 

Warren 

.  /  Maximum.. 
V  Minimum.. 

72 
55 

72 
41 

68 
49 

84 
61 

82 
64 

71 

58 

73 
51 

85 
65 

76 
43 

65 
33 

M 

fifi 

m 

5,' 

51 

56 

55 

58 

63 

64 

62 

60 

46 

49 

62 

56 

45 

43 

47 

52 

52 

53.9 

Waynesburg 

.  1  Maximum.. 
\  Minimum.. 
(  Maximum.. 

K9 

79 

8-; 

84 

90 

90 

90 

91 

80 

88 

82 

74 

81 

79 

67 

70 

64 

59 

59 

81 

78 

7V 

73 

81 

85 

76 

83 

85 

83 

63 

78  8 

71 

fil 

48 

5;-i 

52 

56 

60 

67 

65 

i;2 

60 

46 

48 

61 

56 

50 

52 

50 

55 

53 

53 

44 

58 

64 

66 

63 

57 

62 

54 

46 

56  5 

Wellsboro/ 

88 

7!i 

78 

77 

89 

90 

92 

9-1 

87 

87 

80 

79 

81 

73 

71 

62 

52 

56 

58 

79 

73 

67 

58 

73 

86 

70 

69 

86 

70 

62 

76.4 

\  Minimum.. 

.56 

58 

47 

48 

49 

49 

50 

52 

58 

62 

65 

42 

42 

48 

59 

47 

45 

41 

44 

47 

49 

35 

35 

50 

58 

63 

42 

46 

6o 

29 

49.4 

.  /Maximum.. 
\  Minimum., 

89 

81 
fil 

79 
58 

79 
.5fi 

83 

55 

85 
58 

85 
63 

87 
68 

88 
70 

87 
70 

83 
70 

77 
58 

82 
54 

87 
64 

79 
64 

70 
54 

61 
50 

72 
51 

72 
60 

75 
57 

80 
62 

74 
47 

61 

51 

73 
57 

8V 
67 

82 
70 

'/3 
64 

85 
69 

88 
52 

61 

47 

78  8 

59.8 

Wilkes-Barrei 

.  /  Maximum.. 
)  Minimum.. 

90 

75 

75 

80 

85 

91 

90 

90 

85 

86 

80 

78 

81 

78 

75 

62 

51 

58 

66 

74 

V8 

67 

60 

73 

8( 

73 

7» 

84 

V8 

64 

76  4 

68 

58 

55 

53 

55 

55 

56 

58 

64 

68 

60 

50 

52 

60 

60 

49 

48 

47 

56 

53 

52 

44 

4V 

56 

66 

5i 

56 

65 

47 

42 

55.  2 

WiHiniiTjnort  Arnt.'  4  E  (  Maximum.. 

89 

77 

78 

77 

84 

86 

88 

87 

Hi 

»> 

80 

74 

79 

75 

75 

63 

53 

61 

63 

73 

75 

70 

59 

69 

85 

70 

70 

84 

77 

6U 

74.8 

V  Minimum.. 
<  Maximum.. 

fi7 

ftfi 

h^ 

56 

54 

57 

65 

62 

65 

70 

59 

49 

51 

62 

61 

50 

47 

48 

59 

63 

48 

44 

48 

59 

68 

53 

52 

66 

4/ 

3b 

55  8 

Williamstown 

88 

87 

85 

87 

80 

87 

88 

88 

88 

85 

84 

76 

81 

82 

79 

69 

60 

61 

63 

77 

77 

76 

71 

78 

86 

8;^ 

76 

86 

82 

66 

....      79. 2 

\  Minimum.. 

71 

fi9 

60 

64 

62 

60 

62 

71 

71 

70 

61 

65 

62! 

6S 

6'J 

55 

47 

47 

59 

56 

60 

44 

44 

57 

67 

61 

55 

6V 

56 

40 

....    558.  ■< 

VVoodwardi-2  NE 

.  1  Maximum.. 

84 

fi9 

73 

73 

79 

85 

83 

84 

82 

78 

72 

7ii 

75 

73 

68 

58 

48 

67 

57 

73 

70 

66 

55 

70 

81 

67 

66 

V9 

73 

53 

.    .      70. 7 

\  Minimum., 

fifi 

54 

50 

58 

58 

59 

63 

64 

64 

62 

55 

49 

52 

55 

62 

44 

42 

45 

52 

50 

ii 

42 

48 

53 

64 

55 

55 

62 

40 

32 

. . .      n3. 1 

York-3  SW 

.  (  Maximum.. 
\  Minimum,. 

92 
70 

87 
66 

82 
64 

81 
56 

85 
55 

89 
53 

90 
61 

91 

62 

89 
67 

88 
69 

88 
71 

81 
52 

84 
51 

88 
64 

77 
66 

73 

54 

66 
52 

70 
61 

6V 
60 

82 
59 

83 
58 

80 
49 

75 
50 

78 
69 

89 
68 

89 
69 

79 
62 

89 
67 

8H 
68 

85 
48 

...      82  8 

09.  / 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PBESSTTBE,  WIND, 

HUMIDITY  AND  SUNSHINE, 

Atmospheric  pressure 

Wind" 

Relative 

<D 

(reduced  to  sea  level) 

Humidity 

^ 

Stations 

3 

o 

a 
s 

o 

^ 

Si 

s. 

3  t-> 

a 
o 

B 

S 

s 

g 

•a 

1 
K 

1 

3 

1 

a 

S  o 
<> 

1^ 

1 

s 

1 

a 

93 

6. 

1 

Erie 

30.60 
30.56 

30 
30 

29.69 
29.69 

7.6 
6.7 

21 
24 

SW. 

s. 

11 

14 

84 
87 

66 
61 

82 
78 

54 
55 

83 

Harrisburg 

57 

Philadelphia  — 

30.58 

30 

29.66 

6.8 

25 

SW. 

1 

90 

66 

61 

3; 

31 

Philipsburg 

30.57 

30 

29.72 

8.6 

30" 

e. 

18 

93 

70 

87 

182 

Pittsburgh 

30.  49 

30 

29.  70 

9.3 

31 

nw. 

10 

88 

61 

75 

49 

62 

Reading..  

30.58 

30 

29.67 

9.9 

29 

s. 

1 

85 

60 

59t 

45 

44 

Seranton 

30.69 

30 

29.67 

6.7 

22 

nw. 

21 

85 

64t 

36 

83 

•  For  any  five-minute  period.  **  Corrected  to  true  velocities, 

t  12:00  noon,     t  4:00  p.m.        $  Also  other  dates.        '  One-minute  interval. 


RIVER  CONDITIONS 


Stations 


Port  Jervis.  N.  Y 

Easton 

Lehighton 

Reading 

VVilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley.(nr)  Lock  No.  5. 

Sutersville 

CharleroKnr.).  Lock  No.  4 

Pittsburgh 

Midland.  Dam  No.  7 


Rivers 


<B 

1 

tc 

1 

2 

1 

§ 

« 
X 

^ 

eS 

H 

w 

a 

Delaware 3.3 

Delaware 4. 1 

Lehigh '    3.7 

Schuylkill |    6.1 

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna, 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio 


4.6 

1.8 

4.8 

4.2 

13.1 

4.8 

14.5 

« 

• 

.5.7 

1 
20  1 

8.6 

20 

5.6 

19 

12.5 

19 

10.8 

20 

7.0 

20 

11.6 

19 

6.3 

20 

17.4 

27 

9.9 

24 

2;^.  9 

19 

• 

19.2 

19 

2.0 
2.2 
3.0 
4.1 
2.2 
0.0 
3.3 
3.3 

11.1 
2.6 

11.0 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
26 
30 


•  Pool  stage 


t  On  other  days  also. 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  years  of  record,  except  that  for  FirstOrder  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  tl  Precipitation  normals  or  "standard 
mean"  afljusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

',  >>,  °,  etc.    Number  of  days  missing,  for  example,  ''  indicates  two  days  missing. 

Italics,  data  interpolated. 

5  Partly  interpolated. 

$5  Incomplete. 

t  And  other  dates. 

tt  Daily  amounts  inconsistent. 

t  Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  mea.surement. 

//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 

1  Midnight  to  midnight. 

'  Measured  in  the  morning  for  the  preceding  24  hours. 

3  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 

4  Best  available  used  for  .stations  not  equipped  with  recorders. 

5  Recording  gage. 

6  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 

7  Noon  to  noon 


follows: 


liist  of  Changes  in  Station  Desig-nations 

For  more  exact  location  of  the  equipment,  station  names  have  been  changed  as 


Dauphin 

Farrell 

Ford  City 

Grantville 

Hawley,  1  8. 

Jamestown 

Kregar 

McConnellstow  n 

Mllroy 

Monroeton 

Neflts  Mill 

Newburg 

Putney  ville 

Sheffield 

Tyrone 

Williamsport48E 


formerly 


Peters  Mountain  Tower 

Sharon 

Crooked  Creek  Dam 

Manada  Gap 

Wallenpaupack  Dam  (Evaporation) 

Pymatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Shaver  Cieek  (Evaporation) 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherry  Grove 

Bald  Eagle 

Shaffers  Path 

(W,  B,  0.,  PhUadelphla- 11-20-45 -976) 
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PENNSYLVANIA  SECTION 

l.  f.  conover 
harrisbukg,  pa. 

October  1945. 


No.    10. 


Smsntip-noN  I'hicr:  2.5 ckntn  prk  anntm;  (not stamps) 

KkMI  1-  l.nilCCTI.Y  T(.  SrPKHINTKNDKNT  Ol-  DoCrMENTS  WASniNGTONViS  D.  C. 

GENERAL  SUMMARY. 

The  past  month  of  October— usually  a  pleasant  and  invigor- 
atuig  period  between  summer  and  winter-was,  this  year  on 
the  eoohsh  side,  with  more  than  the  average  number  of  rainy 
days,  the  low  temperatures  and  rainy  days  being  concentrated 
particularly  HI  the  first  half.  In  the  last  half  of  the  month 
many  excellent  days  were  a  welcome  relief-although  bv  the 
close,  the  daytnne  maxima  approached  the  records  for'hieh 
temperatures  so  late  in  the  season,  while  new  early  season  lows 
occurred  at  the  beginmug.  Such  features  are  now  nothing 
more  than  routine,  since  1945  continues  to  reveal  unusual  and 
contrasting  conditions  as  each  month  develops 

Precipitation  for  the  State  as  a  whole  was  less  than  normal 
but  stations  in  most  northwestern  counties  recorded  the  wettest 
October  m  twenty  years.  These  high  values,  five  to  six  inches 
and  over,  have  mostly  overcome  the  deficiencies  accumulated 
m  that  area  smce  the  hrst  of  the  year.  The  accumulated  excess 
tor  the  State  tor  the  first  ten  months  is  now  5.13  inches 

Heavy  ram  on  the  tirst  two  days  of  the 
in  the  Ohio  River  Basin,  caused' 


•  nch  below  the  5S-year  normal  for  Oc^tober.  Tin-  greatest 
nmnt  1  y  aniount  was  (kI.O  inches  at  Pennline,  while  the  least 
uas  (  .,)0  inch  at  H.vndman.  The  greatest  amount  recorded  in 
any  24  consecutive  hours  was  2.25  inches  at  Erie  on  the  lst-2d 

The  average  snowfall  for  the  State  was  a  trace 
inch  below  the  58-year  normal.     Thf 


which    is  0.2 

...      nc-      1      .  »r'  -figrt^atest  monthly  snowfall 

was  0.5  inch  at  M_onroeton.     TJie  greatest  fall  for 

5  inch  at  Monroeton  on  the  14th. 


tional  day  was  0. 


any  ol)serva- 


ERRATA 


O.^^S:'fc£^0:0?'l^^«'  "^"''^'  P-cipit.tion  on  the  .«,„  s,„.uM  he 


COMPARATIVE   DATA  FOR    OCTOBER 


Veai 


month,  particularly 

P,       ,  .         ,  '  - -   some  local   flooding  in  Erie 

County,  and  moderate  rises  on  the  Allegheny  River.     The  first 

on  the  third.     This  date  is  rather 

ur  other  years,  first  reports 

The  following  morning,  freez- 


Temperature 


60 

■  15 


traces  of  snow  were  noted 

early,  although  in  1942,  1943,  and  fo 


of  snow  came  in  late  September. 

ing  temperatures  were  quite  general  throughourrhesVatrdosW 

the  growing  season.     Thermometers  at  some  stations  southea 2 

of  the  mountains  recorded  the  lowest  temperatures  of  record  ?or 

so  eay  in  the  fall  season.     The  tirst  significant  snow  fell  on 

el)  e      T  n      f ,"«^-^.'>-«^^"fi-aI  counties,  while  heavy  ra^n 

ell  elsewhere.     Until  the  sixteenth,  with  cloudy  skies  and  low 

temperatu.-es    prevailing     the    conditions    resembled    the    raw 

weather  of  early  November.     Thereafter,   the  davs  were  clear 

and  mild    with  the  exception  of  the  stormy  24th-25th      The 

warmest  day  of  the  month  was  the  19th,  but  maxima  on  the 

closing  days  were  so  high  that  hunters  were  fearing  it  wou  d  be 

too   hot  to  hunt,    when   the  season    opened   on  November   1 

Ihe  number    of    forest    hres    reported    to   Forestry    officials 

during  the  month  reached  a  new  20  year  low.  omcials 


1S»S 
1»»9. 
1890 

]»yi. 

1892 , 
1893. 
1894 
1895 

1890. . 
1S97 . , 
1898  . 
1899.. 

I9U0.. 

1901    . 

1902.. 

1908.. 

1904. . 

1905.. 

1906.. 

1907 . . 

1908.. 

1909.. 

1910.. 


Th( 


TEMPERATURE. 


average  temperature  for  the  State  as  deduced  from  th<. 
reports  of  84  stations  was  51.0°,  which  is  1.5°  Mow  the  ?8  y 
normal  for  October.     The  highest  monthly  mean  was  (5^/o'a 
Marcus  Hook,  and_  the  lowest   was  45.1°  at  Kane.   Extremes 
ranged  from  a  maximum  of  85°  at  Donora  and  Hewitt  on  the 
1st    and  at  Marcus  Hook  and  York  on  the  19th 
ot  20°  at  Philipsburg  on  the  11th. 


to  a  minimum 


1911. 

1912 

19i:i. 

1914. 

1915. 

1916. 

1917. 

1918. 

1919. 

1920  . 

1921.. 

1922.. 

1928.. 

1924.. 

1925.. 

1926.. 

1927.. 

192H.. 

1929.. 


PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  201    stations,  was  2.75  inches,  which  TsO. 52 


1930. 
1931. 
1932. 
193H. 
1934. 
1935. 
19.<6., 
1937,, 
193H.. 
1939. . 
1940.. 
1941.. 
1942.. 
1943.. 
1944.. 
1945., 


46.3 

47.3 

50.9 

50.6 

50.8 

53.0 

53.6 

47.3 

48.9 

54.2 

53.8 

54  6 

58.6 

52.2 

53.1 

53.4 

50.6 

53  2 

52.0 

48.2 

54.6 

48.4 

55.6 

52.3 

54.2 

54.9 

56.4 

54.2 

52.1 

47.2 

55.5 

57.5 

57.6 

52.6 

.54.8 

51.0 

52.9 

46.1 

51.9 

55.6 

55.1 

50.6 

50.8 

55.7 

53.8 

51.6 

51.8 

53.0 

54.0 

50.fi 

54.6 

53.6  I 

50.0  I 

57.0  I 
53.9  '' 

50.1  1 
50.8 
51.0 


74 
83 
81 
91 
83 
91 
88 
76 
86 
95 
92 
94 
95 
83 

89  i 
91  I 
91 

90  I 
87 
87 
93 
87 
91 

83 
90 
88  I 

91  I 
85 

92  I 
84  I 
85 
92 
88  I 
84  ' 
94 
87 
87 
83 
90 
99 
91 
86 

93 
93 
86 
90 

84  : 

89  I 
87  i 
89  I 
91 


85 
100 


Precipitation 


18 
23 
16 
11 
17 
16 
12 
19 
21 
22 
18 
12 
12 
14 
9 
16 
21 
15 
14 


Period 52.5 


4.83 

2.74 

5.44 

2.35 

2.65  i 

2.25  [ 

6.38  I 

3.17 

4.77 

1.67 

2.16  I 

2.51  I 

2.38 

0.28 

4.83 

4.51 

6.40 

I  78  I 

5.59  I 

0.99  i 

1.83  I 
5.31  I 
1.91 
1.46  I 
2.77 
3.69 

5.84  : 
1.81  I 
3.88  I 
2.03 
2.77  I 
4.51  I 
5.63 
3.14 
2.75 

3.27 


No.  of  days. 


0   0) 

Si 


19 

;   4.02 

r 

13 

3.86 

I    0.2 

21 

5.87 

0.3 

15 

3.06 

,          T. 

16 

0.72 

T. 

17 

3.26 

'    T. 

24 

;   4.26 

T. 

1/ 

1.99 

0.3 

18 

3.19 

T. 

16 

1.32 

T. 

20 

5.20 

T. 

15 

1.55 

0 

19 

2.74 

0 

20 

1.23 

T. 

19 

4.64 

0.1 

20 

4.64 

0.1 

12 

2.87 

'1'. 

16 

4.23 

T. 

14 

4.46 

1.1 

13 

3.16 

T. 

19 

1.95 

T 

15 

2.27 

T. 

14 

1.91 

0.5 

T. 

T. 

0.2 

T. 

T. 

T. 

1.7 

0 

0 

T. 

0 

T. 

T. 

0 

8.8 

0.2 

O.l 

0.1 

T. 

0.2 
T. 

?:i 

0.6 

T. 

T. 
0.1 

T.  , 

T. 
1.1  i 

T.  I 
0.1 
0.3 

T. 
T. 

0.2 


9 
5 
12 
6 

8 
5 
9 
9 
7 
9 
14 
7 
6  1 


2 
15 
14 

9 

8  I 

»! 

6  I 

9  I 
U  I 

8 
6  ! 

9  i 

14 

6 
11 

8  i 
13  I 
12 
13 
10  I 
12 


8 
6 
11 
13 
14 
12 
17 
U 
14 
11 
13 
11 
16 
12 

15 
14 
7 
16 
16 
13 
16 

11 
16 
10 
11 
15 
18 
10 
15 
9 
19 
17 
18 
15 
21 
6 
10 
17 
14 

12  I 

16 
15 
10 
16 
17 
16  I 

13  j 
8 

18 
13  : 

12  i 

13  I 

n 

13 

13  I 

13 


«  o 


16 
14 
17 
11 
7 
9 
11 
6 
12 
9 
13 

10 

11 
5 

10 

U 
8 

10 

17 
7 
8 

11 


13 

9 
15 
11 

9 

6 
11 

8 
14 

5 


3 
17 
12 
9 
1 
11 

9 
8 
14 

6 
7 
7 

12 

16 
7 

11 

1] 

13 

n 

16 
9 

10 


CLIMATQLOGICAL  DATA:    PENNSYLVANIA  SECTION. 

Climatolo^ical  Data  for  October  1045 


October  1945 


Ohio  Drainage. 

Bradford-4  W 

Brook  ville 

Claysville 

Corry ■■++■■ 

Coudersportll 

Derry 

DoKegiih 

DonoraU 

Ebensburg 
Farrt'll  .... 
Ford  City-4  b 

Franklin 

Greensburg-2  S 

Indiana •;^;,-,-- 

Johnstown 

Knns-1  N.  ..„••■• 

Meadviile-l  3 

Midland ••   • 

New  Castle- 1. 5  N  .. 
Pittsburgh  Airport 
Putney ville-2. 5  SE 

Ridgway 

Somerset 

Springs- 1  SW.. 

Tionesta-l.SSE 

Titusville-  2  S. 

Uniiintown 

Vandergrift 

Warren 

Waynesburg 


Observers 


U.S.  Weather  Bureau. 
Citv  of  Altoona. 
Penna.  Turnpike  Conini 
Clarence  E.  Miller. 
Charle*^  A.  Bender. 
Howard  L.  Pyle. 
U.S.  Weather  Bureau. 
Carl  K.  Bigger. 
U.  S.  Weather  Bureau. 
Mrs.  Helen  C.Haa.-i. 
Ephrata  Review. 
Penna.  Turnpike  Comni 
Andrew  B.  E^ansha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Mii-sSallie  M.Johnson 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  C-o. 
Paul  R.  Yoder.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 
American  Viscose  Co. 
William  R.  Kelley. 
Sun  Oil  Co. 

n.  S    Weather  Bureau 

Harrv  8.  Faucher. 

U.  S. "Weather  Bureau. 

New  Jer>ev  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  S.  W'eather  Bureau. 

Pbila. -Suburban  W  ater  Co. 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  S.  Weather  Bureau. 

U  8.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  (  o. 

James  E.  Swartz. 

Mrs.  M.  Ordelia  Parks. 

M.  S.  Bliss. 

Clyde  T.  .-aylor. 

Civil  Aeronautics  Authority 

U.S.  Weather  Bureau. 

Gordon  E.  Lower. 

U.S.  Weather  Bureau. 

York  Water  Co. 


Citv  Water  Dept. 

Civil  Aeronautics  Autlionty 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

J.  Fred  Kinley. 

Potter  Enterprise. 

Miss  N.  Dixie  Wineman. 

Penna.  Turnpike  Coram. 

Donora  Zinc  Works. 

John  L.  McGouglv 

Carnegie  Illinois  Steel  Corp. 

U.S.  Engineers. 

William  K.  Fuller. 

Westmoreland  W  ater  co. 

Indiana  Stat«  Teachers  Col. 

Pa.  Dept.  Forests  At  W  atere. 
JohustownTribune  Pub.Co. 

Spring  Water  Co. 

Citv  of  Meadville. 

Perrv  P.  Campbell. 

New"Castle  Water  Co. 

U.  8.  Weather  Bureau. 

US.  Engineers. 

West  Penn  Power  (  o. 

D.  L.  Grove. 

Allen  E.  Yoder. 

U  S.  Engineers. 

(1    S    Weather  Bureau 

William  W.Marsteller^ 

Carnegie-Illinois  Steel  Corp 

Merrell  L.  Jordan. 
Thomas  S  Knox. 


Charles  C.Gilbert. 
U.S.  Weather  Bureau. 


State  mean 


^ 


[See  page  60  for  explanation  of  relereuc©  marks.] 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SKCTION. 


Statiou,'. 


Counties 


ATLANTIC 

DRAINAGE 
IMaivarf  Hafin 

I'ri'KH  Dkiawakk 

Dingiwdiis  Kerry-'.  (1.6 K 

Kawley-'.  0.5  K 

Hollisterville- 

Lakevillo-.  IN 

Matamoras- 

Mount  Pooouo' .  2  N . . . 
Ploa.-ant  i\lount'.\  1  W 

t>troiui-burg.'2  K 

Tanners  Falls',  -•,  1  SE. 
Lkhiuh 


Allentoun  Av>t'.'' 

Alleiuowu- 

BetlUeheni' 

Blakeslee  Corner: 

Gouldsboro- 

Lansford- 

Mauch  Chunk.  1 

New  Tripoli 

Palraertoni,  * 

ZionsvlUe,  1  SVV.  . 

SCHl'Yl.KlM, 


4NE 


SW. 


Pike... 

Wayne. 

Wayne.. 

Wavne.. 

Pike... 

Monroe . 

Wayne.. 

Monroe 

Wayne.. 

Lehigh  . 

Lehigh I 

N'rthauipton 

Monroe 

Wayne 

Carbon I 

Carbon I 

Lehigh 

Carbon 

Lehigh 


.'  T. 


.OS   .28 
.24    .24 


T. 


I'oushohocken j  Montgomery 

Fredericksville^.  IS...    Berks 


Gratersford^. 
Phoenixville-,  1.5  SK. 

Port  Clinton- 

Pottstown-.  0.5 S 

Pottsville- 

Reading',  s 

Werners ville. 

LlAVEK   Dki.auare 


CoatesviUe'' 

Doylestown 

George  Sohool"  

Marcus  Hook^ 

Phila*lelphia 

\irport  Station',  5. 

City  Office'.  5 

Shawmont 

Quakertown,  0.5  E.. 

West  Che-ster 

West  Grove-,  1.5  SE. 

SdSQiiehaniia  Bnmii 
Chbmung 

Austinburg',5,  2  W. . 

Covington- 

Lawrenceville 

NoKTH  Bkanch 

Ber\\  ick- 

Canton-i.  1  NW 

Danville^ 

Freeland'^ 

UopBottoniii.  2S..., 

Millvillei.-^ 

Mouroetou".  2S 

Montrose^.  3  E 

Orwell2.  3  N 

Park  Place'.  1  NW... 

Pikes  Creek.'.'* 

Ru.sh'- 

Scranton'.* 

Susquehanna^ 

Towanda.  IE 

Tunkhannock  l, » 

Wilke.s-Barre',  3N... 
Wrst  Branch 

Ausonia^.  2  W 

Carrol  Itoivui! 

Carter  Camp^    

Cedar  Run2 

Clearfield2 

Coalport^ 

CurwensvilleApt'  6NW 

Driftwood'.  5 

Dushore'.  ■'' 

Eagles  Mere2 .' 

Emporium^,  IE 

Galetou 

Karthaus^ 

Lock  Haven2 .'.' 

Medix  Run'.'.... 
Philip.-burg'.  7  E.. 

Renovn- 

State  College', '....! 
Tamarackii.  2  S...   . 
Tyrone  '.  ■'>.  4  NE 
VVellshoro2 '.". 


Montgomery 

Che.'^ter 

Schuylkill... 
Montgomery. 
Schuylkill... 

Berks 

Berks 


.38 
.49 
.26 
.46 
1.10 
.26 
.44 


Chester.. 

Bucks r 

Bucks I" 

Delaware..  •  .1  . 

Philadelphia!  t 
Philadelphia ! 
Philadelphia! 

Bucks 

Chester 

Chester 


Tioga . . . 
Tioga... 
Tioga. . . 


Columbia 

Bradford 

Montour 

Luzerne  

Susquehaunai 
Columbia.. . . 

Bradford  

Susquehauuaj 
Bradford  . . 
Schuylkill . 

Luzerne 

Susquelianna 
Lackawanna 
Susquehanna 
Bradford  . 
Wyoming.. 
Luzerne. . , 


.23 
.12 
.13 
.28 
.13 
.16 

f.i 


.24    .71 

...     .72 

.18 


.93 
.80 
.15 
1.17 
.85 
.60 
1.24 
.94 
.56 
.87 
1.17 
.54 


.14  .46 
.06  .35 
111    67 


Tioga  . . 
Cambria. .. 
Potter,,.... 
Lycoming., 
Clearfield  . 
Clearfield 
Clearfield.  . 
Cameron... 
Sullivan.. , 
Sullivan. . . 
Cameron... 

Potter 

Clearfield.. 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

Blair 

Tioga 


.54 
.23 
.10 


.04  . 

.30 

.40 

.Oil 

.61 

.12 

.02 


Daily  Precipitation  for  October  1945 


Day  of  mouth 


1.10 

.73 

1.45 

.85 
1.03 

.88   ' 

.82  T 

•  70  . . , 

.i50  . ., 
1  64|  .I9| 
1.83  .26  T. 
1.34  .12 

.851  .27 

.80!  .01 


T. 


.20 
.03 
T 

.881  .72| 

.24|  .79  .01 
....I  .72  .08 

'I3|  .53!.... 
T.  I  .791  .  14 

.211  .37.... 
T.  IL03  .01 


,69 


,58 


10  11 


12  18  14  I  16  I  16 


10  .61 


1  21 
1.16 
1.29 
.57 
.99 
* 

.76 
.60 


.06  T 


.06  .16  .64 
•  74  .03  .81  T 

.05|  59 
.66: 
.20  1.20 


.09 


.81 
.84 
.23  T. 

'■'.'.\  .59 
...  .58 
.31  .04 
•50  .24 


.72 


.19 


.95 
1.22 
.93 
.79 
.80 


,04'  .07 
,01  .1.' 


....I  .08 

...  T.  I  .03 

•  02  .03  .04 

■  I  T.  .07 

.141....!  .12 

Ol|  .06  .03 

•  1.04 

01 

.061 


T. 

.  03! . 


.0) 


•W   .   T. 
•77  .01  ... 


.05 


.02 

.09 
.02 
.01 


.01  .05 


.55.... 
1.10.... 
.55. 
.8.3 
.65 
.97 


•  44  .47  . 
.28  T. 
•07  .57 
.35  .49 
45  .28 
T   .59 


.44 

...I  .42 
I  • 

.  151  .  35 

.17 
.  17 
.42 
.48 
.36 
.09  .43 


T. 

.101 

i". 

.041 
.04 


06 


T. 


.85 
•  14 
.06 
.04 


.04 


.06  .16  .16 

•  33 85 

•  16  .05  .78 


.02 


.35 


.08 

.05 

.  15 

.09 

.26] 

.28 

.12 

.08 

.02 

."2 

.13 

.22 

.39 

.19 

.15 

.04 

.  29i 

T.  ! 

.14| 


.01 
T. 


.39 
.55 
.16 
.15 

.34 

.87 
.13 
.22 
.11 
.28 
.75 
.63 


1.04 
1.04 
1.30 
.80 
1.04 
.15 
1.32 
.92 
1.23 
•  52 
.42 
.86 
.75 
.97 
1.02 
.49 
.60 


.02  .. 
.  05  . . 
.20  T. 


.05 


.02, 

.05  . 

.04  . 


.13! 

T.  |, 


,04l 


.05  T 
.05  .04 

.03!  , 

.06 

.07  .04 

.061  .'6i 

.'19!  T 

.041  T 

.05 

.03 

.06 

.06 

.08 

.03 

.'65 


T.  . 


.11 
.11 
.15 
.16 

.ii 

10  .12 

02  .  15 


.01  .01 
.10  .02 
.02  . 

.  06  . 


.04 

•  051. 


.05  , 
•  Oil. 


.02 


•  02 


.04  T. 

.  04  . . . 
.04  ... 


.07  T 

.02... 

02  T, 

T.  .031  .. 
...  .03!  . 
.•••  .02j  .Oil  T 


.01 


.09 
T 

.19 
T. 
02| 
T.  T. 


•  08 

•  13 


.201. 
T. 


.05 


.05 


T. 


.01 


T. 


28     24  1  26 

1 

22 

26     27 

'-«     29     80     81 

1        1 

1 

1 

1      !      ! 

^i 


...j  .03 

.oil '.'06 


T 

.13 

.15 


•H;  09... 

•15-...  .071... 
•19  T.  I  .16'... 

•15 j  .071... 

.1";....  ....I 

.  16  . 06  T.  ' ■ " 

•  I  •   •  i"i 
.13!  .01; 

*  I  .74I  *  I  • 


*96 

•  ' 

1 

1 
■••■t 

f.'i 

«  : 

*  *•' 

1 

1 

.02 

.05 

.02  .20, 


!  .17 
•I  T. 


17!  •021.... 
14|  .01  .04 
03 

..l.is!. 
10!. 


r. 


.43 


.78 

.06 

.57 

.23 

.05 

.16 

,  18  .  25 
03  T.  .  11 
02  T.   .0; 


•  01, 


.01  .25 
.0' 
19  .30 
21 


.86  .01 
.96  .01 
.20  .58 
21  .03 
.65 

.21 


.15 
.25 
.75 
.10 

.22 
.24 
.81 
.19 
.13 
.08 


.22 

.58 
T. 

.28 
.29 
.12 
.52 

.33 
.53 
.04 

.  131  .  U9 
07  .38 
46  .  10 

.25  .26 

•  37  .15 
40  .  15 

.  44  .  10 


.01 


.04. 

.■12}; 

.09!. 
.  031 
.08  . 


.03  .08 
.061  .05 
.14 


T. 


70 
73 
88 
64 
.62 
1.82 
04 


.24 

08 
.26 
.24 
.32 
.1 
.02 
.24 
.06 
.24 
.25 
.  12 
.21 
.26 
.02 

•  10 

•  22 


•  14 

.05 

.03 
.06 
.05  .02 
.17 
.12 
.12  .07 
.06  T 
.04  .26 
.10  .01 
.05.... 
,  13  . . . . 


•11  .02  T. 

.  14|  .  14 


.511  .02 
,01[  .87 


T. 

.  09i . 
T. 

.oil 


08  .09 
07  .06 
.06  .03 

r     ■  10 

.07  .03 
.90 

.07  .12 

.  18  .  06 

.09  09 

...  .20 

•  10  .  06 
.08  .04  . 

•  03  .081. 

•  06  .131. 

•  04  .06  .02 
.03  .03  . .. 

,  .07  .07  T. 
53j  .12!  .03  .06  .... 
•  •  ^80  .04  .07  .04 


.01 


Continued  on  page  76. 


2.52 
2.79 
3.18 
.3.20 
2.75 
3.60 
4.67 
2.40 
3.04 


2.36 
2.18 
1.82 
2.60 
3.91 
2.97 
3.47 
2.64 
2.77 
2.36 


{2.26 
2.25 
1.78 
1.38 
2.45 
1.63 
2.85 
1.77 
2.11 


1.93 

1.88 
2.66 
1.96 

2.59 
1.90 
3.03 
1.91 

1.9H 
1.64 


T. 


.01 


•  02 


T 
T 
T 
T 


2.  Zi< 
2.87 
3,38 


3.26 
3.26 
'52.46 
3.66 
2. 95 
3. 1(1 
3.95 
3.14 
2.62 
3.15 
3.26 
3.29 

ii 
2.86 
2.69 
3.52 


2.96 

2.89 

3.59 

2.79 

2.76 

3.38 

2.98 

2.81 

2.33 

4.13 

4.05 

4.22 

3.53 

2.94 

3. 35 

2.83 

3.02 

2. 26 

2.86 

1.67 

3.12 


CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION 

^^ilyPre^itation  for  October  1945 -Continued  from  page  75 


OCTOBEK  1945 


Altoona.  ''•■?|''Vvf"" 

BurutCabuis'.;!NL.. 
KastVVateifora-.dt.-- 
Everett-.  O.o&« 

LevM^towu-;,  IW. 

Mapleton  Depot'' 

Maitiu-burg  ■■•■.,•. ;,^; 

iNeits  Minsl,.f.  3  5  Nt... 

New  BloomnfcW 

Newport- 

Shade  Gapl,*.  0.5  bv>.  • 

LWKSUSQUEaANNA 

Arendt^yiUe-.-- 

Carlisle . .     

Columbia.    .^- 

Dauphiu--^^^ 

Ephrata..      • 

Glen  Rock'.s 

Gordon..  ■.■••!A 

Urai'.tville.  ■2="' 

Hanover-..    -ijj'oVc 
Harri.burgApti,''.i-5f 

Holtwood-^. 

Huntsdale-...---  ■ 
Kirkwood',*.  1  bw  . . 
Lancaster 

Lebanon'!.^.. -n-Vw" 
Middletownl,1.5W.. 

Millersburgl,^2E. 
Milroy'',  -.■vVnw'" 
New  Hark... ■■••■••  •• 
PineUrove^   1.5NE--- 
Riugtown'^,  l.oovv. 

Selin-grovfc 

Shamokiu- 

Shippen^burg 

Sunbury''' • 

NVillianistown  ..  .-• 
Woodward', •2Ni<'. •• 

York.SSW.. 

York  Haven'^ 

Potomac  Baffin 
ChambersburgMSW. 

Gettysburg. 

Hewitt,  viSW 

Hvndinan\..    ■• 

McConnellsburg'! 

Mercer>burg ''..••   ■■••• 
South  Mt.  ^„an  t  m^. . . . 
GULF   DRAINAGE 
Ohio  Hnain 
Ai,i.Ri;aBNY 

Acmetonia-..  ^ 

Aliens  Millf'.^.- 

Blair>ville-,  6lsi> 

Boswell^CNW 

Bradford.4W.  ■■•■•  ■■ 
Brookville'-,  1.5SW.  .. 

Buckstowni.''. 

Clarion-'.  S  bW 

Corry 

Coudersport 

Derrv.  .   

Donegal!  . .  

Dunlo'.s,  0.5SW 

Ebensburg2 ,     

Ford  City-,  4  S 

Franklin'-!...  ..  .^■•••• 

Glen  Ha.zel^  1  NE.  .. 

HomL'i.  .1.. 

Indiana..  •   

Johnstown-,  0  5  W... 

Kane',  IN 

Kregari,4.5S| 

Lvcippus,1.5  K 

Marienvillel," 

Meadville'-i.  IS 

Mosgrovp,'^ ■ .  ■  - 

Parkers  Lauding-.  _. 
PittsburgtiCtyOfi,". 

Port  Allegany  ^ 

Punx^utawney^ 


Allegheny, 
Jefferson . . 
Indiana  . . 
Somerset.. 
McKean.. 

Jetter-on 

Somerset 

Clarion 

Erie 

Potter 

W'moreland. 
Wmoreland. 
Cambria 

Cambria 

Armstrong... 

Venango 

Elk    

Indiana 

Indiana 

Cambria. .. . 

McKean, ..  . 

W'moreland 

W'moreland 

Fore.st 

Crawford  .. 

Armstrong.. 

Armstrong.. 

Allegheny . . 

McKean.  .  ■ . 

.leffer.'^on  — 


Continued  on  page  77. 
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OCTOBKR     1945 


C  LI. MA  TO  LOGICAL  DATA;   I'KNNSVLN'ANl  A   ShXTJON 


Ar.l.KOHKNV 

(continued) 

I'litiicyvillti'.  2.68K. 

Ridgxvoy- 

Saltsbnrg -  .  , 

SewanV- 

Shemelili.'-.  6\\ 

Sniethporll.  ••.  1  S\V  . 

Strongstown'.  •' 

Tionesta-.  l.fl  SK  ,,   . 

Titu.-ville,  2  8. 

Union  City  1,-' 

Vandersrrift  ' 

Warren- 

Voungsville'. '' 

^foN^)^•(;AH^;I,A 
(;outlueuee2.  1.  j  N  W, 

Connellsville- 

Donoral 

Green.sboro- 

Greeusburg,  2  S 

Irwin 

Meyersdale^ 

Murrysville//l.s 

Neweir 

Pittsburgh  Arpt.//  ',  ■'. 

Rices  Landing- 

Somerset 

SpringsS,  1  gw ■  ■' 

rnioutowu ", 

\V«yiiesburg ' 

Beavkk 

iJeaver  Falls-' 

Butler 

Kurrell^ '.'..'.'..',', 

'jreenville ] 

.lamcstownS.  2  \W. 
Mercer  Arpt. ' ,  2.5  \ K 
New  Castle,  1.5  N.  . 
Pennline.  ^,  1  S 

Ohio 

Claysville- 

Coraopolis'-,  IE 

.Midland^ ;';;.' 

Mt.  Lebanon"..  . 
Washington',  '^ .' 

LAKE    DKAINAGE 
Albion2..   . 

Erle'.s '..;." 

Raymond '.  •'' 


Washington 
Allegheny  .. 

Beaver 

Allegheny  .. 
Washington 


t-rie .5011.10 

Krie 2.24    .11 

Potter 


I  '  ' 

[See  page  80  for  explanation  of  reference  marks.] 


Daily  Evaporation! inches)  and  Wind  Movement  (miles) 


Stations 


llawli-y-',  1  s.  .         /Evaporation 123;.  091 

\  Wind  movement     42'  199 


0321.007 
227i   127 


Jamestown^.  .2  NW  /  J^vaporatiou .116 

\  Wind  movement;    37 

N('ffsMilIs2,:H.5  N'K  /  ^^^aporation . . . . 1. 106 
■  \  Wind  movementj    31 


0801. 056 
75!    23 

.0141.140 
12!  100 


.204 
60 


0701.  100 
55|    24 


.066 


.111 
47 


.000 
36 


.032 
21 


.136 

fi6, 


10  I  11 


12  t  13 


.084 
41 


.070 
15 


.069 
36 


.024 
5 


182 .  074 

47l      2 


1971.146 
75    155 


.060;  080 
44]     44 


.  0o6i.  194 

7!     89 


89 


.078 
36 


'.  024 .  043 
83j   173 

.0021.044 

14      30 


19     20 


21     22 


23 


OW.  UOI.  108 

7|     72|    87 


.102 
28 


■097.  ]50M86|.039 

411   129j     58|     38 

088i.  1781.0921. 058 
30|     481     15     4i 

■  I16i.  120.  ]!>0j.074 
4|     41      36!     10 


24 


25 


26 


.005i.7^r, 
301     33 


.214l.0.i6l.022 

351  1171     22 

160i.oS4l.002 
46     64       8 


.031 
39 


27 


28 


29     30     31    Total 


0481.  0651.  043l  138 
nij  134|     26j   102 

083).054!.  0541.130 
54|     82     17     50i 


075   3.071 
68|     2714 

102|  2. 160 
79|     1114 


.030:.  1721.  104,L048  .  134.  088    2  630 
301  153!    55,      3i    261     III     11§7 


Ifnlin:  mean  minus  (luantity. 


[See  page  80  for  explanation  of  other  references.] 
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CLIMATOLOGICAL  DATA;    PENNSYLVANIA  SECTION. 


October  1945 


DaUy  Temperatures  for  October  1945 


18     19 


Albiott' 

AWntown.Vrpt.MNE 

Alleiitown' 

Altoon»-4-5  W 

Arendtsville* 

Berwick/ 

Bethlehem  1 

Bradford.4  W 

Brookville' 

Burnt  Cabins'-'2NE.. 

Butler 

Canton/-l  NW  

Carlisle 

Chambersburg6-1  SW . 

Clarion6-3  8W 

Claysvllle/ 

Coalport/ 

Coatesvillp'^. 


/  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 

I  Maximum.. 

\  Mininuim.. 

(  Maximum.. 

\  Minimum.. 

I  Maximum.. 

\  Minimum. 

i  Maximum 

\  Minimum.. 


20     21     22     '23  I  24     25  I  26     27     28     29     30     31     Mean 


•( 


Columbia 

Corry 

Coudersport 

Cur\vensviUei-6  N  W . 

Uerry 

iJunegal' 

Uouora' 

Kagles  Mere  / 

Ea^t  WaterfordB-S  E . 

Ebenshurg/ 

Emporium  /-I  E 

Ephrata 

Erie' 

Everett'-0.5  dW 

Karrell 

Ford  City  /-4  8 

Franklin/ 

Fredericksville-l  8. 

Freeland- 

George  School* .... 

Gettysburg 

Gordon 

Greensburg-2  8  — 
Hanover/ 


Maximum.. 

Minimum.. 
I  Maximum.. 
\  Minimum.. 
(  Maximum.. 
\  Minimum.. 
I  Maximum.. 

V  Minimum. 

I  Maximum.. 
\  Minimum., 
i  Maximum.. 
\  Minimum.. 

(  Maximum. 

V  .Minimum.. 
.  (  Maximum. 
'  \  Minimum., 
.  j  Maximum. 

V  Minimum. 

.  I  Maximum. 

\  Minimum. 
.  ;  Maximum. 

y.Miuimum. 
.  I  Maximum.. 

V  Minimum.- 

.  )  Maximum. 
'  V  Minimum. 
.  (  Maximum.. 

\  Minimum .. 

)  Maximum.. 

V  .Minimum.. 
.  )  Maximum.. 

V  Minimum.. 
..  f  Maximum.. 

\  Minimum. 
.  ;  Maximum.. 

V  Miuimum.. 

..  (  Maximum. 

\. Minimum.. 
..  /  Maximum. 

\  Miuimum. 
. .  /  Maximum. 

\  Minimum. 
.    I  Maximum. 

\  Minimum.. 
, . .  )  .Maximum. 

V  Minimum. 
, ..  /  Maximum. 

\  Minimum .. 

. . .  ;  Maximum.. 

\  Mininuim .. 
. . .  (  Maximum.. 

V.Miuimvun.. 
...  )  Maximum.. 

V  Miuimum.. 
...  /  .Maximum. 

V  Minimum. 

. ..  /  Maximum. 

V  .Minimum.. 
. . .  /  Maximum. 

V  Minimum.. 

/  Maximum. 

\  .Minimum.. 
(  Maximum. 

\  Minimum. 
(  Maximum 

\  Minimum. 
/  Maximum 

V  Minimum . 
/  Maximum 

\  Minimum. 

(  Maximum 

\  Minimum 


Harri^burgArpt.  '.:i.58.  /  Maximum., 
\  Minimum- 

Hawley.0.5E (Maximum. 

\  Minimum.. 

H.nvitt.2  8W /  .Maximum. 

\  Minimum.. 

Ho'twood- (^lr,fi™; 

""'"-«'"'" {^^^ZZ 


Continued  on  page  79 
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I '111  km; 


l!»|.- 


CI.IMATUlXHiK'AI.   DATA.    I'KNNSYIA  A  Nl  A   SKCIIoN 


7fl 


Uaily  Teiaperat>ir«»  for  O.aobor   1  946-c.>,.ltnu,<|  from  pagu 


SUtlons 


liiiliniiK 

Ir«  111  

.l»inoxi<i\vii/-2N\V, 

Johnstown  / 

K8n(<i-1  N 

I.Biicator 

I.awTencovlUe 

Ijt^haiion  / 

I.ewistown-JSW.   . 
U>rk  llftveiii'... .   . . 

Marvus  Hook'. . 
Mflrtin>l)urp' 


MBiu'h  Clumkl  S\V. 

Mca«lville;-1  S 

Mercer'--' 5  \E.    .. 
Middletown'-l.S  \V. 

Midland'' 

Mnntrose/-3  K 


. .  f  Mnxlnuini.. 

\  Miiilnuini..! 
. .  I  Mn\iiiujMi..i 

\  Miiiiimiii 
.  I  Muxiinuin,. 

I  .Mimiiiuiii.. 
.  /  MiixiiiuiMi. 

\  Miiuiinnn.. 
.  I  MaxiiiiiJMi., 

^  .Miiiiimiin.. 
.  /  MaMiiuini. 

\  Mininiiini. 

.  /  .MiLXlnuiin..! 

\  .Mininuuii.. 
.  /  Maxiinuiii,. 

\  .Miiiiniiiin.. 

/  .Mu.xinniiii.. 

\  MiinniuMi., 

(  Maximiini.. 

\  Miiiimuiii . 
.  (  Ma.viMiuin. 

\  Miiiiiiiuiii ,. 

(  Majtiniuni. 

\  .Miniiiuiin. 


.  )  Maxnimiii.. 

\  Miiiiimini. 
.  /  Maximum.. 

\  Mnmiuim.. 

/  .MaximuMi.. 

V  Miiiinnini ., 
.  /  Maximum. 

\  .Minimum  , 
.  /  Maximum.. 

\  .Minimum.. i 
.  /  Maximum.. 

\  .Miruinum. 


■^  I  '^'i    27  I  28  j  29  I  30    31  I  Mean 


Mt.  Lebauon" 

Mt.  Po(ono'-2  N 

New  Bloom  field 

Newbnrgl-8.5N\V 

New  ('astle-1.5  N 

I'alinerton' 

Park  Hlaoe'.l  N\V.... 
Philadelphia  .\rpt  ' .. 
Philadelphia  CO.'.  . 

Pliila.  Shaw  iiiout 

i'hilip^burg'-7  K 

Phoemxville-1.5SK . . 

Pittsburgh  ArptSta.'.. 
Pittsburgh  City  Office' . 

Port  Clinton/  

Putneyville-2.5  SE 

Quakertown-0.5  K 

Reading! 


Ridgway  /  . 

Scrantou ' 

Seliusgrove 

Somerset 

8priugs«-l  SW    

State  College' 

Stroudsburg.2  E 
I  Tamarack/- 'J  S.. 

Tioiiesta/-1.5SE 
lritu.>ville-2S.  .. 

rowauda-1  E.  ... 


««  7ft,  731  67,  60  I 

»«  *'i\  871  ll'  3H.2 

r.H  Ti>  77!  <;«  61.1 

44,  40|  42]  4.0  41.0 

M  72  68'  fiO  S8. 1 

2«  81  881  26  H2.  I 

69:  HO,  76l  7H'  6«.  1 

29|  :«'  37[  44  39.8 

62     7Mi     70l     68  62  4 

28     H2\    40|    491  38.0 

7u!    8()|     78!    77;  65. « 

3'^|    87     41 1     46  40.9 

66     80|     70|     74'  6.").  7 

88     34;     441     4ri  40.8 

59[     79     68,     f,9  61.  1 

•^91    81 1    42;     «  89.6 

7«(     881     75      76  71.6 

56  48. 8 

70  62,  1 

46  40.3 

56|    68|  68  71'  to.  2 

25     30  66  571  $40.2 

69     78  72I  58'    59.8 

31 1    36  381  42     37.0 

,     "21  70  59     59.2 

37|    441  43  30     38.5 

77l  761  75      64.6 

87,  42,  46      41.3 

6HI  71,  67      61.9 

391  40,  37      40.2 

69|  621  61'     .56.5 

35  40:  41      36.6 


77|  63  6 !.  4 

46,  43  41.5 

67 1  68  .57. 6 

43)  43  36. 3 

74;  74 

39:  43 


M  5 
,17.4 
7fi'    61.8 
43      10  4 


39.5 
6L8 


) 
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Daily  Temperatures  for  October  1945-Continued  from  page  79 


Stations 


Uniontown 

Vandergrifti  

Warren 

Waynesburg 

Wellsboro/ 

West  Chester 

Wilkes-Barrel 

Williaiiisport  Arpt.' 

Willi  am^tovvn .. 

Woodwarcl'-2NE... 
York-3  SW 


/  Maximum.. 

VMiuimum.. 

(  Maximum.. 

\  Minimum." 

Maximum.. 

Minimum.. 

iNIaximum . 

Minimum.. 

Maximum.. 

Minimum.. 

(Maximum.. 

\  Minimum.. 

(  Maximum. 

\  Minimum.. 
.4  E  i  Maximum. 
(  Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum. 
Maximum. 
Minimum. 


'{i 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


Delaware.           3.8 

Delaware i  f° 

Lehigh *» 

Schuylkill J-  9 

N.  Br.  Susquehanna..  R. » 

\V   Br.  Susquehanna.  3.5 

Juniata ,  4-1 

Susquehanna |  J-  ' 

Allegheny :  '5. 4 

Youghiogheny •■•■ 

Monongahela l^^l 

Ohio 

Ohio  


'-^";:S:;i:.^"  S^SSation  an^  temperature  reelings  are  .or  .4 
hours  ending  late  in  afternoon. 

:h  '^ir  'Nmnberof^dafs  missing,  for  example,  '  indicates  two  days  nnssing. 

Itaiios,  data  interpolated. 

§  Partly  interpolated. 

§5  Incomplete. 

t  And  other  dates.  . 

K^^^C'^e-iXm^mded  in  means  and  summaries. 
•  Included  in  next  measurement. 

//  Windshield  on  gage.  n,orning-  the  maximum  temperature  then  read  is 

chargU-t^^fh^e-^^i^e^^W^'^dt'o^n^whTcn^ 

6  Recording  gage.  ,  ,,  .pf,  n  m 

6  At  a  fixed  hour  betwteu  sunset  and  U  .00  p.  m. 
'  Noon  to  noon. 


List  of  Changes  in  Station  Designations 


For  more  exact  location  of  the  e-iuipment.  station  name 
follows:  „      _,_  formerly 


have  been  changed  as 


Dauphin 

Farrell 

Ford  City 

Grantville 

Hawley.  1  S. 

•Tamestown 

Kregar 

JlcConnellstown   ^ 

Milroy 

Monroeton 

Neffs  Mill 

Newburg 

Putnevville 

Sheffield 

Tyrone 

\Villiamsport4SE 


Peters  Mountain  Tower 

Sharon 

Crooked  Creek  Dam 

ManadaGap  ti^„\ 

Wallenpaupack  Dam  (Evaporation) 

Pymatuning  Dam 

Eaurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Shaver  Ci'-ek  (  Evaporation) 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherrj'  Grove 

Bald  Eagle 

Pliaffers  Path 


(W.  B.  O..  Philadelphia- r2-29-46- 


-975) 


(P 
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32  PENNSYLVANIA   SECTION 

L.  F.  CONOVER 
HARBISBUBG,  PA 


Vol.  L. 


November  1945. 


No.  11. 


SrBsciuPTioN  I'iuck:  25  cunts  per  an nim;  (not  stamps). 

KKSIIT  l)IRECTt.Y  TO  Si  PEKI.N'TENDKNT  OF  DOCIIMKNT.S  WaSHINRTON,  25  D.  C. 


GENERAL  SUMMARY. 

This  was  the  wetU'st  November  since  1921,  and  in  the  east- 
ern counties,  the  wettest  since  the  9()'s.  J5ut  only  in  1921  were 
tliere  ns  many  days  witii  measurable  precipitation.  Snowfall 
for  the  State  as  a  wiiole  was  slightly  below  normal.  However, 
stations  in  and  near  Tioga  County  reported  the  heaviest  fall  for 
any  November  in  a  half  century  of  records.  The  persistance  of 
precipitation  during  the  month,  normally  the  driest  of  the  year, 
was  the  result  of  secondary  storms  developing  on  the  eastward 
passage  of  more  than  the  normal  number  of  Lows  past  Penn- 
sylvania. The  secondaries  travel  northeastward  up  the  coast, 
hence  the  predominance  of  heavy  precipitation  in  the  eastern 
counties.  Fortunately,  not  very  much  cold,  polar  air  was  drawn 
southward  as  they  formed,  and  the  temperature  for  the  month 
averaged  close  to  normal. 

The  wet  months  of  September  and  November  were  directly 
reflected  in  autumn's  total  of  14.42  inches  of  precipitation. 
This  is  third  only  to  those  of  1926  and  1889,  14.81  inches  and 
15.62  inches,  respectively.  The  temperature  for  the  three 
month,  fall  period  was  53.0°,  or  0.3°  above  average,  although 
killing  frost  early  in  October  shortened  the  growing  season. 

The  pleasant  weather  of  the  first  was  short-hved,  for,  during 
the  2d  and  3d,  two  frontal  systems  passed  across  the  State 
quickly,  producing  heavy  precipitation  in  northern  counties, 
and  were  followed  by  unseasonably  low  temperatures  the  next 
two  days.  The  sixth  was  notable  as  the  only  clear  day  reported 
by  all  stations  during  the  month,  and  the  beginning  of  a  warm 
period  that  lasted,  with  but  one  brief  interruption,  until  the 
20th.  Monthly  maxima  were  reported  on  the  7th  and  9th, 
while  the  lowest  temperatures  occurred  irregularly  during  the 
remainder  of  the  month,  some  during  the  warm  period  when 
nighttime  radiation  was  favored. 

Thanksgiving  Day  (22d)  ushered  in  the  first  real  signs  of 
winter.  High  winds  attending  the  passage  of  another,  now 
familar,  frontal  system,  caused  damage  in  the  Philadelphia  and 
and  Wilkes-Barre  areas.  In  Pittsburgh  the  next  day,  a  lad 
slipped  on  a  hillside  coated  with  snow  and'  ice,  and  was  the 
first  casualty  of  King  Winter. 

The  big  storm  of  the  month  came  in  the  closing  days.  Begin- 
ning as  rain  on  the  27th,  and  changing  to  snow  on  the  28th  in 
the  northern  counties  and  heavy  rain  in  southeastern  counties, 
it  produced  15  inches  of  snow  at  Lee  Fire  Tower,  Tioga  County, 
and  3.38  inches  of  precipitation  at  Philadelphia,  the  greatest 
November  24-hour  falls  of  record  for  those  stations.  In  Phila- 
delphia several  died  in  traflic  accidents  due  to  storm  conditions; 
damage  resulted  from  wind  and  flooding.  Although  officially 
three  weeks  away,  winter  liad  an  energetic  start. 


TEMPEBATXTKE. 

The  average  temperature  for  the  State  as  deduced  from  the 


reports  of  84  stations  was  42.0°,  which  is  0.7°  above  the  58-year 
normal  for  November.  The  highest  monthly  mean  was  51.0° 
at  Marcus  Hook,  and  the  lowest  was  36.0°  at  Kane.    Extremes 


ranged   from  a  maximum  of  8iS°^t^  PrarcUs  H[<!)o 
to  a  minimum  of  5°  at  Corry  on  the  27th. 


k  on  tlie  9th 


PRECIPITATION. 


Viv,' 


The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  198  stations,  waa  5.25  inches,  which  is  2.35 
inches  above  the  58-year  normal  for  November.  'I'he  greatest 
monthly  amount  was  8.20  inches  at  Newburg,  while  the  least 
was  2.26  inches  at  Austinburg.  The  greatest  amount  recorded 
in  any  24  consecutive  hours  was  3.38  inches  at  Philadelphia 
City  Office  on  the  28- 29th. 

The  average  snowfall  for  the  State  was  2.4  inches,  which  is 
0.3  inch  below  the  58-year  normal.  The  greatest  monthly  snow- 
fall was  17.0  inches  at  Lee  Fire  Tower,  Tioga  County.  The  great- 
est fall  for  any  observational  day  was  15.0  inches  at  Lee  Fire 
Tower  on  the  28- 29th. 


COMPARATIVE    DATA 

FOB 

NOVEMBEB 

Temperature 

Precipitation 

No.  of  days. 

Year 

S 

.c 

£ 

o 

Si 

$  o 
is 

°  « 
•9  2 

Si 

11 

9 
O 

5 

lf<88 

42.2 
41.8 
41.8 
89.7 
39.0 
39.2 
38.2 
42.9 
46.0 
41.6 
40.0 
41.5 
43  6 
36.0 
47.3 
36.9 
38.8 
39.1 
41.5 
39.8 
41.2 
46.4 
36.8 

37.8 
43.0 
43.9 
40.6 
42.1 
41.3 
37.6 
42.1 
41.2 
40.3 
42,3 
42.9 
40.7 
40.7 
39.5 
40.4 
46.2 
43.4 
41.1 

42.0 
49.2 
39.4 
88.1 
44.9 
44.4 
.38.6 
40.7 
42.7 
39.7 
41.3 
44.1 
41.8 
38.7 
41.6 
42.0 

41.3 

79 
78 

78 
76 
80 
68 
74 
78 
83 
76 
73 
72 
79 
76 
78 
78 
79 
68 
80 
70 
75 
80 
68 

77 
81 
79 
81 
79 
79 
69 
76 
76 
75 
80 
73 
70 
78 
71 
79 
85 
81 
81 

75 
80 
76 
83 
80 
85 
78 
79 
87 
76 
78 
83 
82 
79 
i          78 
85 

i          87 

4 
10 
10 

6 
10 
-4 

6 

6 
12 

2 

^ 
7 
9 
0 
2 

-4 
6 
9 
4 

-2 
16 
9 

7 
7 

10 
-2 
13 
4 
-5 
11 
11 
6 
3 
12 
10 

-I 

-1 

10 

4 

-10 

-15 

12 

-2 

-11 

6 

5 

2 

-3 

-13 

11 

9 

9 

0 

7 

7 

5 

-15 

3.37 
6.72 
1.49 
2.65 
4.34 
2.93 
2.60 
2,48 
3.55 
5.28 
4.03 
2.66 
4.10 
2.66 
1.53 
2.18 
1.14 
2.47 
1.48 
3.60 
0.90 
1.40 
2.46 

2,84 
2,17 
3.05 
1.76 
2.18 
2,27 
0.63 
2.03 
5.36 
3.54 
5.75 
1.21 
2.83 
1.54 
3.56 
4.49 
4.95 
2.32 
3,39 

1,48 
1,52 
4.75 
1.55 
3.61 
3.84 
2,40 
2,56 
3.10 
0.97 
4.04 
1       2,48 
;       3.35 
2.  87 
1       2.81 
5.25 

2.90 

2.1 
0.7 
0.5 
1.2 
8.6 
2.4 
5.3 
0.5 
1.1 
2.6 
6.9 
1.2 
3.1 
3.1 
1.5 
1.4 
3.5 
0.9 
4.0 
2.9 
5.0 
1.9 
8.5 

3.7 
1.9 
4.5 
1.5 
1.3 
1.6 
1.4 
T. 
2.3 
4.6 
1.4 
1.8 
0.3 
2.9 
2.2 
0.9 
1.8 
2.3 
1.9 

2.3 
2.9 
0.3 
7.0 
1.8 
2.5 
3.4 
2,0 
10.9 
1.6 
5.8 
0.2 
1.8 
2.2 
3.2 
2.4 

2.7 

11 

15 
8 
9 

12 
8 
9 

10 

10 

14 

11 
7 

12 
8 
8 
7 
6 
9 
8 

10 
6 
7 

11 

10 

7 
11 

6 
10 

9 

5 

7 

12 
11 
16 

9 
10 

7 

10 
10 
14 
12 
12 

I 
10 
11 
12 
12 

8 
U 
10 

8 
13 

7 
14 

9 
12 
16 

10 

9 
5 
9 

I 

8 
10 

'I 
6 
8 
10 
6 
7 
10 
11 
10 
11 
12 
13 
12 
12 
4 

7 

10 

10 

12 

10 

13 

14 

12 

11 

7 

6 

10 

12 

12 

11 

9 

7 

7 

8 

10 

10 

12 

8 

9 

7 

9 

11 

13 

15 

6 

11 

9 

9 

6 

7 

9 

7 
8 

10 
8 
8 

11 
9 
8 
9 
8 
9 
8 
9 
8 
8 
8 
9 
8 
6 
8 
8 
8 
7 

7 
8 
5 
9 
9 
6 
7 
6 
7 
7 
7 
7 
5 
8 
7 
7 
7 
8 
8 

7 
8 
7 
7 
7 
6 
8 
7 
7 
6 
6 
7 
8 
8 
7 
7 

8 

14 

1889 

17 

1890 

11 

1891     

13 

1892     

16 

1893 

11 

1894 

11 

1895  

12 

1896 

13 

1897         

16 

1898  

13 

1899 

12 

1900            

15 

1901 

15 

19CI2 

12 

1903 

11 

1904     

11 

1905   

11 

1906 

12 

1907 

y 

1908   

10 

1909 

10 

1910 

19 

lyll 

16 

1912 

12 

1913 

15 

1914   

9 

1916  

11 

1916 

11 

1917 

9 

1918  

12 

1919  

12 

1920 

16 

1921             

18 

1922   

13 

1923 

13 

1924 

1925     

10 
12 

1926  

14 

1927 

1928 

16 
15 

1929       

14 

1930 

1931 

13 
12 

1932 

11 

19:« 

1934 

15 
14 

1936        

17 

1936 

IS 

1937 

12 

19,SR            

10 

1939 

1940 

9 
18 

1941 

12 

1942 

13 

1943 

1944 

13 

17 

1945 

16 

Period 

13 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


November  1945 


Olimatoloerical  Data  for  November  1946 


m 


stations 


Counties 


Tei 

•2 

^E 

a 

oS 

xl>- 

■§ 

% 

ca 

fl 

09 

H 

3 

s 

Temperature,  In  degrees  Fahr. 


Precipitation,  in  Inches 


B 


AUmUic  Drainage 
Allentown  Arpt.  -4  NE. 

Altoona-4.5  W 

Burnt  Cabins-2  NE  — 

Carlisle .......... 

Chambersburg-1  bW . . . 

Coatesville.      ■•:••:;;,•, 
CurwensvilleApt-e  NW 

Eagles  Mere 

Eiist  \Vaterford-3  E.  .  . 

Emporium  1  E 

Ephrata 

Everett-0.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover i-VTo' 

Harrisburg  Arpt.-S..^  b. 

Hawley-0.5E 

Holtwood 

Huntingdon 

Lancaster 

Lawrenceville 

I,ebanon 

Lewistown-  1  W 

Lock  Haven.... 

Marcus  Hookll 

Martina  burg 

Montrose-3  E •  •  • 

Mt.  I^ocono  Arpt.-2  N. 

Palmerton 

Philadelphia 

Philip.-burg-7  E 

PhoenixviUe-l.  5SE.... 

Port  Clintontt 

Quakertowu-0. 5  E 

Reading 

Scrauton 

Selinsgrove 

State  College 

Stroudsburg-2  E 

Tamarack-'iS 

Towanda-1  E 

VVellsboro 

Westchester 

VVilkes-Barre  tt • 

Williamsport  Apt.-4E 
Willianistov/n  tt.     ■  ■ 

Woodward-2  NE 

York-3  SW 


Division  mean. 


Ohio  Drainage 

Bradiord-4  W 

Brookville 

Butlert... 

Clariontt-3  SW 

Clays  ville 

Corry 

Coudersporttt 

Derry 

Donega  1 

Donoratt 

Ebensburg 

Farrell 

Ford  City -4  S 

Franklin 

Greensburg-2  S 

Indiana 

JamePtown-2  NW. . . 

Johnstown 

Kane-1  N 

Meadville-1  S 

Midland 

New  Castle- 1.5  N  .. . 
Pittsburgh  Airport. 
Putneyville-2.5  SE  . 

Ridgway 

Somerset 

Springs-l  SW 

Tionepta-1.5SE 

Titusville- 2  S 

Unioutown 

Vandergrift 

Warren   

Waynesburg 


Division  nipan. 


Lake  Dr<ii)>ngf 

Albi(m 

Erie 


State  mean. 


Lehigh 

Blair 

Fulton 

Cumberland . . 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford  

Luzerne 

Bucks 

Adams 

Schuylkill . . . . 

York 

Dauphin 

Wayne..   

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Miiflin 

Clinton 

Delaware 

Blair. 

Susquehanna. 

Monroe 

Carbon 

Philadelphia  . 

Centre   

Chester 

Schuylkill . . . . 

Bucks 

Berks 

Lackawanna. . 

Snyder. 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming. .  ,. 

Dauphin 

Centre 

York 


Mc  Kean 

Jefferson 

Butler 

Clarion 

Washington 

Erie 

Potter    

Westmoreland . . . 
Westmoreland  .  . 

Washington 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland... 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland 

Warren 

Greene 


Erie. 
Erie. 


1,500 

990 

473 

600 

4ai 

2,215 

2,020 

2,125 

1,100 

365 

1, 020 

1,970 

184 

500 

900 

600 

351 

980 

200 

700 

2.55 

996 

469 

580 

657 

12 

1,493 

1,176 

1,914 

455 

10 

1,916 

100 

407 

480 

■273 

746 

476 

1,217 

440 

2,250 

754 

1.319 

440 

544 

520 

775 

2, 191 

390 


1,680 

1,400 

1,077 

1,114 

1,170 

1,410 

1,653 

1, 160 

1.746 

761 

2,170 

855 

950 

987 

1,160 

1,300 

1.050 

1.650 

1,750 

1,065 

780 

9O0 

1,286 

1,270 

1.385 

2,100 

2,500 

1.200 

L550 

1,040 

825 

1,190 

I,  100 


900 
705 


42.6 
40.4 
41.8 
45.2 
43.0 
45.4 
36.8 
37.1 
39.8 


45.7 

40.9 

40.1 

46.4 

46.0 

42.  2 

45.8 

44.6 

40.8 

46.4 

41.4 

45.4 

40.7 

44.3 

43.4 

41.8 

51.0 

40.9 

36.5$ 

37.6 

41.6 

48.6 

37.0 

46.4$ 

41.5 

43.6 

46.8 

42.4 

42.8 

41  8 

44.0 

36.4 

41.4 

37.8 

46.3 

41.9 

41.0 

43.4$ 

38.2 

46.8 

42. S 


38.4 

38.8 

44.0 

41.1$ 

41.8 

38.4 

37.5 

44.0 

38.6 

45.9 

39.3 

44.2 

40.8 

40.8 

42.  4$ 

42.4 

41.4 

42.9  I 

36.0 

40.4  i 

43.2 ; 

43.3  i 

43.4 

39.6 

37.8 

39.8 

38.  2 

39.1 

39.5 

45.8 

43.8 

40.8 

44.5 

41.1 


+0.6 
-0.1 


+B.6 
+0.6 
+2.4 


+2.2 
+0.2 
+2.6 
+2.4 
+3  4 
+2.  1 
+0.8 
+  1.8 
+  1.5 
+  1.1 
-0.3 
+2. 2 
+  1.5 
+  1.6 


-0.1 
+3.1 


-0.4 
+2.9 


+2.5 
-0.3 
+2.2 
+  1.9 
+  1.9 
+  10 
+  1.2 
+2.9 


+  1.6 
+0.2 
+.3.0 


+1.2 
+3.' 4 


-0.4 

+1.1 
+2.8 


-0.3 
-0  3 

+0.8 
+  1.7 

+6.' 9 
+0.7 
+2.6 

+1.2 
-0.4 
+  1.2 

+0.9 

+  14 

■+2.'8 
+2.  2 

'-6!2 
+  1.1 
-0.3 

+  1.9 
+  1.0 

+  1.5 
+  1.1 


42. 2 

44. 0      +2 


42.0 


+0.7 


71 
74 
73 
72 
70 
72 
75 
72 
76 
72 
73 
73 
70 
75 
72 
71 
77 
69 
70 
70 
71 
74 
72 
73 
74 
72 
69 
69 
76 
76 
72 
75 

77 


85 


9 
7 
8 

8t 
10 
9 
9 
9 
9 
9 
7 
9 
7 
9 
9 
7 
9 
7 
8 
9 
9 


S 


«8^ 


d  a 
•S3 


No.  of  days 


27 

24 

26 

24t 

21 1 

27 

23 

24 

24 


24 
21 
24 

27 

27 

24 

24 

24 

24t 

24 

21t 

27 

27 

24 

23 

•23 

■24 

•23 

■24 

24 

•27 

24 

■23 

27 

27 

27 

24 

24 

24t 

■23 

■27 

2,3t 

27 

27 

24 

27 

■27 

■23-t 

23t 

•27 


23      6.61 


23t 

23 

24 

23 

26 

27 

•23 

23t 

26 

23 

2St 

23 

24 

24 

24 

24 

23t 

23 

23t 

23 

23 

■24 

23 

24 

23 

26 

26 

23t 

23 

■26 

24 

23 

■26 

27 


27 


4.34 
5.29 
6.59 
7.01 
6.71 
5.13 
5.60 
6.99 
6.70 


4.12 

4.78 

8.94$ 

6.44 

6.13 

5.49 

5.  10 

6.  ,54 
.5.50 
.3.83 
6.60 
4.42 
4.61 
.5.24 
fi.20 
6.57 
5.31 
,5.23 
6.50$ 
6.48 
3.87 
.5.69 
7. .51 
5.45 
5.39 
5.64 
6.07 
5.97 
6.01 
6.36 
5. 26 
5.81 
5.11 
fi.06 
5.40 
4.47 
6.14 

6  79 

7  64 
4.02 


5.48 
5.46 
4.20 
4.82 
4. '26 
3.51 
4.71 
4.93 
5.55 
4.61 
4.81 
.3.29 
4.89 
3.81 
4.70 
4.84 
3.29 
4.64 
5.64 
3.  ^20 
4.38 
3.46 
3.79 
.5.24 
6.26 
5.66 
6.15 
4.62 
4.43 
5.09 
4.72 
4.69 
4.23 

4  68 


2.  .55 
2.97 


6.26 


+1.49 
+2.88 

+3ii 

+3.92 
+  1.89 


+  1.48 
+2.67 
+2.17 
+2..3H 
+  3.^29 
+2  09 
+  •2.61 
+  3.28 
+2.51 
+  1.37 
+  4  14 
+  1.77 
+2  31 
+2.  29 

+  4.03 

+2.68 


+  0.81 
+■2.99 

+  2.^26 
4-2.  58 
+■2.  39 
+2  34 
+3  20 
+  3.17 
+3.86 
+  1.  52 


+2.86 
+3.46 
+  1.86 
+2.25 


+  ■2.91 
+  1.41 


+1.98 
+2. 40 
+  1.38 
+  1.49 
+  1.78 
-0.43 
+2.01 
+2.11 


+2.11 
+  1.76 
+0.91 


+  0.70 
1-2.11 
+  1.91 
+0  66 
+  1.67 
+2-17 
-0.'20 


+  1.00 
+  1.50 


+2  .33 
+2.  43 
+3.10 


+  2  03 

+2.  18 
+  1.-22 

+  1.78 


-0.33 


+2.85 


1.08 
1.00 
1.90 
2  56 
2.00 
1.63 
1.05 
126 
2.27 


28-29 

27--28 

28 

27--28  1 

27-28  I 

28     I 

27-28 

2-3 

28-'29 


0.97 
0.96 
1.20 

1  23 
■2.50 
1.26 
1.82 
1.84 
1.01 
1.48 
1.58 
1.16 
1.26 
1.28 
■2.00 
2.13 

2  70 
1.11 
1.69 
2.00 
1.38 
3.38 
2.04 
2.  ,56 
1.50 
1.'26 
1.76 
1.42 
1.03 
1.78 
1.55 
1.32 
1.33 
2.18 
2.45 
0.91 
1.40 
1.70 
2.87 
1.28 

3.88 


0  99 
0.84 
0.64 
0.S2 
1.04 
0.86 
0.99 
0.57 
0.82 
0.90 
0.74 
0.60 
0.86 
0.76 
0.60 
0.58 
1.08 
0.77 
0.83 
1.06 
1.23 
0.66 
0.79 
0.83 
1.00 
0.77 
1.30 
0.90 
0.90 
0.90 
0.69 
0.87 
0.84 

1.80 


0.72 
0.53 


8.88 


1.0 
0.7 

T. 

T. 

T 

7.1 

7.8 
7.5 


21-^2'2t 

27-28 

21-22 

14-15 
27-28 
21-22 
■28-29 
■27-28 

2-3 
28-29 
'28-29 
27-28 
■28-'29 
28-^29 
28-29 
•28-29 
•28-29 
•28 

2-3 

22 

21-22 

•28-29 

■28-'29 

■29 
21-'22 
28-^29 
27-28 
•28-29 
21-22 
28-29 
21-22 
28-^29 
28-29 
28-^29  I 
27-28 

'2-3 
•28-29 
21-^22 
28-'29 
27-28 

28-29 


1-2 

2-3 

2-3 

2-3 

2-3 

18 

28-29 

9-10 

19 

13 

27 

16-17 

2-3 

'2-3 

13-14 

27-28 

17-18 

19 

28 

17-18 

2-3 

17 

2-3 

•2-3 

28-^29 

13-14 

21 

2-3 

17-18 

13-14 

3 

•28-29 

13-14 


0.3 

r. 

3  2$ 
■2.0 

T. 

T. 
0.3 

T 
5.1 
0  5 

T. 

T. 
8.0 

T. 

T. 

T. 
0 


5.5 
6.3 

T. 
0.6 
5.0 

I 
0.5 
1.9 

T. 
L6 
0.2 
1.4 
0.2 
9.8 
4.1 
15.0 
0.8 

T. 

T 

0 

6.0 

0 


8.8 
2.0 
1.0 
2.0 
2.0 
5.8 
8.0 
1.5 
2.5 
0.5 
3.7 
0.5 
1.2 
3.0 
1  0 
1.0 


1.0 
10.1 
2  9 
0.3 
1.2 
0.6 
3.0 
4.3 
3.0 
6.0 
1.4 
5.0 
1.0 


4.0 
1.5 


21 


17-18 
17-18 


28-28      2  4 


2.1     15 


•Oft 


Observers 


2.9  !  17 
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w. 

w. 

nw. 

w. 
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w. 
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ne. 

8. 

nw. 
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w. 
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n. 

SW. 


nw. 
nw. 

s. 

nw. 
ne. 
nw. 


nw. 
nw. 
n. 
ne. 

SW. 

nw. 


nw. 
nw. 
nw. 


w. 

8W. 


se. 

SW. 

w. 

nw. 

SW 

ne. 
w. 
n. 

SW. 


w. 

SW. 

nw. 
n. 

s. 
nw. 

s. 

SW. 


nw. 

SW. 
SW. 


18     sw. 


11 

17 

n. 

7 

•22 

sw. 

7 

16 

nw.  ' 

U.S.  Weather  Bureau. 

City  of  Altoona. 

Penna.  Turnpike  Coinm. 

Clarence  E.  Miller. 

Charles  A.  Bender. 

Howard  L.  Pyle. 

U.  S.  Weather  Bureau. 

Carl  E.  Bigger. 

U.  S.  Weather  Bureau. 

Mrs.  Helen  C.  Haas. 

Ephrata  Review. 

Penna.  Turnpike  Comm. 

Andrew  B.  Evansha. 

George  M.  Hart. 

Dr.  Henry  Stewart. 

Miss  Sallie  M.  Johnson. 

Hanover  Evening  Sun. 

U.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  Co. 

Paul  R.  Y'oder.  Jr. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

American  Viscose  Co. 

William  R.  Kelley. 

Sun  Oil  Co. 

r.  S    Weather  Bureau 

Harry  S.  Fancher. 

U.  S.  Weather  Bureau. 

New  Jersey  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila. -Suburban  Water  Co. 

Earl  E.  Rarick. 

John  E.  Benner. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E.  .■^wartz. 

Mrs.  M.  Ordelia  Parks. 

M.  S.  Bliss. 

Clyde  T.  Saylor. 

Civil  Aeronautics  Authority 

U.S.  Weather  Bureau. 

Gordon  E.  Lower. 

U.  S.  Weather  Bureau. 

York  Water  Co. 


City  Water  Dept. 
Civil  Aeronautics  Authority 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
J.  Fred  Kinley. 
Potter  Enterprise. 
Miss  N.  Dixie  Wineman. 
Penna.  Turnpike  Comm. 
Donora  Zinc  Works. 
John  L.  MtGough. 
Camegie-IUinois  Steel  Corp. 
U.S.  Engineers. 
William  K.  Fuller. 
Westmoreland  Water  Co. 
Indiana  State  Teachers  Col. 
Pa.  Dept.  Forest*  &  Waters. 
Johnstown  Tribune  Pub.  Co. 
Spring  Water  Co. 
City  of  Meadville. 
Perry  P.  Campbell. 
Newcastle  Water  Co. 
U.  S.  Weather  Bureau. 
U.S.  Engineers. 
West  Penn  Power  Co. 
D.  L.  Grove. 
Allen  E.  Yoder. 
U.  S.  Engineers. 
U.  S.  Weather  Bureau 
William  W.  Mar-steller. 
Carnegie-Illinois  Steel  Corp 
Merrell  L.  Jordan. 
Thomas  S  Knox. 


Charle.*  C.  (iilbert. 
U.  S.  Weather  Bureau. 


[See  page  88  for  explanation  of  reference  iDftrki.] 
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Daily  Precipitation  for  November  1946 
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Counties 

Day  of  month 

1 

stations 

1 

2 

S 

4 

6 

6 

' 

8       9 

10 

11 

12 

13 

14 

16 

16 

17 

18 

19 

■20 

21 

22 

23 

24     25 

26 

27 

28 

29 

80 

81 

ATLANTIC 

DRAINAGK 

IMnwnre  HnMn 

UPI'KII  Dki.awaub 
ningmaus  Ferry-.  0.5E 

Hawley'-.o.SK 

HollistervilUV- 

LakeviUe-.  IN 

Matamoras-' 

Mount  Pocono' .  2  N . . . 
Pleasaut  Mount'.-'',  1  W 

Stroud.-burg.2I-'. 

Tauuers  Falls'.  ••.  ISL. 

LKHKiH 

Allentowu  Apt'.-'.4NK 

AUentowu- 

Bethlehem' . 

Blakeslee  Corners'.*.. 

Gouldsboro- 

Lansford- 

Mauch  Chunk.  1  SW.  . 

Pike 

Wayne 

Wayne 

Wayne 

Pike 

Monroe 

Wayne 

Monroe 

Wayne 

Lehigh 

■■r' 

.01 

*• 
• 

■  "22 

• 

.12 

• 

09 

".m 

• 

T. 

« 

.12 
13 

« 

.17 
.84 
.96 
1.27 
.32 
.34 
• 

.07 
1.40 

.03 
.09 
.03 

« 

.90 
.69 
.So 
.11 
.10 
.10 

.17 
.12 
.09 
.12 
T 
• 

'!64 

• 

.14 

.07 

1 
I 

i 

■.'6i 

.'i2 

• 

.'•29 
.02 

.'6i 

.13 

!l5 
.09 
.03 

"3i 

• 

T. 
.36 

.18 
.04 
.13 

« 

.33 

.16 
.09 
.06 

■  14 

• 

..50 
.50 
.48 
.71 
.51 
.62 
• 

.87 
.70 

.56 
.44 

.39 

« 

.48 

• 

.75 
.61 
.38 
.70 

.27 

.41) 
SI 
.33 
.  21 
.15 
• 

.18 
.10 

.01 

.28 
.0^ 
83 
.2! 

• 

.18 
.08 
.01 
.10 

.00 
.03 
03 
19 
.11 
.04 
2.  12 

;i5 

.02 
.01 
.1)7 

« 

.02 
.77 

'.'64 
.03 
.10 

.oi 

.16 

.02 
.05 
.03 
.03 
.08 
02 

.03 

■.'65 
T. 

T. 

.02 
.06 
.03 
■  03 

.02 
.'6.5 

■.'6-2 

'.'63 

!02 

.05 

.'  i2 

.10 
.02 
.22 
.01 
.13 
.28 
.21 

.01 

.03 

.41 

* 
• 
.07 

."34 

.28 
.08 
.12 
.39 

• 

.11 
.40 

.29 
.10 
.37 

* 

.42 
.23 
.23 
.18 
.14 
• 

..S6 

39 
.33 
.38 
.4(1 
.04 

• 

.18 

.07 
.36 
.04 

• 

.33 

.30 

.30 

.27 

T. 

.80 

... 
• 

.'65 
.02 
.01 

• 
".05 

T. 

■r'. 

• 

.05 

'•'r'.' 
.02 

.06 
.11 
.15 
T. 

'.'16 

• 

.01 

.09 

.06 
.07 
.07 

• 

.10 

• 

17 
.06 
.03 

• 

.'oi 

.06 
.02 

.70 

1.28 

.06 

.55 

.57 

!59 

* 

.02 
.16 
.•24 
.82 
.62 
.50 

.65 
.41 
.46 
.51 
.82 
.16 
.10 
.72 
.01 

.04 
.61 
.06 
1.16 
.64 
.62 
.41 
.05 
T. 
.25 



'.'os 

• 

.0:1 
.02 

.17 

'.'i'i 

• 

.'•20 

.40 
.88 
.62 
.47 
^•26 
1.97 

1.52 
.43 

.76 
1.13 
.72 

• 

1.01 
1.34 
1.64 
1..30 
1.18 
1.10 

't. 

.01 

T. 
T. 

• 

T. 

• 

't.' 

T. 

'■rV 

• 

T. 

.0-2 

f. 

* 
• 

t. 

!90 

i'.iii 

.04 
T 

• 

T. 

• 

.06 
.27 
.18 
.31 

.'94 

• 

.60 

.8^ 
.19 
.96 

* 

.29 
.67 
.85 
1.18 
.67 
.60 

.92 
.47 
.65 
.84 
1.21 
.•26 
• 

.82 
.28 

..58 
1.17 
« 
« 
1.06 
1.06 
.90 
.72 
.18 
1.30 

.66 
.48 
.47 
.61 
.76 
.09 
• 

.31 

.02 
.40 
1.12 

.46 

.32 

.04 

.10 

T. 

.05 

4.00 
5  .50 
.5. 24 
6.80 
5. 87 
6.48 

1.50      ■• 

. . . .  i    . 

! 

m 

• 

5.90 
6.26 
5.43 

4.34 

Lehigh 

N'rthampton 

Monroe 

Wayue 

Carbon 

Carbon 

Lehigh 

Carbon. . ..... 

Lehigh. 

Montgomery 

Berks 

Montgomery 

Chester 

Schuylkill  ... 
Montgomery. 
Scliuylkill... 

Berks 

Berks 

« 

i.io 

4,93 
4.77 
4.56 
6.47 
6.38 
$6 .30 

... 

'.'64 

5.70 

Palmerton'.= 

Zionsville,  1  SW 

SCHIYI.KII.L 

3.87 
5.60 

Fredoricksville^.  IS... 

Gratersford'-i 

Phoenixville'-,  l.o  St. . 

Port  Clinton '■! 

Pottstown2.  0..5S 

T. 

T.' 

'!i6 

.16 

.01 
T. 
T 

.09 
T. 

■;38 

.04 

.87 
.01 
.07 

.02 
.01 

.01 

'.'63 
.03 
.0^ 
.03 

t'.' 
.03 
.04 

.02 
.02 
."5 
.01 
.04 
.10 

T. 

.58 
.12 
.12 
.41 
.27 
.43 
.34 
.55 

.15 
.17 
.11 
T. 

.06 
.09 
.08 
.49 
.10 
.09 

.30 

'.'is 

.59 
.47 
.51 
.86 
.62 
42 
.52 
.36 
.28 
.57 
.41 
.50 
.37 
.34 
.38 
.45 
.37 

.30 

.05 
.15 

.48 
.73 

.in 

.40 
1.36 

.54 

.16 
.31 
.  13 
.18 
.16 
.2.' 
.0:: 
.06 

.03 
.03 
.05 
.06 

.03 
.02 

• 

.09 
.04 
.08 

'.'26 
T. 

.11 

.20 

:^^ 

.40 
.05 
.14 
..69 
.27 
.06 
.07 
.30 
.04 
.23 
.12 
.05 
.02 

.12 

.68 
.28 
.31 
.■23 
.66 

• 
.35 

.06 
.18 
.06 
■25 
.Of. 
.'25 
.59 
.19 

.18 
35 
.94 
.60 

.61 
.58 
.65 
.12 
.17 
.13 

''•ih 

.41 
.47 
.42 
.32 
.CO 
.30 
.39 
.54 
.47 
.38 
.39 
-37 
.55 
73 
.23 
.31 
.54 

.13 
.40 
.22 
.30 
.27 
.43 
.10 

• 
.41 

69 
.44 
.38 
.32 
.41 
.21 
.04 
.37 

.34 
.16 
.29 
.30 

.12 
.14 
.32 
.59 
.17 
.40 

.•24 
.02 
.20 

.37 

'.'63 

.08 

.04 

".OS 

T. 
T. 

.09 
.08 
.03 

".04 
.13 
.03 
.05 

.08 

.03 

.09 

* 

.05 
.07 
.07 
.09 
.05 
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.91 

.67 
.55 
.76 

.55 
.47 
.65 
.50 
.65 
.08 

« 
.78 

.33 

.02 

.14 

.10 

T. 

.58 

.02 

.01 

.44 
.55 
.03 
.33 

'.'47 
.61 
.31 

'.'62 

.57 
.44 

.04 

.68 
.71 
.70 
.60 
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.47 
.01 
.01 

.02 
.31 
.05 
.65 

.03 

.01 

.25 

.35 

T. 

.81 

.50 
1.16 

.12 

.10 
.47 
.60 
.60 
.48 

.72 
.73 

.78 
.02 

'.'« 
.06 
.64 
.05 

.62 

.54 
.18 
.53 
.64 
.57 
.40 

01 

• 

* 
.86 

/26 

.01 
.02 

.03 

.'•26 

't  " 

'.'67 
-■25 

.03 

".\5 
.10 

'.'33 

• 

3.60 

1.24 
.94 

1.10 

1.50 
.86 

L23 
.63 

1.49 

1.10 

1.08 
.90 

.87 

.73 
.69 
1.43 
.96 
1.41 
1.40 

.12 
.72 
.50 

.49 
1.13 
.65 
1.20 
.78 
.35 
.52 
.68 
.46 
1.07 
.30 
.52 
.38 
.46 
.55 
.62 
.32 

.65 
.33 
.65 
.82 
.35 
.•27 
.32 

« 

* 
1.06 

■r'.' 

T. 

f. 
T. 

•r. 

'.'.'.'. 

■;67 

.31 

.28 
.25 
.61 
.28 
.65 
1.73 
1.40 

1.63 
.67 

.84 
.03 

2.^22 
■2.78 
•2.05 

.75 
2.45 

.•26 

.66 

:ll 

-■22 
.0.! 
.•22 

* 

.15 
.36 

.07 
.14 
.18 
.98 
.40 
.21 
.81 
.09 
.16 
.30 
.32 

.16 

.85 
.16 
.22 
.59 
.43 
.85 

• 

* 

.26 
,  ,  ,  . 

1.46 
1.56 
2.56 
.80 
1.85 
.66 
.•21 
.78 

.82 

.94 

Lll 

•2.70 

.41 

.71 

■2.00 

1.26 

.20 

1  80 

.19 

1.93 
1.^26 

.69 

1.43 

.37 

* 

.49 
.20 

1.84 
.62 

1.16 
.31 
..55 
.65 
.9^2 
.94 

1  33 
.92 
.45 

147 

.45 
1.33 
2. 32 

.91 

• 

.12 

« 

* 

.79 

.26 
.03 
.07 
.18 
.11 
.22 
.03 
.07 

.05 

.08 
.•20 
.06 

.04 
.02 
.12 
.22 
.07 
.08 

".'52 

.10 

'.'is 

.17 

1.00 

.22 

.41 

.08 
.•22 
.02 

'.'ie 

.03 

.12 

.01 

.06 
.01 

.20 
.07 
.13 
.'28 
.07 
.86 
.01 

• 

« 
.38 

.... 

5.64 

•••• 

'.'i2 
.11 

.06 

'i"'.' 

.02 

4.81 
6.45 
5.39 
4.79 
5.  .52 

Reading!,^ 

■f.' 

5.07 
6.19 

LOWEH    Dlil.AWAKK 

Coatesvine*5 

Chester 

Bucks 

.02 

T. 
T. 

.05 



■;.■ 

T. 

.... 

".'.'. 

5  13 

4  38 

George  School'*  

Bucks 

Delaware. . . . 

5.44 

5.31 

Philadelphia 

Airport  Station '.5.... 

City  Office',-'' 

Shawmont 

Quakertown.  U..5E 

West  Chester    .         .   ■ 

Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Che-^ter 

Chester 

Tioga 

Tioga  

Tioga 

Columbia  — 

Bradford 

Moutour 

Luzerne 

Susquehanna 
Columbia,. . . 

Bradford  

Susquehanna 

Bradford  

Schuylkill . . . 

T. 

T 

T 

T 

.02 

T. 

.14 

.34 
.:« 

.38 

'.'36 

.22 
.30 

'.'43 

.02 
.04 

.  OS 

.16 
.3^ 
.34 

.71 
1.16 
1.1)3 
1.01 
1.44 

...  .j ... . 

•••■]■••■ 

T.' 
.02 

.01 
T. 

r 

.08 
.02 

• 

.32 
.14 

.18 
.12 
.24 
.11 
.52 
.24 
.08 
.31 
.04 
.18 
.33 
.16 
.42 
.18 
.17 
.25 
.30 

.08 
.14 
.16 
.16 
.13 
.10 
.33 

• 

* 
.16 

.04 

.01 

4.95 
5.69 
7.73 
5.64 

T. 

5.40 

West  Grovel  1.5  SE.... 
Sdsqiiehanna  Hasin 
CUEMUNO 

Austiuburg'.  ■"'.  2  W 

Covington'-' 

Lawrenceville 

NOKIH  BllANCH 

Berwick'-^ 

Canton-.  1  NW 

nnnville'-     

5. '23 

.05 
.10 
.•23 

.05 
.03 
.08 

.19 
.07 
.05 
.14 
.12 
.01 
.10 
.11 
.19 
.08 
.05 
.•20 
.04 

.06 

.11 

.16 

.10 
.13 
.13 
.05 
.05 
.09 
.03 
.15 
.10 
.20 
.11 
.19 
.06 
.'20 
.03 

.'67 

.17 
4? 

■2.  26 

6.25 
!.6I 

1..^5 

.26 
22 
.15 
.10 

.... 

T.' 

:::• 

.'39 

"m 
•r'.' 

't.' 

.03 

i"'. 

T. 

.02 

T. 
T 
T. 

.02 

• 

T. 

T. 
T 

•r'. 
't.' 

i'. 

T  " 

■r'. 

.01 
T. 
T. 
T. 

".12 

* 
• 

T. 

T.' 

.02 

't.' 

.06 
03 
T, 

".6i 

T. 

.01 

T. 

•r.' 

T 

.04 

T. 

r 

T. 

.02 
.03 

.58 

T. 

T. 

fi.  13 
5.13 

:::.:::: 

>S5.  94 

Hop  Bottom^;.  2  S 

Millville',^ 

Mouroetou'-'.  2S 

Montrose-.  3  E 

Orwell'^.:}  N 

Park  Place',  INW 

Pikes  Creek. i.-^ 

Rush- 

Scranton',* 

T 

T. 
T. 
T. 

T.' 
T. 

■r. 

't.' 

• 

T. 

T 

.04 

'.'6'2 

■.'63 
.02 

'.'■28 

* 
* 

6-06 
4  76 

.87 
1.69 
1.50 
.73 
1.05 
1.59 
.81 
1.61 
.73 
.78 
.84 

.62 

.77 
.90 
.92 
1.22 
.83 
.49 

• 
1.25 

.41 
.26 
.20 

.16 
T 

.24 
.01 

.13 
.U4 
.10 

06 
.09 

• 

T. 

* 
« 
.48 

«.  12 

'.'io 

.29 

'.'3-2 
T. 

.04 
.65 

.20 

V\6.50 
5.M 
.5,  .^1 
.5.20 

Susquehanna 
Lackawanna 
Susquehanna 

Bradford  

Wyoming..  . . 
Luzerne 

Tioga     

Cambria 

Potter 

Lycoming.,. . 

.04 

T. 

.12 

t' 

5.  97 
6.03 

tV 

.65 
.37 
.33 

.06 

5.11 

Tunkhannock  ^  ^ 

Wilkes-Barre'.  3N.... 
VVestBkanch 

6.02 
4.47 

4.70 

27 

'.'62 
.02 
.20 

4.78 

Carter  Camp'-^    

Cedar  Run2 

.06   .^25 
.05   .21 

4.93 
6  84 

Clearfield^ 

Clearfield  .  . . 
Clearfield... 
Clearfield. .. . 

Cameron 

Sullivan 

Sullivan 

* 
• 

.03 

'62 

« 
« 

.17 

'.'18 

* 

* 

.07 

.18 
.10 
.16 
.44 

• 

.21 

5  56 

Coalport- 

Cuiuen-^villeApt'  6NW 

Driftwood'.'' 

Dushore'.  ^ 

Eagles  Mere2  

4  40 

i.'-io    • 

• 

« 

.22 

• 
« 

T 

»       • 
•        • 

. 07  . . . . 

5.60 
4  22 
3.60 
6.99 

Emporium''',  1  E 

■■••i  ■•■ 

Potter 

0' 

.63 
1.03 
.88 
.33 
.34 
.94 
.36 
1.10 
.29 
.77 

T. 

.09 
.14 

T.' 
.09 

T. 

.03 

.13 
30 
.15 
.22 
.27 
.19 
.28 
.24 
.22 
.12 

.37 
.72 
.64 
.59 
.58 
.62 
.32 
•  63 
.38 
.32 

.06 
.41 
.21 
.09 
.04 
.26 
.10 
.24 
.14 
.10 

.17 

"' 
.31 

.04 
.15 
.35 

na 

.30 
.05 
.11 

Hi 

.03 
.11 

.12 
.15 

.33 
41 

.04 
.54 
.46 

'6\ 
.66 

.53 

.'58 

.•22 
.46 

"■hi 

'.'39 

.61 
.51 
.75 
.15 
.50 
.85 
..50 
.52 
.37 
.85 

T. 
T. 

.'63 

T. 
T. 

't.' 

T. 

.02 

T. 

.04 
.03 
T. 
.02 

T.' 

.03 
■1 

•r.' 
r. 

T. 
T. 

T. 

tv 

T." 

."6i 

'.'23 
.23 

^28 

'.'34 

1.10 
.37 
.19 

1.15 

■2.03 
.•23 

1.62 
.11 

1.20 
.07 

.96 
1.28 
2.13 

.55 

.29 
2. 02 

.37 

.07 
.08 
.38 

't.' 

.26 
T. 

4.92 

Karthaus- 

Clearfield — 

Clinton 

Elk 

.01 

^72 
.70 

■54 

.39 

.02    ... 
.06    .. 

6.68 
6.57 

Medix  Run^  ^ 

.19 
.24 

.'26 

'[22 

5.51 

Philipsburg'.  7  E 

Renovo'- 

Sta.te  College',^ 

Tamarack-i.2S 

Tyrone  '.5,  4  NE 

Wellsboro2  

Centre 

Clinton 

.  n! .  31 

....|  .29 
. 21    -  23 

,,J,...l  .13 

.02 08 

,...1 09 

.03! 09 

-...:  .05 
T.  I....i  .07 

.0911.05 
.13    .05 
.10!    .65 
.  -22  . . . . 
.161  -68 

7.61 
6.72 
6.36 

Clinton 

Blair 

T. 

.20 

.20 

.01 
.17 
T 

.30 
.21 
.23 

1.32 

.20 

2.18 

.■24 

5.81 
5.40 

Tioga 

.10 

.47 

6.06 

Continued  on  page 
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Stations 

Counties 

Day  of  month 

1 

2  1    3 

1 

4 

5 

6 

7 

8!     9 
1 

10 

U 

12 

13 

14  1  15 

1 

16 

17 

18 

1 
19     '20 

! 

21 

22 

1 
23  j  24 

25 

26 

27 

28 

29 

30 

.31 

1 

West  Beanch 
(continued) 
Williamsport  Apt.'-4E 

Lycoming.... 
Lycoming.  . . 
Lycoming  ... 

Blair. 

.51 

.48 
.30 

'.'35 

.54 

.94 

1.18 

.25 
.38 

.78 
.33 
.68 
.73 
.83 
78 
.68 
.28 
.81 
.47 
.60 
.84 
.80 
.35 

.44 

.60 
.54 

".ii 
.12 

.05 

.02 

T. 

.05 

.02 

.V2 
T. 

.03 

.30 
.04 

.07 

.13 
.26 
.2:< 
.22 
.14 
.02 
.15 
.03 
.03 
.32 
.20 
.19 
.16 
.10 
.05 
.07 

"08 
.011 
.01 
.01 
T. 
.06 
.13 
.04 

.49 

.56 
.61 

.46 
.29 
.39 
.28 
.32 
.55 
.54 
.54 
.47 
.37 
.49 
.35 
.40 
.30 
..50 
.35 

.40 
.40 
.48 
.19 
.29 
.23 
.10 
.59 
.44 
.06 
.40 
.07 
.38 

.07 
.26 
.32 

.12 

.02 

'.'i7 
.07 
.29 
.22 
.13 
.04 
•ii 
.24 
.10 
.22 
.10 

.06 
.04 
.10 
.23 
25 
.04 
.01 
.06 
.08 
.14 
.02 
.06 
.17 

.17 

T 

.02 

.08 
.08 

'^08 
.01 

■i'.' 

.01 

.10 

T. 

.09 

T.' 
.07 

.03 
T. 
.03 
02 
.02 
.01 

■.0,5 
.01 

.in 

.01 
.02 

.15 
.28 
.27 

.57 
.34 
.16 
.46 
.32 
.12 
24 
.20 
.15 
.38 
.20 
.27 
.51 
.35 
.13 
.40 

.23 
..50 
.34 
.33 
.39 
.13 
.,50 
.37 
.28 
.07 
.35 
.01 
.32 

T. 

.10 

.04 

.15 
.12 
.11 

.02 
.08 

.18 
.18 

,13 

.25 
.09 
.15 
.08 
.27 
.16 
.29 
.22 
.20 
.10 
.27 
.09 
.21 
.21 
.1(1 
.10 

.75 

•r 
.02 

.59 

.50 
.81 

'53 
T. 

.60 
.75 

.84 
.66 

.05 

T. 

.39 

'.'.54 
.53 

.77 
.58 
.68 

'.'■72 

.04 
.74 
.70 

.82 

.03 

.04 

T. 

.53 

.01 

.i4 

.12 
.52 
T. 
.38 

.83 

.30 

■^sj 

.'.50 
T. 

.45 

* 

.60 

"40 

.40 

.67 
.95 
1.33 

.70 

■23 

.77 

.66 

.94 

.87 

1.04 

88 

.H5 

.34 

1.27 

• 

1.29 

1.'24 

.75 

34 

T 

.02 

05 

T. 

.01 

T. 

T. 

T. 

.09 

14 
.31 

1.06 
.14 
.13 

1.00 
.97 
.38 

1.90 
.33 
.70 
.53 
.31 
.52 

1.  11 
.58 

• 

2  65 
.37 
.85 

1.78 

1.^22 

2.20 

2.56 

1.88 

.38 

.97 

1.31 

.55 

1.07 

.73 

1.83 

.13 

.59 

.67 
2.04 
1.53 

.34 

•20 

.52 

.60 

2  27 

.70 

1.68 

■2.00 

1.82 

.14 

.92 

• 

1.05 

3.16 

.45 

.32 

1.61 

1   10 

,51 

.66 

1.36 

.40 

.;« 

.67 
.83 

1.82 

.28 

1.48 

■2.33 

.01 
.47 
.33 

'.'63 

6.14 
7.03 

Williamsport2,  4  SE. . . 
Juniata 

.08 
.03 

''64 

.'ii 
'.'i2 

'  .'62 

6.87 
5.29 

Breeze  wood  1 . 0.5  E 

Buffalo  Mills^ 

Burnt  Cabinsl,2NE... 
EastWateiford'-!,8E... 
Everett'^  0.5  S\V 

Bedford 

.38 

.05 

.19 

.28 

.22 

.09 

.19 

T. 

.21 

.ii 

.16 
.18 

4.65 

Bedford 

.02 
T. 

■r 

'■r'.' 

T, 

« 

T. 

4.20 

T. 

.07 

T.' 

■.12 
.10 

'.'oi 

T. 
T. 
T 

T.' 

T, 

• 

T. 

T. 

T. 

* 

T." 

•26 

6.69 

Juniata 

Bedford  

Huntingdon  . 

Mifflin 

.02 

.46 
.03 
.10 
.•29 
.25 

r. 

.09 
2.80 
T. 
.33 
.05 

6.70 
4.78 

.  .^. 

'.'24 

* 

T. 

•21 

6.60 

Lewistown-.  1  W 

Mapletou  I)epot2 

6.20 

Huntingdon  . 
Blair. 

6.99 

.60 

'.4\ 

.28 

5.  ^23 

McConnellstown2.4NW 
Nell's  Mills',  »,  3.5  NE.. 
New  Bloomfield 

Huntingdon. 
Huntingdon  . 
Perry      .   ... 

6.11 
5.73 
8.05 

8.14 

Bedford 

Huntingdon. 

Adams 

Cumberland. 
Cumberland. 
Lancaster — 

Dauphin 

Lancaster — 

York, 

Schuylkill  ... 

Dauphin 

York 

.'42 

T. 

.25 

.25 

.09 

1 

.11 

.OH 

.25 

.30 

T 

.  2H 

■r. 

4.66 

Shade  Gapi.*\  0.5  SW.. 

LwK  Susquehanna 
A  rpiidtsville'^ 

.07 

5  77 

37 

1.12 

1.'27 

.98 

.75 

.96 

.97 

61 

1.26 

1.19 

.74 

.42 

.58 

1.16 

"f." 
T. 

T. 

T. 

.19 
.09 
.02 
.13 
.60 
05 
.01 

6  49 

Bloserville.  1.5N 

Carlisle. 

15 
.17 
.32 
.33 

40 
.10 
.32 
.17 
..50 
.02 
.51 
.29 

T. 
T. 

T. 
.01 

.15 
.  15 
.04 
.13 

.07 
.02 
.12 
.06 
.02 
.07 
.02 
.07 

.80 
.78 
..33 

.69 

.52 

.40 

.59 

T. 

.63 

-r. 

7.66 
7.01 
4.98 

.68 
.04 

.05 
.63 

.60 
.2H 
.38 
.02 

.78 

.09 
T. 

T. 

.05 
T. 

"'.oil 

6  02 

4   12 

filpn  Rock','' 

4.15 

T. 
T. 

r 
't.' 

■r. 

5.49 

Grantville,  2SW 

.02 

.'26 

T. 

.25 

.25 

5.75 

Hanover- :;•;•.,■  •-•A 

Harrisburg  Apt',  ",3.o  fa 

T. 

'.'62 
.02 

5  10 

Dauphin 

Lancaster..   . 
Cumberland 
Lancaster..  . . 

T. 

.29 

T. 

5.61 
3.83 

TJnntcdale'^ 

.06 

^05 
T. 
.14 
.10 
.09 
.15 
.03 
* 

7. '27 

Kirkwood'.s,  i  SW  . . . 

Lancaster, . . . 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

Cumberland . 
York 

T. 
T. 

.05 
T. 
.  16 
.30 

.40 
.05 

.02 
.45 
.46 
.  55 
1.04 
.56 
.07 

T. 
.02 

'64 

.  18 
.43 
.42 
.44 
.46 
.32 
.04 

« 

.04 

.18 

.02 

.01 

.28 

T. 

.18 

.81 

T. 
T. 

.03 
.10 
.01 

.08 

.'64 

.05 
10 

.38 
.51 
.05 
.40 

* 

.19 

.44 

.36 

.01 
.01 
.25 
.02 
.50 
.28 

.02 
.03 

'.'64 

.03 
.05 
.03 

.10 
.17 
.07 

* 
* 

.40 

■;49 

.,50 

■  .82 
.25 

.09 
.77 

".ii 
".ib 

.'81 
.20 

'."68 

.91 
1.03 
.39 
.63 
.86 
.79 
1.54 
1.7o 

T. 
T 

1.16 

.•50 

1.55 

1.00 

.61 

2.74 

1.90 

.43 

.92 

1^28 

53 

.10 

1.82 

.85 

.19 

.94 

.08 
.07 
.01 

4.4.! 

T.' 

.09 

AO 

.03 

5.24 

Middletowni,  1.5W.... 
Millersburg^^.  2K  .   .. 

5.48 

4.67 

T 
T. 

T. 

'.'i8 

.08 

'.'63 
.19 

6.43 

Kewbnrgi.3.5NW 

Npw  Park     

8.20 

4.78 

Pine  Grove-.  1.5  Nh... 
Ringtovvuii.  1.5SW 

Schuylkill.  .. 

.90 

T. 

T. 

$6.23 

Schuylkill... 

Snyder  

N'umberland 
Cumberland. 
N'umberland 
Dauphin 

■r'. 

.41 
.26 

.60 
.86 
.53 
1.05 
.74 
.60 
.06 
.46 

.53 
.31 
.55 
.75 
.53 
.86 
.62 

L03 

* 

.21 

.79 
.44 
.45 
.38 
.82 
.'22 
.36 
.28 
.43 
.47 
.57 
.86 
.76 
.47 
.53 
.27 
.57 
.45 
.52 
.16 
.49 
.09 
.90 

1.03 
.24 
.55 

1.00 

.35 

.15 

.11 

.24 

T. 

.27 

.02 

.41 

« 

.45 
.56 
.42 
.45 
.11 
.32 

.40 
.18 
.38 
.45 
.38 
.43 
.37 

.77 
46 
.39 
.74 
.14 
.52 
.30 
.40 
.02 
.30 
.30 
.43 
.41 
.51 
.74 
.29 
.32 
.35 
.38 
.60 
35 
.39 
.24 
.40 
.01 
.55 
.38 
.34 
.12 
.64 

.57 
.48 
.38 
.76 
.32 
.24 
.14 
.10 

.43 
.25 
.43 
.14 
.25 
.34 
.29 

.69 
.03 
.51 
.40 
.02 
.04 

.06 

.37 

.13 

.19 

.39 

T. 

.39 

.41 

.03 
.21 
.10 
.23 
.30 
.17 
.53 

T. 

't.' 

.50 

T. 

'.'62 
.03 

'.'is 

T. 
T 
.10 

.08 

'.'62 
.  12 
.15 
.06 
.02 

.09 
.03 
.11 
.13 
08 
.10 
.09 

.48 
.2-2 
.18 
.36 
.50 
.23 

.60 

.10 
.77 
T. 

■;8.3 

.34 

.85 
.76 
.56 

■.06 

'.'4-2 
.58 

.■25 
.41 

.04 

.,59 

.03 

.62 

.68 

T. 

.02 

.74 

'.'6i 

^35 
.'28 

1.03 
.69 
1.24 
1.01 
1.70 
.71 
.69 
J'75 

1.06 
1.19 
.83 
.89 
.90 
1.09 
1.55 

.29 
.41 
.37 
.58 
.55 
.51 

'r.' 
'i'.' 

't.' 

T. 
■l'. 

.95 

.•28 

2  00 

.27 

.51 

•2.56 

1.28 

.48 

?  00 

.87 
.81 
.84 
.90 

1.10 
■  70 
.69 

1.30 

.30 
.34 
.17 
.26 
1.10 
1.02 
1.91 

.13 
35 
.27 
-20 
.55 
.28 

04 
.54 

.■23 
.45 
.01 
.1! 
.36 

6  01 

cibMTnokin'^      

.12 

.65 
.11 
.32 
.22 
.04 
04 
.15 

.07 
.05 
.05 
.04 
.15 
.11 
.  10 

.23 
.15 
.26 
.11 
.18 
.13 

'.'62 

r 

.19 
.'6'2 

11 

6  64 

Shippeiisburg 

6.89 

.16 
.11 

".02 

•r'.' 

-r'.' 

^07 

6.48 

Wllliani'^town 

6.79 

\Voodward^■2NE 

VnrV     '^  rtW       

Centre 

York 

.39 
.11 

.04 

7.64 
4.02 

York  Haven"''     

Potomac  Hadn 
Charabersburg",  1  SW. 

York 

T. 
T. 

T 

:::: 

T. 

.03 
.03 
.03 
.03 
.04 



10 

5  11 

Franklin..  .. 

.\daras 

Bedford 

Bedford 

Fulton 

Franklin 

Franklin 

.27 
.16 

.19 

.10 
.03 

.07 
.08 
.08 

.33 
.22 
.37 

.23 

.04 
.21 

.42 

'64 
.30 
.38 
.23 
.16 
.32 
.33 
.44 
..53 
.36 
.19 
.05 
.49 
.45 
.06 
.16 
.37 
.35 
.47 
.19 
.30 

6.71 

Gettysburg 

Hewitt  2  SW 

T. 

T 

03 
03 

04 

2.50 

.01 

T. 

.04 

.09 

.27 

.'20 

.01 
.02 
.02 

.17 

6.13 

't'.' 

T. 
T. 
T. 

T. 

.08 
.02 
.11 
.16 
.05 

.01 
.02 
.02 
.02 

.05 
T. 

T. 

4.27 

Hyndrtian'^ 

..56 
.62 
.85 
.93 

.41 

'.'■71 
T. 
T. 

'.'24 
.09 

'■r'.' 

T. 

•»T 

4.30 

McConnellsburg2 

T. 
'.03 

.02 

* 

'.'is 

.04 
T. 

"is 

.03 

'.'62 

!63 
.06 

tv 

t' 

.15 

.03 

.02 

.88 

6.36 

.'62 

6  29 

South  Mt.  San't'tti'-i  — 

•      m 

7.56 

GULF  DRAINAGE 

Ohio  Hnsiv 

Al-bBGHENY 

Acmetonia^ 

Aliens  Mills'.'* 

BlairsviUe'.  6NE 

Bo,swell^6NW 

Bradford,  •)  W 

-Mlegheuy,.. . 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Erie 

■.06 

« 

.71 

.'99 

.57 

.52 

T. 

.40 

.40 

.46 

..53 

.63 

.02 

'19 
.12 
.55 
.41 

.50 
.50 
.54 
.38 
.27 
T. 
06 
.40 
.12 

'.'98 

■•r'.' 

't'.' 
■r'.' 

T.' 

'.'6i 

T. 

'.'34 
.30 

'.'24 
.35 
.13 

'.'67 
.06 
.27 
.32 
.20 

'128 
.•23 

.33 
.22 
.22 
.38 

'.'33 

■.■55 
.40 

'  .26 
.42 

.08 
.43 
.17 

'.'36 
.43 

'.'36 

.26 
.'2i 

.23 
.52 
.31 
.60 

.78 
.76 

4.71 
5.77 
6.47 
5.78 
5.48 

Brookville\  1.6  SW.  ... 

.on 

5.46 

rinrion-    3  SW 

12 
.03 
.14 

.25 
.07 
.08 
.13 
.31 
.26 
.20 
.05 
.15 
.17 

.02 
.43 

.27 
.14 
T. 
.01 
.21 
.'20 

.'35 
.11 
.35 
.26 
.22 
.04 

T. 

.54 
.28 

'.'37 
.16 
.36 

* 

T 
.04 

'.'48 

.5.5 

.45 

'.'ii 

.56 
,66 
.68 
.41 
.61 
.18 
.47 
.20 
.52 
24 

.89 
.46 
.35 
.21 
.52 
.50 
.12 
25 
.56 

.■'22 
.02 

38 
.25 
.43 
.16 
.35 
.21 

'!i6 

.11 
.13 

* 

.■23 
.01 
.68 
.'23 
.23 
.69 
.17 
.17 
.38 
.17 
.06 
.22 

.60 

.85 

.30 
.'26 
.•25 
.45 
.44 
.43 
.45 
.SS 
.11 
.46 
.32 
.16 
.17 
.17 
1.06 
.45 
.35 
.09 
.61 
.27 

'.'23 
.45 

.47 
.82 
.48 
.05 

"48 
.62 

"3*2 
.74 
.64 
.38 

.3- 

.40 
.07 
.11 

'.'6i 

.67 
.45 
•28 
.49 

T. 

.77 
.01 
.03 
T. 

■.■31 
.38 
.36 

.'■25 
.54 

.15 
29 

'.'is 

'.'•22 
.44 

.56 

.07 

.is 

.33 
.16 
T. 
.47 
T 

.19 
.37 
.44 
.22 
.48 
.20 
.45 
.44 
.51 
.49 
03 

.02 

.17 

T. 

.06 

.33 

.03 

.14 

T. 

T. 

.05 

.05 

02 
T. 
T. 
.27 

riQ 

.04 

.18 

.16 

.04 

.04 

.07 

T. 

.02 

.15 

.04 

.07 

.06 

.01 

.07 

.11 

.05 

.07 

.11 

.03 

.04 

.01 

'.'ai 

.01 
.06 

.01 

.04 

'.'06 
.30 

.34 
.34 
.92 
.24 
06 

.34 
.02 
.99 
.34 

04 
.07 
.33 
.20 
.30 
1.13 

14 

.01 

.03 
.02 
.03 
.12 

4.82 

Corrv     

3.51 

Coudersport 

Derry 

Potter 

VV'moreland. 
W'moreland 

Cambria 

Cambria. 

Armstrong... 

Venango 

Elk 

Indiana 

Indiana, 

.04 

tV 

T. 

T.    ... 

T.  i.... 

4.71 
4.93 
.5..'»fi 

Dunlo'  ■'■'  0.5  SW 

.25    .59 
71 

$5. -26 

T. 
T 

.04 

T. 

.04 
.03 

•r 
.02 

4-81 

Ford  Citv'-',  4  S 

.35 
97 

4.89 

Franklin^ 

T. 

3.81 

Glen  Hazel  2,  1  NE 

...      .62 
27     ■« 

5.53 
«,5.13 

Indiana 

.02 
.13 

.58    .'25 

T. 

.01 
.01 
T. 

4.84 

Johnstown'^0,5  W 

Kane'   IN       

Cambria 

McKean    . . . 

.30 

.■qs 

.06 

.03 

T. 
.11 
T. 
T. 

T. 

.70 
«-1 

.17 
.38 
.46 
.37 
29 
.12 
.20 
.•28 
.11 
1.35 
.42 

4.64 
.5.64 

Krcgar',  4.5  SE 

Lycippus,  1.  5  E 

Marienville'  ^ 

W'moreland. 
W'moreland. 

Forest 

Crawford 

.46   .14 
.03j  .36 

.29   .41 
....    .11 
....    .38 

6.76 
5.45 

.25;.... 

.■281  T. 
.44    -03 

T.     T. 

H"! 

Meadville^.  IS 

.03 
.03 

3.20 

Mosgrove^    .    . 

Armstrong.. . 
Armstrong.. . 
Allegheny   . . 

.02 

i''. 
■.'oi 

.02 

!66 

4.79 

Parkers  Landing'^ 

Pittsburgh  Cty  Of,  «.  .. 
Port  Alleganv2 

.■27 
.19 
.48 
.57 

T. 
.02 

'.'oi 

4.  "38 

.16 

T. 

.18 

.50 

T. 

.22 
.03 

3.66 
4.67 

Punxsutawney2 

Jefferson.  . . . 

1'. 



5.85 

Continued  on  page  85. 
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StBtions 


Al.l.KOHENY 

( contluued ) 
Putneyville'.  2.6SE. 

Ridgway- 

Saltsburg''' 

Seward^ 

Sheffield'.*.  6W 

Smethporti.-\  1  SW  . 

Strongstown'.''* 

Tionesta'-.  1.5  SK  . .  . . 

Titu>ville.  2S. 

Union  City  1,  •■* 

Vaudererift '  

Warren- 

Voungsville'.-'' 

Mon()N(;ahela 

Cont1ueuce2. 1.5  NW.. 

Coiinellsville^ 

Douora' 

Greensboro^ 

Gre.ensburg.  2  S 

Ir«iu 

Meversdale^ 

Murrysville//',-'' 

Newell' 

Pittsburgh  ATpt.ll  '.*. 

Rices  Landing^ 

Soiiier.set 

Springs''.  1  SW  

t'niontown 

Wayuesburg 

Bkaver 

Beaver  FaU.s2 

Bntler 

Farrell^ 

Greenville 

Jamestown^.  2NW.  , 
Mercer  Arpt.',  2.5  NE 
New  Castle,  1.5  N.  .. . 
Pennline.  !*,  1  S 

Ohio 

Clay.sville- 

CoraopolisS,  IE 

Midland2 

Mt.  Lebanon'' 

Washington',  ^ 

LAKE    DRAINAGE 

AlbionS 

Erie'.  5 


Counties 


Armstrong 

Elk 

Indiana  . . . 
W'nion'land 

Warrou 

McKeau. . . 
Indiana  . .. 

Forest 

Crawford. . 

Erie 

W'morelani 

Warren 

Warren 


Somerset.  . . 

Fayette 

Washington. 

Greene 

W'morelaud 
W'moreland 
Somerset — 
W'moreland 
Fayette. . . 
Allegheny 

Greene 

Somerset., 
Somerset.. 
Fayette... 
Greene 


Raymond',  5. 


Beaver — 

Butler 

Mercer 

Mercer 

Mercer 

Mercer 

Lawrence. 
Crawford. 


Washington 
Allegheny  .. 

Beaver 

Allegheny  .. 
Washington 


Erie 

Erie 

Potter 


04 


07 


.75 
.58 
.63 
.19 
.71 
.021  .39 
.45 
.34 


.01 


.45 


.48 


Daily  Precipitation  for  November  1945  -('(niiiiniiil  from  page  hi 

Day  of  month 
16     16 


5      6 


L20 
.64 
.48 
.02 
.09 
.02 
.31 
.35   .02 


1.04 
1.01 
1.23 
.24 
.39 


.14 
.30'  .18 
.39:  .41 


T. 

T. 
T. 
T. 
.04  T 


.02 


8       9 


33 


T.    ... 

'v'\'.\'. 


.20 


10 


11 


.57 


.45 
.42 

.30  .47 

.02  .37 

.17  03 

.02  .34 

.  06'  .  19 

.13  T 


.31    .65 

.33|  . 
.38    .48 
.46   .28 


12 


18 


.  18!  T.     .  58 
21t  .48 


14 


.211  .11 

.01  .32 

.04  .27 

.22]  30 
.  22  . 

.07  .24 

.02!  .Ti 

.01  50 


.03[. 

.151. 
.291  .90 

.n;... 

.20]    ,29 
.271  .  19 

.'ioi 

.38.. 

.06  .49 

Ifi  .02 

.03  .04 

.02:  .06 

.07,  .12 

.09i  .('6 


.03  T 

.67!  .05 
.26 

.02  .18 

.29  T 

T.  .21 

.07,  12 

.14  T 


.38 


.01 


1.29 
.40 


.161  .  .65 
.  12  . . .  '  .55 
.09  ....  .37 
.06   .48    .24 


.12  .04 
T.  .42 
.02;  .21 


02 


17 

18 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 
.42 

291 

.50 

80 
.01 

81  1 

.21 

.35 

.45 

.69 

.03 

.04 

.03 

.16 

.4t 

.30 

.71 

.Oi 

,01 

.O'i 

.01 

.26 

1.00 

05 

.02 

.43 

.39 

.45 

T. 

.05 

.01 

'I". 

.27 

.16 

.03 

31 

.60 

.22 

.04 

.05 

.44 

.3,5 

.08 

.90 

.24 

.30 

.12 

.20 

.04 

.10 

.30 

.42 

,10 

.34 

.29 

.41 

.04 

.16 

.36 

.04 

.03 

.05 

.01 

.15 

1.06 

.49 

.06 

.11 

.24 

.63 

.02 

.20 

.22 

33 

.50 

.17 

17 

.67 

.35 

T. 

.36 

.07 

.01 

T. 

.0.; 

.40 

.40 

T. 

.40 

.50 

.,S0 

.40 

.03 

.09 

.03 

.01 

.42 

.30 

.03 

.69 

.27 

.22 

.08 

.22 

.06 

.15 

.02 

.05 

.26 

.07 

.28 

.30 

.35 

.18 

.23 

.02 

.15 

.06 

.20 

.15 

.74 

.16 

.45 

.01 

T. 

.02 

.08 

T. 

.32 

.87 

.02 

.76 

.13 

28 

.09 

.36 

.09 

.08 

.11 

.06 

.18 

AH 

.40 

.06 

.42 

■?8 

.70 
4? 

"i9 

.58 

T. 
T 

.06 
04 

T. 
T 

.49 
.21 

.18 
20 

.16 

.03 

35 

.02 

.3S 

10 

.15 

.02 

.03 

.10 

T. 

.17 

T. 



.33 

.33 

.38 

T. 

.05 

T. 

.20 

.26 

.14 

.15 

.27 

.41 

.01 

.30 

.04 

.01 

.01 

.21 

.23 

.26 

.24 

.14 
.24 

.29 

.01 
.63 

.20 
.61 

.10 
T. 

.03 

.05 

T. 

.25 

.58 

.19 

.26 

.02 

.22 
.08 

.12 

.27 

.34 
19 

';2i 

• 

30 

.16 

.06 
.'20 

.16 
.18 

.32 

T. 

T. 

.16 

.12 

.27 

T. 

.13 

.12 

.03 

T. 

T. 

.16 

.03 

.20 

i'. 

03 

W 

31 

3? 

13 

.01 

.15 

.08 

.05 

02 

.31 

.,58 

.10 

.,54 

03 

.05 

.05 

.05 

.75 

.31 

.07 

?0 

1ft 

81 

41 

89 

.Of> 

.03 

21 

.,50 

.23 

.08 

.05 

.28 

.37 

T. 

.3.5 

.05 

.05 

.03 

.60 

.08 

.04 

.44 

.... 

.29 

.08 

.07 

.05 

.18 

14 

..57 

..53 

.12 

T. 

T. 

T. 

T. 

.12 

.11 

.08 

48 

« 

76 

05 

m 

37 

.01 

.2!^ 

.19 

.60 

..■iR 

.17 
.,52 

'.'36 

.35 
.06 

.02 

!29 

.23 
.01 

.01 
.01 

.04 

.12 

.05 

.10 
.10 

.03 

.02 

.08 

.25 

1.08 

T. 

.29 

.43 

.01 

.03 

.07 

.03 

T. 

.77 

.07 

.33 

.01 

.ioj  .16 

.03 

.08 

■I'. 

.ii 

.06 

.11 

r. 

.44 

.22 

.34 

.03 

....  .18 

.02 

T. 

.08 

.07 

.26 

.15 

.76 

.23 

....  .37 

T. 

.08 

T. 

i'. 

.03 

.10 

.09 

.36 

.-S9 

.29 

.11 

.09 

.06 

.03 

.W) 

.31 

.,53 

.22 

T. 

T. 

.24 

.15 

.18 

.42 

.,54 

.22 

.01 

T. 

.24 

.10 

.10 

.23 

.48 

.09 

■r. 

.22 

■r. 

T. 

.20 

T. 

.21 

1 

.20 

.18 

.43 

.27 

.02 

.11 

.13 

.14 

.72 

.26 

.35 

.14 

.20 

.40 

.15  .19 

01 

T. 

.19 

.08 

.is 

.06 

■!■. 

.24 

.25 

.02 

.16 

.36 

.21 

.03 

.11 

.38 

.02 

.02 

.01 

.78 

.41 

.03 

5.24 
5.26 
4.09 
4.76 
4.99 
$6.44 
4.98 
4.62 
4.43 
3.08 
4.72 
4.69 
1.45 


4.99 
4.18 
4.61 
4.70 
4.70 
4.49 
4.76 
4.02 
4.58 
3  79 
4.47 
5.66 
6.15 
5.09 
4.23 


4.12 
4.20 
3.29 
3.37 
3.29 
3.39 
3.46 
2.65 


4.26 

4.22 
4.38 
3.85 


2.55 

2.97 

«4.07 


[See  page  88  for  explanation  of  reference  marks.] 
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Baily  Temperatures  for  November  1945 


Stations 


12  13 


16  16  17  18  19  20  21  22 


23  24 


26 


26  27 


28 


29  30 


Albion/ (Maitimum. 

\  Minimum. 
AUentowD  Arpt.l-4  NE..  /  Maximum. 

\  Miuimum. 
Allentown  / /  Maximum. 

\  Minimum. 
Altoona-4.6  W /  Maximum. 

V  Minimum. 

ArendtsvilleB /  Maximum. 

\  .Mininnim. 
Berwick /Maximum. 

V  Minimum. 

Bethlehem  1 /  Maximum. 

\  Minimum. 
Bradford-4  W )  Maximum. 

\  Minimum. 
Brookvillei /  Maximum. 

\  Miinmuni. 
Burnt  Cabinsi-2  NE  . . . .  /  Maximum. 

)  Miuimum. 

Butler /  Maximum. 

\  Minimum ., 
CantouZ-l  N W )  Maximum. 

V  Minimum . 


Carli.sle 

Chambersburg6-1  S\V. 

ClarionM  SW 

Claysville/ 

Coalport  / 

Coatesvilli^'' 


•{ 


Columbia 

Corry  

Coudersport 

Curwensvillei-6  N  \V 

Derry 

Donegal ' 


Donora' 

Eagles  Mere  / 

Eajit  VVaterfordt'-S  E  . 

Ebeusburg/ 

Emporium  /-I  E 

Eplirata 


Maximum. 
Minimum.. 
.Maximum . 
Minimum.. 
.Maximum. 
Mininiura.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum. 
Maximum . 
\  Minimum.. 

)  Maximum. 
\  Minimum.. 
)  Maximum. 
V  Minimum.. 
}  Maximum. 
(  .vliiiimuu) . 
(  Maximum. 
\  Minimum., 
(  Maximum. 
\  Minimum. 
,  /  Maximum. 
\  Minimum.. 

.  (  Maximum. 

\  Minimum. 
.  (  Maximum. 

\  Minimum . 
.  /  Maximum. 

\  Minimum. 
.  )  Maximum. 

\  Minimum. 
.  /  Maximum. 

\  Miuimum. 
.  /  Maximum. 

\  Minimum . 


l.^igi /  Maximum. 

\  Minimum. 
Everett'-0.5  SVV /  Maximum. 

\  Miuimum. 
Farrell /  Maximum. 

\  Minimum. 
Ford  City  /-IS.   /  Maximum. 

\  Minimum. 
FrauKlin/ /  Maximum. 

\  .Minimum. 
Fredericksville-1  S /  Maximum. 

V  Minimum.. 

Freeland /  Maximum. 

\  Minimum- 
George  School*^ /  Maximum. 

\  Minimum.. 
Gettysburg /  Maximum. 

\  Minimum. 
Gordon /  Miixiraum. 

\  Minimum. 
Greensburg-2 S (  Maximum. 

\  Minimum. 
Hanover / /  Maximum. 

\  Minimum. 


HarrisburgArpt.  '-3.5  8   /  ^ 

\> 
Hawley-0.5  E /  Maxi 

\  Mini! 
Hewitt-2  SW 

Holtwood' 

Huntingdon  ...  . 


Maximum. 

.^linimum.. 

mum. 

mum. 

/  Maximum. 

*  Minimum. 

/  Maximum. 

\  Minimum. 

Maximum 

nimum.. 


. .  /  Ma: 
\  Mir 


59 
49 
53 
35 
74 
39 
64i  62 
461  52 
64!  59 
291  42 


52  44 

40  30 

65'  43 

43'  31 

661  54 


67 
49 

55 
35 
62 
39 
62 
34 
55 
4-< 
45 
42 
6, 
48 

60 

40 

71 

50 

64 

51 

62 

45 

60 

34 

66  52 

56  38 

66  46 


69 


73 
55 

68 

43 

71 

39 

70 

40 

6 

48 

62 

59 

70 

54 

65 
52 
73 
65 
74 
56 
70 
50 
69 
4' 
76 
51 

73 

58 
70 

36j  43 

72 


421 
33! 

46i 
35! 
521 
371 


51;  50;  53 

29  351  41 

64!  611  68 

32l  271 


52i  44 

37i  30 

60j  48 

42  34 

68  46 

44  34 


i2 
36 
38 
26 
41 
30 
44 


36  32 

531  44 


53 
64 
42 
6- 
60 
65 
42 
68 
36 
52 
40 

52 
36 
56 
39 
62 
43 
55 
41 
65 
61 
.59 
45 

53 
44 

59 
37 

65!  70 
40!  4!) 
57  68 
46  53! 


35  29 

62  62 

31 1  33 

62  61 

321  31 

48  45 

30  32 

47  50 

29  38 
58  58 

30  34 
50  53 
30  i  39 
61 1  50 
26  31 


62[  67 
37 


62 
43 

49 
38 
52 
36 
55 
3» 
46 
43 
45 
43 
53 
45 

61 
34 
72 
55 
65 
45 
65 
45 
51 
40 
53 
50 

54 

39 

61 

42 

68 

50!  39 

56' 

41 


34  34 
51 
30 
51 
29 
53 
31 


46 
28 
55 
31 
66 
31 
63 
30 
52 
24 
57 
33 

57 
36 

50 
28 
60 
26 
48i  55 
40  39 


57 
47 

56 
40 
49 
39 
60 
28 
.52 
2H 
53 
35 
5! 
37 

58 
40 
57 
36 
.52 
37 
49 
42 
50 
28!  38 
62  69 


59 


71   56:  46  57 


42!  62 

32!  27 

46!  49 

30  2) 

45  67 

34  26 


42! 
2»' 

47  i 


40  31 


351  22 

47!  49 

37j  23 

45  57 

30|  25 

36|  38 

29  17 

35  41 

25j  23 

44;  43 

24:  18 

431  43 

32  26 

37!  46 

26  21 


48  45 

31!  23 

391  56 

32!  25 


44  39 

32  26 

64  62 

30l  33 

.521  47 

31  35 

50,  40 

25  34 

491  43 

26!  33 

50l  49 

34  36 


32|  29  35 

is!  19 

36 


66  36i 
29;  22 


471  46, 
28j  26, 
41}  30'  30 
29!  18   17 
36 


47 

36;  21 

621  37 


42,  44  .39'  34  30 


54  64, 
•29  36, 


27  36' 

.53!  48 

37  37, 

41  43 

27i  32! 


46 
■26 

46 
30 
43 
18 
48 
■29 
50 
24 
46 
26 
45 
20 

42 
21 
47 
24 
46 
•24 
43 
19 
55 
18 
48 
•26 

46!  63 

•28i  31 

47 1  48 

•21  i  35 

48'  46' 

15  26 
46  .5:^ 
30  37 
44  44 

16  34 


401  40 
•26!  '28 


28  25 


30  25 

41  40 

25  21 

36  43 

30  20 

46  47 

24  m 


45  37; 


39  35  29 


SBl  32 

.54  35 

31  36 

37  :i6 

30;  ^25 

491  45 

36  35 


60 
39 

43 

37 
40 
35 
46 
39 
41 
•24 
41 
24 
47 
33 

42 
36 
50 
35 
45 
40 
45 
36 
i' 
18l  40 


44 

26 

39 
261  21! 
41 !  46 
•Zl  16 
46  44 
34  30 
41  43 
•29     19 


38 
32 

33 

•29 
35 
29 
35 
30 
36 
30! 
31 
29 
35 
•29 

33 
•23 
37 

29 
42 
:« 

35!, 
33;  281, 
U\  3«t 
34 
39 
:« 


47|  49 

23  40 

43!  39 

14  32 

48  43; 

16  35; 

46  .50 

27  41 


31 

34  . 
32. 


45     43 

16     37;    36.    32 


43  36 

33I  31I. 

39l  .341  ■ 

.33  26; . 

41  39 

35  33  . 
48  37 

36  33  . 
43  36  . 


Continued  on  page  87 
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Sally  TemperatureB  for  November  1946— Contlnuud  from  page  »«. 


Stations 


tiidiaua    /Maxiiuuni.. 

""*'** \  Minimum.. 

Irwin /Maxiiniiii... 

\  Miniiiiuiii .. 
J(imestown/-2N\V /  Maxiinuin., 

\  Minimum. 
Johnstown/ <  Maximum.. 

XMiiiinuim.. 
Knue'-IN (  Nl.>xHi.um..i 

\  .Minimniii.. 

l,auca>t*>r /Maximum. 

\  Minimum.. 


68 

67     67! 


671     61 


•28     32 
71 


Lawrenreville 

Lebanon  / 

Lewistowu-2SVV.   . 

Loclj  Haven"' 

Marcus  Hook' 

Martinsburg' 


Maui'hCliunk-lSW.... 

Meadville/l  S 

Mercer'-2  5NE 

Mid(lletowui-1.5\V.  ... 

Midland" 

Montrose  /-3  K 

Mt.  Lebanon" 

Mt.  Pocono'-2  N 

New  Bloomtield 

Newbiirg'-3..5N\V 

New  Castle-1.5  N 

Palmertou' 

Park  Place'-l  N\V 

Philadelphia Arpt  '..  . 
Philadelphia  CO. 1.  ... 

Phila.  Shawmont 

Philipsburg'-7  K 

Phoenix ville-1. 5  SE  . . . 

Pittsburgh  Arpt  Sta.' . 
Pittsburgh  City  Office' . 

Port  Clinton/ 

Putney ville-2.5  SE 

Quakertown-0..5  E 

Reading' 


/  .Maximum.. 

\  Minimum..' 
,  /  Maximuui.. 

\  Minimum.. 

/  Maximum.. 

\  Minimum.. 
.  /  .\laxinnim.. 

\  Minimum.. 
,  I  Maximum. 

\  .Minimum.. 
.  /  Maximum.. 

V  Minimum.. 

.  (  MHxunum. 

\  .\liiiimuni. 
.  /  Maximuiii.. 

\  Minimum.. 

/  Maximum.. 

\  Minimum .. 
.  )  Maximum.  ; 

\  .Minimum  . 
.  /  Maximum..! 

\  Minimum..! 
.  I  Maximum..' 

\  Minimum..! 
I 

/  Maximum..! 

\  .Vlinimuni..! 
.  I  Maximum.. 

\  Minimum.. 
.  )  Maximum  . 

V  Minimum. . 
.  /  Maximum . 

>  Minimum.. 
.  (  .Maximum.. 

\  .Minimum.. 
.  (  Maximum.. 

\  .Minimum.. 

.  /  Maximum.. 

\  Minimum 
.  (  .Maximum.. 

\  Minimum.. 

(  .Maximum. 

\  Miuinuim.. 
.  (  Maximum. 

\  Minimum. 
.  )  .Maximum. 

\  Minimum.. 
.  /  Maximum.. 

i  Minimum.. 

.  /  Maximum.. 

V  Minimum.. 
/  Maximum. 
\  .Minimum.. 
)  .Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
/  Maximum. 

V  .Minimum.. 


Ridgway  / 

Scranton ' 

Selinsgrove 

Somerset 

Springs6-1  SW 

State  College' 

Strourtsburg-2  E 

Tamarack /-2  S 

Tionesta/-1.5SE 

Tit,nsvilli'-2S 

Towauda-1  E 


,  )  Maximum., 

V  Mininnim.. 

(  Maximum. 

\  Minimum.. 
,  I  Maximum. 

\  Minimum .. 
.  /  Maximum. 

\  Minimum.. 
.  /  Maximum. 

\  Minimum.. 
.  /  Maximum. 

\  Minimum. 

.  /  Maximum. 

\  Minimum. 
.  /  Maximum. 

\  Minimmn.. 
.  /  Maximum , 

*  Minimum. 
.  I  Maximum. 

1  Minimum. 
.  /  Maximum. 

\  Minimum. 


57i    -to! 

67!    fif'! 

40 
w! 
42, 


2.^1     24 


34 

,S8i     63, 


(i6)     .V2 
42     51 ! 


ftoi 
201     43|     2» 

71|     61j     69 
36|    42|    52 

59     59J    86 


25!     43 

66! 


35i     44 
58!     ^5 


30 

42 

66 

68 

46 

50 

62 

59 

40 

48 

57 

B6 

52 

44 

64 

69 

27 

31 

60 

65 

28 

5n 

61 

60 

36 

47 

C-7 

60     54 

35      42 


64     65 
25     25 

56'     58! 


40 


56;     65; 

451     551 
591     fil 
47i 


56 1 
44| 
76; 
48 
58 
36 

69 
SS 
48 
42 
54 
29 
65 
46 
67l    59 


58 

36i  25 


9  10  11  12  18  14  16  16  17  18  19  20  21  22  28  24  26  26  27  28  29 


72  66 

49  47 

73  71 S 
49  47 


33  42 
68 
38 
67 


72 

411  56 

73'  74 


71 

34 

75 

32 

751  83 

45  55 

72 

45  45 


35  54! 


59  63 

25  30 

69;  65 

3ll  37 


39 

25 
42 
31 
43 

39 
49 
22 
50 
36 
47 
47:  33 


30  38 
71  69 

31  40 
66!  68 
28  32| 

621  62 

351  47 

63;  70 


55  70 


46  43 
45I  26 


60' 
41 

61 


69  64  i 

32!  43, 

60  59! 

33  52! 


46;  35 

59!  39 

39:  24 

55:  35 

35  23 

58,  42 

391  31 


72  63  63l 

32!  39i  49! 

57:  531 

30'  31 

631 

271 

59!  62  ,531  41 

24'  53,  38  24 

55  56  58!  42 

27  44I  41   31 


52 
39 

521  40 
46!  27 
651  44  40 
32!  40,  25 


70 
16 
63 
31! 
65! 
25 
70 
37 
68 
33 
67 
25 

65! 
25 
65| 

22i 
681 


50 

50 

38! 

73 

62  44  i 

46;  40  36j 

70l  58 

42 

441  35 

35 

85  75 

54 

60;  43 

42 

68 

54 

42 

46 

36 

35 

68 

63 

44 

45 

43 

36 

55 

42 

58 

55 

35 

33 

62 

41 

55 

36 

34 

34 

12 

60!  4.'> 

53 

39 

36 

56!  441 

40|  34 

651  39 

48!  37 


69 
371 
711 
44 
62' 
32  44; 
52  56' 
87  421 

44  59I 
34  42! 

50!   59; 

40; 
54 
431 
65 
42, 

66; 
50; 
63! 

40; 

51 
40! 
66] 

38; 

66! 
54i 
631 
42 

671  70 


32  31 


59 


44 
68 
46 
72 
49 
65 
45 
71 
48 
73 
69 

65 
43 
70 
64 

721  67 

52  40 

65!  53 

491  35 

66;  52 

43  34 

69  49 

49  34 


55' 
54, 
32 1 

68i 
56! 
54: 
40' 
51 
40 


40,  35 
44   43 


41 
47 
46! 


45!  38 

321  '-"i 

64!  65 

46!  35 


39  44  65 


68   70! 
30  36| 
70 
39 
69 


28:  31 

45 

66]  66 

69 

36  51 

57 

69  72 

74 

25  39 

40 

73^  711  46  53 
51!  46  38  40t 
62!  37!  421  54! 


45 

49 
35 
50 
37 
55 
42 
49 
36 
64 
46 
57 
39 

45 
41 
54 
38 
65 
40 
51 
50!  35 
66;  47 
39i  32 
67  52 
52  37 


51 
61 

49;  36; 

641  43 

43i  33 

71,  62j 


301     311 

43i     52!     66; 


63  64 

61  49 

63  41 

4li  40 

64!  43:     41 
46 


40'  30' 

48!  38, 


67;  33  33;  43 


481  37!  28! 
671  561  441 
47!  401  31' 


63!  44 

4li  33 


32  32 
49  54 


42  45 
22  30 
55  45 


41 
22 
45 
25 
44 
26 
46 
22 
50 
28 


45 

36 

35 

32 

34 

27 

46 

33 

41 

31 

29   44 

28  23 


'29  29 
20  18 
30  31 


39  27 


53  40 


421  29 

50  39 

38  291 

57  441 

391  26 


34  40 
26  28 

37  50 


231  1.51 
42  26 
25   18 


26  31 


24   42 
46  41 


45 
27! 


41 
25 

.321  39 


24t  26 

12i  16 

34  34 

22  18l  24  20 


261  '■^^ 

36i  38 

25i  26 

46  37 


80  81 


40  35 


84  . 

28  . 

85  . 

80  , 
85  . 
28  . 
83  . 
31  . 

28  . 
22 
39I, 
30|. 

29  . 
25. 
36  . 
32 
36 
31 
33. 
29 
42  . 
30 
33. 
26  . 


221  36 
471  43  41 
161  391  29 


26  . 
36  . 
31  . 
31  . 
28  . 

25. 
19  . 

36  . 

31  . 

37  . 

32  . 

40  . 
32  . 

28  . 
22  . 

'ii . 

32 

27  , 

34  . 

31  . 
40. 

30  . 

32  . 
25  . 

35  . 

29  . 
37  . 
30. 

29  . 
24  . 

31  . 
25. 
35  . 

29  . 

31  . 
27  . 

30  . 
24  . 

32  . 
28. 

35 

30 

2! 

21  . 

30 

27 

3i>  . 

26. 

30. 

24. 


Mean 


60.1 
84,7 
62.6 
36.0 
49  7 
83.1 
61.4 
34.4 
45.6 
26.5 
67.2 
33.5 

50.0 
81  4 
.53.6 
35.0 
.52.5 
3)  3 
60.6 
33.1 
60  9 
41.2 
49.7 
32.1 

449.9 
531.1 

48.1 
32.7 
47.5 
31.9 
53  6 
34.0 
51.6 
34  7 
^44.2 
28.8 

51  3 
35.2 
46.0 
29  1 
52.0 
30.6 

33  3 
51.8 
3)  8 
50  5 
32.6 

46.0 
30.0 
55.3 
35.9 
56.4 
40.7 
57.0 
37.8 
45.  7 
28.4 

51.0 
35.7 
.52.9 
38.1 
51.2 
31.8 
49.1 
30  2 
54.1 

33  2 
54.0 
37.6 

48.4 
27.2 
.50,3 

34  4 
53.0 
32.6 
49.6 
30.1 
47.6 
28.9 
48.8 
33.8 

54.  H 
33.  3 
44.2 
28.  V 
47.4 
3(1. ,' 
46.7 
32.3 
51.2 
31.7 


Continued  on  page  88. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


November  1945 


Daily  Temperatures  for  November  1945— Continued  from  page  87. 


Stations 


Uniontown /  Maximum.. 

\  Minimum.. 
Vandergrifti /  Maximum.. 

\  Minimum. 
Warren /  Maximum .. 

\  Minimum.. 
Waynesburg /  Maximum.. 

\  Minimum.. 
VVellsboro/ /  Maximum.. 

\  Minimum.. 
West  Giiester /  Maximum.. 

\  .Minimum.. 
Wilkes-Barrel /  Maximum.. 

\  Minimum.. 
William.sport  Arpt.'-4  E  /  Maximum.. 

V  Minimum.. 
William^town /  Maximum.. 

\  Minimum.. 
Woodward'-2  NE /  Maximum.. 

\  Minimum.. 
York-3  SW  /  Maximum.. 

\  Minimum.. 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

16 

1^ 

17 

18 

19 

20 

73 

70 

62 

42 

59 

74 

76 

72 

70 

56 

65 

73 

72 

53 

45 

,65 

,64 

54 

61 

43 

34 

6U 

40 

26 

24 

37 

42 

44 

55 

39 

39 

53 

53 

40 

36 

32 

36 

46 

32 

34 

69 

6S 

6(1 

43 

56 

74 

76 

74 

6ii 

50 

66 

67 

70 

51 

48 

,52 

54 

,68 

48 

44 

29 

66 

35 

26 

28 

32 

40 

46 

48 

36 

;« 

52 

48 

40 

35 

32 

44 

■M 

32 

;^o 

62 

67 

50 

40 

70 

70 

72 

70 

65 

44 

46 

69 

64 

50 

62 

51 

47 

47 

.6? 

36 

■28 

48 

28 

28 

28 

36 

44 

6-* 

42 

34 

33 

45 

49 

36 

28 

28 

38 

.37 

29 

29 

73 

68 

63 

43 

58 

73 

75 

72 

67 

52 

61 

66 

69 

,60 

44 

56 

,63 

.66 

50 

42 

30 

69 

41 

22 

22 

34 

47 

45 

52 

37 

37 

.50 

50 

39 

34 

30 

40 

44 

.30 

33 

62 

67 

57 

39 

49 

68 

72 

70 

67 

41 

45 

57 

68 

46 

43 

52 

61 

53 

42 

37 

22 

22 

49 

30 

16 

17 

21 

35 

38 

40 

32 

32 

45 

43 

28 

28 

34 

39 

25 

27 

65 

62 

68 

5CI 

51 

67 

70 

74 

73 

61 

44 

61 

65 

61 

46 

56 

64 

60 

63 

49 

42 

45 

49 

38 

28 

32 

41 

49 

55 

44 

39 

44 

54 

42 

35 

34 

■33 

48 

36 

,35 

59 

6- 

62 

42 

48 

65 

69 

72 

72 

54 

47 

62 

68 

53 

44 

52 

65 

66 

47 

43 

32 

49 

41 

30 

23 

28 

33 

37 

53 

35 

35 

47 

62 

38 

29 

32 

34 

33 

30 

31 

bV 

56 

59 

41 

45 

60 

66 

66 

69 

57 

44 

53 

66 

61 

46 

52 

46 

,65 

44 

42 

31 

48 

40 

26 

23 

27 

35 

44 

47 

36 

36 

44 

51 

40 

,35 

34 

35 

33 

29 

29 

67 

5V 

63 

47 

50 

69 

72 

73 

74 

66 

43 

.52 

68 

65 

46 

64 

64 

.66 

46 

,60 

41 

4V 

46 

36 

23 

25 

40 

42 

51 

42 

86 

41 

50 

43 

34 

33 

28 

.fR 

23 

25 

b) 

53 

54 

37 

43 

64 

66 

68 

68 

54 

40 

68 

62 

45 

38 

48 

.60 

48 

40 

41 

32 

4f) 

33 

25 

22 

34 

50 

50 

53 

30 

30 

38 

45 

30 

28 

28 

36 

34 

3;3 

24 

71 

64 

67 

53 

53 

75 

74 

75 

77 

71 

48 

56 

71 

66 

,V) 

58 

68 

63 

61 

61 

39 

48 

52 

40 

22 

28 

37 

42 

57 

17 

39 

38 

54 

46 

37 

30 

28 

50 

29 

37 

55  52 

23  30 

50l  48 

26l  26 

40l  42 

24  24 


21 

01 

28 

44 

39 

18 

18 

47 

55 

27 

.39 

49 

52 

24 

31 

43 

48 

23 

29 

46 

52 

20 

36 

36 

42 

21 

20 

50 

65 

21 

40 

■23 

24 

25 

26 

27 

28 

29 

31 

33 

39 

48 

66 

.62 

43 

22 

22 

30 

21 

31 

42 

35 

29 

32 

36 

45 

50 

44 

40 

21 

■20 

22 

24 

2;i 

3S 

34 

37 

29 

.36 

38 

47 

,39 

36 

15 

18 

25 

22 

19 

32 

30 

29 

33 

40 

45 

50 

66 

44 

21 

21 

30 

19 

■20 

36 

34 

30 

31 

42 

37 

42 

40 

33 

18 

17 

22 

18 

14 

22 

32 

39 

39 

45 

46 

48 

49 

46 

26 

21 

29 

30 

25 

40 

37 

35 

34 

43 

38 

43 

46 

.38 

21 

20 

30 

21 

18 

37 

30 

29 

34 

42 

40 

42 

46 

41 

22 

■20 

29 

25 

19 

38 

■33 

38 

33 

43 

43 

43 

48 

.W 

16 

16 

28 

21 

19 

37 

34 

27 

26 

35 

38 

36 

40 

38 

14 

14 

21 

■23 

21 

33 

25 

42 

37 

47 

49 

.60 

.60 

48 

21 

19 

31 

22 

IS 

41 

35 

31    Mean 


65. 5 
36.2 
53.5 
34.0 
49.6 
32.0 
54  4 
34.6 
48.0 
•27.7 
55.0 
37.6 
61.2 
32.6 
49.0 
32.9 
53.7 
$33  2 
45.9 
30.4 
57.6 
36.0 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


.Stations 


Erie 

Harrisburg.. 
Philadelphia 
Phihpsburg.. 
Pittsburgh... 

Reading 

Scranton  . . . . 


Atmospheric  pressure 
(reduced  to  .sea  level) 


30.63 
30.61 
.30.  57 
30.61 
30.58 
30.60 
30.66 


10 

29.  42 

10 

29.55 

10 

29.  60 

10 

29.  59 

10 

■29.54 

10 

29.57 

10 

29.51 

Wind' 


<!  o 


9.8 
8.4 
7.9 
10.9 
10.9 
12.0 
6.7 


a 

^>. 

o 

r.^ 

■•-> 

X  n 

p 

>i> 

a 

27  I 
34 

28  i 
3'2''| 
34 
40 
25 


se. 
nw. 


w. 
nw. 


Relative 
Humidity 


d 
•C 


6:30 

613 
496 
836 
647 
575 
662 


•  For  any  five-minute  period.  *•  Corrected  to  true  velocities. 

t  12:00  noon,     t  4:00  p.m.        ?  Also  Other  dates.        •  One-minute  interval. 


RIVER  CONDITIONS 


Stations 


Rivers 


Port  Jervis,  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre.. 

Williamsport 

Newport 

Harrisburg 

Sohenley,(nr)  Lock  No.  5. 

Sutersville ... 

CharleroKnr.).  Lock  No.  4 

Pittsburgh 

Midland.  Dam  No.  7 ' 


Delaware !  4.5 

Delaware ',  5.4 

Lehigh 4.0 

Schuylkill 6.3 

N.  Br.  Susquehanna..  8.4 

W .  Br .  Susq  uehanna .  5.  9 

Juniata 6.  5 

Susquehanna 5.  6 

Allegheny i  1.6.  6 

Youghiogheny ■  6.5 

Monongahela 14.7 

Ohio 

Ohio  


5.7 
9.2 
5.6 
9.8 
12.7 
13.0 
14.7 
9.9 
18.2 


19.6 
20.5 


4 
■£\ 
23 
29 
■23 
80 
■29 
30 
■20 


3  1 
■2.8 
3.2 
3.9 
5.0 
2.3 
3.5 
4.1  I 
13.7 


■21      11.1 


Pool  stage. 


t  On  other  days  also. 


^1 
28 
10 

2 

1 

2 
2  i 


18 
■22 
9 
13 
22 
■20 
22 
17 
24 
20 
30 
25 
30 


FOOTNOTES 

Figiu-es  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  dirertion  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  years  of  record,  except  that  for  FirstOrder  Weather  Bureau 
Stations  they  are  ba.sed  on  adopted  normals,  tt  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  .  Trace  (0.005  inch  or  less). 

°.  '',  ',  etc.    Number  of  days  missing,  for  example,  ''  indicates  two  days  missing. 

Italics,  data  interpolated. 

$  Partly  interpolated. 

?$  Incomplete. 

t  And  other  date.s. 

ft  Daily  amounts  inconsistent. 

t  Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is 
charged  to  the  preceding  .day,  on  which  it  almo.st  always  occurs. 
'  Midnight  to  midnight. 

*  Measured  in  the  morning  for  the  preceding '24  hours. 

3  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 
•<  Best  available  used  for  stations  not  equipped  with  recorders. 

*  Recording  gage. 

6  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 
'  Noon  to  noon. 


List  of  Changres  in  Station  Cesig:nations 

For  more  exact  location  of  the  equipment,  station  .namas  have  been  changed  a.s 
follows : 


Dauphin 

Farrell 

Ford  City 

Grantville 

Hawley.  1  S. 

Jamesto^vn 

Kregar 

McConnellstown 

MUroy 

Monroeton 

Neffs  Mill 

Newburg 

Putney  ville 

Sheffield 

Tyrone 

Williams  PC  rt4SE 


formerly 


Peters  Mountain  Tower 

Sharon 

Crooked  Creek  Dam 

Manada  Gap 

Wallenpaupack  Dam  (Evaporation) 

Pymatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Shaver  Creek  fEvaporatiou) 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherry  Grove 

Bald  Eagle 

ShafTers  Path 

(W.  B.  O.,  Philadelphia-l-;?l-46-975) 


u  A'  F 
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GENERAL  SUMMARY. 
Like  thatof  necoinher  1H42  and  1!I44  thi.s  was  an  "old  fashioned"  wintt^r 
month.  The  fact  that  it  was  tlie  Hfth  coldest  and  fourth  .snowiest  should 
dispel  any  lingering  thought  that  our  winters  have  moderated  perman- 
ently. This  type  of  weather  results  when  air  of  Arctic  origin  invades 
central  and  eastern  states,  and  is  renewed  frequently  by  new  outbursts^ 
The  leading  edge  of  the  cold  air,  known  as  the  polar  front,  must  be  south 
of  Pennsylvania  so  that  the  State  is  in  a  colder  area.  Then  storms  move 
easterly,  along  the  polar  front  or  warm-moist  air  moves  northward  over 
the  colder  wedge  of  air.  In  either  case,  frequent  moderate  to  heavy  snows 
result  with  little  or  no  melting. 

To  be  significant,  this  condition  must  persist  for  a  period  of  two  weeks 
or  more,  but  rarely  does  it  continue  more  than  six  weeks.  The  current 
cold-snap  had  a  preview  in  late  November  that  began  to  wane  by  the  fifth 
as  freezing  ram,  over  most  of  the  State,  made  roads  and  walkways  treach- 
erous to  travel  upon  and  resulting  in  the  first  of  numerous  waves  of  col- 
lisions, upsets,  accidents,  and  traffic  fatalities  that  occurred  during  the 
month,  perhaps  the  largest  number  of  record. 

Moderating  temperatures  produced  the  highest  marksfor  the  month  on 
the  8th  and  9th.     Then  a  heavy  snow  mantle  began  to  accumulate  on  the 
ground  and  an  ice  sheet  on  the  streams,  under 
two  weeks. 


PRECIPITATION. 

The  average  precipitation  for  the  HUiUi,  as  deduced  from  the  observa- 
tions at  202  stations,  was  2.73  inches,  which  is  O.m  inch  bel.nv  the  68- 
year  normal  for  December.  The  greatest  monthly  amount  was  o.!)2  in- 
ches at  Philadelphia,  Shawuiont,  while  the  least  was  1.13  inches  at 
Austinburg.  The  greatest  amount  recorded  in  any  24  C(,n.«ecutive  hours 
was  2.40  inches  at  Mount  Pocono  on  the  25th. 

The  average  snowfall  for  the  State  wa.s  Ki.li  inches,  which  is  8.5  inches 
above  the  58-year  normal.  The  greatest  monthly  snowfall  was  33.8  in- 
ches at  Corry.  The  greatest  fall  for  any  observational  day  was  18. G  inches 
at  Hawley  on  the  19th. 


ERRATA 

Annual,  1940,  page  74,  Claysville,  total  precipitation  should  be  43.78 
inches;  page  76,  Claysville,  annual  precipitation  should  be  43.78  inches 
departure  should  be  +3.48  inches. 


COMPARATIVE    DATA  FOR    DECEMBER 


Year 


Temperature 


Precipitation 


<!0Q 


No.  of  days. 


a  A 


a  su.stained  cold  period  of 


I 


A  total  eclipse  of  the  moon  on  the  evening  of  the  18th,  the  first  visible 
in  Pennsylvania  since  August  1942,  was  mostly  obscured,  except  for  a  few 
brief  glimpses  through  the  cloud  deck  preceding  the  heaviest  snowfall  of 
the  month.  Fortunately,  the  snowfalls  were  not  of  record-breaking  pro 
portions  nor  did  wind  drift  it  to  any  great  extent,  blocking  roads  and 
paralyzing  traflic  as  in  the  previous  December. 

Lowest  readings  of  the  month,  generally  sub-zero,  except  in  the  south- 
eastern counties,  were  recorded  on  the  16th-18th,  23d  and  24th  \s  the 
latter  readings  were  being  made,  forecasters  saw  the  conditions  developinu- 
that  spelled  relief  from  the  subnormal  weather.  Warm-moist  tropical 
air  began  streaming  northward  from  the  Gulf  of  Mexico,  up  the  Missis 
sippi  River  Valley  to  envel.jp  the  northeast.  As  this  airmass  was  first 
fitted  above  the  colder  surface  air,  the  resultant  precipitation  on  Christmas 
Day  began  as  snow,  then  changed  to  sleet  and  freezing  rain  and  finally 
f^lT'^'';'  *^^  ''^^^"^  counties,  to  heavy  rain.  The  long  anticipated 
White  Christmas"  was  considerably  dampened.  Conditions  were  h<irrible 
-icy  roads  made  travel  an  adventure;  the  snow  was  reduced  to  slush 

creating  sizeable  puddles  and  swelled    the    .streams.      Sufficient   runoff 

occurred  to  flush  the  .streams  of  theif  ice  burden  without  creating  flood 

conditions-an  extremely  fortunate  occurrence. 
More  normal  weather  obtained  for  the  closing  days  of  the  year  but  with 

Its  full  share  of  snow,  sleet  and  rain.     On  New  Year's  Eve,  the  skies 

cleaied  of  .storm  and  strife,  our  hopeful  wish  this  be 

will  have  more  stable  weather  and  better  living. 


1S88. 

1SS9. 

1890. 

1891. 

1(592. 

1«93. 

1894. 

1895 

1896. 

1897 . 

1898., 

1899., 

1900., 

1901.. 

I9IJ2.. 

19oa.. 

1904.. 

1905.. 

1906.. 

1907.. 

1908.. 

1909.. 

1910.. 


an  omen  that  l(i4(i 


1911. 

1912. 

1913. 

1914 

1915. 

1916 

1917. 

1918. 

1919. 

1920  . 

1921  . 
1922 . 
1923. . 
1924.. 
1925.. 
1926.. 
1927.. 
19«.. 
1929.. 


TEMPERATURE. 

The  average  temperature  for  the  State  as  deduced  from  the  reports  of 
84  stations  was  2o.«°,  which  is  5.6°  below  the  58-year  normal  for  Dec- 
ember. The  highest  monthly  mean  was  36.0°  at  Marcus  Hook,  and  the 
lowest  was  20.1°  at  Kane.     Extremes  ranged  from  a  maximum  of  62°  at 

22°  at  Kidgway  on  the  23d. 


Marcus  Hook  on  the  9th,  to  a  nnnimum  of 


1930.... 
1931.... 
1932.... 
1933... 

1934 

1935 

1936 

1937 

1938 

1939 

1940 

19-11... 

1942 

1943 

1944 

1945 


32.5 

39.6 

27.2 

38.4 

27.8 

32.2 

32.4 

34.2 

30.6 

33.0 

29.8 

31.5 

31.2 

29.1 

28.4 

25.4 

25.8  [ 

33.6  I 

30.8 

33.2 

32.0 

27.0 

24.4 

36.3 

34.4 

34.2 

27.3 

29.4 

29.7 

21.5 

36.6 

25.3 

33.4 

31.6 

31.5 

39.6 

29.8 

30.7 

27.3 

32.7  ! 

34.4  I 

32.2 

30.0 
38.1 

33.3  I 
31.7 
30.7  ! 
26.3 
34.5 
29.7 
32.2 
33.9 
35.9 
35.6 
27.4  ' 

28.4  I 
26.3 
25.6  I 


Period |  312 


62 

73 

59 

68 

70 

70 

66 

70 

67 

73 

68 

73 

65 

77 

68 

60 

71 

65 

67 

68 

74 

71 

68 

70 

74 

66 

69 

70 

73 

52 

72 

66 

68 

66 

69 

71 

69 

62 

62  i 

73 

68 

70 

59 

70 

72 

74 

73 

60 

74 
66 
64 
68 
68 
76 
62 
63 
60 
62 

77 


-10 
0 

-11 

-3 
-13 

-7 
-28 
-10 
-13 

-6 
-11 
-11 

-2 
-18 
-12 
-14 
-19 

-5 
-14 

-8 

-2 

-10 

-14 

5 

-8 

-7 
-28 

-7 
-12 
-28 

-1 
-23 

-7 
-II 

-9 

1 

-23 

-15 

-20 

-6 
-2 
-9  j 

-15  I 
-1  I 
-14  \ 
-22 
-10 
-  19  ; 
-11  I 

—8 


3.14 

2.77 

3.97 

4.09 

1.69 

3.06 

3.95 

3.22 

1.20 

3.96 

2.98 

3.04 

2.08 

5.91 

5.54 

2.66 

2.48 

3.57 

3.97 

4.30 

2.86 

3.39 

2.65 


5.2 
0.9  I 
29.4 
0.3  i 
5.7  ' 

9.4 ; 

11.9  1 

2.3  I 

5.4  ' 
9.6 
8.7 
4  4 
3.9 
7.6 

17.3 
13.2 
14.4 

2.2 

7.6 

9.8 

9.4 
12.7 
16.0 


3.27 

5.4 

3.27 

8.1 

2.63 

7.2 

4.63 

13.0 

4.06 

13.7 

3.07 

10.5 

1.78 

15.0 

3.38 

3.0 

2.61 

9.4 

3.28 

3.8 

2.59 

7.2 

2.76  ^ 

7.1 

4.99  j 

2.4 

2.13  1 

3.6 

1.72 

3.8 

2.58 

10.0 

4.41 

4.5 

1.16 

0.9 

2.77  1 

10.0 

2.29 
2.85 
2.19 
2.88 
2.55 
2.62 
4  19 
2.45 
2.56 
2.24 


6.8 
1.1 
7.4 
8.7 
3.0 
13.6  ' 
6.3  I 
5.7  ! 
4.7  i 
6.0  1 


-9 

3  08 

3.1 

-8 

3.10 

2.0 

-25 

5.05 

11.5 

-23 

1.12 

2.1 

-26 

3.79 

22.6 

-22 

2.73 

16.6 

-28 

3.09 

8.1 

12 
12 
10 

9 
12 
10 

7 

6 
12 
10 
10 

7 
11 
14 

9 
11 

8 
14 
12 
10 

12 

13  I 

9  I 
8 

14  I 
12  [ 
12 

8  I 
II  i 

11  I 
10 
10 
10  I 
14 
11 
10 
12 
18 
6 
12 

10 
U 
12 
12 
10 
16 
11 
10 
11 
11 
12 
10 
14 

5 ; 

13  i 
13  I 


11 
10 
9 
9 
7 
8 
10 
9 
7 
8 
8 
9 
13 
7 

6 
10 
10 

9 

9 

9 
11 
10  i 

8  j 

7 

^1 
6  I 
11 

6 


s 
o 

16 
11 
16 

11 
15 
14 
12 
12 
12 
17 
13 
11 
14 
15 
17 
14 
17 
14 
21 
16 
14 
14 
17 

19 

16 

16 

18 

17 

11 

13 

15 

14 

15 

15 

13 

16 

17 

16 

16 

16 

11 

18 

18 

16 

15 

15 

14 

19 

14 
16 

16 
18 
17 
17 
18 
11 
17 
18 
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December  1945 


Allavtic  i>'"<"",''^,f 
Allentowii  Arpt.  -4  JN  i- 
AUooiia-4.5  W.  . .  ^  •  • 
Burut  Cabins-2  NE  . . 

Carlisle.   .•■;^-- ■^^• 
Chambersburg-lbW. 

Coatesville.      ■  •   •  •  ■  ;^| 
CurwensvllleApt-6^w 

Eagles  Mere-^- •• -A-  •   ' 
EastWatertord-d  b.. 

Einporiutnl  i 

Ephrata . .   ■; •  • 

Everett-0.  5  SW 

Ereelaud.--- 

George  School 

Gettysburg 

Gordon 

Hawley-0.5E ^^^. 


Holtwood 

Huntingdon 

Lancaster  .... — 
Lawrencevilie...- 
Lebanon^.  .••.^■• 


Huntingdon 

Lancaster. 

Tioga 

Lebanon  . 

—    .  *    „-n-  1  w       ...-I  Mifflin.--- 
Lewistown    1  VY i  f^jj^^on.  ■ 

Lock  Haven ..-■  •  ■  •  • ;        Delaware i 

Marcus  HooUI-----     I  gj^j^ , 

Martm'^W/K, i  gugquehanna. 

Montrose-3  E. •  __■■  ■■  •  ■  ■    Monroe . 
Mt.  FocouoArpt.-zr^-    ^^^^^^ 

Palnierton  .  Philadelphia 

Philaaelphi8_^  ■  - 

Philip>burg-7K-----         

phoemxville-i-oo' SchuylkiH  . 

Quakertovvn-O.0f- ^^^^^ 

Reading Lackawanna. 

Scrauton Snyder. . 

Selinsgrove;^ ■•    centre.. 

State  <;Ollege.  -  - Monroe.   . 

Stroudsburg-^  t- Clinton... 

Tamarack-2  b Bradford . 

Towauda-l  t •   ■    '^iogst.. 

Wellsboro  . ^ Chester.. . 

W«st  '^\^!™n : .    Luzerne.. . 

Wilkes-Barre  «  -  •  -^-^      Lycoming. 

\VilliamsportApt.-4i^    \     '      .. 

WiUia.nstownU.     '  y         ^,^„, 

Woodward-^  I^li y^,^ 

York-3  SW I 

Division  mean.... 
OhU)  Drainage 

Bradford-4  W 

Brookville 

ButlerJ...  ■   —••••• 
ClaTlon«-3SW  .... 

Claysville 

Corry ■;^/ 

CoudersportlT 

Derry.  -  ■ 

Donegal. 

DonoraU 

Ebensburg 

Farrell    -  -  -  • 

Ford  City -4 ! 

Franklin- -.-•■• 

Greensburg-2  b 

Indiana... -■•■•--•■  ■ 
Jaiiiestown-2NW.... 

Johnstown 

Kane-1  N.  ■  ■, 

Meadville-i  b 

Midland...  ■..■■■  -■ 
NewCa.stle-1.5N  ... 
Pittsburgh  Airport. 
}'utu..-yv)lle-2.  5  bt  . 

Ridgway 

Somerset 

Springs-1  SVV.. 

TUin>'Sta-l.-'5SE 

TitiisviUe-  2  S 


Observers 


u?!:e^t;-.;-:::::::i  Westmoreland.-..!  ^f 

Warren ij' ]°" 


Vandergrift 

Warren  

Wavnosbvirg 


Division  mean 


lake  Orninnge 

Albion 

Erie 


State  mean. 


17.9 

15 

6| 

7  ' 

1 

19 

21.' S" 

23 
20 

u 

2 

13 
7 

7  1 
2-2 

16.8 

18 

6 

7 

18  1 

1 

VS.  Weather  Bureau. 

City  of  Altoona. 

Penna.  Turnpike  Coinm. 

Clarence  E.  Miller. 

Charles  A.  Bender. 

Howard  L.  Pyle. 

V.  S.  Weather  Bureau. 

Carl  E.  Bigger. 

U  8.  Weather  Bureau. 

Mrs.  Helen  C.Haas. 

Ephrata  Review. 

Penna.  Turnpike  Comm 

Andrew  B.  Evansha. 

George  M.  Hart. 

Dr.  Henry  Stewart. 

MissSallie  M.Johnson. 

Hanover  Evening  Sun. 

II.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  &  Power  Co. 

Paul  R.  Voder.  Jr. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

Lebanon  Valley  Gas  Co. 

American  Viscose  Co. 

William  R.  Kelley. 

Sun  Oil  Co. 

r    S   Weather  Bureau 

Harrv  S.  Fancher. 

U.  S. "Weather  Bureau. 

New  Jersey  Zinc  Co. 

V  S.  Weather  Bureau. 

U  S  Weather  Bureau. 

Phila.-Suburban  Water  ( o. 

Earl  E.  Karick. 

John  E.  Benner. 

U.S.  Weather  Bureau. 

U  S.  Weather  Bureau 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E.  Swartz. 

Mrs.  M.Ordelia  Parks. 

M.  S.  Bliss. 

Clyde  T.  saylor. 

U  S   Weather  Bureau. 

U.S.  Weatlier  Bureau. 

Gordon  E.  Lower. 

U  S.  Weather  Bureau. 

York  Water  Co. 


City  Water  Dept. 

Civil  Aeronautics  Authority 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.Paget. 

J.Fred  Kinley. 

Potter  Enterprise. 

Miss  N.Dixie  Wmeman. 

Penna.  Turnpike  Comm. 

Donora  Zinc  Works. 

lohn  L.  McGough. 

Carnegie-Illinois  Steel  Corp. 

U.S.  Engineers. 

William  K.  Fuler 

Westmoreland  \N  ater  Co. 

Indiana  State  Teachers  Col. 

Pa.  Dept.  Forests  &  \\  aters. 

JohnstowuTribunt- Piib.Co 

Spring  Water  Co. 
Citv  of  MeadviUe. 
Perry  P.  Campbell. 
New  Castle  \\  ater  Co. 
U.  S.  Weather  Bureau 
U.S.  Engineers. 
West  Penn  Power  (  o. 
D.  L.  Grove. 
Allen  E.  Yoder. 
U  S.  Engineers. 
U    S   Weather  Bureau 
William  W.  Marsteller^ 
Carnegie-Illinois  Steel  C  orp 
Merrell  L.  Jordan. 
'    Thomas  S  Knox. 


Charles  C.i'ilbert. 
0.  8.  Weather  Bureau 


[See  page  96  for  explanation  of  reference  marks.] 
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Daily  Preoipitation  for  Ueoember  194fi 


Stations 


Counties 


ATLANTIC 

DRAIN AOK 

fMatriire  H<tf:iii 

I'prK.i!  Dki.awakk 

DiUKnians  Korr.v-,0.5Ei 

Hawley-'.0.5K 

Hollist«rville- 

Lakevillo-'.  IN 

Matanioras- 

Mouut  I'ocono' .  2  N . . . 
Pli-i\>aiU  Mouut'. 5,  1  W 

Strou(1-burg.'2E 

TannersFalls',*,  1  SK. 
Lkiiksh 

Alloulown  Ai)t'.°,4NI-; 

Alleiitown- 

Bethlehem' 

Blakeslee  Corners'.  •■".. 

GouUlsboro- 

Lansfonl-' 

Xlauch  Chunk.  18W. 

New  Tripoli 

I'almerton',  5 

Zionsville.  1  S\V 

riCHl  YI.KILL 

Coushohoeken 

Fredericksville^,  1  S.  . 

Gratersforri^ 

Phoeuixville-,  1.5  SJE. 

Port  Cliiiton- 

Pottstown-,  0.5 S 

PottsviUe- 

Rradiiig'.  ■• 

Weniersville 


l,o\(KK  Dki.awakk 

Coatesville'' 

Doylestown. 

George  School"  

Marcus  Hook^ 

Philaiielphia 

Southwest  Airport.  ' 

City  Office',  5 

Shawiiiout 

Quakertown,  0.9  E 

Westchester 

West  Grove'^  1.5  SE... 

'<i!Sijiieli<inii(i  Hasin 
(^  HEM  UNO 

Austiuburgl.  ^.2  W. . . 

Coviugton- 

Lawrence  ville 

North  Bkanoh 

Berwick 

Cantou-.  1  NW 

Danville-  

Fraelaud" 

Hop  Bottom^.  2  S 

.Millville'.s 

Mnn  roeton',  2  S 

Montrose-',  3  E 

Or\vell2,3  N 

Park  Place',  1  NW 

Pikes  Creek. '.5 

Rush- 

Scranton'.  * 

Susquehanna^ 

Towauda,  IE 

Tunkhannock  ',5 

Wilkes-Barre',  3  N  ... 

WksT  Bl'.ANCH 

.\usonia'-',  2  \V 

Carrolltown^ 

Carter  Carap2    

Cedar  Run2 

Clearfleld^ 

Coalport^. 

Curwenpville.\pt'  6N\V 

Driftwood',-'' 

Dushore', ' 

Eagles  Mere2 

Emporium^,  IE 

Galeton 

Karthaus^ 

Lock  Haven-' 

Medix  Rvm',  ^ 

Philipsburg'.  7  E 

Reuovo^,    ... 

State  College',  5. ...,'!;! 

Tamarack''',  2  ,S 

Tyrone  ',  ■''.  4  NE 
VVellsboro2... 


Pike 

Wayne 

Wayne 

Wayne 

Pike 

Monroe 

Wayne 

Monroe 

Wayne 

Leliigli 

Lehigh 

X'rthainpton 

Monroe. 

Wayuo  

Carbon. . 

Carbon 

Lehigh.. . . 
Carbon .... 
Lehigh,. . . 


Montgomery 

Berks 

Montgomery 
Chester  . . .." 
Schuylkill  .. 
Montgomery 
Seliuylkill... 

Berks  

Berks 


Day  of  month 


T 

.06 


Chester 

Bucks 

Bucks 

Delaware 

Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester. . . 
Chester... 


Tioga . 
Tioga. 
Tioga. 


Columbia. , 
Bradford. .. 
Montour. . . 
Luzerne  . . . 
."-iusquehanna 
Columbia.. 
Bradford  . . 
Susquehanna 
Bradford  . 
Schuylkill 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . 
Wyoming.. 
Luzerne. . . 


Tioga  . . . 
(Cambria. .. 

Potter, 

Lycoming., 
Clearfield  . 
Clearfield. . 
Clearfield.. 
Cameron.. . 
Sullivan. . . 
Sullivan.  . . 
Cameron.. . 

Potter 

Clearfield.. 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

Blair 

Tioga 


10     11     12     13     U     18     16     17 


.06 


.12 
.11 
.66 
.43 

l!i4 

« 

.39 
.09 


.01 


.84 
.90    .04 

.84 


.02 


07 

1.48 

10 


.02 


T. 


.63 
.94 

1.25 
.95 
.3' 

1.05 


.91 

.31 

.92 

1.02 

.99 

1.28 

1.  10 

.70 

.87 


.10  .89 
.52 

.05  .41 
.78 


.02 


.02 


.,S6 
.62 
.81 
.92 
.75 
1.31 


.99 
.59 
.76 
1.20 
.11 
.75 
•  14 
.08 
.26 
.94 
.57 
.31 
.05 

".35 
.44 

.48 


.62 


.29 


2.. 50 


.38    .03 
.35   .09   T. 


.02 


.06 


.04 


.03    T. 


.06 


T. 


.01 


.01 


.01 


.02 


01 


T. 


-fiS    .03 
.02    .IS 
J' 06 


.03 


T. 


T.  !... 


.20 


.07 

.08 


...     .04 
.04,    .03 

.  ..1  T, 


.13 
.25 

.17 
T 
.20 
T. 


.04 


T. 


20 


21 


22 


28 


26 


.51 
.60 
.42 
.201 
.  561 
.10 

« 

.30. 


.05 


.01 


.03 


.51  T. 

.36  .1.51  T. 

.48  .37|  T. 

.37  .3" 


10    .(16 

65|  T 

28i 
.03 
T. 


.01 


T. 


.02 


.48 
.96 
.75 
.71 

.  57|  T. 
.33 


Oil  T 
.  II 
T 
.05 
.11 
.02 


26 


27 


28 


29 


.62 


2.40 
1. 60 


1.26 
i"37 


.04|   .401 
.2 


T 

.K 
T. 

r 

.  03  . . . 


.20 

.'ie 

.24 
.18 
.06 
.13 

.18 
.05 

. 20   .  01 
.07.... 

.11    T. 


.02 


.02 


T. 


.14 
.18 
.17 
.17 
.16 

.41 

« 

.53 
.17 

'.'5! 
.33 
.16 
.36 
.55 
.20 
.40 
.18 
.28 
.10 


.39 
.42 
.24 

.07 

.50 

.07 

.19 

.35 

.03 

.02 

.32 

T 

.48 

.32 


.031 
T. 

T.'i 
.04 

'oi 

.05 
.04 
T. 

.02 


.07 
T. 

.05 

.03 

.05 

.10 

.14 

.03 

.05 

.0 

.08 

.06 

.04 

T. 

.07 

.06 


1.34 
1.30 


.73 


1.11 

.85 


1.56 
.  52 
9' 


1.72 
1.14 
•  7'J 
.73 
1..55 
T. 

.28 
.72 


.03 


.29 


80 


81 


.17 
.12 

• 

.45 

.  12 


.  LIS 


1.11 
.95 
.40 
.ofi 

1.79 
T 


.04 

.04 

1.46 

1.02 

r 

1.63 


22    .28 


T. 


.06 


T 64 

.60 


.24 

.•i.5 

1.03 
.61 

.'33 

.69 

.'38 


.22 


.19 
.6' 
.46 

1.28 
.66 

.41 
.78 

.38 

T 

.64 
T 

52 
.01 


.34 
.28 
.49 
.50 
.02    .53 


.34 


.11 

.'oii. 


.01 


.27    .23 


.04    .01 


.  68  . . . 
1.07 


T. 

.46 

.90 

.02 

.88 

T. 

.31 

.02 

.45 


.06 


.19 
.'65 

.'6.5 
.06 

T. 

T. 

T. 

T. 


3.48 
2.97 

2  ya 

3.51 
3.76 

5,82 
2.88 
4.60 
2.21 


.3.79 
3.  X8 
4.71 

2  96 
3.  51 
4.56 
4.29 
3.36 
4.60 


A4.22 
3.  .59 
4  61 
4.40 
4.-59 
5.17 
3.57 
3.84 
3.79. 


.03 

T 

T, 

.04 
T. 
T. 
.03 

.'62  . 


.11 


5.07 
1.26 
4.95 
4  63 

4.02 

5.  (15 
5.92 
4  97 
4.49 
4.87 


1.13 

2  29 

Sil.39 


2.48 
2  12 
2.  ,33 
4.26 
1.74 

1.80 
I.. 58 
2.51 
1.40 
2.89 
2.19 
2.07 
1.26 
1.45 
1.94 

% 
1.69 


1.63 
2. 64 
1.91 

2.01 
1.84 

'2.' 25 
3.79 
4.73 
3.18 

'i.'7i 

2.14 
2.48 
2.19 
2.. 59 
2.41 
2.29 
2.  16 
1.99 
1.60 


I 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 
Daily  Precipitation  for  December  1948-Contlnued  from  page  91 


December  1945 


stations 


West  Bi'.ANCH 
(continued) 
WUliamsport  Apt.  -4Ji; 
VVilliaiiisport  ;!,.......- 

Williamsport',  4  bli,.  . 

JUNIATA 

Altoona,  4.5  \V. ...■■•  ■ 
Brei'zewooa'.O.o  it — 
BuHaloMills^  ...;„■  • 
BurntCabiusi.i^b.. 
EastWateiford^.at.... 

Everett-'.  0.0  bV\ 

Huntingdon  -     _ 

Lewistown^,  1  vv 

Mapleton  Depof: 

Martinsljurg  ■■■■■■■,:^ 
McCounellstownA^^W 

Kew  Bloomheld 

Newport''' 

Saxtoni',  1  ^v.......   ■ 

Shade  Gapi,*.0.5SV\.. 

LWR  SUSQUEUANHA 

Arendtsyme^... 

Carlisle 

Columbia. 

Dauphin^.  3  N 

Ephrata.. . .  - 

Glen  Roclii,^. 

Gordon    ■■■■■■■■, 

Grantville, '2SW 

Hanover-..  ■■;,=■.,  Vi 
UarrisburgApt'.^rf.bb 

Holtwood'-'. 

Huntsdale'!,...---^   ■ 
Kirkwood',^.  1°"    • 

Lancaster 

Lebauon-i....   ••••■  •• 
Middleto\vni,^1.5W.. 

Millersburg'.''. 'i'!'  • 
Milroy'^      ., -mw 

New  Park.., ...■••••••  • 

Pine  Grove^,  1.5  NE... 

Ringtown^,  1.5  o" 

Selin^grove 

Shaniokln- 

Sliippeusburg 

Sunbury2 

William';  town^. 

WoodwardS'iNJs. 

York.aSW.. 

York  Haven'' 

Potomac.  Bcisin 

Chainbersburg°.  1  SW 

Getty-burg 

Hewitt,  2  SW 

Hyndman^.  ••■••■•   • 
McConnellsburg'' ... 

Mercersbnrg2 

South  Mt.  San  tm^  .. 
GULF  DRAINAGE 
Ohio  Biixit! 
AlleoseNY 

Acraetonia^.... 

Aliens  Mills  1.5     

Blair>V!llei,6Nl- 

Boswell^BNW 

Bradford.4  W.  . 

BrookvilleM.5fc>W.  . 

Buckstown'.". 

Clarion2,3SW 

Corry 

Coudersport 

Derrv •  ■ 

Donegal' 

r)vmloi.\f>.5SW 

Ebensburg2 

Ford  City*,  4  S 

Franklin^ ■ .  •  • 

Glen  Hazel2,  1  NE.  . . 

Hoiii"'.'' 

Indiana 

.Johnstown-, 0  5  W... 

Kane',  IN 

Kregar'.  4..t  SE 

lA'Cippus,l.5  E 

MarienviUe'.'' 

Meadville-,  IS 

Mosgrove''' 

Parker,';  Landing*.    . 
Pittsburgh  Cty  Of,  •>. 

Port  Allegany2 

Punxsutawney^ 


Counties 


Lycoming 
Lycoming 
LycoraiiJg 


Blair 

Bedford 

Bedford 

Fulton 

Juniata 

Bedford  

Huntingdon 

Mifflin 

Huntingdon 

Blair 

Huntingdon 
Huntingdon  . 

Perry  

Perry 

Bedford 

Huntingdon . 

Adams 

Cumberland. 
Cumberland. 
Lancaster.. . . 

Dauphin 

Lancaster.. . . 

York , 

Schuylkill  .. 
Dauphin  — 

Y'ork 

Dauphin  — 
Lancaster.. . 
Cumberland 
Lancaster..  . 
Lancaster,. . 
Lebanon  — 
Dauphin.. . . 
Dauphin.... 

Mifflin 

Cumberland 

York 

Schuylkill.  .. 

Schuylkill... 

Snyder 

N'umberland 

Cumberland. 

N'umberland 

Dauphin 

Centre 

York 

York 


Continued  on  paste 
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Daily  Precipitation  for  December 

1946- 

'ontlnuiMl  from  page  !'2 

Stations 

Counties 

Day  of  mouth 

1 

2 

8 

4 

6 

6      7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

17 

18 

19 

20 

21     22 

28     24 

26 

26     27 

28 

29 

80 

81 

i 

Al.l.KdHRNY 

(continued) 

1 

— 

Putneyville'.  2.5 SK... 

Ridgway.' 

Saltsburg-' 

Reward- 

Armstrong.. 

Klk 

Ii\diana  ... 
W'niori'land 

T. 
.0 
T. 

".'. 

.1! 
.OS 
.Of 

(  T. 

!  .0; 

.0 

!  T 

T. 

•  « 
.8! 
.24 
.U 
.41 

•  2S 

»    M 
.OS 

.02 

... 
T. 

.0' 

.ot 
.0; 
.If 

.0" 
.04 
.0; 
.OS 
.02 

9 

1    .08 
i  .oc 

>   .01 
.08 
.01 

.0 

-i. 

,2J 
.2C 
,7J 

)  T. 
)  T. 

)  .01 

.K 

.0: 
.02 

T. 

.... 
T. 

.1.' 

K 

.15 

.20   .03   .11 

.22   .06   .14 
.23    1'       .1; 

.01 

... 
T. 

... 

.11 
T. 
.84 

.7: 
.7t 
.10 

.0 

.09 

.. 

.01 

.08 

.og 

T. 

.02 

.06 
.04 
.01 

2.48 
2.18 
2.  16 

Sheffield i,\  6\V 

Smethporl'.\  1  SW  ... 

Warren 

McKeau .... 

.!< 

)  .0; 

!  .05 

OP 

.04 

1  ... 

'.ot 

!  .  19  .0- 

.OS 

.OJ 
05 
.02 
.01 
.01 
'{■ 
.02 

.'oa 

.41 

.4e 

.08    .14 
.05    .09 

.21 



.It 
.8t 

22 
.08 

.08 



"m 

'.'6e 

.'is 

.08 
.04 

2.67 
2.73 

Strongstowu'.  ■'• 

Tionesta-.  1.5SK 

Titusville,  2S. 

Union  City',  5 

Nandergrift  '  

1  Indiana 

Forest 

Crawford... 

Erie 

W' morel  and. 

.05 

.Of 

!     Oi 
T. 
.01 

T. 
T. 

,0s 
T. 

.33 
.•2« 
.3f 
.28 
24 

.... 
.08 


tv 

.01 

.02 
.07 

• 

.'02 

.02 
.03 

• 

1  •  , 

.  14 
T. 

.M 
T. 
.16 

.06 

.IS 
.2.5 
.02 

• 

in 
.02 

.'is 

.05 
.06 

T. 

T.' 

.5.3 
.2b 

.la 

,32 

.(Id 
.02 
.25 
.Of 

« 

.04      " " 

.0 

.Ofc 

.11 

« 
T. 
.07 
.17 

.  1 

.09 
.01 
■  UR 

.87 
.64 
.0( 
.55 
.35 

.0: 
.05 
.71 
.09 
.01 

'.'64 
.03 
.03 

.'62 
''63 

• 

.04 
.03 
.08 
.16 

.n 

.08 
.07 

.09 

.18 

52.06 
1.96 
2.09 
2  08 

51  86 

Warren- 

Voungsville',''' 

Warren 

Warren 

".k 

.OS 

.04 

.24 

.29 

.13 
.04 

.6.' 

.08 
.08 

.Oh 

.21 
.08 

"62 

't.' 

T.' 

.18 
.45 

'.'■29 
.05 

.  10 
.11 
.08 

t. 

.01 
T. 

.5^ 

T. 

,58 

.8:1 
.02 

.02 
.03 

T. 
.03 

't. 

'tV 

.05 

.15 
.39 
.05 

n  01 
2.77 

MoNONIiAHKl.A 

2.26 

Confluence^,  i.,5  N\V.. 

Somerset.     . 

m 

10 

T 

35 

.11 
24 

T 
T. 
T. 

.04 
.02 

02 
.08 

02 

.01 
.03 
T 
T 

T 

.38 
.31 
.38 
.20 
.38 
.40 
.25 
.03 
.46 
.08 

T. 

Connellsville-' 

Fayette 

OK 

T 

T 

T 

.21 

.2/ 

1 

.06 

.01 

.11 

.25 

1'. 

.08 

v 

.08 

2.11 

Donora' 

Green>boro'- 

Washington.. 
Greene 

T 

.02 

.08 
11 

T. 

07 

.19 
59 

T. 

r 

T  ■ 

T. 

't.' 

'.'6i 

T.' 

.07 
.20 

.15 
.06 

T. 

r. 

.07 

f.' 

.04 
.06 

.06 
.25 

2b 
T. 

'1'. 

.10 
.01; 

T. 

't.' 

T. 
22 

i.;m 

1.67 

Greensburg,  2  S 

Irwin 

Meyer^dale'- 

W'moreland. 
W'moreland. 
Somerset 

.01 
.11 
08 

T. 
T. 

.02 
.32 
47 

.01 

'.02 
.01 

.02 

.05 
.01 

'.'io 

.07 

.01 

.04 
.02 

T.' 
T. 

.  14 
.21 

.2.i 

.  10 
.05 
.08 

1 
T. 

r 

1 . 

.10 
.12 

1. 

T. 

.16 
.40 

.28 

.44 

.04 
.05 

.01 
T. 
T. 

.14 
.04 

.05 

T. 

T. 
T.' 

.11 

.08 
19 

2,04 
1.53 
2.04 

Murrysville//1.5 

W'moreland. 

.Ofi 

,07 

m 

16 

.44 
.'53 

'.'6i 

.03 

.24 
.2!) 

.40 
.35 

.2) 

.08 

.06 

1'. 

.02 

.24 

.01 

.02 

T. 

T. 

1.76 

Newell' 

Pitt-burgh  Arpty/l.5.. 
Rices  Landing' 

Fayette 

Allegheny . . . 
Greene 

T.' 

ios 

.15 

.04 

12 

.05 

T. 

T 

.04 

.26 
.05 

.05 
T. 

T. 

.06 

.'63 
.02 
.07 
.03 

'T. 

.02 
.01 

.06 
.02 

'.'69 

'.'6,5 

'i' " 

'.'08 
.10 

.  01 
.02 

.08 
.10 

■i\ 

!03 

.20 
.42 

''26 
.04 

.01 

.'20 
.04 

'.'63 

.13 
.IS 
.19 

$2.26 
2.41 

Somerset 

Springs!!,  1  SW 

Unioutown 

Waynesburg 

Be.wer 

Somerset 

Somerset 

Fayette 

Greene 

T 
T. 

.05 
.04 
T. 

T. 
T. 
.13 

.22 
.02 
,04 

.40 
.40 
.43 
.41 

.03 

T. 

.03 

.01 
.08 
T. 
.33 

.12 
.13 
.05 
.03 

.22 
.19 
.20 
.18 

'i'  ■ 

.04 
.04 
.05 
T. 

f. 

.05 
.05 
03 

.03 
.31 
.40 
.10 
.18 

.08 
.11 
.04 

01 
.02 
.02 

Vn 

.13 

'1. 

.01 

T.' 

't.' 

T. 

.  14 
.39 
.37 
..SO 
.68 

36 
.03 
.07 
.01 
.03 

.02 

T. 

T. 

.10 
.02 
.08 
.28 

T. 

.'62 

.01 

T. 

.13 

.21 

.28 
.16 

1.82 
2.12 
2.  63 
2.01 
2.11 

Beaver  Falls2 

Butler 

Beaver 

Butler.. 

T. 

.03 

.02 

T. 

.09 
.21 

.08 

'.'62 

.03 
.08 
.12 
.11 
.0(1 
.09 
.08 
.01 

•r. 

T. 

.35 
.38 

T. 

.02 

.10 

.23 

T. 

.10 

.05 

.21 

.19 

.05 

T. 

T. 

.02 

05 

1.62 

Farrell- 

Mercer 

20 

.02J 

T. 
T. 

.01 

.08! 

'.'36 

.29 

.02 

.Oti 

.88 

.04 

T. 

«1.95 

Greenville 

JauH'Stown2,  2NW. 

Mercer 

Mercer 

T. 
01 

.01 
01 

.16 
.20 
.15 
.23 
.12 

.02 

.06 

T. 
18 
03 

T. 

'ie 

T 

.  12 
.28 

.  1/ 
.01 

'!63 

.  18 
.13 

't'.' 

.35 

.65 
.03 

.04 

T. 

'.'14 

.2a 
01 

2.  03 
1.50 

Mercer  Arpt.^,  2.5  NK.. 

New  Castle,  1.5  N 

Penuline.2.  IS 

Ohio 

Mercer 

Lawrence.... 
Crawford 

T 

T. 

T. 

.02 

T. 

.01 
.01 
.04 

t. 

'.'65 
.26 

.04 
.27 
.23 

''62 
T.' 

T. 

T. 

.03 

T. 

T.' 

't.' 

.08 
.35 
.28 
.07 

.10 
.03 
.06 
.15 

.Ob 
.05 
.01 
.07 

.11 
.09 
.15 
.12 

t'.' 

.01 
.02 

't.' 

.17 

.55 
.62 
.18 

.30 
.07 
.02 
.31 

.01 

.01 

'.'64 

T. 
T. 

'.'62 

T. 

.06 
.10 

.05 
.09 

.07 
.03 
T. 
.12 

1.39 
1.82 
2.14 
1.67 

Claysville- 

Coraopolis2,  IE ' 

Midland^ 

Washington  . 
Allegheny  ... 
Beaver 

06 
.12 

05 

T. 
T 

T 

.38 
.10 
17 

.'is 

01 

... 

T. 

'.'6i 
.02 

T. 
T.  ! 
T 
T. 

T.' 

.30 
.22 
.29 
.08 

T. 

.as 

.03 

.02 

.05 

'f.' 

.13 

.03 

.14 
.16 

■f.' 

T. 

.06 

T. 
T. 

.35 
.30 

.46 
.54 

.04 
.02 

.04 
01 

.02 
T. 

T. 

.05 
.01 

2.00 
1.74 

Mt.  Lebanont" 

Washington's , 

LAKE    DRAINAGE 

Allegheny  ... 
Washington  . 

T. 
08 

.12 
.01 

T. 

T. 

.08 

.29 
.27 

■•• 

.04 

.25 
,28 

.'62 

T. 

.08 
.18 
13 

1/ 
.05 

T. 
■.'62 

.08 
.10 
.03 

.02 

T. 

.38 
.55 
.76 

.42 
.05 
.05 

.02 

T. 

.05 
.04 

.03 
T. 

.05 
.12 
.07 

1.80 
1.95 
1.81 

Albion2 

Erie 

* 
.'20 

.02 

• 

.07 
.05 

.20 

r 

• 

.08 
.11 

* 

J 

.04 
T. 

•••' 

.'63 
.47 

.03 
.03 

• 
.01 

I 

* 

.11 

• 

.26 

• 
.09 

.35 
.06 
.02 

.04 
.06 

.02 
.04 

.12 
.37 
.26 

21 
.18 
.03 

.11 
.02 

.19 
.07 
.10 

.05 
.02 
.07 

f.' 

.01 
.21 
.64 

.2.) 
.03 
.02 

.06 
T. 

T.' 

i'.' 

.08 
.09 
.06 

.18 

Eriei.5 

Raymond',  ■'' 

ra nt!  c 

Erie 

Potter 

2.03 
1.97 

^2.  08 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


December  1945 


Daily  Temperatures  for  Deoember  1946 


Stations 


A  iKi^n/                       .   •    /  Maximum..! 
Alb'oW  Ulinimum.. 

Allcntown  Arpt.l-4  ^'E-'l  -^[f,^, 
Allpntown  / 


Altoona-4.5  W... 

ArendtsviUe^ 

Berwick 

Betlilelieml 

Bradford-4  W 

BrooUville' 

Burnt  Cabiusl-2NE., 

Butler 

Canton /-I  NW 


laximum.. 

mum . . 

.  )  Maximum.. 

V  \liiumum.. 
. ..  /  .Maximum.. 

\  Minimum.. 
. , .  /  Maximvim.. 

V  Minimum. 
..    /  Maximum.. 

\  Minimum.. 


Carlisle 

Chambersburg6-i  S\V. 

ClarionB-3SW 

ClaysviUe/ 

Coalport/ 

Coatesville" 


•••{ 


••••( 


Columbia 

Corry 

Coudersport 

Curweu»viUei-6  N  W . 

Derry 

Donegal' 

Douora' 

Eagles  Mere  / 

East  Watertord6-3  E 

Ebenst)ur&/.     

Emporium  /-l  E 

Ephrata • .  • 

Erie' 

Everetti-0.5  3W 

Farrell 

Ford  City  /-4  S  .  

Franklin/ 

Fredericksville-1  8 

Freelaud 

George  Schix)!" 

Gettysburg 

Gordou 

Greensburg-2  S 

Hanover/ 

Harri.-iburg  Arpt.  '-3.6  6 

Havvley-0.5E 

Ht>witt-2  S\V 

Holtwood' — 

Huntingdon 


(  Maximnm.. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
,  /  Maximum. 

V  Minimum.. 
.  /  Maxinmro.. 

\  Minimum. 
.  /  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 

.  /  Maximum.. 

V  Minimum.. 

.  /  Maximum.. 

\  Minimum.. 
.  (  Maximum.. 

\  Minimum.. 
.  I  .Maximum.. 

V  Minimum.. 
.  (  Maximum.. 

V  Minimum. 

,  I  Maximum.. 
\  Minimum.. 


(  Maximum. 
\  Minimum.. 
)  Maximum. 
\  Minimum . 
)  Maximum. 
\  .Minimum. 
(  Maximum. 
\  Minimum. 
/  Maximum. 
V  Minimum. 

Maximum. 

Minimum. 


■•{ 


(  Maximum., 

\  Minimum. 
.Maximum., 
Mininunn .. 
Maximnm. 

\  Minimum.. 

/  .Maximum. 

\  .Minimum.. 

(  Maximum. 

\  Minimum. 

/  Maximum. 

\  Mininumi  . 

Maximum. 

Minimum. 

Maximum. 
\  Minimum. 
(  Maximum. 
\  Minimum. 
(  .Maximum. 

V  Minimum. 
(  .Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum. 

/  Maxi)num.. 

V  Minimum.. 
/  Maximum., 
\  Minimum.. 

,  I  Maximum. 

\  Miinnmm .. 
.  /  Maximum. 

\  Miuimum .. 
.  (  Maximum. 

\  Minimum., 
.  /  .Maximum. 

V  .Miniranm., 

.  /  Maximum. 

V  \[inimnm.. 
.  /  .viaximum. 

\  Minimum. 
.  /  Maximum. 

\  Minimum. 
.  I  Maximum. 

\  Minimum . 
.  /  Maximum 

»  Minimum. 


39 

28 

36 

24 

38 

25 

36 

25 

44 

29 

3 

26 

36 
24 
36 
19 
36 
19 
40 
25 
37 
29 
29 
21 

42 
30 
43 
28 
40 
24 
37 
29 
29 
14 
36 
26 

40 
29 
34 
23 
32 
21 
33 
14 
38 
28 
28 
16 

3 

32 

30 

16 

33 

22 

32 

20 


40 
18 
.43 
18 
42 
19 
39 
1 

42 
22 
33 
17 

43 
20 
32 
-  2 
38 
12 
44 
16 
42 
30 
32 
7 

40 
21 
42 
20 
48 
13 
4) 
18 
40 
12 
44 
21 

44 
23 
36 
11 
34 
-11 
34 
11 
45 
18 
42 
10 

46 

25 
32 
13 
3.5 
22 
37 
12 


39 
23 
37 
28 
39 
20 
38 
31 
42 
32 
37 
27 

38 
31 
36 
26 
39 
33 
42 
34 
42 
31 
36 
10 

40 
30 
43 
31 
41 
32 
41 
20 
40 
25 
44 
29 

44 

35 
38 
34 
37 
26 
35 
30 
45 
38 
39 
30 


38 
31 
41 
26 
41 
32 
39 
22 
40 
32 
39 
34 

39 
29 
36 
23 
36 
22 
40 
27 
42 
32 
35 
29 

40 
35 
42 
28 
40 
•29 
38 
33 
37 
32 
41 
33 

41 
36 
34 
28 
36 
21 
33 
15 
41 
31 
35 
25 


44   40 
36  29 


41 
17 
31 
24 
35 
25 
31 
21 
36 
27 
35 
23 

29 
25 
33 
16 
32 
18 
29 
22 
3!) 
22 
31 
16 

36 
26 
31 
26 
35 
17 
31 
2: 
32 
17 
33 
26 

36 
27 
32 
16 
32 
6 
31 
16 
36 
22 


42 
20 
39 
30 
42 
25 
34 
2' 
38 
30 
41 
80 

38 
29 
37 
18 
36 
30 
33 
29 
36 
30 
36 
17 

39 

32 

37 

30 

3 

19 

34 

22 

31 

21 

40 

32 

38 
30 
38 
22 
38 
22 
33 
26 
39 
29 


10  n  12  13 


32 


42'  48 

321  28 

47  i  53 

39,  29 

471  54 

32!  38 

36  43 
321  31 
461  5t 
30  32 

43  49 

37  31 

44  52 
34  36 

35'  45 

32!  28 

37!  43 

32  '25 

44  50 

29  25 

39  43 

3O1  32 

38  47 
29  31 


24   24 


43 

22 

43 
25 
44 
18 
40 
22 
42 
16 
41 
16 
43 
16 

28 
18 
42 
20 
42 
23 
37 
U 
42 
15 
44 
22 

41 
21 
39 
6 
41 
15 
46 
30 
40 
16 


42 
31 

42 
35 
45 
33 
41 
38 
43 
22 
41 
16 
3' 
25 

36 
26 
41 
27 
42 
33 
39 
28 
US 
36 
43 
25 

41 
34 
40 
21 
43 
30 
42 
36 
41 
31 


34 
25 
33 
15 
27 
19 
31 
28   17 


S8 
32 

42 
32 
36 
30 
37 
32 
37 
24 
38 
20 
33 
24 

37 
31 
40 
31 
38 
31 
38 
30 
39 
30 
39 
28 

41 
33 
37 
24 
.U 
29 
43 
36 
37 
25 


40   .52 
35  35 


44 

38 

41 
35 
44 
31 
39 
33 
37 
32 
40 
33 
42 
29 

37 
31 
50 
38 
46 
37 
39 
30 
36 
33 
47 
33 

46 
38 
39 
34 
38 
*; 
45 
39 
45 
35 


47 
37 
48 
24 
49 
25 
55 
28 
53 
28 
49 
24 

48 
29 
47 
22 
49 
23 
56 
24 
52 
32 
4' 
32 

46 
25 
64 
25 
52 
22 
51 
29 
31 
24 
54 
28 

53 
25 
45 
31 
49 
20 
46 
26 
51 
36 
50 
22 

53 
33 
42 
28 
51 
36 
49 
30 


28; 
25, 
351 
26[ 
38 
25I 
461 
231 
44 
29 
43 
27 

39 

28 
43 
■22 
28 

23 

4->\     28 
27      18 


27      28 
21      18 


25 
12 
32 
22 
36 
14 
28 
13 
34 
20 
29 
•ii 

32 

22 
26 

18 
25 
20 
34 
22 
28 
23 
28 
12 


16   17 


34   32 
•27   11 


51 

28 

47 
32 
59 
21 
49 
31 
51 
20 
62 
2' 
52 
26 

.52 

33 

.52 

2 

.52 

2 

.50 

24 

52 

20 

58 

31  i 


46 
.30 

32 

27 
46 
23 
46 
26 
29 
■26 
29 
26 
50 
29 

.50 
22 
42 
80 
60 
30 
36 
26 
45 
24 
38 
33 

45 
29 
4' 
26 
54 
•25 
41 
31 
44 
28 


25  28 
17  21 
24 
7 
23 
14 
26 
13 


33 
26 

28 
21 
28 
19 
•28 
12 
25 
19 
26 
•20 
31 
22 

49 
13 
36 
20 
31 
■26 
29 
23 
26 
20 
33 
24 

31 
■22 
29 
19 
44 
•22 
33 
26 
33 
26 


39 

6i 
29|     33 
13!     12 
•291     30 


10 
-  5 
31 
11 
S3| 
•23 
25 
16 
32 
11 
30 
23 

80 

20 
25 

17i 
25 
16 
32 
10 
28 
16 
•28 
17 

30 

18 
32 
10 
28 
13 
29 
17 
26 
19 
32 
20 

33 
11 
24 
16 
24 
13 
■23 
10 
28 
20 
■26 
10 

31 

20 

26 

16 

25 

1 

24 

16 


18     19     20     21     22 


24 
12 
14 

11 
10 

0 

12 

-  3 

20 

3 
16 

-  1 

•22 
10 
13 

-  4 
17 

3 
13 

-  3 


21  24 

10  14 

19  23 

15  10 


22 


15     15 
1 


22 
4 

•22 

-  5 

11 


-  4 

26 
11 


33 
22 

29     28 
•-     19 
34 


25 
2 
21 
11 
•29 

23;    10 

28'     26 
■22 


26 


20 


■23 

16 
22 
13 
24 
10 
■28 
0 
24 

-  4 
24 
12 

26 
17 
17 

-  4 
19 

1 

9 
2^ 
16 
2' 
15 


20!  '24 
12;  12 
23I    22 


■22  32 
4  21 
17 
■  3 
24 
8 
18 
-   1 


26 
2 

•20 

12 

32 

3 

IS 

-10 

24 

-10 

18 

1 

24 

0 

37 
2 
•27 

-  2 
30 

3 
21 

-  6 
■20 
15 
30 
10 


24      24 
10      10 


25 
6 
291    25 

n'     0 

32]  37 

19  13 

32!  32 

26!  6 


'26 
11 
23 
10 
28 

7 
25 

9 

23 
16 
19 

3 
18 

9 
27 
11 
27 
15 
21 
10 

•28 
13 
■27 
11 
23 
6 
20 
13 
21 
10 
25 
16 

31 
12 
20 
-  1 
23 
13 
12 
5 
19 
14 
25 
10 

21 
16 
21 

6 
19 

9 
14 

9 


•23     24     25     26     27     28     29     80 


18( 

8' 
22I 

4; 
•25l 

7i 
■2O1 

0| 


18 
Oi 
36     44 


38!    32 

18i       8 


■25:  28 
10  2! 
26,     241 

3-  3i- 

I        i 


21 


231    36 

11!  14l 
21!  '20 
U— 12 
•22!     22 

21-17 

34      22 

10       1 

,..,     22      •201 

9      14  -  7 

18      17 

3       5 


40 

141  33 

46i  40 

8  18 

32I  36 

211  27 

381  40 

21I  32 

401  46 

16  33 


44 

17 
36 
■26 

30!    38 

-111     28 

35      33 


•22      22 

14      16 


25 

-  5 
27 

4 
■23 
1 
1 

-  4 
21 

-18 
23 
9 

27 
9 
17 

-  4 
18 

1 
17 

-  2 
16 

-14 
19 


24      41 
1       5 


311  30 

26|  15 

36  34 

■23!  '23 

38!  36 

32!  '26 

301  31 

25!  20 

40'  32 

27  22 

361  36 

31  '21 


241    33 


20 
7 
31 
3 
17 
2 

■28     24 
6-5 


18     19 
3        7 

25      26 


11 

13 

27 

•26 

12 

16 

■2:n 

23 

15 

10 

27 

21 

5 

11 

•29 

28 

11 

16 

27 
17 

•20i     '24 


26 
10 

18 
12 
25 

-  2 
18 

—  7 
•22 

-19 

23 

3 

25 

0 


20     34 
14       3 


44 
33 
38 
26 

36 
26 
35 
30 
40 
30 
33 
21 

37 
31 
38 
32 
37 
26 
31 
31 
35 
26 
44 
34 

43 
32 
36 
26 
38 
24 
33 
21 
43 
■28 
34 
22 

40 
30 
34 
21 
3' 
•25 
2^ 
•24 


35     35 

18 

32 


26 


32     34 
24     18 


30—33 


44     37     as 
35     31      25 


401    33 


26 

16 

•23 

2 

•25|    29 


19 
9 

% 
271 

101-  oj 
■24!  21  29 
-  11  3 
•23;  19 
11  -  7 
24!  26 
16!       7 


24      33 

4        5 

■26l     30 

-  3-    I 


27;  24 

I61  12 

23  IS 

3  S 

30'  35 
12-  8 

.301  -25 


10 

•25 

-  8 


33 
31 
23 
38 
30 
40 
-  8 
37 

40 
10 

10 
14 
38 
12 
34 
21 
35 
15 
45 
32 
41 
14 

42 
21 

4«| 
IB 
3H 
23 
46 
26 
33 
21 


31     38 
28     26 


43 
14 
36 
30 
36 
29 
35 
28 
43 
30 
36 
31 

34 
30 
37 
30 
43 
32 
41 
•24 
42 
36 
36 
24 

38 
32 

38 
•28 
42 
.30 
49 
30 
40 
25 
37 
32 

38 
31 
39 
33 
38 
30 
39 
•26 
44 
35 
42 
28 

48 
35 
38 
•22 
32 
26 
41 
28 


31     Mean 


42      34 


30 
24 

40 
„     2 
40     38!    381 

32 

34 

28 

32 


29     31 
20     24 


38 
32 
39 
21 

35 
22 

35 
28 
47 
27 
35 
30 

38 
34 
37 
30 
43 
24 
33 
32 
41 
17 
39 
33 

39 
33 
39 
•22 
38 
24 
34 
18' 
431 
221 
35 
22I 

42 
32 

34 
30 
36 
23i 
29' 
29| 


31.0 
16.  5 
33.3 
19.3 
35.1 
19.7 
30.6 
18.0 
35.5 
•20.3 
33. 8 
19.7 

31.3 
22.  6 
30.3 
11.1 
30.  2 
1.5.9 
$34.  2 
'518.3 
33  3 
19.5 
28.  9 
14.5 

34.5 
21.9 
34.7 
19.9 
32  9 
16  1 
32.5 
16.8 
30.0 
1'2.  6 
35.3 
•22.1 

36.5 
■>2.  (1 
30  2 
16  2 
30.9 
13.0 
•27.  2 
13.4 
34.3 
19.3 
3'i  8 
15  0 

85.2 
•23.8 
29.3 
13.9 
■29.2 
18.1 
•28.4 
15.7 


35     35 
24      31 


•28',  25 
401  41 
■24      :30 


33|     28 


•22  32 

.32  36 

15  30 

.'i4l  48 

22I  32 

34  40 
26 


38     331 
•27 


39     35. 6 
35     23.0 


32.4 
•22.8 
31.6 
18.  S 
.32.  3 

19  2 
33.0 
14.4 
31.5 
16.8 
33.9 
19.4 

32.5 
17.0 
:«.6 

20  8 
36.  2 
•22.  1 
3-2.0 
18.2 

«35.5 
19.0 
36.5 
21.7 


281     /«! 
39 1     .38 


•22  -25: 


30 

42;  38      35 

34'  28 

381  36 

3?  30 


39  3*     35.0 

26]  31      2-2. 8 

361  37    «32.7 

•2S     -23  33   $16.2 

421     36'  41    *36  8 

30     201  25   4IS.4 

38'     .39  ■»     36.8 

29:    -29;  33     ■2.5.1 

40;    39i  .35     .34  5 

3l|    311  29,     19.5 


Continued  on  page  95. 
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rLlMATOlAHilCAL  DATA:    [»KNNSVLV  A  N  I A  SKCTION 


05 


Daily  Temperatu 

res 

for 

December  1946— 

Continued  from  pass 

94. 

26 

26 

stations 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

27 

28 

29 

80 

81 

Moan 

ludi&uA 

(  Ma.ximuin.. 
\  Minimum .. 
1  .Ma.xiinun).. 

3S 

43 

42 

40 

36 

37 

87 

47 

49 

48 

26 

22 

23 

27 

26 

22 

16 

18 

17 

16 

19 

21 

« 

84 

88 

40 

81 

42 

40 

47 

44 

3'2.0 

25 

20 

m 

80 

21 

80 

31 

82 

33 

21 

15 

12 

11 

20 

18 

-  5 

1 

-  3 

16 

12 

8 

12 

-12 

-  4 

22 

27 

24 

24 

34 

34 

•26 

18.2 

Irwiii  

32 

40 

42 

42 

87 

37 

37 

42 

52 

50 

25 

24 

25 

29 

26 

22 

20 

20 

28 

26 

20 

28 

24 

46 

86 

42 

32 

39 

41 

46 

46 

34,0 

\  Mininuuii .. 

29 

19 

37 

37 

21 

80 

.S3 

88 

28 

25 

19 

9 

15 

23 

18 

-   2 

6 

-  2 

18 

14 

9 

15 

-  9 

10 

82 

28 

26 

23 

35 

33 

■28 

■20  6 

.iRtiiestowu/-'2  N\V 

/  .Mivxiinvim.. 

45 

46 

43 

38 

38 

40 

44 

48 

61 

32 

21 

27 

29 

30 

26 

23 

18 

20 

23 

20 

22 

26 

22 

3ft 

40 

34 

36 

40 

44 

43 

36 

38.6 

\  Minimum.. 

28 

17 

22 

31 

IS 

20 

32 

26 

30 

25 

19 

9 

12 

13 

16 

10 

-  2 

-  3 

-  2 

12 

HI 

10 

-  6 

-    6 

4 

29 

26 

18 

18 

31 

■27 

15.9 

Johnstown  / 

/  Maxinnnn.. 

36 

44 

43 

:■» 

36 

38 

38 

53 

56 

29 

24 

2ft 

31 

31 

30 

13 

21 

26 

29 

23 

23 

23 

21 

33 

39 

84 

32 

43 

47 

46 

8C 

33.6 

\  Minimum .. 

28 

24 

32 

35 

25 

28 

34 

33 

27 

28 

20 

17 

17 

18 

22 

2 

8 

6 

8 

22 

12 

13 

3 

-    4 

-  2 

29 

22 

23 

28 

34 

34 

•20.2 

Kftiie'-l  N 

f  Maximtnu.. 

33 

36 

36 

35 

32 

37 

37 

41 

47 

28 

24 

20 

2t 

21 

24 

14 

13 

17 

17 

17 

19 

22 

18 

33 

42 

86 

29 

38 

38 

40 

34 

■29.  2 

\  .Mininuun .. 

6 

0 

32 

9 

7 

21 

30 

24 

23 

19 

13 

11 

13 

18 

9 

-  7 

-  8 

-  4 

3 

0 

6 

-   7 

-21 

-18 

24 

24 

23 

16 

30 

■2<) 

18 

11  0 

LftiiOft'»t*tr. 

)  .Maximum.. 
\  Mininnim.. 

39 
26 

54 
18 

44 
25 

54 
36 

40 
25 

41 
30 

46 
35 

52 
29 

83 
23 

46 
25 

33 
23 

31 
11 

33 
13 

35 
21 

35 
21 

26 
5 

26 
5 

27 

-  2 

27 
16 

28 
13 

27 
14 

25 
11 

26 
-  6 

30 
6 

42 
16 

44 
30 

39 
31 

38 
19 

38 
30 

40 
23 

38 
33 

37  3 

19.8 

Lawroiu'pville 

/  .MftXinuiin.. 

32 

27 

38 

39 

29 

36 

41 

52 

51 

35 

26 

26 

31 

32 

31 

20 

21 

21 

18 

29 

26 

25 

23 

26 

43 

40 

37 

38 

40 

41 

38 

32.6 

\  Mininnnn .. 

20 

4 

19 

29 

12 

20 

33 

28 

23 

26 

1ft 

9 

10 

20 

13 

4 

3 

1 

7 

11 

-  1 

6 

3 

-18 

10 

20 

22 

17 

32 

28 

27 

14.7 

Lobauon  / . . 

(  .Maximum.. 

3» 

46 

39 

40 

35 

41 

44 

63 

50 

36 

31 

29 

34 

34 

33 

IK 

26 

22 

23 

29 

26 

28 

22 

31 

43 

39 

36 

34 

40 

38 

37 

34.7 

\  Mininnim .. 

27 

19 

22 

33 

26 

21 

34 

33 

27 

27 

26 

16 

1ft 

17 

23 

1(1 

7 

0 

2 

10 

13 

13 

9 

3 

6 

20 

32 

•22 

28 

24 

31 

19.2 

IjO\visto\vu-"2  SW 

/  Maximum.. 

43 

38 

42 

43 

34 

37 

43 

52 

49 

50 

31 

28 

31 

34 

32 

21 

23 

26 

26 

28 

26 

29 

29 

27 

37 

39 

37 

31 

39 

40 

39 

35  0 

\  Minimum .. 

30 

21 

31 

33 

26 

31 

34 

35 

25 

29 

25 

19 

19 

21 

17 

7 

9 

5 

17 

13 

13 

16 

4 

-  1 

19 

33 

30 

27 

32 

38 

31 

^2.2 

Lock  Haven*' 

/  Maximum.. 

40 

33 

35 

40 

33 

35 

44 

41 

35 

34 

30 

27 

30 

31 

31 

20 

19 

22 

21 

26 

25 

25 

29 

23 

36 

39 

35 

34 

38 

41 

40 

32.0 

\  Minimum .. 

29 

15 

29 

32 

22 

29 

34 

35 

27 

28 

24 

17 

19 

21 

20 

5 

5 

6 

15 

5 

12 

12 

-  3 

-  6 

Ix 

32 

30 

28 

31 

30 

30 

20  3 

Ma-rcMs  Ihiok' 

)  Mil  tiiniim.. 

44 

50 

.Sn 

52 

44 

47 

57 

57 

62 

57 

17 

39 

44 

40 

44 

39 

29 

31 

26 

28 

28 

28 

27 

39 

55 

58 

60 

44 

48 

47 

67 

44.1 

\  Mimnnini .. 

24 

40 

40 

30 

30 

36 

44 

38 

38 

32 

30 

20 

23 

26 

26 

17 

16 

19 

21 

20 

22 

20 

14 

15 

25 

38 

32 

32 

31 

33 

33 

■27  9 

Martin-^biirg' - 

/  Ma.ximum.. 

36 

40 

40 

39 

30 

34 

38 

49 

54 

42 

25 

24 

27 

30 

28 

20 

17 

23 

23 

20 

20 

22 

21 

24 

35 

37 

30 

34 

38 

37 

38 

31.5 

\  .Minimum.. 

25 

19 

30 

24 

21 

28 

29 

28 

29 

21 

13 

15 

14 

18 

16 

0 

3 

6 

17 

11 

8 

9 

0 

-  3 

21 

27 

21 

21 

28 

30 

26 

17.9 

Mauch  Chunk-lSW... 

/  \Iaximum.. 

31 

37 

36 

SB 

32 

38 

42 

47 

52 

42 

29 

29 

30 

32 

31 

28 

17 

22 

22 

22 

22 

23 

19 

30 

in 

41 

37 

31 

51 

35 

36 

$32.3 

\  Minimum .. 

23 

13 

25 

23 

22 

30 

38 

34 

36 

20 

15 

11 

10 

13 

20 

7 

6 

—  3 

13 

11 

8 

2 

9 

9 

16 

33 

30 

16 

2S 

30 

35 

$18.8 

MeadvilleZ-l  S 

/  .Maximum.. 
\  .vliuimum.. 

39 
27 

40 
16 

39 
20 

38 

31 

35 

18 

38 

18 

41 

33 

47 
30 

48 
31 

28 
25 

26 
20 

27 
12 

27 
12 

26 

12 

25 
16 

7 

—  6 

16 

-  6 

18 
1 

21 
3 

20 
14 

23 

12 

25 
11 

20 
-   1 

33 

—  5 

37 

8 

30 
29 

30 
26 

36 
10 

43 
10 

42 

32 

•28 
27 

30.7 

15.7 

Meroer'-2.5  NE 

)  Maximun].. 

38 

39 

40 

37 

33 

37 

38 

46 

48 

27 

22 

22 

24 

24 

24 

9 

13 

14 

21 

18 

18 

20 

17 

30 

37 

3;^ 

32 

35 

41 

42 

33 

29.4 

\  Vlininmm .. 

21 

18 

33 

22 

18 

26 

30 

29 

27 

21 

11 

8 

10 

20 

9 

-  6 

-  2 

-  6 

12 

11 

7 

7 

-  2 

1 

30 

•I, 

24 

20 

32 

33 

20 

16.4 

Middletown'-l.S  W.  ... 

/  Maximiun. 

41 

41 

40 

40 

34 

40 

46 

5J 

48 

39 

32 

29 

32 

33 

31 

24 

24 

27 

22 

27 

25 

26 

25 

27 

42 

41 

38 

34 

39 

38 

37 

34.6 

\  Nil  ai  mum  . 

28 

20 

29 

29 

27 

32 

32 

31 

27 

27 

24 

19 

20 

22 

13 

13 

8 

1 

15 

1ft 

12 

5 

2 

11 

23 

33 

26 

28 

29 

25 

30 

21.2 

Midland'' 

/  Maximum.. 

38 

42 

47 

3y 

36 

41 

40 

48 

50 

33 

27 

27 

28 

30 

30 

20 

18 

20 

27 

23 

22 

24 

20 

36 

40 

3ft 

38 

42 

41 

48 

3ft 

33  9 

\  Minimum.. 

29 

22 

37 

2S 

28 

33 

34 

30 

30 

26 

20 

16 

18 

24 

16 

-   1 

2 

0 

18 

16 

9 

12 

6 

6 

33 

29 

26 

29 

32 

32 

26 

21  5 

Montrose /-3  E 

1  \raximum.. 

So 

29 

3S 

»4 

37 

37 

33 

45 

48 

28 

19 

19 

25 

24 

26 

10 

14 

19 

14 

19 

20 

21 

12 

20 

41 

36 

29 

30 

34 

35 

34 

$27. 6 

\  .^linimum.. 

22 

12 

S2 

27 

17 

15 

32 

32 

29 

27 

16 

6 

6 

lu 

16 

6 

0 

0 

0 

7 

7 

7 

1 

—  2 

1 

19 

25 

15 

20 

24 

■27 

$14.4 

Mt.  Lebauou'' 

/  .Maximum.. 
\  .Minimum.. 

37 

26 

42 

18 

42 
26 

39 

28 

32 
22 

37 

29 

35 
32 

50 
32 

62 
33 

33 
23 

24 
18 

27 
11 

25 
17 

28 
22 

28 
15 

16 

-  4 

20 
2 

20 
1 

30 
19 

21 

12 

23 

7 

23 
14 

17 
4 

35 

5 

41 
32 

35 

20 

32 

26 

39 
27 

45 
34 

50 
36 

39 
22 

3'2.8 

19.8 

Mt.  Pocono'-2N 

/  .Maximum.. 

29 

40 

36 

34 

33 

34 

36 

45 

60 

41 

25 

20 

25 

26 

26 

24 

13 

21 

15 

18 

19 

19 

15 

36 

40 

42 

29 

31 

32 

33 

34 

29.7 

*  -Minimum.. 

15 

5 

24 

20 

15 

25 

33 

28 

29 

18 

7 

6 

7 

18 

16 

0 

0 

2 

10 

6 

6 

2 

'} 

3 

11 

26 

14 

13 

25 

18 

23 

13.8 

New  Bloomtield 

(  .Maximum  . 

41 

37 

41 

40 

33 

35 

45 

51 

55 

43 

31 

2-^ 

29 

33 

31 

23 

25 

26 

24 

25 

25 

27 

25 

26 

35 

38 

36 

32 

37 

36 

37 

33.8 

\  Minimum. . 

28 

14 

26 

31 

23 

28 

32 

32 

21 

28 

23 

15 

12 

19 

14 

3 

3 

-  2 

10 

4 

8 

8 

-13 

-  6 

16 

28 

22 

17 

29 

22 

30 

16.9 

Newburgl-3.5NVV 

1  Maximum . 

32 

30 

42 

40 

34 

38 

44 

52 

52 

45 

31 

29 

30 

38 

36 

22 

24 

30 

22 

30 

23 

28 

28 

32 

34 

38 

39 

3S 

42 

36 

36 

34.7 

\  Minimum.. 

30 

20 

32 

32 

23 

32 

32 

29 

28 

27 

20 

18 

16 

20 

12 

10 

10 

8 

12 

18 

14 

16 

10 

4 

22 

32 

•22 

■22 

28 

30 

•2ft 

21.2 

New  Castle-1.5  N 

(  .Maximum.. 

43 

41 

42 

40 

34 

3'< 

40 

50 

48 

44 

27 

25 

27 

29 

29 

25 

19      19 

26 

21 

24 

24 

22 

32 

38 

37 

34 

37 

44 

42 

43 

33.7 

\  Minimum.. 

25 

20 

37 

32 

19 

27 

32 

30 

30 

26 

20 

9 

» 

23 

13 

-  3 

0 

10 

14 

13 

8 

15 

-13 

-  6 

30 

28 

26 

26 

31 

32 

26 

18.3 

Pahiiertonl 

/  .Maximum.. 
\  Minimum.. 

34 
2.") 

38 
17 

37 
29 

39 
27 

32 
22 

36 
32 

51 
32 

49 
29 

43 
25 

34 

26 

30 
16 

25 
14 

2S 
10 

33 
21 

31 

10 

19 

9 

20 
5 

23 
-   3 

20 
16 

24 
10 

24 
4 

24 
4 

22     32 

45 
13 

45 
32 

35 
21 

33 
21 

31 
30 

38 
30 

38 
31 

32  7 

8 

8 

18.6 

ParkPIacei-l  NW 

/  Maximum.. 

28 

37 

35 

35 

33 

36 

36 

44 

49 

37 

24 

22 

24 

25 

26 

19 

15 

18 

18 

20 

20 

19 

15 

29 

39 

41 

30 

29 

31 

33 

35 

•29.1 

I  Miuimum.. 

18 

13 

26 

19 

17 

28 

30 

29 

32 

21 

10 

6 

10 

15 

14 

0 

0 

5 

10 

7 

7 

6 

—  1 

3 

13 

24 

19 

21 

25 

2fi 

22 

1.5.3 

Philadelphia  Arpt  '..  . 

/  Maximum.. 

38 

40 

45 

43 

36 

45 

46 

54 

55 

44 

32 

28 

31 

34 

31 

26 

23 

28 

25 

26 

26 

27 

24 

32 

49 

43 

38 

35 

37 

42 

42 

36.3 

\  Minimum.. 

28 

25 

32 

32 

29 

36 

41 

34 

28 

30 

2-2 

15 

1ft 

24 

18 

11 

9 

11 

17 

17 

12 

12 

11 

10 

19 

35 

28 

26 

33 

27 

33 

23  4 

Philadelphia!'. 0.1.  ..  . 

/  Maximum.. 

40 

42 

43 

44 

36 

43 

47 

55 

53 

4-^ 

34 

29 

31 

36 

32 

29 

23 

28 

25 

2? 

28 

24 

27 

32 

49 

46 

39 

,36 

38 

42 

43 

37.1 

^  Minimum.. 

29 

27 

34 

32 

29 

36 

41 

40 

38 

32 

24 

!9 

22 

24 

28 

14 

13 

18 

20 

19 

21 

19 

13 

16 

Ti 

36 

34 

33 

33 

32 

34 

26.9 

Phila.  Shawinont 

1  Maximum.. 

39 

43 

43 

42 

39 

42 

45 

52 

52 

46 

32 

30 

3.' 

34 

35 

34 

23 

28 

2ft 

27 

27 

20 

23 

32 

42 

49 

39 

36 

37 

42 

41 

36. 5 

\  Niinimum.. 

27 

23 

28 

3fi 

28 

34 

39 

41 

30 

32 

24 

15 

15 

24 

20 

16 

10 

17 

19 

16 

16 

12 

11 

11 

17 

35 

32 

24 

33 

29 

37 

24.2 

Philipsburg'-T  E 

1  \laximnm.. 

33 

33 

37 

35 

33 

34 

33 

41 

50 

30 

22 

21 

23 

24 

23 

18 

12 

17 

18 

16 

16 

19 

17 

24 

34 

36 

27 

29 

38 

38 

36 

28.0 

\  Minimum., 

14 

6 

31 

17 

17 

28 

30 

25 

30 

21 

12 

10 

9 

16 

1 

-  5 

0 

0 

13 

6 

8 

-  5 

-  3 

-14 

21 

24 

22 

22 

27 

32 

19 

14.0 

Phoenixville-1.5  SE  . . . 

/  Maximum.. 

39 

44 

48 

49 

48 

49 

51 

60 

60 

54 

41 

38 

40 

36 

36 

29 

24 

29 

25 

27 

27 

26 

30 

43 

48 

64 

47 

42 

45 

44 

48 

41.3 

\  .Minimum .. 

26 

16 

24 

31 

28 

:33 

39 

33 

21 

28 

20 

!0 

11 

11 

22 

6 

-  1 

-  4 

19 

15 

6 

6 

-  6 

17 

9 

36 

14 

7 

32 

22 

36 

18.3 

Pittsburgh  ArptSta.i.. 

/  Maximum.. 

37 

42 

42 

39 

33 

37 

36 

50 

51 

30 

23 

25 

26 

28 

28!     19 

17 

20 

30 

22 

20 

23 

17 

34 

42 

37 

32 

40 

46 

49 

38 

32.6 

\  ''iinjnuim.. 

27 

2^2 

35 

26 

22 

28 

32 

32 

30 

23 

18 

15 

17 

22 

17!-2 

4 

5 

19 

13 

8 

15 

8 

5 

31 

26 

26 

27 

36 

37 

24 

•20.9 

Pittsburgh  City  Office' . 

(  Maximum.. 

39 

44 

45 

41 

35 

39 

38 

51 

53 

32 

27 

27 

28 

31 

29 

15 

20 

22 

31 

23 

24 

26 

20 

36 

45 

38 

34 

40 

44 

51 

40 

34  6 

\  .Minimum.. 

31 

27 

39 

29 

25 

31 

35 

35 

32 

26 

21 

19 

22 

24 

16 

0 

4 

9 

21 

17 

13 

16 

9 

8 

34 

30 

29 

31 

39 

39 

28 

■23.  8 

Port  Clinton/ 

/  .vtaximum.. 

40 

35 

36 

40 

37 

42 

43 

45 

50 

36 

32 

27 

29 

32 

30 

15 

20 

24 

20 

23 

21 

22 

22 

30 

46 

40 

35 

34 

37 

42 

38 

3'2.9 

\  Mininntm.. 

28 

18 

28 

32 

25 

26 

34 

37 

38 

25 

26 

16 

12 

16 

19 

10 

6 

-  2 

0 

15 

12 

12 

6 

10 

20 

22 

32 

22 

30 

28 

33 

•20.5 

Putney ville-2 .5  SE 

/  .Maximum.. 

34 

35 

37 

36 

31 

34 

36 
30 

44 

50 

40 

26 

24 

24 

25 

22 

17 

15 

14 

24 

20 

18 

22 

17 

28 

■'.4 

34 

30 

35 

.39 

41 

25 

•29.4 

>  Minimum.. 

23 

14 

31 

26 

17 

25 

30 

25 

21 

15 

12 

7 

17 

15 

-  6 

—  2 

-12 

10 

10 

7 

10 

-15 

—  10 

26 

26 

•23 

23 

32 

29 

23 

15.5 

Quakertown-0.5  E 

/  Maximum.. 

35 

40 

40 

40 

36 

42 

46 

51 

51 

43 

31 

29 

27 

32 

32 

27 

19 

24 

21 

23 

23 

22 

22 

23 

42 

43 

37 

36 

35 

37 

39 

33.8 

\  Mininnim .. 

22 

17 

24 

29 

23 

28 

35 

35 

22 

28 

13 

12 

10 

20 

21 

4 

5 

—  7 

13 

12 

10 

3i      6 

-  1 

17 

33 

29 

21 

29 

28 

33 

18.5 

Reading' 

/  .Maximum.. 

39 

44 

42 

41 

35 

40 

45 

52 

52 

42 

32 

30 

32 

34 

32 

24 

23 

26 

23 

27 

27 

24i    25 

32 

47 

47 

38 

36 

39 

41 

41 

,35.9 

\  Minimum.. 

27 

24 

35 

31 

28 

34 

39 

36 

31 

30 

21 

16 

18 

22 

21 

11 

11 

6 

18 

17 

17 

16 

11 

11 

22 

34 

•29 

29 

33 

27 

32 

23.8 

Ridgway/ 

/  Maximum.. 

38 

38 

38 

38 

34 

37 

4) 

44 

50 

28 

25 

27 

27 

26 

27 

7 

12 

19 

19 

20 

25 

26 

24 

36 

39 

32 

35 

36 

39 

46 

35 

31.2 

\  Minimum.. 

23 

5 

5 

30 

13 

13 

32 

32 

19 

20 

19 

6 

6 

11 

16 

-  4 

-  5 

-10 

0 

-  5 

5 

8 

-22 

-14 

-  8 

25 

24 

22 

18 

29 

32 

11.1 

Seraiitoni 

)  .Maximum.. 

30 

31 

40 

37 

36 

41 

41 

50 

51 

38 

26 

23 

28 

31 

30 

22i     IH 

21 

21 

22 

23 

23 

16 

22 

48 

47 

33 

37 

36 

40 

40 

32.3 

V  Minimum.. 

22 

17 

27 

28 

22 

35 

38 

33 

28 

26 

14 

13 

16 

21 

17 

71      8!      9 

13 

12 

14 

9 

9 

6 

20 

32 

25 

24 

31 

30 

30 

20.6 

Seliu.sgrove 

/  -Maximum.. 

39 

35 

39 

42 

35 

37 

44 

50 

50 

45 

34 

30 

31 

31 

31 

22i    22i    23 

22 

22 

26 

27 

24 

24 

30 

36 

33 

34 

40 

39 

37 

33.4 

y  .Minimum .. 

27 

11 

25 

33 

•22 

29 

34 

27 

■2'2 

26 

24 

14 

16 

22 

19 

5 

4       0 

3 

12 

6 

5 

-  2 

-  6 

20 

31 

29 

24 

29 

22 

32 

18.2 

Somerset 

1  Maximum.. 

30 

41 

38 

36 

30 

34 

33 

48 

63 

43 

21 

20 

23 

29 

27 

17 

16     24 

24 

24 

18 

22;    261     33 

35 

37 

■27 

45 

45 

46 

45 

31.9 

»  Minimum.. 

22 

13 

34 

29 

21 

28 

30 

28 

23 

20 

15 

10 

5 

18 

8 

-  3 

1~  1 

16 

11 

6 

8 

-14-16 

22 

26 

17 

8 

n 

28 

24 

16.1 

Springs"!  S\V    

/  .Maximum.. 

30 

40 

89 

35 

28 

33 

31 

45 

•iO 

40 

20 

19 

20 

30 

26 

8 

161    '22 

26 

15 

16 

21 

20     30 

34 

40 

29 

40 

42 

44 

40 

■29.9 

\  .Minimum.. 

15 

10 

32 

25 

20 

24 

27 

27 

23 

17 

13 

9 

3 

17 

5 

-  4 

11       8 

14 

9 

7 

10 

-8-7 

20 

23 

12 

12 

28 

25 

21 

14.1 

State  Col  l(>gei  

t  .Maximum.. 

38 
26 

36 
18 

39 
32 

38 
28 

28 
21 

37 
28 

39 
32 

45 
34 

52 
25 

30 
25 

25 
19 

24 
16 

28 
15 

29 
21 

28 
20 

20 

1 

17     '''' 

23 
16 

21 
10 

'22 

24 

22      27 

0-  1 

38 
25 

35 
29 

34 

34 

38 

38 

41 

31.4 

I  Minimum.. 

3 

4 

11 

13 

28 

26 

26 

36 

27 

19.7 

Strnudsliurg-'2  E 

(  -Maximum.. 

38 

40 

38 

42 

35 

37 

48 

46 

50 

46 

33 

29 

32 

36 

34 

31 

22 

30 

24 

30 

28 

27 

351    36 

36 

45 

39 

36 

36 

37 

39 

35. -.1 

i  Miin'muni.. 

24 

12 

2fi 

24 

18 

32 

37 

38 

22 

26 

21 

11 

11 

23 

18 

10 

6 

-  1 

13 

7 

6 

—  3 

2  -  5 

10 

21 

32 

18 

30 

31 

34 

17.8 

Taniarack/-2  S 

/  Maximum.. 

34 

20 

34 
13 

34 

16 

33 

28 

29 
15 

32 
15 

3ft 
29 

43 
29 

47 
29 

26 

23 

25 
17 

25 
9 

•ff 

22 
12 

26 
15 

6|     15 
-  4'-  5 

21 

-  2 

13 
1 

1 

20 

5 

22 

7 

201    21 

21       1 

35 

5 

29 

21 

32 
22 

•29 
22 

35 

36 
25 

31 

27.4 

I  Minimum.. 

23 

30 

14.2 

Tionesta/-l..')SE 

.  /  Maximum . 

36 

39 

39 

37 

36 

36 

39 

46 

60 

27 

24 

22 

26 

27 

26 

11!     16     19 

21 

19 

22 

22 

2i\    .34 

36 

30 

30 

.35 

40 

42 

37 

30.  5 

\  .Minimum.. 

24 

11 

13 

80 

15 

20 

32 

32 

24 

25 

20 

16 

14 

13 

16 

-  5!-  5!-  7 

7 

7 

12 

10 

-19-10 

-10 

29 

•25 

15 

27 

30 

28 

14.1 

TitnsvilU--2S 

/  .Maximum.. 

37 

35 

36 

36 

31 

36 

36 

42 

46 

32 

23 

28 

25 

23 

23 

20,     121     13 

18 

18 

19 

23i     181     30 

32 

32 

27 

33 

37 

41 

39 

29.1 

\  Minimum.. 

25 

10 

34 

29 

15 

24 

31 

30 

31 

23 

18 

13 

13 

19 

14 

-7|-1|       1 

5 

8 

10 

lO;-  5:-  8 

28 

26 

24 

17 

29 

33 

•n 

16.9 

Towauda,-!  K 

/  .Maximum.. 

31 

29 

39 

X8 

31 

34 

40 

52 

.54 

40 

28 

26 

31 

31 

33 

21     20     25 

19 

27 

28 

23[     22     24 

39 

43 

37 

35 

40 

41 

39 

32.9 

\  .Minimum.. 

23 

13 

22 

29 

17 

24 

38 

30 

24 

27 

16 

10 

12 

20 

9 

7       5-2 

8 

6 

5 

6       21-10 

8 

32 

23 

19 

30 

26 

28 

16.2 

Continued  on  page  96. 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


December  1945 


Daily  Temperatures  for  December  1 948— Continued  from  page  95. 


Stations 


Uniontown 

Vaudergriftl 

Warren 

Waynesburg 

Wellsboro/ 

West  Chester 

Wilkes-Barre' 

Williamspnrt  Arpt. 

Williain>town 

Woodward' -2  NE. . 
York-3  SW 


I  Maximum. 

\  Minimum.. 
(  Maximum. 

\  Minimum. 
(  Maximum. 

\  Minimum.. 
)  Maximum. 

\  Minimum.. 
/  Maximum. 

\  Minimum. 
.. . .  /  Maximum. 

\  Minimum., 
.. ..  (  Maximum. 

\  Minimum. 
•4  E  ^  Maximum. 

■(  Minimum.. 
. . . .  /  Maximum. 

\  Minimum.. 
(  Maximum. 

\  Minimum. 
/  Maximum. 

\  Minimum. 


2 

3 

4 

47 

44 

42 

20 

89 

33 

4.S 

44 

42 

21 

36j     28 

36 

371     36 

10 

84 

24 

4fi 

43 

40 

20 

30 

32 

88 

37 

35 

4 

2 

29 

44 

43 

42 

24 

30 

36 

32 

39 

38 

19 

27 

28 

82 

36 

88 

15 

31 

28 

87 

41 

41 

18 

28 

34 

32 

35 

83 

16 

26 

20 

47 

43 

41 

19 

30 

37 

10 


27      26 


11 

12     13 

•25 

29 

28 

20 

14 

16 

30 

27 

28 

20 

16 

18 

26 

27 

28 

17 

14 

16 

24 

26 

26 

18 

15 

14 

23 

26 

28 

19 

3 

4 

33 

30 

82 

24 

14 

16 

31 

27 

30 

16 

14 

16 

30 

29 

29 

17 

14 

20 

29 

26 

29 

2ft 

16 

13 

22 

19 

23 

U 

10 

11 

32 

30 

34 

25 

14 

10 

14     15 


23 

-  1 
24 
0 
25 
18-6 
30|  26 
17 
28 


12 
31 

25 
30 
8 
30 
10 
30, 
23 
25  18 
15  -  2 
34  81 
23      11 


13     16 

-  1|      0 
27J     31 


20 

21 

28 

27 

14 

9 

23 

24 

17 

12 

22 

24 

6 

13 

23 

24 

12 

8 

27 

21 

10 

5 

27 

26 

15 

16 

27 

26 

8 

6! 

23 

26 

10 

4 

24 

24 

16 

13 

17 

18 

7 

6 

29 

27! 

10 

16j 

22 


23 


24 


26     26     27     28 


40 
7 
37 

-  5 
34 

-  9 
36 

6 
25 
-14 
33 
10 
21 

-  3 
24 

-  4 


28|  27 

9i  8 

181  27 

Ol  2| 

2fii  33! 

8)  2: 


43  43 

32  29 

42  42 

24!  2« 

37  j  38 

27  26 

48!  42 

32!  27 


29 


30     31 


34     48 

29  25 
38      42 

30  31 
33  35 
25  21 
36  43 
•25!  251 
32|     36i 

13 
34 


271 
371 
301    26! 

87 1     85: 


18!    :« 
39     44 


Mean 


30:  82i 

38i  36' 

22i  281 

35i  36 

24]  32 

34  34 

30;  19 

39  39; 

24  36 


36.6 
22.2 
35.1 
20.4 
31.8 
16.8 
35  8 
20.4 
30.8 
12.1 
36.0 
23.2 
33.0 
19.0 
31.3 
IK.  2 
3^.7 
20.7 
27.6 
15.7 
37.7 
21.5 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PKESSURB,  WIND,  HUMIDITY  AND  SUNSHINE. 


Atmospheric  pressure 

Wind" 

Relative 

0) 

(reduced  to 

sea  level) 

Humidity 

•g 

9 

0 

a 

Stations 

1 

1 

§ 
Si 

s. 

It 

0 

a 

1 

■0 

2 

5 

1 

3 

1 

0 

s  > 

5 

1 

f? 

^ 

r- 

30.63 
30.49 

23 

2:8 

29.39 
29.41 

30 
31 

10.0 
8.1 

33 

25 

se. 
nw. 

26 
11 

87 

80 

83 

71 

35 

36 

1162 

74      62 

1117 

Philadelpliia 

30.49 

18 

29.  33 

31 

7.5 

•22 

ne. 

19 

81  i  65 

H 

42 

1026 

Philip^burg 

30.53 

•23 

29.  44 

31 

12.2 

82'' 

se. 

25 

88 

V4 

83 

1862 

Pitt^burgli 

30.59 

23 

29.  43 

30 

10.9 

34 

ne. 

•2.5 

83 

bV 

VV 

32 

1189 

30.52 

IS 

29.37 

31 

10.8 

36 

nw. 

U 

VV 

b8 

bU 

36 

1092 

Scranton  

30.53 

24 

29.35 

31 

6.7 

19 

SW. 

lb 

8( 

81t 

.... 

..^_ 

1196 

•  For  any  five-minute  period.  •*  Corrected  to  true  velocities. 

t  12:00  noon.     J  4:00  p.m.        Mlso  other  dates.        »  One-minute  interval. 


aiVEK  CONDITIONS 


Stations 


Rivers 


a 

1 

i 

5 

* 

m 

^ 

ts 

§ 

£ 

S 

s 

S 

0 

d 

c 

S 

X 

C 

>J 

Q 

Port  Jervls,  N.  Y 

Easton ' 

Lehighton [ 

Reading 

Wilkes-Barre 1 

Williamsport ' 

Newport 

Harrisburg 

Schenley.(nr)  Lock  No.  5. 

Sutersville 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland.  Dam  No.  7 


Delaware. 3.8 

Delaware j  4.5 

Lehigh 4.2 

Schuylkill 5.9 

N .  Br.  Susquehanna .  7.  6 

W.  Br.  Susquehanna  .  4.  6 

Juniata 7.0 

Susquehanna. 5.  6 

Allegheny 14.  3 

Youghiogheny 5.4 

Monongahela 14.4 

Ohio * 

Ohio  • 


4.5 

28 

3  0 

6.8 

1 

2.6 

4.9 

/ 

3.4 

9.4 

26 

4.2 

10.4 

5.1 

10.3 

2.4 

10.6 

4.0 

9.4 

4.2 

17.6 

12.6 

6.3 

18.0 

8 

ii.8 

18.0 


•  Pool  stage. 


t  On  other  days  also. 


•25 

18t: 

24 

24 

17 

25  : 

19  : 

19 
19  I 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


FOOTNOTES 

Figures  and  letters  following  .stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

U\  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  years  of  record,  except  that  for  First-Order  VVeather  Bureau 
Stations  they  are  based  on  adopted  normals,  tt  Precipitation  normals  or  standard 
mean"  adjusted  to  a  uniform  :-t5  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  '24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less).  ,  .    ^,  .       j  2     ■ 

•,  ^  ' ,  etc.    Number  of  days  missing,  for  example,  '  indicates  two  days  missing. 

Italics,  data  interpolated. 

$  Partly  interpolated. 

§5  Incomplete. 

t  And  other  dates. 

tt  Daily  amounts  inconsistent. 

t  Received  t«o  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 

/  lu.'truments  are  read  in  the  morning:  the  maximum  temperature  then  read  Is 
charged  to  the  preceding  day.  on  which  it  almo.st  always  occurs. 

1  Midnight  to  midnight. 

2  Measured  in  the  morning  for  the  preceding  '24  hours. 

3  Data  for  '24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 

4  Best  available  used  for  stations  not  equipped  with  recorders. 
s  Recording  gage.  ,  , ,  ^ 

«  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 
'  Noon  to  noon. 


List  of  Changes  in  Station  Designnations 

For  more  exact  location  of  the  equipment,  station  name-  have  been  changed  as 
follows : 


Dauphin 

Farrell 

Ford  City 

Grantville 

Hawley.  1  8. 

.lamestown 

Kregar 

McConnellstown 

Milroy 

.Monroeton 

Neffs  Mill 

Newburg 

Putnevville 

Sheffield 

Tyrone 

Williamsport  4  8E 


formerly 


Peters  Mountain  Tower 

Sharon 

Crooked  Creek  Dam 

Manada  Gap 

Wallenpaupack  Dam  (Evaporation) 

Pvmatuning  Dam 

Laurel  Hill  Tunnel 

Loop  Mountain  Tower 

Penn  Nursery 

Kellogg  Mountain  Tower 

Shaver  Cieek  ( Evaporation) 

Blue  Mountain  Interchange 

Mahoning  Dam 

Cherrv  Grove 

Bald  Eagle 

Shaffers  Path 

(W.  B.  O..  Phlladelphia-2-28.46-975) 
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PENNSYLVANIA  SECTION 

L.  F.  CONOVEK 
HARRISBUBG,  PA. 


Vol.  L. 


Annual  Summary  1945. 


No.  13. 


ScBscRiPTioN  Price:  25  cents  per  annum  ;  (not  stamps). 
Remit  directly  to  Siperintendent of  Document.s  Washington,  25  D.  C. 


GENEKAL  SUMMARY. 

On  forty-four  percent  of  the  days  (KU)  in  1945  there  was 
measurable  precipitation,  which  was  20  days  more  than  occurred 
in  any  other  year.  With  measurable  amounts  almost  every 
other  day,  the  accumulated  fall  was  the  greatest  total  since 
1889  and  1890.  The  distribution  of  annual  precipitation  by 
stations  shows  a  deficiency  of  5%  at  Greenville  and  Somerset. 
Elsewhere  totals  ranged  from  110-130%  of  average,  rather  uni- 
formly, with  values  above  140%  reached  in  Luzerne,  Lacka- 
wanna, Monroe,  Wayne,  and  Pike  Counties. 

The  annual  temperature  was  about  normal,  but  the  seasonal 
means  fluctuated  greatly.  The  winter  of  1944-45  was  the  cold- 
est since  1920;  spring,  the  warmest  in  24  years;  and  summer, 
the  coolest  in  21  years.  The  growing  season  and  autumn  were 
only  slightly  below  average. 

The  unseasonable  warmth  of  March  and  early  April  acceler- 
ated plant  growth  and  farm  work,  bringing  prospects  for  a  pro- 
ductive crop.  Late  frosts  in  April  and  May  sharply  reduced 
fruit  yields.  Wet  weather  hindered  crops  until  after  harvest 
time;  all  but  corn,  which  thrived,  and  a  few  other  grains 
showed  decreased  yields.  Ample  moisture  helped  establish  a 
new  low  mark  for  the  number  of  forest  fires. 


WEATHER    BY   MONTHS 

.Janu.\rv:  Snow,  wind,  and  cold  predominated — it  being 
the  fourth  snowiest  and  sixth  coldest.  So  severe  were  condi- 
tions, that  many  rural  roads  were  closed  most  of  the  month; 
war  production  was  curtailed,  and  overtaxed  heating  systems 
caused  numerous  serious  fires.  Icy  roads  and  streets  limited 
automobile  traffic,  necessitating  foot  traffic,  and,  as  a  conse- 
quence, it  is  probable  there  were  more  fractured  bones  from 
slipping  and  sliding  than  in  any  similar  period. 

Februaky  :  Anxiety  concerning  probable  floods  as  the  val- 
leys released  their  heavy  snow  burden  predominated.  Fortu- 
nately, with  mild  and  relatively  dry  weather,  the  snow  disap- 
peared gradually  with  no  serious  flooding.  Tlie  river  crest  at 
Pittsburgh  was  only  three  feet  above  flood  stage,  while  else- 
where rivers  were  confined  to  their  banks. 

March  :  It  entered  like  a  lamb  and  that  it  was.  Warmer 
than  44%  of  all  April  records  and  somewhat  wetter  than  aver- 
age produced  rapidly  fluctuating  streams,  although  of  no  seri- 
ous consequence,  except  on  the  Susquehanna  River  at  Marietta, 
where  an  ice  gorge  backed  up  water  to  a  level  above  that  of  the 
March  1936  flood.  Vegetation  was  3  weeks  to  a  month  ahead 
of  normal. 

April  :     Abnormally  warm  weather,  continued  from  March 


through  tlie  first  half,  was  followed  by  a  reaction  to  cold  and 
wet  the  latter  portion  of  the  month,  which  proved  of  serious 
consequence  to  vegetation  in  all  but  the  southeastern  counties. 
While  agricultural  prospects  were  most  promising  at  the  begin- 
ning, frosts  and  above  average  rainfall  greatly  nullified  this 
progress. 

May:  The  coolest  in  21  years  and  snowiest  in  23  years, 
after  balmy  March  and  early  April,  amply  justified  the  remark 
that  "it  was  a  short  sunmier."  A  nine-incli  snow  in  Bradford 
County  and  a  tornado  in  Centre  County  highlighted  an  action- 
filled  month  of  damaging  storms  and  cold. 

June:  As  April  conditions  followed  the  previous  month,  so 
witii  June.  It  opened  with  snow  traces,  the  third  occurrence 
in  58  years !  Low  temperature  records  were  broken  before  warm 
weather  established  itself  after  the  10th  and  continued  the  re- 
mainder of  the  month,  although  the  deficiencies  accunmlated 
for  the  first  ten  days  were  not  of?set.  Violent  thunderstorms, 
some  accompanied  by  damaging  hail,  were  general  the  latter 
half. 

July':  A  very  rainy  month,  21  stations  reported  new  July, 
and  9  others,  new  all-time  records.  Damage  running  to  mil- 
lions of  dollars  was  caused  by  the  thunderstorms  that  frequently 
approached  cloudburst  proportions. 

August  A  pleasant  contrast  to  the  stormy,  dreary  weather 
of  July.  Several  stations  in  the  west  and  north-central  counties 
reported  the  driest  August  of  record,  but  the  State  average  pre- 
cipitation was  only  slightly  below  normal.  The  mean  temper- 
atvire  was  again  below  normal. 

September:  Two  small  toi'nadoes  on  the  14th  in  Greene  and 
Clearfield  Counties;  the  first  month  since  April  with  the  mean 
temperature  more  than  normal,  but  did  not  ofifer  compensation 
for  the  raininess  of  the  third  wettest  September  of  record.  Par- 
adoxically, water  was  rationed  in  one  Washingtown  County 
community,  due  to  deficient  rainfall  in  that  area. 

October:  The  growing  season  closed  on  the  4th  with  frosts 
general  on  that  date  as  thermometers  recorded  the  lowest  tem- 
peratures for  so  early  in  the  fall.  As  the  month  closed,  the  day- 
time maxima  temperatures  approached  the  record  highs  for  so 
late  in  the  season,  but  the  mean  was  below  normal.  Precipita- 
tion was  also  below  normal  despite  stations  in  most  northwestern 
counties  reporting  the  wettest  October  in  20  years,  which  over- 
came the  deficiencies  accumulating  in  that  area  since  the  first 
of  the  year. 

November:  This  is  normally  the  driest  month  of  the  year, 
but  it  was  the  wettest  of  all  in  1945.  The  6th  was  the  only 
clear  day  reported  by  all  stations.  The  big  storm  of  the  month 
began  on  the  27th.  Before  it  was  over,  it  broke  the  24-hour 
rainfall  record  for  the  month  at  Philadelphia,  and  the  24-hour 
snowfall  record  for  stations  in  and  near  Tioga  County. 

December:  The  records  for  the  month  are  a  repetition  of 
January,  and  further  emphasize  the  fact  that  real  winter  weather 
is  an  ever  present  threat  to  Penns5'lvania.  This  was  the  fourth 
snowiest  and  fifth  coldest,  but  wind  was  not  a  significant  feature, 
eliminating  the  drifts  that  interfere  with  transportation.  How- 
ever, several  glaze  storms  produced  about  the  same  effect. 
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CLIMATOLOGICAL  DATA:     PENNSYLVANIA  SECTION. 


Year  1945 


Climatologrioal  Data  for  the  'X'ear  1946 


Counties 


Temperature  (degrees  Fahrenheit) 


Atlantic  Drainage. 
Allontown  Arpt.  4NE.. 

Altoona,  4.5  W 

Burnt  Cabins,  2  NE 

Canton,  1  N\V 

Carlisle 

Cliarabersburg,  1  S\V.  . . 

Coatosville 

Curweasville ,  6  N  W 

Eagles  Mere 

East  Waterford,  3  JC  — 

Ephrata 

Everett,  0.6  SW 

Fredericksville,  IS 

Freeland 

George  School 

Gettysburg 

Gordon 

Hauover 

HarrisburgCArpt.).  3.5S 

Hawley.O.SE 

Holtwood 

Huntingdon 

Lancaster 

Lawreuceville 

Lebanon 

Lock  Haven 

Martinsburg 

Montrose,  3  E 

Mt.  i'ucouo,  2  N 

New  Bloorufield 

Palmerton 

Park  Place,  1  NW 

Philadelphia  (City) 

Phila.  Shawmont 

Philipsburg,  7E 

Phoenixville,  1.5  SE   . . 

Port  Clinton 

Quakertown,0.5  E 

Reading 

Scranton 

Sellnsgrove 

State  College 

Stroudsburg,  2  E 

Tamarack.  2  S 

Towanda,  IE 

Wellsboro 

West  Chester 

Wilkes-Barre. 
Williamsport(Arpt.),4E 

Woodward,  2  NE 

York,  3SW    

Ohio  Drainage. 

Bradford,  4  W 

Brookville 

Butler 

Clarion,  3  SW 

Claysville 

Corry 

Coudersport 

Derry 

Donegal 

Donora 

Ebensbure 

Farrell 

Ford  City,  4  S 

Franklin 

Greeusburg,  2  S 

Indiana 

Irwin 

Jamestown,  2  NW 

Kane,  IN 

Meadville,  IS 

Mercer,  2.5  NE 

Midland  

New  Castle.  1.5  N 

Pittsburgh  (Airport).  .. 

Putneyville,  2.5  SE 

Ridgway 

Somerset 

Springs,  ISW 

Tionesta,  1.5SE 

Titusville,2R 

Uniontown 

Vandergrift 

Warren 

Waynesburg 

Lake  Drainaoe. 
Erie 


For  the  State. 


Lehigh 

Blair 

Fulton 

Bradford 

Cumberland 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Lancaster 

Bedford 

Berks 

Luzerne 

Bucks 

Adams 

Schuylkill 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Clinton 

Blair 

Susquehanna  ... 

Monroe 

Perry 

Carbon 

Schuylkill 

Philadelphia.  .. 
Philadelphia. .. 

Centre 

Chester 

Schuylkill 

Bucks 

Berks 

Lackawanna  . . . 

Snyder 

Centre 

Monroe 

Clinton 

Bradford  

Tioga 

Chester 

Luzerne 

Lycoming 

Centre 

York 


McKean 

Jefferson 

Butler 

(Marion 

Washington 

Erie 

Potter 

Westmoreland 

Westmoreland . . 

Washington 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland .. . 

Indiana 

Westmoreland . . . 

Mercer 

McKean 

Crawford 

Mercer 

Beaver 

Lawrence 

.Vllegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest  

Crawford 

Fayette 

Westmoreland . . . 

Warren 

Greene 


Erie. 


384 

1,500 
990 

1,450 
473 
600 
431 

2,215 

2, 020 

2.125 
365 

1,0-20 
800 

1,970 
184 
.500 
900 
600 
364 
980 
200 
700 
255 
996 
469 
554 

1,460 

1,176 

1,914 
715 
435 

1, 952 
26 
66 

1,914 
100 
430 
480 
273 
746 
476 

1,175 
327 

2. 250 
765 

1,319 
440 
549 
520 

2, 182 
390 


1,680 

1,400 

1.077 

1,114 

1,170 

1.410 

1.653 

1.150 

1,746 

761 

2,060 

855 

950 

987 

977 

1.300 

1.090 

1.050 

1.750 

1.065 

1.200 

780 

900 

1.226 

1,270 

1,.385 

2,100 

2,  .'iOO 

1.200 

1.550 

1.040 

82.'i 

1.190 

1.100 

706 


6 
48 

4 

1 
79 
46 
57 

3 

3 

2 
44 
25 

2 
51 
39 
69 
42 
41 
57 
27 
27 
56 
43 
48 
57 
55 

3 
40 
39 

7 
20 

3 
75 
28 

3 
36 

7 
58 
18 
51 
66 
67 
81 

3 
51 
65 
91 

7 

3 

3 
47 


19 
34 
23 

2 
41 
31 
16 
49 

2 
19 
28 
33 

2 
62 
37 
43 
46 

4 

2 
52 

6 

8 
65 
12 

2 
30 
78 
25 

2 

2 
56 
31 
51 
15 

73 


50.4 

96 

49.4 

93 

50.9 

1011 

46.'2iil 

90 

51.7 

96 

62.0 

99 

53.4 

98 

46.0 

87 

45.5 

87 

48.6 

90 

53.4 

97 

50. 3« 

97 

49.6 

92 

47.44 
52.8$ 

90 

96 

,•53. 6 

97 

49.3 

93 

53.  .S 

99 

6.S.0 

97 

47.84 

95 

,54.4 

95 

51.04 

95 

52.6 

96 

48.3 

94 

52.0 

97 

50.9 

96 

49.2 

92 

46.14 

88 

45.2 

88 

60.3 

96 

49.6 

97 

46.4 

89 

55.6 

99 

54.4 

97 

44.6 

88 

54.54 

99 

49.6 

94 

.50.9 

94 

53.7 

97 

49.8 

93 

50  4 

93 

50.0 

94 

,51.1 

97 

46.0 

87 

48.8 

92 

46.3 

94 

.53.  4 

96 

49.5 

93 

49.3 

92 

46.4 

88 

54.1 

100 

45.84 

89 

46.6 

90 

60.8 

95 

48.64 

94 

49  4 

93 

46.44 

90 

4,5.8 

90 

52.0 

94 

47.8 

91 

.54.0 

96 

46.64 

90 

.52.  4 

97 

49.6 

94 

47.94 

91 

,50.  S4 

91 

50  54 

52.2 

93 

47.8 

92 

43.6 

90 

47  1 

92 

47.1 

92 

61.3 

94 

51.0 

94 

,51.6 

94 

48.1 

92 

46.1 

92 

48.0 

89 

46.4 

86 

46.6 

90  1 

47.4 

91 

53.9 

95 

■52.1 

95 

47.54 

51.64 

94 

49,8 

91 

49.7 

103 

June  30 
June  30 
June  30 
Aug.  21 
July     1 
June  30 
Juno  30t 
June  30 
June  24t 
June  30 
June  30t 
June  29i 
June  30 
June  14 
June  30t 
June  30 
June  30 
June  30 
June  14t 
June  16 
June  29t 
June  29t 
June  30t 
July     It 
Juno  30 
June  14 
June  30 
June  14t 
June  15 
July     1 
Aug.  31 
Sept.    1 
June  30 
June  27t 
June  30 
June  30-t 
June  15+ 
June  30 
June  30 
June  16t 
June  16 
June  30 
July     1 
June  29 
June  14t 
Sept.    8 
June  30 
June  1.5t 
June  14 
June  30 
June  30+ 


Aug.  24 
June  30t 
Sept.    1 
June  21 
Aug.  31 
June  291 
June  29+ 
June  30 
July   14 
June  29+ 
Aug.  30 
June  29+ 
June  30+ 
June  29+ 
June  30+ 


June  30+ 
July  25 
June  29+ 
June  30  i 
.\ug.  31 
June  29+ 
June  29+ 
Aug.  31 
Jupe  30 
June  30+ 
June  14+ 
June  14+ 
June  30+ 
July   25 
June  30  i 
June  29tj 

July  'iitj 

Aug.  13  I 

June  30t 


-27 
-17 
-12 
-22 

-  6 
-21 
-25 
-14 

-  8 
2 

-  6 
-10 
-19 
-14 
-11 
-12 

-  9 
-20 
-28 
-16 
-14 

-  1 
-13 

-  2 
-15 
-22 
-15 

-  8 
-19 
-13 

-  2 
-10 
-13 

-  6 

0 

-28 


Precipitation  (inches) 


5      I 


2 


■3.  ' 


-a 
5g 


Sky 

o 

"SS 

>t 

l2 

1 

"3  „. 

1^ 

u  tx 

u  >• 

<u 

3^. 

ax: 

a 

JS  3 

B 

a 

BM 

S 

s 

3  - 

Z 

z 

>r. 

■C-r; 

u- 


r 


Jan. 
Dec. 
Jan. 
Jan. 
Jan. 
Jan. 
Jan. 
Dec. 
Jan. 
Dec. 
Jan. 
Jan. 
Dec. 
Jan. 
Jan. 
Dec. 
Dec. 
Jan. 
Jan. 
Jan. 
.Ian. 
Dec. 
Dec. 
Dec 
Dec. 
Dec. 
Dec. 
Dec. 
Dec. 
Jan. 
.Ian. 
Dec. 
Jan. 
Jan. 

Jan.  25  I  73 

Jan.  25 


Figures  and  letters  following  station  indicate  distance  in  miles  and  direction  of  station  from  the  city  or  town. 
•  Also  other  months.  t  Record  completed  from  Airport  data. 


t  Also  on  other  dates.       {Partly  interpolated. 
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CLIMAT()1X)GICAL  DATA:    1MCNN8VLVANI A  SECTION 


W.) 


monthly  and  Annual  Precipitation  for  the  Year  1946,  with  Departures  from  the  Noimal 
Janoarr      February       March  April  May  Juue  July  August     September     October    |Novr;inber   DecemtMir      Annnnl 


Decemtjcr 

Anni 

a 

1 

o 

■3 

S 

e 

es 

ft 

c 

•5    1 

1 

S 

01 

1 

Cl. 

a 

a. 

ATLANTIC 

DRAIN AGK 
Ihiiiii'dif  lliisiii 
I'lTKl!    DELAWARE 

Diiigiimu>  Forry,  J  K.. 

Ilawli'y,  S  K 

llollistorvillB 

Lakeville.  IN 

Mataiuoias 

Mount  I'ocono,  2  N 

lMoa>aut  Mount,  1  W  . . 

StvoucKburg.  J  K 

Tauuer^  Falls.  1  SE.... 

Lehigh 

Allentowii  Arpt.,  4  Nli 

Allontown 

Betlilpheni 

Blake>iee  Corners 

(iouKlsboro 

Lanjt'ord 

Mauch  Chunk,  1  S\V... 

New  Tripoli 

Pahiierton 

Zionsville.  1  SW 


Schuylkill 

Consliahocken 

Frederiuksvilie.  IS... 

(iratorford 

Hhocnixville,  U  SE... 

Port  Clinton 

Pott,sto\vn.  is 

Pottsvillo 

Readinpr 

Wernersville.  1  W 

Lower   Delawake 


Coatesville 

Doylesfou'n 

Georse  School. .. . 

Marcu.s  Hook 

Philajielphia 

Airport  Station . 

CityOftice 

Shawmont  . . . 
Quakertown,  J  E . 

West  Chester 

We.sterove,  li  SE. 


SKsqiichniiiKi  Bdsiii 
CHBMI'NG 

Austinsburg,  2  W 

Covington 

Lawrenceville 


North  Branch 


Berwick 

Canton,  1  NW 

Danville 

Freeland 

Hop  Bottom,  2  S 

Millville 

Mouroeton.  2  8 

Montrose,  3K 

Orwell,  3  N 

Park  Place,  1  NW  .. 

Pikes  Creek 

Rush.  OS 

Scranton 

Susquphanna . . 

Towanda.  1  V. 

Tunkhannock 

Wilkos-Barre.  3N... 


a  76 

4.47 
3.77 

3  9S 

4  10 
4.09 
3.39 
4  66 
3.60 


3.17 
3.H5 
3.22 
2.57 
3.45 
3.  2fi 
3.33 
3.90 
3  17 
3.57 


+  1.74 
+0.99 

^1.21 
+  1,38 
+  1.61 

+  1.46 


-0.33 

+0  58 
-0.'20 


2  40 
4.72 
4  02 
4.13 
2.94 
3.73 
3.33 
3.71 
2.76 


2.95 
3.51 

2.98 


2.86 
2  73 

3.78 
3.95 


+0  36 

+  0.18 
-M.  28 

J^6.'38 
-0.69 


-0.99 

+0.47 
-0.5s 
+0.44 
-0.  38 
+0.14 


-0.  92 
+0,10 
-0.4L 


■0.44 

-0.57 
+0.43 
+0.49 
3.  64  -0.  14 
4.55  +1.24 


Wesi  Branch 

Ansonia.  2  W 

CarioUtown 

Carter  Camp 

Cedar  Run 

ClearH.dd 

Coal  port 

Curwen.sville,  6NW. 

Dri  ft  wood  

Dushore .  ■ 

Eagles  Mere 


1.33 
L72 
2.55 


3.40 
2.17 
2.72 
3.36 
3.63 
1.89 
2.52 
5. 45 
2.49 
1.87 
2.50 


3.07 


2.29 
3.00 
2. 15 


1.67 

2 

2.67 

2  38 

2,57 

2.48 

2.96 

2.07 

2.21 

3.24 


+0.71 


3.28 
3.  23 
3.0(1 
3  37 
3.0s 
3.62 
3.18 
52.  74 
3.87 


2,78 
2.82 
2.  51 
2,11 
3.05 
2,24 
2.  62 
2.71 
1.9B 
3.13 


$2.81 
2.71 

3.0s 
2,93 
$2.  40 
2.91 
1.94 
2  77 
2.68 


3.14 
2,81 
2.65 
2.59 

3.35 
3.  15 
3.01 
3  18 
3  13 
2.68 


1.26 
1.44 


+0.08 


+  2. 


+0,04 

+6.'3i 

-6.' 24 


1.87 
1.83 
2.29 
2.33 
1.77 
1  92 
2.90 
2.10 
1.72 
2.80 


2.55 


1.92 
2.23 
1.93 


+0.61 
-0.  in 
+0.  43 
+0.  51 
+  0.69 

-6.61 


-0.  52 
+0  01 
-0.64 

+6.'  i7 

-0.37 
-0.84 

-6.'2S 
-0.75 


-0.26 

+6'46 
-n.  nfi 

-0.  92 
-0.27 
-1.41 
-0.65 


-0.48 
-0.53 
-0.  16 
-0.37 

+0  03 
-0.17 
-0.04 
-0.18 
-0.  .55 
+  0.27 


-0.28 


-0.69 


+0-  72 


-0.49 
-6,02 
-6.' 65 


-0.  23 


1.93 

2.  45 
2.28 
1.81 
1.51 
2.  60 
2.  .50 
2.43 
2.25 


2. 

2,37 

2  46 

2.31 

L98 

2 

3,12 

2.71 

2.12 

2.14 


1.49 
2.29 
2,62 
2.  19 
2.94 
2,39 
3.05 
2.19 
2.33 


1  96 
L39 
2.08 
1.84 

1.72 
1.61 
1.74 
2.06 
2.  21 
2.06 


1.91 
2.44 


3. 

-0.74    4. 
-0.69i  3. 


-1.30 
-1  59 
-1.26 

-i!35 


2.00 
3.11 

2.371 
2.63 
2.48 
2.93 
3.42! 
3.14' 
2.84 
2.44 


-0.76 

-1.04 
-1.00 

-i.46 
-0.60 
-1,14 

-6  97 
-2.. 57 


-1.91 

-6.' 80 
-1.46 
-0.93 
-1  22 
-0.89 
-1  33 


-2.  17 
-2.25 
-1..37 

-1..58 

-1.67 
-1.78 
-1,84 
-1  59 
-L74 
-1  83 


+0.01 


-1.59 


1-0.  62 


2.15 


2.44 
2.73 
2,80 


2.14 
6.14 
2.90 
22i  2.95 
89  5,90: 
..  $4.84 
6.11 
4.18 
2.69 
2.88 


-1.05 
-6,'23 

-oHi 

-0.15 


-O.OI 

+2  10 


3.46 
3.72 
3.59 
3.95 
3  02 
5,, 32 
4.96 
4.61 
3  99 
4.07 


+0.  83 
-0.  45 
+0.34 
+0  68 
+0.  23 

V6.'33 


+0.06 

+  0.14 
+  0  36 

-6.60 
+  1.57 
+  1.12 


2.9i 
4.83 
3.33 
4.13 

2,89 
2.95 
3.95 
4,74 
3.75 
4.38 


2.55 
1.93 
2.85 


+  0.87 
+0.06 


-0.66 

+6.'62 
+0.01 
+0.78 
+  0.51 
+  1.55 
+0.  16 


-0.82 
+  L07 
-0. 23 
+0  73 


7.43 
5  88 
5.611 
6.42 
5,95 
6.74 
.5.35 
5.57 
4.99 


4.36 
4.06 
4  25 
4.37 

7.87 
7.17 
5.94 
5.78 
4.31 
5.64 


«3.76 
6.87 
4.93 
5.55 
6.93 
4.63 
6  68 
4.79 
4.96 


4.45 
4.  5" 
4.38 
4.71 


.3.32 
4.49 
54. 09 
3.73 
4.39 
3.17 
4.07 
3  19 
4.83 
4.28 


3.71 
3.62 
2  42 
53.12 
3.26 


2.66 
5.13 
4.00 
3.55 
4.69 

4  55 

5  43 
4.04 
3.36 
4.78 


+  2  22 
+  2.14 
+2.71 
+2.  58 
+  2.66 

+2.' 67 


-f-0.86 
+0.49 
+0.73 

+  3.'.5i 
+  3.  26 

+  1,80 

+  0.63 
+  1.88 


+(l  .39 

+i'25 
+  1.60 
+2,79 
+0.69 
+2.  37 
+  1.  12 


+O..55 
+0  61 
+0.91 
-H.59 


-0.16    3.85    I-0..59 
-0.  10!  3.33    1-0.07 


+0.  55,55.  .50 
1  29  4  89 
0.01    4.99 

+0.92    4.89 


-0.01 


5.00 
5.02 
6.02 


6, 
7, 

+0  05    4. 
4 


+0.71 


+0.94 

+  0.95 
-0.  .50 


+2  13 
+  1.06 
+0.74 
+  1.33 


+  2.25 


+0  39 


-0.19 


-0.331 


-0.45 


4.88 
4.64 
7.37 
7.13 
97i  4.95 
..153  87 
..  6.02 
5.91 
5.91 
7/14 


+2.  51 


+  1..59 
+2^79 


5 

3.861+0.84 

4. 

5. 

5, 


+1 


28 


6.29 

6  08 
6,  25 
6.20 
6.  Oil 
6,20 
4.31 
5.13 
3.96 


5.59 
6.16 

4.46 
•5.53 
6.08 
4,75 
4.31 
4,68 
4  26 
5.66 


5.27 
5,76 
4.25 
3.70 
4.35 
4.10 
3,90 
5,02 
5.00 


4.42 
5.80 
5  49 
4,22 

3.77 
3.98 
6.46 
5.63 
5.66 
4.60 


2.35 
2.66 
4.15 


+2,18 
+  2.07 
+  1  77 
+  2.09 
+  1.04 

-10.' 36 


+  1.59 
+  1.26 
+  0.39 

+  1,33 
+  0,19 
-Oil 

-n.'oe 
+  1  16 


+  1..53 

+0  44 

-0.  19 
-0.11 
+  0  27 
-0.30 
+  1.47 


+  0.21 
+  1.79 
+  1.72 
+  1.37 

+  0.53 
+  0.74 
+2  90 
+  1.69 
+  1.41 
+  0  71 


+0.35 


4.32 
5,75 
3.82 
4.  .53 
3. 32 
4.52 
5.14 
4.74 
3.53 
4.43 
3.82 
4,30 


+l.l(i 


4.34 
2.69 
6  47 


49 


3.50 
4.24 
4  73!. 
5.  36;  H 
2.07;- 
3.09 
3. 36! . 
4.07!. 
4 .65i . 
4.99  , 

I 


-0.13 


11.09 

8,25 
8.27 
6.85 
6.76 
15  86 
7.70 
11. .55 
10.04 


8.16 
6  87 
5,93 

12,51 

10  28 
9,76 

13  18 
8.99 

11,62 
6.45 


8.70 
7.47 
8.62 

6  29 
10,06 

7,46 
10.13 

7  50 
6.98 


6  37 
11.01 
9,03. 
6.46 


8.86 
9.33 
6.32 
10.  23 
7.99 


53.06 
2.30 
3.38 


3.41 

4.27 

3.13 

3.01 

4.63 

3 

5.40 

4.21 

6.31 

7.59 


+  4  00 
+  1,95 
+-3.  38 
+  3.04 
+10,72 

+  6.43 


+3.55 

+2.  OM 
+  1.27 


+  5.39 
+0.  20 
+8.01 

+  6.96 
+  1.37 


+4.  25 

+  3.' 53 
+  1.  43 
+  5-16 
+2,55 
+5.12 
+  3  24 


+  1.71 
+  6.08 
+4.40 
+2.25 


+  4.71 
+4.75 
+1.38 
+5.46 
+3.02 


+4.93 


+-7.  72 


+5. 


+0.06 


6.75 

5.82 
5  32 
55.71 
5.45 
4.54 
3.05 
.5.90 
3,95 


5.06 
4.51 
5.05 
3  79 
.5.  65 
4.51 
4.95 
4.34 
4.19 
3.20 


4.89 
3.55 
3. 38 
3.03 
4,30 
3.30 
4.67 
3.31 
4.90 


2.99 
4.10 
3.48 
6.50 


3.75 
5.19 
3.46 
3.85 
8.52 


0.81 
1.40 
3.24 


1..58 

3,55 

L79 

3,05 

3.4 

2.26 

2  55 


4.99 


+  1.70 
+  1.91 
-1-1.66 
+  1.71 
+  0.0,-1 

+  1,04 


+  0.66 
-0.05 

+0.75 


+  1.24 
-0,23 
+  0.17 


+0.08 
-1 


+0.53 

-^6.78 
-1.87 
-0.87 
-0  55 
-0.31 
-0  90 


-1,59 
-0.90 
-Lll 
+0.95 


-0.87 
+  0,31 
+  1.05 
-0.88 
+  3.30 


-0.56 


-0.65 


-1.30 


+  1. 


+  1.24 


-2.01 


-0,01 
-0.  58 


5.81 
6.51 

6.  61 
7.6H 
4.02 
5.20 
3  35 
4.77 
4.25 


5.33 
5.03 
3.92 
3  79 
5,63 
7.00 
7.11 
8  04 
7,34 
4.80 


6.32 
6.35 
6.52 
4.97 
8  11 
7.03 
6.71 
6.87 
6.78 


6.71 
4.50 
5.83 
3.42 


3.96 
5.98 
5.44 
4,98 
4.07 


5.12 
4.26 
5  69 


+2  93 

+3.  18 
^  4,37 
+0  83 
+  0.28 

+  i!i5 


+  1.93 

+  1  60 
+0.55 

+  i.92 
+2.94 
+  3.05 


+  3.62 
+0.73 


+2.53 


+3.00 
+  0.76 
+2.  26 
+0.49 


2.52 
2,79 

3.18 
3  20 
2,75 
3.60 
4.67 
2.40 
3.04 


2. 36 

2,18 
1.82 
2.60 
3.91 
2,97 
3,47 
2.  64 
2.77 
2.35 


52.26 
2.25 
1.78 
1.38 
2.45 
1.63 
2,85 
1.77 
2.11 


1.93 
1,88 
2.66 
1.96 


+  0  82 
+  2.65 
+  1.79 
+  1  12 
+0.63 


+  1.81 


+  1.18 


+  1.35 


1.90 
8. 03 
1.91 
1.98 
1.64 


2.36 
2.87 
3.38 


3.26 
3.26 
52.46 
3.66 
2,95 
3.10 
3  95 
3.14 
2.62 
.3.15 
3.26 
3  29 

55 

2.85 
2.69 
3.52 


-0.61 

-0.26 
-0.45 
-0.  49 
-1  01 

-i'.iil 


-0.94 

-1, 

-1.38 

+  0.04 
-0.90 
-0.40 

-6.60 
-1.31 


-1.27 

-i!28 
-1.90 
-1.52 
-  1,43 
-1.16 
-1.35 


-1.  ,50 
-1.68 
-0.56 
-0.96 


-0.91 
-0.15 
-1.51 
-1.64 
-1.71 


hO.54 


-1.59 


+0.28 


4  00 
5.  50 
5.24 
5,80 
.5.87 
6.48 
5.90 
5.  26 
5.43 


4.34 
4,93 
4.77 

4  66 
6  17 
6  38 

56  30 
.5.70 
3  87 

5  60 


5.62 
5.64 
4.81 
5.45 
5,39 
4.79 
5.52 
5.07 
6.19 


5.13 

4.3s 
5.44 
5.31 


5  69 
7.73 
.5.64 
5.40 
.5.23 


2.26 
6.25 
4.61 


+0.26 


-0.17 
+6.' 42 


96  +0,09!  4.70 
4.78 

..59! '  4.93 

-0.241  6.84 
-0.42i  5,56 
4.40 
5.60 
4.22 
3.60 
6.99 


+2.51 
+2.  '23 
+  3.00 
+  3.06 
+3. 14 

+  i.'52 


+  1.49 
+  2.02 
+  1..59 

+  2.87 
+  3.26 
+  2.62 


+  0.81 
+  1.36 


3.48 

2.97 
2.  U3 
3.51 
3.76 
5.82 
2.88 
4  60 
2.21 


3.79 
3.8H 
4.71 
54  33 
2.96 

3  51 
4.56 
4.29 
3.36 

4  60 


+  1,89 
+  1.19 
+2.38 
+2.58 


+  2,99 
4.67 
+2,39 
+  1.86 
+  2.14 


+2.31 


+2. 


+  3. 


+3. 20 
+2.73 
+2.86 

+  2.' 25 


-2.39 


+3.87 
+2.42 


5.07 
4  26 
4.96 
4.63 

4  02 
6  05 
5.92 
4.97 
4.49 
4.87 


1.13 

2.29 

51.39 


, ,  ,59.  84 
+  0,09  68.08 
-0.45  55.52 
+0.31  5.58.44 
-+-0.85:  .53.42 
+2  2+  69 

I  50.20 

+  1.29    59.04 
61.13 


+0.  49 
+0.69 

+  1.46 

+0  07 
+  0.16 
+0.74 

+6!7i 
+1.09 


+  1,41 

+  1^81 
+  1.2.1 
+  0.98 
+  1.90 
-0  09 
+  0  28 


+  1.31 
+  0  79 
+  1.72 
+  1.09 

+0.  -59 
+  1.62 
+  2.  15 
+  1.60 
+  0.  70 
+  1.87 


-0..54 


+  0.77 


-0.06 


941-0. 

04 

69  -L 


1.63 
2.64 
1.91 
2.01 
1.84 
2.47 
2.26 
3.79 
4.73 
3.18 


-0.32 


-0  34 
-1.30 


51.09 
49  48 
46  69 

552.  42 
60.35 
,59.  62 

563  85 
58.39 
52.  96 
51  21 


550  58 
56,59 
52 ,  53 
47.58 

559.  38 
50,91 
,57.  .53 
50. 27 
52  17 


48.03 

52.  97 

52.30 

55 

55 

46,96 
561.62 
52.  19 
•54,31 
55.  48 


55 
33.  87 
541. 14 


+  17.46 
+  15.. 52 
+  17.43 
+  14  65 
+20.  34 


+ 12. 92 


+8.08 
+6.66 

+  3  88 

+  14  90 
1-14.66 

+  14.74 

+iZi.5 

+©•84 


+  7,94 


+  11.15 
+3.11 

+  11.42 
+  8  40 
+  9.33 
+  8.  18 


+  1.19 
+  7.06 
+  9.65 


+  6  .55 
+  18  81 
+  7.36 
+  6.33 
+  11.89 


541.  74 

50.15     

552,33!   +4,65 

45.29! 

543.90 

43.201 

5-51.111  +  11.31 

41.721 

52.421 

51.17 

55     - 

.53.72!  +15.03 

55  I 

.39.  98 
545  60 
69 


+  .\59 


34.69 
50,48 
46,  23 
47.02 
48.04 
544.  81 
83.84 
55 

55 

60.91 


+  1.23 


+  11.16 

+4.45 


(Continued  on  next  pa«e) 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION 


Year  1945 


Monthly  and  Annual  Precipitation  for  the  Tear  1946,  -with  Departures  trom  the  Normal— Continued. 


Stations 


January 


West  Branch 
(continued) 

Emporiuin,  1  E 

Galeton 

Karthaus 

Lock  Haven 

Medix  Run 

Philipsburg  Arpt.,  7  E 

Itenovo 

State  College 

Tamarack,  '2  S 

Tyrone,  4  NE 

Wellsboro 

Willlamsport,4E 

Williamsport 

WUliamsport,  4  SE  . . . 

J  lis  I  ATA 

Altoona,  4i  W 

Breez-ewood.  i  E 

Buffalo  Mills 

Burnt  Cabins, 2  NE.... 

East  Watprford,  3E 

Everett,  i  SVV 

Huntingdon 

Lewistowu.  l  \V 

Mapleton  Depot 

Maitinsburg 

McCounellstown,4  NW 

NelT;;  Mills  3^  NE 

New  Bloorafield 

Newport 

Saxton,  1  W 

Shade  Gap.  J  8W 

Lower  Susquehanna 


Arendtsville 

Bloserville,  ij  N. 

Carlisle 

Columbia 

Dauphin,  3  N 

Eplirata 

Glen  Rock 

Gordon 

Grantville,2SW. 

Hanover 

Harrisburg  Arpt.,  3J 

Holtwood 

Huntsdale     

Kirkwood,  1  SW... 

Lancaster 

Lebanon 

Middletown,  \i  W . 
Mi!!ersburg,  2  E.  . 

Milroy 

Newburg,  3iNW... 

New  Park 

Pine  Grove,  \i  NE 

Sclinsgrove 

Shamokin 

Shippensburg 

SunbuiT 

Williainstown .... 
Woodward.  2  NE 

York,3SW 

York  Haven 


2. 21 
2.19 
2. 52 
2.08 
1.61 
3.04 
2.03 
1.84 
2.68 
1.48 
1.73 
1  91 
2.19 
2.41 


L73 
1.71 
1.96 
2.44 
2.64 
2.21 
2.00 

$1.84 
1.72 
1.38 

$2.  06 
1.74 
3.10 
2.77 

$1.79 
1. 


2.76 
3.18 
3.49 
3.42 
3.62 
3.13 
3.30 
$3.33 
3.0' 
3.18 
3.34 
3.89 
2.75 
2.87 
3.4H 
2.75 
2 
2.16 


I'ntomnr   Bntii' 

Chambersburg,  I  8W 

Gettvsburg 

Hewitt,  2  HW  . . . . 

Hyndman 

McConnellsburtr. 

Mercer.^burg 

South  Mountain. 


GULF  DRAINAGE 
Ohio  Bndn 

Alleohrny 

Acmetonia 

Aliens  Mills 

Blairsville,  6  NE  .. 

Boswell,6NW 

Bradford,  4  W 

Brookville,  1|  SW  . 

Buckstown    .   

Clarion,:!  SW 


$2. 55 
4.99 


2.82 
3.fi3 
3.19 
2.76 
3.40 
% 
1.60 
3.71 
2.91 


3.. 37 

2. 

2.32 

1..59 

2. 25 

2.39 

3.46 


2.95 
2  22 
2. 37 
4.06 

2.60 
2.  03 
2.80 
1.86 


February 


-1.15 
-0.23 


-0.86 


-0.59 
-1  07 


-0.64 
-6.' 68 


-1.20 

-6!67 


-0.69 
-1.11 


-0.18 


March 

April 

May 

June 

Jv 

s 

a 

a 

ca 

a 

o 

S 

5 

o 

o 

1 

E 

1 

0. 

a 

1 

1 

3 
E 

S 

S 

■g 

g 

c9 

"S 

i    ^ 

a 

£ 

a 

Pn 

a 

a 

£ 

August 


a       fN 


2.  68  -0. 151 
2. 68  +0. 61 

3.07; 

2.37  -0. 17i 

2.64! 

3.261 

2.00[-( 

2.83  -( 

1.87 

2.50 

1.66 

2.25 

1.89 

2.68 


3.80  -1-0.16 
3.14-0.45 

5.72i 

3.73i-t-0.25 
4.47 


0  30! 
0  24' 


0.601 

O.bkl 


4.02+0.90 
4.49J  +  I.  13' 

3.491    

5.39! i 

2.011-0.98' 

4. 

3.94  -t-0.60| 

4.15 


2  77 
1.51 
1.94 
1  46 
1.63 
1.76 
1.87 

$1.65 
1.43 
1.68 
2.06 
2.15 
1.58 
1.48 

$1.76 
1.68 


-t-0.  12 
-6.21 


1.96 

2.16 

2.06 

2.43 

1.50 

2.75 

2.57 

1.83 

2.40 

2.10 

2.02 

2.14 

1.60 

2.50 

2.46 

2.41 

2.18 

1.33 

$2.13 

$1.68 

79    2.33 

36    1.93 

62    1.73 

34;  1.76; 


1 

-t-0.42i  5.80  -1-2.58! 

i  3.38 

-0.  Ill  2.71  -0.61 

!  2.771 

3.  ifi; 

2.791-0.51 


4.211-1-0.69 

3.  15  +0.  17 

5.08 

5.431-1-1.98 

3.791 

5.2Si    .. 
3.821-1-0.52 

4.  38: -(-0.94 
3.98, 

4.37i 

2.62! -0.65 

3.44! 

3.461-0.01 
4. 02| 


0.  75  -r  1.401 
6. 14! -1-2. 27' 

6.84! 

6.2L-f2. 19! 

5.65i 

7.361  .... 
5.  8lI-f-1.9H! 
6.091+2.04 

B.  76i 

6. 461 ... . 
6.501+2.71 
6.01!   . 
5.79+2.21J 
6.62 ! 


3.691-0. 
4.62I  +  I. 
3.511.... 
3.881-0, 
3.65!... 
4.91'.... 
3.371-0. 
3.19  -0. 
4.42  .... 


+0.73: 
+  1.251 


-0.18' 


-0  46 
-0.74 


6.00 
3.54 
3.86 
3.71 
5.74 
3.81 
3.34 
2.40 
$3. 36 
2.69 


-0.63,  2.14 
-0.17  2.641 
-0.B3    2.26i- 

!  2. 19  . 

I  2.27I. 

-0.12    1  921- 

1.88i 

3.57;- 
2.98!. 
1.71  - 
1.95  - 
1.51  - 
2.071. 
....}  1.761. 
0.161  2.24!- 
0.68  2.43- 
O.I6i  2.19'- 
....!  2.22  . 
....[$4.39  . 
....!  2  92J. 
0.3li  2  49!- 
0.81!  3.071- 
1.00;  2.46!- 


+2.  45 


+  0.71 
+  1.01 


-1.26; 

-O'.W' 
-0.94- 
-0.27 


-0.31 

2.01 

+0.50 

1.64 

$1  51 

1.99 

+0.  71 

2.26 

+0.26 

1.94 

+0.56 

1.71 

-0.  23 

2.18 

2.12 

-1.28 

2.19 

1  ,56 

2.10 

2.22 

-0.44 

3.18 

4.20 

2.92 

4.37 

0.41 

3.  29 

-0,88 
-0  31 
-0.73 
-0.62 

-6.46 
-0  38 


-0.93 
-0.50 


-0.04 


+0.55 


-1.20 


-1.61 

-0.68' 
-1.26! 


1.54! 

038! 

i.'egi 

1.09; 
1.58i 


1.25! 
1.20 
1.46i 


-1.08 
-0.60 
-1.23 
-0.  62 
-1.53 
-0.78 
-0.45 

-i!i3 

-0.86 


•0.99 
-1.73 


5.32  +1.87 

4.20! 

3.751+0.23 

3.88 

4.47 

3  91 

4.48 

.5.05 

4.74 

4.49 

6.23 

4.53 

4.12 

4.42 

3.46 

4.34 


5. 
6. 

-10  82i  6. 

!$4. 

4. 


861  +  1 
20' . . . 
691+0 


+2, 


3.24 
3.00 
3.07 
3.09-0. 
4 .80  . . . 


2  43 
4.69 
3.06 
2.91 
3.12 
3.80 
4.15 
3.17 
4.04 
6  84 
3.42 
3.24 
2.03 
2.67 
4.27| 
2 .44! 


6.12 
4.95 
4.32 
3.89 
6  20 

3.86'   1 

8.911-0.  lo| 
2  63  -1.22 

3.25| ! 

3.71  ..    ..    ! 
3.60;— 0.04; 

3.311 

3.48-0. 271 
8.771 1 


-1.67 
-6  47 

-^6^87 
+0.06 

-6.97 


4. 68 

4.68 
4.38 

4  54 
3.74 
.i.  28 
2.66 
3.18 
2  33 
4.27 
4.97 
3.39 
7.42 
6.72 
2.98 

5  69i 


+2 


6.001+2. 
4.721+0. 
5.I0I  +  I. 
3.90!.... 
3.  96! ... . 
4.161+0. 
4.04'  ... 
4.80:+0. 
5.78  ... 
4.23  +0. 
4.09  +1. 
2.  41  -0. 
3. 67  ... . 
2.  68     . . . 

4.3l!+n. 

4.32i  +  0 
4.071+0. 
3.64  .... 


29!  5. 

85'  7, 
56i  4 


76    4, 

..;  3 

70    6. 

67  3. 
40  6, 
61 1  2. 

..i$5. 
3 
80  3 
85  7 
57,  4. 
..8. 


591  +  1.60 

471+3.18 
101+0.29 

V3l 

45;  

(•4+1.43 
45  ...  . 
96+2.72 

78 

651+0.23 
26  +1.H2 
6.5,-0. 17 

981 

32' 

91  +0.60 
.06  +3.22 
79  +1.13 
49 


-0.70 


-1.99 


+0. 
3.901  +  1. 
3. 05  .    . . 


3.78 


+  1  14; 


2.73 
il.94i 

2.481 
2  82 
3.871 
2.17 
2.27 


2.27 
1.60 
2  44 
2.58 
2. 39 
2.18 
2.26 


7. 60  +3. 99 
6.31 

7.58 

5.83 

6. 06  +2.  75 

6.271+3.00 

4.471 

5.901+2.22 


4.19 ! 

4.33!+0.3.5 

5.211  +  1.45 
4.771  +  1.22, 
4.151+0.37' 
+0.861 
+  n.95l 
+  1.66 

+  i.'281 
+0.98 


2  32 

2  02 
2.08 

4.75' 
2.85' 
5.54, 
4.  53i 
4.06' 
3.67! 
1.82i 

3  95' 
3.44 
1.79' 
.5. 24 1 
.5.  42; 
3. -20, 
2.89 
5.091 


-1.79' 
-2.721 

-1,87, 


+  1.17 
-6.' 37 
-2. 13 

+n.  36 

+  0.09 


1.771-1. 
1.851-2. 
3.861.... 
3.82-0. 
2. 15i  . . . 
2.671... 
2.39'— 1. 
3.00  -  0. 

3.69 

2.771.. 
I.61i-1 
2  93    .. 
S.lSl-fl, 
4.06  ... 


5.65+2 
4.64]... 
4.93,  + 1 
3.44  ... 
6. 05I . . . 
.5.12,  +  ! 
5.29+1 
4.06  ... 
5.99  ... 
5.84  ... 
4.51'... 
3.91I... 
4.III... 
3.68-0. 
4  .57! 
4.53 


September 

a 

0 

S 

s 

a 

t: 

ll     1 

"   1 

October 


November 


I  £ 


December 


Annual 


S         3 


96   7.82+3.761 
.38    6.481+3.01 

..     5.04 

73!  6.141+2.76 
■    i  6.96 

7. 83  ' 

13    3.90; +6.  98! 
47;  i;.50+3.  48 

5.291 

8.27 

5.04 

6.36 
821  6. 10 
..    7.87 


4.05  -0.84i 
4.2'ii  +  1.08 

3.53 

2.94-0.26 

3.36J 

2.831. 


4.92+1.94' 

5.681 , 

6.671+4.03 

5.51! 

61 


.92 


3.02  -0.03    6.72+4.08' 
2.26-0.66    6.  36' +  3.861 


+  1.96J 

Vi'sil 


+  2.  81 


+3.10 

4l 


44 


fi.  19  +3. 12 

5.44 

5.73 

6.  10 

5.85 
1  6.15 

8. 10!  +  4. 
$8.25' 

6.44J 

6.O2I 

8. 851 

6.74 

4.99    

4  60+1.11 

6.  91 1 

5.57    ... 


2.85, 

1.67! 

8.12+0.14 
a  79 

2.99I-O.  41 
3.61 


6.81 
5.40 
6.  OB 
6.14 
7.03 
6.87 


-1.65 
-0.85; 
1 


2.96+0.06 

1.301 

0.751-2.18 

1.07 1 

I..561 ' 

1.10 
2.07 
2.02 
1.64 
1.60 
1.941 
2.33 
1.43 
I.82I 
1.28 
1.21 


+3  46 
+4.'28 


-2.38 


8.29  +2, 
4.651... 
4.20I+I 
6.  59! . . . 
6. 70i . . . 
4.781+2. 
6.  6()|  +  1 
6.20j... 
5  99  . 
5.23!... 
6. 1 1 1 . . . 
5.73I... 
8. 06| . . . 
8.I4'+4, 
4.661... 
5  77;... 


1.711 
2. 141 

2.48' 
2.  19 

2.  s;* 

2  41 
2  29! 
2.  16 
1.99 
1.60 
2.61 
2.84 
3.05 


-0.41 


-0.16 
-0. 36 


0.79 

-6!  62 


7 
$6 
...  10 
+  1.42'  9 
-0.98  iO 
-1.05  9. 
i$6 


59  -0. 19 

151  +  1.18! 
771+0.871 

53' 

..52! ' 

27  +3.  63 

93 

03+6.12 

33 

85,  +5.  49 

52  +4.  69 

77+3.84 

60 ' 

491 

66+5.25 
19  +5.74 
92, +6.21 
75 1 


5.44+1.431 
6.8II  +  I.53I 
6.851  +  1.45' 

3.68! 

4.08' 

3.69  -1  05 

4.54 

3.49  —0.91 
5.81... 
4.80+0.49! 
4.76+0.72, 
6.33'  +  l.n! 

6.39  , 

4.60    ... 
5.05+0  70 
4.  63  +11.  29 
5.04+0.70 
4.501 


6.021+2.28! 
6.-2'2  +2.  40 
6.06  +2.60 
5.72    .... 

8.45, 

9.10  +5.53 

5.43 

6.55  +2.641 

6.15  ... 

3  58  +0.36 
5.  41  +2.  36 
8.69+1.04 
5  33,   .... 
4.2-2 

4.16  +0.78 
5.98  +2.51 
4.95  +1.29 
4.75; 


4.60 

4.62 

,5.11 

3  90 

4.53 

4.47 

6.22 

4.58  +1.15 
7.20+3.25 
5.91+1.87 
6.10+2.00 
4.  69+0  991 
6.881+2  591 
7.66+3.69 

5.86' 

6.08  +1.62! 
4.29  +0.76 


2.75i 
,5.91 

5.  11 
.5.43 
5  22; 
1.83: 
5. 151 
5.051 
4.671 
3.35 
5.36 


I  3.  72l    .    .      1  4.  48l I 

+  1.87  11.82  +7.57'  4.97  -0.08 

+0.32  11.51+6.63  4.58+0.46 

+  1.51    5.41  +1..37  4.  48+0.  .=i4 

+0.70  $6.  75  +2.27,  4.  22  +0.  24 

-1.61    2  76  -0.93'  5.30+1.12 

5.  30, +  1.29,  4.6Sl-^0.  H3, 

9.90+5.31;  4.321+0.  16 

3.14' 3.201    .... 

9.441+5.16  7.48+3.17 

9  33|+5.28'  5.82+1.81 

1  1 


+  1.28 
+0.77 


-0.40 
+  1.38 


7. 321 

6. 18  +2.  59 
5.52  +1.70 
7.28  +3.85 
5.70  +2.  16 
6  46  +3.00 
5.81  +2.43 
5. 00  + 1. 00 

6.97 

3  91  +0  67 
4. 37  +0.  92 


0  76 
1.59' 
1.20 
1.91 
1.601 
1.72 
1-20, 
2.87, 
1.63 
1.16 
1.07 
1.28 
1.06 
1.54! 
2.08 
1.66 
1.41 

1  50 
2.66 
1.06 
1.89 
2.22 
2.29 
2.61 
1  21 
2.48 
1.89 
2.85 
1.29 
1.29 


+3. 
+4. 
'+3. 


.49 
.66 
.01 

98' 

.02 

.12+1.48 
.15     


....  4 

6. 

-1.49  4 

4, 

-1.31  5  49+2  09 

5 

—2.01  5. 
-1.66  i 
-1.43  3. 
7. 


411  3. 

61  3 

91'  3. 

..,  3. 


68 


78,$6 
28    6 


2 
4. 
3 
4 

.  i 
61  3 
28  3 
37  3 
3 
3. 
77  -1. 
•29  3. 
77  3. 
..  2. 
.  $2, 
..    2 


39  -II 
04  ... 
01; -0 
76!  .. 
15I... 
85-0 
29  -0 
27 
19 
OJ 
29 
18 
20 
73-0 
.58  .. 
58  ... 


3I1+O 
54  +(> 
62+0. 
90  .... 
.55 

02  +0 
80  .. 
23  +0. 

03  ... 
42  +0. 
32  +0. 
35  +0. 
l.S  .  .  .  , 


39 


97 


45.  45 
51.30 
49.04 
47.07 
67.47 
43.40 
45.36 
46. 15 
47.  25 
38.45 
45.85 
45.95 
83.  ;«i 


51.01 

42  44 
39.11 

$42.89 
46.34 

43  21 
60!  49  79 
.  I$47.54 
..  4.5. 06 
.-  46.18 
.   |$.52.61 

45. 24 
49.  92 
47.15 
$41.75 
43.28 


+  7..'>3 

+8.' 37 


+  •■1.33 
+  6.53 


+  1.86 
+  h'65 


+  12.35 
'+3!79 


+  4.85 
+  9-38 


93; 


9l;s^3 

.  2. 
41  3 
46    2 


0*>  i-0 
39+0. 
69  +1 
42... 
271  .. 
82'... 
75  +1 
35  +0. 
38  +0. 
68—0. 
53+0. 
35' +0 
22+0. 
16  ... 
50  +0. 
87+0. 


181  4G.37 

■59!  54. 16 

701  47  60 

52.14 

45.87 
53.  If. 

4t'i.82| 
48 1  $58.  20 

. .  1  .59.  m 

40  44  60 
30  49.23! 
S61  41 .2^} 
.  1$47  69 
.  1  $$ 
971  51.27 
06'  61.26' 
06!  49.20] 
.    $46. 51 

•  L  *^ 

..($47  91 
861  59.02' 
27J$5H.  75 
34;  52.78 
23  $50.  75 
37|$43.98 
45|  52.17 
13  «$ 
..  47.86 
62 1  .50.74 
25    50.02 


+5.35 


+3.  82 
+  8.  62 
+5  59 


+  10.85 

+  16."  31 

+3  96 
+  11  29 

+5  11 


"-10  11 
+9.63 

+  8.72 


+  15.75 
+  13.16 
+  10.98 
+8  10 
+  3.16 
+  11.20 


5.231+2. n2;$4.82  +1.13;   1.93 
5.20,+1.55|_4.28l+0.36l   1.56 


4.69 
3  13 
3.66 
4.36 
6.67 


4.09 
6.41 
5.67 
4.22 
4.11 


!$3.92 1  4.33 

-0.39!  3.981+0.831  3.18 

5.761 1  1  82 

6.82 2.24 

6.06 2.46 


+0.661  467  +O.9O1 

!  5.44! 

'  .5. 85    .... 

'  5.60    I 

5.05  +1.251 

,5.09  +1.36 

3.65 

4. 46: +0.721 


+0.  45 
5.  701 +2.  .58 

3.43 

5  451  +  1.91 


-2.021  3.54; -0.22'  4.771+0.89,  6.03+2.94    1.09—2.20 
-2.22!  4.73+0.91'  .5.17+1.16    5  55+2.03!  0.58-2.80 


+  10.62 
+10.61 


-0  95 


3.  56  -0. 82 

3.81 

4.63 

5.16 

7  10 

3. 93 

6.15 

5.201  +  1.04 


5. 70! 

5.011  +  1.: 

3.13; 

2. 47 

2. 55 


7.00 
8.63! 
4.46 
4.41 
7.18 


-0.06 


6  41 
6.34+2  48 

4.73 

7.48; 

6.67! 


I 


0.79 
0.50 
0.87 

i.os; 

1.38J 


6.71  +3.92    3.  ,59  +0.87  $45.06    +5.9' 
6.13+3.29    3.72+0.57    43.51     +2.39 

4.27  $1.95 45.84! 

—2.56    4.30+2,19    1  75-0.81    37.18 

6.35 3.00 38.971. 

1  6.29    ...        3.64 I  44.35. 

j  7.56 '  3.321 1  51.741. 


+0.45 


+2.44 

-0.31 


3.41 
6.39i 
3.801 
7.00' 
5.441 
3.78' 
5.19' 
2.69 


-0.70 


2.30-1.. 55  7. 
2.72 
6. 12 
6.63 
2.72 
2.84 
3.27 
-1.70!  2  07 


+  1.361 

-0. 57; 


..'  7. 

..  9. 

62  5. 

92  4. 

..:«5. 

17'  7. 


.59  +4.  40  2.  86  -0.  16 

84 3  96 

57 3.42 

06     3.11  

88  +1.69  5.51  +1.93 

80  +1.64  3.40  +0.38 

27 1.53     

14+a63  3.64+0.40    4.82+1.49    219-1.33    49.15    +8.36 


4.71+2.16    2.10-0.97  49.02    +8  02 

5  .77  $2.  47     ....      .56.  04 

5.47    2.22 56.62 

6.  78  2.  63     62. 44 

5.48+1.98    2.19-0.82  55.43+12.70 

5  46+240    2.03-1.06  49.23    +8.88 

$1.67 $$ 


(Continued  on  next  patre) 
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Monthly  and  Annual  Precipitation  for  the  Year  194&,  with  Departures  from  the  Normal    Continued. 

Juue 


JanuMT      February       March  April 


8TATION8 


Ali.eghk.ny 
(continued) 

I'orry 

Coudersport 

Dorry 

Donegal 

Uuulo.  »  SW 

Eb<'nsbur(t 

Ford  City,  4  S 

Franklin    

(.ileu  Hazel. INK.  . 

Home  

Indiana 

lolmstou  n,  J  W  .   . . 

Kane.  IN   

Kregar,  44  SK 

Lyoippus,  IJE 

Marieuville 

M'adville,  IS 

Nlosgrove 

Parkers  Liinding.. 
Pitt>biirBhW.B.O. 
Port  Allegany. 

Piinx.-iutawnoy 

Putney  ville.  21  SE. 

Kidgway 

Saltsburg 

Sewiird    

Shemeld,  6  \V 

Snietliport.  1  S\V 

Strougstown 

Tionesta.  U  SE 

Titusville,  2  S .. 

Union  City  

Vandergril't 

Warren 

YoungsviUe 


.7S!  3. 
.52  2. 
40    3. 

3. 

2. 


-1,15 


$3 

3. 

93    1. 

3 

3 


.49 


MoNOliAHELA 

Confluence,  U  N\V    . 

Couuell^ville 

Uonora 

Grwnsboro 

Green>burg,  2  S., 

Irwin 

Meyersdale 

Murrysville 

Newell , 

Pittsburgh  (Airport) 

Rice's  Landing 

Soiiier:-et 

Springs.  ISW 

Uniontown . 

Waynesburg 

Beaver 


Beaver  Falls 

BuMer   

Farrell 

Greenville 

tamestown,  2  N\V .  . . . 
Mercer  (Arpt.),2iNE. 

New  Castle,  li  N 

Pennline,  1  S 


-I 

-i.'vi 

-6.' 60 


*3. 


07  fO 
81,-0. 

23; +0. 

571... . 
SHI    . . . 

is!  ... 

'M\  -0. 

65      .. 

21       .. 
05  +0 


08    4 

071  2, 

21 :  7. 
..!  5 
..i«5. 

2«!  6, 
..,«7, 
76|  4. 

..j  4. 
.,«7. 
Ul  6 


87  +1. 
77-0. 

01+2. 
43i  ... 
5S  ... 
79+3. 
f.6j . . . . 
86  +1 
7.'i 
12 


-It.  63 


2.18 
2  52 
2.07 
2.  93 
2.57 
2.87 
2. 42 
$2. 18 

3.02 
2  83 
2.67i 
2.65| 
2.9S 
2.09 


1.76 
161 
'  I  37 
(§1.24 
1.04 
1.14 
1.92 
1.35 


-1.80 

'-(k65 
-0.42 
-0.  82 
-0.02 


-0  03 

-i.'57 
-1. 01 
-0.  ,55 
-1.09 


4.48 
3  37 
2.79 
4.07 
2.94 
3.01 
3.35 

2.  83 
2.10 
2.78 
3.19 

3.  6'J 
4.56 
3.52 
2.  92 


Ohio 

Olaysvllle 

Coraopolis,  1  V. . 

Midland 

Mt.  Lebanon.  . . 
Washington 


L.VKE    DRAINAGE 


I 
-l.OSl 
-1.161 
-LOfi' 
-2.04' 
-1..52I 

-6!99i 

-1.161 


2.16 
3.  35 


+0 


47151 
..!  7 
49  7 
..56 
lOl  4 
7. 
6 
6. 
3 
fi. 
7 
5. 
6, 
6, 
5. 
54 
5 
5, 
4 
3, 
21 
70 


+  1.55 

+6.'55 

+  1.48 
+  0.03 
+  0  .56 


30 


+  3.04 


-3.43 


04l+!. 

80 

73 

02 

39 

28 

07 

06 

37 

37 

46 

80 

72 

13 

88 


4  44+0. 
4.37  +0. 
4.711+0. 
4.45;  ... 
«$     .... 

3  68+0. 
..  5.36'.... 
431  3.6l!+0. 
..;  4.92]  ... 
..  4.97!  ... 
04j  4.921+0. 
72  4  lOi+0, 
72  4.  79 1+0. 
. .     4  901  ... . 

4.62i+0 
$4,741  ... 
2.84 
5.36 
4.85 
3, 63 
4.46 
5.36 
5.59 
4.74 
4.45 
4.48 

4  98 
54.40 

4.55 
4.61 
4.19 
?.  13 
4.98 
3.72 


Mar 


+  1.45 

+.3!20 
+  2.29 
+2. 99 
+  3.20 


-0.13    5 

+0. 16j  5. 


+0.08t  4, 
+  1.41!  4. 
+0.60  6 
+0.o9fe 


30 
14 

71 

95 

62 

74 

93 
.00 
.07:  +  l.  98 

97+2.94 

49! 

45i+0  191 

36, +0.66! 

30!+2.30i 

30  +1.08 


-0.091 
+  1.  ool 
2.91  +1.01 


3.44 
3.70 
4.49 
3.70 
4.  15 
3.88 
3.17 
4.13 
4.12 
3.81 
4  14 
3.61 
4.26 
3.78 
3.99 


-0. 25 

+  i!34 
+  0.43 
+0  37 
+  0.57 


+0.  92 
+  0.89 

-6!88 
+  0.26 
+0.  02 
+0.46 


2.71 
2  14 
2.89 
3.04 
2.36 


2.71  -0  411  S.31 
2.  16  -0.83'  3.37 

1.951 '  3,32 

2,231-0  33!  3.20 
$1.64 3.17 


Albion j  2. 35! 2. 60 

Krie  |  3.01j+0.24   2.47 

Raymond I    %  \ $2. 50 


i-n,  20 

-0.02i 


+0.6SI 

+  0.05: 


+0.80 
+0.  92i 


+  0.7(l| 


6.04  +2  991 
6.9fi!+3  42: 
4.81  +2, OOi 
4.  iifi  1  +  1.23] 
4.14;  +  1.23| 

4.45i    [ 

5.72J+2.  631 
3.661+0.69! 


7.0^+3.38 
6,72+3.38 

7.72; 

6.98+3.29 
6.08i 


4.671  +  1.60 
4.76+1.33 
3. 11' +0.08 
3. 061-0.  ,32 
2.  82[-0.49 
4.11!  ... 
4.49  +1.42 
3.82  +0.33 


4.86 
3.88 
3.90 
3.  65 
4.19 
5.85 
3.80 
4  02 
3.93 
5.06 
3.10 
4.29 
■5.41 
4.10 
3.83 


3.62 
4.27 
3  99 

3.98 

3.90 

4.25 

3.  76i  +  n. 

3.62!-0. 


July 


+  1.27 


+  1.71 


+  1. 
+0. 


+0.87 

+6.' 81 
-0.04 
+0.15 
+2.42 


+0.62 
+  L85 

-0.  .55 
+  1  24 
-0.01 
-0.  22 


.031  +  1. 
33i  -0. 
39  -1 
33 
84 
53 
94 
16 
07 
62 
,»fi  +0 
841-1 
26  +0 
76 
62 
9.5 
81 

on 

10 
87 
.11 
02 
91 
79 


-1.06 

-V.'u 


+0.77 


-2.  40 


+0'58 
-n.58 

-0  .59 
+  1.89 

3. 06  - 1 . 

2.76 

3. 16  -  0,  20 

5.92  +1.28 

2.97J-1.  43 

4.22-0.19 

2.  55| 

3.4"!    

4.19!+0  13 
3.65J-0. 16 

3.35 

3.74-1  28 
3.97  -1.28 
4.53i-0.22 
3.32|-n.SH 


4.39 

4.40 
2.90 
4.16 
2.09 
2.83 
4.18 
2.51 
2  25 
2.74 
4.43 
3.  56 
7.46 
5.24 


Autrust     September    October      November    December      Annual 


32i-0 

41i-2, 
22 
15 
.41 
97, 
94 
95 
28 
85 


-1.41 


+2.07 


-0.19 

-0.87 
-0.27 
-1.71 
-1.04 


-1.25 
-1.31 

-i.oe 

+  3.02 
+  0.43 


+0 


-0 


16  +0 

80  +0. 

26 

65 

97 

43 

98 

39 

05 


-0.  42 


-0 
+0. 
-0, 

75  -1. 

12  ... 


3.04 
2  73 
2  27 
1.94 
2.  63 
2.57 
2.71 
4.76 


3.061-1.19 


-0  93 

-1.70! 
-1. 19, 
-2, 00 
-0.78 

-i'49 

+  1.09 


I 

2  141-1. 
2  86! -1 

1.62  -1. 
.3.00  -1 

4.63  +0. 
1.  62  . . . 
3.79  -0. 
3.65  -0. 


3.78 
4.01 

2.85 
2.68 
3.35! 
3  17 
3.51 
2.  32 
2.44 
2.  .50! 
I.fiHJ 
4.36! 
4.54 
2.631 
1.97 


+  1  02 


16!  8.38 

08    5.62 

00,  7.18 

..    6  49 

..!  6.02 

93!  6.05 

..1  7.92 

71    7.92 

,.    7.26 

..     5.86 

I2I  7.60 

4I|  6.61 

35    7.04 

..1  8.39 

7.23 

6.56 

6.51 

6.09 

8.46 

8.84 

6,33 

7.24 

7.13 

9  03 

8.34 

7.00 

8.75 

?6.96 

7.09 

6.31 

8.03 

$6.K7 

8.01 

6.16 


-0.59 


-0.57 
-0.96 
-0.84 
-0.76 


-1.28 
-0.  73 

-0.13 

-0.07 
-1.89 
-2.11 


0.78  -2.54 
2.  261-1.. 59 
3.09-0.59 

2.  01! -1.56 

3.  49.  -0  28 
2.20 


+2.63 


+  1  40 


+  3.90 


+3.92 


57+2 
62' -0 


79    3. 
02,   4. 


+4.37 


+  5  35 
4-5  42 
f4. 13 
+6.  32 


-f-6.12 
+7.50 


+2.84 
+6.22 
+  .5.59 
9.03+5.48 


2.32 
2.19 


8.35 
5.63 
5.49 
5.73 
7.47 
7  03 


1.021  6  .58 
-1.53    8.25 


4.03i+0  52i  5.381  +  1.  .59!  3.91  -0.  .52  3.021-1.20!  3.721-0  16    9.43 

3.86+0.79!  4.22  +0.951  4.301-0.28!  2.99i-0.83:  2.04-1.10    7.24 

4.51! 3.941 !  3.43! 1  3.11!    }  2.82, ;  8.20 

4. 12|+0.67i  5.11+1.17:  3.28'-1.05;  4.27!+0.41:   1.821-2  041  9.69 

3.67, 4.44     !  3.  12' 3.65        ...152.18] $7.62 


4  47 

-0.11    4.52 


$3.36 !53.43 !54.47i    i  2.13 

+  I.90I  3.62+0.89    2.88 -0.521  4.86+1.  .51!  2.69!-0.32 
7.20 155.68.   155.64 


+5. 34 
•1-2.50 
+2.65 
+2. 28 
+  4.01 


2.60 
2. 31 

1.82 
1.85 
2.52 
2.75 
1.45 
2  71 
1.83 
2.39 
1.63 
2.05 
2.  29 
2.54 
1.73 


3.18 
4.24 
4  15 


-0.  10 


+  1.65 


-0. 12 


-0. 03 


4. 
3 

5 

55. 
16    4 

07!  4. 

08 1  5. 
6. 
5. 
54. 
3. 
4 
4. 
3. 
4 
5 
5 
5. 
4. 
4 
4. 
55. 
4 
1. 
4 
3. 
4. 
4. 
4 


+  0.  70 


-0.55 

-(i.'si 

-1.15 
-0..54 
-0  09 


51,-0. 
71+2. 

93i+2 

.551 . . . 

26 

81  +1 

89 

81 

.53'    ... 

13  .... 

84+1. 

64'  +  l. 

641+2 

76  ,  ... 

451  +  2. 

711.... 

20-0. 

79i+2. 

38, +  1 

66+1. 

67 


4.99 -f 2 

4.18 

4. 61  -1-2. 

4.70 -f2. 
4.  70  +2. 


+3.45 


43!  2.  32i 

01,  2.851 

111   1.82 

..1  1.33 

..i52.  10 

76   2.51 

..I   1.70 

1.65 

1.93! 

1,99! 

91]  2.27] 

67'  2.49, 

17!  2.52 

..]  4.11 

62'  3.28 

. .  i52.  62 

20]   1.82 

30    2.92 

41     1.83 

37    2.12 

..i   1.77 

2.10 

2.45 

2.18 

2.16 

2.  57 

2.  73 

J2.O6 

1.96 

2.09 

2.0s 

51.86 

52.01 

22!  2.77 

2.26 


-1.  16 
-0.  11 
-1.47 


-0.51 


-1.03 
-1.10 

-0.  82 

-6.' 27 


51.57,  +7.74 
48.70  +.5.26 
50.44  +.5.83 
.56  66 


-1.24 
-0.  .55 
-1.66 
-0.74 


-0.  55 
-0.94 


551.  85 
549.  -22 
44.971 
66.  38! 
550.<»2l 
5-52.11] 

55  I 
553  49 

569.  39 
566.22 
552  41 

44.56 
52.15 
50.26 
44.60 
49.  52 
54.0'.) 
.53.  4 1 
54.92 
49.04 
.53.45 


+  9.09 

"+6.iii 
'r7.'99 


'.28 


+2 


-0.84 
-0.13 


-1.03 
-1.23 
-0.74 
-1  07 


4.49 
4.76 

4  02 

4,58 
3.79 
4.47 

5  66 
6.151+3. 
5.09  -^2 
4.23  +1. 


2.11 
1.34 

1.67 
2.01 
11]  1.53 
03!  2.04 
..!  1.76 

..!    55 

00!52.26 
5ul  2.41 
..!  1.82 
43l  2.12 
10!  213 
2.  01 
2.11 


-0.77 
-0.38 


-0.92 
-Ml 
- 1 .  63 
-0.92 


-0.15 
-0  45 


-f3.6n 


+0..571   4.12 

+  1.02!  4.20 

+  1  461  ■^•'^3 
5.141  +  1  8li,  3  371+0.40 
6  00i+3.21|  3  291-1-0.66 
4.95     1  3.391 


+  1.78 
-fl,,3fi 
+0  91 


3.951  +  1.22!  3.46|+1.00    2  14 


+4.25    6.96+3.79   2.651-0  42 


+  6.191  2.46  -0.61  4.26!  fl.78 

+4.36;  2.441—0.24'  4  221+1.83 

1  2.93  )  4.381 

+6.42    3.02-0.06;  3.85+1.30 

51.78 ;  55 


For  The  State 


2.681-0  48;  2.66;-0.15    3.88 +0.35    4. 17 +0.72    5.12+120    4.07-0.06    5.75+1.47    3.79-0.37    6.42+2.97    2.75-0.52    5.25+2.38 


1.62 
51.  95 
2.03 
1.50 
1.39 
1.82 


1.67 


2.00 

1.74 
1.80 
1.95 
L81 


-1.59 
-0.61 
-1.30 
-0-72 


-0.90 
-0.77 
-0.36 
- 1.  25 
-0.88 


-0.47 
-1.03 


-0.90 
-1.06 


-0.56 


-0.86 


58.53 

55 

49.46 

49.  73 

46.49 

544.  28 

549.45 

51.88 

55 


48.. 56 
45.07 
46.09 
,50  20 
45.00 
51  Oy 
41.65 
55 
55 
48.20 
44.54 
46.  52 
57  95 
51.53 
543.  58 


41.48 

544.82 

38. 16 

i38.  S4 

42  94 
40  42 

43  88 
44.94 


51  .24 
45  30 
48.11 
49.. 52 


0.86 


+9.98 

'+2.'h6 
+  7  90 
+8.08 
+8.43 

+  15!  05 

+  1.5.' 89 
+8.47 


+  10-21 
+  8.98 


+  4.( 


-1-9.66 

+  9.  ('5 
+  2.  HI 
1-12.08 


-112.03 


-2.  .55 
-t-11.71 
+6  26 
+2.11 


-1-5.80 
+  4.70 
+:i.  60 
-1  95 
-1-6.45 


+  6.38 
+6.02 


+  10.46 
+  7.89 


1-9.92 


55     

44.97     +8.04 


49.27 


-f-7.12 


Italics,  data  interpolated. 


5  Partially  interpolated. 


Incomplete. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


Yeak  1945 


Hontbly  and  Annual  Mean  Temperatures  for  the  Tear  1946,  with  Departures  from  the  Normal 


Stations. 


January 

February 

March 

April 

May 

0) 

<s> 

u 

1- 

t. 

S 

a 

H 

f 

3 

s 

a 

J; 

3 

£ 

c3 

S 

S 

s 

f. 

o 

d 

g 

3 

CD 

s 

03 

s 

c 

cd 

a; 

C3 

a 

R 

p. 

fl 

a 

H 

a    ' 

h 

a 

b 

o. 

1> 

ai 

o 

1) 

OJ 

» 

© 

a> 

S* 

H 

a 

H 

" 

H 

O 

E-i 

Q 

o 

June 


Albion 

Alleutowu  Arpt.,  4  NE. 

Alk'utowu  (Coop) 

Altoona,  4i  W 

Arendtsville 

Bethlehem 

Bradford,  4  W 

Brookville 

Burnt  Cabins.  2  NE 

Butler 

Canton.  INW  

Carlisle 

Chaiabersburg,  1  8\V. . 

Clarion.  3  8W 

Claysville 

Coalport 

Coatesville 

Columbia 

Corry  

Coudersport 

Curwensville,  6  NW.  . . 

Derry 

Donegal 

Donora 


JulT 

AuKU8t 

September 

October 

November 

December 

Am 

£ 

» 

» 

V 

3 

1) 

3 

!" 

3 

» 

2 

o 

3 

» 

3 

?> 

S 

£ 
a 

P 

P 

3 

s 

fl 

1 

a 

2 

1 

fl 

a 

fl 

3 

g 

a 

0) 

OJ 

a> 

4) 

s 

01 

« 

» 

a) 

0) 

« 

f- 

Q 

E- 

Q 

H 

a 

O 

f- 

" 

H 

c 

^  1 

Eagles  Mere 

East  \Vaterford,3E..  ., 

Ebensbiu-g 

Emporium,  IE 

Ephrata 

Erie 

Everett,  iSW 

Farrell 

Ford  City.  4  8 

Franklin 

Fredericksville,  18... 

Freeland 

George  School 

Gettysburg 

Gordon 

Greensburg,  2  8 

Hanover 

Harrisburg  Arpt.  3i  8 

Hawley,  I  E 

Hewitt,  2SW 

Holtuood 

Huntingdon 

Indiana 

Irwin 

Jamestown,  2  NW 

Johnstown 

Kane,  IN 

Lancaster 

Lawrenceville 

Lebanon 

Lewistown,  ?  8VV 

Lock  Haven 

Mareus  Hook 

iviartiusburg 

Maucli  Chunk,  1  8W... 

Meadville.  IS 

Mercer,  2^  NE 

Middletown  ,  1§  W.  . 

Midland   

Montrose,  3  E 

Mt.  Lebanon 

Mount  Pocono.  2  N 

New  Bloomfield   

New  burg,  3J  NW 

New  Castle,  UN.... 

Palraerton 

Park  Place,  1  NW..  .. 

Phila.  (City  Office).. 

Phila.  Shawmont 

Philipsburg,  7  E 

PhotMiixville,  \i  SE.. 
Pittsburgh  (Airport)  .. 
Pittsburgh  (City  Office) 

Port  Clinton 

I'utneyville,  2j  SE.  . 
Quakertown,  ^  E  . . . 

Reading 

Ridgway 

Scranton 

Selinsgrove •. .. 

Somerset 

Springs.  ISW 

State  College 

Stroudsburg,  2  E.. . . 

Tamarack.  2  S 

Tionesta ,  U  SE  . .    . . 

Titus V) lie. 2  8 

Towanda,  1  E 

Uniontown 


(Continued  on  next  pajre) 


'^ 


Yeak   1945 


CLIM.ATO LOGICAL  DATA:    PENNSYLVANIA  SK(TI()N. 


\(y.', 


Iftonthly  and  Annual  Moiiu  Toiniu  riiluii's  for  the  Year  194&,  with  Departures  from  the  Normal    Continued. 


.liiiniar.v.     Ki'luuury .  i     Miu'ch 


Vandorcrift 

Wiirii'U  

Waynosburg 

Wi^n.^boro 

Wt'.st  ChP.'iter ... 

Wilkes- Barrel  .Virport). 
Willianisport  .\irport,' 

Williamstowu 

Woodward,  2  NK 

York.  3SW 


ForTheState. 'iO-'l 


22.8 
16.3 

■i^■9 

14.. S 
25.4 
IS.  6 
18-3 
22.  2 
16.0 
25.2 


-7 
-9.3 

—8.6 
-9.it 
-5.2 


-6.3 
-5!i 
-7.8 


33.2 
26  4 
33.0 
23. 2 
33.  1 
27.8 
27.5 
30.  0 
26.0 
32.8 

29.  1 


+  L6 
+  1-1 
+  0.9 
-1.2 
+  1.8 


+0.0 

+i.'i 


+0.7 


.50.7 
44 

50.0 
42.2 
52.1 
47.3 
47  I 
50.  2 
45.  9 
.52, 

48.0 


April. 


+  10.7 

+  10  4 

+  !l.2 

+  9.3 

+  1A7 


+  11.4 
+  ii.'6 


+  1U  3 


55.7 
50.  4 
.'i.i.  i 
17.8 
5,1.  2 
52.4 
o2.  -i 
.53.6 
48.9 
.55.  8 

.=)2.4 


+  .5.2 
+  ,5.5 
+  3.6 
+3.  3 
+5.2 


+3.  y 
+  4.' 7 


May. 


,57.2 

5S. 

an. 

51.3 

.59.2 

55.8 

5fi.0 

57.  1 

52.0 

6! .  1 


-3  9 
—4.2 

-,5.8 

-5 

-1,8 


-3.1 


,5,=i.  7    -4.0 


June 


69.1 
^63.5 
^67.5 
62.  1 
70.2 
fifi.  8 
67.2 
67.4 
63.4 
71.1 

66.7 


.lul.\  ,  ,     .Ul(fll,sl. 


3 


-0.7 
-2,0 
-3.0 
-2.2 
+0.5 


1.5 


73.8 

^69.3 

72.3 

68.  U 
73.8 
71.0 
71.8 
71.4 
67.7 
75.4 

70.4 


+0  3 
-0.6 
- 1.  2 

-0.8 
-0.fi 


+0. 


71.6 
^67.6 
70.8 
66.4 
71,7 
69.6 
69.4 
iVi9.  2 
67.0 
73.  2 

69.3 


-0.2 

-0.  2 

-1.3 

0.0 

-0.5 


-1.5 

'hi  .'.5 


.■^I'pU'iMbcr    October. 


67.9 

«64.  1 
67.  6 
62.  4 
69. 3 
65.  8 
65.  3 

{1)9.0 
61.9 
71.2 


-1.0    65.9 


+2.6 

+  1,9 
+  1 

+2.5 
+  3.6 


+  4.0 


+  1,7 


51.8 
50.0 
52.  6 
4(i  9 
54.9 
50.6 
,50, 
S^52.  4 
48.6 
51.7 

51.(1 


-2.1 

-0 
-1 
— 1 

+  0.  3 


40.J 


Xovi.'iiitwr. 


December 


Aiiiuiul. 


43.8 

+  1.0 

27.8 

-fi.5 

62.1 

40.8 

+  1.5 

24.3 

-4.2 

$47.  5 

44.5 

+  1   1 

27.8 

-6  6 

(>51.6 

37.8 

+  0.  2 

21.  2 

-6.5 

4.5.  3 

46.  3 

+3.0 

29.6 

—3.7 

53.  4 

41.9 

26.0 

49,5 

41.(1 

24.8 

49.3 

*4;!.1 

+  i.y 

27.  2 

—4.0 

$51.  2 

38.  2 

21.7 

46.4 

46.8 

+3.  1 

29.  6 

—3.  7 

,54   I 

12,  0 

-10.7 

25.  (, 

5.6 

19,7 

+0.1 
-0.1 
-1  0 

-1.1 

4-1.3 


+0.3 

■  +  i.'5 

-0.5 


Reference  letters,  as  a.  b.  c.  in  table  indicate  number  of  days  missing;  for  example,  b  represents  2  days.    §5  Incomplete.      Italics  interpolated.     $  Partially  interpolated. 


COMPARATIVE  ANNUAL  DATA  FOB  THE  STATE 

Temperature 

Precipitation 

No.  of  days. 

Year 

a 

si 

g 

"5 

'% 

1 

0)^ 

II 

<IS1 

°  S 
■ga 
.Sg 

».4 

■o 
1 
3 

1888 

lgS9           

47.9 
49.8 
50.5 
50.6 
49.3 
48.7 
51.3 
49.4 
50.5 
,50.0 
51.3 
50.0 
51.6 

49.4 
49.6 
49.6 
47.5 
49.4 
50.8 
48.5 
50.9 
50.2 
49.9 

61.1 
49.0 
51.7 
49.3 
50.1 
49.6 
47.3 
50.2 
51.1 
49.2 

53.1 
51.4 
50.4 
48.4 
50.3 
48.7 
50.9 
50.5 
60.5 
51.2 

52.8 
61.6 
51.7 
50.6 
.50.2 
50.4 
50.7 
51.8 
51.7 
48.6 
51.3 
50.6 
49.5 
.50.0 
49.7 

50.2 

1 
1 

100 
96 
101 
100 
103 
102 
103 
104 
101 
103 
107 
101 
104 

107 
100 
99 
99 
99 
99 
98 
104 
100 
99 

106 
100 
102 
101 

99 
103 
105 
108 
104 

99 

104 
100 
103 
102 
104 
105 
100 
99 
101 
108 

105 
106 
107 
107 
104 
HI 
101 
100 
101 
105 
104 
102 
102 
103 
103 

111 

-31 
-27 
-18 
-14 
-28 
-25 
-28 
-25 
-26 
-12 
-16 

-;« 

-23 

-22 
-24 
-17 
-42 
-25 
-21 
-23 
-29 
-19 
-22 

-18 
-35 
-  9 
-28 
-26 
-31 
-29 
-34 
-23 
-23 

-15 
-19 
-20 
-26 
-29 
-20 
-24 
-23 
-20 
-24 

-16 
-14 
-22 
-34 
-26 
-30 
-14 
-20 
-18 
-19 
-15 
-30 
-27 
-26 
-28 

-42 

45.91 
62.67 
51.28 
45.65 
41.30 
44.26 
43.69 
33.51 
41.95 
42.73 
45.49 
40.93 
37.31 

45.54 
47.29 
46.27 
40.44 
43.34 
42.78 
45.45 
39.68 
37.38 
38  99 

46.52 
44.13 
43.26 
38.24 
44.26 
40.98 
41.71 
41.06 
46.86 
40.68 

41.80 
34.88 
,39.17 
43.13 
37.86 
43.11 
47.30 
42.06 
44.21 
28.82 

37.36 
39.02 
45.43 
39.17 
40.43 
42.57 
46.62 
40.31 
37.06 
43.71 
34. 12 
47.84 
38.04 
40. 22 
49.27 

42.15 

39.7 
22.3 
56.5 
34.1 
54.0 
61.6 
63.1 
39.7 
42.4 
37.2 
38.8 
47.9 
33  3 

35.4 
60.3 
37.3 
50.8 
40.9 
45.0 
64.5 
54.4 
41.4 
67.6 

39.2 
38.6 
24.4 
64  2 
42.8 
51.4 
45.6 
43.4 
26.2 
46.0 

30.2 
39.1 

40.7 
44.1 
44.2 
49.8 
30.3 
37.8 
36.7 
27.6 

22.5 
27.8 
33.1 
30.4 
49.7 
50.1 
27.1 
30.1 
33  8 
47  9 
42.4 

51. n 

38.8 
53.8 
,52. 5 

42.2 

130 
136 
141 
124 
125 
126 
117 
104 
114 
124 
130 
112 
111 

123 
125 
121 
127 
128 
129 
132 
108 
117 
119 

133 
126 
125 
122 
131 
133 
130 
124 
136 
101 

130 
119 
125 
123 
124 
135 
140 
131 
129 
110 

123 

121 
135 
118 
136 
127 
139 
131 
126 
1.33 
112 
137 
130 
136 
161 

126 

no 

112 
106 
124 
123 
116 
132 
143 
124 
128 
123 
134 
130 

118 
123 

130 
133 
133 
128 
136 

116 
113 
116 
108 
106 
120 
116 
115 
113 
106 
107 
111 
114. 

Ill 
115 

106 
104 
109 
104 
102 

140 
140 

IgyO 

143 

189]            

133 

1892            

137 

1893          

129 

1894            

117 

1896            

107 

1896          

129 

1897            

131 

1898            

136 

1899      

120 

1900            

121 

1901       

136 

1902            

127 

1903        

130 

1904                    

129 

1905            

123 

1906            

133 

1907          

127 

1908      

157  1     104 

106 

1909            

140 
135 

131 
133 
148 
144 
141 
153 
143 
156 
152 
146 

155 
155 

158 
151 

102 
99 

93 
99 
84 
97 
99 
100 
110 
98 
96 
102 

96 
97 
91 
97 

123 

1910          

131 

1911            

141 

1912            

134 

1913        

133 

1914            

124 

1915            

125 

1916          

113 

1917            

112 

1918            

111 

1919        

117 

1920            

118 

1921            

114 

1922            

113 

19'23  

116 

1924            

118 

1925            

149  I     101 
136  1      99 
142         91 

115 

1926               

130 

1927            

132 

1928            

145 
144 
153 

151 
152 
146 
159 
138 
147 
134 
142 
142 
120 
146 
125 
125 
118 
111 

136 

102 
99 
94 

94 
92 
96 
95 
92 
93 
96 
95 
97 
94 
95 
102 
109 
111 
105 

103 

119 

1929            

122 

1930            

118 

1931            

120 

1932            

122 

1933     

123 

1934            

111 

1935            , 

135 

1936 , 

1937 

126 
1,35 

1938            

128 

1939         

126 

1940            

152 

1941             

124 

1942      

138 

1943                

131 

1944                

137 

1945            

149 

126 

KIIililNG'  FROSTS  OR  FREEZING  TEMPERATURE 


Stations 


AUentown 

Altoona 

Bradford    

Brookville 

Butler 

Carlisle 

Chambersburg 

Clarion 

Claysville 

Coatesville 

Corry 

Curwensville . 
Eagles  Mere  . . , 

Emporium 

Erie 

Everett 

Ford  City 

Franklin 

George  .Sehool, 

Gettysburg 

Goriion 

Greensburg 

Harnsburg 

Haw  ley 

Huntingdon . . 

Indiana 

lohnstown 

Lancaster 

Lawrenceville 
Lebanon 


Last  in 
spring 


Apr 

May 

June 

June 

May 

May 

May 

June 

June 

Apr. 

June 

June 

June 

June 

May 

May 

May 

June 

Apr. 

May 

Apr. 

May 

Apr. 

June 

May 

May 

June 

Apr. 

June 

Apr. 


First 

in 

autui 

nn 

4 

Oct. 

Oct. 

4 

Sept. 

30 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Sept. 

30 

Oct. 

4 

Sept. 

30 

Oct. 

4 

Nov. 

20 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Oct. 

4 

Stations 


Lock  Haven... 
Mauch  Ciiunk 

Meadville 

Mercer. 

Midland 

Montro.'^e 

New  Ca.'-tle . . . 
Piiiladelphia. . 
Phoenixville  . 
Pittsburgh .... 
Port  Clinton .. 
Quake  It  own.. 

Reading 

Ridgway 

Scranton 

Selinsgrove... 

Somerset 

Springs 

State  College. 
Stroudsburg . . 

Towanda 

I'niontown.. . 

Warren 

Waynesburg.. 

W'ellsboro 

West  Chester. 
Williarasport . 
York 


Last 

in    1 

spring 

May 

2 

Mav 

2b 

June 

6 

May 

20 

Mav 

2 

June 

1 

May 

11 

Apr. 

8 

Mav 

2 

.\pr. 

2^2 

Apr. 

29 

Apr. 

•£i 

Apr. 

23 

June 

7 

Apr. 

23 

Apr. 

23 

June 

7 

June 

7 

May 

2 

Apr. 

ZS 

Mav 

25 

Mav 

2 

June 

7 

Apr. 

27 

June 

1 

Apr. 

23 

Apr. 

23 

May 

2 

First  in 
autumn 


Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct.    11 

Oct.      4 

Oct.      4 

Sept.  30 

Oct.      4 

Oct.      4 

Oct.     4 


MONTHLY  STATE  DATA 


Month 


Temperature 


tct^ 


51 


January  . . 
February . 
March .... 

April 

May 

June 

.July 

Augu.st 

September 
October.. . 
November 
December, 


Year. 


20.4 

-7.8 

29.0 

12.9 

29.1 

+0.7 

36.8 

22.8 

48.0 

+  10.  3 

55.8 

41.6 

52.4 

+  3.8 

59,7 

46.6 

55.7 

-4.0 

75.3 

36.1 

66.7 

-1.5 

75.4 

60.2 

70  4 

-1.8 

77.8 

65.2 

69.3 

-1.0 

76.0 

62.8 

66.9 

+  1.7 

73.2 

59.4 

51.0 

-1.5 

60.2 

45.1 

42.0 

+0.7 

51.0 

36.0 

25.6 

-5.6 

36.0 

20.1 

49.7 

-0.6 

77.8 

12.9 

58 
71 
91 
90 
91 
103 
103 
99 
96 
85 
85 
62 

103 


-28 

-14 

6 

18 

18 

27 

32 

34 

29 

20 

5 

-22 

-28 


Precipitation 


s 

a> 

5              ti 

1-3 

1 

a>  o 

t« 

< 

Qa 

O 

2.68 

-0.48 

5.45 

2.66 

-0.15 

5.31 

,3.88 

+0.36 

8.96 

4.17 

+  0.72 

6.67 

5.12 

+  1.20 

8.49 

4  07 

-0.06 

7.10 

5.75 

+  1.47 

17,89 

3.79 

-0.37 

8.  .52 

6.42 

+2.97 

10.39 

2.76 

-  0.  52 

6.96 

5.25 

+2.35 

8.20 

2,73 

-0.36 

5.92 

49.27 

+  7,12 

17.89 

*  i 

l~>  C 
<0  c 


1.04 
1.26 
1.39 
1.93 
2.65 
1.56 
1.62 
0.78 
3.42 
0.50 
2.26 
1.13 

0.50 


2.54 
1.95 
2.68 
1.92 
2.62 
2.66 
5.33 
3.42 
3.90 
2.  25 
3.38 
2.40 

5  33 


22.6 

8.5 

2.1 

T. 

0.3 

T, 

0 

0 

0 

T. 

2.4 

16.6 

62.5 


ERRATA 

November,  1945.— Page  84,  Punxsutawney,  precipitation  on  2d  should  be  .  01  inch, 
total  should  be  6.86  Inches, 

(W.B.O.,  Philadelphia,  Pa.— 3-14-46-1050) 
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CLIMATOLOGICAL  DATA:     PENNSYLVANIA  SECTION 


Year  1945 


COOPERATIVE     AND    RAINFALL    OBSERVERS 


Stations 


Acmetonia 

Albion 

Aliens  Mills 

Alleuiowii  Airport  . 

Alleiitown 

Altooiia 

Ansouia 

Ari'iKltsville 

Austiuburg 

Heaver  Falls 

Berwick 

Bethlehem 

Blairsville 

Blakeslee  Corners  . 

Bloserville 

Bos  well 

Bradford 

Breezewood 

Brookville 

Buckstown 

Bullalo  Mills 

Burnt  Cabins 

Butler 

Canton 

Carlisle 

Cariolltown 

Carter  Camp 

Cedar  Run 

Chambersburg 

Clarion 

Claysvllle , . 

Cli'artipld 

Coalport 

Coatesville 

Columbia 

Confluence  

Connellsville 

Cousliohooken 

Coraopolis 

Corry 

Coudersport 

Covington 

Curwensville 

Danville 

Dauphin 

Perry 

Diugmans  Ferry... 

Donegal 

Donora 

Doylestown 

Driftwood 

Dunio 

Onshore 

Eagles  Mere . .  — 
East  Waterford  ... 

Ebfnsbnrp 

Emporium 

Ephrata 

Erie 

Everett 

Farrell 

Ford  City 

Franklin 

Fredericksville 

Freeland 

Galeton 

George  School 

Gettysburg 

Glen  Hazel 

Glen  Rock 


Observers 


U.S.  Engineers. 
Albion  High  School. 
Fed-State  Flood  Fcstg  Ser. 
U.  S.  Weather  Bureau. 
Allentown-Beth.  Gas  Co. 
City  of  Altoona. 
E.  N.  Jenckes. 
Pa.  St.  Col.  Expt.  Sta. 
U.  S.  Engineers. 
H.  J.  Kemp. 

American  Cari  F'dry  Co. 
Lehigh  L'niversitv- 
U.  S.  Weather  Bureau. 
Fed-State  Flood  Fcstg  Ser. 
Mrs.  Bessie  M.  Winders. 
Frank  J.  Iloiipt. 
City  of  Bradford 
Penua.  Turnpike  Comm. 
Civil  Aeronautics  Auth'y. 
Fed-State  Flood  Fcstg  Ser. 
Nelle  R.  Brown. 
Penna.  Turnpike  Comm. 
The  Butler  Eagle. 
Mrs.  E.  Dillon  Stone 
Clarence  E.  Miller. 
Maurus  P.  Westrick. 
Irving  E.  Gressel. 
Chas.  R.  Nivison. 
Charles  A.  Bender. 
Penna.  Electric  Co. 
Walter  H.  Paget. 
Wm.  H.  Witherow. 
.Vdam  I.  NefV. 
Howard  L.  Pyle. 
James  H.  Rust. 
John  L.  Reid. 
E.  C.  Steward. 
Russell  C.  Erb. 
U.S.  Engineers. 
J.   Fred  Kinley. 
Potter  Enterprise 
Grover  D.  Cleveland 
U.S.  Weather  Bureau 
Fed-State  Flood  Fcstg  Ser. 
Fed-State  Flood  Fcstg  Ser. 
Miss.  N.  Dixie  Wineniau 
Geo.  E.  Darragh. 
Penna.  Turnpike  Comm 
Donora  Zinc  Works. 
Geo.  Hart. 

Fed-State  Flood  Fcstg  Ser. 
Fed-State  Flood  Fcstg  Ser. 
Fed-Stafc-  Flood  Fcstg.  Ser, 
Carl  E.  Bigger. 
U.  S.  Weather  Bureau. 
John  L.  McGough. 
Mrs.  Helen  C.  Haas. 
Ephrata  Review 
U.S.  Weather  Bureau. 
Penna  Turnpike  Comm. 
Carnegie-Hl.  Steel  Corp. 
U.S.  Engineers. 
William  K.  Fuller. 
Henry  H.  Rohrbach. 
Andrew  B,  Evanslia. 
W.Gale  Lush. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Lynn  B.  Rosenkrans. 
U.  S.  Engineers. 


Stations 


Gordon 

Gouldsboro 

Grantville 

Graterford 

Greensboro 

Greensburg 

Greenville 

Hanover 

Harrisburg 

Hawley 

Hewitt 

Hollisterville 

Holtwood 

Home 

Hop  Bottom 

Huntingdon 

Huntsdale — 

Hyndraan 

Indiana 

Irwin 

Jamestown 

John.stown 

Kane 

Karthaus 

Kirkwood 

Kregar 

Lakeville 

Lancaster 

Lansford 

Lawrenceville 

Lebanon 

Lewistown . . 

Lock  Haven 

Lyoippus 

Mapleton  Depot 

Marcus  Hook 

Marienville 

Martinsburg 

Matamoras 

Mauch  Chunk 

McConnellsburg     . . 
McConnellstown .  . . 

Meadville 

Medix  Run 

Mercer  

Mercersburg 

Meyersdale 

Middletown 

Midland  

Millersburg 

Millville 

Milroy 

Monroeton 

Montrose 

Mosgrove 

Mt.  Lebanon 

Mount  Pocono 

Murrvsville 

Neffs'Mills 

Neffs  Mills  (Evap.). 

New  Bloomfield  . .   . 

^ewbiirg 

New  Castle 

Newel! 

Nf  w  Park 

Newport 

New  Tripoli . . . 

Orwell 

Palraerton 

Parkers  Landing... 


Observers 


Miss  Sallie  M.  Johnson. 
L.  H.  Eilenberger. 
Edward  N.  Rhoads 
C.  K.Kulp. 
U.S.  Engineers. 
Westmoreland  Water  Co. 
C.  Karl  Miller. 
Hanover  Evening  Sun. 
r.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Miss.  Marie  E.  Roland. 
Penn.  P.  &  L.  Co. 
Penna.  W'ater  .v  Power  Co. 
Fed-State  Flood  Fcstg  Ser 
Miss.  Freda  L.  Pratt. 
Paul  R    Yoder  Ir. 
T..I.  Dingle. 
W.  .1.  Emerick. 
Indiana  St.  Teachers    Col. 
Westmoreland  Water    Co. 
Pa.  Dept.  Forest>  &  Waters 
Johnstown  Trib.  I'ub.  Co 
Spring  Water  Co. 
Mrs.  Emma  M.  Shultz 
Soil  Conservation  Service. 
Penna.  Turnpike  Comm 
Penn.  P.  &  L.  Co. 
City  of  Lancaster 
Lehigh  Nav.  ('oal  Co. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 
.\nierican  Viscose  Corp. 
Wra.  R.  Kelley. 
Westmoreland  Water  Co. 
Mrs.  Ivy  S.  Buchanon. 
Sun  on  Co. 
U.  S.  Forest  Service. 
U.S.  Weather  Bureau 
Henry  Bisland 
Ilenn,'  8.  Haak. 
Ruth  L.  Roettger. 
Fed-State  Flood  Fcstg  Ser. 
City  of  Meadville. 
Fed-State  Flood  Fcstg  Ser. 
U.  S.  Weather  Bureau. 
Rollin  P.  Gilbert 
I/Ouis  M.  Weld. 
U.  S.  Army. 
Perry  B.  Campbell. 
Fed-State  Flood  Fcstg  Ser. 
Fed-State  Flood  Fcstg  Ser. 
Thomas  C.  Harbeson. 
Fed-State  Flood  Fcstg  Ser. 
Harry  S.  Fancher. 
U.S.  Engineers. 
Fred  Hoffman, 
U.  S.  Weather  Bureau. 
Wm.  H.  McWilliams. 
Fed-State  Flood  Fcstg  Ser. 
Penua.  State  College. 
J    Earl  Sheaft'er 
Peuua.  Turnpike  Comm. 
New  Castle  Water  Co. 
General  Chemical  Co. 
C.J.  Allen. 
Frederick  A .  Fry 
F.  C.Oswald. 
William  I.  Brown 
New  Jersey  Zinc  Co. 
Miss.  Jauette  E.  Rhodes. 


Stations 


Park  Place 

Pennline 

Philadelphia 

Phila-Shawmont 

Philipsburg 

Phoenixville 

Pikes  Creek 

Pine  (Jrove 

Kttsburgh 

Pleasant  Mount 

Port  Allegany 

Port  Clinton 

Pottstown 

Pott-sville 

Puuxsutawney 

Putueyville 

Quakertown 

Raymond 

Reading 

Renovo 

Rices  Landing 

Ridgway 

Rush 

Saltsburg 

Saxton  .. 

Scranton 

Selinsgrove 

Seward  

Shade  Gap 

Shamokin 

Sheffield 

Shippensburg 

Smethport 

Somerset 

South  Mountain 

Springs 

State  College 

Strongstown 

Stroudsburg 

Sunbury 

Susquehanna 

Tamarack 

Tanners  Falls 

Tionesta 

Titusville 

Towanda 

Tuukhannock  

Tyrone 

Union  City 

Uniontown 

Vandergrift 

Wallenpaupack  Dam 

Warren 

Washington 

Waynesburg 

Wellsboro 

Wernersville 

West  Chester 

Westgrove 

Wilkes- Barre 

Williamsport 

Williamsport 

Williamsport.  4  SE.  . 

Williamstown 

Woodw  ard 

York 

York  Haven 

Youngsville 

Zionsville 


Observers 


U.  S.  Weather  Bureau. 
Miss  Retta  M.  Crumb. 
U.  S.  Weather  Bureau. 
Geo.  E.  Wright. 
U.  S.  Weather  Bureau. 
Phila.  Sub-  Water  Co. 
Fed-State  Flood  Fcstg  Ser. 
Penn.  P.  .v  L.  Co. 
U.  .s.  Weather  Bureau. 
Rexford  G.  Thomas. 
Ralph  McConnell. 
E.  E.  Rarick. 
Lewis  F.  Christman. 
Pottsville  Water  Co. 
Torrence  W.  Prescott 
U.S.  Engineers. 
John  E.  Benner. 
Fed-State  Flood  Fcstg  Ser. 
U.  S.  Weather  Bureau. 
Mrs.  C.  W.  Baird. 
U.S. Engineers. 
West  Penn.  Power  Co. 
M.  Maud  McCain. 
Walter  B.  Sullivan. 
Miss,  .lean  Rhodes. 
U.  S.  Weather  Bureau. 
Dr.  George  E.  Fisher. 
Edward  L.  Stutzman. 
Fed-State  Flood  Fcstg  Ser. 
Roaring  Creek  \\'ater  Co. 
Fed-State  Flood  Fcstg  Ser. 
Keith  B.  Allen. 
Fed-State  Flood  Fcstg  Ser. 
D.L.  Grove. 
Pa.  Dept.  of  Health. 
Allen  E    Yoder. 
Penn  State  College. 
Harry  F.  Bennett. 
Metropolitan-Edison  Co. 
Chas.  \V    Baylor. 
Mrs.  (irace  E.  Brown. 
James  E.  Swartz. 
Leslie  E.  Walter. 
U.  S,  Engineers. 
U    S.  Weather  Bureau 
Mrs.  M,  Ordelia  Parks. 
Fed-State  Flood  Fcstg  Ser. 
Fed-State  Flood  Fcstg  Ser. 
Fed-State  Flood  Fcstg  Ser. 
Wm.  W.  Marsteller. 
Carnegie-Ill.  Steel  Corp. 
Penna.  P  &  L  Co. 
Merrell  L.  Jordan. 
Fed-State  Flood  Fcstg  Ser. 
Thomas  S.  Knox. 
Maynard  S.  Bliss. 
J.  H.  Thompson. 
Clyde  T.Saylor. 
Conard-PyleCo. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Rav  D.  Weed. 
Fed-State  Flood  Fcstg  Sei. 
(iordon  I-ower. 
U.  S.  Weather  Bureau. 
York  Watf'r  Co. 
Metropolitan-Edison  Co. 
Fed-State  Flood  Fcstg  Ser. 
Horace  R.  Miller. 


^0f^ 
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Sdbschiption  Prick:  2.5 cem 
Remit  dikectly  to  Si'peri.n'tendicnt  • 


:  I'F.n  annum:  (not stamps). 

IK  l)o( cMENTs  Washington,  25  D.  C. 


GENERAL  SUMMARY. 

The  montli  was  a  pleasant  respite  from  the  rigorous  winter 
months  ejfperienced  in  the  past  few  years.  The  average  tem- 
perature was  only  one  degree  above  normal,  but  the  average 
total  precipitation  iov  the  State  was  the  lowest  for  59  years  of 
record.  As  a  consequence  of  this  warmth  and  dryness,  snow- 
fall was  half  of  normal,  all  three  elements  making  it  an  "open" 
winter  month,  typical  of  about  a  third  of  those  on  record. 

A  gradual  warming  occurred  until  near-record  highs,  in  the 
middle  sixties,  were  reached  rather  generally  over  the  State  on 
the  6th.  The  "January  thaw"'  removed  all  the  remaining  snow 
of  December,  except  that  caught  in  crevices  and  crannies  on 
the  north  slopes  of  the  mountains  in  the  northern  counties. 
Augiuented  by  some  rain,  the  melting  snow  produced  swollen 
rivers,  sufficient  to  remove  the  ice  from  main  stream  channels, 
with  no  significant  jamming.  Lowlands  on  the  smaller  tribu- 
taries were  flooded  during  this  period  but,  fortunately,  flood 
stages  were  not  reached.  The  Ohio  River  crested  at  22  feet,  3 
feet  under  flood  stage  at  Pittsburgh. 

After  an  interval  of  nearly  four  weeks,  winter  conditions  re- 
turned by  the  20th  for  a  brief  period.  The  coldest  day  this 
winter  was  followed  the  next  day  by  snow,  then  rain,  which 
formed  a  thick  ice  coating  over  most  of  the  State.  Pedestrian 
and  vehicular  traffic  were  considerably  interrupted;  many  inju- 
ries were  reported  from  slipping  or  collision.  By  the  morning 
of  the  23d,  the  full  force  of  Arctic  air  was  again  felt  in  the 
State.  Sub-zero  weather  was  general  except  southeast  of  the 
mountains,  and  the  lowest  temperature  so  far  this  winter  was 
recorded . 

Another  snow  and  ice  storm  set  in  on  the  25th,  producing 
hazardous  traffic  conditions  through  and  east  of  the  mountains. 
High  wind  and  the  texture  of  the  snow  in  the  Pymatuning 
Lake  area  of  Crawford  County  was  suitable,  that  night,  to  pro- 
duce a  rare  phenomenon  —  snow  rollers.  As  residents  of  the 
area  arose  in  the  morning,  they  saw,  as  the  observer  at  Lines- 
ville.  Miss  Retta  M.  Crumb,  remarked,  " — thousands  of  snow 
balls  ranging  in  size  from  six  inches  to  two  feet  in  diameter." 
These  snow  rollers  are  formed  by  the  wind  picking  up  a  bit  of 
snow  and  rolling  it  along  the  ground,  accumulating  snow  as  it 
is  "pushed"  along  by  the  wind,  and  in  the  same  manner  as  a 
child  makes  the  three  portions  of  a  snowman. 

Although  the  ground  was  bare  most  of  the  month,  winter 
grains  fared  well.  Many  of  the  winter  chores  have  been  per- 
formed, due  to  the  favorable  weather  conditions. 


TEMPERATURE. 
The  average  temperature  for  the  State  as  deduced  from  the  reports  of 
84  stations  was  29.2°,  which  is  1.0°  above  the  59-year  nonnal  for  ,7an- 
uary.  The  highest  monthly  mean  was  .39.9°  at  Marcus  Hook,  and  the 
lowest  was  22.7°  at  Montrose.  Extremes  ranged  from  a  maximum  of  75° 
at  Donora  and  Marcus  Hook  on  the  6th,  to  a  minimum  of  — 27°  at  Em- 
porium on  the  23d. 


PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  tlic;  observa- 
tions at  205  stations,  was  I..H()  inches,  wliich  is  1.77  Indies  below  the  59- 
year  uornial  for  .January.  The  greatest  monthly  amount  was  2.70  inches 
at  Kregar,  while  the  least  was  0.40  inch  .jit  Austiiiburg.  The  great- 
est amount  recorded  in  any  24  consecutive  hours  was  1.20  inches  at 
Uniontown  on  the  7lh. 

The  average  snowfall  for  the  State  was  5.0  inches,  which  is  5.5  inches 
below  the  59-year  normal.  The  greatest  monthly  snowfall  was  17.2  in- 
ches at  Corry.  The  greatest  fall  for  any  observational  day  was  9.5  inches 
at  Buffalo  Mills  on  the  20-21st. 


ERRATA 

Annual,  1945.— Page  99,   annual  precipitation  at  Coalnort   should    be 
»544.31.  

COMPARATIVE   DATA  FOR   JANUARY 


ISSS. 
1«»9. 
1890. 
1891. 
lS'J-2. 
1893. 
1»94. 
1»95 
1»9B. 
1S97. 
I89S. 
1899 . 
1900. 
1901. 
1902. 
1903. 
1904. 
1905. 
1906. 

1907 . 

1908 . 
1909., 
1910., 
1911.. 
1912., 
1913., 
1914.. 
1915.. 


1916. 
1917. 
1918. 
1919. 
1920. 
1921. 
1922. 
1923. 
1924. 
1925. 
1926. 
1927. 
1928. 
1929. 
1930. 
1931 . 
1932. 

im-i. 

1934 . 
1935. 
1936.. 
1937 . , 
1938  , 
1939.. 
1940.. 
1941  . 
1942.. 
1943.. 
1144.. 
1  145.. 
1!46.. 


Year 


Temperature 


Precipitation 


23 

29 

37, 

30, 

26. 

19. 

32. 

24. 

27. 

25, 

30. 

20. 

29 

29 

25. 

26 

20 

23. 

35. 

30 

28 

31 

27 

31 

18. 

36 

30 

28 


Pe  'od  , 


34.2 
27.9 
16.2 
32.0 
20.9 
31.0 
25.0 
29.1 
28.1 
25.2 
27.8 
27.4 
29.8 
27.3 
29.2 
30.0 
40.5 
37.0 
32.2 
27.5 
23.6 
36.7 
28.9 
30.3 
19.3 
27.9 
27.3 
28.2 
30.6 
20.4 
29.2 

28.2 


61 
68 
77 
64 
66 
57 
65 
58 
60 
74 
67 
66 
63 
59 
58 
68 
66 
69 
85 
75 
59 
72 
56 
70 
57 
65 
81 
62 

76 
69 
57 
64 
59 
63 
62 
62 
65 
55 
66 
61 
65 
73 
72 
65 
79 
71 
67 
72 
59 
71 
66 
69 
56 
58 
64 
78 
68 
58 
75 


-19 

-6 

-2 

-4 

-28 

-25 

-9 

-17 

-15 

-25 

-16 

-21 

-8 

-10 

-13 

-13 

-42 

-21 

-4 

-23 

-18 

-19 

-22 

-5 

-35 

3 

-27 

-26 

-12 
-18 
-29 
-15 
-23 
-13 
-19 
-17 
-13 
-29 
-19 
-24 
-23 
-20 
-24 
-12 

9 

-6 

-19 

-23 

-30 

5 
-20 
-18 
-16 
-10 
-30 
-12 
-12 
-28 
-•27 

-42 


4.19 
3.54 
3.04 
3.64 
4.77 
2.85 
2.29 
4.17 
1.43 
2.15 
4.25 
3.05 
2  64 
2.22 
2.80 
3.31 
3.55 
3.70 
2.53 
4.36 
2.68 
2.92 
5.55 
3.54 
1.92 
4.95 
3.37 
5.56 

2.42 
3.60 
3.51 
2.53 
2.47 
2.58 
2.26 
4.26 
4.34  I 

;..53 

.80 

.90 

.08 

.37 

.25 

.46 

.51 

,00 

,54 

.08 
4.21 
6.36 
2.51 
3.14 
1.41 
2.62 
1.86 
2.68 
2.12 
2.68 
1.  36 

3.13 


3.. 53 

2.80 

2.90 

2.08 

3.37 

2.25 

1.46 

4.51 

2,00 

2,54 

3.08 

0)  o 


No.  of  days. 


14.0 

7.8 

1.8 

9.8 

13.5 

18.0 

7.2 

14.2 

3.4 

11.0 

11.0 

10.3 

5.3 

8.6 

11.5 

11.7 

20.4 

21.2 

4.5 

13.2 

11.4 

12.8 

26.0 

4,6 

13.6 

4,5 

11.7 

14.7 

1.8 
4.2 

25.2 
6.2 

10.0 
4.4 

16.0 

17.6 
3.6 

29.4 

10.5 
5.7 
6.8 
7.6 
8.4 
4.4 
1.3 
1.9 
2.3 

13.5 

19.4 
4.3 
5.1 

15.2 
8.4 

14.6 
7.6 

15.5 
4.3 

22.6 
5.0 

10.5 


0   I3> 


13 
10 
14 
12 
12 
12 
10 
13 

6 
10 
13 
10 
10 
11 

9 
11 
12 
12 
11 
15 

ll 

14 

13  I 

12  I 

16 

11 

13 

12 
13 
12 

8 
10 
10 

8 
14 

8 
10 
11 
13 

9 
12 
12 


11 

13 
8 

10 
8 

10 
9 

10 
9 
8 
8 


16 
16 
15 
14 
13 
14 
14 
15 
17 
11 
14 
15 
14 
17 
15 
15 
13 
18 
11 
16 
19 
18 
16 
16 
17 
15 

14 
12 
13 
9 
14 
12 
10 
19 
12 
13 
13 
16 

n 

13 
15 
10 
18 
12 
15 
14 
16 
19 
16 
16 
15 
18 
13 
19 
12 
15 
15 


IIT  It  mtmi 


«r  iMft 


CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


January  1946 


Ml»'^ii^4»t 


OUmatoIOfrical  Data  for  January  1946 


Stations 


Counties 


Aliantic  Draiixige 
Ailentown  Arpt.  -4  NE. 
Altooua-4.5  W.  ■■•■■••• 
Burnt  Cabins-2NE.... 

(  anton-lNVV 

Carlisle       ..       ■■■■■■ 
Charabeisburg-l  b\\  ..  - 
Coatesville       ••■•••• 

CurweufeViUe  Apt-b  NV\ 
Eagles  Mere........  ■••■ 

East  \Vaterforcl-3  K  ■  ■ 

Emporium-l  E 

Ephrata 

Everett-O.  5  bW 

Freelaud..  •        

George  School 

Gettysburg 

Gordon 

Hanover.....  ....•.■■„ 

HarriBburg  Arpt.-.i..5  b. 

fIa\vley-0.5  E 

Holtwood 

Huntingdon 

Lancaster... 

Lawrenceville 

Lebanon  ..  ....    

Lewistown-  1  W 

Lock  Haven 

Marcus  HoolJ 

Martinsburg ■ 

Montrose-3  E . ....  ■■ . 

Mt.  Pocono  Arpt.-^  in 

Palnierton 

Philadelphia 

Philipsburg-7E.  ...... 

Phoenix  ville-l..'5bJ-.. 

Port  Clinton  n 

Quakertowu-O.  ."i  !•-.... 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-2  E 

Tainarack-2  S 

Towanda-1  E  . .   

Wellsboro 

Westchester ■••. 

Wilkes-Barre  Apt.-3N. 

Williamsport  Apt.-4E. 

Wiiliamstown 

Woodward-2  NE 

York-3  8W 


Division  mean. 


Ohio  Drainage 

Blairsville-6NE 

Bradford-4  W .■■■■ 

BiookviUe  Apt.-l.SbW 

Butlert 

Clarion-3SW 

Claysville 

I  :orry  

Coudersport 

Derry 

Donegal 

Donora 

Ebensburg 

Fan  ell 

Ford  City-4  S 

Franklin 

Greensburg-2  S 

Indiana 

.latnestown-2  NW 

Johnstown 

Kane-1  N.  . .    

Meadville-i  8 

Midland 

New  Castlc-1..5  N 

Pittsburgh  Apt.-7.5  8E. 
Putneyville-2.  5  SE 

Ridgway 

Somerset 

Springs-1  SW 

Tioni-sta-1..5SE.... 

Titiisville-  2  S 

Uniontowu 

Vandergrift 

Warren        

Wayneshurg 


Division  mean  — 
hake  lyruinage 

Albion 

Erie 


State  mean. 


Ob.servers 


Lehigh. 

Blair 

Fulton 

Bradford  . . . 
Cumberland 
Franklin .... 

Chester 

Clearfield.  . . 
Sullivan  — 

.luniata 

Cameron  — 
Lancaster.. . 
Bedford 
Luzerne 

Bucks 

Adams — 
Schuylkill 

York 

Dauphin — 

Wayne 

Lancaster. . 

Huntingdon 

Lancaster, 

Tioga 

Lebanon . . 
Mifflin.... 
Clinton.  . . 
Delav\'are 

Blair 

Susquehanna 
Monroe 
Carbon 
Philadelphia 

Centre   

Chester 

Schuylkill  . . . 

Bucks 

Berks 

Lackawanna 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga. 

Chester... 

Luzerne 

Lycoming.. 

Dauphin  ... 

Centre 2, 191 

York 390 


Westmoreland 12, 048 

Mc  Kean !l,  680 

Jefferson {1,400 

Butler 

Clarion 

Washington 

Erie 

Potter 

Westmoreland 

Westmoreland 

Washington :    761 

Cambria 2. 170 

Mercer I    8.^5 

Armstrong i    950 

Venango i    987 

Westmoreland |1, 160 

Indiana 
Mercer.. 
Cambria 

McKean 

Crawford. . . 

Beaver, 

Lawrence 

Allegheny 

Armstrong, 

Elk 

Somerset 

Somerset, 

Forest 

Crawford 

Fayette 

Westmoreland . 

Warren 

Greene 


U.S.  Weather  Bureau. 

City  of  Altoona. 

Penna.  Turnpike  Comm 

Mrs.  E.  Dillon  Stone. 

Clarence  E.  Miller 

Charles  A.  Bender. 

Howard  L.  Pyle. 

U.  S.  Weather  Bureau. 

Carl  K.  Bigger. 

V .  S.  Weather  Bureau. 

R.  E.  Palmateer. 

Ephrata  Review. 

Penna.  Turnpike  Comin 

.\ndrew  B,  Evansha. 

George  M.  Hart. 

Dr.  Henry  Stewart. 

.Miss  Sallie  M.  Johnson. 

Hanover  Evening  Sun 

V.  S.  Weather  Bureau. 

Mrs.  Delia  M.  Pennell. 

Penna.  Water  it  Power  Co. 

Paul  R.  Yoder.  Jr. 

Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

Lebanon  \'alley  Gas  Co. 

American  \iscose  <'o. 

William  R.  Kellev. 

Sun  Oil  Co. 

V    S    Weather  Bureau 

Harry  S.  Fancher. 

U.  S.  Weather  Bureau. 

New  Jersey  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  8.  Weather  Bureau. 

Phila.-Suburban  Water  Co. 

Earl  E.  Rarick. 

John  E.  Beuner. 

U.  S.  Weather  Bureau. 

U.  8.  Weather  Bureau 

Dr.  George  E.  Fisher. 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E.  Swartz. 

Mrs.  M.  Ordelia  Parks. 

M.  8.  Bliss. 

Clyde  T.  Saylor. 

U.S.  Weather  Bureau. 

V.  <■  Weather  Bureau. 

Gordon  E.  Lower. 

U.  8.  Weather  Bureau. 

York  Water  Co. 


U.  S.  Weather  Bureau. 
Citv  Water  Dept. 
Civil  Aeronautics  Authority 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
J.  Fred  Kinley. 
Potter  Enterprise. 
Miss  X.  Dixie  Winemau. 
Penna.  Turnpike  Comm. 
Donora  Zinc  Works. 
John  L.  McGough. 
Camegie-llliuois  Steel  Corp. 
U.S.  Engineers. 
William  K.  Fuller 
Westmoreland  Water  Co. 
Indiana  State  Teachers  Col. 
Pa.  Dept.  Forests  <fc  Waters. 
JohnstownTribune  Pub. Co 
Spring  Water  Co. 
Citv  of  Meadville. 
Perrv  P.  Campbell. 
New  Castle  Water  Co. 
U.  S.  Weather  Bureau, 
U.  S.  Engineers . 
West  Penn  Power  Co. 
D.  L.  Grove. 
Allen  E.  Yoder. 
U.  S.  Engineers. 
U.  S.  Weather  Bureau 
William  W.  Marsteller. 
Carnegie-Illinois  Steel  Corp 
Merrell  L.  Jordan. 
Thomas  S  Knox. 


Charles  C.  Gilbert. 
D.  8.  Weather  Bureau 


[See  page  8  for  explanation  of  reference  marks.] 
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Daily  Precipitation  for  January  1946 


Stations 

Counties 

Day  of  month 

1 

F 

s 

I^u 

6 

7       8       9      10     11 

12 

13 

14 

15 

16 

17  1  18 

1 

19 

20 

21     22 

23 

24 

28 

26 

27 

-28 

29 

80 

81 

H 

.\ri,ANTl(; 

DBA IN AG K 

iPPKll  DELAWAKB 

Dinsruians  Ferry-,  0.51 
IC»iuiunuk 

i    Pike 

Wayne 

Wayne 

Wayne 

Wayne 

Pike 

Wayne 

Monroe 

Pike 

Wayne 

Monroe  

Wayne.     .    . 
N'rthamptuii 

Lehigli  

Lehigh 

N'rthamptou 

Monroe 

Wayne 

Carbon 

Carbon 

Lehigh 

Carbon 

Lehigh 

Montgomery 

Berks 

Berks        

Montgomery 
Chester 

.    .2 
.     .1 
.1 
.1 
.1 
2 

T 
.2 

T. 

5... 

3   r. 

7    T. 
6  T. 
5    .. 
i    .. 
2... 
T. 
1  ... 

.0 
T 

.0 

i    .0 
.0 
.0 

1    .0 

.1 

.0 

.0' 

)   .4 

.2f 

.U 

.7; 

1    .Oi 
i    .2 

.1£ 
T. 
.OS 
.4( 
.22 
.49 
.89 
.19 
.48 
.10 

.10 
.02 

• 

.11 

T. 

.14 

.02 

.30 

.07 

.09 

.08 

.02 

.02 

.07 

T. 

.06 

.02 

.04 
.01 
.06 
.05 
.04 
.03 

S    .3 
I   .2 

■  .0 
i   .0 
1 

■  1 
I   .0 
?   T. 
)   T. 
I  ... 
)    .  - 

".b: 

.01 
.!( 
Of 

* 

.06 
.6!; 

.0-. 

.O'l 
T. 

« 

.07 

* 

.05 

T. 

.26 

.05 

.60 

.05 

.14 

.11 

.07 

tv 

.03 

T. 
T. 

'.'07 

.02 

1 

1 

4 1 

[)    .02      2 

7    ,. 
i 

1)  ... 
i  ... 

1  ... 

2  .    . 

3  ... 

.o; 

i... 
I    .01 

1  '  .'of 
.11 

.04 

.1 

.1 
.01 
.1 
.0 
.0 
.!( 

)    .0 
.1- 

!      • 

.  n 
.0; 
o< 

) 

•   .04   T. 

>)   T.     .0 

)    .02  T. 

.    T 

.01    .03... 
T.      .05... 
T.      .OS  ... 
.01    T.      .. 

.    .2 
.    .1 
.2 
.3 
.0 
.2 
.1< 
)   .6. 
.2 
.3 
.4f 
.•il 
.24 

.24 
.36 

* 

.27 
.2.5 
.59 
.66 
.23 
.40 

.4J5 
.31 
.SO 
.27 
.30 
.27 
.30 
.33 
.37 
.24 
.05 
.50 

.37 
.27 
.37 
.29 
.15 

.09 
.17 
.48 
.32 
.36 
.38 

.23 

3    .10... 

6  .23  ... 

7  .25    .. 
}   .23   T. 

1 

1      07 

T.'    T. 

.07   T 
.03   T. 

.02... 

'i-'. 

.1 

.2 
.1 
.1 

.1 
.2 
.2 
i   T. 
.If 
... 

.0; 
'.'oi 

T. 

.n 

'  *i 
.0' 
.19 

.02 
.02 
T. 

.07 
.37 
.14 
.39 
.•21 
.32 
2^ 

8      1.49 
6     1.48 
1      1.  ^23 

Hawley'-'.O.SK 

Uollisterville- 

3    .Oi!    .1 

5    .111  .1 

.03    .1 

i  ...J  .2 
5  ...    i    .2 

2... 

T. 

Lakevillo-.  IN 

3  50,70 
1  1.25 
>.      1.28 

2.05 
5     1.43 

0.98 
i      1.84 

1.16 

1  46 

I  13 

Matanioras"'' 

.i 

r 

6 

.0' 

.OJ 

.o; 

.Oi 
* 

1 

■  OS 
.05 
.06 
.05 

T. 
.10 

Miltinviilc"    

1     .05 

.0 
.0, 
T. 

.Oi 

.0 

}    .0 

T. 

I    .0 

... 
I  .o< 

"• 
.0- 

.01 

»    .% 

i   T. 

.IS 

1  ... 
)  . . . 

.. 
... 

.. 
.14 



.2(1 
.28 
.25 

.... 

I    .  .  . 
I    ... 

't'. 
'f. 

T. 

'I- 

.Of 

.0 

.0; 

T. 
T. 
T. 

• 

.04 
.03 

r. 

i  ... 
... 
i 

'.'■2; 

.1 
.11 

.'21 
.'2- 

.19 

.Mount  Pocono'.  2  N. . 

Pecks  Pond- 

Pleasant  Mount'. s,  I  \^ 

Stroudsburg,  2  E 

Tanners  Falls',  ^  1  .^E 
Wind  l.ap'.'.SSW.. 

.3( 
.0- 
.K 
.U 

I    .34 

.35 
.06 

>   .32 

* 

.09 
.17 
.28 
.41 
.31 
.30 

« 

.02 

« 

.03 

'.'ii 
".m 

.27 
.04 
.08 
.26 

.50 
.1.6 
.37 

T. 

.34 
..38 
.10 
.16 
.44 

.13 
.20 
.15 

.20 
.20 
.16 
.17 
.20 
.22 
.14 
T. 
.16 
.22 
.28 
.1,^ 
.221 
,09 
.14 
• 

.241 

.16i 

)    T. 

.1 

)    .K 

.0 
.0. 

... 

T. 
.1£ 

■■; 
.11 
.r 

.2C 
T. 
T. 
.16 

.Si 
.22 
.40 
.29 
.34 
.21 
.29 
.12 

■;2i 

.24 
.01 

.io 

'.'2i 

.37 

".TS 
.13 
.02 
..51 

,01 
.02 

.0 

... 

• 
T. 

.0 
1 

!  T. 
".k 

T 

)  . . . 

T. 

Lehigh 
.\lleulown  .\pt'.-\4Nl 

T. 

.3v 
T 

• 

.2C 
T. 
T. 
T. 
T 

T. 

.lb 

T. 

* 
.... 

T. 

* 

T. 

« 

.Of 

n: 

r 

T. 

AUentown''^ 

1.14 
1.14 
0.86 
1.64 
2.59 

$2.32 
1.70 
1.59 

51.58 

'5l.'29 

1.46 

?1  23 

Bethlehem' 

.03 

« 

. ... 
.'08 

.Va 

.'63 

.IV 

« 
.11 

.36 
.20 
.17 
.06 
.IS 

.17 
.19 
.16 

".ih 

.19 
.17 
.13 
.14 
15 

.Of 

* 

'  '•' 

T 

.... 
T. 

« 

'  '♦ 

.'62 

.22 

* 

Blakeslee  Corners', *. 

Gouldsboro- 

Lansford2 

• 
.oa 

T. 
T. 
T 
T. 

.12 

.... 

• 

• 

• 

• 

• 

.Ofc 

't'.' 

Maucli  Chunk.  1  SW. 

.04 
.-26 
.20 
.35 

.16 

New  Tripoli 

tV 

Palnievton'.  •' 

Zion>ville.  1  SW 

T. 

.17 
.05 

T 

T. 

T. 

SCHl'YLKILL 

Conshohocken 

1. 

Fredericksville''^,  IS... 

tV 

T. 
T. 

't.' 

T. 

.23 
.14 
.12 

.28 
09 

tV 

T. 

■'r' ' 

'.'6-2 

Geigertowu- 

T. 
't.' 

rtrfl.tersford2 

t.' 

Phoenixville-,  1.5  SE. . 

T. 

1.74 

Port  Clinton*^      

Schuylkill... 
Montgomery. 
Schuylkill... 

Berks  

Berks 

Berks 

Berks 

Chester 

Bucks 

Bucks 

Montgomery. 
Delaware 

Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester 

.Sn 

.09 

T. 

.16 

.12 

T. 

.22 

Pottstown-,  0.5  S 

1.37 
1.89 
1.40 
1.S5 
1   54 

Pottsville- 

T. 
T. 

T. 
T. 

.04 

.01 
.01 

.08 

'.'■25 
.18 



T. 
T. 

.01 

*  *  *  * 

. . . . 

. . . . 

*  *  •  ■ 

.16 
,02 
.■26 
.■28 
T. 

.05 
.10 

.16 
.3il 
.30 

.24 
.•26 
.18 
.05 
.16 
.12 

.02 
.03 

T. 

T. 

.23 

.22 

Strau>sto\vn^ 

Virgiux  ille 

.14 

.0.1 

'.'io 

.0-,! 
.01 

';6.5 

T. 

.21 

.14 

.16 
.  14 
.15 
.15 

.22 
.20 
.19 
.16 
.19 
•  23 

.01 
.10 
T. 

.10 

.(15 
.18 
.15 

■■«' 
10 
.0) 

.08 
.15 
.09 
.08 
.07 
.02 
.60 
.06 

.15 
.46 
.12 
.20 
.32 

.02 
t'.' 

.24 
't' ' 

.07 

Werners  ville 

T. 

.■25 

.17 
.29 
.■25 
.03 

1.32 

1..S9 
1.16 
1.34 

LOWEK  Dei.auark 

Coatesville*' 

Doylestown. 

George  School'>  

Maple  lilen" 

T." 

.01 
.24 

T. 
T. 
T. 

■r'.' 

.05 

M 

T. 

Marcus  Hook^ 

tV 

.02 
.01 
.02 
.02 
T. 

1  41 

Philadelphia 
Southwest  Airport,  ' . 

r 

T. 
T. 

.21 
.27 
T. 

t.' 

.01 
.03 
T. 

■••• 

T. 

T. 

.20 
.1« 
.24 
.28 
.■22 

i.;i9 

1.51 

^1..50 

1.24 

1.43 

City  Office',  ■'' 

Shawmont 

Quakertowu,  0..t  E 

We-t  Chester 

T. 
t. 

West  Grove-,  1.5  SE.... 

Chester 

T. 

SirsQi'^li'iiinn  Ht^^iif 
CUE.MUNG 

Austinburg','',  2  W.   .. 

Tioga 

1.59 
0.  40 

Lawreuceville 

Tioga 

.02 
T. 

.20 
.10 
.39 
.15 
.11 
.10 
12 

.03 

.10 
T. 
.20 
.09 

'.'■23 

,38 
.02 
T. 

.14 

.30 

T. 

.06 
.04 
.12 
.03 
.03 

'i'. 

.05 

T. 

.06 

■f 

.20 
T. 

■■|' 
.01 

.'6i 

03 

.01 

T. 
T. 

.02 
,03 
.11 
.02 
T. 

't.' 

T. 

.02 

.20 
.44 

.40 
.21 
.25 
.30 

.23 

f. 

.12 

05 

0.90 
0.64 

$1.^22 
1.19 
1.75 
1.  "JI 

NoKTU  Branch 
Berwick 

Columbia  — 

Bradford 

Montour 

Luzerne 

Susquehanna 
Columbia,. . . 

OV 
T 
.32 

19 

t. 

T 

■."18 
.03 

.15 
.03 
.16 
.23 
.09 
.01 
.05 
.20 
.03 

".io 
.10 

.11 
.01 
.14 
T. 

.02 
.19 
.20 
.17 
.07 

« 

't'.' 

.'06 

.07 

t.' 
T. 

.06 

T. 

'.'26 

Canton-',  1  NW 

Danville'^ 

t. 
t. 

T. 

.02 

T. 

T. 

.09 
.10 
Oi 

Freeland^ 

HopBcittoma.  2.S 

T. 

'.'65 

T. 

.11 
.49 

'.'36 
.37 
.14 

T. 

.'6i 
.02 

•1' 

•••• 

T. 

.04 
T. 

.01 

".b\ 

.18 
05 

I  23 

Millville',^ 

* 

'.'62 
.04 

'06 

T. 

T. 

.55 

.12 

.01 

.18 

.41 

.30 

T. 

.10 

.04 

.42 

.35 

.20 

.35 
.31 
.42 
.32 
.47 

\M,  12 
1.30 

iji.ao 

0  75 

Monroeton'^.  2  S 

Bradford  

Susquehanna 

Bradford 

Schuylkill... 
Luzerne 

.11 
.03 

.01 

f  ■ 

t.' 
T. 

.01 

.'61 

t. 
.03 
T. 

.01 
.01 
T. 

Montrose'-i.  3  E 

Orwell^SN 

T. 
T. 

T.' 

T. 
T. 

* 

T.' 

.02 

ioi 
tV 

T. 

.01 
.13 
.59 
.05 
.08 
.11 

.17 
.13 
.13 

.03 

.03 

T. 

.04 

.02 

.06 

Park  Place',  1  NW 

Pikes  Creek. '.6 

... 

T. 

.06 

.06 
.03 

'.in 

T. 

.05 
.10 
.02 

i''.' 
f. 

T. 

'.hi, 

.is 

T, 
T 
T. 

.02 

.05 
.04 
.07 
.08 

1.52 
1.08 

Rush'-' 

Susquehanna 
Lackawanna 
Susquehanna 

Bradford  

Wyoming..  . . 
Luzerne 

Tioga      

Cambria 

Potter 

Lycoming.,.. 
Clearfield  .  .. 
Clearfield... 
Clearfield.... 

Cameron 

Sullivan 

Sullivan 

Cameron 

ie 

T. 

t', 

T.' 

.02 
.13 
T. 
04 
.03 

.04 

.'is 

T.' 
.02 
T. 

.03 

.'6i 

T. 

• 

T 
T. 

T. 
T. 
T. 

T. 
.01 

T. 

t'.' 
t." 
T. 

T. 

T. 

T. 
T. 
T. 

!oi 

.02 
T. 
T. 
T. 

T. 
T. 

.02 

.45 
T. 

.16 

T. 

T. 

.05 
.06 
.10 
.12 
.05 

.04 

.01 

.(15 

.01 

T. 

T. 

T. 
.13 
T. 
.04 

.01 

.'6i 
.'6-2 

T. 
T. 

■r'.' 
t.' 

Scranton',  * 

Su^Queha.una-- 

Towanda.  IE. 

1.07 

Tuukhannock  

0.83 
1.32 
0.73 

Wilke.-i-Barre',  3N.... 

West  Branch 
Ansonia2,  2  W 

T. 

f.' 
T. 

.02 

Carrol  lto\vn2 

0.88 

Carter  Camp2    

Cedar  Run- 

1.57 
1.34 

ClearHp!rl2 

1.18 

Ooalport^ 

1  33 

Curwen,-.ville.^pt'  6NW 

Driftwood',  ■■' 

Dushore'.  ■'' 

Eagles  Mere^ 

Emporium-,  IE 

« 

T, 

.01 

• 

.26 
.05 

.09 

* 

.'i2 

.27 

•  i 
.23 
.12 

02 

• 

>27 

.08 
.08 

.21 

* 

.'22 

.02 

* 

T. 

T. 

.58 

f.' 

T. 

« 

T. 

.02 

• 

.03 
.16 

* 

.01 
*•' 
.05 

.11 

.18 

* 

t'.' 

.04 

.26 
.45 
.45 
.10 
.35 
.39 
.40 

T. 

^48 
.08 

T. 

.06 

f. 
T. 

T. 

t. 
T. 

T. 

T. 

T. 

.07 
.04  . 

.10 

.04 

.'ii 

.03 
.03 
T. 

1.35 
1.43 
1.12 
1.77 

1.02 

Lnglish  Center',  ^.  ... 

Lycoming 

.13 
.15 

.2fil 
.20 

.01 
.02 

.11 

.01 
.18 

.04 
.02 

Potter 

i'. 

i'. 

T. 

T. 

T. 

T. 

.01 

0.98 

Continued  on  page  4. 


CLIMATOLOGJCAL  DATA:    PENNSYLVANIA  SECTION. 


January  1946 


^ 


Daily  Precipitation  for  January  1946 -Continued  from  page  3. 


Stations 


Counties 


West  Branch 
(continued) 

Karthaus'^ 

Lock  Haven'i 

Medix  Run',  ^. ...... 

Philipsburg',  7E... 

Renovo- • 

State  College  1,^^ 

Tamarack^,  2  8...   . 

Trout  Ruu 

Tyrone  K^,  4  Nt 

Wellsboro2 ...-■ 

Williamsport  Apt.'-4]i 
WilUamsport^...... — 

Williamsport^,  4  SE.  . . 

JUMATA 

Altooua,  4.5  \V.... 

Breeze  wood  1, 0.0  & 

Buflalo  Mills-, ..  .,■,■•■ 
Burnt  Cabins',  2  Nt,... 
East  Waterford-!,  3  e.  . . 

Everett'^.  0.5  SW 

Huntingdon'-' 

Lewistown2,  1  W. 

Mapleton  Depot'' 

Martiusburgi......^;.- 

McConnellstow  a2,4lN  W 
Nells  Mills','*,  3.5  NE 

New  Bloomfield 

New  porf'^ 

Saxton''',  1  ■>\ •■  ■• 
ShadeGapl,■^0.5SW 

LwK  Susquehanna 

Arendtsville^... 

Bloserville,  1.5N  ■.•• 

Carlisle 

Columbia 

Dauphin^.  3  N 

Ephrata 

Glen  Rock'," 

Gordon • 

(irautville,  2  8W 

Uanover-'i..  ■■■■■■■■■■ 
Harrisburg  Apt',  ^,3-0  » 

Holtwood^  

Huntsdale^..  ....••■..  ■ 

Kirkwoodl,MSW... 

Lancaster 

Lebanon^....  ...■••■•  •■ 

Middletownl,.L5W.... 

Millersburg','.  2E  .   .. 

Milroy'^  ,  ■•  ••■•  • 

Newburgl.3.5NW 

New  Park . .  „  •  ■  •  •  •  •  •  •  •  • 

Pine  Grove-',  l-o  MJi-  ■  •  ■ 

Selinsgrove 

Sharaokin- 

Shippensburg 

8unbury2 

Williamstown-' 

Woodward',  2  NE 

York.SSW 

York  Haven"     

Pntomnc  Bostn 

Chambersburg*.  1  SW. 

Gettysburg 

Hewitt. 2SW 

Hyndman^ .  ■ 

McConuellsburg'' 

Mercersburg2 .... 

South  Mt.  San't'm^.... 
GULP   DRAINAGE 
Oliin  Bnsin 
Allegheny 

Acmetonia^ 

Aliens  Mills'.  5 ■ 

Blairsville',  6NE 

Boswell^6NW 

Bradford. J  W 

Brookvinei,1.5SW.  .. 

Buckstowu'.  •' 

Clarionii,3SW 

Corry 

Coudersport 

Derry 

Donegal' 

Dunlo'.s,  0.58W 

EbensburgS 

FordCity^4S 

Franklin^ 

GlenHazel",  1  NE.  ... 

Home'.  * 

Indiana . 

.lohnstown'^O.o  W  — 
Kane' ,  1  N 


Day  of  month 


112      3      4 


Clearfield — 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

Lycoming.  . 

Blair 

Tioga 

Lycoming... 
Lycoming.  . 
Lycoming  .. 


Blair 

Bedford 

Bedford. 

Fulton 

Juniata 

Bedford  .... 
Huntingdon  . 

Mifflin 

Huntingdon . 

Blair 

Huntingdon. 
Huntingdon . 

Perry  

Perry 

Bedford 

Huntingdon . 

Adams 

Cumberland. 
Cumberland. 
Lancaster.. . . 

Dauphin 

Lancaster.. . . 

York ,  

Schuylkill  ... 

Dauphin 

York 

Dauphin 

Lancaster — 
Cumberland. 
Lancaster..  . . 
Lancaster.. .. 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

Cumberland . 

York 

Schuylkill.  . 
Snyder      ... 
N'umberland 
Cumberland. 
N'umberland 

Dauphin 

Centre 

York 

York 


.03  ... 
.02   T. 


.06 


Franklin . .  . . 

Adams 

Bedford 

Bedford 

Fulton 

Franklin 

Franklin 


Allegheny,... 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Erie 

Potter 

W'moreland. 
W'moreland. 

Cambria 

Cambria. 

Armstrong... 

Venango 

Elk 

Indiana 

Indiana 

Cambria 

McKean 


.06    .. 


T. 


T. 


6      7 


9     10     11     12     l.S     14     15     16     17     18     19     20     21     22     23 


.05 


.03 


.0.5    .01 
.05 


T. 


T. 


.04 


T. 


T. 


.01 
.07 
T 
.02 

T. 
.02 

.03 
.03 

.06 
T. 
.02 
.01 

.03 
.12 
.01 


.02 


.02 


T. 


T. 


T. 


.031   .29 
21 


T.  .04 
.09  .  n 
.11    .03 


1.03 
.15 
.27 

'.i7 
.22 
.40 
.08 
.24 
.33 
.13 


T 

.03 
.02    .04 


.03 


.11    T. 


.08 


24     25     26     27 


.28 


32 


12  . . . 


.25 


.08 
T. 
07 
.06 
.09 
.05 
.09 
.16  .02 
.04    .09 


.06 


.03 

.05 

T 

T 

T. 

T 

T. 


T. 


.101 

.o; 


.22 


.05 


T. 


.29 


,08 


04 


...    T. 
T. 


.02 


T. 


.40 


T. 


.05 


.08 


.05 


.02 


.02 


.01 


T. 


.03 


.01 
.02  .04 
03 


T. 


.06 


.03 


Continued  on  patre  5. 


.32 


T. 


T. 


.10 


T. 


28 


T. 


T. 


29     30 


T.     T 


T. 


.01 


T. 


T. 


.12 


.  ..|  .0' 
.031  .06 


1.27 
1.04 
1.22 
1.54 
1.06 
1.06 
1  22 
5$ 
1.12 
0.87 
1.25 
1.38 
1..^8 


1.41 
1.07 
1.42 
l.:« 
2.51 

$1.59 
1.38 

$1.42 
1.41 
1.37 
1.59 
1.00 
1.92 
2.24 

$1.59 
1.64 


1.16 
1.76 
1.56 
0.96 
1.82 
1.24 
1.04 
2.05 
1.50 
1.30 
L07 
0.93 
1.28 
1.00 
1.00 
1.52 
0.87 
L86 
1  37 
1.21 

i  69 
1.32 
1.70 
1.40 
1.55 
$1.97 
1.04 
0.83 
1.40 


L46 
1.09 
1.29 
1.33 
L16 
$1.60 
1.74 


1.11 
$L64 
1.17 
2.13 
1.66 
1.46 
1.77 
1.38 
1.06 
1.09 
L07 
1.62 
1.48 
L59 
1.43 
1.38 
1.17 
$1.27 
$1.13 
1.44 
1.76 


I 
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CLI.M.A  rOLOGlCAL  DATA:  PKNNSYIA'ANIA  SECTION 


Daily  Pre 

cipitation  for  January 

l046-( 

;ont 

nnc 

1  fro 
h 

ui  page 

I 

stations 

Counties 

Day  of  mout 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

12  1  13 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

V 

81 

'    .IC 
T. 

.oa 

.04 

.18 

.  12 

.01 

T. 

.18 

.15 

.07 

.09 

.03 

'  .'63 
.01 
.03 
T. 
,01 

.'io 

,07 
.05 
T. 
.03 

I 

.\1.I.RGHKNY 

(continued) 
Kri'gur'.  l.o  SK. 

1 

W'moreland, 
W'moreland. 

Forest 

Crawford 

Armstrong.. . 
.Armstrong.. . 
Allegheny . . . 

McKean 

JefVerson 

Armstrong... 

Elk 

Indiana 

W'moreland. 

Warren 

McKean 

Indiana 

.  l( 

.1! 
Oi 

.OJ 
,(H 
.0- 
.0 
i  T. 
.03 
.01 
.05 
.1( 
A-i 
.OS 

1 

)[   .0- 
«   ,0'. 

1  .0. 
!  ,0' 

,o; 

(   .0 

1  T- 
.01 

1  ,01 
,15 
.01 
06 

1  T. 

'  T. 

T. 

>     Oi 

T. 

r. 

::: 

i'.'.'. 

T. 

.7) 
,3' 
.2( 
.1' 
0 

i  T, 
?  ,0( 
)  .0 
I   T. 

.0' 
i  T, 
)  ,05 
!   ,  Vc 

,0 

>    .04 

IC 

.OS 

.OS 

'.'64 

.02 

".05 
.11 

20 
T. 
T. 

.29 
.06 
.01 
.21 

'.08 
.01 
.13 
.14 
.21 
.18 
.07 

.06 

','oi 

.05 
.03 

'.'62 

•  •2( 
5   .Oi 
■    .3, 

.2 

r  .li 

.2C 
>    1'. 
1    .2C 

.IC 

.la 
.22 

.04 

.09 

.56 
.86 
.22 
,26 
,27 
,23 
.13 
.'20 
.41 

,04 

.16 

T. 

.06 

.07 

.02 

.08 

.03 

.19 

.01 

.05 

,02 

,17 

.12 

.21 

,18 
,13 
,18 
.25 
.18 
.21 
,14 
,19 

,07 
,05 
.10 

)    .0( 

!    .0; 

0-i 

,0i 

i  .'& 

.2.- 
01 

.IC 
.IS 
.IC 
.30 
.18 
.12 

■'06 

','26 
,11 

,18 

,08 

T, 

T, 

.06 

.03 

.05 

.44 

.02 

.12 

.07 

.11 

.23 

.05 

T. 

.09 
.29 
.10 
.11 
.01 
.02 
.12 
.12 

i   .4' 

1   T. 

.1( 

.'. 

.It 
T. 
T. 

T 
T. 

.06 

.'28 

* 

.12 

T. 

.05 

'.'i: 

'.'62 

tV 
.21 

.is 

.03 
.18 
.03 
,03 

T, 

!    .0 

?    'I'. 

i".'. 
) ... 
)   .OJ 
!   T. 
T. 

.Qi 

.02 
.02 

','08 

r 

T. 

■r'. 

T, 

T. 

i-'. 

'.'6 

T. 
T. 
T. 
.01 
T. 
T. 
.02 
T. 

.2' 

.'6 
T. 
'I', 

■,'6] 

T, 

T. 

','62 

• 

,01 

1   .3< 
.li 

.'24 
.11 

.a 

.4f 
.4C 
.16 
.15 
.38 
.26 
.29 
.16 
.14 
.19 
.19 
.14 
.22 
.06 
.39 
.11 
.17 

.17 

T. 

.21 

.05 
.36 
.32 

?8 

)  T. 

'.'. 
.04 
.Oi 
T. 
.01 
.OS 
,01 
.04 
,04 
,03 
.09 

... 

1  .'  ,'  ,' 

.1' 

'.'6 

!    .If 
.U 
.04 
.14 

.0- 

T. 
T. 

.0-2 
.04 
.04 
.03 
.07 
.06 
.06 
.03 
.07 
.05 
.13 
.IS 

'.'ii 

.08 

.09 

.07 

T. 

.02 

.16 

.09 

.06 

.05 

.04 

.03 

.04 

)   T.     T. 

Lvcippus.  I.  5  h 

Mrtrlenvillo'.-^ 

Menilvllle-.  IS 

M  osgro  vp'-' 

.65!  .!• 
)   .80   .0< 
.17i   .A 
.23;  .OS 
.18,  T. 
.03i  .01 
.1(1    .OS 
.24'  .0;^ 

'i' 

,04 
■f. 

.oa 

■r'.' 
,01 

','6i 
.02 

','6'7 

,01 
,01 

'.'6 

... 

i'. 

.Oi 

.15 
.Ot 

.0 

'.'ii 

T.' 
T. 
T. 
T. 

".Od 

.'67 

1.87 
$1.66 
1.27 
1,76 
1,46 
0.92 
1.00 
0.94 
'51.41 
1.56 
1.16 
1.17 
1.50 
lSl.'26 
1   13 
1..54 
1  45 

rarkors  Landing* 

If 

I'itlsburghCtyOfi.s  .. 

IVrt  Allegany 2 

Hunx-vitawney"'' 

T. 

••• 

T. 

,  U 
,0; 

'.U 

n; 

T. 

■r'. 

.'6s 

l>utiievville-.2.5SE... 

.2; 
.U 

,'2J 

.24 

.OS 
.07 
.01 

'.'(17 
(H 

'■r'. 

T, 

'i-'.' 

,'6'2 

..'::|:::.' 

Ridgway''' 

T. 
T. 

T. 

Saltsburg2 

Seward- 

.0'. 

.11 

,1S 
.16 
.06 

.19 
.06 

.n 

,19 

.11 

.67 
.55 
.09 
.92 
.04 
.10 
.30 
.06 
.16 
.09 
.30 
.83 
.14 
1.20 
.35 

.07 
.20 
.23 
.17 
,12 
.24 
,2» 
.02 

.06 
.10 
.11 
.06 

,02 

T, 

.09 

^^^- 

','65 

T. 

'■■'■■ 

Shetlieldi.\  6W 

Smethrort'.s.  1  SW  ... 

Stniugstown'.'' 

.Vi 
.'28 

1 

Tioue-ta-.  l.oSE 

Forest 

Crawford 

Erie 

W'moreland. 

Warren 

Warren 

Somerset 

Fayette 

Washington.. 

Greene 

W'moreland. 
W'mor.jland. 

Somerset 

W'moreland. 
Fayette 

.0(5 

,03 

,i'9 
.01 
,05 

•21 
,23 
T, 

,17 

.0.5 

,nj 

.21 

•  01 
.01 

.01 
.04 
.05 

T. 

T. 

T. 

.02 

T. 

.01 

.02 

T. 

f.' 

1     17 

,05 

.01 

.14 

T. 

.04 

f.' 

.08 

T. 

T. 

'.'62 

.02 

,05 

.01 

.01 

T. 

,16 

Titu>ville.  '2  a 

T. 

T. 

.05 
T. 

,18    .13 

•  1  .U 

.08|  T, 

,34    .07 

.17}  .04 

,441  .03 

'.'.'.'. 

T. 

• 

,'63 

.07 
.04 
.10 

Union  City  1,5 

.02 

■iiai 

iV).  96 
1.89 
1.  14 

2.04 
1.44 
0.60 
1.92 
$1  11 
1.02 
2.05 
0.99 
1.85 
1.12 
1.83 

Vnndergrift ' 

Warren- 

,62 

.... 

■'r'.' 

".6i 

•V. 

Voungsville',''' 

T. 

.02 

MoNO.N(i.\HEL.\ 

Conlluenco^,  1.5  NW,. 

T. 

•Y. 

T.' 

T. 

T. 

,03 
,20 

Connellsville^ 

.18 
.02 
.■27 
.28 
.21 
.45 
.07 
.26 
.06 
.37 
.44 
.19 
.20 
.22 

.14 

T. 

,03 

T. 

.02 

,'65 

Douora' 

T. 

■r'.' 

T. 

i''.' 

T. 

'■r'.' 

T. 

.... 

T. 

,06 
T, 
.05 
.09 

Greensboro^ 

Greensburg,'2  S 

T. 

f.' 

T, 

T. 

■r'.' 

■rV 

Irwin 

■r',' 

Mever.-dale^ 

Murrvsville//',^ 

T. 

.03 

.37 
.18 
.32 
.03 
.33 
.32 
.20 
.02 

.'20 
.42 
.22 

.2(1 
.05 
.11 
.06 
.17 

.14 

85 

.04 
.'65 

','6i 

.08 

.16 

.12 

T. 

.08 

.07 

.O.i 

.11 

T. 

.18 
.OS 
.1« 
.06 
.13 
.06 
.(17 

.03 
T. 
T. 
.05 

T.' 

.01 

.10 

.09 

T. 

.04 

.(11 

T 

.05 

.04 
.13 
.11 

.18 
.04 

.02 

Newell' 

.16 
,05 
,08 

't, 

.15 

■r".' 

■r'.' 

T.' 

Pittsburgh  Arpt.//  I.3.. 
Rices  Landing- 

Allegheny. .. 

Greene 

Somerset 

Somerset 

Fayette 

Greene 

Beaver 

Butler 

Mercer 

Mercer j 

Mercer.  .   . .   [ 

Mercer 

Lawrence ; 

Crawford 

Washington  . 
Allegheny  ... 

Beaver 

Washington  , 

Erie 

,06 

.15 
.05 
.18 

.  14 
.15 

.03 
.11 
.ni 

.03 
.01 
,03 
.04 
,02 

.09 
T, 

,01| 

.09 
.07 

T. 
T. 
T. 

.01 

T. 

'."62 
.02 

.01 
.01 
.02 
.03 

.01 
.04 
T. 

T. 

T 

.03 
.02 
.02 
.02 

T. 

.... 

T. 

.05 

T. 
T. 

T. 

't.' 

T. 

T. 

T. 
T. 
T. 

f. 

T. 
T. 

Springs'',  1  SW 

07     oy 

2.  26 
1.89 
2.21 
1.  16 

1  0^ 

Unioutown 

.08 
T. 

T. 

T. 

Waynesburg 

Be.wei: 
Beaver  Falls^ 

.03 

T. 

T. 

Butler 

1.47 

?1.00 

1   81 

Farrcll-' 

tV 

.03 

'.'61 
.01 

.07 
.07 
.06 
.02 
.04 
.06 

.06 

.02 
''r'.' 

T 

.'63 

Greenville 

T, 

!68 

.17 

.13 

.02 

T. 

.17 

.'23 
.21 
.22 
.04 

« 

.10 
.11 

03 
.01 
.01 

■r. 
.10 

.02 
.01 

.03 

T 
T. 

■r. 

T 

T 

.01 

T. 

1' 

't.' 

.01 
T. 

■,'63 
T, 

.20 
.03 

.11 
.07 
.12 

.12 
.03 

.... 

,05 

','64 
.01 

Jamestown^. 'iNW. 

T. 

'!6i 

0  66 

Mercer  Arpt.'.  2.5  NE.. 

New  Castle,  1  ..5  N 

Pennline.  -.  IS 

Ohio                 ; 

ClavsvilleS 

T. 

i'. 

■r'. 

T. 

0.97 
0  97 
1.07 

Coraopolis-.  IE. 

.09 
.07 

■rV 
.21 

,'i6 

.04 

T. 

1.08 
1.05 
0.74 

l.,54 

1.11 

^0.98 

Midland^ 

.... 

1 

.'23 

.28 

.11 
.13 
.26 

'  .'62 

.04 
.'63 

.02 

r. 

.01 

•r'.' 

T. 

.01 
.11 

.08 
.06 
.01 

Washington'.  '^ 

LAKE   DRAINAGE 
Albion^! ' 

.09 
.11 

f.' 

• 

.39 
,30 

.32 
.01 

.21 
.01 

* 

.32 
T. 

.IS 

T. 

.01 

T, 
T, 

r. 

T. 

,01 

.08 
T. 

T.' 

.01 

Erie',  5 

Raymond',  •' 

Erie \ 

Potter 

! 

[See  page  8  for  explanation  of  reference  marks.] 
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Daily  Temperatmres  for  January  1946 


Stations 


Albion/ /  Maximum..! 


AUentown  Arpt.M  NE..  /  ^^f^^'J^^^^- 

.  I  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
,  (  Maximum.. 

\  Minimum. 


AUentown/ 

Altoona-4.5  W 

Arendtsville^ 

TioTwipV  /Maximum.. 

^^T^'""''^ \MiDimum.. 


27     261    3S     4b 

17 

31 


Betlilehem  > 

Bradford-4  W 

Brool£Ville»-l  'r<  SW.  . 
Burnt  Cabinsi-2NE. 

Butler 

Canton /-I  N\V 


Carlisle. 

Chambersburge-l  S\A'. 

Clarlon8-3  SW 

Claysvllle/ 

Coalport  / 

CoatesvilleB 


Columbia 

Corry 

Coudersport 

Curweusvillel-6  N  W  . 

Derry 

Donegal ' 

Douora' 

Eagles  Mere  / 

East  Waterford6-3  E  . 

Ebensburg/ 

Emporium/-!  E 

Ephrata 

Erie' 

Everetti-0.5  .SW 

Farrell 

Fonl  City  /-4  S 

Franklin/ 

Fredericksville-1  S. . 

Freeland 

George  School'' 

Gettysburg 

Gordon 

Greensburg-2  S 

Hanover/. 


(  Nlaximiim 
\  Minimum.. 
j  Maximum.. 
\  Minimum.. 

Maximum.. 

Minimum.. 

Maximum.. 

Minimum.. 
(  Maximum.. 
\  Minimum.. 
(  Maximum.. 
\  Minimum.. 

(  Maximum.. 
\  Minimum.. 
I  Maximum.. 
\  Minimum.. 
I  Maximum.. 

V  Minimum.. 
I  Maximum.. 
\  Minimum.. 

.  /  Maximum. 

V  Minimum., 
.  /  Maximum. 

\  .Minimum.. 

.  (  Maximum. 

V  Minimum.. 
.  (  Maximum. 

\  Minimum.. 

)  Maximvnn. 

\  Minimum. 

.  )  Maxinuim. 

V  Minimum. 
.  )  Maximum. 

\  Minin)um. 

.  /  Maximum. 

\  Minimum.. 

.  (  .Maximum. 

\  .Minimum. 
.  /  Maximum.. 

\  .Minimum.. 
.  j  .Maximum. 

V  Minimum.. 
.  j  Maximum. 

1  Minimum.. 
.  (  Maximum. 

\  Minimum. 
.  /  .Maximum. 

\  Minimum  . 

.  /  Maximum . 

\  .Mininunn .. 
.  )  Maximum. 

\  Minimum.. 
.  /  Maximum. 

V  Minimum.. 
.  /  Maximum. 

\. Minimum. 
.  (  .Maximum. 

\  Minimum. 
.  (  Maximum. 

\  Minimum.. 

.  /  Maximum. 

\  .Minimum .. 
, .  (  Maximum. 

\  Minimum .. 
.  /  Maximum. 

\  ^Iinimum . 
, .  /  .Maximum. 

\  Minimum . 
. .  /  .Maximimi. 

\  Minimum . 
. .  (  Maximum. 

\  .Minimum. 


HarrisburgArpt.  1-3.5  S 
Ha\vley-0.5  E 


/  Maximum. 

\  \linimnm. 

/  .Maximum. 

\  .Minimum . 
HiMvitt-2  S\\' /Maximum 

>  Minimum. 
Kolt\voo<1) /  .Maximum. 

\  Minimum. 
Huntingdon /  Maximum 

\  Minimum. 


12i    14 
•2pl     37 


21 
3B 
25 
•27 
16 
33 
22 
34 
24 

32 
22 
23 
14 
21 
11 
2» 
17 
27 
17 
23 
16 

34 
24 

31 
19 
28 
16 
20 
18 
24 
16 
34 
23 

38 
22 
24 
1 

25 
15 
18 
9 
28 
18 
22 
10 

32 
15 
24 
14 
23 
13 
16 
14 


23  32 

111  11 

28j  32 

16]  14 


30| 
17 

28 
18 
23 
12 
23 
9 
30 
12 
25 
12 
25 
14 

31 
16 
29 
14 

25 
8 
27 
4 
24 
10 
28 
17 

32 
17 
23 

7 
23 
11 
2(1 

8 
27 
15 
23 
10 

26 

16 
24 
10 
21 
10 
28 
H 


37 
15 

37 
20 
38 

0 
34 

9 
37 
14 
33 
21 
33 
12 

38 
15 
35 
14 
34 
8 
37 
17 
37 
10 
3' 
18 

40 
1 

32 
-  2 
39 
5 
33 
12 
38 
17 
32 
15 

38 
25 
29 
14 
32 
15 


24 
38 
20 
40 
20 
37 
29 
38 
20 
37 
30 

39 
24 
38 
30 
38 
34 
43 
28 
39 
33 
37 
16 

38 
20 
40 
21 
37 
31 
48 
26 
40 
15 
42 
23 

43 
21 

.37 
31 
37 
22 
38 
31 
45 
37 
40 
31 

48 
38 
33 
14 
36 
27 
49 
29 


10  11  12  13  M  15  16  17 


18  19  20  21  22 


60  60 


30 

53 
32 
58 
30 
54 
33 
53 
31 
59 
33 
50 
27 

48 
26 

48 
28 
58 
30 
62 
37 
56 
34 
52 
30 

55 
27 
59 
36 
52 
32 
49 
37 
56 
45 
55 
32 

64 

41 

49 

26 

4 

34 

.50 

35 


36  40 


36|  40 
Ol  15 


60 
48 
58 
29 
64 
50 
60 
51 
68 
40 
55 
34 

60 
41 
64 
42 
66 
3.1 
71 
39 
62 
35 
60 
41 

58 
41 
59 
45 
67 
36 
58 
44 
74 
53 
69 
42 

75 
55 
52 
31 
55 
45 
62 
43 


« 


»6 


60  50 
50   40 


38  45 

lOi 

381 

21 

36, 

111 


54 
34 

61 
45 
49 
29 
62 
42 
6' 
33 
59 
33 
50 
28 

49 
32 

54 
29 
50 
27 
49 
29 
62 
30 
59 
32 

52 
30 
55 
23 

59: 
30i  25i 

45i  48 
27]  31 
39  541 
31   311 


58  63 
46  55 


25 
48  40 


29  39 

19   21 


41 

221  17 

33  34 


19 
2 

331  37 


13 

37 
201  20 


.301 
38 
19 

42|  381  38 
25   151  IS 


41  34 
12!  19 


32  27  18  18 


56 
43 

38 
35 
47 
40 
44 
3C 
48 
35 
44 
35 
56 
37 

41 
31 
56 
41 

57 
45 
50 
34 
49 
36 
48 
47 

50 
41 

47 
43 

45 

40 

50 

40 

461  53 

37   43 


45  41 
32  22 
39  36 
31  15 

46  29 
29  17 


43   36 


52 

39 

37 

31 

45 

40 

36 

26 

56 

49 

41 

25 

51 

39 

39 

33 

53 

37 

35 

23 

32  36 

20I  14 


35  21 
29  18 


391  35 
2   4 


18 


26 
-  5 

20 
•  2 

26'  32 

6i  13 

271  35 

2   12 


33  41 

141  19 

I8l  29 

II  1 

21  i  32 


27  34 

2:   9 


.  ..1  39 
...'  0 
27:  36 


39  39 
19  20 


44!  36 

231  19 

39  28 

23I  12 

42i  40 

251  1" 

«'  39 

27!  23 

4J4.  41 

21;  17 


12;  16 

28  33 

14,  21 

28  38 

7;  10 

29'  39 

lOi  12 

29  38 
5;  6 

29!  39 

6!  6 

26|  34 

7,  11 

22  42 
4!  9 

28i  37 

11;  1 

341  '^ 

W  14 

25  34 

5!  7 

31!  40 

10;  8 

29!  39 

13  13 

28  39 

13  15 

23  33 
6  3 


31 

6' 


27;  32 

15  19 

28  39 

6: 


44 

28 

44 

30 

38 

21 

43 

17 

39 

10 

40  42 

21   23 


19  33 

61  16 


19 
1 
24 
10 
20 
13 
39 
19 
26 
-  3 

26 
13 
•25 
14 
27 
9 
43 
15 
24 
11 
32 
10 

28 
11 
'24 
2 
16 


37  37 
17  18 
30 


:« 

34 

16 

19 

44 

34 

■20 

10 

39 

38 

19 

22 

45 

44 

•25 

•28 

35 

32 

13 

18 

43 

43 

•2S 

18 

45 

36 

16 

28 

44 

45 

2> 

18 

34 

36 

15 

10 

47 

45 

30 

23 

43 

42 

■22 

21 

4( 

44 

29 

•22 

23  24  25  26  27  28 


30 
10 
34 
II 
30 
-14 
30 

-  8 
30 

-12 
25 


39  15 
12  -  2 
38  26 

18l  12 


39  43 
•24  29 


■20 

32 
3 
14 

-  5 
•29 

6 
18 

-  6 

23 

7 
24 

9 
2' 

5 
16 

■t 
•20 

4 
34 
17 

16 

7 

26 

-  5 
•26 

-  1 
11 

2 
18 

2 
33 
13 

28 
5 
31 
12 
35 
17 
•20 
10 
•28 
6 
■22 
17  ^22 


27 

6 

28 

-  1 

—14 
38 

-  4 

36 

-  3 
31 

9 

32 

5 
31 
15 
31 
-15 
•29 

-  5 
36 

0 
35 

-  9 


36 
18 
33 
11 
38 
16 
37 
22 
36 
12i     19 


33 
12 
31 

5 
?2 
13 
,32 

6 

39 

10 

•29 

-  3 

■28 

9 
30 

5 
36 

2 
40 

5 
3 
13 
39 

9 

35 
II 
36 

9 
29 

9 
■26 
11 
3 
23 
38 
14 

44 

20 
26 
0 
•22 
14 
•29 
15 
31 
-15 
3 
12 

39 
30 
30 

-  4 
3' 
24 
41 

-16 

37 

2 

37 

4 

26 
II 

38 
6 

28 
9 

31 
5 

42 

28 


31     31 

12 


32 

1 

30 

6 

3' 

13 

•29 

—  1 


36      36 


24! 

381 


44 

26 
34 
14 
33 
I 
3 

•20 
37 
2 
39 
■26 

36 
24 
45 
16 
3' 
26 
40 
16 
32 
21 
37 
■25 

■29 
18 
40 
2 

39 
23 
35 
■22 
38 
27 
33  41 
10      IH 


I7|     20 
39'     37 


29 


30     31 


Mean 


9      10 


19     32 
2 


36 
14 
28 
13 
22 
-II 
24 

-  4 
•22 

-  8 
31 
17 

35 
11 
20 

-  2 
26 

-12 

1 
-10 

23 
5 

21 

-  1 


38 
21 
39I 
26| 
42 
•29 
3&! 
•26 
34 
■29 


25      25 


■n 

-  1 
32 
10 


40 

12 

3 

10 

38 

-  4 
31 
11 
38 

5 
38 
13 

41 
U 
32 
14 
35 
2 
33 

»l 
361 

11 

38 

5 

40 
19 
29 

-  2 
a5 
14 
34 

6 
:« 

-  4 
41 
12 

34 

■2V 
42 
9 

:36 

12 
36 

-  7 
35 

3 
37 


38 
30 
36 
9 
36 
18 
45 
24 
40 
13 
34 
10 

42 

26 
43 
2' 
40 
11 
40 
11 
40 
14 
41 
■23 

44 

26 
36 
3 

35 
12 
37 
Ifi 
39 
18 
35 
13 

39 
21 
34 
8 
35 
23 
3' 
18 
40 
-  4 
41 
26 

40 
22 
40 
22 
41 
12 
39 

6 
41 

9 
39 
23 

31 

20 
43 
24 
44 

2i^ 
37 
21 
38 
12 
47 
18 

43 
30 
35 
•23 
43 
8 
42 
26 
42 
25 


29 


40  42 
30  32 


53  56 
32  25 
35  43 
18 
36 


36.9 
15.9 

38.  2 
21.0 
41-.O 
22.  3 
37.1 
19.9 
40.3 
22.8 

$§ 
W2.  0 

38.2 
■23  5 
31.9 
13.3 
3«.0 
17  3 

39.  5 
•20.7 

40.  H 

20.  7 
32.  9 
14.4 

40.7 
•23.  5 
39.8 
22.3 
39.6 
15.9 
40.1 
19.4 
37.4 
17.5 
40.4 
24.3 

42.5 
•24.  2 
36.2 
15.  >< 
35.4 
13.8 
33. 1 
14.8 
41.3 
24.1 
38.7 
17.6 

43.9 
25.4 
32.3 
14.3 
:j4.3 
19.4 
34.6 
19.0 
% 

40.8 
2.5.5 

37.9 
23.  4 
39-5 
19.3 
40.6 
21.3 
38.9 
16  3 
36.7 
18.0 
:«.3 
20.3 


Continued  on  page  7. 
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(M.IMA'l"(>I.()(iK'AL  DATA:    I'KNNSYIA'ANl A  SKCTION 


stations 


ludiaiia 

Irwin 

Jainasiown/  -2  N\V . 

Johnstown  / 

Kniis'-l  N 

I,mioa-ter.  


LBHTei'ceviile 

I  tliauon    

Lewis*,o\vn-2S\V. 

Lock  Haven" 

Marcus  llookl . 
Martin>hurgr' 


.  (  Maximum. 

\  Minimum. 
.  I  Maximum. 

\  Minimum.. 
.  /  Muxlmuin. 

V  Minimum . 
.  /  Maximum. 

\  Minimum ., 
.  /  Mnximum. 

\  .Mmimuni .. 
.  /  Maximum. 

\  .Mini mum.. 

.  (  .Maximum. 

\  Minimum.. 
.  /  Muxinnnn. 

\  .Minimum.. 

/  Maximum. 

\  Mininuun .. 

/  Maximum. 

\  Minimum.. 

(  .Maximum.. 

t  .Miniinuiii .. 

(  Maximum.. 

\  .Minimum.. 


Manch  Chunk!  S\V )  Maximum. 

\  Mininnim. 
Meartville/-!  S (  .Maximum. 

\  Minimum. 
Mercer' -2  .'i  NE /  .Maximum. 

\  Mini  mum .. 
Middletownl-L.'i  \V /  Maximum. 

\  Minimum 
Midland^ (  .Maximum. 

\  Minimum., 
Montrose/-3  E t  Maximum. 

\  Minimum., 

Mt.  Pocouo'-2  N (  Maximum. 

\  Minimum., 
New  Bloomlield /  Maximum  , 

\. Minimum. 
Newbiirgl-3.5NVV /Maximum. 

V  -Minimum.. 
New  Castle-1.5  N (  .Maximum. 

\  Minimum.. 
Palinertou' (  -Maximum. 

\  -Vlinimum.. 

Park  Place '-1  NW /  Maximum. 

\  Minimum.. 
Phila.  Arpt.i-7S\V (  .Maximum. 

\  Minimum.. 
Philadelphia  CO.' i  Maximum., 

\  Minimum.. 
Phila.  Shawmout /  -Maximum.. 

\  Minimum.. 
Phllipsburg-'-?  E (  Maximum.. 

\  Minimum.. 
Phoenixville-1.5  8E f  .Maximum.. 

\  -Miuiraum.. 

Pittsburgh  Arpt.'-T.SSE  /  Maximum.. 

\  Minimum.. 
Pittsburgh  City  Office' .    ;  Maximum.. 

\  .Minimum.. 
Port  Clinton/ I  Maximum.. 

\  .Minimum.. 
Putney ville-2 .5  SE /  Maximum.. 

\  .Minimum.. 
Quakertown-0.5  E |  Maximum.. 

\  Minimum .. 
Reading! /  Maximum.. 

\  Minimum.. 

Ridgway  / (  Maximum.. 

\  Minimum.. 
Scranton' (  Maximum.. 

\  .Minimum.. 
Seliusgrove t  .Maximum.. 

\  -Vlinimum.. 
Somerset (Maximum.. 

\  Mi  nimum . . 
Springs«-1  S\V (  Maximum.. 

\  Minimum.. 
State  College' I  Maximum.. 

V  Minimum.. 

Stroud.<iburg-2  E /  Maximum.. 

\  Minimum., 
Tamarack  /-2  S (  Maximum. .1 

\  Minimum .. , 
Tiouesta /-1.5  SE (  Maximum. 

I  Minimum.. 
Titusvillp-2  S I  Maximum  . I 

\Minimum„ 
Towanda-1  E I  Maximum.. 

\  Minimum.. 
Tunkhannock I  -Maximum.. 

\  Minimum.. 


2B 

'  16; 

28 
lit 

J2 
17, 
23: 
20' 
22 

'  28J 
18 
29i 
24 
34, 
22 

^'i 

22 

SO; 
25' 
26j 
14 

32 
22 
23 
17 
21 

12: 

31 
21 
.34 
18i 
20 
15 

27 
12 
32 

22 
30 
17 
27 
17 
31 
22 

23 
13 
34 
24 
34 
21 
38 
26 
19 
10 
46 
25 

25 

14 
28 
18 
30 
25 

'ie 

37 
23 
32 
22 

28 
18 
31 
19 
35 
22 
24 
13 
22 
11 
24 
19 

38 
24 

23! 

22' 
17 

24l 

15; 
29 1 
19! 
33 

21! 


2      8      4 


Daily  Temperature*  for  Jaauary  1946  -Continucii  from  pare  * 

14     Id 


S 


84 1    42     68 

15'     23! 


16      34 
36!     44 


31i     43 

14!     14 


29      39, 


29)     35| 
18l 


291     31 
I 


37|     ."iO 
22      37 


30;  3.5! 
18!  181 
27;     39 


13 
27  34 
16  12 
30[  39 
19     22 


4."i!     62 
40 


15 

39!     46 


62 
20!     34 


31  i  37 

15;  8! 

■23i  35; 

9!  IV 

24!  3iSl 

11  lOi 


29  38! 

13i  10, 

26  37i 

14j  8| 

I  I 


59 
22     34 
37 
32 

53 
25 


70 
62 
68 
51 
66 
41 
64 
35 
571  68 
31      32 


18[     23 
39 


151     30 
36 


151     30 
4 
31 


32l  32 

40l  51 

15;  25 

42  56 

25  33 


40  50 
16  26 
38  49 

15;  31 

39!  581 

19  33 

36'  56 

311  36 

42!  56 

27'  27 

41  53 
25!  33! 


56  60 

32  45 

52J  61 

2»;  32 


35  48 


8 


55  55 
44   44 


53  59 

40  41 

53|  47 

37|  46 

63!  45 

331  32i 


48 
86 
61 
36 
46 
84 
61 
45 
40 
32 
60 
45 

44 

33 
48 
42 
49 
40 
45 
36 
71 
44 
46 
37 

53 
35 
44 
34 
41 
33 
49 
43 
44 
35 
34 
31 

50 
30 
50 
36 
48 
40 
49 
35 
50 
37 

45 
30 
.56 
43 
67 
44 
59 
45 
44 
32 
56 
44 

47 
34 
46 
36 
47 


38  35 


10 


11 


52  44 
42  37 


46 
33 
44 
29 
54 
35 

,  52; 

32,  371 

47!  471 

31|  30l 

49I  43! 

33;  301 


65     47 
33     37 


12 


18 


53  50! 

39  25! 

39j  351 

32  201 

3/1  44: 

34!  251 

50;  34 


27 
44 

28 
40 
28 
47 
80 
33 
22 
46 
25 

37 
26 
38 
28 
40 
28 
39 
25 
44 
34 
36 
32 

42 
32 
41 
28 
38 
26 
40 
29 
42 
30 
34 
23 

36 
24 
39 
24 

38 
28 
39 
28 
39 
27 

34 
23 

41 
30 
42 
36 
46 
26 
31 
21 
46 
22 

44 

30 
46 
33 

38 

28  30 


89 

19;  12 

40;  38 


21 

25| 
20 
26! 


32  22! 


41   39 
32  21 


48 

33 

28 

28 

43 

44 

33 

2"' 

4.' 

41 

33 

24 

62 

49 

37 

2-* 

43 

34 

31 

17 

US 

41 

32 

26 

38 

21 

28 

20 

44 

24 

23 

15 

4h 

43 

33 

501  :<2 

30|  19 

36  22 

23;  21 

36  18 

27;  14 

47;  42 

301  '■^4 

4H!  40 

321  22 


451  41 
31  23 


32j  16 

471  43 

311  25 

47  44 

34|  24 

39I  26 

23!  20 


47;  34 
33 
41 
32 


2f>  31 
14|  10 
161  36 


31 

14 
36 
11 
38 
13 
3 
22i  20 


45|  42; 
32  291 
35I  24 


38  23 
26;  16 


41 
32 

43i  41 
321  23 
45  42 


26; 

38! 
25| 
40! 
26  30  '23 


35 

20 
34 
23 
35 
22 
36 
9 
37 
16 

39 
15 

41 
18 
32 
18 

io 

31 
16 
35 
21 

34 

10 
31 

18 
35 
15 
37 
13 
35 
1.5i  12 
341  17 


161  14 


20'  24   12 


35 

11 

35:  32 

16'   9 


85 

20 
38 
26 
27 
17 
34 
21 
30 
-  4 
40 
18 

34 
12 
38 
19 
37 
20 
35 
20 
44 
19 
34 
11 

3 

15 

20 

15 

32 

12 

39 

17 

34 

16 

30 


16 


28 

7 
82 

7 
30 

8 
30 
10 
23 
-  8 
34 

9 

26 

(; 

29 
II 
29 

10 
25 
7 
27 
1 
25 


17 


18 


28 

22 

14 

4 

33 

26 

12 

6 

39 

30 

20 

9i 

27 

201 

12 

3! 

27 

26; 

13 

-  5I 

32 

25; 

14 

-  2I 

35 

25! 

11 

«! 

36 

24 

15: 

71 

35 
22 
31 
23 
34 
20 
34 
11 
45 
13 

38 
20 
41 
20 
33 
11 

in 

31 
13 
36 
16 

37 
-  3 
34 
14 
34 
8 
36 
11 

35|  38 
13  2:j 
38  40 
13  29 


40 
25 
43 
27 
43 
13 
44 
I'i 
34 
23 
42 
16 

36 
26 
43 
16 
41 
25 
35 
25 
55 
30 
42 
26 

34 

15 
38 

7 
40 
24 
40 
26 
43 
28 
32 

9 

28 
20 
41 
19 
43 
30 
44 
26 
39 
18 

33 
21 

40 
23 
40 
30 
40 
19 
35 
23 
47 
13 

43 
27 
45 
30 
32 
14 

'23 
38 
13 
39 
29 

37 
5 
35 
23 
38 
19 
40 
24 


19 


20  1  21 


89  26 

14  12 

431  ^9 

I7I  16 


281  20 

9 
29;  26 
24 


•22 


83 
22 
38 
27 
32 
15 
36 
21 
30 
14 
3.5 
15 

34 
11 
36 
10 
37 
16 
32 
9 
42 
31 
34 
16 

33 
18 
30 
14 

30 
14 
35 
18 
34 
19 
32 
-  5 

32 
8 
.38 
14 
40 
16 
34 
24 
34 
15 

31 
16 
34 
2' 
35 
26 
35 
20 
31 
14 
34 
19 

34 

19 
36 
20 
35 


11 
2 

28 
4 

20 
0 

18 
8 

15 
-14 

32 

16 


28 


24 


7(-  3, 


26 


-14 

31 
4 


32|  33 


-11 

32 

2 

34 

-  4 
25 

-  5 
39 
M 
29 

-  6 

24 

-  2 
32 

-  8 
29 

-  31 


26  27 


30!  32 
10 


19 
33 
15 
36 
20 

37 
7 
33 
18 
33 
15 
32 

18: 
33! 

18 

34 

9 

33 

15 

28 

0 

31 

16 

28 
20 
35 

17 
181  34 
-  li  14 


-  2 
35 
14 

34i 
13 

19 
1 
32 
13 
32 
10 
27 
2 
21 

17 
8 


85 
28 
89 
24 
39 
23 
44 
15 
31 
20 
41 
24 

37 

18 
39 
12l 
38 
22 
36 
2(1 
45 
331 
42 
14 

34 
23 
35 
22 
35 
22 
39 
25 
39 
25 
33 
14 

33 
24 
40 
15 
39 
23 
34 
25 
36 
24 

30 
18 
40 
29 
40 
30 
40 
30 
.S3 
2^2 
42 
26 


36     391^9 

4     24H3 
36     42|     42 
19      25 
35     36 
3      17 


-13 

28 
1 

31 
9 

33 

-15 

28 

6 

28 

-  2 

40 

-18 

38 

-11 

29 

1 


31 

2 

27 

3 

32 

-12 

30 

-  3 

32 


29 
—  2     U     22 


28 


20 

-  1 

25 

1 

26 

-  7 
21 

8! 

I 

-18 

36 

15 

25 

-  8 
25 
13; 
26 
12 
25 

4 
40 
30 
21 

5 


29     30     81 


37  30 
2:j  5 
23  21 
22;  -  3 
34 
1 
42 


2 
34 

—  1 
19:    32! 
-  31 
27! 
14 


86;  62 

19  81' 

39;  48 

18'  30 

40  50 
7  11 

41  64 
25l  27 
36i  46 

51  27 

43  41 

21!  22 

I  I 

40!  37| 

19!  I5I 

41;  39| 

12  27; 

41!  40' 


Mean 


22 

-  2 
43     30 

27i  5 
45!  26 
22|  12 
38i  24 
161  01 
391  25! 
16       9 


34 
8 
44 
26 
44 
25 
42 
23 
"36 
7 
42 
32 

39 
12 
40 
13 
39 
25 

"\i 

39 
.30 
40 
23 

28 
22 
3*, 
12 
41 
25 
39 
18 
39 
14 
37 
II 

39 
28 
29 
21 
16 
15 
32 
11 
39 

38     39 


21 


19 
*l 
30 
18 
31 
19 
40 
IS 
17 

-  2 
35 
17 

22 
5 
25 
10 
23 
10 

-io 

33 
12 
28 
15 

28 

-14 

24 

8 
31 

5 
20 

-  2 
20 

2 
22 

-  1 

35 

9 

26 

12 

22 

-  9 

19 

•  1 

26 

2 

27 

1 


36 


8 
34 

10 
35 
-  5 
33 
^8 
35 
15 
37 
8. 


37,  47 
12;  31 
421     38, 


60 
29 
61 
31 
89 
33 
52 
38 
46; 

12| 
48l 
34 

49 

33 

48 

35 

48 

84 

49 

34 

60 

38 

4 

23 

40 
33 

37 
34 

47 

l^i 
51, 


39.  3 
21.4 
4.'J.0 
23  4 
38.1 
17.9 
39.6 
21.9 
M.O 
11,6 
42,7 
22.2 

37.5 
17.9 
38.9 
21.8 
40.4 
22.7 
37.6 
20. 6 

$i0.0 

*29.8 
37.  5 
19.9 

$36.  5 
}19.0 

35.5 

16.5    , 

36.3   ( 

18.2 

39.7 


27;  30!  32     24,  1 

39:  49'  48     411.8 

17'  30;  25;     22.4 

29[  38;  46   fel.2 

91  18  25    $14.2 


31  31  35 

111  15!  20 

381  41:  35 

2:  20 


361  43:  3H 

10,  26  32] 

38!  42;  45: 

8;  12;  26| 

361  38;  38 

7I  23,  23i 


31  34; 

20|  241 

431  461 

261  30' 

44  46| 

30  34 


541  54 

36!  23 

56|  55 

37  27 

39  46 

24  33 

'25|"27 

42|  48 


„^4#  37 

6r26;  21 

38i  42 

141  31 

371  48 

19  28 

38  40 

24  33 


32.5 
14.9 
39.5 
19.0 
89.5 
22.0 
41.6 
21  8 
37.5 
20.8 

33.0 
16.3 

41.6 
25.9 
42.0 
28.4 
42.4 
24.9 
34.0 
16.3 
44.3 
22.  6 

41.2 
2:1 1 
42.9 
25  4 
37.1 
20.0 
$5 
■517.4 
39.5 
21.4 
40.5 
25.3 

36.6 
12.5 

37.7 

21.6 

_..      38.5 

331     20. 3 


m 


36 
21 
42 

18 
48 
17 
38 
2fi 
39 
2! 
38 
151    36 


38.8 
18.9 
37.6 
17.9 
36.5 
21.2 

39.6 
20.3 
32.6 
16.  1 
3.'i.3 
13.6 
36.  1 
IS.  2 
38.6 
19.2 
38.4 
19.5 


Continued  on  page  8. 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


January  1946 


Daily  Temperatures  for  January  1 946— Continued  from  page  7. 


Stations 


Uniontown /  Maximum. 

\  Minimum., 
Vaudergrifti  . .  - /  Maximum. 

\  Minimum. 
Warren /  Maximum. 

\  Minimum. 
Wavnesburg /  Maximum. 

\  Minimum. 
Wellsboro/ )  Maximum. 

\  Minimum. 
West  Chester /  Maximum . 

V  .Minimum. 
Wilkes-Barre ' .  Apt.  -3N.  /  Maximum. 

\  Minimum. 
Williamsport  Arpt.'-4  E  /  Maximum. 

(  Minimum., 
Willi amsttiwn /  Maximum. 

\  .Minimum., 
Woodward  Apt'-2  NE..    /  Maximum. 

\  Minimum. 
York-3  aw /  Maximum. 

\  Minimum. 


■28  37 

13l  18 

281  38 

18  19 

28  39 

121  in 

27  37 
16  21 

28  38 
15  8 
30  37 


12     13 


30 

44 

29 

37 

28 

41 

27 

36 

23 

42 

28 

38 

27 

37 

28i     33 

44;     44 

29     31 

311     3.^ 

23      2fi 

46:     .50 


19 


20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

4(1 

34 

29 

43 

45 

39 

43 

28 

41 

48 

53 

54 

20 

26 

9 

5 

22 

25 

23 

7 

17 

19 

41 

33 

33 

33 

23 

39 

43 

42 

42 

2:3 

39 

40 

51 

54 

15 

23 

-  2 

-  8 

8 

26 

12 

-   3 

9 

17 

32 

24 

22 

.32 

21 

34 

37 

31 

31 

34 

36 

40 

42 

48 

4 

20 

2 

-  4 

18 

22 

7 

-10 

12 

12 

21 

19 

4fi 

39 

26 

39 

41 

35 

41 

■26 

40 

40 

52 

.55 

17 

26 

5 

1 

17 

23 

23 

5 

14 

16 

29 

30 

22 

34 

18 

31 

30 

35 

31 

22 

35 

39 

41 

48 

0 

2 

9 

-13 

-13 

13 

26 

—  8 

-  8 

15 

15 

31 

24 

33 

32 

32 

42 

40 

42 

33 

38 

42 

42 

49 

9 

18 

1,5 

8 

15 

26 

.3:^ 

16 

14 

25 

29 

40 

22 

34 

32 

29 

32 

37 

39 

24 

38 

39 

39 

49 

3 

21 

7 

3 

11 

25 

13 

6 

13 

24 

25 

;« 

17 

32 

26 

23 

27 

38 

40 

23 

36 

38 

36 

47 

fi 

17 

-   1 

—    / 

7 

21 

16 

2 

4 

28 

•25 

27 

22 

31 

34 

32 

31 

36 

41 

30 

40 

38 

37 

49 

7 

13 

10 

-  3 

6 

22 

29 

8 

4 

25 

22 

35 

13 

28 

28 

25 

24 

36 

34 

16 

34 

31 

38 

44 

-    1 

8 

0 

I 

13 

17 

y 

2 

9 

20 

25 

19 

31 

37 

31 

31 

m 

39 

44 

36 

41 

45 

39 

51 

12 

17 

12 

2 

8 

24 

33 

16 

10 

21 

27 

37 

Mean 


45.1 
■26.4 
12.7 
21.6 
.38.1 
17.4 
14.1 
•23.8 
34.7 
14,5 
40.9 
■25.  S 
38.2 
21. 3 
36.3 
20.  2 
39.  2 
21  1 
32  9 
IR  I 
43.3 
•24.5 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Stations 


Erie 

Harrisburg . . 

Philadelphia 
Philipsburg.. 
Pittsburgh... 
Reading.. 


Atmospheric  pressure 
(reduced  to  sea  level) 


30.52 
30.56 
30.  56 
,30.  49 
30.52 
30.58 


Scranton ]  30.  6» 


■29 

29.41 

16 

29.50 

16 

29.47 

29 

■29.  50 

■29 

29.  54 

16 

29.  51 

16 

■29.44 

Wind* 


03"*- 


10.7 
8.6 
7.6 
14.1 
12.2 
11.7 
7.6 


sw. 

nw. 

sw. 

sw. 

w. 

nw. 

nw. 


Relative 
Humidity 


83     74 
72     59 


32 
38 
43 


1066 
1011 

926 
1236 
1016 

993 
1095 


•  For  any  five-minute  period.  "  Corrected  to  true  velocities, 

t  12:00  noon,     t  4:00  p.m.        $  Also  Other  dates.        •  One-minute  interval. 


KIVEB  CONDITIONS 


Stations 


Rivers 


Port  Jervis,  N .  y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

NewjMjrt 

Harrisburg 

Schenley.fnr)  Lock  No.  5. 

Sutersville 

CharleroKnr.).  Lock  No.  4 

Pitt-sburgh 

Midland,  Dam  No.  7 


Delaware I  4.1 

Delaware !  S.O 

Lehigh 4.0 

Schuylkill 5.8 

N.  Br.  Susquehanna..  6.5 

W.  Br.  Susquehanna.  4.  6 

.lunlata 6.7 

Susquehanna 5.  6 

Allegheny 15.6 

Youghiogheny 5.6 

Monongahela 14.3 

Ohio • 

Ohio • 


7.1 
12.0 

7.8 


15.8 

8 

10.8 

8 

11.4 

2 

10.0 

9 

24.0 

8 

r2.  2 

8 

21.4 

8 

21.4 

H 

25.4 

9 

2.8 
2.6 
2.6 
4.0 
3.4 
1.9 
4.2 
4.1 

12.6 
3.6 

11.3 


•28 
29 
20 
28 
24 
:!0 
24 
•23 
•25 
31 
28 


•  Pool  stage. 


t  On  other  days  also. 


18 
22 
9 
13 
22 
•20 
22 
17 
•24 
20 
30 
25 
30 


MISCELLANEOUS   PHENOMENA 

FOR  SIXT\^EPRESENTATIVE  STATIONS 
( Dates  and  number  of  stations  reporting) 


1 

2 

3 

1 
1 

'i 

4 

"2 

5 
6 

6 
'5 

7 
2i 

8 

ie 
'2 

9 
io 

6 

1 
i 

8 

10 
6 

i 
i-3 

11 
"3 

6 

is 

12 

'9 
'4 

■9 

13 
'•2 

i9 

14 
5 

15 

'7 

16 

17 
'4 

18 

i 

"i 

u 

19 
31 

•20 

6 
"7 

21 
"6 

ie 

23 

'5 

22 
2 

I 

23 
'2 

3 

24 

25 

26 

is 

•27 

28 

is 

29 

.. 
'5 

30 

_ 

i4 

'6 

i2 
'5 

31 

'3 

'i 

1 

2 
"2 

i 

18 

19 

Frost,  killing  .... 
Glaze        

Hail 

Rain,  heavy 

Sleet 

Snow.l^vy...-. .. 
ThundWtorn» . . 
Winds,  nigh.  ....« 

»8 

0. 

^. 

'5 

'7 

31 

List  of  Changres  in  Station  Designations 

For  more  exact  location  of  the  equipment,  station  names  have  been  changed  as 
Neffs  Mill  formerly        Shaver  Creek  (Evaporation) 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Oflfice. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
forstations  having  10  or  more  vears  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  ba.sed  on  adopted  normals.  X\  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

',  '•,  \  etc.    Number  of  days  missing,  for  example.  ^  indicates  two  days  missing. 

Italics,  data  interpolated. 

$  Partly  interpolated. 

$5  Incomplete. 

t  And  other  dates. 

r  Daily  amounts  inconsistent. 
Received  too  late  to  be  included  in  means  and  summaries. 
•  Included  in  next  mea.surement. 
//  Windshield  on  gage. 

/  In?tn.iments  are  read  in  the  morning;  the  maximum  temperature  then  read  Is 
Charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
1  Midnight  to  midnight. 
'  Measured  in  the  morning  for  the  preceding  ^24  hours. 

3  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 

4  Best  available  used  for  station.s  not  equipped  with  recorders. 
'  Recording  gage. 

«  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 
'  Noon  to  noon. 

(W.  B.  O..  Phnadelphia-4-2-46-975) 
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GENERAL  SUMMARY. 

February  was  close  to  being  as  typical  a  Pennsylvania  winter 
month  a.s  one  will  tind  in  the  records  —  since  there  is  no  '  nor- 
mal" weather.  This  statement  is  made  since  our  normal 
weather  is  nothing  more  than  the  average  of  a  series  of  weather 
records,  none  of  which  exactly  tits  the  specifications  of  all  ele- 
ments of  temperature,  precipitation,  wind,  cloudiness,  etc.  The 
month  was  just  a  little  warmer  than  most  records  show;  pre- 
cipitation was  only  slightly  deficient,  and  the  snowfall  was 
about  that  to  be  expected. 

Another  meteorological  winter  was  closed  with  the  February 
records.  Reviewing,  December  was  severe,  January  mild,  and 
as  stated  above,  February  was  nearly  normal.  The  temperature 
averaged  28.0°,  or  1.4°  deficient;  precipitation  was  6.42  inches, 
or  about  a  month's  total  short  of  average,  while  the  snowfall 
was  less  than  an  inch  under  the  three  month  average  of  29  inches. 

Being  typical,  February  had  its  full  share  of  wind,  rain,  ice, 
cold,  and  snow.  On  the  2d  an  isolated  snowfall  blanketed  York 
County,  without  producing  enough  to  cover  the  ground  along 
the  county  line. 

High  pressure  over  the  northeastern  states,  and  warm,  moist, 
tropical  air  overrunning  it,  caused  rain  on  the  5th  and  6th, 
which  froze  as  it  fell,  producing  hazardous  ice  conditions  over 
a  large  portion  of  the  State.  Numerous  accidents  were  reported 
on  these  dates. 

St.  Valentine's  Day  offered  a  great  variety  of  weather.  Be- 
ginning in  the  early  morning,  strong  southwesterly  winds,  reach- 
ing gale  velocities  in  gusts,  toppled  trees,  broke  window  glass, 
unroofed  barns,  and  smashed  silos.  Riding  in  on  the  southerly 
winds,  the  temperature  crowded  the  sixty  degree  mark,  only  to 
be  plummeted  to  low  readings  near  zero  in  the  next  24  hours, 
as  cold  Arctic  air  was  carried  southward  by  equally  strong  north- 
west winds.  Heavy  showers  gave  way  to  snow,  four  inches  deep 
in  some  sections.  Many  western  stations  reported  the  highest 
and  lowest  temperatures  of  the  month  on  these  two  dates,  a  fall 
of  more  than  50°  in  less  than  twenty-four  hours. 

One  of  the  heaviest  snowfalls  of  the  winter  struck  suddenly 
on  the  19th.  The  eleven-inch  fall  at  Harrisburg  was  the  heavi- 
est February  fall  since  1921.  Western  and  extreme  southeast- 
ern sections  did  not  receive  the  full  brunt  of  the  storm,  and  in 
the  latter  area,  the  precipitation  was  mostly  in  the  form  of  rain, 
or  at  least  snow  melting  as  it  fell.  Twelve  to  eighteen  inch  falls 
were  reported  from  the  mountainous  areas.  Unfortunately,  the 
two  following  days  were  windy.  Drifting  occurred,  and  in  many 
sections,  roads  were  blocked.  However,  a  return  to  warmer 
weather  and  rain  caused  bare  ground  to  be  showing  over  most 
of  the  State  by  the  close  of  the  month. 


TEMPERATTTEE. 

The  average  temperature  for  the  State  as  deduced  from  the  reports  of 
86  stations  was  29.3°,  which  is  0.9°  above  the  59-year  normal  for  Febru- 
ary. The  highest  monthly  mean  was  40.2°  at  Marcus  Hook,  and  the  low- 
est was  22.2°  at  Eagles  Mere.     Extremes  ranged  from  a  maximum  of  7o° 


Miiniiiiniii  of  — 14°  at  ICinporinin  on 


at  Marcus  Hook  on  the  27tli,  to 

the  4th.  

PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the  ob.serva- 
tions  at  215  stations,  was  2.;!3  inches,  which  is  0.47  inch  below  the  59- 
year  normal  for  February.  The  greatest  monthly  amount  was  8.71  inches 
at  Mt.  Pocono,  while  the  least  was  0.85  inch  at  Lawrenceville.  The  great- 
est amount  recorded  in  any  24  consecutive  hours  was  1.K8  inches  at 
Mt.  JV)Con(>  on  the  19-20th. 

The  average  snowfall  for  the  State  was  9.7  inches,  which  is  0.9  inch 
below  the  59-year  normal.  The  greatest  monthly  snowfall  was  23.2  in- 
ches at  Lakeville.  The  greatest  fall  for  any  observational  day  was  20.0 
inches  at  Lakeville  on  the  19-20th. 


ERRATA 

.luly,  1945. -Page  51,  State  College,   precipitation  nn  loth    should    be 
0.21  inch. 


COMPARATIVE 

DATA 

FOR 

FEBRUARY 

Temperature 

Precipitation 

No.  of  days. 

Year 

a 
S 

a> 
X 
be 

S 

3 

1 

si 

p 

o  ft 

5 

3 
O 

6 

l,s88 

28.4 
23.0 
37.9 
34.8 
31.6 
27.3 
27.6 
20.2 
29.4 
30.6 
29.4 
22.7 
27.1 
21.7 
23.9 
30.5 
21.8 
20.8 
28.0 
22.8 
24.8 
36.8 
26.6 
31.0 
23.7 
27.4 
21.8 
33.3 

25.7 
25.6 
28.2 
32.0 
25.6 
32.8 
33.0 
24.6 
26.9 
35.6 
28.7 
35.0 
30.3 
28.0 
35.1 
31.9 
35.3 
31.3 
18.1 
28.9 
21.5 
31.4 
34.1 
33.7 
29.4 
26.5 
25.9 
29.9 
29.4 
29.1 
29  3 

28.4 

63 
60 
79 
70 
62 
60 
64 
60 
65 
67 
72 
67 
81 
57 
64 
68 
68 
59 
79 
56 
64 
73 
65 
66 
69 
67 
66 
73 

67 
68 
69 
66 
62 
76 
74 
58 
70 
71 
65 
69 
65 
69 
80 
66 
83 
68 
59 
66 
69 
77 
74 
74 
63 
62 
58 
75 
67 
71 
75 

83 

-31 

-27 

0 

-7 
-18 
-16 
-24 
-26 
-21 
-14 
-16 
-39 
-17 
-22 
-24 
-17 
-27 
-25 
-21 
-20 
-29 

-9 
-22 

-8 
-27 

-9 
-27 

-9 

-22 
-29 
-34 

-7 
-20 
-15 
-19 
-20 
-25 
-11 
-13 

-8 
-U 
-20 
-18 
-16 

-8 
-15 
-34 
-26 
-27 
-12 

—4 
-10 
-19 
-14 
-21 
-27 
-18 
—14 
-14 

-39 

2.50 
1.96 
4.32 
4.61 
1.76 
5.92 
3.53 
1.22 
4.90 
3.28 
2.23 
4.05 
4.22 
0.96 
3.99 
4.49 
2.41 
1.70 
1.70 
1.91 
4.65 
4.84 
3.59 
2.27 
2.20 
1.84 
2.78 
3.90 

3.08 
1.46 
2.46 
2.23 
2.44 
2.59 
1.99 
2.16 
2,94 
2.16 
4.06 
3,48 
3.42 
2.87 
2.69 
1.98 
1.64 
2.30 
1.31 
2.67 
2,33 
2.32 
2.85 
4.45 
3.16 
1.04 
2.62 
1.71 
2.00 
2.66 
2.33 

2.80 

7.2 

8.7 

5.6 

5.6 

6,3 

26.4 

22.7 

13.2 

10.5 

10  3 

6.1 

23.6 

7.0 

7.9 

14.3 

10.8 

6.8 

9.7 

6.8 

15.2 

23.6 

4.0 

15.0 

11.1 

6.5 

5.7 

23.5 

2.0 

14.3 
8.0 
2.9 
4.7 
18.3 
15.4 
7.7 
11.7 
16.3 
2.1 
23.3 
16.5 
6.7 
11.7 
3.9 
5.2 
2.9 
9.4 
14.4 
14.4 
12.3 
6,5 
3.-9 
6.2 
19.3 
7.6 
9.4 
7  8 
9.4 
8.6 
9.7 

10.6 

9 

9 
11 
12 

9 
14 
11 

6 
11 

9 

9 
12 
11 

8 
10 
10 

11 

8 
7 
8 
11 
14 
11 
10 
8 
9 
10 
9 

12 
10 

9 
11 
11 
10 
10 
12 
10 

8 
12 
13 
11 

9 
U 

9 
10 
10 

7 
12 

9 
10 
12 
13 
13 

8 

10 
12 
11 
12 
11 

10 

7 
7 
6 
6 
7 
6 
8 
10 
9 
7 
8 
8 
8 
10 
9 
10 
10 
10 
12 
12 
10 
6 
9 
7 
11 
12 
11 
9 

8 

9 

10 

12 

9 

8 

9 

8 

11 

11 

7 

7 

10 

10 

9 

11 

10 

12 

13 

8 

11 

9 

8 

10 

9 

10 

10 

9 

8 

6 

9 

» 

11 

9 
8 
8 
7 
8 
9 
10 
7 
8 
8 
7 
6 
9 

? 

7 
8 
7 
7 
7 
7 

6 
8 
5 
6 
5 

7 
9 
8 
6 
8 
8 
9 
8 
7 
7 
6 
8 
7 
8 
6 
5 
8 
7 
7 
7 
7 
8 
6 
6 
5 
7 
6 
8 
7 
8 
7 

7 

11 

1689  

12 

1»9U 

14 

18a  1 

14 

1892 

1SM3 

15 
14 

I8a4 

11 

1»95     

8 

1»96 

13 

Ih97 

13 

1898  

12 

1899          

13 

1900 

1901 

14 
9 

19(12        

12 

19U3 

1904 

]l 

1905 

10 

1906 

9 

1907     

9 

1 908 

12 

190i)             

15 

1910     

12 

1911   

15 

1912 

10 

1913 

11 

1914 

11 

1915   

14 

1916   

14 

1917    

10 

191S 

10 

1919   

10 

1920                        

12 

1921     

12 

1922     

10 

1923 

12 

1924 

1925         

11 
10 

1926 

15 

1927 

1928 

13 
12 

1929   

10 

1930 

13 

1931    

1932 

12 
11 

19:<3 

1934 

1935          

9 

8 
13 

1986   

11 

1937 

1938                         

11 
14 

1939 

1940       

12 

15 

1941        

11 

1942             

12 

1943 

11 

1944 

14 

1045              

14 

1^46 

12 

Pe  'od 

12 

10 


CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


February  1946 


Olimatoloe-ical  Data  for  February  1946 


Stations 


Counties 


Temperature,  In  degrees  Fahr. 


a 

2-3 


oe  « 


Atlantic  Drainage 
Allentown  Arpt.  -4  NE. 

Altooiia-4.5  W 

Burnt  Cabins-2  NE 

Canton-1  NW 

Carlisle 

Chambers  burg- 1  SW... 

Coatesville ■■•• 

CurwensvilleApt-6  NW 

Eagles  Mere 

Eiist  \Vaterford-3  E.  .  . 

Einporiuml  E 

Ephrata 

Everett-0.  5  SW 

Freoland 

George  School 

Gettysburg 

Gordon 

Hanover......-.--^- 

Harrisburg  Arpt.-.i.5  b. 

Hawley-0.5E 

Holtwood 

Huntingdon 

Lancaster 

LawrencevlUe 

Lebanon ■    

Lewistovvn-  1  W 

Lock  Haven 

Marcus  Hook 

Martinsburg ■ 

Moutrose-3  E •    ■ 

Mt.  Pocono  Arpt. -2  N  . 

Palnierton 

Philadelphia 

Philipsburg-7  E.  ■■•■••■ 
Phoenixville-1.  5SE.... 

Port  Clintontl 

Quakertown-O.  5  E 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-2  E 

Taniarack-2S 

Towanda^l  E 

Wellsboro 

Westchester 

Wilkes-Barre  Apt.-3N. . 
Williamsport  Apt.-4E-  ■ 

WilliaDistown 

Wood\vard-2  NE 

York-3  SW 


Division  mean. 


Ohio  Drainage 

Blairsville-6  NE 

Bradford-4  W 

Brookville  Apt,-1.5SVV, 

Butler 

Clarion-3  SW 

Claysville 

Corry 

Coudersport 

Derry 

Donegal 

Donora 

Ebensburg 

Farrell 

Ford  City-4  S 

Franklin 

Greensburg-2  S 

Indiana 

Jamestown-2  N  W 

Johnstown 

Kane-1  N 

Meadville-l  S 

Midland 

New  Castle- 1. 5  N 

Pittsburgh  Apt.-7.5SE 
Putney  ville-2.  ft  SE  ... 

Ridgway 

Somerset 

Springs-l  SW 

Tionesta-1.6  SE  

Titusville- 2  S 

Uniontown 

Vandergrift 

Wa  rren 

Waynesburg 


Lehigh 

Blair 

Fulton 

Bradford  

Cumberland . . 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford 

Luzerne 

Bucks. 

Adams 

Schuylkill .... 

York 

Dauphin 

Wayne..  

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia  . 

Centre 

Chester 

Schuylkill  . . . . 

Bucks 

Berks 

Lackawanna. . 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming. .  . . 

Dauphin  

Centre 

York 


Division  mean 

[,ake  Drainage 

Albion 

Erie 


State  mean. 


Erie. 
Erie. 


384 

1.500 

990 

1.  450 
473 
600 
431 

2,  215 
2,020 

125 

1,100 

365 

1,  020 

1.970 

181 

500 

900 

600 

351 

980 

200 

700 

255 

996 

469 

580 

557 

12 

1,493 

1,176 

1,914 

455 

10 

1,916 

100 

407 

480 

273 

746 

476 

1,217 

440 

2,250 

754 

1,319 

440 

544 

520 

775 

2,191 

390 


Westmoreland  — 

McKean 

Jefferson 

Butler 

Clarion 

Washington 

Erie 

Potter 

Westmoreland 

Westmoreland  .  . . 

Washington 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland  — 

Indiana 

Mercer , 

Cambria 

McKean 

Crawford 

Beaver.. 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland 

Warren 

Greene 


2,048 

1,680 

1,400 

1,077 

1,114 

1,170 

1,410 

1,653 

1,150 

1.746 

761 

2,170 

855 

950 

987 

1,160 

1,300 

L050 

1,660 

1,750 

1,  065 

780 

900 

1.286 

1,270 

1,385 

■2,100 

2.500 

1.200 

1.550 

1,040 

825 

1,190 

1,100 


900 
706 


28.6 

29.8 

30.9$ 

22.  7 

33.2 

31.4 

32.2 

24.0 

22.  2 

27.0 

26.  2 

33.2 

30.  6 

24. 5 

32.  I 

34.4 

28.4 

33.8 

32.0 

26  8 

34.0 

30.6 

32.2 

27.0 

30.2 

31.1$ 

29.7 

40.2 

28.8 

21.0 

23.1 

27.3 

35.4 

24.6 

31.1 

29.6 

30.0 

32.6 

27.6 

29.6 

29.4 

30.0 

23.2 

27.6 

24  6 

33  0 

27.0 

28.0 

30.6 

24.3 

35.0 

^.8 


28.0 

24.2 

27.3 

31.  0 

28.7 

31.0 

25.6 

25.0 

31.6 

28.5 

34.8 

27.8 

30.6$ 

29.0 

27.4 

33.4 

31.6 

27.8 

31.6 

23.2 

25.6 

32.6 

31.8 

32.4 

28.6 

25.3 

29.8 

28.2 

25.8 

26.4 

35.9 

3.3.4 

27.6 

33.6 


-1.2 
+2.2 


-2.8 
-0.4 
+  1.6 


+0.6 
+2.6 
+2.9 
-0.  I 
+  0.7 
+2.  9 
+  1.1 
+  0.7 
+  1.8 
+  0.2 
+  1.4 
+  1.2 
+  1.1 
+  2.1 
+  0.6 

+  i."3' 
+4.6 

-i.'e 

+  1.3 
-1.8 
+  1.5 

'+!.'-' 

+0.2 
+  1.1 
+  2.1 
+0.3 
+  1.0 
+2.4 
+2.4 

+2.' 3 
+0.2 
+1.7 


+0.6 
+3.6 


-1.9 
+2.6 
+2.6 

-o's' 

+0.4 
+0-6 
+  1.4 


+0.5 
+0.6 
+  2.1 


+  1.7 
+  1.9 
+2.0 


+  1.3 


+  1.2 
+0.3 
+3.0 
+2.6 


+0.4 
+2.8 
+0.9 


29. 


28.5 


+  3.1 
+  1.8 
+2.6 
+  1.5 


+  16 


+0.9 


14 
14 
14 
14 
14 
13 
14 
14 
26 
14 
14 
13 
61 
13 
13 
14 
14 
13 
13 
14 
13 
14 
14 
14 
14 
13 
14 
14 
13 
14 
14 
14 
14 
14t 


Precipitation,  In  inches 


h 

s 

si 

^s 

3  O 

M  3 

t.° 

&'^ 

5   (B 

oa 

1 

^  «^ 

O 

O 

Q 

Is 

09  ca 


64      ISt 


59 


76 


27 


-14 


22 

4 

4 

4 
22 
22 

4 

1 

4 

4t 

4 

4 

n 

4 

4t 
16 
22 

4 
22 
22 

4 

4t 
22 
22 
22 

4t 

4 

4 

4t 
21t 
16 
22 

4 

4 
22 

■n 

22 

4 
22 
22 

4 
22 

4t 
22 
22 

4 
22 
22 
22 

4 
22 


15 

4 

4 

15 
21 

3 

4 

4 

3 

3t 

3t 
15 
15 
16 

4t 

3 
15 
21 

4t 

4 
21 
15 

3t 
15 

4 

4t 

4 
15 

4 

4 
15 
15 

4 
25 


14t 


1.96 

2.66 

1.765 

2.14 

2.13 

2. 26 

2.16 

3. 21 

2.53 

2.  33 

2.  .55 

2.  22 

2  12 

1.73 

2.  22 

2.  22 

2.17 

2.  20 

1.73 

2.51 

1.88 

1.95 

2.11 

0.85 

1.93 

1.87$ 

2.71 

2.35 

1.68 

3.43 

3.71 

2.02 

2.06 

3.64 

2.61 

2.63 

2.17 

2.26 

1.97 

2.14 

2.65 

2.43 

2  39 

1.63 

1.60 

2.46 

1.76 

2.18 

1.69$ 

1.74 

1.81 

222 


2.43 
3.03 
3.21 
2.88 
3.18 
2  58 
2.65 
2.01 
2.03 
2.32 
2.13 
3.16 
3.31 
2.24 
3.31 
2.05 
2.12 
2.43 
2  68 
2.79 
2.71 
3.04 
3.07 
2.  43 
2.70 
2.50 
2.28 
2.65 
2.83 
3.17 
2.38 
2.36 
3.36 
1.60 

2.64 

2.75 
2.46 


2.83 


-1.34 
+0.31 


-0.76 
-0.38 
-1.46 


-1.19 
+  0.25 
-0.  28 
-0.65 
-0.09 
-  1.25 
—0.59 
-0.46 
-0.92 
-0.40 
-1.23 
-0.11 
-0.63 
-0.66 
-0.51 
-0.87 
-1.16 

+6.17 
-0.17 


+  1.25 
+  0.78 
-0. 22 
-1.26 

-6.38 
-0.69 
-1.19 
-1.16 
-1.07 
-0  59 
+0  08 
-0  ,32 


-0.31 
-0.56 
-1.22 


-0.31 

-o.'gi 


-0.23 
+0.44 
+  0.79 
+0  53 
+0.03 
+0.07 
-0.34 
-0.56 
—0.99 

-6  18 
-1-0.39 

+  1.41 


+0.61 
-0.86 
-0.79 
+0,25 
-0.95 
—0.16 
+0.03 
+0.66 
+0.71 
-0.19 


-0. 19 
-1..13 
-0.50 
+0.37 


-0.54 
-0.11 
+0.78 
-0.69 


-0. 12 


-0.47 


0.92 
1.05 
0.86 
0..59 
1.18 
1.08 
1.20 
0.  97 
0.58 
1.09 
1.20 
1.03 
0.98 
0.79 
1.52 
1.30 
0.75 
1  03 
0.78 
1.12 
1  05 

0  76 
1.06 
0.25 
1.06 
0.65 
1.12 
1.15 
0.60 
1.04 
1.88 
1.00 
1.12 
1.21 
1.42 
1.20 

1  03 
1.16 
0.96 
0.62 
1.05 
1.25 
1.04 
0.61 
0..56 
1.33 
0.62 
0.89 
0.60 
0.7a 
1.08 

1.88 


0  72 
0.60 
1.18 
1.10 
1.37 
0.72 
0.53 
0.46 
0.65 
0.82 
0.65 
0.80 
1.07 
0.64 
1.04 
0.64 
0.68 
0.87 
0.80 
0.97 
0.79 
1.10 
1.26 
0.57 
0.9- 
1.09 
0.59 
0.84 
1.03 
0.97 
0.58 
0.50 
1.11 
0.42 

1.67 

1.11 
0.94 


19-20 

27 

19 

26 

19 

19 

19 
26-27 

27 
19-20 

26 
19-20 
19-20 
19-'20 
19-20 
19-20 
19-20 
19-20 

19 
19-20 
19-20 
19-20 
19-20 

27 
19-20 

19 
26-27 
19-20 

27 
19-20 
19-20 
19-20 
19-20 
26-27 
19-20 
19-20 
19-20 
19-20 
19-20 

27 
26-27 
19-20 
26-27 

27 
26-26 
19-20 
19-20 
26-27 

27 
26-27 
19-20 

19-20 


26-27 
26-27 
26-27 
26-27 
26-27 
19-20 
26-27 
25-26 

27 

27 

5 

19-20 

2K 
26-27 
26-27 
26-27 
26-27 
13-14 
19-20 

26 
13-14 
26-27 

2fi 

5-6t 

26-27 

26-27 

19 

19 
26-27 

26 
26-27 

19 
26-27 
5 

26 

13 
13-14 


19-20 


9.7 
14.7 
11.0 
8.0 
13.0 
11.5 
8.6 
14.2 
10.3 
15.4 
5.8 
7.5 
12.0 
12.5 
7.2 
13.0 
12.1 
9.7 
11.4 
18.5 
8.6 
8.5 
9.5 
10.0 
11.3 
8  9 
8.0 
S.O 
10.6 
21.8 
17.6 
10.6 
2.8 
14.4 
8.5$ 
11.5 
6.2 
10.2 
13.7 
10.3 
10.2 
10.8 
10.0 
7.2 
8  8 

8  0 

9  6 
7.0 
7  0 
9.6 
9.0 

10.4 


12.4 

18.0 
7.0 
5.4 

10.0 
1.6 

18.5 

13.5 
4.5 
8.5 
2.1 

14.1 
8.0 
5.5 

18.5 
1.4 
5.5 

"9.5 
14.7 
15.1 
0.9 
3.1 
4.7 
5.9 
10.0 
9.0 
12.4 
9.5 
15.0 
2.0 

i2.6 
T. 

8.7 


No.  of  days 


0 

a  u 

0  0 

■•SFl 

•^  0 

0  f, 

eS 

ta 

<u 

CL," 

0 

9 

8 

13 

11 

9 

15 

9 

8 

10 

18 

9 

14 

6 

12 

15 

1 

8 

7 

11 

9 

8 

9 

10 

8 

7 

9 

10 

9 

7 

8 

9 

13 

10 

15 

9 

12 

7 

9 

12 

14 

9 

11 

8 

11 

11 

16 

8 

7 

7 

16 

8 

6 

9 

13 

7 

14 

10 

4 

13 

9 

14 

10 

10 

14 

7 

10 

12 

4 

7 

16 

9 

12 

10 

14 

U 

9 

12 

6 

12 

6 

10 

8 

9 

12 

11 

7 

11 

8 

9 

9 

9 

15 

10 

7 

8 

5 

7 

3 

10 

6 

11 

13 

10 

10 

8.5 


9.7 


5      16     w. 
14  1  w. 


Kb 
So 


Observers 


SW. 

nw. 


SW. 

nw. 


nw. 

n. 


nw. 

w. 

nw. 

nw. 

nw. 

n. 

sw. 

w. 

e. 

nw. 

nw. 

nw. 

w. 

w. 

nw. 

w. 

w. 


nw. 

nw. 

nw. 

w. 

nw. 

nw. 

w. 

ne. 

w. 

nw. 

nw. 

nw. 


w. 


nw. 
nw. 


w. 

e. 

w. 

w. 

nw. 

w. 

SW. 

w. 

s. 

SW. 
SW. 


SW. 

nw. 
w. 

SW. 

nw. 

s. 

SW. 

w. 
nw. 

se. 
sw. 

se. 


U.S.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Comm. 
Mrs.  E.  Dillon  Stone. 
Clarence  E. 'Miller. 
Charles  A.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  Bureau. 
Carl  E.  Bigger. 
1'.  S.  Weather  Bureau. 
R.  E.  Palmateer. 
Ephrata  Review. 
Penna.  Turnpike  Comm. 
Andrew  K.  Evansha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Miss  Sallie  M.  Johnson. 
Hanover  Evening  Sun 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  Co. 
Paul  R.  Yoder.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 
American  Viscose  Co. 
William  R.  Kellev. 
Sun  Oil  Co. 

II.  S    Weather  Bureau 
Harry  S.  Fancher. 
U.S. "Weather  Bureau. 
New  .Jersey  Zinc  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Phila. -Suburban  Water  Co. 
Earl  E.  Rarick. 
John  E.  Benner. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Dr.  George  E.  Fisher. 
Penna.  State  College. 
Metropolitan  Edison  Co. 
James  E.  Swartz. 
Mrs.  M.  Ordelia  Parks. 
M.  8.  Bliss. 
Clyde  T.  .Saylor. 
U.  S.  Weather  Bureau. 
U.  ■>.  Weather  Bureau. 
Gordon  E.  Lower. 
U.  S.  Weather  Bureau. 
York  Water  Co. 


U.  S.  Weather  Bureau. 
City  Water  Dept. 
Civil  Aeronautics  Authority 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
J.  Fred  Kinley. 
Potter  Enterprise. 
Miss  N.  Dixie  Wineman. 
Penna.  Turnpike  Comm. 
Donora  Zinc  Works. 
John  L.  McGough. 
Carnegie-Illinois  Steel  Corp. 
U.S.  Engineers. 
William  K.  Fuller 
Westmoreland  Water  Co. 
Indiana  State  Teachers  Col. 
Pa.  Dept.  Forests  &  Waters. 
Johnstown  Tribune  Pub.  Co 
Spring  Water  Co. 
Citv  of  Meadville. 
Pefrv  P.  Campbell. 
New"Castle  Water  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Engineers . 
West  Penn  Power  Co. 
D.  L.  Grove. 
Allen  E.  Yoder. 
U.  S.  Engineers. 
U.  S.  Wenther  Bureau 
William  W.  Marste.Uer. 
Carnegie-Illinois  Steel  Corp 
Merrell  L.  Jordan. 
Thomas  S  Knox. 


Charles  C.Gilbert. 
U.  8.  Weather  Bureau. 


^ 


[See  page  16  for  explanation  of  reference  marks.] 
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CUMATOLOGICAI.  DATA:    PENNSYLVANIA  SKCTION. 
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stations 


ATr.ANTlO 

DRAINAGE 
IMairare  BdSJii 

llTKH  DKl.AWAltK 

niiKTiiiaus  Ferry-.  0.5 E 

E(iui'i>i"l^^  

Ha\vley-.O.r)K 

HoUistorville- 

LakovilU'-.  1  N 

Mataiuoras- 

Milmivillo-   

Mount  I'ooono' ,  2  N . . . 

I'ecks  roud- 

Pleasant  Mount'. 5.  i  \v 

Stroudsburg.  2  E 

Tannpr.s  Falls','^.  1  SE. 

Wind  liapi.'VaSW 

Lrhigh 

■\4NE 


Allentowu  Apt 

Alleutown^ 

Bethleiiem' •••  • 

Blakeslee  Cornersi,=.. 

Gouldsboro^ 

Lansforrl- 

Mauch  Chunk,  1  SW.  . 

New  Tripoli 

Palmerton',''' 

Zionsville.  1  SW 

SCHIYI-KILL 

Conshohocken 

Fredericksville^,  IS... 

Geigertown- 

Gratersford2 

Phoenixville^,  1.5  SE. . 

Port  Clinton^ 

Pottstown-,  0.5  S 

Pottsville^ 

Reading'.''  ■  j 

Strausstown  - 

Virgiuville^ 

Wernersville 


Lower  Delaware 

Coatesville" 

Doylestown. 

George  School''  ... 

Maple  Ulen' 

Marcus  Hook^ 

Philadelphia 

Southwest  Airport, 

City  Office'.'' 

Shawmont..      ... 
Quakertowu.  0.5  E.. 

West  Chester 

West  Grove'-,  1.5  SE. 

SiiKgiifh(mii<i  Haain 

Chemung 
Austinburgl.5.  2  W. 

Covington- 

Lawreuceville 

North  Branch 

Berwick 

Canton^.  1  NW 

Danville^ 

Freeland^ 

HopBottom2.  2S... 

Millville'.s 

Monroeton^,  2  S.  ... 

Montrose-'.  3  E 

Orwell'^.  3  N 

Park  Place'.  1  NW.. 

Pikes  Creek.  1.5 

Rush^ 

Scranton'.* 

Susquehanna^   

Towanda.  IE 

Tunkhannock 

Wilkes-Barre'.  3N  .... 
Wb-st  Branch 

Ansouia^.  2  \V 

Carrc)litown2  

Carter  Camp'^    . . 

Cedar  Run2 

Clearfield^ 

Coalport.s 

CurwensvilleApt'  6NW 

Driftwood'.  5 

Dushore'.  ^ 

Eagles  Mere^ 

Emporium"-^.  IE 

English  Center',  ■'' 

Galeton 


Dally  Precipitation  for  February  194© 


Counties 


Piko 

Wayne 

Wayne 

Wayne 

Wavne 

Pike 

Wayne 

Monroe 

Piko 

Wayne 

Monroe 

Wayne 

N'rthamptou 


Lehig'i  .. . 
Leliigli  — 
N  'rthampton 
Monroe.  ... 

Wayne 

Carbon 

Carbon 

Lehigh 

Carbon 

Lehigh 


Montgomery 

Berks 

Berks 
Montgomery 

Chester 

Schuylkill... 
Montgomery. 
Schuylkill 

Berks 

Berks 

Berks 

Berks 


Chester 

Bucks 

Bucks 

Montgomery 
Delaware.. . 

Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester... 
Chester . . . 


Tioga . 
Tioga. 
Tioga. 


Day  of  month 


T. 


.20 


Columbia. 
Bradford. . 
Montour. . 
Luzerne  . . 
Susquehanna 
Columbia. 
Bradford  . 
Susquehanna 
Bradford  . . 
Schuylkill . 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . 
Wyoming. 
Luzerne. . . 


Tioga 
Cambria. . 

Potter 

Lycoming 
Clearfield 
Clearfield 
Clearfield.... 
Cameron... 
Sullivan.. . 
Sullivan.  . . 
Cameron... 
Lycoming. . 
Potter 


.02 


T. 


T. 


,04 


.33 


T. 


.03 


.40   T. 

.38 

.13 

.37 

.30 

T. 
T. 

.50 
.40 
.06 
.43 


.22 


.02 


.10 


T. 


.05 


.02 


.02 


T. 


T. 


.02 


06 


,26 


02   T. 


.13 


20     21 


22 


.03 


T. 


1.38 

.'■io 
■r. 

.56 

.85 


.30 
.11 

.27 
.27 
.87 
1.10 
1.58 
I.  14 
.20 
.15 


39 
1.29 
L12 

81 
1.42 
1.'20 
1.57 
1.25 


.32 


T. 


.32 
1.12 
1.10 

.85 


1.20 
.74 
1.1 

93 
1.15 

23 
33 
1.15 
.89 
.92 
.93 


..50 

.44 

.70 

.79 

.35 

.68 

.33 

1  04 

.16 

.11 

.43 

60 

51 

70 

26 

86 

23 


T. 


.01 


.06 


T. 


28 


24 


26 


26 


27 


.09 


.04 


.02 


T. 


.01 


.05 


T. 


.05 


.01 


.02 


.05 


.  10 


.02 


28     29     80     81 


.52 
.34 
1.30 
.39 
.37 
.42 
.48 
.44 
T 
.39 
.35 
.36 


.75 


.48    .39 
..58    .40 


1.02 
05  .12  .80 
01    .05    .86 


.33 
.38 
..58 
.55 
1.20 
.60 
.83 


.01 


.10 


Continued  on  page   12. 


2.61 
3.67 
2.51 
2.60 
2.40 
2.67 
2. 42 
3.71 
2.61 
3.22 
2.43 
3. 12 
2.17 


1.96 
2.09 
1.99 
2.10 
2.19 
2.62 
2.88 
2.75 
2.02 
2.50 


2.58 
2.27 
3.  20 
2.10 
2.61 
2.63 
2.76 
2 .26 
2.  26 
2.19 
2.38 
2.14 


2.16 
1.71 
2.22 
1.64 
2.35 

1.77 
2  06 
2.  60 
2.17 
2  46 
1.95 


0.97 
1.34 
0.85 


1.86 
2.14 
2.10 
1.73 
3.19 
$2.36 
1. 53 
3  43 
L55 
1.65 
2.51 
■>.  40 
1.97 
2.67 
1.63 
1.93 
1.76 


1.60 
3.14 
2.72 
2.62 
■2.71 


H.  21 
2  33 
2.13 
2.  53 
2.55 
2.29 
1.85 


fc 
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CLIMATOLOGICAL   DATA:    PENNSYLVANIA   SECTION, 


February  1946 


Daily  Precipitation  for  February  1946-Continued  from  page  11. 


Stations 


Counties 


Day  of  month 


10     11 


12 


13 


16 


18     19     20 


21     22     23     24     26 


26 


27 


28 


29 


30 


West  Branch 
(continued) 

Karthausi' 

Lock  Haven2 

Medix  Runi,-'" 

Philipsburgi,  7E 

Renovo^ 

State,  College',  5 

Tamarack'-i,  2  S..,   . 

Trout  Run 

Tyrone  i,'\  4  NE... 

Wellsboro2 

Williamsport  Apt.'-4E 

Willianisport^ 

Williamsport^,  4  SE.  , . 

Juniata 

Altoona,  4.5  W 

Breezewoodi,  0.5  E 

Buffalo  Mills^ 

Burnt  Gabiiisi.  2  N£.,, 
East  Waterford^,  3  E. . . 

Everett^  0.5  SW 

Huntingdon'^ 

Lewistown^,  1  W 

Mapletou  Depot^ 

Martinsburg' 

McConuellstown2.4NW 
Nerts  Millsl,.\3,5  NE.. 

New  Blooratield 

Newport^ 

8axton2, 1  \v 

Shade  Gap', 6. 0.6 SW.. 
LwR  Susquehanna 

Arendtpville^ 

Bloserville,  1.5  N 

Carlisle 

Columbia 

Dauphin'''.  3  N 

Ephrata 

Glen  Rock',  5 

Gordon 

Grantville,  2SW 

Hanover^ ;i'„"-'o 

Harrisburg  Apt',  ^,3.o  b 

Holtwood''^ 

Huntsdale''^ 

Kirkwood',6,  ISW.,, 

Lancaster 

Lebanon''^ 

Middletown',  1.5W.... 
Millersburgl,  *,  2E  .   .. 

Milroy^, 

Newburgi.3.5NW 

New  Park 

Pine  Grove'-',  1.5  NE  . . . 

Selinsgrove 

Shamokin^ 

Shippensburg 

Sunbury''' 

Williamstown'' 

Woodward', 2NE 

York.SSW 

York  Haven2      

Potomac  Basin 

Chambersburg'',  1  SW. 

Gettysburg 

Hewitt, 2S\V 

Hyndman2 

McConnellsburg2 

Mercersburg2 

South  Mt.  San't'mS  — 
GULF  DRAINAGE 
Ohio  Basin 
Allegheny 

Acmetonia^ 

Aliens  Mills'.  ' 

Blairsville'.eNE 

Boswell^6NW 

Bradford, 4  W 

Brookville',  1.5  SW.  ... 

Buckstown'.  ^ 

Clarion'^.  3  SW 

Corry 

Coudersport 

Derry 

Donegal' 

Dunlo'.  5,  0.5SW 

EbensburgS 

FordCity^,  4S 

Franklin^ 

Glen  Hazel2.  1  NE 

Home',  ■'',,     

Indiana . , 

Johnstown^,  0,5  W 

Kane',  IN  


Clearfield 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

Lycoming.  . , 

Blair 

Tioga 

Lycoming... , 
Lycoming.  . . 
Lycoming  ... 


It, 


Blair 

Bedford 

Bedford 

Fulton 

Juniata 

Bedford  .... 
Huntingdon 

Mifflin 

Huntingdon 

Blair 

Huntingdon 
Huntingdon 

Perry  

Perry 

Bedford 

Huntingdon 


Adams 

Cumberland 

Cumberland 

Lancaster. 

Dauphin.. 

Lancaster. 

York ,  — 

Schuylkill 

Dauphin.. 

York 

Dauphin. 
Lancaster. 
Cumberland 
Lancaster.. 
Lancaster,, 
Lebanon . , , 
Dauphin... 
Dauphin.. , 

Mifflin 

Cumberland 

York 

Schuylkill 

Snyder 

N'umberland 

Cumberland 

N'umberland 

Dauphin. 

Centre.  . , 

York 

York  .... 


Franklin.. 

Adams 

Bedford..  . 
Bedford  . . . 

Fulton 

Franklin... 
Franklin... 


Allegheny 
Jefferson. . 
Indiana .  . 
Somerset.. 
McKean . . 
Jefferson . . 
Somerset. . 
Clarion , , . 

Erie 

Potter    ... 

W'moreland 

W'moreland 

Cambria. ,. 

Cambria.  . , 

Armstrong. 

Venango... 

Elk    

Indiana 

Indiana,, .. 
Cambria, .. 
McKean. .. 


.02 


T. 


03 


.03 


.01 


.02 


.07 


T. 


06 


,06 


.29 


T. 


.02 


.03 


.03 


.02 


.05 


07 


02 


.04 


12 


.03 


T. 


,30 


.15 


.04 


,02 


.38 


26 


45 


.35 
.52 
.22 

.27 
1.13 

r 

35 


.58 


.37 
.04 
,72 
'I 

1,09 
,98 
.76 
.65 
.72 
.07 
.82 


.51 


1.38 
.56 
.66 
.90 
.68 
.76 
.12 
.75 
.74 

1.03 
■1 

1  05 

1.15 
.06 
.80 

1.06 
T 
,04 
.60 

i.'io 

.97 
.60 
.65 
.40 
.81 
.50 
.02 
.74 
1.25 


.02 
.72 
.85 
.93 
.89 
1.10 
1.23 


.80 
.35 
.67 
.40 
.03 
.'23 
.80 
421  .  10 


T, 


T. 


,16 


.06 


.02 


40 


T. 


03 


T. 


T. 


.04 


.1(1 
.08 
l.K 
.49 
06 
.27 
.11 
.12 
.11 
,10 
.44 
.0 
.07 


,96 
.70 
.18 
,99 

1.03 
.90 

1.04 
.78 
.98 
.46 
.65 
.50 
.65 


1.06 


.02 


.03 


01 
1.32 
.22 

.'38 
1.11 
.05 
.11 
.43 
.46 
1 

.05 
.06 

.04 
.18 
.13 
.64 
.11 

,'97 


Continued  on  page  13. 
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Daily  Precipitation  for  February  194 6 -Continued  from  page  12 


Stfttions 


Counties 


Al  I.KOHKNY 

(continued) 

Kro8rari.4.ftSK 

Lycippus.  1.5  V. 

Marionville',  ■'' 

Meaihille^.  IS 

Mosgrove- 

Knrkers  Landing^ 

Pittsburgh  Cty  Of .».  .. 

Port  Allegany'^ 

Puuxsutawney''' 

initneyville-.  2.5  SE... 

Ridgway- 

Saltsburg'i 

Seward-' 

Sheffield'.  \  6\V 

Smcthportl.s.  j  s\\  ... 
Strougstown',^ —  — 

Tionesta-.  1.5SE 

Titu.^ville.  2S 

UnionCityi.5 

Vaudergrift '  

\Varreu2 

Youngs  villei,  •'' 

MONON(;.^HEI,A 

Confluences,  1.5  NW... 

Connellsville- 

Donora' 

Greeui-boro-' 

Greeiisburg,2  S 

Irwin 

Meyer.^dale^ 

Murrysyille//',''^ 

Newell' 

Pitt-burgh  Arpt.//  l,  ». . 

Rices  Landing- 

Somerset 

SpriugsC.  ISW 

Unioutown 

Wayuesburg 

Be.\ver 

Beaver  Falls-' 

Butler 

Farre.112 

Greenville. . .     

Jamestown^.  2NW.  .. 
Mercer  Arpt. '.2.5  NE. 

New  Castle,  1 .5  N 

Pennline.  2.  IS 

Ohio 

Claysville^ 

Coraopolis2,  1  E 

Midlands 

Washington', ' 

LAKE   DRAINAGE 

Albion^ 

Erie',  5 

Raymondi.  •'' 


Day  of  mouth 


W'lnoreland.   T. 
W'moreland.    T. 

Forest 

Crawford... 
Armstrong,. 
Armstrong.. 
Allegheny . . 
McKean.  , . . 

Jefferson 

Armstrong. . 

Elk 

Indiana  — 
W'moreland 

Warren 

McKean 

Indiana 

Forest 

Crawford. . . 

Erie 

W'moreland 

Warren  

Warren 


Somerset 

Fayette 

Washington.. 

Greene 

W'moreland. 
W'moreland. 

Somerset 

W'moreland. 

Fayette 

Allegheny . . . 

Greene 

Somerset 

Somerset 

Fayette 

Greene 


Beaver 

Butler 

Mercer 

Mercer 

Mercer 

Mercer 

Lawrence. 
Crawford. . 


Washington 
Allegheny  .. 

Beaver 

Washington 


Erie 

Erie  .... 
Potter... 


.06 


.02 


.01 


.01 


'1' 
T.     T. 


8      9     10 


[See  page  16  for  explanation  of  reference  marks.] 


I 


.33 


.20    .03 
.13   .10 


.20 


.02 


T. 


.03 


.01 


.10 


.02 


12     13 


14      16     16     17      18 


T. 


.37 


.49 
.51 
.78 
.51 
.87 
T 
.10 
1.03 


Ml 
.27 
.07 


.02 


T. 


T. 


.02 


.80 


.02 


.07 


53 


,50 


.58 


20 


22 


T. 


28 


24 


T.     T. 
'i''. 


67  .05 

.63  T. 

.59  T 
.02 


.28 


T, 


T. 


26 


26 


27 


28 


.01 


.05 


.10 
T. 

1.17 
,17 
.10 
T. 
.34 
.13 
.05 

.10 
T. 

1.07 
.77 
.27 
.  11 
.17 
.78 
.50 
.23 
.99 


T. 


T. 


.49 

l.Oti 

.03 

.64 

1.03 

1.67 

.20 

.61 

.95 

1.02 

L09 

.60 

.38 

.03 

.14 

.47 

1.03 

97 

45 
1.11 


.05 

.10 
.22 
.09 
1.01 
.14 
.20 


.07 
.02 
.02    .01 

.28 


29 


81 


1.12 
1.20 
1.07 
LOl 
.76 
.02 
1.26 


.46  .07 
.66  .02 
1.10 


.16  .68 
.37  .05 
.74   .26 


13 


2.88 
2.82 
2.81 
2.71 
3.37 
3.21 
'2.67 
1.97 
2  73 
'2.70 
2.50 
2.26 
2.78 
■2.65 
2. 12 
■2.40 
2.83 
3.17 
2.45 
2. 36 
3.36 
■2.58 


1.99 
L65 
■2.13 
■2.^29 
'2.05 

■2.a» 

1.98 
2.32 
2.07 
•2.43 
2.40 
2.28 
2. 65 
2.38 
1.60 


•2.56 
■2.88 
3.31 
8.31 
2. 43 
■2.71 
3.07 
■2.  52 


2.58 
2.40 
3.04 
2.25 


'2.75 
2.46 
1.75 


I 


14 


CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


February   1946 


Daily  TemperatureB  for  February  1946 


Stations 


Albion/ /  Maximum. 

\  Minimum. 
Allcntown  Ai-pt.l-4  NE..  I  Maximum. 

\  Minimum. 
Alleutown  / /  Maximum. 

\  Minimum. 
Altooiia-4.5  W /  Maximum. 

\  Minimum. 
Arendtsville" /  Maximum. 

\  Mininnmi. 
Berwick /  Maximum. 

\  Minimum . 
Bethlehem  1 /  Maximum. 

\  Minimum., 
Blairsvillel-6  NE J  Maximum. 

)  Minimum., 

Bradford-4  W /  Maximum . 

\  Minimum. 
Brook ville'-l  5  SW /  Maximum. 

\  Minimum. 
Burnt  Cabius'-2  NE  . . . .  /  Maximum. 

\  Minimum. 
Butler /  Maximum . 

\  Minimum.. 
Canton/-l  NW /  Maximum. 

\  Minimum. 
Carlisle )  Maximum. 

V  Minimum.. 
ChambersburgS-1  SW.  . .  /  Maximum. 

V  Minimum. 
Clarion«-3  SW /  Maximum. 

\  Minimum. 

Clavsville / /  Maximum. 

\  Minimum., 
Coalport/ /  Maximum. 

\  Minimum., 
Coatesville/ )  Maximum. 

I  .Minimum.. 
Columbia /  Maximum. 

\  Minimum.. 
Corry   /  Maximum. 

\  Minimum.. 
Coudersport )  Maximum. 

(  Minimian . 
Curwensvillei-6NW /  .Maximum. 

\  Minimum., 
Derry /  Maximum . 

\  Minimum., 

Donegal' >  Maximum. 

V  Minimum.. 
Donorai /  Maximum. 

V  Minimum., 
Eagles  Mere  / /  Maximum . 

\  Mininniu) .. 
Eas-t  Waterford6-3  E  . , . .  f  Maximum. 

\  Minimum.. 
Ebeusburg/ )  Maximum. 

\  Minimum.. 
Emporium  /-IE /  Maximum . 

V  Minimum. 
Ephrata I  Maximuu). 

\  Minimum  . 

Erie' /  Maximum. 

\  Minimum.. 

Everett'-0.5  SW /  Maximum. 

\Miuimum.. 
Farrell }  Maximum., 

\  Minimum.. 
Ford  City  /-4  S /  Maximum., 

\  Minimum.  . 
Franklin/ /  Maximum., 

\  Minimum.. 
Frederioksville-1  S /  Maximiun.. 

\  Minimum.. 
Freelaud /  Maximum.. 

\  Minimum.. 
George  SchooK' /  Maximum.. 

\  Minimum .. 
Getty.sburg /  Maximum., 

\  Minimum .. 

Gordon /  Maximum.. 

\  Minimum .. 
Greenshurg-2  S /  Maximum.. 

\  Minimum.. 
Hanover/ /  Maximum.. 

\  Minimum.. 
HarrisburgArpt.  I-3..5S.  /  Maximum.. 

\  Minimum.. 
Hawley-0.5  E /  Maximutn.. 

\  Minimum .. 
Hewitt-2  SW /  Maximum.. 

\  Minimum.. 
Holtwood' /  Maximum.. 

\  Mininnim.. 
Huntingdon /  Maximum 

\  Minimum.. 


24 

.S2 
26 
34 
13 

26 
14 
30 
1.5 
36 
22 
33 
17 
30 
15 
43 
28 
38 
2.5 
33 
14 

36 
17 
3,5 
19 
37 
27 
47 
28 
26 
IS 
30 
14 
27 
U 
37 
18 

31 

14 

38 

20 

28 

17 

29 

1 

32 

13 

32 

17 

40 

28 

36 

18 

37 
20 
35 
17 
40 
6 
33 
10 
39 
25 
32 
17 
3' 
27 
45 
28 

38 
23 
46 
19 
41 
27 
39 
26 
40 
24 
50 
24 
38 
26 
39 
24 


6   6 


17 
42 
22 
46 
14 

39 

-  I 
41 
17 
47 
12 
42 
21 
40 
10 
41 
22 
44 
19 
42 
12 

49 
13 
40 
24 
46 
14 
44 
24 
41 

-  4 
40 

5 
38 

5 
41 
19 

45 

10 
48 
21 
37 
II 
40 
16 
44 
17 
43 
8 
43 
24 
4' 
19 

4 

17 

46 

23 

4 

13 

45 

15 

40 

17 

37 

12 

42 

22 

44 

30 

38 
21 
49 
14 
46 
2,' 
45 
24 
36 
14 
50 
15 
43 
28 
44 
17 


43 

36 

30 

14 

2^2 

13 

42 

35 

30 

2( 

24 

9 

39 

35 

41 

2S 

32 

22 

40 

38 

43 

2I' 

32 

23 

42 

3C 

25 

3f 

18 

9 

40 

41 

35 

30 

4 

12 

38 

2fl 

28 

2S 

15 

8 

41 

32 

28 

35 

26 

18 

45 

33 

25 

2S 

21 

11 

46 

37 

30 

36 

26 

21 

33 

34 

33 

10 

17 

8 

38 

37 

33 

31 

22 

16 

38 

34 

33 

28 

21 

13 

40 

33 

37 

8 

22 

6 

39 

38 

41 

29 

31 

22 

46 

26 

33 

26 

20 

17 

44 

37 

34 

34 

25 

14 

44 

3S 

30 

28 

21 

16 

43 

37 

30 

19 

22 

13 

42 

34 

31 

15 

21 

13 

86 

37 

39 

24 

28 

18 

35 

33 

39 

20 

11 

19 

39 

38 

41 

27 

29 

22 

44 

42 

42 

34 

30 

20 

38 

36 

37 

27 

26 

11 

45 

38 

34 

36 

25 

13 

41 

40 

44 

23 

30 

21 

41 

41 

42 

33 

28 

22 

39 

38 

38 

19 

23 

10 

48 

41 

43 

25 

15 

10 

38 

39 

41 

34 

33 

27 

39 

39 

36 

32 

28 

12 

12 


44 
20 
44 

21 
44 
21 
45 
21 
43 
24 
44 
24 
45 
23 

41 
17 
13 
26 
45 
22 
44 
25 
42 
12 
46 
26 
44 
22 
45 
18 

47 
1 

46 
9 
45 
19 
47 
23 
42 
22 
43 
19 
40 
21 
45 
23 

44 
23 

46 
28 
38 

8 
41 
'20 
43 
18 
4 

8 
46 
24 
48 
31 

41 
26 
53 
30 
48 
14 
45 
13 
43 
19 
33 
27 
44 
22 
45 
34 


37 
32 
60 
23 
41 
31 
36 
26 
41 
32 
39 
32 
49 
35 

44 

27 

4 

35 

45 

32 

58 

35 

52 

28 

40 

32 

37 

28 

46 

29 

61 
19 
65 
27 
58 
19 
43 
32 
43 
36 
45 
30 
42 
31 
50 
40 

52 
32 
55 
42 
47 
23 
39 
31 
55 
32 
60 
16 
40 
31 
53 
43 

39 
■I 
42 
28 
62 
29 
59 
30 
3' 
30 
53 
28 
42 
29 
49 
31 

40 
30 
49 
28 
59 
28 
38 
32 
39 
23 
46 
22 
40 
32 
40 
321 


64 
30 
65 
33 
57 
27 
62 
30 
62 
35 
64 
30 
58 
19 

56 
23 
57 
24 
.58 
25 
60 
31 
52 
32 
62 
36 
59 
28 
61 
26 

38 
38 
50 
36 
65 
32 
67 
38 
56 
24 
55 
27 
55 
19 
50 
29 

.59 
20 
62 
28 
50 
28 
51 
23 
32 
30 
51 
31 
65 
3' 
59 
21 

47 
30 
51 
16 
44 
41 
43 
42 
61 
35 
31 
5 
65 
36 
64 
34 

57 
33 
62 
29 
64 
35 
64 
29 
60 
33 
54 


16 


17 


30  10 
64l  32 


14 
39 
15 
55 
10 
43 
13 
42 
11 
38 
14 
50 
11 

49 
5 

48 

44 

13 
47 
11 
29 

2 
43 
16 
43 
14 
52 

6 

53 

6 
53 

8 
40 
13 
45 
15 
48 

9 
49 

6 
47 

4 
54 
14 

•50 
12 
57 
18 
33 

0 
38 

8 
49 

4 
51 

7 
43 
16 
51 
15 

4 
13 

50 

9 
58 

4 
52 

8 
38 
10 
37 
17 
38 
14 
42 

9 

39 

11 
54 
10 
43 
16 
44 
15 
37 

58 
12 
41 
19 
52 
12 


52 
22 
52 
18 
48 
34 
53 
25 
48 
26 
50 
26 
42 
23 

44 

26 
42 
26 
52 
28 
38 
15 
46 
12 
59 
24 
53 
27 
45 
26 

45 
26 
43 
10 
55 
24 
56 
20 
45 
25 
46 
33 
41 
23 
47 
26 

42 
24 
48 
28 
42 
8 
44 
30 
38 
31 
44 
25 
52 
25 
40 
25 

49 
22 
37 
23 
42 
1' 
3' 
18 
.52 
24 
41 
9 
56 
29 
63 
30 

57 
21 
49 
28 
55 
21 
53 
30 
48 
31 
58 
20 
54 
30 
48 
31 


36 
19 
37 
25 
39 
27 
45 
25 
44 
26 
36 
17 
33 
23 

28 
12 
36 
18 
42 
22 
32 
25 
28 
15 
46 
27 
46 
26 
36 
16 

41 

18 
38 
26 
44 
30 
45 
24 
29 
16 
38 
13 
33 
18 
31 
2' 

:i5 

20 

40 

31 

2 

17 

36 

26 

34 

24 

35 

21 

43 

29 

29 

17 

42 
23 
37 
26 
38 
27 
36 
■20 
47 
27 
31 
13 
42 
2 
48 
28 

40 
26 
38 
17 
50 
29 
42 
26 
39 
20 
44 
20 
43 
28 
42 
30 


21  22 


16 

36 

16 

33 

21 

30 

23 

2 

14 

29 

17 

33 

24 

29 
9 
32 
18 
30 
21 
38 
23 
29 
8 
39 
24 
32 
25 
37 
17 

41 
19 
33 
18 
36 
20 
40 
•22 
32 
15 
29 
12 
25 
16 
34 
31 

35 
20 
41 
31 
29 
7 
28 
16 
31 
21 
32 
16 
35 
21 
37 
18 

31 
23 
S5 
20 
39 
20 
35 
20 
31 
15 
24 
5 
32 
18 
42 
25 

33 
15 
41 
20 
35 
25 
32 
■22 
24 
6 
38 
28 
34 
25 
32 
19 


26 
10 
35 
1 

27 
10 
37 
14 
30 
13 
27 
16 
23 
8 

23 
4 

24 
3 

31 
I'J 
31 
10 
22 

4 
34 
19 
35 
14 
29 

1 

34 

16 
■29 

9 
30 
1 

35 
19 
25 

7 
2-2 

5 
23 

4 
2 
19 

29 
12 
34 
19 
•22 

5 
25 

9 
32 

7 
28 
11 
32 
18 

12 

28 
15 
30 
10 
28 

9 
29 

6 
32 
14 
34 
16 
30 
16 
34 
20 


23 


24 


25 


26 


27 


36 
—  5 
54 
18 
42 
16 
35 
II 
35 
10 
42 
24 
39 
19 
40 
5 


41 

18 
40 
14 
42 
32 
44 
21 
38 
27 
40 
24 
32 
'29 

36 
26 
36 
31 
41 
24 
60 
33 
31 
8 
41 
24 
47 
18 
39 
30 

3 
30 
.39 
31 
46 
19 
48 
26 
36 
27 
37 
10 
34 
27 
47 
34 

3.5 
29 
40 
36 
30 
II 
:« 
29 
.34 
•29 
38 
II 
46 
27 
33 
26 

36 
29 
44 

34 
37 
24 
37 
23 
38 
21 
30 
8 
43 
■22 
46 
20 

38 

20 

49 

35 

4 

■23 

42 

26 

36 

22 

43 

•23 

45 

30 

41 

27 


32 
22 
33 
26 
35 
30 
34 
31 
38 
25 
31 
26 
32 
15 

.32 
24 
36 
20 
40 
28 
3^ 
■22 
32 
23 
38 
30 
38 
.30 
38 
■26 

33 
31 
38 
33 
36 
31 
40 
31 
34 
25 
34 
8 
34 
15 
3 
21 

32 
16 
40 
25 
37 
20 
31 
25 
31 
28 
39 
29 

;m 

31 
32 
•20 

40 
24 
36 
23 
35 
30 
34 
•29 
35 
26 
36 
20 
36 
25 
38 
32 

36 
18 
36 
30 
36 
28 
3- 
29 
32 
8 
40 
•20 
35 
32 


32 

1 

31 

23 

34 

15 

35 

19 

35 

19 

29 

21 

26 

11 

'29 
5 
25 
15 
33 
20 
40 
15 
■22 
10 
35 
22 
34 
■20 
.30 
14 

46 
14 
31 
19 
32 
21 
35 
21 
25 
13 
36 

5 
24 

9 
29 
16 

28 
10 
32 
19 
■25 
10 
27 
12 
45 
12 
■28 
II 
34 
■22 
■22 
14 

33 
19 
31 
15 
30 
15 
.30 
16 
31 
21 
37 
9 
34 
■25 
35 
21 

34 

17 

30 

1 

36 

20 

34 

21 

31 

13 

,58 

22 

35 

25 

33 

18 


32 
15 
34 
18 
43 
22 
36 
■20 
36 
16 
33 
18 
64 
22 

42 
I 

48 
20 
46 
25 
50 
24 
39 
10 
36 
26 
41 
24 
47 
20 

59 
14 
50 
14 
46 
26 
40 
22 
43 
15 
36 
12 
45 
15 
56 
28 

56 
24 
60 
32 
36 
8 
43 
19 
49 
14 
41 
13 
40 
24 
46 
22 

54 
26 
51 
26 
54 
13 
48 
15 
33 
18 
39 
20 
40 
21 
40 
25 

31 
20 
56 
26 
51 
■22 
34 
2' 
22 
3 
63 
31 
43 
31 
41 
24 


28 


29 


Mean 


Continued  on  pasre  16. 


Fkhkuakv    1946 


(M-lM.\T()LO(JI(\\L  DATA: 


stations 


Indiana /  Maximum. 

\  Minimum.. I 
Irwm f  Ma.\imiini..i 

\  Minimum.. 
Jame!»to\vii/-2 N\V /  Maximum.. 

V  Minimum.. 
Johnstown  / I  Maximum.. 

\  Minimum.. 
Kane'-l  N /  Maximum.. 

\  Minimum.. 
Lama-ter )  Maximum.. 

\  Minimnm.. 

Lawrei'oeville  ....■■■■■■(  Maximum.. 

\  Minimum.. 
Lolianon  ■ /  Ma.\.imuin.. 

\  Minimum.. 
Le\visto\vn/-2 SW /  Maximum .. 

\  Minimum .. 
Lock  Haven* )  .Maximum.. 

\  Minimum.. 
Marcu.'^  Hookl..   J  Maximum.. 

\  .MinimniT) .. 
Martinsburg' /  Maximum.. 

\  Minimum.. 

Mauoh  Clnink-1  S\V (  Maxinnim.. 

\  Minimum .. 
MeadvilleZ-l  S (  Maximum.. 

\  .Minimum.. 
Mercer'--2..i  NE /  \iaximum., 

V  Minimum.. 
Middletownl-1..5  \V /  Ma.ximum. 

\  ^iinimum  . 
Midlands )  Maximum. 

\,  Minimum.. 
Montrose/-S  E /  Maximum. 

\  .Minimum.. 

Mt.  Pocono'-2  N /  Maximum. 

\  Minimum.. 
New  Bloomtield /  Maximum  . 

\  Minimum. 
Newbiirg'-3.5N\V /  Maximum 

\  Minimum., 
New  Castle-1.5  N /  .Maximum. 

\  Minimum. 
Palniertoni I  -Maximnm. 

\  Minimum. 


Park  Pla<;e'-1  N\V  .. 
Piiila.  Arpt.'-7SW. 
PliiladelpiiiaC.O.l. 


. .  /  Maximum. 

\  Minimum.. 
. .  (  Maximum. 

\  Minimum.. 
. .  )  .vlaximnm. 

\  Minimnm 


Phila.  Shawmont /  Maximum 

\5  "    " 


Philip^burg'-"  E .  . 


,  .Minimum.. 

,  )  .Maximum.. 

\  .Minimum. 

Phoenixville-1.5  SE /  .Maximum. 

»  Minimum.. 

Pittsburgh  Arpt.l-7.,')SE  /  .Maximum. 
\  .Minimum.. 
Pittsburgh  City  Officei 


Port  Clinton/ 

Putney ville-2.5  SE. 
Quakertown-0.5  E  . 


Reading 


Maximum 

.Minimum.. 

.Maximum. 

.Minimum.. 

.  /  Maximum. 

\  Minimum., 

,  /  Maximum. 

\  Minimum. 

.  /  .Maximum. 

V  Minimum. 


Ridgway  / /  Maximum. 

\  Miiiinnim. 
Scrantoni i  Maximum. 

\  .Minimum. 
Selinsgrove /  Maximum. 

\  .Minimum  . 
Somerset /  Maximum. 

\  Minimum. 
Springs"-!  SW    (  Maximum. 

\  Minimum. 
State  College' /  Maximum. 

\.  Minimum. 

,  /  Maximum. 

\  Minimum. 
.  /  Maximum. 

\  Minimum. 
.  /  .Maximum 

\  Minimum. 
.  i  Maximum 

\  Minimum. 
,  /  Maximum 

\  Minimum. 
.  I  Maximum 

V  Minimum. 


Stroudsburg-2  E 

Tamarack  /-2  S 

Tionesta/-1.5SE 

Titusville-2S 

Towauda-l  E 

Tunkliannock 


Continued  on  page  16. 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


February  1946 


Daily  Temperatures  for  February  1 946— Continued  from  page  15. 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean 

Uniontown 

.  /  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
.  ( Maximum.. 

\  Minimum.. 
.  1  Maximum.. 

\  Minimum.. 

1  Maximum.. 

\  .Minimum.. 
.  /  Maximum.. 

V  Minimum.. 

/  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 

/  Maximum.. 

\  Minimum.. 

38 
20 
38 
19 
29 
15 
37 
27 
31 
19 
42 
27 
31 
20 
34 
21 
40 
2^ 
27 
13 
48 
28 

41 
30 
32 
16 
31 
14 
36 
29 
31 
18 
41 
25 
37 
19 
34 
18 
39 
18 
28 
10 
44 
19 

33 
11 

28 
12 
22 

8 
32 

8 
22 
12 
35 
17 
25 

9 
26 
11 
33 
13 
18 

6 
38 
14 

46 
15 
38 
10 
36 
-  2 
41 
12 
32 

0 
33 
11 
28 

8 
31 

4 
37 

6 
27 

1 
37 
10 

48 
35 
42 
33 
40 
28 
47 
34 
29 
2 
30 
21 
31 
11 
28 
16 
28 
11 
22 
16 
32 
22 

59 
38 
58 
38 
43 
27 
55 
39 
38 
22 
40 
28 
46 
2K 
39 
28 
38 
25 
34 
19 
46 
29 

40 
28 
43 
27 
36 
21 
39 
26 
28 
27 
42 
32 
37 
25 
35 
27 
41 
2fi 
31 
19 
47 
29 

48 
17 
48 
21 
42 
7 
45 
15 
44 
10 
43 
24 
37 
18 
38 
19 
45 
21 
37 
14 
47 
20 

48 
41 
47 
31 
42 
27 
48 
40 
40 
10 
39 
30 
40 
30 
38 
33 
39 
26 
37 
28 
45 
29 

42 
27 
38 
24 
33 
20 
40 
24 
31 
16 
38 
31 
35 
22 
33 
22 
39 
30 
36 
14 
40 
30 

35 
20 
32 
16 
30 
10 
33 
18 
39 
13 
42 
24 
38 
15 
38 
8 
40 
12 
32 
11 
44 
28 

49 
25 
48 
29 
45 
22 
48 
24 
45 
13 
46 
23 
43 
22 
44 
26 
47 
25 
40 
18 
48 
20 

51 
35 
58 
35 
45 
36 
47 
36 
51 
27 
41 
29 
39 
34 
41 
35 
42 
30 
41 
31 
43 
32 

64 
30 

62 
27 
57 
24 
60 
28 
53 
35 
67 
32 
59 
28 
56 
29 
60 
35 
52 
19 
65 
37 

30 

9 
■29 

9 
26 

3, 
28 

7 
15 
14 
32 
18 
28 

32 
11 
35 
13 
24 
5 
40 
17 

56 
15 
54 
18 
52 
U 
55 
12 
46 
6 
41 
15 
29 
5 
40 
12 
42 
12 
39 
5 
46 
15 

51 
38 
46 
28 
46 
26 
51 
39 
46 
12 
46 
31 
49 
25 
47 
25 
49 
24 
41 
25 
66 
27 

46 
21 
40 
25 
32 
11 
45 
21 
31 
17 
42 
26 
31 
16 
35 
19 
45 
22 
33 
14 
48 
22 

39 
29 
43 
23 
32 
16 
43 
16 
30 
9 
33 
20 
31 
13 
29 
14 
35 
18 
26 
12 
56 
22 

41 
27 
38 
28 
32 
21 
41 
25 
32 
14 
41 
29 
37 
22 
36 
22 
37 
26 
28 
•22 
40 
31 

37 
18 
33 
15 
28 

7 
35 
Ifi 
24 

6 
30 
19 
26 

4 
31 

3 
30 
14 
24 

6 
36 
19 

55 
26 
52 
22 
42 
6 
.54 
25 
38 

39 
18 
36 
-  1 
34 

1 
38 

4 
33 
13 
44 

8 

49 

35 
41 
27 
37 
28 
52 
29 
32 
8 
43 
27 
37 
19 
36 
28 
40 
26 
32 
23 
49 
■22 

36 
32 
37 
24 
36 
27 
52 
19 
40 
25 
36 
31 
33 
21 
37 
27 
37 
25 
34 
19 
40 
32 

35 
18 
31 
18 
34 
12 
34 

6 
26 
10 
33 
22 
30 
13 
30 
12 
35 
17 
23 

8 
35 
21 

57 
30 
55 
28 
45 
17 
57 
10 
38 
9 
41 
24 
35 
12 
36 
18 
34 
•22 
39 
16 
44 
■25 

60 
36 
62 
35 
44 
31 
60 
24 
35 
20 
68 
31 
45 
33 
44 
33 
57 
31 
50 
29 
70 
32 

43 
30 
43 
29 
39 
21 
43 
18 
40 
25 
46 
33 
38 
24 
43 
•25 
47 
31 
35 
23 
60 
31 

45  6 

■26. 2 

Vandergrifti 

43.1 
23.8 

Warren 

37.7 

17.6 

Waynesburg 

44.9 

22.4 

Wellsboro/ 

35.2 
14.0 

West  Cliester 

41.2 

Wilkes-Barrel.Apt.-3N 
Williamsport  Arpt.'-4  I 

■24.9 
36.1 
17.9 
36.6 
19.5 

Willi  amstown 

Woodward  Apt'-2NE.. 

4(1.  3 
21.0 
32.9 

York-3  SW 

15.7 
46.0 
•24.0 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PBESSTJKE,  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind'* 

Relative 

» 

(reduced  to  sea  level) 

Humidity 

!3 

a 

a 

CO 

O 

Stations 

>> 

3 

M 

p. 

& 

^ 

&.>> 

3  t^ 

o 

S 

c 

E 

d 

"O 

s 

B 

« 

a 

o 

o 

a 
P 

1 
te 

a 

3 

a 

>'S 

."iWy 

,"3 

d 

m 

ta 

o 

a 

<:> 

g2- 

o 

Q 

■  r^ 

- 

1^ 

aL 

Q 

Erie 

30.70 
30.67 

3 

4 

29.07 
29.36 

14 
14 

10.4 
9.9 

36 
43 

SW. 
SW. 

14 
14 

85 
69 

78 
56 

82 
66 

40 
56 

1021 

Harrlsburg 

926 

Philadelphia  .... 

30.67 

4 

29. 34 

14 

8.2 

25 

SW. 

14 

69 

52     62 

56 

829 

Philip>burg 

30.64 

4 

•29. 32 

14 

36» 

nw. 

7 

81 

70  1  75 

1127 

Pittsburgh 

30.64 

4 

'29.  26 

14 

12.8 

47 

nw. 

15 

76 

66  1  70 

46 

918 

Reading 

30.67 
30.69 

4 

4 

29.37 
29.30 

14 
14 

13.5 
8.0 

51 
30 

S. 

nw. 

14 
20 

66 

77 

49 
48 

908 

Scranton 

65t 

1051 

•  For  any  five-minute  period.  •*  Corrected  to  true  velocities. 

tl2:00noon.     t  4:00p.m.        $  Also  other  dates.        "  One-minute  interval. 


BIVER  CONDITIONS 


Stations 


Rivers 


£ 

1 

§ 

00 

bo 

B 

1 

s 

Ei: 

& 

3 

Port  Jervls.  N .  Y 

Easton 

Lehightou 

Reading 

Wilkes  Barre 

Williamsport 

Newport I 

Harrisburg 

Schenley.i  nr)  Lock  No.  5. 

Sutersvllle 

CharleroiCnr.),  Lock  No.  4 

Pittsburgh 

Midland.  Dam  No.  7 I 


Delaware. !  3.0 

Delaware |  2.6 

Lehigh 3.2 

Schuylkill 4.1 

N.  Br.  Susquehanna..  3. 6 

W.  Br.  Susquehanna.  1.8 

Juniata 4.4 

Susquehanna 5. 0 

Allegheny '  13. 1 

Youghiogheny '  4.5 

Monongahela 14.6 

Ohio • 

Ohio • 


4.3 
3.6 
3.7 
8.4 
8.1 

10.6 
7.1 
8.0 

20.0 
8.7 

19.2 
« 

22  2 


16 
17 
28 
28 
28 
•28 
28 
21 
28 

'^ 
15 


2.3 
1.9 
3.0 
3.3 
2.9 
1.2  i 

3.7  ] 

3.8  ' 
12.6 

3.7 
11.6 


24t 
26  I 
26 
21 
23 

6 
11 
5 
4 
1 


28 


18 
22 
9 
13 
22 
20 
22 
17 
•24 
20 
30 
25 
30 


•  Pool  stage. 


t  On  other  days  also. 


MISCELLANEOUS   PHENOMENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
(Dates  and  number  of  stations  reporting) 


1 

2 

3 

4 

5 

6 



7 
4 

2'7 

8 
3 

'2 
'3 

9 

'6 
'3 

■9 

■■ 
' 

10 

11 

i 
'3 

12 
i 

13 

■7 
'3 

'7 

■3 

14 
'5 

'2 

40 

15 

i 

44 

16 
6 

17 
'5 

18 

19 

'4 
2 

'» 
20 

'6 

20 

1 
3 

2 
■3 
36 

21 

1 

22 

'2 

■4 

23 

_ 

24 

'4 

ii 

•  ■ 

'4 
'4 

25 

'i 
ii 

26 

'2 
'7 

'6 

'4 

27 

io 
'4 

'2 

■3 

3 

28 
I 

29 

30 

31 

Fog  heavy . 

6 
23 

14 

11 
25 

n 

io 

Frost,  killing  .... 

Hail 

Rain,  heavy 

Sleet 

'i 

Snow,  heavy 

Thunderstorms . . 
Winds,  high 

21 

36 

i2 

liist  of  Cbang'es  in  Station  Desig^nations 

For  more  exact  location  of  the  equipment,  station  names  have  been  changed  as 
follows: 

Neffs  Mil]  formerly        Shaver  Creek  (Evaporation) 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
forstations  having  10  or  more  years  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  tj  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

*,  '',  ',  etc.    Number  of  days  missing,  for  example,  ^  indicates  two  days  missing. 

Italics,  data  interpolated. 

5  Partly  interpolated. 

5$  Incomplete. 

t  And  other  dates. 

tt  Daily  amounts  inconsistent. 

t  Received  too  late  to  be  included  in  means  and  summaries. 

'  Included  in  next  measurement. 

11  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 

1  Midnight  to  midnight. 

'  Measured  in  the  morning  for  the  preceding  ^24  hours. 

3  Data  for  ^24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 

■•  Best  available  used  for  stations  not  equipped  with  recorders. 

'  Recording  gage. 

5  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 

'  Noon  to  noon. 

(W.  B.  O..  PhUadelphla -5-2-46-975) 
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Subscription  Prick:  25  cents  per  annum;  (not  stamps). 
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GENERAL,  SUMMARY. 


Only  Mairli  llL'l 


and  l»4o  were  wanner  than  the  current  one,  and  thev 
as  i-ecord  IukIis,  were  only  slightly  warmer.  ]•  xtrenie  western  stations' 
rather  g-enerally,  and  Ireeiand  and  Montrose  in  the  east  reported  the 
higliest  March  mean  temperatures  of  record.  This  is  the  first  occurrence 
in  o9  years  of  record  where  one  exceptionally  warm  March  was  followed 
by  another  havnig  the  same  unusually  high  temperature.  A  logical  con- 
seiiueiice  ot  the  warm  weather  has  been  the  absence  of  snow  The 
monthly  average  was  the  least  for  March  since  1903  and  is  the  second 
owestot  record.  The  month  was  favorable  for  plant  growth.  Althoiieh 
Iruit  trees  are  not  quite  so  far  advanced  as  last  year,  they  are  at  the 
close  ot  the  month  about  four  weeks  early  and  show  more  consistent 
development  throughout  the  State.  Under  the  most  favorable  conditions 
armers  have  made  greater  strides  in  plowing  and  seeding  this  vear"^ 
H.nvever,  cautions  expectation  was  the  keynote,  since  damaging  April 
frosts  are  always  a  definite  threat  to  an  early  season. 

.K^'«'^''f  T"'  "f  \^/^''  February  closed,  and  they  were  cleared  of  ice  bv 
the  first  days  of  March.  Moderate  rains  between  the  Hth  and  9th 
augmented  by  the  melting  of  the  little  snow  remaining  at  that  time' 
caused  the  rivers  to  rise  to  their  cre.sts  for  the  month.  Fortunately  thev 
were  under  flood  stage,  and  another  spring  freshet  season  was  at  end 
without  serious  flooding. 

The  storm  of  the  9th  was  the  most  violent  experienced  during  the 
month,  as^a  low  pressure  system,  forming  in  Kansas,  moved  northeast- 
ward rapidly.  Its  attending  cold  front  with  strong  wands,  upon  crossing 
the  State^  early  that  day,  left  minor  destruction  at  a  large  number  o? 
places.  Reports  were  received  of  a  two-room  dwelling  being  overturned 
mth  one  of  its  occupants  m  it  at  Hardwich,  Alleghenf  County ;  the  root's 
of  five  barns  were  ripped  oH  in  the  vicinity  of  Center  Hall,  Center  County 
and  many  other  reports  of  minor  damage  and  fallen  trees  areas  in  the 
southeastern  counties.  ^ 

A  .secondary  highlight  to  that  of  the  warmth  of  the  season  were  the 
auroral  displays  of  the  23d  to  28th.  That  of  the  23d  was  unusualTy  act  ve 
and  brilliant  in  its  early  stages -shortly  after  evening  dusk-shoS 

Ttjt'  "t,^^  5'^^?'  ""'''}  fK  ^'".""^  e-^tending  into  the  southern  \^S, 
of  the  sky.  The  display  of  the  28th  noticeably  affected  communicatirn 
facilities.  The  aurora  borealis  in  its  full  splendor  is  not  tTo  4  uent  y 
seen  fnmi  our  w^ell-lighted  cities  in  the  State,  and  its  cause  is  even  "ess 
comprehended.  The  most  common  explanation  given  for  auroras  is  that 
electric  discharges  associated  with,  and  probably  from,  sunspots  durinc^ 
their  maxiinum  activity  reach  the  rarified  air  at  an  a^erage^a  itude  of 
60  to  70  miles.  The  discharge  illuminates  this  region  and  we  see  it« 
manifestation  taking  the  form  of  red,  yellow,  green,lind  even  white  arcs 
or  arches,  parallel  bands  or  rays  and  curtains,  seemingly  emanating  from 
a  point  near  the  northern  horizon.  The  fan-shaped  effect  is  a  tributed 
to  the  phenomenon  of  perspective,  as  one  looking  along  the  railroad 
tracks  sees  them  converge  on  the  horizon.     The  electric  discharges  reach 


The  average  precipitation  for  the  State,  as  dcnJuced  from  the  observa- 
tions at  21«  .stations,  was  3.18  inches,  which  is  (i.;m  inch  below  the  69- 
year  normal  for  March.  The  greatest  monthly  amount  was  5.17  inches  at 
VVilliam.sport(4SK),  while  the  least  was  0.73  inch  at  Austinburg  The 
greatest  amount  recorded  in  any  24  consecutive  hours  was  1  70  inches 
at  West  ^ewton  on  the  14-1.5th. 

The  average  snowfall  for  the  State  was  0.3  inch  ,  which   is  7  4   inches 
below  the  59-year  normal.     The  greatest  monthly  snowfall  was  2  5  in- 
.lfA^^^^^\,    '^^^  greatest  fall  for  any  observational  day  wasl.o  inches 
at   McConnellstown,    Tamarack,    and    Willianisport( 4 SK )    on    the    2d 
(.  urwensville  on  the  9th,  and  Freeland  on  the  11th 


1.S88... 
18S9... 
1890... 
189 1 . . . 
1892... 
1S93... 
1894... 
1895  ,. 
1896... 
1897 . . . 
1898... 
1899... 
19U0... 
1901... 
19U2... 

i9oa... 

1904... 
1905... 
1906 ... 
1907... 
1908..., 
1909.... 
1910.... 
1911.... 
1912.... 
1913... 
191J  ... 
1915.... 


the  earth  and  interrupt  the  earth's  magnetic  field,  the  voltage  of  which  is 
known,  and  to  which  all  telegraphic  equipment  is  adiusted      Th    '^^ '' 


n.ra  throws  the  electrical  circuits  o(  this  tjpeof  ^quipu'.entog  bal 


us,  the 
ance 


-or  should  we  say  sunspot  activity? 


TEMPERATTTRE. 


The  average  temperature  for  the  State  as  deduced  from  the  reports  of 
86  stations  was  47^  °,  which  is  9.3°  above  the  59-year  normal  for  March 
The  highest  monthly  mean  was  53.0°  at  Donora,  and  the  lowest  was  41  4° 
at  Kane.      Extremes  ranged  from  a  maximum  of  84°  at  Emporium  on 


1916 

1917. 

1918. 

1919. 

1920  . 

1921.. 

1922. 

1923.. 

1924., 

1925.. 

1926.. 

1927.. 
1928.. 
1929.. 
1930.. 
1931 . . 
1932.. 
1933 . . 
1934.. 
1935  . 
19:(6,  . 
1937 . . 
1938.. 
1939  . 
1940.. 
1941.. 
1942.. 
1943... 
1944.. 
1945... 
1046... 


Pe  iod 


Year 


COMPARATIVE    DATA  FOR    MARCH 


Temperature 


31.2 

39.0 

33.2 

33.8 

31.8 

34.8 

43.2 

33.8 

30.6 

39.0 

44.0 

36.3 

31.2 

37.4 

41.3 

46.4 

36.0 

39.0 

31.7 

41.8 

40.7 

35.6 

44.9 

35.0 

33.6 

42.1 

34.2 

32.9 

30.7 

37,3 

41.6 

41.1 

38.7 

48.0 

40.0 

37.0 

36.1 

40.9 

33.1 

42.0 

37.0 

43.7 

37.9 

36.3 

33.4 

36.6 

34.9 

42.8 

42.6 

.34.2 

42.7 

38.6 

32.4 

31.8 

40.0 

37.2 

34.4 

48,0 

47.1 

37.8 


Precipitation 


72 
76 
76 
60 
66 
74 
84 
70 
69 
76 
83 
75 
66 
80 
78 


92 


72 
81 
79 
62 

84 

84 

82 

79 

80 

88 

81 

80 

78 

79 

79 

82 

82 

89 

78 

69 

72 

79 

78 

83 

84 

67 

87 

85 

76 

67 

76 

85 


92 


4 
-21 
-14 
-4 
3 
-2 
-4 
-18 
-6 
4 
3 
-23 
-11 
2 
14 
-2 
-18 
-13 
-10 
-4 
-6 
5 
-18 
-8 
-7 
-12 
-4 

-31 

-12 

0 

6 
-11 

7 
-5 


-15 
-16 
-6 
-3 

-5 
-9 
10 
-8 
-7 
-22 
—  6 


-5 

-10 

-13 

-10 

4 

-15 

-6 

5 

6 

-31 


3.66 

2.90 

6.16 

5.10 

4.14 

2.52 

1.63 

2.31 

4.51 

3.22 

4.31 

4.87 

3.61 

4.14 

3.98 

4.52 

4.29 

3  86 

4.46 

4.26 

4.76 

3.07 

0.56 

2.57 

5.05 

5.27 

2.61 

1.28 

4.12 
3.68 
2.34 
3.57 
2.83 
3.33 
4.37 
2  49 
2.83 
2.56 
1.91 
2.61 
3.24 
2.69 
3.03 

2.96 

4.41 

5.33 

2  96 

2.62 

6.84 

2.00 

3,19 

3.59 

4.89 

2.10 

4.47 

2.74 

4.69 

3.88 

3.18 

3.52 


No.  of  days. 


Si 


9.9 
3.1 
17.5 
15.8 
18.8 
4.8 
1.3 
9,0 
21.1 
3.4 
3.6 
7,9 
13.1 
3.3 
12.6 
0.1 
4.7 
4.1 
20.4 
9,3 
3.7 
7.3 
1.0 
10.1 
6.9 
2.1 
13.4 
9,5 

17.6 

12.7 
1.5 
2.4 
6.4 
1.0 
6.1 
6.2 

10.3 
2.2 
4.0 
0,7 

14,5 

4.4 

4.9 

6.6 

14.7 

5.6 

7,7 

2.9 

7.4 

8.3 

2.0 

3.8 

7.9 
18.0 
16.1 

7.2 
11.8 

2,1 

0.3 

7.7 


16 
14 

12 
11 
8 
11 
11 
1' 
1^ 
14 
10 
13 
11 

a 

12 

11 

14 
12 
12 
12 

5 
13 
13 
13 
10 

7 

12 
14 

10 
9 

14 

14 

11 
9 

10 

10 

10 

11 

12 

10 

11 

11 

14 

12 

12 
15 
10 
14 
12 
14 

9 
18 
10 
14 
14 
11 


7 
11 
9 
12 
10 
11 
11 
10 
6 
10 
7 

10 
10 
9 
12 
8 
11 
11 
10 
15 
11 
10 
9 
10 
15 

12 
11 
17 
15 
16 
12 
11 
18 
12 
14 
14 
13 
12 
12 
18 


10 


13 

15 

15 

16 

13 

13 

8 

11 

12 

13 

13 

17 

12 

14 

12 

14 

14 

11 

16 

12 

12 

12 

6 

12 

13 

14 

13 


11 
12 
7 
9 
8 
10 
14 
10 
10 
11 
9 
11 
10 
U 
II 
16 
13 
16 
12 
18 
15 
12 
13 
12 
16 
11 
14 
11 
14 
10 
11 

12 


CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


March  1946 


Observers 


Atlantic  Drainage 
Allentown  Arpt. -4  NK 
Altoona^4.5  W.  ....... 

Burut  Cabms-2  NE  . . . 
Canton-l  NW 
Carlisle....-   ■■■Am 

Chambersburg-lSW. 

Coatesville.      ■•.■■^^ 
CunveiisvilleApte  NW 
Eagles  Mere........ 

East  \Vaterford-3  t,. 
Emporium  1  E 
Ephrata..;...' 
Everett-0.  o  bW 

Freeland 

George  School 
Gettysburg 
Gordon.  •  .. 
Hanover....-- 
Harrisburg  Arpt.-d.s  o. 
Hawley-O-St 
Holt  wood... 
Huntingdon 
Lancaster  ••■■•• 
Lawrenceville.. 
Lebanon  ..  -•.• 
Lewistown-  1  W 

Lock  Haven 

Marcus  Hook . 

Marlinsburg 

Montrose-3  !<>...■■•••  ■ 
Mt.  Pocono  Arpt.-^  Jn 

Palmertou 

Philadelphia 

Philipsburg-7E.  ...... 

Phoenixville-1-  5  bl'- 
Port  Clintonll . .  ■ .  • 
Quakertown-0. 5  i'. 

Reading 

Scranton 

Selinsgrove 

State  College. .  ^ 

Stroudsburg-2  E 

Tamarack-2S 

Towanda-1  E 

Wellsboro 

West  Chester... ..•■•■ 
Wilkes-Barre  Apt.-dN, 
Williamsport  Apt.-4E 
Williamstown  .■■    ■■■ 

Woodward-2  NE 

York-3SW 


Division  mean 


Ohio  Drainage 

Blairsville-6NE 

Bradford-4  W.   ..._^._ 
Brookville  Apt.-1.5b" 

Butler ■ 

Clarion-3  SW 

Claysville 

corry 

Coudersport 

Derry 

Donegal 

Donora 

Ebensburg 

Farrell 

Ford  City -4  S 

Franklin • 

Greensburg-2  b 

Indiana...  .-•■■•  ■••• 

Jaraestovpn-2  NW 

Johnstown 

Kane-1  N.  .  -  - 

Meadville-1  b 

Midland.-.  ■••■■■   

NewCastle-1.5N.   .... 

Pittsburgh  Apt.-7  5  bJi 

Putney  ville-2.  5  SE  ... 

Ridgway 

Somerset 

Springs-1  SW.. 

Tionesta-l.o  bE 

Titusvine-2  S 

(iniontown 

Vandergrift 

Warren     

Waynesburg 


Westmoreland.. 
Mc  Kean 
Jefferson 
Butler 
Clarion 
Washington. . 

Erie 

Potter  ...  ■ .  • 
Westmoreland 
Westmoreland 
Washington 
Cambria 
Mercer. 
Armstrong. ... 
Venango 

Westmoreland 

Indiana 

Mercer 

Cambria 

McKean 

Crawford  — 

Beaver 

Lawrence — 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland 

Warren 

Greene 


Division  mean.. ., 
iMke  Drainage 

Albion 

Erie 


State  mean. 


Erie. 
Erie. 


3.18  1-0.34     1.70     14-15      0.8     11     13  |    7     11 


U.S.  Weather  Bureau. 
Citv  of  Altoona. 
Penna.  Turnpike  Comm. 
Mrs.  E.  Dillon  Stone. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  Bureau. 
Carl  K.  Bigger. 
U.  S.  Weather  Bureau. 
R.  E.  Palmateer. 
Ephrata  Review. 
Penna-  Turnpike  Comm- 
Andrew  B.  Evansha. 
George  M.  Hart. 
Dr.  Henrv  Stewart. 
MissSallie  M.Johnson. 
H  anover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  Co. 
Paul  R.  Yoder.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 
American  Viscose  Co. 
William  R.  Kelley. 
Sun  Oil  Co. 
IT.  S    Weather  Bureau 
Harry  S.  Fancher. 
U.  S. 'Weather  Bureau. 
New  Jersey  Zinc  Co. 
V.  S.  Weather  Bureau. 
U.  S-  Weather  Bureau. 
Phila.-Suburban  Water  Co. 
Earl  E.  Rarick. 
John  E.  Benner. 
U.  S.  Weather  Bureau. 
U.S.  Weather  Bureau 
Dr.  George  E.  Fisher. 
Penna.  State  College. 
Metropolitan  Edison  Co. 
James  E.  Swartz. 
Mrs.M.  Ordelia  Parks. 
M.  S.  Bliss. 
Clyde  T.  Saylor. 
U  S.  Weather  Bureau. 
U.  -;.  Weather  Bureau. 
Gordon  E.  Lower. 
U  S.  Weather  Bureau. 
York  Water  Co. 


U.  S.  Weather  Bureau. 

Citv  Water  Dept. 

Civil  Aeronautics  Authority 

Butler  Eagle. 

Penna.  Electric  Co. 

Walters.  Paget. 

J.  Fred  Kinlpy. 

Potter  Enterpnse. 

Miss  N.  Dixie  Winemau. 

Penna.  Turnpike  Comm. 

Donora  Zinc  Works. 

John  L.  McGough. 

Sharon  Steel  Corporation 

U.S.  Engineers. 

William  K.  Fuller 

Westmoreland  \N  at«r  (.  o . 

Indiana  State  Teachers  Col. 

Pa  Dept.  Forests  &  \\  aters. 

JohnstownTribune  Pub. Co. 

Spring  Water  Co. 

Citv  of  MeadvlUe- 

Perrv  P-  Campbell. 

New"Ca.stle  Water  Co. 

U.  S.  Weather  Bureau. 

U.S.  Engineers. 

West  Penn  Power  Co. 

D.  L.  Grove. 

Allen  E.  Y'oder. 

U.  S.  Engineers. 

U    S    Weather  Bureau 

William  W.  Marsteller 

Carnegie-Illinois  Steel  Corp. 

Merrell  L.  Jordan. 

Thomas  S  Knox. 


14      4  1  n.         Charles  C.  Gilbert. 
13     12     ne.       U.  S.  Weather  Bureau - 


[See  page  24  for  explanation  of  reference  marks.] 
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ID 


Dally  Precipitation  for  Uaxoh  1946 


Stations 


Counties 


ATLANTIC 

DRAINAGE 
TMivrnre  Himii 

UPPKlt  Dbi.awakk 

Dingniaus  Ferry".  0.6E 

Kciuiuiiiik'-' 

Hawley-'.o.SK 

Hollisterville- 

Lftkevillo^  IN 

Matftinoras2 

Milnnvillo-    

Mount  I'ocono'.  2  N... 

I'eoks  I'oud- 

Plen.-aut  Mount', 5.  1  W 

Str<iuiM)urg,2E 

Tanners  Falls'.  *,  1  SE. 

Wiud  (>ap>.s.3SW 

Lkhioh 


4NE 


Alleutown  Apt 

AUemown^ 

Bethlehem' 

Blakeslee  Corners'.  * 

Gouldsboro2 

Lansford^ 

Mauch  Chunk,  1  S  W. 

New  Tripoli 

Pahnerton'.* 

Ziousville.  1  SW 

SCHI'YLKII.L 

Conshohocken 

Fredericksville^,  1  S.  . 

Geigertown- 

Gratersford^ 

PhoenixvilIe2,  1.5  SE. 

Port  Clinton^ 

Pottstown2,  0,5  S 

Potts  ville''^ 

Reading',  * 

Strausstown  - 

Virginville' 

Wernersville 

Lower  Delaware 


Coatesville-. 

Doylestown. 

George  School"  

Maple  Glen'' 

Marcus  Hook2 

Philadelphia 
Southwest  Airport,  ' 

City  Office',  s 

Shawraont..   

Quakertown.  0.5  E 

West  Chester 

West  Grovel  1.5  SE... 

Siisqiifhannn  Basin 
Chemung 


Pike 

Wayne 

Wayne 

Wayne 

Wayne 

Pike 

Wayne 

Monroe 

Pike 

Wayne 

Monroe 

Wayne 

N'rthanipton 


Lehigh 

Lehigh 

N'rthampton 

Monroe 

Wayne 

Carbon . . . 
Carbon . . . 

Lehigh 

Carbon. . . 
Lehigh,.. . 


Montgomery 

Berks 

Berks  

Montgomery 

Chester 

Schuylkill  ... 
Montgomery. 
Schuylkill... 

Berks 

Berks 

Berks 

Berks 


Chester 

Bucks 

Bucks 

Montgomery, 
Delaware.. .. 

Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester... 
Chester . . . 


Austinburg',  5,  2  W. 

Covington^ 

Lawrenceville 

North  Branch 

Berwick 

Canton2,  l  NW 

DanvilleS 

Freeland2 

HopBottom2,  2S... 

Millville',6 

Monroeton^,  2  8 

Montrose2.  3  E 

Orwell2,  3  N 

Park  Place',  1  NW... 

Pikes  Creek, 1.5 

Rush''' 

Scranton',5 

Susquehanna^ 

Towanda.  t  E 

Tunkhannock 

Wilkes-Barre',  3N.. 
West  Branch 

Ansonia2,  2  W 

CarrolltownS 

Carter  Camp2    

Cedar  Run2 

Clearfield^ 

Coalport2 

CurwensvilleApt'  eisfw 

Driftwood',  5 

Dushore',  * 

Eagles  Mere2 '.'. 

Emporium 2,  IE.... 
Euglisli  Center',  5.  . 
Galetou 


Tioga . 
Tioga. 
Tioga. 


Columbia 

Bradford 

Montour 

Luzerne  . . 
Susquehanna 
Columbia, 
Bradford  . 
Susquehanna 
Bradford  . . 
Schuylkill . 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . 
Wyoming. 
Luzerne. . . 


Tioga        .    . 

Cambria 

Potter 

Lycoming... 
Clearfield  .  . 
Clearfield  .. 
Clearfield. .. 

Cameron 

Sullivan.. . . 
Sullivan.  . . . 

Cameron 

Lycoming. .. 
Potter 


Day  of  month 


.05 


09 


.09 


.05 
.09 
.16 
.18 
.12 
.09 
.06 

.'ii 

.13 


.12  T. 
.04 
.12 
.10 
.17 
.07 
.04 
.03 


.08 


.03 

.09 

.04 

.10 

.12 

.10 

■J'. 

T. 

.02 

.'12 

.07 

.03 


T. 


.50 

'.'60 
.06 
.28 
.29 


.17    .11    .18 
.15   .41 


T. 


.20 


T. 


.09 
.06    .04 


T. 


.31 
■  60 
T 

1.28 
.68 
.42 
.29 
.40 


.35 
.14 
.07 
.20  .... 
.26  . 

.14 
.13 

.25 
.28 
.23 
.26 


T. 


T. 


.46 


.35 
.54 
.36 
.56 
.48 
.50 
.39 
.07 

1.45 
.54 
.20 
.36 


.02 


.01 


T. 


.  02  T. 


1.65 
T. 


.21 

.19 

.23 

.15 

.II 

,07 

.13 

.92 

.321  .38 

.81 

.43 

.52 

.64 


.02 


.42 
.62 

♦ 

48 
.62 
.82 
.56 
.83 
.69 
.75 
.72 
1.04 


15 
1.10 
.27 
.16 
.05 
.15 
.11 
T 

.05 
.05 
.05 


.08 


T. 


.71 


.50 
.47 
.45 
.33 

'.'76 
.68 
.63 
.58 
.80 


.69 
.65 
,99 
.77    .01 


.04 


.06 


.85 
.38 
.90 
.70 
.35 
.74 
.19 
.18 
.04 
1.03 
.80 
31 
.38 
.16 
.45 
.98 
.85 


.32 
.62 
.76 
.64 

.78 
.56 
1.00 


.04 

.05 
68|  .  15 
74    .06  . 


72 
.85 

1.07 
.77 

1.23 

.98 
1.08 
.85 
.72 
95 


.73    .06 


.06 


42 

87 

57 

82 

1.01 

.80 

.46 

.98 

.5 

.54 

* 

.82 
.82 


.03 


.14 


.02 


.03 


.10 


20 


22     23 


.01 


24 


.09  , 


26 


.03 


26     27 


,60 

.'si 

,12 

47 

1.08 


28 


29 


.35 


.99 


1.00 
.54 


29 
.44 
.40 
.41 
.52 
.35 
.33 
.24 
.01  .75 
.23 
.4" 
.06    .22 


1.20 


.10 


.08 


.Ji 


.02 


T. 


.20 


.05 


.05 

.06 

.1 

.35 

.02 

'.'64 
.1 
.03 
.01 

!i6 


.21 
.82 
1.12 
.83 
.63 
.99 
.97 
.94 

i.'ii 

1.35 
.51 


.23 


.59 


.11 

.021   .331 


T. 


.10 
.27 

.061 
.03    .03 


,53  , 


80 


81 


.02 
,05  '.'65 


.04 


.23 


.15 


T, 


.09 


1.99 
2.82 
2.  .S3 
3.01 
$2.17 
1.89 
2.15 
3.76 
2.33 
2.87 
3.04 
2.30 
3.69 


3.15 
3.75 
3.52 
2.65 
3  11 
4.81 
3.55 
3.87 
2  81 
3.  70 


2.43 

3.07 
3.65 
8  13 
3.75 
4.11 
.3.46 
4.20 
3,  2fi 
4,42 
4,38 
4.03 


3.19 
.3.47 
3.82 
3.68 
3.00 

2,94 
2.70 
3.12 
3.64 
3.60 
3.00 


.05 
T 

.'20 

.18  .'6i 

.16    .06 
"A2 


Continued  on  page  20. 


0.73 
2.32 
1.80 


3.94 
3.20 
4.00 
4.91 
2.03 
«3.68 
3.16 
2.34 
2.78 
4,49 
2.97 
2.99 
2.96 
2.13 
2.68 
2,80 
3.87 


1.67 
3.46 
2.35 
3.37 
3.39 
2.70 
3,33 
2.43 
§3.23 
4.68 
2.37 
3.31 
2.04 


CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


March  1946 


Daily  Precipitation  for  March  1946-Continued  from  page  19. 


Stations 


West  Branch 
(continued) 

Karthaus^... 

Lock  Haven-!. .... 
MedixRuny....- 
Philipsburg' .  7  1. 
Renovo^ 


Day  of  month 


Counties 


1       2       3       4       6       6       7       8       9     10     U     12     13 


Clearfield — 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

Lycoming.  . 

Blair 

Tioga. 


State  College'.  ^..• 
Tamarack'',  .;&.■• 

?;°"o™;4ne: 

^frS^ortApt.ME|  Lycoming 

JUNIATA 

Altoona,  4.5  W.  .... 
Breezewoodi_,0.5E... 
Buffalo  Mills'^.. •■■••■ 
Burnt  Cabinsi.  2  NE 
EastWaterfordj,3E 

Everett^0.5bW 

Huntingdon-i. 

LewistownS,  IW. 

Mapleton  Depot''..  • 
Martlnsburg  ■■■■■■■■i^ 
McConnellstown2.«^W 

NefEs  Millsl,  6,  3.5  NE.. 

New  Bloomheld 

Newport^ 

Saxton^.lW......... 

Shade  Gap',  ^ 0.6 SW.. 

Lwii  Susquehanna 

Arendtsyille^... 

Bloserville.  1-5  IN  

Carlisle 

Columbia. 

Dauphin^. 3N 

Ephrata... 

Glen  Rocki.s 

Gordon  ■••••■•:;, 

Graiitville,  2  SW 

Hanover'^..  •■lis.iVq 
Ha^risbu^gApt'.^3.5b 

Holtwood^. 

Huntsdale^...-— • 
Kirkwood',^,  1  o^  ■ 

Lancaster i 

Lebanon''....  ■•••■^-   ■• 
MiddletownM.5W.... 

Millersburg',^  2E  .   -. 

Milroy^  ;■  .--.^'U, 

Newburgl.3.5NW 

New  Park.., ......  ••■•• 

PineGrove^,  1.5  NE... 

Selinsgrove 

Shamokin'' 

Shippensburg 

Sunburyi 

Williamptown'.. 

Woodward^2NE 

York,3SW.. 

York  Haven'' 

Potomac  Basin 

Chambersburg«.  1  SW, 

Gettysburg  ., 

Hewitt. 2S\\ 

Hyndman^ ■ 

McConnellsburg'' 

Mercersburg''....  ■•■■ 

South  Mt- Sf f't  «„,;■ 
GULF  DRAINAGE 
Ohio  Basin 
Allegheny 

Acmetonia^.... 

Aliens  Mills'.^.. 

Blairsvillei,  6NE 

Boswen^6NW 

Bradford.4VV-  ■•••  ■■ 
BrookvilleM.5SW.  . 

Buckstown'.^ 

Clarions,  3  SW 

Corry 

Coudersport 

Derry. 

Donegal!  —      

Dunlol.  5,0.5  SW 

BbensburgS 

FordCity^4S 

Franklin^.  .  •••••;•■ 
Glen  Hazeia,  1  NE.  . 

Home'.  5 

Indiana.... •• 

Johnstown\0.5  W.. 
Kanei,  IN 


14     15 


17      18 


20     21 


22     23     24     25     26     27     28     29     30     31 


.08 
...I  .08 
.06    .05 


Blair 

Bedford 

Bedford 

Fulton, 

Juniata 

Bedford  

Huntingdon 

Mifflin 

Huntingdon 

Blair 

Huntingdon 
Huntingdon . 

Perry 

Perry 

Bedford.., 
Huntingdon . 


Adams — 
Cumberland. 
Cumberland. 
Lancaster — 

Dauphin 

Lancaster.. .. 

York ,    

Schuylkill  ... 

Dauphin 

York 

Dauphin 

Lancaster — 
Cumberland. 
Lancaster..  . . 
Lancaster, . . . 
Lebanon 

Dauphin 

Dauphin 

Mifflin 

Cumberland 

York.  ....••• 

Schuylkill. . 

Snyder  

N'umberland 

Cumberland. 

N'umberland 

Dauphin.  . 

Centre.  . . . 

York 

York 


Franklin.. 

Adams 

Bedford..  . 
Bedford  .   . 

Fulton 

Franklin... 
Franklin... 


Allegheny 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Erie 

Potter 

W'moreland. 
W'moreland 
Cambria...  . 
Cambria.  . . . 
Armstrong.. 
Venango — 

Elk 

Indiana 

Indiana 

Cambria  — 
McKean...  . 


.90 


.08 


,05 


.09 


.09 

T 

.06 

.04 
.09 

.01 
.09 
T 

.'20 


.02 
.  121  T. 
.10 


.08 


.07    .07 


.19 
.07 

.'08 

.21 

.08 

.03 

.35 

.02 

.04 

.10 

.10 

.03 

.15 

.07 

T 

.14 

.05 

T 

.14 


T. 


561  .40 
.69    .81 


10 

18 

41 

15 

33 

1.09 

.12 

.44 

.48 

1.07 

1.20 


.10    .31 

.38  .«) 
.12  .38 
.,52  .59 
.22  .91 
.09  .67 
.47|  .8' 


28 

.23 

.47 

.60 

1.02 

.08 

.34 

■20 

78 


.29 


.23 
.43 
.27 
.23 

.72 
.13 
.44 

.05 
.54 
18|  .05 
.32 
.47 


.37 
.66 
.35 

.37 
.13 
.22 
.74 
.70 
.63 
.25 
.18 
.55 
.20 
.15| 
.401 
.3.5 
.35 
.93 
.,50 
.32 
.37 
.95 
.64 
.49 
1.08 
.63 
.24 
.52 
.72 


T. 


.07 


T. 


.36 


.94     ,24 

.93    .20 

.99 

.82 

.73 

.71 

.88 

.74 

.57 

.23 

.65 

.65 

.86 


.79 
.02 
1.0 
..59 
.84 
.80 
.7 
.75 
.66 
.54 
.91 
.94 
.84 
.91 
.93 
.51 


.03 


20 
.73 
16 
21 
28 
15 
28 
68 
10 
20 

T 

..50    .08 
.76    .14 


T. 


T. 


.05 


T. 


09 


.08 

.48 

.47 

.22 

.41 

.37 

.52 

.08 

.56 

.30 

.38 

.16 

.48 

.48 

.25 

.15 

.31 

.39 

.35 

.38 

.40 


.11 

.30 

.201 

.10 

.20 

.15 

.16 

.16 

T 

.06 

.33 


.48 

.22 
.41 

..53 

.48 

.30 
.09 

.33 
.35 
.61 
.21 
.05 
.22 
.44 
.40 
.30 
.54 
.25 
.42 
.38 
.29 


,08 


T, 


.02 
.02 
.06 
.03 

t'. 

T. 

r 
.02 

'.'6i 

T. 
T. 

.01 


.03 


.81 

.64 

.82 

.94 

.69 

.75 

.6.5 

.69 

.70 

.71 

.72 

.70 

.70 

.78 

.86 

.83 

.88 

.73 

.75 

.75 

.76 

.87 

.75 

.78 

.77 


70 

83 

1.25 

85 


06  .04 

,05  .02 

..  .08 

. ..  .08 


.06 
.05 
.10 
.83 
.05 
lOl   .03 


T 
T 

79    .01 


.02 


.89 


1.10 
,49 
,6' 
.8 
.65 
.68 
.03 
.69 
.40 
.64 

1.12 
.16 
.31 
.97 
.88 
31 


,23 


.03 


.07 


T. 
.02 
.32 
.11 

.05 
.27 

".62 


.60 


.22 


.04 


.11 
1.00 

1.18 
84 
90 

1.08 
97 


1.20 


1.10 


.51 

.86 

1.'20 


.10 
.05 

'02 
.12 
.10 

.15    .01 

.18 

.19 


.20 


,51 
.62 

.471  .02 

.  45  T, 

.40  .. 

.37  T 

.51  .05 


.42 


54 

L18 

.91 

.60 


.01 


.27 

.031, 

.10  . 


T 

.10 

.25 

.15  .2' 
.36 
.25 
.1' 

,22' 

,05l  .'26 

.121  .'25 
,12 


T. 


.05 


05  .. 


.36 
.18 

.07 
.42 
.13 

'.'29 
.02 
.24 
.10 
.12 

.'64 


T 
.■23 
1.42 


.10 

.■23 

1.0'2 

.31 

'.(32 
.10 


.09 


.01 

.53 

.43 

T 

.08 

f 
.74 


.01 


.03 

.09 
.02 

.07 

.01 

.03 

.08 

.01 

.06 

.06 

.01 

.SI 

.•38 

T 

.06 


.16 
,19 
.Z^ 
.16 
.10 
.■27 

.  12|  T. 

.0^2  .13 
30 


.15 
.16 

.11 
.10 

.12 
.291 
.21 


... 


3.71 
4.96 
2.77 
4  3:5 
3.03 
3.72 
2.93 
4.12 
3.28 
■2.23 
4.57 
4.  22 
.5.17 


3.41 
2.  72 
3.15 
3.94 
4.53 
3.07 
4.23 
3.9-2 
3.38 
4.28 

4.01 

4.20 
$4.74 

4.65 
$3.  94 

3.69 


.05 

T. 

.06 

T. 

'.'os 

.05 

ios 

ios 

.55 

■"•'•• 

.03 


2.61 
4.53 
3.45 
2.80 
3.57 
3.62 
1.99 
4.33 
4. -25 
2.54 
3.18 
1.99 
3.  33 
2.34 
3.79 
3.63 
3.68 
3.50 
4.56 
4.48 
2  64 
4.03 
4.43 
4.25 
3.18 
4.58 
4.26 
4.56 
5.2.75 
3.62 


3.26 
2.53 
2  97 
2  69 
3.U 
3.05 
3.29 


2.74 

■2.75 

3.67 

3.73 

$2.36 

3.26 

3.64 

3.25 

2.60 

$1.77 

Z73 

3.22 

2.87 

3.19 

3. -22 

•2.43 

2.65 

2.87 

3- 05 

3.11 

2.33 


Continued  on  page  21. 
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Daily  Precipitation  for  March  1046-Contlnued  from  page  20 


Stations 


Al.LKOHKNY 

(continued) 

Kn-Kar',  4.S  SK 

I-yi'ippus,  1.5  10 

Marleuville', ' 

Meadvllle-,  18 

MosKrove- 

I'arkers  Landinp:-.  . . 
l'itt>burKhl"ty()fi.-\ 

Tort  Allegany-' 

l*uIlx^\lta^vuey-   ... 
rutneyville-.  2.5 SK.. 

Kidgway- 

Saltsburg-  ,. 

Se\vard- 

Shemcld',\  6W 

i^nietliport'.s.  1  S\V  . . 

Stroiigstown'.  ■~' 

Tiona-ta-'.  1.5  SK 

Tituwille.  2  8 

Union  Cityl,  5 

Vaudergrift ' 

Warren- 

Voungsville'.* 

MONONUAHEI.A 

ConHuence^,  1.5  NW'.. 

Connellsville^ 

Donora' . 

GreeU:.horo2 

Greensburg,  2  S 

Irwin 

Meyer.^dale^ 

Miirrysville // ',  ^ 

Newell".  

Pitt-burgii  Arpt.//l,5.. 

Rices  Landing^ 

Somerset 

Springsfi,  I  SW 

Unioutown 

Waynesburg 

Beaver 

Beaver  Fall.sS 

Butler 

Farrelis 

Greenville. 

Jamestown^.  ■>  XVV. 
Mercer  Arpt.',  2.5  NE. 

New  Ca.<^tle,  1.5  N 

Pennline.2,  IS 

Ohio 

CIaysville2. 
Coraopolis2 

Midland^ 

Washington',  * 

LAKE   DRAINAGE 

Albion''^ 

Erie',  ^ 

Raymond',  s 


I  E. 


Counties 


W'moreland 
W'moreland. 

Fore.^t 

Crawford 

Armstrong.. . 
Armstrong... 
Allegheny. .. 

McKeau 

Jetl'erson 

Armstrong... 

Elk 

Indiana  ... 
W'nioreland 

Warren 

McKean 

Indiana 

Forest 

Crawford. . . 

Erie 

W'moreland. 

Warren 

Warren 


Somerset 

Fayette 

Washington 

Greene 

W'moreland 
W'moreland 

Somerset 

W'moreland 

Fayette 

Allegheny . . 

Greene 

Somerset 

Somerset 

Fayette 

Greene 


Beaver 

Butler 

Mercer 

Mercer 

Mercer 

Mercer 

Lawrence. .. 
Crawford... 

Washington 
Allegheny  ... 

Beaver.. . 

Washington  . 


Erie 

Erie 

Potter 


Day  of  month 


.051  .01 

....  .04 
.  10  .  16| 
09  .20| 
.14 
.04 


.05 


.03    . 


,03 


,03 


.09 


.09 
T 

.04 
.02 
.02 


.OH 


,04    . 
,  20  . . 


T. 

.09 
.17 
.46 
..S5 
.28  ... 
.10  T 
.35   .18 


.03 


.24 


.54 


.02 


8      9     10     11     12 


.30    .'20 


.06 


.14 

.15 

T. 

.21 

.IS 

.'22 

.05 

.22 

.26 

.11 

.1? 

.1)2 

.09 

.25 

AC 

-29 

.12 

.10 

.16 

.28 

.06 

.17 

.35 

.15 

.3,5 

.16 

.25 

.10 

.19 

.13 

.27 

.40 

.14 

.23 

.37 

.55 

.09 

.48    .03 

.42    .07 

.45    .07 

.45    .03 

.42    .03 

.36|  .08 

.35, 

.21 

.11 

.30 

.48 

.09 

.19 

.24 

.18 


.05 


.29 


.06  .13 
.13  .20 
.44 
.11    .32 


.07 


.13 

'.'35 
.'2fi 
.36 
.08 
.07 
.30    .05 


T. 


.96 


16 


16 


.63 


.33 


.22   .09 
1.20   .10 
.47  .. 
.33   'I 
.  82   .  06 
.531 
.041  .051  .06 
.64    .  I2I 
.65   T. 
.67   T. 
.71    .021 


.26 


.03 


19 


.'25 
.'26 
.11 
.40 
.55 

.04 

.27 

.50 

14 


20 


1.30   .07   .05    .16 


73|  .22 
.44 
.621... 


1.05 


1.09 


.09 


.81 
.79 

'.92 

1.30 

L23 

.65 

.25 

1.13 

.09 

1.25 

.66 

.55 

.83 

1.25 


.56 
.97 
.75 
.75 

. ..[  .88 
,22|   .37 
.58 
.65 


.06 


.37 


T. 


.06 


T. 


.40 


.05 


.40 


.02 


.35 
.09 

.02 
.14 
.09 
.32 

.'io 

T. 

.05 
.35 
.27 
.14 
.18 


21 


22 


T. 


.02 


.01 


24 


26 


.02 


.04  . .. 

.09... 

.32 

.11 

.24 

.01 

.03 


.02  .11 
.10 
.04  .08 
.14  . 


.09 


[See  page  24  for  explanation  of  reference  marks.] 


.35 


T. 


26  1  27 


1.21 
.04    .66 
.11 

.38 
.42 

17 
31 
.40 
34 

10 
08 


.02 
.02 
.04 
.07 
.21 
.05 
.01 
.05 

.07 
.05 
.06 
.13 
.11 
.06 


T. 


.40 


,08 


.45 


T. 


.05 


.01 


ZH      29      80     81 


1.10 
1.03 


1.61 


,45    .06 
26    .11 


1 

47 

02 

1.35 

.90 

1.58 

1.12 


.96 
.03 
.43 
.29    .10 
70 


.39. 
.27    .06 
.42. 


.39 


.09 


.11 


.01 


.27 


,02 


.03 


T. 


.07 


5.13 
54.04 
2.61 
2.14 
3.10 
2.64 
2.46 
■2.02 
2.92 
3.20 
2.38 
■2.85 
2.80 
2.. SO 
1.98 
3.25 
2.63 
2.12 
2.72 
2.41 
2.39 
2.60 


3.86 
2.71 
2.45 
3.66 
3.21 
2.61 
2.79 
■2.43 
3  29 
2.53 
3.67 
4.10 
3.78 
3.86 
4.00 


1.80 
1.94 
2.13 
3.58 
3.12 
2.5s 
1.90 
3.24 


2.55 
2. -28 
2.0O 
2.48 


3.11 

■2.93 

'51.47 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


Maech  1946 


Daily  Temperatures  for  March  1946 


Stations 


Albion/  

AUentown  Arpt.l 

Allentown  / 

Altoona-4.5  W...  . 

Arendtsville^ 

Berwick 

Bethlehem  1 

Blairsville'-BNE 


/Maximum.. 

\  Minimum.. 
4  NE../ Maximum.. 

\  Miuimura.. 
(  Maximum.. 

V  Minimum.. 
(  Maximum. 

\  Minimum.. 
(  Maximum. 

\  Minimum. 
/  Maximum . 

\  Minimum. 
/  Maximum. 

\  Minimum.. 
.  (  Maximum. 

)  Minimum ., 


Braclford-4  W . . 
Broolsville'-I  5 
Burnt  Cabins!-' 

Butler 

Canton /-INW 

Carlisle 

Chambersburg' 
Clarion6-3  SW 


.2  NE  . . . . 


(  Maximum. 

\  Minimum. 
SW /  Maximum. 

\  Minimum. 

/  Maximum. 

V  Minimum. 

/  Maximum. 

\  Minimum. 

/  Maximum 

\  Minimum. 
Maximum 
Minimum. 
Maximum 
Minimum . 
Maximum 
Minimum. 


;6.1  SW. 


■I! 


c.ay-me/ {^SZS:. 

Coalport/ {^fS^Z: 

Coatesville/ i  Maximum. 

coatesvuiB/.  \  Minimum., 

Columbia 


Corry 

Coudersport 

Curwensvillei-6NW. 


Derry. 


(  Maximiun. 
\  Minimum.. 
/  Maximum. 
V  Minimum .. 
/  Maximum. 
\  Minimum. 
(  Maximum. 
\  Minimum. 

Maximum. 

Minimum. 


{I 


47 
22 
46 
24 
50 
22 
51 
21 
48 
21 
45 
28 
58 
25 

54 
15 
66 
20 
47 
20 
58 
25 
46 
21 
49 
23 
50 
23 
58 
18 

63 
23 
63 
20 
60 
23 
51 
23 
55 
'22 
52 
15 
48 
'20 

■24 


rv  .,„™c.ii                        ../Maximum.. 
^oneea.\' \Minimum.. 


Donora' 


(  Maximum. 
\  Minimum.. 

Ea.'-^i-«/ {^sr.-. 

EastWaterford«-3E....  I  Maximum. 
Eben^t-^/ {^Sr 


39 

31 

42 

2 

44 

32 

41 

31 

44 

33 

40 

32 

46 

31 

48 
30 
41 
32 
40 
32 
61 
35 
37 
27 
47 
34 
41 
29 
59 
31 

49 
28 
44 
19 
45 
24 
48 
33 
52 
32 
49 
31 
36 
28 

36 


50 
32 
52 
33 
49 
32 
55 
33 
50 
30 
49 
36 
47 
28 

45 
28 
46 
28 
51 
29 
50 
30 
47 
30 
54 
34 
54 
35 
50 
29 

64 
26 
53 
30 
52 
29 
55 
30 
45 
29 
46 
28 
4' 
28 


Emporium /-I  E. 


<  Maximum.. 
Minimum. 


FnhrBtd  '  Maximum . 

i^VhTB-ta. \  Minimum. 


Erie! 


Maximum 
Minimum. 


Everetti-0.5  SW )  Maximum. 

^  \  Minimum. 

Tf„™pU  /Maximum. 

*'^"®" ■!  Minimum. 

Ford  City  MS ^*J?^™^- 

VMimmum. 

Franklin/ (Maximum.. 

\  Minimum.. 
Fredericksville-1  S /  Maximum. 

VMimmum.. 

Frepland  /Maximum. 

"®^'*°'* i  Minimum.. 

George  Schooie /  Maximum. 

""    *  \  Mimmum .. 

Gettysburg /  Maximum. 

"      ■'  \  Minimum. 


Gordon 

Greensburg-2  S 

Hanover/ 

HarrisburgArpt.  1-3.5  S 

Hawley-0.5E 

Hewitt-2SW 

Holtwood' 

Huntingdon 


/  Maximum.. 
V  Minimum.. 
/  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum . 
/Maximum. 
\  Minimum. 
/  Maximum 
\  Minimum. 


59 
17 
67 
30 
42 
23 
43 
27 
51 
23 
55 
18 
49 
•25 
59 
34 

50 
20 
61 
31 
62 
21 
58 
'24 
44 
17 
47 
19 
49 
23 
50 
24 


71 
29 
70 
•27 
74 
36 
73 
29 
61 
37 
65 
25 
64 
36 

34 

69 
33 
74 
50 
62 
26 
70 
41 
67 
32 
69 
24 
72 
29 
61 
40 


64 

37 

72 

36 

72 

42 

75 

3' 

67 

41 

70' 

45 

69 

50 

49! 
34 
67 
39 
69] 
36 
73 
44 
61 
33 
72 
39 
72 
38 
70 
37 

72 
42 
70 
36 
75 
35 
76 
36 
63 
40 
63 
34 
66 
41 

43 


54 
35 
56 
38 
70 
39 
74 
3' 
69 
39 
55 
38 
74 
53 

70 
30 
72 
34 
71 
36 
75 
37 
65 
41 
71 
40 
73 
38 
74 
30 

72 
45 
70 
35 
67 
38 
71 
39 
70 
36 
70 
.30 
68 
46 


43 
28 
61 
38 
45 
25 
54 
25 
40 
31 
41 
25 
43 
29 
49 
34 

42 
•26 
53 
34 
41 
30 
40 
32 
38 
29 
54 
17 
41 
34 
44 
32 


69 
41 

74 

47 

60 

36 

68 

52 

67 

41 

69 

26 

74 

39 

4 

34 

68 
■22 
71 
48 
71 
42 
70 
41 
71 
39 
65 
44 
73 
39 
75 
38 


47 
33 
61 
38 
49 
31 
56 
37 
53 
33 
47 
39 
53 
35 

46 
23 
51 
30 
51 
31 
56 
29 
49 
31 
60 
36 
55 
35 
53 
27 

60 
33 
49 
29 
62 
39 
58 
41 
51 
21 
47 
33 
45 
28 

"36 


10 


53 

39 

40 

30 

4' 

44 

56 

36 

58 

36 

44 

23 

49 

22 
47 
27 
53 
33 
57 
30 
42 
32 
46 
41 
50 
3' 
53 
■29 

34 

■29 
37 
29 
59 
48 
60 
42 
49 
21 
47 
28 
47 
22 


12  13 


58 
38 
70 
36 
54 
39 
52 
36 
61 
46 
59 
42 
71 
39 
71 
55 

58 
45 
63 
38 
67 
46 
67 
47 
57 
37 
70 
44 
63 
48 
62 
32 


54 
■29 

60 
35 
60 
28 
47 
37 
43 
29 
50 
30 
56 
39 
55 
33 

49 

32 

5' 

30 

58 

29 

55 

28 

62 

35 

57 

31 

66 

39 

59 

39 

50 
31 
60 
31 
59 
44 
52 
37 
48 
26 
59 
49 
54 
43 
51 
31 


42 
24 
42 
27 
38 
26 
45 
24 
41 
24 
40 
29 
34 
20 

34 

12 
35 
21 
41 
■22 
43 
■22 
33 
24 
47 
28 
44 
27 
37 
24 

40 

18 

3' 

■22 

43 

■24 

45 

28 

34 

22 

35 

21 

34 

17 


52 
■20 
52 
22 
68 
19 
57 
19 
54 
20 
52 
25 
61 
24 

59 
13 
59 
17 
56 
17 
68 
21 
48 
19 
56 
21 
56 
•20 
63 
16 

63 

20 
60 
16 
53 
22 
58 
24 
61 
18 
59 
12 
68 
18 


67 
27 

68 
26 
69 
33 
72 
28 
68 
28 
68 
33 
66 
47 

65 
29 
67 
32 
70 
29 
74 
31 
66 
26 
70 
30 
70 
29 
71 
■26 

70 
•23 
69 
17 
70 
26 
71 
30 
66 
41 
67 
25 
66 
40 


39 
21 
42 
26 
39 
27 
37 
■20 
40 
■22 
39 
21 
45 
26 
44 
27 

40 
18 
39 
21 
47 
30 
43 
28 
38 
16 
49 
25 
43 
30 
42 
21 


75 
35 
76 
32 
70 
41 
73 
36 
75 
35 
76 
44 
72 
50 

70 
•32 
69 
31 
73 
35 
72 
34 
73 
42 
74 
37 
73 
38 
70 
■29 

72 
42 
71 
27 
75 
40 
77 
38 
72 
38 
62 
47 
65 
45 

'39 

72 
36 

74 
43 
64 
36 
70 
52 
69 
42 
72 
28 
76 
39 
73 
51 


16 


55 
46 
72 
39 
62 
50 
66 
46 
69 
62 
60 
46 
55 
49 

59 
44 

62 
46 
62 
50 
72 
34 
56 
48 
70 
56 
66 
61 
66 
47 

61 
46 
52 
30 
65 
40 
68 
52 
63 
51 
67 
■32 
.59 
45 


18  19 


20 


60 
.39 
59 
39 
67 
44 
54 
44 
62 
41 
58 
40 
62 
39 

63 
38 
55 
45 
53 
44 
63 
50 
61 
35 
59 
46 
55 
45 
59 
39 

63 

49 
53 
45 
60 
43 
59 
41 
65 
38 
59 
38 
51 
41 


25 
72 
43 
70 
26 
69 
■22 
67 
29 
63 
36 
68 
•29 
72 
30 

67 
27 
70 
26 
72 
30 
73 
31 
67 
27 
74 
25 
69 
36 
72 
15 


48 
41 
49 
41 
47 
.39 
47 
39 
59 
41 
46 
41 
59 
39 

57 
43 
57 
41 
49 
40 
61 
48 
42 
38 
54 
42 
48 
40 
62 
42 

68 
43 
45 
39 
50 
39 
55 
42 
62 
44 
44 
35 
44 
35 


44 

37 

t^ 
43 
35 
40 
36 
48 
38 
42 
37 
42 
34 

47 

37 

42 

3' 

40 

36 

65 

42 

40 

36 

48 

38 

46 

36 

50 

37 

61 
42 
40 
35 
43 
36 
49 
38 
54 
40 
56 
30 
37 
32 


21 


22 


68 
31 
73 
41 
73 
33 
70 
34 
73 
38 
70 
49 
73 
43 
74 
38 

75 
31 

75 
47 
75 
43 
75 
42 
76 
34 
73 
39 
70 
41 
761 


64 
31 
71 
48 
67 
38 
67 
35 
67 
50 
61 
46 
65 
46 
69 
54 

66 
61 
67 
54 
66 
52 
64 
49 
64 
46 
65 
30 
64 
50 
63 


54 
30 
53 
37 
51 
35 
55 
36 
57 
37 
51 
35 
49 
32 

54 
35 
56 
30 
52 
35 
56 
39 
53 
34 
.55 
40 
54 
36 
58 
37 

52 
40 
56 
35 
63 
38 
55 
38 
56 
38 
5' 
31 
50 
32 


30!  29 


54 

42 

63 

49 

5' 

50 

60 

42 

58 

39 

56 

36 

56 

40 

62 

46 

58 
42 
59 
52 
59 
46 
56 
47 
61 
33 
56 
39 
58 
47 
58 
42 


45 
39 
68 
49 
63 
43 
66 
44 
50 
38 
46 
34 
47 
38 
53 
42 

62 
37 
64 
45 
55 
42 
49 
41 
51 
32 
55 
40 
51 
43 
52 
41 


40 

37 

64 

45 

49 

31 

50 

41 

44 

30 

46 

30 

45 

3 

47 

38 

45 
35 
52 
41 
42 
37 
44 
37 
48 
40 
44 
39 
46 
40 
42 
37 


50 
31 
61 
38 
56 
37 
52 
41 

60 
26 
59 
42 
63 
31 
60 
39 
52 
36 
53 
32 
50 
36 
54 
38 

50 
36 
51 
39 
54 
36 
54 
39 
58 
27 
48 
35 
55 
37 
55 
39 


60 
26 
62 
27 
61 
26 
64 
31 
63 
27 
61 
30 
61 
32 

59 
21 
63 
25 
62 
22 
61 
19 
58 
.30 
61 
28 
63 
27 
68 
•23 

61 
24 
65 
20 
60 
35 
64 
30 
60 
•23 
62 
•20 
60 
30 

26 

69 
25 
65 
30 
59 
32 
56 
31 
63 
27 
66 
■22 
64 
■29 
64 
35 

62 
21 
65 
32 
65 
24 


23  24 


25 


2' 

60 

28 

60 

29 

61 

30 

61 

30 

61 
21 
63 
21 
61 
29 
64 
31 
65 
21 
63 
30 
60 
36 
64 
21 


25 
68 
24 
69l 
27 
68 
33 
66 
30 
71 
30 
71 
■24 

71 
24 
69 
19 
67 
34 
70 
29 
69 
23 
71 
•20 
67 
34 

'28 

69 
•22 
71 
34 
64 
31 
63 
42 
68 
32 
73 
■23 
70 
31 
60 
39 


70 
■28 
70 
30 
68 
34 
75 
30 
71 
30 
70 
34 
64 
43 

63 
29 
66 
30 
75 
26 
73 
33 
69 
43 
7l| 
31 
74 
31 
69 
30 

69 

28 
69 
23 
72 
30 
75 
30 
62 
28 
69 
26 
65 
.33 

'36 

68 
32 
72 


66 

37 

6' 

45 

64 

39 

72 

25 

71 

32 

63 

35 

71 
•26 
70 
36 
70 
33 
68 
29 
69 
■29 
67 
40 
71 
27 
73 
30 

70 
■26 
71 

;« 

74 
35 
74 
33 
72 
25 
73 
24 
68 
36 
70 
26 


59 
32 
60 
35 
64 
27 
59 
35 
66 
31 
59 
35 
58 
28 

59 
25 
59 
28 
58 
28 
70 
21 
48 
24 
64 
35 
62 
32 
61 
■23 

62 
29 

60 
23 
60 
33 
70 
35 
54 
24 
56 
55 
54 
23 

'2'7 

61 
42 
65 
36 
49 
24 
58 
•28 
57 
25 
61 
26 
64 
35 
45 
30 


27 
57 
28 
50 
30 
42 
28 
58 
28 
57 
32 
60 
40 

49 
•20 
54 
■28 
49 
27 
56 
23 
53 
26 
50 
29 
46 
30 
58 
28 

66 
30 
50 
22 
.53 
24 
51 
30 
52 
25 
55 
20 
44 
32 

'45 

63 
37 
70 
46 
51 
•23 
42 
33 
53 
36 
50 
27 
53 
30 
58 
44 


26  27 


62 
40 
62 
35 
65 
36 
67 
3B 
62 
39 
62 
41 
63 
42 

60 
39 
64 
40 
67 
38 
66 
21 
58 
35 
59 
41 
65 
39 
67 
40 

64 
36 
65 
38 
.59 
38 
60 
40 
62 
44 
60 
36 
60 
34 

'45 

61 
36 
68 
46 
66 
33 
60 
33 
60 
37 
64 
19 
58 
40 
.50 
44 


63 
38 
68 
38 
60 
43 
60 
40 
63 
36 
66 
44 
55 
47 

60 
31 
56 
33 
59 
43 
68 
39 
61 
37 
65 
42 
54 
44 
56 
34 

58 
36 
55 
35 
62 
40 
60 
44 
60 
32 
59 
29 
64 
40 

'45 

56 
42 
60 
50 
59 
.35 
55 
47 
55 
43 
61 
34 


47 
•23 
55 
41 
42| 
38 
47 
32 
62 
21 
53 
30 
48 
39l  37 


43 
63 
45 

57 

43 

67 

46 

56 

39 

5' 

38 

65 

39 

62 

43 

64 

40 

64 

47 

60 
33 
61 
42 
63 
40 
67 
43 
691 
33 
64 
45 
59 
48 
5' 


70 

48 
71 
43 
69 
49 
75 
50 
70 
45 
70 
50 
64 
47 

65 

30 

6' 

39 

73 

48 

60 

41 

68 

38 

74 

62 

76 

48 

69 

36 

68 
49 
69 
41 
73 
42 
75 
50 
66 
30 
69 
31 
66 
35 

50 

66 
46 
73 
54 
66 
38 
68 
47 
64 
41 
72 
34 
73 
48 
61 
41 


30 


78 
42 
77 
44 
71 
45 
68 
44 
80 
43 
77 
50 
74 
55 

74 
36 
72 
38 
71 
42 
81 
42 
75 
52 
71 
40 
70 
45 
72 
38 

7 

42 

75 

34 

73 

43 

76 

45 

73 

37 

79 

32 

70 

50 


59 
33 
62 
40 
72 
52 
52 
39 
66 
57 
61 
47 
64 
47 

65 
53 
65 
38 
63 
51 
70 
49 
69 
39 
68 
37 
58 
30 

56 

62 
38 
68 
60 
63 
41 
57 
45 
62 
48 
62 
40 
54 
58 
62 
36 


Mean 


47 
81 
41 
79 
38 
79 
35 
77 
39 
74 
46 
79 
43 
78 
47 

79 
35 
80 
56 
80 
49 
80 
47 
78 
33 
68 
47 
75 
48 
81 
37 


56 
32 
58 
33 
67 
2' 
65 
32 
60 
31 
56 
34 
56 
•27 

49 
24 
55 
24 
56 
24 
68 
,30 
43 
22 
57 
34 
5' 
30 
59 
23 

58 
31 
59 
22 
56 
39 
62 
33 
50 
26 
48 
•28 
52 
■23 

•29 

60 
26 
61 
35 
43 
22 
49 
27 
57 
25 
63 
24 
59 
34 
40 
30 

59 

28 
58 
30 
57 
27 


58.8 
33.8 

60  7 
34.5 
58.9 
;35.5 
60.4 
3-5.4 

61  5 
34.9 
68.9 
37.7 
58.4 
37.6 

57.6 
•28.6 
58.3 
31.1 
59.1 
33.0 
64.6 
33.8 
55.1 
33.5 
61.1 
37  6 
60  2 
35.9 
62.1 
30.9 

62.0 
34.3 

58.3 
29.  1 
60.8 
35.6 
63.2 
37.1 
59.3 
31.6 
58.9 
•29.6 
54.9 
32.4 

37.6 

58.9 
32.7 
64.8 
541.2 
53.3 
31.3 
64.6 
37  8 
56.4 
34.7 
60.9 
■28.1 
61.2 
37.6 
55.9 
37.7 

59.1 
30.9 
65. 2 
38.5 
61.9 
31.9 
60.9 
32.3 
.59.7 
35.0 
57.7 
35.0 
60.3 
36.7 
63.2 
37.8 


58.8 
31.9 
6.3.7 
35.9 
61.5 
38.7 
60.4 
37.3 
59.5 
■29.5 
62  8 
34.5 
.59.0 
39.5 
60.6 
30.9 


Continued  on  page  23. 
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Daily  Temperatures  for  March  1946— Continued  frorn  page  22. 


Stations 


Iiuliiiim 

Irwin 

lanieslown/  -2  N\V 

Johnstown  / 

Kline'- 1  N 

I.ancastor 


/  Maximum. 
\  Mininnuii . 
(  Maximum.. 
\  Mininnuii .. 
/  Maximuiii.. 
\  Minimum.. 
/  Maximum.. 
\,  .Minimum.. 
)  Maximum.. 
\  .Minimum. 
/  Maximum. 
\  .Nlinimuni. 


La\vr;"mvville  ..   — . .  (  .Vlaximum 

\  .Minimum. 
I  I'banon  ' (  .Maximum, 

\  Minimum. 
be\vi.«!o\vn/-'2  SW /  Maximum . 

\  Minimum . 
Lock  Haven* /  Maximum. 

\  .Minimum. 
Mal•(•u.^  Hook' /  Maximum. 

'i  .Minimum.. 
Martinsburpf' (  Maximum. 

\  Minimum. 

Mauch  Chunk!  SW /  Maximum. 

\  Minimum ., 
Meadville/l  S /  Maximum. 

\  Minimum.. 
Mercer '-2  5  NE /  .Maximum. 

\  Minimum.. 
MiddIeto\vn'-1.5  W I  Maximum. 

\  Minimum  . 
Midlandfi /  Maximum.. 

\  -Minimum.. 
Montrose/-3  E t  Maximum.. 

\  Minimum.. 


02  53 

27  84 

63  63 

25  37 

6»i  51 

25  29 

57|  50 

25i  33 

55  40 

18  28 

50;  48 


20     29     28 


Mt.  Pocono'-2N 

New  Bloomfield 

Newburg'-3.5NW 

New  Castle-1.5  N 

Pahiierton' 


.  /  Maximum. 

\  Minimum. 
,  /  Maximum 

\  Minimum. 
,  /  Maximum 

\  Minimum. 

(  Maximum. 

\  .Minimum. 

/  Maximum. 

\  Minimum. 


Park  Place'-l  N\V /  Maximum 

\  Minimum. 
Phila    Arpt.i-7S\V  ..  .(Maximum. 

\  .Minimum. 
Philadelphia  CO.' »  Maximum. 

\  Minimum. 
Phila.  Shawmont /  Maximum. 

V  Minimum. 
Philipsburg'-7  K /  .\!aximum. 

\  Minimum. 
Phoenixville-1.5  SE /  Maximum. 

^  Minimum.. 

Pittsburgh  Arpt.'-T.SSE  (  Maximum. 

\  .Minimum., 
Pittsburgh  City  Office' . .  (  .Maximum. 

\  Minimum., 
Port  Clinton/ I  Maximum. 

I  Minimum.. 
I^tneyvine-2,5  SE (  Maximum. 

(Minimum.. 
Quakertown-0.5  E (  Maximum. 

\  Minimum.. 
Reading! /Maximum., 

\  Minimum.. 

Ridgway  / (  Maximum.. 

\  Minimum.. 
Scranton' (  Maximum.. 

\  Minimum.. 
Selinsgrove i  Maximum.. 

\  Minimum.. 
Somerset ( Maximum.. 

I  Minimum. 
Springsfi-l  SW       /  Maximum 

V  Minimum. 
State  College' (  Maximum 

\  Minimum. 

8troudsburg-2  E (  Maximum 

\  Minimum. 
Tamarack /-2  S (  Maximum 

\  Minimum . 
Tiouesta/-1.5  SE (  Maximum 

\  Minimum. 
Titnsville-2  S f  Maximum. 

I  Minimum., 
Towanda-1  E I  Maximum. 

\  Minimum. 
Tunkhannock <  Maximum. 

I  Minimum. 


50 
17 
49 
261 
52 
24 
54 
21 
52 
30 
50 
21 

44 
10 
56 
24 
56 
27 
50 
23 
68 
30| 
42 
16 

41 
12 

48 
18 
50 
22 
61 
26 
42 
15 

39 
20 
52 
26 
52 
30 
50 
23 
45 
15 
58 
17 

63 
30 
63 
31 
41 
18 
57 
21 
44 
17 
49 
25 


75 
60 
75 
47 
72 
42 
76 
40 
70 
32 
771  72 
31  33 


44  44  60 
26  29  24 

48j  66 

29!  30 

45 

28 

53 

30 


36 

24 

44 

31 

40 

28 

59 

35 

40j  49 

33  30 


34 

2.5 

48 

29 

47 

34 

47 

2,5 

37 

30 

4' 

28 

48 
36 
50 
39 
40 
30 
42 
32 
42 
28 
44 
34 

39 
17 
46 
32 
43 
3! 
44 
32 
41 
28 
39 
33 

43 
30 
32 
25| 
39 
23 
53 
32 
42 
33 
42 
31 


43 

30 
52 
36 
54 
39 
52 
32 
43 
30 
53 
28 

52 
31 
53 
35 
54 
30 
49 
29 
49 
32 
52 
36 

48 
22 
46 
32 
51 
29 
48 
30 
47 
29 
47 
34 

54 
24 
46 
28 
46 
28 
45 
27 
50 
27 
45 
28 


52 

37 

75 

35 

71 

29 

62 

42 

77 

4 

66 

46 

62 
31 
66 
42 
6' 
42 
74 
35 
71 
39 
56 
34 

61 
32 
71 
32 
70 
38 
71 
42 
67 
34 

65 
48 
7,5 
42 
75 
47 
75 
37 
64 
35 
77 
31 

71 
50 
7:! 
49 
70 
34 
69 
40 
71 
33 
74 
46 

68 
38 
66 
42 


69 
32 
61 
39 
56 
24 
71 
33 
62 
40 
70 
3' 

62 

45 
70 
39 
68 
45 
70 
3' 
72 
39 
64 
41 

54 
33 
6' 
32 
71 
42 
72 
36 
54 
32 

55 

37 

59 

39 

57 

39 

68 

3 

65 

34 

70 

31 

74 
54 
75 
49 
57 
34 
73 
32 
67 
35 
55 
39 


57 
58 
37 

.55 
33 
51 
42 
57 
30 
70 
42 
55 
36 
52 
45 

54 
38 
62 
45 
60 
46 
68 
43 
60 
43 

54 
43 
71 
55 
71 
57 
70 
44 
56 
32 
73 
35 


65 
31 
68 
31 
56 
27 
51 
35 
49 
18 
71 
36 

49 
29 
59 
38 
50 
35 
50 
35 
68 
50 
46 
28 

55 
30 
54 
24 
54 
30 
54 
36 
59 
35 
49 
25 

46 
29 
51 
28 
50 
35 
.57 
28 


62 
43 

65 

43 

60  58 

43 


65 
29 
55 
30 
36 
31 
36 
33 
49 
25 
61 
40 

48 
33 
50 
42 
47 
34 
47 
30 
60 
38 
45 
29 

53 
39 
32 
28 
49 
26 
60 
36 
51 
29 
42 
29 

53 
28 
48 
36 
51 
35 
58 
31 
59 
36 

52 
28 
61 
39 
61 
41 
62 
44 
45 
26 
62 
43 


10  11 


47 

27 
50 
30 
42 
38 
51 
27 
59 
39 
62 
37 

37 
2 

57 
33 
52 
36 
48 
28 
47 
28 
49 
.32 

54 
40 
36 
28 
31 
26 
62 
28 
52 
35 
55 
35 


40 
80 
43 
21 
43 
13 
43 
26 
.39 
12 
49 
30 

45 
25 
46 
32 
46 
32 
48 
28 
56 
38 
42 
25 

40 
27 
41 
14 
38 
18 
45 
27 
39 
25 
35 
18 

35 

20 
46 
29 
46 
28 
43 
22 
40 
25 

37 
22 
19 
32 
49 
36 
48 
3fi 
38 
20 
48 
34 


38 
25 
88 
28 
3' 
22 
40 
29 
32 
14 
49 
24 

40 

20 
43 
27 
44 
26 
42 
28 
48 
32 
37 
24 

39 
18 
36 
18 
33 
22 
43 
26 
38 
26 
31 
18 

32 
14 
43 
20 
42 
26 
43 
21 
40 
22 

34 
20 
44 
31 
44 
34 
45 
28 
34 
16 
46 
22 


69   76 

38 

68 

38 

70 

31 

72 

31 

66 

28 

73 

26 


16  16 


58   70 
21   37 


15  26 
39  34 


43  37 
26  28 


48 
14 

61 
22 
60 
23 
56 
23 
61 
30 
47 
16 

45 
11 
56 
17 
56 
32 
64 
25 
50 
18 

47 
19 
54 
25 
54 
30 
51 
22 
52 
13 
56 
16 

64 
26 
64 

31 
51 
18 
60 
18 
51 
16 
53 
25 


65 
24 
69 
30 
67 
40 
70 
29 
69 
36 
63 
21 

63 
35 
70 
25 
68 
30 
72 
38 
65 
29 

63 
35 
68 
36 
68 
40 
69 
32 
65 
30 
75 
2' 

69 
44 
72 
49 
63 
2n 
68 
33 
67 
25 
70 
38 

69 
15 
66 
35 
70 
31 
67 
24 
64 

2n 

69 
39 


56   66 
52  50 


70 
40 

71 
31 
69 
38 
71 
42 
74 
56 
72 
40 
71 
38 

72 
43 
74 
33 
72 
46 
70 
36 
73 
36 

70 
48 
74 
43 
73 
49 
74 
42 
68 
31 
75 
47 

73 
52 
73 
45 
72 
34 
70 
34 
74 
33 
76 
46 

75 
26 
74 
40 
73 
32 
68 
29 
64 
34 
73 
43 


69   76 


52 

58 
46 
67 
52 

60 
52 
62 
56 
58 
50 
60 
42 
65 
48 
61 
48 

64 
29 
61 
48 
69 
51 
59 
49 
54 
50 
60 
52 

72 
49 
54 
49 
65 
36 
67 
50 
61 
47 
68 
49 


51 
44 

65 
36 
61 
43 
58 
43 
67 
47 
63 
62 
61 
36 

57 
32 
57 
44 
64 
44 
62 
48 
57 
36 

52 
37 
58 
43 
57 
45 
57 
45 
52 
42 
60 
43 

58 
46 
61 
50 
.58 
43 
64 
45 
57 
38 
59 
47 

60 
36 
62 
43 
58 
44 
52 
44 
61 
41 
54 


46  39 


46 
39 

48 
39 
65 
45 
64 
42 
49 
41 
65 
45 
43 
38 

44 
33 
62 
38 

48 
38 
65 
45 
4' 
40 

44 

33 
50 
42 
50 
42 
,50 
42 
45 
36 
55 
40 

63 
44 

65 
48 
48 
39 
57 
40 
63 
38 
50 
44 

57 
41 
47 
43 
56 
38 
.52 
39 
48 
37 
53 


20  21 


22 


56  59 

30  25 


39  46 
35  34 


47 
35 
51 
42 
50 
39 
44 
39 
64 
44 
43 
38 

40 
32 
45 
34 
40 
35 
64 
43 
44 
36 

39 

30 

44 

39 

44 

40 

50 

39 

3' 

32 

44 

38 

54 
41 
67 
43 
42 
36 
49 
36 
45 
35 
45 
38 

43 
37 
46 
39 
49 
36 
43 
35 
40 
34 
39 
36 


51 
38 
59 
39 
57 
34 
55 
34 
56 
40 
55 
33 

50 
27 
58 
36 
54 
32 
60 
41 
53 
30 

51 

30 
50 
38 
49 
39 
50 
39 
60 
26 
54 
38 

49 

37 
.53 
40 
55 
37 
53 
35 
53 
36 
55 
38 

59 
37 
57 
37 
58 
35 
45 
32 
45 
30 
51 
36 


69 
34 
73 
29 
70 
27 
74 

.sol 

68| 
19 

70| 
26 

72 
251 
69 
30| 
71 
29, 
73 
29 
68 


61   68 
26  27 


59 
19 
62 
25 
62 
29 
62 
29 
63 
28 
59 
30 

58 
23 
62 
21 
62 
26 
66 
25 
62 
24 

58 
30 
59 
36 
60 
36 
63 
30 
60 
19 
62 
22 

62 
34 
63 
34 
62 
25 
62 
26 
60 
26 


II 
72 
36 
70 
34 
70 
33 
65 
28 
75 
26 

67 
41 

72 
32 
72 
29 
69 
31 


63 
23 
69 
26 
67 
33 
68 
30 
68 
31 
64 
33 

67 
34 
70 
26 
70 
32 
70 
■I 
61 
26 

63 

38 

66 

34 

68 

42 

66 

30 

65 

21 

6 

24 


65 
20 
63 
30 
64 
24 
59 
19 
55 
25 
62 
30  34 


55   65 

35   23 

52 

31 

58 

38 

68 

37 

57 

30 

69 

32 


59 

67 

32 

37 

65 

70 

25 

25 

61 

69 

24 

24 

63 

70 

28 

27 

63 

71 

23 

26 

30 

59 

26 

68 

26 

67 

34 

59 

3, 

46 

25 

64 
24 
58 
31 
58 
30 
66 
27 
54 
29 

49 
25 
.58 
3' 
59 
39 
73 
30 
53 
26 
59 
35 

60 
32 
61 
35 
.56 
33 
57 
24 
62 
29 
60 
37 


26 


26 


49 
36 

55 
23 
66 
29 
60 
36 
46 
32 
65 
42 
55 
25 

.53 

25 

45 

23 

44 

30 

65 

3, 

53 

25 

51 
32 
55 
35 
56 
38 
72 
30 
44 
33 
57 
23 

67 
45 
67 
4S 
52 
28 
58 
36 
57 
22 
55 
32 

47 
20 
60 
28 
55 
23 
58 
33 
65 
31 
47 
3' 


65 
43 
65 
46 
66 
39 
67 
42 
61 
31 
60 
38 

59 
38 
62 
34 
68 
33 
66 
40 
65 


27 


28 


29 


62  76 
38  44 


61   56 
36   45 


38   40 


64  70 

32|  U 

5' 

37 

56 

42 

57 

42 

59 

44 

63 

3' 


46  51 


28  21 
64   61 

29  21 


76 
45 

76 
34 

78 
34 
76 
39 
78 
44 
76 
43 
75 
41 

75 
44 
79 
39 
78 
48 
78 
38 
77 
36 

75 
44 
77 
46 
77 
54 
80 
42 
75 
31 
81 
35 


80 


81 


Mean 


66 
28 
64 
29 
55 
26 
61 
32 
48 
22 
62 
29 

44 
25 
55 
33 
.57 
35 
52 
30 
54 


47 

36 

65 

72 

48 

411 

70 

79 

48 

46 

72 

82 

45 

36 

69 

77 

39 

41 

66 

78 

33 

33 

66 

78 

.33 

34 

71 

81 

38 

33 

68 

81 

40 

33 

32 
67 
34 
62 
40 
69 
50 
62 
42 

58 
31 
62 
46 
6:-i 
52 
66 
53 
59 
31 
68 
5 

65 

41 

66 

45 

64 

50 

55 

24 

6 

52 

65 

46 

59 
37 
63 
38 
67 
50 
62 
51 
59 
34 
58 
38 

r 

3' 
56 
41 
61 
40 
68 
42 
67 
37 
62 
45 


55 
29 

58 
30 
52 
26 
54 
26 
56 
31 
61 
34 
42 
22 

46 
23 
65 
29 
56 
26 
60 
2' 
55 
31 

45 
24 
55 
38 
56 
40 
65 
35 
49 
22 
63 
33 

57 
32 
58 
36 
62 
30 
60 
36 
60 
29 
56 
35 

54 

1 

48 

30 

65 

30 

60 

26 

55 

25 

51 

28 


62.1 
88.6 
64,5 
87.9 
61.4 
83.8 
61.5 
37.9 
.56.4 
26.4 
64.1 
33.6 

58.9 
31  5 
60.7 
36  0 
60.8 
32.7 
61.5 
34.9 
65.5 
$« 
56.7 
36.3 

$57.  7 
$31,2 
58,8 
32.9 
59.0 
34,6 
60.3 
36.1 
61.7 
37.4 
53.8 
31.7 

54,3 
30.3 
60.4 
32.0 
59.1 
35.7 
64.7 
35. 2 
57.3 
32.2 

.53.  8 
.33.9 
60.6 
39.0 
60.5 
42.5 
63.2 
37.0 
.54.  5 
29.  9 
63.5 
33.6 

61.8 
40.7 
63,1 
42.1 
67.6 
33.2 
60.2 
32. 3 
60.4 
33.8 
60.8 
39.3 

59.4 
26.3 
59.  1 
35.2 
60,6 
33.2 
58.6 
31.5 
65.4 
31.7 
57.5 
37.4 

62.2 

31.3     ■ 

.54.1 

32.8 

58.1 

30.  0 

60.2 

33.6 

59.2 

31  3 

60.0 

31.6 


Continued  on  page  24. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


March  1946 


Daily  Temperatures  for  March  1946— Continued  from  page  23. 


Stations 


Uniontown /  Maximum., 

\  Minimum.. 

Vandergrifti  (  Maximum. 

\  Mimmum.. 

Warren /  Maximum . 

\  Minimum.. 

Waynesburg /  Maximum. 

\  Minimum.. 

Wellsboro/ /  Maximum. 

\  Minimum. 
West  Chester /  Maximum. 

\ Muumum. 
Wilkes-Barrel.Apt. -3N.  /  Maximum. 

\  Minimum. 
Williamsport  Arpt.'-4  E  /  Maximum. 

(  Minimum., 
Williami-tovvn /  Maximum. 

\  Mimmum., 
Woodward  Apti-2  NE..  .  /  Maximum. 

\  Minimum. 
york-3  SW )  Maximum. 

\  Minimum. 


69     61 
51     35 


10     11     12     13     14     15 


17     18     19 


20 


21     22 


23 


24 


26     26     27     28 


81 
43 
82 
b3 
83 
34 
80 
40 
81 
33 
78 
47 
79 
3' 
81 
3 
80 
49 
76 
45 
82 
46|     42 


29     30 


31 


Mean 


65.7 
39.9 
63. vi 
37.2 
5.).  7 
33.2 
63.9 
37,4 
.57. 2 
27,4 
60.6 
38.6 
59.fi 
3J.1 
59.0 
32.5 
61.3 
3.5.11 
54.1 
34.9 
65.7 
35.4 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSURE,  WIND,  HUMIDITT  AND  SUNSHINE. 


Stations 


Atmospheric  pressure 
(reduced  to  sea  level) 


Erie 

Harrisburg... 
Philadelphia 
Philipsburg.. 
Pittsburgh..., 

Reading 

Scranton  .... 


30.44 
30.47 
30.50 
30.39 
30.41 
30.  52 
30.47 


11 

29.50 

12 

29.58 

12 

29.  58 

12 

29.  58 

11 

29.  59 

12 

29.58 

12 

29.51 

Wind* 


si 

CD  O 


'So 

li  > 


8.6 
7.9 
7.4 


10.7 
11.0 
6.4 


SW. 

w. 

SW. 

w. 

SW. 


Relative 
Humidity 


68t 


572 
500 
421 
705 
431 
464 
558 


RIVER  CONDITIONS 


Stations 


Rivers 


Port  Jervis.N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley.(nr)  Lock  No.  5. 

Sutersville 

CharleroK  nr. ),  Lock  No.  4 

Pittsburgh 

Midland.  Dam  No.  7 


Delaware 4.9 

Delaware 6.5 

Lehigh 4.6 

Schuylkill '     6.5 

N.  Br.  Susquehanna. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio 


9.9 
7.4 
7.1 
6.7 

16.5 
5.7 

14.7 


'V^nr  «nv  fiv(-mTnute  period  "  Corrected  to  true  velocities, 

t  f2:00  Soon     ?4^So  p^^m         «  Also  other  dates.        '  One-minute  interval. 


9.3 
14.0 

5.6 

8.3 
19.0 
13.6 
10.0 
11.8 
20.0 

7.2 

17.6 

* 

21  1 


Z9 
3.7 
3.6 
5.6 
5.0 
4.2 
5.6 
4.9 
13.8 
4.4 
13.0 


18 
22 
9 
13 
22 
20 
2-2 
17 
24 
20 
30 
25 
30 


Pool  stage. 


t  On  other  days  also. 


MISCELLANEOUS   PHENOMENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
(Dates  and  number  of  stations  reporting) 


1 

2 

3 

4 

5 

6 

7 

i2 

8 

26 
"2 

"9 

9 

■4 
'2 

i 

'6 
38 

10 

11 
'5 

12 

13 
■3 

14 
'4 

15 

is 

16 
6 

4 

17 
'4 

'2 

18 

'4 
"3 

"2 

■5 

19 

2 
■5 
■3 

20 

21 

22 
6 

23 
22 

'3 

24 

5 
5 

"2 

ii 

26 

5 
7 

26 

1 
15 

27 

5 

7 

_ 

28 

10 

8 

29 
6 

30 
8 

'9 

31 

Auroras 

Fog,  heavy 

Frost,  killing  . . . . 

TTnil 

Rain,  heavy 

Sleet 

Snow,  heavy 

Thunderstorms.. 
Winds  high 

■fl 

'ft 

6 

'3 

_ 

_ 



_ 

= 

= 

= 

= 

FOOTNOTES 

FiguTPS  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  .station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  vears  of  record ,  exoept  that  for  First-Order  \  eather  Bureau 
Stations  they  are  based  on  iidopted  normals,  t!  Precipitation  normals  or  standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hovu-s  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less).  ,     v  .    j.     .     .       j  i„i 

■,  ^  '.  etc.    Number  of  days  missing,  for  example,  ''  indicates  two  days  missing. 

Italics,  data  interpolated. 

5  Partly  interpolated. 

§5  Incomplete. 

t  And  other  dates. 

tt  Daily  amounts  inconsistent. 

t  Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 

/instruments  are^read  in  the  morning:  the  maximum  temperature  then  read  Is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
1  Midnight  to  midnight.  ^.       ,,  . 

«  Measured  in  the  morning  for  the  preceding  24  hours. 
3  Data  for  24  hours  ending  at  1  ;30  a.  ra.  of  the  following  day. 
<  Best  available  used  for  stations  not  equipped  with  recorders. 
«  Recording  gage.  ^  , ,  ^ 

6  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 
'  Noon  to  noon. 

(W.  B.  0.,  PhUadelphia-5-28-46-975) 


I 
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GENERAL  SXTMMARY. 

This  was  the  driest  April  of  record,  with  the  average  precip- 
itation, 1.19  inches,  only  35%  of  normal  and  75%  of  the  pre- 
vious record  low  average  for  April,  1.57  inches,  which  was  es- 
tablished in  1900.  High  pressure  systems  maintained  a  flow 
of  cool,  dry  air  over  Pennsylvania  most  of  the  month  and  cy- 
clonic systems  produced  less  precipitation  than  usual,  due  to 
the  swift  passage  of  their  centers  far  to  the  north  or  south  of  the 
State.  This  was  the  fifth  consecutive  month  with  sub-normal 
precipitation.  The  year,  to  date,  is  the  second  driest  of  the 
period  of  record,  with  an  accumulated  total  for  the  first  four 
months  of  8.06  inches.  Only  1941  was  drier,  having  a  total  of 
7.78  inches  for  the  same  period. 

After  the  rapid  advance  of  vegetation  during  March,  frost  was 
a  constant  danger.  It  materialized  on  a  number  of  days,  doing 
its  most  serious  damage  in  commercial  fruit  areas  on  the  11th 
and  28th.  Fortunately,  cool  temperatures  had  retarded  vegetal 
growth,  so  that  frost  damage  was  lessened. 

A  low  pressure  system,  developing  as  a  wave  along  an  advanc- 
ing edge  of  cold  air  over  the  west  Gulf  States,  produced  greatest 
24-hour  measurements  at  many  eastern  stations  as  it  passed  up 
the  Atlantic  Coast  about  the  26th.  These  amounts  were  impor- 
tant only  in  that  they  were  more  than  half  the  month's  total  at 
about  50%  of  the  affected  stations.  In  north-central  and  north- 
eastern counties,  precipitation  in  this  storm  fell  as  snow,  pro- 
ducing the  only  significant  measurements  of  the  month.  Minor 
wind  damage  occurred  in  the  southwest  counties  on  the  4th  dur- 
ing the  passage  of  a  deep  low,  moving  northeastward  from  Col- 
orado. 

The  lack  of  rain  became  increasingly  serious,  and  drought  con- 
ditions were  developing  in  the  southeast  at  the  close  of  the 
month.  The  ground  became  hard,  and  farmers  were  forced  to 
delay  completion  of  plowing  and  planting.  Forest  growth,  which 
had  been  ahead  of  normal,  dried  out,  presenting  a  dangerous 
fire  hazard.  Forest  and  brush  fires  were  more  numerous  than 
usual,  but  constant  vigilance  and  quick  action  by  fire-fighting 
crews  kept  losses  low.  Rivers  were  at  low  levels  throughout 
the  month. 

TEMPERATT7RE. 

The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  85  stations  was  47.8°,  which  is  0.8°  below  the  59-year 
normal  for  April.  The  highest  monthly  mean  was  52.8°  at 
Philadelphia  City  Office  and  the  lowest  was  40.6°  at  Kane. 
Extremes  ranged  from  a  maximum  of  88°  at  Hewitt  on  the  22d 
and  at  Burnt  Cabins,  Columbia,  and  York  on  the  23d  to  a 
minimum  of  13°  at  Kane  on  the  11th. 


PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  217  stations,  was  1.19  inches,  which  is  2  22 
inches  below  the  59-year  normal  for  April.  The  greatest  monthly 
amount  was  2.78  inches  at  Donegal,  while  the  least  was  0.49  mch 
at  Lewistowu  The  greatest  amount  recorded  m  any  24  consec- 
utive hours  wiis  1.25  inches  at  Newell  on  the  23d. 

The  average  snowfall  for  the  State  was  0.3  inch,  which  is 
1  8  inches  below  the  59-year  normal.  The  greatest  monthly 
snowfall  was  4.8  inches  at  Eagles  Mere.  The  greatest  fall  for  any 
observational  day  was  4.8  inches  at  Eagles  Mere  on  the  26-27th. 


COMPARATIVE    DATA  FOR   APRIL 


Year 


Temperature 


Precipitation 


bo  9^ 

«  o 
■<cc 


No.  of  days. 


rH   O 


1S88.. 
1S»9.. 
1»90.. 
1891.. 
1892.. 
1893.. 
1894.. 
1895  . 
1896.. 
1897 . . 

1898.. 

1899.. 

1900.. 

1901., 

19U2., 

1903., 

1904., 

1905. 

1906. 

1907. 

1908. 

1909. 

1910. 

1911. 

1912. 

1913. 

1914. 

1915. 


1916.. 
1917.. 
1918.. 
1919.. 
1920  . . 
1921.. 
1922 . . 
1923.. 
1924.. 
1925.. 
1926. • 
1927 . . 
1928.. 
1929.. 
1930.. 
1931 . , 

1932 . 

1933 . 
1934. 
1935. 
1936. 
1937. 
1938. 
1939. 
1940. 
19-11. 
1942. 
1943. 
1944. 
1945. 
ir.46.. 


Period  , 


37.2 
49.7 
48.6 
49.8 
46.9 
47.7 
48.0 
49.2 
53.0 
49.0 
45.6 
50.2 
49.2 
47.2 
48.0 
48.8 
44.7 
48.4 
50.0 
43.6 
49.8 
48.5 
52.6 
46.2 
50.2 
50.6 
47.3 
53.9 

48.0 
48.5 
48.2 
48.5 
46.0 
55.3 
50.1 
48.3 
46.5 
51.3 
44.9 
47.7 
46.0 
51.4 
48.2 
48.4 
47.0 
60.9 
48.9 
47.1 
46.1 
47.7 
51.3 
46.7 
45.1 
55.1 
52.8 
43.1 
45.5 
52.4 
47.8 

48.6 


98 


10 

11 

-5 

6 

9 

9 

17 

U 

19 

9 

16 

14 

15 

14 

12 

14 

19 

11 

9 

9 

18 

14 

7 

6 

18 

13 


2.52 
4.50 
3.46 
2.08 
2.04 
4.74 
3.62 
3.76 
1.75 
3.30 
2.93 
1.76 
1.57 
5.41 
3.56 
3.53 
3.45 
2.84 
3.13 
2.64 
3.51 
5.39 
5.07 
3.79 
4.39 
3.82 
4.66 
1.92 

3.65 
2.08 
4.63 
2  70 
4.39 
3.11 
3.17 
2.94 
4.15 
2.32 
2.03 
3.62 
5.50 
6.12 
2.71 
3.33 
1.71 
4.49 
3.06 
2.56 
3.01 
5.53 
2.85 
3.70 
6.30 
2.02 
2.21 
3.97 
4.06 
4.17 
1.19 

3.41 


1.3 
0.9 
0.4 
1.2 
1.1 
0.6 
14.7 
0.2 
0.9 
0.3 
2.5 
0.5 
0.9 
4.9 
3.0 
T. 
1.0 
2.8 
0.6 
4.0 
1.0 
2.6 
0.6 
4.4 
1.6 
0.2 
1.1 
1.6 

5.6 
2.6 
10.8 
1.2 
3.0 
0.8 
0.4 
1.9 
7.4 
0.5 
0.9 
1.0 
6.5 
1.1 
1.1 
2.3 
1.2 
0.5 
0.6 
2.9 
1.3 
0.2 
3.6 
1.0 
2.3 

T. 
4.5 
3.7 
2.5 

T. 
0.3 

2.1 


■eg 


11 

10 
8 

10 

14 

11 

10 
8 

10 

12 
6 
8 
11 
9 
10 
13 
12 
9 
11 
12 
13 
13 
13 
15 
11 
14 


14 
11 
16 
11 
12 

9 
12 
10 

9 
13 
13 
15 
10 
10 

8 
13 
11 

n 

14 

14 

10 

15 

12 

6 

7 

14 

16 

13 

9 

11 


9 
14 
10 
12 
10 
10 
11 
10 
12 
10 
13 

9 

11 

10 

10 

9 

13 

12 

14 

13 

15 

12 

12 

12 

9 

11 

14 

14 

12 

13 

11 

8 

9 

13 

7 

9 

17 

13 

9 

7 

10 

11 


6 
11 
8 
8 
10 
13 
11 
12 
10 
9 
13 

6 

8 

16 
12 
12 
14 
10 

8 
13 
10 
11 
11 
12 
13 
12 
12 

7 

12 

9 

11 

10 

12 

10 

9 

8 

10 

8 

9 

11 

10 

13 

11 

10 

10 

10 

9 

12 

14 

13 

10 

14 

14 

6 

9 

12 

15 

12 

10 
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Olimatolog-ical  Data  for  April  1946 


Stations 


Counties 


Temperature,  in  degrees  Fahr. 


S 


3  O 
0,J3 


AUa-niic  Drainage 
Allentown  Arpt.  -4  NE, 

Altoona-4.5  W 

Burnt  Cabins-2  NE  . . . 

Canton-1  NW 

Carlisle     ..  .■ 

Chambersburg-1  SW.. 

Coatesville 

CurwensvilleApte  NW 

Eagles  Mere 

E-.ist  \Vaterford-3  E.  .  . 

Eiiiporiuml  E 

Ephrata 

Everett-0.  5  SW 

Freeland. ..  

George  School 

Gettysburg 

Gordon 

Hanover 

Harrisburg  Arpt.-3.5  S. 

Hawley-0.5E 

Holt  wood 

Huntingdon 

Lancaster 

Lavvrenceville 

Lebanon 

Lewistown-  1  W 

Lock  Haven 

Marcus  Hook 

Martinsburg - . . 

Montrose-3  E 

Mt.  Pocono  Arpt.-2  N. 

Palmerton 

Philadelpliia 

Philipsburg-7  E 

Plioenixville-l.  5SE.... 

Port  Cliutontt 

Quakerto wn-0.  5  E 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-2  E 

Taniarack-2  S 

Towanda-1  E 

Wellsboro 

West  Chester 

Wilkes-BarreApt.-3N 
Williamsport  Apt.-4E 

Williamstonn 

Woodward.2  NE 

York-3SW 


Division  mean. 


Ohio  Drainage 

Blairsville-6NE 

Bradford-4  W 

Brookville  Apt.-I.5SW 

Butler 

Clarion-3  SW 

Clays  ville 

<;orry  

Coudersport 

Derry.  .    

Donegal 

Donora 

Ebensburg 

Farrell 

Ford  City-4  S 

Franklin 

Greensburg-2  S 

Indiana 

Janiestown-2  N  W 

Johnstown 

Kane-1  N 

Meadville-1  S 

Midland 

New  Castle-1.5N 

Pittsburgh  Apt.-7,5SE 
Putneyville-2.  5  SE  . . . . 

Ridgway 

Soinerset 

Springs-I  SW  

Tionesta-1.5  SE  

Tit\isville- 2  S 

Uniontown 

Vandergrift 

Warren     

Waynesburg 


Lehigh 

Blair 

Pulton 

Bradford  

Cumberland . 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford  

Luzerne 

Bucks 

Adams 

Schuylkill . . . . 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

MiflBin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia  . 

Centre   

Chester 

Schuylkill.... 

Bucks 

Berks 

Lackawanna. . 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming..  .. 

Dauphin 

Centre 

York 


Division  mean 

Lake  Drainage 

Albion 

Erie 


State  mean. 


Westmoreland... 

Mc  Kean 

Jefferson 

Butler 

Clarion 

Wa.shington 

Erie 

Potter 

Westmoreland... 
Westmoreland  .  . 

Washington 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland.. . 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Payette 

Westmoreland... 

Warren 

Greene 


1.500 

990 

1,450 

473 

600 

4:U 

2,  215 

2.  020 

2,125 

1,100 

365 

1,020 

1,970 

181 

500 

900 

600 

351 


200 

700 

255 

996 

469 

58U 

557 

12 

1,493 

1.176 

1,914 

455 

10 

1,916 

100 

407 

480 

273 

746 

476 

1,217 

440 

2, 250 

754 

1.319 

440 

544 

620 

775 

2,191 

390 


Erie. 
Erie. 


2,048 
1,680 

1.  400 
1.077 
1,114 
1,170 
1,410 
1.653 
1, 150 
1.746 

761 

2,170 

855 

950 

987 

1,160 

1,300 

1.050 

1,6.50 

1,760 

1, 065 

780 

900 

1,286 

1,270 

1,385 

2,  100 
2, 500 
1.200 
1.550 
L040 

825 
1, 190 
1,100 


900 
705 


48.8 

48.4 

48.6 

44.4*S 

52.3 

49  8 

49.5 

43.6 

42,  4 

47.8 

47.0 

52.  I 

47.0 

47.4$ 

50.0 

52.5 

47.8 

52.1 

51.7 

45.4 

52  6 

48  8 

50.8 

46.2 

50.4 

51.0 

50.8 

47.2 
42.2 
42.4 

47.2 
52.8 
43.2 
52.1 
48.5 
49.0 
51.8 
47.4 
48.8 
49.6 
50.7 
44.4 
46.8 
43.2 
51.2 
47.5 
48.0 
49.8 
45.8 
52.0 

48.5 


+0.1 
+0.3 


+  1.6 
-0.7 
-1  0 


+0.3 
+  1.5 
-1.9 
+2.9 
-0  4 
+  L5 
+  0.2 
-0.3 
+  0.8 
-0.2 
+  1.1 
-0.6 
+  1.2 
+0.2 
+  0.1 


+0.5 


-1.5 

0.0 

-11 

+0.7 


45.9 
42.6 
44.4 
48.8 
46  4 
47.0 
43.6 
44.2 


43.8 
51.4 
44.6 
50.0 
46.6 
45.2 
47.7 


+0.3 
-1.0 
+  0.4 
+  1.0 
-0.7 
-0  6 
+2.0 
+2  3 


+0.3 
-1.3 
-1.2 


+0.1 
+6.' 9' 


-2.5 

—0.5 
+0.5 


-3.4 
-1.6 
-0.6 


-0.5 
-0.6 
+1.1 


46.2 
49.9 
40.6 
44.4 
48.9 
48.7 
,50. 0 
45  0 
43.5 
4.5.6 
44.2 
45.0 
44  7 
52.  0 
49.6 
45-7 
.50.0 

46.6 


-0.9 
-2  6 


46.8 


47.8 


+0.1 


-1.2 
-1.4 
+  0.1 
+0.8 


-L7 
-0.6 

-1.3 


+0.6 
-0.9 
+0.8 
-0.5 


+  1.7 


-0.8 


23 

22 

23 

23 

Z3 

23 

23 

22 

23 

23 

22 

23 

22 

23 

23 

23 

23 

23 

23 

23 

22 

22 

22t 

23 

23 

22t 

22 


82 
81 
80 
81 
82 
81 
85 
82 
81 
85 
84 
83 
84 
85 
83 
85 
83 
82 
87 
86 
85 
82 
88 


87 


22 

23 

23 

22t 

23 

22 

23 

22 

23 

23 

23 

23 

22 

22+ 

22 

23 

22t 

23 

23 

23 

23 

23 

23 

22t 


22 
22 
22t 
5 
22 
22 
22 
22 


22 
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I>recipitation,  In  Inches 


2- 

O..S 
Q 


tt2 


8 
11 
11 
lit 

u 
11 

28 

l\ 
11 
11 


11 

8t 

8 

8t 
11 
11 

7 
11 


11 
11 
8 

7t: 

8 

lit 
28 
11 

8t 
11 
11 
11 


lot 

28 
II 
11 
11 

11 
11 
11 

7 

7 
11 
11 

11 
11 


lit 
11 
11 
11 

7t 
11 
11 
11 
11 
11 

7 
11 
11 

7t 

7t 
28 

7t 


13      U 


29 


0.64 
1.42 
1.06 
1.25 
0.84 
0.99 
1.35 
1.06 
0.82 

0  93 

1  22 
1.00 
0.8.' 
0.88 
L23 
0.87 
1.16 
0.72 
0.57 
1.52 
0  99 
0.96 
1.17 
l.IO 
0.73 
0.49 
0.64 
1.53 
1.21 
0.77 
1.69 
0.60 
1.46 
0.88 
0.85 
1.15 
0.94 
0.66 
1.02 
1.29 
0.63 
109 
0.88 
0.87 
0  76 
1.37 
0.96 
0.99 
1.55 
0.63 
1.23 

1.00 


L62 

L67 
1.52 
L60 
1.71 
2.14 
1.63 
1.12 
1.76 
2.78 
1.75 
1.60 
1.22 
L57 
1.36 
1.66 
1.82 
1.38 
1.90 
1.83 
1.45 
1.35 
1.36 
1.15 
1.57 
1.43 
1.24 
2.07 
L83 
1.62 
1.91 
1.62 
1.03 
2.14 

1.63 


1.31 


LIO 


-2.76 
-2.03 


-2.70 
-2  22 
-2.38 

-2.' 85 
—2. 85 
-2.30 
-2.40 
-2.38 
--3  16 
-2.33 
-2.78 
-2.94 
-2.84 
-2. 12 
-1.75 
-2,  03 
-2.51 
—2.34 
-1.76 
-2.74 


-2.91 ' 

-2.06 

-2.' 69 

-2.30 

-2.  62 

-1.69 

-2.  70 
-2. 99 
-2.51 
-2.61 
-1.75 
-1.26 
-2.81 
-2.61 

-2.05 
-2.51 
-2.39 


-1.75 
-2!62 


-  >.54 
-2.09 
-1.60 
-1.83 
-2.01 
-1.37 
-2.03 
-2  63 
-2.06 


-1.88 
-1.90 
-1.84 


-1  82 
-2.12 
-2.15 
-1.80 
-2.17 
-2.05 
-1.89 
-2.28 
-1.71 
-1.76 


-1.68 

-3.25 

-1.93 

-1.55 

-1.85 
-1.48 
-2.60 
-1.32 


-L42 


-2.22 


0.17 

0  44 

0  29 

0.64 

0.52 

0.28 

0.55 

0.36 

0.39 

0.31 

0.67 

0.29 

0.24 

0.22 

0.70 

0.25 

0.62 

0.20 

0.24 

0.34 

0.31 

0.46 

0  29 

0.90 

0.30 

0.26 

0.30 

0.60 

0.31 

0.28 

0.33 

0.14 

0.82 

0.27 

0.65 

0.38 

0.33 

0.33 

0.34 

0.96 

0.24 

0.22 

0.33 

0.47 

0.44 

0.37 

032 

0.64 

0.90 

0.33 

0.40 

099 


0.50 
0.77 
0.76 
0.71 
0.82 
0.69 
0.67 
0.50 
0.91 
1.05 
0  68 
0.74 
0.62 
0.66 
0.86 
0.91 
0  60 
0.63 
0  90 
0.95 
0.67 
0.60 
0.70 
0.54 
0.68 
0.79 
0.37 
0.61 
0.91 
0  88 
0.74 
0.70 
0  38 
1.19 


2 

23 

2 

26-27 

25-26 

25 

26 

26 
26-27 
26-27 
14-15 
26-27 
2 

15 
26-26 
25-26 
26-27 
2 
25-26 
26-27 
25-26 

23 
25-26 
26-27 
25-26 

23 
26-27 

25 

23 

15 

15 

2 

25-26 

26 
26-26 
25-26 
25-26 
25-26 

15 
26-27 

26 
26-26 
26-27 
26-27 
26-27 

26 

15 
26-27 
26-27 
26-27 
2-3 

26-27 


26 
15 
15 

15-16 
15 
15 
16 

25-26 
15 
15 
15 
15 
15 
23 
15 
15 
16 
15 
15 
16 
15 
15 
15 
15 
15 
16 
23 
2 
15 
15 

23-24 
15 
15 

■23-24 


12s       23 
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1.26 
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U.S.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Comm. 
Mrs.  E.  Dillon  Stone. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  Bureau. 
Carl  K.  Bigger. 
U.  S.  Weather  Bureau. 
R.  E.  Palmateer. 
Ephrata  Review. 
Penna.  Turnpike  Comm. 
Andrew  B.  Evansha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Miss  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  Co 
Paul  R.  Yoder.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 
American  Viscose  Co. 
William  R.  Kellev. 
Sun  Oil  Co. 

n.  S    Weather  Bureau 
Harry  S.  Fancher. 
U.  S.  Weather  Bureau. 
New  Jer.sey  Zinc  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Phila.-Suburban  Water  Co. 
Earl  E.  Rarick. 
John  E.  Benner. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Dr.  George  E.  Fisher. 
Penna.  State  College. 
Metropolitan  Edison  Co. 
James  E.  Swartz. 
Mrs.  M.  Ordelia  Parks. 
M.  S.  Bliss. 
Clyde  T.  Saylor. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Gordon  E.  Lower. 
U.  S.  Weather  Bureau. 
York  Water  Co. 


U.  S.  Weather  Bureau. 

City  Water  Dept. 

Civil  Aeronautics  Authority 

Butler  Eagle. 

Penna,  Electric  Co. 

Walter  B.  Paget. 

J.  Fred  Kinley. 

Potter  Enterprise. 

Miss  N.  Dixie  Wineman. 

Penna.  Turnpike  Coram. 

Donora  Zinc  Works. 

John  L.  JIcGough. 

Sharon  Steel  Corporation 

U.S.  Engineers. 

William  K.  Fuller 

Westmoreland  Water  Co. 

Indiana  Stat«  Teachers  Col. 

Pa.  Dept.  Forests  &  Waters. 

Johnstown  Tribune  Pub.  Co 

Spring  Water  Co. 

City  of  Meadville. 

Perry  P.  Campbell. 

New  Castle  Water  Co. 

U.  S.  Weather  Bureau. 

U.S.  Engineers. 

West  Penn  Power  Co. 

D.  L.  Grove. 

XUen  E.  Yoder. 

U.  S.  Engineers. 

U.  S.  Weather  Bureau 

William  W.  Marsteller. 

Carnegie-Illinois  Steel  Corp. 

Merrell  L.  Jordan. 

Thomas  S  Knox. 


Charles  C.  Gilbert. 
U.  S.  Weather  Bureau. 


[See  page  82  for  explanation  of  reference  marks.] 
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Dally  Freolpitatioo  for  April 

19 

46 

Counties 

Day  of  month 

I 

stations 

1 

2 

8 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

17 

18 

19 

20 

21 

22     23 

24 

26 

26 

27 

28 

29 

80 

81 

ATLANTIC 

DRAINAGE 
Dfiimare  Basin 

Uppkk  Dei..\ware 

Pike 

Wayne 

Wayne 

Wayne 

Wayne 

Pike 

Wayne 

Monroe 

Pike 

Wayne 

Monroe  

Wayne 

N'rthampton 

Lehigh 

Lehigh 

N'rthampton 

Monroe 

Wayne 

Carbon 

Carbon 

Lehigh 

Carbon 

Lehigh 

Montgomery 

Berks 

Berks 
Montgomery 

Chester 

Schuylkill... 
Montgomery. 
Schuylkill ... 

Berks  

Berks 

Berks 

Berks 

Chester 

T.' 
T. 

'.'(IS 
T. 

tV 

'ifeH 
t" 

tV 

".Ob 
.08 
.03 
.04 

'.'6(; 

.32 
.02 
.01 

.08 

'.'ii 

.17 

T. 

.16 

.20 

.04 

■r 
'.'i4 

T. 

r. 

T. 

.02 

'tv 

.16 
.10 
.13 
.09 
.09 

■r, ' 

.13 

.'ii 

.12 

'  .'29 

.13 
.11 
.10 

• 
I. 

.'si 

.03 

.18 

.02 

.08 

T. 

.01 

.01 

T. 

.06 
.13 
.09 
.03 
.32 

Vio 

.06 
.'43 

.11 
.35 
.26 
.23 

.47 

'."35 
.07 
.15 
.06 
.11 
.05 

T. 

.05 

.02 
.38 
.28 
.39 
.21 

'.'38 
T. 
.13 

.'is 

'.'63 

.01 
.11 
.01 

.02 

.26 
.03 
.16 
.04 
.14 

.16 
.16 
.23 
.17 

.22 

Vie 

.11 

.24 
.14 

.12 
.29 
.34 
.31 

.27 

'.'« 
.26 
.21 
.24 
.08 
.26 
.07 

.03 

.14 

.08 

.12 

.36 

.21 

.28 

.22 

T. 

.25 

T. 

18 
.10 
.12 
.12 
.26 
.09 

28 
.06 
.43 
.22 
.07 

.17 
.20 
.09 
.13 
.20 

.02 

T. 

.08 

.15 

.06 

.11 

.14 

.70 
.45 

.40 
.62 

.71 
* 

.35 
.Ul 
.41 
.22 
.25 
.26 
.09 
.34 
.15 
.25 
.36 
.30 
.13 

.70 
.39 
.09 
.38 
.09 
.40 
T. 

.17 
.02 
.13 
.07 
.07 

'.U 

'.'08 

.'06 

'.'.'.'. 

0.86 

l>inginans  Forry-.0.5E 

Knuiniiiik-  

Uawley-'.0.5K 

Hollisterville- 

LakevilU'-",  IN 

Matftinoras'^ 

Mil:in\ilk>'^   

Mount  Pocono' ,  2  N . . . 

Pecks  Pond- 

Pleasant  Mount'.*.  1  W 

Stroudsburg.  2  K 

Tanners  Falls', -^  1  SE. 
Wind  (Jap',  5.3SW.. 

Lehigh 

Allentoun  Apt'.-\4NE 
AUentown^ 

.03 
.01 
.02 

t. 
.03 

.'is 

.03 
.12 

.02 
.01 
.02 

.21 
.03 

"m 

.03 

♦ 
T. 

.62 
T. 

.06 
.01 

'.'6i 
.01 
.02 

T. 

T. 

.01 
.02 
.02 

.03 

.02 

'.'63 
.01 
.02 

.15 
.04 
.03 
.01 

".W 
T. 

'.'io 

.21 
.03 

■''iV 

.04 
T. 
.01 
.01 

f.' 

.03 
.01 

.03 
T. 

'.'63 

'.'i4 

'.'•28 
.01 
.30 
.10 

.02 
■'69 

.03 

T. 

.02 

'.'62 

.02 

.02 
T. 
T. 
.01 

'tv 

.33 

'.'67 
T. 
.50 
.14 

.08 

'.'69 
.30 

.'6i 

.07 

'.'08 
T. 

f.' 

.06 

f.' 

'.'6i 

.08 
05 
.02 
.02 

'.'63 
T. 

.03 

.01 
.02 
.02 

t'.' 

.'io 

T. 

.0.' 
'.'62 

f.' 
'.'62 

T. 

'.'io 

.'08 
.10 

.19 

.io 

.04 
.08 

V63 

'.'6i 

.03 

.10 

Vol 
t. 

T. 
T. 

'.02 

.03 
t'.' 

T. 

f.' 

.'62 
.03 
.34 
.02 

T. 

'.'io 

T 

'.'69 
.05 
.04 

.09 
.01 
.04 
.07 
.02 
.05 
.06 
.03 
.01 
.05 

.01 
.05 
.07 

t. 

.05 

T. 

■.'62 
.01 
.05 
.05 

.03 
.09 
.14 
.11 
.04 

.21 
.20 
.16 
.06 
.17 

* 

'.'64 
T. 

T. 

.02 

1.74 
1.62 
1.42 
1.34 

"i'ei 

1.59 
0.98 
1.84 
1.09 
1.39 
0.73 

0.64 

0.77 
0.85 

Bethlehem' 

Blakeslee  Corners', *.. 

Gouldsboro^ 

Lansford- 

'  JO 
t. 

0.72 

.12 

.04 
T. 

.09 
.08 
.07 
.05 

♦ 

'.'i2 
'!i6 

'.'i2 

.15 

.17 

.13 

.06 

.05 

T. 

.05 

.46 
T. 

.20 
.09 
.27 

« 

.17 
.09 

'.'io 

.08 
.03 

.30 
.06 
.03 
.18 
.30 

T. 

T. 

.04 

.08 

.04 

.35 

.01 
.05 

.47 
.14 
.18 
.10 
T. 

.03 
T. 

.08 

T. 

T. 

.05 

.20 

.03 

.17 
.43 
.38 
.28 
.13 
.25 

.37 
.26 
.50 
.43 
.43 
.38 
.44 
.4S 
.17 
.43 
.27 
.31 

.55 
.50 
.48 
.70 
.60 

.09 
.13 
.46 
.33 
.37 
.51 

.32 

2.08 
1.12 
1.28 

Mauch  Chunk,  ISW.  . 

0.89 

New  Tripoli 

Palmerton',5 

Zions ville.  ISW 

Schuylkill 

T. 

.16 

.15 

0.50 
0.85 

1.18 

Frede^ick^vilIe2, 1  S.  .. 

Geigertown-  ■ 

Gratersford^ 

Phoenixville-',  1.5  SE.. 

Port  Clinton^ 

Pottstown2,  0.5S 

Pottsville^ 

Reading'.  5 

Strausstown  ' 

Virginville'^ 

Werners  ville 

Lower  Delaware 

f.' 
t. 

T 

r. 
f.' 

'.'6i 
'iV 

.06 
.04 

f. 

.08 

.04 

.08 

.02 

.07 

.11 

.02 

.07 

t ' 
f.' 

■I. 
f.' 

T. 
T. 

.06 

f. 

.11 

.02 

T. 

.01 

.04 

'.'63 

T. 

t'.' 

t.' 

'.'22 
'.'08 

.6i 
'.'67 

T 
.03 
.05 
.04 

.'62 
.02 
T. 

.14 

0  63 
0.91 

1  04 
0.85 
1.15 
0.86 
1  00 
0.66 
1.14 
0.78 
0.69 

1.35 

Doylestown, 

Bucks 

.02 

.02 
.01 

.18 
.22 

L33 
1.23 
1.17 

George  School*'  

Bucks  

Montgomery. 
Delaware 

Philadelphia 
Philadelphia 
Philadelphia 
Bucks 

T. 

t. 

t.' 

.03 

.01 
T. 

.12 
.15 

'.'02 
.04 

T. 

T. 

T. 
T. 

.02 

T. 
T. 

.02 

.02 
.01 
.04 
.05 
.06 
.04 

'!ii 

.04 

.11 

.15 
.22 
.03 

f.' 

T. 
T 

T. 
T. 

l' 
T. 

.61 
.69 
.19 
.09 
.34 

1.53 

Philadelphia 
Southwest  Airport,  ' . 

.25 
.26 
.20 
.07 
.28 

.07 
T. 

.02 

1,43 

V02 

1.46 

Shawmont 

Quakertown,  0.5  E 

1  31 
0.94 
1.37 

West  Chester. 

WestGrove^  1.5  SE.... 

Susqiiehanira  Basin 
Chemung 

Austinburgl.  5,  2  W.   .. 

Chester 

Chester 

Tioga 

f,' 

.... 

.07 
.04 
.10 

T. 
.04 

.08 

f.' 
.05 

.08 
.03 
.04 
.06 

.07 

'.'io 

.26 

1.72 

0.69 
1.19 

Covington^ 

Tioga 

tv 

.12 
.11 

V65 

V25 
T. 

T. 

.03 
.06 

.04 

T. 

.02 

.04 

T. 

t. 

T. 

■;65 

.03 

T. 

.45 

.03 

... 

1.10 

North  Branch 

.01 
.11 

• 

.06 
.32 

0.74 

Canton^MNW 

Danville^ 

Bradford 

T. 

.04 

.09 
T. 
T. 
.02 

1.25 

.03 
.12 

.  .^. 

f.' 

'.'07 
.07 

'.'i3 

T. 

.13 
.02 
.17 

'.'62 
f. 

0.96 

Luzerne  

Susquehanna 

'.'63 

T. 

T. 
.01 

".'Oi 

'.'io 

.08 

'.'i'i 

'.'is 

* 

.04 

T. 

T. 

.05 

0.88 

Hop  Bottoms.  2  8 

T. 

".06 
.01 
.01 
.01 
.14 
.22 
.03 
.34 
.04 
.05 

.02 

0.  83 
51.69 

.Ii 

T. 

.01 

Motiroeton^.  2  8 

Moutrose2.  3  E 

Bradford 

Susquehanna 

T. 

T. 

.02 
.12 
.05 
T. 

f.' 

.28 
T. 
.14 
T 

T. 

T. 

t.' 

t'.' 
.04 
■1". 

t. 

T. 

.01 
.07 

."67 
".02 

.16 

.02 
.21 
.01 

".2(. 
T 
.2- 
.01 
.1? 
.01 

.0? 
.Oi 
.0; 
.0' 
T. 
* 

T. 

f. 
.02 

T. 
T. 

.09 
.27 
.13 
.01 

'."26 

'.'37 
.02 
.14 

.12 

.64 
.28 
.18 
.35 

« 

'.'io 
.55 

'.'6i 

T. 
.01 
.01 
T. 

'162 

'.'08 

t'.' 
t.' 

T. 
.01 

.06 
.09 
.18 
T. 

.'ie 

T. 

.07 

.09 

.05 

T. 

.02 
.42 
.09 
.03 
.12 
.42 

'.'62 

'.'i7 
.'6i 

'.'6i 

.03 

T. 

.04 

.'62 
.'67 

1.07 
0.77 
0.97 

Park  Place',  INW 

Pikes  Creek. '.« 

Schuylkill . . . 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . . . . 
Wyoming..  . , 
Luzerne 

■.'6i 

T. 

r. 

tv 

.08 

.20 

T. 

.14 

.02 

T 

'  .24 

'.'09 
T. 

.08 

.01 

.05 
.21 
.18 
.01 

« 

T. 

■.ie 

.08 


.08 

T. 

'.'06 
'.'63 
■.'62 

T 

Vol 

T. 

'.'64 
.02 
.02 
T. 

f.' 

.01 

T. 

.06 

.06 

.03 

.03 
.03 
.01 
.01 
.06 

'.'oe 

T. 

.04 

0.88 

'.'63 

■.'62 
T. 

T. 

0.66 
1.11 

Scranton'.s 

t.' 

.02 
t.' 

'.'6i 

.61 

1.02 
1.64 

Susquehanna^ 

Towanda,  1  E 

T. 

t'.' 

0.87 
0.92 

Tunkhannock 

T. 

t  .... 


.32 

'!i6 

.02 

.01 

T. 

.02 
.15 

'.'6i 

0.96 

We,st  Branch 

0.89 

Carrolltowii2 

Cambria 

.07 

'.'62 
T 

T 
T. 
.02 

T. 

t. 

1.63 
1.01 

Carter  Camp2    

Lycoming 

t.' 

V63 

I .... 

■.'64 

.'63 
.04 
.04 

0.96 

Clearfipld2 

Clearfield  .  . . 

Clpflrfiplrl 

T. 

0.61 

0  82 

CurwensvilleApt'  6NW 
Driftwood',  ^ 

Clearfield.... 
Cameron 

.01 

03 
.04 
.27 
T. 

.02 

T. 

.03 

.01 

.21 
.30 
.12 

.28 
.01 
.06 

.36 
.18 
.02 

.oi 

1.06 
0.62 
1.06 
0.82 

Dushore',  * 

Sullivan 

Sullivan 

.09 

f.' 

.04 
.02 
.01 

.09 

'.'6- 
.0. 

1  't.' 
> 

i'.'.'.'. 

'.'69 
.09 

f.' 

.36 
.39 
.18 
.06 
.12 

t.' 
T. 

T. 

.'65 
.01 
.02 

Emporium^,  IE 

English  ( 'enter' ,  * 

Galeton 

T 
t.' 

T. 

'.'6i 

".05 
T. 

.12 
.10 

.28 

1.22 

Lycoming — 
Potter 

T.' 

.19 

t".' 

.02 
.02 

.■ib 
.28 

0.71 
0.91 

1 

Continued  on  page  28. 
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CLIMATO LOGICAL  DATA:    PENNSYLVANIA  SECTION 


April  1946 


Daily  Precipitation  fbr  April  1946- 

Continued  from  page  27. 

stations 

Counties 

Day  of  month 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

0 

West  Bkanch 
(continued) 

Karthaus''' 

Lock  Haven2 

Clearfield... 
Clinton 

T, 

T. 

T. 
T. 

.0- 

.01 

1   T 

i    .0 

\.  '.'.'. 

T. 
T. 

.0; 

.0 
> 
"i 

.OJ 

.0- 

.02 
.0: 

T. 
.0 
.0 

i   T. 
.0 
T 
.0 
.1( 

> 

) 

.19  ... 
.  10      . 

T. 

.06... 

.1 
.0 

i  ... 

5... 
1 

I   T. 
.1 
T. 

3  ... 
3 

.11  ... 

T. 

0.57 
0..54 
1  03 
0.88 
0.66 
0.63 

MedixRuni,5 

Philipsburgi,  75; 

Renovo^ 

Elk 

Centre 

Clinton 

Centre 

Clinton 

■r'. 

1 ... 

T. 

.0- 

'1'. 
.Of 

'6 

T. 
T. 

"i. 
't. 

.0; 

t'. 

T. 

T. 

!   T. 

.05 

■■>  ... 
... 

.2; 
T 
,K 
.0 

.OS 
.04 

1  ... 
)  . . . 

.1 

... 
.2 

(  '" 

?  '    ' 

■r'. 

05,.. 

.01    ,04  ... 

.0 
.2 

.0 

1 

.2 
.2 

) 

J    T.    ... 

. 28  . . . 
1   T.    ... 

.33    T. 

.43  ... 

.    ,02... 
.01    .. 

".'..    T. 

State  Collegers 

Tamarack^,  2  S 

T. 

)      . 

i  .'.'. 

T. 

T. 

T. 

.  03  . . . 
.  04  . . . 

.2 
'.■3 

'.'6; 

)'.'.' 

".2' 

'  ** 
.0< 

■.'6( 
.2J 

•  le 

Trout  Run 

0.88 

Tyrone  ij.  4NE.....\ 

Blair 

.2; 

i ... 

T. 

0.53 
0.83 
0.76 
0.99 
0.77 
0.75 

1.42 
0.73 
1.02 

Wellsboro^ 

VVilliamsport  Apt.'-4E 
Williamsport^ 

Tioga 

Lycoming... 
Lycoming.  . . 

i'. 

.Oi 
.Ov 
.26 

.oc 
.la 

..5C 

.0 
.0 

.'6; 

... 

'i'. 
T. 

T. 

.6v 

.Oi 
.0 

.0: 

.0' 
.Of 
.01 

.0- 

.0£ 
.03 
.04 
.01 
T. 
.04 

'    .0 

... 

... 

.1( 
... 
,0; 
.Of 

.ij 
.u 

.16 

.08 
.08 

.36 

)    ., 

... 

r. 

'P. 

.0] 
T. 

,., 

.0; 
i   T. 

.0' 

.oc 

.14 

.'is 

'.'•26 
.12 

.46 
.26 
.31 
T. 
.45 

1... 

... 
!    .. 

.... 
.0.5 

.44 

)   .0^ 

.41 

.4S 

.'OE 

'.'si 

.11 
.30 
.05 
.39 
T. 
.22 

T. 

.02    .. 

Williamsport2,  4  S£.  . 

Lycoming  ... 

Blair 

Bedford 

Bedford 

.08 

.0- 

■i'. 

.OS 
.21 

\ 

.0 
T. 

Juniata 

Altoona.  4.5  \V 

Bret-ze wood',  0.5  E 

ButtaloMills2 

■'os 
,01 

' 

.20 
,04 

... 

t". 

.OV 

.a 

.15 

.04 

.OS 

T 

.02 

T. 

Burnt  Cabiusl,  2  NE.. . 

Fulton 

Juniata 

Bedford  

Huntingdon 
Mifflin 

.6t 

T. 

.2£ 
.01 
.If 
.01 

.IC 







.05 

... 

.01 

.'6i 
.'62 

'.'62 
'.'63 

.22 

.08 

. . . . 

■r'.' 

'.'is 

.14 

r 

T. 

'!21 

T. 

EastWaterford2,3E... 

Everett'^  0.5  SVV 

Huntingdon  '•*      

Lewistown^,  1  W 

.24 
T. 

.01 
T. 

... 
T. 

.28 
.03 
.24 

... 

T 
T. 

T. 

1. 

T. 
T. 

LOO 
0.93 
0.82 
0.96 
0.49 
0.79 

Mapletou  Depot^ 

Huntingdon 
Blair. 

'.'14 

T. 
.IC 
.01 
.28 
T. 

T. 

T 
T. 

T. 
T. 

T, 
T. 

.06 
.'67 

T. 

,24 

.'24 
T. 

T. 

T. 

.13 
.03 

.31 

'.'ia 

.02 

Mc(;onnellstown2.4NW 
Neffs  Mills',  5,  3.5  NE.. 

Huntingdon. 
Huntingdon . 
Perry  

1.21 
1.11 
0  62 

New  Bloomfield 

.04 
T. 

.25 

.14 

.  12 
,35 
.02 

.01 
.12 
.10 
.08 
.03 
.07 
T. 

'.'06 
02 
T, 
.03 
T. 
.09 

.12 

'.'08 

'.'i4 
.20 
.19 

.16 

.u 

08 
12 

't.' 

.'42 
.18 

'ig 

.28 

.'ie 

.15 

't 
.'65 

'.'12 

.28 
.07 
,02 

.33 
.25 

.08 
.32 
.22 

T. 

1.06 
0.85 
1,17 
0.86 

0.91 

50.58 

1.22 

0  84 

Newport'^ 

Perry 

10 
T. 

T. 

.01 

.02 

.'i? 

Saxton^,  1  VV 

Bedford 

Huntingdon . 

Adams 

.05 

.11 
.17 

.06 

T.' 

.08 

r 

!■ 
T. 
.i!3 

T 

.03 

.04 

T. 

T. 

.39 

ShadeGapl,6.0.6SW.. 

.10 

■f,' 
.02 
T. 

T. 

.'62 
.02 

f.' 

'!27 

.17 

'.'56 
.32 
.21 
.42 
,23 
.20 
.21 
.16 
.12 
.14 
.31 
.25 

'.'29 
.30 
,19 
.50 

''25 
.45 
.21 
.38 
.09 
.43 
.04 
.29 
.28 
.38 
.SB 

.15 
.25 
.04 

Lwit  Susquehanna 
Arendtsville^ 

.23 

.10 

.22 

T. 

.07 

.02 

.02 

.16 

'^20 
T. 
.28 
,20 

■.'65 

'.'06 
.06 
.19 

'.'14 
.15 
.02 
.12 

'.'69 
'.'25 

• 

''i4 

.05 

'!i6 

.25 

.20 
.10 
.09 

.01 

.04 
.05 
.05 

T. 
.02 

'.'63 

.14 

.14 

.04 

T. 

.14 

..52 

.■29 

't. 

,05 

.'06 

.20 

T. 

.06 

.05 

.05 

.06 

.06 

.'69 
.04 
.12 
.08 
.03 
.04 

Beavertown- 

Bloserville,  1.5  N 

Carlisle 

Snyder 

Cumberland. 
Cumberland. 
Lancaster — 

Dauphin 

Lancaster.. . . 
York,      ..   .. 
Schuylkill  ... 

Dauphin 

York 

T.' 
T. 

t. 

".62 

T. 
T. 

".bi 

T. 

.'6i 

T. 

.62 
.'6i 

.04 
T. 

■••• 

Columbia 

'.'6i 
.02 

.01 

.05 

•r'.' 

.03 
T. 

.03 

.08 
.04 

'!68 
.07 
.14 
T. 
.12 
.08 

T. 

.02 
.03 

.'06 

.01 

T, 

T. 

.01 

.02 

Dminhin^.  3  N 

1  06 

Ephrata 

1.20 

Glen  Rockl.s 

T. 

1  00 
$0.77 

Gordon 

.41 

.15 

.15 

.21 

.15 

.28 

T. 

.20 

,22 

.01 

.'6i 
. . . . 

1.16 
0.81 

Oraiitville,  2SW 

.01 

■f.' 

T. 
T. 

T. 

.02 

T 

T, 

T. 

T. 

.01 

•r'. 

Harrisburg  Apt',  5,3.5  S 

Dauphin.     .. 
Lancaster — 
Cumberland. 
Lancaster.. . . 

0  72 

.01 

T. 

T. 

0.57 

0.99 

Kirkwood'.s,  isw ... 

0.96 

1  18 

Lancaster 

Lancaster,. .. 

Lebanon 

Dauphin 

Dauphin 

T. 

'.'(is 

.04 
.02 
.28 
.08 

.04 

T. 

T. 

T. 

'.'■25 
.02 
.15 
.18 
.27 

.05 

* 

T. 

.•10 
.07 

.17 
,29 
.34 
.22 
.19 
.37 

.07 

.62 

T. 
T. 

.02 
.03 

.03 
.03 
02 
T 
.02 

'^02 

.22 
.13 
.02 
.02 
06 

'.'62 
.10 
.02 
.04 
T. 
.07 
.12 
T 
.02 
.12 

'.'65 
■.'65 

'tV 

'.6i 

.13 
T 

T. 

'f 

't" 
T. 

.01 
.05 
T. 

.'ii 

.08 

.'is 

•r".' 
.'15 

1.17 

Middletown',  1.5W.... 

0.73 

Millersburgl,5,2E  .  .. 

Milroy'^                 

Newburg>.3.5NW.  ... 

T. 

t'.' 

0.99 

Cumberland . 
York 

'.'62 

tv 

.'io 

.09 

'f.' 

'i', 

T. 

.04 

.17 

T. 
.10 
.02 
T. 

't,' 
T. 

f.' 
.06 
.04 

.05 
.09 
.08 
T. 

0.,56 
1.09 
1  30 

New  Park.. 

PineGrove2,  1.5  NE... 
Selin-grovb 

Schuylkill.  . . 
Snyder 

't.' 
■]66 

'.'64 
.11 

;::: 

tV 

.03 

.04 

.04 

T. 

.02 

.09 

".(& 
.05 

'.'is 

.15 
.10 
.04 
.03 

.56 

T. 

T, 
.01 
.03 

.02 

.08 

.06 

.05 

.02 

.07 

T. 

.06 

T. 

.25 

.58 

.95 

T. 

.79 

.83 

.05 

.08 

.27 

'.'oi 

.02 

[64 
.'62 

.07 

T, 

0.70 
1.29 

Shippeusburg 

Cumberland. 
N'umberland 

.03 

T.' 

T.' 

f. 

't'.' 
.'67 

.08 

L45 
0.89 

Suubury-     

't'. 

T. 
f,' 

T. 

'."67 

T. 
T. 

T. 

T. 
T, 
.03 

1.03 

Woodward\-2  NE 

Centre 

.07 

1.55 

York,3SW 

York 

York 

0.63 
1.23 
0.85 

0.99 
0.87 
0.71 
0.66 

York  HavenS      

■r. 

T. 
T. 

T. 

r. 

T. 

.02 
T. 

.02 

T. 

Potomac  Basin 
Chambersburgo,  1  SW. 
Gettysburg 

Franklin..  .. 

Adams, 

Bedford 

Bedford 

.09 

T. 

T. 

.20 
.07 
.15 

■i  " 

.05 
.06 

.06 
.18 
.02 
09 
T. 
.04 
.22 
.02 

'tV 

.15 
.16 
T. 

.... 

Hewitt, 2S\V 

Hyndman2 

T. 

'.'08 

Mercersburg^ 

South  Mt.  San't'mS... 
GULF   DRAINAGE 
Ohio  Basin 
Allegheny 

Franklin 

Franklin 

Allegheny,... 

Jefferson 

Indiana 

Somerset 

'!64 

.26 

T. 

T. 

T. 

.02 

.08 
.18 
.11 

T. 

T. 

.08 

.03 

.'96 

.23 

■.'63 
.02 

T, 

.09 

T. 

.02 
.02 
.01 

'.'39 

.48 

'.'63 
.06 

.27 

T. 

.08 
.19 

.15 
.17 
.50 

.13 
.02 
.25 

.07 

■r'. 

.40 
T. 

'.'06 
.07 

.03 
.03 
.02 

T. 

.'62 

0.53 
0.73 
1.19 

Aliens  Mills'.  5 

1.25 
1.85 
1.62 
2.21 
1.57 
1.52 
1.18 
1.71 

Blairsville',  6NE 

Boswell^6NW 

'.'i2 
.06 
T. 

T. 

.05 

T. 

.04 

.'65 

.03 

.01 
.04 

.... 

'.'88 
.02 

T. 

,58 
.04 

Bradford,  4  W 

McKean 

Jefferson 

Somerset 

Clarion 

T. 

.03 

.07 

.07 
T. 

.13 
.02 

.03 
.01 

.03 
T. 

T, 

.75 
.76 
.24 
.02 
.67 
.27 
.66 
.05 
.67 

T. 
.06 

!6i 

.12 
.07 

.12 
.32 
.87 
.02 
.14 

.20 
.09 
.28 
.22 
.45 

• 

.40 
.45 
.21 
.10 
.10 
.20 
.04 
.16 
.33 
.04 
.  17 

T. 
.11 

Brook ville',  1.5  SW.  ... 
Buckstown'.  •■> 

Clarion2,3SW 

.03 
.06 
.15 

T. 
.15 

T. 

'.'6i 

T. 

.05 
.03 
03 

.01 
.01 
.03 

03 

.80 

!63 
.25 

.08 

.04 
.03 

.32 
.02 
.14 
.22 

.02 

.'34 
.66 
.16 
.11 

.12 

T. 

.50 

T 

.03 

.'is 

.08 
.05 
.13 

.03 
.01 

Corry 

Erie 

.02 

.06 

T. 

Coudersport 

Potter 

W'moreland. 
W'moreland 

Cambria 

Cambria 

Armstrong... 

Venango 

Elk 

Indiana 

.10 
.10 
.20 

T.' 
03 

.03 
.40 
.17 

' .'  Vi 
.01 
T. 

1.63 
L12 
1.76 

Derrv 

r 

.02 

1 

T. 
.04 

'.'6i 

'.'64 

T. 

.02 

T. 

.05 
.55 
.42 

Donegal ' 

T. 

... 

T 
T. 

.02 

.03 
.03 

Dunlo'.  5,0.5  SW 

2.  78 
1.70 
1.60 

EbensburgS 

.21 
.01 
T. 

T, 

.02 

T. 

.02 

.74 
.50 
.75 
.75 

T 
T. 
.04 
T. 

Ford  City^,  4S 

.01 

.'61 

.01 

T, 

'ii 

1. 

.55 
.32 

.'95 

.01 
■)'. 

.03 
.04 
.09 

f.' 

.'37 
.39 

.'i9 

Franklin^ 

1.57 
1.36 
1.25 
1.11 
1.82 
1.90 
L83 

Glen  Hazel2,lNE 

Home'.  5 

T. 

.02 

.01 

.06 

Indiana 

Indiana 

Cambria. . . . 

.16 

.01 
.14 
.09 

.04 
.17 
T. 

05 
T, 
.01 

T. 
T. 
.06 

.04 
.02 
.10 

^^ 

T. 
T. 
.04 

T. 

.04 

.01 

.28 
.90 

.03 

T. 

.01 

.01 
.07 

.03 
.01 

.07 

.13 
.39 

T. 

.16 

T. 

:; 

.01 
.02 
.06 

■■• 

Johnsto\vn'^,0,5  W 

i-'.' 

T, 

... 

Kane',  IN 

McKean 

T. 

1 

Continued  on  page  29. 
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CLIMATOUXJICAL  DATA:   PENNSYLVANIA  SECTION 


stations 


AIXBOHKNY 

(continued) 

Krogar'.  4.S  SE 

Lveippiis.  1.5  E 

Marieuville',* 

Meftilville'^.  18 

Mosgrovo- • 

rarkers  Landing-.  .... 
Pitt-burgh  Cty  Of','.  .. 

Port  Allegany^ 

Punxsutawuey'^ 

Putueyville'-.  2.5 SE. . . 

Kidgway- 

Saltsburg- 

Seward- ■ 

Sheffield',  5,  6W 

Smethport'.  ".  1  SW  . . . 

Strougstowu',* 

Tioue>ta-'.  1. 5  SE 

Titu-ville.  2S 

Union  City',  5 

Vandergrift' 

Warreu2, 

Youngsvllle',  ° 


Daily  Precipitation  for  April  194 6 -Continued  from  page 


Counties 


MONONGAHELA 

Confluence-,  1.5  NW... 

Connellsvine^ 

Douora' 

Greensboro^ 

Greeusburg,2S 

Irwin 

Meyersdale^ 

Murrysville//'.-'^ 

Newell' v/iT' 

Pittsburgh  ATpt.ll  ',='.. 

Rices  Landing^ 

Somerset 

SpriugsS,  ISW 

Unioutown 

Wayuesburg 

Beaver 

Beaver  Falls2 

Butler 

Farrell'^ 

Greenville 

Jamestown^.  2NW.  ... 
Mercer  Arpt.',  2.5  NE.. 

New  Castle,  1.5  N 

Pennline.2,  IS 

Ohio 

Claysville^ 

Coraopolis2,  IE 

Midland2 

Washington',  = 

LAKE   DRAINAGE 

Albion^ 

Erie',  5 

Raymond',  5 


Wmoreland. 
W'moreland. 

Forest 

Crawford.... 
Armstrong... 
Armstrong... 
Allegheny... 

McKean 

Jefferson 

Armstrong.. . 

Elk 

Indiana 

W'moreland. 

Warren 

McKean 

Indiana 

Forest 

Crawford. . . . 

Erie 

W'moreland. 

Warren 

Warren 


Somerset 

Fayette 

Washington. 

Greene 

W'moreland 
W'moreland 
Somerset — 
W'moreland 

Fayette 

Allegheny . . 

Greene 

Somerset 

Somerset — 

Fayette 

Greene 


Beaver 

Butler 

Mercer 

Mercer 

Mercer 

Mercer 

Lawrence... 
Crawford... 


Washington 
I  Allegheny  .. 

Beaver 

Washington 


Erie 

Erie 

Potter 


2       8       4       5       6 


.01 


.33 

.1'2 

.171 

T. 

.1 

.271 

.05 

T 
.12 

'.'ii 

.28 
.10 
.13 
.07 

r 

'.'is 

T. 
.04 


.02 
T 
.27 
.04 

04  .09 

05  .02 


.05    .06 

T 

.08 


.02 


.28 


.06 


.  35  . . . 
.11  ... 
.09   T. 


T. 


.01 


.01 


.06 


.02 


Day  of  month 


12 


18 


.01  .. 


.05 


T. 


■1' 
01  T. 
.04   .01 


.03 


.07 


T. 


.02 


.02 


.01 


.01 


T. 


16 


16 


.04 


.59 


17 


.28 


19 


T. 


20 


.29 
.02  T. 


.04 


.10 


.05 


T. 


.01 


22 


.03 


.07 


28     24 


26 


26 


27     28 


29 


80     81 


.18 


.35 

.58 

!26 
.16 
.03 

.18 
.02 
L20 

[56 
.30 
.10 
.28 
.35 


.59 

.43 
,19  .27 
.28 

.14 
16 
.32    .01 

.25 


.02 


.25 


.23 


.30 
.10 
.19 

.08 
.37 
.11 
.02 
.01 

'.Q'i 

.01 

.02 

.21 

.10 

.40 

.48 

.25  , 

.03 

,22 

.15 

.50 


T. 


.04 

.05 

.07 

.02 

.22 

.18 

T. 

.16 

.08 

.05 

.10 

.14 

.25 

.05 

.07 


.43 
.08 
.21 
.12 
.01 
.10 
.1! 


.10  . 
.09  . 
.08 
.10  . 


.02 
T. 


.08  . 
.05. 

.'is 

.08 
.11 
.15 
.10 
.23 


.06 


T. 
.03  . 
T. 
T. 


T. 


T. 

■r'.' 

.'63 
f 

T. 


.02 
.04  . 
.02  , 
.01 

■!64 
.02  , 
T. 

".ha . 
.02 . 


.12. 
.02 . 
.01  , 


.07 

.11 

.01 

.08 

.01 

T. 

.03 

'.'06 
.02 
.05 
.02 
.12 
.06 
.07 


.02 


T 
T 

.'67 


.01 


.15 


.42 


.27 


T. 

.01 


.04  . 
'.'06  ! 


T.    . 

.02  . 


29 


2.68 
2.34 

1.62 
1.45 
1.57 
2.09 
0.94 
1.15 
1.20 
1.67 
1  43 
1.62 
1.98 
1.67 
'51.24 
51.84 
1.83 
1.62 
1.41 
1.62 
1.03 
1.62 


1.76 
1.87 
1.75 
1.25 
1.66 
1.27 
1.49 
1.33 
2.59 
1.15 
1.98 
1.24 
2.07 
1.91 
2.14 


1.25 
1.60 
1.22 
1.76 
1.38 
1.55 
1.36 
1.16 


2.14 
1.07 
1.35 
1.64 


1.31 

1.68 


[See  page  32  for  explanation  of  reference  marks.] 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


April  1946 


Daily  Temperatures  for  April  1946 


Stations 


Albion/ /  Maximum. 

\  Minimum. 
Allentown  Arpt.l-4  NE..  /  Maximum. 

\  Minimum. 
Allentown/ /  Maximum. 

\  Minimum. 
Altoona-4.5  W /  Maximum. 

\  Minimum. 
Arendtsvjlle/ /  Maximum. 

\  Mininnim. 
Berwick /  Maximum. 

\  Minimum. 
Bethlehem' /  Maximum. 

\  Minimum.. 
B]air.sville'-6  NE 1  Maximum. 

1  Minimum.. 

Bradford-4  W /  Maximum. 

\  Minimum. 
Brookvillei-1  5  SW I  Maximum. 

\  Minimum., 
Burnt  Cabinsl-2  NE /  Maximum. 

\  Minimum.. 
Butler /  Maximum. 

\  Minimum .. 
Canton/-l  NW  /  Maximum. 

\  Minimum.. 
Carlisle /  Maximum., 

\  Minimum.. 
ChambersburgS-l  SW.  ..  I  Maximum., 

\  Minimum.. 
Clarion6-3  SW /  .Maximum.. 

\  .Minimum .. 

ClaysvlUe  / /  Maximum .. 

\  Minimum ., 
Coalport/ /Maximum.. 

\  Minimum. 
Coatesville/ /  .Vlaxunuin.. 

\  Mininuini .. 
Columbia /  Maximum.. 

\  Minimum.. 
Corry /  Maximum.. 

\  Minimum.. 
Coudersport /  .Maximum.. 

V  .Minimum . . 
Curwensvillel-6  NW (  Vlaximum.. 

\  Minimum .. 
Derry /  Maximum.. 

\  .Minimum. 

Donegal! (  Maximum.. 

\  Minimum . 
Donora' /  -Maximum, 

\  Mini  mil  in. 
Eagles  Mere/ (.Maximum. 

\  .Minimum. 
East  \Vaterford6-3  E  . . . .  /  Maximum. 

\  Minimum. 
Ebensburg/ /  Maximum. 

\  .Minimum. 
Emporium  /-I  E (  .Maximum . 

\  Minimum. 
Ephrata /  .Maximum . 

\  Minimum . 
Erie' /  Maximum. 

\  Mininiuiii . 

Everetti-0.5  SW I  Maximum. 

\  Minimum. 
Farrell /  Maximum . 

V  Minimum., 
Ford  City /-4  S /  Maximum. 

\  Minimum. 
Franklin/ (  Maximum. 

\  Minimum .. 
Fredericksville-1  8 /  Maximum. 

\  Minimum.. 
Freeland (  Maximum. 

\  Minimum .. 
George  School^ /  Maximum. 

I  Minimum.. 
Gettysburg (  Maximum. 

\  Minimum .. 

Gordon /  Maximum., 

\  Minimum .. 

Greensburg-2 S (  Maximum.. 

\  Minimum.. 

Hanover/ (  .Maximum.. 

\  Minimum.. 

HarrisburgArpt.  '-3.6 S.  I  .Maximum.. 

V  Minimum .. 
Hawley-0.5  E I  .Maximum.. 

\  Minimum.. 
Hewitt-2  SW (  Maximum.. 

\  Minimum.. 
Holtwood' ( Maximum.. 

\  Minimum.. 
Huntingdon I  Maximum.. 

\  .Minimum.. 


64 
28 
72 
40 
4.'i 
22 
4.5 
32 
64 
34 
61 
34 
52 
3S 
69 
36 

60 
21 
71 
40 
70 
34 
69 
33 
49 
34 
73 
24 
49 
35 
56 
37 

47 
35 
68 
3.' 
62 
36 
53 
38 
47 
31 
68 
50 

54 

39 
54 
31 


361  42 
62  65 


51 
70 
44 
65 
41 

55 

66 
5n 
72 
56 
72 
32 
70 
41 
63 
37 
74 
40 
78 
44 
71 
42 

73 

40 

71 

38 

66 

44 

65 

40 

75 

4 

67 

30 

r 

42 
77 
43 

75 
40 
70 
54 
80 
43 
77 
42 
70 
38 
78 
48 
75 
47 
75 
38 


48 

53 

38 

34 

44 

55 

33 

33 

48 

62 

45 

28 

61 

59 

43 

az 

43 

46 

31 

31 

50 

.14 

xn 

28 

42 

52 

28 

27 

46 

30 

54 

M8 

53 

29 

48 

3 

44 

31 

55 

28 

59 

35 

48 

36 

49 
31 
55 
32 
54 
35 
51 
34 
54 
39 
68 
31 
62 
31 
60 
40 

57 
27 
49 
29 
61 
38 
58 
39 
52 
29 
59 
43 
59 
39 
55 


9  10  11  12 


46  44 


48  45 
2n:  24 


4:1 
20 
40 
30 

§2 

46 
29 
60 
44 
37 
25 
44 
30 
43 
32 
46 
23 
52 
33 
46 
38 

44 

29 
54 
38 
52 
30 
51 
28 
42 
25 
44 
25 
51 
26 
56 
34 

52 
24 

55 
43 
48 
33 
42 
35 
43 
19 
59 
29 
45 
37 
48 
S7 


40  47 
26   19 


49 
33 
50 
28 
55 
32 
54 
35 
44 
32 
56 
29 
52 
431  39 
57  63 
33  33 


13 


51 
36 

52 
37 
63 
33 
54 
37 
52 
3) 
49 
37 
50 
31 

45 
21 
52 
31 
54 
30 
53 
30 
44 
26 
66 
42 
58 
35 
56 
30 

52 
27 

56 
17 
50 
35 
55 
40 
50 
25 
46 
21 


49  48 
21   3i 


49 
32 

54 
39 

43;  44 
221  22 
55|  47 
26i  32 
52  47 
20  31 
73  73 


54  53 

28   22 


191  23 


58 
31 

56 
31 
55 
28 
61 
28 
58 
26 
55 
35 
50 
28 

52 
18 
55 
21 
60 
22 
55 
24 
.55 
29 
61 
29 
62 
26 
57 
20 

54 
22 

55 

2 

59 

35 

64 

30 

53; 

19 

59 

28 

53 

19 

'•28 

61 
20 
58 
30 
53 
26 
59 
32 
.53 
26 
60 
18 
60 
32 
60 
35 


63  61 

23  45 

64!  6^1 

25  43 


34 1  49 


60  62 
34   31 


62 

40 

54 

69 
44 

69 

4 

72 

36 

70 

49 

62 

37 

66 

43 

78 

46 

64 

37 

78 
40 
74 
39 
64 
35 
61 
34 
74 
57 
65 
46 
75 
44 
80 
48 

70 

38 
69 
32 
78 
38 
77 
48 
65 
43 
79 
48 
77 
50 

;3 


26  41 


56 
36 
56 
42 
55 
32 
58 
41 
6! 
38 
53 
40 
48 
28 

45 
29 
49 
28 
55 
33 
55 
34 
55 
.32 
64 
42 
64 
39 
51 
31 

50 
34 
51 
32 

57 

46 

67| 

46 

48 

30 

53 

30 

4 

28 


19  20  21 


56  62 
26  24 


63 


35 
64 
37 
65 
26 
66 
29 
63 
34 
63 
36 
60  68 
34   30 


26  31 

72|  64 


22  24 

57  65 

16  25 

66  58 

24  34 


56i  62 
24 


34 

46 
29 
52 
37 
49 
29 
53 
31 
47 
28 
51 
S3 
69 
44 
45 
34 

68 

35 

53 

36 

51 

33 

48 

33 

74 

49 

61 

34 

68 

4 

73 

44 

60 
42 
55 
30 
59 
44 
57 
42 
55 
34 
70 
39 
57 
45 
69 
36 


26 

56 
22 
63 
33 
59 
25 
60 
:« 
56 
26 
62 
18 
63 
35 
54 
34 

58 

2 

61 

31 

60 

23 

60 

26 

60 

40 

59 

39 

60 

33 

62 

33 

59 
25 
69 
23 
63 
36 
64 
34 
58 
24 
69 
26 
61 
41 
62 
23 


22 


23 


79   78 
.30  40 


24 


25  26  27  28  29  30 


33 

60 
26 
66 
38 
58 
25 
63 
32 
69 
34 
63 
27 
68 
33 
56 
44 

63 

28 

63 

33 

64 

31 

61 

31 

64 

28 

63 

2K 

65 

29 

6 

33 

66 
26 
63 
28 
6' 
40 
70 
40 
65 
25 
78 
48 
66 
39 
68 
26 


37  26 


80  78 


71 
•22 
74 
33 
63 
2' 
62 
.30 
66 
25 
71 
21 
6' 
34 
55 
34 

60 

27 

73 

28 

72 

26 

70 

2 

62 

32 

60 

29 

63 

35 

64 

32 

66 
27 
73 
22 
68 
33 
65 
35 
63 
28 
87 
27 
68 
38 
68 
26 


78 
31 
83 
40 
80 
27 
79 
49 
78 
40 
86 
30 
82 
40 
78 
53 

79 

30 

85 

38 

82 

32 

83 

33 

78 

35 

7' 

46 

79 

40 

80 

35 

81 
31 

80 
30 
80 
42 
84 
39 
81 
32 
88 
27 
81 
43 
87 
30 


46 

76 
44 

78 
51 
82 
47 
81 
57 
76 
51 
82 
40 
87 
45 
75 
49 

75 
43 
83 
55 
79 
43 
79 
40 
83 
32 
81 
51 
80 
41 
87 
47 

85 
37 
78 
39 
87 
60 
86 
48 
86 
38 
85 
39 
79 
48 
83 
42 


66 
35 
66 
42 
72 
46 
80 
44 
6' 
46 
75 
60 
72 
52 
69 
38  31 


43 

61 
42 
69 

52 
69 
42 
65 
48 
61 
39 
75 
41 

59 
60 
44 

65 

49 
67 
45 
61 
44 
6' 
41 
75 
58 
70 
49 
76 
50 
75 
61 

76 
54 
65 
44 
73 
67 
70 
54 
72 
53 
76 
66 
70 
65 
70 
52 


59 
38 
60 
51 
58 
39 
69 
49 
64 
40 
57 
36 
48 
34 

63 
35 
5! 
38 
52 
40 
74 
43 
45 
43 
60 
44 
57 
42 
64 
39 

61 
42 
70 
36 
60 
61 
66 
45 
55 
37 
69 
32 
46 
33 


19  40 


44  58 
30  26 


40  41 


37 
69 
46 
65 
42 
60 
47 
63 
40 
74 
33 
65 
50 
64 
45 

58 
41 
76 
42 
70 
35 
71 
35 
65 
50 
70 
48 
64 
47 
70 
52 

65 
41 
67 
37 
61 
54 
64 
49 
70 
38 
61 
48 
64 
55 
66 


48 
34 
56 
41 
45 
41 
60 
35 
42 
40 
49 
42 
63 
43 
47 
38 

50 

40 

65 

39 

56 

42 

44 

38 

59 

45 

54 

35 

60 

4 

61 

4' 

55 
38 
67 
43 
60 
61 
59 
40 
58 
39 
54 
38 
61 
45 
66 
40 


34 

38 
28 
45 
35 
37 
2» 
45 
30 
42 
30 
47 
33 
51 
36 
45 
33  35 


62 
30 
60 
24 
69 
25 
57 
22 
68 
30 
52 
28 
60 
32 
6? 
32 

59 
31 
58 
22 
61 
32 
62 
34 
65 
30 
65 
•29 
59 
39 
62 
26!  41 


60 

38 

63 

48 

57 

22 

62 

43 

58 

40 

64 

39 

65 

4 

57 

44 

62 
39 
66 

48 
64 
28 
64 
•22 
57 
34 
55 
38 
68 
43 
65 
44 

62 

38 
61 
43 
66 
34 
67 
46 
52 
32 
63 
48 
6.^ 
49 
64 


33 

73 
30 
77 
40 
72 
.38 
67 
44 
73 
38 
78 
28 
72 
39 
70 
46 

74 
33 
80 
37 
75 
34 
76 
33 
70 
32 
67 
38 
70 
36 
68 
42 

71 

38 

75 

32 

68 

46 

71 

43 

75 

32 

71 

31 

68 

46 

7 

33 


31 


Mean 


61.2 
36.3 
61.2 
38.6 
61.3 
35.4 
64  2 
36.9 
610 
36.6 
69.9 
39.4 
56.9 
34.9 

56.3 
28.9 
58.1 
30,7 
62.9 
34.2 
64.1 
33.6 
56.6 
$33  1 
64.9 
39.7 
63.4 
36.2 
61.8 
30,9 

61.0 
33.1 
61.6 
27.9 
62.0 
37.0 
66.2 
38  8 
57.5 
29.6 
59.5 
28.9 
56.5 
30.7 
5J 
36.9 

57.3 
30.4 
63.3 
39.6 
55.0 
29  8 
58.7 
36.8 
56  3 
33.0 
63.5 
30.4 
64.5 
39.7 
65.5 
38.1 

59.7 
34.2 
64. 0 
36.0 
60.8 
32.3 
59.2 
31.1 
60.9 
37.2 

$60.6 

$34.2 
62.3 
37,6 
65.1 
39.9 

61.1 
34.4 
62.2 
33.2 
64.2 
40.0 
63.0 
40.4 
58.5 
32  2 
67.7 
37. 2 
62.0 
43.2 
6:^.3 
34.3 


Continued  on  page  31. 
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Daily  Temporatuies  for  April  1946-Contlnue(l  Ironi  page  80. 


Stations 


Indiana 

Irwin 

,lainestown/-2NW. 

Johnstown  / 

Kftne'-l  N 

Lancaster 

Lawreiu'eville  —  • 

Lebanon  ■ 

Lewisto\vu/-2S\V.  . 

Lock  Haven* 

Marcus  Hook' 

Martinsburg' 


Mauch  Chunk-lSW. 

MeadviUe/-lS 

Mercer'-2.5NE.  ... 
Middleto\vnl-1.5  \V. 

Midland'' 

Montrose /-3  E 

Mt.  Pocono'-2N.  ... 
New  Bloomfield  — 

Newburgl.3.5NVV.. 
New  Castle-1.5N.... 
Palmerton' 


.  /  Maximum.. 

\  Minimum.. 
.  /  Ma-iimuui.. 

\  Minimum .. 
.  /  Maximum.. 

\  Miniunim.. 
,  /  Maximum.. 

V  Minimum.. 
.  (  Maximum.. 

\  Minimum.. 

.  (  Maximum.. 

\  Minimum.. 

.  (  Maximum.. 

\  Minimum.. 
.  )  Maximum.. 

\  .Minimum.. 
.  (  Maximum.. 

\  .Minimum.. 
.  /  Maximiuii.. 

V  Minimum .. 
.  (  Maximum.. 

\  Mininuui) .. 

.  /  Maximum.. 

\  Minimum.. 

.  (  Maximum.. 

\  .Minimum.. 
.  /  .Maximum.. 

\  Minimum.. 

/  Maximum.. 

\  Minimum.. 
.  /  Maximum. 

\  Minimum  . 
.  /  Maximum.. 

\  Minimum.. 
.  I  Maximum.. 

\  Minimum.. 

.  (  Maximum.. 

\  Minimum.. 
.  /  Maximum  . 

\ Minimum. . 
.  /  Maximum . 

\  Minimum.. 
.  (  .Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 


Park  Place'-l  N\V /  Maximum. 

\  Minimum. 
Phila.  Arpt.i-7S\V (  Maximum. 

\  Minimum.. 
Philadelphia  C.O.l I  Maximum. 

\  Minimum. 
Phila.  Shawmont /  Maximum. 

\  Minimum. 
Philip.'^burg'-7  E /  Maximum. 

\  Minimum. 
Phoenixville-1.5  SE /  Maximum . 

I  Minimum.. 

Pittsburgh  Arpt.i-7.5SE/  Maximum. 

\  .Minimum. 
Pittsburgh  City  Officel . .  I  .Maximum. 

\  .Minimum.. 
Port  Clinton/ /  Maximum., 

V  Minimum.. 
Putney ville-2 .5  SE /  Maximum. 

\  Minimum.. 
Quakertown-0.5  E /  Maximum. 

\  Minimum.. 
Readingl |  Maximum. 

\  Minimum.. 

Ridgway/ /Maximum. 

\  Minimum., 
Scrantonl )  .Maximum. 

\  Minimum. 
Selinsgrove /  Maximum. 

\  Minimum . 
Somerset /  Maximum. 

\  Minimum. 
Springs<>-1  SW /  Maximum. 

\  Minimum. 
State  CoUegel  ." /  Maximum. 

\  Minimum . 

Stroudsburg-2  E /  Maximum. 

\  Minimum. 
Tamarack /-2  S /  Maximum, 

\  Minimum. 
Tionesta/-1.5  SE /  Maximum 

\  Minimum. 
Titusville-2  S /  Maximum 

\  Minimum. 
Towanda-1  E /  Maximum 

\  Minimum 
Tunkhannock /  Maximum 

\  Minimum. 


54     67 


53 
35 

49 

36 
67 
34 
68 
35 
53 
38 
70 
39 
45 
25 

42 

29 
53 
31 
54 
36 
63 
36 
44 
34 

42 

29 

52 

37 

50 

3 

58 

38 

47 

34 

59 

34 

70 
42 
72 
45 
57 
34 
60 
36 
51 
34 
50 
40 

66 
23 
50 
34 
51 
35 
60 
30 
57 
28 
56 
37 

56 
35 
5' 
24 
67 
33 
60 
35 
52 
32 
49 
32 


38 
77 
3' 
76 
38 

50 
74 
41 

70 
36 
79 
46 
78 
46 
78 
46 
67 
44 
78 
43 

71 
50 
72 
51 
75 
40 
66 
4' 
75 
40 
77 
44 

70 
36 
73 
42 
75 
40 
67 
43 
69 
45 
71 
54 

75 
41 
71 
33 
65 
44 
68 
52 
73 
43 
74 
42 


55 
33 
64 
36 
65 
38 
63 
44 
6' 
43 
5 
36  33 


47 
28 
63 
41 
64 
46 
64 
32 
54 
35 

50 
36 
61 
4fi 
64 
48 
73 
47 
54 
33 
71 
46 

56 
37 
57 
40 
66 
43 
51 
32 
67 
42 
62 
46 

54 
34 
^•i 
38 
67 
38 
59 
36 
62 
37 


52 
30 
64 
41 
62 
38 
67 
47 
55 
35 

51 
34 
5' 
45 
5' 
45 
58 
44 
70 
37 
58 
42 

70 
40 
72 
43 
57 
40 
68 
43 
56 
35 
59 
44 

72 
35 
59 
37 
60 
40 
70 
46 
68 
42 
71 
41 

56 
34 
71 
34 
68 
35 
65 
42 
6ft 
34 
61 
32 


43  52 
32  34 


56 
30 
48 
83 
50 
25 
60 
39 
48 
35 
46 
30 

50 
30 
56 
30 
58 
40 
5,') 
39 
56 
35 

51 
31 
63 
36 
61 
40 
62 
37 
53 
29 
62 
37 

48 

35 

50 

3 

48 

29 

64 

32 

60 

30 

58 

40 

54 

26 

54 

35 

58 

29 

46 

3 

49 

36 

56 


10 


64  48 


52 

27 

54 
27 
50 
19 
49 
22 
56 
27 
54 
26 
44 
25 

45 
24 
59 
24 
56 
28 
53 
22 
51 
27 

48 
26 
56 
34 
55 
39 
55 
29 
52 
21 
5' 
23 

56 
29 
55 
31 
53 
27 
53 
19 
55 
30 


49 


52  62 
28  21 


56  42 
35  33 


51 
35 

54 
36 
40 
36 
42 
28 
5' 
40 
48 
37 
44 
26 

49 
31 
68 
34 
56 
36 
53 
39 
54 
38 

49 
32 
60 
40 
69 
40 
58 
40 
48 
31 
64 
39 

48! 
36 
.60 
39 
56 
36 
45 
33 
57 
36 
58 
39 

43 

29 
49 
37 
56 
36 
49 
28 
48 
32 
50 
36 


12  IS  14 


52  5t 


58  67 
37 
40 
29 


52 
23 

51 
27 
50 
17 
50 
22 
57 
29 
53 
26 
45 
24 

47 
24 
56 
20 
68 
24 
55 
20 
52 
25 

48 
23 
56 
34 
57 
36 
57 
30 
52 
15 
61 
24 

51 
28 
53 
30 
55 
24 
51 
17 
54 
26 
57 
32 

58 
14 
49 
30 
54 
21 
52 
17 
48 
26 
54 
25 

57 
26 
50 
29 
53 
20 
50 
17 
52 
26 
51 
26 


67 


45  51 

29  28 

48  56 

391  36 

50!  56 


52  55 
33 

54i  66 

401  34 

50!  56 

36|  40 

.621  .53 

31 ;  21 

51 :  56 

34;  26 

63  59 

40  34 


33i  22 

45!  49 

32|  23 

501  56 

33  31 


59 
29 
56 
27 
67 
22 
55 
22 
57 
26|  23 
50]  BS 
So\     26 


16 


66 


17  18 


54  59 


70 
36 
70 
37 
64 
30 
64 
26 
62 
29 
64 
35 

66 
21 
63 
34 
63 
28 
64 
23 
62 
26 
65 
40 

66 
44 
62 
29 
66 
27 
66 
27 
66 
26 
64 
32 


72 


52 


64  44 


20  21 


63  62 


25  30 


62 
16 
57 
32 
60 
24 
60 
22 
57 
24 
52  61 
35  29 


59 
31 
65 
27 
69 
33 
64 
30 
65 
28 

60 
35 
65 
38 
64 
41 
65 
34 
58 
25 
68 
28 

64 
39 
65 
41 
67 
28 
63 
30 
65 
26 
67 
38 

62 
22 
63 
33 
71 
30 
61 
24 
60 
27 
62 
39 

65 
27 
57 
30 
60 
29 
56 
34 
64 
24 
66 
25 


43  42 


72 


•22 


80 


28  24 


79 


82  80 


58 
38 

64 
44 
49 
37 
68 
30 
66 
40 
64 
40 
43 
36 

53 
33 
65 
46 
65 
41 
66 
40 
61 
41 

55 
34 
71 
44 
69 
46 
66 
48 
55 
31 
70 
43 

64 

40 

66 

40 

58 

42 

59 

41 

65 

4 

65 

43 

.64 

30 
57 
39 
62 
46 
62 
47 
60 
38 
57 


34 

82 
32 
78 
41 
80 
44 
79 
30 
75 
33 

75 
38 
86 
30 
82 
36 
83 
34 
81 
39 

7 

46 

77 

44 

76 

47 

80 

39 

81 

30 

82 

32 

81 
47 
83 
43 
82 
30 
80 
32 
78 
34 


26 


68 


26  27 


70 


70  70 


60 


28 


48  67 


49 
38 

59 
45 
45 
40 
47 
33 
62 
40 
50 
38 
52 
45 

51 
31 

58 
40 
56 
40 
65 
43 
67 
38 

49 
30 
61 
40 
61 
40 
60 
52 
48 
35 
70 
46 

53 

37 
54 
39 
58 
48 
60 
37 

5b 

46 


42 
32 

45 
36 
44 
32 
42 
26 
49 
39 
44 
34 
33 
28 

34 

29 
47 
36 
50 
38 
45 
35 
61 
37 

39 
29 
50 
40 
49 
40 
63 
40 
39 
29 
66 
35 

43 
32 
44 
3' 
59 
37 
40 
32 


60     49 
39 


47      44 
33     32 


29 


66 


57 
31 

54 
30 
56 
18 
55 
20 
61 
34 
59 
30 
50 
27 

50 
25 
62 
27 
62 
36 
58 
22 
59 
31 

53 
25 
60 
34 
69 
38 
60 
35 
55 
25 
66 
2' 

59 
32 
61 
35 
58 
33 
56 
2! 
52 
31 


80 


76 


81 


53     68 
35     32 


67 

74 

37 

33 

68 

71 

40 

39 

66 

76 

44 

34 

56 

70 

42 

39 

.62 

66 

36 

39 

63 

70 

47 

43 

62 

69 

49 

45 

63 

70 

41 

40 

59 

71 

33 

28 

72 

78 

36 

35 

62 

77 

44 

45 

65 

77 

47 

43 

60 

71 

40 

39 

62 

74 

39 

30 

,67 

70 

33 

63 

63 

72 

48 

51 

66 

78 

32 

27 

6C 

74 

43 

36 

64 

74 

40 

33 

66 

72 

40 

28 

5c 

68 

37 

32 

6< 

75 

46 

39 

61 

73 

3' 

39 

5f' 

75 

2' 

,36 

62 

74 

3? 

30 

6 

73 

3f 

32 

6C 

77 

3' 

29 

6C 

72 

34 

31 

Mean 


$60.9 

63  1 
36.0 
60,6 
31.7 
62.3 
37.5 
66.2 
26.1 
66.3 
35.3 

59.9 

32.4 
62.4 
38.4 
64.2 
37.9 
65.0 
36.6 


58.6 
35.8 

560  7 

534.7 
57.7 
31.0 
57.5 
31.9 
62.6 
38.7 
61.0 
36  8 
52.6 
31.7 

53.5 
31.3 
64.2 
33.9 
62.6 
37.0 
62.4 
35,0 
58.8 
35.5 

54.4 
33,7 
62.4 
41.2 
62.  2 
43.5 
64.5 
40.6 
56.8 
29.6 
67.7 
36.5 

61.1 
38.9 
62.4 

40.3 
60.9 
36.1 
59.2 
30.7 
61.7 
36.2 
62.2 
41.4 

61.1 
25,9 
57.7 
37.0 
63.3 
34.2 
59.1 
32.1 
56.7 
31.8 
60.6 
38.6 

64,7 
36.7 
56.9 
3L8 
58.8 
31.1 
57.7 
31.7 
60.6 
33.0 
$60.4 
$33.5 


Continued  on  page  32. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


April  1946 


Daily  Temperatures  for  April  1946— Continued  from  page  31. 


Stations 


Uniontown /  Maximum. 

\  Minimum. 
Vandergrift' I  Maximum. 

\  Minimum. 
Warren /  Maximum. 

\  Minimum. 
Way nesburg I  Maximum . 

\  Minimum. 
Wellsboro/ /  Maximum. 

V  Minimum . 
West  Chester /  Maximum. 

\  Minimum.. 
Wllljes-Barrel  Apt. -3N.  /  Maximum. 

\  Minimum., 
Williamsport  Arpt.'-4  E  /  Maximum. 

V  Minimum.. 
William-town /  Maximum. 

\  Minimum.. 
Woodward  Apt'-2  NE..    (  Maximum. 

\  Minimum.. 
York-3  8W /  Maximum. 

\  Minimum.. 


10 


20 


22 


23 


24     25 


26 


27     28 


30 


31    Mean 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


64.9 
39.0 
63.1 
36.2 
59.5 
31.9 
63.0 
37.1 
57.4 
29.1 
62.4 
40.0 
59.7 
35  3 
60.  H 
35.1 
63.0 
S6.  5 
57.1 
34.4 
67.3 
36.7 


PRESSURE,  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind*' 

Relative 

<s> 

(reduced  to  sea  level) 

Humidity 

13 

a 

a 

X 

"S 

Stations 

3 
O 

>x 

X3 

p. 

^ 

C9 

^ 

S^ 

o  >, 

o 

B 

B 

s 

B 

"O 

ft 

B 

s 

11 

ha 

Si 

o 

6. 

a, 
o 

1 

ID 

oi 

3 

Q 

<> 

g'^ 

s 

03 

Q 

r^ 

'P. 

(£ 

Erie 

30.54 
30.56 

21 
21 

29.52 
29.44 

2 
26 

9.0 
9.5 

26 
33 

sw. 
n. 

2 
6 

74 
65 

64 
41 

70 
52 

69 
69 

549 

Harrisburg 

404 

Philadelphia 

30.  52 

21 

29.  34 

26 

8.7 

26 

nw. 

3 

68 

42 

51 

61 

366 

Philip-burg 

30.51 

21 

29  56 

4 

34« 

nw. 

5 

71 

42 

54 

652 

Pitt-burgh 

30.  51 

21 

29.58 

26 

10.9 

44 

w. 

4 

71 

48 

56 

49 

451 

Reading 

30.55 
30.57 

21 
21 

29.  38 
29.  38 

26 
26 

12.8 
8.2 

49 
27 

sw. 
nw. 

15 
16 

61 
68 

62 
51 

399 

Scranton  

50t 

528 

'  For  any  five-minute  period.  ••  Corrected  to  true  velocities, 

t  12:00  noon,     t  4:00  p.m.        $  Also  other  dates.        '  One-minute  interval. 


RIVER  CONDITIONS 


Stations 


Port  Jervis,  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport ' 

Harrisburg 

Schenley.(nr)  Lock  No.  5. 

Sutersville 

CharleroKnr.).  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Rivers 


o 

£ 

1 

CD 

■g 

.c 

I 

s 

33 

a 

Delaware 2.9  3.3 

Delaware 2,7  3.8 

Lehigh 3.4  >  4.0 

Schuylkill 4  3  6.8 

N.  Br.  Susquehanna..  3.8  5.0 

W.  Br.  Susquehanna.  2.2  4.5 

Juniata 46  5.9 

Susquehanna 4  0  '  4.  8 

Allegheny 12.9  '  13.6 

Youghiogheny 4.2  i  5.6 

Monongahela !  12.3  \  15.0 

Ohio I  •  * 

Ohio I  •  * 


2.5 
2.1 
3.1 
3.7 
3.1 
L4 
3.7 
3.7 

12.5 
3.5 

11.3 


25 
26 
25 
30 
26 
25 
24 
26 
14 
23 
22 


*  Pool  stage. 


t  On  other  days  also. 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


MISCEIiLANEOUS   PHENOMENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
(Dates  and  number  of  stations  reporting) 


1 

2 

3 

4 

5 

6 

1 

7 
2 

ie 

8 

■7 
5 
5 

21 

9 
'9 

'2 

is 

10 
3 

6 

11 
26 

12 
'3 

13 

ii 

14 

_ 

6 

2 

15 

i 

28 

16 
23 

17 
'9 

18 
'3 

ii 

19 

'3 

6 

20 
22 

21 
"9 

22 

23 
3 

i2 

12 

24 

4 
3 

25 
'3 

'i 

26 
'4 

"i 

'7 

27 
■3 

ii 

28 

ii 
i 

29 

'3 

30 

ii 
1 

31 

Auroras 

Fog,  heavy 

Frost,  killing 

Glaze  

Hail 

Rain,  heavy 

Sleet 

ii 

14 

30 
28 

i 

2 
17 

8 

36 

i 

3^ 

is 

Snow,  heavy 

Thunderstorms . . 
Winds,  high 

FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  OiBce. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
forstations  having  10  or  more  years  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals.  X\  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  .  Trace  (0.005  inch  or  less). 

*,  "•,  ",  etc.    Number  of  days  missing,  for  example,  *■  indicates  two  days  missing. 
Italics,  data  interpolated. 
5  Partly  interpolated. 
5$  Incomplete. 
t  And  other  dates. 

r  Daily  amounts  inconsistent 
Received  too  late  to  be  included  in  means  and  summaries. 
Included  in  next  measurement. 


//  Windshield  on  gage. 

/I 


Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
1  Midnight  to  midnight. 

'  Measured  in  the  morning  for  the  preceding  24  hours. 
»  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 
*  Best  available  used  for  stations  not  equipped  with  recorders. 
'  Recording  gage. 

6  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 
'  Noon  to  noon. 

(W.  B.  O..  PhUadelphia-6  20-46-975) 
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Si'B.scKiPTioN  Price:  25  cents  per  .vnmum  :  (not  stamps). 

RKMIT  rvIKEPl'I.Y  TO  Sl'PERlNTKNDENT  OF  DOCUMENTS  WASHINGTON,  26  D.  0. 


OENEKAIi  SUMMARY. 

This  was  the  wettest  month  since  August  1933  and  was  ex- 
ceeded by  only  one  May  record,  that  of  1894.  Thus  there  is 
nothing  strange  that  record  breaking  floods  were  associated  with 
the  period,  nor  that  the  heavy  precipitation  followed  the  driest 
April  of  record.  This  sequence  of  very  wet  following  very  dry 
months  has  occurred  a  number  of  times;  as  for  example,  March- 
April  1903,  May-June  1903  and  1928,  August- September  1894 
and  September-October  1943. 

There  were  26  long  established  stations  and  38  others  of  less 
than  20  years  record  that  reported  a  month's  total  exceeding 
any  previous  May.  Outstanding  among  these  are  the  61  years 
at  New  Castle,  59  years  at  York,  and  58  years  at  Selinsgrove. 
Despite  these  records  and  the  fact  that  16  stations,  particularly 
in  the  eastern  half  of  the  State  received  10  or  more  inches  of 
rainfall  — 30%  to  50%  falling  between  the  26th  and  29th,  the 
months  of  May  1889  and  1894  were  overshadowing  monuments 
of  rainfall  and  floods.  With  only  5  or  6  interruptions  of  24  to 
36  hours  rainfall  was  reported  rather  generally,  particularly  in 
the  Susquehanna  River  Basin,  from  May  5th  to  22d.  These  rains 
set  the  stage  for  the  floods  that  formed  close  to  the  57th  anni- 
versary of  the  great  Johnstown  Flood. 

It  was  the  excessive  rainfall  of  May  27th,  caused  by  a  slow 
moving  low  pressure  area  crossing  the  central  portion  of  the 
State  that  produced  the  most  serious  flooding  of  record  in  por- 
tions of  Lycoming,  Tioga,  and  Bradford  counties.  However, 
flood  stages  were  exceeded  generally  on  the  Susquehanna  River 
and  at  scattered  points  on  the  Ohio  and  Delaware  Rivers,  but 
to  a  much  lesser  extent  than  in  the  north-central  counties, 
where,  as  the  waters  receded,  12  deaths  and  millions  of  dollars 
damage  were  reported.  These  figures  are  much  less  than  those 
of  the  great  flood  of  1936,  principally  because  of  the  smaller 
areal  coverage  of  the  record  floods  and  greatly  improved  warn- 
ing systems.  Many  small  towns,  as  Mansfield  and  Lawrence- 
ville,  in  Tioga  County,  suffered  more  seriously  than  at  any 
other  time  in  their  history.  Soil  erosion  and  crop  loss  harassed 
the  farmers;  38  bridges  and  16  miles  of  highways  must  be  re- 
placed in  addition  to  repairs  to  many  other  bridges  and  inesti- 
mable miles  of  roadway. 


normal  for  May.  The  highest  monthly  mean  was  65.4°  at  Mar- 
cus Hook  and  the  lowest  was  52.2°  at  Kane.  Extremes  ranged 
from  a  maximum  of  92°  at  York  on  the  26th  to  a  minimum  of 
23°  at  Kane  on  th(>,  10th. 

PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  218  stations,  was  7.25  inches,  which  is  3.28 
inches  above  the  59-year  normal  for  May.  The  greatest  monthly 
amount  was  11.80  inches  at  Sunbury,  while  the  least  was  3.02 
inches  at  West  Newton.  The  greatest  amount  recorded  in  any 
24  consecutive  hours  was  5.39  inches  at  Renovo  on  the  26-27th. 


TEMPERATURE. 

The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  87  stations  was  58.3°,  which  is  1.4°  below  the  59-year 


COMPARATIVE    DATA  FOR    MAY 

Temperature 

Precipitation 

No.  of  days. 

Year 

S3 

5 

3 

a>  o 

It 

G 

If 

Ph'o 

1 

1888  

57.3 
60.4 
58.5 
57.3 
58.5 
57.9 
60.8 
60.6 
65.4 
57.7 
60.0 
61.1 
60.4 
58.9 
59.8 
61.8 
61.6 
60.8 
60.0 
54.8 
61.2 
.59.2 
56.8 
65.2 
61.2 
58.5 
61.5 
56.2 

61.0 
53.3 
65.1 
59.5 
56.6 
59.8 
62.5 
58.3 
54.6 
55.2 
58.8 
58.2 
58.0 
58.5 
61.2 
59.8 
59.8 
62.2 
62.2 
56.0 
62.8 
60.7 
58.8 
62.8 
59.2 
61.3 
62.5 
60.4 
65.6 
55.7 
58.3 

59.7 

91 

96 

89 

93 

91 

93 

92 
102 

98 

88 

94 
100 

96 

91 

95 

94 

94 

93 

99 

k^ 

99 
91 
93 
96 

84 

93 
90 
95 
98 
92 
93 
96 
93 
92 
98 
95 
92 
95 
97 
99 
98 
98 
94 
98 
92 
96 
96 
93 
99 
93 
102 
99 
93 
95 
91 
92 

102 

24 
25 
23 
20 
28 
26 
27 
22 
31 
25 
22 
24 
20 
28 
25 
18 
21 
22 
23 
19 
22 
23 
24 
20 
28 
21 
19 
21 

26 
20 
21 
27 
18 
22 
20 
20 
18 
22 
18 
23 
20 
23 
25 
19 
21 
24 
22 
21 
24 
24 
20 
20 
22 
21 
22 
19 
27 
18 
23 

18 

4.24 
5.91 
6.71 
2.12 
5.70 
5.54 
8.88 
2.68 
2.85 
5.24 
5.11 
3.82 
2.79 
5.56 
1.96 
1.67 
3.78 
2.59 
3.23 
3.08 
6.28 
2.90 
3.38 
1.97 
3.15 
3.86 
3.34 
4.16 

3.19 
3.39 
5.04 
5.80 
2.02 
3.93 
3.21 
3.50 
5.71 
3.49 
1.78 
4.14 
2.23 
4.81 
3.03 
5  28 
3.69 
6.86 
2.51 
3.00 
2.09 
3.39 
3.85 
1.58 
4.46 
2.25 
5.88 
6.08 
4.28 
5.12 
7.25 

3.97 

T. 

0 

0 

0.2 

0 

0 

0 

0 

0 

T. 

0 

0 

T. 

0 

0 

0 

0 

0 

0 

0.1 

0.3 

0.1 

0 

0 

0 

0 

0 

0 

T. 

T. 
0 
0 
0 
0 
0 
0.6 
0 
0.2 
0 
0 
0 

T. 
0 

T. 
0 
0 
0 
0 
0 
0 
0 

T. 

T. 

T. 
0 

T. 

T. 

0.3 

0 

T. 

16 
U 
15 

8 
16 
12 
16 

9 

10 
12 
15 
11 

9 
15 

8 

7 
11 
12 
10 
11 
15 
10 
12 

7 
11 
10 

9 
14 

13 
13 
14 
14 

8 
11 
10 

8 
17 
11 

8 
16 
10 
14 
10 
15 
10 
18 

8 
10 

7 

11 
13 

16 
9 
12 
18 
12 
16 
16 

12 

4 

n 

7 
10 

7 
U 

9 
13 
10 
11 

8 
10 
13 

8 
13 
16 
12 
11 
12 
11 
10 
12 
11 
17 
14 
13 
16 
10 

12 

9 
13 
13 
17 
14 
15 
19 

9 
13 
17 

9 
15 
13 
15 
13 
15 

8 

18 
13 
19 
14 
11 
16 

9 
15 
10 

6 
12 

9 

9 

12 

11 

9 
11 
10 
10 

8 

8 
10 
12 
10 

9 
11 

9 

9 
11 

9 
10 

9 
10 

9 
10 
10 
10 
10 

8 

8 

9 

8 

11 
10 
12 
7 
8 
8 
8 
6 
9 

10 
10 
9 
9 
9 
8 
9 
8 
10 
8 
8 
8 

10 
9 
10 
9 
9 
10 
11 
11 
10 
8 

9 

16 

1889  

11 

1890 

13 

189 1               

11 

1892           

14 

12 

1894 

14 

1895 

1896  , 

8 
9 

1897             

10 

1898  

14 

1899             

10 

1900 

1901     

9 
14 

19^2             

7 

6 

1904 

19Q5             

9 
11 

1906             

9 

1907         

11 

1908              

11 

9 

1910 

10 

1911     

4 

1912  

9 

1913            

10 

6 

1916     

13 

1916  

8 

1917 

12 

1918  

6 

1919 

11 

1920             

6 

1921           

9 

1922 

8 

1923 

1924 

1925   

6 
13 

8 

1926 

4 

1927 

1998 

13 
7 

1929 

9 

1930   

8 

1931 

9 

1932 

8 

1933 

13 

1934 

5 

1935             

10 

1936 

4 

1937 

7 

1938   

11 

1939 

1940       

5 
13 

1941  

7 

1942        

11 

1943 

14 

1944 

8 

1945          

12 

1946 

14 

10 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


May  1946 


Clitnatolog'ical  Data  for  May  1946 


Stations 


Counties 


Temperature,  In  degrees  Fahr. 


S 
2« 


AM 


Atlantic  Drainage 
Allentown  Arpt.  -4  NE. 

Altoona^4.5  W 

Burnt  Cabins-2  NE 

Canton-1  NW 

Carlisle 

Chambersburg-l  S\V.. . 

Coatesville 

CurwensvilleApt-6  NW 

Eagles  Mere 

East  \\'aterford-3  E.  .  . 

Emporium-1  E 

Ephrata 

Everett-0.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover 

Harrisburg  Arpt.-3.5  S, 

Hawley-0.5E 

Holtwood 

Huntingdon 

Lancaster 

Lawrenceville 

Lebanon 

Lewistown-  1  W 

Lock  Haven 

Marcus  Hook 

Martinsburg 

Montrose-3  E 

Mt.  Pocono  Arpt.-2  N. 

Palmerton 

Philadelphia   CO.... 

Philipsburg-7  E 

Phoenixville-1.  5  SE . . . 

Port  Clintontt 

Quakertown-0. 5  E 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-2  E 

Tamarack-2  S 

Towanda-1  E 

Wellsboro 

West  Chester 

Wilkes-Barre  Apt.-3N. . 
Williamsport  Apt.-4E. 

Williamstown 

Woodward-2  NE 

York-3  SW 


Division  mean. 


Ohio  Drainage 

Blairsville-6  NE 

Bradford-4  W 

Brookville  Apt.-1.5SW. 

Butler 

Clarion-3  SW 

Claysville 

Corry 

Coudersport 

Derry 

Donegal 

Donora 

Ebensburg 

Farrell 

Ford  City-4  S 

Franklin 

Greensburg-2  S 

Indiana 

Janiestown-2  NW 

Johnstown 

Kane-1  N 

Meadville-lS 

Midland 

New  Castle- 1.5  N 

Pittsburgh  Apt.-7..5  SE. 
Putneyville-2.  5  SE  .... 

Ridgway 

Somerset 

Springs-1  SW 

Tionesta-1.5  SE 

Titusville- 2  S 

Uniontown 

Vandergrift 

Warren 

Waynesburg 


Division  mean 

Lake  Driiinoge 

Albion 

Erie 


Lehigh 

Blair 

Pulton 

Bradford  

Cumberland . . 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford  

Luzerne 

Bucks 

Adams 

Schuylkill.... 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia . 

Centre   

Chester 

Schuylkill . . . . 

Bucks 

Berks 

Lackawanna.. 

Snyder. 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming. .  . . 

Dauphin 

Centre 

York 


Westmoreland 

Mc  Kean 

Jefferson 

Butler 

Clarion 

Washington 

Erie  

Potter 

Westmoreland 

Westmoreland  .  . . 

Washington 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland 

Warren 

Greene 


Erie. 
Erie. 


State  mean 58, 


384 

1,500 

990 

1,450 

473 

600 

431 

2,  215 

2,020 

2,125 

1,100 

365 

1,020 

1,970 

184 

500 

900 

600 

351 

980 

200 

700 

255 

996 

469 

580 

557 

12 

1,493 

1,176 

1,914 

455 

26 

1,916 

100 

407 

480 

273 

746 

476 

1,217 

440 

2,250 

754 

1.319 

440 

544 

620 

775 

2,191 

390 


2,048 

1,680 

1,400 

1,077 

1,114 

1,170 

1,410 

1,653 

1, 150 

1.746 

761 

2,170 

855 

950 

987 

1,160 

1,300 

L050 

1,650 

1,760 

1,065 

780 

900 

1,286 

1,270 

1,385 

100 

2, 600 

1.200 

1.550 

1,040 

825 

1,190 

1, 100 


900 
705 


60.0 

57.8 

60.1 

54.6 

61.9 

61.1 

60.6 

54.0 

53.4 

57.6 

55.4 

62.9 

59.6 

66.8 

61.1 

62.4 

57.9 

63.0 

62.1 

56.4 

63.2 

59.7 

61.5 

56.5$ 

61.4 

.59.8 

60.2 

65.4 

57.8 

53.8 

53.8 

57.8 

64.0 

54.0 

63.9 

58.2 

59.6 

62.5 

58.8 

58.4 

59.2 

60  1 

.53.6 

56.9 

63.2 

62.3 

58.4$ 

58.  4« 

69.5$ 

55.5 

63.8 

59.0 


56.5 
54.0 
65.6 
57.9 
57.0 
57.0 
.54.5 
64.4 
60.2 
55.2 
61.6 
55.4 
62.2 
57.0 
55.9 
59.9 
58. U 
56.4 
60.5 
52.2 
5.5.0 
59.9 
59.0 
.59.9 
58.6 
54.4 
56.7 
51.6 
54  0 
55.8 
61.4 
60.2 
57.6 
60.2 

57.3 

55.2 
56.1 


-0.5 
-1.4 


+0.1 
-0.5 
-0.9 


-2.6 
+  1.0 
-0.3 
0.0 
-0.2 
+  0.5 
-0.5 
—0.4 
+0.3 
-1.1 
-0.1 
-0.8 
+0.2 
-1.1 
+0.1 


-1.6 
-0.8 


-1.4 
-0.3 
-2.1 
+  1.1 


+  1.6 
-2.8 
-0.1 
+0  6 
-0.6 
-2.4 
+0.2 
+0.4 


-0.9 
-3.3 
+  1.3 


-1.0 
+  i.'9' 


-1.5 
-0.2 
-2.0 


-3.8 
—0.7 
-1.9 
-0.6 


-1.5 
-1.1 
+2.2 


-1.7 
-0.6 
-1.4 


-0.6 


-2.0 
-1.5 
-0.7 
-0.3 


-1.5 

0.0 

-0.9 


-0.7 
-0.9 
+1.0 
-1.0 


-0.7 


1.4       92      26 


25 

25 

25 

25t 

■26 

31 

25 

31 

31 

25 

30t 

25f 

25 

26 

25 

26 

25 

25 

25 

25 

25t 

31 

31 

31 

26 

30t 

31 

17- 

25 

25 

25 

25 

26 

25 

17+ 

30 

25 

31 

25 

30 

31 

25 

31 

25 

25t 

25t 

25 

31 

25 

25t 

26 

26 


25 

31 

31 

31 

31 

15t 

31 

30 

25 

25 

25t 

25 

31 

25 

31 

25 

25 

31 

25 

31 

31 

31 

31 

25t 

25 

31 

18t 

25 

31 

31 

25 

25t 

31 

31 

25 

31 
31 


28 


9 

8t 
10 
10 
10 
10 

9 

8 

31 

4t 
10 
10 
10 

3t 

9 

4t 

^ 
10 

9 

9t 
10 
10 

3t 
10 
10 
10 

11 

8 

3 

9 

9 

4 
10 
10 

9t 

9 

5 

9 
10 

8 

9 

9t 

9 

3 

9 

9 
10 

b 

4t 

9 


4t 
10 
10 

lot 

10 

lot 

10 
10 
10 
10 
10 

8 
10 
10 

8t 


Precipitation,  in  inches 


10 
10 
10 
8 

lot 

10 

4t 
10 
10 
10 
10 

3t 
10 
13 
10 
10 

8 

10 

St 


6.80 

.5.56 

7.23 

9.  59 

6.67 

6.95 

5.57 

7.15 

9  46 

7.88 

7.78 

7.  26§ 

6.92 

10.19 
5.78 
6.09 
8.92 
6.  10 
7.54 
7.63 
6  36 
7.71 
7.98 
8.40$ 
6.90 
7.34 
9.11 
6.41 
5.83 
8.87 
8.87 
7.22 
5.85 
8.05 
7.90 
8.61 

10.64 
6.30 
7.62 

11.32 
7.57 
6.39 
8.69 
8.81 
8.63 
6.31 
9.51$ 
9.45 
9.54 
7.43 
8.39 

7.71 


5.13 
8.03 
6.22 
4.78 
5.36 
4.75 
5.60 
6.86 
5.43 
7.97 
3.95 
6.74 
7.77 
4. 46 
9.38 
5.64 
4.62 
6.92 
4.62 
9.89 
6.54 
8.14 
9.46 
4.10 
4.27 
5.86 
4.99 
5.35 
7.62 
9.32 
4.87 
5.06 
4.25 
4.46 

6.13 

7.28 
7.68 


=  2 

Q 


is 


+3.  30 
+  1.48 


+2. 86 
f3.26 
+  1.67 


+3.68 
+  3.23 
+  3.43 
+  3.85 
+3.30 
+  6.10 
+  2.31 
+2.17 
+4.68 
+2.68 
+4.10 
+3.97 
+  3.54 
+3.56 
+4.67 
+  4.63 
+  3.06 


+5.09 
+3.  21 


+  4.97 
+4.79 
+  3.  .54 
+  2.59 


+3.95 
+4.47 
+6.81 
+ 1.  63 
+4.  35 
+7.28 
+3.  52 
+2.89 


+5.43 
+4.84 
+  L06 


+  5.10 
+4.93' 


-0.04 
+4.  23 
+2.  49 
+1.  18 
+  1.20 
+0.96 
+  1  73 
+2.45 
+  1.47 


+0.24 
+2.35 
+4.44 


+  5.74 
+  1.60 
+0.43 
+3.17 
+0.18 
+5.39 
+2.60 
+3.67 
+5.  99 
+0.89 


+  1.91 
+0. 15 
+1.15 
+2.91 


+0.  76 
+  1.48 
+0.05 
+0.39 


+4.28 


1.45 
1.52 
2.92 
3.91 
1.14 
1.58 
1.11 
2.44 
3.06 
1.46 
2.50 
2.00 
1.36 
2.02 
1.38 
1.56 
1.78 
1.30 
1.75 
1.92 
1.22 
1.87 
2  03 
2.60 
1.65 
1.50 
2.94 
1.28 
1  12 
2.11 
2.89 
1.95 
1.44 
3.20 
1.62 
1.70 
2.83 
1.86 
2.13 
3.48 
1.94 
1.98 
3.04 
3.73 
3.89 
1.10 
2.15 
4.03 
1.92 
2.33 
2.98 


0.79 
2.86 
1.67 
1.69 
1.07 
0.81 
1.35 
1.80 
1.10 
2.60 
0.67 
2.19 
1.55 
0.70 
2.98 
1.25 
0.  82 
1.51 
0.86 
3.31 
1.36 
2  16 
3.35 
1.05 
0.93 
1.37 
1.13 
1.18 
2.29 
3.60 
1.23 
1.23 
1.00 
1.05 

3.77 

1.21 
2.84 


26-27 
26-27 
26-27 
27-28 

27 

27 
27-28 
26-27 
27-28 

25 
27-28 
26-27 

14 
20-21 
14-15 
20-21 
20-21 
26-27 
20-21 
27-28 
16-17 
26-27 
26-27 
26-27 
26-27 

12 
26-27 

18 

14 
20-21 
27-28 
26-27 
14-15 
26-27 
16-17 

18 
17-18 
27-28 
27-28 

27 

27 
26-27 
26-27 
27-28 
27-28 
26-27 

27 

27 
20-21 
26-27 
18-19 

2fr27 


25-26 

26-27 

27 

27 

27 

27-28 

11 
27-28 
27 
27 
16 
26-27 

27 
16-17 
27-28 
26-27 
16-17 
20-21 
26-27 
27 
20-21 
27-28 
26-27 
26-27 
27-28 

27 
26-27 
16-17 
27-28 
26-27 
17 
27 
27-28 
16-17 

27-28 

20-21 
31-1 


10      7.25     +3.28    5.39    26-27         0     16      9      8     U 


f  i 

c3  a 


No.  of  days 


£0 


.So 


Observers 


0     15 
0      17 


w. 

w. 
w. 

SW. 

SW. 

SW. 

W. 

W. 

nw. 

se. 

nw. 

s. 

w. 


w. 

e. 

se. 

w. 

s. 

w. 

nw. 


sw. 
w. 


lie. 
sw. 


ne. 
w. 


nw. 
sw. 


se. 
se. 


sw. 

se. 

w. 

s. 

sw. 

sw. 

sw. 

w. 

s. 

sw. 

s. 

e. 


w. 

sw. 
nw. 


ne. 

s. 

sw. 

w. 

w. 

sw. 

sw. 

s. 
sw. 


U.S.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Comm. 
Mrs.  E.  Dillon  Stone. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  Bureau. 
Carl  E.  Bigger. 
U.  S.  Weather  Bureau. 
R.  E.  Palmateer. 
Ephrata  Review. 
Penna.  Turnpike  Comm. 
Andrew  B.  Evansha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Miss  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  Co 
Paul  R.  Yoder.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 
American  \  iscose  Co. 
William  R.  Kelley. 
Sun  Oil  Co. 
U.S.  Weather  Bureau 
Harry  8.  Fancher. 
U.  S.  Weather  Bureau. 
New  Jersey  Zinc  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Phila.-Suburban  Water  Co. 
Ear!  E.  Rarick. 
John  E.  Benner. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Dr.  George  E.  Fisher. 
Penna.  State  College. 
Metropolitan  Edison  Co. 
James  E.  Swartz. 
Mrs.  M.  Ordelia  Parks. 
M.  S.  Bliss. 
Clyde  T.  .Saylor. 
U.S.  Weather  Bureau. 
U.  •^.  Weather  Bureau. 
Gordon  E.  Lower. 
U.  S.  Weather  Bureau. 
York  Water  Co. 


U.  S.  Weather  Bureau. 
Citv  Water  Dept. 
Civ'il  Aeronautics  Authority 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
J.  Fred  Kinley. 
Potter  Enterprise. 
Miss  N.  Dixie  Wineman. 
Penna.  Turnpike  Comm. 
Donora  Zinc  Works. 
John  L.  McGough. 
Sharon  Steel  Corporation 
U.S.  Engineers. 
William  K.  Fuller 
Westmoreland  Water  Co. 
Indiana  State  Teachers  Col. 
Pa.  Dept.  Forests  &  Waters. 
Johnstown  Tribune  Pub.  Co 
Spring  Water  Co. 
City  of  Meadville. 
Perry  P.  Campbell. 
New  Castle  Water  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Engineers . 
West  Penn  Power  Co. 
D.  L.  Grove. 
Allen  E.  Yoder. 
U.  S.  Engineers. 
U.  S.  Weather  Bureau 
William  W.  Marsteller. 
Carnegie-Illinois  Steel  Corp 
Merrell  L.  Jordan. 
Thomas  S  Knox. 


Charles  C.  Gilbert. 
U.  S.  Weather  Bureau. 


^ 


[See  page  40  for  explanation  of  reference  marks.] 
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Daily  Precipitation  for  May  1846 


Stations 


ATLANTIC 

DRAINAGE 
Delaware  liasin 

Upi'ekDei.awark 
DiiiKmftusFerryS.  0.5  E 

Equiiliiuk'-' 

Hawley-.O.ftK 

HoUistervillo- 

Lakeville".  1  N 

Matamora.<'- 

Miliiuvitk'-   

Mount  I'ocouo" ,  2  N . . . 

Pecks  I'oikV- 

Plpa.^ant  Mount', s.  i  w 

St^ou^^^burg.  2  K 

Tnnuers  Falls'.''.  1  SE. 
WiU(i(iap'.^.3S\V 

Lehigh 
AUeutown  Apt'.\4NE 

AUentown- 

Bethlehem' . 

Blakeslee  Corners',  =.. 

GouWsboro''' 

Lansfonl^ 

Mauch  Chunk,  1  S\V.  . 

New  Tripoli 

Palmerton'.  5 

Zion,sville,  1  SW 

SCHUYLKII.L 

Conshohocken 

Prederioksville*,  IS... 

Geigertowu- 

Gratersford^ 

PhoenixvilleS,  1.5  SE. . 

Port  Clinton^ 

Pottstown-.  0,5 S 

Pottsville^' 

Reading',  *  . ._ 

Strausstown  - 

Virginville- 

Werners  ville 

LOWER  Delaware 

Coatesville-  

Doylestown 

George  School^  

Maple  Glen^ 

Marcus  Hook^ 

Philadelphia 

Southwest  Airport,  ' . 

City  Office',  5 

Shawmont.. 

Quakertown.  0.5  E 

West  Chester 

West  Grovel  1.5  SE.... 


Counties 


Pike 

Wayne 

Wayne 

Wayne — 
Wayne — 

Pike 

Wayne 

Monroe . . . 

Pike 

Wayne — 
Monroe. . . 
Wayne  — 
N'rthampton 


Lehigh  . . . 
Lehigh — 
N'rthampton 
Monroe. .. 

Wayne 

Carbon . . . 
Carbon... 
Lehigh  — 
Carbon. .., 
Lehigh,... 


Montgomery 

Berks 

Berks  

Montgomery 

Chester 

Schuylkill ... 
Montgomery 
Schuylkill... 

Berks 

Berks 

Berks 

Berks 


Chester 

Bucks 

Bucks 

Montgomery 
Delaware.. . 


Day  of  month 


,03 


,04 


Philadelphia 
Philadelphia 
Philadelphia 
Bucks........ 

Chester 

Chester 


Siisqaehanna  Basin 
Chemung 

Austinburgi,  5,  2  w. 

Covington^ 

Lawrenceville 

North  Branch 

Berwick 

Canton2,  INW 

Danville^  

Freeland2 

HopBottom2,  2S... 

Millville'.s 

Monroeton''.  2S.  ... 

MontroseS,  3E 

Orwell^.SN 

Park  Place'.  INW.. 

Pikes  Creek. 1.5 

Rush- 

Scranton',5 

Susquehanna^ 

Towanda.  IE 

Tunkhannock 

Wilkes-Barre',  3  N 
Wf^t  Branch 

Ansonia^,  2  W 

Carrolltown^ 

Carter  Camp2 

Cedar  Run2 

Clearfleld2 

Coalport2 

CurwensvilleApt'  6NW 

Driftwood'.  5 

Dushore',  * 

Eagles  Mere^ 

Emporium^,  IE... 
English  Center',  ■'. 
Galeton 


Tioga . 
Tioga. 
Tioga. 


Columbia. 
Bradford. . 
Montour. . 
Luzerne  . . 
Susquehanna 
Columbia, 
Bradford  . 
Susquehanna 
Bradford  . . 
Schuylkill . 
Luzerne  — 
Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . 
Wyoming. 
Luzerne. . 


Tioga     ... 
Cambria. . . 

Potter 

Lycoming., 
Clearfield  . 
Clearfield  . 
Clearfield. 
Cameron.. . 
Sullivan.. . 
Sullivan.  . . 
Cameron.. . 
Lycoming. 
Potter 


.06 


.03 


.10 


.04 


.02 


.02 


.89 
.76 
1.02 
.72 
.61 


.02 


,05 


.78  T 
.95 

.07  .04 

..  .89 

.02  .85 
.84 

.96  .12 


T. 


.03 


.73 
.  I 

.98 
.40 

.07 

« 

.55 

.34 

.38 

2.20 


.35 
l.O.'i 


.39 


1.01 
31 
70 

1.34 
32 


16 


1.01 


1.13 

92 
10 


.83 
.97 
1.03 
.63 
,59 
.64 
.43 

I.'2i 
26 


.02 


.60 


.96 


.71 


T 

.99 

.'i'i 

.34 
.74 
.89 
.59| 
T. 
1.201 


,60 


1.26 
1.42 

T 

.19 

.7 


16 


.05 


.67    T. 


.73 
.79 
1.01 
L20 

T 

.02 
L17 

i.i;- 

17 
6' 


.49 


.02 


1.05 
.07 
.38 
.48 
.05 
.22 
.21 
.31 
.85 
.30 


.12 
.36 
.86 
1.62 
.28 
.62 
.24 
.46 
,26 
.27 
.65 


.91 
1.11 
1.11 

.76 


.32 

.25 
.51 
1.42 
.68 
.05 


15   .55 
1.02 
T.     .85 


.27 

.158 

.21 

.22 

.22 

.2H 

.■23 

.2'.) 

.53 

1.19 

33 

51 

04 

56 

.50 

24 

11 


1.06 

.62 

.71 

.67 

1.18 

1.4 

1.05 

37 

78 

50 


1.53 
63 

1.18 
.56 

1.70 
.98 
.74 
.80 
.42 
.42 
.70 


.69 

.97 
.47 
1,10 
.53 

.78 
.61 
.60 
1  83 
.84 
.90 


.88 

.39 

.32 

1.20 

* 

.38 
.27 
.17 
.54 
1.02 
.77 
.10 


.42 
.90 
.57 
.60 
1.10 
.38 
.69 

.53 

.04 
.59 
.01 
.02 


.94 
.85 
.62 
T. 
1.10 

B7 

1.10 

01 


02 
78 
44 
93 
1.28 

T 
T 

1.00 
92 
31 

1 


20 


21 


22 


..30 


27 
1.19 
.51 
.93 

« 

.12 
.37 
.64 
.72 
1.51 
.26 
.81 
.18 


.28 
.05 
.19 
..59 
.64 
1.10 
L18 
.35 
.26 
.38 


61    .19 


.93 

.32 

.59 

.37 

.02 

T. 

.,58 

.91 

T, 

.20 

.12 

.10 

.19 

.20 

.11 

.08 

.31 

.10 

.17 

* 

.30 

.28 

T. 

10 

.36 

.21 

.61 

.2.1 

,19 

.45 

.03 

,01 

.23 


.05 
.61 

.'62 
.42 
.03 
L47| 
.20 
.72 
.11 
.37 


1.94 

.33 
1.11 
2.02 

.90 
1.22 
1,02 
2,11 
1,30 
1,21 
1.55 
1,10 

,63 
L.56 

.97 
1.76 
l.U 


02 


23 


.21 


.18 
.24 
.12 

1.00 


.16 


.23 


24     26     26 


T. 


.92 


27     28     29 


80 


81 


.94  1. 

...  1. 

.091. 
.031. 
1.08 


,68 
.25 
,94 
1.01 
..57 
..54 
..57 
.91 
.80 
.58 
.86 
.36 
.68 


2.50 
81 
1.01 
1.04 
.81 
1.87 
1.07 
2.79 
3.25 
2.40 
1.98 
1.44 
1.59 


1.02 
1. 

1.92 

1.98 

.73 

l.,53 

1.40 

.19 

1.10 

.95 

.16 

.91 

.19 


.03  . 
.40  , 
.20. 
.22  , 
1.07 

'.'is '. 

'.'08  '. 

'.'6i 


.24 


.09 

.'06 

.'81 
.17 

,04 
.94 
.50 
.86 


.40 


.30 


1.38 
.61 


07 
l.i4 


1,34 
83 

1.  43 
85 
28 
20 

2.18 
78 

L25 


.21 
1.09 

.171 

.13 
1.24 
2.76 
1.15 

.78 
1.91 

.30 


T. 

.03  , 
T. 
.10  . 
.06  . 
.05 
.06 


1.23 

80 

89 

1.47 

.91 

.62 

.72 

1.70 

78 

1.00 

1.53 


.82 
.72 
.96 
1.15 
1.57 
1.38 
1.55 
.22 
1. 
1.21 
.47 


64 

1.04 

1.23 

.93 

.80 

1,35 
1,32 
1.  05 
1.75 
1.10 
.90 


1.11 
.14 
.  14 
.11 
.95 


,06  , 
,06  , 
.05  . 

.'06  ' 
.02  . 
,02 


T. 


.04 

.50  , 

T. 
T. 

.02  . 
.03 


3  28 
1.47 
2.60 


.19  . 
3  44 
2.18  . 


,21! 

,41; 

,85  1 

.06  1 

.251 

.70 

.98 

.79 

.91 

.16 

.91 

.85 

1.00 

.71 

',  3(1 

:,  18 

1.15 


2.71 


.59 

.7 

.52 

.87 

.51 

,.52 

1,44 

1.05 

,63 

.64 

1.15 

.58 

.43 


.7 
1.43 
1.01 
1.79 
2.  02 
1  50 
1.68 
2. 19 
3.03 

.65 
1.13 
4.70 
3.18 


T. 


.04  . 
.14  . 
.05  . 
.03  . 
.  10  , 


.18  . 
.06  , 


7.27 
8.26 
7.63 
7.78 
6.76 
6.52 
7.31 
8.87 
8.88 
10.00 
6.39 
7.94 
6.35 


6.80 
6.55 
5.87 
6.67 
9.70 
11.15 
10.29 
8.84 
7.22 
7,56 


6.96 
5.67 
7.80 
7.90 
8.61 
6,08 
8.89 
5.30 
8.39 
6.34 
6.71 


5.  57 
6.47 
5.78 
5.97 
6.41 

6.09 
5.85 
6.02 
10.64 
5.31 
6.36 


.06 
.81 
$8.40 


in.  11 
9.59 
8.43 

10,19 
9.37 

$9.51 

10.23 
8.87 
7.76 

11.57 

11.39 
8.14 
7.62 
7.72 
8.81 
9.23 

$9.51 


5.93 
7.52 
8.31 
8.91 
6.67 
6.68 
7.15 
S.21 
8.89 
9.46 
7  78 
9.94 
8.33 


Continued  on  page  36, 
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Daily  Precipitation  for  May  1946-Continued  from  page  35. 


Stations 

Counties 

Day  of  month 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

1 

West  Branch 
(continued) 
Karthaus^ 

Clearfield.... 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

Lycoming.  . . 

Blair 

Tioga 

Lycoming... . 
Lycoming.  . . 
Lycoming  ... 

Blair 

Bedford 

Bedford 

Fulton 

Juniata 

Bedford  

Huntingdon . 

Mifflin 

Huntingdon . 

Blair 

Huntingdon. 
Huntingdon . 

Perry 

Perry 

Bedford 

— 
.... 

.22 
.26 

'.06 

T. 
.37 

'.'ii 

.2!) 

.47 

.30 

.43 

T. 

.27 

.06 

T. 

.02 

..33 

.06 

.17 

.12 

T. 

.13 

.39 

.18 

.05 

.25 

.19 

.19 

T. 

.17 

.44 

.05 

.09 

.10 

.11 

.08 

.07 

.20 

.14 

'.'21 

• 

.58 
.36 

.34 

.08 
.03 
.06 
.19 
.02 
.20 
.13 
.03 
.08 
.08 
.14 
.20 

.18 
.06 
.25 
.06 
.37 
.54 
.28 
.15 
.30 
.04 
.38 

* 

.16 

.24 
.10 
.05 

.48 
.25 
.15 
18 
.09 
.22 
.06 
.07 
.15 
.16 
.36 
.06 
.17 
.40 

'.'67 
.25 
.04 
.17 
.20 
.02 
.07 
.19 
.11 
.13 
.12 
.09 
.19 
.02 
.11 
.31 

.07 
.17 
.62 
.31 
.41 
.37 
.52 

.38 
.01 
.04 
.22 
.28 
.11 

.30 
.24 

.06 
.13 
.06 
.29 
.27 
.20 
.28 

.09 
.30 
.20 

tV 

T. 
T. 

'.'6i 

.04 
T. 

T.' 

■rV 

T.' 
T.' 

tV 

.16 

t. 

'.'i7 
":2o 

.01 
.05 

'.'08 

.04 
.09 
.13 
.09 
.10 
.02 

t. 

.01 
.04 
.07 

'.'62 

.10 
.08 
.90 
.90 
.09 
.68 
.04 

« 

T. 
.78 
T. 
T. 

.48 
.17 
.04 
.32 

T. 

T. 

T. 
.02 

'.'58 
.05 
* 

.16 
T. 
T. 
.32 

T. 

.30 
.16 
.65 

'■r.' 

.09 
.12 
.12 
.21 

T. 
.38 

T.' 

.18 
T. 

'.'39 
.48 
.21 
.40 
.14 
T. 
.16 
T. 
.21 
.02 
T. 
.66 

.40 
.06 
.17 

t.' 

.29 
.92 
.52 
.14 
.46 
.85 
.50 
.25 
.39 
.41 
.23 
.25 
.44 
.28 
.16 
.28 
.33 
.76 
.59 
.10 
.71 

.74 
.74 

T.' 
.70 

'^85 
.80 

i.'oi 

.01 
.76 
.81 

.03 

'.'■ii 

.42 

.27 
.58 
..54 
.54 

'^49 
.71 
.27 
.41 
.40 
.01 

.58 
.45 
.16 

'.'•26 
.51 
.21 
.01 
.53 
.19 
.17 

■.'69 

.54 

'.'22 
.32 

'.'45 

'.'46 
.47 
.67 
.17 
.66 
.44 

".hi) 
.38 

'.'27 
T. 
.13 
.43 
.42 
.48 

.34 

.15 
.09 
.22 
.21 
.10 
.09 
.24 
.08 
.10 
.07 
.09 
.06 
.10 

.14 

.15 

.03 

.14 

.03 

.02 

.04 

.03 

.02 

.09 

.06 

.07 

T. 

.02 

T. 

.08 

.07 
.06 
.10 

'.'oe 
.01 

• 

.40 
.12 
.11 
.02 
.11 
11 
.06 
.13 
.12 
.12 
.14 

"69 
.08 

"  '• 
.05 
.06 
.08 
.02 
.09 
.08 

'.'08 

.11 
.03 

.02 

T 

T. 

.04 

.02 

.26 
.53 
.39 
.30 
.90 
.37 
.32 
.47 

1.35 
.55 
.20 

1. 10 
.39 
.29 
.25 
.40 
.38 
.24 
.25 
.27 
.70 

.19 
.19 
.10 
.20 
.10 
.27 
.10 
.27 
.26 
.14 
.16 
.02 
.05 

.30 
.09 
.19 
.34 
.07 
.18 
.31 
.11 
.03 
.38 
.27 
.23 
.45 
.03 
.04 
.13 

.05 
1.08 
.48 
.35 
.85 
.03 
.80 
.10 
.70 
.51 
.06 
.97 
.14 
.04 
.46 
1.01 
.08 
1  22 
.38 
50 
.33 
.36 
* 

1.57 

« 

.40 
.16 
.07 
.36 
.40 
.04 

.36 

.16 

.73 

T. 

T. 

.05 

.06 

.16 
,17 
.41 
1.12 
.09 
.19 
.31 
.43 

".in 

.50 

.57 
.43 

.31 
.48 
.47 
.16 
.30 
.40 

.06 
.09 

'.'62 
.'06 

.09 

'!i7 
.21 

^10 

".u 

.09 
.55 
1.50 
.26 
T. 
.62 

'!40 
.13 

.02 
.05 

'.'58 
.... 

".m 

'.'67 

.72 


^55 
.'35 

'.'36 

'.'77 

'^92 
.32 

'.'28 

■V. 

.60 

';64 

.04 

'.'06 

.ii 

.63 
.68 

* 

.48 
';53 

..■ifi 
1.29 

'.'S4 

i.'ii 

'.'83 
.57 

'.'77 

'!io 

.33 
.80 
.12 

'!24 
.41 
.21 
.28 

;36 

'.'69 
.20 

'.'45 
.60 

'.'86 
.56 

'.'40 

"66 

'.'94 
.04 

.74 
.27 
1.35 

'.'67 
.52 

.'64 
1.36 

.22 
.51 

.01 
.35 
.01 
.15 
.47 

'.'i3 

T. 

.49 
.68 

iisb 

'!'74 
1.36 
1.13 

.96 
1.26 

T. 
1.10 

'.'22 
.76 
1.50 

.38 

.85 
.48 
.01 
.28 
.75 
.30 
.03 
.21 
.04 

T?^ 

.47 
.79 

'.'35 

.30 
T. 

i'63 

.■31 

.34 

.57 

.20 

.67 

.37 

T. 

.34 

.29 

'as 

.02 
1.39 
.89 
.85 
.56 

.25 
'.'80 

'.'6i 
'.'64 

'ies 

.32 
T. 
T. 

'.'ei 
.01 

■40 

.32 

.33 

.'24 
.43 

".07 

.19 
.92 

'.'i7 
T. 

''so 

T. 

.40 

.30 

".93 

T. 

.15 

.43 

.31 

T. 

T. 

■r. 

.72 
.13 
15 
T. 
.11 
T 

'.'i2 
.04 

'.'io 

.20 

'.'46 
.03 

'.'59 

'.'is 

'/25 

.47 

.29 
.49 

''42 

T. 

.24 
.52 

'^37 
.28 

1.19 
T. 
.10 
.25 
T. 
.61 
.93 

'.'os 

T. 
T. 

.60 
.02 
T. 
.16 

.25 

.64 
.14 
.IC 
.2( 

.ir 

.72 
.42 
.05 
.30 
.36 
.28 
.38 

.59 

'.'86 
.42 
.95 
.99 
.65 
.50 
.89 
.04 
.45 
12 
.81 
.49 

1.05 
.57 

.48 

.40 

T. 

.58 

.32 

.36 

1.50 
.64 
.73 
.74 
.74 
.50 

1.  22 
.69 

1.48 

1.55 
.27 
.36 
.32 
.44 
.66 

1.35 
.28 
.69 
.20 
.49 
.23 
.27 
.15 
.39 
.68 

.79 

.14 

.75 

.70 

T. 

.70 

.39 

.42 
.16 
.23 
.70 
.27 
.12 
.08 
.13 
.24 
.47 
.82 
.13 
.26 

.22 
.17 

.15 
.31 
.19 
.63 
.15 
.47 
.43 
.37 
.40 
.21 
.18 

.23 
.36 
.60 
.18 
.43 
.22 
.02 
.20 
.39 
.31 
.11 
.79 
.50 
.27 
.43 
.18 

.15 
.18 
.73 
.51 

1.18 
.22 
.76 
.17 
.85 

1.74 
.63 
.82 

1.20 
.07 

1.41 

1.20 
.20 

1.00 
.47 

'.'30 
1.76 

• 

.42 
.22 
.51 
.34 
.44 
.41 
1.58 
.09 

.28 

.38 

.17 

T. 

T. 

.15 

.10 

'.'•25 
.'20 
.32 
.16 
.32 
.20 
.'24 
.07 
.■22 
.23 
.52 
.07 

.12 

.53 
.04 

.01 

.14 

T. 

.11 

T. 

.01 

.16 

.36 
.60 

'.'ii 

.•20 

'.'23 
.•25 
.70 
.08 
.45 

'.'63 
.01 
.06 
.44 
.•25 

.42 

'.'•23 
.04 
.07 
.62 
T. 
.02 
.15 
02 
.76 

'.'4.5 
.54 

'.'io 

1.04 

".b\ 

.76 
.02 

'.'6e 

.18 

'.'27 
.'65 

.23 

.'ii 

.06 
.51 

'.'ie 

T. 

.02 

T. 
T. 

.'35 
T. 

..58 
.03 

T. 
.47 

.30 
.03 
T. 
.01 

'.'67 

'.'38 
.09 

.29 

'.'65 

'.'i9 
.06 

'.'35 

.34 

.89 
.13 
.38 
.28 
.66 
.37 
.84 
.44 
.39 
.63 
.49 
.55 

..39 
.35 
.43 
.35 
.36 
1.05 
1.00 
.48 
.81 
.33 
.55 
.42 
.97 
.97 
.75 
.27 

L14 
.■20 
.40 
.89 
.24 

1.35 
.23 

1.40 

1.02 

1.23 

1.46 

13 

.82 

.10 

.13 

.62 

.90 

1.44 

.81 

.11 

.17 

1.28 

1.56 

1.45 

.36 

1.54 

1.92 

.53 

.85 

.78 

.38 
1.55 
.85 
.65 
.60 
.43 
.48 

.35 
.06 
.39 
.41 
.63 
.14 
.16 
.32 
.75 
.39 
.■24 
.32 
.43 
.32 
.16 
.79 
.17 
.■21 
.08 
.31 
.12 

.10 
.13 

.81 

1.03 

1.29 

1.70 

.38 

.36 

.83 

.68 

.49 

.35 

1.09 

.72 

.69 

.14 
.26 
.33 
.68 

1.46 
.06 
.38 

1. 19 
.55 
.■29 
.,57 
.45 

1.82 

1.41 
.80 
.30 

2.10 
1.04 
2.15 
2.05 
2.16 
1.94 
1.84 
3.40 
2.06 
1.38 
4.03 
.71 
1.27 

1.62 

.60 

.■22 

2.34 

1.35 

1  .32 

1.20 

.69 

1.27 

.56 

.80 

1.67 

2.01 

.79 

.70 

2.31 

1.16 

2.05 
•2.37 
1.14 
1.06 
.83 
•2.00 
1.14 
1.10 
1.98 
1.30 
1.13 
1  10 

L29 

2.80 
.04 
.13 

4.70 
.18 

2.82 
.15 
.12 

3.89 
..34 

3.67 

3.39 

.10 
09 

.IC 
.IC 

Lock  Haven2 

't'.' 

T. 

'.'ii 

.04 

■r'.' 

T. 

.'■73 
.56 

9.11 
6  82 

MedixRun',  5 

Philiphburgi,  yg 

Renovo^ 

'.'i'2 

'.'ic 

8.06 
9.82 
7  57 

State  Collegei,  5 

1.29 

Tamarack^,  2S 

.10 

.11 

8  60 

Trout  Run 

.55 

.48 

8  4'S 

Tyrone  ',  6,  4  nE 

t. 

.04 
T.' 
T.' 

.'ic 

.42 

6  60 

Wellsboro2 

.16 

'.'i3 

.19 

8.63 

9.45 

$8.35 

9  72 

Williamsport  Apt.'-4E 
Williamsport2 

.66 

Williamsport2,  4  SE.  . . 

JCNIATA 

Altoona,  4.5  W 

.32 

.10 

'!'76 

5  56 

Breezewoodl,  0.5  E 

.01 

5  54 

Butt'aloMills^ 

'.'65 
.09 
.04 
.07 

'.'67 

.19 

.13 
1.00 

.07 
83 

.66 
1.31 

.06 
1.31 

.08 

.18 
1.22 

.25 

.06 

6  31 

Burnt  Cabinsi,2NE... 

t. 

.02 
T. 

T. 

'.'63 
.09 

7  23 

East  Waterford^,  3  E. . . 

.30 
.12 
.04 
.16 
.16 

7  88 

Everett'^  0.5  SW 

6  92 

TTnntiiie'dou  2             .... 

.'53 

''■75 
.80 

Lewistown2,  1  W 

Mapleton  Depot^ 

Martinsburg^ 

7.34 
8.26 
6  83 

McConuellstown2.4NW 
Nells  Millsi.s,  3.5  NE.. 

.14 

.08 
.16 
.10 

.'62 

7.75 
7.18 
9  62 

.09 
.05 

t. 

7  70 

Saxton^,  1  \V 

".6\ 

6  68 

Shade  Gapi,5, 0.6SW.. 

7  38 

LwR  Susquehanna 
Arendtsville^ 

Adams 

Snyder 

Cumberland. 
Cumberland. 
Lancaster — 

Dauphin 

Lancaster.. . . 

.72 
.66 
.07 
.09 
.43 
.71 
.59 

^79 
.52 
.14 
.05 
.42 
1.05 
.02 
.49 
98 
.02 
.10 
.90 
.21 

i.'27 

L25 

1.14 

.20 

3.  ^22 

1.38 

.26 

.70 

.78 

.24 
.14 

1.48 
.33 
.20 

'!83 
1.74 

.05 
.20 
.08 
.06 
.03 
.■28 
T. 

.'69 
.03 
.01 

".'io 

.19 

6.18 

8.57 
8.95 

Beavertown 

1.^25 

2.50 

.73 

.56 

1.65 

.24 

.38 

1.12 

2.00 

.15 

.51 

Bloserville,  1.5  N 

'•r.' 

t. 

.14 

Columbia 

6.6( 
6.75 
8.15 

$7.26 
4.74 
8.9^2 

10  04 

Dauphm=^,3N 

'.'is 

::.: 

'.'69 
.09 
.16 

".69 

p-nhrata  .         

Glen  Rocki.s 

York, 

Gordon 

Schuylkill  ... 

Grantville,  2  SW 

Dauphin 

York 

Dauphin 

T.' 

".'6i 

T.' 

".06 

'.0\ 
.07 

'!68 

6  10 
7.54 
6  36 

Harrisburg  Apt',  ^.3.5  b 

Holtwood'^ 

Lancaster — 
Cumberland. 
Lancaster..  . . 
Lancaster,. . . 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

Cumberland . 
York 

■i. 

'!79 
.78 

1.95 

84 

8.06 
7.28 

Kirkwoodi.s.  i  sW  . . . 

T.' 

.31 

.23 

..50 

1.71 

1.89 

.9-2 

.35 

1.^27 

• 

t. 

* 

•2.18 
2.03 
1.65 
1  83 
2.01 
.72 
•2.77 
1.37 
•2.23 
3.48 
2.60 

.06 
.04 

7.98 
6.90 
9.35 

Middletownl,  1.5W.... 

T.    t. 

Millersburgl.S,  2E.   .. 

'r ' 

T. 

8.91 

Milroy'^ 

.05 

.14 

'.'67 
.05 
.19 

.08 
.22 
.18 

.03 
.03 

7.57 

Newburgl,3.5NW 

New  Park . . , 

9.45 

7  44 

Pine  Grove2,  1.5  NE  . . . 

Schuylkill.  .. 

1.71 
T. 

.62 
.05 
.45 
.86 

1.'40 
1.34 

'.'62 
.15 

't.' 

'!63 
.'26 

.06 
.01 
.02 
.02 

.07 

'.'is 
'.'29 

.09 

8  17 

fiplinserrove       

Snyder 

N'umberland 
Cumberland. 
N'umberland 

Dauphin 

Centre 

T.' 

T. 

.02 

.'34 
T. 

.i4 

,28 

.55 
.45 

* 

.42 
.23 
.39 
.13 

.08 
.33 
.40 
.31 
.04 
.15 
.33 

'.'i9 

.15 
.39 
.26 
.24 
.13 
.07 

.'20 
.18 
.13 
.12 

11.32 
8  77 

Shamokin^ 

.08 
.'50 

7.72 
11  80 

8unbury2 

1.  44  1    .5S 

Williamstown^ 

t. 
t. 

T. 

1.06 
.61 
.66 
.39 

.63 
.64 
.30 
T. 

.42 
.■26 

.78 

.46 
.88 
.16 
.38 
.40 
.79 

1.00 
.58 
.40 
.68 
.12 
.'29 
.33 
.51 
.43 

1,00 
.82 
38 

1.87 
2.27 
1.31 
1.13 

1.58 
1.35 
.65 
.39 
.62 
2.01 
1.71 

.57 

1.45 

.31 

.41 

2.86 

1.67 

.45 

.87 

.60 

1.46 

1.10 

2.60 

.46 

1.96 

.55 

1.10 

1.43 

qq 

9.54 

Woodward^  2  NE 

.... 

7.43 
8  39 

York,  3SW 

York 

■;25 

York  Haven^     

York 

Franklin..  .. 

6  85 

Potomac.  Basin 
Chambersburg',  1  SW. 

.29 

•r".' 

6  95 

Gettysburg 

Adams 

Bedford 

Bedford 

T.' 

.03 

.04 

.13 

T. 

.19 

.11 

6.09 
7.69 
4.62 
4  82 

Hewitt  2S\V 

.03 

J3 
.09 

'.'is 

.02 

Hyndman^ 

McConnellsburg2 

Fulton 

Franklin 

t. 

.04 

.04 

T. 

.70 
.65 

Mercersburg^ 

.10 
.60 

.12 
.04 

'.'26 
.43 
.03 

'.'i2 
.14 

'.'63 

.26 
.13 
.25 
.42 

'."63 
.24 
.06 

.03 
.04 
.07 

'.'62 
.06 
.16 
.01 
.19 
.01 
.09 
.03 
* 

.02 
.06 

■r'. 
.12 
.11 
.02 

.58 

.... 

.... 

6.00 
6.81 

South  Mt.  San't'mS.... 

Franklin 

Allegheny,... 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Erie 

Potter 

W'moreland. 
W'moreland. 

Cambria 

Cambria. 

Armstrong... 

Venango 

Elk 

Indiana 

Indiana 

Cambria 

McKean 

GULF  DRAINAGE 
Ohio  Basin 
Allegheny 
Acmetonia2 

5.53 
5  98 

Aliens  Millsl.  5 

Blairsvillei,  6NE 

.04 
T. 

.06 

1.20 

.78 

.03 

;66 

5.13 
6  91 

Boswell^6NW 

.25 

.08 

t'. 

T. 

Bradford, 4  W 

.07 
.89 
.06 

.0\ 

8  03 

Brook villeM.5SW.  ... 
Buckstowni.  * 

6.22 
6  19 

Clarion2.  3SW 

.53 
'.'06 

1.07 
.13 

1.80 
.05 
.05 
.06 
.23 
.52 

2.98 

1.44 
.07 
.04 
.30 
.60 

5  36 

Corry 

.03 

't.' 

.02 
.02 

.60 
.62 
.55 

.32 
.41 
.56 
.35 
.11 
.01 

t. 

.36 

5  60 

Coudersport 

Derry 

.06 

6.86 
5  43 

Donegal  ^ 

.08 
.05 

7  97 

Dunloi.5,  0.5SW 

'.'32 
.42 
.49 
.58 

S.04 

Ebensburg2 

.76    .I4I 

■-r'.' 

■f.' 

t. 

.12 
.03 
.02 
01 
.02 

6.74 

Ford  City%4  S 

.70 
.86 
.66 
.30 
.82 
.38 
.77 

.03 
.53 
.18 
.24 
.•25 
.08 
.■25 

4.46 
9  38 

Franklin2 

GlenHazel2,  1  NE 

T. 

.01 
.11 

.10 

.'06 

!i7 

.28 

'.'64 

.'62 

7  19 

.60 
.42 

'.68 

5  23 

Indiana 

.06 
.12 

.'oi 

'.'67 

.  47     Sfil 

4.62 

Johnstown'^,  0.5  W 

Kanei,  IN 

.35 
.71 

.86 
3.31 

.02 

".7i 

4.62 
9.89 

Continued  on  page  37. 
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CLlMATOLOCaCAL  DATA:  PKNNSYIA'ANJA  SECTJON 


stations 


Daily  Precipitation  for  May  1946-Conttnued  from  page  86 


Allbghknv 
(continued) 

Kregar'.  4.5  SE 

Lycippus.1.5  b 

MarlenviUe'.* 

MeadvlUo-.  IS 

Mangrove-'... 

I'arkers  Landing^. 
Pitt>iburRhCtyOf'.».  .. 

Vort  .Vllegany*. 

Puuxsiitawney' 

l>utneyviUe«.2.6  8E... 

Ridgway''' 

Saltsburg- 

Seward^ 

Sheffield',  5.  6W 

Smethport'.s,  ISW  ... 

Strongstown'.".. 

Tione.<ta-.  1.5  SK 

Titusville.  2S 

Union  City',* 

Vandergrift ' 

Warren-. 

VoungsvlUe',  * 

MONONOAHELA 

Confluences,  1.5  NW... 

Conuellsville'- 

Donora' 

Greensboro^ 

Greensburg,2  S 

Irwin 

Meyersdale^ 

Murrysville//'.'.. ..... 

Pittsburgh  Arpt.//  ',  *. . 

Rices  Landing^ 

Somerset 

Springs^,  1  SW 

Unioutown 

Waynesburg 

Beaver 

Beaver  FallsS 

Butler 

Farrell2 

Greenville 

Jamestown'.  2NW 

Mercer  Arpt. '.2.6  NE. 

Newcastle,  1.5  N 

Pennline .  2, 1 S 

Ohio 

Claysville- 

CoraopoUs2,  i  e 

Midlands 

Washingtoni, ' 

LAKE  DRAINAGE 

Albion^ 

Erie'.  5 

Raymond',* 


Counties 


2      3 


W'moreland 
W'moreland 

Forest 

Crawford  — 
Armstrong... 
Armstrong... 
Allegheny . . . 

McKean 

Jefferson 

Armstrong.. . 

Elk 

Indiana 

W'moreland. 

Warren 

McKean 

Indiana 

Forest 

Crawford 

Erie 

W'moreland. 

Warren 

Warren 


Somerset — 

Fayette 

Washington. 

Greene 

W'moreland 
W'moreland 
Somerset — 
W'moreland 
Allegheny . . 

Greene 

Somerset — 
Somerset — 

Fayette 

Greene 


Beaver 

Butler 

Mercer 

Mercer 

Mercer 

Mercer 

Lawrence... 
Crawford... 


Washington 
Allegheny  .. 

Beaver 

Washington 


.03 


.11 


Erie.... 
Erie  . . . 
Potter. 


.07 


7      8 


.12    .29 


.15 
.17 
.14 
.27 
.24 
.32 
.11 
.06 
.08 
.33 
.1 
.04 
.02 
.28 
.22    .11 


.05 


.04 


34 

.78 
.21 
.Ofi 
.22 
.40 
.12 
.08 
.12 
.21 
.19 
.07 
.60 
.67 
1.02 
.17 
.49 
.35 
.58 
.20 
.41 


10 


.04 


.03 


12 


.11 

.10 

t'. 

■r. 

.03 

.24 

T. 

.05 

T. 

.14 

.06 


T. 

.04 

T. 

■r'.' 

'.'os 

.09 

■v.' 

.02 
T. 

■'os 

T. 

.02 
.01 

T.' 
.31 

.01 

.03 


.79 
.06 
.69 
.56 
.31 
.40 
.31 
.20 
.33 
.33 
.34 
.18 
.22 
.76 
.43 
.07 
.40 
.89 
1.11 
.35 
T. 
.76 


.22 

.48 
.72 
1.23 
.65 
.74 
.86 
.52 


18 


14 


Day  of  month 
16 


16 


43 
64 

,'64 
.31 

.30... 

,151. 

,18  , 

.37 

.01 

.30 

.47 

.34 


.07 


17 


.06 
1.23 


.17 


T. 


.31 
.07 
.72 
.08 
.09 
.37 
.29 
T. 
.18    .11 


.04 


.56 


.53 


.76 


18 


.33 
.71 
.35 
.42 
.'26 
.10 
.01 
.36 
.46 
.28 
.26 
.56 
.81 
1.10 
.46 
.21 
.34 
.54 
.32 
.23 
.53 
.19 


19 


T 
.03 
.28 
.11 
1.14 
.04 


.37 

.64 

.07 

.92 

.84 

.93 

1.52 

05 

03 

87 

81 

1,18 

1.23 

1.01 


.26 
.26 
.36 
.07 
.12 
.27 
.09 
.35 
.08 
.12 
.20 
.02 
.35 
.43 
.25 
.0' 
.32 
.15 
.11 
.30 
.07 
.24 


.46 

T. 

.22 

1.45 

.48 
.30 
.44 
.48 
.12 
.05 
.07 
.20 
.16 
.18 


20 


21     22 


.30   T 
.49 


.64 
.'26 
.31 

« 

.54 
.37 
1.02 
14   .93 


1.08 
.70 


.02 


32 

2ll  .18 
.11 
,36    T 
•22    .08 
.08 
18' 
,07l  .06 
,13    .01 
.22    .02 


.01 


28 


.25 
.42 
.40   T. 
.11 


.23 


.01 
T 

1.51 
.01 
T 


.59 
.06 
1.14 
1.36 
1.51 
.29 
.83 
.75 


.34 
.06  .20 
...  1. 04 
.03 


1.21  .02 
20  ... . 
.  19  . . . . 


24     26     26     272829     80     81 


.04 


.42 


.13 
.47 
.94 
.51 
.49 
.501. 
.62 
.39 
.65 
.50 
.66 
.27 
.62 
.47 
1.14 
.94 
1.12 
.33 
.86 
.18 
.18 
44 


.02 


68  .23 
10  .28  T 
76  .03.... 
08  .81  .01 
651.17  .01 
251.601  .44 
85  .031... 
19  2.  .56   .01 


.03 


.06 


.25 


.45 


.54 
.59 

1.07 
.91 

1.00 


1.08  .02 

93  .02 

1.37  T. 

43  .03 


.16 

.37 

.44 

.0' 

2.29 

1.70 

.04 

.05 

1.00 

.13 


.04 


.65 

.38 

.64 

1.25 

1.72 

56 

2.47 

1.00 

.08 

1.13 

82 

44 

39 


1.01 
2.2) 
2.00 
1.84 
.66 
3.14 
3.35 
1.00 


1.20 
.13 
.54 


.06 

.  08  . . . . 


.05 


.08 


1.37 
.64 
1.65 
1.27 
.95 
.05 
.44 
.29 


.56  .81 
1.681.4 
1.6612.16 

.81  . 


T. 


T. 


.80 

.77 

3.97 


87 


.76 


T. 


.04 


7.04 
6. 69 
6.99 
6.54 
4.81 
7.12 
4.38 
6.44 
5.51 
4.27 
5.86 
4.34 
4.85 
9.16 
8.36 
6.11 
7.62 
9.32 
6.71 
5.06 
4.25 
7.36 


3.77 
4.97 
3.95 
6.10 
5.64 
6.04 
6.32 
6.92 
4.10 
3.78 
4.99 
5.35 
4.87 
4.46 


5.53 

4.78 
7.77 
8.38 
6.92 
10.62 
9.46 
7.19 


4.75 
6.69 
8.14 
3.76 


1.72 
.45 


7.28 
7.68 
8.01 


[See  page  40  for  explanation  of  reference  marks.] 


Daily  Evaporation(inches)  and  Wind  Movement  (miles) 


Stations 


T^    J  ^-i  «   <  o         /Evaporation  — 
Ford  City-.  4  b <  yyind  movement 


Hawley'^  1  S. 


/  Evaporation . 
■  \  Wind  movement 


9    o  vTur  /  Evaporation  — 
Jamestown^ .  .2  NW  |  ^j^^  movement 

NeffsMills^3.5  NE.  j  ^lXS,*iement 


.274 
39 


4       5 


.185 
38 


.016 
133 


,359  .024 
67     35 


.128 
52 


.016 
39 


.044 

72 


182 


10 


.191 
192 


065 


52    118 


.168 


032  .  032 
60    120 


026.095 
33      45 


024  .064 


15     16 


192 .  120 
80     63 


179.034 
32     56 


.210.046 
27|     23l     331     24|     17 


.078  .040 

7 


19 


.032 

46 


20 


.197 
91 


060 


.1.54 
26 


21 


.000 
15 


22 


23 


24 


.198 
■23 


25 


108 


.158 
17 


26 


.124 
30 


.326 
19 


27 


076 


28 


.044 
114 


.040 


29 


.202 
26 


30 


.240 
35 


Total 


■4.  915 
'2205 

'3. 738 
1508 

"H.779 

noi7 


Italics  mean  minus  quantity. 


[See  page  40  tor  explanation  of  other  references.] 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


May  1946 


Daily    Temperatures  for  May  1946 


Stations 


Albion/ 

AUentown  Arpt.l-4  NE. 

Allentown  / 

Altoona-4.6  W 

Arendtsville/ 

Berwick 

Bethlehem  l 

Blairsvillel-6  NE. 


/  Maximum . 

\  Minimum. 
./  Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum. 
/  Maximum. 
V  Minimum., 
/  Maximum. 
\  Minimum. 
/  Maximum . 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
t  Maximum. 
1  Minimum.. 


Burnt  Cabins  1-2  NE  . . . .  , 


Bradford-4  W /  Maximum . 

\  Minimum. 

Brookville'-l.S  SW /Maximum. 

I  Minimum. 

I  Maximum. 

I  Minimum. 

Butler /  Maximum. 

\  Minimum .. 
Canton /-I  NW /Maximum. 

\  Minimum.. 
Carlisle /  Maximum. 

\  Minimum.. 
Chnnibersburg6-l  SW.  . .  i  .Maximum. 

\  Minimum.. 
ClarionS-3  SW /  Maximum., 

\  Minimum.. 

Claysville/ /  Maximum.. 

\  Minimum.. 
Coalport/ /Maximum.. 

\  Minimum.. 
Coatesville/ /  Maximum.. 

V  Minimum .. 
Columbia /  Maximum.. 

\  Minimum.. 
Corry /  Maximum.. 

\  Minimum.. 
Coudersport 


.  /  Maximum. 

\  Minimum. 

..  /  Maximum. 

\  Minimum.. 

Derry /  Maximum., 

\  Minimum.. 


Curwensvillei-6  NW . . . 


Donegal' /  Maximum. 

\  Minimum., 
Donorai /  Maximum . 

\  Minimum. 
Eagles  Mere  / /  Maximum . 

\  Minimum . 
East  Waterford6-3  E /  Maximum. 

V  Minimum. 
Ebensburg/ /  Maximum. 

V  Minimum., 
Emporium  /-]  E /  Maximum . 

\  Minimum. 
Ephrata /Maximum. 

\  Minimum  . 
Eriel /  Maximum. 

V  Minimum .. 

/  Maximum . 

\  Minimum.. 
/  Maximum., 

\  Minimum.. 
/  Maximum.. 

\  Minimum.  . 
/  Maximum.. 

\  Minimum .. 

/  Maximum.. 

\  Minimum.. 

/  Maximum.. 

\  Minimum.. 

/  Maximum.. 

\  Minimum. 

/  Maximum. 

\  Minimum. 


Everett'-0.5  SW 

Farrell 

Ford  City /-4S 

Franklin  / 

Fredericksville-1  S. . 

Freeland 

George  School^ 

Gettysburg , 


Gordon I  Maximum. 

\  Minimum. 

. . .  /  Maximum. 

\  Minimum, 


Greensburg-2  S  . 
Hanover/ 


.  /  Ma 
\Mi 


aximum. 
nimum.. 


Harris  burg  Arpt.  1-3.5  S.  /  Maximum 


Hawley-0.5  E . 


Minimum.. 

/  Maximum.. 

\  Minimum.. 
Hewitt-2  SW /  Maximum.. 

I  Minimum.. 
Holtwood' /  Maximum.. 

\  Minimum.. 
Huntingdon /  Maximum.. 

\  Minimum.. 
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73 
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55 
68 
49 
69 
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54 


68 
50 
77 
56 
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61 
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49 
73 
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77 
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52 
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54 
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75 
60 
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4K 
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46 
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60 
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51 
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57 
75 
59 
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52 

65 

56 

69 

52 

7.5 

4 

79 

58 

64 

49 

68 

50 

6' 

42 

68 

55 


23  24  25 


72 

42 

75 

50 

73 

62 

71 

42 

74 

42 

73 
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76 

49 

66 

41 

68 
35 
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40 
74 
42 
64 
32 
69 
39 
71 
48 
73 
44 
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36 
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3' 
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42 
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.52 
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50 
69 
40 
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35 
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37 
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44 
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44 
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38 
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6' 


80 
36 
75 
53 
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46 
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33 
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38 
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53 
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55 
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72 
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63 
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49 

74 

45 

75 

36 

78 

4 

80 

.53 

76 

64 


26  27  28 


72 
53 
8fi 
57 
87 
51 
83 
55 
87 
55 
88 
57 
83 
58 
81 
61 

78 
61 
78 
62 
87 
58 
82 
61 
81 
55 
86 
57 
86 
56 


53 

81 
60 
83 
45 
86 
54 
90 
54 
78 
62 
80 
57 
77 
60 
86 
65 

82 

52 

86 

65 

79 

49 

81 

61 

79 

5' 

83 

47 

87 

60 

r 

57 


87 
63 
81 
68 
83 
55 
76 
59 
75!  83 
38  52 
72 


52 

83 
61 
83 
60 
71 
69 
80 
61 
85 
64 
84 
62 
71 
59 

69 
57 
65 
61 
80 
60 
79 
52 
64 
60 
77 
64 
81 
61 
70 
60 

73 

61 

71 

57 

82 

5 

85 

62 

67 

57 

6 

55 

65 

59 

75 

60 

73 
66 
77 
62 
67 
68 
72 
60 
71 
57 
66 
61 
85 
62 
59 
52 


41  51 


521 

79 
44 


62 
51 
69 
61 
71 
61 
68 
60 
79 
63 
75 
62 
68 
61 
61 
55 

63 
53 
61 
55 
78 
59 
60 
55 
61 
58 
76 
69 
79 
63 
66 
54 

60 
58 
64 
59 
71 
63 
80 
65 
64 
52 
64 
56 
60 
64 
70 
60 

62 

5 

62 

58 

60 

58 

6S 

68 

62 

58 

62 

58 

75 

64 

56 

61 


70 
54 
62 
49 
63 
67 
64 
54 
62 
61 
65 
54 
61 
48 
60 
48 

62 
50 
64 
49 
60 
52 
61 
54 
66 
51 
65 
58 
65 
52 
69 
53 


29  30 


73 
56 
68 
55 
64 
55 
62 
58 
74 
63 
67 
58 
74 
63 
77 
64 

70 
60 
69 
54 
79 
64 
72 
64 
65 
60 
69 
51 
73 
64 
72 
63 


72 
46 
74 
47 
73 
48 
73 
43 
74 
46 
72 
42 
71 
48 
70 
43 

71 
30 
73 
36 
72 
41 
69 
40 
67 
43 
73 
45 
75 
4.1 
75 
37 

75 
43 
74 
40 
71 
45 
74 
41 
70 
32 
70 
31 
68 
41 
74 
43 

69 
36 
78 
48 
65 
41 
68 
44 
69 
41 
71 
38 
73 
44 


31 


Mean 


70 

38{ 
74] 
391 
72 
48 
73 
49* 
72: 
50,  43 
75i  72 


40 

52 

64 

72 

52 

49 

72 

75 

56 

45 

46 

78 
41 
81 
38 
77 
45 
81 
45 

77 
36 
83 
47 
78 
41 
78 
54 
75 
45 
84 
39 
84 
46 
76 
59 

80 
53 
84 
49 
81 
43 
80 
38 
82 
40 
78 
49 
83 
45 
82 
48 

83 
37 
80 
52 
83 
48 
85 
50 
83 
391 
84 
38! 
811 
49 
83 
42 


80 
42 
80 
41 
86 
48 
83 
.50 
81 
54 
85 
59 
86 
52 
84 
44 

81 
44 

82 

42 

85 

50 

88 

54 

80 

43 

80 

4 

78 

50 

82 

45 

80 
45 
86 
56 
80 
49 
80 
62 
78 
51 
84 
40 
87 
55 
79 
49 


67.3 
43.2 
71.8 
48.2 
71.6 
48.5 
69.2 
46.5 
72.4 
48,2 
72.3 
48.3 
70.5 
50,5 
66.7 
47.3 

67.2 
40.8 
66.6 
44.7 
72  9 
47.3 
70.6 
45.2 
64  6 
44.6 
72.4 
51.4 
73.1 
49.1 
69.9 
44  0 

68.8 
45.1 
68,5 
41.3 
72.6 
48.7 
76.5 
51.5 
66.3 
42.7 
68.3 
40.6 
64.1 
44.0 
70.9 
49.5 

66.8 
43.7 
71.7 
51.5 
63.9 
43.0 
66.1 
49.2 
65.1 
45  6 
69,4 
41.5 
74.7 
51.1 
63.5 
48.7 


86 
42 
88 
55 
82 
47 
82 
39 
81 
50 
79 
60 
86 
58 
84 
66 

84 
48 
81 
65 
85 
59 
86 
58 
84 
50 
86 
40 
84 
61 
86 
47 


72.1 
47.0 
73.8 
50.6 
69.3 
44.8 
68. 2 
43.6 
70.9 
46.6 
67.5 
46.1 
72.7 
49.5 
73.2 
51.6 

70.9 
44.9 
70.5 
49.3 
74.0 
52.0 
72.5 
51.7 
69.5 
43.3 
74.9 
45.7 
71.9 
54.6 
72.4 
47.0 


Continued  on  page  39. 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION 


HO 


Daily  Temperatures  for  May  1946-Contluued  irom  pajro  3H 


Stations 


Indiana      /Maximum 

"'•'*°' \  Minimum, 

Irwin /  Maximum 

\Miniiuuui. 
Jamestown/  'i  N  W /  Maximum 

\  Miuimuiii. 
Johnstown/ (Maximum 

\  Miiumum. 
Ivaue'-l  N /  Maximum 

V  MinunuMi. 

l.anraster /  Maximum 

\  Minimum. 


Lawrenreville . 


■■■{t 


Alaximum. 
Minimum 


Lebanon  ' (Maximum.. 

\  Minimum.. 
Lewistown/-2  SW I  Maximum .. 

\  Minimum.. 
Lock  Havenfi )  Maximun...; 

\  Minimum.. 
Marcus  Hook' J  Maximum.. 

\  Minimum.. 
Martinsburg' I  Max.imum.. 

\  Minimum.. 


Mauch  Chunk 
Meadville  /-I  S 
Mercer'-2.5NE 
Middletowni-1 

Midland"" 

Montrose /-3  E 


ISVV. 


,5  W. 


.  /  Maximum. 

\  Minimum . 
.  (  Maximum, 

\  Minimum. 
,  /  Maximum 

\  Minimum. 
.  (  Maximum 

V  Minimum 
.  /  Maximum 

\  Minimum. 
.  (  Maximum 

\  Minimum. 


Mt.  Pocono'-2  N /  Maximum.. 

\  Minimum.. 
New  Bloomfield *  Maximum  . 

\Miuimum. . 
Newburgl-3.5NW /  Maximum  . 

\  Mini  mum,. 
New  Castle-1.5  N /  Maximum.. 

\  Minimum.. 
Palmertoni /  Maximum ., 

\  Minimum.. 


Park  Place'-INW..., 
Phila,  Arpt.i-7SW.. 
Philadelphia  C.O.l.  ., 
Phila.  Shawmont ... 
Philipsburg'-7  E.  ... 
Phoenixville-1.5  SE . 


. .  /  Maximum. 

V  Minimum. 
..  (  Maxim  urn, 

\  Minimum. 
. .  (  Maximum 

\  Minimum. 
. .  /  Maximum 

\  Minimum. 
. .  )  Maximum 

V  Minimum, 
. ,  (  Maximum 

\  Minimum , 


Pittsburgh  Arpt.l-7.5SE/  Maximum.. 

\  Minimum.. 
Pittsburgh  City  Office' . .  /  Maximum.. 

\  Minimum . 
Port  Clinton/ /  Maximum. 

\  Minimum. 
Putneyville-2.5  SE /  Maximum.. 

\  Minimum.. 
Quakertown-0.5  E /  Maximum.. 

V  Minimum.. 
Reading! (  Maximum 


I  Minimum 


Ridgway  / /  Maximum. 

V  Minimum . 
Scrantonl (  Maximum. 

\  Minimum. 
Selinsgrove /  Maximum. 

\  Minimum . 
Somerset /  Maximum 


Springs6-1  SW  , 


Minimum 

.  (  Maximum. 

\  Minimum., 


State  College! /  Maximum. 

V  Minimum. 


8troudsburg-2  E 

Tamarack /■2  S 


.  /Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
Tionesta  /-1 .5  SE /  Maximum . 

\  Minimum.. 
Titus ville-2  S /  Maximum, 

\  Minimum.. 
Towanda-1  E /  Maximum., 

\  Minimum.. 
Tunkhannock /  Maximum. 

\  Minimum., 


Continued  on  page  40. 
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stations 


Uniontown /  Maximum. 

V  Minimum. 
Vandergrifti ( Maximum. 

\  Minimum. 
Warren /  Maximum. 

\  Minimum. 
Waynesburg /  Maximum . 

\  Minimum. 
Wellsboro/ /Maximum. 

\  Minimum. 
West  Chester /  Maximum. 

\  Minimum.. 
Wilkes-Barre'.Apt. -3N.  /  Maximum. 

\  Minimum.. 
Williamsport  Arpt.'-4  E  /  Maximum. 

I  Minimum .. 
Williamstown /Maximum. 

\  Minimum.. 
Woodward  Apt' -2  NE..  ./  Maximum.. 

\  Minimum.. 
York-3  SW (  Maximum.. 

IMinimiim.. 


Daily  Temperatures  for  May  1 946-Continued  from  page  39. 


10 


12 


6H 

66 

4t 

44 

7C 

70 

56 

44 

67 

51 

31 

44 

75 

79 

53 

62 

68 

64 

63 

45 

68 

59 

5U 

45 

70 

72 

53 

45 

63 

56 

50 

46 

80 

82 

58 

57 

16     17 


20 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


21 


23 


24 


25 


26 


28 


29 


30 


31 


49     44 


Mean 


72.6 

50.2 

71.9 

48.4 

70.3 

44.9 

71.1 

49.2 

66.5 

40.0 

73.2 

51.4 

«6>».6 

$47.3 

$69.5 

$47.4 

$71.9 

$47.1 

64.5 

46.5 

77.2 

50.3 


PRBSSTTRE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Stations 


Erie 

Harrisburg . . 
Piiiladelphia 
Philipsburg.. 
Pitt.<:burgh.. . 

Reading 

Scranton  . . . . 


Atmospheric  pressure 
(reduced  to  sea  level) 


30.36 
30.34 
30.37 
30.30 
30.27 
30.38 
30.36 


29.52 

18 

8.8 

29.61 

27 

7.5 

29.61 

27 

7.9 

29.64 

18 

29.57 

18 

9.9 

29.62 

27 

10.7 

29.63 

21 

6.5 

Wind* 


<> 


SW. 

se. 
nw. 


Relative 
Humidity 


55t 


125 
101 
350 
183 
123 
212 


•  For  any  five-minute  period.  ••  Corrected  to  true  velocities, 

t  12:00  noon.     I  4:00  p.m.        $  Also  other  dates.        *  One-minute  inten'al. 


RI"VER  CONDITIONS 


Stations 


Rivers 


Port  Jervis,  N.  Y 

Easton 

Lehigliton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley.(  nr)  Lock  No.  5. 

Sutersville 

CharleroK  nr.).  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


« 

g 

§ 

08 

CD 

ffi 

§ 

S 

w 

% 

s 

3 

H 

& 

s 

B 

Delaware !  4.4 

Delaware 1  5.3 

Lehigh 4.5 

Schuylkill |  5. 4 

N.  Br.  Susquehanna..  8.2 

W.  Br.  Susquehanna .  i  4. 2'' 

Juniata I  6.0 

Susquehanna [  6. 3 

Allegheny 15. 2 

Youghiogheny... 

Monongahela' 

Ohio 

Ohio 


5.1 
14.2 


9.8 

29 

17.4 

29 

9.0 

28 

12.9 

28 

32.0 

29 

29.6 

28 

1.5.6 

28 

21.8 

29  1 

29.5 

28 

9.0 

18 

19.4 

18 

22.7 

29 

32.6 

29 

2.4 
L8 
3.0 
3.4 
3.0 
1.2 
3.6 
3.6  i 

12.3  ! 
3.6 

12.1  i 


5t 

7 
7 
11 
7 
4 
4 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


•  Pool  stage. 


MISCELLANEOUS   PHENOMENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
(Dates  and  number  of  stations  reporting) 


1 

2 

3 

4 

5 

6 

7 

8 

1 
■5 

9 
•2 

10 

io 

11 
'4 

12 

■7 
'i 

26 

13 

'5 
3 

14 

'7 

15 

16 

17 
16 

22 

18 

ii 

29 

19 
'4 

"2 
3 

20 
'3 

is 

21 
6 

'4 
6 

22 
1 

i 

23 
"3 

24 
1 

25 

'i 

38 
6 

26 
-8 

is 

27 
'7 

ii 
'a 

28 

■5 

\  [ 

6 

's 

29 
"6 

30 



1 

31 

Auroras. 

12 

ii 

27 

~ 

Fog,  heavy 

Frost,  killing  .... 

Glaze  

Hail 

5 

1 

4 
2 

'4 

3 

9 

•• 

7 

Rain,  heavy 

Sleet 

12 

'i 

8 

is 

'3 

i 

16 

"i 

'3 

6 

Snow,  heavy 

Thunderstorms.. 

's 

Winds,  high 

4 

15 

__ 

_ 

FOOTNOTES 

,  ,?isures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
forstatioiis  having  10  or  more  years  of  record,  except  that  for  FirsLOrder  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  tf  Precipitation  normals  or  -standard 
mean"  adjusted  to  a  uniform  35  year  period.  =>.oiiuiuu 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  we  for  24 
hours  ending  late  in  afternoon.  "«»  ""c  lui  ^ 

T.  ,  Trace  (0.005  inch  or  less). 

^ll^■°•  ^^J^\  ^'u™ber  of  days  missing,  for  example,  *•  indicates  two  days  missing. 
Italics,  data  interpolated. 
$  Partly  interpolated. 
$$  Incomplete, 
t  Aad  other  dates. 

r  Daily  amounts  inconsistent 
Received  too  late  to  be  included  in  means  and  summaries 

•  Included  in  next  measurement. 
II  Windshield  on  gage. 

„.,o>  'Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
1  Midnight  to  midnight. 

•  Measured  in  the  morning  for  the  preceding  24  hours. 

•>  Data  for  24  hours  ending  at  1  :.30  a.  m.  of  the  following  day. 
'<  Best  available  used  for  stations  not  equipped  with  recorders. 
"  Recording  gage. 

•  At  a  fixed  hour  between  sunset  and  U  :00  p.  m 
'  Noon  to  noon. 

(W.  B.  O..  PhUadelphia-7-22-46-975) 
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TEMPERATURE. 


^  Vl^ 


The  average  temperature  foEthe  State  iw  deduced  from  the  report 
ti  stations  was  <>5.8°,  which  is  2.4°  below  the  5ii-year  normal  for  Ji 


GENERAL  StTMMARY. 

Kijrht  deaths  and  property  damage  estimated  at  over  a  million  dollars 
were  attributed  to  weather  causes  during  the  wettest  June  since  1928, 
and  the  fourth  wettest  of  record.  Fed  by  locally  heavy  rain,  rivers  rose 
swftly  on  several  occasions  and  flood  damage  was  serious  in  the  Phila- 
delphia area,  northern  Cambria  County,  and  southwestern  counties.  For- 
tunately, the  affected  areas  were  relatively  small  and  the  floods  were  of 
short  duration.  Thunderstorms  were  frequent,  and  wind  and  lightning 
contributed  to  the  loss  of  life  and  property. 

Rain  was  general  on  the  1st  and  2d  and  it  appeared  that  not  only 
May's  rain,  but  also  its  floods,  might  be  repeated.  Greatest  amounts  fell 
over  the  southeastern  counties,  the  greatest  24-hour  rainfall  of  the  month, 
5.09  inches,  being  measured  at  Graterford.  The  Schuylkill  and  its  tribu- 
taries overflowed  and  two  people  were  drowned  near  Philadelphia,  while 
property  damage  amounted  to  over  $500,000.  Much  of  this  was  due  to 
the  necessity  of  dredging  the  large  deposits  of  silt  and  culm  from  the 
river  channel.  The  Baltimore  and  Ohio  Kailroad  station  in  Philadelphia 
was  flooded,  and  traffic  had  to  be  re-routed  temporarily. 

Rivers  also  rose  in  the  western  part  of  the  State,  as  a  result  of  this 
storm,  but  flooding  was  generally  restricted  to  low-lying  areas.  How- 
ever, southwestern  counties  were  hit  harder.  A  child  drowned  in  a  swol- 
len stream  at  Amity,  and  Uniontown  had  its  first  flood  since  1936. 

On  the  13th,  the  upper  reaches  of  the  Susquehanna's  West  Branch 
overflowed,  flooding  communities  in  northern  Cambria  County.  At 
Hastings  a  man  was  swept  from  a  bridge  and  drowned.  Property  dam- 
age was  heavy  in  Barnesboro,  where  stages  were  higher  than  in  1936, 
and  other  towns  in  the  area.  Local  industries  reported  damage  due  to 
spoilage  of  stock  and  material  by  the  floods.  Mines  were  closed  down 
for  several  days,  as  men  could  not  get  to  work.  Highways  were  damaged 
and  a  half  mile  of  railroad  track  was  washed  out. 

In  Clearfield  County  continuous  rains  loosened  earth  and  rocks,  result- 
ing in  a  rock  slide  on  the  22d,  which  covered  the  railroad  tracks  near 
Viaduct.  A  freight  train  plunged  into  the  .slide,  and  one  of  the  crew 
died  as  a  result  of  injuries  received.  On  the  29th  a  second  flood  struck 
the  northern  Cambria  County  communities  which  were  still  cleaning  up 
the  effects  of  the  earlier  flood. 

Wind  and  lightning,  accompanying  thunderstorms,  were  severe  and 
caused  damage  in  all  parts  of  the  State.  Near  Greensburg  a  child  was 
struck  by  lightning  and  killed  during  a  storm  on  the  Uth.  Near  Mead- 
ville,  on  the  26th,  two  people  were  electrocuted  when  they  came  in  con- 
tact with  a  wire  fence  charged  with  electricity  by  a  fallen  power  line. 
Power  failures  were  frequent  throughout  the  month,  as  a  result  of  wind 
and  lightning.  On  the  Uth,  thunderstorms  seriously  disrupted  transpor- 
tation in  Altoona,  while  traffic  on  the  Pennsylvania  Railroad  between 
Baltimore  and  Harrisburg  was  delayed  when  a  signal  block  was  knocked 
out.     Slippery  Rock  experienced  considerable  wind  damage  on  the  20th. 


rtH  of 
86  stations  was  6-5.8°,  which  is  2.4°  below  the  59-year  normal  for  June. 
The  highest  monthly  mean  was  7(i.,8°at  Marcus  Ho(jk,  and  the  lowest  was 
59.6°  at  Kane.  IGxtremes  ranged  ifrom  a  maxinmm  of  100°  at  Marcus 
Hook  on  the  Itsth,  to  a  minimum  of  28°  at  Philipeburg  on  the  6th. 
,     , '  I  "  ■  i  '■  j  '  ^ 

■ -^T-   (  ■  V      ll-U" 

PRBOIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the  observa- 
tions at  216  stations,  was  <).05  inches,  which  is  1.89  inches  above  tlie  59- 
year  normal  for  June.  The  greatest  monthly  amount  was  11.22  inches  at 
Carrolltown,  while  the  least  was  2.74  inches  at  Blakeslee  Corners.  The 
greatest  amount  recorded  in  any  24  consecutive  hours  was  5.09  inches 
at  Graterford  on  the  l-2d. 


Year 


1S89. 
i»90. 
1891. 
1892 . 
1893. 
1894. 
1895 
1896. 
1897. 
1898. 
1899. 
1900. 

laoi. 

1902. 
1903. 
1904.. 
1905., 
1906.. 
1907.. 
1908.. 
1909.. 
1910.. 
1911.. 
1912.. 
1913.. 
1914.. 
1915   . 


OBITXTARY 


John  H.  Friday,  observer  at  Tyrone,  4  NE,  died  on  April  24,  1946. 
His  service  as  observer  extended  from  the  establishment  of  the  station 
on  August  19,  1937,  until  his  death. 


1916. 

1917. 

1918. 

1919. 

1920. 

1921 

1922 . 

1923. 

1924. 

1925. 

1926. 

1927. 

1928.. 

1929.- 

1930., 

1931.. 

1932.. 

1933.. 

1934.. 

1935.. 

1936.. 

1937 . . 

1938 

1939. 

1940.. 

1941.. 

1942.. 

1943.. 

1944.. 

1945.. 

1946... 


COMPARATIVE    DATA  FOR  JUNE 


Temperature 


Precipitation 


Period  , 


68.4 
66.7 
70.1 
68.2 
71.8 
69. R 
69.6 
71.4 
67.4 
64.8 
69.6 
69.9 
69.9 
69.1 
66.0 
63.5 
67.9 
68.0 
69.3 
63.6 
68.8 
68.8 
65.4 
68.3 
65.6 
68.2 
68.6 
65.6 

63.7 

66.8 

66.0 

71.2 

67.0 

70.6 

69.5 

70.9  ! 

65.8 

71.9 

64.1 

63. S 

65.5 

67.8 

69.1 

68.5 

68.5 

70.9 

72.9 

67.4 

68.5 

69.5 

67.1 

69.9 

67.8 

68.6 

69.0 

73.0 

69.3 

66.7 

65.8 

68.2 


100 
95 
97 
100 
99 
100 
102 
104 
98 
96 
100 
101 
97 
103 
97 
90 
96 
99 
97 
98 
102 
96 
95 
99 
96 
99 
101 
92 


30 
33 
33 
30 
40 
38 
30 
32 
32 
28 
33 
32 
35 
32 
32 
34 
32 
30 
28 
30 
28 
34 
32 
38 
29 
20 
25 
31  I 


89 

28  1 

92 

32 

98 

29 

102 

32 

99 

.32 

101 

26 

96 

30 

103 

32 

98 

26 

104 

29 

94 

23 

99 

25 

93 

30 

98 

28  1 

100 

22 

102 

28  1 

98 

26  ! 

107 

28  i 

104 

35  1 

96 

33  j 

100 

33  1 

99 

38 

99 

32 

101 

35 

95 

31 

99 

31 

96 

34 

101 

35 

100 

29 

103 

27 

100 

28 

107 

20 

3.04 
5.43 
3.42 
4.60 
5.64 
3.12 
2.57 
3.50 
4.64 
3.38 
2.79 
3.51 
3.60 
3.47 
5.97 
6.53 
4.06 
4.39 
5.43 
4.99 
2,36 
4.48 
4.31 
4.71 
3,36 
2.26 
3.71 
4.00 

6.14 
5.38 
3.46 
3.90 
4.97 
3.12 
5.U 
2.73 
5.57 
3.04 
3.63 
3.72 
7,96 
3.56 
4.20 
3.71 
3.15 
2  58 
3.64 
4,22 
3.80 
4,37 
5.14 
4.46 
4.11 
4.95 
3,82 
3.33 
4.53 
4.07 
6.05 

4.16 


T. 


No.  of  days. 


I— I  'O 


12 
5 
12 
14 
9 
10 
13 
13 
10 
11 
14 
13 
11 
12 
11 
7 
12 
11 
11 
U 
19 
12 
12 
12 
13 
19 
16 
14 

11 
12 
13 
16 
12 
17 

n 

16 
11 
16 
13 
15 

9 
15 
17 
16 
13 
18 
17 
13 
14 
13 
12 
12 
10 
14 
10 
13 
10 

9 

9 

13 


10 
11 
11 
9 
11 
9 

11 
9 

11 

11 

10 
8 
9 

10 
8 
8 
9 
8 
9 
9 
9 
9 

10 
9 

II 
7 

10 

11 

11 

11 

10 


7 

13 
7 
8 
10 
9 
5 
7 
9 
8 
5 
6 
7 
7 
7 
13 
8 
9 
7 
10 
2 
9 

10 
8 
8 
4 
6 


9 

7 
6 
5 
7 
4 
8 
5 
8 
3 
7 
7 
12 
5 
6 
6 


10 
11 
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Olimatolog-ical  Data  for  June  1946 


Stations 


Counties 


Attantic  Drainage 
Allentown  Arpt.  -4  NE. 

Altoona-4.6  W 

Burnt  Cabins-2  NE 

Canton-1  NW 

Carlisle x;,-,--- 

Chambersburg-l  SW.. . 

CoatesvUle •;.;;.•, 

CurwensvilleApt-6  NW 
Eagles  Mere............ 

East  \Vaterford-3  E.  .  . 

Emporium-1  E 

Ephrata 

Everett-O.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover ■. 

Harrisburg  Arpt.-3.5  8. 

Ha\vley-0.5  E 

Holtwood 

Huntingdon 

Lancaster 

Lawrenceville 

Lebanon ■ 

Lewistown- 1  W 

Lock  Haven 

Marcus  Hook 

Martinsburg 

Montrose-3E  .......    • 

Mt.  Pocono  Arpt. -2  N  . 

Palmerton 

Philadelphia   CO 

Philipsburg-7  E 

Phoenixville-l.  .5  SE . . . . 

PortClintonn 

Quakertown-0. 5  E 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-2  E 

Tamarack-2  S 

Towanda-1  E 

Wellsboro 

Westchester 

Wilkes-Barre  Apt.-3N. . 
Williamsport  Apt.-4E.  • 

Williamstown  ...    

Woodw'ard-2  NE 

York-3  SW 


Division  mean. 


Ohio  Drainage 

Blairsville-6NE 

Bradford-4  W 

Brookviile  Apt.-1.5SW. 

Butler 

Clarion-3  SW 

Claysville 

Corry  

Coudersport 

Derry 

Donegal 

Donora 

Ebensburg 

Parrell 

Ford  City-4  S 

Franklin 

Greensburg-2  S 

Indiana 

J  aniestow  n-2  N  W 

Johnstown 

Kane-1  N 

Meadville-1  8 

Midland 

NewCastle-1.5N 

Pittsburgh  Apt.-7,5  8E 
Putneyville-2. 5  SE  — 

Ridgway 

Somerset 

Springs-l  SW 

Tionesta-1.5SE 

Titusville- 2  S 

Uniontown 

Vandergrift 

Warren 

Waynesburg 


Lehigh 

Blair 

I<\ilton 

Bradford  

Cumberland  — 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford 

Luzerne 

Bucks 

Adams 

Schuylkill 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon    . 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. . 

Monroe 

Carbon 

Philadelphia . . 

Centre   ... 

Chester 

Schuylkill 

Bucks 

Berks 

Lackawanna... 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming 

Dauphin 

Centre 

York 


384 

1,500 

990 

1.450 

473 

600 

431 

2,  -^16 

2,020 

126 

1,100 

365 

1.020 

1,970 

184 

500 

900 

600 

361 

980 

200 

700 

256 

996 

469 

580 

657 

12 

1,493 

1,176 

1,914 

455 

26 

1.916 

100 

4(17 

480 

■273 

746 

476 

1,  217 
440 

2,  250 
764 

1.319 
440 
544 
620 
775 

2,191 
390 


Division  mean — 
Lake  Drainage 

Albion 

Erie 


State  mean. 


Westmoreland  — 

McKean 

Jefferson 

Butler 

Clarion 

Washington 

Erie 

Potter 

Westmoreland  — 
Westmoreland  .  . 

Washington 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland... 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland... 

Warren 

Greene 


Erie. 
Erie. 


2,048 

1,680 

1,400 

1,077 

1,114 

1.170 

1,410 

1,653 

1,150 

1.746 

761 

2,170 

855 

960 

987 

1,160 

1,300 

1.050 

1,  6-50 

1,760 

1,  065 

780 

900 

1,286 

1.270 

1..S85 

2.100 

2.500 

1.200 

1.560 

1,040 

825 

1,190 

1,100 


900 
708 


Temperature,  In  degrees  Fahr. 


a 

£15 


=  2 


5  67.4 


64.9 

66.2 

63.0 

68.2 

67.3 

67.3 

60.8 

60.6 

64.2 

63.2 

69.9 

6b. H 

65.2 

67,9 

68.6 

64.9 

68.8 

68.8 

63.9 

68.8 

66.6 

67.2 

65.2 

68.4 

66.4 

67.6 

76.8 

64  1 

62.4 

61.2 

65.2 

69.8 

59.8 

70.2 

65.2 

66.8 

69  0 

65.6 

66.2 

65.3 

68.4 

61.1 

66.0 

62.0 

68.3 

66.  4§ 

65.9 

66.8 

62.1 

70.2 

66.1 


64.2 
61.6 
63.1 

66.4 
64.8 
66.5 
63.3 
61.1 
68.4 
63.0 
71.0 
62.8 
71.2 
65.8 
65.2 
67.7 
fi6.2 
65.6 
68.6 
59.6 
64.4 
67.8 
67.6 
68.5 
64.4 
62.8 
64.0 
61.4 
63.5 
63-8 
70.0 
68.8 
65.6 
67.9 

65.5 


-2.4 
-1.9 


-2.9 
-3.0 

-3.1 


66.2 


-2.8 
0.0 
-1.7 
+0.1 
-1.8 
-1.8 
—14 
-2.8 
-1.5 
-2.3 
-4.0 
-2.1 
-3.1 
-1.1 
-1.6 


-2.1 
-1-1.3 


-1.4 
-0.6 
-3.6 
-1.6 

— i.'s 

-4.0 
-1.7 
-1.3 
-2.2 
-2.9 
-1.7 
-1-1.0 


-1.0 
-2.6 

-1.4 


-1.6 
-6.' 3 


-3.7 
-0.9 
-2.2 


-2.7 
-2.1 
-3.2 
-0.6 


-1.0 
-2.1 
-H.6 


-1.1 

-1.2 
-1.8 


-1.5 
-1.9 
-1.5 
-0.1 


-1.6 
-1.3 

-2.6 


-0.3 
-1.0 
-t-0.  1 
-2.4 


0.0 


87 
9(i 
89 
91 
91 
94 
93 
90 
92 
91 
93 
93 
93 
93 
100 
87 
86 
86 
89 
91 
86 
96 
92 
90 
93 
92 
89 
90 
96 
86 
92 
90 
90 
95 
91 
91 
86 
94 


25 

11+ 

11 

24t 

11 

11 

25 

25t 

26 

26 

26 

26 


25 
25t 

8 
25 

8t 
25 
26 

8t 
26 

8 
26 
27 
26 
26t 
18 
26 
25t 
25 

8t 
25 
26 

8 
26 
25 
25 
25 
11+ 
26 
25 
27 
25t 
26 
25 
25t 
26t 
25 
26 
25t 


100      18 


Precipitation,  in  inches 


30 

30 

26t 

27+ 

26 

29 

30 

26 

25 

25 

26 

26 

26 

26t 

30 

30 

25t 

29i- 

30 

30 

29+ 

26 

26+ 

26 

26 

26 

24 

26 

29 

29 

26t 

26 

26t 

26 

26 


30 


44  I 

36  I 

36  I 

39  I 

42 

41   I 

46 

35 

40 

44 

35 

46 

37 

40 

44 

47 

36 

47 

47 

36 

50 

38 

41 

36 

45 

42 

40 

48 

39 

40 

36 

39 

50 

28 

42 

40 

40 

49 

42 

39 

41 

37 

38 

36 

33 

46 

U> 

40 

38 

40 

44 

28 


45 


65.8     -2.4      100      18        28        6      6.05     -1-1. 


10 

6 

3 
10 

5+ 

2+ 

5 

4+ 
10 

6 

6+ 

6 
10 

6 
10 

.5+ 

6 

3 

6 

tl 

6 
10 

6t 

6 
10 
20 

6 

5t 

3 

6 

2 

6 
10 
10 

6 

2 

6 
10 

3t 

6 

5 

6+ 

6t 

5+ 

6 


10 

4t 

6 
10 
10 

4+ 

5 

10 
10 

4t 

6 
10 

4 

4+ 

4 

4 


10 

6 

4t 

5 

4t 

4 

4 

4 

4+ 
10 

6t 

5 

4+ 

4+ 

4+ 

4+ 

4+ 

4t 


.* 

<M 

O'* 

-£ 

S  3 

So 

a 

c 

C 

O 

C 

cd  a 

o3 


6.69 

9..'il 

6.05 

4.73 

6.87 

6.04 

8.. 53 

6.71  i 

5.06  i 

.5.99  I 

6.36  I 

7.98  ! 

6.91 

5.71 

6.22 

4.82 

4.31 

4.63 

.5.61 

3.36 

5.53 

8.26 

7.. 53 

6.47 

6.49 

7.41 

6.37 

6.59 

6.69 

5.98 

3.02 

4.47 

8.61 

7.47 

6.40 

5.21 

7.27 

7.72 

3.80 

4.95 

6.07 

4.85 

4.90 

4.42 

3.26 

7.86 

3.54$ 

4.71 

7.41 

4.99 

6.85 


8.76 
6.79 
7.25 
4.52 
5.08 
6.04 
6.34 
8.24 
5.88 
9.13 
4.66 
10. 23 
4.85 
6.87 
4.06 
4.85 
9.18 
3.84 
7.91 
5.75 
6.67 
4.82 
3.51 
4.93 
5.70 
6.29 
6.81 
7.40 
6.32 
8.10 
7.28 
5.89 
7.21 
6.12 


+2.59 

+  5.41 


+2.92 
+2.09 
+4.  32 


6. 


+  0.54 
+2.04 
+  1.98 
+3.61 
+2. 24 
+0.86 
+  2.45 
+  1.04 
-0.11 
+0.68 
+2.02 
-10. 66 
+2.18 
+4.17 
+3.  .53 
+  1.67 
+2.31 


6.84 


+  1.26 
+2.76 


+2.00 
-2. 14 

+0.16 
+5.37 

+2.'6l' 
+  0.75 
+3.33 
+4.17 
+0.13 
+1.03 
+1.98 
+0.08 

+0.1\ 
-0.83 
+3.61 


+2. 87 
-H3.'i6' 


+3.09 
+2. 13 
+3.  01 
+0.09 
+0.  47 
+1.61 
+1.55 
+3.64 
+  1.08 


+0.78 
+  5.64 
+  1.39 


-0  24 

+0.45 
+  6.87 
+0.40 
+  2.90 
+L01 
+  2.63 
+0.93 
-0.69 
+  1.12 


+2.08 
+  1.79 
+2. 15 
+2.23 

-f2!53' 
+  1.42 
+2.77 
+1.83 


+2.60 


2.47 
2.39 
2.80 
0.94 
2.63 
2.48 
3  91 
1.22 
1.05 
2.50 
1.73 
:t.  46 
2.21 
1.95 
3.65 
2.48 
1.56 
2.83 
2.81 
0.88 
3.45 
2.16 
3.17 
1.10 
1.55 
1.96 
1.68 
2.62 
1.97 
0.94 
1.59 
1.49 
4.28 
1.42 
3.67 
2.  28 
4.51 
4.16 
1.43 
1.62 
1.31 
1.95 
1  63 
1.54 
0.96 
3.2> 
1.50 
1.10 
2.05 
L76 
4.66 

5.09 


3.13 
L59 
1.21 
1.15 
1.05 
1..55 
1  43 
2.14 
1.87 
2.23 
1.65 
2. 29 
1.19 
1.77 
0.84 
1.82 
2.29 
1.16 
2.45 
1.13 
1.47 


1-2 

11  12 
1-2 

11-12 

1-2 

12 

1  2 
18 
27 

1-2 
11 

12 

12 
11-12 

1-2 

1  2 

i-2 

1-2 

1  2 
2 

1-2 

1-2 

1-2 
31-1 

1-2 
11-12 
12-13 

1-2 

1-2 
11-12+ 

1-2 

12 

1-2 

1-2 

1-2 

1-2 

1-2 

1-2 

1-2 

1-2 
2 

1-2 

12  13 
17-18 

1-2 
1-2 
1-2 
1-2 
28 
1-2 
1-2 

1-2 


11-12 
31-1 
11-12 
12-13 
11-12 
18-19 
18 
31-1 
1-2 
27 
1 
11-12 
18 
11  12 
31-1 
1-2 
12-13 
16-17 
12 
12 
17-18 
1.60  i  12-13 
0.65 
1.41 
0.91 
1.23 
2.53 
2.26 
1.28 
1.48 
2.12  1 
1.36 
1.57 
1.92 


•20 

1-2 

1-2 

11-12 

1-2 

19 

11-12 

11-12 

3.13 


1.94 


19 

2 

31  1 

1-2 

11-12 


11-12 


1-2 


No.  of  days 


a  c 
o  o 

5a 


■§« 


0  i  15 


0  17 
0  14 
0     16 


0  18 

0  15 

0  13 

0  15 


12 
16 
10 
13 
16 

9 
17 
11 
17 
12 
16 
15 

8 
15 
15  t 
13 
16 

1*1 
13 

11  I 

12  i 


10 


5      13 
7       7 


0  ,  12 

0  I  15  1 

0  I  10 

0  !  14 


3° 
>.2 


Observers 


11       8 


0     13      9     10     11     SW 


s. 
w. 

SW. 
SW. 

w. 

e. 

SW. 

w. 

SW. 

w. 

SW. 
SW. 

w. 

SW. 


nw. 

SW. 
SW. 
SW. 
SW. 

w. 
w. 
nw. 
w. 

SW. 

s. 
nw. 


w. 


11       SW. 


w. 
nw. 
w. 
nw. 

SW. 

s. 


SW. 
SW. 
SW. 


ne. 

s. 

w. 

SW. 

se. 
n. 

SW. 

ne. 
s. 

SW. 


SW. 

SW. 


8     w. 

11       SW. 


U.S.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Comm. 
Mrs.E.  Dillon  Stone. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  Bureau. 
Carl  E.  Bigger. 
U.  S.  Weather  Bureau. 
R.  E.  Palmateer. 
Ephrata  Review. 
Penna.  Turnpike  Comm. 
Andrew  B.  Evansha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Miss  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  Co 
Paul  R.  Y'oder.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  ^'alley  Gas  Co. 
American  \'iscose  Co. 
William  R.  Kelley. 
Sun  Oil  Co. 
(T.  S    Weather  Bureau 
Harrv  S.  Fancher. 
U.  S.  Weather  Bureau. 
New  Jersey  7Anr  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Phila.-Subiirban  Water  Co. 
Earl  E.  Rariek. 
John  E.  Benner. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Dr.  George  E.  Fisher. 
Penna.  State  College. 
Metropolitan  Edison  Co. 
James  E.  Swartz. 
Mrs.  M.  Ordelia  Parks. 
M.  S.  Bliss. 
Clyde  T.  8aylor. 
U.S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Gordon  E.  Lower. 
U.  S.  Weather  Bureau. 
York  W'ater  Co. 


U.  S.  Weather  Bureau. 
City  Water  Dept. 
Civil  Aeronautics  Authority 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
J.  Fred  Kinley. 
Potter  Enterprise. 
Miss  N.  Dixie  Winemau. 
Penna.  Turnpike  Coram. 
Donora  Zinc  Works. 
John  L.  McGough. 
Sharon  Steel  Corporation 
U.S.  Engineers. 
William  K.  Fuller 
Westmoreland  Water  Co. 
Indiana  State  Teachers  Col. 
Pa.  Dept.  Forests  &  Waters. 
Johnstown  Tribune  Pub.  Co. 
Spring  Water  Co. 
City  of  MeadvlUe. 
Perry  P.  Campbell. 
New'Castle  Water  Co. 
U.  S.  Weather  Bureau. 
V.  S.  Engineers . 
We.st  Penn  Power  Co. 
D.  L.  Grove. 
Allen  E.  Y'oder. 
U.  S.  Engineers. 
U.  S.  Weather  Bureau 
William  W.  Marsteller. 
Carnegie-Illinois  Steel  Corp 
Merrell  L.  Jordan. 
Thomas  S  Knox. 


Charles  C.  Gilbert, 
n.  S.  Weather  Bureau. 


[See  page  48  for  explanation  of  reference  marks.] 
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CLIiMATOrxXHCAL  DATA:    PIONNSVf.VANrA  SECTION 


Daily  Preoipitation  for  June  1946 


-^^^jy^fc^JW 


4i& 


stations 


Counties 


Day  of  month 


ATLANTIC 

DRAINAGE 

Dfltticare  Hasin 

rri'KR  Dei.awark 

Diiifruiaus  Ferry2.0.5E 

Kuiiimink'^ 

Hawley-.  O.SK 

Hollistervillo^ 

Lakeville-.  IN 

Matamoras- 

MiliinvilU--   

Mount  l'ocono'.2N. 

I'ecks  roniV- 

PI(>a>aut  Mount". ',  1  \V 

Strouclsburg.  'iK 

Tanners  Falls',  ^  1  SE 

Wind  i,api.*.3S\V 

Lehigh 
Allentou-n  Apt'.'\4NE 

Alleutown- 

Bethlehem' 

Blakeslee  Corners'.  * 

Gouldsboro^ 

Lansford^ 

Mauch  Chunk,  1  8  W 

New  Tripoli 

Palmerton'.  ^ 

Zionsville,  1  SW 


SCHIYI-KILI. 


Conshohocken 

Fredericksville^.  1  S.  . 

Geigertowu- 

GratersfordZ 

Phoenixville^,  1.6  SE. 

PortClinton2 

Pottstown2,  0.5 S 

Pottsville2 

Reading',  5 

Strausstown  ^ 

Virglnville^ 

Werners  ville 


Lower  Delaware 

Coatesville- 

Doylestown 

George  School''  

Maple  Glen' 

Marcus  Hook^ 

Philadelphia 
Southwest  Airport,  ' 

City  Office',  5 

Shawmont 

Quakertown,  0.5  E 

West  Chester.  

West  Grovel  1.5  SE... 

Siisgiiehavna  Basin 

Chemung 
Austinburgi.s,  2  W.   . 

Covington^ 

Lawrenceville 

North  Branch 

Berwick 

Canton2,  1  NW 

Danville^ 

Freelaud2 

Hop  Bottoms.  2  S 

Millville',* 

Monroeton*,  2  S 

Montrose2,  3  E 

Orwell*,  3  N 

Park  Pla<'e'.  1  NW 

Pikes  Creek. '.■'i 

Rush-  

Scranton',5 

Susquehanna^ 

Towanda, !  E 

Tunkhannock 

Wilkes-Barre' .  3  N  . . . . 
West  Branch 

Ansonia2,  2  W 

Carrolltown^ 

Carter  Camp2    

Cedar  Run2 

Clearfield2 

Coalport^ 

CurwensvilleApt'  6NW 

Driftwood',  5 

Dushore'.  * 

Eagles  Mere2 

Emporium^,  IE 

English  Center',  * 

Galeton 


Pike 

Wayne 

Wayne 

Wayne 

Wayne 

Pike 

Wayne 

Monroe 

Pike 

Wayne 

Monroe 

Wayne 

N'rthampton 


2      8      4      6      6      7      8      9      10     11     12     13     14     15     16     17     18     19     20     21     22     28     24     26     26     27     28     29     80 


1.  25 

.90 
.84 
92 
1.01 
l.U 
.58 
1.57 
1.19 
1.08 
1.95 
.11  1.28 
.10  1.73 


Lehigh  .. . 

Lehigh 

N'rthampton 
Monroe. .. 
Wayne.... 

Carbon 

Carbon 

Lehigh 

Carbon. .., 
Lehigh,... 


Montgomery 

Berks 

Berks  

Montgomery 

Chester 

Schuylkill... 
Montgomery. 
Schuylkill... 

Berks 

Berks 

Berks 

Berks 


2. 36 
1.58 
2.32 
1.30 
.92 

1.82 
2.10 
1.48 
3.95 


.80 
.70 
.88 
.87 
1.41 
.89 
.62 
T. 
.71 


1.16 


.26 


.02 


Chester 

Bucks 

Bucks 

Montgomery 
Delaware 


2.60 
2.00 
59 
2.44 
1.35 
3.30 
1.20 
3.90 
1.46 
1.89 
4.15 


Philadelphia  1 1.. 52 
Philadelphia  2. 16 
Philadelphia 

Bucks 

Chester 

Chester 


Tioga . 
Tioga. 
Tioga. 


Columbia 

Bradford 

Montour 

Luzerne 

Susquehanna 
Columbia,. . . 

Bradford  

Susquehanna 

Bradford  

Schuylkill . . . 

Luzerne 

Susquehanna) 
Lackawanna 
Susquehanna 
Bradford  . 
Wyoming.. 
Luzerne. . . 


.39 
.36 
1.10 


Tioga        .    . 
Cambria. . . . 

Potter 

Lycoming.,. 
Clearfield  .  . 

Cleariield 

Clearfield. .. 

Cameron 

Sullivan 

Sullivan 

Cameron 

Lycoming. .. 
Potter 


3.11 

4.56 
2.72 
2.85 
1.98 

1.60 
2.12 
3.10 
4.81 
2.26 
2.55 


1.38 

.85 

.89 

.86 

1.26 

1.S9 

6' 

6' 

S! 

1.66 

10 

77 

1.26 

.81 

.97 

1.15 

l.Bfi 


4.34 
1.01 
1.65 
1.50 
1.23 
93 
1.18 
.70 

.'82 


.03 


T. 


24  .90 
1.39 
1.01 
.80 


.33 


.84 

.85 

.98 

.71 

.88 

.46 

1.21 

1.25 

1.01 


.36 


.42 


.50 


.03 


,09 


.20 


.03 


.02 


.01 


.05 


T. 


T. 


.03 


T. 


.05 


.04  . 


.13 


.28 


,20 


.40 


.20 


.23 
1.06 
.31 

.65 
.79 
.88 
.89 
1.05 
.27 
.70 


.01 

.01 


.45    .77 
.15    .85 


1.13 
1.36 


.35 


.06 


1.74 

2.00 
2.50 

1.11 
1.81 
.95 
.68 
2.62 
1.68 


.35 


.09 


.74 

2.61 

.69 

.91 

1.07 

.45 

.77 

1.29 

1.01 

.89 

1.73 

.76 

.74 


.16 
.30 

1.01 
.38 

1  40 
.49 
.32 
.30 
.5' 
.63 
.40 
.64 


.32 
.25 
.98 
.58 
.66 

1.81 
.04 
.02 
.26 

].05 
.10 
T. 
.06 
.03 
.06 
.02 
.09 


.26 


.03 


.02 


.30 
.20 
.05 
1.00 
.17 
.41 


.20 


l.U 
.46 
.37 
.25 
.91 
.50 
.39 


.05 


T. 


.02 

'I'. 

.01 


T. 


.10  . 

.18  . 


1.21    T 


.03 


.06 


.02 


.17  T. 
.38  .01 
.36 


,10  .04 
.40 
.19 
.3 
.32 
.15 


.25 
T.     T. 

■r. 


.03 


.03 


.02 

* 

.12 
1.06 


.03 


1.02 
94 

2.09 
T. 
.07 
.52 
.06 
.77 
.59 


29 
.03  .26 
.30    .25 


.02 

.04   T 

.05 

.02 


1.21 
.02 
.02 
.32 
.22 
.06 


.05 


.32    . 04  . . . . 
.17  ....     .02 

.02 

.02 

.01 


12 
06 
18 
10 
02  .25 
05   .34 


.04 


,24 


.17 
.11 
.40 
.18 
.33 

« 

1.22 
.20 
.  II 
.69 
.40 
•  15 
.42 


.05 


T.      .11 
521.72 


1.08 
.21 
.14 
.93 


81 


.01  .09 
.16 
,19   .95 


2.27 
.06 


.02 


16 
.24 
1.11 
1.20 
.10 
.03 
.08 
.42 
.32 
.09 
.04 


.03 

...     .02 


.20 


.02 

.01 

1.61 

.43 


.06 


1.29 
.02 


02 
L44 


1.17 


1.67 
.72 


.08 


.01 


1.02 
,21 

.20 


.10 
.18 

1.68 
.06 
.28 
.02 
.10 
.01 
.11 
.04 
.03 

1.35 
16 


22 

1.25 

.28 

.'6i 

1.05 

.58 
.03 


.85 


T. 


1.18 


.74 


1.70 
'.'46 
.03 


2.10 
1.65 


T. 


2.86 
6.18 
3.86 
4.29 
4.40 
3.28 
2,99 
3.02 
4.18 
4.73 
4.85 
3.68 
3.51 


6.59 
6.38 
4.39 
2.74 
3.72 
4  27 
4.10 
5.88 
4.47 
6.08 


6.85 
5.88 
5.85 
7.79 
6.40 
5.21 
5.65 
3.97 
7.72 
5.36 
5.36 
7.83 


8.53 
7.89 
6.22 
6.00 
6.59 


8.61 
6.07 
7.27 
7.86 
6.92 


3.88 
5.72 
5.47 


4.78 
4.73 

10. 02 
5.71 
5.42 

$4.48 
6.04 
5.98 
6.39 
4.66 
3.14 
5.44 
3.80 
4.40 
4.42 
3.89 

$3.54 


2.75 
11.22 
4.78 
3.85 
10.02 
8.80 
6.71 
4.29 
4.62 
5.06 
6.36 
3.67 
3.87 


Continued  on  page  44. 
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Daily  Precipitation  for  Jtine  1946— Continued  from  page  43. 


Stations 

Counties 

Day  of  month 

1 

2 

3 

4 

•* 

6 

7 

8 

9 

10 

U 

12 

13 

14 

15 

16 

17 

18 

19 

20 

31 

22 

-23 

24 

26 

26 

27 

28 

29 

30 

S 

a 

West  Branch 
(continued) 

Clearfield.... 

Clinton 

Elk 

.05 

.01 

.25 

.37 

.02 

.38 

T. 

.10 

.18 

.17 

.19 

.97 
1.07 

.85 
1.30 

.67 
1.31 

.75 
1.18 
1.28 

.71 
1.04 

.67 

.75 

1.92 

1.87 
1.50 
2.65 
1.58 
1.51 

1  51 
1.40 
1.53 
1.47 
1.5S 
1.40 
2.20 
1.28 
1.60 
1.90 

2.40 

2  00 
2.53 
2.63 
3.41 
1.51 
3.41 
2.  22 
1.56 
2-53 
1.67 
2.31 

3  03 

.48 
.51 

'.'56 
'.'37 

.14 

.05 

f.' 

.02 
.06 

'.'62 
T. 
.06 

!i3 

.14 

'.'is 

.15 

'.'io 
.02 

.03 
.09 

'.'io 
'.'62 

'  ■!''.' 
'  '• 
.03 

'.'63 

'.'io 
.11 

.06 
.02 
T. 

.04 
.09 

'.'io 

;i2 

'.'io 

.29 
'.'04 

.20 

.03 

;69 

".n 

.42 
.01 
.18 

'.'6'7 
.06 

.03 
.02 
.07 

'.'06 
.03 

.02 
.01 
.60 
.40 
.08 
.64 

'  '• 

2.06 
.01 
.61 

't" 
■f.' 

'!i7 

.61 

.87 
.60 

1.39 
.73 
.95 

1.13 

1.15 
.87 
.69 
.50 

1.00 
.83 

■2.39 
2.45 
1.17 
1.50 
1.17 
1.59 
1.32 
1.96 
1.29 
129 
1.43 
.83 
1.22 
.83 
.95 
L76 

.81 

.70 

1.39 

2.29 

1.87 

1.24 

.92 

.61 

1.20 

.95 

.75 

.97 

1.09 

1.09 

1.58 

2.10 

.72 

2.08 

..53 

1.21 

2.00 

.78 

.68 

1.14 

.92 

1    V^ 

.58 

1.68 

.32 

.25 

1.77 

.24 

1.5:-i 

.39 

.15 

.25 

.27 

.50 

.62 

.81 
.29 
.17 

.16 
.84 
.28 
1.75 
.92 
.84 
.71 

1.88 
• 
* 
L43 
1.22 
.42 

.21 
1.10 
.40 

'.'08 
.62 
.59 
.05 
.60 
.67 
.06 
.09 
.04 
.55 

[40 
1.04 
.03 
.32 
.34 
.13 
.13 
.30 
.71 
.65 
.34 
.53 
.32 
.27 
.04 
.60 

.20 
.08 
.36 
.15 
.13 
.39 
.38 

1.70 
.28 
.81 
.99 

1.03 

T. 
'.'05 

i.'i2 
r 

'.'68 
.01 
T 
.03 
.02 

.19 

".05 

.'61 

T. 
T. 
T. 

T. 
.61 

''i2 
'■r'.' 
'."67 

A\ 

.49 

.17 
.12 
.31 
.13 

.13 

.09 
.45 
.01 

.32 
.01 

.22 
.11 

.50 
.69 
.06 
.25 

.05 

'.'5.5 
.01 
.31 
.03 
.06 

.06 

.70 
.02 
.66 
.62 
.64 
.41 
.71 
.27 
.62 
• 

.20 

.45 
.65 
.03 

.44 
.10 
.62 
.66 
.66 
.46 
.13 

'.'67 
.13 
.32 
.02 
.08 
.29 

'!22 
?5 

.62 
.61 

.87 

.07 

.10 

.13 

.09 

T. 

.01 

.12 

.08 
..53 
.01 
.09 

.2" 
.C7 

.08 

'-  37 

.01 

'.'62 
L16 

T. 

.'•   '7 

4.42 

Philipsburgi.  7  £ 

Centre 

Clinton 

Centre 

Clinton 

Lycoming.  . . 
Blair 

.41 

.40 
.34 
.21 
.60 
..38 
.15 
.39 
.46 
.45 

.86 
.15 

.03 
.01 
.02 
.69 
.30 
.15 
.09 
.81 
.90 
.03 
02 
.07 
.05 

.03 
.26 
.07 
.03 
.02 
.01 
T. 

■!6i 

.06 

.'03 
.01 
T 

.03 
.03 

■r. 

'.'45 

.'6i 

.03 

.10 

-02 

T. 

.12 

T. 

.14 

.'62 

.04 
.04 
.18 
T. 

.01 
.01 

.35 
.06 
.73 
1.47 
.92 
.01 
.13 
.20 
.55 
.86 

'.'67 
.58 

1.29 

1.68 
.43 
.14 
.40 

L09 
.75 
.07 

T. 

T. 

7.47 
4.80 

State  Collegel.s 

Tamarackii,  2  S 

Trout  Run 

Tyrone  >,5,  4  nE 

WellsborO"^ 

6.07 

4.90 

4.19 

'.'43 

'.76 
.71 

'!58 

'.■93 
.80 
.93 
.70 
.94 

i.'oi 

.97 
.61 

tV 
r 

.98 

■'i'V 

.03 

.'6i 

'.'6i 
.'oi 
';67 

.10 

T. 
T. 

r.' 

.06 
.01 

.13 
.02 
.01 

T. 

';64 

.23 
.02 

'.'6i 

• 

T.' 

T. 

.05 

'!i4 
'.'69 

.10 

'.'65 
"08 

.08 

.09 

T. 

.10 

.09 

.16 
'.'69 

35 

.2S    .02 
.06   T. 
.  2i      02 

't'.' 

t ' 

.10 
.20 
.39 

6.82 

Tioga 

Lycoming... . 

.'22 

".U 
.70 

3.26 

Williamsport  Apt.'-4E 

4.71 

't'.' 

4.05 

WilliamsportS.  4  SE.  . . 

Juniata 

Altoona,  4.5  W......... 

Breezewood',0.5  E 

Buff  alo  Mills2 

Burnt  Cabinsl ,  2  NE. . . 
East\Vaterford2,3E... 
Everett'^  0.5  SW 

Lycoming  ... 
Blair 

T. 

.10 
.44 

.2? 
.10 

.02 

.43 
.94 
.71 
.60 
.07 
.25 
.14 
.10 
.13 
.69 
.05 
* 

.40 
.02 
.37 
.47 

.17 
.30 
.28 
.30 
.12 
.02 
.06 
.64 
.10 
.25 
.17 
.32 
.04 
.10 
.17 
.10 
.40 

'.'69 

.16 

T. 

2.01 

.60 

... 

6.19 
9.51 

Bedford 

Rpdfnrd 

6.92 

.06 
.54 
T. 
.02 
.02 
T. 
T 

.29 

.05 

.42 

1.36 

•.-,.•  • 

.45 

.07 
.15 
.32 
.41 
1.88 
T. 
.41 
.38 
35 

'.'56 
.32 
.36 
.23 
.09 

".16 

.Vi 

'.'O'T 
.10 
.72 
.05 

1.05 
.17 

.10 

• 

.09 
.02 
.04 
.10 

5.05 

Fulton 

.15 

6.05 

.04 
.13 

'.'63 
.10 

. 

.01 

.07 

T. 
.02 

'.'62 

T. 
.61 

T. 

't.' 
t'.' 

'.'62 
T. 
T. 

T. 
.08 
T. 
.97 

■.02 
.'65 

T. 

■r. 
t. 

.89 

5.99 

Bedford  

Huntingdon . 

T. 

T. 

.21 
T 

'.'i4 

6.91 

'.in 

8.26 

Lewistown2.  1  W 

Mapleton  Depot2 

Martinsburg '.......... 

McConnellstown2.4NW 
Neffs  Millsl,  ^  3.5  NE.. 
New  Bloomfield 

".Oi 

'.'is 

7.41 

Huntingdon . 
Blair 

'.52 
'.'36 

'!i9 

'.'03 

'.'64 
.09 

'.'73 
iiis 

6.94 
6.69 

Huntingdon. 
Huntingdon  . 
Perry  

8.02 

* 

.02 

5.49 

6.77 

.02 
.03 

.05 
T. 

.29 
•  50 
.03 

.30 

.01 

.04 

T. 

.07 

.48 

.01 

.01 

5.19 

.12 

i.'os 

.10 

'.■'76 

.04 
.07 

'.W 
.")9 
.02 
.13 
.95 
.02 
.29 
.26 

.'98 
.75 
.52 
.68 

'!io 

.04 
.18 
.09 
1.67 

■'58 
2.05 
T. 

.06 
.59 

1.39 

.05 

.i-i 
.  35 

'.'■25 
1.46 

i.'64 
.03 

.08 

'!63 
.65 
.12 

.Ob 

";26 

.'ii 

T. 
T. 
1.20 

'!62 

1.85 

.01 
.15 

6.69 

ShadeGapl,5.0.5SW.. 

LwR  Susquehanna 
Arpndtsville^ 

Huntingdon . 
Adams 

.32 

T 

.34 

7.78 
,5.14 

Snyder 

Cumberland. 
Cumberland. 
Lancaster — 

Dauphin 

Lancaster.. . . 

York , 

Schuylkill  ... 

Dauphin 

York 

.04 
.05 
T. 
.06 

■.05 
1.33 
.09 
.01 

.02 
.04 
T. 

.03 
.08 

....    T. 

4.80 

Bloserville,  1.5  N 

.22 
07 
.04 

7.09 
6.87 

".bh 

i.'64 

.06 

T. 

'.'27 
1.40 

'.'96 

'.'67 
T. 

140 
.07 

.'64 

.'70 
T. 

".bi 
.ig 
■''rV 

.04 

9.02 

nunnhinS  3N 

5.82 

7.98 

Glen  Rock^.s 

i.'ie 

T. 

.42 

2.99 

'.'65 
.02 
.07 
.06 
.04 

'■'r'.' 

T. 

.01 

.10 
.10 

.'65 

T. 

.07 

■•■• 

.33 

§7.00 

05 
.03 

f. 
T. 
.30 

4.  .11 

Grautville,  2SW 

Rnnnvpr-^  .         

.47 

.06 

.35 

.03 

.04 

.99 

.48 

T. 

.54 

.03 

i.'45 
.36 

.26 

'.'48 
T. 

.06 
.24 

.54 
T. 

.41 
.26 
.18 
.16 

r. 

.19 

.02 

.24 
.11 
.01 
.09 

8.11 

.27 

'.'38 
2.87 

'.'61 

4.63 

Harrisburg  Apt^,  ^.d.ob 

Dauphin 

.50 

'.'6i 

.02 

.01 
.01 

''04 

.07 

't.' 

'.'66 

.58 

5.61 
5.63 

Cumberland. 
Lancaster..  . . 
Lancaster, . . . 
Lebanon 

i.'so 

.02 

2.11 
3.15 
1.55 
2.86 
1.75 
1.30 
2.  ii 
3.52 
1.72 
1.62 

* 

2.52 
.98 
.95 
L49 
4.66 
3.05 

2.45 
2.48 
1.52 
1.19 
1.40 
1.88 
2.13 

1.12 
LOl 
1.38 
2.55 

.24 
1.02 
1.57 

.81 

.02 
L61 
1.87 
1.92 
1.71 
1.91 
1.43 

.74 
1.10 
1.15 
1.09 
2.45 

.54 

T. 

« 

8.  .32 

Kirkwoodi.s,  isw... 

8.77 

i.'os 

.01 

.01 
'.'29 

T. 
T. 

.01 
.05 

.09 
.25 

•r. 
't.' 

T. 

T. 

.07 

.10 

7.53 

''79 
.22 

'.'58 

6.49 

Mlddletowni,  1.5W.... 
Millersburgi,5,2E.  .. 

Dauphin 

Dauphin 

Mifflin 

.51 

.50   .02 
.32    .04 

8.47 
3.28 

.75 
.03 

'.'50 

i.'77 

■;8o 

.89 
'.'85 

T. 

.10 

T. 

.01 

T. 

T. 

.03 

.06 

T. 

't  " 

.07 

.02 

.56 

■.'64 
1.03 
T. 
.36 
.50 
.16 
.63 
T. 
.35 
1.22 

.... 

'.■34 

.10 
.50 
.16 
.02 
.38 

.27 
.05 
.20 
.22 
.06 

5.17 

Newbur'gi.3.6NW 

Cumberland . 
York 

.45 
.75 

'.'37 

■.'63 
T. 

9.00 
6.79 

Pine  Grove2. 1.5  NE  . . . 
t^pliTmeTOVe       

Schuylkill... 

Snyder 

N'umberland 
Cumberland. 
N'umberland 

T. 

.05 

.24 

T. 

.03 

'.'is 

T. 

.03 

.04 

.06 
.02 
.10 

'.'is 

.02 

.06 
.03 

.05 

'.'ii 

T. 
.07 
.16 
T. 

f. 

''62 

.01 
T. 

. . . . 
— 

'.'6i 
'.'69 

T. 

.07 

.03 

.03 

.18 

T. 

.39 

4.94 
4.96 

.01    .21 
.29    .20 
.09    .47 
T.      .30 

6.13 

.5.91 

'.'63 

T. 

T.' 

T. 

.07 
.44 

.57 
.78 
.61 
.81 
L75 

.74 
1.13 
.33 
.20 
.80 
.97 
.72 

.54 
.58 

2.15 
.55 
.51 
.66 

1.31 

1.05 

1.10 
.77 

1.27 
.81 
.67 

2.29 
.19 
.52 

1.33 
.71 

1.53 
.74 

L13 

4.79 

Williamstown^ 

Woodward^2NE 

7.41 

Centre 

York     

.30 

T. 

.41 
.14 
.05 

.64 
.48 
2.10 
.72 
.25 
.41 
.27 

.57 
.18 
.94 
.40 

'^33 
.59 
.12 
T. 

';63 
.76 
.56 
.89 
.23 
.08 
T. 
.40 
.74 
.13 
.01 

.45 
.11 
.59 

.04 
.09 

'.''7i 
.35 
.50 
.46 

1.48 
1.23 

.•a 

.39 

'.'31 
.35 
.09 
.05 

".44 
.37 
.86 
.37 
.14 
.02 
.93 
.07 
.79 
1.05 

4.99 

6.85 

York  Haven2     

Potomac  Basin 
Chambersburg^  1  SW. 

Gettysburg  — 

Hewitt  'iSW 

Y'ork 

.06 

T. 

.01 
T. 

10.71 

Franklin..  .. 

Adams 

Bedford 

Bedford  

Fulton 

.01 

6.04 

.05 

.'21 

'.'i5 

'.'65 

4.82 

5.07 

.42 
.73 
.16 

.78 

.48 
'.'i4 

.10 

T. 

3  81 

.12 

.54 
.36 
.04 

4.32 

Franklin 

Franklin 

Allegheny,... 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

T. 

.04 

.22 

l.U 

K59 
.27 
.63 
.31 
.98 

2.14 
.41 
.63 
.59 
.03 
.02 
.84 
.54 
.30 
.22 

.03 
.02 

4.90 

South  Mt.  San't'm^.... 
GULF  DRAINAGE 
Ohio  Bitxin 
Allegheny 

Acmetonia^ 

Allen=  Millsi.  5 

Blairsvillei,  6NE 

Boswell',6NW 

Bradford,  4  W 

BrookvilleM.5SW.  ... 

.... 

.07 

.42 
.01 

'.'is 

.14 

.26 
.04 

1.40 
.78 
.25 
.13 
.28 

1.43 

-.Ti 
.02 

.85 
.03 

'!i3 

.49 

.02 

T. 

.04 

.61 

.05 
T. 

5.46 

.  14 
.04 

.84 

'.'is 

.03 

.19 

.15 

.(K 

.37 

.10 

.03 

T. 

.40 

.34 

T. 

.25 

.40 

.01 

'.'65 
.01 
T. 

7.37 

.10 
.01 

'.'05 
.08 

T.' 

.23 
.02 
.07 
.34 
.31 

.38 
.06 

'.'29 

'!24 
.29 

'.'is 

.88 

.'io 

.58 
.17 

.93 

1.03 

'!i5 

1.04 
.03 

.01 

.'63 

'.'63 
.31 

'.'61 
T. 
L30 

.16 

.'6i 

.14 

— 

1.03 
.01 

.09 
.88 

.02 
.02 
.82 
T. 
2.23 

.08 

T. 

2.58 

.06 

'.06 

'.53 

.68 

6.96 

8.76 

.07 
;24 

11.17 
6.79 

.27 

.■53 

..55 

.80 

.41 

.74 

.90 

34 

1.19 

1..58 

.21 

1.53 

1.01 

2.29 

.90 

.44 

.17 
.03 

.73 
'."27 

7.26 
6.93 

'.'43 
.32 

.20 

■.'57 

'.'ei 

T. 

'•r'.' 
.35 
■]'. 

".u 

1 

5.08 

.02 

'.'i.5 

6.34 

Coudersport 

Derry        . . . . 

Potter 

W'moreland. 
W'moreland. 

Cambria 

Cambria 

Armstrong.. . 

Venango 

Elk   

.03 

T. 

.02 

.02 
'.'62 

■r'.' 

.04 

.70 

.42 

... 

■.64 
.06 
. . . . 

;o3 

8.24 

.02 

.04 

6.88 

T)onp£rall         

9.13 

Dunlol.  s,  0.5SW 

Ebensburg2 

Ford  City'''  4  S 

6.97 

.03 
.16 
.03 

■r. 
't.' 

T. 

T. 

't.' 
'■r'.' 

.01 
.05 
.05 
T. 

.'6i 

T. 
T. 

' 'r ' 

t" 
.09 
.03 

■'is 

T. 

.03 
.23 
.15 

'.'6i 

1.00 
.•20 
.20 
.08 

'  '.'22 
.93 

.08 
.20 
.05 
.06 
.80 
.18 

.02 
T. 

'.'64 

.05 

.05 

.22 
.43 

.27 
'I' 

10.23 
a  87 

FTaiiklin2 

4.06 

Glen  Hazel  2   1  NE. 

i:22 

.21 

1.'42 

1.00 

.01 

.13 

.'^ 

T. 

.20 

.02 

5.81 

Home  *  ■"* 

Indiana 

Indiana 

Cambria 

8.72 

T. 

9.18 

Johnstown'-'.O.S  W 

.07 

'.'62 

.09 
.10 

.01 

7.91 

McKean 

1.08 

.01 

6.75 

Continued  on  i>age  45. 
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Daily  Precipitation  for  Juno  1946-noutimirvl  from  pivife  ft 


Stations 


Al.l.KOHKNY 

(eontluued) 


Counties 


Day  of  mouth 


S 
1      2      3      4      6      6      7      8      9     10     11     12     18     14     16     16     17     18     19    20  I  21     22  I  28    24  I  25     26     27     28    29    80    81      § 


KrcRar'.  ^.5  SE 

Lycippus.  1.5  K 

Marionville'.* 

Meu.IvUlei'.  18 

.Mt)SKrove2 

I'nrkors  Landlnp'''.  . . . 
rUtslmrRhCtyOf'.'.  . 

ri>rt  Allegauy- 

Puiixsutawney^. . .     . 
I'uliieyville'-.  2.5  SK.. 

Ri(lg\vay'^ 

Saltsburg'' 

SewiiriV- 

Shettiold'.s.  6W 

■lnu-thportl.-\  1  S\V  .. 

Strougstowu',  s 

rionosta".  1.5  SE 

ritu>\ille.  2S. 

[TnionCityl.5 

i'audergrift ' 

IVarreu- 

roungsvlUe'.* 


MONO.N'GAHBLA 

:oiitiueuce2, 1.5  NW... 

^omiellsville^ 

3onora' 

ireensboro-' 

jreensburg,  2  S 

Twin 

Jeyersdale^ 

Jurrr.sville//', ' 

'ittsburgh  Arpt.//  K^.. 

lices  Landing^ 

Jomerset 

Springs^,  1  SW 


W'morelaud 
W'moreland 

Forest 

Cra>vford... 
Arnistroug.. 
Anustroug.. 
Allegbeiiy . . 
Mc'Keau.  . . . 

JetTersnn 

Armstrong.. 

Elk 

Indiana 

W'niorfland. 

Warrt'U 

Mclvean 

Indiana 

Forest 

Crawford 

Erie 

W'moreland. 

Warren 

Warren 


.  78il. 
.25,1.96 


.70' 
.02' 
.311 
.  15 
.  ',12 


.01|1.65 
..  i  .91 
,611.12 
.Ol^l.e! 
...11.74 
.74}  .39 
.7l|  .50 
-17|1.28 
88[  .91 
37i  .24 
fiO  . 
351.36 
57  .27 
51    .07 


Somerset 

Fayette 

Washington.. 

Greene 

W'moreland.  i 
W'moreland.  j 

Somerset I 

W'raoreland. 
Allegheny . . .; 

Greene j 

Somerset i 

Somerset.. 
Fayette... 
Greene 


niontown. 
Vaynesburg 

Beaver 

ieaver  Falls2 

lutler 

'arrell2 

Jreenville 

amestownS.  2NW.... 
lercer  Arpt.'.  2.5  XE. 
lew  Castle'.  1.5  N.... 

'ennline.  2,  is 

Ohio 

laysville^ Washington  . 

'oraopolis2.  1  E Allegheny...    .05 

lidland^ |  Beaver..." j  .08 

t'ashingtoni,  * Washington  .  I  .  63 


Beaver 

Butler 

Mercer 

Mercer 

Mercer.  . . 

Mercer 

Lawrence. 
Crawford. 


.012.22 
.  07  2.  00 
.33  1.65 
.04  2.45 
.431.82 
.16'1.80 
...]1.16 
.49  1.10 
.44|l.05 
05jl.  72 
.  14j2.  39 
.54'l.51 
.56  2.02 
.76  1.92 


.88 


.04 
T 

1.60 
T. 


.06 


05   .79 


LAKE  DEAINAGE 

.Ibion 

riei,  5 

.aymond', ' 


Erie.... 
Erie  . . . 
Potter. 


1.95 
1.12 


1.00 
33 
18 
13 
21 
43 
06 


1.50 
1.24 


,72 


.02 


.04 


T. 


.10 


T. 


.22 


T. 


T. 


T. 


.38 


..    T. 


.30 


.39 


.76 

.19 

1.15 

".'28 
.51 

.40 
.48 
T. 
.27 


.03 


.25 


.06 


.02 


.08 


91 

16 

1.27 

.'■7i 
.36 
.11 

.TO 


1.01 
.39 

1,69 

1.03 

.07 

.75 

1.00 

.4\ 

1.30 

.38 

1.'23 

1.05 

1.62 

1.05 

.73 

.86 

1.28 

77 

2  28 

.62 

.90 

.97 


•20 
24 
,94 
97| 
54| 
18 
93   .02 


.35 
.44 
.SO 
.30 
.80 
.26 
.33 
.8' 
.43 
.55 
1.32 
.52 
.20 
.54 


.15 


.31 

.29 
.64 
.51 
.39 
.20 
.17 
l.!7 


.74 
.64 
.72 
.73 
.66 
.89 
.53 
1.04 
74 
73 
61 
65 
69 
90 


1.85 
1. 
22 


1.28 
1.15 
.30 
.21 
.17 
.25 
.43 
.53 


.'21 


.09 


.03 


T. 


.14 
.36 
,08 
.50 
.28 
1.13 
T. 

'."is 

.14 
.03 
.01 


.20 


.11 


.98 
1.08 
1.60 


1.23 
1 
.19 


.05 


.60 


,48 


.22 


.11 
T. 
.46 
1.47 
.16 
.68 
.20 
.46 
.47 

.42 
■I' 
.02 
.40 
.39 
.46 
.58 
.48 
.78 
.02 
1.20 
1.02 


.11 

i.'ig 

.14 

.52 
.32 
.03 


.61 
.79 

.02 
.05 
.23 
1.00 
.01 
.14 
.21 
T. 
.31 
.28 


.76 
.02 
T. 

i.'ie 

.01 


.55   T. 

.74 


1.10 
.61 
.20 
.45 
.46 
.33 
.02 
.34 
.41 
.62 


1.44 

.64 
.45 
.70 

T. 
3.01 

,37 

.31 
1.70 

■I' 

.04 


.16. 


.07 


.01 
.22 
.73 
.05 
1.45 
24 


T. 


.02 


.41  .68 
.12  .72 
.09   .93 


.60 


.13 


.04 


T. 


.08 


.43 


.04 


2.00 
.11 

i.io 


.11 
1.'67 


53 
1.50 
.21 
.31 
.44 
.04 

.81 

'.'05 
.01 


.02 


.02 
1.59 
.10 


T 

1.'36 


.02 


31 
2.04 


.39 
.25 
T 
.14 
.10 
1.13 


.88 


.02   T. 
. . .  1. 05 


.69 


.46 


.09 


.10 


7.30 
6.05 

$7.67 
6.67 
4.46 
6.50 
6.89 
5.77 
9.18 
5.70 
6.29 
7.92 

10.18 
7.20 
7.04 
8.24 
6.82 
8.10 
7.48 
5.89 
7.21 
7.71 


7.00 
6  23 
4.56 
6.31 
4.85 
4.64 
8.44 
5.81 
4.93 
6.90 
6.81 
7.40 
7.28 
6.12 


5.44 
4.52 
4.85 
3.45 
3.84 
5.74 
3.51 
7.37 


6.04 

5.78 
4.82 
6.04 


5.84 
5.18 


[See  page  48  for  explanation  of  reference  marks.] 


.Stations 


Daily  Evaporation( inches)  and  Wind  Movement  (miles) 


I  Evaporation 

\  Wind  movement 

/  Evaporation 

\  Wind  movement 


Drd  City=,  4  S 

awley-,  1  S.  . 

imestown2.  .2  N  W  /  Evaporation ... 
I  W  ind  movement 

effsMills^3.5  NE. !  Evaporation  ... 
'  Wind  movement 


227.007|.ll 
36      50i     1 1 


.044'.  788 

34!     41 


.064!.!3t< 
30;     19 


100'.  046 

45!     17 


.143 

28 


.025 
35 


.183 
25 


.154 
•22 


.130 
63 


.154 
8 


.  '234 
38 


.498 
2 


.194 

57 


.052 
80 


.•226 
24 


43 


.266 
46 


.207 
22 


.148 
12 


.249 
113 


.131 


.347 
217 


.■263 
38 


.118 
10 


.153 
72 


.134 

54 


.028 
16 


.167 
7 

.032 


16     17 


136 .  234 
19      ^24 


.188.296 
68    107 


084  .202 
9      ^20 


.  072 .  082 
2      16 


.124 
58 


.098 
29 


.174 
55 


.087 
11 


.236 
53 


20     21 


.199 
64 


.0'27 
20 


.oOi 


22 


.063 
99 


.145 
10 


.V26 

27 


23 


.110 

12 


24 


.194 
4 


.'200 
8 


25 


.194 
4 


26     27 


.224 
06 


.■231 
11 


28     29 


■236 .  248 
•26      38 


.314 
82 


.160 

17 


152 


.158 
4 


30 


,043  .236 
9 


.170 
23 


.140 
7 


Italics  mean  minus  quantity. 


[See  page  48  for  explanation  of  other  references.] 


Total 


4.774 
1007 


6.137 
2309 


4.309 
569 


4.326 
659 
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Juke  1946 


Daily    Temperalnirea  for  June  1946 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

81 

Mea 

Albion 

.  f  Maximum. .1 

\  Minimum.. 
./  Maximum.. 
\  Minimum.. 

65 

45 

82 

71 
45 
61 

65 
45 
73 

65 
37 
72 

67 
39 
71 

69 
42 
69 

81 
64 
83 

84 
63 
92 

63 

48 
82 

70 
36 
72 

85 
61 

88 

81 
60 
82 

73 
60 
81 

74 
42 
65 

75 
48 
77 

85 
52 

77 

80 
69 

78 

II 



Allentown  Arpt.l-4  NE 

"85 

"66 

"60 

"74 

"75 

'84 

'91 

"98 

"92 

"92 

"88 

"86 

"84 

79.2 

51 

48 

45 

52 

46 

44 

63 

62 

53 

45 

57 

65 

65 

55 

55 

50 

56 

6! 

54 

53 

59 

55 

50 

55 

61 

65 

63 

61 

64 

68 

55.  7 

Allentown  / 

.  t  Maximum.. 
\  Minimum.. 

82 

70 

71 

70 

70 

69 

83 

90 

80 

71 

88 

82 

82 

68 

74 

77 

78 

79 

70 

64 

75 

75 

83 

88 

92 

91 

91 

89 

84 

84 

79  0 

64 

48 

45 

50 

46 

45 

52 

60 

66 

47 

53 

60 

67 

57 

55 

48 

56 

60 

58 

62 

53 

68 

49 

55 

60 

66 

65 

70 

63 

66  ... . 

50.4 

Altoona-4.6  W 

.  1  Maximum.. 
\  Minimum.. 

79 

68 

67 

65 

67 

72 

84 

85 

80 

70 

86 

79 

76 

70 

68 

72 

82 

80 

74 

66 

70 

70 

80 

85 

86 

85 

84 

83 

81 

85 

76.6 

62 

48 

39 

40 

40 

39 

55 

66 

59 

36 

50 

62 

61 

52 

51 

51 

58 

62 

49 

50 

58 

55 

48 

52 

58 

56 

61 

58 

61 

58 

53.2 

Arendtsville/ 

(  Maximum.. 
\  Minimum. . 

83 

66 

72 

71 

72 

66 

85 

90 

83 

74 

91 

82 

79 

60 

70 

79 

85 

87 

57 

65 

70 

77 

84 

89 

91 

90 

89 

Hh 

85 

85 

78.  K 

59 

51 

43 

52 

42 

43 

64 

64 

64 

42 

61 

63 

65 

59 

52 

54 

66 

62 

56 

51 

64 

53 

52 

51 

58 

57 

60 

63 

64 

64 

55.  3 

Beavertown 

.  J  Maximum.. 

72 

64 

70 

75 

70 

71 

85 

89 

90 

88 

88 

88 

75 

79 

74 

77 

81 

84 

7'i 

60 

74 

74 

81 

85 

89 

90 

86 

91 

87 

83 

80.0 

1  Mitiimum.. 

45 

38 

51 

39 

51 

39 

50 

63 

74 

39 

53 

65 

65 

50 

55 

63 

60 

67 

51 

52 

59 

52 

66 

48 

57 

63 

68 

60 

63 

63 

55.0 

Berwick 

.  /  Maximum.. 

85 

61 

71 

71 

69 

67 

83 

90 

84 

77 

89 

89 

82 

79 

78 

82 

76 

85 

75 

63 

72 

76 

82 

87 

94 

93 

91 

90 

84 

85 

80.5 

\  Minimum.. 

59 

61 

43 

46 

43 

42 

51 

63 

61 

42 

56 

65 

66 

51 

58 

55 

59 

67 

54 

53 

69 

64 

51) 

53 

61 

63 

65 

65 

65 

66 

66.2 

Bethlehem ' 

.  (  Maximum.. 
\  Minimum.. 

82 

57 

73 

70 

70 

69 

84 

91 

81 

70 

88 

82 

81 

68 

74 

77 

79 

86 

63 

59 

73 

74 

87 

91 

96 

92 

90 

90 

83 

85 

78.  8 

51 

4fi 

46 

55 

4S 

48 

55 

66 

56 

48 

57 

66 

66 

54 

55 

49 

56 

62 

6:i 

51 

58 

58 

52 

59 

65 

68 

68 

67 

65 

67 

57.2 

Blairsvll!ei-6  NE 

.  I  Maximum.. 
iMiuimum.. 

68 

57 

62 

61 

63 

69 

78 

79 

68 

74 

82 

74 

70 

65 

74 

78 

79 

75 

61 

83 

68 

66 

78 

79 

85 

86 

81 

82 

83 

87 

73.8 

56 

46 

43 

42 

42 

46 

61 

64 

47 

41 

55 

62 

59 

51 

50 

54 

62 

61 

51 

52 

56 

53 

55 

59 

63 

63 

62 

60 

6;l 

63 

54  7 

Bradf ord-4  W 

.  t  Maximum.. 
\  Minimum.. 

78 

59 

60 

62 

65 

63 

77 

81 

78 

65 

82 

76 

76 

72 

72 

80 

79 

75 

64 

77 

79 

69 

81 

83 

85 

85 

85 

84 

82 

87 

7.5.4 

45 

44 

33 

31 

31 

32 

49 

65 

46 

31 

49 

59 

56 

37 

60 

46 

88 

59 

45 

63 

53 

47 

40 

48 

55 

61 

66 

58 

58 

87 

47.7 

Brookville>-1  5  SW.  ... 

.  (  Maximum.. 
\  Minimum.. 

68 

59 

65 

63 

65 

69 

79 

82 

68 

72 

84 

76 

75 

70 

75 

82 

78 

74 

58 

82 

70 

70 

83 

84 

85 

88 

86 

84 

86 

88 

75.6 

52 

44 

41 

36 

34 

33 

57 

69 

43 

35 

51 

63 

55 

60 

53 

48 

62 

49 

49 

52 

68 

50 

45 

60 

64 

54 

61 

60 

60 

89 

80.6 

Burnt  Cabinsi-2  NE  . . . 

.  (  Maximum.. 
\  .Minimum.. 

82 

63 

72 

68 

69 

70 

88 

90 

78 

74 

91 

84 

80 

64 

74 

76 

88 

86 

65 

67 

77 

75 

82 

87 

88 

89 

89 

88 

90 

88 

79.4 

63 

51 

40 

40 

39 

36 

53 

63 

55 

37 

60 

64 

63 

52 

52 

53 

60 

65 

51 

52 

54 

52 

44 

47 

54 

64 

68 

62 

66 

60 

.53.0 

Butler 

.  /  Maximum.. 

84 

60 

64 

64 

68 

69 

78 

83 

81 

81 

82 

88 

80 

71 

70 

87 

85 

83 

72 

78 

82 

74 

83 

85 

90 

90 

92 

90 

90 

92 

79.9 

\  Minimum.. 

60 

42 

45 

36 

39 

38 

65 

67 

45 

32 

53 

61 

6:< 

56 

55 

51 

52 

70 

60 

62 

59 

52 

50 

49 

52 

83 

65 

67 

61 

61 

53.0 

PantonZ-l  NW       

.  /Maximum.. 
V  Minimum.. 

67 
56 

53 
44 

67 
39 

65 
42 

67 
42 

58 
40 

77 
42 

84 
55 

73 

58 

66 
40 

83 
46 

79 

55 

77 
62 

66 
43 

78 
50 

73 

52 

77 
57 

78 
60 

67 
46 

60 

48 

73 
51 

69 

51 

81 
49 

87 
55 

86 
60 

87 
60 

87 
64 

84 
59 

84 
63 

81 
89 

74,5 

\^  CblHl\J  lA  1      A    J.1TI    .,......• 

61.6 

nnrlisle             

.  (  Maximum.. 
\  Minimum.. 

82 
65 

70 
51 

70 
45 

71 
60 

72 
49 

64 
48 

85 
55 

90 

65 

85 
70 

73 
42 

92 

54 

83 
64 

78 
60 

72 
56 

72 
55 

77 
57 

82 
60 

85 
68 

70 
52 

64 
52 

71 
64 

72 

55 

80 
52 

85 
54 

89 
60 

88 
62 

88 
64 

85 
67 

84 
67 

82 
67 

78.7 

\^t*ilL  IIBIO-    ■  • 

67.6 

Charabersburg6-1  8VV.  . 

.  /  Maximum.. 

83 

65 

71 

71 

72 

69 

85 

90 

82 

74 

93 

83 

80 

68 

74 

78 

86 

87 

67 

66 

73 

75 

83 

87 

89 

90 

88 

89 

88 

87 

79.8 

\  Minimum.. 

62 

50 

43 

47 

41 

41 

55 

64 

62 

41 

52 

64 

64 

53 

53 

55 

58 

66 

51 

51 

61 

55 

48 

50 

.55 

57 

60 

62 

es 

61 

... 

64.8 

nlnrinnS-S  SW       

.  t  Maximum.. 
\  Minimum.. 

76 
54 

63 

48 

65 
40 

66 
35 

68 
36 

74 
36 

82 
50 

84 
57 

69 
49 

74 
34 

86 

50 

76 
60 

61 

73 

50 

77 
53 

84 
49 

80 
69 

76 
64 

67 
48 

85 
52 

77 
56 

73 

48 

84 
41 

87 
51 

89 
55 

91 
51 

88 
61 

87 
61 

88 
61 

89 
69 

.... 

78.5 

\_/Xti,ly\jUi      O   i-J''     ...••-■■• 

51.0 

Claysville/ 

.  (  Maximum.. 
\  Minimum.. 

69 

65 

66 

67 

68 

77 

81 

83 

73 

78 

84 

80 

76 

76 

79 

84 

82 

82 

74 

86 

73 

73 

82 

85 

85 

87 

85 

85 

88 

87 

78.6 

59 

54 

42 

38 

38 

41 

55 

64 

53 

38 

40 

67 

62 

60 

54 

55 

66 

68 

58 

58 

60 

49 

50 

52 

53 

59 

69 

61 

60 

61 

84.4 

Coalport/ 

.  1  Maximum.. 

71 

59 

66 

64 

67 

71 

82 

85 

74 

75 

85 

82 

75 

62 

70 

76 

82 

78 

54 

76 

71 

70 

83 

86 

88 

90 

86 

88 

83 

86 

76.1 

\  Minimum.. 

48 

49 

39 

35 

34 

32 

38 

58 

52 

35 

36 

ri3 

66 

55 

52 

46 

47 

61 

49 

49 

53 

53 

44 

45 

48 

62 

58 

66 

67 

58 

48.3 

r'nwtpsvillf*  /      

.  /  Maximum.. 
\  Minimum.. 

85 
56 

58 
45 

76 
48 

70 
52 

71 
50 

71 
48 

83 
56 

89 
60 

82 
65 

72 

45 

85 
52 

84 
61 

80 
66 

64 
58 

75 
54 

71 
45 

81 
54 

88 
68 

62 
57 

64 
49 

77 
64 

77 
64 

83 
48 

88 
47 

90 

54 

89 
62 

89 
64 

87 
67 

83 
65 

83 
66 

78.6 

V^UHiljtJo  V  1  lie  (...•••■  ..•■■ 

56.0 

OnlmnhiB                  

.  (  Maximum.. 
\  Minimum.. 

86 
62 

71 
48 

75 
48 

75 
55 

76 

48 

73 
48 

87 
58 

93 
54 

85 
62 

81 
44 

92 

57 

86 
57 

85 
57 

76 
54 

75 
53 

79 
53 

88 
59 

90 
67 

78 
55 

68 
62 

77 
61 

80 
66 

86 
51 

91 
53 

94 
59 

94 
61 

92 
67 

89 
67 

81 
66 

84 
61 

82.9 

V^Ui liui i^*o>-  ■■■■••  .-••■•• 

56.4 

Corry 

.  (  Maximum.. 
\  Minimum.. 

71 

62 

62 

63 

65 

67 

78 

81 

73 

67 

82 

79 

75 

74 

75 

82 

78 

74 

64 

82 

74 

70 

82 

86 

85 

87 

83 

85 

88 

90 

76.1 

46 

46 

37 

35 

34 

36 

54 

60 

48 

35 

52 

61 

60 

39 

63 

50 

62 

59 

49 

53 

55 

49 

45 

52 

57 

57 

61 

57 

58 

56 

50.5 

Coudersport 

.  /  Maximum.. 
\  Minimum.. 

81 

55 

62 

62 

67 

65 

79 

83 

69 

67 

83 

79 

79 

75 

72 

79 

78 

78 

66 

65 

72 

70 

83 

86 

87 

89 

88 

83 

81 

84 

76.2 

45 

45 

33 

33 

35 

32 

48 

58 

34 

31 

48 

59 

51 

41 

52 

51 

60 

51 

42 

52 

66 

47 

42 

47 

52 

52 

58 

58 

66 

52 

47.0 

Curwensville'-6  NW  . . . 

.  (  Maximum.. 
\  Minimum.. 

65 

54 

62 

61 

63 

62 

79 

80 

68 

69 

81 

71 

74 

59 

68 

73 

77 

76 

54 

72 

67 

66 

70 

82 

84 

84 

81 

81 

79 

83 

71.7 

50 

40 

36 

38 

35 

38 

56 

55 

41 

37 

53 

60 

57 

48 

50 

53 

58 

53 

43 

48 

84 

46 

47 

53 

57 

57 

56 

56 

60 

60 

49.8 

Derry 

.  /  Maximum.. 
\  Minimum.. 

75 

64 

65 

66 

68 

75 

84 

85 

83 

79 

86 

79 

74 

71 

82 

86 

84 

80 

72 

89 

84 

74 

84 

85 

91 

90 

87 

88 

87 

90 

80.2 

64 

51 

42 

40 

43 

40 

62 

70 

58 

38 

53 

67 

62 

60 

51 

60 

67 

73 

58 

58 

60 

50 

56 

54 

56 

59 

63 

61 

61 

61 

86.6 

Donegal  ^ 

.  (  Maximum.. 
\  Minimum.. 

70 

60 

61 

62 

62 

74 

82 

81 

72 

78 

85 

78 

72 

72 

76 

80 

81 

79 

66 

85 

69 

68 

79 

84 

86 

85 

80 

83 

84 

84 

78  9 

58 

47 

38 

33 

33 

35 

52 

61 

48 

33 

49 

63 

59 

53 

45 

50 

62 

65 

54 

53 

57 

60 

44 

47 

48 

53 

54 

54 

64 

55 

50  2 

Donora^ 

.  /  Maximum.. 
\  Minimum.. 

74 

66 

69 

69 

72 

80 

86 

88 

78 

82 

90 

83 

79 

77 

84 

88 

86 

85 

72 

91 

75 

76 

83 

87 

90 

92 

90 

90 

90 

91 

82.0 

62 

55 

49 

44 

43 

48 

63 

69 

62 

46 

57 

70 

65 

60 

65 

59 

70 

72 

61 

63 

65 

57 

67 

58 

62 

65 

67 

65 

67 

67 

60.1 

Eagles  Mere/ 

.  <  Maximum.. 
\  Minimum .. 

66 

47 

64 

63 

65 

63 

74 

83 

71 

63 

82 

77 

74 

60 

66 

72 

74 

72 

60 

58 

62 

65 

78 

80 

86 

83 

81 

79 

77 

76 

70.6 

56 

45 

41 

40 

41 

43 

41 

52 

54 

40 

40 

52 

60 

44 

47 

61 

52 

56 

46 

46 

46 

52 

51 

53 

68 

64 

64 

61 

61 

64 

50.7 

East  Waterf ordt>-3  E  . . . 

.  (  Maximum.. 
\  Minimum.. 

72 

60 

66 

64 

64 

59 

79 

84 

74 

67 

84 

74 

72 

65 

66 

68 

77 

76 

61 

57 

68 

66 

76 

81 

82 

86 

82 

80 

81 

It 

72.3 

60 

47 

45 

46 

45 

48 

59 

67 

60 

44 

57 

61 

60 

49 

48 

54 

67 

61 

46 

47 

56 

56 

54 

64 

66 

68 

66 

63 

63 

63 

86.0 

Ebensburg/ 

.  (  Maximum.. 
V  Minimum.. 

68 

57 

60 

61 

61 

71 

78 

79 

68 

72 

80 

70 

70 

65 

71 

74 

77 

74 

62 

77 

67 

66 

79 

82 

«4 

85 

81 

80 

81 

84 

72.8 

61 

46 

40 

38 

39 

39 

51 

66 

55 

37 

52 

61 

60 

53 

51 

52 

60 

67 

48 

48 

56 

53 

48 

53 

57 

57 

59 

56 

60 

58 

52.7 

Emporium  /-I  E 

.  (  Maximum.. 

70 

57 

66 

67 

68 

59 

82 

86 

71 

72 

88 

88 

80 

68 

72 

79 

78 

77 

69 

71 

75 

67 

85 

89 

89 

91 

86 

85 

87 

88 

76.7 

\  Minimum.. 

50 

48 

39 

37 

40 

35 

43 

52 

55 

36 

38 

54 

64 

47 

49 

53 

57 

64 

48 

61 

55 

51 

43 

47 

55 

66 

60 

60 

60 

59 

49.8 

Ephrata 

.  (  Maximum.. 
\  Minimum  .. 

85 

71 

73 

72 

73 

71 

86 

92 

90 

80 

92 

87 

HI 

79 

76 

79 

84 

89 

80 

63 

71 

77 

84 

90 

94 

93 

92 

90 

84 

83 

82.0 

66 

48 

49 

56 

48 

46 

55 

65 

65 

46 

57 

65 

67 

53 

53 

50 

58 

68 

54 

51 

61 

57 

50 

64 

61 

65 

67 

68 

67 

66 

67.8 

Erlei 

.  (  Maximum.. 
\  Minimum .. 

49 

60 

60 

62 

63 

70 

79 

80 

63 

70 

81 

76 

69 

66 

66 

87 

79 

73 

67 

79 

68 

69 

78 

82 

88 

86 

84 

84 

83 

88 

73.6 

45 

48 

51 

47 

50 

54 

65 

63 

53 

46 

65 

60 

54 

49 

54 

61 

64 

56 

54 

58 

59 

68 

61 

69 

68 

75 

71 

69 

70 

69 

58.9 

Everettl-0.5  SW 

.  /  Maximum.. 

% 

V  Minimum.. 

"53 

"47 

"43 

"■ii 

'42 

'37 

"54 

■76 

"54 

■40 

"49 

"64 

"63 

'55 

"'54 

54 

'"69 

'63 

"52 

"  '52 

"'.52 

"56 

"46 

'48 

"52 

'54 

"60 

"60 

"60 

"61 

53.0 

Farrell 

.  (  Maximum.. 
\  Minimum.. 

68 

68 

68 

68 

70 

79 

86 

89 

86 

79 

90 

89 

77 

79 

81 

90 

89 

83 

70 

87 

83 

77 

89 

92 

93 

96 

91 

91 

93 

93 

83.1 

55 

54 

49 

43 

46 

47 

63 

68 

54 

44 

62 

56 

64 

5) 

60 

60 

71 

68 

58 

68 

58 

58 

57 

61 

61 

68 

69 

68 

70 

68 

59.2 

Ford  City  /-4  S  .  

.  )  Maximum.. 

75 

61 

66 

66 

69 

75 

83 

85 

71 

77 

87 

81 

76 

72 

78 

84 

82 

78 

60 

87 

74 

70 

84 

86 

88 

89 

87 

87 

88 

89 

78.5 

\  Minimum.  . 

48 

52 

46 

39 

40 

39 

43 

65 

55 

40 

43 

62 

61 

56 

66 

52 

58 

66 

52 

50 

58 

52 

50 

53 

68 

57 

66 

63 

61 

60 

63.2 

ITrnnklin  / 

.  /  Maximum.. 
\  Minimum.. 

67 
49 

65 
50 

65 
44 

66 
39 

67 
40 

73 
40 

80 
43 

84 
60 

67 
54 

74 
40 

87 
41 

78 
62 

79 
64 

76 
54 

77 
56 

82 
54 

81 
55 

74 
65 

58 
53 

85 
50 

73 
56 

74 
52 

85 
51 

86 
51 

85 
54 

89 

58 

86 
59 

88 
63 

90 
63 

91 
61 

77.  7 

I'ltHlii-ll'J'**'  ■•••*"*"** 

52.7 

Fredericksville-1  S 

.  f  Maximum.. 
\  Minimum.. 

80 

66 

70 

68 

68 

65 

80 

86 

78 

71 

85 

81 

78 

74 

73 

74 

76 

86 

69 

58 

73 

73 

81 

>>6 

89 

87 

86 

84 

82 

82 

77.0 

60 

46 

43 

51 

40 

40 

48 

69 

60 

47 

47 

63 

62 

51 

51 

41 

48 

63 

51 

50 

57 

.56 

55 

59 

58 

61 

70 

65 

61 

66 

54.6 

Freeland 

.  /  Maximum.. 
\  Minimum .. 

79 

79 

64 

65 

65 

61 

76 

85 

82 

81 

82 

82 

76 

68 

72 

71 

73 

78 

77 

77 

76 

75 

80 

81 

87 

85 

85 

80 

81 

78 

76.7 

58 

45 

41 

45 

43 

47 

52 

66 

58 

40 

55 

59 

61 

47 

50 

5( 

54 

60 

48 

48 

52 

50 

50 

60 

59 

66 

64 

63 

61 

62 

53.8 

George  School^ 

.  1  Maximum.. 

\  Minimum.. 

85 

61 

71 

66 

70 

70 

83 

89 

83 

74 

85 

82 

82 

75 

72 

77 

77 

89 

75 

61 

75 

78 

82 

88 

90 

90 

90 

88 

84 

78 

79.0 

61 

47 

45 

53 

46 

44 

56 

65 

67 

46 

58 

64 

67 

52 

49 

48 

52 

69 

55 

52 

69 

58 

60 

55 

89 

62 

67 

66 

67 

65 

56.8 

Gettysburg 

.  /  Maximum.. 
\  Minimum .. 

81 

73 

70 

69 

70 

68 

82 

89 

87 

77 

88 

88 

77 

75 

67 

76 

82 

86 

80 

63 

70 

74 

79 

85 

87 

87 

85 

83 

81 

80 

78.6 

65 

50 

48 

53 

48 

48 

67 

66 

66 

47 

57 

65 

66 

56 

53 

56 

61 

70 

54 

58 

61 

59 

54 

54 

60 

61 

65 

67 

67 

66 

88.6 

Gordon 

.  <  Maximum.. 
\  Minimum .. 

78 

65 

72 

69 

66 

62 

82 

90 

86 

74 

89 

80 

78 

75 

78 

78 

SO 

83 

72 

89 

71 

70 

83 

86 

91 

90 

89 

82 

83 

83 

78  1 

61 

48 

37 

40 

36 

37 

47 

58 

60 

36 

54 

63 

64 

50 

50 

52 

54 

62 

53 

51 

51 

47 

47 

46 

54 

56 

60 

62 

61 

84 

51.7 

Greensburg-2  S 

.  (  Maximum.. 
V  Minimum .. 

79 

64 

66 

66 

68 

74 

82 

83 

80 

77 

84 

79 

75 

74 

79 

85 

82 

82 

76 

87 

86 

72 

82 

84 

87 

88 

85 

84 

86 

89 

79.5 

63 

63 

43 

35 

36 

37 

52 

64 

54 

59 

46 

66 

62 

59 

66 

50 

66 

74 

58 

61 

64 

50 

48 

50 

60 

64 

57 

62 

63 

65 

55.9 

Hanover/ 

.  (  Maximum. 
\  Minimum.. 

»2 

63 

72 

71 

73 

66 

84 

91 

90 

72 

89 

83 

81 

62 

71 

79 

83 

87 

58 

67 

73 

77 

83 

88 

91 

89 

90 

87 

85 

84 

79.0 

66 

49 

48 

54 

48 

47 

57 

65 

66 

50 

55 

62 

66 

61 

53 

56 

60 

64 

57 

53 

54 

59 

53 

55 

62 

67 

67 

68 

67 

67 

58.5 

HarrisburgArpt.  1-3.6  £ 

.  1  -Maximum. 
\  .Minimum .. 

82 

64 

73 

70 

72 

69 

85 

92 

81 

75 

93 

84 

82 

67 

74 

80 

82 

88 

64 

63 

72 

73 

82 

92 

94 

92 

91 

88 

80 

84 

79,6 

59 

51 

47 

51 

49 

50 

56 

65 

59 

47 

59 

65 

65 

53 

56 

57 

59 

64 

52 

52 

61 

59 

52 

54 

63 

62 

68 

68 

67 

67 

57.9 

Hawley-0.5  E 

.  /  .Maximum. 
\  .Minimum.. 

70 

56 

73 

68 

70 

64 

81 

90 

76 

73 

86 

84 

79 

61 

77 

80 

85 

80 

73 

60 

70 

70 

84 

87 

91 

93 

90 

83 

83 

83 

77.3 

53 

47 

38 

42 

37 

35 

45 

57 

52 

37 

52 

61 

61 

44 

50 

49 

49 

59 

46 

48 

56 

49 

44 

50 

56 

60 

59 

60 

59 

61 

50.5 

Hewitt-2SW 

.  ( Maximum. 
\  Minimum.. 

84 

69 

71 

76 

68 

80 

89 

90 

93 

75 

74 

90 

7S 

68 

71 

75 

83 

83 

69 

68 

75 

70 

81 

85 

87 

89 

89 

88 

87 

85 

79.6 

64 

53 

40 

39 

38 

44 

50 

62 

61 

37 

40 

46 

62 

57 

55 

54 

66 

54 

54 

53 

6S 

43 

44 

45 

49 

53 

59 

56 

57 

59 

51.2 

Holtwood' 

.  /  Maximum.. 
\  Minimum.. 

82 

63 

71 

68 

68 

68 

84 

90 

81 

72 

88 

82 

81 

69 

70 

73 

84 

85 

66 

64 

73 

79 

81 

82 

90 

90 

89 

85 

81 

82 

.';;.'i  78.0 

63 

51 

56 

55 

50 

50 

57 

62 

62 

60 

57 

67 

6S 

55 

57 

56 

63 

66 

65 

55 

63 

69 

55 

67 

63 

66 

66 

68 

68 

68 

....|  59.6 

Huntingdon 

.  /  Maximum. 
\  Minimum.. 

86 

64 

70 

67 

69 

67 

88 

90 

80 

75 

90 

82 

7h 

76 

72 

75 

84 

84 

69 

66 

74 

72 

82 

87 

89 

9-2 

88 

87 

85 

88 

79.2 

47 

52 

42 

40 

40 

38 

63 

67 

56 

38 

49 

66 

64 

54 

66 

61 

69 

66 

52 

52 

62 

52 

48 

51 

67 

56 

60 

62 

66 

64 

54.0 

Continued  on  page  47. 
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Dally  Temperatures  for  June  1946— Contluued  from  pace  46. 


Stations 


9     10     11 


12 


18     14 


16 


19 


20 


21 


22 


28 


24 


26 


26 


27 


28 


29 


80 


Mean 


Indiana /  Maximum..    82 

\  Minimum..! 
Irwiii (  Mftxirauu).. 

\  Mliiimuui.. 
.laniestowii/-'2NW l  Maximum.. 

\  Minimum.. 
Jolin.stown / (  Maximum.. 

\  Minimum.. 
Kane'-l  N /  Maximum.. 

\  Minimum.. 
I.anoasU'r (  Maximum. 

\  Miiiinium.. 


Lawrenoeville —  . .  )  Maximum. 

(  Minimum. 
Lebanon  ■ /  Maximum.. 

\  Minimum.. 
LewisU)\vn/-'2 SVV (  Maximum.. 

\  Minimum.. 
LocIj  Haven* I  Maximum.. 

\  .Minimum.. 
Marcus  Hook' )  Maximum.. 

V  Minimum.. 
Martinsburg' /  Maximum.. 

\  Minimum.. 

Mauch  Chunk!  SVV /  Maximum. 

\  Minimum.. 
Meadville  /-IS /  Maximum. 

\  Minimum.. 
Mercer'-2.5  NE /  .Maximum. 

\  Minimum.. 
Middletown'-l.S  \V /  Maximum. 

\  Minimum  . 
Midland'" /  Maximum., 

'i  Minimum.. 
Montrose  AH  K /  Maximum. 

\  Minimum.. 

Mt.  Pocono'-2  N (  Maximum. 

\  Minimum.. 
Sew  Bloomfield /  Maximum  . 

\  Minimum. 
Ne\vbiirgl-3.6N\V /  Maximum  . 

\  Minimum 
New  Castle-1.5  N /  Maximum.. 

\  Minimum.. 
Palmerton' /  Maximum. 

\  Minimum.. 

Park  Place'-l  NW /  Maximum. 

\  Minimum.. 
Pliila    Arpt.'-7  SW (  Maximum. 


PhiiladelpiiiaC.O.l. 


,  Minimum , 
)  Maximum. 
\  Minimum. 


Piiila.  Shawinont /  Maximum 


Piiilip.^burg'-7  E . 


Minimum 

/  Maximum. 

\  Minimum, 


Phoenixville-1.6  SE  . . , ,  /  Maximum. 
\  Minimum.. 

Pittsburgh  Arpt.'-7.5SE  /  Maximum.. 

\  Minimum.. 
Pittsburgh  City  Office' . .  /  Maximum.. 

\  Minimum.. 
Port  Clinton/ (  Maximum.. 

\  Minimum.. 
Putney ville-2 .5  SE /  Maximum.. 

\  Minimum.. 
Quakertown-0.5  E (  Maximum.. 

\  Minimum .. 
Reading' (  Maximum.. 

\  Minimum.. 

Ridgway/ /  Maximum.. 

I  Minimum.. 
Scranton' /  Maximum.. 

\  Minimum.. 
Selinsgrove /  Maximum.. 

\  Minimum .. 
Somerset (  Maximum.. 

\  Minimum.. 
Springs«-1  SW (  Maximum.. 

\  Minimum.. 
State  College' I  Maximum.. 

V  Minimum.. 

8troudsburg-2  E (  Maximum.. 

\  Minimum.. 
Tamarack  /-2  S /  Maximum . 


Tionesta/-1..5SE. 


Minimum.. 
. . .  /  Maximum . 
\  Minimum.. 

Titusville-2  S /  Maximum. 

\  Minimum  „ 

Towanda-1  E /  Maximum. 

I  Minimum.. 

Tunkhaniiock ( Maximum. 

I  Minimum.. 


6;- 

62 
66 
47 

52 

5 

89 

73 

47 

57 

46 
62 
50 
64 
53 
58 
50 
69 
59 
60 
48 

65 
49 
65 
47 
65 
43 
64 
49 
66 
51 
52 
47 

54 
41 
70 
50 
65 
48 
67 
51 
59 
48 

55 
43 
56 
50 
56 
50 
85 
50 
56 
40 
70 
49 

63 
52 
64 
64 
62 
49 
60 
48 
71 
46 
61 
49 

59 
4 

55 
48 
62 
50 
63 
50 
63 
49 
58 


69 


66 


73     82 


38! 

^i 

7(i> 

64I 

4 

62 

44 

64 
43 
71 
42 
70 
44 
66 
38 
68 
49 

64 

45 
71 
.55 
66 
56 
70 
54 
63 
35 
78 
65 


74   71 
44  41 


69 
46  41 
661  66 


65 
42 

70 
51 
71 
53 
70 
47 
64 
32 
73 
46 

69 
47 
70 
48 
70 
42 
66 

70 
43 
72 
50 

68 
38 
68 
43 
70 
42 
63 
37 
60 
35 
67  68 
43   48 


33|  36 
67 


83  86 
67 

H2 


65 
3' 
68 
45 
64 
42 
69 
41 
85 
70 
70 
39 

67 
36 
72 
40 
72 
41 
69 
49 
76 
46 
57 
43 

61 
39 
65 
39 
70 
40 
77 
43 
68  65 
42  39 


51 
88 
5' 
79 
45 
84 
50 

81 
51 
85 
54 
87 
45 
86 
53 
89 
74 
82 
59 

81 
48 
80 
51 
79 
55 
89 
54 
83 
56 
75 
46 

76 
48 
86 
50 
85 
■52 
83 
59 
79 
52 

76 
52 
86 
55 
83 
59 
85 
64 
81 
58 
91 
52 

83 
60 
85 
65 
85 
50 
69 
36 
81 
48 
84 
57 

82 
37 
79 
51 
83 
51 
80 
49 
78 
51 
85 
S7 

82 
49 
77 
45 
80 
43 


65!  76 


36j  49 
67!  80 
39j  48 


78 


82 
59 
64 
53 
76 
61 
64 
35 
87 
58 

69 
.53 
87 
63 
80 
60 
83 
68 
90 
64 
72 
50 

80 
61 
63 
51 
64 
4.'^ 
80 
68 
74 
54 
65 
57 

71 
45 
84 
58 
81 
54 
76 
47 
78 
51 

76 
45 
85 
58 
84 
59 
90 
63 
70 
41 
93 
6i 

75 
52 
74 
54 
80 
60 
78 
50 
85 
60 
82 
58 


85 


79  86 
63 

88 
60 
90 
52 
83 
50 
90 
60 


71 
50 
72 
52 

85 

62 

78l  77 

58[  33 


92  91 

60|  58 

83!  67i 

57;  54!  391 

83:  64'  72^ 

57|  52i 

80,  76 
49 


80 


76 


76 


82 


85 
63 
79 
63 

74 
61 
81 
66 
82 
65 
78 
56 

77 
60 
85 
64 

84 
64 
78 
60 
81 
65 

76 
61 
81 
67 
79 
66 
86 
66 
75 
.')9 
91 
66 

81 

65 
85 
70 
81 
64 
86 
62 
81 
63 
81 
67 

80 
61 

83 
65 
86 
63 

78i 

63j  60 
73  72 
63l  59 
801  77 
59  57 


86  88 
55  63 


83 
71 
72 
66 
83 
73 
72 
54 
87 
62 

76 
56 
86 
62 
86 
62 
82 
67 
100 
66 
80 
60 

86 
55 
70 
59 
74 
58 
88 
64 
78 
65 
71 
57 

77 
52 
86 
64 
86 
58 
80 
66 
85 
60 

79 
52 
89 
66 
87 
68 
89 
68 
76 
64 
91 
68 

81 
65 
81 
65 
86 
58 
84 
65 
8' 
61 
88 
63 

75 
65 
78 
58 
85 
64 
80 
73 
79 
64 
74 
58 

86 
63 
71 
60 
71 
65 
73 
63 
79 
68 
80 
61 


75 


87 
59 
85 
60 
81 
55 
76 
62 
63 
47 

68 
55 
65 
51 
62 
51 
65 
54 
66 
48 
66 
51 

60 
53 
84 
62 
82 
53 
64 

5;^ 

87 
6' 
59 
49 

56 
49 

60 
49 
78 
50 
8' 
56 
58 
63 

56 
47 
62 
53 
61 
53 
62 
53 
60 
49 
67 
53 

87 
68 
89 
60 
65 
51 
82 
51 
65 
50 
62 
52 

78 
47 
62 
54 
61 
50 
84 
62 
81 
50 
60 
62 

66 
55 
61 
45 
83 
47 


78  82 


84 


89 


75 

85 

89 

45 

4S 

48 

67 

81 

86 

65 

48 

55 

71 

82 

88 

.52 

46 

49 

67 

79 

85 

.53 

42 

46 

66 

68 

79 

50 

43 

56 

69 

82 

88 

56 

51 

54 

75 

91 

90 

50 

45 

50 

65 

79 

82 

51 

50 

,52 

72 

84 

86 

.50 

47 

,50 

68 

78 

83 

49 

46 

52 

68 

83 

90 

51 

46 

50 

74 

82 

88 

52 

48 

54 

88 
61 
85 
69 
92 
57 
86 
50 
90 
56 

90 
61 
92 
60 
91 
54 
93 
61 
94 
69 
86 
58 


56 
85 
57 
84 
60 
92 
61 
87 
59 
86 
61 

85 
61 
92 

65 
90 
58 
88 
54 
89 
68 


53 
92 
63 
89 
58 
84 
49 
81 
46 
89 
61 

96 
57 
83 
59 
85 
51 
83 
56 
92 
60 
92 
59 


85 
74 
92 
69 
90 
72 
90 
65 
85 
51 
91 
64 

91 
66 
91 
66 
92 
61 
94 
55 
88 
61 
92 
70 

91 
51 
91 
65 
88 
57 
85 
51 
82 
52 
90 
61 


88 
65 
91 
66 
86 
64 
88 
61 
84 
58 
88 
58 

88 
62 
93 
65 
90 
59 
89 
65 
96 
82 
84 
62 


83 
65 
83 
63 
91 
69 
85 
58 
83 
65 

83 
60 
90 
60 
89 
60 


92 
61 


88 
61 
88 
67 
87 
59 
88 
60 
84 
57 
85 
62 

88 
61 
86 
70 
88 
64 
88 
64 
92 
78 
85 
61 

84 
62 
86 
60 
84 
63 
83 
68 
88 
65 
83 
59 

78 
60 
89 
63 
88 
63 
88 
65 
82 
64 

79 
62 

90 
70 
88 
69 
90 
70 
79 
52 
89 
70 

87 
63 
89 
68 
86 
70 
90 
69 
88 
65 
86 
65 

87 
58 
84 
62 
87 
70 
83 
53 


62 
84 
65 
89 
65 
90 
64 
92 
73 
84 
63 

S4 
60 
89 
62 
86 
62 
81 
66 
89 
65 
84 
69 

78 
58 
86 
64 
88 
62 
89 
62 
82 
62 

79 

61 
81 
69 
81 
71 
88 
70 
78 
57 
85 
67 


89  89 


60 
84  . 
65. 
87  . 
64 

87  . 
63  . 
86  . 

78  . 
85. 

59  . 

8S 
6S  . 
89  . 

60  , 

88  . 
62  . 
83 

68  . 

89  . 

65  . 

80  . 
62  . 

76. 

62  , 

84  . 
60  . 
86  . 
60 
91  . 

63  . 

79  . 

66  . 

76  . 
63  . 
82  . 

69  . 

81  . 
69  . 


53 
85  . 
68 

91 
65 
90  , 
67  . 
84 

60  . 
87 
59 
82 
66 
84 
68 

90  , 
67 

83  . 
65  . 
82 
64 

84  , 
54 
78  . 

65  , 
86 
63 

86 

66  . 

84  . 

61  . 
89  . 
60  . 
83  . 
56  . 
88  . 
62. 

85  . 

62  . 


Continued  on  page  48. 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


June  1946 


Daily  Temperatures  for  Jtiue  1 946— Continued  from  page  ' 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean 

Uniontown 

.  /  Maximum.. 
\  Minimum.. 

79 

66 

64 

68 

69 

77 

84 

87 

82 

81 

89 

81 

80 

77 

80 

87 

86 

87 

78 

89 

86 

74 

83 

87 

89 

90 

88 

88 

88 

90 

81.8 

(iF, 

5S 

51 

41 

41 

45 

62 

7C 

62 

44 

5a 

6a 

63 

6a 

53 

58 

67 

73 

62 

63 

62 

56 

52 

65 

68 

62 

62 

62 

63 

64 

58.3 

Vandergrifti 

.  (  Maximum.. 
\  Minimum.. 

74 

62 

68 

68 

70 

72 

84 

87 

76 

80 

89 

82 

76 

73 

81 

88 

85 

82 

75 

89 

77 

75 

85 

87 

91 

92 

90 

90 

90 

91 

81.0 

59 

49 

48 

40 

40 

411 

6C 

68 

56 

42 

53 

62 

64 

5'J 

56 

54 

66 

69 

52 

67 

6a 

55 

62 

66 

60 

60 

67 

65 

64 

63 

56.6 

Warren 

.  (  Maximum.. 
\  Minimum.. 

78 

64 

66 

67 

69 

62 

84 

87 

67 

70 

87 

83 

79 

78 

79 

85 

79 

74 

61 

85 

78 

72 

86 

91 

90 

92 

91 

89 

92 

92[.... 

79.2 

47 

47 

41 

38 

38 

38 

62 

60 

46 

38 

54 

61 

60 

42 

63 

62 

62 

69 

50 

54 

55 

50 

48 

54 

59 

57 

61 

6: 

62 

60'.... 

52.0 

Waynesburg 

.  (  Maximum.. 
\  Minimum.. 

«0 

64 

65 

65 

69 

75 

83 

83 

81 

79 

81 

81 

76 

73 

80 

84 

82 

85 

77 

86 

84 

73 

82 

86 

87 

89 

85 

85 

87 

86 

79.8 

.W 

54 

44 

38 

38 

43 

55 

68 

6(1 

40 

51 

66 

62 

60 

55 

55 

6b 

72 

61 

64 

61 

53 

49 

52 

56 

58 

59 

68 

61 

62 

56.0 

Wellsboro/ 

(  Maximum.. 

62 

55 

66 

67 

69 

62 

81 

85 

69 

69 

84 

82 

78 

67 

77 

79 

82 

75 

70 

62 

75 

68 

83 

89 

89 

90 

86 

87 

88 

88 

76.1 

t  Minimum.. 

47 

45 

37 

36 

35 

33 

40 

52 

50 

33 

38 

58 

62 

43 

45 

51 

58 

60 

43 

46 

53 

49 

43 

48 

48 

66 

56 

67 

69 

57 

47  9 

.  y  Maximum.. 
\  Minimum.. 

86 
64 

68 
57 

72 
50 

68 
52 

69 

46 

71 
46 

84 
54 

89 
64 

85 
65 

75 

48 

84 
54 

81 
64 

80 
66 

75 
61 

71 
52 

77 
49 

79 
54 

87 
68 

70 
53 

61 
50 

76 
60 

77 
57 

80 
53 

87 
56 

90 
61 

88 
66 

89 
66 

87 
69 

82 
67 

82 
67 

79.0 

57.6 

Wilkes-Barre  i .  Apt.  -3N 

(  Maximum.. 
\  Minimum.. 

7i 

57 

69 

68 

69 

65 

79 

89 

76 

70 

88 

83 

80 

62 

78 

83 

78 

85 

69 

62 

74 

73 

85 

89 

95 

92 

92 

86 

86 

86 

78.  U^ 

nn 

r<o 

a 

bl 

« 

U> 

52 

64 

47 

43 

57 

65 

56 

51 

54 

56 

59 

58 

54 

53 

57 

53 

48 

54 

60 

63 

65 

64 

62 

66 

54.  8* 

Williamsport  Arpt.'-4  E 

/  Maximum.. 
I,  Minimum.. 

7H 

60 

70 

67 

69 

60 

83 

88 

75 

68 

87 

82 

80 

62 

76 

78 

79 

83 

1-3 

61 

75 

70 

84 

89 

91 

91 

85 

87 

85 

80 

76.9 

52 

44 

44 

43 

45 

40 

52 

61 

48 

41 

64 

63 

58 

49 

56 

66 

61 

57 

53 

54 

60 

53 

51 

53 

fil 

59 

64 

64 

66 

74 

54.9 

Williamstown 

/  Maximum.. 
V  Minimum.. 

83 

68 

71 

f.9 

68 

66 

83 

89 

87 

78 

90 

87 

80 

72 

75 

77 

81 

81 

77 

59 

71 

71 

82 

87 

91 

90 

90 

89 

84 

83 

79.3 

65 

49 

40 

40 

40 

38 

,50 

60 

64 

42 

55 

64 

64 

53 

55 

55 

56 

63 

52 

60 

59 

49 

49 

47 

56 

57 

60 

66 

63 

64 

54.2 

Woodward  Apt'-2  NE.. 

.  (  Maximum.. 
\  Minimum.. 

70 

52 

65 

62 

65 

58 

79 

81 

73 

67 

82 

75 

73 

55 

67 

69 

73 

i  1 

52 

68 

67 

64 

75 

80 

85 

86 

83 

81 

80 

81 

.... 

71.2 

49 

44 

42 

42 

40 

45 

56 

61 

46 

40 

54 

60 

55 

49 

50 

64 

58 

51 

44 

47 

54 

54 

54 

61 

6b 

65 

63 

60 

63 

68 

63.0 

York-3  8\V 

(  Maximum.. 
\  Minimum.. 

88 

76 

75 

76 

74 

73 

86 

91 

90 

87 

91 

90 

83 

85 

78 

80 

85 

68 

85 

66 

75 

76 

84 

91 

94 

93 

94 

87 

83 

86 

83.7 

64 

50 

45 

54 

44 

44 

54 

62 

64 

48 

53 

66 

67 

54 

54 

51 

60 

67 

56 

53 

62 

55 

48 

51 

57 

59 

63 

65 

66 

64 

... 

56  7 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSTJRE,  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind" 

Relative 

a> 

(reduced  to  sea  level) 

Humidity 

^ 

Stations 

a 
s 

0 

^ 

5 

9  t-» 

3  t^ 

S 

S 

E 

B 

§' 

o3 

■C 

1 

1 

1 

5 

0) 

1 

s 

1 

i 

(2 

1 

Erie          

30.42 
30.44 

10 

10 

29.71 
29.70 

13 
2 

7.9 
6.8 

1 
29  I  sw. 

18 
29 

81 
79 

67 
56 

73 
66 

63 
64 

98 

Harrisburg 

26 

sw. 

50 

Philadelphia  .... 

30.43 

10 

29.71 

2 

7.8 

24 

sw. 

28 

78 

54  !  66 

56 

38 

Philip.sburg 

30.45 

10 

■29.76 

13 

32» 

sw. 

8 

86 

66     77 

187 

Pittsburgh 

30.41 

10 

29.76 

2 

9.4 

36 

n. 

29 

82 

56     63 

ei 

43 

Reading 

Scranton 

30  44 

10 

29  74 

•> 

9.0 

34 

nw. 

4 

73 

61 

63 

30.42 

10 

29.73 

18 

5.9 

32 

nw. 

11 

79 

57t.... 

41 

91 

•  For  any  five-minute  period.  "  Corrected  to  true  velocities, 

t  12:00  noon,     t  4:00  p.m.        $  Also  other  dates .        •  One-minute  interval. 


RIVER  CONDITIONS 


Stations 


Rivers 


s 

s 

& 

^ 

K 

o 

s 

ft 

s 

» 

s 

n 

a 

3 

a 

Port  Jervls,N.Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley.rnr)  lock  No.  5. 

Sutersville 

CharleroiCnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Delaware 3.7 

Delaware 4.7 

Lehigh 4.2 

Schuylkill :  5. 8 

N.  Br.  Susquehanna.. ,  7.  6 

W.  Br.  Susquehanna .  6. 0 

Juniata 7. 1 

Susquehanna 6.  0 

Allegheny \  16. 9 

Youghiogheny !  5.7 

Monongahela 14.3 

Ohio 

Ohio , 


7.4 
11.2 

6.8 
11.8 
17.0 
11.1 
15.0 
11.1 
23.6 
13.2 
27.3 
24.0 
30.1 


2.4 

25t 

1.8 

28 

3.1 

28 

4.2 

28 

3.8 

28 

2.9 

28 

4.7 

30 

4.2 

29 

13.6 

28 

3.9 

12 

11.7 

10 

• 

• 

•  Pool  stage. 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


MISCEIiLANEOtrS   PHENOMENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
( Dates  and  number  of  stations  reporting) 


1 

2 

3 

4 

5 
3 

i 

"2 

6 
■3 

7 
'3 

■5 
5 

8 

'6 

36 
17 

9 

i 

'4 
9 

10 
"4 

'i 
i 

11 

■3 
1 

46 
24 

12 

■5 

'■ 
•• 
•  • 

4i 
4 

_ 

'4 

30 
4 

14 
6 

'5 

15 
'4 

16 
16 

17 
25 

18 

24 
9 

19 

'5 

•• 
•• 

20 

— 

ii 

.. 

26 

21 

ii 

w 

ii 

22 

23 

io 

24 



■5 

25 
'9 

26 
'4 

i 

.. 

io 

27 

6 
■3 

35 

28 

■3 
'2 

27 

29 
8 

37 
5 

30 

io 
i 

6 

31 

Auroras 

Fog,  heavy 

Frost,  kiUing  .... 

Glaze  

Hail .          

'5 

'6 

7 

7 
'3 

is 

8 

Rain,  heavy 

Sleet 

Snow,  heavy 

Thunderstorms . . 
Winds,  high 

11 

'i 
3 

'i 

1 

FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  years  of  record,  exr-ept  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  tl  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  preoipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

*,  N  ",  etc.    Number  of  days  missing,  for  example,  '  indicates  two  days  missing. 

Italics,  data  interpolated. 

5  Partly  interpolated. 
55  Incomplete. 

t  And  other  dates. 

r  Daily  amounts  inconsistent. 
Received  too  late  to  be  included  in  means  and  summaries. 

•  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
1  Midnight  to  midnight. 

'  Measured  in  the  morning  for  the  preceding  24  hours, 
s  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 
4  Best  available  used  for  stations  not  equipped  with  recorders. 

*  Recording  gage. 

6  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 
'  Noon  to  noon. 

(W.  B.  0..  PhUadelphia-8-27-46-975) 
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SUBSCMPTION    PrICB:  25  CENTS  PRK  ANNUM ;   (NOT  STAMPS). 

Remit  directly  to  Si-pkrintendent  of  Documents  Washington.  25  D.  C. 


GENERAL  StTMMARY. 

The  mid-point  of  the  meteorological  summer  has  been  reached 
and,  as  July  was  the  fourth  consecutive  month  with  tempera- 
tures below  normal,  it  appears  that  Pennsylvania  is  experienc- 
ing another  cool  summer.  Although  precipitation  was  just 
under  the  monthly  normal,  the  growing  season  has  had  an  ex- 
cess of  2.72  inches.  This  combination  has  been  favorable  for 
the  growth  of  corn,  potatoes  and  tobacco,  while  tomatoes, 
grapes  and  most  vegetables,  have  suffered.  Generally,  a  long 
season  (late  frost)  will  be  needed  to  offset  the  slow  growth  so 
far  this  year. 

The  frequency  of  thunderstorms  was  about  one  every  other 
day,  a  rather  high  average.  They  were  reported  generally  on 
the  lst-2d,  8th  to  12th,  19th  to  25th  and  30th-31st.  Four 
deaths  from  lightning  occurred  at  widely  scattered  places,  but 
damage  from  thunderstorms  was  not  very  great.  Since  the 
contrast  of  high  surface  temperatures  and  sub-freezing  aloft 
was  lacking,  very  little  hail  was  reported. 

After  dusk  on  the  evening  of  the  26th,  residents  of  the  Com- 
monwealth witnessed  another  brilliant  display  of  the  aurora 
borealis,  that  had  been  preceded  a  few  days  earlier  by  observa- 
tion of  a  huge  sunspot  crossing  the  sun.  The  northern  lights 
reached  a  peak  of  activity  and  brilliance  shortly  after  10  p.m., 
as  long  streaks  of  white  illuminated  the  sky  southward  beyond 
the  zenith,  while  pink  and  purple  tints  colored  the  northern 
horizon.  The  display  subsided  before  midnight,  only  to  reap- 
pear about  an  hour  later  and  achieve  a  new  brilliance. 

Another  highlight  was  the  rainstorm  on  the  31st  in  the  vicin- 
ity of  Wilkes-Barre.  The  Weather  Bureau  Office  at  the  Wilkes- 
Barre  Airport,  Forty  Fort,  measured  7.62  inches  of  precipitation 
in  24  hours,  and  5.55  inches  was  measured  by  the  river  observer 
in  the  city.  These  values  constitute  new,  all-time  records  for 
the  area.  The  bulk  of  the  rain  occurred  in  less  than  eight  hours 
ind  caused  much  damage,  as  choked  storm  sewers  could  not 
handle  the  deluge.  Cellars  were  flooded  and  traffic  was  tied  up. 
Huge  piles  of  silt  were  left,  as  the  water  drained  ofT,  and  the 
irea  was  cleaned.  The  residents  had  little  time  to  prepare  for 
flooding  of  this  type  in  contrast  to  the  preparation  possible 
when  the  Susquehanna  River  goes  on  a  rampage.  Some  stated 
ihat  their  damage  was  heavier  than  in  a  major  flood.  The  river 
it  Wilkes-Barre  rose  only  three  feet  from  a  stage  of  2.4  feet. 


TEMPERATTJKE. 


The  average  temperature  for  the  State  as  deduced  from  the 
•eports  of  85  stations  was  70.7°,  which  is  1.5°  below  the  59-year 
lormal  for  July.   The  highest  monthly  mean  was  78.3°  at  Mar- 


cus Hook  and  the  lowest  was  63.2°  at  Kane.  ExtremeB  ranged 
from  a  maxinmm  of  101°  at  Marcus  Hook  on  the  7th  to  a  min- 
imum of  34°  at  Kane  on  the  16th. 


PBEOIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  212  stations,  was  4.05  inches,  which  is  0.23 
inch  below  the  59-year  normal  for  July.  The  greatest  monthly 
amount  was  12.27  inches  at  Wilkes-Barre,  while  the  least  was 
0.84  inch  at  Mercersburg.  The  greatest  amount  recorded  in  any 
24  consecutive  hours  was  7.62  inches  at  Wilkes-Barre  on  the 
31st. 


Year 


18S9. 

1890. 

1891. 

1S92. 

1S93. 

1894. 

1895 

1896. 

1897. 

1898. 

1899. 

1900. 

1901. 

I9U2. 

1903. 

1904. 

1905. 

1906. 

1907. 

1908. 

1909., 

1910.. 

1911.. 

1912.. 

1913.. 

1914.. 

1915.. 


1916. 
1917. 
1918. 
1919. 
1920 . 
1921. 
1922 . 
1923. 
1924 . 
1925. 
1926. 
19'27. 
1928. 
1929. 
1930. 
1931. 
1932. 
1933 . 
1934. 
1935 . 
1936. 
1937. 
1938. 
1939. 
1940., 
1941.. 
1942.. 
1943.. 
1944.. 
1945.. 
1046.. 


COMPARATIVE    DATA  FOB  JULY 


Temperature 


71 
70 
67 
73 
72 
73 
69 
72 
73 
74 
72 
74 
76 
71 
71 
70 
72 
71 
71 
73 
69 
72 
73 
71 
71. 
71. 
70. 


Period 


Precipitation 


.is 


No.  of  days. 


Si 


72.2 


97 

96 
101 

97 
103 
102 
103 
102 

98 
103 
107 
101 
104 
107 


99 

99 

95 

96 

104 

98 

99 

105 

100 

101 

101 


105 
99 
104 
96 
104 
98 
100 
97 
101 
105 
100 
96 
99 
106 
105 
100 
104 
107 
104 
111 
101 
100 
100 
105 
104 
102 
100 
100 
103 
101 

111 


38 
39 
33 
34 
38 
36 
31 
34 
40 
41 
33 
35 
35 
45 
41 
35 
34 
39 
38 
34 
39 
34 
41 
36 
36 
40 
38 
40 

37 
40 
35 
34 
33 
46 
38 
32 
34 
32 
35 
29 
40 
33 
33 
39 
36 
35 
40 
42 
37 
37 
40 
36 
33 
29 
35 
31 
37 
32 
34 

29 


3.45 
6.80 
3.52 
6.32 
3.98 
3.15 
2.32 
3.24 
6.89 
6.26 
3.36 
3.91 
4.86 
3.88 
6.04 
5.36 
4.68 
4.87 
4.31 
3.84 
4.81 
2.14 
2.42 
2.81 
5.29 
4.16 
4.19 
5.28 

4.45 
4.33 
3.05 
5.90 
4.37 
4.13 
3.68 
4  24 
3.42 
5.57 
3.82 
4.97 
5.44 
2.81 
2.23 
5.28 
3.39 
4.26 
4.01 
5.63 
2.88 
4.47 
4.81 
3.12 
3.25 
5.11 
5.16 
4.47 
2.39 
5.75 
4.05 

4.28 


15 

12 
13 
11 
15 
15 
15 
12 
10 
10 
12 
12 
14 
10 
10 
13 
12 
10 
12 
15 
14 
16 
16 
16 
12 
15 
12 
10 

14 
12 
16 
16 


11 

15 

10 

10 

16 

11 

9 

14 

10 

11 

15 

9 

9 

17 

10 

12 

13 

11 

10 

16 

9 

12 

14 

11 

13 

16 

9 

8 

18 

9 

7 

19 

8 

12 

15 

10 

10 

16 

10 

8 

17 

9 

9 

17 

10 

12 

15 

10 

8 

18 

9 

12 

14 

10 

12 

13 

10 

9 

14 

11 

10 

15 

10 

12 

11 

11 

13 

11 

12 

12 

12 

12 

8 

15 

12 

14 

8 

10 

9 

16 

9 

11 

14 

11 

10 
6 
4 

5 
7 
10 
10 

7 
8 
5 


7 
7 

5 
7 
6 
5 
7 
7 
4 

7 
6 
R 
4 
4 
6 
5 
5 
4 
6 
4 
7 
8 
6 
6 
9 
8 
7 
4 
13 
6 
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Climetologrical  Data  for  July  1946 


Stations 


Counties 


Ailantic  Drainage 
AUentown  Arpt.  -4  NE. 

AltQona-4.5  W 

Burnt  Cabins-2  NE 

(  anton-l  NW 

Carlisle 

Chambersburg-1  SW.. . 

Coatesville 

Curwen> villa Apt-6  NW 

Eagles  Mere 

East  Waterford-3  E.  .  . 

Emporium  1  E 

Ephrata 

Everett-O.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover ■• 

Harrisburg  Arpt.-3.5  S. 

Hawley-0.5E 

Holtwood 

Huntingdon 

Lancaster 

LawreneeviUe 

Lebanon 

Lewistown-  1  VV 

Lock  Haven 

Marcus  Hook 

Martiusburg 

Moutrose-3  K ■  • 

Mt.  Pocono  Arpt.-2N. 

Palmerton  

Philadelphia  C.  0 

Philips burg-7  E 

Phoenix ville-1.  5 SE.... 

Port  Clintontt 

Qualtertown-0. 5  K 

Reading 

Scranton 

Seliusgrove 

State  College 

Stroudsburg-2  E 

Taniarack-2  S 

Towanda-1  E 

Wellsboro 

West  Chester 

Wilkes-Barre  Apt.-3N. . 
Williamsport  Apt.-4E 

Williainstown 

Wood\vard-2  NE 

York-3  SW 


Lehigh 

Blair 

Pulton 

Bradford  

Cumberland . . 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford  

Luzerne  

Bucks 

Adams 

Schuylkill .... 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia  . 

Centre   

Chester 

Schuylkill . . . . 

Bucks 

Berks 

Lackawanna. . 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming. .  . . 

Dauphin 

Centre 

York 


Division  mean. 


Ohio  Drainage 

Blairsville-6  NE 

Bradford-4  W 

Brook  villa  Apt,-l.5SW. 

Butler 

Clarion-3  SW 

Claysville 

Corry 

Coudersport 

Derry 

Donegal 

Donora 

Ebensburg 

Farrell 

Ford  City -4  S 

Franklin 

Greensburg-2  S. 

Indiana 

,Ia.niestown-2  N  W 

John,stown 

Kane-1  N 

Meadvilla-1  8 

Midland 

NewCastla-1.5N 

Pittsburgh  Apt.-7.5SE. 
Putneyville-2.  .5  SE  . 

Ridgway 

Somerset 

Springs-l  SW 

Tiouesta-1..5SE 

Titusville- 2  S 

Unlontown 

Vandergrift 

Warren  

Waynesburg 


Division  mean  — 
Lake  Drainage 

Albion 

Erie 


State  mean. 


Westmoreland. . . 

Mc  Kean 

Jefferson 

Butler 

Clarion 

Washington 

Erie 

Potter 

Westmoreland... 
Westmoreland     . 

Washington 

Cambria 

Mercer. 

Armstrong. 


Venango |    987 

Westmoreland 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Payette 

Westmoreland  — 

Warren 

Greene 


Erie. 
Erie. 


Observers 


U.S.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Comm. 
Mrs.E.  Dillon  Stone. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  Bureau. 
Carl  E.  Bigger. 
U.  8.  Weather  Bureau. 
R.  E.  Palmateer. 
Ephrata  Re\1ew. 
Penna.  Turnpike  Comm. 
Andrew  B.  Evausha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Miss  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  (.'o 
Paul  R.  Yodcr.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 
American  Viscose  Co. 
William  R.  Kelley. 
Sun  Oil  Co. 

U.  S    Weather  Bureau 
Harrv  S.  Fancher. 
U.S. "Weather  Bureau. 
New  Jersey  Zinc  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Weath'^r  Bureau. 
Phila. -Suburban  Water  Co. 
Earl  E.  Rarick. 
John  E.  Beuner. 
U.  S.  Weather  Bureau. 
U.  8.  Weather  Bureau. 
Dr.  George  E.  Fisher. 
Penna.  State  College. 
Metropolitan  Edison  Co. 
James  E.  Swartz. 
Mrs.  M.  Ordella  Parks. 
M.  S.  Bliss. 
Clyde  T.  Saylor. 
U.S.  Weather  Bureau. 
U.  ^.  Weather  Bureau. 
Gordon  E.  Lower. 
U.  S.  Weather  Bureau. 
York  Water  Co. 


U.  8.  Weather  Bureau. 
City  Water  Dept. 
Civil  Aeronautics  Authority 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
J.  Fred  Kinley. 
Potter  Enterprise. 
Miss  N.  Dixie  Wineinan. 
Penna.  Turnpike  Coram. 
Donora  Zinc  Works. 
John  L.  McGough. 
Sharon  Steel  Corporation 
U.S.  Engineers. 
William  K.  Fuller 
Westmoreland  Water  Co. 
Indiana  State  Teachers  Col. 
Pa.  Dept.  Forests  &  Waters. 
Johnstown  Tribune  Pub.  Co 
Spring  Water  Co. 
Citv  of  Meadville. 
Pefrv  P.  Campbell. 
New'Castle  Water  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Engineers . 
West  Penn  Power  Co. 
D.  L.  Grove. 
Allen  E-  Yoder. 
U.  8.  Engineers. 
U.  8.  Wciither  Bureau 
William  W.  Marsteller. 
Carnegie-Illinois  Steel  Corp 
Marrel!  L.  Jordan. 
Thomtis  S  Knox. 


Charles  C.  Gilbert. 
U.  8.  Weather  Bureau. 


[See  page  56  for  explanation  of  reference  marks.] 
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Dally  PreoipltatioD  for  July  1846 


Stations 

Counties 

Day 

of  month 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

12 

IS 

14 

16 

16 

17 

18 

19 

20 

21 

22 

-23 

24 

26 

26 

27 

28 

29 

80 

81 

i 

ATLANTIC 

DRAINAGE 
Delaware  Basin 

IIPPKR  Dki..\warb 
Diugmans^FerryS.  0.5E 

Eiiuinuuk-  

Ua\vley-.q.5E 

Pike 

.87 
.72 

1.35 
.87 

1.39 
.92 
.94 
.15 
S4 

.15 

T. 

.■a 

.23 

■r. 

.04 

.71 
1.01 
.44 

.K 

• 

51 

1.7i 
1.11 

2.T2 
1.4:- 
1.73 
1.81 
l..Hb 
1.90 
1.80 
1.41 
1  76 

.74 
.bi 
.If 
1.24 
1.4S 
.5- 
1.09 

.75 
.03 

4.42 

.10 
.16 
.44 
.01 

.as 

.18 

.'oi 

.» 

.OS 
.31 
.19 
.06 

. . . . 



.04 
.01 
.01 

.... 

.... 

3.85 

Wayne 

Wayne 

'.'oi 

.11 
.02 
.01 

.02 
.01 
.03 

.OS 
.04 

6.64 

.02 

.62 

8.03 

Lakevillo-,  IN 

4  72 

Pike 

11 

.   . 

4.00 

.... 

r. 

.30 
T. 

•••• 

'.'si 

".Oi 

.08 
.30 

.14 

'.'io 
.47 

T. 

.07 

.06 
T. 
.01 
.06 
T. 

06 

.88 
1.38 
.17 
.75 
.  81 

T. 

.01 
.01 

5.33 

Mount  Pocouo'.'2N... 

Monroe 

Pike 

.'26 

.1,'i 

f.' 

.05 

.8! 

.02 
L39 
1.61 

.08 

.24 

.68 
1.28 
.68 
.89 
.0.5 
• 

.90 
1.14 

55 
1.55 

* 

.81 
.33 

14 

T. 

5.58 

3  10 

Pleasant  Mount', s.  1  W 

Stroudsburg.  2  E 

Tiumers  Falls'.  5.  ISE. 

Wind  Clip'.  *.38W 

Lehigh 
.\lleiuo\vnApt',*,4NE 
\Uentown- 

Wayne 

Monroe  

Wayne 

N'rthampton 

Lehigh 

Lehigh 

N'rthampton 

Monroe 

Wayne 

Carbon 

Carbon 

Lehigh 

Carbon      ,. 

.52 
.10 
.90 
.82 

.30 
T. 

.05 
.02 
.06 
.40 
T. 
1   11^ 

.07 

1.23 

.70 

.91 

2.47 
1.38 
.76 

.'22 
.97 
ICi 
1.58 
.66 
1.00 

.32 
1.04 

.10 

1.60 
i.26 

6.07 

.... 

.14 

.01 
.05 

.02 

T. 

5.06 

.01 

2.88 

1.10 

.7l!l-'i'i 

4  98 

.05 

.03 
.02 
.02 
.13 

.08 

".'79 

'.'is 
.39 

.36 

"¥.' 

.01 

•r'. 

.66 

.84 
.14 
.84 
.93 
.93 

1.01 
.80 
.42 

1.09 
.90 

« 
.48 
.'28 
.36 
.65 
.85 
.95 
.27 
L55 
..53 
.54 
.54 

.13 

2.15 

1.16 

.75 

.55 

2.98 
1.9fi 
2.95 
.80 
.71 
.28 

• 

.'25 
.22 

.21 
.36 
.35 
1.10 

'.'32 
.23 
.32 

1.62 

1.05 
1.41 
1  05 

7.48 

.'69 

T. 

.  .  ,  . 

6.64 
5  71 

'."69 

.46 

.03 

.... 

.02 
.60 

T. 

1.10 
.03 

4.  93 

Blakeslee  Comers',*.. 

.05 

.28 

T. 

.67 

.01 

1.72 
2.88 
1  95 
3.60 
1.92 
2.44 
2.40 

4.41 

1.90 
2.75 

.82 
2.06 
1.10 
2.90 
2.54 
1.28 
1.46 
1.65 

.54 

4.04 

2.17 
2.20 
4.00 
2.08 

1.62 

1.62 
1.88 
2.56 
2.45 
3.33 

.54 
.96 
.92 

1.24 
L81 
.62 
1.84 
.05 
.12 
.87 
.48 

.04 

.74 
1.00 

4.37 

Gouldsboro*^ 

'■r'.' 

.06 
.01 

.01 

T. 
T. 
T. 
T. 
T. 

5.  47 

T. 

.05 

.01 

.no 

T. 
T. 

6.37 

Mauch  Chunk,  1  S  W.  . 

.10 
.06 
.06 

7.97 

T. 

.90 

5.16 

Palmfirton'  *         

.02 

■!25 

.03 

.02 

T. 

7  48 

Ziousville   1  8W 

Lehigh 1 

6  10 

SCHI'YLKILI- 

Conshohocken 

Montgomery 
Berks 



.27 

T. 
.08 
.26 
.34 

.87 
.06 
5> 

.04 

6.07 

FredericksvUle^.lS. .. 



T. 

.29 

4  62 

Berks 

3  62 

Montgomery 

Chester 

Schuylkill... 
Montgomery. 
Schuylkill... 
Berks 

.81 

.09 
T. 

1.47 

1.05 

?5 

4.  83 

Phoeuixville-,  1.5  SE. . 

.'37 
.20 

T. 
L45 

.. 

4.  62 

.02 

.30 

4  03 

Pottstown2.  0.5  S 

Pr\tt<;villp2 

3<t 

5  13 

.09 
.03 
<.08 
1.34 
.06 

.11 
.06 
.52 
.69 
.03 

.05 
.07 
.36 
.36 
.13 

T 
.01 

.01 

T. 

T. 
T. 

.04 

.21 
1.00 

.■25 
1.13 
1.31 

T. 
1.85 
.72 
.22 

.57 

T. 

3  92 

T. 

.21 

.44 

4  52 

Berks       

ni 

.11 
.05 

't. 

.24 

.01 
.03 

'.'02 
T. 

.30 
.24 

6  76 

Berks              1 

T. 

4  98 

Berks 

Chester 

Bucks 

T. 
.11 

.0! 
T.' 

.01 

'!i5 

.'27 

.03 
.02 

.08 

.4-) 
.32 

.28 
.05 
.58 
.64 

.01 

'  .'6-2 

.02 

.10 

1.'27 
•2.19 

2  88 

Lower  Delaware 
Coatesville' 

T. 

■r'. 

1.02 

6  04 

Dovlestown 

.04 

't'." 

.... 

7  73 

George  School*  

Bucks 

'.'26 

6  83 

Maple  Glen' 

Montgomery. 
Delaware 

Philadelphia 
Philadelphia 
Philadelphia 
Bucks 

tV 

T. 

T. 

.02 
.12 

T. 

'.'io 

86 

03 

Marcus  Hook2 

T. 

.76 

... 

4  03 

Philadelphia 
.Southwest  Airport.  ' . 
Cit.v  OiKcel.  5 

. . . . 

T. 
T. 

.04 
.02 

.35 

.66 
111 

.88 
.51 
2.00 
6.15 
.23 

T. 
T. 

. . . . 

T. 
.02 

6.37 
6.18 
7.66 

Shawmont 

Quakertown,  0.5  E 

.01 

1.18 

10  46 

West  Chester 

Chester 

.59 

.02 
.32 

.02 

4  73 

West  Grove*.  1.5  SE.... 

Chester 

1.73 

6  80 

SusgiieJiauna  Basin 

Chemung 
Austinburgi,  6,  2  W.   .. 
Covington^ 

Tioga 

Tioga 

1.37 

.15 

.08 
.12 
.24 

.04 
.04 

.93 

1.47 

.14 

.68 
.08 
.45 

.02 
.22 
.13 

5  36 

1.32 
1. 10 

.38 
.89 
.37 
.16 
.12 
.04 
.20 
.78 

:.■" 

.24 

.02 

.86 

<i'^ 

.22 
.12 

.09 

4  07 

Lawreuceville 

Tioga 

Columbia  — 

1.75 

.  iO 
.10 

.62 

1.25 

.67 
2.35 
.10 
.15 
.06 
.10 
1.67 
.91 

... 

T. 

6  77 

North  Branch 
Berwick 

.17 

.69 

3  61 

Canton-!,  1  NW 

Bradford 

Montour 

.69 
.22 
1.23 

.85 

T 
T. 
.20 

8  14 

Danville2 

.16 
.28 

"69 

T. 

.03 

.•20 
.28 
.02 
.10 
.18 
.12 

.06 

".oi 

.06 

r 

2  20 

Freeland2 

Luzerne 

Sasquehanna 
Columbia,. .. 
Bradford  

.03 

■ffi 

T. 

« 

"".■25 
.05 

5.27 

Hop  Bottom^.  2  S 

.10 
T.' 

.22 

.76 
.10 
.17 
.10 

1.34 

.\Iillville',5 

.'22 

.'89 
.23 

.29 
.01 

.■59 

.'27 

'■r'.' 

.10 

1.70 
.53 
.07 

3  80 

Monroeton'',  2  8 

5.59 

Montrosp2,  3E 

Susquehanna 
Bradford  .... 

3  33 

Orwell-.  3  N 

Park  Place'.lNW 

Schuylkill . . . 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  .... 
Wyoming..  . . 
Luzerne 

Tioga     

Cambria 

Potter 

23 
2.52 

•2.' 43 

f.' 

K74 

.28 
.16 
.35 
.66 
.53 
.'26 
.51 
.17 

2.03 
.98 

1.86 
.80 

1.'23 

1.00 

.... 

.08 

.07 
.08 

tV 

.40 

.17 
.05 
.11 
.08 
.09 
.16 
.05 

.06 
03 

.08 
.70 

'."65 

.22 
.04 
2.17 
.03 
SI 

1.0! 
.52 
.42 

1.48 
.04 
.12 
.10 
.34 

.60 

.13 

.70 

.12 

.04 

.10 

2.58 

1.40 

.06 

T. 

60 

1.20 
.40 
.46 

1.14 
.33 
.83 
.75 

1.65 

LOO 
.47 
.66 
.49 
.64 
.41 
.13 
.53 
.64 
LOl 
1  ^« 

.'35 

'.'i7 
.02 
.06 

.32 

'.'65 
.01 

.03 
.10 

.... 

T. 
5.20 

.16 
2.85 

T. 

.6S 

.90 
7.65 

3.65 

Pikes  Creek.'  .5 

9  92 

Rush^ 

.'i4 

.19 

.43 

.17 

1.10 

■r'.' 

.03 

.'15 

.06 

T. 
T. 

.10 

.26 

'.'is 

.11 
.03 
.03 
.15 
.10 
.07 

■r'.' 

4.62 

Scranton',  * 

.06 

9  41 

Susquehanna'*^ 

T. 

'^ii 

T. 

1  87 

Towanda,  IE 

1.14 
.04 

.17 

T. 

.15 

1.63 
.41 
.11 

.45 
.33 
.07 
.09 
.21 
1.00 
.04 
.62 
.05 
.12 
.45 
.09 
.50 

6  19 

.40 
.05 

.04 
.25 

.01 
.44 
.02 
.04 
.30 

3  54 

Wilkes-Barre^  SN... 

West  Branch 
AnsoniaS.  2  W 

— 

12.  ^27 
4  44 

Carrolltown2 

.18 

T. 

.08 

.26 
T, 

.05 

.17 
.07 

T. 
T. 
.11 

3.09 
3  68 

Carter  Camp2    

Cedar  Run2 

Lycoming., . . 
Clearfield.  .. 

i 

•^fi 

2  08 

Clearfield2 

.... 

.09 

.'28 
T 

.02 

.14 

• 

.07 

.02 
.30 

T. 

.01 

* 

2  68 

Cualport^ 

Clearfield 

3  09 

CurwensvilleApt'  6NW 

Clearfield.... 

Cameron 

Sullivan 

Sullivan 

Cameron 

.73 
.86 
.80 

.01 

.... 

.07 

.17 

♦ 

.62 

'.'io 
3.11 

.30 

.03 

.'22 

2.03 

« 

1.45 
.32 
.33 
.53 

.40 

6.10 

Driftwood',* 

.22 

3  63 

Dushore',  * 

.'3'2 
1.10 

■.'52 

.... 

.... 

.05 

".23 

'."io 

T.' 

.18 
.02 
.08 

;53 

.04 
.04 
.02 
.02 
.03 

3.89 
2  87 

Eagles  Mere2 

.09 
.29 

19 

. . . . 

Emporium^,  IE 

.03 
.20 
.06 

4  48 

English  Center! .  * 

Lycoming. .. . 
Potter 

.77 
2.05 

.... 

.04 
.19 

.331  .80 
.  10      ^f- 

.16 

6.06 

Galeton 

4  60 

i . — 

.1U| 

1 

Continued  on  page  52. 
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Daily  Precipitation  for  July  1946— Continued  from  page  51. 


Counties 

Day  of  month 

Stations 

1 

2 

3 

4 

;. 

6 

7  1    8 

9 

10 

11 

12     13 

14 

15 

16 

17     18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

1 

West  Branch            ! 
(continued)              | 

Clearfield.... 

Clinton 

Elk 

'.'79 
.76 

2.05 
1.20 

.03 

1-69 

.23 
i.91 

■.03 
01 

.12 
.19 
.11 
.12 
.03 
.25 

.03 

* 

.17 

.08 
.05 
.06 
.12 

.18 
.02 

.02 

.01 

f 

T. 

':55 

.56 

.26 
.30 
.77 
.14 
.28 

.20 

1.58 
.06 
.09 
.32 
.43 
.17 
.08 
.64 
.39 
.03 
.03 

.10 
.02 
.11 
.35 
.24 
.91 
.98 
.68 
.22 
.07 
.51 

• 

.15 
.80 
.64 
.05 

1.19 
.12 
.07 
.84 

1.13 
.69 

1.33 
.48 
.05 
.,51 
.87 
.44 
.42 
.10 

i.'ee 

.78 
.68 
.47 
.13 

1.56 
.40 
.79 
.03 
.36 
.31 
.28 

1.58 
.28 
.41 
.88 

.12 

■1 
T. 

.50 
.21 

.18 

.04 
.30 
.87 
.30 
.11 
.20 
.08 

• 

.39 
.22 

« 

.18 
.25 
.22 
.01 
.14 
.80 
.93 
.03 
.10 
1.42 

.45 

.53 
.18 
.42 
.88 
.41 
.34 
.79 
.11 
.68 
.09 
.73 
.45 

.'63 

.09 

T. 
T. 
T. 

.02 

'.'37 

.12 
.39 
.14 
.17 

T. 
.24 

"■r". 
.11 

.09 
.14 

T.' 

"t." 

i.'os 



.20 

.05 
.40 
.40 
.30 

1.19 
.02 
.92 
.31 
.02 

1.59 
.72 

1.14 

.28 
.08 
.40 

''6i 

3.57 



7.27 

.06 

4.61 

PhihpsburgS  7  E 

Centre 

T. 

.02 

T. 

T. 

T. 

.08 

T 

.28 

2.64 

.72 

1.21 
1.23 

T. 

T.' 

T. 

.03 

2.43 

State  College!,^ 

Tamarack^,  "2  8 

Centre 

1.09 

.01 

1.04 

.13 
.32 
.77 
.09 
.38 
.04 
.12 
.16 

^86 
?1 

4.70 

2.65 

Lycoming.  . . 
Blair 

i.'37 

4.12 

Tyrone  i.'\  4  NE 

'.'6i 

.17 

2.  30 

1.15 
T. 
.47 
.40 

.34 
.02 
.26 
.07 
.19 
.38 
.60 
.37 
.42 
T. 
M2 

* 

.12 
.06 
At< 
.01 

T. 

.15 
.06 
.03 

.09 

'.'is 

.08 

3,32 

Williamsport  Apt.i-4E 

Lycoming... . 

.38 

T. 

.06 

.25 
.01 
.01 

.22 

'.'69 

'.'61 

.12 

.52 
.01 

4.16 
2  47 

Williamsport^,  4  S£. . . 

Juniata 

Altoona,  4.5  W......... 

Breezewood',  0.5  E 

Lycoming  ... 

Rlnir 

.65 
.24 

.77 

.01 
.03 

.16 

'iV 
.03 

;65 

2.54 
2.49 

Bedford 

Bedford 

Fulton 

Juniata 

Bedford  

Huntingdon . 

1.34 

1.13 

Buft'aloMills2, ..     .^. .. 
BurntCabinsl.2  1SIE... 
EastWaterford^,  3E... 
Everett^0.5SVV 

.46 

'.'ie 
.12 

.08 
1.05 
1.35 

.'36 

T. 

'.'82 

T. 

.10 
T. 

.13 
.59 
.11 
.72 
.92 
.31 
.67 
.55 

• 

1.96 
.70 
.07 
.67 

.29 

.85 
83 
.08 
.45 
.39 

1.18 
.20 
.70 

1.49 
.84 

.07 
.54 
.15 
.53 
.44 
.38 
.02 

.16 

• 

.65 
.75 
.27 
.02 

.46 
.85 

1.08 

1.43 
.70 
.84 
.73 
.55 

1.60 
.49 
.63 
.27 

1.38 
.28 

.'si 

1.70 

.27 

.35 

.41 

.17 

1.83 

1.25 

1.48 

.71 

.19 

.69 

.98 

.11 

1.03 

1.11 

.07 
.30 

't. 

T. 

.08 
.36 

.20 

.'•20 
.20 
T. 
T. 

'.'43 
.01 
.85 
.92 

;i4 

.10 
.22 
.38 
.10 
.70 
.18 

'.'is 

T. 

.01 

1.99 

.16 

2.89 

1.70 

.21 

.03 
.43 
T 
.15 

.14 
.07 
.03 
.22 
.15 
.06 
.17 
T. 

T. 

".is 
'.'ii 

T. 

T. 
.13 

.03 
.60 
.28 
.01 

'  '• 

'.'so 

.07 
.05 
T. 

■r. 

.05 

• 

T. 

T. 

T. 
T. 

3.36 

Huntingdon  2  

Lewistown2,  1  W 

Mapleton  Depot^ 

4.11 

Huntingdon . 

i."62 

*  '* 

.29 

'.'61 

'."i3 

'.'22 

1.11 
.63 

4.66 

3.13 

Martinsburg' ......  •  ■  •  • 

McConnellstown2,4NW 
Neffs  Mills',  6.  3.5  NE.. 

Huntingdon. 
Huntingdon  . 

Perry 

Perrv 

■'56 

.  .^. 

3.19 

1.20 

1.03 
.06 

2.84 

'.'41 

70 
'.'29 

.'io 

L55 

.67 
T. 

.'32 

.'22 

.08 

4.76 

New  Bloomlield 

T. 

3.75 
3.58 
1  97 

Saxton^.l  W   ........ 

ShadeGapi,5.0.5SW.. 

LwR  Susquehanna 

Bedford 

Huntingdon . 

Adams 

Snyder 

Cumberland. 
Cumberland. 
Lancaster.. . . 

■.'si 

.05 

T.' 
.01 

.05 

.12 

1.97 
.02 
T. 

.01 
.02 
.77 
.76 
.80 
.41 
.62 
.36 
.02 
L17 

'^95 

T. 

'.'59 

.03 

.07 

T. 

'.'■71 

".05 

.'46 
.24 

'135 

'."63 

■32 

!35 
.52 
T. 

."i- 

"."62 

.  i7 
.02 

t" 

.24 

.'is 

'.'•26 

T. 
.05 
"f. 

"."62 
"."i9 

T." 
.10 
.06 

■."69 

!23 

.07 
T. 

.15 
.01 
.05 

"."i9 
T. 

'.'46 

'.'02 

.'6i 
"t".' 

f." 
T 

"r." 
t". 

T. 

:::: 

".'o? 

... 

■f. 
T. 

.... 

■■■ 

"t." 
"f." 

T. 

'!67 

!64 

.... 

".'63 

"."06 
.12 

.85 
.72 

"."38 

;io 

."64 
"."67 

"t. 

'."64 
.97 

"t. 

.  .^. 
i.24 

T. 

.98 

.01 

"."io 

.07 
.38 
.30 
.11 
.08 

".m 

.02 
.12 
.67 
.87 
.09 
.02 
.81 

i:23 

.08 
.16 
.98 

4.07 

T.' 

T 

1.82 
1.45 

T. 

.15 

.16 

.08 

T. 

■[-. 

.01 

.21 
T. 
L23 

2.57 

Bloserville,  1.6  N 

Carlisle. 

3.01 
6  30 

'.'65 
.01 

"a2 

4.  .53 

Dauphin 

T. 

.42 

4.24 

Ephrata.... 

3.88 

York. 

Schuylkill... 

Dauphin 

York 

.19 

T. 

.02 

.07 

.04 

T. 

.15 
.16 
.05 

.'69 

.45 

2.45 

.30 

.11 

T. 

.01 

.02 

.10 

.06 

.01 
.03 

"m 

2.95 

Urantville,  2  SW 

.02 

3.89 

T. 

.86 

.'65 
.26 

.... 

T. 

.01 

.12 
.17 

.03 

■f." 

.10 

3.  ,37 

HarrisburgAptl,s,3.5S 

Dauphin 

Lancabter.. . . 
Cumberland. 
Lancaster.. 

.73 

.82 
.27 
.19 

3.36 
2.6b 

1.44 

Hunisaaie  . . . .  ■ .  ■  • 

Kirkwoodi,  8.  ISW.... 

Lancaster, . . . 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

'.'64 
.10 
T. 
.22 

!l5 
T. 
.04 
.40 

.03 
.08 

.47 

.18 
.83 

.02 

■''r'. 
.10 

.16 
.14 
.05 
.09 
.01 

T. 

.33 

.40 
.71 
1.88 
.30 
.10 
.64 
.33 
.42 
.17 
.18 
.54 

.'67 
9? 

3.  .54 

T. 

4.39 

Middletown',  1.5W.... 
Millersburg'.*.2E  .  .. 

Milroy^  ,      ■•■    ■ 

Newburgl.3.5NW 

T. 

.54 

.54 
.08 
T. 
T. 

.43 

.71 

2.69 

6.36 

1.59 

Cumberland . 
York 

.15 

.02 

.05 

'.'67 

!69 
T. 
.04 
.04 
.77 
1.37 
.28 
.05 
.28 
.19 

.02 

.95 

'.'■78 
.04 

.. . . 

'ioe 
't'.' 
'f.' 

.06 

.'64 

2.19 

4.03 

Pine  Grove-^,  1.5  Nh  . . . 

Schuylkill.  .. 

Snyder 

N'umberland 
Cumberland. 
N'umberland 

Dauphin 

Centre 

York     

.35 
.06 

.02 

i!i5 

1.10 
.22 
.09 
.40 
.26 
.26 
.01 

.01 
.06 
.10 

.... 

T. 

1.01 

4.65 
3.54 

Shamokin^ 

L85 

't.' 

t.' 

".39 
.10 

'.'31 

1.01 

.02 
.05 

;6i 

.64 

i53 

T. 

.03 

".a 

8.95 

Williamstown'^ 

Woodward^  2  NE 

T.' 

.'i2 

3.78 
3.68 
2.95 

York  Haven^ 

Potomac  Baidn 
Chambe^sburg^  1  SW. 

York 

.10 

T. 

.02 
.03 

.05 

1.67 

.45 

.62 

.18 

T. 

.90 

.19 

.81 

68 

5.18 

Franklin..  .. 

Adams 

Bedford 

.05 

.01 

'.'84 
1.21 

'.'08 

.04 
.02 
.12 
T. 

1.47 

"m 

2.25 

.13 

2.28 

1.90 

Bedford 

.... 

1.50 
.29 
.34 
.04 

.23 

.51 
T. 

3. -22 

McCounellsburg'^ 

T. 

2.67 

Franklin 

Franklin 

Allegheny,... 

Jefferson 

Indiana 

Somerset 

McKean 

Jefl"er?on 

Somerset 

Clarion 

Erie 

';46 

.07 
.60 
.84 
.20 
.30 
.94 
.49 
.07 
.68 

T. 

.01 
.01 

.01 

'!62 

0.84 

South  Mt.  San't'm2.... 
GULF  DRAINAGE 

Ohio  Basi.n 

AlvLEGflENY 

2.12 

.40 

'.'■27 
.15 

".ib 

.15 
.02 
.01 
.07 
.47 
T. 

'.'28 
.13 
.24 
.28 
.01 

.02 

.48 
.18 
.34 
.02 

4.02 

.01 

2.42 

Aliens  Mills'.^ 

Blairsvillei,6NE 

Boswell^fiNW 

Bradford,  4  VV 

BrookvilleM.5  8W.  ... 

Buokstowni.  6 

ClarIon2.3SW 

1.28 
.36 
.15 

.19 

.271  .  56 

3.95 

■91 
.89 

T. 

T 

.'06 

2.75 
.98 
.97 
.37 
.96 
.26 

1.18 
.28 
.80 

.14 
.63 
.21 
.69 
.05 
.16 
.05 
.64 

6.84 
3.86 
3.50 

.  .  .  . 

.14 

.03 
.13 
.03 
.04 
.24 
.18 
.20 
.13 
.42 
.03 

.25 

3.09 

.01 

.48 

'.'64 
1.17 

'.'6i 
.74 

.71 
.05 
Lll 

::;: 

'."75 
.03 

'.'08 

i."73 
.01 

.'61 

1.73 

2.3,1 

3.36 

Coudersport 

2.42 

W'moreland. 
W'moreland. 

Cambria 

Cambria. 

.52 
1.34 
.66 

•■■■|"'4S 

"t." 

"ig 

.02 
T. 

;62 

.62 
.05 
,04 

6.64 

Derry 

.82 

'."06 

4. 701 1.40 

10.16 

Dunloi.  5,0.5  SW 

.30 
.07 

.07 

.21 
.57 

1.26 
.09 
.48 

2.  IS 
.69 
.13 
.67 

'2.  li 

31 

T. 
.67 
.22 
.25 

f. 

2.54 

Armstrong... 
Venango.. .  . 

'.'64 

'^62 
.25 

3.91 

Franklin- 

GlenHazelMNE 

.26 
.36 

• 

1.48 
.21 
.70 

1.39 

Elk 

Indiana 

Indiana 

T. 

.46 

1.04 

3.67 

.26 
.36 
.12 
.01 

.02I  .57 

45.86 

.81 
.87 

.10 

'.'65 

.36 
T. 

6,03 

Johnstown2,0.5  W 

.57 

T. 

.22 

2.34 

McKean 

1.26 

.41 

.22 

.03 

6.06 

Continued  on  patre  53, 
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Dally  Precipitation  for  July  1946— Continued  from  pa«o  6'-' 


Stations 

Counties 

Dk7  of  month 

1 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

15 

16 

17 

18 

19 

20     21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

Allbohsny 
(continued) 

Krc-gar'.J-SSE 

W'moreland 
W'moreland 
Forest 

.1i 

1  T. 

)   .& 

.0! 
1.8( 

!... 

0, 

i   .Of 
.14 

.1' 

.r 

J 

1.7( 
1.5! 

1  . . . 
l.K 

.oe 

.71 
.!<• 
.17 
.35 
.07 
.13 
.24 
.67 
.46 

• 

2.08 
.82 

1.04 
.18 

•Ifi 

i    .4' 

)   .6( 
.2-1 
.3 
.54 
.It 
.3' 
.2S 
1.2t 
.98 
.11 
.6.5 
.76 
.14 
* 

.17 
.09 
.07 

'.'•25 
1.02 

J   .8! 

)    .3f 

l.U 

.0 

.9- 

.37 

.IC 

l.M 

.•25 

1.20 

.63 

.OS 

.30 

.10 

* 

.77 
1.18 
01 
.52 
.50 
.26 

)  . . . 

.0£ 
.9£ 

1.91 
.10 

« 

T. 

6.59 
7.00 

2.14 
2.30 
2.38 
2  23 

Lycippus.  1.  5  E 

Marleuville'.^ 

) ....... 

... 

... 

"4; 

)  .r 

T. 

MeadvlUe'-i,  IS 

Crawford... 

.04 

.0- 

... 

... 

.14 
.08 
.4( 
.07 
.0! 
.5." 
.3( 
.06 
.'23 

'.'6i 

... 

T. 
.2f 
.28 
.3J 
.04 
.•27 
.30 
T. 
.36 
.28 

.54 

.(X 

Mosgrove- 

Armstrong.. 
Armstrong.. 

... 

T. 

... 

.. 


.... 

)... 

.26 
.14 
T. 

.07 
.45 
.45 
T. 
.10 
.07 

T. 

Parkers  Landing'-.  . . . 

.3t 
T. 

.5e 

■r'.' 

'.'i- 

'!6i 

T. 
T. 

■••• 

T. 
.13 
.12 

HtlsburghCtyOfi,*.  . 
Port  Alleganv- 

Allegheny. . 
McKean.  ... 

.K 

... 

i.2e 

.9f 

... 

... 

.St 

1.2c 
.11 

.31 
.82 
.36 

2.' 80 
.18 
T. 
T. 

.i2 
.01 
.51 

.14 
1.58 
.12 
.09 
.31 
1.34 

.Oi 

.  . . . 

.... 

.03 
.06 

'.'62 
.26 
T. 
.10 
.11 

'.'6i 

.2i 

4  59 
6.33 
4.  06 

Punxsutawney'- 

Jefferson  — 
Armstrong.. . 
Elk 

Putueyville«.'2.6  8E... 

.5fc 

.'it 

.76 

1.56 



'.'6a 

Ridgwav- 

1.40 
.09 
.14 
.07 
.86 
.49 
.18 
.75 

2.96 
3.30 
4.80 
2.38 
6.08 
6  00 

Saitsburg2 

Indiana 

I". 
.05 

Seward'- 

W'moreland. 

Warren 

McKean 

1  udi  ana 

Forest 

.'ei 

.... 

'.'io 

.64 

. . .. 

.11 

.'6a 
.12 
.02 

Sheffield'.  5.  6W 

.52 

« 

.31 

Oi 

Sniothportl.5.  \  sw  ... 
Strongstowu'.s 

■f.  m 

.26 
'.'34 

1.7C 

.ii 

.02 

'.'38 

.... 

.20 
1.02 

.29 

.... 

Tlone^ta^  1  5  SK 

T. 

T. 

2.96 
4.03 
3  07 
3.36 
3  51 
3.78 

3.10 

Tltusville.  -2  8 

Crawford. . , . 
Erie 

.45 

.57 
.43 

.27 
.71 

.02 

.02 
.70 

UnionCitvi.5 

.13 

.. . . 

Vaudergrif  t ' 

W'moreland. 
Warren 

21 
.38 

.42 
.01 

.31 
.21 

.43 

.32 
.40 
.02 

.10 
.46 
.32 
.06 
.19 
.24 
.15 
.21 
.'20 
.09 

1.02 
.23 

1.29 
.36 

Warren- 

.44 

.16 

.52 
1.12 

.26 

2.10 

.91 

Voungsvlllei. ' 

Warren 

Somerset 

Fayette. . 

.78 
.79 

.•26 
'f.' 

.37 

'.'is 

'.'63 

.'21 
.20 

.45 

.16 
'.'61 

MONONRAHELA 

Confluence^,  1.5  NW... 

.23 

.72 

'.'59 
.68 
.69 
.42 

'."48 
.17 
.13 
.04 
.39 

.12 

.57 
.09 



:;:: 

'■r'.' 

■r'. 

't.' 
■r'. 
't.' 

T. 

.'oi 
■r.' 

.14 
T. 

'.'83 

■r'.' 

.27 
.11 
.01 

.48 
.56 

.'69 

'.'io 

.15 

.20 

.02 

T. 

.56 

.21 

.04 

.01 

.07 

.21 

T. 

.12 

.05 

.34 

.92 
.30 

T. 
. . . . 

'.'ii 

T. 

.10 

'.'66 
T 

.55 
1.41 
.37 
.73 
.93 
.45 
.'26 
.06 
.34 
.22 
.21 
.37 
.28 
.48 

.21 

.80 
.08 
.08 
.37 
•  •21 
.60 
.30 

.76 

1.12 

.08 

.13 

'.'6i 

.93 

1 

.15 

'.'2i 
.11 
.07 
.04 
.12 
.49 
.05 
.73 
.18 
.05 
.55 
.85 

.55 
.12 
.20 
1.04 
.02 
.24 
.14 

■.'62 
.05 
.01 
.04 

.11 

.'20 

... 

Donorai 

Greensboro^ 

Washington.. 
Greene 

1.02 

7. 13 
3.33 
2.82 

4,/9 

Greensburg,  2  S 

W'moreland. 
W'moreland. 

Somerset 

W'moreland. 
Allegheny . . . 

Greene 

Somerset 

Somerset 

Fayette 

Greene 

Beaver 

.12 
.03 

".60 
.14 

'.'88 
.37 
.21 

.... 

.'20 

.26 

T. 

.36 

.19 

1.22 
.83 



■i7 

Meyer^dale2 

4.  32 

1.36 
2.67 
2  70 

Murrysville//  ',* 

Pittsburgh  XiptJ!  K^.. 

'.'62 
.... 

.01 

■r'.' 

T. 

.49 
1.35 
T. 
.19 
.42 
.37 

■'28 
.06 
.90 
.39 
.03 
.10 
.92 

.03 
T. 
.19 
.03 

■f.' 
.17 

.57 
.02 
.79 
.16 
.20 
.01 

.05 
.03 

.01 
.01 
.04 

•Ii 
.21 

1.30 
.13 
.38 

Rices  Landing^ 

.... 

1.98 
3.75 
3.55 
3.30 
3.05 

2.72 
2.57 
1.48 
4.05 
1.58 

Somerset 

.77 
.27 

.09 
.03 
.10 

.28 
.29 
.07 

SpringsS.  1  SW  

Uniontown 

T. 

"."63 

'.'23 

;;:. 

• 
.07 
1.02 

'.17 

'.'ii 

';24 

.11 

.26 
.02 
.08 

.04 

.19 

.06 

.'25 

.31 

T. 

.05 

Waynesburg 

Beavek 
Beaver  Falls2 

.0'2 

Butler 

Butler 

Mercer 

Mercer 

Mercer 

Mercer 

Lawrence.... 
Crawford 

Washington  . 
Allegheny  ... 
Beaver 

.'l3 

.03 

T. 

.09 

.11 

T 

Farrell2 

Greenville 

.05 
.09 
.44 

.35 
.09 

.'33 

.22 
.27 
.49 

•  *• 

.37 

".S2 

Jamestown2.  iNW 

.ii 

.05 
.10 
.02 

'•'r." 

. . . . 

.03 
'.'62 

.02 
.01 

.07 

.';; 

.04 

.'26 

I.' 08 

* 

.01 
.06 
.14 

.... 

'.'38 
.08 

T. 

Mercer  Arpt.',  2.5  \E.. 

.98 
1.63 

.03 

T. 

T. 

.07 

.55 

.'is 

.06 
.23 

3  53 

NewCa.stle',  1.5  N 

Pennline.2,  IS 

2. 85 
1.85 

1.32 
3.12 
3.85 
1  48 

Ohio 
ClaysvilleS 

!i2 
1.84 
.'20 

I.' 14 
.47 

.07 
.30 
.52 

.'28 

.13 
.08 
.23 
.01 

'.'oi 

.40 

;io 

Coraopolis2.  IE 

.... 

.... 

.53 
.57 
.03 

.'06 

T. 

.02 

.04 

Midland^ 

Washington's 

Washington . 

Erie 

Erie 

.07 

.'ii 

1.68 

.'is 

.13 

.'6i 

.'36 
.06 

.12 

.'si 

.51 

LAKE   DRAINAGE 
Albion 

! 
.'isi'"' 

Eriei,6 

Potter 

4.47 
4.63 

1 

[See  page  56  for  explanation  of  reference  marks.] 


Dally  £vaporation(inciieB)  and  Wind  Movement  (miles) 


Stations 


Confluence^.  1  SW.  j  f/aporation. . . 
I  Wind  movement 

Ford  City-^  4  S (  ^';?;?°'"*"°°  ■  ■  •  1 

•'  \  Wind  movement 

Hawley^  IS (  Evaporation ... 

^  VVind  movement 

Jamestown2 .  .2  NW  (  ^:iS5°Ii*^°^-  V.; 
\Wind  movement 

Neft■sMills^3.5  NE.  i  K Yaporatiou . . . 
I  Wind  movement 


181.045 

10     46 


1571.232 

7!    29 


0541. 278 
471  152 


186j.  174 
6i    34 


.122 


351 1. •245.  204  .094.122 
36     23     32,     12 


,231i.  194 

32     23 


.231  .121 
31      e 


•208.232.240.127 
24     25     62     55 


.232  .2'22'.206 
40     12     11 


IT2 


.212.224!.  Ill 
6     171      2 


.304 
23 


9     10     11 


12     13 


.174    164. 197! 
15l     18;    '20: 


14 


15     16     17 


192.178.194.2671, 

l|    23i     10|      5: 

.274J.184i.I7li.  150|, 
51     561    45i    67: 

i 
200. 108.2311. 217I. 

8|     16;       8|     14i 

234|.205i.  1741.172', 

9l     13!      71      7, 


086.116 
30:    30 


3051,1611 
is!    39 


162|.072 

3     42 


175;.2l0i. 
211    .331 


195 .  •2itO|, 
8     ^231 


357 

18 


/217| 
85 


•2351 
29I 


216, 

171 


217. 

3| 


199  .010 
•22!    -25 


340 .  142 
17l     ^24 


304  .259 

921    55 


.338;.  210 
18     17 


•240.313. 257 
23|    59i     34 


;>70.200l.'i22 
421    20 


.•200 
18 


.•232;.  216 
'24!    '25 


.'246,.  164 
10,      1 


20     21     22 


141|.  109 
30     23 


162 . 189 
26       7 


.290 
107 


.164 
33 


253  .034 

57i     14 


077 .  287 
9i      9 


.059 
U 


23 


048 


24 


.204 
19 


.226 
'22 


.050 
25 


031 .  164 
4       4 


25     26 

I 


.19' 
45 


.148 
27 


1911.392 

11     32 


27 


28     29 


.202 
9 


.2.39: 
4 


.201 
11 


.338 
41 


.209 
15 


31 


.144 
22 


.206 

50 


Total 


214 . 145 
26 


.148 
3 


5.9'35 

728 


5.9.53 

588 


6.280 
1505 


6.140 
727 


6.027 
350 


Italics  mean  minus  quantity. 


[See  page  56  for  explanation  of  other  references.] 


54 

CLIMATOLOGICAL  DATA: 

PENNSYLVANIA  SECTION 

• 

July  1946 

Daily    Temperatures  for  July  1946 

stations 

1 

2 

3 

4 

5 

6| 

7 

8       9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

30 

81 

Mean 

AlVvirt-n 

1 
/  Maximum..! 

i\JUlUU 

\  Minimum..' 

88 

Allfntown  Arpt.'-4  NE. 

.  )  .Maximum.. 

"ah 

"90 

"85 

'85 

"83 

"82 

"93 

"89 

"89 

"85 

"79 

"90 

"92 

"si 

"82 

"86 

"91 

"94 

"94 

"9(1 

78 

"77 

"89 

"84 

"85 

"83 

"85 

"86 

"87 

"85 

'  '»h'.2 

\  Minimum.. 

70 

66 

59 

57 

58 

63 

64 

61 

67 

66 

66 

66 

63 

61 

58 

50 

50 

65 

62 

70 

68 

66 

69 

68 

65 

67 

52 

54 

56 

58 

64 

61.6 

Allentown  / 

(  Maximum.. 
\  Minimum.. 

86 

86 

82 

83 

83 

83 

91 

90 

87 

89 

84 

79 

87 

92 

80 

80 

84 

91 

94 

94 

90 

78 

76 

88 

83 

80 

81 

83 

86 

87 

86 

85.2 

70 

69 

57 

56 

56 

61 

64 

60 

67 

67 

70 

67 

66 

60 

66 

62 

50 

55 

60 

68 

69 

67 

69 

68 

70 

58 

51 

60 

56 

58 

63 

61.9 

Altoona-4.5  W 

.  (  Maximum.. 
\  Minimum..! 

8R 

79 

76 

78 

76 

82 

88 

87 

86 

83 

85 

81 

84 

88 

79 

76 

82 

86 

92 

86 

8(1 

77 

83 

87 

80 

75 

78 

80 

83 

84 

74 

81.9 

PO 

50 

47 

49 

50 

60 

65 

65 

62 

63 

60 

66 

56 

56 

63 

42 

47 

53 

62 

69 

63 

62 

65 

60 

59 

48 

42 

48 

61 

55 

57 

56.6 

Arendtsville  / 

;  Maximum.. 

85 

85 

82 

82 

84 

86 

92 

93 

88 

88 

89 

85 

89i 

90 

76 

80 

87 

90 

95 

94 

89 

80 

84 

89 

84 

80 

50 

84 

86 

88 

85 

86.1 

V  Minimum.  . 

66 

68 

61 

56 

55 

63 

68 

63 

66 

62 

66 

69 

60 

57 

67 

54 

49 

53 

60 

67 

67 

66 

68 

621 

66 

57 

54 

52 

56 

60 

60.9 

Beavertown 

.  I  Mnximuiu.. 

84 

81 

82 

80 

80 

80 

91 

93 

88 

89 

89 

87 

87 

88 

90 

78 

85 

88 

94 

91 

84 

84 

81 

86 

89 

83 

85 

82 

81 

84 

85 

8.5.6 

1  Miuinnim .. 

6.5 

65 

51 

49 

52 

65 

72 

60 

65 

63 

66 

71 

62 

54 

58 

43 

46 

49 

57 

69 

40 

67 

68 

59 

64 

49 

46 

40 

50 

55 

63 

57.2 

Berwick 

.  (Maxlmvim.. 
\  Minimum.. 

86 

84 

80 

83 

85 

83 

91 

91 

89 

88 

89 

87 

84 

91 

89 

79 

85 

91 

96 

95 

89 

80 

80 

88 

88 

78 

80 

83 

86 

88 

88 

86.3 

71 

67 

59 

57 

57 

62 

63 

60 

64 

69 

68 

71 

68 

59 

68 

50 

50 

54 

61 

73 

70 

68 

69 

64 

66 

54 

50 

52 

54 

58 

66 

61.4 

Betlileliem  1 

.  (  Maximum.. 
\  .Minimum.. 

86 

85 

80 

86 

81 

82 

90 

89 

87 

90 

82 

78 

90 

92 

88 

80 

90 

92 

93 

97 

89 

73 

74 

88 

83 

80 

82 

86 

85 

87 

83 

85.3 

59 

68 

61 

57 

58 

62 

66 

68!     66 

70 

66 

67 

67 

64 

63 

57 

64 

6(1 

66 

70 

69 

66 

65 

67 

66 

59 

58 

55 

58 

62 

62 

63.3 

Blairsville'-6  NE 

.  J  Maximum.. 

83 

74 

74 

76 

77 

79 

86 

86 

87 

86 

88 

76 

7» 

83 

72 

75 

81 

85 

87 

82 

76 

72 

79 

83 

73 

72 

77 

80 

83 

82 

72 

79  4 

1  Minimum.. 

60 

50 

52 

65 

56 

62 

64 

68 

66 

64 

66 

61 

57 

60 

62 

47 

53 

62 

52 

65 

62 

61 

62 

62 

64 

50 

54 

54 

58 

63 

60 

68  4 

Bradford-4  W 

.  (  Maximum.. 
\  Minimum.. 

84 

76 

7j 

79 

7H 

84 

84 

84 

85 

85 

87 

76 

79 

82 

80 

77 

83 

86 

86 

87 

74 

77 

81 

83 

74 

71 

75 

79 

82 

84 

79 

80.6 

60 

41 

40 

40 

44 

49 

51 

55 

59 

48 

68 

64 

46 

46 

50 

37 

42 

45 

55 

66 

64 

59 

60 

49 

52 

41 

40 

42 

46 

49 

60 

50.2 

Brookville»-l  5  SW.  ... 

.  /  Maximum.. 
\  Minimum.. 

83 

76 

76 

79 

80 

84 

86 

82 

89 

88 

90 

78 

82 

85 

75 

78 

83 

88 

88 

79 

75 

76 

83 

86 

72 

75 

78 

80 

84 

86 

77 

81.3 

62 

45 

46 

41 

50 

60 

59 

59 

64 

59 

61 

58 

61 

52 

50 

40 

45 

48 

57 

66 

64 

64 

62 

56 

52 

46 

42 

45 

49 

52 

59 

63.6 

Burut  Cabiu3l-2  NE  . . . 

.  (  Maximum.. 
V  Minimum.. 

89 

80 

78 

73 

84 

96 

89 

94 

90 

91 

88 

90 

84 

92 

75 

80 

85 

90 

98 

94 

90 

80 

90 

90 

83 

78 

84 

84 

88 

90 

87 

86.4 

67 

56 

50 

48 

50 

64 

66 

62 

65 

60 

63 

62 

55 

53 

60 

42 

44 

60 

68 

68 

66 

63 

66 

59 

64 

46 

43 

46 

48 

55 

60 

66.4 

Butler 

.  /  Maximum.. 
\  Minimum .. 

92 

^3 

79 

85 

83 

82 

92 

92 

92 

96 

95 

96 

95 

81 

81 

77 

83 

87 

92 

92 

83 

84 

83 

86 

90 

76 

78 

87 

86 

69 

88 

86,6 

61 

42 

41 

46 

47 

58 

65 

61 

65 

60 

59 

67 

51 

52 

53 

46 

42 

61 

64 

71 

63 

65 

60 

56 

63 

45 

41 

45 

47 

56 

60 

54.9 

Canton/-lNW 

.  /  Maximum.. 
\  Minimum.. 

81 

76 

74 

79 

79 

84 

86 

86 

87 

82 

81 

82 

81 

84 

70 

77 

84 

87 

92 

83 

77 

74 

80 

8;< 

76 

74 

76 

79 

83 

85 

74 

80.5 

63 

53 

50 

48 

51 

68 

61 

67 

62 

(lO 

66 

68 

53 

54 

49 

44 

47 

53 

59 

66 

63 

63 

59 

69 

.58 

50 

49 

50 

56 

58 

61 

56.4 

Carlisle 

,  (  Maximum.. 
\  Minimum.. 

85 

81 

79 

80 

81 

84 

90 

91 

86 

86 

86 

83 

83 

90 

85 

77 

81 

8S 

94 

91 

88 

78 

80 

89 

83 

77 

78 

81 

84 

84 

83 

84.0 

70 

68 

61 

55 

64 

67 

70 

68 

68 

65 

68 

71 

64 

59 

60 

51 

52 

56 

66 

71 

70 

67 

70 

63 

71 

56 

53 

54 

.55 

58 

65 

63.0 

Ohamberst)urg6-l  S\V.  . 

.  /  Maximum.. 

85 

84 

81 

82 

82 

88 

92 

93 

89 

90 

88 

89 

89 

94 

79 

82 

87 

92 

100 

98 

88 

80 

86 

91 

87 

80 

83 

S3 

86 

90 

84 

87  2 

\  Minimum . . 

65 

i;4 

58 

52 

53 

63 

67 

64 

66 

60 

65 

70 

57 

57 

59 

60 

48 

62 

61 

69 

67 

65 

68 

62 

62 

64 

48 

50 

52 

55 

62 

59.5 

nnrin-nB.S  SW     

.  (  Maximum.. 
\  Minimum .. 

86 
(13 

79 
43 

79 
44 

81 
47 

84 

50 

87 
54 

90 
59 

84 
61 

92 
62 

91 
56 

94 

6(1 

80 
65 

85 
50 

89 
54 

78 
55 

81 
41 

87 
46 

90 
49 

91 
59 

81 

5x 

76 
65 

7K 

64 

85 
61 

89 
55 

72 
58 

76 
44 

82 
43 

84 
47 

87 
50 

89 
54 

74 
59 

83.9 

Vyiclll>Jll      t*  U  •  1    ....■•.- 

54.1 

Claysville/ 

.  /  Maximum.. 

8'2 

77 

78 

SO 

82 

79 

89 

90 

91 

9^2 

93 

79 

83 

87 

75 

82 

86 

89 

92 

85 

78 

76 

84 

88 

77 

75 

80 

84 

86 

86 

70 

83.0 

\  Minimvim .. 

65 

41; 

48 

48 

52 

52 

59 

63 

63 

61 

57 

69 

50 

53 

56 

48 

48 

60 

60 

70 

65 

64 

56 

57 

64 

46 

44 

50 

52 

56 

59 

55.6 

r'nilnnrt  /             

.  /Maximum.. 
\  Minimum.. 

87 
61 

80 
48 

77 
46 

82 
44 

80 
45 

87 
49 

90 
58 

86 
59 

90 
59 

85 
63 

87 
61 

86 
51 

89 
51 

80 
52 

79 

56 

82 
39 

85 
42 

91 
44 

90 
47 

87 
56 

79 

65 

74 
63 

84 
61 

85 
57 

78 
56 

77 
47 

80 
43 

82 
43 

87 
47 

89 
46 

81 
52 

83.7 

^^iJtHyUJ.  L  / 

52.0 

Coatesville/ 

.  (  Maximum.. 
\  Minimum .. 

84 

8<; 

82 

-3 

84 

87 

92 

91 

86 

90 

88 

77 

82 

89 

77 

89 

86 

89 

93 

96 

90 

87 

73 

83 

83 

78 

83 

85 

84 

84 

84 

85.3 

66 

69 

60 

60 

59 

65 

65 

59 

70 

60 

67 

67 

69 

63 

71 

51 

48 

61 

60 

68 

69 

65 

62 

65 

68 

61 

48 

60 

54 

54 

63 

61.5 

/^i-\l  nmhl  El                 .....•■•■ 

.  /  Maximum.. 
\  Minimum.. 

86 
72 

88 
71 

85 
56 

86 
58 

86 
56 

86 
64 

96 

68 

94 
62 

94 

69 

92 

65 

92 
69 

82 
69 

87 
62 

87 
61 

83 
50 

88 
53 

88 
53 

93 

55 

96 
63 

95 
71 

93 

68 

86 
67 

86 
70 

91 
63 

90 
70 

83 
59 

85 
53 

86 
64 

88 
55 

88 
58 

88 
62 

88.6 

^^QJi  Liill  Ulcli ,....•■• 

61.8 

Corr  y 

.  )  Maximum.. 
\  Minimum .. 

84 

71 

72 

80 

81 

86 

89 

S3 

^6 

8fi 

90 

M 

81 

S5 

78 

77 

83 

88 

89 

86 

79 

79 

82 

85 

67 

71 

76 

81 

86 

85 

75 

81.4 

63 

43 

42 

43 

47 

52 

61 

57 

61 

48 

6li 

64 

47 

41 

51 

39 

42 

47 

58 

65 

62 

60 

57 

49 

66 

41 

41 

43 

47 

50 

68 

51.4 

Coudersport 

.  f  Maximum.. 

86 

84 

86 

81 

79 

84 

87 

85 

87 

86 

86 

85 

85 

86 

78 

77 

83 

88 

90 

88 

78 

76 

81 

85 

83 

74 

71 

73 

84 

85 

74 

82.4 

».  Minimum.. 

51 

48 

48 

67 

59 

60 

47 

46 

61 

56 

60 

66 

49 

46 

50 

37 

40 

43 

.52 

64 

63 

61 

68 

53 

55 

43 

44 

40 

42 

61 

58 

52  2 

Curwensvillei-6  NW . . . 

.  /  .Maximum.. 
X  Minimum.. 

82 

74 

72 

75 

75 

79 

84 

82 

86 

78 

83 

76 

78 

82 

70 

72 

78 

84 

86 

79 

72 

72 

78 

81 

74 

70 

73 

75 

80 

82 

74 

77.6 

60 

44 

51 

50 

52 

60 

58 

61 

63 

63 

62 

52 

51 

54 

50 

46 

48 

53 

63 

64 

64 

60 

58 

56 

50 

48 

49 

51 

.52 

57 

58 

55.1 

Derry 

.  (  Maximum.. 
\  Minimum.. 

86 

78 

80 

82 

84 

82 

88 

90 

90 

90 

94 

81 

85 

88 

81 

82 

87 

90 

92 

84 

86 

80 

84 

89 

80 

76 

83 

85 

87 

85 

75 

84.6 

72 

52 

49 

49 

54 

64 

66 

66 

67 

64 

65 

67 

54 

66 

63 

47 

55 

66 

62 

70 

65 

65 

65 

60 

63 

49 

46 

51 

64 

59 

58 

59.1 

Donegal' 

.  (  Maximum.. 
\  Minimum.. 

82 

72 

79 

76 

75 

81 

84 

86 

89 

89 

92 

76 

79 

84 

72 

75 

82 

86 

88 

80 

77 

74 

80 

84 

76 

71 

75 

80 

83 

83 

75 

80.1 

57 

50 

49 

44 

51 

57 

60 

59 

64 

58 

.56 

62 

48 

49 

60 

44 

47 

.50 

54 

64 

61 

59 

61 

56 

62 

44 

40 

47 

47 

52 

53 

53.4 

Donorai 

.  (  Maximum.. 

\Minimuu).. 

87 

81 

82 

85 

84 

83 

92 

94 

92 

96 

96 

83 

87 

91 

80 

85 

90 

94 

95 

90 

83 

79 

88 

91 

80 

78 

82 

86 

90 

85 

75 

86.5 

68 

56 

57 

54 

59 

68 

68 

69 

71 

68 

64 

65 

57 

60 

67 

64 

54 

60 

68 

72 

69 

68 

64 

64 

61 

53 

53 

56 

60 

63 

65 

62.4 

Eagles  Mere  / 

.  (  Maximum.. 

V  Minimimi .. 

75 

74 

72 

74 

74 

76 

83 

81 

811 

80 

77 

76 

80 

82 

69 

75 

80 

83 

87 

80 

77 

73 

73 

80 

72 

72 

74 

72 

80 

81 

75 

77.0 

65 

68 

51 

56 

66 

57 

69 

64 

62 

62 

62 

64 

56 

54 

53 

48 

48 

68 

60 

65 

66 

65 

59 

59 

60 

50 

50 

53 

57 

68 

61 

57.9 

East  Watertord6-3  E  . . 

.  /  Maximum.. 

\  Minimum.. 
.  }  Maximum.. 

V.  Minimum.. 

77 

75 

73 

77 

73 

79 

85 

86 

81 

82 

79 

80 

79 

85 

75 

73 

80 

85 

88 

86 

80 

70 

77 

82 

76 

72 

74 

78 

79 

80 

76 

78.8 

66 

59 

55 

58 

59 

61 

67 

66 

65 

65 

66 

66 

57 

66 

56 

51 

58 

65 

70 

67 

64 

6:^ 

64 

64 

63 

63 

53 

59 

61 

63 

61 

61.6 

Ebenstiurg/ 

82 

75 

76 

76 

76 

81 

84 

84 

85 

83 

85 

76 

80 

83 

73 

77 

81 

81 

86 

81 

75 

70 

78 

82 

82 

73 

76 

79 

82 

83 

74 

79.3 

61 

48 

50 

49 

51 

61 

63 

62 

63 

64 

61 

59 

55 

55 

62 

43 

49 

55 

60 

60 

61 

60 

62 

59 

67 

46 

46 

49 

53 

67 

58 

56.4 

UTTinnriiini  /-I  E 

.  /  Maximum.. 
V  -Minimum.. 

79 
54 

79 
50 

84 
51 

82 
51 

81 
51 

87 
52 

88 
60 

85 
S9 

90 
64 

84 
59 

88 
64 

82 
67 

85 
55 

88 
53 

76 
55 

79 

40 

86 

47 

90 
49 

91 
61 

80 
59 

77 
66 

80 
62 

83 
62 

88 
58 

76 
57 

76 
46 

80 
46 

83 
46 

85 
61 

88 
51 

72 
60 

83.0 

I^LU^L'X  lUU-l  (    *    -^."    •••••• 

54.7 

Ephrata 

.  1  Maximum.. 
\  Minimum  .. 

86 

86 

84 

84 

84 

86 

93 

92 

90 

92 

89 

86 

88 

93 

87 

81 

88 

91 

96 

96 

91 

83 

83 

90 

86 

82 

82 

86 

87 

88 

87 

87.6 

70 

72 

61 

57 

58 

65 

67 

-64 

70 

66 

71 

68 

63 

60 

64 

52 

53 

66 

63 

72 

68 

66 

69 

67 

69 

58 

53 

54 

56 

68 

64 

63.0 

Eriei 

.  /  Maximum .. 

86 

72 

74 

77 

85 

83 

88 

87 

82 

83 

95 

76 

78 

83 

68 

73 

80 

85 

93 

73 

77 

m 

79 

89 

69 

72 

75 

83 

83 

85 

72 

80.3 

y,  Miniuumi .. 

63 

58 

58 

60 

68 

66 

70 

72 

68 

64 

71 

68 

64 

61 

57 

56 

60 

64 

73 

67 

67 

67 

6.5 

69 

59 

57 

57 

60 

66 

67 

65 

63.9 

Everett'-0.5  SW 

.  /  Maximum.. 
\Miuimum,. 

86 

81 

77 

82 

82 

88 

90 

92 

92 

92 

90 

86 

86 

92 

75 

80 

87 

94 

97 

91 

87 

78 

86 

90 

83 

77 

82 

83 

87 

88 

84 

86.0 

61 

5f 

49 

48 

63 

60 

63 

BO 

63 

63 

65 

63 

56 

53 

47 

42 

43 

62 

56 

69 

62 

63 

61 

57 

54 

62 

46 

46 

48 

64 

60 

.56.3 

Farrell 

.  (  Maximum.. 
\  Minimum.. 

85 

80 

81 

87 

89 

92 

96 

96 

94 

93 

99 

98 

93 

94 

92 

87 

93 

97 

97 

96 

88 

87 

86 

94 

93 

77 

87 

90 

93 

96 

84 

90.7 

61 

53 

54 

56 

60 

64 

67 

74 

70 

63 

67 

72 

59 

61 

62 

52 

57 

57 

77 

74 

67 

66 

6s 

62 

58 

50 

49 

54 

59 

62 

68 

62.0 

Ford  City /-4S 

.  /  Maximum.. 

8h 

78 

78 

80 

81 

84 

89 

90 

91 

91 

92 

79 

86 

87 

76 

80 

85 

90 

91 

86 

78 

77 

86 

87 

76 

75 

81 

83 

86 

85 

78 

83.5 

\  Minimum. . 

60 

50 

48 

51 

52 

53 

52 

62 

64 

62 

60 

66 

?4 

55 

58 

46 

50 

5! 

56 

65 

64 

65 

62 

58 

69 

48 

46 

48 

53 

57 

59 

55.9 

Franklin/ 

.  /  Maximum.. 
\  Minimum.. 

85 

77 

79 

81 

82 

87 

91 

85 

92 

90 

92 

79 

89 

89 

77 

80 

87 

90 

90 

76 

80 

78 

84 

87 

73 

75 

80 

82 

88 

89 

75 

83.5 

61 

47 

48 

50 

53 

55 

58 

63 

64 

57 

57 

62 

54 

54 

57 

46 

47 

50 

53 

66 

67 

65 

61 

64 

54 

47 

45 

45 

49 

53 

56 

64.8 

Fredericksville-l  8. .. . 

.  /  Maximum . 
XMinimum.. 

82 

82 

73 

82 

80 

80 

88 

83 

85 

88 

85 

75 

85 

87 

76 

76 

74 

78 

90 

94 

87 

75 

78 

86 

80 

77 

78 

81 

82 

84 

S 

81.7 

68 

67 

58 

56 

55 

55 

61 

67 

69 

60 

70 

67 

60 

54 

59 

49 

56 

60 

57 

66 

66 

62 

66 

66 

65 

54 

66 

68 

62 

71 

69 

61.6 

Kreelaud 

.  /  .Maximum. 

76 

76 

76 

79 

77 

77 

85 

83 

81 

82 

81 

76 

81 

84 

85 

76 

81 

85 

90 

87 

87 

73 

75 

83 

80 

80 

75 

77 

82 

^? 

80 

80.5 

\  Minimum.. 

6b 

59 

52 

54 

58 

57 

64 

60 

64 

65 

65 

61 

56 

6( 

53 

49 

51 

60 

66 

69 

65 

62 

63 

64 

59 

52 

52 

54 

59 

61 

62 

59.4 

George  School^ 

.  (  Maximum. 
\  Minimum .. 

85 

84 

82 

85 

82 

83 

91 

87 

84 

90 

85 

76 

89 

91 

79 

70 

86 

91 

91 

95 

89 

83 

72 

85 

83 

79 

80 

83 

85 

85 

83 

84.3 

69 

69 

60 

54 

58 

66 

68 

62 

67 

67 

71 

66 

64 

60 

66 

52 

49 

ofi 

63 

66 

68 

66 

65 

66 

66 

59 

49 

54 

55 

60 

57 

61.8 

Gettysburg 

.  (  Maximum . 
V  Minimum .. 

81 

82 

80 

SO 

80 

82 

90 

88 

84 

84 

85 

83 

84 

88 

86 

77 

83 

88 

93 

91 

87 

81 

80 

88 

85 

81 

79 

81 

85 

86 

83 

84.0 

69 

68 

61 

57 

58 

63 

70 

66 

68 

66 

70 

71 

64 

60 

61 

53 

52 

55 

63 

73 

69 

65 

09 

66 

71 

59 

53 

54 

55 

60 

64 

63.0 

Gordon 

.  /  Maximum. 

83 

82 

79 

S3 

82 

80 

90 

90 

87 

87 

86 

83 

86 

90 

86 

8! 

86 

90 

94 

90 

86 

80 

80 

87 

80 

72 

79 

82 

86 

86 

83 

84.4 

^  Minimum .. 

69 

64 

57 

47 

5C 

60 

58 

57 

61 

61 

64 

67 

54 

61 

60 

43 

44 

46 

55 

65 

66 

65 

67 

61 

65 

50 

43 

45 

48 

51 

58 

56.8 

Greensburg-'2  S 

.  )  Maximum. 
\  Miuiiuuiu.. 

84 

59 

78 
66 

77 

48 

81 
45 

82 
53 

83 
62 

82 
60 

89 
62 

9(1 
66 

92 
61 

92 
55 

82 
65 

84 
52 

88 
61 

78 
61 

84 
44 

85 
46 

88 
64 

90 
56 

88 
68 

79 
64 

77 
66 

84 
63 

86 
57 

82 
65 

76 
45 

82 
50 

83 

48 

86 

87 
60 

75 
62 

83.7 

.57.0 

Hanover  / 

.  /  Maximum. 
\  Minimum.. 

85 

85 

81 

83 

85 

86 

93 

94!     86 

88 

88 

83 

86 

90 

75 

80 

86 

89 

93 

93 

90 

81 

84 

89 

82 

80 

79 

83 

84 

86 

S5 

85.5 

65 

'7(1 

6.- 

61 

59 

66 

68 

67 

69 

66 

68 

71 

63 

63 

70 

63 

57 

69 

64 

71 

69 

68 

69 

66 

70 

60 

55 

55 

60 

66 

65 

64.0 

HarrisburgArpt.  1-3.5S.  / Maximum. 

8f 

82 

81 

84 

82 

85 

92 

93 

90 

91 

88 

83 

87 

92 

79 

80 

87 

92 

96 

92 

88 

82 

81 

90 

82 

78 

82 

85 

88 

89 

86 

86.2 

\  Minimum .. 

71 

67 

61 

57 

57 

67 

68 

66 

69 

66 

7( 

70 

64 

60 

61 

62 

54 

56 

65 

69 

68 

68 

68 

63 

68 

58 

64 

54 

67 

63 

66 

63.1 

Hawley-0.5  E 

.  (  Maximum. 
\  Minimum.. 

84 

81 

79 

83 

83 

83 

90 

87 

90 

81 

82 

78 

86 

89 

79 

79 

85 

92 

96 

87 

85 

72 

74 

89 

83 

80 

81 

84 

86 

89 

78 

8.3.7 

64 

61 

49 

48 

46 

58 

58 

51 

62 

63 

64 

64 

55 

64 

58 

43 

45 

48 

54 

66 

67 

65 

63 

67 

60 

51 

45 

46 

50 

63 

60 

55.8 

Hewitt-'2  SW 

.  (  Maximum. 
\  Minimum.. 

87 

85 

80 

80 

87 

80 

90 

60 

88 

89 

1     88 

87 

86 

90 

75 

79 

82 

96 

95 

89 

78 

80 

88 

89 

86 

70 

80 

81 

85 

85 

86 

84.5 

60 

62 

46 

49 

47 

51 

60 

57 

6f 

62 

59 

63 

50 

49 

49 

41 

40 

47 

69 

64 

69 

59 

65 

66 

69 

49 

40 

44 

54 

60 

54 

55.6 

Holtwood' 

.  /  Maximum. 
V  Minimum.. 

84 

82 

82 

84 

82 

81 

90 

90 

86 

91 

90 

79 

84 

91 

77 

81 

86 

91 

93 

91 

90 

84 

84 

99 

81 

79 

81 

88 

86 

87 

82 

85.5 

74 

68 

64 

64 

62 

6b 

73 

68 

73 

•    70 

73 

73 

70 

66 

64 

59 

61 

64 

7f 

72 

72 

71 

70 

69 

70 

64 

59 

59 

63 

64 

67 

67.2 

Huntingdon 

.  (  Maximum. 
\  Minimum.. 

85 

82 

78 

82 

82 

84 

91 

91 

9C 

i     8S 

89 

86 

87 

91 

83 

80 

86 

97 

97 

90 

85 

79 

84 

89 

84 

77 

80 

84 

87 

88 

84 

85.8 

64 

58 

52 

49 

56 

63 

65 

63 

65 

1     ^* 

66 

70 

55 

53 

59 

43 

50 

61 

61 

70 

66 

65 

66 

62 

63 

1     '' 

47 

48 

51 

55 

61 

58.6 

CoDtinued  on  page  S6. 


riiLv  u)4t) 


CLIMATOLOGICAL  DATA:    PKNNSVIA  ANIA  SK(T1()N 


55 


Stations 


udlaua 

rwin 

Bmestown/-2NW.. 

(ilitistown/ 

vaue'-l  N 

Lancaster 


jawreiHwIlle  — 

jcbauon    

jewisto\vn/-2S\V. 

x)ck  Haveu^ 

darous  Hook' 

ilartinsburg' 


tiavich  Chuuk-lSW. 

Jeactvllle /-I  S 

irercer*-2.5NE.    ... 
tIi{ldletown>-1.5\V. 

klidland'' 

ldoutrose/-3  E 


1      -2 


kit.  Pocono'-'2  N 

•^e-K  Bloom rtfcld 

>?ewburg'-3.5N\V 

■Jew  Castle-1.5  N 

?alinerton' 

c'ark  Place^-l  NW 

Phila    .irpt.'-7SW 

:'hila.it!lphiaC.O.i 

:*hila.  Shawmont 

PhiIip.sburg'-7  E 

Phoenix  ville-1 .5  SE 

Pittsburgh  Arpt. 1-7.5 SE 
Pittsburgh  City  Office' . . 

Port  Clinton/ 

Putney  ville-2 .5  SE 

3uakertown-0.5  E 

Readingi 

Ridgway  / 

Scrantoni 

Selinsgrove 

Somerset 

Springs6-1  SW 

State  College' 

Stroudsburg-2  E 

Tamarack  /-2  S 

Tiouesta/-1.5SE 

Titusville-'i  S 

Towanda-1  E 

Tunkhannock 


Maximum.. 
MInlimun.. 

Maxinuiin.. 
Mimmuni.. 
Maximuin,, 
Miiiinium .. 
MaxmuuM.. 
Miuimum.. 
Maximuin.. 
.Vliuimuin.. 
.Maximum.. 
.Miiiiuiuu).. 

Maximum.. 
Miiiimuiu.. 
MaxitnuiiJ.. 
.Miuimuui.. 
Maximum.. 
Miuiiiuim.. 
^iaximull!.. 
Miuiimim.. 
ivi;iximuiii.. 
.vtiiiitmuu.. 
Maximum.. 
Minimum.. 

Maximum.. 

Miiiiiiium.. 
Maximum.. 
Minimum.. 
Maximuin.. 
Miiiiimna.. 
.Maximum. 
Minimum  . 
.Maximum.. 
Minimum.. 
.Maximum.. 
.Minimum.. 

Maximum.. 
Minimum.. 
Maximum  . 
Minimum. . 
Maximum . 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 

Maximum.. 

Minimum.. 
Maximum.. 
Minimum.. 
.Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 
Maximum.. 
-Minimum.. 

Maximum.. 
.Minimum.. 
Maximum.. 
Minimum.. 
Maximum., 
Minitnum.. 
Maximum.. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 

Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum .. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum., 

Maximum. 
Minimum. 
Maximuin . 
Minimum .. 
Maximum. 
Minimum. 
Maximum. 
Minimum.. 
Maximum. 
Minimum. 
Maximum. 
Minimum. 


73 


79  76 
55  55 


80 


46i  47 

75;  77 
45  4S 


Dally  Temperatures  for  July  1846— Contiuued  from  pave  ^4 

16     16 


6 


81 
57 
88 
54 
84 
54 
81 
53 
79 
42 
80 
63 

81 
53 
83 
60 
84 
6' 
86 
55 
84 

77 
54 

81 
50 
82  83 

45 
79  80 
52  56 
S3i  83 
5-,!  69 
hl|  86 
53!  56 
78 
51  55 


53  54 

82  85 

50!  53 

81  80 


77  74 

53!  56 

83l  82 

60  59 


83:  84 
54  64 


78!  88l  82 


561 

8l|  83 

571  60 

82|  81 

56  54 

77  i  82 

41 1  51 

83j  82 

50  50 

82  82 

59  59 


83! 
461 
83 
66 
82 
50 
74 
50 
70 
47 
80 
56 

88| 
50 

"4 
66 
82' 
52 
77 
50 
85 
50 
83 
50 


8   9 


63  61 

95  90 

65 

79 

82 

91 

58 


87 

60 

94 

63 

92 

64 

89!  92 

63   67 

94   85 


82'  84 


10 


11 


12 


18 


14 


901 
67 
94; 

.i9i 
80! 

«''! 

85. 
68l 

75 
50| 

8-51 
66| 

81 
68 

7H 

7tr 

89' 
69; 
S6i 
70i 

82; 


80! 


81'  87 

65!  62 
80! 

69!  62 

78! 

67  60 


64:  61 
87 

68  66 

83 

6s!  51 

79,  83 

68!  63 

84i  84 

69l  84 

79!  84 

64;  4 

7.i!  80 

58!  49 

83,  85 

70  56 

80  91 

66,  58 
78 

64  i  53 

86,  83 

63  53 

84'  81 

62  50 

83  84 

69  55 
88!  84 
67  56 


17  18 


19 


79|  76 

52  39 
72  78 

53  48 
85 
56  45 


92 
51 
84 
58 
871  90 
49|  52 
81  86 
44  49 
84  91 

48  50 
8ll  91 

49  51 


20  21 


22  28 


24 


84  87 
63|  60 
88 
66 
9(1 
58 
92 
61 
81 
47 
87 
65 


84  87 


26 


56  62 

94  85 

.56  58 

85  80 

66  62 


26 


27 


28 


29 


80 


81 


Mean 


75 
49 
77 
6.^ 
75 
43 
79 
52 
70 
39 
82 
57 

76 
48 
79 
58 
80 
53 
80 
50 
88 


81 
49 
83 
62 
82 
48 
84 
48 
77 
3C 
83 
61 

80 

48  49 


88 
66 
87 
65 
89 
54 
90 
52 
82 
44 
86 
62 

89 
62 

87 
56 
89 
52 
89 
54 
89 


75 
50 

77 
56 
74 
44 
72 
46 
78 
58 
74 
50 
71 
49 

71 
51 
81 
60 


50 

80 
45 
83 
46 
81 
54 
83 
54 
83 
55 
79 
55 

76 
48 
83 
46 


83 
54 


76 
54 
7C 
56 
79 
56 
79 
43 
77 
58 
81 
61 

78 
43 
76 
55 
80 
51 
74 
42 
70 
45 
75 
83 

86 
57 
71 
48! 
74 
47 
70 
42 
77 
49 
76 
50 


42 

8:^ 
43 
78 
47 

74 
52 
82 
59 
84 
64 
83 
55 
73 
37 
82 
49 

79 
55 
81 
55 
81 
47 
79 
40 
79 
48 
83 
56 

81 
42 

78 
51 
80 
4' 
7S 
38 
72 
41 
80 
50 

85 
46 
73 


59 
84 
57 
84 
65 
85 
55 
76 
41 
84 
51 

84 
59 
84 
5S 
82 
48 
81 
4S 
83 
49 
84 
56 

84 
43 
83 
52 
81 
48 
80 
40 
76 
44 
81 
52 

86 
48 
76 
53 
82 
48 
77 
40 
84 
47 
83 
49 


53 
88 
53 
83 
52 

81 
58 
85 
61 
84 
66 
86 
56 
80 
44 
87 
54 


86 
55 
84 
50 
85 
44 
81 
47 


84 
68 

84 
50 
89 
64 
86 
59 
87 
64 
86 
61 
86 
59 

82 
55 
88 
53 


74 
62 
79 
62 
82 
59 
78 
61 
68 
66 
82 
fiO 

76 
63 
86 
65 
86 
68 
82 
62 
89 

'si 

58 

82 

69 
78 
59 
75 
60 
86 
66 
77 
64 
76 
61 

76 
59 
85 
60 


65 
85 
66 
86 
54 
90 
53 
85 
58 
87 
65 

90 
49 
88 
69 
85 
56 
85 
5! 


63 

89 
54 
83 
58 
87 
53 
83 
52 
89 
54 
86 
86 


56 
78 
61 
80 
63 

77 
61 
84 
62 
83 
67 
85 
60 
74 
55 
85 
59 

72 
63 
74 
66 
83 
59 
81 
56 
83 
71 
86 
67 

76 
50 
81 
64 
83 
66 
80 
54 
75 
56 
82 
64 

89 
62 
76 
58 
70 
.57 


84.0 
59.7 
86.2 
64.9 
84.4 
68.0 
86.6 
59.6 
79.3 
47.0 
85.6 
58.7 

83  6 
56.6 
86.4 
62.7 
87.1 
59.4 
86.1 
59.2 
89.1 

82.1 
58.1 

582. 3 
567. 1 
82.6 
.53.7 
80.7 
56.6 
88.8 
63.3 
83.9 
59.8 
78.8 
57.4 

77.4 
55.9 
86.0 
67.3 
55 
56.6 
85.5 
55.9 
82.4 
58.9 

78.4 
69.4 
85.2 
C5.3 
84.7 
67.8 
87.1 
63.1 
78.5 
60.9 
86.7 
62.4 

83.9 
62.1 
85.0 
63.9 
84.3 
59.0 
83.3 
53.4 
84.1 
62.4 
85.9 
64.7 

84.1 
51.3 
83.2 
61.0 
84.5 
58.2 
81.5 
.52.  8 
77.7 
52.6 
83.8 
59.6 

87.6 
59. 1 
77.3 
56.3 
82.9 
55.4 
80.3 
52  6 
83.5 
8,5.8 
85.0 
58.1 


Continued  on  page  66. 
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Daily  Temperatures  for  July  1946— Continued  from  page  55. 


Stations 


Union  town /  Maximum . 

\  Minimum. 
Vandergrifti ( Maximum. 

\  Minimum. 
Warren /  Maximum. 

\  Minimum. 
Waynesburg /  Maximum. 

\  Minimum. 
Wellsboro  / /  Maximum . 

\  Minimum . 
West  Chester /  Maximum . 

\  Minimum., 
Wilkes-Barre ' .  Apt.  -3N.  /  Maximum. 

\  Minimum., 
Williamsport  Arpt.'-4  E  /  Maximum. 

(.  Minimum.. 
WilUamstown /  Maximum. 

\  Minimum.. 
Woodward  Apt'-2  NE..  .  /  Maximum. 

\  Minimum.. 
York-3  SW /  Maximum. 

\  Minimum., 


15 


90 
55 
90 
56 
88 
53 
87 
5t 
86 
49 
89 
62 
91 
58 
83 
5"^ 
89 
53 
84 
63 
92 
57 


16     17     18 


20 


22 


23 


24 


25     26     27 


62 
91 
61 
89 

55 
86 
59 
86 
56 
87 
68 
87 
62 
89 
63 
87 
65  62 
78  82 
60  61 
88!  <J2\ 
70'     63 


28 


29 


30 


31    Mean 


50,  51 

81  84 

48  49 

80!  83 


51     56 

8(1     82 
49     52 


86.1 
61.2 
86  3 

60.1 
84.0 
5i  5 
84.7 
58.0 
81.9 
52.  3 
84.6 
63.5 
if,  A 
60.  3 
84  7 
59  ,i 
8-5.4 
.58. 0 
78.5 
59.4 
89.4 
61.0 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PHBSSTTBE,  WIND,  HUMIDITY  AND  STTNSHINE. 


Stations 


Erie 

Harrisburg.. 
Philadelphia 
Philipsburg.. 
Pittsburgh... 
Reading..  .. 
Scranton  . . . . 


Atmospheric  pressure 
(reduced  to  sea  level) 


.30. 31 
30.29 
30. 29 
30.  32 
30.  26 
30.28 
30.31 


4 

29.78 

5 

29.85 

5 

29.88 

4 

29.91 

4 

29.85 

28 

29.87 

5 

29.84 

Wind* 


u 
3 

o 

•«        S 

OJ  o      wo 


6.3 

5.9 
7.0 


7.8 
8.1 
5.4 


SW. 

nw. 
s. 
s. 
w. 

8W. 
SW. 


Relative 
Humidity 


50t|. 


•  For  any  five-minute  period.  ••  Corrected  to  true  velocities. 

t  12:00  noon.  $  Also  other  dates- .        *  One-minute  interval. 


KIVEK  CONDITIONS 


§ 

1 

1 

i 

Stations 

Rivers 

i 

? 

" 

« 

1 

1 

e> 

•e 

8 

Port  Jervls.N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley.Cnr)  Lock  Xo.  6. 

Sutersville 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Delaware 

Delaware 

Lehigh 

SchuylkUl 

N.  Bf .  Susquehanna.. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio 


2.8 
2.3 
3.2 
4.5 
3.9 
2.1 


4.0 

3.9 

12.7 

3.6 

11.6 

• 

• 

4.0 

e.2 

5.9 

8.9 
j7.5 

5.2 
X5.7 

4.9 
14.6 

5.7 
12.9 


1.7 
1.2 
2.6 


Pool  stage. 


21 
20 
20 


3.6 

19t 

2.3 

21 

0.8 

20 

3.4 

31 

3.4 

20 

11.9 

19 

2.6 

19 

10.9 

30t 

« 

• 

18 
22 
9 
13 
22 
22 
22 
17 
24 
20 
30 
25 
30 


MISOEIiLANEOTTS   PHENOMENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
(Dates  and  number  of  stations  reporting) 

FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
forstations  having  10  or  more  years  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,     tt  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  .  Trace  (0.005  inch  or  less). 

*,  ^  '.  etc.    Number  of  days  missing,  for  example,  »  indicates  two  days  missing. 

Italics,  data  interpolated. 

1 

7 

2 
■2 

3 
'4 

4 
5 

5 
5 

6 

•• 

7 

is 

8 

io 
i 

3 

.. 

27 
2 

9 

is 
i4 

2 

10 

.. 
7 

2 

11 

io 
is 

2 

12 

8 

i 

a 

1 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

2425 

26 

27 

28 

29 

30 

i 

1 

i8 

31 
■9 

i 
4 

26 

Auroras 

Fog,  heavy 

Fro.st,  killing  .... 

Glaze  

Hail 

6 

6 

2 

2 
8 

■5 

6 

■9 

"3 

.. 
1 

i2 

1 

'3 

'2 
6 

39 
3 

'5 

i 

1 

34 
8 

ii 
i 

6 

27 

1 

io 

i 

2 

is 

1 

ie 

is 

's 

24 

7 

•• 

14 

11 

•• 
" 

'5 

Rain,  heavy 

Sleet 

Snow,  heavy 

Thunderstorms.. 
Winds,  high 

1 
39 

4 

's 

2 

•2 

$  Partly  interpolated. 

$$  Incomplete. 

t  -Vnd  other  dates. 

tt  Daily  amounts  inconsistent 

t  Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
1  Midnight  to  midnight. 

'  Measured  in  the  morning  for  the  preceding  24  hours. 
3  Data  for  24  hours  ending  at  1:30  a.  m.  of  the  following  day. 

*  Best  available  used  for  station.-^  not  equipped  with  recorders. 

*  Recording  gage. 

*  At  a  fixed  hour  between  sunset  and  11:00  p.  m. 
'  Noon  to  noon. 

(W.  B.  0..  Phlladelphia-9-20-46-975) 

S^  I  o 

MP 
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PENNSYLVANIA  SECTION 

L.  F.  CONOVER 
HARKISBUKG,  PA. 


Vol.  LI. 


August  1946. 


No.  8. 


SuBscwpTioN  Price:  25  cents  per  annum :  (not  stamps). 
Remit  directly  to  Superintendent  of  Docdments  Washington,  25  D.  C. 


GENERAL  SUMMARY. 

This  was  the  second  coolest  August  of  record  and  the  fifth 
consecutive  month  with  deficient  temperatures.  The  deficiency 
was  the  greatest  of  the  year  and  reduced  the  accumulated  average 
daily  temperature  excess  for  the  year  to  0.2°.  Highest  temper- 
atures were  recorded  during  the  first  decade.  Except  at  south- 
eastern and  a  few  western  stations,  they  were  below  90°.  Mini- 
ma fell  below  freezing  on  the  25th  and  light  frosts  were  reported 
in  the  closing  days  at  scattered  mountain  and  northern  stations. 

It  was  a  dry  month  in  the  western  counties.  One  large  area 
in  the  northwest  and  a  smaller  one  in  the  extreme  west  received 
less  than  two  inches  of  rain.  Greater  amounts  over  the  rest  of 
the  State  raised  the  average  to  near  normal.  Precipitation  was 
generally  adequate  until  the  last  decade  when  light  amounts 
accounted  for  only  12%  of  the  month's  total.  Thunderstorms, 
occurring  about  every  other  day,  were  most  general  on  the 
26th,  when  hail  fell  at  scattered  stations.  Depths  ranged  to 
over  3  inches  near  Doylestown  and  in  the  vicinity  of  Harrisburg. 
Crops  and  gardens  were  damaged,  some  being  a  total  loss.  Fog 
was  more  frequent  and  general  than  during  July.  On  the  19th, 
three  men  were  killed,  one  near  Martinsburg,  and  two  near 
Bernville,  in  airplane  accidents  during  periods  of  poor  visibility. 

A  tornado  struck  a  rural  community  11  miles  south  of  Lan- 
caster on  the  19th  and  caused  some  damage  to  property  and 
crops.  Homes  were  unroofed,  many  trees  were  blown  down, 
and  fields  of  corn  and  tobacco  were  uprooted.  One  barn  was 
moved  from  its  foundation.     No  casualties  were  reported. 

This  was  the  fourth  coolest  summer  of  record  and  the  coolest 
since  1927.  In  spite  of  the  low  temperatures,  crops  did  reason- 
ably well.  The  precipitation  average  was  slightly  above  normal, 
due  to  June's  excess,  and  heavy  rain  interfered  with  field  work, 
locally.  However,  farmers  took  advantage  of  all  favorable 
intervals  and  the  harvest  was  well  along,  much  plowing  for  fall 
seeding  was  done,  and  considerable  seeding  had  been  completed 
at  the  close  of  the  month.  G.  w.  s. 


and  at  Marcus  Hook  on  the  6th  to  a  minimum  of  30°  at  Kane 
on  the  25th. 

PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  216  stations,  was  3.87  inches,  which  is  0.29 
inch  below  the  69-year  normal  for  August.  The  greatest  monthly 
amount  was  7.30  inches  at  Virginville,  while  the  least  was  1.22 
inches  at  Washington.  The  greatest  amount  recorded  in  any  24 
consecutive  hours  was  4.95  inches  at  Berwick  on  July  Slst- 
August  1st. 


COMPARATIVE   DATA  FOR  AUGUST 


Year 


1888. 

1889. 

1890. 

1891. 

1S92. 

1893. 

1894. 

1895 

1896. 

189". 

1898. 

1899. 

1900. 

19U1. 

1902. 

1903. 

1904.. 

1905., 

1906.. 

1907.. 

1908., 

1909.. 

1910.. 

1911.. 

1912.. 

1913.. 

1914.. 

1915.. 


TEMPERATURE. 

The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  86  stations  was  66.9°,  which  is  3.3°  below  the  59-year 
aormal  for  August.  The  highest  monthly  mean  was  74.0°  at 
Marcus  Hook  and  the  lowest  was  58.8°  at  Kane.  Extremes 
ranged  from  a  maximum  of  94°  at  Farrell  and  York  on  the  4th 


1916. 
1917. 
1918. 
1919. 
1920. 
1921. 
1922. 
1923. 
1924. 
1925. 
1926. 
1927. 
1928. 
1929. 
1930. 
1931.. 
1932.. 
19.13.. 
1934.. 
1935., 
1936.. 
1937., 
1938.. 
1939. . 
1940.. 
1941.. 
1942.. 
1943.. 
1944.. 
1945. . 
1946... 


Temperature 


Period , 


69.8 
67.4 
68.8 
69.6 
71.4 
70.4 
69.4 
72.3 
71.2 
67.9 
72.3 
71.2 
75.0 
72.0 
67.8 
67.2 
68.0 
69.6 
73.2 
68.0 
69.4 
69.4 
69.8 
71.4 
67.1 
70.4 
71.3 
68.0 

71.9 
71.2 
73.6 
68.2 
70.2 
68.4 
69.1 
69.2 
70.1 
69.7 
71.9 
65.5 
73.4 
67.7 
70.3 
71.1 
71.6 
70.8 
68.6 
71.3 
73.2 
73.5 
73.8 
73.3 
68.8 
68.8 
69.5 
70.8 
71.5 
69.3 
66.9 

70.2 


100 

100 

98 

99 

99 

99 

98 

101 

101 

97 

99 

101 

103 

99 

100 

99 

96 

95 

90 

97 

102 

100 

98 

102 

93 

102 

100 

99 

103 
101 
108 

94 

95 

97 
100 

96 
102 

97 
103 

92 

99 

98 
108 
104 
103 
104 

98 

98 
102 
101 
100 
98 
98 
101 
96 
101 
103 
99 
94 

108 


Precipitation 


■<0Q 


No.  of  days. 


sg 


(SO 
0H  c; 


33 
37 
34 
35 
42 
30 
32 
32 
35 
34 
37 
.38 
38 
42 
34 
36 
34 
36 
39 
32 
30 
34 
35 
36 
36 
38 
34 
34 

32 
38 
32 
35 
37 
35 
31 
30 
31 
26 
32 
34 
35 
31 
29 
40 
34 
38 
30 
31 
37 
40 
36 
41 
30 
31 
27 
33 
30 
34 
30 

26 


7.05 
3.24 
5.76 
5.09 
3.77 
4.50 
1.84 
3.23 
2.22 
3.17 
6.60 
4.01 
3.33 
6.81 
2.62 
5.29 
4.36 
5.71 
5.62 
2.94 
3.22 
2.31 
2.61 
7.63 
5.02 
2.69 
3.85 
6.71 

2.57 


4 

5 

4 

3. 

3 

3. 

3. 

2. 

5.69 

4.12 

4.60 

2.52 

1.47 

4.01 

2.82 

7.61 

4.94 

3.91 

4.96 

5.43 

2.90 

2.98 

4.57 

4.35 

4.53 

2.72 

2.56 

3.79 

3.87 

4.16 


10 


13 
15 
9 
8 
14 
14 
13 
15 
14 
14 
11 
14 
14 
10 
13 
9 
15 
12 
10 
16 
15 
16 
14 
11 
9 
17 
13 
10 

17 
15 

16 
13 
9 

17 

15 

15 

16 

18 

11 

12 

13 

17 

15 

11 

19 

13 

14 

13 

18 

13 

17 

15 

11 

17 

10 

14 

13 

14 


6 

8 

11 
10 
7 
6 
5 
6 


7 
12 
10 
5 
7 
10 


5 
8 
10 
6 
7 
5 
5 
4 

12 
9 
7 
6 
6 

10 
4 
9 
9 
8 
7 
9 
4 
6 

11 
5 

10 
6 
7 
7 

10 


10  a7 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


August  1946 


Climatoloirical  Data  for  August  1946 


Stations 


Counties 


Temperature,  in  degrees  Fahr. 


Atlantic  Drainage 
Allentown  Arpt.  -4  NE. 
Altoona-4.5  W.  •■••••• 
Burnt  Cabins-2  NE  . . . 

I  anton-1  N  W 

Carlisle ■  ■••••■••• 

Chambersburg-lSW.. 

Coatesville ■•■ 

CurwensvilleApt-6  NW 

Eagles  Mere — 

East  \Vatertord-3  E.  .  . 

Emporiuml  E 

Ephrata 

Everett-O.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover. ...... •■••;•„■ 

Harrisburg  Arpt.-d.o  s. 

Hawley-0.5  E 

Holtwood 

Huntingdon 

Lancaster 

Lawrenceville 

Lebanon 

Lewlstown- 1  W 

Lock  Haven 

Marcus  Hook 

Martinsburg 

Montrose-3  E ■ .    ■ 

Mt.  Pocono  Arpt  -2  M  . 

Paliiierton     

Philadelphia   C.  O 

Philipsburg-7  K.  ...... 

Phoenixville-1.  5SE... 

Port  Clintontl 

Quakertown-O.  5  K 

Reading 

Scranton 

Seliusgrove 

State  College 

Stroudsburg-2  E 

Tamarack-2  S 

Towanda-1  E 

VVellsboro 

Westchester    ■■■ 

Wllkes-Harre  Apt.-3N. 
Williainsport  Apt.-4E 
Williams-town  ... 

Wood\vard-2  NE 

York-3S\V 


Division  mean. 


Ohio  I)  rain  age 

Blairsville-6  NE 

tiradford-1  W 

Brookville  Apt.-1.5S\^ 

Butler...    

Clarion-3SW 

Claysville 

ijorry  

Coudersport. 

Derry 

Donegal 

Donora  

Ebensburg 

Farrell 

KordCity-48 

Franklin 

Greensburg-2  8 

Indiana 

Jamestown-2  NW 

Johnstown 

Kane-1  N 

Meadville-1  8 

Midland 

New  Castle-1.5N 

Pittsburgh  Apt.-7.5  8E 
Putneyville-2. 5  8E  ... 

Ridgway 

Somerset 

Springs-1  SW 

Tionesta-1.5  8E 

Titusville- 2  8 

Uniontown 

Vandergrift 

Warren     

Waynesburg 


Lehigh 

Blair 

Fulton 

Bradford  

Cumberland . . . 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford 

Luzerne 

Bucks 

Adams 

Schuylkill 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia . 

Centre   

Chester 

Schuylkill . . . . 

Bucks 

Berks 

Lackawanna.. 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming  .  .. 

DHUphin 

Centre 

York 


Division  mean — 
Lake  Drainage 

Albion 

Erie 


State  mean. 


Erie. 
Erie. 


384 

1,500 

990 

1,460 

473 

6U0 

431 

2,  215 

2,020 

125 

1,100 

365 

1,020 

1.970 

184 

500 

900 

600 

351 

980 

200 

700 

255 

996 

469 

580 

5.'i7 

12 

1,493 

1,176 

1,914 

45.T 

26 

1,916 

100 

407 

480 

273 

746 

476 

1.217 

44" 

2,  250 

54 

1.319 

440 

544 

5211 

776 

2. 191 

390 


Westmoreland. 

McKean 

Jefferson 

Butler 

Clarion 

Washington... 

Erie 

Potter 

Westmoreland  — 

Westmoreland 

Washington... 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland. 

Indiana 

Mercer ,  . 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong-  ... 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland 

Warren 

Greene 


2,048 
l.titio 
1,400 
1,077 
1,114 
1,170 
1.410 
1,653 

1,  IJ^O 
1.746 

761 

2,  170 
8.i5 
950 
987 

1,160 

1,  son 

1.050 
1,650 
1,750 
1.065 
78(1 
900 
1,286 
1,270 
1,385 
2,100 

2,  500 
1.200 
1.560 
1,040 

8-25 
1, 190 
1,100 


900 
706 


£-5 

3  2 
t.° 


68  2 
64.6 
66.2 
63.4 
68.4 
67.6 
67.6 
61.2 
62.6 
65.0 
64.6 
69.7 
65.6 
65.0 
69.1 
68.8 
65.0 
69.4 
69.4 
64  8 
71.2 
66.  7$| 

67  6 
64.8 
68.3 

68  0 
67.6 
74.0 
64.4 
62.7 
61  3 
66.1 
72  1 
59.2 
69.6 
66  0 
67.2 
70.0 
66.4 
66.9 

66  3 
67.6 
fil.8 
65.4 
63  2 
69.4 
66.9 
66.8 
66.9$ 
62.8 
70.0 

67  5 


63.6 

61.1 

62.9 

66.2 

64.5 

64.2 

63.1 

62.8 

66  4 

61.6 

69.1 

62.3 

70.4 

6i.2 

64.4 

64. 1' 

65.8 

65.4 

67.6 

58.8 

63.6 

67.0 

66.0 

67.4 

64.  2$ 

62.2 

62.7 

60.6 

63.2 

62.3 

67.7 

67.4 

65.0 

65  6 

64.6 


-3.9 
-4.6 


-4.4 

-4.8 
-5.2 


-3.0 

-2.8 
-4.1 

-1.8 


-3  1 
-3  6 
-3.4 
-4  2 
-3.2 
-3.2 
-3.9 
-.3.0 
-4.8 
-3.6 
-3.9 


"-■A.i 

-2.6 

-4.1 

-2.7 

-4.5 

-2  7 

-4.0 
-6.2 
-3.2 
-2.9 
-3.4 
-4.6 
-3.6 
-2.4 


-3  2 
-3.2 
-2.8 

-3'8' 

-2.7' 

-5.3 
-3.2 
-3.8 

-7.1' 
-3.9 
-3.1 
-2.9 


68.0 


-4.6 
-4.4 
-0.7 

■-4'.0 
-6.0 
-4.1 

"—■ib 

-4.1 
-4.8 
-4.5 
-3.9 

-i.'i 
-4.2 
-5.1 


-4  2 
-4.0 

-2.8 
-6.1 


— 1. 


i.9     -3.8 


91 
91 

89 
94 

86 
83 
82 
87 
89 
82 
92 
90 
87 
91 
88 
88 
87 
92 
81 
88 
87 
88 
89 
89 
88 
81 
94 

94 


89 


94 


Precipitation,  in  inches 


=  2 


«'e 


94 


9t 

4t 

8 

9 

6 

4 

4t 

4 
17 

5 

9 

5 

7 
17 

5 

9 

8t 

8 

9 

4t 

4t 

8 

5t 

4 

9 

4 

4t 

4t 

4t 


46 
43 
38 
39 
47 
42 
43 
38 
40 
45 
42 
45 
43 
40 
47 
46 
86 
47 
49 
38 
bh 
43 
43 
39 
43 
44 
43 
54 
41 
40 
37 
42 
65 
31 
43 
40 
43 
48 
42 
38 
44 
41 
40 
40 
36 
47 
43 
43 
38 
42 
43 


30 

31 

31 

30 

25t 

31 

31 

30 

30t 

30 

25t 

31 

24t 

30 

31 

31 

31 

31 

31 

31 

30t 

31 

31 

30 

26 

30t 
30 

31 

30 

30 

311 

31 

311 

25 

31 

31 

31 

31 

31 

30 

25t 

25t 

30 

30 

30 

31 

30 

30 

31 

30 

31 

25 


25t 

24t 

2  It 

30t 

24t 

30 

24 

14t 

21;+ 

24 

24t 

31 

23t 

30t 

31 

31 

30 

31 

25 

31 

24t 

31 

30 

25 

25 

28 

30 

30 

30 

24t 

31 

30 

16 

25 


4.79 
6.67 
6.29 
5.  no 
2.  ^3 
4.95 
6.88 
3.79 
5.08 
3.87 
3.62 
4.33 
6.76 
U18 
3.50 
4.42 
2.16 
4.96 
2.97 
6  91 
3.44 
4.86 
6.34 
3.07 
2.63 
6.60 
6.62 
4.87 
4.54 
4.45 

2  53 
2.63 
4.44 
2.94 
3.13 
5.74 
5.28 
4.01 
2.97 
4.17 
3.29 
2.68 
4  53 

3  68 
5.86 
5.83 
3  24 
3.11 
3.60 
3.32 
6.45 


5.09 
2.32 
2.70 
2  29 
3.6S 
1.66 
1.83 
2  66 
4.62 
3.59 
3.  06 
6.12 
3.75 
3.10 
1.98 
4.97 
3.81 
3.49 
6.62 
2.05 

1  72 
1.24 
1.46 
2.11 
4.94 
4.39 
5.25 
2.29 
1.95 
1.52 
3.84 
2.62 

2  57 
2.05 

3.16 


+0.39 
-1-2  23 


-1.67 
-1-1.07 
+2. 30 

+0.'™' 

-0.07 
-0.11 
-0.31 
+  1.93 
+0.03 
-1.09 
+0.41 
-2.24 
+0.65 
-1.07 
+2.79 
-0.78 
+0.98 
+  1.99 
-0.73 
-1  71 

+  1.57 
-0.84 


+0.36 
-1.98 
-1.48 
-0  IH 

-^1.'77' 
+0.67 
+0.77 
-0.  20 
-0.72 
+0,  23 
-018 
-2.18 

+6.34 
+2  33 

+1.10 


-0.51 

+i.i4 


+  1.31 
- 1 .  02 
—  1.06 
-1.56 
-0.2*1 
-2.22 
-1.6i 
—0.  65 
+0.40 

-o.ii 

+2  08 
+0.07 


2.26 

8.87 


-1.68 
+0.78 
-0.  23 
-0.26 
+2  23 
-1.56 
-1.93 
-2. 12 
-1.88 
-1.12 

+i.'i9" 

+0.76 
-2.32 
-0.97 

-6."  68' 
-1.39 
-1  16 
-1.93 


"S-o 

zl 

A  a 
0° 

H 


1.34 

2.26 
1.56 
2.64 
1.63 
2.19 
3.40 
1.10 
1.92 
1,58 
1.14 
2.29 
1.47 

i.os 

1.65 
0.63 

1  69 
1.06 
3.06 
1.27 
1.91 

2  71 
1.27 
1.10 
1.18 
1.34 
2  12 
1.89 
0.83 
n.  95 

0  84 
1.92 
1.41 
1.41 
1.52 
1.95 

1  27 
1.24 
1.07 
1.29 
1.33 
•2.35 
1.55 
2.04 
1.84 
1.18 
1.48 
0.96 
1  28 
2.06 

4.95 


1.'29 
0.54 
1.07 
1  44 
1.76 
0  99 
0.94 
0.71 
1.51 
1.36 
L08 
1.72 
2.10 
1.35 
1.44 
1.15 
1.15 
2.  34 
3.23 
0.78 
0.87 
0.48 
1.08 
0.70 
2.  36 
2.06 
1.01 

0  80 
0.98 
0..53 
1.18 

1  40 
I  63 
1.10 


17-18 

17-18 

6-7 

31-1 

6-7 

6 

29 

17-18 

6-7 


6-7 
•■•7  • 
6-7 

29 
6-7 
6-7 
7-8 
6-7 

31-1 
6-7 

31-1 
6-7 
6-7 
6 
6-7 
6-7 
6-7 
6-7 

17-18 
6-7 
6-7 

29-30 
6-7 

17-18 

28-29 

6-7 

6-7 

1 

6-7 

6-7 

17 

6-7 

6-7 

17 

6-7 

31-1 
6-7 
6-7 

31  1 


1 

1-2 

17 

17-18 

17 

6 

17 

6 

6-7 

6 

6-7 

31-1 

17 

17 

17 

6-7 

17-18 

17-18 

1-2 

6-7 

17-18 

17 

17 

2-3 

17 

6-7 

1-2 

2 

6 

16-17 

2^2 

17 

17 

6 


3.66        17 


No.  of  days 


o  o 

II 


0     11 


-1.02 
-0.29 


1.68         17 
195    81-1 


13     13 
13 

9      11 
14 

6 
10 

1 

15 
16 
16 

4 

10 
14 

2 
11 

8 
14 
10 
14 
12 
10 
12 

4 
23 

6 
10 

7 

15 
13 
10 
18 

9 
10 
14 
11 

8 

6 

9 
19 

1? 


0  o 


Observers 


17 

12 

20 

17  I    7 

16       8 

12      IC 


4  I  18 
8     13 


7     15 
9    12 


n. 
n. 
nw. 
n. 

SW. 

nw. 

n. 

nw. 

s. 
s. 
e. 


S. 
SW. 

nw. 
nw. 
w. 

nw. 


SW. 

w. 

e. 

SW. 

w. 

s. 

n. 

ne. 

nw. 

w. 

SW. 

nw. 
n. 
n. 
nw. 

SW. 

w. 

w. 

nw. 

w. 

w. 

n. 

nw. 


10     w 


nw. 

se. 

w. 

w. 

nw. 

SW. 

ne. 
w. 
n. 

SW. 


nw. 

nw. 

n. 

n. 

ne. 

nw. 

nw. 

w. 

w. 

SW. 
SW. 


9     W. 
10     w. 


ti.S.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Comm. 
Mrs.  E.  Dillon  Stone. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  Bureau. 
Carl  K.  Bigger, 
t'.  S.  Weather  Bureau. 
R.  E.  Palraateer. 
Ephrata  Review. 
Penna.  Turnpike  Comm. 
Andrew  B.  Evansha. 
George  M.  Hart. 
Dr.  Henrv  Stewart. 
Miss  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &.  Power  Co 
Paul  R.  Yoder.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 
American  Viscose  Co. 
William  R.  Kelley. 
Sun  Oil  Co. 
V.  S    Weather  Bureau 
Harrv  S.  Fancher. 
U.  S. "Weather  Bureau. 
New  Jersey  Zinc  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Phila. -Suburban  Water  Co. 
Earl  E.  Rarick. 
John  E.  Benner. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Dr.  George  E.  Fisher. 
Penna.  State  College. 
Metropolitan  Edison  Co. 
James  E.  Swartz. 
Mrs.M.  Ordelia  Parks. 
M.  8.  Bliss. 
Clyde  T.  saylor. 
U.S.  Weather  Bureau. 
C.  s.  Weather  Bureau. 
Gordon  E.  Lower. 
U.  S.  Weather  Bureau. 
York  Water  Co. 


I 


U.  8.  Weather  Bureau. 

Citv  V\  ater  Dept. 

Civil  Aeronautics  Authority 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

J.  Fred  Kinl-y. 

Potter  Enterprise. 

Miss  N.  Di.K'e  Winemau. 

Penna.  Turnpike  Coram. 

Donora  Zinc  Works. 

John  L.  Mctiough. 

Sharon  Steel  Corporation 

U.S.  Engineers. 

William  K.  Fuller 

Westmoreland  Water  Co. 

Indiana  State  Teachers  Col. 

Pa.  Dept.  Forests  it  Waters. 

Johnstown  Tribune  Pub.  Co. 

Spring  Water  Co. 

Citv  of  Meadville. 

Perrv  P.  Campbell. 

New'Castle  Water  Co. 

U.  S.  Weather  Bureau. 

U.S.  Engineers. 

West  Penn  Power  Co. 

D.  L.  Grove. 

Allen  E.  Yoder. 

U.  S.  Engineers. 

U.  8.  Weather  Bureau 

William  W.  Marsteller. 

Carnegie-Illinois  Steel  Corp. 

Merrell  L.  Jordan. 

Thomas  S  Knox. 


Charles  C.  Gilbert. 
U.  S.  Weather  Bureau. 


[See  pose  64  lor  expitmatton  of  refereace  marks.] 
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Sally  Preolpltatlon  for  Augoist  1946 


Stations 

Counties 

Day  of  month 

1 

2 

3 

4 

6 

6 

7 

8 

9 

ic 

n 

12 

13 

14 

16 

16 

17 

18 

19 

20 

21 

22 

?s 

24 

26 

26 

27 

28 

29 

80 

81 

0 

E-i 

ATLANTIC 

DRAINAGE 
Ddixuare  Basin 

Uppkk  Dei,.\wakk 

Dingmans  Ferry-',  0.51 

!   Pike 

.1 

-    .3 

D    .1 

I    .0 

1    .-• 

.2 

1    .0 

T 

.2 

.0- 

.04 

.0£ 

i  ... 
5   .0 
5  T. 

i  '.'6 

T. 

1  .'6 

2      . 

.4 

.6 
.  1.4 

.9 

* 

.3. 

1.0( 

I    .7- 

.7S 

)   .7( 

1.3; 

)1.8t 

.Sf 

1.21 
1.43 
1.51 
.90 
.66 
1.10 
1.75 
1.07 
.65 
1.46 

1.18 
1  02 
1.16 
.93 
.76 
1.39 
1.20 

2   .8 
1      2 
H  5 
i    .6 

1.9 
J    .1 
)   .9 
1  ... 
1    .5( 
)  ... 

.0* 

6  ... 

2  ... 

7  .. 
2... 

7  ... 

'  '.'6 
.1 
.0 
.2 

7  '' 

2  .5 

i    .0 

3  .0 
.7 
T. 

1  ... 

2  .7 
i... 

)    .01 

.21  ... 

.4 
.1 

.4 
.1 

« 

.3 
.1( 

1    .4 
.6( 

)    .7* 
.1; 
.'2t 
.3; 

1.2' 
.23 

1.3C 
.78 
.52 
.34 
.15 

L26 
.83 
.15 

1    .1 
9    .3 

4  .2 

5  .3 
.7 

1    .7 
)    .9. 

i  t. 

)    .2 

i    .1 

!    .2- 

.01 

.U 

.IC 

1.6S 
.91 

.05 
.70 

• 

1.06 

1.40 

.01 

3.45 

.03 

.68 
.85 
.16 
.08 
.40 

5     06    .1 
5   .12   .2 
4   .11  ... 
1    .12  ... 
i  T.     T. 
1    .  07  . . . 
IT.     .2 

.03... 
r   .13   T. 

.03    . 

.10    .. 
>    . . ,  1. . . 

7 

.    .63... 

.    .10... 

.     .01    .. 

.30   T. 

.  T.    r. 

.  12 . . . 

'■•■•■■• 

18... 

'.'.'.'.'.  ".'06  \ '. '. 

06... 

..,     .02    .. 
17  ... 

06  . . . 

.10 

10... 

"."67  '.'20,';; 

.     2.66 
3.69 
6.91 
3.89 
5.47 
3.38 
4.96 
2.63 
8.65 
2.64 
2  68 

Equinuuk* 

Wayne Il.2 

7  ... 

'  "t". 

Hawley-.O.SK 

HoUisterville- 

Wayne 

Wayne 

Wayne 

Pike 

l.u 

1.2- 
2.0 

D    . 
2   .0 

7    ., 

5  ... 

".04 
J    T. 

'■'.'.'. 

.1 

I  '.'3. 
.0; 
.04 
.2£ 

.3 

.0 
.0 

.1' 

.0 
)  . . . 
)    .2< 

... 
.0.' 

2... 

^  ,.. 
7 

Lakevillo-',  IN 

i    .0 
1 

i  T. 
.0 

T. 
1    . 

... 

I   T. 

'.'6 
)  .. 

T 
.4( 
T. 
.IC 

T. 
.3 
5 
T. 

)  '.'6' 
) '  .'6i 

.01 
T. 

l".'. 

".i 

I  .2( 
T. 

!   .2( 
.U 

.0£ 
T. 
.04 
.27 

Mataiiioras^ 

> 

I  ... 
"f. 

T. 

T. 

".'6< 

Wayne 

Monroe 

Pike    

1.5 
T. 

2... 
)  '.'.'. 
i  ... 

.'i 

.01 
.01 

.i< 

J  . 

Mount  Pocono'.2N.. 

)  't'. 

.3' 
.'if 

.or 
.If 

.4C 
.24 
.27 

Pleasant  Mount'. *.  1  ft 
Stroud>burg.2  K 

Wayne 

Monroe 

Wayne 

N'rthampton 

Lehigh 

Lehigh 

.0 
.0£ 
T 

Tanners  Falls'.*,  1  SE. 

.3( 
.2; 

T 

) 

3  03 

Windtinp',s.3SW 

Lehigh 
Alleutown  Apt'.\4NE 

.02 

.5£ 

.73 

... 

.02 
.2f 
.IC 

2.03 
.11 
.95 

t 

.'67 

T. 

T. 

i ... 

1.2( 

1.1 

.1' 
.6£ 
.2C 

)  ... 

.75 
T. 
... 

.IC 

.38 
.3C 
.23 

'.'40 

.44 
.35 
1.10 
.98 
1.41 
L46 

.... 
. . . . 

3.88 

4.79 
6.22 
6  07 

T. 

T 

'it 

T. 

AUeutowu- 

.48 

.4£ 
.24 

Bethleliem' 

N'rthampton 
Monroe 

T. 

T. 

.36 

.la 
.12 

.'23 
.39 

.19 

.18 
.3£ 

'.U 

.04 
.39 
.09 
T. 

'.'67 

Blakeslee  Corners',  *.. 

.03 

"."i2 

T. 

3.13 
3.00 
4.51 
4.04 

Gouldsboro^ 

Wayne 

Carbon 

Carbon 

Lehigh 

Carbon 

.02 
.04 

T. 
.02 
,05 
T. 
T. 

.06 
.06 

'.'ii 

Lansford'- 

T. 
.'i4 

Mauch  Chunk,  ISW.  . 
New  Tripoli 

T. 
.03 
.13 

.35 
.26 
.37 
.20 

.04 

T. 
.12 

T. 

.48 

.26 

I.IU 

.02 
.06 

2.63 
6.76 

2.61 

4.25 

3.31 

2.77 

3.13 

6.74 

55 

2.73 

4.01 

6.99 

7.30 

3.61 

Zionsville,  1  SW 

Lehigh 

SCHI'YLKILL 

Conshohocken 

Montgomery 
Berks 

• 

.33 

"!i3 
.05 
.09 
.12 
.13 

.10 
.04 

'.'06 
.11 
.04 
.53 

.38 

t. 

1.63 
.05 
.07 
.07 
.70 

T. 
T. 

.03 

Fredericksville^,  IS... 

.03 

.39 

« 

.43 

19 

.66 

.02 

Geigertown*. 

Berks     

.05 

Gratersford^ 

Montgomery 

Chester 

Schuylkill ... 

Phoenixville^,  1.5  SE.. 

■!• 

T. 

T. 

T. 

T. 

.31 

.... 

.15 
.41 

Port  Clinton^ 

.06 

Pottstown2,  0.5S 

Montgomery. 
Schuylkill... 

Potts  ville^ 

.68 

.56 

1.08 

1.36 

1.36 

1.05 
1.33 
1.03 
1.00 
2.12 

.75 
1.67 
1  32 
1.14 
1.41 
L35 

.71 
1.34 
.69 

.76 
1.91 
.62 

.11 

■.07 
.26 

.28 
.28 
.77 
.59 

.38 
.18 
.26 
.26 
.36 

.11 

,06 

t. 

.09 
.17 
.64 

.46 
.06 

.40 

.40 
.07 
.12 

.25 
.68 
1.33 
.89 
.53 

.72 
.45 
.49 
.27 
.14 

.32 
.19 
.45 
1.96 
.20 
.52 

.38 

.01 

1,57 

1.39 

.03 

.02 
.09 
.43 

*  *  '  ' 

.36 

"."06 
.04 

.67 

Reading'.  5 

Berks 

Berks 

T. 

tV 

T. 

.70 

.03 

'.'25 
.05 

.41 

'.'62 
1.26 

.02 

.... 

.05 

.69 

.58 
.15 

"!65 

"t." 

.42 
.42 

i!22 

Strausstown  * 

1.84 

L29 

.50 

3.40 
.88 
.30 
.74 
.33 

.01 
T 
T. 
.64 
1.17 
.70 

T. 

Virginville^ 

Berks 

.01 

.03 

Wernersville 

Berks 

Chester 

Bucks 

Bucks 

Montgomery. 
Delaware.. . . 

Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester 

Chester 

T. 

'.'i? 

.34 

.08 
T. 

.04 
.07 
.50 
.01 

.63 

.41 

Lower  Delaware 
Coatesvllle^ 

.34 

T. 

.02 

.01 

.01 

.01 

."io 

.04 

'f.' 

.08 
,01 
.06 
.07 

.08 
.15 
.10 
.02 
.17 
.07 

.12 

■.'i5 

'.'08 
■.'63 

.66 

T. 
.04 

".08 
T. 

.02 

T. 

.26 

'."88 
LOS 

.10 
.09 
.10 
.14 
.25 

.12 
.09 
.20 

"."i2 

.17 

'.'65 

.10 
.34 
.05 

"."33 

T, 
".'61 

T. 

Doylestown 

'tV 

.03 
.11 

.02 
.31 
.10 
T. 

';63 

T. 

't.' 

'!6i 

.05 
.12 

.29 
.36 
.20 

.12 
.20 

6.88 

George  School^  

Maple  Glen'' 

.01 
T. 
.02 

T, 
T. 

.18 

3.39 
3.50 

Marcu*  Hook2 

T. 
.01 
.15 

'.'is 

T. 

.03 

T. 

't. 

.87 
.26 
T. 

".'43 

1.48 

.11 

•  40 
.05 
.07 

'."84 

.01 

T 
.11 

2.  68 

Philadelphia 
Southwest  Airport,  ' . 
City  Office',  ^ 

4.87 
3.26 

Shawmont.. 

4.44 
3.47 
5.28 

Quakertown,  0.5  E 

';57 
T. 

We«t  Chester.  . 

WestGroveM.SSE.... 

5.83 
6.43 

1.98 

SKSQiiehanna  Basin 

Chemung 
Austinburg',5,2  W... 

Tioga 

Tioga 

Tioga 

Columbia 

Bradford 

Montour 

Luzerne 

.63 
2.33 
1.27 

4.95 
2.54 
.65 

.18 

t. 

.01 
.03 
.14 

LawrenceviUe 

North  Branch 
Berwick 

.04 

.01 
.16 
.06 

.01 
.02 

'.'is 

■;i6 

.04 

'.'08 

'.'64 

.10 
.01 

'.'is 

T. 

'.'65 
.03 

.64 
.22 
.33 

'."65 

.26 
.02 
.20 

'ioe 

"."io 

't.' 

i'. 

.02 

.(a 

'".03 

T. 

.62 
.02 

4.10 
3.07 

Canton2,  INW 

7.12 
5  00 

Danville^ 

Freeland2 

'  *  *  ■ 

2.22 

Hop  Bottom^.  2  S 

Susquehanna 
Columbia,. . . 

.10 

.08 

1.00 

.02 

.78 
.20 

1  46 
.72 
.78 
.62 
.72 

1. 00 
.87 
.57 
.99 

1.43 
.80 

1.52 
1.48 
^.00 
LSI 
.85 
1.30 
.06 
.35 
.63 
1.83 
1.14 
.30 
.95 

.10 

.20 

'.i2 

.'21 
.10 

'.'38 

t. 

.17 
.27 

.38 
.78 
.04 
.12 
.13 

2.70 

1.18 
.09 
.70 
.12 

1.54 
.46 

1.18 

.12 

.20 
.61 
.64 
.27 

* 

.09 
.54 
.97 
.33 
.40 
.31 
.50 

't." 

"2.' 66 
1.93 

Millville'.s 

.40 

.02 

1.96 

.33 

.'28 
.11 
.82 
.05 
.35 
.02 
.03 
.11 

.29 

.08 
.89 
.33 
U15 
.15 
.01 
.05 
.09 
.08 
.82 

03 
.02 
.08 
.01 

t. 

.09 
.11 

"62 
T. 
.12 
.03 

.05 

Mouroeton*.  2  S 

Bradford  

Susquehanna 

Bradford  

Schuylkill . . . 

Luzerne 

Susquehanna 
Lackawanna] 
Susquehannal 

Bradford  

Wyoming..  . . 
Luzerne 

Tioga     

Cambria 

Potter 

Lycoming... . 
Clearfield  .  . . 
Clearfield  ... 
Clearfield.... 

Cameron 

Sullivan 

Sullivan 

Cameron 

Lycoming. .. . 
Potter 

1.14 

1.54 
1.51 
.02 
.05 
.60 
T. 
1.58 
.42 
.61 
T. 

.97 
.44 
.78 
1.04 
.31 
1.30 
1.21 
* 

.16 
.86 
.40 
1.57 
.70 

.13 

.15 

.03 

T. 

.02 

.05 

.03 

.78 

.03 

.11 

.03 

.14 
.»> 
.18 
.08 
.04 
.35 
.02 

• 

.05 
.17 
.65 
.06 
.60 

.01 
.02 

T. 

T 

.06 

.11 

.02 

T. 
.01 
.03 
T. 

.14 
.14 
.16 

•I. 

.18 

.11 
.20 
.08 

'.'39 

.'06 
.04 
.04 

'.'.:: 

Montrose^.  3E 

Orwell''^.  3  N 

T. 

fid 

.81 
.18 

9'i 

'.'41 
.38 

'.'37 

'.'is 

.01 
.32 

6. 11 
4.45 

Park  Place'.  INW 

Pikes  Creek. '.5 

Rush- 

2.96 
4.70 
2.92 

Scranton',5 

Susquehanna^ 

'.'is 

.14 
.05 
.75 
.18 
.03 

T.' 

* 

.22 
.03 
.01 
.05 

t" 

.03 

.01 
.67 

'.'95 
.10 

'.'ot- 

.'i4 
'.06 
132 

.81 

T. 

T. 

.'33 
T.' 

."64 

.10 

.'62 
.'64 

t. 
t. 

.'06 

T.' 

T. 

.'24 

;67 

.07 
.32 

."33 

T.' 

.22 

.io 

.02 

.04 
.04 
.16 
.31 
.02 
.OS 

i'.' 

.'62 

.'63 
.62 
.04 

3.06 
2.97 

Towanda.  IE 

."oi 

."46 

.36 
.06 

."ii 

4.82 

Tunkhannock 

3.68 

Wilkes-Barre'.  3N.... 

West  Branch 
Ansonia2.  2  W 

4. 98 
3.24 

4.29 
4.56 

CarroUtown^ 

.15 

t. 

.04 
.05 

« 

.261 
.21 

...  ] 

.'06 

.471 
.10 

Carter  Camp2 

.16 

.17 

.06 
.04 

.52 
T 

."62 

Cedar  Run2 

.02 

5.66 
4.57 
2.72 

Clearfield^ 

Coalport- 

.io 

T. 

.64 

:o3 

.09 

CurwensvilleApt'  6NW 

.11 

.96 
1.35 
.60 

.05 
.19 

T. 

!66 

!« 

T. 

."ii 

.'03 

54.75 

Driftwood'.  5 

.'69 
.03 

3.  79 

Dushore'.  * 

3.33 

Eagles  Mere2 

Emporium^.  IE 

."i4 

T.' 

.06 

T. 

.02 

.05 

t." 

3.88 
5.08 
3.62 

English  Center',  5 

.95 
.35 

.06 
.22 

in 

.08 
.15 

... 

Galeton 

.55 

.05 

'65    '"^1 

4.27 

Continued  on  page  60. 


60 


CLlMATOLOdlCAL   DATA;    PENNSYLVANIA   SECTION. 


August  1946 


Daily  Precipitation  for  Augnist  1948    Continued  from  page  59. 


Stations 


Counties 


12      3      4 


6       7       8 


West  Branch 
(continued) 

Karthaus^ 

Lock  Haven2 

Medix  Run' ,5 

Philipj-burg',  7  E.. 

Renovo'' 

State  College'.* 

Tamarack-,  2  S        — 

Trout  Run 

Tyrone  '.*.  4  NE 

VVellsboro'' 

Williamsport  Apt.'-4E 

VVillianisport^ 

Williamsport^.  4  8E.  . . 

JUNlAl A 

Altoona.  4.5  \V 

Brei'zewoodi.O.o  E 

Buffalo  Mills'^ 

Burnt  Cabins',  2  NE... 
East  Waterford-i.  3  E. . . 

Everett^  0.5  SW 

Huntingdon  ■■'        

Lewlstown-'.  1  W 

Mapleton  Depot^ 

Martinsburg'......^  ■ 

Mcconnellstowii'i  4NW 
Nerts  Mills','',  3.5  NE.. 

New  Bloomfield 

Newport^ 

Saxton'^,  1  ^v....... 

Shade  Gap'.*.  0.6  SW. 

LWR  8USQUEEAN^A 

Arendtsville^ 

Beavertown 

Bloserville,  1.5  N 

Carlisle 

Columbia 

Dauphin^,  3  N 

Ephrata 

Glen  Rocki.s 

Gordon  

Grantville,  2  SW 

Hanover'^i :■■■■■■■ 

Harrisburg  Apt',  6,3.5  S 

Holtwood' 

Huntsdale^........- 

Kirkwood'.MSW. 

Lancaster 

Lebanon^ 

Middletown',  1.5W. 
Millersburg',*.2E  . 

Milroy'',  

Newburgl.3.5NW.  ... 

New  Park 

Pine  Grove2,  1.5  NE  . . . 

Selinsgrove 

8hamokin2 

Shippensburg 

8unbury2 

Williamstown" 

Woodward'. 2  NE 

York,3SW 

York  Haven^ 

Potomac  Basin 
Chambersburg*.  1  SW. 

Gettysburg ■ 

Hewitt,  2  SW 

Hyndman^ 

McConnellsburg2,. 

Mercersburg2 

South  Mt.  San't'm2  . . . 
GULF  DRAINAGE 
Ohio  Hiufin 

Al.I.EfiHENY 

Acmetonia^ 

Aliens  Mills'.  5 

Blairsville'.  6NE 

Boswell^6NW 

Bradford,  4  W 

Brookvllle',  1.5  SW.  .. 

Buckstown'.  * 

Clarion-'i,  3  SW 

Corry 

Coudersport 

Coudersport,  7.5  E.  . . . 

Kerry 

Donegal' 

Dunlo'.s.  0.5SW 

EbensburgS 

FordCity^4S 

Franklin^ 

GlenHazel2,  INE.  ... 

Home'.  5 

Indiana 

Johnstown', 0  5  w.  .. 
Kane',  IN 


Clearfield.. 
Clinton . . . . 

Elk 

Centre 

Clinton 

Centre 

Cliuton... 
Lycoming 

Blair 

Tioga 

Lycoming.. 
Lycoming. 
Lycoming 


Blair 

Bedford 

Bedford.       . 

Fulton 

Juniata 

Bedford 

Huntingdon . 

Mifflin 

Huntingdon  . 

Blair 

Huntingdon. 
Huntingdon  . 

Perry 

Perry 

Bedford 

Huntingdon . 


.40 

3.72 

.2 

.03 
.hi 
1.29 

1  0;i 

62 
.115 
2.  6fi 
16 
1.(14 
1.06 


.07 
2.  1» 

yo 

1.2(1 

.91 

.75 

.60 

.2(1 

1.26 

50 

74 

• 

92 
1.45 
L95 
1.40 


Adams 

Snyder 

Cumberland 
Cumberland 
Lancaster.. . 
Dauphin  — 
Lancaster.. . 
York ,  ... 
Schuylkill  .. 
Dauphin  — 

York 

Dauphin .  . . 
Lancaster.. . 
Cumberland 
Lancaster..  . 
Lancaster, . . 
Lebanon  — 
Dauphin  — 

Dauphin 

Mifflin 

Cumberland 

York 

Schuylkill. . . 
Snyder 
N'umberland 
Cumberland. 
N'umberland 
Dauphin, 
Centre.  . 
York  .... 
York 


29 

2  15 

.40 

16 

T 

.35 
T. 


.01 


.04 


.65 

1  39 

.12 

.3 

1.45 

1.42 

2.63 

.94 

.23 

.53 

2.25 

.03 
.54 
.60 


.09 


T. 


.35 
.02 
.05 
T. 
.04 
03 
1.70 
LOl 


.09 


2  13 
1.44 
.87 
2.24 
.96 
.67 


Franklin.. 

Adams,... 

Bedford.. 

Bedford  . 

Fulton  ... 

Franklin.. 

Franklin.. 


Allegheny,.., 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset — 

Clarion  

Erie 

Potter    

Potter 

W'moreland 
W'moreland 
Cambria. .. . 
Cambria. . . . 
Armstrong.. 
Venango — 

Elk   

Indiana 

Indiana, 

Cambria 

McKean... . 


1.46 
.23 
.47 
.38 
.67 
.72 
.60 


.29 

.49 

1.29 

.67 

.15 

89 

28 

.19 

.01 

.68 


.27 


T. 


.21 


.04 
.0-2 
.53 

1  47 
.68 
.14 

1.36 


09 

2.01 

54 


.03 
.32 

23 
1.72 
.62 
T. 
.66 
.20 
.08 
.31 

26 


.96 
.10 
.07 
.05 
07 
T. 
.02 
.22 
.44 
3.23 


T. 


.47 


.05 


.04 


.23 


.02 


.85 
1.13 


15 
l.2;i 


.83 


1.9.1 
1.05 


1.76 
91 


1  90 

1  34 

16 

28 

J.0:f 
07 
35 

1,51 
05 

2.04 
.65 

1.65 

1,55 


,34 


1.41 

.'73 
.63 
1.26 

.62 


.63 

i.'oo 


.82 
LIO 


1.32 


2.49 
.36 


.30 
1.32 


.05 


T. 


.10 


.24 


.12... 
.05  ... 


1.13 
.59 


2.19 
40 
91 


1.38 

in 

1.58 
47 
1.43 
1.16 
1  48 
13 
1.14 


1  08 
1.53 

1.58 


1.78 
2.05 
2.12 

90 

45 
1.22 
1.67 
2.45 
.55 
.52 
L59 

06 
L27 
2.10 

14 
1.61 
1.10 

03 
1  20 
1.14 

1.50 
.83 
.77 
.58 
.71 
.72 
.78 
.15 
1  47 
1.39 


.01 


.03 


T 

1.25 
.11 
.79 
1.31 
2.44 
2.90 


.72 
1.10 

'.'39 

.42 

1.99 

.26 
.71 

i.'42 
1  3.i 
1.13 


.76 


.37 
.03 
.01 
1.21 
08 
T 

.05 

1.31 

11 


09 
.15 
.03 

1.70 
.38 
.25 

L13 


.08 

1.46 

.02 


,02 


T. 


.03 


.02 


Day  0/  month 


10     11      12      13     14     15     16     17     IS     19     '20     31     22     23     24     25     26     27     28     29     3(1 


T. 


,27 


.09 


.08 


T. 


.02 


T. 


.03 


.09 


.02 


T. 


.04 


.04 


.01 


.02 


.05 


.06 


T. 


T. 


T. 


.06 


.04 


.06  .22 
T.  .20 
.301.11 
.31;  70 
T.  .39 
.16  76 
T.  1  60 
.03  .37 
.42 

.0* 
36   .53 

.31 
T.       6(1 


.15 


.60 


.14 


.97 
T. 
.71 
.35 
.08 
.04 
.41 
T. 
.95 
.42 
.06 
.22 
.45 
.53 
.11 
.06 
.12 
16 

.1311.02 
.60  .02 
40 


20   .1 

311  .89 
601.22 

01  .18 
,08  .37 
.2411.07 

02  .11 


.  10 
.91 
.46 
.42 

!64 
.4-1 
.32 
.05 
.04 
.21 
1.51 

".a 

.60 


2  26 
.26 

.70 
.45 
.1 

77 

1.09 

.39 

.55 

1.28 

30 

42 

26 

78 

06 


.15 
.60 
.40 
.09 
1.78 
.09 
.36 
.96 
.53 
.76 
.85 
.03 
.4 

.38 
1.40 
.20 
.07 
.56 
.83 
.51 
.50 
.49 


U 

55 
86 
01 
1  00 
51 


0' 
1.71 

.06 
63 

.40 
1.03 

.24 

.03 
1.20 
1.35 
1.44 

.96 

i.'is 

.57 


.02 


T. 
1.00 


.33 


.08 


.09 


T. 


.28 


.15 


.34 


.03 


.12 


.23 


.14 


.02 


T. 


.02 


09 


.04 


.14 


T. 


.12 


.04 


.06 


,U3 


06 


08 


33 


T. 

.67 

T, 

'.'32 
.55 
.63 

1.56 


.83 


1.00 
.68 


.06 


.03 


.15 

T 

.63 

.05 

1.70 

.92 

.45 


.45 
.49 
.01 
.15 
.54 
.03 
.63 

i.'45 
.62 


.56 


.05 


.53 


Continued  on  page  61. 
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Dally  Precipitation  for  Aug-ust  1946-Contlmied  from  page  60 


Stations 


Counties 


AU.EGHRNY 

(continued) 

Krpgari.  4.5  SE 

Lycippus.  1.5  K 

MftrlenvlUe', ' 

Meadvllle-'.  IS 

Mosgrove- 

Parkers  Landing^.  , . 
Pittsburgh  Cty  Of,  5. 

Port  AlleganyS  

HunxsutBwnev^ .  . . 
Putney ville-.  2.5  SE. 

Ridgwayii 

Saltsburg2 

Seward^ 

Sheifield»,5.  6W 

Smetliport'.  5.  1  SW  . 

Strougstown',  5 

Tione.-.ta-M.5SE  .... 

Titusville,  2S. 

Union  City  1,5 

Vandergrift ' 

Warreu- 

Voungsvillei,  5 

MONOMGAHELA 

Confluences,  1.5  NW., 

ConnellsviIle2 

Donorai 

Greensboro^ 

GreenslDurg,  2  S 

Irwin 

Meyer.sdale^ 

Murrysville// 1,  * 

Pittsburgh  Arpt.// 1,5. 

Rices  Landing" 

Somerset 

SpringsS,  1  SW 

Uniontown 

Waynesburg 

Beaver 

Beaver  Falls^ 

Butler 

Farrell2 

Greenville 

Jamestown^.  2NW... . 
Mercer  Arpt.i,  2.6  NE. 
Newcastle',  1.5  N.... 
Pennline.2,  is 

Ohio 

Claysville2 

Coraopolis2,  IE 

Midlands 

Washington',  5 

LAKE  DRAINAGE 
Albion 

Eriei,5 ;; 

Raymondi.s 


Wmoreland. 
W'moreland. 

Forest 

Crawford 

Armstrong., , 
Arm.strong,. . 
Allegheny   . . 

McKean 

Jefferson 

Armstrong. . . 

Elk 

Indiana 

W'moreland. 

Warren 

McKean 

Indiana 

Forest 

Crawford 

Erie 

W'moreland. 

Warren 

Warren 


Somerset... 
Fayette.  . . . 
Washington.. 

Greene 

W'moreland. 
W'moreland 

Somerset 

W'moreland. 
Allegheny . , . 

Greene 

Somerset 

Somerset 

Fayette 

Greene 


Beaver 

Butler 

Mercer 

Mercer 

Mercer 

Mercer 

Lawrence... 
Crawford... 


Day  of  month 


.94   .09 

.08    .55 

.50 

.02 

.13 

.73 

.03 

■  •18 

.65 

.  18 

.32 

.11 

.17 

.05 

.08 

.05 

.16 

T 


92 
19 
20 

H2  . . . 

06   T. 

1.58   .21 

.78    .05 


.17 


,05 


.25 
.32 
.36 
.90 
.90 
.01 
.74 
.05 
.30 
.61 
1.01 
.80 
.54 


.07 


Washington 
Allegheny  ... 

Beaver 

Washington . 


Erie 

Erie 

Potter 


.03 


.46 


.01    .04 


T. 


.07 


.20 


1.20 
1.88 

.65 

T. 

'.'ii 

.42 


.48 
.67 
.95 

.26 
.11 
.32 

.05.... 


T. 


1.06 
1.05 


,95 


1.06 
1.10 


.22 
.29 

.87 
.43 

.'57 
.50 
.30 

2.06 
.92 

1.53 

.09 
.03 
.98 
.06 


.57 


.02 


.29 

1.40 

02 

1.72 

.10 

.06 

.85 


.05 


.07 


.05 


.10. 


10 


11     12     13     14     16     1«     17     18     19     20     21     22     28 


.01 


24     26     26     27     28     29     80     81 


.05 


T. 


.02 


48    .17 


.03 


.01 


T. 


02   T. 


T. 


T. 


10.. 


[See  page  64  for  explanation  of  reference  marks.] 


T. 


.93 
.46 
.20 
.02 
.09 
.05 
.41 
.03 
.24 
.18 
.02 
.24 
.53 
.14 
.06 
41 
.07 
12 
.12 
.28 
.01 
.03 


.04 
.06 
.114 
.12 
.12 
.34 
.59 
.27 

1  14 
.03 
.53 
.44 

1.40 
.04 

1.07 


.15 
.26 

.'87 
1.78 
1.05 

^37 
2.02 
2.35 
1.26 
1  57 

.73 


24 


.02 
.18 
.14 
.09 
■  81 
L( 
'1 

.07 
T 
.01 
.55 
.06 
.18 


.07 

.90 

L08 

.07 


1. 
1.42 


78 
1.44 
2.10 


2.34 


.17  ... 
.67  ... 


T. 


1.07 
.01 


.06 


.07 


1. 

.40 
T. 
.18 

.02 
.32 


.02 


T. 


.25 


.02 


.07 


.07 


.02 


.03 


.56 


.09 


.07 


T. 


.03   .03 


4.38 
4.93 
2.81 
1.72 
8.31 
2.70 
2.21 
1.93 
3.98 
4  94 
4.39 
8.18 
4.93 
1.26 
1.42 
4.01 
1.98 
1.52 
1.96 
2.62 
2.57 
L85 


3.52 
5  06 
3.06 
8.71 
4.97 
2.99 
2.53 
1.90 
2.11 
3.74 
5.25 
2.29 
3.84 
2.05 


1.52 
2.29 
3.75 
1.82 
3.49 
1.94 
1.46 
1.85 


1.66 
1.27 
1.24 
1.22 


2.25 
3.73 


Daily  Evaporation( inches)  and  Wind  Movement  (miles) 


Stations 


Confluence",  1  SW.  \  Evaporation. . . . 
(  Wind  movement 

Ford  City",  4  S /  Evaporation .... 

I  Wind  movement 

Hawley",  IS / Evaporation . . . 

\  Wind  movement 

Jamestown2.  .2  NW  (  Evaporation .... 
I  Wmd  movement 

Neffs Mills" .3.5  NE.  \  Evaporation  .... 
'  Wind  movement 


.058 
37 


.154 
32 


150 


134 


10     11 


.212 
21 


.197 
123 


.245 

78 


.172 
137 


12 


.117 
23 


13 


149  .  051 
22     31 


.169 
6» 


142.136 
47      23 


.320 
56 


.136 
2 


14 


15 


.286 
12 


.210 
15 


16 


.090 
40 


19     20 


.102 

22 


004 


.266 
34 


.039 
19 


.224 
29 


.171 
45 


22 


23 


177 .  132 
25     22 


.118.122 

28      10 


184.164.1.54 

81     21      18 


.238 
32 


.229 
33 


.158 
21 


24 


.128 
30 


.112 
38 


.149 
35 


25 


.114 

37 


26 


27     28 


29 


.076 
15 


.157 
28 


.150 
24 


.176.1041.152 
23       5      11 


Italics  mean  minus  quantity. 


.026 
20 


159 


144 


.045 
6 


.159 


31    Total 


.041 
17 


3.678 
765 


4.186 
841 


4.154 
1477 


4.287 
862 


3.714 
367 


[See  page  64  for  explanation  of  other  references.] 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


August  1946 


Daily    Temperatures  for  Augrust  1946 


Stations 


Albion 

AUentown  Arpt.i-4  NE. 

Allentown/ 

Altoontu4.5  W 

Arendtsville/  

Beavertown 

Berwick 

Bethlehem  i 

Blalrsvine'-6  NE.  ... 
Bradford-4  W 

BrookvlUei-l  5  SW.  . 
Burnt  Cabinsi-2  NE  . 
Butler 


/  Maximum. 

>,  Minimum. 

/  Maximum. 

\  Minimum. 
,  I  Maximum. 

\  Minimuni. 
.  /  Maximum. 

V  Minimum. 
,  (  Maximum. 

\  Minimum. 
.  J  Maximum. 

I  Vlinimnm . 
.  /  Maximum 

\  Minimum . 
.  /  .Maximum 

\  Minimum. 

.  t  Maximum 

I  Minimum. 

.  (  Maximum 

\  Minimum. 


Maximum. 
Minimum. 
Maximum. 
Minimum. 
Maximum. 
Minimum .. 
Maximum. 
Minimum . 
Maximum. 
Minimum.. 
Maximum. 
Minimum. 
Maximum. 
Minimum . 
Maximum. 
Minimum. 
Maximum. 
Minimum . 
Maximum. 
Minimum. 


Canton/-lNW       

Carlisle 

Chambersburg6-1  SW.  . 

Clarion6-3SW 

ClaysvlUe/ 

Coalport  / 

C!oatesville/ / 

Columbia {IfSS:. 

Corry {^SSZ:. 

Coudersport {^SS^Z: 

Curwensvine>.6NW..     (Maximum^ 

nnrrv  /  .^laximuin. 

"«"''■•■  V  Minimum. 

Donegal' (  ^fSm  .' 

Donora' /Maximum 

Eagles  Mere  / .     . . 


,(M     , 

\  Minimum. 
,  (  Maximum. 

\  .Minimum. 


■(•' 


East  Waterford6-3  E  .    . .  /  Maximum. 
\  Minimum. 

Ebensburg/ (Maximum. 

\  Minimum. 


Emporium  /-IE. 

Ephrata 

Eriei 

Everetti-0.5  -:W 

Farrell 

Ford  City /-4  8. 

Franklin/ 

Frederlcksville- 

Freeland 

George  School* 


.Maximum. 
Minimuni. 
Maximum. 

\  Minimum  . 
(  Maximum . 

\  Mininniiii .. 
(  Maximum. 

\  Minimum. 
(  Maximum. 

\  Minimum. 
(  Maximum. 

V  Minimum. 
I  Maximnn.. 

\  Minimum. 
IS /Maximum. 

\  Minimum. 
j  Maximum. 

\  Minimum. 
(  Maximum. 

\  Minimum . 


Gettysburg 

Gordon 

Greensburg-2  S 

Hanover/ 

HarrlsburgArpt.  '-3.6  S 

Hawley-0.5  E 

Hewltt-2  SW 

Holtwoodi 

Huntingdon 


/  Maximum. 
\  Minimum . 
/  Maximum. 
\  Minimum . 
/  Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum. 
(  Maximum. 
\  Minimum., 
(  Maximum. 
\  Minimum. 
/Maximum. 
\  Minimum . 
( Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum. 


75 
62 
75 
63 
67 
61 
76 
64 
84 
61 
7J 
63 
73 
62 
71 
,59 
65 
59 

70 
BO 
74 
63 
75 
62 
66 
59 
80 
66 
78 
62 
74 
60 
76 
61 
73 
56 
74 
62 

78 
66 
68 
60 
69 
59 
67 
55 
75 
63 
73 
59 
7fi 
63 
67 
58 
65 
57 
71 
5H 


72 
58 
71 
59 
66 
58 
72 
61 
7S 
57 
72 
60 
69 
58 
72 
56 
71 
56 

71 

67 

74 

59 

78 

62 

67 

56 

73 

62 

7 

61 

74 

58 

74 

53 

69 

57 

75 

60 

76 
61 
74 
58 
75 
56 
66 
56 
74 
60 
7(1 
56 
79 
62 
69 
54 
64 
56 
68 
66 

71 
67 

75 
61 
75 
62 
69 
60 
76 
66 
73 
60 
75 
62 
70 
58 
74 
65 
73 
60 


80  71 


65 

62 

77 

70 

62 

58 

76 

73 

63 

60 

75 

73 

67 

63 

71 

77 

66 

62 

74 

68 

68 

56 

76 

75 

67 

60 

73 

73 

69 

64 

71 

71 

61 

61 

82 
66 
82 
56 
78 
57 
82 
60 
77 
56 
79 
57 
81 
57 
81 
57 
78 
56 

81 
56 
82 
58 
78 
60 
76 
55 
81 
63 
81 
61 
83 
56 
85 
59 
80 
56 
81 
57 

85 
60 
82 
62 
77 
57 
76 
55 
82 
57 
80 
64 
88 
65 
7=1 
54 
75 
58 
76 
66 

78 

58 

84 

6n 

77 

6 

80 

58 

87 

64 

83 

59 

82 

68 

79 

69 

79 

63 

80 

58 

80 
64 
79 
57 
82 
56 
81 
63 
84 
63 
76 
51 
84 


90 
60 
88 
60 
86 
58 
90 
58 
86 
45 
88 
60 
88 
63 
83 
63 
82 
49 

84 
54 
90 
67 
88 
55 
84 
57 
87 
60 
90 
58 
88 
54 
86 
57 
87 
53 
89 
69 

92 

60 
83 
62 
81 
63 
80 
57 
88 
60 
84 
64 
88 
66 
79 
66 
84 
64 
83 
57 

86 
68 
90 
61 
84 
65 
88 
.56 
94 
63 
87 
56 
87 
58 
85 
65 
82 
60 
87 
64 

87 
62 
88 
67 
86 
56 
90 
62 
93 
61 


68 


79 
61 
80 
60 
76 
57 
77 
64 
87 
58 
84 
60 
77 
64 
70 
61 
79 
65 

71 
59 
77 
59 
90 
63 
74 
67 
80 
64 
75 
63 
74 
61 
6H 
69 
72 
56 
83 
62 

80 
64 
74 
57 
73 
63 
66 
57 
79 
62 
66 
5' 
75 
67 
79 
61 
70 
60 
70 
60 

68 

5 

87 

65 

75 

66 

72 

61 

89 

68 

70 

61 

68 

62 

78 

60 

78 

60 

82 

64 


65 
60 
66 
61 
76 
67 
72 
61 
75 
60 
71 
62 
65 
60 
74 
65 
76 
56 

78 
69 
70 
58 
77 
62 
71 
56 
70 
61 
71 
61 
81 
69 
80 
61 
76 
56 
67 
69 

69 
60 
79 
63 
79 
58 
71 
56 
78 
64 
69 
58 
81 
64 
76 
54 
63 
67 


12  13 


90  90 
59 

85 


79 

56 

SS 

4h 

67 

.51 

79 

60 

70 

5 

76 

61 

70 

54 

73 

58 

68 

55 

74 
63 
80 
62 
71 
63 
76 
56 
76 
62 
75 
59 
76 
59 
76 
62 
80 
65 
79 
61 

82 
63 
77 
65 
75 
60 
85 
60 
79 
60 
75 
56 
76 
60 
77 
64 
76 
61 


80  83 
61  65 


72 
47 
78 
43 
69 
49 
74 
56 
70 
48 
78 
56 
69 
53 
73 
66 
69 
60 

71 
49 

81 
56 
71 
60 

77 
61 
74 
54 
75 
5 

50 

66 
79 
64 
79 
55 

79 
57 
77 
50 
74 
52 
79 
58 
82 
68 
77 
50 
78 
54 
81 
61 
78 
56 


80 
55 
72 
46 
72 
50 
68 
52 
70 
52 
71 
43 
77 
55 


16 


16 


17 


20 


76 
54 
80 
49 
80 
42 
79 
43 
78 
43 
79 
56  68 


82 
65 
76 
38 
75 
45 
71 
47 
77 
42 
75 
40 
78 
62 
73 
49 
72 
52 
76 
42 

79 
46 

79 
56 
76 
64 
78 
46 
84 
49 
78 
45 
79 
44 
76 
61 
73 
51 
78 
69 

75 
66 
77 
45 
79 
43 
78 
67 
78 
66 
78 
54 
80 
60 
79 
63 
77 
49 


80 
60 
79 
59 
80 
48 
81 
50 
79 
46 
81 
51 
79 
58 
80 
56 
80 
39 

80 
44 
81 
47 
84 
41 
76 
46 
79 
50 
81 
60 
83 
46 
84 
44 
80 
42 
79 
51 

82 
64 
82 
44 

79 
42 
77 
51 
84 
62 
80 
50 
86 
55 
75 
49 
76 
58 
79 
51 

82 
45 
80 
66 
85 
61 
66 
47 
87 
55 
85 
47 
82 
44 
77 
63 
72 
51 
80 
57 

78 
51 
78 
46 
8-2 
45 
79 
65 
80 
64 
79 
61 
73 
57 
82 
63 
81 
49 


63 

87 
60 
90 
67 
89 
65 
79 
63 
79 
64 

80 
63 
89 
65 
80 
70 
83 
63 
85 
67 
87 
63 
8( 
64 
81 
67 
84 
63 
88 
66 

90 
69 
79 
65 
79 
67 
77 
60 
83 
6H 
80 
66 
86 
71 
76 
60 
80 
66 
79 
63 

83 
56 

89 
68 
80 
66 
8» 
66 
81 
69 
82 
66 
80 
67 
76 
68 
81 
62 
85 
66 

82 
64 

87 
65 
81 
69 
86 
65 
88 
69 
86 
64 
89 


83 

67  68 


85 
.58 
70 
53 
79 
48 
68 
47 
77 
57 
74 
51 
80 
57 
75 
52 
72 
68 
70 
63 

76 

53 

81 

58 

69 

61 

78 

64 

79 

69 

7 

55 

73 

6' 

77 

54 

72 

54 

81 

64 

80 
59 

60 
78 
50 
81 
60 
81 
60 
79 
56 
86 
67 
81 
64 


22 


23 


76 
51 

81 
50 
79 
40 
75 
60 
81 
66 
82 
63 
76 
51 
75 
62 
78 
4 

82 
55   56 


531  61 

77  76 

49  50 

76l  76 
461 

76  81 


47  4 

78  78 

58:  69 

77:  82 

63  63 
78 

60  62 


24  25 


26 


27 


39 
74 
41 
72 
41 
71 
44 
73 
50 
76 
45 
70 
41 
72 
39 
72 
40 
75 
48 

77 
52 
68 
38 
69 
36 
66 
42 
70 
42 
68 
37 
74 
46 
66 
46 
67 
60 
66 
41 

70 
44 

75 
49 
69 
53 
74 
43 
72 
50 
72 
44 
70 
43 
71 
58 
68 
46 
76 
50 

71 
50 
65 
40 
71 
45 
75 
52 
73 
51 
74 
44 
74 
48 
73 
59 
73 
46 


44 


76 
42 
77 
61 
74 
59 
75 
4 
78 
50 
76 
46 
74 
41 
73 
62 
69 
51 
76 
49  52 


28 


43 


29 


79 
53 
82 
43 
78 
42 
81 
501  55 


79 
66 
79 
55 
70 
53 
80 
55 
81 
51 
81 
57 
79 
54 
61 
47 
75 
61 

62 
43 
82 
66 
82 
58 
71 
51 
80 
6i 
80 
57 
64 
53 
64 
46 
67 
41 
80 
52 

82 

61 

71 

53 

76 

49 

62 

43 

79 

53 

69 

47 

6' 

53 

6 

54 

73 

56 

61 

53 

69 
48 
80 
64 
66 
5' 
79 
52 
84 
57 
65 
46 
62 
47 
76 
67 
72 
57 
81 
64 

78 
62 
77 
57 
74 
49 
78 
60 
80 
59 
79 
53 
80 
60 
81 
61 
73; 
53 


71 
46 
70 
50 
66 
45 
72 
48 
75 
38 
72 
42 
72 
49 
64 
44 
62 
34 

69 
40 
72 
40 
70 
43 
73 
39 
68 
4 

46 
68 
38 
69 
41 
69 
44 
70 
48 

74 
48 
77 
32 
65 
37 
62 
38 
68 
42 
65 
40 
69 
47 
63 
40 
63 
45 
I'S 
43 

67 
42 
71 
49 
66 
49 
70 
43 
69 
45 
69 
45 
67 
40 
68 
46 
72 
40 
70 
48 

76 
50 
66 
38 
68 
46 
70 
51 
69 
60 
69 
39 
74 
53 
68 
55 
70 
47 


Mean 


79.3 
57.1 
78  6 
67.7 
75.6 
.53.7 
79.5 
.56.7 
$79  4 
$52.  8 
7St.2 
57.1 
78.2 
59.0 
72.6 
54.7 
7.3.6 
48.6 

74.7 
61.1 
79.3 
53.1 
79.7 
52.6 
74.6 
52.  3 
78.3 
.58.6 
79.6 
65.5 
77.3 
51.7 
77,2 
51.  3 
76  6 
49.7 
79.0 
56.3 

82.1 
69.1 
76.1 
50  1 
76.9 
49.8 
70.9 
51.4 
77.6 
55.3 
73.4 
49.9 
79.4 

72  4 

52.9 
72.5 
57.5 
72.1 
62.5 

76.7 
52.5 
807 
58.7 
75.1 
61.0 
77.4 
53.7 
81.7 
59.0 
77.2 
53  2 
76  9 
61  8 
76  2 
57.5 
74  8 
55.1 
79.3 
58.9 


70 
46 
72 
36 
73 
40 
73 
47 
741 
49| 
74  i 
38' 
72 
55, 
72 
65 
74  5 


78  5 
59.0 
77  4 
62.6 
76.6 
53.0 
79.3 
59  5 
79.5 
59.4 
77.1 
5Z6 
79.5 
68.9 
78.8 
63.7 
.9 


43     55. 5 


Continued  on  page  63. 
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CLIMATOI.OGICAL  DATA:    PENNSYLVANIA  SKCTJON 


(■>'.'. 


Daily  Temperatures  for  Aug'ust  1946— Continued  from  paso  62. 


Stations 


ludiana /  Maxitnum. 

\  Minimum.. 
Irwiu /  Mftxiinuu). 

V  Minimum.. 
Jamestown/ -2 N\V /  Maximum. 

\  Minimum.. 
Johnstown/ /  Maximum. 

\  Miuimum .. 
Kane'-l  N /  .Maximum. 

\  .Minimum.. 
Lancaster /  Maximum. 

\  -Minimum.. 

LawrenceviUe —  . .  /  Maximum. 

\  -Minimum.. 
I.ohanou  ' (  Maximum. 

\  .Minimum.. 
Lewistown/-2 SW (  Maximum.. 

\  .Minimum.. 
Lock  Haven" /  -Maximum.. 

\  Minimum .. 
Marcus  Hook/ )  Maximum.. 

\  .Minimum.. 
Martin^burg' ( .Maximum.. 

\  Minimum.. 

Maucli  Chunk-lSW /  Maximum.. 

\  -Minimum.. 
Meadville  ,'-1  S /  .Maximum.. 

V  -Minimum.. 
Mercer'-2.5  NE /  Maximum.. 

\  -Minimum.. 
Middletowni-1.5  W /  Maximum. 

\  Minimum  . 
Midland^ /  -Maximum.. 

\  Miuimum. 
Montrose/-3  E /  Maximum. 

\  Minimum. 

Mt.  Pocono'-2  N (  Maximum. 

I  Minimum. 
New  Bloomiield /  Maximum 

\  Minimum. 
Newburg'-3.5N\V /  Maximum 

\  Minimum. 
New  Castle-1.5  N /  Maximum. 

\  Minimum. 
Palmerton' /  Maximum. 

\  Minimum. 

Park  Place'-l  NW (  Maximum. 

\  Minimum. 
Phila.  Arpt.i-7SW (  Maximum. 

\  Minimum.. 
Philadelphia  CO.' I  Maximum. 

\  Minimum.. 
Phila.  Shawmont I  Maximum. 

\  Minimum ., 
Phillp-^burg'-7  E (  -Maximum. 

\  Minimum. 
Phoenixville-1.6SE  . . ..  )  Maximum. 

(  Minimum.. 

Pittsburgh  Arpt.'-7.68E  *  -Maximum. 

\  .Minimum.. 
Pittsburgh  City  Office' . .  I  Maximum. 

\  -Minimum.. 
Port  Clinton/ I  -vtaximum., 

\  -Minimum-. 
Putney vine-2 .5  SE /  Maximum., 

\  Minimum.. 
Quakertown-0.5  E I  Maximum.. 

\  Minimum.. 
Reading! (  Maximum.. 

\  Minimum.. 

Ridgway  / t  Maximum .. 

\  Minimum.. 
Scranton' (  Maximum.. 

\  Minimum.. 
Selinsgrove I  Maximum.. 

\  Minimum .. 
Somerset /  Maximum.. 

\  Minimum.. 
Springs6-1  SW i  Maximum.. 

(Minimum.. 
State  College' I  Maximum.. 

\  Minimum . . 

Stroudsburg-2  E /  Maximum.. 

I  Minimum.. 
Tamarack /-2  S t  Maximum.. 

IMinimum.. 
Tionesta  /-1.5  SK /  Maximum . 

\  Minimum.. 
Titus vilit-2  B /  Maximum  . 

\  Minimum.. 
Towanda-1  E (  Maximum.. 

\  Minimum.. 
Tunkhannock ( Maximum.. 

\  Minimum.. 


6'!  64 


68  71 

591  58 

721  73 

65  60 


72 
65 
68 
t>2 
78 
66 
67 
60 

82 
68 
71 
62 
72 
58 
71 
66 
76 
64 
73 
58 

71 
56 
75 
62 
69 
56 
77 
62 
74 
62 

69 

57 

73 

63 

75 

64 

80 

63 

66 

5' 

77 

66 

76 
63 

78 
66 
73 
60 


86 

58 
91 
60 
89 
62 
87 
60 
89 
68 
86 
58 

84 

51 

87 

56 

8,^ 

50 

901  89 

62[  65 

87 

62 

83 

55 


691  80 
56  53 


78  80 

58i  53 

65|  70 

56!  56 

72  81 


58  55 


78 
60 

77 
63 

85 
57 
78 
63 
75 
56 
68 
68 

73 

69 
71 
60 
74 
62 
75 
60 
74 
63 
70 
59 

74 

60 
81 
57 
80 
56 
72 
61 
82 
63 
69 
56 

61 
55  55 


9  10 


81  80 
"  58 
87 
61 
78 
54 


65  60 


801  73 

55  68 
73  68 

56  57 
70  70 
60  59 

86l  75 

55,  61 

761  70 


59 

62 

56 

86 

66l  80 

58 

60;  58 

83 

76}  77 

55 

58l  56 

85 

77i  72 

61 

o5 

.59 

85 

84 

70 

6^ 

56 

60 

55 


12  18  14 


59 


79  72 
61  53 


73 
64 

7, 
56 
7;i 
48 
79 
66 
69 
40 
8f! 
54 

72 
50 
81 
68 
81 
58 
79 

5; 

81 
63 
73 
52 

75 
52 
70 
49 
70 
46 
80 
59 
73 
53 
70 
50 

72 
50 
79 
54 
74 
46 

7; 

46 
78 
55 

73 
54 
82 
59 
8C 
66 
82 
57 
71 
45 
84 
62 

74 
65 
76 
58 
79 
54 


81 

80 

59 

52 

69 

69 

50 

50 

70 

71 

49 

50 

69 

69 

45 

47 

75 

74 

50 

54 

77 

73 

61 

55 

16 


84 
66 

84 
62 

86 
61 
85 
49 
79 
38 
78 
54 

81 
49 
8(1 
54 
82 
61 
84 
50 
82 
62 
79 
52 

75 
48 
83 
46 
SO 
63 
79 
52 
86 
55 
74 
60 

70 
50 
80 
45 
74 
44 
89 
49 
T 
68 

71 

53 

80 

60 

79 

63 

80 

6 

76 

44 

81 

55 


16 


17  18 


71  78 
65  69 


80  8' 
59  69 


62  59 


69 


66  82 

59  62 

75  89 

64   70 

75 

66 

75 

63 

69 

62 

78 

61 

72 
65 
75 
68 
69 
55 


20 


78 
54 
80 
56 
76 
54 
78 
57 
68 
46 
78 
56 

74 
51 
80 
56 
80 
56 
78 
66 
88 
67 
73 
55 

75 
oi 
73 
56 
72 
50 
80 
66 
76 
56 
70 
53 

72 
51 
82 
51 
72 
50 
74 
53 
78 
59 

73 
55 

82 
64 
82 
68 
82 
64 
70 
47 
85 


21  22 


28  24  26 


75 

65 
7' 
58 
75 
51 
74 
54 
70 
43 
80 
85 

72 

5i 

84 

54 

81 

54 

82 

52 

85 

6, 

73 

63 

78 
49 
70 

47 
71 
47 
83 
57 
75 
5' 
73 
63 


60  48 


59  55 


63 

54 

83 

76 

64 

51 

78 

78 

64 

53 

50 


70 
48 
74 
60 
75 
56 
75 
86 
83 
66 
69 
49 

74 
55 
69 
44 
68 
43 
'4 
60 
75 
48 
66 
49 

65 
49 
75 
42 
66 
44 
71 
44 
72 
5 

66 
50 
76 
60 
76 
63 
81 
62 
65 
38 
76 
61 

71 
61 
72 
53 
72 
58 


26 


72  74 
48  47 


70  72 
46  41 


75 
48 
74 
48 
73 
46 
82 
68 
70 
43 

70 
46 
67 
43 
67 
42 
74 
53 
70 
46 
66 
47 

65 

46 
76 
41 
70 
41 
72 
43 
72 
49 

67 
47 
75 
56 
76 
69 
78 
64 
66 
32 
78 


78 
46 
77 
48 
76 
44 
83 
57 
71 
48 

74 

59 

71 

39 

69 

41 

74 

4' 

72 

48 

66 

47 

66 

44 
74 
45 
72 
41 
74 
43 
75 
44 

68 
48 
76 
54 
77 
58 
77 
61 
70 
31 
78 
44 

71 
61 
73 
52 
76 
42 


75  72 
44  41 


63 

66 

45 

44 

66 

72 

43 

41 

66 

70 

.37 

35 

72 

74 

45 

44 

72 

74 

46 

46 

76 
55 
77 
42 
78 
48 
70 
36 
75 
47 

74 
49 
77 
43 
76 
51 
76 
49 
82 
59 
73 
46 

71 

41 
74 
43 
74 
45 
78 
53 
76 
48 
66 
61 

70 
50 

73 
46 
68 
42 
77 
44 
70 
51 

69 
52 
75 
65 
77 
69 
68 
53 
69 
38 


27  28  29  80  81 


Mean 


48  47 


80 
4' 
86 
50 
85 
47 
83 
49 
84 
61 
77 
50 

75 
43 
81 

47 
77 
49 
83 
•50 
78 
50 
75 
48 

76 
43 

83 
44 
77 
42 
81 
46 
79 
47 

76 
55 
83 
•56 
81 
62 
82 
52 
75 
36 
85 
51 


69 
41 
64 
38 
68 
44 
67 
44 

62 
40 
70 
63 
72 
55 
76 
49 
63 
34 
71 
64   48 


48     45 


39 

72 
43 
74 
48 

75 
38 
72 
42 
80 
41 
68 
40 
6' 
41 
72 
46 

73 
41 

621     69 
40      41 

65      73 
37     38 


76.6 
55.0 
78.8 
69.6 
78.7 
52.0 
78.8 
56.4 
72.2 
45.4 
79.2 
55.9 

76.1 
5,3.6 
80.3 
66.3 
79.8 
56.3 
79.2 
86.1 
83.7 
64.3 
74.3 
84.8 

«76  5 
§■52  6 
75.8 
51.3 
74.4 
51.8 
78.9 
58.9 
77.4 
86.5 
72.5 
52.9 

71.1 

6L5 
79.5 
52.9 
72.5 
49.3 
79.0 
53.0 
76  4 
65.8 

72.0 
84.9 
79.6 
6L8 
79.7 
64.3 
81.1 
60.7 
72.0 
46.3 
81.6 
57.7 

76.5 
88.2 
78.3 
60.0 
77.6 
54.4 


70|  75 
45 
73 

401     42 


51.9 
77.9 
66.4 
79.6 
60.4 

76.3 
48.2 
76  5 
56.4 
79  9 
53.9 
74.8 
60.6 
71.9 
49.3 
75.8 
54.8 

8L7 
63.8 
71.7 
62.0 
74.8 
61.6 
74.0 
50.6 
77.6 
53.2 
77.8 
54.9 


Continued  on  page  64, 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


August  1946 


Baily  Temperatures  for  Augrust  1946— Continued  from  page  63. 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean 

Uniontown 

.  /  Maximum.. 
\  Minimum.. 

70 

7fi 

85 

87 

89 

84 

75 

82 

85 

84 

78 

76 

76 

80 

86 

77 

83 

77 

86 

79 

78 

77 

71 

74 

72 

76 

77 

80 

75 

67 

76 

78.6 

«■; 

fiO 

ft9 

60 

fifi 

63 

62 

57 

64 

72 

60 

55 

52 

51 

59 

67 

69 

65 

62 

57 

51 

56 

49 

45 

52 

45 

45 

47 

56 

48 

45 

56.8 

Vandergrlfti 

.  /  Maximum.. 
V  Minimum. 

7fi 

n 

H4 

89 

89 

72 

81 

87 

88 

81 

78 

77 

73 

81 

88 

76 

82 

73 

83 

79 

7« 

77 

73 

72 

75 

80 

82 

81 

67 

69 

74 

78.6 

fi? 

fi? 

fil 

60 

fi4 

64 

63 

57 

65 

66 

62 

55 

54 

46 

49 

68 

71 

66 

64 

56 

50 

56 

46 

45 

47 

46 

48 

48 

52 

46 

44 

56.2 

Warren              

.  /  Maximum.. 
\  Minimum.. 

71 

71 

83 

87 

88 

78 

83 

88 

88 

80 

72 

75 

75 

80 

83 

78 

83 

83 

80 

76 

74 

7;-> 

69 

69 

73 

78 

78 

81 

70 

69 

V5 

77.8 

HI 

59 

ftfi 

5fi 

62 

56 

55 

53 

60 

65 

56 

48 

48 

45 

44 

62 

64 

60 

64 

52 

50 

47 

45 

42 

42 

42 

45 

47 

53 

40 

42 

62.3 

Waynesburg 

.  r  Maximum.. 
\  Minimum.. 

74 

72 

78 

85 

87 

84 

78 

84 

83 

82 

75 

76 

74 

79 

84 

76 

80 

77 

82 

76 

78 

7q 

74 

74 

75 

78 

79 

79 

V4 

67 

74 

77.8 

f,/ 

Sfi 

59 

58 

63 

60 

61 

54 

64 

70 

57 

49 

49 

49 

39 

65 

69 

64 

61 

53 

47 

54 

4V 

41 

46 

41 

41 

43 

54 

42 

41 

63.5 

Wellsboro/ 

.  /  Maximum.. 
\  Minimum . . 

69 

72 

79 

85 

8fi 

71 

74 

87 

86 

81 

73 

70 

74 

77 

82 

69 

85 

81 

81 

75 

75 

76 

69 

70 

72 

74 

7.1 

79 

68 

VO 

V3 

76.1 

m 

58 

57 

5i 

5fi 

56 

56 

53 

53 

59 

54 

47 

49 

48 

48 

48 

64 

61 

61 

49 

45 

47 

47 

43 

41 

42 

44 

44 

45 

36 

3V 

50.4 

Westchester 

.  /  Maximum.. 
\  Minimum.. 

74 

7S 

80 

87 

88 

83 

68 

85 

88 

83 

79 

82 

80 

77 

80 

72 

87 

80 

78 

82 

77 

82 

75 

75 

75 

76 

77 

82 

81 

70 

73 

79.0 

fi4 

fin 

fil 

fi3 

fi8 

66 

59 

59 

64 

68 

60 

56 

61 

59 

56 

61 

67 

66 

65 

60 

59 

60 

bO 

52 

50 

bl 

62 

54 

64 

59 

47 

59.7 

Wilkes-Barrei  Apt -3N 

(  Maximum.. 
1  Minimum.. 

78 

70 

80 

89 

87 

83 

71 

87 

87 

84 

76 

78 

75 

78 

78 

71 

85 

80 

78 

77 

78 

81 

73 

73 

V4 

72 

76 

80 

V8 

69 

li 

78.1 

fil 

.'i7 

5fi 

60 

63 

58 

59 

55 

61 

62 

56 

hb 

56 

54 

52 

6" 

66 

64 

65 

56 

53 

52 

53 

5U 

4( 

53 

51 

48 

50 

43 

44 

65.7 

Williamsport  Arpt.'-4  E  /  Maximum.. 

«9 

74 

77 

88 

87 

75 

74 

87 

89 

8i 

75 

78 

75 

77 

81 

70 

88 

80 

80 

77 

76 

79 

74 

73 

74 

'■'. 

75 

8(1 

/2 

6V 

V4 

77.5 

(  Minimum .. 

64 

fiO 

fil 

61 

62 

6(1 

60 

59 

6< 

61 

59 

53 

53 

51 

50 

66 

66 

65 

62 

54 

.•)4 

53 

51 

48 

46 

52 

50 

5U 

48 

43 

53 

56.  1 

Williamstown 

.  /Maximum.. 

sn 

72 

80 

88 

86 

85 

7(1 

86 

86 

86 

84 

79 

79 

78 

78 

77 

82 

81 

79 

77 

V9 

81 

78 

73 

7S 

76 

V8 

82 

811 

VI 

V2 

't-'^.-'i 

\  Minimum.. 

fi? 

fin 

5fi 

55 

66 

58 

6(1 

62 

59 

67 

63 

52 

50 

52 

4V 

65 

66 

65 

64 

52 

49 

48 

59 

46 

i7 

4H 

47 

44 

58 

42 

38 

954.  5 

Woodward  Apt'-2NE.. 

.  /  Maximum.. 

\  Minimum.. 
,  (  Maximum.. 

\  Minimum.. 

fi< 

67 

72 

81 

81 

71 

66 

79 

80 

79 

69 

72 

71 

70 

75 

66 

81 

73 

Ti 

70 

71 

75 

67 

66 

68 

69 

72 

70 

67 

62 

69 

71.8 

ftS 

ftS 

5fi 

62 

64 

55 

55 

5fi 

67 

59 

55 

53 

51 

48 

55 

61 

61 

60 

58 

54 

51 

55 

49 

46 

47 

49 

48 

52 

47 

42 

46 

53.9 

York-3SW 

Sft 

75 

81 

94 

94 

86 

70 

89 

88 

89 

87 

82 

88 

82 

83 

80 

90 

85 

87 

85 

83 

84 

»0 

7' 

77 

80 

81 

85 

84 

72 

7b 

83,3 

(35 

60 

61 

54 

65 

63 

61 

54 

61 

71 

59 

53 

53 

52 

50 

61 

66 

68 

67 

57 

66 

56 

59 

47 

46 

46 

4b 

54 

60 

48 

4B 

66.8 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSTJBE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Atmospheric  pressure 

Wind" 

Relative 

(B 

(reduced  to  sea  level) 

Humidity 

^ 

Stations 

1 

13 
O 

e^ 

.„ 

a 
?.>• 

a 
o 

E 

E 

E 

a 

■a 

0) 

1 

0) 

1 

1 

S  o 

<  > 

11 

1? 

(5 

1 

o3 

(2 

a 

Erie 

30.82 
30.35 

14 

15 

29.62 
29.70 

10 
10 

6.2 
5.9 

22 
20 

sw. 

s. 

10 
9 

83 
85 

62 
63 

74 
72 

63 
64 

22 

Harrisburg 

15 

Philadelphia  — 

30.37 

15 

29.  71 

10 

6.7 

17 

ne. 

V 

84 

5V 

VI 

64 

1 

Philipsburg 

30.34 

15 

29,  72 

10 

22 

w. 

10 

93 

62 

82 

201 

Pittsburgh 

30.  29 

14 

29.  73 

10 

7.7 

26 

sw. 

10 

86 

55 

63 

38 

33 

Reading 

Scranton 

30.37 
30.36 

15 
15 

29  68 

10 

7  6 

•'4 

78 

81 

59 

11 

29.66 

10 

6.1 

19 

nw. 

22 

86 

67t 

51 

45 

•  For  any  five-minute  period.  "  Corrected  to  true  velocities, 

t  12:00  noon.  $  Also  other  dates.        •  One-minute  interval. 


BIVEK  CONDITIONS 


Stations 


Port  Jervls,  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)  Lock  No.  5. 

Sutersville 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna. 
W.  Br.  Susquehanna 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio 


1 

g 

^ 

^ 

td 

o 

w 

P 

1^ 

Q 

2.4 

8.8 

8 

1.6 

1.6 

3.0 

9 

0.9 

2.9 

3.6 

18 

2.6 

4.3 

6.8 

19 

3.6 

3.7 

7.0 

9 

2.0 

1.7 

4.1 

8 

0.5 

4.1 

5.4 

1 

3.3 

3.8 

4.6 

10 

3.3 

12.2 

12.9 

19 

11.7 

3.4 

6.0 

7 

2.6 

11.0 

11.9 

10 

10.  8 

* 

• 

* 

« 

« 

* 

25 

27 
28 
16t 
31 
31 
26 
30 
31 
29t 
5 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


•  Pool  stage. 


MISCEIiliANEOTJS   PHENOMENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
( Dates  and  number  of  stations  reporting) 


1 

2 

3 

4 

5 
u 

i 

6 

'3 
ii 

7 

_ 

■3 

'4 

'2 

1 

8 

is 

9 
'4 

10 

'i 

i5 
12 

11 

12 
"3 

13 

"i 
io 

14 

ii 

15 

io 
i 

16 

io 

17 

io 

.'. 
2 

is 
1 

18 

16 
'2 

19 

i4 

20 
'7 

21 

i4 
'i 

22 

i2 

io 

23 
"5 

24 

2(") 

25 
■9 

26 

is 

6 

25 
2 

27 

is 
'i 

28 

'8 

1 

1 

29 

's 
'i 

i5 

1 

30 

3 
19 

31 

Auroras 

Fog,  heavy 

Frost,  killing  .... 

Glaze  

Hail            

'6 

'e 

ii 

18 

i 
ii 

2 
11 

Rain,  heavy 

Sleet 

Snow,  heavy 

Thunderstorms . . 
Winds,  high 

1 
14 

'5 

'9 

FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
forstations  having  10  or  more  years  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals.  It  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  .  Trace  (0.005  inch  or  less). 

'.  ',  '.  etc.    Number  of  days  missing,  for  example,  ''  indicates  two  days  missing. 

Italics,  data  intprpolated. 

$  Partly  interpolated. 

$$  Incomplete. 

t  And  other  dates. 

r  Daily  amounts  inconsistent 
Received  too  late  to  be  included  in  means  and  summaries. 
*  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
1  Midnight  to  midnight. 
'  Measured  in  the  morning  for  the  preceding  24  hours. 

3  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 

4  Best  available  used  for  stations  not  equipped  with  recorders. 
6  Recording  gage. 

6  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 
'  Noon  to  noon, 

(W.  B.  0.,  PhUadelphia-10-16-46-975) 
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GENERAL  STHMIMARY. 

September  was  only  2.6°  cooler  than  August,  and  the  only 
month  during  the  growing  season  with  above  normal  tempera- 
tures. The  seasonable  temperatures,  adequate  sunshine,  and 
only  7  rainy  days  provided  a  pleasant  contrast  to  the  weather 
in  August,  which  was  unseasonably  cool  and  rather  rainy.  The 
normal  drop  in  temperature  from  August  to  September  is  6.0°. 

Except  for  showers  and  thunderstorms  around  the  9th  to 
11th,  generally  fine  weather  prevailed,  as  slow-moving  high 
pressure  systems  held  control  over  Pennsylvania  until  the  20th. 
After  the  20th,  periodic  surges  of  maritime  tropical  air  from 
the  Gulf  and  south  Atlantic  brought  moderately  heavy  rain  with 
breaks  of  only  a  few  days  until  the  end  of  the  month,  with  con- 
siderable benefit  to  areas  threatened  with  drought. 

Thunderstorms  were  most  frequent  on  the  10th  and  the  29th, 
as  cold  fronts  passed  across  the  State.  On  the  10th,  during  the 
passage  of  the  squall  Une  preceding  the  cold  front,  wind  did  ex- 
tensive damage  at  Lock  Haven.  Two  persons  were  injured. 
Buildings  were  damaged,  several  airplanes  destroyed,  trees  blown 
over,  and  power  lines  torn  down.  Some  communities  in  the 
area  were  without  electricity  most  of  the  night.  Hail,  reported 
at  scattered  stations,  was  most  general  on  the  29th.  Wind  and 
hail  did  some  damage  in  the  vicinity  of  Milton  on  the  8th,  and 
in  Beaver  County  communities  on  the  29th.  Crops  and  gardens 
were  damaged,  and  new  seedings  were  washed  by  heavy  rain. 
Snow  flurries  fell  at  scattered  mountain  and  northern  stations 
on  the  30th,  a  relatively  rare  event,  having  occurred  but  11 
times  in  59  years.  Heavy  fog  was  observed  somewhere  in  the 
State  on  all  but  three  days.  A  rather  weak  auroral  display  oc- 
curred on  seven  days  in  the  last  half  of  the  month,  causing  in- 
terference with  radio  and  telegraphic  communications. 

The  warmer  weather  was  of  benefit  to  agriculture  in  the  east 
portion,  where  maturing  crops  had  been  retarded  by  August's 
low  temperatures.  A  few  killing  frosts  were  reported  on  the 
4th  and  15th.  Until  the  20th,  the  fine  weather  was  excellent 
for  field  work  and  by  the  end  of  the  month  harvesting  of  most 
of  the  principal  crops  was  well  advanced. 

The  growing  season  has  been  cool  and  wet,  due  to  the  heavy 
rains  in  May  and  June.  Temperatures  were  deficient  by  1.5°, 
while  precipitation  was  2.28  inches  above  normal.  The  season 
was  very  favorable  despite  low  temperatures,  and  the  principal 
crops  did  well,  especially  grain  crops  which  fared  even  better 
than  last  year. 

TEMPERATURE. 

The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  85  stations  was  64.3°,  which  is  0.1°  above  the  59-year 
normal  for  September.  The  highest  monthly  mean  was  72.8°  at 
Marcus  Hook  and  the  lowest  was  57.6°  at  Kane  and  Philips- 
burg.     Extremes  ranged  from  a  maximum  of  96°  at  Farrell  on 


the  7th  and  at  Chambersburg,  Hewitt,  Shippehsbitrd^iEid  -York 
on  the  9th  to  a  minimum  of  26°  at  Titusville  on  the  26th. 


PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  217  stations,  was  3.30  inches,  which  is  0.15 
inch  below  the  59-year  normal  for  September.  The  greatest 
monthly  amount  was  7.27  inches  at  Mount  Pocono,  while  the 
least  was  0.92  inch  at  Union  City.  The  greatest  amount  recorded 
in  any  24  consecutive  hours  was  3.90  inches  at  Gettysburg  on 
the  23-24th.  A  trace  of  snow  fell  on  the  30th  at  Berwick  and 
Somerset. 


COMPARATIVE    DATA  FOR   SEPTEMBER 


Year 


Temperature 

Precipitation 

No.  of  days. 

u    . 

0 
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tm 
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sg 

t3 
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°s 
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.888 

889 

890 

891 

S92 

893 

894 

895  

896 

897 

898 

899 

900 

901 

902 

903 

904 

905 

906 

907 

908 

909 

910 

911 

912 

913 

914 

915 

916 

917 

918 

919 

920 

.921 

922 

923 

924 

925 

926 

927 , 

.928 

.929 

930 

931 

932 

933 

934 

935 

936 

937 

938 

939 

940 

941 

942 

943 

944 

945 

946 

Period 


59.6 

84 

29 

4.84 

10 

8 

11 

61.9 

92 

30 

5.05 

13 

8 

8 

62.2 

91 

25 

4.57 

T. 

11 

10 

9 

66.6 

94 

32 

2.39 

7 

17 

8 

62.4 

90 

29 

2.81 

7 

16 

7 

61.2 

90 

26 

2.67 

8 

9 

12 

66.6 

95 

24 

6.30 



10 

10 

10 

67.8 

100 

24 

1.71 

T 

6 

16 

9 

63.6 

98 

26 

4.82 

10 

13 

8 

63.8 

100 

24 

2.18 

5 

18 

7 

66.0 

100 

25 
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6 

16 

8 

61.8 

93 

23 

4.70 

T. 

10 

12 

9 
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27 
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6 

13 

10 

63.6 

95 

29 

3.39 

9 

14 

7 
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99 

28 

4.66 

n 

12 

8 

63.2 

94 

27 

2.09 

6 

17 

8 

63.7 

95 

21 

3.37 

9 

13 

10 

64.0 

95 

27 

3.41 

7 

15 

9 

67.0 

99 

30 

2.46 

7 

15 

9 

64.8 

96 

29 

6.37 

14 

8 

10 

65.6 

99 

26 

1.60 

3 

17 

9 

62.8 

96 

26 

2.27 

6 

15 

9 

65.5 

95 

32 

4.49 

10 

13 

8 

64.9 

92 

26 

5.29 

10 

13 

9 

65.5 

95 

25 

5.57 

12 

12 

7 

62.4 

97 

24 

3.28 

8 

13 

7 

61.5 

98 

21 

0.99 

5 

18 

7 

66.5 

96 

25 

2.56 

8 

16 

9 

62.5 

98 

23 

3.77 

8 

17 

8 

59.0 

91 
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2.31 
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16 

9 

58.7 

88 

28 

3.97 

10 

12 

8 

64.4 

96 

28 

2.07 
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16 

8 

64.5 

91 

24 

3.99 

9 

16 

8 

68.9 

98 

31 

4.68 

11 

13 

9 

66.3 
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22 

1.48 

4 

19 

7 

64.8 

92 

22 

3.55 

10 

13 

10 

59.8 

99 

26 

6.44 

T, 

11 

11 

7 

67.5 

99 

24 
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T. 

8 

11 

12 

64.2 

99 

26 

5.81 

12 

11 

7 

64.9 

97 

27 

2.08 

6 

18 

7 

60.4 

94 

25 

2.33 

T. 

9 

12 

9 

65.7 

101 

24 

3.71 

9 

14 

8 

67.8 

101 

27 

2.45 

9 

15 

10 

69.1 

104 

29 

3.15 

9 

16 

8 

65.2 
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23 

1.45 

6 

16 

9 

66.3 

98 

32 

4.66 

12 

13 

8 

66.4 

94 

31 

6.58 

12 

12 

8 

62.2 

95 

24 

3.51 

8 

15 

7 

66.5 

96 

28 

2.17 

T. 

8 

14 

7 

61.5 

97 

25 

1.90 

7 

17 

7 

62.0 

95 

26 

4.74 

12 

11 

8 

65.9 

101 

27 

2.95 

9 

14 

8 

61.4 

95 

21 

3.41 

T. 

7 

15 

8 

66.0 

98 

24 

1.33 

5 

18 

7 
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96 

19 
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T. 

10 

13 

8 

61.4 
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18 
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T. 

5 

15 

9 

63.4 

100 

23 
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12 

10 

9 

65.9 

96 

29 

6.42 

14 

8 

10 

64.3 

96 

26 

3.30 

T. 

7 

16 

8 

64.2 
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18 

3.45 

T. 

9 

14 

8 

11 

14 
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Olimatologrioal  Data  for  September  1946 


Stations 


Counties 


Atlantic  Drainage 
Allentown  Arpt  -4  NE, 

Altoona-4.5  W 

Burnt  Cabins-2  NE  . . . . 

Canton-1  NW 

Carlisle 

Chambersburg-l  SW.. . 

Coatesville 

CurwensvilleApt-6  NW 

Eagles  Mere 

East  Waterford-3  E.  .  . 

Emporiuml  E 

Ephrata 

Everett-0.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover 

Harrisburg  Arpt.-3.5  S. 

Hawley-0.5E 

Holtwood 

Huntingdon 

Lancaster 

Lawrence  ville 

Lebanon 

Lewistown-  1  W 

Lock  Haven 

Marcus  Hook 

Martinsburg 

Montrose-3  E 

Mt.  Pocono  Arpt.-2  N. 

Palmerton 

Philadelphia  CO 

Philipsburg-7  E 

Phoenixville-1.  5SP:.... 

Port  Cllntontt 

Quakertown-0. 5  E 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-2  E 

Tamarack-2S 

Towanda-1  E 

Wellsboro 

West  Chester 

Wilkes-Barre  Apt.-3N 
Williamsport  Apt.-4E 

Williamstown 

Woodward-2  NE 

york-3SW 


Division  mean. 


Ohio  Drainage 

Blairsville-6  NE 

Bradford-4  W 

Brookville  Apt,-1.5SW 

Butler 

Clarion-3  SW 

ClaysvlUe 

Corry 

Coudersport 

Derry 

Donegal 

Donora 

Ebensburg 

Farrell 

Ford  City-4  S 

Franklin 

Greensburg-2  S 

Indiana 

Jamestown-2  NW 

Johnstown 

Kane-1  N 

Meadville-lS 

Midland 

New  Castle-1.5N 

Pittsburgh  Apt.-7.5SE. 
Putneyville-2. 5  SE  . 

Ridgway 

Somerset 

Springs-l  SW 

Tiouesta-1.5SE 

Tltusville- 2  S 

Uniontown 

Vandergrift 

Warren 

Waynesburg 


Division  mean 

Lake  Drainage 

Albion 

Erie 


Lehigh 

Blair 

Fulton 

Bradford  

Cumberland . . 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford 

Luzerne 

Bucks 

Adams 

Schuylkill 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia . 

Centre 

Chester 

Schuylkill .... 

Bucks 

Berks 

Lackawanna. . 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming..  .. 

Dauphin 

Centre 

York 


Westmoreland 

Mc  Kean 

Jefferson 

Butler 

Clarion 

Washington 

Erie 

Potter ...     

Westmoreland 

W'estmoreland  .  . . 

Washington 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland 

Indiana 

Mercer ,  . . . . 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland 

Warren 

Greene 


Erie. 
Erie. 


384 

1,500 

990 

1,450 

473 

600 

431 

2,  215 

2,020 

2, 125 

1,100 

365 

1,020 

1,970 

184 

500 

900 

600 

351 

980 

200 

700 

255 

996 

469 

580 

557 

12 

1,493 

1,176 

1,914 

455 

26 

1,916 

100 

407 

480 

273 

746 

476 

1,217 

440 

2,250 

754 

1.319 

440 

544 

520 

775 

2,191 

390 


Temperature,  in  degrees  Fahr. 


2.048 

1,680 

1,400 

1,077 

1.114 

1.170 

1,410 

1,653 

1,150 

L746 

761 

2,170 

855 

950 

987 

1,160 

1,300 

L050 

1,650 

1,760 

1,065 

780 

900 

1,286 

1,270 

1,385 

2,100 

2,500 

1.200 

1.550 

1,040 

825 

1,190 

1,100 


900 
705 


s 

s- 

i* 

eS 

3  O 

fifl 

<D 

o3  ® 

j3 

axi 

S! 

a 

a 

66.2 

63.0 

62,8 

62.4$ 

66.2 

65.4 

66.4$ 

60.6 

63.0 

64.5 

62.4 

67.4 

63.3 

64.4$ 

68.0 

66.3 

63.0 

67.4 

67.0 

62.  0 

69.6 

65.  1 

64.6 

63.6 

66.0 

66.2 

66.2 

72.8 

62.3 

61.8 

60.6 

63.6 

71.4 

■57.6 

67.6 

63.6 


+  1.4 
-0.1 


+0.7 
-0.9 

+0.1 


65. 


65  4 
64.6 
63.6 
6S.8 
61.2 
63.5 
61.0 
68.4 
6.5.3 
65.0 
64.6 
63.1 
68.6 

64.8 


63.9 
59.9 
61.4 
64.5 
63.4 
64.4 
61.0 
60.0 
66.2 
60.6 
67.6 
61.7 
70  0 
63.4 
63.7 
62.8 
65.9 
63.9 
65.1 
57.6 
62.4 
65.2 
64.2 
67,  1 
62.6 
60.5 
59.9 
69.0 
61.8 
61.6 
68.0 
66.6 
64.6 
64.8 

63.4 


66.3 


Statemean 64.3     +0.1        96        7t      26      26      3.30     -0.15    3.90     23-24 


+0.9 
+  1.0 
+0.3 
+4.2 
+  1.5 
+  0.2 
+0.6 
-0.3 
+  1.2 
+  0.9 
+0.6 
+  0.5 
-1.1 
+  1.7 
+0.2 


+  1.3 
+2.0 


+  1.3 
+2.2 
-0.5 
+3.4 

+  0.'4 
-1.6 
+  1.4 
+  1.8 
+  2.5 
-0.3 
+0.8 
+  0.7 


+  1.1 

+  1.1 
+2.7 


-0.4 

+2!i" 


-0.4 
+1.0 
+0.3 


-1.2 
-0.1 
-0.1 

+0.7 


-0.5 
+0.5 

+4.8 


+1.0 
-2.6 
+1.5 


-0.3 


+0.3 
+0.2 
-0.2 

+2.4 


+0.5 
-0.8 
+0,9 


+  1.5 
+1.3 
+2.4 
-0.9 


+2.7 


9 
19 

9 
9 
9 
9 
19 
8t 
9 
9 


8t 
11 


Precipitation.  In  inches 


40 
38 
31 
37 
38 
37 
42 
38 
40 
44 
36 
41 
35 
39 
43 
40 
31 
43 
43 
33 
60 
38 
38 
38 
40 
39 
40 
48 
37 
37 
36 
36 
60 
27 
38 
36 
37 
44 
40 
33 
37 
32 
40 
38 
35 
44 
39 
39 
33 
39 


27 


14 

14 

15 

13t 

14 

14t 

I5t 

I4t 

13t 

30 

4t 
15 
15 
15 
16 
15 
14t 
15 
14 
15 
14 
16 
16 
13 
14 
15t 
15 
14 
14 
13 
14 
14 
14 
15 
16 
14t 
15 
15 
15 
15 
14 
14 
13 
14 
13 
14 
14 
15 
15 
30 
14t 

15 


4+ 
15 
30 

3 

3t 

4 

4t 
16 
15 
16 
16 

3 
16 

It 
16t 

3 

3t 
15 

4 

4 
15t 

3t 
30 
16 

4t 
15 
15 

4t 
26 
15 
16 

5 
15 


4.44 

4.95 

2.80 

5.01 

3.30 

4.62 

3.01 

4.59 

3.99 

6.23 

4.46 

3.33 

2.67 

3.59 

L76 

5  74 

3  44 

1.69 

1.66 

6.57 

2.73 

4.54 

3.43 

4.87 

2.65 

.3.72 

5.03 

3.57 

4.88 

4.48 

7.27 

4.34 

3. 22 

5.80 

3.05 

3.61 

2.68 

2.65 

1.92 

3.03 

3.78 

7.065 

4.69 

6.93 

4.34 

3.30 

1.90 

5.32 

2.62 

5.09 

2.77 

3.96 


1.66 
3.08 
3.13 
1.71 
1.74 
1.87 
1.07 
3.47 
1.64 
2.29 
1.75 
1.75 
1.09 
2.27 
1.06 
2.09 
4.16 
1.88 
2.88 
3.75 
1.03 
1.28 
1.16 
1.27 
2.46 
3.65 
2.58 
3.88 
1.21 
1.29 
1  93 
1.72 
1.20 
L92 

1.16 


I 

a 


+  1.04 

+  1.88 


-0.16 

+  1.53 
-0.70 


-1.09 
+  3.21 
+0.90 
-0.24 
-0.38 
-0.22 
-1.81 
+2. 22 
-0.47 
-1.53 
-1.60 
+  1.96 
+0.08 
+  1.18 
+0.05 
+  1.79 
-0.92 


+  1.65 
+  0.46 


+0.62 
+2.35 
+0.62 
+0.08 

-0.33' 
-0.44 
-0.97 
-0.56 
-1.26 
-0.40 
+  0.76 
+•3.44 


+3.67 
+  1.26 
-0.86 


-1.  27 
-0.57 


-1.71 
-1.11 
-0.03 
-1.42 
-2.02 
-1.27 
-2.91 
+  0.27 
-L62 


-1.07 
-1.67 
-1.75 


-2.46 
-1.16 
+0.44 
-1.48 
-0  60 
-0.02 
-2.57 
-1.28 
-1  92 
-1.31 


+0.36 

-0.90 

+0.46 

-2.22 

-1.29 
-1.44 
-2.56 
-1.54 


1.82 


-L67 


2.62 

1.65 

0.95 

1.86 

1.02 

3.44 

2.14 

2.06 

2.12 

3.29 

1.04 

1.93 

0.98 

1.62 

0.72 

3.90 

1.76 

0.69 

0.72 

2.88 

1.62 

1.71 

1.78 

1.20 

1.40 

1.64 

1.57 

2.20 

2. 10 

1.91 

3  06 

2.09 

2.08 

2.20 

1.14 

1.72 

1.14 

1.09 

0.59 

1.3.' 

1.26 

2.76 

2.41 

2.80 

1.17 

1.33 

0.54 

2.80 

0.68 

2.27 

1.92 

3.90 


0.61 
1.12 
0.74 
0.52 
0.44 
0.85 
0.22 
0.99 
0.40 
0.54 
0.51 
0.48 
0.49 
1.14 
0.29 
0.63 
1.35 
0.68 
0.89 
0.97 
0.37 
0.35 
0.32 
0.49 
1.08 
1.32 
0.80 
1.22 
0.61 
0.36 
0.79 
0.90 
0.81 
0.65 

2.60 


0.95 


21 
23-24 
20-21 
29-30 
20-21 
20-21 

21 
29-30 
29-30 
23-24 

10 
20-21 
20-21 

24 
23-24 
23-24 
23-24 

24 
23-24 

21 
20-21 
29-30 
20-21 
29-30 

24 

24 
20-21 

24 
23-24 

24 

21 

21 

24 
29-30 

21 

24 

21 

21 

24 
24-25 
23-24 

21 

29 
23-24 

29 
29-30 

21 
23-24 

10 
23-24 
20-21 

23-24 


9-10 
23-24 

9-10 

24t 
29-30 

10 

30 

29 

23 

23 

10 

29 

10 

10 
20-21 
9-lOt 
9-10 

7 
9-10 
29-30 
23-24 
23-24 
20-21 

10 
23-24 
23-24 
29-30 
29-30 
23-24 

23 
23-24 

10 

29 

20 

23-24 


No,  of  days 


«6 
o  o 

IS 

1^ 


fc"" 


T. 


Observers 


SW. 

e. 

s. 

SW. 

se. 
s. 
w. 
w. 


nw. 

s. 

e. 

w. 

e. 

n, 

w, 

s. 

w. 

nw. 

nw. 

w. 

sw. 


SW. 

w. 

e. 

sw. 

w. 

nw. 

n. 

ne. 

e. 

se. 

SW. 

nw. 

se. 

n. 

ne. 

sw. 

nw. 

w. 

nw. 

w. 

nw. 

nw. 

nw. 


w. 


e. 


e. 

sw. 

s. 

sw. 

w. 

s. 

nw. 

sw. 

se. 

e. 


w. 

sw. 

se. 

s. 

s. 

e. 

s. 

se. 

w. 

sw. 

se. 

sw. 


U.S.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Coram. 
Mrs.  E.  Dillon  Stone. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  Bureau. 
Carl  E.  Bigger. 
U.  S.  Weather  Bureau. 
R.  E.  Palmateer. 
Ephrata  Review. 
Penna.  Turnpike  Comm. 
Andrew  B.  Evansha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Mi.'-s  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  Co 
Paul  R.  Yoder.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 
American  Viscose  Co. 
William  R.  Kelley. 
Sun  Oil  Co. 
V.  S    Weather  Bureau 
Harry  S.  Fancher. 
U.  S.  Weather  Bureau. 
New  Jersey  Zinc  Co. 
U.  S.  Weather  Bureau. 
tJ.  S.  Weather  Bureau. 
Phila.-Suburban  Water  Co. 
Earl  E.  Rarick. 
John  E.  Benner. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Dr.  George  E.  Fisher. 
Penna.  State  College. 
Metropolitan  Edison  Co. 
James  E.  Swartz. 
Mrs.  M.  Ordelia  Parks. 
M.  S.  Bliss. 
Clyde  T.  Saylor. 
U.S.  Weather  Bureau. 
U.S.  Weather  Bureau. 
Gordon  E.  Lower. 
U.  S.  Weather  Bureau. 
York  Water  Co. 


U.  S.  W'eather  Bureau. 

City  Water  Dept. 

Civil  Aeronautics  Authority 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

J.  Fred  Kinley. 

Potter  Enterprise. 

Miss  N.  Dixie  Wineman. 

Penna.  Turnpike  Comm. 

Donora  Zinc  Works. 

John  L.  McGough. 

Sharon  Steel  Corporation 

U.S.  Engineei^. 

William  K.  Fuller 

Westmoreland  Water  Co. 

Indiana  State  Teachers  Col, 

Pa.  Dept.  Forests  &  Waters. 

Johnstown  Tribune  Pub.  Co. 

Spring  Water  Co. 

City  of  Mead  ville. 

Pefrv  P.  Campbell. 

New'Castle  Water  Co. 

U.  S.  Weather  Bureau. 

U.S.  Engineers. 

West  Penn  Power  Co. 

D.  L.  Grove. 

Allen  E.  Yoder. 

U.  S.  Engineers. 

U.  S.  Weather  Bureau 

William  W.  Marsteller. 

Carnegie-Illinois  Steel  Corp 

Merrell  L.  Jordan. 

Thomas  S  Knox. 


Charles  C.  Gilbert. 
U.  S.  Weather  Bureau. 


[See  page  72  for  explanation  of  reference  marks.] 
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Daily  Freolpitation  for  September  1946 


Stations 

Counties 

Day  of  month 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

n 

12 

13 

14 

16 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

80 

81 

c9 
1 

ATLANTIC 

DRAINAGE 

Dtlati'ure  Banii 

Upi'kk  Delaware 

Dinguians  Ferry*,  0.5 E 
Eiiuiiiiiuk^       

Pike 

At 
.Of 
.3£ 
.4C 
.3£ 

.6e 

.27 

i 

2.0c 

2.'8i 
2.4i 

1.12 
2.85 

3.' 46 
. . . . 

... 

■.'62 
3.0t 

.Of 
1.2 

.0- 
.0- 

• 

)1. 14 

1.  23  , . . 

. 77  . . . 
1.  10  ... . 

.52.... 

.61  .... 


4.90 

Wayne 

T. 

.04 
.02 
.02 
.06 

■.'6i 

.61 
T. 

.10 

.04 

.96 
.Of 
.01 
.Oi 

3.23 

Haw  ley-.  0.5  K 

HoUisterville- 

n.u 

1.7£ 
l.OS 
1  V 

6.67 

.01 
T. 

5.23 

T. 

.17 

5.14 

Pike 

.9E 

4.83 

Milanville*^   

,  .  .  . 

T. 

• 
3,  Ofi 

'.'6s 

'!6i 
t. 

.0£ 

2.1£ 
.0; 
.8a 

1.6? 

1.7C 
.88 

.72 
.06 
.75 

1.52 
.08 
.38 

L73 
.66 

1.02 
.40 

2.54 
.09 
.08 
.06 
.35 
.12 

1.2c 

.44 
.7C 

1.11 
.5C 

2.2s 
.16 
.94 

.59 
.50 
.36 
.38 
.60 
.46 
.86 
1.07 
1   07 







. . . . 

. . . . 

4.82 

T. 

.03 

.6- 

7.27 

Pike 

.36 

* 

.22 

.9(1 
?.  7.1 

1.26 

6.48 

Pleasant  Mount^  s.  1  W 

Wayne. 

.10 

'.'20 
.06 

.04 

2.44 

Stroudsburg.'2K 

Ttiuners  Falls'  ^    1  SE 

Monroe 

.43 



$7.06 

Wavne 

.23 
.08 

.43 

1.73 
2.94 

2.62 

.31 

2.24 

2.00 

.20 

.43 

1.49 

1   38 

4.01 

Wind  Cap'. '.3SW 

Lehigh 
Allentown  Apt'.\  4  NE 

N'rthampton 
Lehigh 

4.90 

T. 

T. 

'.'■28 
T. 

'.'47 
.27 
.20 
.25 

2^14 

2.' 73 
1.03 

.03 
'f' 

T.' 

.03 
.05 

.01 

4.44 

Allentown- 

Lehigh 

3.81 

Bethlehem  1 

N'rthampton 
Monroe 

.01 

T. 

.01 
.73 

.05 

.01 

.11 
.23 

3.48 

Blakeslee  Corners',*.. 

.... 

4.86 

Gouldsboro^ 

Wayne 

.03 

1.10 
1.93 
.07 
.08 
.01 
.10 

.06 
.30 
.23 
.66 
.24 
1.60 

5.21 

Carbon 

4.65 

Mauch  Chunk,  1  SW.  . 

Carbon 

'  •  *  * 

4.35 

New  Tripoli 

Lehigh 

T. 

3.47 

Palmerton',  * 

Carbon 

T. 

.10 

.  .  .  . 

?  nq 

4.34 

Zionsville.  1  SW 

Lehigh 

2.00 

.07 
.40 

1.10 
.17 
.36 
.42 

1.50 
.41 

1.09 
.40 
35 

.45 

.09 
.95 
.79 
.29 
.79 
.36 
.76 
.62 
.55 
.07 
1.51 
.66 

.33 
.62 
.43 
.64 
.61 

.76 
.57 
.90 
.48 
1.31 
.63 

1.05 
1.64 
1.00 

.33 

1.86 

.58 

.37 

2.46 

.48 

1.38 

1.04 

1.23 

.37 

.34 

1.66 

.32 

.72 

L38 

.83 

.38 

L66 

1.24 

1.56 

1.79 

1.21 

.45 

.13 

.35 

.50 

2.12 

.81 

.30 

.80 

2.96 

SCHl'YLKILL 

Conshohocken 

Montgomery 
Berks 

L30 
.04 
.10 

.  .       . 

i.'.^e 

.82 
.98 
.78 
1.08 
T. 
.67 

i.'is 

.98 
1.50 

T. 

4.06 

Fredericksville2, 1  S.  .. 

.06 

3.40 

Geigertown^ 

Berks  



3.12 

Gratersford*^ 

Montgomery 
Chester 

.01 

2.17 

Phoenixville2,  1.5  SE.. 

.53 

.... 

'  *  *  ' 

3.05 

Port  Clinton^ 

Schuylkill ... 

.03 

.... 

3.61 

Pottstown^,  0.5  S 

Montgomery . 

.25 

'tV 

.24 

.01 

2.51 

Pottsville^ 

Schuylkill... 

.30 

"m 

T.' 
,10 

.30 
.44 

.08 
.06 
.60 

.18 
1.51 
.72 
.07 
.20 

L44 

2.08 
.57 
.46 
.68 
.30 

.41 

1.97 
1.08 

.69 
1.06 
.35 

.27 

• 

1.10 
.89 
.15 
.49 

?  03 

2.52 

4.82 

Berks 

.21 

.05 

.01 

T. 

2.65 

Strausstown  ^ 

Berks 

1.28 
L27 

2.97 

.12 
.45 

4.29 

Berks 

Chester 

Bucks 

Bucks 

Montgomery. 
Delaware 

Philadelphia 
Philadelphia 
Philadelphia 
Bucks 

.05 
.05 
.12 
.43 
03 

.69 

— 

1.52 

.64 
.69 
.44 
.62 
.33 

.60 
.47 
1.2-2 
1.14 
1.29 
* 

.49 
T. 

.74 

.55 

18 

4.02 

LowEK  Delaware 
Coatesville' 

.31 

.02 

.05 

1.52 

2.00 

3.01 

Doylestown, 

T. 

2.89 

George  School''  

.... 

1.76 

Maple  Glen? 

.... 

.... 

.09 
.40 

't.' 

.02 

i!88 

'.'70 
'.'47 

.10 
.40 

.08 

T. 
T. 

.03 

T 

.10 

.01 

T. 

.03 
T 

T. 

3.37 

Marcus  Hook^ 

T. 

r. 

T. 
T. 

".62 

3  57 

Philadelphia 
Southwest  Airport,  ' . 

T. 

2.83 

City  Office',  5 

.10 

3.22 

Shawmont 

.60 
.52 

.  ,.  . 

.06 
.03 

.'52 

3.44 

Quakertown.  0.5  E 

.02 

2.68 

West  Chester 

Chester 

3.30 
3.45 

WestGroveM.5SE.... 

Chester 

.12 

SiisQnehanna  Basin 
Chemong 

Austinburgl,  5,  2  W.... 

Tioga 

.33 

.10 

T. 

.30 

.25 
.44 
.53 

.08 
.59 
.11 
.08 
.20 
.28 
.98 
.47 
.17 
1.02 
.33 
.40 
.32 
.75 
.21 
.19 
.35 

.66 
.27 
.92 
.55 
.26 
.40 
.35 
.44 
.64 
.19 
1.04 
.47 
.98 

• 

.26 

T. 

2.66 

Covington^ 

Tioga 

T. 

.08 

.53 
.26 

.10 
.17 

T. 

.92 

6  20 

Lawrenceville 

Tioga 

.68 

4  87 

North  Branch 
Berwick 

Columbia 

1  75 

Canton^,  INW 

Bradford 

T. 

T. 

T. 

'  *  *  * 

.68 

1.28 

1.62 

* 

5  01 

Danville^ 

Montour 

.38 
.25 
.06 
.40 
.07 
.06 
.04 
.70 
.40 
.19 
.57 
.05 
.31 
.38 
.54 

.31 
.15 
.22 
.35 
.47 
.30 
.27 
.44 
■  SS 
.13 
.38 
.95 
.61 

2  80 

Freeland2 

Luzerne  

.60 
.10 

3  59 

Hop  Bottom2.  2  S 

Susquehanna 
Columbia,. . . 

2.90 

Millville',5 

.28 

2  54 

Monroeton^  2  8 

Bradford  

.48 
.18 
.58 

.08 
.12 
.33 

03 

.37 

.49 
.29 

'.'06 

2.31 
L91 
2.01 

6  59 

Montrose2,3E .. 

Susquehanna 
Bradford 

.06 

4.48 

Orwell2,  3N 

5  14 

Park  Place',!  NW 

Schuylkill . . . 

.04 
.04 

4  22 

Pikes  Creek. '.6 

Luzerne 

.65 
.41 
.59 
.12 
2.80 
.75 
.44 

.59 

.62 

1.17 

L51 

.33 

.42 

.63 

.32 

.91 

.61 

.74 

1.35 

.81 

1  76 

Rush^  

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  

.26 

.03 

.01 

.17 
'!35 

't.' 

.24 

t. 

.37 
.44 

.09 

^62 

.'06 
.15 
.01 

'.'64 

't.' 

.10 
1.23 
.18 

.60 

3.73 

Scranton',5 

.10 

1  92 

Susquehanna* 

.07 
L79 

.04 
.01 

.13 
.21 

• 

03 

2.04 

4  30 

Towanda,  1  E 

.10 

.06 

6  93 

Tunkhannock 

Wyoming..  . . 

2  30 

Wilkes-Barre',  3N.... 

Luzerne 

T. 

.38 

.18 

1  90 

West  Branch 
Ansonia2,  2  W 

Tioga    

.04 

.68 
.77 
.82 
.19 
.28 
.41 

.37 
.05 
.37 
.23 
.17 
T. 

Carrolltown* 

Cambria 

.  .  .  . 

Carter  Camp* 

Potter 

Lycoming.,.. 
Clearfield  .  . . 

.21 
.02 
T. 

'."oi 

.... 

T. 

.01 

*  *  '  * 

.  .  .  . 

5  63 

Cedar  Run* 

5  10 

Clearfield* 

.01 

T. 

'  *  *  ' 

Coalport* 

Clearfield.... 

2.08 
4  59 

CurwensvilleApt'  6NW 

Clearfield.... 
Cameron 

T. 

.01 

T. 

.01 

.03 

. . . . 

1.93 
1.48 
.94 

Driftwood',  6 

3.21 

$3.37 
3.99 

Dushore',  * 

Sullivan 

Eagles  Mere* 

Sullivan 

13 

.32 

.05 

'.'32 
.71 

.49 
.59 

Emporium*,  IE 

Cameron 

.06 

.79 

L77 
.92 

English  Center',  5 

Lycoming. . . . 

... 

5  16 

Galeton 

Potter 

T. 

.02 

1.05 

5.90 

Continued  on  page  68. 
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Daily  Precipitation  September  for   1946  -Continued  from  page  67. 


Stations 

Counties 

Day  of  month 

■a 

1 

2 

3 

4 

f. 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

•23 

24 

25 

26 

27 

28 

29 

30 

1 

West  Branch 
(continued) 
Karthaus''' 

Clearfield 

.72 
.79 
.40 
.62 
.31 
.56 
.41 
.78 
47 

.21 
.16 

.62 

.85 
.35 
.73 
.2S 
.68 
^■1 

.27 
.72 

.20 
.01 

18 

'[60 
1.22 

'.'66 
T. 
47 
.45 

'.'« 

.49 

.28 

.29 

.46 

T. 

.30 

.05 

.01 

.04 

.48 

.02 

.70 

.14 

T. 

.34 

.18 

T. 
.10 

.38 
.54 
.08 

.'65 

.64 

.02 

.18 

T. 

.■24 

'.'65 
.05 

.'•2.3 
.10 

'^95 
.62 

't. 

'.'21 

.'24 

i.'32 
.10 

.78 

.60 

50 

.92 

1.30 

.93 

.90 

1.37 

.65 

.95 

2.45 

2.11 

■2.23 

1.65 

.13 

.93 

.10 

3. '29 

.46 

1.3:1 

.49 

.98 

2.04 

1.90 

1  25 

.71 

.24 

.87 

.13 

1,83 
1.68 
.56 

.64 
.63 

58 

.17 
.37 

".2\ 
.16 

".hi 

■■96 
.,50 

.'69 

i'23 
2.01 

^39 

'.■52 
1.'35 

.■35 
.58 

1.43 
1.54 

.10 

.19 
1.48 

.■20 
2.41 
1.30 

.08 
1.17 

.■28 
1.70 
1.36 

1.04 
.08 
.52 
.05 
.98 
.'29 

1.71 
.60 
.69 
.03 

1.65 
.12 
.74 
.68 
.75 
.07 

.92 
1.10 
.70 
.60 
.05 
.79 
.59 
.02 
.35 
.12 
.07 
.14 
.24 
..58 
1.07 
.48 
.06 
.03 
.22 
.86 

'.'24 
.37 
.84 
.70 
.70 
.76 
.11 
.3.-^ 
.19 
.03 
.04 

.33 
.38 
.72 
.82 
.66 
.72 
.83 

.35 
.03 
.14 
1.'24 
.37 
.21 
.06 
.44 
.22 
.99 

.... 

4  2C 

Lock  Haven2 

Clinton 

5.0a 

Medix  Runi,  ^ 

Elk 

.02 

.10 

3  20 

Philipsburgi,  yg 

Centre 

Clinton 

T. 

.01 
.05 

5.8(1 

.15 

'.'■27 
.•22 

3.98 

State  College^,  ^ 

Centre 

T. 

.38 
T. 

T. 

.07 

3  78 

Tamarack-^,  2  S 

Clinton  

.04 

T. 

4.  69 

1.09 
.53 
.18 
.43 
.26 
.31 

.74 
.83 
.65 
.87 

1.32 
.8! 
.66 
.60 
.66 
.34 
.70 
.75 

1.12 
.60 
<t5 

'.'42 
.01 
.36 
.42 

".4b 
.17 
.11 
.20 
.11 

'.'io 
.'37 

.17 

O'i 
.40 

'!i8 
.'69 

!6i 

T. 

.12 

.16 

5.2::! 

Tyrone  l,*,  4  NE 

Wellsboro^ 

Blair    

.17 

2  87 

Tioga 

OS 

T. 

.01 

.02 

.04 

.36 
.34 

.28 
.29 

.69 
.08 
.48 
.  15 
.11 
.41 
.04 
.12 
.31 
.45 

56 

.52 

1.85 

95 

.59 

T. 

.02 

4  34 

Williamsport  Apt.'-4E 

T 

5.32 

Williamsport^ 

Lycoming.  . . 

.09 
.10 

.34 

5.  7( 

Williamsport2,  4  SE. . . 

Juniata 
Altoona,  4.5  W 

5.21 

Blair 

4.96 

Bret?ze wood  ^ ,  0.5  E 

Bedford 

.30 

.06 

2.  11 

Buffalo  Mills^, 

Bedford 

.13 

3  09 

Burnt  Cabins',  2  NE.. . 

Fulton 

.51 

.08 

2.  8( 

East  Waterford''',  3  E. . . 

.01 
.06 
.30 
.06 
.21 

.07 

.17 

.34 

1.64 

1.47 

6.23 

Everett*.  0.5  S\V 

Bedford  .    ... 

.... 

'2.67 

Huntingdon . 
Mifflin 

4.54 

Lewistown2,  1  W 

Mapleton  Depots 

Martinsburg' 

McConnellstowa2.4NW 
Neffs  Millsi,6,  3.5  NE.. 
New  Bloomfield 

:H.72 

Huntingdon . 
Blair 

4.37 

.39 

.33 

.82 

4.88 

Huntingdon. 
Huntingdon . 

.22 

.39 

6.64 

.23 

.05 

.88 
.03 

4  50 

T. 
.10 

.48 

4.69 

Perry 

.50 
.22 

3.34 

CltlYtnTlS    1    \V 

Bedford 

.27 

4.08 

ShadeGapi,6.0.5SW.. 

LwR  Susquehanna 
Arendtsville^ 

Huntingdon . 
Adams 

1.38 

.09 

.65 

1.13 
.64 

2.01 

1.02 
.65 
.46 

1.93 
.94 
.71 
.72 
.49 
.46 

1.50 
.72 

1  53 

.43 

'.'ii 

.18 
.03 

2.93 

.18 
.01 
.05 
.03 

t. 

.'25 

T. 

.93 

1.18 

6  04 

Beavertown  ^ 

Snyder 

Cumberland. 
Cumberland. 
Lancaster — 

.02 

T.' 

.01 
1.35 
.11 

'.'is 

.02 

6  16 

Bloserville.  1.5  N 

6.15 

Carlisle 

3.30 

Columbia 

.13 

1  57 

Daupliin2,3N 

Dauphin 

q.l 

3. '28 

Ephrata 

Lancaster.. . . 

T. 

.76    T. 

t. 

.12 

3.33 

Glen  Rocki,5 

York,  

.19 

1..^<1 

1.76 

.61 

.41 

.57 

.30 

.60 

.81 

1.10 

.14 

1.18 

1.20 

L05 

.58 

.96 

.15 

.•22 

.33 

.15 

.17 

1.05 

.52 

1.36 

.66 

.12 

.23 
3.90 
.17 
.75 
.10 
.14 
.66 

.26 
.35 
.21 
.70 
1.12 
.51 
.50 
.43 
.08 
.9^2 

3  22 

Schuylkill  ... 

.09 

.61 
05 

3.44 

Qrantville,2  8W 

Dauphin 

.69 

•'r' 

.05 
.08 

t. 

'!l7 
.01 
.01 
.15 
.48 

1  73 

Hanover^ 

York 

Dauphin 

.01 

.01 

1.69 

Harrisburg  Apt' ,  '•,3.5  S 

.01 

.05 

1  56 

Holtwood^ 

Lancaster — 

.12 

T. 

.05 

.45 
.55 
.06 

2.73 

Huntsdale^ 

Cumberland. 
Lancaster.. . . 

.12 

2.  78 

Kirkwoodi,^,  ISW.... 

3  69 

Lancaster, . . . 
Lebanon 

.01 

T. 

1.78 
.44 
.48 
.48 

1.02 

1.98 
.88 

1.'27 
.41 
.36 

■2.39 
.24 
.62 
.34 

1.31 

1.92 
.68 

3.36 
1.00 
.89 
.69 
.63 
L30 
1.55 

.25 
.09 
.16 
.16 
.28 
.■26 
.06 
.35 
90 

.'80 

'.'27 

.'•20 
.03 
.12 

.04 

T. 

.12 

3.43 

Lebanon-^ 

1.40 

■1" 

2.55 

Middletowni,  1.5  w  — 

Dauphin 

t. 

2.81 
.12 
.05 

.10 
.02 

2.17 

Millersburgi,  6_  2  E  .  . . 

Dauphin 

5.31 

Milroy^,    

Mifflin 

.47 
1.90 

.35 

4  14 

Newburgl.  3.5 NW 

Cumberland. 
York 

.25 

.73 
.06 
.02 

6.44 

New  Park 

.17 

2.83 

Pine  Grove^,  1.5  NE  . . . 

Schuylkill. .. 

.53 

.71 
1.32 
1.^24 

3  25 

Snyder  .   

.21 
.65 

3.03 

N'umberland 
Cumberland. 
N'umberland 
York 

.43 
.05 
.08 
.11 
.41 

3.83 

Shippensburg 

.04 

3.54 

SunburyS  

.21 

'.'■27 
.30 

1.43 

2  93 

Wellsville 

.32 

.10 

2.56 

William*^town^ 

Dauphin 

.63 

2  62 

Woodward',  2  NE 

Centre 

.07 

.01 

.53 
.03 

5  09 

York  3  SW  

York 

.03 
.93 

2.77 

York  Haven2     

York 

.32 

2.09 

Potomac  Basin 
Chambersburg',  1  SW. 

Franklin..  .. 

.31 

'.'n 

.15 
.71 
.01 
.29 

.10 
.65 
.47 
.89 
.22 
.74 
.25 
.26 
.12 
.98 

.08 

T. 
.31 

'.'65 

'tV 

.14 

.35 

.26 

.28 

T. 

.28 

.02 

.02 
.65 
.37 
.14 
.04 
.70 
.54 

t. 

.12 
.08 

.17 
.11 

4  62 

Gettysburg 

Adams, 

T. 

T. 

t. 

• 

.19 
.09 
.02 
.07 

.62 

'.'35 
.04 

6  74 

Hewitt  28W 

Bedford 

.38 

2  59 

Hyndman^ 

Bedford  

T. 

T 

2.88 

McConnellsburg2 

Fulton 

2  18 

Mercersburg2 

Franklin 

.07 
.68 

.01 

2.54 

South  Mt.  San't'm2 

Franklin 

4.41 

GULF  DRAINAGE 
Ohio  Basin 
Allegheny 
Acmetonia2 

Allegheny... . 

1.61 

Aliens  Millsl.  ^ 

Jefferson 

.10 
.08 

.'6i 

.10 
.10 

1.37 
.12 

3  34 

Blairsvillei.  6NE 

Indiana 

T. 

1.66 

Boswell^SNW 

Somerset 

.06 

3.58 

Bradford,  4  W 

McKean 

Jefferson 

Somerset 

'tV 

.10 
.06 

.81 

"tV 

.25 

.02 
T. 

08 
.57 
.35 

3.08 

BrookvilleM.5SW.  ... 
Buckstown'.  ^ 

.01 

.07 
.13 

3  13 
2. 14 

Clarion^,  3  SW 

Clarion 

ns 

.17 

.18 

.03 

.03 

1.74 

Erie 

.15 

t. 

.18 

1.07 

Coudersport 

Potter 

•  01 

.01 

.30 

3.47 

Coudersport,  7.5  E 

Potter 

W'moreland. 
W'moreland. 

Cambria 

Cambria 

.38 
.60 
.78 
.19 
.10 
.07 
.32 
1.02 
.16 
.89 

'.'33 

1.04 

21 

.44 

.30 
.02 

.10 
.20 
.14 

T. 
.15 
.06 
19 

T.' 
.28 

.40 
.54 
.48 
.12 
.09 
1'. 
.01 
1.55 
.08 
.09 

.22 
.2K 
.48 
.44 
.38 
.24 

■2.50 
.16 

1.05 
.64 

.24 
.06 
.03 

.48 

.3a 

.14 
.70 
.11 
1.08 
.81 

1.64 

Donegal'    

.42 

.12 
.21 

2.29 

Dunlo'.  5,0.6  SW 

2.18 
1.75 

Ford  City^  4  3 

Armstrong.. . 

.05 

.26 
.29 
.05 
.11 
.22 
.10 

.02 
.01 
.04 

2.27 

Franklin^ 

.10 
.06 

106 

Glen  Hazel2,  1  NE 

Elk 

.02 

t. 

4.42 

Home'.  5,     

Indiana 

.17 
.03 

.02 

.14 
.12 

3.28 

1.35 
.24 

.07 
.20 

4.16 

Johnstown^,  0  5  W, 

Cambria 

.01 

2.88 

Continued  on  page  69. 
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Daily  Pre 

sipitation  for 

September 

1946- 

-Continued  from 

page  68 

Counties 

Day  of  month 

s 

stations 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

80 

81 

1 

Allkghkny 
(contluued) 

Kane'.  IN  

KroKar',  1.5  SE 

Lycippus.  1.5  K 

MoKean 

Wmoreland. 
VV'moreland. 

Forest 

Crawford. . 

T. 

.02 

.25 

".i2 

.82 
.27 
.13 
.40 
.06 
.13 
.11 
.51 
.53 
.24 
.43 
.35 
.23 
1.06 
.70 

.04 
.17 
.03 
.10 

.24 
.22 
.21 

.09 
.17 

.20 
.28 

.93 

.69 

.48 
.32 
.55 

« 

.37 
.43 
.40 
.07 
.98 
.95 
l.OS 
1.32 
.84 
.42 
.24 

.87 

.10 
.10 
.29 

■;68 

.26 
.52 
.03 
1.39 
.97 
.25 
.87 
.22 
,64 
.06 
.08 
.14 
.28 
.14 
.18 

'.'si 

.01 

.36 
.28 
.06 
.29 
.20 
.22 
1.14 
.11 
.03 
.37 
.17 
.22 
.34 
.41 

.37 
.49 
.13 
.15 
.22 
.13 
.12 
.32 

,43 
.73 
.08 
.03 

.24 
.03 
1.12 

. . .  - 

3.76 

'.'75 

.02 
.02 

.83 

2.64 

'!64 

'I' 

1.98 

.10 

.02 

* 
.02 
T. 

.05 
.08 

'.'6i 

.03 

T. 

.06 

.08 

.44 

• 
'.'22 

1.48 

.34 

2.65 

Meadville-.  IS 

.10 
.04 

.02 

.21 
.10 
.26 

.22 

.32 

flO 

1.03 

Arm,<trong.. . 

1.40 

Parkers  Landing^ 

PitU-;burghCtyOf' .*.  .. 

Port  .\Uegany2 

Pimxsutawuey2 

Putueyville-.  2.6SE... 

Ri(1gway2 

Saltsburg2... 

't.' 

.02 

T. 

.02 

.02 

1.64 

Allegheny . . . 

T. 

.02 
.01 
.02 
.08 
T. 

tv 

.03 
.03 

.35 

'!53 
.01 
.04 
T, 
.03 

1   ... 

.50 

1.57 

.20 
.10 
.27 
.12 
.31 
.12 
.08 

.11 
.01 

'.'6i 

4.03 

T. 

2.30 

Armstrong.. . 

Elk 

Indiana 

2.46 

3,65 

.44 
.48 

.51 
.37 

2.64 
3.17 
1.65 

Seward- 

Sheffieldi.s.  6  W 

Smethport',5,  1  S\V  . . . 

Wmoreland. 

'.'08 

.58 
2.20 

■ 

M 



.16 

.79 
.06 
.06 
.04 
.90 
.02 
.03 

.73 

T. 

.51 

.46 

.53 

.37 

.45 

.23 

.43 

.29 

.38 

.90 

.30 

.29 

.04 

oq 

08 

■."62 
■.01 
.02 

tv 

T. 

"ios 

34 

r. 

.36 

.23 
.15 

'.'is 

.09 

T. 

.18 

.03 

.53 

.20 

.15 

.25 

.11 

.05 

.18 

.37 

.16 

.21 

.02 
.09 
.05 
12 
.04 
.23 
.19 

.04 

.10 
.10 

.12 
.60 
.14 
.10 
,21 
.10 
.14 

.96 
1.34 
.10 
.47 
.16 
,03 
.70 
.02 
.03 
.16 
.78 
.84 
.63 

3.92 

Tione.-ta^,  1.5SE 

Titusville. '2  8 

Forest 

Crawford — 

Erie 

Wmoreland. 

.08 
.08 

.01 
.26 

.25 
.25 
.03 
.06 
.12 
.18 

,31 
.18 
T. 
.29 
.18 
.21 
.17 

.01 

1.21 

T. 

T. 

.07 

.10 

1.29 

T.' 

.16 
.12 

.06 

0.92 

■.'62 

.27 
.44 

.18 

•••• 

'. 

■'62 

1.72 

.04 
.06 

".2\ 

.06 

1.20 

.3i 

1.13 

MONONCAHELA 

Counueuce2,1.5NW... 

.05 
.05 

2.79 

'.'38 

2.29 

,31 

,21 

1.75 

.22 
.14 
.20 
.25 

1.76 

Greensburg,  2  S 

Wmoreland. 
Wmoreland. 

T. 

.20 
T. 

.01 

.14 
.01 

• 
T. 

2.09 



1.24 

.05 

2.94 

Mur^y^^•ine//l.5 

Pittsburgh  Arpt.//  ',5.. 
Rices  Landing^ 

.32 
.07 

.20 
.39 

.13 
.21 

1.26 

Allegheny . . . 

T. 

T. 

T. 
31 
.28 
.10 
.23 
.33 

13 
.18 
.32 

T. 

.'oi 

T. 

,38 

.07 

.15 

.08 

.35 

.31 

.38 

t. 

1.27 

T. 
T 

.02 

1.58 

.08 
.20 
.19 
.30 

.63 
1.00 
T. 
.03 

2.58 

Springs6,  ISW 

.10 

3.88 

1.93 

1.92 

Beaver 

T. 

'.'oi 

.04 

.47 
.52 
.15 
.08 
.22 
.06 
.01 
.20 

.08 
.14 
.35 
.10 

.09 
.02 

1.38 

Butler 

.01 

.03 

1.71 

Farrell2 

Mercer 

.06 
.09 
11 
T. 
T. 
.03 

.17 
.35 
.12 
.35 
.26 
.05 

.05 
.03 
.13 
.21 

.21 

,19 

1-09 

T. 

.02 
.19 

1.00 

Jame^town^  2  NW 

Mercer. 

T. 

.68 

T. 

.14 

.04 

.28 

'.'6i 

.85 
.66 
.31 

T. 

.02 
.03 

.10 

T. 

;?2 

.29 

,11 
.04 
.03 
.04 

.42 

.75 
.29 

T. 

L88 

Mercer  Arpt.',  2.5  NE.. 

Newcastle',  1.5  N 

Pennline.2,  IS 

Ohio 
Claysville2 

Mercer 

Lawrence 

Crawford 

Washington  . 

T. 
T. 

1.36 

1.16 

L13 

1.78 

1.87 

Coraopolis^,  IE 

Allegheny  .. . 

2.41 

Midlands 

Beaver 

T. 

.02 

1.28 

Washington  . 

.10 

.84 

.32 

1.60 

LAKE  DilAINAGE 
Albion 

Erie 

.04 
.19 
.10 

55 

Erie',  5 

Erie 

.20 

T. 
.21 

■;63 

T. 

.95 

.73 

.08 

T. 

3? 

.35 

» 

1.82 

Raymond',  ^. 

Potter 

$2.  51 

[See  page  72  for  explanation  of  reference  marks.] 


Daily  Evaporatioii( inches)  and  Wind  Movement  (miles) 


Stations 

1 

2 

3       4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Total 

ConfluenceMSW.i^-p-«o-„, 

.133 
22 

.140 
20 

.117.153 
38]     23 

.172 
33 

.181 
36 

.159 
23 

.150 
17 

.144 
18 

.202 
28 

.151 
68 

.  101    074 
35       6 

.068 
35 

.138 
17 

.132 

18 

.146 
35 

.128 
20 

.140 
28 

.112 
20 

.019 
13 

.044 
19 

.096 
29 

.070 
32 

.047 
29 

.140 
30 

.132 
20 

.128 
30 

.126 
30 

.164 

87 

3.707 
859 

l^o^<3City^4S (^Td^rmeni 

.279 
21 

.160 
38 

.167 
28 

.150 
30 

.154 
21 

.174 
36 

.162 
21 

.138 
19 

.156 
16 

.130 
18 

.245. 146 .104 
62j     26     23 

.096 
29 

.214 
21 

.058 
25 

.130 
13 

.146 
6 

.112 
9 

.200 
18 

100 
33 

.067 
9 

.125 
30 

.060 

50 

.087 
10 

.127 
26 

.108 
11 

.130 
19 

.104 
13 

.144 
66 

4.172 
746 

HawleyMS {lZl°LT^enl 

.151 
40 

.  202 
124 

.133 
37 

.175 
39 

.135 
19 

.166 
30 

.059 
11 

.138 
65 

.118 
15 

.035 
43 

.246.178.137.152 
136i     72     30|     26 

.133 

37 

.152 
39 

.120 
23 

.121 
20 

,140 

17 

.137 
30 

.110 
15 

.208 
32 

.087 
4 

.013 
38 

.789 
44 

.437 
41 

.216 
28 

.098 
17 

.020 
29 

.112 
49 

4.918 
1150 

Jamestown2..2Nw{E^:aPO-^^-,„i 

.152 
25 

.146 
55 

,170 
4 

.141 
37 

,141 
18 

.164 
38 

.134 
37 

.184 
33 

.149 

7 

.078 
18 

.141  .  169^092 
49'     36'    38 

.081 
37 

.148 
24 

.1641.115 
12      16 

.103 
20 

.148 
28 

.229 .  129 
13]    39 

.108 
19 

.129 
36 

.011 
41 

.144 
19 

.119 

26 

.135 
26 

.124 
23 

.150 
42 

.075 
41 



3.973 

857 

NeffsMills^3.5  NE.  j  ^l^KJ°ement 

.122 
10 

.160 
9 

.138 
21 

.040 
13 

.252 
8 

.144 
13 

.120 
9 

.016 
4 

.216 

8 

.168 
3 

. 170. 184 i  098 
171     20!     33 

.072 

•?9 

.120 
10 

.122'  134 
141       9 

.106 
5 

.122 
6 

.  288  ].3S6 

6l      7 

.034 
6 

.072 

.276.074|.136 
4        91     20 

.110 
13 

.102 
8 

.102 
5 

.140 

3.642 
•317 

Italics  mean  minus  quantity. 


[See  page  72  for  explanation  of  other  references.] 


70 


CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


September  1946 


Daily    Temperatures  for  September  1946 


Stations 


Albion/ 

AllentownArpt.i-4NE. 

Allentown  / 

Altoonar4.5W 

Arendtsville  / 

Beavertown/ 

Berwick 

Bethlehem  1 

Blairsvillei-6  NE. 
Bra(Jford-4  W 


/Maximum 

V  Minimum. 
.  /  Maximum 

\  Minimum. 
Maximum 
Minimum. 
Maximum 
Minimum. 

/  Maximum 

V  Minimum. 
J  Maximum 
1  Minimum. 
I  Maximum 
\  Minimum. 
/  Maximum. 
\  Minimum. 
I  Maximum 
)  Minimum. 
(  Maximum. 
\  Minimum. 


Brookvillei-l.SSW / 

Burnt  Cabinsi-2  NE  . . . .  | 

Butler / 

Canton/-lNW ( 

Carlisle 

Chambersburg6-1  SW.  . . 

Clarion6-3SW / 

Claysvllle/ 

Coalport  / 

Coatesville/ 


Colvunbia / 

Corry ) 

Coudersport / 

Curwensvillei-6  NW . . . .  / 
Derry / 


Donegali ( 

Donora' / 

Eagles  Mere/ / 

East  Waterford6-3  E  . . . .  / 

{ 


Ebensburg/. 


Emporium/-!  E. 

Ephrata 

Eriei 

Everetti-0.5  SW 

Farrell 

Ford  City  /-4  S  . 

Franklin/ 

Fredericksville- 

Freeland 

George  Schools 


IS. 


Gettysburg 

Gordon 

Greensburg-2  S 

Hanover/ 

Harrisburg  Arpt.  1-3.5  S 

Hawley-0.5  E 

Hewitt-2SW 

Holtwood' 

Huntingdon 


Maximum. 
Minimum. 
Maximum. 
Minimum. 
Maximum. 
Minimum.. 
Maximum. 
Minimum. 
Maximum. 
Minimum.. 
Maximum. 
Minimum. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 

Maximum. 
Minimum.. 
Maximum. 
Minimum .. 
Maximum. 
Minimum . 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 
Maximum. 
Minimum.. 


.  t  Maximum . 

\  Minimum. 
.  /  Maximum. 

\  Minimum  . 
.  /  Maximum. 

\  Minimum. 
.  /Maximum. 

\  Minimum. 
.  /Maximum. 

\  Minimum.. 
.  /  Maximum. 

\  Minimum. 
.  /  Maximum. 

\  Minimum. 
,  /  Maximum . 

\  Minimum.. 
.  /  Maximum. 

\  Minimum .. 
.  /  Maximum. 

\  Minimum.. 

.  /  Maximum. 

\  Minimum .. 

.  /  Maximum. 

\  Minimum .. 

Maximum. 

Minimum .. 

Maximum. 
\  Minimum.. 
/  Maximum. 
\. Minimum.. 
/  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 


•{ 


75  73 
.55  56 


10 


12 


87  86 
65  60 


76 
51 

75 
51 
66 
46 
77 
52 
69 
U6 
7fi 
50 
74 
56 
6K 
50 
66 
46 

70 
49 
71 
44 
77 
50 
63 
47 
76 
52 
78 
47 
67 
50 
78 
44 
67 
45 
77 
52 

80 
52 
65 
49 
68 
43 
6i 
42 
72 
48 
69 
41 
73 
52 
65 
48 
65 
.52 
67 
45 

63 
49 
77 
53 
61 
50 
73 
47 
86 
58 
72 
49 
68 
54 
72 
50 
76 
49 
77 
54 

75 
54 
70 
45 
73 
44 
78 
55 
74 
53 
68 
49 
79 
52 
77 
61 


42 
69 
54 
65 

46|  48 


70 
40 
72 
43 
67 
38 
72 
42 
70 
34 
72 
40 
70 
44 
67 
44 
68 
36 

70 
39 
70 
34 
74 
40 
70 
37 
69 
38 
Ti 
37 
73 
40 
74 
45 
75 
36 
71) 
44 

75 
42 
71 
37 
70 
34 
65 
38 
72 
49 
68 
40 
74 
49 
65 
40 
66 
46 
69 
39 

73 
39 
70 
44 
69 
52 
70 
40 
78 
50 
71 
42 
77 
43 
68 
40 
68 
41 
72 
44 

68 
41 
71 
31 
72 
39 
70 
44 
70 
43 
68 
34 
75 
45 
68 
50 
71 
43 


16 


17 


76 
49 
80 
43 
80 
43 
75 
41 
80 
43 
79 
35 
79 
40 
80 
47 
74 
51 
78 
35 

T 
35 
78 
36 
79 
40 
77 
41 
76 
42 
80 
40 
79 
38 
79 
40 
77 
34 
79 
42 

83 
43 

80 
34 
77 
31 
72 
47 
78 
37 
75 
34 
81 
43 
75 
51 
72 
55 
75 
40 

83 

3 

80 

42 

77 

58 

77 

39 

83 

46 

78 

39 

82 

41 

77 

47 

76 

46 

80 

43 


18 


20 


21 


22 


38 

38 

83 

77 

52 

54 

85 

81 

53 

63 

84 

75 

36 

57 

84 

75 

40 

56 

77 

70 

51 

56 

80 

75 

47 

62 

70 

72 

45 

55 

78 

82 

54 

64 

83 

68 

61 

58 

78 

70 

63 

59 

77 

76 

47 

48 

84 

73 

47 

47 

83 

73 

54 

64 

86 

71 

62 

1-3 

80 

76 

43 

59 

92 

80 

51 

67 

81 

77 

45 

47 

82 

77 

44 

46 

81 

67 

51 

59 

80 

72 

59 

58 

84 

/■D 

56 

63 

80 

75 

51 

69 

83 

76 

45 

61 

77 

75 

43 

60 

80 

77 

55 

60 

83 

/ ' 

54 

63 

85 

68 

48 

56 

79 

79 

42 

52 

82 

77 

61 

66 

83 

75 

46 

57 

23 


24 


52  57 


25  26 


58 

76 

66 

7 

66 

71 

60 

73 

67 

80 

70 

76 

68 

76 

68 

66 

55 

71 

56 

71 
51 
77 
5) 
80 
58 
70 
64 
74 
71 
74 
65 
74 
56 
75 
65 
70 
65 
76 
66 

76 
69 
72 
57 
71 
59 
68 
51 
74 
59 
65 
50 
77 
61 
78 
64 
67 
60 
64 
59 

73 
61 

7 
70 
69 
61 
76 
51 
77 
6! 
74 
65 
74 
63 
74 
66 
70 
61 
79 
66 

74 
66 
72 
65 
73 
59 
73 
70 
75 
66 
70 
63 
77 
64 
78 
70 
76 


27 


46  38 
79  81 


28 


29 


93 
62 

80 
5' 
78 
53 
80 
51 
73 
52 
79 
50 
S3 
56 
81 
60 
82 
56 
82 
45 

82 
46 

8n 
48 
90 
36 
80 
56 
78 
55 
79 
52 
83 
49 
85 
46 
83 
42 
78 
51 

84 
61 
89 
45 
83 
42 
79 
54 
87 
54 
82 
51 
85 
56 
74 
56 
73 
61 
82 
52 

85 

47 

78 

55 

8 

68 

80 

42 

90 

59 

83 

47 

83 

4 


30 


72  56 
51  46 
73 
60 


31 


75  69 


50 


Continued  on  page  71. 
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Daily  Temperatures  for  September  194a-Contlnued  from  page  70. 


Stations 


Indiana 

Irwin 

Jamestown/ -2  NW. 

Johnstown  / 

Kane'-l  N 

Lancaster 

Lawrencevi\)e 

LebHnou  ' 


••{ 


Lewistown/-2S\V.  ... 

Lock  Haven^ 

Marcus  Hook/ 

Martinsburg^ 

Mauch  Chunk!  S\V.. 

Meadville /-I  S 

Merceri-2.5NE. 

Midaietowni-1.5W.  . 


I  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
/  Maximum. 
\  .Minimum.. 
/  Ma.\imum. 

Minimum.. 

Maximum. 

Miniumm., 

Maximum. 
\  Minimum. 
(  Maximum. 
\  Minimum. 
(  Maximum. 
\  Minimum. 

/  Maximum. 

\  Minimum. 

/  Maximum. 

\  Minimum. 

I  Maximum. 

\  .Minimum., 
.  I  Maximum. 

\  Minimum. 
,  /  Maxunun). 

\  Minimum . 
.  /  Maximum. 

\  Minimum. 
.  /  .Maximum. 

\  Minimum., 
.  j  Maximum. 

\  Minimum 


Midlandt! /  Maximum.. 

\  Minimum.. 
Montrose/-3  E /  Maximum.. 

\  Minimum. 
Mt.  Pocono'-2  N /  Maximum.. 

\,  Minimum.. 
New  Bloomtield /  Maximum  . 

V Minimum. . 
Newburgi-3.5N\V /  Maximum. 

\  Minimum.. 
New  Castle-1.5  N /  Maximum.. 

\  Minimum.. 
Palmertoni /  Maximum.. 

V  Minimum.. 
Park  Place^-1  NW (  Maximum. 

V  Minimum.. 


Phila.  Arpt.i-"S\V 
Philadelphia  C.O.i. 

Phila.  Shawmont 

Philipsburgi-7  E 

Phoenixville-1.5SE 

Pittsburgh  Arpt.l-7.SSE 
Pittsburgh  City  Officei . . 
Port  Clinton/ 


(  Maximum. 
\  Minimum., 
I  Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum . 
/  Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum., 
/  Maximum. 
\  .Minimum. 
/  Maximum. 
\  Minimum. 
( Maximum. 
\  Minimum. 


Putney ville-2 .5  SE /  Maximum.. 

\  Minimum.. 
Quakertown-0.5  E *  Maximum.. 

\  Minimum.. 
Reading! )  Maximum.. 

\  Minimum.. 
Ridgway/ /  Maximum.. 

\  Minimum.. 
Scrantoni ;  Maximum.. 

\  Minimum.. 
Selinsgrove /  Maximum.. 

\  ^^inimura .. 
Somerset /  Maximum., 

\  Minimum.. 
Springs6-1  SW /  Maximum., 

\  Minimum.. 

State  College' /  Maximum. 

\  Minimum.. 
Stroudsburg-2  E /  Maximum. 

\  Minimum.. 
Tamarack /-2  S /  Maximum. 

\  Minimum.. 
Tionesta  /-1.5  SE /  Maximum . 

\  Minimum.. 
Titusville-2  S /  Maximum. 

V  Minimum.. 
Towanda-1  E /  Maximum. 

\  Minimum. 
Tunkhannock /  Maximum. 

\  Minimum. 

Uniontown S  Maximum 

'  Minimum. 


7f 
50 
75 
6i5 
79 
Ai 
79 
46 
72 
40 
78 
44 
79 
44 
81 
48 

81 
46 
81 
46 
81 
69 
75 
51 
76 
40 
77 
42 
74 
49 
81 
49 

78 
53 
74 
47 
73 
46 
80 
41 
72 
41 
78 
50 
78 
43 
73 
52 

81 
50 
80 
59 
80 
49 
73 
49 
83 
45 
76 
52 
78 
58 
79 


73 
57 
75 
60 
73 
48 
77 
52 
f>9 
38 
80 
51 
72 
52 
80 
50 

80 
53 
77 
55 
83 
62 
72 
52 
76 
40 
70 
45 
70 
43 
79 
55 

73 

54 
69 
51 
70 
50 
79 
48 
76 
44 
74 
47 
75 
53 
70 
54 

82 
60 
81 
62 
82 
56 
71 
43 
84 
53 
74 
55 
76 
58 
78 
43 

75 
59 
79 
65 
80 
60 
75 
41 
74 
56 
77 
.52 
72 
48' 
71 
46 

74 
52 


70 


78  83 


65  68 
45  45 


87 
66 
87 
68 
90 
55 
91 
50 
84 
47 
82 
54 
91 
52 
87 
68 

90 
60 
90 
62 
81 
62 
85 
47 
80 
54 
88 
55 
87 
57 
86 
59 

88 
56 
83 
51 
80 
56 
80 
49 
78 
45 
92 
54 
83 
59 
83 
57 

85 

62 

84 

62 

8fi 

69 

85 

4 

8 

56 

90 

59 

89 

60 

83 

65 


9  10  U  12 


87  90 

49  64 
81 

62!  64 

85  89 


66 
91 
4 

84  86 
55  63 


61 
85 
66 
79 
65  60 


68 


56 
70 
46 
76 
62 
77 
55 
73 
54 

82 
63 
82 
70 
82 
54 
71 
49 
84 
65 
76 
59 
76 
61 
77 
59 

74 
52 
78 
61 
80 
61 
74 
50 
75 
60 
88 
56 
73 
57 
67 
54 

75 
56 

84 
63 
70 
63 
74 
52 
72 
52 
77 
58 
84 
B8 
79 
63 


18  14 


16  16  17 


70 
44 
73 
51 
74 
45 
72 
44 
68 
32 
70 
39 
70 
40 
73 
40 

73 
41 
75 
43 
68 
48 
68 
37 
6' 
32 
76 
40 
71 
45 
72 
43 

70 
50 
66 
39 
66 
36 
71 
34 
64 
34 
76 
44 
71 
36 
65 
38 

70 
47 
72 
60 
73 
45 
66 
28 
72 
39 
70 
49 
72 
52 
72 
36 

69 
40 
67 
38 
72 
46 
73 
37 
70 
41 
82 
43 
69 
34 
66 
36 


73 
43 
74 
51 
77 
36 
77 
40 
72 
30 
75 
.39 
74 
39 
77 
40 

80 
39 
79 
40 
75 
51 
75 
38 
71 
34 
76 
35 
74 
39 
76 
45 

75 
43 
69 
40 
69 
40 
76 
33 
70 
32 
80 
38 
74 
37 
68 
45 

78 
49 
79 
57 
79 
47 
72 
27 
78 
39 
74 
49 
76 
47 
75 
36 

74 
36 
79 
37 
79 
44 
T 
39 
73 
40 
78 
33 
72 
30 
71 
31 

75 
41 
76 
35 
70 
45 
76 
39 
75 
33 
74 
39 
75 
43 
78 
40 


18  19 


20 


21 


22 


28 


24 


73 
53 
68 
62 
67 
61 
73 
69 
69 
48 
76 
52 
73 
65 
68 
62  60 


26  26 


78 
50 

77 
50 
68 
47 
77 
49 
69 
39 
78 
51 
76 
48 
82 
54 

81 
52 

79 
50 
80 
67 
76 
49 
73 
62 
70 
41 
69 
43 
81 
55 

73 
47 
72 
48 
74 
51 
80 
46 
72 
44 
75 
46 
79 
54 
74 
52 

83 
62 
84 
67 
72 
64 
71 
38 
84 
60 
76 
52 
78 
57 
79 
55 

73 

46 
76 
56 
82 
61 
75 
38 
76 
56 
82 
48 
73 
43 
71 
43 

74 
49 
81 
55 
71 
46 
70 
46 
67 
49 
77 
45 
77 
i7 
79 
53 


27 


28  29 


86 
54 
89 
68 
88 
41 
87 
47 
82 
40 
80 
49 
86 
48 
85 
62 

86 

60 

86 

51 

86 

60 

84 

51 

77 

45 

8 

3 

81 

49 

84 

54 

85 
49 

80 
48 
78 
49 
84 
46 
76 
46 
86 
46 
80 
50 
78 
69 

84 
56 
85 
63 
85 
56 
79 
41 
85 
50 
87 
55 
87 
53 
74 
48 

84 
44 
81 
47 
85 
55 
87 
38 
85 
52 
84 
46 
82 
38 
78 
41 

82 
52 
84 
48 
81 
47 
85 
41 
82 
44 
85 
45 
85 
52 
90 
47 


84   80 
56  62 


80 


81 


Mean 


821  70 


57  59 


68  . 
62. 

70  . 

48  . 
61  . 

44  . 

60  . 

50  . 
83  . 
36  . 

71  . 
52  . 

61  . 

45  . 
58  . 

55  . 

63  . 

54  . 
70  , 

51  . 
74  , 
60  , 

56  . 
43 
67  . 
51  , 

57  . 

44  . 
56. 

42  . 

64  . 
50  . 

56  . 

43  . 

49  , 
47  . 
60  . 

38  . 
66  . 

50  . 

62  . 
42  . 
60  . 
40  . 
56, 

45  . 
60  . 

39  , 


47  . 
67 

52  . 
71  . 
55  . 
54  . 

40  . 
71  . 
54  . 
58  . 
43  , 
.59  . 

41  . 
69  . 

53  . 

57  . 

43  . 
69  . 

54  . 
66. 
50  . 
57  . 

41  . 
64  . 

44  . 
54  . 
49 
62  . 

43  . 
60  , 

42  . 

57  . 

44  . 
71 
53 
51 

43  , 
65 
43 
55 
42 
64  , 
44 
fig 
i4  . 
69. 
48 


77.8 
64.0 
81.8 
60.8 
79.2 
48.6 
80.0 
80.2 
73.7 
41.6 
77.9 
51.4 
77.3 
50.0 
79.9 
62.2 

80.4 
62.1 
80.1 
62.2 
83.8 
61.7 
75.2 
49.4 
74.9 
48.8 
78.6 
46.3 
76.0 
50.2 
78.9 
54.6 

77.9 
52.4 
72.6 
60.9 
71.8 
49.4 
78.5 
47.9 
71.9 
45.0 
79.7 
48.6 
76.0 
51.3 
72.5 
53.8 

80.1 
5S.6 
80.2 
62.6 
81.1 
56.7 
72.8 
42.4 
81.7 
53.4 
78.5 
55.7 
79.5 
56.6 
76.3 
61.0 

77.1 
48.0 
77.3 
53.3 
79.7 
57.0 
78.3 
42.7 
77.3 
53.6 
81.8 
47.2 
75.9 
43.9 
73.4 
44.5 

76.1 
51.2 


71.6 
61.0 
76.6 
47.1 
76.6 
47.6 
77.6 
49.5 
$78.1 
$50.1 
81.8 
54.2 


Continued  on  page  72 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


September  1946 


stations 


Vandergrifti I  Maximum. 

\  Minimum. 
Warren ( Maximum. 

\  Minimum. 
Waynesburg /  Maximum . 

\  Minimum. 
Wellsboro/ ; /  Maximum. 

\  Minimum . 
Wellsville /  iMaximum. 

\  Minimum .. 
West  Chester f  Maximum . 

\  Minimum., 
Wilkes-Barrel .  Apt.  -3N.  /  Maximum. 

\  Minimum.. 
Willlamsport  Arpt.'-4  E  f  Maximum. 

I  Minimum.. 
Williamstown /  Maximum. 

\  Minimum.. 
Woodward  Apt'-2  NE..  .1  Maximum., 

\  Minimum.. 
York-3SW /  Maximum., 

\  Minimum.. 


DaUy  Temperatures  for  September  1946-Continued  from  page  71. 


n 


14     15 


17 


19 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


20 


82 
47 
»8 
43 
77 
44      46 


21 


22 


5,^ 

61 

83 

70 

51 

61 

86 

79 

46 

63 

79 

6fi 

60 

57 

88 

80 

51 

64 

23 


24 


25 


26 


27 


28 


29 


30     31 


Mean 


81,8 
51.4 

80,2 
48.9 
81  1 
48,5 
76.8 
4.5.3 
78.6 
50  2 
79,3 
57,5 
78,6 
52,0 
77.9 
52.1 
79.6 
49.6 
72,7 
53.5 
84.2 
52.9 


PRESStTRE,  WIND,  HUMIDITT  AND  SUNSHINE. 


Stations 


Erie 

Harrisburg 

Philadelphia 

Philipsburg 

Pittsburgh 

Reading..  

Scranton 


Atmospheric  pressure 
(reduced  to  sea  level) 


30.34 
30.41 
30.  38 
30.43 
30.32 
30.42 
30.45 


29.74 
29.78 
29.74 
29.  84 
29.79 
29.78 
29.  74 


Wind* 


<> 


7.4 
6.0 
6.7 


8.3 
7.8 
4.6 


S 


sw. 

nw. 

se. 

nw. 

w. 

nw. 

sw. 


Relative 
Humidity 


53t 


•  For  any  five-minute  period.  ••  Corrected  to  true  velocities, 

t  12:00  noon.  5  Also  other  dates.        •  One-minute  interval. 


73 
47 
12 
238 
46 
29 
68 


Stations 


RIVER  CONDITIONS 


Port  JervIs.N.Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)  Lock  No.  5. 

Sutersville 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Rivers 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

Juniata j    3.5 

Susquehanna 1    3.  3 

Allegheny i  il.  5 

Youghiogheny 2.5 

Monongahela.. 

Ohio 

Ohio 


14.4 


I 


Si 


4.3 

25 

4.0 

26 

4.4 

25 

6.8 

25 

6.0 

25 

2.8 

30 

4.5 

25 

4.0 

27 

11.7 

1 

2.6 

26 

14.8 

25 

• 

• 

1.2 
0.4 
Z3 
3.0 
1.5 
0.1 
3.2 
3.1 

11.5 
2.3 

14.2 


•  Pool  stage. 


15t 

18t 

18 

15 

24 

20 

8t 
21 

4 
20 

3 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


MIS  CELL  ANEOITS   PHENOMENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
(Dates  and  number  of  stations  reporting) 


Auroras 

Fog,  heavy 

Frost,  killing  . . . 

Glaze  

Hail 

Rain,  heavy .... 

Sleet 

Snow,  heavy. 

Thunderstorms . 
Winds,  high 


10 


1837 
14 


20 


22 


23 


25 


10 


26 


27 


28 


1213 


293031 


29 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  aty  Post  Office. 

f„,...i"  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
forstations  having  10  or  more  years  of  record,  except  that  for  FirsLOrder  Weather  Bureau 
Stations  they  are  based  on  adopted  normals.  «  Precipitation  normals  or  "standard 
mean'  adjusted  to  a  uniform  35  year  period.  ot-auusuu 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

t:  V°'  ^^I\  Number  of  days  missing,  for  example,  '■  indicates  two  days  missing. 
Italics,  data  interpolated. 
5  Partly  interpolated. 
5$  Incomplete. 
t  And  other  dates. 

r  Daily  amounts  inconsistent 
Received  too  late  to  be  included  in  means  and  summaries 
Included  in  next  measurement. 
//  Windshield  on  gage. 

„v,».Ji'J^*r^®°'^'  ^/-^  ^"^f*^  ™  *^^  morning;  the  maximum  temperature  then  read  Is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 

1  Midnight  to  midnight. 

■  Measured  in  the  morning  for  the  preceding  24  hours. 

»  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day 

*  Best  available  used  for  stations  not  equipped  with  recorders. 

*  Recording  gage. 
J  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 

*  Nnnn  t/\  nrv^n 


Noon  to  noon. 


(W.  B.  0.,  Phlladelphla-ll.l-t6-975) 
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GENERAL  SUMMARY. 

Tlu'  warm  trt'iul  wiiicli  began  in  Scpteniher  coiitiiuicd 
tiiroughout  October,  and  weather  was  ideal  for  enjoyment  of 
the  outdoors.  Temperatures  and  sunshine  were  considerably 
above  normal,  with  a  record  warm  spell  coming  at  the  end  of 
the  month.  Rainfall  was  above  normal,  so  that  pastures  greened 
almost  as  in  spring,  saving  farmers  the  cost  of  fodder. 

It  was  the  sixth  warjiiest  October  of  record.  The  month  did 
not  start  warm.  The  first  few  days  were  below  normal  in  tem- 
perature, but  warmed  up  rapidlj'  for  a  four-day  spell  of  temper- 
atures in  the  80's,  although  the  nights  were  cool.  The  middle 
of  the  month  was  cooler  tlian  normal  for  a  few  days,  but  the 
period  from  the  16th  or  17th  till  the  end  of  the  month  was  verj^ 
warm,  in  many  cases  averaging  ten  to  twenty  degrees  above  nor- 
mal during  the  last  week.  The  maxima  of  record  for  given 
dates  were  broken  in  various  parts  of  the  State.  At  Harrisburg, 
the  maximum  temperature  on  the  BOth  was  the  highest  for  so 
late  in  the  season.  At  Philadelphia,  a  new  record  maximum  for 
so  late  in  the  season  was  set  on  the  31st.  Degree  days  at  seven 
Weather  Bureau  stations  averaged  62%  of  normal.  Weather 
Bureau  stations  recorded,  on  an  average,  110%  of  the  normal 
sunshine. 

Periods  of  w'et  weather  were  quite  evenly  spaced.  The  rains 
were  mostly  due  to  frontal  passages,  but  the  effects  of  a  Florida 
hurricane  were  felt  around  the  9th,  the  chief  source  of  moisture 
being  the  Atlantic  Ocean.  The  passage  of  a  rather  slow-moving 
cold  front  lifted  air  which  had  previously  been  heavily  saturated, 
and  by  the  12t]i,  heavy  rain  was  in  evidence.  The  Gulf  of  Mex- 
ico provided  the  moisture  sfmrce  in  the  storm  of  the  18-19th; 
a  widespread  and  typical  low  pressure  system,  with  well-devel- 
oped cold  and  warm  fronts,  moved  rapidly  northeastward  from 
Oklahoma  to  Illinois  in  24  hours,  then  to  New  England  and  out 
to  sea  in  the  following  24  hours,  bringing  considerable  rain  to 
Pennsylvania  on  those  dates.  Tiie  storm  of  the  2Gth  and  the 
following  days  was  of  the  cold  front  type,  the  front  moving 
rather  slowly  and  being  preceded  by  a  squall  line.  Damaging 
winds  were  not,  however,  reported. 

The  little  snow  that  occurred  fell  on  the  first.  Measurable 
snow  fell  at  only  a  few  places.  Heavy  fog  occurred  practically 
every  daj'  somewhere  in  the  State.  Air  traffic  was  hampered  by 
widespread  fogs  around  the  22d  to  25th. 

The  absence  of  killing  frosts  over  most  of  the  State  was  favor- 
able for  late  crops.  However,  the  unseasonably  warm  weather 
at  the  end  of  the  month  was  not  good  for  newly  seeded  grains 
which  attained  rank  growth. 


TEMPERATURE. 


The  average  temperature  for  the  State  as  deduced  from  the  re[)orts  of 
87  stations  was  5B.0°,  which  is  3.4°  above  the  oO-year  normal  for  Octo- 
ber. The  highest  monthly  mean  was  63.2°  at  Marcus  Hook,  and  the  low- 
est was  50.0°  at  Kane.     Extremes  ranged  from  a  maximum   of    92°  at 


Bethlehem  on  the  7th, 
Somerset  on  the  14tii. 


to  a  minimum  of  24°  at  Donegal,  riiiiijisburg  and 


PRECIPITATION. 


The  average  precipitation  for  tlie  State,  as  deduced  from  the  observa- 
tions at  217  stations,  was  3..i(»  inches,  which  is  0.23  inch  above  the  5i)- 
year  normal  for  October.  The  greatest  montlily  amount  was  5.50  inches 
at  Sliar|)sville,  while  the  least  was  1.22  inches  at  riiiladcliihia  ('ity  Oflice. 
The  greatest  amount  recorded  in  any  24  consecutive  hours  was  2.51 
inches  at  Krie  on  the  11-1 2th. 

The  average  snowfall  for  the  State  was  a  trace,  which  is  0.2  inch  be- 
low the  59-year  normal.  The  greatest  monthly  snowfall  was  0.3  inch 
at  Springs.  The  greatest  fall  for  any  ob.servational  day  was  0.3  inch  at 
Springs  on  the  1st. 


COMPARATIVE    DATA  FOR   OCTOBER 
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1«S9. 
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18a  1 . 
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WH. 
1895 
1896. 
1897. 
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1899. 
1900. 
1901 . 
1902. 
19IIS. 
1904. 
1905. 
1906. 
1907 . 
1908. 
1909. 
1910. 
1911. 
1912. 
1913. 
1911. 
1915. 


1916... 

1917... 

1918... 

1919... 

1920... 

1921... 

1922... 

192.3... 

i  924 . . 

1925... 

1926... 

1927... 

192S... 
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1930... 

1931... 

1932... 

1913... 

1934... 

1936... 

1936... 

1937... 

1938... 

1939... 

1940... 

1941... 

1942... 

1943.... 

1944... 

1945..., 

1946.... 
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Stations 


Counties 


Temperature,  in  degrees  Fahr. 


S 
as: 


Precipitation,  in  inches 


o_ 


to  ^^ 

■§-c 


Is 


«        -Si 

■2         -e ! 


No.  of  days 


.=  o 


Ob.servers 


Allantic  nrninuge 
Allentown  Arpt.  -4  NE. 

.^ltoona-4.5  W 

Burut  Cabins-2  NK 

Canton-1  N  W 

Carlisle. 

Chamberhburg-l  SW... 

Coatesville 

CunvenivilleApt-eNW 

Eagle-  Mere 

Ell  St  \Vaterford-3  E.  .  . 

Emporium  1  E 

Ephrata 

Everett-0.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover Vo' 

Harrisburg  Arpt.-3.5  b. 

Hawley-0.5E 

Holtwood 

Huntiugdou 

Lancaster  

Lawrenceville 

Lebanon 

Levvistown-  1  W 

Lock  Haven 

Marcus  Uook 

Martinsburg 

Montrose-3  E 

Mt.  Pocono  Arpt.-2  N. 

Palmertou 

Philadelphia   C.  O 

Philipsburg-7  E 

Phoeuixville-1.  :iSE.... 

Port  Clintontt 

Quakertown-0. 5  E 

Reading 

Scranton 

Seliusgrove 

State  College 

Stroud  sburg-2  E 

Tamarack-2  S 

Towanda-1  E 

Wellsboro 

West  Chester 

Wilkes-Barre  Apt.-3N.. 
Williamsport  Apt.-4E  ■  ■ 

Willianistown 

Woodward.2  NE 

York-3  SW 


Division  mean. 


Ohio  Drainage, 
Blairsville-GNE.  ... 

Bradford-4  W 

Brookville  Apt.-1.5Svv. 

Butler 

Clarion-3SW 

Claysville 

Corry   

Coudersport 

Derry 

Donegal 

Donora 

Ebensburg 

Farrell 

Ford  Clty-4  S 

Franklin 

Greeusburg-2  S.      

Indiana-2.5  SE 

Jamestown-2  NW 

Johnstown 

Kane-1  N.  . .    

Meadville-l  S 

Midland 

NewCastle-l.oN 

Pittsburgh  Apt.-7.5  SE. 
Putneyville-2.  5  SE  .... 

Ridgway 

Somerset 

Springs-1  SW  

Tionesta-1.5SE 

Titusville-  2  8 

Uniontown 

Vandergrlft 

Warren      

Wayne.<burg 


Division  mean 

Lake  Driiiimge 

Albion 

Erie 


State  mean. . 


Lehigb 

Blair 

Fulton 

Bradford  

Cumberland. 

Franklin 

Chester 

Clearfield.  ... 

Sullivan 

Juniata 

Cameron 

Lancaster.. . . 

Bedford 

Luzerne  

Bucks 

Adams 

Schuvlkillr.. 

York 

Dauphin 

Wayne 

Lancaster. . . . 
Huutiugdon 
Lancaster.. .  . 

Tioga 

Lebanon 

Mifflin 

Clinton.  .   — 

Delaware 

Blair 

Susquehanna 

Monroe 

Carbon...   ... 

Philadelphia 

Centre   

Chester 

Schuylkill... 

Bucks 

Berks ] 

Lackawanna 

Snyder I 

Centre jl, 

Monroe.       j 

Clinton 2, 

Bradford I 

Tioga  - 1. 

Chester | 

Luzerne ' 

Lycoming. .  . 
Dauphin  — 

Centrt^ 

York 


Westmoreland 

Mc  Keau 

Jefferson 

Butler 

Clarion 

Washington 

Erie 

Potter 

Westmoreland 

Westmoreland  .  . . 

Washington 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland 

Indiana 

Mercer 

Cambria 

McKean 

Cra.wford 

Beaver 

Lawrence 

Alle.irheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westn)oreland 

Warren 

Greene 


Erie. 
Erie 


048 
680 
400 
077 
114 
170 
410 
R53 
IMJ 
746 
761 
170 
855 
950 
987 
160 
102 
050 
6.?0 
750 
065 
780 
900 
286 
270 
385 
100 
50(> 
200 
350 
04O 
825 
190 
100 


900 
705 


57.2 

55.2 

55.0 

54.5$ 

58,  1\^ 

56.6 

58.6 

62  8 

54.2 

f-.h.  3 

54.8 

58.4 

54.8 

••-6.  6 

58.9 

58  5 

54.6 

58.8 

58.4 

54.  2 

59.7 

56.8 

57.0 

55.8 

58.2 

57  6 

57.0 

63.2 

54.5 

53.8 

63.3 

65.4 

62.4 

50.4 

58,2 

.57.8 

56.2 

59.8 

56.7 

55.9 

5.5. 5 

57.7 

54.0 

55.6 

53.8 

59.7 

56  8 

56.2 

56.  25 

54.6 

59.1 

56.6 


55.8 
52.0 
53.  1 
57.4 
54.6 
55-7 
53.2 
52. 2 
57.4 
52.4 
59.3 
54.4 
60.4 
55.0 
54.6 
54.4 
54.8 
55.6 
57.6 
60.11 
54.1 
56.  5 
.55.6 
58  8 
64  2 
52  4 
52.0 
61.3 
52.9 
.53.9 
58.8 
67.8 
56.1 
56.8 

660 

56.6 
59.  ! 


+4.2 
+3.1 


+5  0 
+3.2 
+4.4 


+  4.7 
+3  9 
+3.0 
+  8.8 
+  3.6 
+4.9 
+3  8 
+2.7 
+  3.6 
+  4.7 
+3.1 
+4.1 
+3.4 
+5.2 
+4.5 


+.3.6 
+3.8 


+  4.8 
+  6.1 
+3.0 
+4.6 


+2.9 

+4  5 
+4.0 
+4.4 
+  4.8 
+3.0 
+  4.2 
+■6.7 


+4.7 
+5.0 
+6.1 

+2:7' 

+  4.8 

'+2'5 
+3.9 
+4.6 

+1.9 
+3.9 
+3.6 
+3.3 

+  3!i' 
+4.6 

+7.1 


+3.5 
+0.3 
+2  3 

"+Z.9 

+3.4 
+2.5 
+  3.1 
+4.7 


+3.8 
+2.7 
+  1.9 


+39 
+3.9 
+5.2 
+2.2 


+5.7 


56.0     +3.4 
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85 
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85 

6t 
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7 
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7 

23 

14 

14 

14t 

14 

14 

16t 

13 

13 

It 
14 
14t 
14 

It 
22 

nt 

14 

14 

14 

14 

13t 

14 

14 

14t 

14 

14t 

13t 

13 

14 

2 
20 
14 
14 
14 
14t 
22 
221 
14 
14 
14 
14t 

3- 

3 
14 
22 

3 
14 
14 

It 
14 

14 


13 

14 

14 

13 

13 

13 

14 

14 

14 

14 

13 

13 

22 

14 

13t 

14 

14 

22 

14 

14 

13 

13 

13t 

13 

15t 

14 

14 

13t 

13+ 

22 

13t 

14 

14 

13t 

14 

21 
21 


1  92 
4.81 
4.34 
3.63 
3.35 
4.11 
2.20 
4.95 
4.85 
4.77 
3.65 
.3.19 
3.52 
4.12 

1  63 
2.44 
4.  23 
3.58 
3.33 
2.22 
2.01 
4  49 
3.13 

2  62 
3.60 
5.01 
4.05 
1  91 
4.03 
3.09 
3.95 
2.76 
1.22 
5.17 
2.05 
3.48 
2.  25 

2.  .52 
2.14 

3.  69 
4.20 
2.86 

3  36 
2.76 
2.98 
2.12 
2.62 
4.53 
3.60 
b.  13 
4.39 


4.11 
4.17 
4.24 
3.113 
4.61 
3.  32 
4.01 
3.385 
4.07 
3  63 
3.71  ' 
4.53  j 
3.99  i 
4.26  ' 
4.92 
3.82  i 

3.78  ! 
4.81  i 
3  63 
4.01  I 

4.79  ' 
4.41  ! 
4.73 
3.47 
4.63  I 
4.05 
8.53  I 
3.73  1 
4.73  ' 
4.79 
2.85  ! 
3.97  1 
3.69  I 
3.  OS  j 

4.01  i 

4.23  1 
4.37  1 


-1.38 
+  1.92 


-0.03 
+0. 82 
-1.23 

-0.99 
+  1.  02 
+0.44 
-0.  02 
+0.77 
+  0.07 
-1.59 
-0.89 
+  0.  05 
+0.41 
+0.40 
-1.18 
-0.  70 
+  1.67 
-0.04 
-0.22 
+0.01 


+  0.85 
-0.65 


-0.58 
-0.66 
-0.61 
-1.59 

-1.'23' 

-0.49 
-1.17 

-O.fiO 
-0.89 
+  0,12 
+  1  28 
-0.85 

-6.' 26' 

0.00 

-1.50 


-0.48 

+  1.17 


+0.38 

+  0  59 
+  1.22 
-0.19 
+  1.05 
+  0.25 
+0.  23 
-0.05 
+0.86 


+  0.80 
+  1.35 
+1.30 

+  i.'78' 
+0  76 
+  0.39 
+  1.90 
+0.  62 
+  0.  29 
+  1.38 
+  1.05 
+2.00 
+  0.95 

+0.97' 
+0.45 
+0.21 

+0.92 

-0'43 
+0,85 
+0.17 
+0.26 


+0. 


0.83 

0.77 

1.26 

1  2i 

0.84 

0.92 

1.10 

0.76 
1.59 
1.43 
1.62 
1.03 
1.25 
0.55 
1.59 
1..50 
1.68 
0.96 
0.97 
1.59 
1  30 
0.64 
0.72 
1.28 
I.  19 
0.98 
0.79 
0.  r.4 
1.50 
0.90  I 

0  95 
1.44  I 
1.85  I 
1.29  i 
0.48  ' 
1.61  I 
0.90  ! 
I.. 50  I 
1.14 
0.  35 
1.38 
0.56  ; 
L62 
0.60 
0.83 
0.77 
1.26 

1  2i 
0.84 
0.92 
1.10 
0.90 
0.65 
0.96 
1.83 
1.03 
1.92 
1.58 

2.40 


1.02 
1.  86 
1.07 
1.15 
1  30 
1.18 
1  62 
0  94 
1.12 
1.12 
1.15 
1.39 
1.42 
1.07 
1.04 
0.9-2 

0  98 
1.62 
1.34 
1.56 
1.76 

1  35 
1.67  I 
1.04 
1.09 
1.18 
1.31  I 
I  38 
1.30 
1.44 
1.08 
1.09  I 
1.13  I 
1.09  j 


2.07 

1.30 

2.51 


26 
25-26 
12 
12 
12 
25-26 

26 

25-26 

12 

12 

25  26 

25 

25-26 

26 

9-10 

26 

25-26 

25-26 

25-26 

26 
25-26 
25-26 
25-26 

26 

25-26 

12 

12 

9-10 

25-26 

25-26 

11-12 

11-12 

11-12 

2-^-26 

26 

25-26 

26 

26 

26 

25-26 

2.V-26 

25-26 

25-26 

11-12 

12-13 

11-12 

12 
11-12 
25-26 
1 1-12 
25-26 

12 


25-26 
11-12 
11-12 
17-18 
11-12 
11  12 
11-12 

12 
2.5-26 
25-26 

25 
25-26 
1112 
9-10 

17 
25-26 

18 
17-18 
25-26 
11-12 
17-18 
17-18 
11-12 
11-12 
12-13 
17-18 
25-26 

25 
25-26 
17-18 

2.5 
25-26 

12 

26 

11-12 

11 
11-12 


24  1    14      3.50+0.23    2.51     1112        T.     10     14      7     10     w 


T. 

r. 
0 

T. 
0 

T. 
0 
0 

T. 
0 

T. 
0 
0 
II 
0 
0 
0 

T 

T. 
0 
0 
0 
0 
0 

T. 
0 
0.3 
0 
0.2 
0 
0 
0 
0 

T. 


13 
17 
16 
17 
20 
16 
17 
10 
16 
14 
11 
17 
14 
15 
16 
20 
15 
18 

10 
17 
18 
14 
21 
16 
18 
10 
18 
17 
11 
11 
13 
13 
13 
10 
17 
21 
14 
14 
10 
16 
12 
15 
11 
16 
14 
17 
11 
11  i  8 
10  I    9 

10  13 

11  14 


10 


15 


10  I  15 


10 

fs 

11 

14 

n 

13 

11 

12 

10 

10 

10 

17 

11 

9 

12 

12 

12 

14 

13 

7 

11 

16 

8 

13 

6 

18 

/ 

11 

10 

14 

8 

17 

6 

10 

10 

14 

w. 
w. 
n. 
w. 

SW. 
SW. 

w. 

s. 

w. 

nw. 

nw. 

s. 

e. 

w. 

w. 

nw. 

w. 

s. 

nw. 

nw. 

nw. 

w. 

nw. 


w. 

SW. 
SW. 

w. 

SW. 

n. 

nw. 

n. 

n. 

SW. 
SW. 

w. 
w. 
e. 
w. 

SW. 

ne. 
nw. 


w. 

e. 


10     w. 


SW. 
SW. 

se. 
w. 
w. 

SW. 


7 
10 
13 

9 
10 

9 

9 

9 
ne. 

10  s. 
12  i  w. 

11  '  SW. 


sw. 
e. 


se. 
w. 

SW. 

se. 

SW. 


s. 
w. 


4    se. 
12    se. 


r.S.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Coinni 
Mrs.  E.  Dillon  Stone. 
Clareuce  E.  Miller, 
rharles  A.  Bender. 
Philadelphia  Electric  ('o. 
U.S.  Weather  Bureau 
Call  K.  Bigsrer. 
V.  a.  Weather  Bureau. 
R.  E.  Palmateer. 
Kphrata  P.eview. 
Penna.  Turnpike  Conmi. 
Andrew  P..  Evansha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Miss  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  (,'0 
Paul  R.  Yoder.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas(;o. 
American  Viscose  I'o. 
William  R.  Kellev. 
Sun  Oil  Co. 
V.  S    V.'eather  Bureau 
Harrv  S.  Fancher. 
U.  S. "Weather  Bureau. 
New  Jersey  Zinc  Co. 
U.  S.  Weather  Bureau. 
U.  y.  Weather  Bureau. 
Phila.-Suburban  Water  Co 
Earl  E.  Rarick. 
.lohn  E.  Beuner. 
V.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Dr.  George  E.  Fisher. 
Penna.  State  College. 
Metropolitan  Edison  <  'o. 
James  E.  Swartz. 
Mrs.  M.  Ordelia  Parks. 
M.  S.  Bliss. 
Clyde  T.  Saylor. 
T'.  S.  Weather  Bureau. 
I  .-;.  Weather  Bureau. 
Gordon  E.  L'.wer. 
V.  S.  Weather  Bureau. 
York  Water  Co. 


I'.  S.  Weather  Bureau. 

Citv  Water  Dept. 

Civil  Aeronautics  Authority 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

J.  Fred  Kiuley. 

Potter  Enterprise. 

Miss  N.  Dixie  Winemau. 

Penna.  Turnpike  Comm. 

Donora  Zinc  Works. 

.John  L.  McGough. 

Sharon  Steel  Corporation 

U.S.  Engineers. 

William  K.  Fuller 

Westmoreland  Water  Co. 

Clvmer  Water  Service  Co. 

Pa.  Dept.  Forests  &  Waters. 

.lohn.stown Tribune  Pub.  Co 

Spring  Water  Co. 

City  of  Meadville. 

Perry-  P.  Campbell. 

New  Castle  Water  Co. 

V.  S.  Weather  Bureau 

U.S.  Engineers. 

West  Penn  Power  Co. 

D.  L.  Grove. 

Allen  E.  Y'oder. 

U.S.  Engineers. 

r.  S.  Weather  Bureau 

William  W.  Marsteller. 

Camegie-IUinois  Steel  Corp 

Merrell  L.  Jordan. 

Thomas  S  Knox. 


Charles  C.  Gilbert. 
D.  S.  Weather  Bureau 


[See  page  80  for  explanation  of  reference  marks.] 
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Daily  Preoipitation  for  October  1946 

Stfttioiis 

Counties 

Day  of  month 

1 

2 

S 

4 

6 

6 

7 

8 

9 

10 

]1 

12 

18 

14 

15 

16 

17 

18 

19 

20 

21 

22 

28 

24 

25 

26 

27 

28 

29 

80 

81 

1 

.\Tr..\NTIC 

URAINAQK 
/ >fliiii<irc  I!<u4n 

ITl'KK  Dki.wv.vhk 

ItiuKiuan."!  Ferry". 0.5 K 

Ktiuini  Ilk-  

Hawle.v-i.0.5K 

Hfillisti^rvilli*- 

Pike 

1 

.If 
... 

)   T. 
0^ 

1  T. 
.ot 
T. 
.5( 
.Of 
.06 
.02 

.'if 
0' 

)    .8' 

.■2' 
.1' 
.0: 
.  1! 
.31 

r 
1  3. 

1    ..50.-- 

.4 
1   .6 

.5- 
!   .5 

.5- 

.3; 

.6; 

... 
.4? 

.4 
.6 
.7 

.7( 
.7' 
.4( 
.0( 
.9t 
.61 
.6f 
.84 
.7C 
.6! 

.76 

.78 

.69 

1.16 

.86 

1.47 

1.28 

1.24 

.91 

.75 

.94 
.86 
.63 
.43 
.40 

1.62 
.53 

1.90 
.83 

1.46 

1.15 
.94 

.56 
..56 
.29 
.58 
.34 

.34 
.22 

.46 
.60 
.55 

• 

i.'io 
.95 

.89 
1.13 

.83 
1.30 

* 

.74 
1.11 
.90 
.96 
1.13 
.68 
1.10 
.77 
.74 
.94 
.75 
.77 

.86 
1.08 
1.10 
.91 
1. 10 
.10 
.10 
.■25 
.96 
.'26 
.96 
.21 
.12 

5    .05... 

i 

J 0 

3  . 

i 

.07..     j... 
05... 

'.'6i  '.'.'.'  '.'. 
I 

I"  ■ 

•2.00 

'    2  66 

1    2.22 

j     1.99 

2.43 

1  94 

1  Wayne 

Wayne 

Wayne 

Wavue 

Pike 

.0- 
.0; 

.04 

.1 

.07 

.1)4 

.m 

.If 

.0- 

.0! 

)  . . . 

... 

... 

.  If 
.0' 
.0 
.0< 

1   .5< 

1    .  4 

.4- 

t    .4' 

.6: 

.6£ 
.'44 

... 
1  ... 
1 

.0 
T 
.01 
T. 

)  ... 

1  ... 

... 

1  ... 

.01   T. 

T.  .. 

... 

I.akevilk-i,  IN 

i ... 

i ... 

;  .0' 

1   .Of 

.01 

T. 

Mil.inville^   

Mount  I'ocouo'.  2  N... 

i'ecks  I'oud-. 

Pl.nisant  Mount'. *.  I  W 

Stroud.hurg.  '2  !•". 

Tnnucrs  Falls',  •',  1  SE. 

Wind  liap'.VSSW 

l,EHUin 
.\llen!0\vu.\pt'.'\4NK 

Wayne 

Monroe 

Pike 

.2f 

.0 
.0-1 

".Oi 

.If 

.41 
.Of 
.01 
..M 
.0'- 
.•21 

.19 
.21 
.25 
.20 
.12 
.•26 
.■20 
.30 
.14 
.40 

« 

.43 

.46 
.17 
.51 
.•22 
.67 
.13 
.63 
.28 
.18 
.44 

.40 
.40 
.64 

.20 
.48 

.18 
.20 
.26 
.41 
.50 
.58 

'.'31 
.18 

.02 
.19 
.05 

'.'34 
.10 
.19 
.18 

.18 
.09 

>  . . . 

't. 

... 

■:54 
.01 

.8? 
.3i 
.6C 

.3a 

.IS 
T. 

.'26 
.66 

.03 
T. 
.58 
.41 

37 

>  . . . 

t 

i  T. 

.0- 

1     -J  4(j 

... 

■|\ 

. . . .  1 . . . 
....... 

■  .0 
.11 

!  ... 

... 

T. 

3.95 
2.54 

( 

'.'ia 

2.  72 

Monroe 

Wayne 

N'rthampton 

fjeliigii 

1  ' 
1 

'."64 

".m 

1 

.... 

..S4 

.'51 

.  5o 

.54 

.V 

.■2H 

T, 

T. 

'.'61 

.01 

T. 

.0^2 

.0 

... 
... 

'.'04 


.02    .04 
.'67  ■.'64 

.12    .OS 

Oil 

.09    ... 

... 

•2.86 
2.23 
2  Of) 

. . . . 

T. 
T. 
T. 

T. 

1 

. ... 

.01 

... 

T. 

1.92 
2  59 

Lehigh 1  ..SI 

.04 
.11 
.11 
.07 
.05 
.11 
.01 
.IC 
.K 

• 

.03 

« 

.12 

.08 

.05 

.  75 

T. 

.13 

.02 

.04 

.04 

.0: 
05 
.01 
T. 
.06 

.04 
.05 
.05 
.08 
.06 
.04 

'.'is 

T. 

.03 
.05 
.03 

'.'■22 
.02 

'.'ai 

.12 

.■21 

.5( 

1.  U 

.33 
.48 

• 

.81 

1.17 

.3,5 

• 

.45 
.•2t 
.31 
.24 
.36 
.32 
.43 
.45 
.43 
.12 
.45 

.  ;(2 
.•2;) 
.37 
.3!* 
.■27 

.'2^ 
.33 
.•2fi 
.■24 
.65 
.OS 

.64 
T. 

.84 

* 
.03 
.19 
.■28 

1.00 
.92 
.12 
.4^2 
.34 

1.47 
70 

.47 

llethleliem' 

X'rthainpton 

.02 

1.99 
3  34 

.02 
.84 
.72 
.68 
.09 

Wayne 

Carbon 

Carbou 

Lehigh 

.10 
.03 
.06 

.05 

.... 

. . . . 

.03 
.03 
T. 

♦ 

• 
T. 

.55 
..52 
.03 

T. 

.03 

T. 

.32 

.'ie 
'.'if. 

'.'61 

T. 

.01 
T. 

.02 
.04 
.08 

T. 
T. 

.05 

.11 

.14 

.08 
.01 

".oi 

.04 

.04 
.02 
.•28 
.02 
.09 

2  99 

Lan^^ford-  

't. 

'i' 

3  64 

Maufli  Chunk.  I  SW. 

....1..- 

.01 

'f. 

'.'2i 

.16 

■t'.' 

'  .'6i 

.10 
".'i3 

T. 
T. 

.02 

'.'60 

.29 
.11 
.06 

.03 

T. 

''fil 
T. 

'.'27 

T. 

.13 

.01 

.19 

T. 

.12 

.20 
.11 

.05 
.08 
.20 

3  41 

Ne^\  Tripoli..        

3  14 

2  76 

Zionsville,  1  SW 

140 

.74 
.47 
.39 
.39 
.38 
.58 
.42 
.73 

.05 

.35 
.06 

iso 

.31 
.'26 
.15 
.22 
.26 
.63 

'.'45 
.33 

•'» 

.'12 
.12 

'.'64 

io 

.05 

2  45 

.Srui  vi.Mi.i. 
Conshohockeu . 

Montgomery 
Berk-. 

■ 

2.09 
2  73 

Kredericksvnie2,  1  .S.  . . 

■ 

.03 
.07 
.04 

.10 
.13 
.09 
.05 
.08 
.09 
.06 

'.'ii 

.09 

.  14 

T. 
T. 
.01 

T. 
T. 

".if2 

.01 
.14 



Berks 
Montgomery 

Che-ter 

S.huyikill... 

2  ■2<» 

Grater'iford^ 

.19 
.02 

.12 
•  04 

2  37 

2  05 

I'ort  Clinton'^  

.08 

l*ottsto\vn-   OoS. 

Montgomery . 

.05 

.06 

.... 

3   17 

Pottsville- 

Schuylkill .    1 

3  87 

Berks 1  T. 

Berks i  .01 

Berks i  T. 

Berks               !     - 

.06 

.03 
.01 

.02 
.04 

'.'6^7 

.22 
T. 

'^30 

'.'23 
.12 
.01 

.08 
.04 
.12 
.37 
.12 

2  b> 

StraU'Stown  '^ 

— 

56 
.52 
.08 

.40 
.'25 
.19 
26 
.25 

■.■30 
.35 

'.'46 

i.'62 
.10 

.96 
1.62 

.82 
1.20 

.30 

.21 

.18 
T. 

.08 
.03 

'.'i8 

.04 

.05 

'.'oi 
.01 

T. 

3  54 

2  64 

.06 

.02 
T. 

2  78 

l,oWKK  Dkl.wvakk 
Coatesville-'  

(Jhester 

Bucks 

2.20 
2  02 

Dovlestown. 

— 

(ieorge  School*'  

Bucks     

■■: 

1.63 

1.75 
1  91 

Maple  Clen' 

-Montgomery. 
Delaware 

Philadelphia 
Philadelphia 
Philadelph'a 

Bucks 

Chester 

T. 

.07 

.18 
.13 
.02 

'.'oe 

.07 

Marcus  Hook- 

T. 

— 

'.'62 
.06 

Philadelphia 
Southwest  .\irport,  ' . 

T. 

1.^24 

City  Omee',' 

1  2> 

Shawinont 

Quakertown.  0.5  E 

1.66 
2  25 

Westchester 

2.12 
2  42 

VVestG^ove^  1.5  SE.... 

Chester 

Tioga 

Tioga 

T. 

Siifgiieliaiina  linsiii 
Chkmunr 

Au.stinburg'.'',  2  W  — 
Covington^ 

't. 

.26 
.15 
.42 

.87 
.15 
.26 
T. 

'.'45 

■.■42 
.54 

.80 
.06 

'.'32 

.54 
.32 

.82 

1.72 
3.18 
■2.62 

2.  79 
3  63 

Lawrenceville 

Tioga 

.06 
T. 

.01: 



.02 

....1 

.01 

.'63 

T. 

.'6i 

• 
.04 

.08 

NORTIJ  BitANCU 
Berwick 

Columbia 

Bradford 

Montour 

i 

.01 
.04 

.02 

Canton^  1  NW 

."i^2 

.03 

1.70 

.'65 
.04 
.02 
T. 

Danville- 

.14 

3.00 
4.12 

Freeland- ... 

Luzerne 

.Susquehanna 
Columbia,... 

.41 
.70 

.03 

Hop  Bottom'-i. '2  S 

4. 10 

Milh-ille'.-''  

.03 

.81 
.07 
.08 
.19 
.59 
.82 
.24 
.56 
.05 
.31 

.02 

'.'oi 

.03 
.03 
.01 

.02 

'!64 

■2  93 

Mouroeton-.  2  S 

Bradford  

Susquehanna 

Bradford  

Schuylkill . . . 
Luzerne l 

.03 
.12 
.15 
T. 

.02 
.07 
.05 

1.33 
.73 
.94 

■■   1 

1 

— 

3  29 

Uoutrose'-i,  3  E 

— 

. . .. 

't.' 

'.'6i 

.08 

3  09 

Orwell ■-'.  3  .V 

3  16 

Park  Place'.  \  NW 

Pikes  Creek. i.s 

T. 

.... 

T. 

4.02 
2  41 

Rush- 

Susquehanna 
Lackawanna 
Susquehanna 

Bradford  

Wyoming..  . . 

T,uzerne ' 

1 

Tioga 

Cambria 

Potter ' 

Lycoming... . 

.031 
T,  1 

.03: 

T. 

.15 
T.  ^ 

'.'in 

.ow 

.Ofi 
.14 
.01 

.'62 

.20 
.01 
.12 
.31 
.16 
.02 

.40 

1.30 

.46 

18 

.'20 
66 

.80 

.■23 

'.■37 
T. 
39 

.'62 

T. 

't.' 

't.' 

T. 
.07 

'.'62 

".in 

.07 

'.'67 
T. 

'r.' 

2.95 
2.14 
2  33 

Scran  ton ' ,  ■'■ 

■-r.- 

Susquehanna^ 

T 
T. 

•r. 

.15 
.03 
.35 
OR 

.1'.) 
1.10 

• 

.96 

.02 
T. 

.76 
.61 
.12 
.45 
.09 
1.10 
.76 

.62 
.05 
1.15 

.93 
.75 
.88 
.84 
.43 
.43 

Towanda,  1  E. 

.... 

T. 

T. 

T. 

f. 

2.76 
2.59 
■2.62 

2.90 
4.65 
3  85 

Tunkhannock 

Wilke.--Barre'.  :i  N  . . . . 
Wi>T  Branch 

Ausonia-,  2  W 

Carrolltowu^ 

T. 

't. 

T. 

T. 

.85 

.34 
.63 
.21 
.22 
.57 
.42 
.73 
.68 
.56 
.08 
.64 
.74 
.74 

.20 
.20 

.84 
.55 
.56 
.50 

T. 

T. 

T. 
.56 

T. 

Carter  Camp'-^    

.01 
.01 
T. 

Cedar  Run^ 

1 

! 

2.99 
4  31 

Clearfield- 

Clearfield  .  .. 
Clearfield  ... 
Clearfield.... 
Cameron 

.021 

'.'6i 

f  ■ 

...! 

.87 
1.10 
.81 
.59 
.10 
.19 
.72 
.30 
.68 

.17 
.06 
T. 

.'oei 
.02 

.13 

.'oi 

.03 

.'60 
.12 

.561 
.62 

■'    1 

. . . , 

1 

Cdalport^ 

^4.  ^22 
i  95 

CurwensvilleApt'  6NW 

•  ■•! 

.39 
.21 
.10 

i.'isi 

.05 

Driftwood'.  •'■ 

.681 
.161 

Dushore'.  •'• 

Sullivan 

1 

■■■| 

3  06 
4.85 
3  65 

Eagles  Mere2 

Sullivan 

Cameron 

Lycoming — 

.04 
T. 

T. 

1 

1.50 
.64 

.10 
.42 

T.1 

.'Ooj 

i 

.03 

.18 

... 

Emporium'-',  IE 

j 

... 

*  *  '1 

..  ^....| 

English  Center'.  ^ 

.20 
.06 

.99 

...1 

3  64 

Galeton 

Potter 

T. 

.04 

T. 

.02 

T.| 
1 

. . .[ 
1 

.01 

.03 

T. 

T. 

3.46 

"1 
] 

Continued  on   page  76. 
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CLIMATOLOGICAL  DATA;    PENNSYLVANIA  SECTION 


October 


Daily  Precipitation  October  for   194 6 -Continued  from  page  75. 


Stations 

Counties 

Day  of  month 

1 

2 

3 

4 

?■ 

6 

7I     8 

! 

9      10 

11 

12 

13 

14  1  16  !  16     17     18 

I'll 

19     20     21 

22 

•23 

24 

25     26 

27 

28 

1 
29  1  31) 

0 
H 

West  Bkanch 
( conti  nued ) 

Clearfield 

1.11 
.37 

• 

.56 
.78 
.25 
.70 
.24 
.68 
.25 
.12 
.20 
.22 

.54 

.03 
.45 
.13 

35 
.36 
.41 

39 
.35 
.07 
.65 
.20 

'.'i4 
.59 
.12 

.34 

'.0,5 
.12 
.39 
.19 
.53 
.41 
.10 
.16 
.85 
.09 
.40 
.20 
.29 
.54 
.32 
.14 
.06 
.57 
.20 
.38 
.12 

'!62 

.07 
.03 
.15 
.16 
.42 
.51 
.25 

.16 
.22 

.27 
.33 
.70 
.76 
.43 

.40 
.39 
.23 

.36 
.04 
52 
.04 
.58 

.23 

.08 

".03 
.03 
T. 

.08 
.04 

'.'•in 

.09 
.14 
.08 

.04 

.01 

.18 

.03 

.07 

.12 

.08 

T 

.05 

".•i2 
.04 
T. 

.17 

.20 
.(16 
.03 
.04 
.  12 

.13 

• 

.05 
.10 
.17 
.29 
.04 
13 
.18 
.22 
.08 
.28 
.21 
.09 

.'22 

!64 

.04 
.03 
.02 
.06 
.10 
.02 
.72 
.13 

.03 

.06 

.03 

T. 

T. 

.05 

.14 

.20 
't'.' 

.01 

'!i6 

T. 

l'.47 
.72 

.'96 

T 

1.83 
64 

.03 
1.78 

.10 

.30 

.54 
.83 

U43 
.04 
T. 
.01 

.01 

.'51 

'.'80 
1  05 
.08 

1.42 

.1)3 

.10 

1.20 

1  03 

.4.' 

.20 

.68 

.60 

1.02 

.69 

.08 

.62 

.28 

.64 
.23 
.30 
.52 

1.14 
.02 

2.40 
.40 
..56 

1.25 
.18 
.88 
.25 
.55 
.3ti 

1.91 
.29 
.24 

,97 
.45 
.60 

T.' 
.01 

.14 
.811 

1  01 
T. 

1.86 

1.06 
.63 
.14 

1.62 
.49 

.42 

1.29 

.60 

.33 

1.05 

1.02 

.25 

.76 

.33 

.75 

.82 

.13 

1.00 

.17 

.19 

.69 
.40 
.11 
.50 
.21 
.10 
.29 
.30 
.10 
.55 
.15 
.73 
.61 
.10 
.12 
.54 

.02 

.40 

.48 

.36 

.27 

.00 

.36 

.25 

.55 

.45 

T. 

.34 

'.'05 
.20 
.28 
.03 
.29 
.60 
.46 
.54 
.19 
.03 
.67 
.14 
.47 
..32 
.25 
.12 
.82 
.27 
T. 

.34 

.19 

.38 

T. 

.10 

.25 

.01 

.69 
1.31 
.82 
.53 
1.08 
1.02 
.47 
.98 
1.20 
.37 

.48 
.67 

'tv 

.38 

T. 

.50 

.01 

.32 
.60 

.'54 
T. 

.46 

.17 

'.'el 

.94 
1.18 

1.26 

1  11 

.10 

.20 

.77 

.19 

.92 

1.16 

2.  23 

.81 

.58 

1.27 

1.35 

L64 

.42 
1.53 

.51 
1.12 
1.59 
1.50 
125 
L24 

.23 
1.64 

.15 
1.17 

1. 00 
1.50 

.45 

.86 

1.56 

.95 

.96 

L07 

I.Ol 

.97 

.97 

1.28 

1.03 

1.19 

.98 

.64 

.96 

.73 

.90 

1.44 

L03 

.87 

1.26 

.67 

1. 01 
1.68 
1.26 
1.10 
L07 
1.19 

.91 
1.03 

.41 
1.58 
1.38 

1.25 
.72 
1.75 
1.66 
1.46 
L60 
1.05 

.97 
.03 
.08 
1.^27 
.58 
.02 
.18 
.87 
.20 
.86 

'.'62 
T. 

1 
1 

4  4f 

Lock  Haven -^ 

Clinton 

4  0,' 

Elk 

.84 

.02 
.02 

3  9C 

Philip::burg',  7E 

Centre 

Clinton  

T. 

'.'78 

T. 

T 

.05 
.01 
.03 

.5.  r 

3  04 

State  College^  ^ 

Tamarack-,  2  S 

Centre 

Clinton 

Tvycoming.    . 

T. 

.49 

T. 

T. 

1.03 

.03 
.04 

'.'Ofi 
.03 

.07 

'.'6i 

.05 

tv 

T. 

....|  T. 
.01|.... 

4  ''f 

T. 

.79 

T. 

.09 

.88 

.'l5 

4  ]j 

Tyrone  ^,  ^,  4  NE 

Blair 

'.■59 

'.'87 
.93 

.04 
.32 

.28 

.42 

.28 

.40 

.51 

.48 

T. 

.60 

'.■59 
.34 

• 
.01 

.71 

/25 

.42 

.03 

.21 

.61 

1' 

.05 

.48 

.15 

.55 

.50 

'  .'24 
.11 

.01 
.01 
.02 
.05 

.01 

. 

.... 
.01 
T. 
.02 
.03 

.'65 
T. 

t" 

..V  't'.' 

'VV't.' 

1 
1 

5  2' 

Tioga 

Lycoming.... 
Lycoming . 

.03 
.02 

.90 

.01 

T.' 

.   .1 

2.91: 

Williamsport  Apt.'-4E 

.71 

.06 
.58 

".80 

4  5:h 

1.82 
1.86 

'.'44 

i'68 
.65 
.81 
1.85 
1.13 

'.'65 

1  .50 
..54 

.75 

1  60 

,06 

T. 

.13 
.87 
.01 

.70 
.20 
.50 

.13 
.94 

'.'43 
,62 

i.'si 

'.'64 

:% 

T. 

1.01 

.18 

.98 

V28 
.64 

.22 

§4.64 
5.1)^ 

4.8 

Williamsport^.  4  S£.  . . 
Juniata 

Lycoming  ... 

Blair 

Bedford 

Bedford. 

T. 

.02 
.04 

'.'08 

....|... 

.64 

.63 

.08 

.38 

T 

T. 

.09 

.04 

.02 

.78 

.04 

.50 

.18 

T. 

T. 

.20 

.02 

'.'i7 

.15 

.08 

T. 

.02 

.10 

.'64 
.03 
.10 
.04 

.'29 
.02 
T. 

.119 
.05 

".Ti 
.20 
T. 
.12 

.'■24 

■.'64 

.3i 
.13 

.73 
12 
.50 
T. 
T. 
.14 
.05 

'  '.22 
.54 
.03 
T. 
.15 
.20 

T. 
.02 

.... 

'.'io 
'.'io 

.05 
.05 

'.'(J6 
.02 

'.'63 
.04 

.05 
.03 

.OS 

.03 
.08 
.04 
.03 

'.'62 
T. 
.04 

Vol 

.07 
.04 

.... 

'.'65 
'.'63 

.'6i 
.'64 

'.'67 

.03 

.05 
.05 

Breezevvood'.O.S  E 

Buffalo  Mills- 

Burnt  Cabins!,  2  NE... 
East  Waterford^,3E... 

Everett-.  0.5 S\V 

Huntingdon  '^     

Lewi.stown2,  1  W 

Mapleton  Depot^ 

3  4a 

.23 

V59 
.•22 
.40 
.50 
.63 
.01 
.65 

t. 
T. 

.03 

3  37 

Fulton 

.Tuniata 

Bedford 

Huntingdon . 

MifHin 

Huntingdon . 
Blair 

.05 

T 

.03 

4.31 
4  7' 

T. 

1.'38 

f.' 

3.6-i 
4  4S 

.01 

6. 01 
4  14 

T. 

T. 

4  oa 

Mcronnell^town-^.4NW 
NetfsMiUsi.5.  3.5  NE.. 
New  BloomHeld 

Huntingdon. 
Huntingdon . 
Perry 

4  2h 

.88 

3.81 

'.'47 
.25 
22 

.46 
.27 

1 

'.'46 

.'6i 

.05 

.01 

.41 
.01 

.28 
.58 

.05 
.■23 
T. 

■45 
.03 

'.'52 
.04 
.02 
.02 
.13 
.02 
.09 
.03 
.06 
40 

.01 
.01 

.06 
.25 
.■20 
.27 
.55 

T 

'63 
'f.' 

.05 
.10 

.08 
.08 

'.06 

T. 

.10 

.24 

.05 

.02 

.16 

.02 

.10 

T. 

.02 
.02 

.04 
.04 
.10 
.01 

.02 

"".m 

.06 

It' 

4.  in 

Perry 

Bedford 

4.08 

Saxton2, 1  \v 

8hadeGapl,5.0.5  8W.. 

LWK  SUSQUEHANISA 

Vi'.I.V. 

3  6H 

Huntingdon . 

Adams 

Snyder 

Cumberland. 
Cumberland 
Lancaster.. . . 

Dauphin 

Lancaster.. . . 

York 

Schuylkill  ... 

Dauphin 

York 

Dauphin 

Lancaster — 
Cumberland. 
Lancaster..  . . 
Lancaster,. . . 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

Cumberland . 

York 

Schuylkill.  .. 
Snyder     . . . 
N'umberland 
Cumberland. 
N'umberland 

York 

Dauphin 

Centre 

York 

York 

Franklin..  .. 
Adams, 

.67 

'f.' 

'!65 
't.' 

'.'62 
.12 

.60 

".91 
T. 

.01 
.89 
.94 

.'ie 

.90 
1.37 

3.76 

'f ' 

T. 
T. 

i'.' 

tv 

.04 

tv 

.04 
.06 
T. 

.01 

't'.' 
T. 

... 


.... 
. .   . 
.03 

... 



. . .. 


3.11 
4.75 
3.4S 
3.3.5 

... 

r  V ! 

j.V. 

i.V 

\""."." 

Bloserville,  1.5  N 

Carlisle. 

'.'43 
.36 

'  .'27 

'.'iit 

.20 
'.■43 
V45 

'!6fi 

••" 

'52 

T. 

.53 

■'26 

'.'30 
.35 
.13 
.26 

.18 

!38 
.55 

'.'25 
.33 
.46 
33 

'.'46 

.is 

.35 

'.'46 
.25 

.'63 
.24 

.'io 

'^48 

'.'44 

.'28 
.46 

.51 
.28 
.48 
.20 
.14 
.19 
.03 

.06 
4H 

nunnhlTl'i    3  N 

3  35 

3  19 

Glen  Rocki,5 

•2.83 
4  23 

Grantville,  2SW 

3.21 
3  58 

Harri^burg  Apt',  ^,3.5  h 

3.33 

.02 

2  01 

3.06 

Kirkwood'.s,  ISW. 

'f.' 

.03 
.10 
.01 
.24 
.07 

.13 

!67 

T. 
'.'63 

T. 

2.51 
3. 13 

3.60 

Midaietown^l.aW.... 
LMillersburgi.^.2E.  .. 
Milroy'^              

Newburgi.3.5NW 

3.11 
3..3- 
5.14 
5.40 
2.64 

Pine  Grove^,  1.5  NE  . . . 

.... 

T. 

T. 
.07 
.03 
.36 

"'.iyz 
.02 

.03 
.06 

.12 

T. 

.04 

05 

.05 
.10 
.09 
.10 
.10 
.01 
.17 

'.'io 

3.69 
3  69 

3. 11 

ShiTinpn-^bursr 

3.44 

8unbury2  

Wellsville 

3.60 
3.05 

W  illiamstown''' 

Woodward',  2  NE 

York  3  SW     

T. 

3.60 
8.13 
4.39 

York'HavenS      

Potomac  Raan 
Chambersburg*,  1  SW. 

Gettysburg 

Hewitt  2SW 

3.46 

4.11 
•2.44 

Bedford 

Bedford  

T. 

f.' 

.13 

$4  20 

Hyndman^ ■  - 

.47 
1.26 
L02 
1.00 

LOO 

T. 
T. 

"03 

.02 
'■64 

'.'ii 

T. 

."27 

3.21 

McConnelIsburg2 

Fulton  

Franklin 

Franklin 

Allegheny,... 
Jefferson 

.03 
.11 

4.20 

Mercer^burg-^  

T. 
.12 

4  45 

South  Mt.  San't'm'-i  — 
GULF   DRAINAGE 
Ohio  Hitxin 
Allegheny 

3.76 
3.78 

Aliens  Mills'.  '> 

.03 
.13 

"'.\2 

1  .06 
1 

1 

4  13 

Blair^viUe',  6NE 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Erie 

.05 
.13 
.02 
.02 
.06 
.09 
.05 

T       .27 
.15    .32 

4.11 

Boswell^.e  NW.  .   

.85 
.10 

1.00 
.05 
.45 

.42 

'.04 
T. 

4.06 

Bradford,  4  W 

.06 

4.17 

Brookvillei,  1.5  SW.  ... 
Buckstown'.  ^ 

T. 

.48 
47 

[•29 

4.24 
3.42 

Clarion-.  3  SW 

.32    .18 

.02 

.  55  . . . . 

4.61 

Corry               

.55 

T. 
.01 

|.05 

4.01 

Potter 

.63 

.... 

$3.38 

Coudersport,  7.5  E 

Derry                    

Potter 

.03 
.04 

W'moreland. 
W'moreland 

Cambria 

Cambria 

Armstrong.. . 

Venango 

Elk 

.04 

.20 
.02 
.16 

'.'48 
T. 

.56 
.36 
.16 
.07 

.24 
05 
.07 
.84 
.98 
.41 
.89 
.20 
.31 
.47 

.09 
.09 
.02 

1.09 
.86 
.74 

'ioe 

.34 

.49 
.82 
.87 
T. 

.  77 
.66 
.63 
.72 
.82 
1.04 
1.16 
1.23 
.98 
.55 

T. 

'.'6i 

.06 
.34 
.07 
.04 

t'.' 
06 

.16 
.20 
.51 
.51 
.08 
.20 
.07 
.06 
.24 
.54 

.35 
.06 
,19 

1.37 
.92 

1.00 
.93 
.02 

- 

...  ! 

.... 

f." 

.07 

!   .06 

i  -'^ 

.04 

.04 
.06 
.08 
.08 

4.07 

Donegal'       

.06 
.09 
.23 
.02 

'."61 

1  06 

3.63 

Dunlo'  *  0  5SW 

't'.' 

1.08 

3.45 

Ebensburg2     

.62 

.88 
1.02 
.53 

'.'68 

t'. 

4.53 

Ford  Citys  4  S 

4.26 

Franklin^ 

4.92 

Glen  Hazel^   1  NE 

T. 

.'64 

'.'61 
T. 

.01 

4.^20 

.48 
.41 
.02 

.68 
.30 

3.61 

Indiana               . . 

Indiana 

Cambria 

.06 
.07 

3.78 

Johnstown^,  0  5  W. 

T. 

.01 

....  1.34 

3.63 

....|.... 

1 

Continued  on  page  77. 
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CMM..\'I()1.()(;U'AI.   I).\TA:   I'KNNSVIAANI  A   SECTION 


Daily  Preoipitation  for  October  1946-Contlnued  from  page  7ri 


Day  of  mouth 

1 

Counties 

I 

2 

3 

4 

6 

6 

7 

8 

9 

10 

u 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24     25 

26 

27 

28 

29     80 

81 

I 

AI.LKGHKNY 

( continued ) 
Kane'.  IN  

McKeau .... 

.0 
.0' 
.Of 

.. 

.U 
.24 

i  .1- 

T. 
.0} 

.'M 

.07 
.3S 

.46 
.06 
.43 
.67 
.05 
.22 
.87 
,63 
,78 
.62 
1.02 
.09 
.06 
.52 
.46 
.06 

'.'•27 
T. 

.06  1,60 

82 

.0; 

i  ... 

.'64 

.0> 

.0; 

.0.' 

11.  If 

i    .B( 

1   .7! 

1.2i 

l.7f 

.8; 

1.0£ 

.74 

..52 

.79 

.81 

.76 

.84 

.42 

1.02 

.99 

.91 

1.04 

1.39 

1.00 

1.01 

.83 

•  95 

.16 
.19 

.67 
.20 
.83 
.77 
.22 
79 

1  . . . 
>    . . 
)    .0' 

T 

... 

,7C 
1.2« 

.ar 

.8 
'.'84 

T. 

,1J 

,05 

.ot 

,1C 
,04 

','08 
T. 

't.' 

"."'20 

Kregar' .  1  .'i  S E 1  W 'moreland 

)  ..  i.. ..!....!... 

.54    .Of 
.20  T. 

(fi 

1      4.01 
3.92 
4.16 

Lvi'ippus.  l.f)  E j  W'moreland 

) . .. 

... 

'.'6; 

..      l.'23i  ,0" 

.7, 

Marieuville'.  ■'' 

Meadvllle-.  IS 

1  Forest 

.Of 

.'i4 

.04 
.0.5 
.05 
,08 
,0b 
.06 
T. 
.14 
.04 
.04 

'.'06 

.i2 

T. 
.'64 

t'.' 
T. 

1.33! 

31 

i  Crawford. . 

i' 

1.121  .7i 
.35|1.3( 

.3nl  .6f 

1.21:  .. 

.02)  .9E 
.0-5!  .65 
0211.  Of 

.02  ,8e 
T.     .  7ii 

..     ,  .87 
1.36!.... 

^ 

.0- 

.'2.- 
.30 

... 
.4'. 
.  32 
.41 
.42 
.06 

.or 

.41 

:a 
.02 

".hi 

.05 
.07 
.07 
.24 

,02 
,3f 
.37 

'.'34 
.53 
.17 
.02 
.36 

f" 

■■'■■ 

.6P 
.95 
l.Of 

','■73 
.87 
LOO 
,85 
.94 
,98 

T. 

Mosgrove- 1  .Vrm.^trong.. .  >    O'i 

... 


T. 
T. 
,04 

••• 

•••• 

) 

i 

6.08 
4.84 
3.47 
2.95 
4.18 
4  63 

Parkers  Lauding-.  . . . 
Pittsburgh  Cty  Of',''.  . 

Port  .Mlegauy-   

Punx>utawnev- ... 

Armstrong.. 
Allegheny. . 
McKeau.  . . . 

Jefferson 

Armstrong... 

Elk 

Indiana 

W'moreland. 
Warren 

.1 

j.Of 

'.'os 
.(k 

.0 

... 

T. 

.08 



.... 

. 

Putuevville".  2.5  SE... 





.'06 

Ruigwav- 

•;: 

::;; 

•■'•• 

4  05 
3.32 

Saltstiurg'-  . ., 

.03 
.12 

Seward- 



','89 
,68 

,80 

,80 
.60 
1.07 

Shelheld'.s,  «W 

.03 

.05 
.58 

T. 

'.'58 

3. 63 

Siiiethport','',  1  SW  ... 

McKean 

1  261 . . . . 

.  80  . . . . 

.181  .96 
L37|   .09 
1.84  .... 

.01 
.01 

','65 

.05 
.69 
.02 

.30 

.07 
.05 
.02 
.03 
.07 
.04 

'.'io 

.01 

'.■35 
.16 
.13 

.... 

.Strougsto wu ' .  5 

Indiana 

,02 
.36 
.46 

.08 
L30 
.32 

.... 

.06 
.06 
.08 

4.17 
4.73 
4.79 
4.38 
3.97 
3.69 
3.47 

3.14 
3.  02 
3.71 
•2.  K7 
3.82 
3.71 
3.  If. 
3.34 
3.47 
3.(15 
3.  53 
3.73 
2.85 
3.08 

4.49 
3.03 
3.9'.i 
5.34 

4.81 

Tioue>ta2, 1.5  SK Forest 

Titu> ville,  2  8. Crawford. . . . 



.  .  .  . 





.05 

.... 

'162 

Union  City'.  •'' 

Erie 

...|... 

W'moreland. 
Warren 

T. 

.94 
.31 
1.23 

i'.ia 

.02 
1.10 

.06 
.05 
.05 

".'vi 

.11 

Warren- 



.'27 

Vouugsville'. ' 

Warren 

.90 

T 
T. 

1.16 

'!67 
.31 

:-.fONONIi.\HELA 

CouUueuceS,  1.5  NW... 

Somerset 

Fayette 

Washington.. 

Greene 

W'morelaud. 
W'moreland. 

Somerset 

W'moreland. 
Allegheny   . . 

Greene 

Somerset 

.Somerset 

Fayette 

Greene 

.16 

T. 

.07 

.01 

.05 

.Id 

.02 

.04 

.07 

.03 

.06 

.23 

.06 

.03 
.09 

.... 

.... 

.07 

1' 

.73 

.07 
.59 
,30 
.07 
.46 
.52 
.03 
.20 
.13 
.07 
.25 

T. 

.17 
.19 
.03 
.20 
.29 
.27 

60 

52 
.33 

.32 

.30 

.14 

.06 
.05 
.02 
.08 
,09 
.25 
,06 
.03 
.02 
.62 
.62 
.06 

,12 

13 

1.09 
.99 
T. 

L09 
.25 
.79 

1.23 

Connellsville- 

Douora' 

....1  .96 
.  881 ... . 

.04 

.... 

Greeuiboro" 

T. 

.90 

.03 

,'41 

''V 

,07 

... 

.... 

Greeiisburg.  2  S 

Irwiu 

.,,, 

.... 

■r' 

.90 
.96 

.... 

.... 

.09 

Meyersdale- 

.14    ., 
.11  . 

.  .  . . !  .  .52 

T. 

.04 
.06 

'.'04 
.05 
.03 

Murrvsville/y  '.  •'' 

.... 

tV 

,76i 

1.03; 

'gsI 

.  -53 
.92' 

••■■ 

•••• 

.... 

LOS 
.97 

'.'67 
,50 
.78 
.74 

Pittsburgh  .\rpt.//  i.-^. 

Rices  Lauding^ 

Somerset 

Spriiigsfi,  ISW 

Lnioutown 

,06 
,33 
.04 
.07 
.09 
,06 

,42 
.46 

.01 
'i''. 

.15 

'.'84 

T. 

.02 
.06 
.04 
.01 
.07 

.69 
3o 
.54 
.56 
.45 
.53 

.94 
1.10 
1.32 
L60 
1.52 
1.06 
1.26 
1.68 

.61 
.75 
.93 
.66 

1.05 
.67 

T. 
.24 

.03 
.OS 
.02 

.37 
.05 
05 

.01 
L15 
1  24 
.88 
.30 
.35 

L07 
.50 
.84 
.09 
.56 
T. 
.02 
.54 

.69 
.72 
1.08 

::;: 

Wayuesburg 

1.06|.... 

.55    .66 

..55    .22 
1.25   .17 
2. 07      . . 

.10 
.05 

Beavei: 
Keaver  Falls- 

Beaver 

Butler 

Mercer 

Mercer 

Mercer 

Mercer 

Lawrence — 
Crawford 

Washington  . 
.\llegheny  ... 

Beaver 

Washington  . 

Erie 

Erie 

Potter 

.11 

.05 
.  17 
.28 
.29 
.02 
.04 
.09 

■.06 
.07 

T. 

.  1 

Butler 

1 

T. 

.05 
.02 
.07 
.06 
.08 
.04 
.12 

A2 
15 

Farrell^ 

[  • 

.13   .04 
.20    .06 

.as  T. 

.43   - 19 

Greenville 

.'6i 

.01 

T 

.02 

.07 
T. 

'.■57 

T,  1 
T, 

.09 

T. 

.'22 

• 

.'62 
.01 
.02 

.'45 

.02 
.10 

'!io 

.03 
.20 

.42 

,35 

.24 
.15 
.42 
.29 
.14 

,08 
.12 
.11 
.09 

1 

' 

.60 

'.'89 
.91 

.01 
.02 
T. 

.lamestown^,  2NW.   . . . 
Mercer  Arpt.' .  2.5  NE.. 

1.27 
1.68 
1.67 

.761 

.04j 

T. 

.'69 

''r'.' 

T.' 

Newcastle^,  L.t  N , 

.39 
.01 

.73 

.40 
.28 
.04 

.04 

t" 

.08 
.03 

I 

4.73 

4.57 

3.  32 

3.30 
4.41 

Penuline.  -.  I  is 

Ohio 

Claysville''2 

Coraopolis^,  IE 

Midlands 

Washington',  ^ 

...1 

,. 

1.06'  .79 

.59    .59 
.43    .60 
.61    .73 
1  ''0 

.04 

'.'6'2 

LAKE    DRAINAGE 
Albion 

.01 

...-i 

.30  .85 
!.31j.... 

1 

... 

... 

...    .51 

3.67 

Erie'  ^ 

...    ,•271 

...|....i 

4.23 

Raymond', ' 

1. 

...| 

.63 

•r. 

,04 

4.37 

_._ 

1 

1 

! 

i 

... 

Daily  E vapor atiou( inches)  and  Wind  Movement  (miles) 


Stations                                             1 

2 

3 

4       5 

6 

7 

8 

9     10     11 

i 
12  1  13 

14 

15 

16 

17     18 

19 

20     21 

22     23     24     25 

26 

27 

28 

29 

30 

31 

Total 

Coulluence^  1  SW.  j  Evaporation. . . 
(  Wind  movement 

.150 
107 

.076 

74 

.111 

60 

.085 
18 

.086.104.110 
141     21I      19 

!         1 

.110 
25 

.068.002 
44     31 

.032 
28 

.071  .017 
29      22 

074 
33 

.066 
18 

.09-2 
20 

.088 .  127 
40:     22 

.040.053 
107j     31 

1        1 
.006L030.052 
17j     12      10 

.052 

18 

.097 
30 

.015 
33 

.068 
14 

.0581.040  .078!.  088 
21I     -25     39'     56 

■2. 146 
1028 

Konl  Citv--.  4  S [  Evaporation ... 

!  .-,            -y  \Y]Q^  movement 

.1721.134 
93|  127 

j 

.142 

50 

.072 
1 

.062 

18 

.116.100 

111       8 

.088 
12 

.1121. 0261.  016 

49|     24 1     44 

.082.0-26 
.33,     41 

.080 
29 

.548 
12 

.078 
19 

.0541.016 
30;     36 

.210.064 

93     22 

.014.0-24  .0-26 
39       9     12 

.054 
11 

.082 
36 

.064 
16 

.082 
•20 

.054.064.066LlI2 

0,     24|     2«i     65 

2.808 
lOU 

Hawlev-'.  IS (  Evaporation  .... 

■'  ■                   \  Wind  movement 

.077,.  105 
16K    162 

.024 
64 

.091 
35 

.083 
23 

.101 
20 

.209 
16 

.098 
14 

.013 
44 

.053!. on:  003.166 

3li     14;     41|   115 

.092 
66 

029 
16 

.084 
32 

.135  .090 
144;     88 

.035i.093 
149     61 

.12-21. 04*.  156 
12     20     28 

■23 

.144 
49 

.OSU 
48 

.O79.044l.025l.176i.  176 
7-2|     30|   169!     30!  214 

2.329 
1996 

Janiestown2 .  .2  NW  /  Evaporation  ... 
V  Wind  movement 

.1'23 
61 

.102 
49 

.096 
24 

.100 
15 

.080 
24 

.090 
16 

.09'2!.O86 
11        7 

.096 
43 

.028 
31 

.034L046.008.118J.044 
50!    3S     31     33       5 

.082 
20 

.110.020 
67     38 

.052.164.038.050  .042 
65     20!    21;     19;     35 

.050 
21 

•  108 
64 

.032 
46 

.086.  054,.  080 
•27     161     18 

.080 
51 

.169 
107 

2.360 
1051 

NetfsMills^3.5  NE.  '  Evaporation  .... 

.181  .185.174 
..133      63 

.086 
10 

.058 
0 

.0841.096 
21       4 

'■         '         I         ^ 

1         1         , 

'               •  Wind  movement 

1         '                 I 

j .  - .  ■ 



. 

i                1        1        • 

■■■' ■""   ^ '"■■■ 

i"" 

Italics  mean  minus  quantity. 


[See  page  80  for  explanation  of  other  references.] 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


OCXOBKH    1946 


Daily  Temperatiires  for  October  1946 


Stations 


10  j  11     12     13     14     15  I  16     17     18     19  |  20     21     22 


Albion/ 

Allentown  Arpt.i-4  NE 

Allentown  / 

Altoona-4.5  W 

Arendtsville/ 

Beavertown/ 

Berwick 

Bethlehem ' 

Blairsvillei-6  NE 

Bradf  orcl-4  W 

Brookvillei-1  5  SW.  ... 
Burnt  Cabinsi-2NE... 

Butler 

Canton/-l  NW 

Carlisle 

Chambersburg«-1  SW.  . 

ClarlonC-3  SW 

ClaysvUle/ 

Coalport/ 

Coatesville/ 


Columbia 

Corry 

Coudersport 

Curwensvillei-6  N  W  . . 

Derry 

Donegal' 

Donora' 

Eagles  Mere  / 

East  Waterford«-3  E  . . 
Ebensburg/ 


(  Maximum..' 
\  Minimum..; 

.  /  Maximum..] 

V  Minimum.. 
(  Maximum.. 
\  Minimum.. 

.  /  Maximum.. 
\  Miniinnm.. 
;  Maximum.. 

V  Miuiuium.  . 
.  )  MaximiUii.. 

I  Mininmni .. 
.  /  Maximum.. 

\  Minimum.. 
.  f  Maxiinura.. 

V  Minimum .. 

.  )  Maximum.. 

I  Minimum.. 
.  /■  vlaxlraum.. 

\  Minimum.. 

.  /  Maximum.. 

\  Minimum.. 
.  /  Ma-ximuro.. 

V  Miimnnni.. 
.  /  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
.  /  Ma.'iimuni.. 

\  Mi3iimum.. 
.  (  Maximum.. 

\  Minimum.. 
.  /  .Maximum.. 

\  Minim\m>.. 
.  I  Maximum.. 

\  .Miniuiuin .. 
.  y  Maximum.. 

\  Minimum . 
.  /Maximum.. 

\  Minimum.. 


/  Maximum. 

\  Minimum.. 

/  Maximum. 

\  Minimum.. 

(  Maximiiiij. 

\  Minimum . 

(  Maximum. 

\  Minimum.. 

/  Maximum. 

\  Mininnim.. 

(  Maximum. 

\  Miuimnin.. 

)  Maximum. 

\  Miniiiuim. 

'  Maximum. 
Minimum ., 
Maximum. 

\  Minimum. 

/  Maximum. 

\  .Minimum. 


Emporium  /-IE i  Maximum . 

\  .Minimum. 
Ephrata /Maximum. 

\  Minimum. 

gfjgl /  Maxinnim. 

\  Minimum.. 

Everett'-0.5  SW I  Maximum. 

I  Minimum.. 

Farrell /  Maximum . 

\  Minimum.. 
Ford  City  /-4  8 /  Maximum. 

V  Minimum. 
Franklin / /  Maximum . 

\  Minimum., 
Fredericksville-1  8 /  Maximum . 

I  Minimum.. 
Freeland /  Maximum. 

\  Minimum .. 
George  School" *  Maximum . 

\  Minimum.. 

Gettysburg i  Maximum. 

\  Minimum . 
Gordon I  Maximum. 

V  Minimum. 
Greensburg-2  S /  Maximuu.. 

\  Minimum . 
Hanover/ /  Maximum. 

\  Minimum. 
HarrisburgArpt.  1-3.5  8.  /  Maximum. 

\  Minimum.. 
Hawley-0.5  E )  Maximuii,. 

i  Minimum . 
Hewitt-2  SW i  Ma.ximum. 

\  Minimum. 
Holtwood' /  Ma ximum . 

\  Minimum. 
Huntingdon /  Maximum. 

\  Minimum. 


55 
42 
bi 
42 
5.5 
43 
53 
36 
6« 
42 
58 
42 
63 
42 
54 
45 
4!) 
31 
49 
34 

50 
36 
6fi 
42 
65 
35 

36 

ba 

57 
41 
53 
34 
55 
89 
53 
37 
55 
41 

59 
45 
50 
H.=i 
49 
34 
46 
32 
55 
40 
49 
34 
54 
42 
51 
34 
49 
35 
47 
31 

53 
36 
56 
44 
5X 
43 
54 
35 
56 
45 
55 
38 
53 
39 
53 
40 
62 
34 
56 
41 

59 
43 
53 
44 
54 
40 
57 
42 
56 
45 
46 
40 
68 
39 
5' 
50 
57 

4i: 


42 
78 
47 
78 
39 
79 
33 
76 
36 
75 
31 
76 
42 

80 
40 
76 
31 
74 
31 
70 
37 
74 
38 
70 
32 
78 
H 
68 
37 
70 
49 
73 
39 

79 
34 
76 
39 
70 
63 
77 
42 
78 
39 
77 
35 
78 
36 
73 
34 
7li 
43 
75 
36 

76j 
43 
73l 

2^1 
74 

31 

771 


41 !  4-51 

67i  76l 

44 1  491 

53  72) 

37l  30 

85j  78 


78  80 

46  48 

80  80 

38  40 

81 1  83 

341  36 

83  83 

48  51 

80  Ki 

46  49 


4(1 

30[ 

66 

73 

49 

47! 

66 

77; 

43 

36' 

1 

79:  81 

49:  50 
"7! 

521  55 

77j 

45  48 


47  47 

76  6- 

521  52 

74 1  .59 

481  47 

76  69 

42  49 

76  56 


56|  56 
8-=) 


72  51 
50 


40i  48   41 


751  55 
431  49 


85  85 

50!  52 

831  8.2 

49  50 

84  811 

40  40l 

80l  8.11 

571  551 

77j  77 

54l  65' 

821  83 

47!  471 


751  S8 

57'  51 

781  64 

481  49 


0.! 

MB 
51 

62 

68 

48 

49 

62 

63 

50 

54 

68 

79 

5? 

57 

59 

62 

49 

55 

/I 

73 

49 

55 

65 

77 

49 

49 

62 

75 

51 

51 

68 

67 

46 

52 

52 

59 

45 

49 

61 

74 

50 

54 

68  65 
52  55 
65      62 

50  47 
81 
50 
57 
49 
63 
51 
61 
46 
7111     721 


62 
68 
52 
66 
45 
65 
44 
52 
52 
61 
57 
71 
65 

74 

55 
69 
41 
61 
41 
58 
34 
6' 
42 
60 
34 
65 
40 
70 
42 
60 
43 
68 
56 

64 
57 
70 
52 
57 
42 
63 
43 
65 
45 
59 
55 
54 
53 

^ 

64 

58l 
731 
62 

70 
55 

67 

.581 

66i 

45!  44' 

66  70 

52|  561 

631  711 

551  4s' 

66l  73] 

4H|  58' 

69l 


6' 

41   35 
56  59 


50 

52 

491  51 

59 

63 

72l  61 

54 

57 

50!  43 

61 

66 

65i  59 

50 

51 

55'  33 

4 

6' 

4 

73 

45 

65 

48 

70 

49 

67 

31 

43 

74 
48 
61 
46 
62 
39 
63 
49 
71 
55 
68 
49 
73 
58 
64 
43 
64 
50 
67 
19 

65 
35 
72 
49 
59 
49 
74 
4 

72 
59 
69 
39 
62 
40 
69 
45 
64 1  65 
45  49 
68  72 


71 
50 

68 
42 
72 
45 
70 
51 
69i  71 
4111     51 


68 

31 

70 

40 

68 

45i     53 

73!     721 

35!     45 


65 
46 
60 
40 
,59 
3' 
64 
46 
63 
51     42 

611  m    ., 

50  39i  31 

75  80  781 

53  55I  51 

68  63  51 


66  68 
45  3' 


.55 

411 

64 

41 

61 

40 

53 

3 

61 

41 

5' 

41 

56 

37 

55 

36 

5S'  62 

38   48 

65  67 


23  24  25  26  27 


.55 


68  64 
511  45 


461  45 
61 


36 


69  69 

35  31 

68  62 

41  38 

6-1  65 

45|  36 

621  651 

37I  31 

70.  70 

40!  40[ 

611  681 

461  ^'^. 

.54  59i 

41  40; 


34 

7n 

40 
76 
56 
75 
37 
76 
48 
75 
36 
74 
36 
73 
41 
72 
53 


72 
43 
73 
35 
76 
36 
75 
43 
71 
43 
70 
33 
75 

36!  36 

65 

46 

63 

40 


40 
72 
42 

74 

41 

74 

41 

77 

45 

74 

32 

7 

41 

76 
42 
74 

.32 
72 
33 

4 

79 
42 
74 

40 

78 
51 

6H 
43 
72' 
.56' 
72 
451  50 


76|  73 
39 
71 
51 
66 
52 
73 
38 
73 
56 
68 
43 
65 
42 
69 
40 
60 
45 
74 
46 


71 
43 
67 
42 

71 

421 
69) 

^^! 

^5| 

36 

78 1 

501 

73I  72^ 

46!  52; 

75  74 

42'  43 


28 


75 
35 
69 
.50 
70  68 
48 


29  30  31 


461  44! 

77'  7^j 

50i  4s' 

70  64! 

53  54 

68!  74 

48  42 


40 
69 
58 
76 
67 
66 
52 
76 
43 
77 
36 
74 
36 
67 
.54' 
62 
57 
71 
5fi 

67 
57 
75 
37 
69 
53 
681  79 
581  60 
71;  71 
^i'  5: 
77'  80 
5(1'  55 
70  78 
59  60 
69   78 


76  56 

4*.|  .55 


56  53 


69  51 
83I  83 


79,  80 

56'  m 


7si 
4*i 


.H2 

84 

58 

59 

80 

78 

58 

5i-. 

sol 

76 

61 

5;i 

78'  81' 
56  .55 


55 


81 
57 

SO 

541 


Continued  on  page  79. 
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CI.IMATOLCXiU'AL  DATA:    PENNSYLVANIA  SKCTFON 


Daily  Temperatures  for  October  1 946— Continued  from  page  78. 


Stations 


.  /  Maximum. 

\  Miainuira. 
.  /  Maximum. 

\  Miiiimuui.. 
.  I  .NIaxinuiin. 

V  Minimum. 
.  I  Maximum. 

\  .Vljnimum. 

(  Maximum. 

\  Mitiiraum. 
.  /  .^Li.s;imum. 

I  .Miuimuui. 
.  /  Maximum. 

\  Minimum. 
.  /  Maximum. 

\  .Minimum. . 

.  (  Maximum. 

\  .Miiiinuun .. 

/  Maximum. 

I  Mminium.. 
,  I  NcBximum. 

i  Minimum .. 
.  /  r>!aximum. 

>  Minimum. 
.  (  Miixiinuu). 

\  Minimum.. 
.  /  Maximum. 

\  .Minimum.. 
.  /  Maximum., 

i  Miuimnra.. 
.  )  Maximum. 

\  Minimum  . 


Midland" )  .Maximum., 

\  Minimum.. 
MontroseZ-S  1'. }  Maximum., 

i  Minimum.. 
Mt.  Pocouo'-i  X )  Maximum.. 

I  Minimum.. 
New  Blooiutield )  Maximum  . 

\  Minimum. . 
Newburg'-3.oN \V I  Maximum  . 

\  Minimum.. 
New  Castle-1..5  N )  Maximum.. 

\  Minimum.. 
I'almertou' )  Maximum.. 

i  Minimum.. 
Park-  Place'-l  N\V /  Maximum.. 

i  Minimum.. 


ln(iiaDa-'i.6SE 

Irwhi  

'Hinestown/  -J  N  W. . . 

.loliiistown/ 

Kant>'-1  N  . . 

lanrattT 

l,awro'H"fvilie  

I  t>l>aii(in    

I,i^\vi.«lywu/-2  SW .  . . . 

I.Dck  Haven" 

Mari'iis  HooU  /. . 

.Martiu...l)urg' 

Maucii  Chunk!  S\V. 

McadvilloZ-l  S 

Meroer'-2..=>  NE 

Middletown'-l.o  \\'.  . 


I'hila.   .Vrpt.l-7.SW 
PhilaciulpiiiaC.O.'. 


I  Maximum.. 

\  Minimum..! 

f  .Ma,ximum..] 

\  Minimum.. 
I'iiila.  .Shawiuont .'  Maximum..! 

i  .Minimum  ..i 
PlliliI)^l)urg'■7  i; )  Maximum.. 

\  .MiiiiniuDi.. j 
Phoenixville-I.oSE •  Maximum..! 

\  .Minimum.,  i 
Pittsl)urgl)  Arpt.l-7.5SE  (  .Maximum.., 

(  Minimum.. 
Pittsburgh  City  Otlice' . .  /  .Maximum.. 

*  .Minimum..; 
I'ort  Clinton/  (  .vlaximum..! 

i  MinirauMi..! 


Putueyville-Z..")  HE. 
Quakertown-0..5  K  . 

Reading' 

Kidgway  / 

Scrantoni 

.Selinsgrove 

Somer.st't 

Springs''- 1  S\V    ,    .  . 


State  College' 

Stioudsburg-2  E.  .  . . 

Tamarack /-2  S 

TioiiostaAl.oSE.... 

'l'itusville--2S 

Towanda-l  V. 

Tunkhannock 

I'nioutowu 


.  )  Maximum. 

I  .Minimum., 
.  /  Maximum. 

\  MiniiQum., 
.  (  Maximum. 

\  .Minimum., 
.  I  Maximimi. 

\  Minimum., 
.  (  Maximum. 

( .Minimum., 
.  /  .Maximum. 

I.  Minimum ., 
.  /  Maximum. 

\  Minimum.. 
,  /  Maximum. 

\  Minimum.. 

,  t  Maximum. 

I  Minimum.. 

/  Maximum. 

\  Minimum.. 

/  Maximum. 

\  Minimum.. 

/  .Maximum. 

i  Minimum.. 

/  Maximum. 

\  Minimum .. 

/  .^taximura. 

\  Minimum.. 

/  Maximum. 

*  .Minimum.. 
.  >  Maximum . 

'  Minimum.. 


S3 
36 
.57 
41 
55 

3y 

54! 
38 
49 
34 
58 
40 
49 
39 
56 
44 

m 

43 
5.1 
40 
61 
46 
51 
35 
53 
41 
54 
39 
51 
36 
,S7 
46 

54 
40 
42 
36 
46 
35 
57 
40 
48 
36 
55 
35 
51 
42 
48 
35 

57 
44 

5=i 
46 
55 
45 
•511 
34 
67 
42 
64 
40 
51 
43 
57 
42 

53 
32 
54 
42 
56 
44 
53 
33 
49 
40 
55 
42 
49 
34 
47 
31 

51 

38 
54 
42 
41 
33i 
51| 
33 
5l! 
33j 
50 
38' 
.55: 
37 
55 
42 


65 

42 

60 

30 

65 

42 

fV2! 

3»1     36 

67, 

44j     40 

69 
41 
fi-ij 
4li 
66|    80 


4s; 

61 
41j 

591  69 

40  33 

64 1  78 

40;  33 


781  81 1 
55!  .5.=.' 
83|     851 

42 
84! 


41 
86 
65 
84 
44 
86 
45 
81 
32 
80 
45 
85 
45 
87 
47 

88 
47 
8' 
48 
90 
56 
80 
44 
80 
44 
85 
39 
84 
47 
85 
49 

83 
46 

80 
52 
82 
SO 
82 
46 
76 
42 
87 
39 
84 
47 
79 
58 

86 
50 
87 
59 
87 
51 
81 
34 
88 
43 
82 
,52 
85 
47 
85 
47 

82 

40 

81 

40 

88 

50 

85 

38 

85 

47 

85 

45 

84 

33 

79:  80 

39  38 


81  82  82 

45  44  48 

85  89!  86 

471  451  43 


81 
5 

85 
40!  41 
84!  83 
39!  39;  40 


861  84 

43!  46 

87i  84 

451  47 

84  85 

47  42 


9  10 


611 

481 


48  48 

761  71 

38  43 

69  64 

45  48 

57  64: 

60  52! 

66  60' 

4o;  45! 


63 
50 
62 
49 
65!  5H 
47;  45 
601  56 

44  46 

51  57 

48  48 

68  67| 

45  48 1 
48l  65! 
46l  44 
59!  6l! 
49]  48' 
64!  59 
49,  48 


531  65 

44i  50 

70!  70! 

5l!  51, 


74 
53 
79 

5n 
79 
51 
73 
.55 
68 
54 
62 
53 
66 
.56 
66 
52 

65 
49 

f;r> 

5) 
75 
56 
62 
54 
62 
49 
75 
52 
74 
54 
63 
55 

79 

54 
64 
46 
59 
47 
66 
42 
56 
48 
75 
54 
65 
52 
59 
49 

74 
57 
72 
56 
73 
56 
58 
52 
72 
56 

54 

78 
58 
66 
49 

75 
49 
70 
50 
65 
55 
73 
47 
69 
55 
64 
49 
70 
49 
68 
48 

63 
55 
69 
49 
58 
47 
73 
50 
76 
64 
67 
50 
67 
51 
82 
53 


12 


13  14 


5 
30 

56 
39 

6" 
32 

r.l 
34 
63 

27 
73 

55:  37 
65i  57 
35 
72 
55 

6R! 
,56 
OH: 
51 
74! 
58! 
631 
40' 
66; 
611 
51! 
51  j 
601 
34 
72 
49. 

63: 
38 
66* 
54' 
65 
42! 
64 
48' 
.54! 


40 

34 

30 

6:3 

59 

62 

38 

32 

32 

68 

67 

62 

48 

34 

30 

63 

f>f 

60 

41 

34 

37 

74 

62 

()3 

50 

44 

40 

72 

64 

66 

53 

47 

45 

73 

64 

65 

63 

4:' 

38 

60 

,53 

.59 

36 

28 

24 

74 

61 

64 

65 

40 

32 

63 

5S 

64 

39 

35 

38 

65 

58 

64 

42 

39 

37 

70 

70 

59 

51 

49 

53 

70 

72 

64 

47 

,52 

44 

72 

69 

60 

62 

40 

33 

72 

62 

64 

50 

42 

38 

61 

58 

64 

54 

27 

26 

72 

56 

62 

4K 

39 

33 

69, 

62 

65 

49 

34 

32 

62! 

,55 

61 

42 

27 

24 

631 

53 

58 

371 

27 

27 

65' 

67 

62 

41 

35 

33 

75 

70 

60 

63 

38 

32 

58 

.55 

62 

51 

33 

34 

.'.9 

53 

60 

57 

31 

31 

621 

55 

57 

431 

29 

28 

691 

,59 

64 

481 

34 

32 

70 

56 

62 

57 

38 

31 

69 

60 

71! 

45 

321 

32! 

16  16 


70 
37 
72 
50 
74 
37 
74 
37 
66 
30 
69 
38 
72 
35 
70 
38 

72 

39 

72 

3 

70 

60 

6! 

3' 

62 

32 

71 

36 

68 

42 

69 

40 

72 
40 
64 

M) 
6: 
38 
69 
3H 
60 
33 
72 
38 
66 
35 
63 
44! 

69 
42 
69 
51 
68 
40 
66 
39 
70 
35 
71 
46 
72 
46 
73 
48 


69 

4(' 

(M 

5 

60 

42 

74 

42 

59 

40 

72 

45 

70 

42 

72 

43 

72 
40 
68 
43 
74 
54 
70 
53 
6' 
42 
58 
44 
.59 
53 
73 
53 

70 

65 

63 

44 

66 

46 

70 

43 

63 

42 

64 

54 

6 

46 

68 

47 

74 
52 
72 


19  20  21 


56 

67 

46 

38 

70 

65 

56 

46 

69 

66 

58 

53 

67 

66 

5.1 

58 

,59 

56 

46 

29 

65 

68 

51 

43 

64 

62 

49 

45 

65 

61 

51 

49 

69 

64 

51 

50 

67 

66 

33 

50 

63 

63 

48 

45 

66 

66 

56 

46 

62 

62 

44 

31 

60 

59 

50 

44 

64 

65 

52 

39 

64 

58 

46 

38 

64 

DO 

44 

36 

62 

60 

49 

41i 

63 

65 

42 

40 

55 

67 

49 

36 

61 

,59: 

,50 

37 

69 

68 

46 

37 

63 

63 

46 

.37' 

60 

61| 

51 

41 

69 

61 

55 

47 

481 

34 

56 

43 

56 

38 

.50 

40 

48 

28 

5 

34 

50 

34 

50 

40 

47 

41 

55 

35 

56 

46 

44 

38 

65 

31 

52 

3' 

47 

3 

4 

38 

.50 
45 
48 
3.i 
46 
30 
49 
33 
36 
32 
48 
38 
48 
34 
44 
37 

65 
42 
,55! 
47 
67 
38 
43 
29 
,53 
32 
50 
44 
51 
47 
.53 
35 

64 
49 

56; 
33 
51 
4ll 
47 
31 
50 
35 
58 
35 
48 
31 
44 
35 

46 
39 
62 

42, 

36! 
47 
37! 
64| 
37I 
491 
33 
501 
33! 
56! 
43{ 


•22  1  28  24  25  26  27 


66 
31 
66 
45 
67 
25 
70 
39 
62 
27 
65 
31 
68 
3i 
66 
36 

63 

40 

69 

38 

70 

45 

5 

32 

59 

SS 

65 

32 

63 

34 

63 

41 

65 
37 

60 
37 
61 
36 
63 
33 
50 
30 
66 
34 
62 
35 
60 
39 


63  67 

46  40, 


64 
34 

63 
42i  31 
64j  66 

441  39 

56|  66 

35  29 

62;  63 

421 

60!  62] 

331  36 

51]  68] 

42!  32]  28] 

.50'  64 1  68; 

39|  35;  321 

64' 


37; 

.53!  62i 


53 
40 
66 
31 
71 
39 
72 
31 
70 
35|  35 
60 
35 


53!  54 

43  33!  351 

66;  671  68! 

39I  33]  36 

4Si  58;  70 


3fi|  321 

541  62|  72 

.30]  27l  371 

er  66!  67 

lO,  33!  33 

61  64!  67 

35!  34]  341 

62:  70!  74! 

44;  36'  37! 

I  i 


731 
36] 
73! 
42j 
72; 
34] 
721 
461 
74 
361 
70, 

36; 


74  74 
40  43 


48]  50 

74|  70 

42|  63 

6?  62 


36;  331 

77]  681 
52!  ,53 


37j  43 

63]  71 

29]  33] 

72!  69! 

361  39! 

74!  73; 

45!  .511 

78!  68! 

29I  37; 

741  67] 

421  48; 


33 

49 

71 

681 

41 

411 

74 

68| 

43 

53 

28  20  30 


60 
6S 
62 
68 
58 
65 
36 
74 

70] 

49 

70 

48 

6 

60 

74 

40 

67!  69 

541  .54 

711  69 

53!  54 

72i  77 

46  30 


76 
34 
70 
64 
76 
33 
78 
39 
70 
29 
69 
46 
77 
39 
67 
45 

76 
44 

71 
42 

74 
62 
72 
38 
64 
44 
75 
32 
73 
38 
6' 
46 

67 
39 
68 
48 
68 
.50 
70 
40 
66 
38 
76 
34 
65 
51 
63 
.52 

74 
61 
74 
61 
79 
58 
68 
31 
74 
42 
74 
46 
70 
42 
66 
47 


491  40 

68]  71 

45,  31 

65!  fiS 

41  34] 

66  71  j 

49  40! 

70  71] 

55  60 

66]  69! 

461  47j 

67|  751 

46!  34 

64!  74 

41!  321 

72|  731 

47!  39| 

69;  75 

52:  39 

65  76 

51  38 


57 

69 

68 

75 

30 

71 

57 

67 

49!  54 

701  69 


39 

36 

50 

63 

68 

71 

43 

4! 

48 

61 

73 

74 

51 

85 

61 

72 

78 

83 

65!  61 
62i  68 
50|  52 


81 


73 

75 

55 

36 

45!  50 

75 

73 

51 

58 

78 

80 

54 

.57 

78 

80 

57 

61 

79 

77 

78 

48 

48 

58 

78 
54 
72 
57 
87 
60 
69 
53 
74 
61 
55 
63 
66 
42 
80 
55 

69 
52 

6' 
6',) 
72 
49 
75 
49 
71 
61 
6h 
4S 
78 
57 
70 
51 

82 
60 
82 
61 
82 
57 
67 
49 
83 
51 
68 
6! 
70 
53 
79 
51 

76 
44 
78 
57 
8i 
61 
66 
.52 
73 
54 
76 
60 


Mean 


69.  1 
40.fi 
71.1 
.52.1 
70.0 
41.3 
70.8 
44  2 
65.  1 
34.9 

70.  0 
44.0 
68. 9 
42.7 
70.7 
45.6 

70.  1 
45.  1 
69.7 
44.4 
73.1 
53.  2 
6.5.7 

43.  3 
■565.4 
$42.0 

67.7 
40.5 
66.7 
43.1 
69.7 
47.8 

68. 7 
44.3 
63.2 

44.  3 
63.0 
42.7 
6S.2 
41  3 
60.9 
39.4 
69.6 
41  6 
67.  n 
43.9 
63.  S 
46.5 

70.8 
49. 5 
7".  9 
53.  H 
71.6 
49.3 
63  3 
37.5 
72.4 
44.0 
70.0 
47.6 
70.4 
48.0 
69.4 
46.1 

69.1 
39.4 
68.2 
44.3 
70.6 
49  1 
69.2 
3,5.5 
67.8 
45.6 
69  1 
42  7 
66.9 
37.0 
64.3 
38.3 

65.8 
45.  2 
71.7 
43.7 
63  7 
41.4 
66.  :^ 
39.5 
67.3 
40.5 
69.  1 
42.0 
68.6 
42  8 
72.1 
4.5.5 


Continued  on  page 
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CLIMATO LOGICAL  DATA:    PP]NNSYLVANIA  SECTION. 


October  1946 


Daily  Temperatures  for  October  1 946— Continued  from  page  79. 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

U 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

'25 

26 

27 

28 

29 

30 

31 

Mean 

Vandergrifti 

(  Maximum.. 
\  Minimum . 

62 

70 

79 

85 

89 

85 

81 

71 

67 

65 

74 

62 

59 

69 

73 

73 

73 

65 

62 

49 

58 

71 

75 

78 

70 

70 

79 

80 

79 

78 

70 

71.6 

42 

40 

36 

41 

42 

44 

43 

47 

51 

51 

54 

42 

33 

32 

43 

39 

64 

53 

41 

40 

38 

34 

35 

43 

55 

44 

44 

43 

46 

56 

56 

43.9 

Warren 

(  Maximum.. 
\  Minimum.. 

53 

65 

78 

84 

83 

86 

87 

78 

61 

68 

78 

69 

59 

65 

72 

72 

62 

61 

60 

6) 

57 

69 

75 

76 

68 

75 

75 

78 

77 

79 

72 

71.2 

3« 

3S 

35 

40 

40 

41 

41 

42 

50 

.50 

53 

39 

34 

30 

35 

34 

46 

45 

38 

35 

35 

33 

31 

40 

,52 

48 

34 

40 

44 

56 

52 

41.0 

Waynesburg 

.  (  Maximum.. 
\  Minimum.. 

65 

66 

79 

84 

88 

87 

88 

76 

69 

09 

80 

71 

59 

68 

73 

72 

70 

67 

62 

54 

60 

71 

70 

78 

69 

69 

79 

78 

77 

77 

71 

72.3 

:iW 

35 

34 

3(; 

40 

38 

40 

43 

50 

49 

50 

40 

28 

28 

30 

35 

54 

55 

44 

42 

44 

31 

35 

42 

53 

45 

34 

39 

42 

53 

.53 

41.3 

VVellsboro/ 

/  Maximum.. 

48 

61 

75 

82 

85 

85 

85 

71 

55 

68 

fi2 

63 

58 

64 

71 

70 

67 

61 

62 

49 

54 

67 

74 

75 

67 

71 

77 

67 

71 

76 

66 

68.0 

\  Minimum.. 

8K 

37 

35 

36 

42 

41 

41 

42 

48 

48 

49 

54 

33 

29 

32 

32 

33 

42 

33 

31 

3.5 

31 

32 

36 

36 

47 

36 

38 

47 

bb 

58 

39.6 

Wellsville 

/  My.>;jmutTi.. 
\  Minimum.. 

57 

60 

75 

80 

80 

83 

84 

74 

66 

00 

05 

71 

60 

64 

67 

63 

72 

66 

65 

.52 

02 

01 

70 

74 

70 

08 

08 

69 

78 

73 

80 

69.2 

43 

34 

37 

41 

43 

43 

42 

43 

50 

fio 

55 

55 

37 

30 

32 

35 

43 

48 

46 

34 

44 

33 

35 

38 

38 

.52 

10 

51 

57 

51 

50 

42.9 

West  Chester 

/  Maximum.. 

58 

65 

75 

80 

81 

85 

85 

74 

59 

61 

09 

72 

62 

03 

68 

70 

76 

06 

66 

51 

64 

68 

71 

76 

73 

68 

73 

72 

78 

83 

83 

70.7 

\  Minimum.. 

43 

44 

41 

49 

53 

54 

.55 

59 

47 

50 

55 

49 

41 

41 

40 

42 

.50 

.31 

4', 

42 

43 

39 

41 

45 

46 

55 

56 

00 

60 

57 

5b 

48.7 

Wilkes-Barre'  Apt. -3N 

/  Maximum.. 

52 

62 

74 

80 

82 

87 

85 

76 

61 

63 

69 

71 

59 

64 

6S 

09 

71 

01 

62 

.52 

6.' 

65 

67 

74 

67 

69 

74 

09 

78 

79 

74 

69.2 

\  Minimum.. 

42 

37 

34 

45 

40 

48 

48 

49 

49 

49 

53 

49 

37 

35 

38 

37 

42 

51 

40 

36 

40 

3V 

36 

39 

45 

16 

15 

56 

62 

56 

53 

44.5 

Williamsport  Arpt.'-4  E  (  Maximum.. 

51 

t;6 

77 

77 

82 

85 

83 

74 

64 

65 

03 

65 

.59 

64 

67 

(i9 

68 

61 

63 

52 

58 

58 

67 

70 

67 

70 

71 

67 

76 

78 

•,2 

67.7 

V  Minimum.. 

41 

45 

38 

47 

48 

48 

47 

49 

51 

51 

52 

44 

37 

35 

38 

37 

43 

.50 

40 

36 

39 

38 

40 

4(1 

.52 

47 

43 

.50 

55 

.5:3 

53 

■^69.  4 

.  /  Maximum.. 

54 

Hfi 

71 

82 

82 

85 

85 

75 

6) 

04 

63 

64 

59 

66 

68 

69 

71 

65 

64 

54 

66 

69 

60 

77 

70 

70 

68 

66 

73 

79 

75 

§42.  9 

■i  Minimum.. 

n 

45 

36 

41 

41 

42 

41 

48 

48 

49 

49 

54 

35 

29 

32 

34 

4a 

53 

46 

33 

43 

34 

34 

38 

40 

52 

42 

40 

60 

.50 

.)0 

42.9 

Woodward  Apt'-2  NE.. 

.  1  Maximum.. 

4fi 

60 

69 

73 

77 

79 

81 

70 

51 

56 

58 

59 

.53 

.58 

02 

65 

64 

59 

56 

44 

53 

67 

64 

73 

65 

63 

07 

60 

72 

73 

08 

63  1 

\  Minimum.. 

34 

37 

44 

55 

56 

59 

62 

50 

44 

44 

50 

36 

34 

■At, 

43 

46 

50 

44 

37 

38 

39 

39 

43 

53 

49 

4< 

49 

53 

55 

59 

4/ 

46.2 

Yck-a  sw       

.  ('Maximum.. 
\  Minimum.. 

59 
42 

08 
37 

79 
38 

84 
42 

86 
44 

89 
44 

90 
43 

80 
47 

66 
50 

t\ 

66 

55 

74 
60 

64 
36 

(i7 
32 

72 
33 

72 

36 

75 
49 

70 
53 

67 
45 

58 
36 

06 
45 

08 
34 

75 
31 

79 
39 

75 
46 

73 
64 

70 
43 

74 
55 

81 
61 

81 
64 

82 
52 

73.3 

44.9 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PBESSXJBE,  WISTD,  HUMIDITY  AND  SUNSHINE. 


Stations 


Erie 

Harrisburg 

Philadelphia  . . 
Philipsburg — 

Pittsburgh 

Reading.. 
Scranton 


Atmospheric  pressure 
(reduced  to  sea  level) 


30. 43 
30.50 
30.39 
30.  .52 
30.  45 
30.  53 
30.51 


29. 33 
29.52 
29.44 
29.  46 
29.47 
29.  .52 
•29.47 


Wind* 


<> 


8.0 
6.6 

7.5 

's.'i' 

8.5 
5.4 


a* 

a 

y  t*. 

o 

t;.« 

K  n 

? 

*-S^ 

t^  > 

a 

26 

SW. 

31 

nw. 

21 

s. 

38 

w. 

34 

w. 

33 

nw. 

28 

nw. 

Relative 
Humidity 


613 

79 

58 

58 

74 

66 

55 

75 

68 

61 

86 

\ 

51 

59 

54 
63 
59 

60t 

.... 

211 
222 
126 
449 
207 
185 
266 


»  For  auv  five-minute  period.  **  Corrected  to  true  velocities, 

t  12:00  noon.  $  Also  other  dates.        "  One-minute  interval. 


BIVKR  CONDITIONS 


Stations 


Port  Jervis.  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre..  

Williamsport 

Newport 

Harrisburg 

.Sfhenley.(nr)  Ixjck  No.  5. 

Sutprsville 

Cii;irleroi(  nr.>,  Lock  No.  4 

Pittsburgh 

Midland.  Dam  No.  7 


Rivers 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  SuRfiuclianna. 
W.  Br.  .Susquehanna 

.luniata 

Susquehanna 

-Mlegheny 

Youghiogheny 

Monougahola 

Ohio 

Ohio 


2.6 
1.9 
3.2 
4.0 
4.2 
2.9 
4.4 
4.0 

12.2 
3.0 

10.8 


2.9 

2 

2.4 

It 

4.1 

27 

ai 

27 

6.9 

28  1 

6.4 

28  . 

7.5 

27  ' 

,5.1 

29  ' 

13.8 

27 

.5.2 

27 

12.2 

28 

« 

• 



2.1 
L3 
2.6 
3.1 
2.3 
0.7 
3.3 
3.4 

11.5 
2.5 

10.5 


•  Pool  stage. 


t  Also  other  dates. 


9 

25 
12 

9 

9 

12  j 

ri 

7ti 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
.30 
25 
30 


MISCELLANEOUS   PHENOMENA 

FOR  SIXTY  REPRKSENTATIVE  STATIONS 
(Dates  and  number  of  stations  reporting) 

FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  f'lty  f'o.st  Ofhce. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  years  of  rccord.exceptthat  for  First-Order  Weather  Bureau 
Stations  they  are  ba,sed  on  adopted  normals,  tl  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

1 

2 

3 

■5 

4 
14 

6 

is 

6 

18 

" 

7 

is 

8 
'9 

'3 

9 
'4 

10 
■3 

.. 

11 
'9 

12 
'9 

i2 

13 

■5 
13 

14 

12 
6 

15 

io 

16 



6 

17 

18 
6 

i 

4 
21 

19 
'3 

20 

ii 

•  ■ 

21 

ii 

1 

22 

27 

1 

23 
26 

24 

i5 

25 

1 
5 

is 

26 

5 
9 

■• 
'4 

27 

2 
17 

■■ 

28 
2i 

29 
i2 

.. 

30 

io 

31 
7 

Auroras 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

".  *■.  ^  etc.    Number  of  days  missinjr.  (or  example,  ''  indicates  two  days  missing. 
Italics,  data  interpolated. 
$  Partly  interpolated . 
%  Incomplete. 
1   .Vnd  other  dates. 
tt  liaily  amounts  inconsistent. 

t  Received  too  late  to  be  included  in  means  and  summaries. 
•  Included  in  next  measurement. 
//  Wind.^hield  on  gage. 

Frost,  killing  .... 

Glaze  

Hail 

Rain,  heavy 

Sleet     

'i 

24 

ii 

Snow,  heavy 

Thunderstorms . . 
Winds,  high 

/  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  W'hich  it  almost  always  occurs. 
•  Midnight  to  midnight. 

'  Measured  in  the  morning  for  the  preceding  24  hour.-. 
■'  Data  for  24  liours  ending  at  1  ::30  a.  m.  of  the  following  day. 
4  Best  available  used  for  .stations  not  equipped  with  recorders. 
^  Recording  gage. 

<•  At  a  fixed  hour  between  sun.set  and  11:00  p.  m. 
'  Noon  to  noon. 

(W.  B.  0..  Philadelphia- 12-9-46-975) 

1-0  i=- 

V 


inf. 
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GENERAL,  SUMMARY. 

Tliewann  trend  of  the  jmst  two  inoiith.s  continued  throuKhont  Novem- 
ber, with  about  the  same  excess  of  temperature  a.'^  in  October.  However, 
rainfall  condition.^  were  (|uite  unlike  tho.se  in  October,  rainfall  during  the 
latter  month  having'  been  above  normal,  while  November  turned  out  to 
be  dry.  The  coinbination  of  warmth  and  dryness  was  pleasant,  at  the 
same  time  being  of  large  benefit  to  householders  and  industry  in  holding 
down  fuel  consumption  during  the  recent  strike-induced  coal  shortage. 
Xot  since  1934  had  it  been  so  warm.  Only  six  previous  Novembers Of 
record  showed  higher  mean  temperatures.  The  month  began  with  about 
twelve  days  of  unseasonably  warm  weather,  followed  by  about  a  week  of 
near  normal  temperatures,  and  ended  in  uiort'  warm  weather.  Some  .sta- 
tions had  above  normal  temperatures  on  almost  every  day,  but  no  sec- 
tion of  the  State  could  be  singled  out  as  having  a  greater  excess  of  tem- 
perature than  another.  Record  or  near  record  maxima  occurred  on  some 
;lays  at  the  beginning  of  the  month. 

In  only  Qve  previous  years  of  record  was  there  less  precipitation  in 
November,  and  all  but  one  station  showed  rainfall  deficiency.  For  the 
■>tate  as  a  whole,  precipitation  was  but  44%  of  the  normal.  This  resulted 
n  a  deficiency  of  rainfall  of  1.68  inches  since  January  1.  Rainfall  was 
vxtremely  light  in  the  southeast  portion,  increasing  with  latitude  nortli- 
vestward,  and  wasgreate.st  in  the  extreme  northwest  portion.  The  heav- 
esr  falls  were  due  to  extensive  cold  fronts  which  passed  over  the  State 
It  regular  intervals  and  lifted  warm  and  moist  tropical  maritime  air 
wringing  rain,  not  only  to  Pennsylvania,  but  to  large  sections  of  the 
V'ortheast  as  well.  Snowfall  occurred  on  the  23d,  with  traces  over  most 
)f  the  State,  except  in  the  northwest  portion,  where  amounts  of  0.5  inch 
o  1.5  inches  fell  in  a  few  places.  The  normal  .snowfall  for  the  month  is 
!.7  inches. 

Heavy  fog  was  most  in  evidence  on  the  21st,  while  higii  wind.'*  were 
;eneral  with  tiie  passage  of  a  cold  front  on  the  22d.  Except  for  the 
lorthwesl  portion,  sunshine  was  generally  above  normal. 

This  month  ended  one  of  the  longest  growing  seasons  in  the  memory 
f  some  of  the  oldest  crop  reporters.  The  growing  season  was  extended 
onsiderably  beyond  expectations.  September  had  been  seasonal,  and 
)ctober  warm  with  adequate  rainfall.  The  Xovember  weatlier  extended 
[le  harvest  period  of  fall  crops.  The  very  tine  weather  during  the  latter 
lonth  enabled  growers  to  finish  harvest  without  any  loss  of  matured 
rops.  There  was  some  loss  of  root  crops  because  of  the  high  tempera- 
iires. 

Altogether,  the  autumn  was  the  warmest  and  drie.st  since  1941.     Onlv 

trace  of  snow  fell  during  September,  October,  and  Xovember.  The 
ear  191H  was  the  only  one  in  which  so  little  snow  fell  during  those 
lonths. 


PRECIPITATION. 

The  average  i)recipitation  for  the  State,  as  deduced  from  the  observa- 
tions at  212  stations,  was  1.2(5  inches,  which  is  1.61  inches  below  the  59- 
year  normal  for  November.  The  greatest  monthly  amount  was  3  57 
inche.'^  at  t'orry,  while  the  least  was  0.47  inch  at  Carlisle.  The  greatest 
amount  recorded  in  any  24  consecutive  hours  was  J  .25  incfies  at  Corrv  on 
the  26th.  •' 

The  average  snowfall  for  the  State  was  a  truce,  which  is  2.7  inches  be- 
the  59-year  normal.     The  greatest  monthly  snowfall  was  1.5  inches 
for  any  observational  day  was  1.5  inches 


low 

at  Bradford    The  greatest  fall 

at  Bradford  on  the  23d. 


OBITUARY 

We  regret  lo  li:>aru  of  the  death  on  November  VA.  1!)JG,  of  Mr.  K.  N".  Jenckos,  eooperative 
observer  at  Ausoiiia,  reunsylvauia.  His  services  began  in  October,  1908,  and  continued 
until  the  time  of  his  deatli. 


COMPARATIVE  DATA  FOR  NOVEMBER 


Year 


Temperature 


f 
em- 


TEMPERATURE. 

T\w  average  temperature  for  the  State  as  deduced  from  the  rei)orts 
)  stations  was  44.7°,  which  is  3.3°  above  the  59-year  normal  for  \ove,.. 
er.    The  highest  monthly  mean  was  53.0°  at  Marcus  Hook,  and  the  low- 
it  was  .58.2    at  N'ewburg.     Extremes  ranged  from  a  maximum  of  83°  at 
niontown  on  the  .3d,  to  a  minimum  of  11°  at  Kane  on  the  15th. 

™^?'^™;t^'h*^^i!i"'7o'-''''J"*'*'  P'^*^*?  *'•  ""^^'^  minimum  temperature  at  Williamsport 
:oK'?°l».1°'Lli2.9°'^;spmfveJy"  '°^'  '"""■"""  temperatures  at  Williamstown 


1888 

1SS9 

1890 

42.2 
41.8 
41.8 
39.7 
39.0 
39.2 
38  2 

18'JJ 

1»92 

1S93 

1894 

1895  

42  9 

1896 

1897 

I89H 

l!i99 

46.0 

!   41.6 

40.0 

41  5 

moo 

1901 

1902 

43  5 
36.0 
47  3 

190b 

36.9 
38.8 
39.1 
41.5 
39.8 
41  2 

1904 

1905 

IMI)6 

1907 

1908 

I:i09 

46.4 
.36.8 
37.8 
43.0 
43.9 
40.6 
42,1 

41.3 

37.6 

42.1 

41.2 

40.3 

42.3 

42.9 

40.7 

40.7 

39.5 

40.4 

46.2 

43.4 

41.1 

42.0 

49.2 

39.4 

38.1 

44.9 

44.4 

,38.6 

40.7 

42.7 

39.7 

41,3 

44.1 

41,8 

38.7 

41.6 

42.0 

44.7 

41.4 

1910 

1911 

1912 

1913 

1911 

1915 

1916 

1917 

|91s 

1H19 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

i;)28 

19J9 

1930 

19;)1 

1932 

1933 

1934 

1935 

1936 

1937 

1938 

1939 

1940 

1941 

1942 

1043 

19(4 

M45. 

1946 

Period 

Precipitation 


0)0 


No.  of  days. 


=  1 


79 

73 

78 

76 

80 

68 

74 

78 

83 

7fi 

73 

72 

79 

76 

78 

78 

79 

68 

80 

70 

75 

80 

68 

77 

81 

79 

81 

79 

79 
69 
76 
76 
75 
80 
73 
70 
78 
71 
79 
85 
81 
81 
75 
80 


2 

-3 

-13 

11 

9 

9 

0 

7 

7 

5 

11 


.:  I 


3.37 

6.72 

1,49 

2.65 

4,34 

2.93 

2,50 

2.48 

3.5.5 

5.28 

4.03 

2.66 

4.10 

2.56 

1.53 

2  18 

1.14 

2.47 

1,48 

3.60 

0,90 

1,40 

2.45 

2,84 

2.1 

3,05 

1.76 

2.18 

2,27 
0.63 
2.03 
5.35 
3.54 
5,75 
1,21 
2.83 
1,54 
3,56 
4,49 
4.95 
2.32 
3,39 
1,48 
l,.'i2 
4.75 
1,55 

3.61 

3.84 

2,40 

2,56 

3,10 

0,97 

4,04 

2,48 

3.35 

2.87 

2.81 

5.25 

1.26 

2.87 


2.1 
0.7 
0.5 
1.2 
8.6 
2,4 
5.3 
0.5 
1.1 
2.6 
6.9 
1.2 
3.1 
3.1 
1.5 
1,4 
3,5 
0,9 
4.0 
2.9 
5,0 
1.9 
8.5 
3.7 
1.9 
4.5 
1.5 
1.3 

1.6 
1.4 
T. 
2.3 
4.5 
1.4 
1.8 
0.3 
2.9 
2.2 
0.9 
1,8 
2,3 
1,9 
2.3 
2.9 
0,3 
7,0 
1,8 
2,5 
3,4 
2,0 
10.9 
1.6 
5.8 
0.2 
1.8 
2.2 
3.2 
2.4 
T. 

2.7 


8 
10 
5 

11 
10 

11 
6 
10 

9 
5 
7 

12 
U 
16 
9 
10 
7 
10 
10 
14 
12 
12 
9 
9 
10 
11 
12 
12 
8 
11 
10 
5 
13 

14 
9 

12 
16 
9 

10 


10 

10 

8 

6 

8 

10 

6 

7 

10 

11 

10 

11 

12 

13 

12 

12 

4 

7 

10 

10 

12 

10 

13 
14 
12 
11 

7 

5 
10 
12 
12 
U 

9 

7 

7 

8 
10 
10 
12 

8 

9 

7 

9 
11 
13 
15 

6 
11 
9 

9 

6 

7 

10 

9 


feci 

7 
8 
10 


14 
17 
11 

13 
16 
11 
11 
12 
13 
16 
13 
12 
15 
15 
12 
11 
11 
11 
12 
9 
10 
10 
19 
16 
12 
15 
9 
11 

11 
9 
12 
12 
16 
18 
13 
13 
10 
12 
14 
16 
16 
14 
13 
12 
11 
15 
14 
17 
18 
12 
10 
9 
18 
12 
13 
13 
17 
16 
12 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


November  1946 


:Ji» 


Olitnai;olofrical  Data  for  November  1946 


Stations 


Counties 


MliwUc  Drainage 
Alleutown  Arpt  -4  NE. 

Altoona--i.5  W 

Burnt  Cabins-2  NE  . . . . 

Canton-1  NW 

Carlisle 

Chambersburg-l  SW.. . 
Coatesville.  ..  •■••■■ 
CurwensvilleAp^6  NW 

Eagle-  Mere ..-.■ 

Eh  St  \Vaterford-3  E.  .  . 

Emporiuml  E 

Ephrata 

Everett-0.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover.....  .•■••■•••• 

Harrisburg  Arpt. -d. 5  B. 

Hawley-O.o  E 

Holtwood 

Huntingdon 

Lancaster  

Lawrenceville 

Lebanon  

Lewistown-  1  W 

Lock  Haven 

Marcus  Hook 

Mariin-burg ••■ 

Montrose-3  E •  .  • 

Mt.  Pocono  Arpt  -2  N  . 

Paimerton     

Philadelphia   C.  O 

Phi!ip>burg-7  E.  •■••••■ 
Phoenixville-1.  5SE. .. . 

Port  Clinton u 

Quakertown-O.  5  E 

Reading 

Scranton 

Seliii.sgrove 

State  College 

Stroudsburg-2  E 

Tamarack-J  S 

Towanda-l  E       

Wellsboro 

Westchester    

Wilkes-Harre  Apt.-3N.. 
rtiliiamsport  Apt.-4E 

Williaii'^tdwn 

York-3  SW 


Lehign 

Blair 

Fulton 

JJradf  ord 

Cumberland . 

Franklin 

Chester.. 

Clearfield.  . . . 

Sullivan 

Juniata 

Cameron . 


384 

1.600 

990 

1,450 

473 

600 

43! 

2,  215 

2, 020 

2, 125 

1,100 

Lancaster i    365 


Temperature,  in  degrees  Fahr. 


Precipitation,  In  inches 


S 

3  O 


Division  mean. 


Ohio  Drainage 

Blairsville-6NE.  ... 

Uradford-4  W 

Brook ville  Apt.-l.oSW. 

Butler... 

Clariou-3SW 

Claysville 

Corry  

Coudersport 

Derry 

Donegal 

Donora  

Ebensburg 

Fanell 

Hord  City-4  S 

Franklin 

Greeusburg-2  S 

[ndiana-2.5  SE 

Jiinitstown-2  NW 

Johusiown 

K»ne-1  N 

Meadvilie-1  8 

Midland 

Sew  (;astle-l  .5  N 

Pitt'^burgh  Apt.-7.5  SE 
Putney  ville-2.  5  SE  . . . . 

Ridgway 

Somerset 

Springs-1  SW 

Tiouesta-1.5  SE  

Titnsville-2S 

Uniontown 

Vandergrift 

Warren     

Waynesburg 


Bedford  . 
Luzerne  , 

Bucks 

Adams 

Schuylkill .... 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton. 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia  . 

Centre     

Chester 

Schuylkill  . . . . 

Bucks 

Berks 

Lackawanna.. 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga.   

Chester..  

Luzer.ie 

Lycoiniug  .  .  • 

Diiuphin 

York 


1,  020 

1,970 

181 

500 

9ii0 

600 

:151 

980 

200 

700 

255 

996 

469 

5811 

5i7 

12 

1,193 

1.176 

1,911 

26 

1.916 
100 
407 
480 
273 
716 
476 

1,217 
440 

2,250 
754 

1.319 
440 
541 
5211 
775 
390 


Westmoreland. . 

McKean 

Jefferson 

Butler 

Clarion 

Washington     .. 

Erie  

Potter 

Westmoreland., 
Westmoreland  . 
Washington  ... 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland . 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland. 

Warren 

Greene 


2,048 

1,6»0 

il.400 

1,077 

11,114 

1,170 

ll,410 

1,  lifts 

1, 150 

1.746 

761 

2,170 

856 

950 

987 

1,160 

1,102 

11.050 

1,650 

1 1,760 

,1,06a 

780 

900 

1 1,280 

1,  270 
1,385 

2,  100 
2, 600 
1.200 
1.550 
1,040 

825 
1,190 
1,100 


Division  mean 

Lake  Drainage 

Albion Erie. 

Erie Erie. 


State  mean. 


900 
706 


46.6 

44  0 
43. 2 
12.0 
47.1 
45.1 
16.7 
39.6 
40.0 
43  3 
43.2 
4S.2 
43.4 
43.2 
48.0 
48.0 
43.3 
18  4 
47.2 
43.6 
48.8 
45.2 
16.  4 
44.1 
46.1 
15.5 
41.6 
53.0 
43.6 
41.0 
40.8 
44.4 
51.6 
40.1 
47  6 
41.4 
46.4 
48.7 

45  6 
44.4 
41.2 
46.4 
10.6 
44.1 
41  8 
48.6 
15.0 
13.9 

46  0 
48.2 

15.1 


43.4 
42.  2 
42.0 
45.  1 
43.0 
44.7 
42.7 
40.  8^^ 
47.1 
41.4 
48.6 
42.6 
46  2 
13.4 
43.4 
45.  0$ 
44.4 
43.4 
I  46.4 
39,3 
42.2 
45.6 
44.2 
46.8 
1  43.6 
40.3 
42.8 
I  41.8 
I  42.0 
i  42.  5 
49.1 
46.0 
44.1 
46.4 

44.0 

43.8 
47 '6 


+3.6 
+  3.5 


+5-8 
+2.6 
+3.7 


+3.9 

+4.7 
+2.7 
+5.7 
+  4.0 
+  5.4 
+  3.2 
+  3.4 
+  4.4 
+  4.3 
+3.6 
+  3.5 
+  3.2 

+4.y 

+3.4 
+4.8 


+5.5 
+4.5 
+2.7 
+5,9 


+3.7 
+  2.6 
+5.0 
+4.8 
+  5.1 
+2.6 
+  1.1 
+6.3 


+4.6 

+  4.2 

+5  3 

+3.8 
+4.8 


+3.2 
f4.3 
+3.9 


+2.6 

+  4.0 
+  3.8 
+4.8 


+  3.3 
+4.0 
+4.6 

+3.7 
+2.  2 
+3.1 

+4.4 

+3!2' 
+3.2 
+3.7 
+5.6 

+2.'3' 
+4.1 
+3.3 


+5.2 
+3.2 
+4.1 
+2.8 


417   +a 


+6.2 


72 
66 
73 
76 
75 
71 
73 
66 
62 
65 
75 
73 
68 
65 
73 
73 
70 
77 
73 
68 
72 
69 
74 
75 
73 
73 
74 
78 
67 
68 
66 
70 
71 
66 
73 
73 
69 
73 
72 
75 
69 
72 
66 
75 
73 
73 
■3 
71 
71 
76 


82 


a 
o 


3t 


22 
21 
15 
20 
20 
20 
18 
15 
19 
20 
15 
24 
17 
19 
19 
22 
17 
25 
•23 
15 
27 
19 
iO 
20 
23 
21 
20 
33 
21 
20 
16 
20 
32 
15 
19 
19 
19 
27 
25 
17 
23 
18 
19 
21 
19 
25 
21 
20 
17 
21 

13 


24 

23t 

19 

24 

24 

24 

16 

23 

24 

23 

19 

24 

19 

24 

16 

24 

19t 

23t 

24 

19 

24 

24  I 

24 

19 

24 

20 

19 

24 

23 

24t 

24 

19 

23 

24 

16 

19 

15 

16 

16 

19 

19t 

16 

24 

16t 

16t 

21 

19t 

19 

19 

24 

19t 


23 

18 

■23 

18 

18 

2:tt 

18 

18 

18' 

23 

23 

23 

18 

18+ 

18t 

18 

18 

18 

19t 

15 

18 

23 

18 

23 

18t 

19 

19 

23  j 

18 

IS 

23 

18 

18 

lot 


1.00 

1.05 

0.92 

0.92 

0.47 

0.B9 

1.07 

1.80 

1.67 

1.05 

1.41 

0.  99f 

0  79 

1.11 

1.27 

0.57 

1.03 

0.92 

0.68 

0.66 

0.86 

1.15 

1.03 

0.63$ 

0.96 

0.95 

0.89 

1,53 

0  74 
L59 
1.07 
0.66 
1.87 
0.83 

1  06 
1.02 
1.14 
1.12 
0.83 
1.09 
0.89 
0.77 
0.  95 
0.67 
0.56 
0.94 
1.06 
0  89 
1.04 
0.91 

1.00 


2.01 

3.12 

1.58 

l.Sl 

1.76 

I  51 

3.57 

1.87  I 

2.08 

2.23 

0.91 

1.26 

1.75 

1.87 

1.96 

1  12 

1.59 

2.32 

1. 22 

2. 15 

2.26 

1.83 

1.56 

0.99 

l.'.)2 

1.46 

1.61 

2.02 

2.14 

2.54 

1.68 

1.46 

1  82 

1.50 


-1.85 
-1.36 


-2.  63 
-1.90 
-2.  17 

-2.  ,58' 
-2.00 
-1  53 
-L66 
-1.32  I 
-2.66  I 
-1.79 
-1.27 
-2.37  I 
-1.47  i 
-1.58 
-2.  33 
-1  60 
-1.31 
-1.62 
-L64 
-1.99 

-1.65 
-146 


-1  18 
-2.27 
-2.40 
-0.  b3 

-2.'i4' 
-1  79 
-2. 11 
-1.61 
-1.94 
-1.75 
1.61 
-2.97 

-^i.58 
-2.05 
-2.60 


-2  62 
-1.70 


0.26  1 

o.-a 

0.33 

0. 35  I 
0.23 
0.26 
0  68  I 
0.76 
1.03 
0.34 
0.49 
0.25  \ 
11.24  1 
0.34  ! 
0.65  ' 
0  20  i 
0.41  , 
0.27  I 
0.26  I 
0.31 
11  40 
0.14  i 
0.33  ; 
0.24 
0.38 
0.  32  I 
0.28  i 
0.55  I 
0.25 
0.60 
0.38 

0.  Ih 

1.  11 

0.22 
0.44 
0,  M 
0  28 
0.30 
0.40 
0.43 
0.37 
0.27 
0.40 
0.25 
0.26 
0  46 
0.51 
0.38 
0.42 
0.24 

1.11 


22 

7-8 

26 

26 

26-27 

7f 

17 

26 

26 

26 

26 

22 

7 

27 

22 

26 

7-8 
17 
26 
27 
17 
26 
17 
26 
26 
17 
26 
22 
26 
26 

7-8 

7-8 
22 
17 
17 

7-8 
17 
26 
26 
26-27 
26 
11 
26 

7-8 

26 

.    17 

26 

26 

7 

16-17 

22 


-0.94 
-0..38 
-1.48 
-1.43 
-1.14 
-0.94 
-0.37 
-1.01 
-0.74 


16      1.84 


2.994 
3.48 


16      1.2 


-1.  52 

-1.79 
-0  63 

-1.15' 
-1.47 
-1.31 
-0.29 
- 1 . 7.i 
- 1 .32 
-1.14 
-0.67 
-0.90 
-1.30 

-'i.'47' 
-1.H2 
-1.03 
-0.  N4 


-1.38 
-1.08 
-1.65 
-0.90 


0.63 

26 

0.60 

26    1 

0.58 

26 

0.41 

26 

11.  .53 

26 

O.fifl 

26     i 

1  25 

26     I 

0.97 

26-27 

0.57 

26 

0  60 

26 

0.21 

26 

0.34 

16-17    : 

11.36 

16t  1 

0.88 

26 

0.52 

16 

0.31 

26 

0.44 

26-27 

0.59 

25  26 

0.34 

17 

0.55 

16-17 

0.49 

26 

0.72 

26 

0.46 

26 

0.40 

2R 

0.72 

26 

0  49 

26 

0,59 

26 

0.45 

17t 

0.64 

17 

0.70 

25-26 

0.59 

26 

0.55 

26 

0.41 

26 

0.35 

71 

1.26 

26 

0.85 

25-'26 

1.06 

11-12 

ll 

CIS 


T. 

1.5 

T. 

0 

T. 

0 

LO 

1.5 
0 
0 
0 
0 
0 
0 
T. 
0 
0 

"  0" 
T. 

T. 
0 
0 
0 

T. 

T. 
0 
0 

r 

T. 

0 

0 

0.5 

0 


No.  of  days 


+  0.18 


-1.61     1.26        26 


0.1  !  10 


0 
0.7 


T. 


s 

■c^ 

^-n 

>. 

-  a 

•c 

?o 

0 

s- 

u 

cu 

Ob.servers 


15 
4 

13 

14 

5 

7 

8 

20 

12 

13 

18 

6 

II 

21 

5 

8 

13 

9 

16 

6 

9 

15 

3 

13 
7 

U 
11 
U 
18 
19 
17 
15 
13 
17 
1 
9 
10 
16 
13 
9 
14 
14 
13 
13 
11  13 
6  I  11 
4 
7 
22 
11 


w. 

SW. 
SW. 

s. 

w. 

w. 

w. 

nw. 

se. 

s. 

n. 

w. 

uw. 

SW. 

w. 

se. 

nw. 

nw. 

nw. 

w. 

nw. 


20 

17 
2 
6 

12  I  w. 


8 1 

7 

15 

w. 

fil 

6 

18 

nw. 

8  ' 

7 

15 

*'• 

14 

3 

13 

se. 

7 

5 

18 

W.       j 

14 

5 

11 

SW.    1 

8 

6 

16 

nw. 

9 

8 

13 

se. 

13 

5 

12 

w. 

9 

15 

6 

w. 

11 

5 

14 

nw.  ' 

4 

5 

21 

SW.    ! 

10 

12 

8 

se. 

11 

6 

13 

w. 

15 

6 

9 

s. 

U 

8 

11 

SW.    ' 

13 

S 

9 

ne.    i 

9 

5 

ie 

s.      ' 

8 

1 

21 

w. 

( 

7 

16 

nw. 

12 

8 

10 

se. 

11 

9 

10 

w. 

10 

7 

13 

s. 

9 

13 

8 

ne.    ' 

6 

12 

12 

s. 

5 

7 

18 

se. 

U 

6 

13 

W.       i 

9 

6 

16 

sw. 

•> 

19 

9 

SW. 

13 

6 

11 

SW. 

10 

U 

9 

e.      j 
w. 

14 

5 

11 

10 

7 

13 

W. 

2 

20 

8 

nw. 

6 

5 

19 

se. 

10 

8 

12 

W.          ! 

IT.8.  Weather  Bureau. 
City  of  Altoona. 
Penua.  Turnpike  Coinm 
Mrs.  Mildred  L.  .Spencer. 
Clarence  E.  Miller. 
("harles  A.  Bender. 
Philadelphia  Electric  Co. 
n.  S.  Weather  Bureau. 
Carl  K  Bigger, 
r.  S.  Weather  Bureau. 
R.  K.  Palmateer. 
ICphrata  Review. 
Penna.  Turnpike  Comm 
Andrew  B.  Evausha. 
George  M.  Hart. 
Dr.  Heur)-  Stewart. 
Miss  Sallie  M.  Johnson. 
Hanover  Evening  Sun, 
V.  S.  Weather  Bureau 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  .t  Power  I'o 
Paul  B.  Yoder.  Jr. 
Lancaster  Water  Bureau 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 
American  Viscose  Co. 
William  R.  Kelley. 
Sun  Oil  Co. 
U.  S    Weather  Bunau 
Harry  S.  Fanchor. 
V.  S.  Weather  Bureau. 
Sew  Jersev  Zinc  Co. 
V.  S.  Weather  Bureau. 
V.  S.  Weather  Bureau. 
Phila. -Suburban  Water  i 
Earl  E.  Rarick. 
John  E.  Henner. 
U.  .'*.  Weather  Bureau. 
TI.  S.  Weather  Bureau. 
Dr.  Merla  V.  Hoover 
Penna.  State  College. 
Metropolitan  Edison  Co. 
James  E.  Swartz. 
Mrs.M.  Crdelia  Parks. 
M.  S.  Bliss. 
Clvde  T.  riaylor. 
U.S.  Weather  Bureau. 
U.-i.  Weather  Bureau. 
Gordon  E.  Lower. 
York  Water  Co. 


V.  S.  Weather  Bureau. 

City  Water  Dept. 

Civil  .Aeronautics  Authority 

Butler  Eagle. 

Penna.  Electric  Co. 

W'alterB.  Paget. 

J.  Fred  Kinl.y. 

Potter  Enterprise. 

Miss  N.  Dixie  Wineuiau. 

Penna.  Turnpike  Comm. 

Donora  Zinc  Work>. 

John  L.  McGough. 

Sharon  Steel  Corporation 

U.S.  Engineers. 

William  K.  Fuller 

Westmoreland  W  ater  Co. 

Clvmer  Water  Service  Co. 

Pa  Dept.  Forests  &  W  aters. 

.Tolins  town  Tribune  Pub .  Co 

Spring  Water  Co. 

Citv  of  Mead  ville 

Perry  P.  Campbell. 

New  Castle  Water  Co. 

V.  S.  Weather  Bureau. 

V.  S.  Eugineer^. 

West  Penn  PoAver  Co. 

D.  L.  Gn>ve. 

Allen  E.  Yoder. 

r.  S.  Engineers. 

U.  S.  Weather  Bureau 

William  W.  Marsteller. 

Carnegie-Illinois  Steel  Corp 

Merrell  L.  Jordan. 

Thomas  s  Kno\. 


Albion  High  School 
U.  S.  Weather  Bureau. 


[See  page  88  for  explanation  of  reference  marks.] 
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Dally  Precipitation  for  November  1946 


StBtlon> 

Counties 

Day  of  month 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16     17 

18 

19 

20 

21 

22 

28 

24     25 

26 

27 

28 

29 

80 

81 

1 

ATLANTIC 

DRAINAGE 

IMaitdic  Undo 

I'n-KI!  1)KI  .WVARB 

IHnKUians  Ferry'-. 0.6E 

Emiiuunk-  

llftwley'-.O.oK 

llolIistervUle- 

LakeviUo^.  IN 

1 

.'22 
.36 
.'25 
.'25 
.28 
.38 
.30 
.'29 
.41 
.32 
.21 
.25 
.'24 

.12 

.17 
.20 
.30 
.'26 
.35 
.28 
ST 

.20 
.04 
.03 
.Of 
.07 
.12 
,06 
T. 

.m 

.'■24 

.06 
.02 

T. 

.11 

.08 
T. 
.05 
T. 

• 

't.' 

■r'. 

,01 

T. 

.03 
.56 
.31 
.40 
.31 
.16 
.34 

.'22 

'.'ii 

T. 
.27 

, 

0.61 

T.' 

.08 
.01 
.02 

.04 
'f.' 

.04 
.04 
.01 
.04 

T. 

... 

1.10 

Wayne 

Wayne 

Wayne 

f.' 

■;6i 

ioi 

tV 

T. 

T. 

T. 
T. 
T. 

T. 

T.' 

.'::: 



T. 
T. 
T. 

0.66 

0.83 

.32 

0.70 
0.66 

Miliinxillo*   

Mount  I'ocouo' ,  2  N  . . . 

i'ei'ks  I'ond" 

rieasaut  Mount', ■"•.  1  W 

Stroud-burg,  2  K 

Taunevs  Falls',-'.  I  SK. 
\Viud<.apl.5.»sW..   . 

Lk.hioh 

.Mloutowu  Apt'.",4NE 

Wayne 

Monroe 

Pike 

Wayne 

Monroe 

tV 

tV 

T.' 

.•.;. 

tv 

".'6s 

'.'is 

.  .^. 

.05 

.04 

.'6,3 
.04 

't'.' 

"Ah 
".u 

.03 
.10 
?3 

T. 

.13 

T. 

.13 

.06 

'.'67 

.14 
T. 
.12 
02 
T. 

« 

.10 

.08 
03 

T. 

.09 
.09 
.06 
.09 
.12 
.27 

.26 
.16 
.13 
.04 
.09 
13 

T. 
T. 

0.70 

T. 

1.07 
0  82 

.'61 

.73 
.02 
.31 
.39 

.22 
T. 

.22 
.26 

1..50 

0.77 

.14 

0.9.' 

N'rthampton 

$1.05 

T 

T. 

T. 
T 

.01 

... 

.23 

1.00 

Lehigh           ' 

.18 

.13 

0.92 

Bethlehem' 

Rlakeslee  Corners'.  ■'.. 
liouldsboro^ 

N'rthampton 

.18 
.17 

0.»9 

.... 

T, 

0.  h'S 

Wayne  

.03 

.22 
.16 
.2n 
.12 

r 

.30 

!ii 
.12 

T.' 

.... 

3! 

0  91 

.24 

.'66 
T. 

.21' 

11.99 

Mauch  Chunk,  1  8\V.  . 

T. 

T. 

.05 

.15 

.15 
.18 
.17 
.20 

.51 
.24 
.24 

.07 
.20 
.18 

T. 

.20 
.18 
.13 

1.05 

T. 

1.00 

.05 

.13 

'?5 

0.66 

7,ioii>ville,  1  S\Y 

Snii-Yi.Kii.i. 

Trfihiffh 

■ 

.20 

.21 

.02 

'.'62 
T. 
.12 
.16 
'1'. 
.19 
.02 
.04 
.Is 

.05 
.,36 
.43 
.18 
.07 

.48 
.46 

* 

.26 
36 

1.15 

T. 

• 
.2S 
.20 
.13 
.08 
.32 
.12 
.43 
.12 
.40 
.  26 

.  17 

".ix 

.31 
.83 
.44 
.06 
.04 

T.' 

.04 
T. 

0.93 

FiedericksvilleS.l  S.  .. 

Berk^ 

26 

.15 
.37 
.If) 
.10 
.18 
.20 

.27 
.04 
.19 
20 
24 
03 

1.2s 

Berks  

Montgomery 

Chester 

Schuylkill ... 
Montgomery. 
Schuylkill... 

'.'os 
'i'.' 

T.' 

0.91 

Gvatersford2 

I'hoenixviUe^,  1.5  Sli.. 

.21 

•r'.' 

T. 

.01 

'■'r' ' 

1 .  33 

.09 

■.'06 

1.05 

i'' ' 

is 

1.02 

Pottstoun'.^.  0.5  S 



0.68 

.... 

".m 

.08 
.29 
09 

.27 

0,98 

Reading'.  ■' 

.30 

1.12 

Berks 

'.'6i 

T. ' 

T 

.10 
05 

.10 
.04 

35 

l.Ofi 

Virginville' 

Werners  villa 

LowKH  Dk].a\vai:k 
Coatesville"  ... 

3? 

.01 

.01 

.14 

.42 
.23 

.17 
.04 
.02 
.16 
.15 

.06 

.03 
.09 
.21 
.09 
.06 

1.19 

.02 

'.'o'i 

T. 

T. 

.'23 

.  12 
.16 
.12 

.10 
.16 

.07 
.10 

.01 

T 

.05 

.01 

.1:! 
I' 

.23 

.08 
.13 
.65 
.21 
5? 

1.17 

Chester 

Bucks 

tV 

T. 

T.' 

.53 
.04 

'.'38 
.41 

'!37 
.02 
.10 

.48 

1  (17 

Hovlestown 

.i. 
.0-i 

m 

.03 
T. 

0.  91 

lieorge  i^chool'" 

Maple  Ulen' 

Bucks 

1.27 

Montgomery. 

Delaware 

1.12 

.Marcu^  flook- 

T 

T. 
T. 

.09 
.03 
T. 

.18 
.09 
.04 
.11 
.06 

.11 

.03 

.02 

.20 

.05 

T. 

.02 

.02 

.03 

1.53 

Philadelphia 
Southwest  Airport,  ' . 

Philadelphia    t. 
I'liiladolphia   t 

T.' 

r 

T. 

.93 

1.11 

.40 

.'20 

.18 

• 

T. 
T. 

2.01 

<>itv  OtTice',  ■' 

1.87 

.Shawmont 

Philadelphia 
Bucks  

■ 

0.90 

Quakertown.  ()..=>  E 

Westchester.  

.17 
.11 
.15 

1- 

1  14 

Chester 

T. 

.02 
.01; 

.'ig 

f. 

•••• 

0  94 

West  Grove^.  1.,'5  SE 

Chester 

Tioga 

T 

0.97 

ChKMI'NG 
iVustiuburg',  ■"',  2  W. . .. 

Tioga 

Tioga 

.03 

T. 
T. 

.03 

.  13 

••> 

.'28 
.'20 
.32 

.'ie 

'.'08 
.04 

.03 
T. 

.O'.i 
.00 

* 
.10 

.12 

.03 

.10 
.12 
.15 

.06 

.10 

.05 

.09 

* 

.15 
.50 
.19 
.05 
.04 
.06 
.08 
.20 
.08 
.09 
.06 
.07 

T. 
T. 

T. 
T. 

•r'.' 

T. 

■r'.' 

.04 

.05 
T. 

T. 

.25 
.24 

.31 

35 

0.  62 

Lawrenceville 

.09 

$0.63 

NOKTll  Bp.anch 

'.'65 

't.' 

.14 
.62 

.01 

0. 97 

Canton-'.  1  N  W 

.02 

'  ■!■'.' 

• 

0  92 

Montour 

.... 

.69 
.34 
.15 

1.20 

Freela^nd'^ 

Luzerne  . . . 

T. 

« 

1. 11 

Hop  Bottom'-'.  2S 

Millville'.'' 

Sus(iuehanna 
Columbia,. . . 

* 

.10 

.02 

.10 

.08 

.10 

.08 

.10 

T. 

.05 

.01 

T. 
T.' 

".m 

.70 

i  54 

.'28 

.02 
.20 
.27 
.30 

;}? 

■i''.' 
.01 
.03 
T. 

T. 

.05 

<M 

1.23 

Monroetou''^  2S 

Bradford  

Susquehanna 
Bradford 

T 

.03 

T. 
.01 

T. 

T. 

.01 
.02 
T. 

'.'62 
T. 
.20 
.11 

'.'06 

T. 

.01 

.12 
.18 
.11 
T. 

'.'6s 

T. 

.05 
.01 

.02 
.08 
T 

T. 

.03 
.03 

T. 
.07 

30 

0.74 

Montrose'-'.  3  E 

Orwell'''  ^  N'            

.04 

.... 

.01 

.60 
.18 

1.59 
0.83 

Park  Place'.  1  N\V 

Schuylkill . . . 
Luzerne.. 

T. 

.15 

.08 

.25 
.62 

n.95 

Pikes  Creek  '  -' 

'.'03 

T.' 

■.'6'2 

.63 

•r'.' 

1.26 

Rush'- 

Susquehanna 
Lackawanna 

T. 

'.'cm 

T. 

T. 

r 
r 
.02 

34 

0  88 

Scranton' .  ^ 

T 

T. 
T. 
.02 

T. 

.10 

.17 
.24 
.22 

.01 
.04 
T. 

't.' 

.40 

T. 

.17 

".'56 
.07 

.02 

. ... 

;6i 

T. 

.;;. 

n.s3 

Susfiiiehanna'- 

Susquehanna!  -fl9 

T. 
T. 

1. 10 

Towanda  IE 

Bradford 

■J' 

.... 

.... 

0.67 

Wilkes-Barre'    3  N 

Luzerne. ..... 

Tioga       

T 

T. 

.13 

.18 

T. 

.16 

T. 

.02 

.06 

T. 

.51 

1.06 

Wk.st  Branch 
.\usonia'-.  2  \V 

Carrol  Itow  11- 

''aml/ria ^  .08 

Pot*er 1    m 

.05 

.01 
T. 

.20 
.17 
.13 
.19 

• 

.02 

.02 
T. 

.... 

■r'.' 

.'23 

.16 

.09 

IS 

T. 

.... 

.32| 

.28 
.17 
31 

T. 

.04 
.02 
.02 

.05 

.06 
.03 
.12 
.15 
13 

T. 
T. 

.04 
.01 
T. 
T. 

T.' 

".ib 

.37 

.61 

.39 

.31 

.45 

T. 

.44 

i.'os 

.49 

.... 

1.33 

Carter  Camp-    ... 

1.  49 

Cedar  Kun- 

Lycoming.... 
Clearfield  .  . . 
Clearfield... 
Clearfield.... 
Cameron 

.02 
T. 

.03 

0.89 

Clearfield'-' 

.02 
.13 

T. 

T. 

T. 

1.  19 

Coalport- 

37 

.30 
.34 
.14 
.10 
.13 
.25 
.19 
.22 

1.40 

CurwensvilleApt'  6N\V 

.02 

.07 
.10 

.07 

.04 

.01 

.26 

.03 

T. 

.02 

.03 
.0'2j 

T 

.04 

.76 

• 

.73 

T. 

.02 

.20 

.05 

T. 

1.80 

Driftwood'.  ^ 

.08 

.14 

'>4 

$0.78 

Dushore'.  ^ 

Sullivan 

.05 
.15 
.12 
.01 
.14 

'.'03 
''1  " 

T. 

.04 

.'62 
.05 
.02 

.06 
.12 

.15; 

.'68 

1 

.05; 

''r' ' 

'i'.' 

1 


1  24 

Sullivan 

T. 

T. 

.01 

1 

'.'6i 

T. 

.05 

T. 

1.67 

Kinporium''',  T  E 

'■English  Center'.  ■''.  . . 

Cameron 

Lycoming". .. . 

.04 

.03 

'.'09 

.... 

.13 

.08 

.01 

.01|....| 

.04 

1.41 
0.62 

(ialeton 

Potter 

T 

.01 

.... 

.... 

1       i 

T 

....,....| 

.20 

0.74 

i 

Continued  on  page  84. 


84 


CLIMATOLOGICAL  DATA:    PP:NNSYLV AiNJ A  8ECTI0N 


November  1946 


Daily  Precipitation  for  November  1946 -Continued  from  page  83. 


Counties 

Day  of  month 

1 

2 

3 

4 

5 

6 

7 

' 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20     31 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

0 

West  Branch 
(continued) 
Karthaus^ 

Clearfield.... 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

T, 

.06 
T. 
.01 
.03 

T. 
.02 

.01 

".63 
.01 

t ' 

T. 
f 

.13 
.lb 

.24 

.20 

T. 

.'i2 

.14 

.01 

,09 

!■ 

.04 

.07 

T. 

.06 

.11 
.05 

■-r'. 

'.'oi 

T. 

■''r'. 

.45 
.25 
.21 
.22 
.  19 
.19 
.16 
« 

.25 
.05 
.19 
.120 
.16 

.'22 
.24 
.13 
.23 
.26 
.15 
.24 
.32 
.25 
.09 
.26 
.22 
.27 
.19 
.15 
.14 

.17 
.06 
.13 
.13 
.24 
.03 
.22 
.'29 
12 
.13 
.07 
.09 
.06 
T. 
.69 
.31 
.03 
.14 
.06 
.80 
.24 
.20 
.10 
.10 
.06 
.31 
.12 
.17 
T. 
.22 
.04 

.19 
.17 
.20 
.12 
.19 
.18 
.26 

.■29 
-U 
.40 
.30 
.85 
.36 
.23 
.50 
.52 
.14 

.02 
T. 

^01 

.06 
.04 
.13 
.13 
.07 
.  11 
.03 
.34 
.11 
.03 
.08 
.09 
.03 

.12 
.10 
.06 
.06 
.08 
.06 
.09 
.11 
.04 
.06 
.07 
.12 
.10 
.09 
.05 
.08 

.06 

.0.= 

.Oi 

.01 
T. 

T, 

^64 
.01 
.01 
.3" 
T, 
V. 
.•28 

'.'SH 
T. 

.21 
.20 

.'33 

.41 

.28 

1  3 

Lock  Haven2 

0  H( 

Medlx  Run'." 



1  2' 

Philipsburg'.  7E 

T. 

.16 

T. 

.19 
.23 

'.'69 
.06 
.20 
.24 

.17 
'.'•23 

.01 
T. 
T. 
.01 

't  ' 

T. 

.01 

,07 
T. 
.06 
.05 

't.' 

T. 

T. 
T. 
.01 

T 
T. 

T. 



.•29 

.40 
.35 

T. 

0,8! 

State  College',  * 

.12 

■r'. 

.26 

".\i 

T. 

.117 

'i'. 

T 

0  8' 

Tamarack^,  2  S 

0  9. 

Tyrone  '.  ^,  4  NE 

Blair 

.03 

i',' 

T. 

T. 
T. 

T.' 

■1'. 

.03 
.03 

0  9' 

Wellsboro- 

Tioga 

Lycoming.... 
Lycoming.  . , 
Lycoming  , . . 

Blair 

T 
T. 

.01 

,04 
T. 
.06 
.10 

T 

T.' 
.02 

,...    T. 
T.    .... 

.04 

r. 
.'6i 

T 

T, 

.26 

.32 
.31 

.Oi 

0  5. 

Williamsport  Apt.'-4E 

0  8i 

Williamsport'^ 

0  9C 

Williamsport^.  4  SE. . . 

Juniata 
Altoona.  4.5  W 

T. 

0.!K 
l.Of 

,06 
.23 

'.'26 

't.' 

.21 
.15 

.'io 

.01 
.01 

.01 

^01 

.13 

,01 

.10 

,08 

T. 

.03 

,10 

Breezewood'.  0.5  E 

Bedford 

Bedford 

Fulton 

Juniata 

Bedford  

Huntingdon . 
Mifflin.  .     . 

.08 

.13 

T. 

T. 

.03 

T. 

'.'06 

'.'08 
.10 
.09 
.04 
,08 
T. 
.17 

.'69 
.06 

1  01 

Buffalo  Mills'^ 

T.' 
.01 

'.'6i 

'.'6i 

.03 

i"'. 

.01 

.'02 
.02 

,04 
T. 

.'20 

'.'34 
.14 
.44 

.'28 
.•26 

^•' 

•••■ 

0  h' 

Burnt  Cabins',  2  NE... 
East  Waterford'^,  3  E. . . 

0.9'. 
1   Of 

.24 

.24 

.2) 

.20 

.17 

T. 

.30 

.25 

.41 

,29 

.16 

T. 
T. 
T. 

't'. 

Everett^.  0.5 SW 

•■•• 

0.7' 

Hnnf  iTtflrdon  2           

••■• 

1   1£ 

Lewhstown^.  IW 

Mapleton  Depot^ 

Mo^tin'^hu^B^              .    .  . 

0  9£ 

Huntingdon  . 
Blair 

0  8'^ 

.01 
'!02 

.20 

• 

T. 

'.'06 

.25 

0  74 

Huntingdon. 
Huntingdon  . 
Perry 

.05 
.01 

T. 
T. 

1.^24 

Nef!^  Millsi.^.  3.5  NK.. 

...  i  -.sn 

1.  1! 

New  Bloomtield 

'.'62 

26 
.'•}9 

T. 

.03 
.28 
32 

.18 
.28 
.18 
.12 
.02 
.25 
.10 

.15 
.11 
.'23 

.'67 
.17 

'.06 
.38 
,38 

'.'56 

.38 
.40 
.17 
.40 
.18 
.30 
.08 
.27 
.04 
.28 

'.'64 

.'6i 

0.97 

Saxton-.  1  v\ 

Shade  Gap',  *,  0.5SW. . 

LwR  Susquehanna 
Arendtsville^ 

Bedford.    . 

.... 

0  77 

Huntingdon . 
Adams 

.02 

.02 

.19 

0.  Hfl 

.17 
.21 
.35 
T. 
.18 
30 
.  17 
.05 
.41 
.33 
.15 
T. 
.09 
.18 
.01 
.15 
,30 
.03 
.02 
.22 

'•" 
.31 
.37 
.29 
.25 
.39 
.25 
.42 
.18 
.25 

T. 
.16 

.05 
.04 
.05 

.01 

O.Oh 
$0.86 
0  97 

Beavertowu- 

Snyder 

Cumberland. 
Cumberland. 

Lancaster 

Dauphin 

Lancaster.. . . 
York 

BloserviUe,  1.5  N 

■V. 

T.' 

,01 

'.'oi 
T. 

';6i 

'."61 
T. 

. . . . 

■r 

T 

■1. 

.07 
.05 
.01 

.'62 
.06 

'.'67 

!oi 

.03 
T. 

■••• 

.11 
.03 
.00 
.08 
25 

.11 
.11 
.13 

'•' 
.14 
.16 
.21 

r. 

.26 
T. 

Carlisle 

0.47 

Columbia 

.12 
.09 
.22 

0  80 

Dauphin2,3N 

'f.' 

T 

■r'.' 

0  75 

, . . . 

$0.  9', 
0  79 

Glen  Rock',  5 

.13 

.12 

Gordon     ■ 

Schuylkill  ... 

.12 
.04 
.17 

'.'is 

.03 

15 
.04 

'.'ii 

■.'26 
.■34 

.•20 

,07 

12 

.... 
. . . . 

1   (x^ 

Graiitville,  2SVV 

Dauphin 

York 

.01 

T. 

.01 

.01 

T. 

.02 
.01 
T, 

T. 

T. 

T.' 

.01 

T. 

T. 

T, 

T. 

'.'61 
T 

T. 
.22 

.'io 

'!28 
.30 

'.'35 

1  03 

Hanover- 

10 

0  92 

Harrisburg  Apt'.  5,3.5  S 
Holtwood- 

Dauphin.     . 
Lancaster., . . 
Cumberland 
Lancaster..  . . 
Lancaster.. . . 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

Cumberland . 

York 

Schuylkill.  .. 
Snyder  .   . . , 

T. 

.07 

T , 
.06 
.06 
T. 
T. 
.04 
* 

.07 

« 

.'64 

.03 
.14 
T. 
.07 

T. 

0.68 
0  86 

Huntsdale''* 

0  58 

KirUwood'.s,  ISW, 

.20 
.04 

123 
.'39 

".■16 

'.'is 
.'ie 

1  03 

Lancaster 

.02 
.14 

1  03 

I^V.aiiorii        

T.' 

n*\ 

.... 

.'.'.. 

.01 

0  U6 

Middletown',  1.5W.... 

T. 

T. 

04 

.  07  . . . . 
.15.... 
.05.... 

0.  S5 

Millersburg',6.2E.   .. 
Milroy'-',    .             

0.72 
1,29 

Newburg',3.5NW 

':::  .... 

1  10 

New  Park 

■r'.' 

■rV 

.27 

.19 

.15 

,07 

T. 

,04 

.04 

.12 

.19 

.08 

.32 
.01 

1. 17 

Pine  Grove".  1.5  NE  . . . 



.10 

T. 

1  U 

Selinsgrove 

1  09 

Shamokin- 

N'umberland 
Cumberland. 
N'umberland 
York 

.07 
.01 
]7 

ni 

0  89 

T. 
T 
.03 

.06 

.02 
T. 

.02 

T. 

.'61 

'"r." 

T. 
.12 
.02 
.12 

— 

0  99 

T. 
.... 

1  04 

Wellsville 

T. 

06' 

0  SI 

Dauphin 

.... 

.11 
.12 

.08 

.05 

1  04 

York,  3  SW 

York 

.12 

.26 
.16 
.08 

0  91 

York  Haven^ 

York 

Franklin..  .. 

Adams 

Bedford 

Bedford  

Fulton 

Franklin 

Franklin 

Allegheny.... 

JetTerson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Erie 

Potter 

Potter 

.01 
.04 

'.'ie 

T. 
T. 
■  04 
.04 

.13 

.02 

.oy 

.17 

T, 

.01 

.04 

.01 

0  83 

Potomac.  Basin 
Chambersburg*.  1  SW. 

?fi 

.09 
T. 
.11 
T. 

0.89 

Gettysburg 

T. 

.20 

.04 

0.57 

Hewitt,  2  SW 

.03 
T. 
.11 
.04 
.05 

.09 
.12 
.18 
.07 
.26 
.10 
.08 
.09 
.10 

0  78 

Hyndman''^ 

.11 

.21 
.36 
.19 
.19 

.24 

.06 
T. 
.05 
.12 

.10 

.... 

T. 

.03 
.30 
.20 
.28 

.64 

0.63 

McConnellsburg2 . . 

0  96 

Mercersburg2 

0.70 

South  Mt.  8an't'm2,.., 

.11 
T. 

1 .04 

GULF  DRAINAGE 
Ohio  Bngiv 
Allegheny 
Acmetonia^ 

'.'69 
T. 

.02 

T. 

'.'ii 

.31 

.02 

in 

1.63 

Aliens  Mills'.  5 

.21 
.32 
.02 
.61 
.22 
.16 
.06 
.67 
* 

.05 

.10 
.02 

.73 

.63 
.02 

.no 

.58 
.30 
.08 
1.28 
.42 

$1.73 

Blairi-ville'.6NE 

.09 
.34 
.05 
.01 

!'25 
.08 
.10 

T. 
,05 
.20 
.04 

^04 
.25 

T. 

.05 
T. 

.02 
.08 

T 
.35 
.22 
.02 

.'62 

•v. 

T. 

T. 
.54 

.20 

'.■53 

'.'65 

2.04 

Boswell^eNW 

' .'  i'2 

1.97 

Bradford.  4  W 

Brookville'.1.5SW.  ... 

.05 
.01 

.04 
.06 
.22 

.'ie 

• 

T. 

.07 

.01 

'."69 

.15 

T 

'.'64 
.04 

.02 

'•r'.' 

.03 
.07 

'.'is 

3. 12 
1.68 

Buckstown'.  * 

1  00 

Clarion-  3  SW 

".oh 

.'63 
.03 

.  18 
.21 
.56 

1  76 

3  57 

Coudersport 

.03 

1.87 

Coudersport.  7.5  E 

I)errv 

W'moreland. 
W'moreland. 

Cambria 

Cambria 

Armstrong., . 

Venango 

Elk 

.11 

.14 

.04 

.03 

.06 

T 

.01 

.05 

.16 

T 

T. 

.02 

.■2.i 
.52 
.'23 

.02 
.08 
.02 
.23 
.21 
.13 
.13 
.04 
.23 
.32 

T. 

.01 
.02 
.02 
.03 
.06 
.09 

']62 

'.'63 
.03 

:lb 

.42 
.24 

T.' 
.19 
.05 
.15 
.12 
.01 

T. 

.37 
.40 
.26 
.34 
.37 
.52 
.53 
.36 
.41 
.34 

.47 
.01 
.12 
.10 
.16 
.10 
.16 

'.'ii 

.05 

.57 

.60 

,38 

T, 

.07 

.18 

.12 

.49 

.24 

.06 

2  08 

Donegal' 

'.'62 

T. 

.14 

T. 

T. 
.02 

'.in 

.01 

2.23 

Dunlo".  5,0.5  SW 

'!3-2 
.88 
.48 
.82 

'.■•26 
.31 

.... 

1.35 

Ebensburg2 

.20 
.10 
.04 
.30 

1  ^26 

Ford  Citv%4S 

T. 

;66 

'."io 

.08 

.'06 

•••• 

M 

'■'1',' 

'T,' 

T. 

1.87 

Frankliii- 

T. 

.02 
.01 

T 

T. 
.02 

t. 

.03 

iV 

.16 
.07 
T. 

"   'I 

1  96 

Glen  Hazel".  1  NE 

.01 

2.04 

Home'.  5 

Indiana 

Indiana 

Cambria 

1.4s 

Indiana . . 

.01 

.02 
.01 

T. 

.......   1 

1.59 

Johnstown^. 0.5  W 

.17 

...., 

1.22 

'    ""i 

Continued  on  page  86. 
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Daily  Precipitation  for  November  1946-Continued  from  page  84 

Counties 

Day  of  mouth 

Stations 

I 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

IS 

14 

16 

16 

17 

18     19 

20 

21     22 

23 

24 

25 

26     27 

28 

29 

80 

81 

1 

Al.l-BOHENV 

(contiuued) 

Kane".  IN  

Kr.'gar'.  J.o  SK 

Lvcippu.-.  1.5  K 

Marieuville'.  ^ 

Meadville-.  IS 

Mcxsgrovo- 

I'arkers  Landing- 

l'ittsl)urghCtyOfl.\.. 
I'ort  AUegauyS  ^ 

McKeau 

W'niorelaud. 
W'moreland. 

Forest 

T. 

.12 

.11 

.03 

.01 
T. 

.12 
.41 
.12 
.20 

.04 
.Oi. 
.1> 

.I'J 
.'23 
.02 
.01 
.08 
.Of 
S' 

.07 



.06 

.02 

T. 
T. 

.46 

.18 
•^8 

.07 
.38 
0; 

.04 

.15 
.14 

.'ie 

.40 
.44 

.32 
.44 

.37 
.50 
.52 
.22 

.'27 
.43 

.17 
.'22 
.08 
.19 
.07 

T. 

.06 
'1'. 

T. 

* 

.51 

.81 

« 

.7/ 
.48 
.10 
.10 
.60 
.04 
.08 
.12 
.03 
.03 

'.'64 
.44 
.40 
.13 

.70 
1.16 
.55 
.30 
.62 

.'21 

T. 

2  15 

".oi, 

2  78 

.U6 

51.63 
$2.  1 1 
2  26 

S6 

't'.' 

'f.' 

Crawford 

Armstrong... 
Armstrong.. . 
Allegheny . . . 

McKean 

Jefferson 

Armstrong.. . 
Elk 

.OH 

T. 

.04 

.01 
.0-1 
.(W 
.01 
.O-l 
.07 

.os 
"M 
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.05 
.03 

.  17 
.06 
.11 
.19 
.07 
.19 

■M 

.08 
.11 
.15 
.28 
.14 
.22 

.04 
.05 

.01 
T. 

T.     .02 

02 

T. 
T. 

.14 

.02 
.04 

■.'65 

MS 

.05 

T. 

.04 

.11 

.06 

.02 
T. 

'i''. 
.02 

.05 
'f.' 

.18 
.03 
.10 
.04 
.02 
.07 

"63 
.01 

.3j 
.Iti 
.If 
T. 
.2^ 

't'. 

T. 
T. 

.49 
.56 

4.^ 

T. 

1   62 

'■■'!■"■ 

.15 
.04 
.11 
.16 
.14 
.10 
.09 
.02 
.10 
.10 
.05 
.10 
.08 
.15 
.10 
.12 
.14 

.08 
.04 
.08 
.03 
.13 
.18 
.06 
.11 
.08 
.04 
.07 
.14 
.11 
.06 

.05 
.11 
.09 
.08 

03 

T.' 

'.'63 

.03 

•r. 

T. 
T. 

'.'65 

.14 
.03 

1.58 

■."02 

.'6i 

T. 
.15 
.02 
.02 

".'6.5 
.05 
.06 

■.'65 

.05 

'.'61 

"   "I'.'m 

.23 

.06 

■r'. 

T. 

[ 

1   27 

.02 

.04 

.01 

.08 

.36 
.86 
.72 
.49 
.42 
.48 

1.42 

.... 

1.76 
1  92 

I'utueyville-.  'i.SSE... 

Kidgway-    

Saltsburg-  . , , 

Seward- 

Shellieldl.'.  6W 

Snietbrort'.'',  1  SW  ... 

.13 
.lb 
.11 
.26 
.06 
.02 
.03 
.'29 
.05 
.10 

.67 
.12 

.12 

.13 
.02 
.17 
.02 
.01 
.01 

'.'67 

'.'6i 

'^02 
'.'62 

.'ii 

.09 

.01 

.'•26 
.06 

';'23 

.44 

.41 
.30 
.30 
47 
.19 
.42 
.64 
.58 
.15 
.28 
..SI 
.■28 

.37 

.18 
.10 
.26 

?5 

.01 

.01 
'1'. 

,07 

.04 
T. 

1.46 

Indiana 

W'moruland. 

Warreu 

McKean 

Indiana 

Forest 

Crawford  — 

Erie 

W'moreland. 

Warren 

Warren 

Somerset 

Fayette. 

Washington.. 

Greene 

W'moreland. 
W'moreland. 

Somerset 

W'moreland. 
Allegheny . . . 

•  ireene 

Somerset 

Somerset 

Fayette 

Greene 

Beaver 

Butler.. 

Mercer .  

1R 

'.'64 

1  31 

.'26 
.07 

'.'63 
.18 
.16 
.16 

'.'is 

.26 

.42 
.26 
.Oi 
.35 
.03 
.11 
.38 

1  50 

.17 
.10 
.'21 

'.'64 
.10 
.15 

.'17 

T. 
T. 

.20 
T. 
.20 
.08 

.05 

.46 
.34 

.20 
.11 

.48 
.63 
.10 
.18 
.48 

T. 

'.'06 
.01 
.10 
.12 
.03 
05 

2  43 

.03 

i..5n 

'62 

T.' 
.02 
.04 

1  38 

Tioue.-ta-,  L5SK 

Titusville. 'iS 

ruionCityi.' 

X'audererift  ' 

Warren- 

Voungsville'.-' 

MoNONiiAHKL.* 

('outiueuce'-.  1 .  .5  N  W . . . 
Connellsville- 

T. 

..  . 
. .  .^. 

.08 
.16 
.02 
.04 
.22 
.06 

•r 
.02 

".b:i 
.01 
.02 

.(r2 
.06 
.07 

•r'.' 

.03 

■''r' 

T. 
T. 

f.' 
.03 

T. 

'.'63 

T. 

'.'6i 

'.'08 
.'26 
.07 

'.'2i 
T. 

.44 
.07 

'.'62 
.41 

2,14 
■2.54 

3  16 

.Oil ::: 

'ioi 

1  46 

T. 

T. 
T. 

.01 
T. 

T. 

1.82 

— 

2  68 

T. 

.03 
.02 

.'06 

.,54 
.55 

.'■io 

.02 
.16 
.24 

••' 

1  78 



'."io 

'■r".' 

1.26 
0.91 

1.54 

Greensburg,2  S 

T. 

T.' 

.'29 
.17 

1  12 

.'26 
.■26 
.16 
.10 
.25 
.39 
.45 
.25 
,35 

1.-27 

.Meyersdale^ 

Murryjville//',-'^ 

Pittsburgh  Arpt.//  '.".. 

Rices  Landing- 

Somerset 

Springs'!.  1  SW 

.03 

T. 
.'6'2 

1  18 

.17 
.18 
.01 
.11 
.34 
.26 
.35 

'.'oi 

.03 
.03 

.01 

.08 
.04 

't'.' 

.03 
T. 

.34 
.40 
.02 
.39 
.42 
.62 
.33 

.07 
.41 
.27 
.75 
.59 
.44 
45 

1  07 

'.'69 

T. 

T. 

.32 

.15 

.18 

.04 

T. 

.05 
T. 
.02 
.07 

.08 
.04 
.13 
.14 
.19 
.19 

.02 
.25 
.17 
.45 
.13 
.43 
.38 
.39 

•r'.' 

.04 

.09 

.65 
1.05 

T. 

.10 
.02 
.02 
.  02 

'^28 
.'20 

03 

0  99 

1.  33 



1  61 

2  02 

T. 

.07 

1.68 

T. 

1.50 

Beavkk 

Heaver  Fall^2  . 

T. 
.01 

.... 

.16 
.27 
.18 
.03 
.18 
.01 
.02 
.11 

.23 
.'20 
.19 
.26 

.07 
.•26 

T. 

.01 

.05 

.07 

.05 

.07 

T. 

.10 

.03 
.01 
.01 

't.' 

.'65 

T. 

.07 

.09 

.04 

IS 

.19 
.25 

.36 
.46 

■14 

.06 

.51 
.'22 
.3fi 
.03 
.52 
T. 

T. 

1  28 

Butler 

.'20 

.'27 

.02 

.3,5 

.02 

T. 

.36 

.09 
.06 
.21 

.02 

1.81 

1  7-5 

Mercer 

Mercer 

Mercer 

Lawrence 

Crawford 

Washington  . 
Allegheny  .. . 

Beaver..." 

Wa,shington  . 

Erie 

.0:^ 
.05 

'.02 

.14 

.07 
.OB 
.09 

.07 
.05 
.01 

'!62 

.05 

::::  t. 

tv 

.... 

.20 

.... 

T. 

2.28 

'1'. 

.03 
.03 
T. 

2  32 

Mercer  Arpt.'. 2.5NK.. 

T. 

.17 
.14 

.23 
.06 

'.'ii 

.20 
.30 
.33 

.32 
.34 
.33 
.19 

.37 
.10 

T.' 

T. 
T. 

.04 

.04 
.07 
.05 

.07 
.06 
.09 
.13 

.06 
.11 

T. 

.02 

r. 

f.' 

.16 
.03 
.08 

1.88 
1  56 

M  .... 

.80 

.01 

.17 
.15 
.49 

.85 

.86 

.54 

.60 
.76 
.72 

2.89 

Ohio 
Olaysville- 

1.54 

Coraopolis'-.  IE 

Midland- 

Washingtoal,  s 

T. 
.01 

"• 

.... 

1.67 

L83 

51.40 

52.99 
3  48 

LAKE    DRAINAGE 
Albion- 

04 

.'6i 

.04 
.07 

.45 
.06 

.21 
.45 

.35 
.05 

Krie'.-'' 

Erie 

.15 

T. 

m 

.07 

.24 

.... 

.... 

T. 

Raymond', ' 

Potter 

i 

1 

[See  page  88  for  explanation  of  reference  marks.] 


CLIMATO LOGICAL  DATA;    PENNSYLVANIA  SECTION. 


NOVEMBKK    1946 


Daily  Temperatures  for  November  1946 


Stations 


Albion  / /  Maximum. 

\  Minimum. 
Allentown  Arpt.1-4  NE../  Maximum. 

\  Miuimum. 
Allentown  / I  Maximum. 

\  Minimum. 
Altoona-4.5  W /  Maximum. 

\  Minimum. 
Arendtsville/ /  Maximum. 

\  .Minimum. 
Beavertown/ .'  Maximum. 

i  Miuininm .. 
Berwick /  Maximum. 

\  Minimum.. 
Bethleheml /  Maximum. 

\  Minimum.. 
Blairsville'-e  NE I  Maximum. 

( Minimum.. 
Bra(Jford-4  W /  Maximum. 

\. Minimum., 

Broolivlllei-1  S  SW /  Maximum. 

\  Miuimum. 
Burnt  Cabinsi-2  NE  . . . .  /  Maximum. 

\  Minimum. 

Butler /  Maximum. 

\  Minimum .. 
Canton/-lNW  /Maximum. 

\  Minimum.. 

Carlisle i  Maximum. 

\  Minimum.. 
ChambersburgB.i  8\V.  ..  /  Miiximum. 

\  Minimum.. 
Clarion6-3  SW /  Maximum. 

\  .VJinimum.. 

Olaysville/ /  Maximum. 

\  Minimum .. 
Coalport  / /  Maximum. 

\  Minimum.. 
C^oatesville/ /  Maximum . 

\  Minimum .. 

Columbia /  Maximum. 

\  Minimum.. 

Corry  (Maximum. 

\  Minimum.. 

Coudersport )  Maximun; . 

V  Minimum. 
Curwensville'-6  N\V  . . . .  /  Maximun.. 

\  Minimum., 
Perry /  Maxinium. 

\  Minimum., 
Donegal' I  Maximum. 

\  Minimum.. 
Donora' t  Maximum. 

\  Minimum. 
Eagles  Mere  / /  Maximum . 

)  Minimum., 
East  \Vateiford'5-3  E  . .  . .  /  Maximum. 

\  Minimum., 
Ebensburg/ /  Maximum. 

V  Minimum., 

Emporium  /-IE /  Maximum . 

\  Minimum. 
Ephrata /Maximum . 

V  Miuimum  . 
Eriel /  Maximum. 

V  Miiiiminn ., 
Everetti-0.5  B\V /  Maximum. 

\  Minimum., 
Farrell /  Maximum . 

\  Minimum.. 
Ford  City  /-4  8  .   /  Maximum. 

\  Minimum. 
Franklin/ /  Maximum. 

\  Minimum., 
Fredericksville-l  8 /  Maximum . 

\  Minimum.. 
Freeland )  Maximum . 

\  Minimum.. 
George  School^ /  Maximum. 

\  Minimum .. 

Gettysburg /  Maximum. 

\  Minimuni., 
Gordon /  Maximum. 

\  Minimum ., 
Greensl)urg-2S /  Maximum. 

(  Minimum., 
Hanover/ /  Maximum. 

\  Minimum.. 
HarrisburgArpt.  '-3.5 8.  /  Maximum. 

\  Minimum.. 
Hawley-0.5  E /  Maximum. 

\  Minimum .. 
Hewitt-2  8W /  Maximum . 

\  Minimum. 
Holtwood' /  Maximum. 

\  .Minimum.. 
Huntingdon /  Maximum. 

\  Minimum.. 
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30 
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17 
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461 
351 
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52|  66 

231  24 

52  56 

27  26 

.50  62 
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,5S'  59 
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21  23 

52  66 

•29l  28 
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47'  61 

341  24 
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19  22 
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.561  58 
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571  59 
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19!  18 
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64|  61 

22  27 
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4hl     55!  50' 

351     ;^2l  3^21 

48'     47  55 

32!     351  35 

54      .50!  50I 

•28     26!  •251 

44!     431  591 

321  33 

46  60 


26 
55 
29 

4"; 
27: 
401 

•25 

54|     50! 
35     26; 


64      59'     54 


24 

;30 

61 

66 

38 

,50 

59 

60 

3^2 

39 

•24 


55'     52 
45:     381 


n    23 

50, 


40      31 


.  68.5 

.1  34.1 

.1  55. 7 

.'  .35.5 
S6.5 

.  1  36.  9 

.1  53.  1 

. '  35.  0 

. !  ,55. 7 
.  34. 9 
.1  $55.5 
I  534.9 
'  55.3 

.'  36  8 
.  1     55.  6 

. :  40. 0 
!    53.1 

. !  33.  6 
1  52. 6 
.1    31.9 

.!     ,52  9 

.1     31.0 

.  1     .55.  6 

.  1     30.  9 

.  I     66.  7 

.1     33  5 

.1     51.4 

.      3-2.7 

, !     58.  5 

.  1     36.  4 

.'     55,5 

.      34. 7 

.      .54.7 

,  I     31-4 

.1     56,1 

33.  3 

52.6 

30.0 

56,9 

36.  S 

60.4 
37.3 
,52. 8 
3'2,6 
$52. 5 
^■29.0 
4S.8 
30.3 
58.1 
36.1 
53.7 
29.2 
58  « 
38.  5 
47.6 
32.  3 
49.8 
:36.8 
51.0 
34.3 

65.  3 
31.0 
57.6 
38.7 

55. 1 
40.1 
54.6 
32.  2 
.55.7 
36.6 
55.4 
31.3 
54.1 
32.7 
.56.3 
34  9 

553.  2 

$.33.2 

58.9 

37.1 

68.2 
37.9 
6.3.9 
32.7 
5.57.9 
32.0 
58.9 

37.  ;> 
56.2 

38. 2 
54.0 
33.1 
63.7 
31.0 
56.  5 
41.2 
55.  s 
34.7 


Continued  on  page  87. 
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CLIM ATOIAHJICAL  DATA:    PKNNSYLVANJA  SECTION 


87 


stations 


Iiuliaiia'i.SSK 

Irwiu     

.1  amestown/  -.!  N  W  — 

,loliiist('«iw  

Kane'-l  N 

l,auo8-ter 

I  nwranivville  

I  .•hniioii      •■  ■ 

I.ewislowii;  -'SW 

l,()ck  ilavou'' 

Marcii-  Hook  ' 

Martinsburg' 

Maiich  CliunklSW  . 

MeaiJvilk-.-l  S 

Mercer' -2.6  N  K 

Mirl(1lHtowii'-1.5  \V.  .. 

Midland'' 

Montrose/-3  ii 

Mt.  Pocouo'-2  N 

New  Bloonilif  1<1 

Newbiirs'-S.^XW..  .- 

New  Castle- 1. o  N 

I'alinertou' 

Park  VMaof'  1  N\V    . 


,  (  %i;ixin>um.. 

V  Minimum.. 
,  )  Ma.ilmum.. 

\  Minimvini..  I 
,  (  Maximuia.J 

\  Minimum..! 
,  )  Maxiiimni..! 

,  I  Maximum..! 

\  Minimum..] 
,  I  Maximum.. 

\  ''iiniiniini.. 
.  )  »'.ax1mum..j 

I  Miuiraum.. 
.  (  ,'lfi.ximum.. 

\  .Miimnum..| 

.  (  .Maxinuini.. 

\  Miinuiuni.. 
.  (  Muximviin.. 

\  Minimum ..[ 
.  I  -hi.\ipium..j 

i  .Miiiinmni .. 

(  Maximum.. I 

i  .Minimum..  | 
.  (  Maxinunn.. 

\  Mini!iunu.. 
.  /  -^luxiMunn.. 

i  Minimum.. 

*  Maxiuuim.. 

\  Minimum.. 
.  )  Maximum. 

i  Minimum  . 

.  (  Mi'.ximum.. 

I  Minimum.. 
.  I  Maximum.. 

\  Minimum.. 
.  )  iVliiximum.. 

'i  iMiiiimum.. 

)  Maximum  . 

\  Minimum, . 
.  I  -Maximum  . 

>  Miuimum.. 
.  i  Maximuir... 

\  Minimum.. 
.  f  Maximum.. 

I  Minimum. . 
.  *  Maximum.. 

I  MiniiTium.. 


I'tiila     .\rpt.i-7  S\V 
Phila'ielpiiia  CO.'.  .. 
I'hila.  Shawmout  — 

l'liilip:-ljurg'-7  E 

Phoeuixville-l..'iSl-:.. 
Pitf.'iburijli  .\rpt. 


-  )  Muxiuium.. 

'l  Minimum.. 

(  Maximum.. 

\  .MiiiiiiUnu.. 
,  (  Niaximum.. 

i  >rii)imum.. 

)  .Miixiimiiii.. 

i  Minimum.. 
.  I  Maximum.. 

\  .Minimum.. 
7..'iSE  /  .Maximum.. 

>  Minimiiir).. 
Pittsburgh  City  Ollioe' .    I  .Maximum. 

I  .Minimum.. 
Port  Clinton/ (  .Maximum. 

I  '^liinmuni.. 


1  I    2 


Putueyvilli'-2..'i  SIC  — 
Ciual;ertown-O..T  K  . . . . 

Readiug' 

Kidguay/ 

Scrantou' 

Selinsgrove 

Somerset 

Spriug.s''-!  S\V 

Steie  Collcgpi 

Strondslnirg-i  K 

Tamarack /-'2  .S 

Tionesta/-1..5SK 

Titu.4ville-2S 

Touauda-l  K 

Timklianiioi'k/ 

Uniontown 


56 
45 
«0 
50 
63 

as 

66 
52 

OS 

3: 
69 
52 
63 
35 
64 
54 

63 
51 
«0 
41 
6» 
5' 
55 
-19 
66 
44 
59 
38 
5^ 
37 

0; 

55 

56 

47 

57 

S9 

62 

3 

62 

50 

51 

45 

60 

43 

66 

48 

58 

13 

64 

57 
64 
58 
71 
55 
54 
38 
68 
M 
58 
49 
60 
51 
63 
50 


I  .Maximum..! 

\  .Minimum..! 

I  Maximum..! 

\  Minimum. .i 

/  :Mii,ximum..l 

*  '.iiiumum..! 
.  /  .Maximuni..! 

^  Minimum..! 

/  Maximum..! 

\  .Minimum.. j 
,  (  Maximum..' 

i.  Minimum  ..j 
,  /  Maximum.. 

\  Minimum.. 
.  )  .Maximum.. 

i  .Minimum.. 

.  /  Maximum.., 

\  .Minimum..] 
.  )  Maximum..' 

\  Minimum..! 
.  (  Maximum..] 

»  Minimum.,  i 
.  •  .Maximum.  ■ 

(  .Minimum..; 
.  /  Maximum,.: 

I  Minimum- 
,  /  .M'lximuin..! 

>  Minimum.. 
.  (  -Vliiximum. 

\  Minimum .. 
.  *  Maximum..] 

'  Minimum.. 


Daily  Temperatures  for  November  1946— Coutliuied  from  paite  e«. 

15  16  17  18  19 


671  05 


49 


73 

5. 
74 
56 
65 
69  62 
67 


01 


74 

52  46 


46:  46' 

55;  67, 

45  40j 

57  63] 

48  641 

69  65 

46!  53 

54:  65, 

41 1  41: 

58  77! 
41:  40' 
56  74 
34  48 
•59  66 
36,  51 
55!  62| 
31 !  -so' 
63]  78' 
52  54, 


51 
64 
54 

79 
54 

8!  78 


6  I  6 


52 
64 
53 

73 
4; 

63 

56 

66 

60 

73 

42 

72 

55 

75 

49 

70 

44 

65]  60 

45  44 

69  65 

56!  45 

65|  72 

59!  57 

66  56 


47 
•PZ 
45 
72 
51 
75 
51 
73 
51 
83 
59]  54 


37  36 
,56  61 
44  35 


64 
37 
64 
31 
65 
42 
60 
35 
oi 
SB 
61 
2t; 
58 

62 
35 

60 
33 
55 
82 
54 
30 
62 
38 
5: 
30 
6:3 
30 
68 
35 
54 
34 

60 
38 
60 
44 
59 
34 
5' 
31 
62 
■29 
63 
36 
62 
38 
57 
32 

58 
25 
56 
33 
60 
41 
62 
21 
58 
39 
59!  62 
371  41 


7   8   9  10 


56  69 

30  45 

69  59 

35  50 


57 

45 

65 
38]  48 
50|  55 
311  43 
58  5; 
30]  37 
.58  55 
29  42 
51i  63 
32I  42  4.3 
.53 


30  30] 
55  59 
33  30  361  47 


59,  64 

35i  46 
61  63 


11 


12 


IS  14 


50 

30 

50 

41 

49 

37 

4 

40 

44 

29 

61 

42 

55 

38 

54 

44 

.5o| 
46] 
56 
42 
62 
48 
46' 
34i 
oS: 
41 
4.T 
39: 
45: 
30! 
5) 
4C] 

52 
3J' 
45 
40 
52 
32 
,55: 
40 
58, 
32 
48! 
30 
54, 
38 
49: 

ax 

61 
40 
60 
44 
65 
47 
42' 
SO 
64 
46, 
45 
36 
47 
:i9 


62  64! 

38  45; 

57  49 

45  35 


61 

45 

42 

40 

32 

29 

.55 

45 

45 

45 

37 

36 

68 

61 

53 

53 

44 

30 

51 

45 

40 

37 

37 

32 

52 

45 

43 

48 

39 

29 

.52 

46 

44I 

44 

36 

28' 

60 

.57 

4.'\ 

51 

40 

29, 

60 

.52 

.52 

45 

29 

29 

66 

51 

50 

51 

40 

33 

46  42  49 

37  29  26 

52  60! 

29'  26 

39:  46 

32!  24 

44]  52 
34 


25]  24; 
51  53 
19  32 


45 

48 

,54 

49 

38, 

26 

21 

40 

46 

45 

46 

55: 

31' 

37 

30 

18 

,54] 

55 

601 

59 

35 

28 

30! 

40 

46 
16 
42| 
2d 
45 
18 
4K 
27 
40 
14 
52 
27 
13 
23 
47 
30 

46 

30 
44 
24 
51 
37 
42 
24 
AB 
30 
45 
1^ 
43 
20 
47 
26 

43 

2 

39 

21 

40 

2 

50 

26 

06 

18 

41 

20 

46 

24 

39 

24 

47 
34 
49 
36 
52 
33 
39 
19 
53 
30 
42 
26 
44 
29 
46 
30 

43 

18 
51 
30 

49 
30 
46 

14! 
431 
30! 
50! 
26| 
46i 
21] 
40 
18! 
I 

40| 
26i 
49! 
29' 
38i 
21! 
40* 
18 
43; 
17; 
43 
25| 
44! 
17; 
.50; 
25; 


20  21  '22 


58  67 
23  24 

59  65 
38  46 
62  66 
27  27 
65  62 


28 
55 
19 
56 
24 
63 
23 
59 
24 

60 
21 

58 
24 
60 
37 
62 
27 
55 
19 
60 
21 
58 
31 
58 
26 

56 
30 
5-, 
25 
58 
30 
■is 
20 
46 
22 
62 
26 
54 
23 
54 
32 

58 
29 
58 
41 
59 
28 
56 
21 
60 
22 
62 
36 
62 
31 
53 
22 

58 
23 
55 
21 
58 
29 
58 
14 
56 
27 
53 
21 
61 
20 
59 
26 

,59 
27 
54 
20 

60 

26 

56 

22 

,59 

28 

57 

22i     271 

55|     63 

29     28i 

62|    74; 

291    29i 


28 


24 


66 
35 
65 
40 
40 
33 
48 
29 
50 
25 
59 
86 
52 
32 
56 
28 

55 
28 
51 
34 
70 
4) 
52 
27 
51 
32 
36 
29 
55 
25 
56 
34 

53 
27 
50 
39 
49 
26 
51 
36 
46 
26 
56 
26 
55 
33 
5n 
26 

60 
39 
60 
41 
60 
40 
50 
25 
60 
24 
56 
25 
5' 
29 
5' 
27 

55 
30 
57 

3(; 

60 
3' 
43 
25 
54 
35 
54 
33 
52 
31 
51 
29 

.52 

•29 
57 
36 
47 

42!     '^^^ 
40     3l! 


34|  58 

19  18 

471  45 

29|  20 


32j     47 
231     26 


51] 

28 


26]  46 
19 
55 
23 


26 


26 


27 


2S|  21 

561  29:  57 

29]  22!  19 

.55|  35!  46 

33  28!  22 

6O!  40!  .54 

20;  30;  31 

601  39;  64 

36!  20  25 


28 


46:  35] 

52]  42] 

40|  35 

49!  41; 

■^"'  33! 


56; 
28 
62 
29' 

58; 


29 


80 


46 
27 
46 
28 
43 
24 
49 
31 
41 
23 
50 
32 
45 
28 
51 
29 

51 
31 

48 
37 
67 
40 
50 
30 
45 
26 
43 
28 
42 
27 
62 
31 

52 
31 

38 
211 
39 
19 
49 
29 
44 
22 
45 
27 
48 
21 
43 
2.6 


54 

33 
45 
20 
56 
32 
48 
34 
50 
37 
50 
28 

45 
35 
52 
32 
52 
3.S 
45 
21 
44 
29 
.52 
29 
47 
28 
48 
25 

49 
32 

48 

28 
43 


81    Mean 


24,  24 

40  41 

25;  34 

41:  39 

22;  33 


46 

28 


46      41 


63  50 

29  35 

55  51 

26  33 


60 

1 

24 

62 

41  ....! 

68 

27 

66 

30 

48 

24 

I 

48 

27 

45 

24 

60 

30 

50 

30 

60 

30 

68 

36 

49 

28 

42 

24 

.55 

26 

56 

31 

.60 

30 

55 

30 

44 

22 

41 

19 

45 

24 

39 

22 

68 

27 

41 

27 

42 

23 

.... 

56 

33 

r,:i 

36 

53 

29 

4=. 

21 

53 

26 



63 

33 

64 

35 

46 

25 

58 

•22 

48 

25 

51 

32 

42 

21 

47 

28 

45 

25 

61 

22 

66 

•25 

47 

29 

49 

30 

47 

1 

26 

. . . .] 

54 

30 

....! 

.52 

. . . .' 

•24 

. . .  .1 

46 

23 

44 

22 

66 

30 

— 

56.5 
32.2 
67  1 
41.1 
64.4 
32.  3 
56.8 
36.1 
80.3 
28.3 
58.2 

34.  6 
53.8 
34.4 
66.4 
35.8 

56.1 
34  9 
63.6 
36  7 
61.  5 
44,5 

52  6 
34  4 

■i52. 2 
$33.8 
52.1 
32.4 
52.6 
32,6 
56.6 
37.1 

.55.7 

36.  5 
49,1 
.•i3.  0 
.50.1 
31.5 
.55.  4 
33  4 
47.2 
•29.1 
5.5.3 
33.0 
53. 2 
35.5 
49.8 
33.6 

5s.  3 
39  9 
5S.4 
44.8 
59.7 
39.3 
49.5 
30  7 
60.  1 
35.2 
66.3 
37.2 
57.7 
39  5 
54.4 
34.4 

55.3 
32.0 
67.0 
36.7 
57.0 
40.4 

53  4 
27.2 
53.2 

37.  9 
55.4 

33  5 
55.  U 
30.5 
53.4 
30. 2 

51.8 
36.5 
57. 2 

35.  6 
4».9 
32  2 
51.3 
32.6 
.62.1 
3'2.  9 
,54.2 

34  5 
55.  5 
33.1 
60.7 
37.5 


Contiuijed  on  page 


CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


November  1946 


stations 


Vandergrifti /  Maximum. 

\  Minimum, 
Warren /  Maximum.. 

\  Minimum 
Waynesburg (  Maximum.. 

\  Minimum.. 
VVellsboro/ (  Maximum.. 

\  Minimum.. 
WelLsville /  Maximurri.. 

\  .Minimum.. 
West  Cliester /  Maximum.. 

\  Minimum.. 
Wilke.s-Barre' .  Apt.  -3.V.  /  Maximum.. 

\  Minimum.. 
Williamsport  Arpt.'-l  E  /  Maximum.. 

1  Minimum.. 
WilHamftown |  Maximum.. 

\  Minimum.. 
York-3  SW (  Maximum.. 

\  Minimum.. 


Daily  Tempsraturas  for  November  1943— Continued  from  page  87. 

15     16 


10 


52  54 
40  41 
58      fiL> 


.S2( 
61 
37| 

55j  60 

46  52 

55  56 

43  51 

52  57 

32'  50 

62  65 

34  61 


13 


66  58 

28  26 

64'  57 

24!  26 

56!  56 

24 1  24 

49  50 

20  19 

49  52 

24  20 


18 


53|  45 

291  21 

57;  45 

26!  20 


20 


21 


22 


57  52 

23  22 

6l!  6ll 

251  29 

641  641 

19  25! 

55i  63| 

19l  20 

52|  5(» 

18!  22| 

52  671 


351  26: 

50!  47 

40!  30; 

50|  51 

41  30 


21     24 
48      51 


17  21 
55  61 
22     23! 


23 


24 


25 


26 


27 


621    fiOi    58 
42 


29,  24! 

56!  37 

34l  19 

52!  3^! 

23|  271 

57!  44 

361  24 

59  43 

42'  27 

55  36 

32|  26 

54'  36 

.?4|  24 


28 


23'  50| 

60|  56 

26l  49!    39' 

62!  59     64| 


50i    49 
40!    28 


22     551 

44l     60| 
20!     25! 


,       Ml 

18 

00 
27 

48i     62 

251     39 

46!     64 

21 

37 

45 

52 

2i 

36 

46 

65 

20|     35 

55     70 

21 

37| 

45 
35 
60 

38 
51 

38 

64! 
36  36 
651  49 
43  35 
58i  47 
35  33 
65      45 


29 


SO 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


il^i 


32  32 
66!  51 
371    31 


31  I  Mean 


67.3 
!M.8 
54.8 
:{4.0 
58.  K 

34.  1 
62.5 
31.  1 
57.2 
34.1 
57.9 
39  1 
54.6 
35.4 
52..-! 
35.5 
56.1 

35.  9 
60.4 
36.0 


PRESSTJKE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Stations 


Atmospheric  pressure 
(reduced  to  .sea  level) 


Erie 

Harrisburg. . 
Philadelphia 
Philipsburg.. 
Pittsburgh.. . 
Reading..  . 
Scranton  . . . . 


30.71 
30.  67 
30.  62 
30.68 
30.66 
30.  66 
30.67 


18 

29.  56 

8 

9.7 

18 

29.62 

8 

7.3 

18 

29.61 

8 

7.6 

18 

■2a  66 

8 

18 

29.  67 

7 

9.9 

18 

29.  62 

8 

10.2 

18 

■29.57 

8 

6.7 

<> 


Wind* 


c- 


SW. 

w. 

nw. 

w. 

SW. 

w. 

SW. 


Relative     !     j; 
Humidity   i    3 


70     77 
54     65 


69     64 


51t 


29  ' 

61   { 


37  ! 
51 
46  I 


524 
533 
406 
760 
650 
488 
583 


'  For  any  five-minute  period.  •♦  Corrected  to  true  velocities, 

t  12:00  noon.  5  Also  other  dates.        •  One-minute  inter\-al. 


Stations 


aiVEB  CONDITIONS 


Port  Jervis.  N.  Y '  Delaware 

Kaston I  Delaware 

Lehighton '  Lehigh 

Reading '  Schuylkill 

VVi  ke,s.Barre ,  N.  Br.  Susquehanna „ 

\\illiamsport W.  Br.  Susquehanna.  '    1.9 

Newport !  Juniata 3.9 

Harrisburg '  Susquehanna !    3. 8 

.Schenley,(nr)IjO0k  No.  6.    AUeghenv ilZ4 

Sutersville. .  .   Youghioghenv I    3.1 

CharleroKnr.),  LookNo.4i  Monougahela I  11  0 

Pittsburgh ;  Ohio... 

Midland.  Dam  No.  7 Ohio 


Pool  stage. 


t  Also  other  dates. 


MISCELLANEOUS   PHENOMENA 

FOR  SIXTY-  REPRESENTATIVE  STATION'^ 
(Dates  and  number  of  stations  reporting) 


1 

2 

3 

4 

5 

6 

7 

— 

8 

9 

10 

11 

1213 

14 

16 

16 

17 

18 

19 

20 

21 
1 

22 

23 

24 

26 

26 

27 

28 

29 

30 

31 

Auroras 

Fog,  heavy 

4 

14 

12 

6 

5 

13 

7 

..1, 

10 

7 

•S 

8 

'?6 

16 

Frost,  killing  .... 

9 

1 

7 

1 

11 

1 

Glaze  

Hail 

Rain,  heavy 

Sleet  

1 

Snow, heavy 

Thunderstorms.. 

Winds,  high 

4 

1 

6 

11 

17  7 

3 

6 

8 

4 

4 

_^ 

25 

__ 

1 

5 

4 

10  5 

3 

3 

3 

reau 
standard 


precipitation  and  temperature  readings  are  for  24 


'  indicates  two  days  missing. 


FOOTNOTES 

=  „^  rff'^'?*'^  *?'^»'*'i**'".'°"'^"j°*  "^*"°°'  indicate  di.^^tauce  in  miles  and  half  miles 
and  direction  nf  station  from  City  Post  Office. 

f^r.toH"  '^^'P^rtures  from  norma!  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  years  of  record,  except  that  for  First-i  »rder  Weather  Bureau 
Stations  they  are  based  on  adopted  normals.     «  Precipitation  normals  or 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicate 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

*,  ",  ',  etc.    Number  of  days  mis.sing,  for  example 

Italics,  data  interpolated. 

?  Partly  interpolated, 

$5  Incomplete. 

t  And  other  dates. 

r  Daily  amounts  inconsistent. 
Received  too  late  to  be  included  in  means  and  suminarie-^ 

*  Included  in  next  measurement. 
//  Windshield  on  gage. 

..harJJ'J'*J'!^"'®°^* '!i'^'^  '■'^?'^  '°  the  morning;  the  maximum  temperature  then  read  iv 
charged  to  the  preceding  day,  on  which  it  almor-t  always  occurs. 

'  Midnight  to  midnight. 

'  Measured  in  the  morning  for  the  preceding  24  hour<. 

•  i^ata  for  24  hours  ending  at  1  .-30  a.  m.  of  the  following  day. 
J  Best  available  used  for  stations  not  equipped  with  recortler^ 


Recording  gage. 
*  At  a  fixed  hour  between  sunset  and  11 
'  Noon  to  noon . 


:00  p.  m 


( W.  B.  O.,  Philadelphia- 1-9-47-975) 
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PENNSYLVANIA  SECTION 

L.  F.  CONOVEK 
HARRISBURG,  PA. 


V.1L.    LI. 


December  1946. 


No.   12. 


ScBscwPTioN  Price:  25  cents  pek  annum  ;  (not  STAjfps). 
Remit  directly  to  Supemntendent  of  Documents  Washington,  25  D.  C. 


GENERAL  SUMMARY. 

Thifi  was  the  fourth  warm  month  in  a  row,  and  for  the  beginning!:  of 
winter,  was  pleasant  enough,  having  been  also  relatively  dry  and  sunny 
over  most  of  the  State.  Even  in  the  northwest  portion,  where  more 
normal  conditions  prevailed,  there  was  some  excess  of  temperature. 

Real  wintry  weather  was  in  evidence,  however,  during  the  first  few 
days  of  the  month.  Maxima  in  the  oO's  on  the  first  were  (juickly  wiped 
out  when  an  extensive  cold  front  rapidly  passed  over  the  State,  dropping 
temperatures  as  much  as  40°  and  bringing  in  minima  in  some  cases  of 
record  proportions  on  the  2d  and  3d.  Blustery  winds  accentuated  the 
discomfort.  Slush  ice  formed  in  the  rivers  at  that  time,  while  the  west 
channel  of  the  Susquehanna  at  Harrisburg  was  frozen  over,  a  rare  occur- 
rence for  so  early  in  the  season.  But  with  the  subsequent  passage  of  the 
high  pressure  area  back  of  the  cold  front,  southerly  winds  brought  up  a 
spell  of  warm  weather  which  persisted  for  more  than  a  week.  Some  nota- 
ble maxima  were  recorded  during  this  period,  principally  on  the  9th  and 
10th,  when  temperatures  in  the  (iU's  were  general  and  temperatures  in 
the  70's  no  exception  in  the  southeast  portion.  A  cold  front  passage  on 
the  14th  brought  temperatures  down  again  for  four  or  five  days,  but  the 
minima  were  not  unseasonable.  The  remainder  of  the  month  was  warmer, 
and  temperatures  on  the  28th  were  almost  as  spring-like  as  on  the  9th 
and  10th. 

The  precipitation  record  varied  about  the  State.  In  some  parts  of  the 
northwest  portion  it  was  above  normal,  but  on  the  whole  it  was  but  7.5% 
of  the  normal.  The  number  of  days  with  precipitation  also  varied  with 
locality,  having  been  greatest  in  the  northwest.  Snowfall  was  75%  of  the 
57-year  average,  in  decided  contrast  to  conditions  last  year  when  Ki.H 
inches  fell. 

There  were  four  main  precipitation  periods,  centered  mainly  around 
the  first,  the  lOtli  to  13th,  the  20th-21st,  and  the  28th-29th.  These  were 
all  associated  with  frontal  systems.  Rain  on  the  10th  was  responsible  for 
putting  out  two  forest  fires  at  Lick  Hollow  in  the  vicinity  of  Uniontown. 
The  storm  of  the  20th,  which  brought  most  of  the  snowfall  of  the  month, 
was  mainly  a  coastal  low  which  developed  a  secondary  depression  and 
wave  that  spread  northward  from  the  south  Atlantic  coast.  Sleet  and 
freezing  rain  following  the  snow,  made  driving  conditions  particularly 
hazardous,  but  enough  snow  was  left  to  assure  a  white  Christmas  for 
most  of  the  State  except  the  southeast  portion.  Driving  was  a  dangerous 
undertaking  around  the  29th,  owing  to  sleet  and  glaze.  Thunderstorms 
occurred  on  the  29th  west  of  the  Allegheny  Mountains. 

Besides  the  windiness  of  the  2d,  high  winds  occurred  generally  on  the 
12th  and  13th,  and  during  the  last  week  of  the  month.  Severe  damage 
to  the  Pennsylvania  State  Park  Peninsula  was  reported,  the  latter  hav- 
ing been  cut  in  two  by  huge  waves  from  Lake  Erie  on  the  12th  and  13th. 


TEMPERATURE. 


The  average  temperature  for  the  State  as  deduced  from  the  reports  of 
8(i  .stations  was  33.5°,  which  is  2.3°  above  the  59-year  normal  for  Decem- 
ber. The  highest  monthly  mean  was  40.4°  at  Marcus  Hook,  and  the  low- 
est was  26. 7°  at  Eagles  Mere. .     Extremes  ranged  from  a  maximum  of 


76°  at  Lewistown  on  the  9th,  to  a  mininuim  of 
3d. 


-4°atCoudersport  on  the 


PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the  observa- 
tions at  213  stations,  was  2.32  inches,  which  is  0.7<i  inch  below  the  59- 
year  normal  for  December.  The  greatest  monthly  amount  was  4.75 
inches  at  Bradford,  while  the  least  was  l.Ui  inches  at  Orwell.  The  great- 
est amount  recorded  in  any  24  consecutive  hours  was  2.15  inches  at  Phila- 
delphia City  Office  on  the  20-21st. 

The  average  snowfall  for  the  State  was  (i.O  inches,  which  is  2.0  inches 
below  the  59-year  normal.  The  greatest  monthly  siKJwfall  was  22.3  inches 
at  Bradford  The  greatest  fall  for  any  observational  day  was  9.5  inches 
at  State  College  on  the  20th. 


COMPARATIVE    DATA  FOR  DECEMBER 


Year 


1»8». 

18»9. 

1890. 
1891. 
189-2. 
1S93. 
1894. 
1895 
189tt. 
1S9T. 
1898. 
1899. 
1900. 
1901. 
1902. 
1903. 
1904. 
1905. 
1906. 
1907. 
1908. 
1909. 
1910. 
1911. 
1912. 
1913. 
1914. 
1915. 

1916. 

1917. 

1918. 

1919. 

1920  . 

1921, 

1922 . 

1923. 

19-24. 

19-25. 

1926. 

1927. 

19-28. 

1929. 

1930. 

1931. 

1932. 

1933. 

1934. 

1935 

1936. 

1937. 

1938. 

1939. 

1940. 

1941. 

1942. 

1943.. 

1944. 

1945. . 

1946.. 


Temperature 


Precipitation 


bH  si 
0)  o 


No.  of  days. 


=  E 


Period  . 


32.5 
39.6 
27.2 
38.4 
■27.8 
32.2 
32.4 
34.2 
30.6 
33.0 
29.8 
31.5 
31.2 
-29.1 
-28.4 
-25.4 
•25.8 
33.6 
30.8 
33.2 
32.0 
■27.0 
24.4 
36.3 
34.4 
34.2 
27.3 
29.4 

29.7 
21.5 
36.6 
25.3 
33.4 
31.6 
31.5 
39.6 
■29.8 
30.7 
27,3 
32.7 
84.4 
32.2 
30.0 
38.1 
33.3 
31.7 
30.7 
26.3 
34.5 
29.7 
32.2 
33.9 
35.9 
35.6 
27.4 
28.4 
26.3 
25.6 
33.5 

31.2 


69 
71 
69 
62 
62 
73 
68 
70 
59 
70 
72 
74 
73 
60 
74 
66 
64 
68 
68 
76 
62 
63 
60 
62 
75 


-10 

3.14 

5.2 

9 

8 

1 
8 

0 

2.77 

0.9 

12 

11 

9 

-11 

3.97 

29.4 

12 

7 

8 

-3 

4.09 

0.3 

10 

12 

8 

-13 

1.69 

5.7 

9 

7 

9 

-7 

3.06 

9.4 

12 

6 

11 

-28 

3.95 

11.9 

10 

10 

9 

-10 

3.22 

2.3 

7 

1(1 

9 

-13 

1.20 

5.4 

6 

10 

9 

-6 

3.95 

9.6 

12 

6 

8 

-11 

2.98 

8.7 

10 

10 

8 

-11 

3.04 

4.4 

10 

10 

10 

-2 

2.08 

3.9 

7 

8 

9 

-18 

5.91 

7.6 

11 

7 

9 

-12 

5.54 

17.3 

14 

7 

7 

-14 

2.66 

13.2 

9 

8 

9 

-19 

2.48 

14.4 

11 

7 

7 

-5 

3.67 

2.2 

8 

10 

7 

-14 

3.97 

7.6 

14 

5 

5 

-8 

4.30 

9.8 

12 

7 

8 

-2 

2.86 

9.4 

10 

9 

8 

-10 

3.39 

12.7 

8 

9 

8 

-14 

2.65 

16.0 

12 

8 

6 

5 

3.27 

5.4 

13 

7 

5 

-8 

3.27 

8.1 

9 

9 

7 

-7 

2.63 

7.2 

8 

9 

7 

-•28 

4  63 

13  0 

14 

8 

5 

—  / 

4.06 

13.7 

12 

6 

8 

-12 

3.07 

10.5 

12 

11 

9 

-28 

1.78 

15.0 

8 

10 

8 

-1 

3.38 

3.0 

11 

9 

t 

-23 

2.61 

9.4 

11 

9 

8 

-7 

3.28 

3.8 

10 

7 

9 

-11 

2.59 

7.2 

10 

8 

8 

-9 

2.75 

7.1 

10 

10 

8 

1 

4.99 

2.4 

14 

9 

7 

-•23 

2.13 

3.6 

11 

7 

7 

-15 

1.72 

3.8 

10 

8 

7 

-20 

2.58 

10  0 

12 

8 

7 

-6 

4.41 

4.5 

13 

9 

6 

-2 

1.16 

0.9 

6 

13 

7 

-9 

2.77 

10.0 

12 

7 

6 

-15 

2.29 

6.8 

10 

6 

/ 

-1 

2.85 

1.1 

11 

10 

6 

-14 

2.19 

7.4 

12 

10 

6 

-22 

2.88 

8.7 

12 

9 

7 

-10 

2.. 55 

3.0 

10 

9 

8 

-19 

2.62 

13.5 

Ifi 

.5 

7 

-11 

4.19 

6.3 

11 

11 

6  1 

-14 

2.45 

5.7 

10 

10 

5 

-5 

2.56 

4.7 

11 

8 

7 

-8 

2.24 

6.0 

u 

7 

6 

-9 

3.08 

3.1 

12 

7 

7 

-8 

3.10 

2.0 

10 

6 

8 

-25 

.5.05 

11.5 

14 

6 

7 

-■23 

1.12 

2.1 

5 

11 

9 

-26 

3.79 

22.6 

13 

7 

7 

-22 

2.73 

16.6  , 

13 

6 

7 

-4 

2.32 

6.0 

10 

7 

9 

-28 

3.08 

8.0 

"1 

8 

8 

15 
11 
16 
11 
15 
14 
12 
12 
12 
17 
13 
11 
14 
15 
17 
14 
17 
14 
21 
16 
14 
14 
17 
19 
15 
15 
18 
17 

11 
13 
15 
14 
15 
15 
13 
15 
17 
16 
16 
16 
11 
18 
18 
15 
15 
15 
14 
19 
14 
16 
16 
18 
17 
17 
18 
11 
17 
18 
15 
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OUmatologrlcal  Data  for  December  1946 


Stations 


Counties 


AUnntic  Dminugf 
Alientown  Arpt.  -4  NE. 

Altooua-i.5  VV 

Burnt  Cabins-2  NK 

Canton-1  NW 

Carlisle 

Chambers  burg- 1  S  W . . . 

Coatesville 

CurwensvilleApt-6  NW 

Eagles  Mere 

East  Waterford-3  E.  .  . 

Emporium  1  E 

Ephrata 

Everett-0.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover v^o" 

Harrisburg  Arpt,-i!.5  b. 

Hawley-O.oE 

Holtwood 

Huntingdon 

Lancaster  

LawrenceviUe 

Lebanon • 

Lewistown-1  W 

Lock  Haven 

Marcus  Hook 

Martinsburg 

Montrose-3  E . . 

Mt.  Pocono  Arpt. -2  N  . 

Palmerton „■•••■ 

Philadelphia   CO 

Philipsburg-7  E.  ■••■■•• 
Phoenixville-l.  5  SE . . . . 

Port  Clintoutt 

Quakertown-0.  5  E 

Reading 

Scranton ...  

Selinsgrove 

State  College 

Stroudsburg-2  E 

Tamarack-'2S 

Towanda-1  E 

Wellsboro 

Westchester 

Wilkes-Barre  Apt.-3N. . 
Williamsport  Apt.-4E.  • 

Williamstown 

York-3  SW 


Division  mean. 


Ohio  Drainage 


Blairsville-e  NE 

Bradford-4  W 

Brookvillc  Apt,-t.5SW. 

Butler 

Clarion-3  SW 

Ciaysville 

Corry  

Coudersport 

Derry 

Donegal 

Donora 

Ebensburg 

Farrell 

Eord  City -4  S 

Franklin 

Greensburg-2  S.     

Indiaua-2.5  SE 

Jamcstown-2  NW 

Johnstown 

Kane-l  N 

Meadville-1  S 

Midland 

New  Castie-1.5  N 

Pittsburgh  Apt.-7.5SE 
Piitneyville-2.  5  SE  . . . . 

Ridgwny 

Somerset 

Springs-1  SW  

Tionesta-1.5  SE 

Titusvi!le-2S 

Mniontown 

Vandergrlft 

Warren     

Wayne^iburg , 


Lehigh 

Blair 

Fulton 

Bradford  

Cumberland . . 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford 

Luzerue 

Bucks 

Adams 

Schuylkill.... 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Milflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia  . 

Centre   

Chester 

Schuylkill . . . . 

Bucks 

Berks 

Lackawanua. . 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming..  . . 

Dauphin 

York 


Division  mean 

Lake  Drninngf 
Albion , 

Erie 


State  mean. 


Temperature,  in  degrees  Fahr. 


Westmoreland... 

Mc  Kean 

Jefferson 

Butler 

Clarion 

Washington 

Erie 

Potter 

Westmoreland... 
Westmoreland  .  . 

Washington 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland... 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver..    

Lawrence 

Allegheny 

A  rmstrong 

Elk 

Somer.set 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland. . . 

Warren 

Greene 


384 

1, 500 

9<)0 

1,450 

473 

600 

431 

2,215 

2, 020 

2,125 

1,100 

365 

1.020 

1,970 

18-1 

500 

900 

600 

351 

980 

200 

700 

255 

996 

469 

580 

557 

12 

1,J93 

1,176 

1,914 

455 

26 

1.916 

100 

407 

4S0 

■-'73 

746 

476 

1,217 

440 

2, 250 

7.54 

1.319 

440 

544 

520 

775 

390 


Erie. 
Erie. 


900 
705 


33.9 

33.0 

32  8 

29.6 

37.2 

34.8 

35.  8 

28.4 

26.7 

32. 1 

29.4 

36.2 

34.4 

30.6 

3o.4 

38.8 

31.6 

37.5 

36.4 

30.8 

36.8 

34.3 

34.9 

32  2 

34.6 

34.6 

33.5 

40.4 

33.2 

28.2$ 

28.3 

32.7 

39.9 

29.6 

36.6 

32.9 

35.2 

37.2 

33.2 

34.2 

33.6 

34.0$ 

28.2 

32.6 

29.8 

.37.4 

32.6 

31.7 

.34.2 

36.9 

33.6 


32.0 

29.  0 

31.6 

35.1 

32  4 

34.1 

31.6 

29.  2 

37  2 

31.4 

39.0 

31.1$ 

35.2 

33.0 

32.  5 

36.2 

34.8 

32.7 

35.7 

27.8 

31.6 

35.4 

33.8 

36-2 

33.0 

28.6 

32.8 

33.0 

30.3 

31.0 

39.3 

35.9 

32.0 

37.0 

33.3 

30.8 
35.8 


o  9 


Precipitation,  in  inches 


+  1.2 
+3.3 


+5.5 
+  1.7 
+3.0 


+0.1 
+3.5 
+4.8 
+3.4 
+2.0 
+6.1 
+2.2 
+3.0 
+3.7 
+2.6 
+2.3 
+2. 8 
+  1.9 
+4.1 
+  2.6 

+-2!6' 
+  1  5 

+2.'o' 
+2.7 
+  1.3 
+  3.6 

+2^9' 
+  1.1 
+  4.0 
+  3.0 
+2.5 
+2.6 
+  3.7 
+  3.8 

+3.' 7 
+2.1 
+  !.l 


+3.0 
+  3.6 


+0  8 
+3.7 
+3.9 


+  1.7 
+3.2 
+2  9 
+5  0 

+3.' 3' 

+2.7 
+4.2 


+3.1 
+3.4 
+  4.0 

+3!4 

+  2.'6 
+2.2 
+2.9 
+  4.2 


+0.9 
+3.9 
+3.8 


+4.4 
+2.0 
+3.5 
+2.3 


+3.9 


33.5     +2.3 


10 

12 

10 

9 

9 

8 

9 

3 

10 

K. 

2« 

12 

10 

13 

9 

2 

9 

0 

9 

7 

10 

1 

in 

15 

9 

11 

10 

2 

10 

11 

10 

10 

10 

7 

10 

15 

10 

16 

10 

2 

9 

20 

9 

9 

10 

13 

9 

4 

10 

13 

9 

11 

9 

10 

10 

18 

9 

9 

1^0^ 

2 
0 

10 

10 

10 

16 

10 

-2 

10 

13 

10 

12 

10 

12 

10 

14 

10 

10 

9t 

12 

9 

11 

10 

9 

9 

2 

9 

5 

9 

2 

10 

14 

10 

11 

10 

11 

10 

9 

10 

12 

9 

-2 

10 

6 

9 

0 

9t 

5 

lot 

12 

10 

4 

9 

7 

7t 

3 

9 

-4 

9t 

9 

9t 

-1 

9 

15 

10 

7 

7t 

13 

10 

10 

9 

9 

9t 

3 

10 

6 

12 

9 

9 

12 

10 

-1 

7t 

8 

9 

11 

f 

10 

9- 

12 

13 

5 

10 

0 

91 

-2 

9 

-2 

9t 

5 

9t 

/ 

9 

9 

9 

10 

9 

7 

9 

8 

9t 

-4 

9 

11 

12 

16 

9 

-4 

2 
27 
"3 

2 

2 

3 
27 
19 

2t 

2 

3 

2t 

3 

2 

3 
27 
27 

3 

2 
27 

2t 
27 

3 

3t 

2t 

3 

3 

2t 
27 
27 
27 

2 

2 
27 

3 

2t 

2t 

2 

2 

3 

2t 
31 

2t 
27 

3 

2 

2t 

2t 
27 

3 

27 


2t 
27 
19 

2t 
19t 
19 
16 

3 

3 

3 
19 

21 
19 

2t 
27 

3 

3t 
20 

3 
16 
Ifit 
19 

21 
19 
19 
16t 

3 

3 

19t 
16 

3 

3 
16 

3 


18t 
2 


2.47 
2. 52 
1.88^^ 

1.  72$ 
2  23 

2.  57 
2.48 
2.79 
2.05 
2.17 
2.35 
2.  39 
1.81$ 
1.98 
2.  54 
2.09 
2.08 
2.09 
1.99 
2.10 
2,06 

1  90 
2.  .52 

1  30 
2.  56 
1.79 
2.05 

2  39 
1.63 
2.29 
2.  75 
2  3>>$ 
2.  76 
2.34 
2  49 
2.29 
2.60 
2.42 
1.46 
2.18 
1.78 
2  43 
2.06 
1  43 
1.42 
2.  43 
L83 
1.89 
1.79 
2.45 

2.16 


2.69 

4.75 

2.  42 

2  14 

2.  89 

2.25 

3.71 

2.53 

2.82 

3.10 

2.  2S 

2.  78$ 

2.33 

2.38 

2.27 

2.76 

2.40 

2  06 

3.21 

2.93 

2.60 

2.08 

2.14 

2.45 

2.55 

2.60 

2.  .57 
2.63 
2.77 
2.86 
2.27 
2  15 
2. 35 
2.92 

2.63 

3.  27$ 
3.16 


3  O 


-0.83 
-0.26 


-0  69 
-0.15 
-1.2X 

-i.'78' 
-0.  68 
-0.87 
-0.70 
—1.01 
-l.ol 
-0.69 
-L06 
-1.67 
-0.  93 
-1.03 
-0.78 
-0.43 
-0.99 
-0..59 
—0.63 
-0.77 

-6.84 
-0.52 


-0.28 
-0.86 
-0.27 
-0.67 

-0.68 
-1.32 
-0.77 
-1.  14 
-1  56 
-0.86 
-0  87 
-0.88 


-(1.78 
-11.97 
-1.36 


-1.19 
-0.43 


-0.50 
+  1.74 
-0.67 
-II. .58 
-(1.  -19 
-0.  6.T 
+  0.23 
-0.18 
-0.40 

-0.'27' 
-0.24 
-0.06 

-o!92 
-0.40 
—0. 90 
-0.2(1 
-0.39 
-0.41 
-0.  46 
— 0.  34 
-0.47 
-0.41 

-6'i:V 
—  1.14 
-0.61 
-0. 33 


-1.04 
-0.63 
-0.80 
+0.08 


1.75 
0.91 
0.67 
0.95 
1.47 
1.60 
1.4(1 
0.68 
0.68 
1.41 
0.48 
1.10 

0  00 
0.90 
1.87 

1  21 
1.  4(1 

1.  25 
1.38 
1.08 
1  46 
0.80 
1.63 
0.61 
I  45 
1.00 
1  11 
1.42 
(1.76 
0.91 
1.77 
1.02 

2.  15 
1.19 
1  40 
1.10 
1.38 
1.67 
0  90 
1.48 
0.84 
1.78 
0.84 
0.89 
0.8! 
1.36 
1.05 
1.09 
1.13 
0.98 

2.15 


0.81 
0.  75 
0.61 
0.58 
0..52 
0  66 
0,90 
0  64 
0.65 
0.65 
0.61 
0.95 
0.98 
0.56 
0.54 
0.65 
0.66 
0.51 
0.95 
i  0.74 
0.  H2 
0  57 
0.67 
!  0.77 
I  0.59 
i  0.44 
!  0.70 
0  90 
0.42 
1  0.68 
0.86 
0.74 
0-42 
1.32 


+0.33 


2.32     -0.76     2.15     20-21 


0.51 
0.81 


20-21 
12-13 

21 
20-21 
20-21 

20 
20-21 
12-13 
20-21 
20-21 

29 

21 
20-21 
20  21 
20-21 
20-21 
20-21 
2i)-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-Jl 
20-21 
20-21 
20-21 
20-21 
20  21 
20-21 
20-21 

■iO 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 

20 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
2.1-21 
20-21 

20-21 


12-13 

27-28 

12-13 
12 

12-13 
29 
9-10 
12 
20 
12 
29 

11-12 
12 

11-12 
12 

11-12 

11-12 
10 

20-21 

12 

9-10 

11  12 
12 

20-21 
20 
20 
20 
20 

12-13 
12 

11-12 
12 
10 

12-13 


!1 

OS  a 


No.  of  days 


1.32  I  12-13 


3.8 
7.8 
6.0 
9.0 
4.0 
4.5 
1.0 

10.2 
5.3 
6.1 
6.2 
2.0 
5.5 
4.0 
1.0 
3  0 
2.0 
1.5 
2.7 
7.2 
3.0 
5  5 
1.5 
8.5 
2.5 
6.0 
6.0 
0.2 
5.0 

11.3 
8.0 
3.8 
T. 

10.1 
1.4 
3.5 
3.0 
1.9 
4.7 
4.8 
9.9 
3.5 
9.2 
7.8 
8.  1 
LO 
5.2 
5.5 
3.0 
4.0 

18 


11.9 
22.3 
8.0 
4.5 
6.2 
4.8 
18.8 
14.9 
3.0 
6.2 
LI 
8.9 
5.0 
4.7 
6.5 
5.5 
3.0 

'i's' 

1.5.2 
9.4 
3.7 
4.8 
.5.3 
7.0 
6.0 
6.9 
7.8 
7.6 

13.5 
2.0 
4.0 

13.1 
2.5 

7.7 


14.3 


6.0 


10 


8     17 


25 


9     16     w 


cd  Q 


Observers 


nw. 

w. 

w. 


SW. 
SW. 

w. 
w. 

SW. 

w. 

nw. 

n. 

n. 

n. 

nw. 

SW. 


nw. 

w. 

nw. 


nw. 
w. 


SW. 
SW. 


n. 
w. 
nw. 

SW. 
SW. 
SW. 

w. 
w. 
nw. 


SW. 

w. 


w. 

nw. 


SW. 

sw. 
w. 


w. 

SW. 

w. 

se. 

s. 

w. 

SW. 

nw. 
nw. 
w. 
e. 

s. 

sw. 
w. 
nw. 

SW. 
SW. 

SW. 


U.S.  Weather  Bureau. 
City  of  Altoona. 
Perina.  Turnpike  Comm. 
Mrs.  Mildred  L.  Spencer. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Phila(3elpliia  Electric  Co. 
U.  S.  Weather  Bureau. 
Carl  E.  Bigger. 
U.  S.  Weather  Bureau. 
R.  E.  Palmateer. 
Ephrata  Review. 
Penna.  Turnpike  Comm. 
Andrew  B.  Evausha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
MisS  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Peunell. 
Penna.  Water  &  Power  Co 
Paul  R.  Yoder.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 
American  VisC0.se  <'o. 
William  R.  Kelley. 
Sun  Oil  Co. 
V.  S    Weather  Bureau 
Harrv  S.  Fancher. 
U.  S.  Weather  Bureau. 
New  Jersov  Zinc  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Phila.-Suburban  Water  (Jo. 
Earl  E.  Rarick. 
John  E.  Benner. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Dr.  Merle  V.  Hoover 
Penna.  State  College. 
Metropolitan  Edison  Co. 
James  E.  Swartz. 
Mrs.  M.  Ordelia  Parks. 
M.  8.  Bliss. 
Clyde  T.  .saylor. 
U.S.  Weather  Bureau. 
U.  ■<.  Weather  Bureau. 
Gordon  E.  Lower. 
York  Water  Co. 


U.  S.  Weather  Bureau. 
Citv  Water  Dept. 
Civil  Aeronautics  .\uthority 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
J.  Fred  Kinl'-y. 
Potter  Enterprise. 
Miss  N.  Dixie  Wineman. 
Penna.  Turnpike  Comm. 
Donora  Zinc  Works. 
John  L.  Mc'TOUgh. 
Sharon  Steel  Corporation 
U.S.  Engineers. 
William  K.  Fuller 
Westmoreland  Water  Co. 
Clymer  W;(ter  Service  Co. 
Pa.  Dept.  Forests  <&  Waters. 
Johnstown  Tribune  Pub.  Co 
Spring  Water  Co. 
Citv  of  Meadville. 
Perrv  P.  Campbell. 
Newcastle  Water  Co. 
U.  S.  Weather  Bureau. 
U.S.  Engineers. 
West  Penn  Power  Co. 
D.  L.  Grove. 
Allen  E.  Yoder. 
U.  S.  Engineers. 
U.  S.  Weather  Bureau 
William  W.  Marsteller. 
Carnegie-Illinois  Steel  Corp 
Merrel!  L.  Jordan. 
Thomas  S  Knox. 


.\lbion  High  School 
U.  S.  Weather  Bureau. 


[See  page  96  for  explanation  of  reference  marks.] 
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CLIMA'mLOGICAL  DATA:    PENNSYLVANIA  SECTION 
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Daily  PreoipitatioD  for  December 

1946 

Counties 

Day  of  mouth 

StaUous 

1 

2 

s 

4 

5 

6 

7 

8 

9 

10 

11 

12 

18 

14 

IS 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

80 

81 

si 

5 

ATLANTIC 

DR.\INAGK 
Delamire  Basin 

Uppeii  Df.i.awark 
Dingmaus  Ferry2.0.5E 

Equinunk-  

Hawley-'.O.oK 

Hollisterville^ 

Lakeville-.  IN 

0? 

.18 
.25 
.20 
.19 
.21 
.28 
.40 
.03 
.44 

'.'62 
.08 

1.20 
.99 
1.08 
1.03 
1.21 
90 

.27 

.20 

.24 

.09 

.02 

.46 

.24 

T. 

.09 

.03 

tv 

T. 

T. 

t. 

t. 

.02 

.03 

'•" 

tv 

Vis 

.06 

.28 
.12 
.05 

« 

.12 
.21 
.05 
.08 
.22 
.07 

;42 

V46 

.37 

.42 

.46 

.45 

.38 

.89 

.52 

.56 

.47 

T. 

.43 

'.'06 

t'.' 

tv 

2.19 

Wayne 

Wayne 

T. 
.01 
.05 
.01 

tV 

.02 

T. 

.08 
T. 
T. 
T. 

T.' 
T. 

.02 
.04 

f." 

.36 
.01 
.34 
.13 
.40 

.03 
T. 
.01 
.02 

03 



2.30 

.... 

.... 

T. 

T. 

T. 

.... 

2.10 
1.81 

Wavne 

Pike 

Wayne 

Monroe 

Pike 

T. 

■.oi 

T. 

T. 

T 

T. 

1.99 

.... 

•••- 

.... 

.... 

tv  v;; 

■1'. 

.04 
T. 

2.  .S2 

.Matamora-;- 

Mil.iuville' 

Mount  Pooquo' ,  2  N . . . 
recks  Pond  ■ 

f. 
T. 

.06 

r 

.07 

.03 
.01 
T. 

tv 

T. 

tV 

T. 

I'is 

Veo 

* 

.75 

1  00 
.66 

1.26 
.50 

1.78 
.60 

2  35 

... 

T. 
'.'OT 

.   .    T. 



2.  75 
2  31 

Plea-<ant  Mount','.  1  \V 

Stroudsburg,  2  K 

Tanners  Falls',  5.  i  SE. 

WiudUapi.».3S\V 

Lehigh 
.\llento\vnApt'.',4NE 

2.  43 

.  . .  . 

'  ' 

2.43 

.11 

.22 

2.65 

Northampton 
Ivehigh 

.. .. 

.  .  .. 

T. 

T. 

.27 
.07 
.24 
.34 

.0-2 
10 

.01 
.  19 
.01 
.10 
.27 
30 

T. 
T. 
T. 

T. 

T. 
T. 
T. 

.03 

tv 

1.05 

.70 
1.25 
.67 
.60 
1. 10 
1.14 
1.51 
1   38 

.'39 

T. 

T. 

T. 

.10 

.08 
.03 
.10 
.07 
.04 
.10 
.06 
.15 

.44 
T. 

.40 

.29 
.  .^. 

.20 
.34 
.24 
.40 

.51 

.30 

.24 

.21 

T. 

.10 

.23 

'.'44 
T. 
T. 

.49 

« 
.21 
.41 
.25 
.01 

.33 
.35 
.30 
.42 
.33 
.21 

.12 

'.'64 

.'61 
.30 
.36 
.06 

.02 

T. 

.32 
.16 
.32 
.54 
.40 
.  19 
.40 

.'47 
.45 
T. 

.38 

'.'io 

.31 
T. 

.\i 

... 
.20 

t'.' 

.... 
.... 

2.47 

* 

t.' 

2. ,54 

Bethlehem  ^ 

Blakeslee  Comers*.-*.. 

Northampton 

T. 

.94 
.42 

2.24 

■  *  *  * 

1.84 

Wayne 

.04 

■r. 

.03 

. . .. 

.20 
.17 

2.09 

.... 

2.14 

Mauch  Chunk.  1  SW.  . 

. . . . 

05 

.30 
.11 
.01 
10 

f. 

T. 
T. 

.22 
.35 
1.02 

• 

.30 

}2.38 

Lehigh 

"'t'  " 

.01 

.... 

.... 

.... 

.... 

.24 

.31 

In 

2.  55 

.74 
1.70 

l.U) 
1.38 
1.45 
.98 
1.40 
1.10 
m 

1.10 
.75 

L47 
1.12 

.77 

1.40 
1.17 

1   5fi 

T. 

$2.38 

Zionsville,  1  SW 

Scui'Yi.Kii.r. 

2.. 50 

Montgomery 

* 
.12 
.20 
.02 
T 

17 

.«2 

.10 

T 

.28 

.23 

.24 

.08 

T. 

T. 

T. 

$2.  52 

Fredericksville'-^,  IS... 

T. 

.... 

T. 

.37 
.25 
.64 
.32 
.24 
1.53 
.15 

".\4 
.37 

.12 
.05 

. 

T. 
T. 

.23 

T. 

.07 

.10 

.02 

.08 

.12 
.15 
.01 
.07 
.10 

.13 

.08 
.20 
.16 
.08 
.10 

.25 

2.71 

"Riirbo 

2.35 

fTrftt^Tsford'"^          

Montgomery 

Chester 

Schuylkill... 
Montgomery. 

T. 

.04 

... 

.... 

tv 

tv 

T. 

.... 

T. 
T. 

tv 

2.45 

Phoenix ville''',  1.5  SE.. 

2.  49 

2.29 

PoUstown'^.  O.oS 

.22 

".ih 
.1.^ 

.16 
.22 

.14 
.17 
.06 
.16 
.10 

.17 
.17 

.18 
.19 
.IS 
.Iti 

.05 
.10 

.18 
.OS 
.15 
.02 
.40 

..r2 

.01 
.02 
.03 
.28 

3(; 

T. 
t. 

2.48 

T. 

r. 

T. 
T. 

■•'• 

•••■ 

•••• 

::.". 

.32    "■ 

1.97 

Pottsyille-_. 

Berks  T 

Berks 

Berks 

T. 

.28 
.18 

.11 

.04 
.14 
T. 

.05 

T. 
T. 
05 

T. 

tv 

T. 

.93 
V94 

.13 

.31 

T. 

2.42 

Strau^stowD  ^  

tv 

2.59 

$2.  30 

■2.50 

Lower  Dklaavakk 

Chester 1 

I' 

T. 
.02 

tv 

3;^ 

2.48 

Bucks i 

Bucks 

T. 
T. 
T. 

T. 
T. 

T. 

T.' 

.... 

t' 

tv 

1.87 

George  School*^ 

M  aple  G  len  ^ 

2.54 

Montgomery. 

Delaware \\\, 

Philadelphia*  'p 
Philadelphia 

, . . . 

" 

T. 

T. 

T. 

1.55 
1.42 

.72 
.77 
1.23 
1.3S 
1.36 
1.63 

.03 
.73 
.35 

.90 
.95 

1.36 
.90 

1.20 
.50 
.97 
.91 
.45 
.40 
.70 
.79 
.55 
.69 
.44 

.&i 

.80 
.80 
.80 
.04 
.81 
.75 
.12 
.08 

.10 
.40 

.... 

2.  23 

XfarpiK  Hof>li2 

:■: 

.... 

T. 

T. 
T. 
T. 

2.  39 

Philadelphia 
Southwest  Airport.  ' . 
City  Otlice',  ■'' 

T. 
T. 

.97 
1.39 
.61 
.28 
.42 

.56 

T. 
T. 

tv 

2.  33 
2.76 

Philadelphia 
Buck* 

2.57 

Quakertown,  0.5  E 

Wc^t  Che'^ter.  . 

T. 

.12 
.04 
.05 

.27 

.23 

.19 
.22 
.26 
.22 
.20 
.04 
.23 
.44 
.37 
.02 

ni 

.01 
.... 

.0-2 
.02 

2.60 

Chester 

2  43 

West  Grovel  1.5  SE.... 

SiiijQiiehdmia  Bdsin 
Chemung 

Austiuburgl,  5,  2  W... 

Chester t. 

Tioga 



.08 
.04 
.05 

.... 

.30 

2.63 

.05 
.02 

1.36 

Tioga 

.01 
.10 

T. 

.06 

T. 

.08 

.02 

■ 

•1'. 
'1'. 

.05 
T. 

* 

"63 
.01 

.06 
.10 

T. 
.08 

T. 
T. 

$1.34 

Tioga 05 

Columbia T 

.... 

— 

.... 

T. 
.01 

— 

.26 
.35 

T. 

t. 

T. 

.05 

.05 

T 

.02 

.20 

.08 

.02 

.25 

T. 

.07 

.17 

T. 

.12 

.02 

V63 

.29 

.32 

« 

.10 
[32 

."22 
.34 

'.'•28 

'.'22 

.'37 

1.30 

North  Branch 

2.  00 

Cantou2.  INW 

Bradford 

.... 

.... 

.... 

... 

T. 

.... 

T. 

T. 

.12 
.22 

.23 
.42 
.32 
.23 

.'25 
.38 

T. 

.'32 

'.'36 
T. 

t.' 

.15 
.34 
.34 
.43 
.72 
.42 
.03 

t.' 
t.' 

tv 

t.' 
t'.' 

$1.  72 
2.31 

Luzerne 

Susquehanna 
Columbia 

T. 

.... 



.... 

.... 

T. 

.02 

T. 

.10 

T. 

t. 

• 

T. 

• 

1.98 

HopBottom2.2S 

Millvillpl   *'» 

T 

.51 

T. 

'.'64 
.79 

2. 27 

* 

* 

.05 

1.82 

Monroeton^,  2S 

Montrose^  3  E 

Bradford  

Susquehanna 

Bradford 

Schuylkill . . . 
Luzerne 

T. 

.04 

.08 
.02 
.02 

T 
T. 
.01 

.... 

.... 

.... 

.... 

t. 

v. 

.02 
.05 
T. 

T. 

.07 

tv 

tv 

T. 
T. 

.08 

.08 

t. 

tv 

T. 

•r. 

T. 

r 
.01 

T. 

.08 

1.67 
2.  29 

Orwell'.  3  N 

Park  Pliuje',  1  NW 

Pikes  Creek. '.^ 

Ru=;h-                            

.... 

... 

.... 

.... 

T. 

1.16 

T. 

•r. 

T. 

1.00 
2.27 

Susqviebanna 
Lackawanna 
Susquehanna 

Bradford  

Wyoming..  . , 
Luzerne 

Tioga 

.02 
'.'62 

T. 
T. 
T. 

.04 

T.' 

••■• 

•••■ 

f. 

'.'62 

.02 

■;68 

.10 

.19 

.01 
T. 
T. 
T. 

Vol 

.02 

.02 

T. 

T. 

T. 

T. 

.10 

.03 

.03 

05 

.03 
T. 

i" 

.... 
T. 

.'i3 

.05 
.05 
.06 

tv 
tv 

t. 

T. 

T. 

T. 

.01 

T. 

tv 

T. 
V64 

r 
.01 

.04 
.02 
.02 
T. 

tv 

1.77 

.17    .07 
.06!  .38 
.16   .02 

■■*■    .32 
.31 

t.' 

T. 
.01 

.02 

tv 

T. 
T. 
T. 

tv 
tv 

.36 

.'45 
.'43 

'.'58 
62 

1.  4K 

.04 

T. 

.02 

.01 

T. 

T. 

tv 

T. 
.04 

2.02 

Towanda,  1  E. 

Tunkhannock - 

Wilkes-Barre',  3N.... 

West  Branch 
Ansonia'i  ■>  w 

1.43 
"i."83 

$* 

Carrol  Itowii'^ 

Cambria 

Potter 

Lycoming.,. . 

.03 
T. 

.... 

".'. . 

— 

.... 

.22 
.16 
.08 
.17 
.21 

.23 
M 

.33!  .40 
.041  .58 
.08'  .36 

1" 

.031.... 
.09    ... 

.121   ... 
.10.... 

tv 

.02 

V64 
.01 

.15 
.19 
.08 
.20 
.12 
.09 
.19 

.06 

.'03 
T. 

.05 
.61 
.35 
.28 

'.'22 
.15 

2.53 

Carter  Camp2    

Cedar  Run^ 

1 

2.21 

2.18 

Clearfield^ 

Coal  port- 

Clearfield  . . . 
Clearfield  ... 
Clearfield.... 

'.'6i 

.02 
T.' 

•••• 

::;.' 

— 

. ... 

.  .  .  . 

f. 

'.'36 

.09 
.03 

'  '• 
.09 

.29 
.26 
.66 
.38 
.43 



.26 

.42 
.40 
.06 
.01 
.01 
.56 
'     43 

2.82 
2.40 

Curwensviil'eApt'  6NW 

T.  I  .02 

.  101  t.  1  t. 

.081    _..!.... 

.03 

T. 

.07 

2.79 
1.81 

Sullivan 

.10 

T. 

•••• 

.... 

..... 

••• 

:::: 

.07 
T 

.63 

1.86 

Eagles  Mere2.. 

....'.  .62 

T 

7fi 

.12 

.04 

V63 

T. 
T. 

tv 

T. 

.41 
.10 
.02 

.40 

.48 

2.05 

T.      .01 

08    ... 

.... 

! 

,41 

.61 

06 
.05 

■1. 

tV 

T 
T. 

2.35 

English  ('enter',  s.  . . , 
Galeton 

*  1  .37 
.To\  .24 

89    .23 

1.89 

Potter 

.04 

.01 

!:::; 

T. 

.08    .021.... 

52 

.42 

.10 

T. 

2.04 

j 

1 

Continued  on  page  92. 
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December 


Daily  Precipitation  for  December  1946    Continued  from  page  91. 


Stations 

Counties 

Day  of  month 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12     13 

14 

15 

16 

17 

18 

19 

•20     21     22 

•23     24 

25 

26 

27 

28 

29 

30 

31 

0 

WE^T  Bkanch 
(continued) 

K"nrthnuS'^ 

Clearfield.... 
Clinton 

t. 

T. 

.54 
.03 

".01 

!i5 
'io'i 

.07 
.03 

.23 
.16 
.46 
.36 
.16 
.28 
.11 
.30 
.50 
.02 
.40 
.11 
.15 

.49 
•27 
.29 
.29 
.22 
.17 
.36 
.24 
.26 
.41 
.33 
.40 
30 

.36 

.16 

.09 
.27 

.08 
.32 
.06 
.08 
.28 
.03 
.24 
.•28 

.42 
.09 
.20 
.03 
.09 
.12 
.'21 
.18 
.'20 
.01 
.•21 
.16 
.04 
.14 
.13 
03 

T. 

.09 

.04 

f. 

.06 

T. 

.15 

.03 

'.'04 

.04 
.02 

'!6i 
'•'r'.' 

■r'.' 

!50 
1.03 

'.'84 

'.'62 
.90 

.'82 

.47 
.60 

.94 

1.07 

.06 

.16 

.82 
.12 
.81 
1.00 
.•20 
.81 
.28 
* 

1.21 

.40 
.55 
.95 

.57 

1.4) 

.90 

.80 

1.00 

1.08 

23 

1.03 

.■20 

.59 

1.35 

.75 

56 

'!64 

.03 

T. 
T. 

T. 

7:5 
.01 

T. 

.03 

t. 

.07 

T. 

T. 

T. 

T. 

't.' 

r. 

.06 
T. 

.6i 
.01 

T. 

'  •'[''. ' 

:oi 

T. 

t. 

T. 

T. 
T. 

'■'r'.' 

■r'.' 

•|- 

T.' 
T. 

'.'65 
.02 

T. 

T. 
.01 

.02 
,12 
.20 
.08 
.16 
.07 
.16 
.08 
.16 
.02 
.01 
.09 
.09 

.15 
.02 

.05 
.07 
.40 
.36 

'.'■28 

t. 

.34 
.27 

'.'2s 

.45 
.33 
35 

.64.... 
.  36  . . . . 

■2.96 

2.(15 

Elk 

.'20 
.06 

.10 
.10 
T. 
.04 

.01 

.06 
.02 
.(12 

f.' 
.39 

t. 

.31 

'is 

T, 

.24 

.•29 

■    ■ 

t. 

T. 

2.04 

Philip.^burg^  7  E 

Centre 

T. 

T 

T. 

T.' 
T. 

2.34 

1  93 

State  College^.  ^ 

Tamarack^.  2  S 

Centre 

Clinton 

Lycoming.  . . 

Blair 

Tioga 

Lycoming 

T. 

T. 
T 

'tV 

'.'03 
T. 

t. 

T. 

.05 

';62 

.05 

.'64 

.12 
.02 

1.78 

2.06 

$1  86 

Tyrone  1.5,  4  NE 

2. '22 
1.42 

Williamsport  Apt.^-4E 

T. 

1.89 

51I.94 

Williamsportii,  4  S£.  . . 
Juniata 

Lycoming    .. 
Blair 

T. 

T. 

.02 
.02 

2. 08 
2.  52 

Breezewoodl .  0.5  E 

Buft'aloMills''' 

Burnt  Cabinsi,2NE... 
EastWaterford^,3E... 

Everett-.  0.5  S\V 

Huntingdon  ^ 

Lewistown2,  1  W 

Mapleton  Depot"'' 

§1.  90 

1  79 

Fulton 

Juniata 

Bedford  

Huntingdon . 

Mifflin 

Huntingdon . 
Blair 

T. 
T.' 

.03 

t'. 

.01 

.04 
T. 
T, 

'.'62 

.03 
T. 

■''r.' 

T. 

.'61 

•i'. 

'.'oi 

.01 
T. 
T. 
T. 

.04 

'■r'.' 

T. 

T. 

.50 

.05 
.06 
.02 
.08 
.02 
.02 
,04 
.1)8 
.08 

■i''. 

.38 
.05 
.20 
.09 
.03 
.03 
.33 
.05 
,33 
.34 
.00 
.14 
.30 

.■27 

.'26 
.■27 

• 

.113 

• 

.34 
2« 

.33 
.09 
.29 

• 

.30 

• 

.04 
.33 
.19 

'.'■27 
.17 
.02 
.33 

.'■22 
.•23 
.17 
•22 
.■23 
T. 
.31 

■r'.' 

.29 
.■20 

t. 

.01 
T. 
T 

'i'.' 

$1.88 

T. 
T. 
T. 
T. 
T. 
T. 
T 

i'. 

T. 

.11 
.14 
.15 
.10 

t' 

.03 
.14 

T. 

''r.' 

T. 

■'r. 

T. 

't  ' 

T. 
T 

T. 
T. 

■r. 
t. 

t. 
t. 

T. 

T. 

2.17 

$1.81 

1.90 

T.' 

T. 

.... 


'.'.55 

.79 
.84 

1.79 
1.82 

.04 

1.63 

McConnellstown2.4NW 
Netts  Millsi.^3.5  NK- 
New  Bloomtiel<i 

Huntingdon. 
Huntingdon . 
Perry  

2.10 

.... 

.08 

•2.04 
•2.11 

.•22 
.39 
.21 

.24 
.15 
.'28 
.32 
.32 
.19 
.'23 
.•29 
.17 
.34 
.26 
.30 
.09 
.20 
.'20 
.30 
.25 

•r^ 

.■25 
.38 
.22 
.14 
.14 
.10 
.03 
.17 
.25 
.13 
.50 
.■>5 

.34 
.30 
.07 
.31 
.21 
.24 
.25 

.  84 
.81 
.74 
.35 
.24 
.54 
.38 
.30 
.78 
.64 

2. '20 

.02 

$;.63 

Saxton^,  1  \\ 

Shade  Gapi.^  0.5 SW.. 

LwK  Susquehanna 

Huntingdon . 
Adam.- 

5'1 

1.K3 

.20 

.18 

.11 

.08 

T. 

.09 

.02 

.i4 

.15 

.05 

T. 

.03 

.08 

T. 

•I' 

1.33 
1.^25 

.86 
1. 00 
1.18 
1.40 
1.  10 

.52 
1.26 
L29 
^•25 

.4) 
1.46 
1.^28 

.81 
1.41 
1   45 

.63 

.52 
L25 

.50 
1.10 
1.36 
1.02 
1.06 

.90 
1   30 

.05 
,.50 

T. 

.06 
.04 
.03 
.07 
.03 

* 

.06 
.09 
.06 
.07 
.01 
.08 
.02 
.10 
.lib 
.10 
.02 
.02 

* 

t 

.16 
.01 
.03 
07 

.•25 
.28 
.04 
.06 
..50 
.17 
.60 

.29 

'.'6s 

.40 

.46 

35 

.'52 

.... 

T.' 
f. 

2.34 

Snyder 

Cumberland. 
Cumberland, 
Lancaster — 

Dauphin 

Lancaster.. .. 
York 

T. 

T. 

t'. 

2.  42 

Bloserville,  1.5  N 

Carlisle. 

T. 

.46 
.47 
.•28 

'.'ii 
1. 00 

.14 

.32 

.95 

•2.05 

T 
T. 

2.  23 

r. 
'■r'. 

'.oi 

2.  35 

nuiiT^hin''i  SN.          .... 

.13 

t'. 

"" 

2.05 

$2.39 

2  21 

Schuylkill  ... 

2.  08 

Grautvilk.  2  SW 

Dauphin 

T. 
T. 

T. 
T. 

't.' 

T. 

T. 
T. 
T. 

•2.49 

York 

Dauphin 

Lanca^te^.. . . 

T. 

T. 

f.' 

.08 
T. 
.17 
.11 

T. 

2.09 

HarrisburgApt'.^.3.5S 

1.99 

■2.06 

Cumberland. 

T. 

2.09 

Kirkwoodi, 5.  iSW... 

.89 
.•22 

.SB 
1.02 

I. '64 

.75 

'.'46 
.41 

2.30 

Lancaster,. . . 
Lebanon 

■f 

.05 

.20 

T 

.34 

.19 

T. 

T. 
T. 
T. 

f. 

T. 

f. 

2.  .=.2 

t'^ 

■2.56 

MiddletownM.5W  .... 
Minersburgi.^,2  1!:  .   .. 

Milroy'-^.    ■  ,  _.  • 

Newburgi.3.5NW.   ... 

Dauphin 

Dauphin 

T. 

1.91; 

■2.09 

Mifflin 

.05 

T. 

Y. 

.10 

2.. 36 

Cumberland. 
York    

T. 

T. 

•2.19 

T. 
'1'. 

T.' 

2  40 

Pine  Grove''^.  1.5  NE  . . . 

Schuylkill.  .. 

Suyder 

N'umberland 
Cumberland. 
N'umberland 
York 

'.'oi 

T 

r. 

.01 
T. 

08 
T. 

't. 

.16 
.19 
.l.i 
.12 
.04 
.24 
.15 
.05 
.12 

.07 
.11 

'.'io 

.10 
.10 
.12 

.13 
.12 

!i2 

.36 

';3^2 
.0: 
.31 
.O'J 
.32 

.... 

2.18 

T. 

.01 

2  18 

. . . . 

't  " 

T.' 
't.' 

1.83 

.20 
.01 
T. 

T. 
T. 

T. 

T. 

.04 
.02 
.06 
.04 
.03 

.09 
.03 

".cci 
t. 

.04 

.40 

r 

.34 

t. 

.46 
.07 

.47 
.42 
..50 
.31 
.■24 
.49 
.27 

.30 

9 

.45 

.20 

.34 

.37 

.10 

.01 

.04 

.46 

T. 

.46 

.45 

.31 

.30 

.'23 

.05 

.33 

.79 

.45 

.35 

■2.07 

2.07 

.'^2 
■.'42 

.90 

2. 00 

Williamstown'-' 

York,  3SW 

York  Haven2  

Pototnnc  Bagiv 
Chambersburg",  1  SW. 

Gettysburg 

Hewitt  'iSW 

Dauphin 

York 

York 

.90 
.98 
1.23 

.45 
.85 
1.19 
.90 
1.00 
1.40 
1.04 

.45 

• 

.19 
.70 
.•20 

.06 
.20 
.40 
.18 
.47 

.•23 

1.79 
2.45 

T. 

.18 

.46 

'!6^2 

.■2-2 
.25 
.14 
.33 

.28 
.53 
.04 
.■29 
.05 
.03 

'.'46 
.05 
.03 
.■27 
T. 
.01 

'.'ie 
.33 

.13 

.02 

T. 

"iii 
.02 

.15 

T. 

.05 

T. 

.06 

T. 

'.'oi 

T. 

.02 

T. 

.02 

■2.34 

Franklin..  .. 

T. 

T. 

T. 
T. 

•■:^^ 

T. 

•2.57 

''f.' 

2  09 

Bedford 

.29 

• 

'I''.' 
.•25 
T. 
.14 

.08 

9 

.11 
.14 
.35 

.03 

't." 

.07 

2.12 

Bedford 

Fulton  

T. 

•r 

T. 

T. 

1.86 

McConnellsburg2 

2.05 

Franklin 

Franklin 

T. 

2.41 

South  Mt.  San't'm^ .... 
GULF   DRAINAGE 

Ohio  B(i>d7i 
Allegheny 

2.15 

Allegheny,... 

Jefferson 

Indiana .  — 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Erie 

Potter 

Potter 

.04 

.06 

.0.') 

.03 

.02 

.09 

T. 

T. 

.09 

.08 

'.'69 
.05 
T. 

'."62 
.06 
.03 

■r'.' 

'.'62 

'!6i 

,'44 
'.31 

'.'64 
.45 
.10 

.21 

.'37 
.15 

'.'50 
.03 

08 

.01 
.73 

T. 
.03 
T. 
.06 

t. 

f.' 
'f. 

.'69 
T. 
T. 
.10 

.02 
.04 

t. 

.05 

T. 

■i''.' 

.03 
.15 
T. 
.04 

t. 

.07 

T. 

« 

t. 
'.'ii 

.14 

« 

.06 
.02 
.75 
.06 

2.79 

Aliens  Mills'.  5 

Blairsville'.  6NE 

Bos\vell-,6  NW 

Bradford,  1  \V 

BrookvilleM.5SW.  ... 
Bucksto\vn>.5. 

.01 
.16 
.50 
.42 
.11 
.16 
.52 
T. 

.12 
T. 

iso 

.20 

• 

.56 

".ib 
.36 
.62 

2.77 

'.'io 
'."65 

.02 

T. 

'!io 

T. 

.03 

.19 
.14 

T. 

'.'20 

T. 

'.'65 
T. 

T. 
','•20 

•2.69 
•2.79 
4.75 
2  42 
1.86 

.01 
.•23 
.19 

.19 
.07 
.03 

T. 

.07 
.12 
.14 

.02 
.11 

.09 
.09 

T. 
T. 

't.' 

■i"'.' 
.02 

« 

.30 
.49 
.03 
.16 

'.'6i 

.12 

.08 
.01 

■2.89 

Corrv  

T. 

.90 
.09 

.04 

.18 
.14 

3.71 

Coudersport 

Coudersport.  7.5  E 

Derry 

■2,  53 

W'moreland. 
W'moreland. 

Cambria 

Cambria 

Armstrong.. . 

Venango 

Elk   

.03 
.09 
.15 
.03 

tV 

.12 
.01 

.20 
.50 

.05 
.01 

.55 
.65 
.47 
.41 
.56 
.•20 
.29 
.73 
.66 
.57 

.46 
.60 

« 

.54 
.33 
.34 
.40 

.06 
.25 

.58 

!6i 
■r'.' 

■r'.' 

.49 

T.' 
.03 

'•r'.' 

T. 

T. 

T. 

'.'oi 

^63 

'.'64 
•r 

T. 

T. 

'.'69 
.•21 
.13 
.02 

f. 
.01 

T. 

'.'6i 

.65 

.48 
.83 
.10 

'.'6i 
.39 
.55 

T. 

T. 

.19 

.25 

.88 

.40 

.30 

.49 

.26 

.13 

.95 

.30 

.10 

.05 

.08 

.06 

.03 

.10 

.02 

T. 

.10 

t. 

T. 
.02 

t. 

T. 
T. 

.08 
.01 

t. 

.02 

■2.82 
3.10 

Dunlo'.s,  0.5SW 

$■2.65 

.02 
.02 
T. 
.03 

T.' 

't'.' 

T. 

.21 
.22 
.33 
.31 
.01 
.06 
.26 

't" 
.09 
T. 

.'06 

$2.  78 

Wfwf^  Cil  v2    4  S 

■''r'.' 

T. 

.'22 

.'22 

2.38 

Franklin^ 

.05 

t. 

T. 
T. 

.02 
.03 

2  27 

GlenHazel2.  1  NE 

2  35 

2.58 

T. 

.10 

■2.40 

Johnstown2,0.5  W 

Cambria 

.04 

T. 

T. 

.02 

.04 

T. 

.14 

T. 

3.21 

Continued  on  page  93. 
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CLIMATOLOGICAL  DATA:   PKNN8VLVAN1A  SECTION 


9;^ 


stations 


Al.l.KOHENY 

(continued) 

Kiu\o>.  IN 

Krosar".  -J.')  SK 

Lyc'ippu-.  1.5  K 

Miirieiix  ille', '' 

Meaiivillo'^.  l  S 

Mosgrove- 

Parkers  I'.andiug-.    . 
Pitt-burRhCtyOfl.*. 

Port  AUeganyS 

Punx>utawney-.  .. 
Putneyville-.  2.5 SE.. 

KUigway- 

Saltsl)urg2 

Seward- 

Sheffield'.   . 
Sniethportl, 
ritrongstowu',  ■• — 
Tionet^ta'-.  1 . 5  SE  . . 

Titusville.  2S 

Union  City', " 

Vandergrift ' 

Warren'-' ■_ 

Y'oungsville'.* 


.  6W.  ... 
5,  1  SW 


MoN()NliAHEL.\ 

Uoiitiueuce'-,  1,5  N\V.. 

Connellsville- 

Douora'. ...   

Greensboro- 

Greensburg.  2  S 

Irwin 

Meversdale- 

Murrv^ville//l,5 

Pitt-burgh  XvptJ/l,^. 
Rices  Lauding^.. . . , . . 

Somerset 

Springs^,  1  SW 

Uuioutown 

Waynesburg 


Be.wbk 

Beaver  Falls2 

Butler 

Farrell- 

Greenville 

Jamestown-'.  2NW.. . . 
Mereer  A ipt . ^  2 .5  N K . 
Xew  Castle',  1.5  N.... 

Peunline  . '-,  1  S 

Ohio 

Claysville- 

Coraopolis2.  IE 

Midland^ 

Washington',  5 

LAKE    DRAINAGE 

Albion- 

Erie',  ^ 

Raymond',  ^ 


MoKean 

\V  'moreland 
W'morelaud, 

Forest 

Crawford 

Armstrong.. 
Armstrong.. 
Allegheny   . 

McKean 

Jefferson 

Armstrong.. 

s:ik 

Indiana  . 

W'moreland. 

Warrt-u 

McKean.   . . , 

Indiana  . 

Forest 

Crawford. . . 

Erie 

W'moreland. 

Warren  

Warren 


Somerset — 

Fayette 

Washington. 

Greene 

W'moreland 
W'moreland 

Somerset 

W'moreland 
Allegheny   . 

Greene 

Somerset 

Somerset .... 

Fayette 

Greene 


Beaver 

Butler 

Mercer 

Mercer 

Mercer.  -    . . 

Mercer 

Lawrence.. 
Crawford  . 


Washington 
Allegheny  .. 

Beaver 

Washington 


Erie 

Erie  . . . . 
Potter... 


.05 


.06 


.06 
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Day  of  mouth 
16 


T. 


.05 
T. 

.  051 . . 

.01;, 

.02 

T. 

T. 

.05 


02 


6 


8 


9 


10 


11 


12 


T. 


.02 


.57 
.02    .51 
.50 
.24 
T. 


.20 


13 


14 


.37    .34 
.58    .32 


39 


.3!* 
T. 

..57]  .42 
.  65i  .  19 


.261  .46 
.48    .05 


.01 


16 


17 


18 


T. 


.05  .01 
.02 
T, 


T. 


T. 


T. 


.10 


19 


.06   .09 
T 


.02 


T. 


.46 


.07 


20 


21 


.  05 


.46 


.30 


1.06 

76 

25 

62 

05 

17 

1.01 

.09 

.13 

.84 

.13 

23 

.0 

.06 


.20 


22 


.03 


T. 


23 


T. 


1,41 
.26 


24     26 


,06 


,26 


26 


07   .04 
.03   T. 
T. 


.05 


27 


28 


29 


80 


.05 
.10 


.03 


T. 

.'28 
.06 
.02 

r 

'.'40 

.'12 
.20 


.7'<) 
.02 
.19 

.'is 

,28 
.06 

.'i'i 

.24 
.13 
,30 
.26 
.12 
.10 
.29 
.17 


,04 

T. 

T, 

T, 

.03 

.03 

.'6' 

T 

.02 

.04 

.04 

.02 


.11 
.17 

.  15 
.12 
.13 
.04 
.05 
.16 


.15 

.69 
.08 

.15 

.01 

.3fi 

.24 

.55  . 

.33 

..54 

.05 

,10 

.05 

.52  , 

.12  , 


.29 
.20 
.61 
.18 
.56 
.59 
.29 

.64 
.23 
.50 
62 
,3^ 
.71 


.01 
.1.'^ 
.07 
.21 
.01 
.22 
.31 

r. 


.20 


81 


.03 
T. 


.36 
.13  , 
T. 
.30  , 
T. 
T. 
.18  , 

■r'. 

.47 

T. 

.03 


.36 
.09 
.67 


.US  . 
.13  , 


T 

.01 
1 

T. 
T. 
.02 


.06 
.01 


2.93 
4.62 
3. 15 
$3.83 
2.60 
2.H9 
3.19 
2.41 
1.97 

"•i'.ss 

2.60 
3.46 
2. 54 
3.05 
$2.27 
2.44 
2.77 
2.  86 
3.19 
2.15 
2  35 
3.29 


3. 12 
2  20 
2.25 
2,20 
2.76 
2.51 
2  43 

2  48 
2.45 

3  49 
2.57 
2.63 
2.27 
2.92 


1.92 
2,14 
2- 33 
2.69 
2.06 
2  33 
2.  14 
2.62 


2,25 
1..56 
2.0s 
2,29 


$3.  27 
3,  16 


[See  page  96  for  explanation  of  reference  marks.] 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


December  1946 


Daily  Temperatures  for  December  1946 


Stations 


8      9     10     11 


12 


14     15     16     17 


18     19     20     21 


22 


23     24     25     26     27 


28 


29     30 


Albion/ 

Allentown  Arpt.l-4  NE. 

Allentown  < 

Altoona-4.5  W 

Arendtsville/ 

Beavertown/ 

Berwick 

Bethlehem ' 

Blalrsvillei-e  NE 

Bradford-4  W 


(  Maximum. 
\  Minimum. 
)  Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum. 
/  Maximuui. 

V  Minimum. 
I  Maximum. 
\. Minimum. 

I  Maximum. 
i  .Miinmum  . 
(  Maximum. 
\  Minimum. 
/  .Maximum. 

V  .Mininuim.. 
)  Maximum. 
1  Minimum., 
/  Maximum. 
\  Minimum. 


Brookvillei-l  5  SW /.Maximum. 

\  Minimum. 
Burnt  Cabinsi-2  NE  . . . .  /  Maximum. 

\  Minimum. 

Butler /  Maximum. 

\  Vliinmum .. 
Canton  /  -1  NW        /  Maximum . 

\Minimiun., 

Carlisle.  ..     f  Maximum. 

\  Minimum.. 
ChambersburgS-l  SW.  ..  <  Maximun.. 

\  Miuimum. 
Clarion'''-3  SW /  Maximum. 

\  Miniinnin  .. 

Claysville/ )  Maximum. 

\  Minimum .. 

Coalport/ /  Maximum. 

\Mimmum. 
Coatesville/. /  Maximum. 

\  Minimum.. 

Columbia /  Maximum. 

\  Minimum.. 

QoTiy        /Maximum. 

V  Minimum.. 

Coudersport /  Maxiinum . 

V  Minimum. 
Curwensvillel-6  NW  . .   ./  Maximum. 

\  Vliuimum ., 

Derry '  Maximum. 

V  .Minimum . 

Donegal ' /  Maximum . 

\  Minimum.. 

Donora' /  Maximum. 

\  .Minimum. 
Eagles  Mere  / )  Maximum . 

\  Minimum. 
East  Wateiford6-3  E  . . . .  /  Maximum. 

\  Minimum. 
Ebeusburg/ *  Maximum. 

\  Minimum. 

Emporium/-!  E /  Maximum. 

V  .Minimum. 
Ephrata /  Maximum. 

\  Minimum  . 
Kriei /  Maximum. 

\  Minimum . 
Everett'-O.S  SW (  Maximum. 

\  Minimum. 
Farrell /  Maximum . 

V  Minimum., 
Ford  City  /-4  S I  Maximum. 

\  Minimum. 
Fraulilin/ /  Maximum. 

\  Minimum . 
Frederlcksville-1  S /  Maximum. 

\  Minimum.. 
Freeland /  .Maximum. 

\  Minimum.. 
George  School* (  .Maximum. 

\  Minimum.. 

Gettysburg I  Maximum. 

\  Minimum., 
Gordon /  Maximum. 

\  Minimum., 
Greensburg-2 S /  .Maximum. 

\  Minimum., 
Hanover/ /  .Maximum. 

\  .Minimum ., 
Har^i^bu^gArpt. '-3.6  8    )  Maximum. 

\  Miiiimnin .. 
Hawley-0.5  E /  Maximum. 

\  .Minimum., 
Hewitt -2  SW /Maximum. 

\  Minimum. 
Holtwood' (Maximum. 

\  Minimum. 
Huntingdon /  .Maximum. 

\  Minimum.. 


45 

21 

24 

8 

S2 

4'2 

38 

15 

54 

26 

19 

16 

50 

25 

14 

14 

55 

28 

19 

IS 

43 

26 

27 

10 

40 

28 

33 

13 

49 

41 

35 

10 

47 

33 

30 

2 

54 

38 

38 

13 

33 
16 
32 
13 
34 
14 
27 
10 
29 
12 
34 

7 
32 
11 
33 
16 
31 

6 
31 

6 

33 

9 
28 

8 
31 
13 
■25 

6 
31 
18 
30 
tj 
35 
11 
32 

8 
33 

5 
33 
15 

33 
IB 
40 
15 
28 

—  4 
29 

6 
34 

9 
31 

-  1 
34 
16 
2Z 

0 
2 
11 
30 


36  43 

18  27 

46  50 

18  17 

55  57 


45   50 


65  31 


32 

27 

30 

14 

11 

16 

46 

3f 

32 

32 

2f 

15 

47 

3» 

33 

25 

32 

20 

44 

34 

26 

27 

20 

12 

62 

37 

34 

20 

30 

17 

45 

35 

30 

23 

25 

16 

44 

40 

30 

311 

27 

15 

45 

37 

30 

.32 

26 

20 

51 

24 

24 

22 

1.^ 

7 

41 

32 

26 

22 

IS 

13 

46 

26 

26 

25 

13 

5 

48 

34 

30 

29 

16 

14 

50 

40 

28 

•iO 

18 

12 

43 

32 

28 

n 

19 

11 

50 

45 

34 

3f) 

30 

20 

61 

39 

31 

24 

25 

19 

45 

33 

29 

29 

11 

4 

45 

28 

30 

21, 

14 

«' 

46 

29 

27 

15 

18 

9 

52 

39 

32 

18 

34 

20 

51 

47 

4' 

31 

25 

27 

42 

29 

27 

27 

19 

16 

4(1 

34 

27 

12 

16 

10 

42 

25 

24 

20 

9 

2 

56 

32 

29 

31 

19 

13 

51 

25 

•25 

21 

14 

4 

64 

30 

28 

30 

20 

15 

37 

29 

24 

12 

18 

9 

40 

32 

23 

25 

19 

12 

39 

24 

23 

25 

14 

8 

43 

29 

30 

7 

11 

4 

49 

44 

.32 

31 

2H 

21 

51 

30 

28 

29 

20 

18 

50 

35 

28 

26 

22 

17 

47 

35 

27 

28 

17 

13 

44 

28 

29 

19 

17 

10 

39 

27 

29 

15 

19 

13 

47 

44 

35 

29 

28 

15 

40 

37 

24 

26 

21 

10 

49 

44 

32 

29 

27 

17 

52 

47 

33 

30 

31 

20 

44 

41 

31) 

28 

26 

11 

55 

36 

28 

36 

17 

10 

54 

41 

35 

24 

31 

21 

48 

39 

31 

31 

23 

20 

45 

37 

29 

26 

24 

13 

56 

47 

60 

23 

26 

29 

51 

37 

31 

32 

28 

21 

48 

34 

SO 

29 

24 

16 

32   32 


38  42 

28  18 

31  32 

19  13 

27  31 


Continued  on  page  95. 
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CLIMAT()I,()(il(^\L   DATA:    PENNSYLVANIA   SECTION 


Daily  Temperatures  for  December  1946— Coutlnued  from  page  94. 


Uf, 


Stations 

1 

■2 

8 

4 

6 

6 

7 

8 

g 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

25 

|» 

27 

28 

29 

30 

81 

Mean 

Iiidiana-2.5SE 

..  1  Maximum.. 

55 

87 

85 

41 

58 

58 

61 

57 

64 

65 

55 

64 

56 

34 

31 

35 

54 

35 

26 

31 

38 

34 

46 

45 

v. 

36 

38 

61 

62 

60 

28 

4.5.6 

X  Minimum.. 
(  Maximum.. 

81 

10 

6 

13 

17 

26 

88 

30 

29 

50 

27 

30 

32 

26 

25 

16 

34 

13 

6 

12 

80 

291  28 

29 

23 

27 

9 

37 

31 

22 

18 

24.1 

Irwin 

56 

35 

31 

42 

55 

55 

66 

60 

65 

62 

65 

58 

57 

36 

85 

37 

46 

38 

28 

35 

35 

35 

48 

47 

40 

40 

45 

60 

62 

52 

28 

46.3 

X  Minimum.. 
1  Mftxinuim.. 

8.i 

18 

18 

29 

30 

44 

46 

50 

49 

47 

86 

33 

30 

26 

25 

22 

33 

18 

16 

20 

33 

32 

28 

28 

22 

27 

20 

35 

34 

24 

27 

30.  1 

,.aiiiesto\vii/-2  N\V.. . 

41 

27 

35 

43 

48 

58 

60 

62 

68 

57 

61 

64 

37 

35 

28 

46 

40 

31 

32 

35 

37 

36 

43 

36 

38 

38 

59 

66 

52 

26 

30 

43  2 

i  .Minimum.. 
t  Ma.\imuni.. 

28 

15 

13 

12 

23 

26 

31 

85 

41 

46 

25 

26 

25 

21 

21 

14 

19 

18 

14 

9 

24 

26 

25 

28 

20 

20 

10 

18 

24 

18 

14 

22  2 

Johnstown,  

4-1 

25 

33 

47 

57 

57 

63 

58 

67 

66 

52 

60 

39 

36 

30 

M 

47 

32 

31 

36 

40 

85 

52 

43 

38 

88 

60 

05 

53 

28 

29 

4.5.  5 

X  .Minunum.. 
/  .Maxinum).. 

31 

13 

12 

18 

25 

33 

31 

34 

35 

37 

36 

37 

35 

28 

20 

24 

26 

22 

15 

16 

23 

.30 

27 

29 

24 

25 

14 

17 

34 

24 

23 

2,5.9 

Kano'-l  N 

49 

16 

30 

37 

44 

48 

53 

55 

56 

57 

42 

54 

49 

27 

28 

31 

42 

22 

25 

29 

34 

33 

40 

33 

36 

32 

34 

52 

42 

24 

23 

37.9 

\  .\Uninuun.. 
t  .Ma ximum.. 

11 

6 

7 

19 

21 

18 

24 

30 

36 

36 

■21 

28 

22 

18 

20 

-  1 

20 

7 

2 

12 

27 

25 

26 

23 

18 

9 

0 

24 

•a 

3 

10 

17.7 

Lanca>ter 

48 

42 

28 

42 

51 

44 

49 

49 

65 

67 

58 

51 

56 

41 

41 

35 

48 

40 

29 

30 

35 

38 

37 

47 

46 

43 

36 

58 

55 

35 

35 

44.5 

X  Miniiinuii.. 
. .  /  .Vlaximutn.. 

X  Minimum.. 
. .  )  Maxiniuu).. 

X  .Minimum.. 

3>^ 

16 

13 

14 

17 

23 

35 

25 

29 

34 

40 

34 

39 

23 

22 

18 

28 

29 

15 

17 

30 

31 

26 

22 

28 

26 

16 

26 

30 

30 

17 

25,3 

Lawrenceville 

45 

29 

30 

37 

nl 

47 

61 

61 

65 

64 

55 

46 

54 

33 

34 

31 

46 

34 

32 

28 

40 

38 

39 

40 

32 

35 

29 

55 

36 

40 

87 

42.  1 

29 

7 

4 

21 

20 

32 

32 

30 

41 

54 

28 

27 

30 

24 

21 

12 

26 

19 

17 

U 

25 

29 

27 

21 

21 

13 

4 

22 

17 

15 

9 

22.  2 

Lebanon  ' 

f>J 

24 

3S 

45 

5.i 

45 

54 

56 

08 

70 

50 

58 

46 

41 

34 

40 

46 

37 

32 

34 

37 

39 

40 

49 

84 

44 

31 

84 

38 

84 

29 

43.5 

32 

13 

13 

17 

19 

23 

34 

36 

29 

36 

40 

34 

37 

26 

21 

23 

23 

30 

19 

21 ; 

25 

32 

27 

26 

27 

26 

16 

18 

28 

28 

18 

28.7 

Lewistown/-2S\V.  ... 

. ,  )  -Ma.ximvmi.. 

X  Miuinuiui.. 

51 

28 

35 

47 

44 

49 

54 

55 

75 

66 

54 

54 

46 

38 

39 

35 

47 

37 

32 

33 

39 

39 

45 

46 

41 

42 

32 

64 

40 

36 

31 

44.3 

28 

15 

11 

16 

16 

21 

26 

29 

29 

30 

38 

38 

36 

29 

27 

25 

21 

27 

19 

18 

24 

32 

30 

29 

29 

26 

16 

17 

29 

28 

18 

25.0 

Lock  Haveu^ 

. .  (  Maxinniii).. 
X  Minimum .. 

48 

39 

33 

45 

36 

43 

50 

48 

66 

65 

58 

45 

53 

36 

32 

&S 

45 

38 

31 

28 

38 

38 

42 

45 

38 

39 

29 

53 

42 

40 

30 

42.1 

31 

12 

10 

20 

20 

23 

29 

27 

35 

49 

32 

32 

35 

27 

24 

18 

27 

24 

13 

18 

25 

33 

31 

30 

25 

24 

12 

28 

25 

I'J 

13 

24  9 

Marcns  Hook/ 

. .  )  .Maximuiu.. 

59 

30 

34 

51 

52 

51 

57 

53 

62 

66 

55 

61 

57 

48 

41 

43 

54 

44 

36 

46 

41 

47 

46 

57 

43 

49 

41 

64 

46 

44 

42 

49  1 

X  .MinimuiTj ., 

47 

18 

18 

23 

28 

33 

37 

34 

33 

42 

45 

39 

40 

32 

34 

28 

29 

37 

23 

23 

31 

38 

33 

34 

35 

32 

19 

32 

:ij 

33 

20 

31.7 

MartiU-^-burg' 

. .  /  Maximum.. 

48 

22 

27 

43 

50 

50 

49 

56 

66 

64 

48 

54 

55 

37 

29 

33 

44 

^° 

25 

25 

38 

33 

46 

41 

35 

38 

33 

61 

48 

34 

26 

41.5 

X  Minimum.. 
..  )  Maxuiiuni.. 

(.  .Minimum.. 
. .  /  Ma.ximum.. 

16 

11 

11 

22 

30 

31 

35 

34 

45 

48 

31 

35 

28 

25 

22 

19 

30 

20 

11 

20 

24 

28 

23 

30 

22 

17 

9 

32 

3i 

17 

18 

25.0 

MauchChunk-lSW.. 

48 

42 

S2 

38 

47 

47 

46 

62 

69 

66 

66 

65 

54 

38 

SS 

31 

4:1 

40 

31 

28 

35 

36 

37 

41 

41 

38 

37 

48 

37 

45 

28 

$43  3 

■24 

10 

11 

12 

18 

15 

31 

24 

31 

38 

34 

25 

39 

24 

2o 

18 

29 

28 

24 

14 

28 

30 

24 

23 

27 

20 

8 

24 

24 

23 

11 

$22.  9 

Meadville  /-IS 

38 

22 

31 

42 

46 

•56 

59 

S^' 

58 

55 

47 

59 

35 

31 

28 

46 

37 

28 

29 

33 

34 

36 

40 

32 

36 

30 

57 

53 

48 

24 

25 

40.4 

X  Minimum.. 
/  .Maximum.. 

34 

13 

14 

18 

26 

25 

29 

34 

40 

50 

26 

27 

28 

24 

22 

8 

16 

21 

14 

12 

25 

28 

25 

25 

21 

21 

8 

15 

25 

20 

15 

22.8 

.Mercer'--2.-,  NE 

R2 

19 

29 

39 

48 

55 

57 

57 

58 

56 

45 

58 

44 

30 

26 

38 

46 

25 

26 

30 

33 

31 

40 

33 

32 

35 

48 

56 

48 

25 

27 

40,2 

X  Minimum.. 
. .  t  Mn.ximum. 

15 

11 

12 

20 

30 

32 

33 

44 

42 

37 

27 

32 

25 

22 

19 

17 

22 

13 

11 

19 

28 

26 

2fi 

24 

18 

IJ 

10 

25 

25 

12 

U 

22.7 

Mi(1dletown'-1.5  W.  . 

52 

29 

32 

■16 

50 

47 

53 

54 

64 

70 

58 

56 

58 

41 

36 

35 

47 

39 

31 

33 

39 

40 

38 

,50 

37 

45 

3n 

65 

38 

39 

30 

44.6 

X  Minimum  . 

29 

16 

17 

17 

20 

26 

33 

29 

32 

43 

34 

37 

34 

29 

25 

22 

32 

21 

19 

23 

33 

35 

32 

29 

29 

27 

18 

30 

30 

21 

19 

27.  1 

Miillaud'' 

. .  i  Waxinmm.. 

57 

24 

34 

-t*- 

.52 

55 

59 

59 

62 

61 

46 

62 

57 

39 

32 

37 

54 

32 

28 

34 

37 

38 

45 

42 

37 

39 

52 

60 

55 

32 

28 

44.9 

\  Minimum.. 

18 

14 

23 

21 

22 

29 

30 

36 

36 

44 

30 

39 

20 

20 

27 

26 

27 

17 

11 

22 

31 

29 

26 

27 

24 

22 

18 

31 

30 

19 

19 

25.9 

Montrose /-3  K 

..  /  Ma.ximum.. 
X  .Minimum.. 

45 

12 

25 

33 

44 

42 

48 

54 

56 

56 

40 

50 

55 

SS 

SS 

Sn 

40 

30 

25 

35 

36 

31 

35 

35 

32 

29 

32 

46 

86 

15 

12 

$.36.4 

26 

6 

5 

8 

24 

27 

29 

33 

33 

40 

30 

28 

32 

25 

21 

IB 

25 

22 

14 

14 

20 

27 

27 

26 

20 

17 

2 

5 

8 

12 

8 

«20.  1 

Mt.  PocoDo'-2  N 

. .  /  Maximum.. 

46 

18 

27 

34 

48 

42 

47 

56 

59 

65 

50 

,53 

64 

30 

27 

28 

39 

32 

23 

30 

35 

32 

33 

35 

24 

32 

24 

50 

36 

33 

22 

37.5 

^  Minimum.. 

IS 

3 

8 

16 

22 

27 

30 

32 

43 

47 

26 

2.;) 

23 

18 

16 

13 

24 

18 

6 

11 

24 

25 

23 

27 

16 

6 

0 

18 

16 

6 

5 

19.1 

New  Hlooniiitilfl 

. .  (  Maximum  . 
\ Minimum. . 

50 

38 

32 

46 

44 

46 

50 

58 

65 

65 

63 

43 

62 

39 

33 

34 

46 

40 

30 

32 

40 

38 

36 

47 

38 

43 

33 

63 

40 

37 

28 

43,8 

26 

12 

;i 

11 

16 

22 

26 

24 

29 

41 

31 

27 

34 

24 

15 

17 

26 

2.=) 

14 

14 

30 

31 

21 

23 

21 

23 

11 

25 

25 

24 

13 

22.  3 

Newbiirgl-3.5N\V..  .. 

. .  (  Maximum  . 
X  Minimum.. 

44 

18 

20 

40 

m 

38 

42 

46 

56 

53 

46 

46 

48 

32 

28 

24 

42 

30 

22 

22 

32 

30 

38 

38 

28 

34 

22 

59 

38 

4.1 

20 

36.0 

12 

8 

8 

10 

18 

22 

24 

24 

28 

38 

26 

30 

24 

22 

20 

12 

20 

16 

8 

12 

24 

24 

18 

30 

20 

18 

10 

30 

2H 

12 

12 

19.5 

New  Castle'5-1.5  N 

. .  i  .Maximum.. 
X  tMinimum.- 

55 

26 

33 

44 

50 

5S 

61 

61 

61 

61 

47 

60 

57 

35 

31 

41 

50 

27 

29 

33 

35 

36 

44 

36 

34 

37 

50 

59 

.52 

29 

27 

43.8 

18 

10 

10 

21 

28 

27 

V^ 

33 

44 

42 

28 

40 

27 

24 

23 

21 

25 

15 

U 

19 

30 

22 

28 

25 

23 

16 

13 

28 

28 

16 

16 

23.  7 

Paliuerton^ 

. .  j  .Maximum.. 
\  Miniui'.MTi.. 

49 

18 

29 

41 

49 

45 

54 

56 

61 

68 

57 

54 

59 

37 

33 

33 

46 

35 

29 

32 

36 

39 

36 

43 

36 

41 

26 

53 

37 

37 

28 

J1.8 

18 

10 

11 

19 

18 

25 

31 

27 

35 

i> 

29 

29 

32 

28 

25 

20 

32 

23 

14 

16 

32 

31 

.30 

28 

26 

16 

11 

24 

23 

14 

12 

2.i  6 

Park  Flace'-l  NW  ... 

- .  t  Maximum.. 

48 

20 

26 

36 

44 

41 

45 

57 

57 

65 

56 

5X 

53 

32 

28 

29 

4! 

35 

25 

31 

33 

31 

30 

39 

30 

34 

20 

53 

35 

35 

22 

K8.2 

V  Minimum.. 

20 

3 

7 

19 

27 

29 

31 

34 

45 

50 

30 

30 

23 

19 

18 

16 

23 

17 

11 

16 

24 

24 

23 

26 

18 

9 

7 

20 

17 

9 

7 

21.0 

Phiia  .Vrpt.i.TSW, 

.  .  (  Maximum.. 
X  Minimum.. 

.58 

36 

32 

46 

52 

48 

.53 

53 

65 

68 

58 

62 

64 

43 

38 

39 

53 

43 

32 

41 

43 

44 

46 

51 

43 

49 

82 

60 

42 

42 

31 

47.3 

36 

14 

14 

22 

24 

37 

33 

29 

40 

43 

36 

3ti 

35 

29 

28 

24 

33 

29 

21 

24 

35 

32 

30 

36 

29 

23 

18 

31 

81 

20 

19 

28.7 

FhilailulphiaCO.i.  . 

. .  )  Maximum.. 
X  Minimum.. 

57 

37 

32 

46 

51 

48 

54 

52 

65 

66 

61 

62 

63 

42 

37 

38 

53 

41 

33 

41 

42 

43 

46 

50 

45 

47 

32 

63 

44 

43 

32 

47.4 

37 

16 

19 

28 

34 

40 

36 

38 

44 

49 

43 

41 

36 

34 

30 

29 

34 

30 

26 

28 

37 

35 

34 

42 

32 

24 

20 

32 

31 

25 

21 

32  4 

Phila.  Shawmont  . . . 

. .  (  .Maximum.. 

56 

42 

34 

45 

52 

48 

.52 

56 

66 

69 

63 

52 

63 

44 

44 

39 

.52 

46 

32 

36 

42 

42 

42 

50 

45 

47 

40 

60 

37 

40 

30 

47.3 

\  Minimum.. 

40 

17 

17 

18 

22 

28 

29 

28 

35 

41 

44 

33 

44 

24 

24 

20 

40 

29 

20 

19 

30 

32 

28 

29 

32 

27 

16 

28 

33 

30 

18 

28.2 

Philipsburg-'-T  K  .  . . . 

. .  /  Maximum.. 

54 

18 

28 

40 

50 

44 

4ft 

56 

61 

62 

43 

53 

53 

29 

24 

28 

43 

26 

24 

27 

36 

30 

44 

34 

30 

32 

28 

57 

43 

29 

24 

38.6 

X  i!inimu)i;.. 

12 

6 

8 

16 

16 

27 

35 

34 

46 

43 

26 

3! 

23 

21 

19 

9 

25 

16 

4 

17 

26 

25 

25 

24 

19 

12 

-  2 

28 

25 

8 

8 

20. 5 

Phoenixville-1.5  SE . 

..  /  .Vlaximua!.. 
I  Minimum.. 

55 

42 

35 

47 

55 

49 

54 

57 

68 

74 

59 

49 

63 

43 

37 

39 

54 

46 

44 

40 

40 

44 

41 

50 

37 

47 

37 

62 

44 

37 

32 

47.8 

34 

15 

13 

14 

17 

22 

34 

24 

31 

38 

36 

27 

40 

20 

19 

18 

31 

32 

16 

32 

32 

30 

25 

24 

28 

24 

14 

27 

29 

3f) 

15 

25. 5 

Pittsburgh  Arpt.'-T.i 

SE  1  Maximum.. 

57 

23 

31 

44 

55 

60 

62 

59 

64 

64 

45 

61 

56 

34 

30 

44 

52 

27 

30 

34 

36 

33 

47 

40 

35 

38 

54 

60 

63 

30 

27 

45,0 

V  Minimum .. 

17 

15 

14 

25 

32 

39 

37 

45 

44 

45 

34 

39 

29 

27 

25 

25 

27 

18 

12 

22 

30 

28 

26 

28 

2S 

19 

18 

30 

30 

21 

2? 

27.3 

Pittsburgh  City  Office 

..  (  :>!aximnm.. 
X  .^(iniraum.. 

60 

24 

35 

45 

56 

60 

63 

61 

66 

64 

46 

63 

63 

37 

32 

49 

55 

30 

30 

35 

39 

35 

48 

42 

37 

39 

.58 

62 

62 

32 

30 

4S.7 

19 

17 

20 

29 

37 

38 

34 

45 

50 

45 

38 

44 

32 

31 

28 

29 

29 

22 

15 

28 

33 

31 

.30 

31 

26 

25 

22 

34 

32 

23 

23 

30  3 

Port  Clinton/ 

..  /  Maximum.. 

51 

24 

31 

42 

50 

46 

50 

50 

58 

67 

47 

57 

60 

37 

33 

37 

"43 

35 

30 

34 

39 

36 

35 

41 

40 

42 

31 

55 

34 

30 

31 

41.8 

X  .Minimum.. 

30 

12 

16 

15 

17 

25 

34 

26 

27 

34 

38 

28 

34 

30 

19 

22 

23 

30 

15 

19 

27 

28 

28 

23 

28 

25 

12 

20 

26 

13 

20 

24.0 

Putneyvine/-2.5  SE.. 

. .  1  Maximum.. 
\  Minimum.. 

54 

23 

34 

42 

52 

55 

59 

58 

63 

59 

51 

53 

67 

86 

34 

42 

49 

43 

28 

30 

.39 

42 

50 

58 

42 

49 

55 

55 

58 

23 

28 

46.2 

25 

8 

8 

12 

16 

25 

28 

33 

34 

42 

26 

29 

.30 

20 

20 

14 

14 

14 

5 

6 

19 

24 

24 

24 

18 

18 

10 

10 

25 

18 

13 

19.7 

Quakertown-0..5  E  . . . 

..  /  Maximum.. 

52 

42 

31 

42 

50 

45 

49 

54 

63 

65 

61 

47 

61 

39 

36 

35 

49 

45 

32 

31 

47 

40 

38 

46 

43 

43 

36 

52 

52 

36 

29 

44.9 

X  Miijimnm .. 

38 

12 

12 

14 

17 

22 

34 

23 

31 

45 

39 

26 

39 

27 

22 

18 

31 

31 

19 

15 

30 

33 

28 

26 

28 

26 

12 

25 

25 

24 

14 

25.4 

Reading! 

. .  /  .Maximum.. 

50 

32 

33 

45 

54 

49 

55 

55 

66 

71 

60 

62 

61 

41 

35 

37 

49 

41 

32 

37 

39 

41 

41 

50 

38 

45 

29 

50 

36 

39 

m 

4,5.  3 

X  viinimum.. 

32 

14 

17 

24 

25 

31 

36 

32 

40 

52 

38 

37 

35 

30 

28 

27 

33 

27 

22 

23 

34 

35 

32 

34 

30 

24 

18 

27 

29 

21 

19 

29.2 

Riflgway  / 

. .  )  .Maximu!]!.. 

41 

22 

35 

42 

49 

52 

57 

58 

60 

61 

47 

55 

34 

31 

26 

46 

44 

28 

28 

32 

31 

34 

42 

37 

34 

34 

51 

56 

45 

28 

25 

40.8 

\  Minimum.. 

28 

4 

2 

8 

16 

18 

21 

27 

30 

46 

23 

22 

30 

20 

19 

0 

2 

8 

0 

0 

19 

25 

25 

24 

19 

18 

1 

3 

25 

18 

9 

16,6 

Scranton' 

. .  (  Maximum.. 
X  Minimum.. 

48 

23 

27 

37 

43 

49 

51 

55 

59 

64 

54 

59 

59 

35 

81 

33 

44 

36 

38 

33 

40 

35 

39 

41 

26 

37 

28 

49 

41 

37 

26 

41.2 

23 

10 

14 

24 

23 

30 

35 

32 

43 

54 

31 

29 

32 

26 

24 

20 

32 

26 

18 

18 

33 

32 

30 

33 

25 

13 

10 

20 

IS 

12 

10 

26. 2 

Selinsgrove 

. .  /  Maximum.. 
X  .''rinimum .. 

50 

39 

32 

45 

42 

41 

50 

55 

64 

64 

61 

46 

54 

39 

34 

34 

45 

42 

31 

29 

38 

88 

37 

46 

40 

40 

30 

59 

45 

39 

29 

43,1 

38 

15 

12 

17 

20 

23 

29 

30 

32 

47 

34 

30 

31 

26 

25 

18 

29 

27 

14 

17 

29 

29 

26 

29 

26 

26 

13 

28 

26 

24 

14 

25.3 

Somerset 

. .  ^Maximum.. 
X  Minimum.. 

54 

28 

34 

42 

54 

53 

60 

54 

63 

63 

58 

58 

55 

33 

29 

37 

49 

32 

28 

25 

37 

30 

47 

45 

39 

35 

36 

61 

61 

46 

24 

44.0 

28 

8 

-  2 

16 

20 

24 

23 

26 

26 

43 

27 

28 

30 

24 

20 

15 

30 

16 

9 

14 

23 

25 

19 

27 

20 

25 

0 

34 

32 

19 

18 

21.5 

Springs"-!  S\V 

. . .  /  Maximum.. 
X  Minimum.. 

54 

27 

34 

41 

50 

58 

59 

53 

61 

60 

51 

54 

54 

33 

27 

35 

.50 

29 

26 

30 

39 

28 

47 

43 

37 

37 

38 

59 

58 

40 

21 

43.0 

25 

7 

-  2 

21 

30 

28 

27 

30 

36 

48 

30 

31 

30 

23 

20 

14 

26 

16 

11 

17 

22 

24 

17 

28 

17 

28 

9 

34 

33 

18 

19 

23.  1 

State  College' 

. .  /  Maximum.. 

55 

22 

31 

41 

54 

47 

49 

57 

64 

62 

49 

50 

52 

33 

28 

31 

43 

31 

28 

28 

35 

34 

47 

38 

34 

36 

30 

59 

40 

29 

28 

40.8 

>  Minimum.. 

16 

11 

15 

25 

31 

29 

40 

36 

46 

49 

35 

37 

28 

25 

23 

20 

31 

21 

13 

22 

28 

29 

29 

31 

23 

18 

U 

30 

28 

20 

16 

26.3 

Stronflsburg-2  E 

...  f  Maximum.. 

50 

S2 

SS 

42 

52 

4S 

52 

56 

64 

70 

65 

46 

61 

53 

39 

37 

44 

44 

38 

32 

36 

34 

38 

37 

40 

37 

30 

46 

41 

33 

32 

$43.9 

1  Minimum.. 

23 

12 

IS 

20 

21 

22 

SI 

SO 

42 

41 

36 

26 

25 

29 

19 

18 

31 

30 

14 

16 

32 

26 

25 

23 

28 

26 

11 

24 

23 

24 

9 

$24  2 

Tannarack/-2S 

. .  /  Maximum.. 

44 

17 

25 

39 

48 

41 

45 

57 

61 

60 

44 

47 

33 

29 

24 

34 

42 

27 

27 

80 

32 

30 

39 

37 

30 

3(1 

45 

54 

35 

26 

24 

37.3 

X  Minimum.. 

27 

2 

2 

9 

21 

31 

31 

35 

39 

47 

26 

26 

30 

16 

16 

11 

11 

15 

6 

6 

16 

23 

23 

22 

18 

18 

7 

9 

21 

18 

9 

19.1 

Tione'^ta/-1.5SE 

. . .  /  .Maximum . 

38 

37 

32 

43 

47 

52 

52 

57 

.59 

59 

46 

57 

44 

30 

26 

44 

39 

25 

27 

32 

35 

35 

42 

33 

34 

30 

56 

56 

49 

2-1 

3" 

40.9 

X  Minimum.. 

33 

8 

10 

15 

17 

23 

23 

24 

34 

37 

27 

28 

29 

23 

21 

10 

11 

15 

5 

9 

22 

21 

27 

26 

20 

20 

5 

9 

25 

20 

15 

19.7 

Titn<villo-2S 

. ..  1  Maximum.. 

X  Minimum.. 

48 

26 

28 

38 

46 

52 

56 

56 

57 

57 

53 

53 

55 

29 

24 

27 

40 

29 

25 

26 

30 

30 

39 

39 

28 

31 

31 

52 

46 

36 

24 

39. 1 

26 

9 

13 

23 

26 

27 

33 

42 

41 

51 

26 

33 

26 

22 

20 

7 

25 

16 

9 

13 

23 

26 

26 

23 

19 

17 

8 

26 

24 

17 

13 

22.9 

Towanda-l  E 

.  /  Maximum.. 
X  Minimum.. 

49 

30 

29 

40 

51 

48 

51 

57 

64 

62 

58 

55 

57 

36 

33 

31 

46 

37 

32 

28 

40 

39 

37 

43 

36 

37 

29 

55 

39 

41 

28 

42.5 

2i 

9 

10 

20 

19 

25 

34 

29 

41 

50 

28 

25 

31 

26 

22 

16 

27 

27 

15 

14 

28 

30 

28 

29 

22 

14 

5 

19 

16 

12 

8 

22.8 

TunkhannockS 

. ..  /  .Maximum. 

50 

S3 

zs 

S8 

M. 

49 

50 

55 

58 

63 

SS 

61 

54 

36 

34 

43 

46 

35 

29 

39 

41 

39 

43 

43 

38 

35 

43 

59 

42 

SS 

27 

$43 .3 

\  Minimum  .. 

33 

6 

10 

20 

19 

26 

42 

28 

38 

43 

20 

22 

39 

26 

24 

16 

22 

26 

12 

18 

20 

31 

.30 

25 

25 

18 

4 

8 

16 

18 

7 

$22.  2 

Uniontown 

. . .  ^  Maximum.. 

56 
35 

35 

15 

36 
9 

46 
23 

55 
28 

64 
32 

64 
33 

58 
40 

67 
40 

65 
54 

56 
34 

65 
37 

60 
34 

41 
30 

35 
27 

44 
25 

56 
36 

36 

21 

28 
14 

35 
21 

40 
34 

34 
30 

52 
23 

49 
28 

43 
25 

45 
32 

56 
19 

66 
44 

65 
35 

48 
25 

29 
24 

49.3 

'  Minimum.. 

29.3 

Continued  on  page  96. 
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CLIMATOLOGICAL  DATA:    Pf:NNSYLVANIA  SECTION. 


December  1946 


Daily  Temperatures  for  December  1948— Continued  from  pa?e  95. 


Stations 


Vandergrlfti  . 

Warren , 

VVaynesburg. . 

Wellsboro/ 

Wellsville 

West  Chester. . 
Wilke.s-Barre'.Apt.  ■ 
William.sport  Arpt." 

Williamstown 

York-3SW 


.  /  Maximum.. 

\  Minimum.. 
.  ( Maximum., 

>  Minimum.. 
.  /Maximum., 

\  Minimum.. 
.  /  Maximum., 

\  Minimum.. 
.  /  \!;iximum., 

V  Minimum.. 
.  (  Maximum., 

\  .Minimum.. 

(  Maximum. 

\  Minimum.. 
■IE/  Maximum., 

I  .Minimum.. 
/Maximum. 

\  Minimum.. 
/  Maximum. 

\  Minimum.. 


3N. 


1 

2 

3 

4 

ss 

26 

33 

43 

20 

12 

10 

19 

,•)() 

21 

32 

42 

It; 

8 

14 

25 

58 

33 

33 

45 

32 

12 

8 

19 

48 

17 

28 

39 

■28 

6 

2 

8 

ftl 

44 

■30 

4t) 

•2fi 

iri 

10 

12 

fi4 

42 

32 

45 

42 

14 

15 

•20 

48 

21 

30 

41 

•24 

11 

12 

19 

4J 

21 

30 

43 

•21 

11 

13 

19 

49 

42 

33 

41 

,S5 

10 

15 

12 

h2 

4S 

32 

48 

31 

17 

12 

13 

5      6 


61     63 

29;    24 

55]     56 


10 


13 


15     16 


53  32 

24'  20 

43!  26 

25  16 


54 
.32 


45  32 
15  '20 
48|  44 
29 
46 
27 
37 
23 
34 
2(1 
44 
27 
46 
31 


20 


21     22 


37i  33 

311  ^28 

37  34 

21 1  28 


37i  37 

321  32 

381  37 

26i  32 


23 


24 


49  40 
28  30 
411  .35 

■26\  -24 

50  49 


•25  ;  26     27 


28 


29 


30     31  i  Mean 


46.3 
•25.  5 
41.3 
22.7 
47.4 
26.  i; 
39.7 
19.8 
45.2 
24.3 
46.2 
■28.5 

42. 0 
•23.  2 
39.7 
23  7 
41.  I 
■24.  2 

48. 1 
25.  7 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSURE,  WIND,  HUMIDITY  AND  STTNSHINE. 


Atmospheric  pressure 

Wind" 

Relative 

0 

(reduced  to 

sea  level) 

Humidity 

'B 
s 

•s 

1 

Stations 

•c 

3  k. 

a 
o 

B 

s 

a 

1 

1 

X 

1 

S 
S 

5 

1 

<  > 

5 

0. 

2 

a 

Erie               

30.77 
30.67 

31 

31 

29.21 
29.37 

12 
13 

11.5 
8.0 

•29 
34 

w. 
nw. 

13$ 
26 

79 
72 

72 
65 

81 
62 

16 
51 

906 

Harrisburg 

887 

Philadelphia 

Philip.'sburg 

30.68 
30.67 

31 
31 

■29.  36 
■29.  37 

13 
13 

8.1 

•27 
40 

nw. 
w. 

2* 
28 

77 
84 

bb 

67 

64 
75 

62 

776 
1102 

Pittsburgh 

30.66 

31 

29.41 

12 

i'2.6 

40 

nw. 

28 

/4 

58 

bb 

■25 

897 

Reading..  

Scrauton 

30.68 
30.71 

31 

29.37 
•29.31 

13 

11  2 

40 

1^1 

67 

55 

860 

13 

7.8 

30 

nw. 

2 

81 

71t 

46 

988 

•  For  any  five-minute  period.  "  Corrected  to  true  velocities, 

t  12:00  noon.  $  Also  other  dates.        *  One-minute  interval. 


RIVER  CONDITIONS 


Stations 


Rivers 


1 

1 

1 

X 

a» 

C3 

- 

a 

•J 

Q 

Port  Jervis,  N.Y 

Easton ' 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport I 

Harrisburg 

Schenley.(nr)  Look  No.  5. 

Sutersville 

Charleroi(nr.),Lock  No. 4 

Pittsburgh 

Midland,  Dam  No.  7 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna. 
W.  Br.  Susquehanna . 

Juniata .     . 

Susquehanna 

Allegheny , 

Youghiogheny 

Monongahela , 

Ohio 

Ohio 


2.4 

3.4 

31 

2.0 

9t 

1.5 

2.5 

22 

1.1 

21 

•2.9 

3.6 

•22 

2.4 

20  I 

3.8 

5.8 

22 

3.0 

3 

•2.8 

3.2 

16 

2.4 

29 

1.7 

4.5 

31 

1.1 

21 

3.7 

5.7 

31 

3.4 

fit 

3.6 

4.2 

31 

3.4 

7t 

13.5 

18.5 

30 

1'2. 3 

9 

3.9 

7.6 

30 

•2.9 

4 

r2.3 

15.2 

31 

11.0 

9 

* 

« 

• 

« 

18.1 

30 

* 

18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


•  Pool  stage. 


t  Also  other  dates. 


MISCEL.LANEOXTS   PHENOMENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
(Dates  and  number  of  stations  reporting) 


1 

2 

3 

4 

5 

6 

7 

8 
4 

9 
3 

10 

11 

12 

is 

4 

i 

22 

_ 

13 
39 

14 
•22 

15 

'i 
i2 

16 

u 
is 

4 

17 
'3 

'i 

2 

i2 

18 

i 

19 

1 
i 

•20 

"3 

is 

25 

■5 

21 

io 
ie 

'3 

'4 

22 

"\ 
is 

23 

'8 

24 
■9 

25 

is 

•26 
1 

'2 
24 

27 

ie 

6 

I 

■5 
i'? 

'4 

'is 

■29 

is 

•29 

1 

is 
ii 
1 

30 

ie 

31 

Auroras 

Fog,  heavy 

Frost,  killing 

Glaze 

3 

'3 

3 

Hail 

Rain,  heavy 

Sleet 

■• 

.. 

Snow,  heavy 

Thunderstorms . . 
Winds,  high 

26 

26 

•• 

'6 

io 

FOOTNOTES 

Figures  ami  letters  following  stations  imlioate  distance  in  miles  and  half  miles 
and  direction  of  .station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  years  of  record,  except  that  for  First-Orfler  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  tl  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  .  Trace  (0.005  inch  or  less). 

',,"',  "■,  etc.    Number  of  days  missing,  for  example,  '  indicates  two  days  missing. 

Italics,  data  interpolated. 

$  Partly  interpolated. 

§5  Incomplete. 

t  And  other  dates. 

tt  Daily  amounts  inconsistent 

t  Received  too  late  to  be  included  in  means  and  sunimaries. 

*  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almo.st  always  occurs. 
'  Midnight  to  midnight 

-  Measured  in  the  morning  for  tlie  preceding  24  hours. 
'  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 

*  Best  available  used  for  stations  not  equipped  with  recorders. 
^  Recording  gage. 

■^  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 
'  Noon  to  noon. 

( W.  B.  O.,  I'hiladelphia-2-3-47-975) 
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OENEKAIi  STTMIXAIIT. 

Tliisyear  wa.s  pleasant  from  almost  every  staiuipoint.  It  was 
warm  in  the  winter  and  cool  in  the  summer.  March  was  practi- 
cally as  warm  as  -Vpril,  and  September  was  almost  assmnmery  as 
.\ugU8t.  June,  -July  and  August  averaged  the  coolest  since  1927. 
Precipitation  was  subnormal,  but  sufficient  for  growing  crop.'-, 
only  May,  June  and  October  having  shown  excesses  of  rainfall. 
January"  and  April  were  the  driest  of  record.  Sunshine  and 
warmth  made  the  growing  season,  which  continued  into  Nov- 
ember, the  longest  within  the  memory  of  some  of  the  oldest 
crop  observers.  Snowfall  was  but  hall  of  the  normal,  in  de(;ided 
contrast  to  the  previous  year.  There  was  but  a  trace  of  snow  in 
September,  October  and  November,  a  record  equalled  only  in 
1918. 

Not  all  months  oli'ered  ideal  weather,  however.  February 
was  quite  wintry,  while  May,  a  very  wet  month,  recorded 
record-breaking  Hoods  in  north-central  counties. 


WEATHER  BY  MONTHS 

.Ianlakv:  a  record  month,  this  wa.s  the  driest  January  in 
tlie  59  years  of  record.  It  was  a  little  warmer  than  the  norma!. 
SnowfaH  was  less  than  half  of  the  normal,  and  only  22/^^  of  the 
previous  January.  Swollen  rivers  were  produced  eaHy  in  tlie 
month  by  thawing  of  snow,  augumented  by  some  rainfall,  Init 
no  flooding  occured. 

Fehkuaky:  This  was  a  typical  Pennsylvania  winter  montli, 
with  temperature,  precipitation  and  snowfall  cloge  to  average. 
High  winds  occurred  on  St.  Valentine's  Day,  which  offered  in 
addition,  a  variety  of  other  weather,  including  a  drop  in  temp- 
erature from  near  (>()  to  near  zero  readings  in  24  hours,  as  well 
as  heavy  showers  changing  to  snow.  Heavy  snowfall  occured 
on  the  i9th,  with  falls  of  up  to  18  inches  in  the  mountain  areas, 
followed  by  two  days  of  windy  weather,  drifting  the  snow  atid 
blocking  roads. 

March:  Only  March  1921  and  1945  were  warmer,  and  then 
but  slightly.  Stations  in  the  extreme  west  portion  reported  the 
highest  means  of  record.  Snowfall  was  the  least  since  I90o,  and 
was  the  second  lowest  amount  of  record.  Fruit  trees  were  ad- 
vanced about  four  weeks. 

Apkii-:  The  proverbial  '  'April  showers 
this  year.  Precipitation  averaging  only 
niade  this  the  driest  April  of  record.     Tht 

previous  low  established  in  1900.  Drought  conditions  developed 
in  the  southeast.  Frost  was  a  constant  threat,  owing  to  the  ad- 
vanced stag(>  of  vegetation  so  early  in  the  season.  There  was 
serious  damage  in  counaercial  fruit  areas  on  the  11th  and  28th. 
Dry  (conditions  increased  the  number  of  forest  fires,  but  constant 
vigilance  kept  losses  low. 

May:  The  "April  showers"  came  a  month  late,  this  having 
been  the  wettest  month  since  August  1933  and  the  second  wet- 
test May  of  record,  exceeded  only  by  that  of  1894.  Rain  was 
general  throughout  the  month  to  the  22d,  but  excessive  rainfall 
of  the  27th  produced  the  most  serious  tlooding  of  record  in  por- 


"  were  not  very  heavy 
35%  of  the  normal 
total  was  75%  of  the 


tions  of  Lycoming,  Tioga  and  Bradford  Counties.  Flood  stages 
were  exceeded  generally  on  the  Susquehanna  and  at  scattered 
points  on  the  Ohio  and  Delaware  Rivers,  but  to  a  lesser  extent 
than  in  the  north-central  counties,  where,  as  the  waters  receded, 
12  deaths  and  millions  of  dollars  damage  were  reported.  These 
figures  are  niucli  less  than  in  the  March  1936  Hood,  principally 
because  of  smaller  areal  coverage  and  greatly  improved  warning 
systems. 

June:  This  was  another  wet  month,  the  wettest  June  since 
1928  and  the  fourth  wettest  of  record.  Again  there  were  Hoods 
and  threats  of  Hood,  with  serious  damage  reported  in  the  Phila- 
delphia area,  northern  Cambria  County  and  southwestern  coun- 
ties. Eight  deaths  and  property  damage  of  more  than  a  mil- 
lion dollars  were  attributed  to  weather  causes,  including,  besides 
flooding,  wind  and  lightning,  and  a  rock  slide  near  Viaduct  in 
ClearHeld  County  that  resulted  in  a  railroad  wreck. 

July  :  Those  who  were  forced  to  stay  home  during  the  sum- 
mer enjoyed  pleasanter  weather  than  usual.  July  was  relatively 
cool  and,  despite  the  frequency  of  thunderstorms,  which  aver- 
aged one  every  other  day,  it  was  drier  than  usual.  Very  little 
hail  was  observed  during  the  thunderstorms,  but  four  deaths 
from  lightning  occurred  at  scattered  places.  An  all-time  24- 
hour  rainfall  record  was  set  at  Wilkes-Barre  on  the  31st,  when 
7.62  inches  was  measured  in  24  hours.  The  bulk  of  the  rain 
occurred  in  less  than  eight  hours  and  resulted  in  flooding  of 
cellars  and  streets.  Some  complained  that  damage  was  heavier 
than  in  a  major  Hood. 

August:  Continuing  the  cool  trend  of  the  past  four  months, 
this  was  the  second  coolest  August  of  record.  Rainfall  was 
but  slightly  deficient  for  the  State  as  a  whole,  but  it  was  a  dry 
month  for  the  western  counties.  There  were  frequent  thunder- 
storms, however,  being  most  general  on  the  26th,  when  damag- 
ing hail  occurred  at  several  places.  Depths  of  hail  ranged  to 
over  three  inches  near  Doylestown  and  in  the  vicinity  of  Har- 
risburg.  Crops  and  gardens  were  damaged,  some  a  total  loss. 
A  tornado  struck  a  rural  connnunity  in  the  vicinitj'  of  Lime 
Valley,  11  miles  south  of  r>ancaster,  on  the  19th,  and  caused 
some  damage  to  property  and  crops,  but  no  casualties. 

Septe.mukk  :  This  was  a  warm  and  pleasant  month,  less  than 
three  degrees  cooler  than  August.  There  were  only  7  days  with 
rain,  but  thunderstorms  were  general  on  the  lOtli  and  29th. 
Wind  did  extensive  damage  at  Lock  Haven  (m  the  10th,  having 
injured  two  persons  and  destroyed  considerable  property,  in- 
cluding several  airplanes,  buildings  and  power  lines.  Wind 
and  hail  wrought  damage  on  the  29th  in  Beaver  County. 

0«'tobp:i!  :  With  temparatures,  sunshine  and  rainfall  above 
normal,  this  was  a  good  growing  month.  Pastures  greened  al- 
most as  in  spring,  saving  farmers  the  cost  of  fodder.  This  was 
the  6th  warmest  October  of  record.  Unseasonably  warm  weather 
of  record  proportions  came  at  the  end  of  the  month. 

Novembkk:  The  warm  trend  of  the  past  two  months  contin- 
ued througliout  the  month,  but  unlike  October,  November  was 
dry,  with  but  44%  of  the  normal  precipitation.  This  was  the 
7th  warmest  and  6th  driest  November  of  record.  Only  a  trace 
of  snow  fell  durinc  the  month. 

De(3E>ibek  :  For  the  beginning  of  winter,  this  was  a  quite 
pleasant  month,  having  been  relatively  dry,  smmy  and  warm. 
Real  wintry  weather  was  in  evidence  the  first  few  daj's,  with 
quite  low  temperatures  and  blustery  winds.  The  rest  of  the 
month  was  generally  confortable,  with  several  warm  spells  in 
which  notable  maxima  were  recorded,  when  temperatures  in  the 
60' s  were  general.  The  State  had  a  white  Christmas,  except  in 
the  southeast  portion  • 
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Olimatolog'ical  Data  for  the- ITear  1946 


Counties 


Alhuiric  Drainage.. 
Alleiitown  Arpt.  4NE.. 

Altoona,  4.')  W 

Burnt  Cabins,  J  SK 

Canton,  1  N  W 

Caiiislo 

Chamberabuig.  1  S\V.  . . 

Coatosville,  1  S\V 

Ciirwensville ,  fi  NW  — 

Eagle.'  Mere 

East  Waterford,  3  K  — 

Emporium,  IE 

Ephxata 

Evert'lt,  0.5SW 

F'reeland 

Georg'p  School 

liult.ysburg 

Gordon 

Hanover 

Hamsbiirg(Arpt.),  3.5 S 

Hawley.O.SE 

Holtwood     

Huntingdon 

Lanoa.-ter 

Lawrenceville 

Lel)auoii 

Lcwistowu,  1  W 

Lock  Haveu 

Marcus  Hook 

Martin.-.burg 

lMontro.se,  3  E 

Mt.  I'ocono,  2N 

Falincrton 

l'lLiladelphia(City) 

I'hilip.sb'.irs,  7E    

Plioenixville,  1.5  SE  — 

Port  Clinton 

Quiikorlown.  0.5  E 

Reading 

Scranton 

Sclinsgrove 

State  College 

Strouds'burg,  2  E 

Tamarack,  2  S 

Towanda,  IE 

VVrllsboro 

West  Chester 

Wilkes-Barre. 
Williamsport  { .\rpt. ),  4E 

Willianistown 

York.  3  S\V    

Ohio  DrtdiHuge. 

Blairsville,  6  NE 

Bradford,  4  \V 

BrookvlUe 

Bufler 

Clarion,  3  S\V 

Claysville 

Corry 

Coudersport 

Derry 

Donegal   

Donora 

Ebensbure 

Farrell .     -  

Ford  City.  4S 

Franklin 

Greensburg,  '2  8 

Indiana 

Jamestown,  2  NW 

Johnstown 

Kan-.  1  N 

Meadville,  IS 

Mercer,  2.5  "SE 

Midland  

New  Castle,  1.5  N 

Pittsburgh  (Airport).  .. 

Putneyville,-.',6SE 

Ridgway 

Somerset 

Springs,  I  SW 

Tione.sta,  1.5  SE 

Titusville,2S 

Unioutown 

Vandergrift 

Wii  rren I 

Waynesburg ' 

Lake  fyrahuioe. 
Erie I 


Leliigh 

Blair 

Fulton 

Bradford . 

Cumberland.. . . 

Franklin 

Chester 

Clearfield 

Sullivan 

.luniata 

Cameron 

Lancaster 

Bedford ,. 

Luzerne 

Bucks 

Adams 

Schuylkill   .... 

York 

Dauphin 

Wiiyne 

Lancaster 

Huntingdon 

Lancaster 

Tioga  

Lebanon. 

MifHin 

Clinton. .    , 

Delaware 

Blair 

Susquehanna .. . 

Monroe 

(Carbon 

Philadelphia.  .. 

Centre 

Chester 

Schuvlkill 

Rucks 

Berks 

Lackawanna  . . . 

Snyder 

Outre 

Jlonroe 

Clinton   

Bradford  

l^oga 

Che,ster 

Luzerne 

Lycoming 

Dauphin 

York 


Temperature  (degrees  Fahrenheit* 


Precipitation  (inches) 


Indiana 

McKean 

Jefferson. .  

Butler 

Clarion 

Washington 

Erie 

Potter 

Westmoreland 

Westmoreland . . . 

Washington 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland . . . 

Indiana 

Mercer 

c:ambria 

McKean  

Crawford 

Mercer 

Beaver 

Lawrence 

.\ile.!?heny 

Armstrong 

Elk 

Somerset 

Somersi't 

Forest  

Crawford 

Fay.-tte 

Westmoreland 

Warren 

Greene 


Erie. 


3H4 

L50O 

9U0 

1,450 

173 

640 

400 

2.215 

2,  U20 

2,  12.5 

1.100 

365 

1,020 

1.970 

160 

500 

9(10 

600 

364 

980 

200 

700 

255 

9y6 

469 

580 

554 

12 

1.460 

1.176 

1.914 
435 
26 

1,914 
100 
430 
480 
273 
746 
476 

1, 175 
327 

2,200 
755 

L319 
440 
549 
520 
775 
390 


2,  04H 

1,680 

1,400 

1,077 

1,114 

1,17(1 

1,427 

1.653 

1,150 

1,746 

761 

2,  060 

855 

9.50 

987 

977 

1,300 

1.050 

1.6.50 

1,750 

1.066 

1.200 

780 

900 

1.286 

1,300 

1,385 

2,100 

2.  5(.i0 

1.200 

1.550 

1,040 

825 

1,190 

1,100 

705 


3      J 


For  the  State. 


80 
47 
,58 

4 

4 

3 
57 
45 
26 
52 
40 
70 
43 
42 
5H 
28 
28 
57 
44 
49 
58 

8 
56 
20 

4 
41 
40 
21 
76 

4 
37 

8 
69 
49 
.52 
57 
58 
32 

4 
52 
66 
92 

8 

4 
31 
48 


1 

20 
35 
24 

3 
42 
32 
17 
50 

3 
20 
29 
34 

3 
.53 
38 
44 

5 
55 

3 
53 


66 

13 

3 

31 

79 

26 

3 

3 

57 

32 

52 

16 

74 


'   O  03 


c:-^       ki 


c     I  4s 


Sky 


At: 

a 

s 


a 
o 

•» 

O 

t.  ^ 

I.  >, 

o^t: 

^  A 

£:  = 

^•C 

BB 

s 

> 

3  t- 

s 

£ 

!S 

5i 

62.2 

50.4 

51.15 

47.9$ 

54,05 

52.6 

53.25 

46.6 

46.5 

50.2 

48.8$ 

5-1.6 

50.85 

49.65 

53.6 

54.6 

50.0 

54.8 

54.1 

49.  0 

55.3 

51.85 

63.0 

49.9$ 

.53.1 

62.65 

62.2 

59.65 

50.0 

46.75 

46  4 

50.4 

56  8 

45.9 

54.7 

01.0 

52  2 

54.8 

51.2 

51  4 

5L1 

62.45 

46.9 

50.2 

47.2 

54.6 

51.3 

50  8 

52.0 

55.8 


49.8 

46.6 

48.4 

52.0 

49.8 

51.0 

48.0 

47.25 

53.25 

48.2 

55.  i^ 

48.65 

54.65 

50.2 

49  6 

52.15 

52.05 

50.2 

53.0 

44.7 

48.6 

49.2 

52.  6 

51.9 

,53.6 

49. 65 

47.1 

48.9 

47.6 

48.0 

48.6 

.55  4 

5;j.  4 

50. 2 
53. 2 

52.0 

51.1 


95 
92 

98 
92 
91 

100 
96 
86 
87 
S9 
91 
96 
97 
90 
95 
93 
94 
94 
96 
96 
93 
97 
93 
96 
96 
96 
95 

101 
90 
90 
88 
93 
95 
87 
97 
93 
94 
94 
94 
94 
92 
96 
86 
94 
92 
94 
98 
96 
93 
97 


88 
87 
90 
96 
94 
93 
90 
90 
91 
92 
95 
86 
99 
92 
92 
92 
92 
94 
95 
87 
93 
92 
96 
94 
95 
94 
98 
89 
86 
94 
87 
93 
97 
93 
93 

95 

101 


June  25 

July  19 

July  19 

Julv  19 

July  19 

July  19 

July  20 
July  9t 

.luly  19 
Sept.  9 

June  26t 

July  19 

July  19 

July  19 

July  20 

Julv  19 

Julv  19 
Julv  8 

July  19 

July  19 

July  19 

Julv  18 
July  7 

July  19 

Julv  19 

July  19 

Julv  19 
July  7 

Julv  19t 

July  19 

July  19 

July  19 

July  20 

July  I9t 

Julv  20 

July  191 

Julv  20 

Julv  19 

Julv  19 

July  19 

Julv  19 

June  25 

June  27 

July  19 

July  19 

July  20 

.luly  19 

July  19 

July  19 

Julv  .St 


Julv  11 

June  30-' 

July  11 

July  12 

,Tulv  11 

July  11 

June  301 

Julv  19 

July  U 

July  11 

Julv  101 

Julv  19t 

Julv  11 

Julv  lit 

July  9t 

Julv  lOt 

.lulv  11 

Julv  11 

.luly  8+ 

June  30t 

.lulv  11 

Julv  11 

Julv  11 

•lulv  I8t 

July  11 

June  26 

July  IS 

■lulv  19 

July  19 

Julv  8 

June  29t 

Julv  11 

Julv  11 

July  11 

July  10 

July  11 

July  7 


4 

-  3 

-  8 

-  3 
6 

-  1 
fl 

-10 

-  4 

•27 

8 

-13 

-  2 
4 
5 

-  5 


-27 


Feb. 

22 

6 

41.53- 

1 
6.80  1 

Jan. 

23 

60 

45.46 

9.51 

Jan. 

23 

5 

38. 595 

7. '23 

Jan. 

20t 

7 

■16.5'25 

9.59 

Jan. 

•23 

57 

40.00 

6.87 

.Ian. 

23 

5(1 

40.  35 

6.  96 

Jan. 

23t 

58 

43.87 

8.53 

Jan. 

27 

4 

46.  83 

7.16 

,1a  n. 

20t 

10 

44.83 

9.46 

.Ian. 

til 

10 

45.15 

7.88 

.Ian. 

23 

58 

41.815 

7.78 

Jan. 

23 

54 

41.435 

7.98 

Jan. 

23 

26 

37.675 

6.92 

.Ian. 

20 

53 

45.385 

10.19 

Jan. 

23 

40 

38.14 

6  83 

Jan. 

23 

73 

35.16 

6.09 

.fan. 

23t 

43 

.38.83 

8.92 

Jan. 

2;3 

43 

34. 10 

6.10 

Jan. 

23 

68 

33.  58 

7.  ,54 

IV  b. 

22 

36 

4L67 

7.63  j 

Jan. 

23 

:!3 

.31.44 

6.36  • 

Jan. 

■a 

69 

44. 78 

8  26  1 

Feb. 

22 

56 

■43.57 

7.98 

Jan. 

23 

49 

37.  ,525 

8.  40« 

Jan. 

23 

63 

37.  89 

6.90 

Jan. 

23 

8 

43.  635 

7  41 

Jan. 

■a 

,56 

48.64 

9.U 

,Iau. 

20t 

•20 

39.  .59 

6.59 

Jan. 

23 

4 

40.01 

6.69 

Jan. 

'20t 

41 

41.925 

8.87 

.Ian. 

20 

40 

46.14 

8.87 

Jan. 

■a 

30 

38.  865 

7.48 

Jan. 

20 

76 

40,88 

8.61 

Jan. 

23 

4 

45.  63 

8.05 

Jan. 

23 

37 

39.  02 

7.90 

Jan. 

23 

8 

44.  W5 

8.61 

Feb. 

■22 

61 

50.31 

10.64 

Jan. 

20 

69 

37  84 

7.72 

Jan. 

20 

,5-.' 

36.  72 

9.41 

Jan. 

23 

57 

43.  15 

11.32 

Jan. 

23t 

6'2 

40,34 

7.57 

Jan. 

23 

29 

41.105 

7.  065 

Jan. 

23 

6 

39.  •iS 

8.69 

Feb. 

22 

,W 

40.90 

8.81 

Jan. 

23t 

76 

35.82 

8  63 

Jan. 

23 

96 

41.38 

7.86 

Feb. 

22 

8 

43.  29« 

9.  51^5 

Jan. 

23 

6 

4.3.05 

9  45 

Jan. 

23 

V>. 

42.  85 

9. 54 

Jan. 

23 

.59 

40.  785 

8.39 

Jan. 

27 

10 

44.21 

h.76 

Jan. 

27 

■,>9 

44.  38 

8.03 

Jan. 

■.'3 

.56 

40.08 

7.25 

Jan. 

•a 

32 

30.74 

4.78 

Jan. 

23 

49 

36. 96 

5  36 

Jan. 

2;3i 

12 

30.  90 

6.04 

Jan. 

23 

32 

37.  43 

6.34 

Jan. 

23 

22 

37.  425 

8.24 

Jan. 

'R 

,50 

40.  77 

6.64 

Jan. 

23 

3 

51.94 

10.16 

Jan. 

2;3 

20 

30.  45 

4,56 

Jan. 

23 

•'8 

45.  49§ 

10.23 

.Ian. 

23 

34 

34.  675 

7.77 

Jan. 

23 

3 

37. 58 

6.87 

Jan. 

■23 

74 

:15.50 

9.38 

Jan. 

%^ 

38 

37. 575 

5.04 

,1a  n. 

22 

34 

43.515 

9.18 

Jan. 

•27 

15 

34.  49 

6.  92 

Jan. 

■23 

65 

41.56 

7.91 

Jan. 

27 

31 

45.  30 

9.  89 

.Ian. 

•23 

54 

35.  32 

6.67 

.ian. 

231 

7 

40. 21 

10.  62 

,lau. 

23 

10 

35.  39 

8.14 

.Ian. 

■a 

62 

.34. 17 

9.46 

.Ian. 

22 

13 

•29.25 

4.93 

.Ian. 

23 

3 

39.  405 

•5.  70 

Jan. 

23 

40 

39.13 

6. -29 

Jan. 

23 

63 

40. 97 

6.81 

Jan. 

23 

27 

4L24 

7.40 

Jan. 

23 

10 

38.  53 

7  62 

Feb. 

4 

3 

42.81 

9.  32 

Jan. 

23 

58 

38.  38 

7.^28 

Jan. 

•23 

:« 

33.  575 

5.89 

Jan. 

27 

.58 

35.  '27 

7. '21 

Jan. 

23 

20 

34.  00 

6.12 

Jan. 

•m 

74 

40.. S8 

7.68 

Jan. 

23 

39.64 

U.80 

May 

June 
May 
May 
June 
May 
June 
May 
Mav 
.\Iav 
-May 
June 
Mav 
May 
July 
Mav 
May 
May 
Mav 
Mav 
May 
June 
May 
May 
-May 
Juiie 
May 
June 
June 
Mav 
.Mav 
July 
June 
May 
Mav 
Mav 
May 
Juiie 
July 
Mav 
May 
Sept. 
Mav 
Mav 
May 
June 
May 
May 
Mav 
Mav 


June 
May 
June 
-May 
May 
June 
June 
June 
July 
July 
June 
June 
May 
Juiie 
Mav 
May 
June 
May 
Juiie 
May 
June 
Mav 
Mai- 
May 
Juiie 
June 
June 
June 
,lune 
Mav 
May 
June 
June 
June 
June 

May 

May 


064 

1.05 

0.  i»2 

0.92 

0.47 

0.89 

1.07 

1.06 

0.  82 

0. 1)3 

V22 

0.995 

0.79 

0.88 

1.'23 

0.57 

1.03 

0.72 

o:  57 

0.66 

0.86 

0.96 

1.00 

0.  6.S5 

0.  73 

0.49 

0  54 

1.41 

0.74 

0.77 

1.07 

0,  .50 

1.22 

(^*8 

0.85 

1.02 

0.94 

0.66 

0.62 

1.09 

0.63 

0,77 

(>.88 

0  67 

0.  .55 

0.94 

0  73 

0.89 

1.04 

0.83 


1.  17 

1.57 

L46 

1.47 

1.38 

0.88 

1.06 

1.09 

1.07 

1.62 

0.60 

L'26 

1.005 

1.43 

1.06 

1.115 

1. 135 

0.66 

1.  -22 

1.76 

\.W, 

0.97 

1.05 

0.97 

0.99 

1.415 

1.43 

1.24 

1.89 

1.-21 

1.29 

1.68 

0.96S 

1.03 

1.16 

1.11 

0.40 


Apr. 

Nov. 
Nov. 
Nov. 
Nov. 
Nov. 
Nov. 
Apr. 
Apr. 
Apr. 
.\pr. 
Nov. 
Nov. 
Apr. 
Apr. 
Nov. 
Nov. 
Apr. 
Apr. 
Nov. 
Nov. 
Apr. 
Jan. 
Nov. 
Apr. 
Apr. 
.Vpr. 
Jan. 
Nov. 
Apr. 
Nov. 
Apr. 
Oct. 

Apr. 
Nov. 
.\pr. 
Apr. 
Jan. 
Nov. 
Apr. 
Nov. 
Apr. 
Nov. 
Nov. 
Nov. 
Jan. 
Nov. 
Nov. 
.Ian. 


Jan. 
Apr. 
Jan. 
Jan. 
Jan. 
Jan. 
Jan. 
Jan. 
Jan. 
Jan. 
Jan. 
Nov. 
Jan. 
Jan. 
Sept. 
Jan. 
Jan. 
Jau. 
Nov. 
.Ian. 
Sept. 
Jau. 
Jan. 
Jau. 
Nov. 
Jan. 
Apr. 
Apr. 
Jan. 
Sept. 
Sept. 
Nov. 
Jan. 
Apr. 
Jan. 

Jau. 

Jan. 


16,6 
'29.  9 
21.0 
20,6 
19.0 
18.6 

11.  n 

3-1.1 
29.7 
28.2 


11.0  i 

21.7  I 

■29.3  I 

10.2  I 

17  0 

16. 6« 

14.2 

16.2 

35.1 

13.5 

17.1 

12.5 

2.5.0 

16.3 

19.4 

17.0 

4.75 
19.1 
40.9 
3'>.1 
17.3 

4.5 
U^ 
12.9 
19.5 
10.6 
14.8 
•20.2 
17.8 
24.0 
16.8 
27.7 
19.4 
22.3 
11.0 
16  5 
16.7 
11  55 
14.85 


32,8 
57.8 
20  0 
14.9 
2'2. 1   I 
13.0 
56.0  I 
37.4 
14.55 
■25.0 
4.2 
3-2.7 
17.0 
18.2 

33.5  I 
10.3 

19.6  ! 


26.6 
45.6 
10.4 
16.9 
8.5 
n.9 

ia2 
■il.  4 

24.5 
23.1 
■28.  4 
'28.3 
.39.6 
6,5 


3'2  6 
4.0 


31.6 


112 
1'2.5 
120 
125 
116 
111 
104 
160 
110 
124 


105  I 
189  : 
177 
I '26 
•209  I 
169  1 
169  I 

73  1 
127  i 

97  ! 


108  ' 
116  I 

45 ; 

136  i 
63  I 

110 
50 
98  ' 

112 

118 


113 

120 

ios' 
111 

114 

114 

116 

127 

111 

118 

127 

108  ' 

104  i 

114 

118  I 

10-)  ! 
1-2,5  i 
151  i 
126 
106  • 

97  I 
139  I 

91  I 
108 
126 

116  I 
122 
1'25 
118  I 

117  1 
1-24 

130  : 

131  i 

116  ! 

117  I 

r2i  : 

101  i 

111  i 


156  1 
159  : 

152  ! 
109  I 
142 
111  I 
148  ' 
1-29 
119 

153  ' 
119  I 
142  j 
107 
i:t4  ! 
135  J 
134 
141  I 
141 
131 
160 
113 

147  j 
123  I 

1-28  ; 

1.31 

135  j 

138  I 

142 

161 

144 

161 

134 

114 

148  ' 
99 

143 


157 


113 


96 
167 
191 
162 
171 

92 
179 
158 
1-26 
-218  j 
136 
■213 
109 

176  I 
151  i 

80  ' 
1'21  1 
91 

177  I 
112  i 

76 


216  i 
162  I 
115 
99 

119  1 
105 
1,37 
95  i 

1'26  i 
116  ' 
159  1 

S3  ) 

78  ; 

54 
16S  I 


89 

88 
150 

96 
1.50 
149 
1'27 
171 
106 
131 

73 
180 
163 
185 
167 
169 


34 

116 
82 
88 
84 

lO.^ 

102 
90 
91 
67 

121 
70 

128 
77 

1(13 

105 
82 

113 
87 

104 
97 


60 

lOH 

92 

142  I 
132 
112 

73  I 
139 
1'29  1 
100  i 
106  1 

93  1 
105 
'208 

96 


57 

13;? 

81 

113 

76 

79 

97 

105 

97 

188 

103 

106 

103 

57 

73 

54 

109 


156 

81 

132 

44 

!M 

1-27 

74 

111 

139 

99 

123 

130 

8S 

10S 

92 

117 

1-24 

89 

69 

86 

95 

77 

157 

42 

37 

■246 

las 

140 

T20 

87 

93  ;  1&4 


152  !  w. 

60  I  w. 
143  I  W. 
103  I  SW. 

93  I  SW. 

86 
146 
194 
126 
160  t  nw 
nw 


SW. 
8W. 

w. 


95 


235 

82 

92 
115 
110 
170 

84 
116 
148 

80 
108 

82 
1'28 
112 
111 
180 
162 
161 
10! 
149 
192 


w. 


nw. 


s. 
nw. 


90 
95 
158 
124 
114 
148 
155 
131 
111 
149 
100 
189 
182 
103 
106 


222 
143 
196 
102 
193 
136 
119 
133 
97 


SW. 
w . 

s. 
w. 

8W. 
SW  . 
W. 
SW. 


nw. 

nw. 

n. 

ew. 

sw. 

w. 

w. 


.se. 

nw. 

vr. 

nw. 

w. 

w. 

sw. 

se. 

w. 


72  I  w. 
131     nw. 

186  sw. 

82  sw. 

145  ;  w. 

107  {  s. 

154  I  sw. 


87 


1-28 
189 
144 
180 
r27 
U2 
169 
1.56 
152 
210 
193 
166 
,S2 
92 
58 


nw. 
a. 


sw. 
w. 


sw. 

sw. 


86 


-21.3  I     1-25  I     131 

1  I 


102 


116  ,  w. 
169  ,  w. 
182  i  w. 


Figures  and  letters  following  station  indicate  distance  in  miles  and  direction  of  station  f  lom  the  city  or  town,      t  Also  on  other  dates.    5  Partly  interi>oIated. 


Ykai;   1940 


CLlMATOlAKilCAl.  DATA:    I>KNNSVIAAN1  A   SKCTIoN 


UU 


Monthly  and  Annual  Precipitation  for  the  Year  1946,  with  Departures  from  the  Normal. 


January    i  February  I    March 


April 


May 


June 


July 


Aiurusi     iSeptember     October     November 


a 

e 

S 

2! 

a 

C 

P^ 

Q 

ATLANTIC 

I)R.V1NAGK    I 
Ddnirmi-  Fd.iin 
rrrri;  Delawarf.     I 

l)iuKmau>  Kerry.  *  K..| 

Equnuiuk 

Hnwiey.  i  K 

Hollisterville 

Liikevillo.  1  N 

Mataiuoras 

Milimville 

Mount  I'otono,  J  N  — 

I'ei-ks  \'ouri 

riea.-^aut  Mount.  1  W  . . 

StioucKbin-g,  ■.!  K 

Tanners  Falls.  ISE.... 
Winil  i;«p.3.SW 

LEHKiH 

.Ulentown  Arpt.,  4  NK 

Alloutoun 

Bothlehem 

Rlaki'slee  Corners 

(JouUlshoro 

Lansforii 

Mau<-h  Clmuk,  1  bW... 

Nrw  Tripoli 

Palmerton 

Zions\ille,  1  sW 


1.-19 
1.4S 
\.23 
1.39 
$0.70 
l.2.=>J 
1.-J8! 
-.05 
l.JSl 
0. 9S: 
1.81 
1.  Iti 
1.46 


1.131 

1.44 
l.M| 
0.  ««: 
1.64 
•i.  .59 

■52.32 
1.70 
l..i9 

jl.  .58 


HCHL'VLKIl.l 

Conshohocken —  . . . . 
Fredericksvi'.ie,  IS... 

Geieertowu 

GrattTiord ■ 

Phoi'nixville.  Ij  i^K.  ■  • 

Port  Clinton 

Pottstown.  is 

PottsviUe 

Keadius 

Straiisstouu 

Virgiuvillf 

Wernersville,  1  W 

LoWKK  Ui;i..\w.\i:i; 

CoatMville.  1  S\V 

DoyU'sto'vu 

George  School 

Maple  Glen  

Marcus  Hook 

Philadelphia 

Airport  Station 

City  Office 

Shawraont    

Quakertown.  i  K 

Westchester 

Westgrove,  li  8E 

SusijiielMiti"]  iSiisiii 

CUEMLNG 

Austinsburg.  2\\ 

Covinpton 

Lawienceville 

NOKTH  BKANCU 

Berwick 

Canton.  1  NW 

Danville 

Freeland 

Hop  Kottoni.  2  S 

Millvillp 

MtmrcH'ton.  2  8 

Montrose.  3  K 

Orwell.  3  N 
I'ark  I'lac 
Pikes  < 'reek. 

Rush.  HS 

Scranton 

Susqueliaunii 

To"anc1a  ,1  1'. 

Tnnkhannock.  1  S\V. 
W  likes- Barre.:!N.... 

\\v,.\    I'.ltAM-H 

.Vnsonia.  2  W 

Carrol  Itown 

Csrter  Camp  

Cedar  Run 

Clearfield 

C;oalport 


iM.29 
1.46 

^1.23 
1.74 
1.12 

152.16 
1,37 
1.S9 
1.40 
1.5.5 
1.54 
1.32 


1  39 
1  16 
1.34 
1.05 
1.41 

1.39 

I   I.  .51 

1.24 
1.43 

I.. 59 


2.  (ill 

3  67i 

1.50 

2.511 

1.38 

2.60 

1.97 

2.  40 

1.68 

2.57 

2.  V2 

1.33 

3.71 

2.61 

3.22 

1.42 

2.43 

3.12 

2.17 

2.37 

1.96 

1.93 

2.09 

2.28 

1.99 

2.10 

i.4o 

2  19 

0  49 

2.  62 

1.29 

2.  8.t 

2.75 

-1.20 

2.02 

2.50 

2.50 

-2. 10 

2.58 

3.20 

-1.47 

2.10 

-2.  .54 

2.61 

-1.36 

2.  63 

-1  92 

2.76 

-1.82 

2  26 

1.99 

2. 32 

-U.U    2.33 


-0.11 

-  0. 22 
f0.02 

+0.K 


3.01 
J2.  17 
1.89 
2.15 
3.76 
2.33 
2.87 
3.04 
2.30 
3.69 


1  \\V 


0.40 
0.90 
0.64 


^1.22 
1.19 
1.75 
1.71 
1.23 

«l.  1 
1.30 

$1.30 
0.7-5 
1..5J 
l.OJ 
1.24 
0.  62 
1.07 
0.  Sb 
1.32 
0.73 


0.88 
1.5' 
1.34 
1.18 
1.33 
/.4' 


-•2.1 


-2.2-3 
-2. 05 

-i.'tse 

-1.91 

-1 

-1.85 
-2.  '22 
-2  35 

-1.621 


-1.09 

-i.'io 


-1.5; 


-1.'27 


-2  41 
-0.94 
-1.15 


2.26 
2.19 
2. 38 
2.14 


2.16 
1.71 
2.  '22 
1.64 
2.35 

1.77 
2. 06 
2.60 
2.17 
2.46 
1.95 


0.9 
1.34 
0.  H5 


1.86 
2.14 
•2.10 
1.73 
3.19 
§■>.  36 
1.53 
3.43 
1..55 
1.65 
•2.51 
■2.40 
1.97 
■2.67 

1.93 
1.76 


-1.34 
-0.72 
-1.16 

-0.69 
+0.  01 
-0.68 

-^0.'2; 
-1.29 


-0.  68 
-0.38 
-11.69 
-0.  42 
-1.09 
-1.16 


3. 15 
3.75 
3.52 
■J.  65 
3.11 
4.81 
3.55 
3.87 
•2.81 
3.70 


2.43 

3.  07 
3  65 
3.43 
3.75 

4.  11 
3.46 
4.^20 
3.26 
4.42 
4.38 
4.03 


....   1  0.86 

....   ■  1.74 

-0.801  1.82 

-0.54 1  1.42 

-1.41,  1.34 

-1.31]  0.99; 
1.61 


-0.  Ill 


-0.74 


-O30 
-1-0.  34 
-t-O  06 


-1.09 


-1.40 
-•2. 10 


1.46  3.19 
-1.03  3.4 
-0.591  3.82 
3.68 

0.17    3.00 


-1.55 
-  I.  26 
-0.45 
-1.19 

-1.-2: 

-U.43 


1.60 
3.14 
2.72 
2  62 
2.71 
S.oS 


-1.17 

-0-'87 


-1--25 


•f  1.'25 


-1-07 
■i-0..50 
-0.31 


2.94 
•2.70 
3. 12 
3  64 
3. 
3.00 


-U.2S 
-0.95 


-0.9: 


0.00 

-(-0. 10 
+0. 24 
-0.15 
-1- 0.^26 
-0. 26 


-0.94 
-0.17 
-1-0.37 

-6.' 75 

-0.45 
-0.69 
-046 
-O.OI 
-0.35 
-0.84 


0.73  -1.74 

2.  ;;2 

1.80  -0.63 


3.94 
3.  20 
4.00 
4.91 
2.03 
^■6.  68 
3.16 
2.  .34 
2.7s 
4.49 
2 
2.99 
2  96 
2.13 
2.68 
'2.80 
3.87 


-0.13 


-f-0.4-. 
-1-0.10 


-t-O. 95 


-0.46 


1.59 
0.98 
1.84 
1.09 
1..W 
0.73 


0.64 
0.77 

0.85 
0. 

2.  08 
1.12 
I. '28 
0.89 
0.50 
0.85 


1.18 
0. 63 
0.91 
1.04 
0.86 
1.15 
0.86 
1.00 
0.66 
1.14 
0.78 
0.69 


1.35 
1.33 
1.'23 
1.17 

1.53 

1.43 
1.46 
1.31 
0.94 
1.37 
1.72 


0.69 
1.19 
1.10 


0.74 
^•26 
0.96 
0.88 
0.83 
$0.  69 
1.0' 
0.7' 
0.9' 
0.88 
0.66 
l.U 
1.02 
164 
0.87 
0.92 
0.96 


I  -2. 30 


-■2.61 


-•2.76 
-•2.81 
-•2.38 

-i'54 

-2.63 
-2.56 

■^2' 62 
-2.95 


-2.  3-. 


-2.  20 
-•2. 

-2.  99 
-■2.  40 
-■>.  63 
-2.61 


•2.38 
-2.43 
-2.  33 

-•2."66 

•1.6-. 
-1..59 
-2.09 
-■2.  51 
-2. 39 
-1.64 


-1.89 

-i'.ik 


-3.16 


.79 


89 


+2.  S3 


-t-4. 
-f3. 

-1-4. 
i-'2. 
f4. 
f  1. 


2. 851 

6.18!      ... 

8. 35  -  0. 55 

4.  •291 -0.14 

4.  40[-0.16 

3.'23'-  0.  80 

2.  99' 

3. 02  -  2.  14 

4.18 

4.73 

4.85 

3  68 

3.51 


-t  0.08 


69 
38 
39 

74 
72 

27 
10 

88  . 
47  -r 
08  4 


■2.59 

1.48 
ll.  32 

1.03 
0.29 
0  32 

0.'  i5 

1.47 


.5.-57-1-1,67 
6.47  -t- 2  61 
5, 781 -f 2  31 
5  9' 
6.41  +3.21 


6.09 
5.  S5 
6.02 
10.64 
5.31 
6. 30 


7.06 

8.81 
$8.40 


67  -0. 
46  .... 
351 ... . 
371-t-O, 
39-0. 
70..., 


0.69 
1.63 
1  01 
0.96 
0.61 
0.82 


-2. '22 


-2. 12 
-•2. 11 


!  2.  83 
+2.  59 
-4-2.65 
+  C.S1 
-1-1.06 
■f2.65 


-1-3.21 
+  -4.63 


i-6. 10 


11 

59 
43 
19 

3' 
51 
23 

8' 

76|,... 
671  ... 
39  .... 
14  . ... 
62+4. 
72]  +4. 
81 1+5. 
231 . . . . 
5ll.... 


6.85 
5.88 
5.S6 
7.79 
6.40 
5.21 
5.65 
.3.9' 
7.72 
5.36 
5.36 
7.83 


8.53 
7.,'<9 
6. '22 
6.00 
6.-59 

6  69 
8.61 
6.07 
7. '27 
7!  86 
6.92 


3.88 
5.72 
5.47 


4. 42 
3.85 
5.  64] 
.5.03 
4.  72 
4.00 
4.33 
5  58 
3  10 
6.07 
5.66 
4.98 
7.48 


+0.44 


+0.54 


6.64+2,0? 

5.71+0,87 

4,93  +0.'27 

4.37 

6.47 

5.37 

7.97 

5,15 

7.48 

6.10 


-7-3.1 


3.98 
-2.61 

0.75 
- 1.  82 
-^.■23 

4.17 


+  1.32 
+  3.  S8 
+  .'.45 

-f^j.'76 

+:-■.  45 
-i,\37 
+  J.  51 
+3.  33 
-f-3.  61 
+■2.87 


-fit.  68 
+  i.'6' 


4.78 
4.73 
10.  02 
5.71 

5.  42 
}4.  48 

6.04 
5.98 

6.  39 
4.66 
3.14 
5.44 
3.80 
4.40 
4.4: 
3.89 

U.  54 


5. 931 +-2. 

7  52  ... , 
8,3ll... 
8.91, +6, 
6.57+2 
6.68  .   . 


S3 


6.07 
4.62 
3.62 
4.83 
1.62 
4.03 
5-13 
3.9; 
4.52 
6.76 
4.08 
2.88 


6.04 
7.73 
6.83 
5.81 
4.03 

6.3 

5.18 
7.66 
10.46 
4  73 
6.30 


fO.  58 
-h0.81 
+  •2.80 

■2.  8^ 
+  0.95 


+0.  62 


-0.26 
-0.^24 

—0,87 
+  0.'22 
-1.09 
+0.  26 


+  1.38 
+•2.80 
+2.  20 

-6/25 

+  ■2. -22 
+  1.03 
+  3.08 
+  5.  .52 
-0.04 
+  1.48 


0.86 


+  •2.00 


+0.13' 
+  0.53 
+  0.71 


6.  ,36 

+■2. 27 

4.07 

6.77 

+2.69 

3.61 

8.14 

2.  ^20 

0.2- 

+0.06 

1.34 

;^.  80 

5. 59 

3. ;« 

-0.72 

4.13 



3.65 

9.92 

4.62 

9.41 

+  5.38 

1.87 

-1.74 

6.19 

+•2.  48 

3.54 

12.27 

2.56 
3  59 
6.91 
3,89 
5.47 
3.38 
4.95 
2.53 
3.65 
•2.64 
2.68 
3.03 
3.88 


4.79 
5. 22 
5.07 
3.13 
3  00 
4,51 
4.04 
6.:J2 
2.63 
6.75 


2.61 
4.^25 
3.31 
2.77 
3.13 
5.74 
.1.,'JS 
•2.73 
4  01 
6.99 
7.30 
3.61 


6.88 
3.39 

3.50 
2.68 
4.87 

3.26 
4.44 

3.47 
5.^28 
5.83 
5.43 


+2.79 
-0.05 
-0.  82 
-0.49 

■i.'98 


4.90 
3.23 
.5.57 
5. '23 
5  14 
4.83 
4,82 
7.27 

6,48j 

■2.44' 

57.061+3.44 

4.01  

4.90 


+  1  96 
+  1.  ^26 
+  1.19 
+  1.'27 

+2.35 


+0.  .39 
+0.66 

+  0.77 

-iii 

-0.23 
-0.7- 

--i.'-i8 

+1.93 


-1.85 


-1.39 
-1.7' 

+0  5 
-0.4 
-•2. '25 
-0.-20 


+2. 30 
-1  61 
-1.09 

-6.84 

-1..S0 

-0.18 
-1.41 
+0.77 
+  1.10 
+0.^20 


4.44 
3.81 

3.-48 
4  86 
5.21 
4.55 
4.35 
:147 
4.34 
2.95 


+  1.04 
+  0.38 
+  0.  11 

•fi'oO 
+0  49 
+0.  '29 

+6.62 
-1.04 


4.  061 
3.  40 
3. 12 
2.171 
3.05; 
3,61 
■2.51 
4.82; 
2.65; 
2.97 
4.^29 
4.02 


3.01 
2.89 
1.76 
3.37 
3. 57 


1.98  -0.43 

4.10 

3.  07  —0.  73 


7.12 

5.00 
2/22 
i.lS 
2.  66 
1.93 
5.11 
4.45 
2,90 
4.70 
2.  92 
3.06 
2.97 
4.82 
3.68i 
4.98' 
3.^24 


■2.  S3 
3.  22 
3.44 

2.68 


+  0.2: 


-0  97 
-0.33 
-0.44 
-0  74 

rO.83 
-n.56 


-0  70 
-0.86 
-1.81 

+>i!4.5 


-0.31 
+0.08 
+  0.11 
-0.97 
3.30  -0.56 
3.45      0.00 


2.66 
5.^20 
4.87 


-0.35 
+i.'79 


+  0.03 


+0.36! 


-0.72 

;  1.15 

rO.34 


-0.22 


1.76 

5.01 

•2.80 

3.  59 1 

■2. 90 

2.. 54, 

6.591 

4.48+0.62 

.5.141. 

4.^22l 

1.761. 

3. 73 

1.9^2l- 1.^25 

4.301  +  1.18 

6.  93  +3.  67 

2.30! 

1.90 


2.00 
2.66 
2. 22 
1.99 

2.  43 
1.94 
•2.48 

3.  95 
2.54 
2.72 
2  86 
2.28 
2,00 


1.92 
2.59 
1.99 
3.34 
■2.99 
3.64 
3.41 
;j.  14 
2.76 
•2.45 


2.09 

2,  73 
2.29 
2.3' 
•2.05 
3.48 

3.  17 
3.87 
■2.  52 
3.54 
2  64 
2.78 


2.20 
2.02 
1.63 
1.75 
1  91 

1.24 

1.22 
1.66 
2.  '25 
•2. 12 
2.  42 


1.72 
3.18 
2.62 


2.  79 
3.63 

3.  00 
4.12 
4.10 
•2.93 
3/29 
3  09 
3.16 
4,1 
2.41 
2.96 
2  14 
•2.:i3 
2  76 
2.59 
2.  62 


December  I     Annual 


S  I     s 


t: 

1    S 
!   <S 


0.61 

1  1.10 

-1.18    0.66 
1.43;  0.83 


•1.18 

-1.331 


-0.66 


-O  86 


-1.38 
-0  67 
-1.21 

-6'88 
-0  23 
-0.46 

-o.ei 

-1.13 


0.70 

0.68 

0,70 
1.07 
0.82 
1..50 
0,77 
0  92 
<Sl.05 


1.00 
0. 9.' 
0.89 
0.'83 
0.91 
0.99 
1.05 
1  00 
0.66 
1.15 


-2,331 
-•2.  31 1 
-■2.31 


2  19 
2.80 
•2.10 
1.81 
1  99 


...  .  33.75 

. . . .  40.  »:'. 

-0.78|  41.67 

-0.951  39.2' 


-•2.36,  -2.32;- 

. ...  1  2,36  . 
2.  75  ■ 
2.31. 
2.  43  . 
2. 43  - 
2.65  . 
2. ill. 
j 
I 


-0.68 
-0.63 


-2.  9: 


-1.441 


-0,69 
-1.23 
-0.49 
+  0.11 
-0.14 
-0.60 


-l.'2K 
-1.54 

-1.59 

-6!  66 

-1..57 
-1..59 
-1.-52 
-1.17 

- 1 .50 
-0.88 


-0.76 
-6.22 


+0.07 


-0..58 


0  93 
1.28 
0.94 
l.:i3 
1.05 
1.02 
0.68 
0.98 
1.12 
1.06 

1  19 
1.17 


1.07 
0.91 
1.^27 
1.12 
1.63 

•2.01 
1.87 

0  90 

1  14 
0.94 
0.97 


0 
0,62 
$0.63 


0.9' 
0.92 
1.'20 
l.U 
1.54 
1.23 
0.74 
1.59 
0.83 
0.95 
1.^26 
0.88 
0.83 
1.10 
0.67 
1.00 
1.06 


-1.85 
-1.99 
-'2.29 

-•2.69 
-•2. 13 
-2  63 

-^•2-40 

-2.  88 


-1.70i 
-'2.14 
-1.79 
-2  38 
-•2.  43 
-1.61 


'2.47 
•2.64 
2.24 
1.84 

2.09: 

2  14 
$2. 38 

'2.65 
$2.38 

2.50 


•0.86 


-0.83 
-0.65 
-1.01 

-o.'so 

-1.'21 
-1.44 

-^6.27 
-0,95 


$2.  62 
'2.71 
2.  ,35 
2.45 
•2.49 
2.29 
2.48 
1.97 
2.42 
2.  .59 
1  85 
■2.50 


-0.29 


75  -a 

22 

78 
861  +  0 
02+4, 


88i  4-44+1 
,..j  3.09  ... 
,..!  3.58  ... 

U,  ^2.08  -I 

50i  2.68 
...;  3.09 


1.46 


4. '29 1+0. 70 

4.661   

5.  66! 

4. 57; +1.51 
•2.721-1.33 
$4.751 


4.921+1. 
3.141..., 
6  63  ... , 


5.10 
2.82 
2. 


80  •2.901  +  0.03 
.,1  4.651,.. 
.  i  3.851  .. 
m  2.99-0.04 
62!  4.311  +  1.13 
..!$4.'22;    .. 


-2. 17 
-2.  '28 
-1.79 

■^i.'46 

-0.60 
-0.83 
-2.16 
-•2.  1 1 
-'2.60 
-•2.00 


-0.35 

-0,68 
-1.3 
-0  79 
-1  69 
-1    14 


-2.66 


- 1.  94 

•2.02 
-1.58 


'2.  4.'5 
1.87 
•2.54 
•2.  23; 

2.  39; 

2.33 
2  76 
2.57 
■2.60 
•2.43 
2.63 


1.36 

$1.34 

1 


2.00 

$1. 72 
2.31 
1.98 
2.27 
1.82 
1.6' 
•2.  29 
1.16 
1 

2.  '27; 
1.77 
1.46 
2. 02 
1.43 
J.W 
1.83 


V38.  21 
33. 57 
37.  39 
46.14 
39.31 
41.44 

$41  lOl 
37.41, 

$39 .631 


4\.Ki\ 

40.  771 

36. 36 

34.11; 

42.  1 1 

47.  70 

$47.  62 

i^.  56 

$38.  86 

$44. 17 


$:37.7i 
■39. 26 
$36. 14 

39.  82 
39.02 

$44.04 
$37,53 

40.  5(' 
37.84 
45.  96 
43  03 
39.68 


-1  -28 
■1.60 
-0.69 

•^6!5'2 

-1. 10 

-0.6 
-0.90 
-0 
-1.36 
-0. 35 


-0.82 
-6,' 63 


-1.51 


-0.  '28 


-1,56 
-0  .51 
-0.78 


-13.87 
40. 84 
38.14 
36  4 
:».  -59 

38.35 
40.88 
$40. 32 
50.3! 
41.38 
42.74 


$27.  60 

$;«.  79 

$37.  52 


$40. 89 
$46. .52 

40.99 
$45.38 

,36.88 
S^36.  09 

46.  ;e 

$41.92 
37.  58 
43.91 
42.  29 
38.33 
36.72 
36.07 
40.90 
$36.34 
$43. '29 


72-1.69 
331 .. . 

49; 

89I--2.08 
191-1.96 
40! 


J. 57  -0.38 

2.63; 

2.21 

2.18 

2.  82 

•2.40 


0.1' 
0.32 


+1.05 
+  3,61 
-5.61 

-6.48 

-3.29 


-5  02 


-l.-)8 
-2  06 
-6.45 

-3.34 

+2.80 
-1.49 

-i/j5 
-5.79 


-1.66 
-.5.  45 
-3.92 
-1.98 
-7.  70 
-4.^25 


$32.-56 
47.83 
42.93 
38.70 
41.1' 

$41.44 


-2  97 
-D.  07 
-4.61 

-2.11 

-2.06 
+  0,47 
-  2.  -49 
+5.48 
-6.60 
-0. 56 

-3. -26 
+:-;,'67 


-2,30 


-0.  90 


+2.M 
-2.42 


(Continued  on  next  page) 
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CLIMATOLOGICAL  DATA:    PExNNyyiAANlA  SECTION 


Vkau  1946 


Stations 


Monthly  and  Annnal  Precipitation  for  the  Year  1946,  with  Departures  ft-om  the  Normal-Continued 

July 


January 


2 


February 


March 


2  00 

l.Sf) 


1.  'JO 


1.56 
1  8-5 


-1.52 

-i.'ii 


Wf,st  Bkanch 
(continued)  j 

Curwonsville.  6NW 1.351. 

Driftwood 1.43 

Du:.liore 1  \2 

Eagles  Mere 1.  77  - 

Kmporium,  IE 1.5S- 

Euglisli  Center 1. 02  , , 

Galeton 0.  9h - 

Karthaus 1.  27  . 

Lock  Haven 1.04  - 

Medix  Run 1 .  22 

Flnlipsbvirg  Arpt.,  7E.  1.54.. 

Reuovo 1.06- 

Stati.'  College 1  Ofi  - 

Tamarack,  2  S 1.22.. 

Trout  Ruu 1.28    . 

Tyrone,  4  NE 1.12.. 

WelUsboro O.Hl  - 

Williamsport,  4  E 1 .  25  . . 

William^port 1. 8«  - 

Williamsport,  4  SE  ....  1.68.. 

JlMATA 

Altoona,  4^  W 1.41 

Breezewood.i  E 1.0 

BulValo  MUl? 1.42 

Burnt  Cabins,  2  NE...    \.m 
East  Watprford,  3E....    2.51 

Everett,  i  SVV ^1.59 

Hnutiugdon 1.38 

Lewistowu,  nV iM.42 

Mapleton  Depot 1.41 

Miirtiu.^burgr 1.3 

Mc('oimellstown,4  NW    1..59 

Netts  .Mills  HJ  NE I  no 

New  Bloomlield 1. 92 

Newport 2. 24 

Saxton,  1  W $1.5P 

Shade  Gap,  i  SW 1.64 

I/)\V-ER  SUS(jUKHANN<V 

Ar(.'n.ltsville j.  jg 

BeaAertowu 

Bloserville,  Ij  N 1. 76 

Carlisle 1.56 

Colnmbia 0.96 

Diiuphin,  3N i.ga 

Ephrata 1.24 

Glen  Roek     1. 04 

Gordon 2  0.5 

Grantville.  2  SW ;  1  50 

HanovHi' 1.  80 

Harrislinrg  Arpt.,  3§  S .    1.  07 

Holtwoorl 0.93 

Huntsdale     1.28 

Kirkwood.  1  SW !  1.  00 

Lancaster '  1 .  on 

L(?lian();i 1.5::! 

Middletown.  li  W 0.  87 

Mi'lersburg-,  2  E 1.86 

MilroT   1.37 

Newburg,  3iNW 1.21 

New  Hark 0.  94  -2. id 

Pine  Grove,  li  NE 1.69-1.49 

Selinstrrove 1.32  -1.69 

Shamokin 1.70  -1.  15 

Shippensburg 1.40-1.  58 

Sunbury 1.  55  -  I.  35 

Wellsville 

Willianistown 51-97-0.  65 

Woodward,  2  NE   1.04    

York,  3SW I  0.83  -2.17 

York  Haven j  1.40  -1.25 

Potnmnc   Uninii 

Charabersburg,  ISW..  1.46- 

Gettvsburg I  1.09!- 

Hew'itt,  2  SW I  1.  29j . 

Hyndman i  1.33- 

MeConnollsburg 1  1.16- 

Mercersburg $1.  60  . 

South  Mountain 1.74  . 

GULF  DRAINAGE 
Oliin  Badn 
Alleuhen', 


-1.79 


-1.39 
-1.58 


-1  77 

-i.'49 

-i.'84 
-2.  02 
~2.  10 


-2.16 

-1.80 
-1  87 


1 

3.21 

2  38 

2.13 

2.58 

2.55 

2. 29 

1.85 

2.78 

2  71 

2.69 

3.64 

2.39 

2.65 

2.39 

■5^.87 

2.91 

1,60 

2.  18 

2.15 

2.23 

2.66 

1.81 

1.66 

-O.f 

-0.'; 


-1-0.31 

-6.89 

Vo.'25 
-0.09 
-0.66 


-0.69 
-0.36 


8.3.3 
2.43 
$3. 23 
4.68 
2.37 
3.31 
2.04 
3.71 
4.96 
2.77 
4  33 
3.03 

3  7.' 
2  93 

4  12 
3,28 
2.23 
4.57 
4.22 
5.17 


£ 


April 


May 


June 


Augrust      September    October    I  November 


December  I    Annual 


!    •- 


i\ 


c 


-I)  10 
-1.27 


-1  45 
+  1.48 


-0,09 
-1-0.36 


-0,76 
tO.'»8 


3.41|-)-0  19 

2.  72i 
3.15 
3.94 
4.53 

3.  0' 
4.23 
3  9-2 
3.38 
4.28 
4.01 
4. '20 

S^4.74 

4.65 
$3.  94 

3.69 


2. 13  ~0.  46 


■I..35 
2.  00 


1..54 
1.55 


2.0 

2.13 

1.94 

1.6 

2.  22 

2.01 

2.17 

2.01 

2.  20 

1.73 

1 

2.03 

1.83 

2.11 

1.93 

1.82 

1.28 

2. 05 

1.56 

2.98 

2.10 

2.14 

2.11 

1.73 


-0.26 
-0.76 


-0.65 

-  0.  92 

-0.40 
-1.23 
-0.,53 


-n.51 
-1.16 
-0.49 


-1-0.34 
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0.71 

0.91 

0.57 

0.64 
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0.88 

0.66 

0.63 

0.88 

0.5.i 

0.83 

0.76 

0.  99 

0.77 

0.75 
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0.73 
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0.82 
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0.49 
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1.17 
0. 
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-2  51 

-2.70 


7.15 
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8.89 
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9.94 
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7.17 

9.11 

6.82 
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8.69 
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4-5. 9:. 
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2.04 
4.73 
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3.45 
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3.62 
1.99 
4.33 
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2.  54 
3,1» 
1.99 
3.33 
2.  34 
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-1.  II 
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$1  93 
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-0.24 


-0.38 
-0.46 
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4.03 
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0.99 

0.  98 
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0.56 
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7.23 

7.88 
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7.18 
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7.88 


+  1.  18 
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+  3  23 
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+3.56 
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6.71 
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4.62 

5  06 
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4.42 
7.47 
4.80 
6.07 
4.90 
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4.71 
4.05 
6.19 
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-2.34    7 

-2.74    6, 
-2.5;^!  9 
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-3.06 
-2.26 
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+  7. 
+4. 
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+  7. 
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6.92 
5.05 
6.05 
5.99 
6.91 
8  26 
7.11 
6.94 
6.69 
8  02 
5.49 
5.77 
5  19 
6.69 
7.78 


5.  14 

4.80 
7.09 
6.87 
9.02 
5.82 
7.98 
$7.00 
4.31 
8.11 
4.63 
5  6! 
.5.53 
8.32 
8  77| 
7.53 
6.491 
8.  47 1 
3.28i 
5.17 
9.00 
6.79 
4.94 
4.95 
6.13 
5.91 
4.79 


+0  541 

+  1.98J 


+0  66 
+  1.98 


-0.,53 
+6.'34 


+5.41 
+  1.52 


6.10 

3.63 

8.89 

2.87 

4  48 

6.05 

4.60 

3.  .57 

7.27J+3.20 

4.61 

2.64 

2.43 

4.7(1 

2.  65 

4.12 

2.30 

3.32 

4  16 

2.4 

2.54 
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1.34 
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2.89 
1.70 
3.36 
4.11 
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3.13 
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2.84 
4.76 
3.75 
3.53 
1.97 
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88 
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94 
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40.85.  0.89 
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04 

34 
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78 
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-0.77 
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-0.26 
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; 
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-2. 00 

2.  17 
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-0.38 

3.52 

+0.  77 

0.79 

-  1 .  32 

$1.81 

-  1.01 

$37.67     -0  69 

4.851+0.98 

4.54 

+  1.18 

4.49 

+  1.57 

1   15 

-1.31 

1.90 

-(1.99    44.78;    +4.:-l7 

5.60 

3. 72 

5.01 

0.9.5 

1.79 

$43.63 

4.89 

4. 37 

4.14 

U.82 

.1,82 

43.34) 

4.64i 

4.88 

4.03 

0  74 

l.tW 

40.011 

4.87t   ....: 

6.54 

4.28 

1.24 

2.10 

46.201 
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4  SO 

3.81 

1.19 



2  04 

38.41! 

4.  I2I+O.O7 

4.59 

+6.78 

4.  IK 

+0..M 

1.16 

-■2. 58 

•2.11 

-1.18 

54S.8<'i    +(1.86 

4.4S|-H).34 

3.34 

-0.14 

4.08 

+0.36 

0  97 

-2.07 

2,20 

-0.69 

41  27'   —0.48 

5.971 

4.06 

3.63 

0.77 

$1  63 

$41.87 

4.  53| 

2.93 



3.76 

0  80 

1.63 
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1.03| 

•2;35 
+2.  92 
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+6.68 
+2.02 
+  2.  18 
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+  2.31 
+  4.27 
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+  1.03 
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-0  55    1.23  -2.02;  8.39 
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0.53 
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+  3.67    4.82 

fO.93 

3.  851+0.  21 1  1  24-2.12 

1.28 

-1.28 

4.41 

+  1.05 

1.83 

-0.67 

2  08 

-0.34 

35  39 

-8.17 

Washington 

0.74 

2.25 



2.48 

1.64 

3.75 

6.04 

1.48i 

1 

^•^^i 

1.60 

3.67 

$1.40 



2.29 

$28. 56 

L  \KK    DKAINAUF, 

Albion 

1.54 

2.75 

3.11 

■ 

7.28 

4. 23; 

$2.99 



$3.27 

$$ 

Krie 

1.11 

-1.6h 

2.46 

-6!i2 

2.93 

+6.' 31 

'i'si 

-i:42 

7.68 

+  4.  28 

'5.' 84 

+2.' 80 

■4.' 47 

+  1.46!  2.26-1.02 

1. 82i  - 1 .  -57 

4.371+0.68 

3.48 

+0.18 

3.16 

+6.'.33 

40.  S8 

'+:+96 

Ra  vmond 

$0.98 
1.36 

-1.77 

1.75 
2.33 

-0.47 

$1.47 

1  3. 18 

-0.34 

1.68 

1.19 

[ 

i-2.22 

8.01 

5.18 
6.05 



+  1.89 

4.63 

4.05 

i  3.73; 

-0.23    3.871-0.29 

i 

$2.51; 

3.30-0.15 

s.m, 

3.50J+0.23 

1.71 
1.26 



-1. 01 

2.30 

-0. 78 

$37. 35 
39.66 

For  The  State 

7.251+3.28 

-2.  44 

Ttalicif,  data  interpolated. 


Partially  interpolated. 


Incomplete. 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 


Year  1946 


SEouthly  and  Annual  Mean  Temperatures  for  the  Year  1946,  with  Departures  from  the  Normal 


January 


AUeulowu  ^Vrpt.,4NE. 

AUeutown  ((jOop) 

Altooiia,  4i  W 

Arcndt^ville 

Berwick 

Bethlehem 

Blairsville. 

Bradford.  4  \V 

BrookvUli-.  l.SSW 

Burnt  Cabins,  2  NK 

Butler 

Cautou.  1  N\\    

Carlisle 

Chambersburg,  1  S\V. . 

Clarion,  3  SW 

Claysville 

Coalport 

Coatesville,  1  8W 

Columbia 

Corry 

Coudersport 

Cnrwensvllle,  f>  N\V.  .. 

Derry 

Donegal 

Donora 


Eagles  Mere 

East  Waterford,3£-  . 

Ebeiisburg 

Emporium,  IE 

Epiirata 

Erie 

Everett,  i  SW 

Karre  1 1  

Ford  City,  4  8 

Franklin 

Krt- derieksville,  18... 

Freelaud 

George  School 

Gettysburg 

Gordon 

Greensburpr,  2  8 

Hanover 

IIarri.sbur,t?  Arpt.  3jS 

Hawley.iE 

Hewitt,  2  SW 

Holt  wood 

Huntingdon 

Indiana  ...    

Irwin 


Jamestown.  'J  NW  .  . 

Johnstown .  , 

Kane,  IN 

Lancaster 

Lawrence  ville 

Lebanon. .     . 

Lewistown,  1  W 

Lorli  Haven 

Mavciis  Hook 

Jfartinsburg 

Meadville.  18 

Mereer,  '2i  NK 

Middletown  ,  \i  W.  . 

Midland    

Montrose.  :SE. 

Mount  Po('ono,2  N. 
New  Bloorafield.  . . . 
Newburg.  3J  NW. . . . 
New  Castle,  Ij  N  . . . 

Palmerton 

Park  Plans  1  NW..  . 

}';iih)delphia(.-Virport) 

Phila.  (City  Office).. 

I'hil'rf,.  8hawmont 

J'hilipshurg.  7  K 

Phoenixville,  USE.... 

Pittsburgh  (.ViriJort)  . . 

Pitt.-  burgh  ( City  OiHce; 

Port  Clinton 

I'utueyville,  2i  SE 

Quakertown,  i  V, 

vlieadins: 

KidgwHT 

vScranton 

Selinsgrove 

Souier^et 

Springs,  1  SW' 

State  Collesre 

Stroudshurg, 2  E 

Tamarack.  2  S 

Tionesta.  U  SE 

Titusville.2S 

Towanda,  I  E 

Tunkhannock. 


29.fi 
31.2 
2,S.  5 
3I.fi 
^329.  7 
30.8 
28.1 
24.1 
2rt.6 
30.1 
3i>.» 
23.6 
32.1 
31.0 

27.  .>( 
29.8 
27.4 
32.4 
33 

26.0 
24 

24  0 
32 

28.  2 
34.6 

23.3 
26.8 
2fi.b 
25 
33, 
30, 
29 
:n.( 
27  6 
27 
29.3 
26, 
32 
33.6 
28.1 
33.0 
33.0 
32, 
27  1 
J32  0 
33.2 
29.8 
30.4 
33.2 


33.8 
35.  2 
33.6 
25.2 
33.4 
32  2 
34.2 
28.6 
S27.1 
SO. 4 
32.9 
24.6 
29.6 
29.4 
28.8 
27.8 
28.8 
30.0 
24.4 
24  4 
27.2 
28.9 
29.0 


February 


March 


+0.3 
+2.3 

+  !.n 

+  1,7 

+  0."5 

+  0.  8 
+2.0 

+  \'.S 

+  3.' 5 
+1.2 

-i.'o 

+2.2 

+  \.b 
+  0. 

+  2.' I 

Vi.'o 


+  1.  2 

-0.4 

+2.9 

+3 

+  1.3 

+2.8 

+i.'t 
+i.'7 

+  1.3 
+  3.  f: 
+  12 
+  2.  1 
+0.5 
+  3.4 
+2.1 

+  i'7 
+  0.9 
+  1.3 
+  3.  1 


+0.  fi 


+2 


+  1.1 

+  4.7 

+6.7 

+i.'fi 

+1.5 
-0.2 
+0.6 


+3.6 
+  1.0 


+2.7 
+2.6 

+  1.8 

+2.4 
+  4.0 
+  3.5 
-0.2 


+2.8 
+  1.8 
-0.4 
+3.0 
+  0.7 
+  2.2 
+  1.3 
+2.0 
+  3.0 


28.6 
30.8 
29.8 
31.3 

i29 
30.0 
28.0 
24.2 
27.3 

fi30  9 
31.0 
22.7 
33.2 
31.4 
28.7 
,31,0 
28.9 
32.  2 
34.  (I 
25.6 
25.11 
24.0 
31.6 
28.5 
34.8 

22,2 
27.0 
27.8 
26  2 
33.2 
28  .■> 
30.  5 
$30.  fi 
29.0 
27.4 
29.8 
24.  5 
32.1 
34 
28 
33.4 
33, 
32.0 
25, 
32.7 
34.  0 
30.6 
31.6 
33  6 

27.8 
31.6 
23  2 
32 .2 
27,0 
30.2 
$3! 
29.7 
40. 
■28.8 
25.6 
27.7 
30.7 
32.6 
21.0 
23.1 
29.6 
31.4 
31.8 
27.3 
23.4 


34.5 

35.4 

34.6 

24.fi 

34.1 

32.  4 

34.8 

29 

28.fi 

30.0 

32.6 

25.3 

27.  6 

29.6 

29.8 

28.2 

29.4 

30.0 

23.2 

25.8 

26.4 

27.6 

27.6 


April 


.Hay 


-1.2 
+1.3 
+2.2 
-0.2 

-\'J/ 

-1.9 

+2.5 

+2.6; 

+2.8 
-0.4 


-0.3 
+  i.'fi 


+0.4 

+0.  6 


+  1.4 

■fo'.."; 


+0.6 
+0.4 
+2.fi 
+  1.R 
+2.9 
+2.1 

+V.i 


-0.1 
+07 
+  2.9 
+  1.  1 
+  1  9 
^0  7 
+  1.8, 
+0.2 

+  i.4 

+  1.2 
+2.0 
+3.  2 


+  1.3 

+i!i 

+2.1 
fO.  (i 

+  \.3 
t4.6 


41.2 


-0  8 
+  0  3 
-1.6 
-tl.3 


+3.0 

-1.8 


+2.0 
+  1.5 
+  1.4 

+2.fi 
+2.5 
+0  2 

+  i.'i 

+2.1 
+0  4 
+0.3 
+  1.0 
+2  8 
+0.9 
+2.4 
+2.4 


+2.3 


46.3 

47.6 

47.2 

4 

48.2 

48.3 

48.0 

43.1 

44.7 

46.0 

49.2 

44  3 
49.3 
48.0 
46.5 
48.2 
43 
48 
50.2 
45.4 
44 

43.6 
M.l 

45  8 
J63  U 


42.  3 
46 

4,"),  6 
44,5 

49  4 
46  8 
45.0 
51 

46.9 
4fi.fi 
47.4 
46.4 
48.0 
.511.  5 
45.4 
49.8 
50.1 
48.8 
44  ."i 
48.6 
49.2 
45.8 

50  3 
51.2 


47.6 
49.7 
41.4 

48.8 

45.  2 
48.4 
46  H 
48.2 
56.1 
46  0 
45.8 
46.8 
48.2 
49.6 
42.8 
42.3 
46.2 
47.4 
50.  e 
44.8 
43.8 

49.8 
51.5 
50.1 
42.2 
48.6 
51.2 
52  6 
45.4 

46.  2 
47.1 
.'^.O.O 
42.8 
47.21 
4fi  U 

4.5.  n 

43.6 
47.4 
46.81 

43.  4] 

44.  Ol 
46.91 

45.  2 
45.81 


+  8.6 
+9.4 
+  9.8 
+8.0 

'+7.' 9 

+  7.7 
+  11.1 

+  11.1 

+i6.'5 

+  8.0 


+7.6 
+  8.' 8 


+  12.  J 
+  10.8 


+  10.1 

+i6.'4 


+10  1 
+9.2 
+9.1 

+  13.3 

+  5.4 
+  13.8 


+  11.2 


+  13.4 

+  7.4 
+  10.0 
+  8.6 
+  9.8 
+  8  I 
+  9.9 
+  10.1 

+  8!o 

+  7.1 

+  11.5 

+  11.3 


+  10.6 

8^9 

+  10  5 

-•-9.2 


+9.7 
+  10.0 


+  11.0 

+  7.'8i 

+  8.9 

+10.9 

+  10.4 


+  12.9 
+6.6 


+  10.7 
+  10.7 

+  7.7 

47.'3 
+  14.0 
+  13.0 

+6.9 

+9.6 

+  0.4 
+  9.4 

+  11.5 
+  8.2 
+9.1 
+7.7 

+  11.) 
+9  8; 


+  10.0 


48.8 
49.9 
48.4 
50  6 
49 

49.fi 
45  9 
42.fi 
44.4 
48.6 
48.8 
^44.4 
.52. 3 
49.8 
46.4 
47.0 
44.8 
49.5 
62  6 
43.6 
44.2 
43.6 
iS.U 
43.8 
51.4 

42.4 

47  8 
44.6 
47  0 
52.1 
4fi.8 
47  0 
50.0 
46.  6 
45.2 

49  0 
Jl7  4 

50.0 
,52.  5 
47.8 
47.7 
52  1 
51.7 
45.4 
52.  4 
52.6 
48.8 
i7.« 
49.  fi 

46.2 
49.9 

40.6 

50  8 
46.2 
50.4 
51.0 
.50.8 
0.5  6 
47.2 
44.4 
44.7 
50.6 
48.9 
42.2 
42.4 
49.0 
49  8 
48.7 
47.2 
44.0 

51.8 
52.8 
52.6 

43.  2i 
52.1 
50.01 
51.41 
48.51 
45. 0! 
49.  o[ 
51.8 
43.5 
47.4 
48.8 
4-5.6 

44.  2| 
49.6 
.50.71 
44.4; 

45.  0 
44. 7| 
46.8] 

$47.  Ql 


June 


H         O 


July 

o 

! 

3 

0;. 

si 

b4 

5 

s. 

<& 

e 

O- 

s> 

t- 

w- 

August     I  September' 


+0.1 

+1.1 

+0.3 

+0.7 

-K7 


-2.5 
-0.6 


+0.  5 


+  1.6 
-0.7 


-3.4 

-i!o 


-1.5 
-0.fi 


-0.2 
-6.' 5 


-0.6 
+0.3 
+  1.5 
+  1. 
-1.9 
+  1.1 


-0.9 

+'i'9 

-0.4 

+  1.5 
+  0.2 
-2.6 
-0.3 
+  0. 
-0.2 

+i.i 

-0.6 

-1.7 
rO.  1 


+0.1 

+  1.2 
+0.2 

+  0.1 


60.0 

60. 0| 
57.8: 

fio.a 

60.  3 
60  5( 
56.8 
S4.0 
.55.6 
60.1 
57.9 
54.6 
61.9 
61.1 
57.0 
57.0 
54.9 
60.6 
64.0 
54.5 
54.4 
54.0 
60.2 
55.  2 
61.6 

53.4 
,57.6 
55  4 
.55.4 
62.9 
.56.1 
59  6 
fi2. 2 
57.0 

55  9 
,58.8 

56  8 
fil.  1 
62  4 

57  9 
59.9 
63.0 
62.  1 
56  4 
fiO.3 
fS.  2 
59. 
fiS.U 
fiO.  3 


-0.5 
-0.8 
-1.4 
-0.8 

'-•i.'o 


+0.5 
+0.91 

-\'.2\ 

+  0.1 
-14 
-1.5 

0.0 


+0.1 

-1.1 


+  1.2 
+0.7 
+0.3 


56.4 
60.5 
52.2 
fil .  5 
}56.5 
61.4 
59.8 
60.2 
65.4 
57  8 
.55.0 
.56.0 
61.7 
59.9 
53.8 
53.8 
,59.2 
60.5 
59.0 
57.8 
.55.8 


63.3 
64. 0| 
63.41 

•54. 0| 


+  0.31  63.91 
+  0.8    .59.91 


+  0.2I 
-1.0 


61.51 

58.2 
,58.6 
+0.41  59.6 
+1.0  62.5 
-1.7i  54.4 
-0.  7i  58.8 
-0.61 

-  0. 6; 


-1  3 

+2.0 
+  2.3 


+0.3 


58.4 
56.7 
54.6 
59.2 
60.1 
53.6 
54.fi 
55.8 
56.9 
$57.8) 


+0.1 
-0  5 


-3.8 


-0 
- 1 .9 


-1.5 


-1.  1 
-2.6 
t  1.0 
-0 
-0.3 
+2.  2 

-i. 


0.0 
-0.2 
+  0.5 
-0. :') 
-0 
-0.4 
+0.3 
-I.l 

-o'l 

— 0.  H 

-1.4 
-0 


-0.5 

+0.2 
-1.1 
+0.  1 


-1.6 
-0.8 


-2.0 

-6.' 2 1 
-1.5 
-1.4 
-0.3 


-0.7 
-2.1 


+  1.2 
+  1.1 
+  0.  ! 

't'i.'e 

-0  3 

0.9 

-2.8 

-o.'ii 

+0.61  69.0 
-1.5!  62.8 
-0.6l  65.fi 
-2.4;  66.2 
0.0    64.0 


67.4 
67.7 
64  9 
67.0 
68.4 

as.o 

fit.  2 
fil.  6 
63.  1 
66.2 
fifi.4 

63.  (I 

68  2 
67.3 
M.8 
66.5 
62. 2 
B7.3 

69  6 
63.3 
61.1 
60.8 
68.4 
63.0 
71.0 

60.6 
64.2 
62.8 
63.2 
69.9 
66.2 
eCt.S 
71.2 
65.8 
65. 2 
65.8 
65.2 
67.9 
68.6 

64.  9 
67.7 
68  8 
68.8 
63.9 
65.4 
68.8 
66.6 
66.  £ 
69.2 

65.6 
68.6 
59.6 
67.2 
65.2 
68.4 
66.4 
67.6 
76.8 
64.1 
64  4 
64.2 
68.0 
67.8 
62.4 
61.2 
$63.4 
67.0 
67.6 
65.2 
62.4 

69.2 
69.8 
70.0 
.59.8 
70.2 
68.5 
70.3 
65.2 
64.4 
66.8 


-0.9 
+0.2 

+  0.4 


61.4 
65.3 
68.4 
61.1 
63.5 
63.8 
0.91  65.0 
65.  S 


-2.4 
-2.1 

-1.9 

'-2.' 7 

-3.7 
-0.9 


-2.9 
-3.0 


-27 


-2.1 
-3.  2 


-0.6 


I.O 


-2.1 

-2.8 

0.0 

0.0 

-1.7 

+  1.6 


-1.1 

+6'i 

-1.7 
-1.8 
-1.4 
-1.21 
-2.  8' 
-1.5l 
-2.3 

-4.' 6 
-2.  1 
-1.8 

+0.7 


-0.8 

-3.'i 
-1.1 

-16 

H.3 


-0.5 


-3.6 


73.9 

73.6 

69 

73  5 

73.8 

74.3 

68.9 

65.4 

67.4 

71.4 

70.8 

68.4 

73. 

73.4 

69  0 

69.2 

67.8 

73.  4 

76.2 

66.4 

67.3 

66.4 

71.8 

66.8 

74.4 

67.4 
70.2 
67.8 

68.8 
75.3 
72.1 
71.2 
76.4 
69.7 
69.2 
71.6 
70.0 
73.0 
73.5 
70.6 
70.4 
74.8 
74  6' 
69.8 

70.0 1 
76.4| 
7>  ■>! 
71"  81 
75.6 

89  7 
73.0 
63.2 

72. 2 
70.  1 
74.6 
73. 2I 
72.6 
78.  S\ 
70.1 1 
fiS.  2 
68 .2| 
74.41 
71.8 
fiS.  1 : 
66.6; 
71.61. 
7i.i 
70.7! 

70.  6: 

68,9  , 


-0.3 
-0.4 


-1.4 

-l.RI 

-2.5! 


75. 2 

"6.2! 

75,1 

64.7'. 

74.6 

73, 1!' 

74.4 

71.6; 

,.,!  68.41. 

1.7;  73  21 

1.3!  "9.3' 


-  1.5 
-0.1 
-0.4 
-4.(1 


-l.fi, 

-1.31 
-2.6' 
-1  7' 
+  1.0! 


-1.0 


67.7 
72.1 
71.4 
67.0 
65.2 
71.6 
73.4 
66.8 
69.2 
66.4 
69.6 
71  6 


68.21 
68.2!    - 


- 1  7    64. 6 
-4>.9 


68.  1 
68.  2 
68.6 
63,  fi 
61,1 
62.9; 
66 .2 
66.2 
63.4 
68.4 
67.6 
64.5 
64 

63,2 
-1.5    67.6 

ro.6 


-0.: 


-2.9 

-0,7 


-1,B 


3.9 
3.7 
-4.6 
-4.4 

-4.6 

'5'3 
-3.2 


-3.8 


-4.4 
4.8| 


66.2 
66.2 
63.0 
66.0 
66.8 
68.8 
63.9 
59.9 
61.4 
62.8 
64.5 
$62.  4 


October  j 

a 

-1 

g 

3 

t    i  ^ 

V          s> 

H 

C      1 

November  December  I    .Annual 


E->  I    e 


+  1.4 
+  1.0I 
-0. 1 1 
+0.1 1 

....  I 

+  1.9 


57.2 
58,1 
5,5.2 
57.2 
57.  fil 
60,  3 1 
•55,8 


+4.21  45.6 
+5.0!  46.7 
+3.1 
+8.1 1 


-4.6 


-2.7 
-0.8 


-1.5 


-0  5 
-1.0 
+0  3 
•  1.1 
-0.5 
+2.8 

-i.'s 

'+6.'9' 

-1,;+ 

-1,1 

on! 

-2.1 
-I.Oi 
-0.  2* 
-0.6]  64.8 
...  I  69. 2 
-0.71  71.2 
-0.3 '$66. 7 
+0.1 1  65.8 
+3.2'  69.2 

I  65.  4 

0.0!  67.6 

!  58.8 

-2.0i  67.6, 
-0  51  64.8 


63.1 
62.8 
61  2 
66.4 
61.6 
69.1 

i  62  6 
6-5.0 
62,  3 
64.6 
69  7 
68.0 
65.6 
70.4 
6.5.  2i 
64,4! 
66.8! 
65.01 
69.  1 
68.81 
65.0, 
64.8 
69.4' 
69.4 


-7.1! 


66.2; 

65,4 
63.4 
64.4 
I  59  7! 
-5.'2$66.'4i 
...  68.6 
-3.9I  61  0! 
-3.11  60.01 
60.6 


-0.4    52.0 

+  1.0  .53.1' 

i  .55.01 

+0  3    57.  4 1 

$54.5! 

+  0.  7  $.58.  1 1 


+  2  5 
+3.  9 


-2.9 
-4.' 6 


66.2 
60  6 
67;  6 


-0.9 
-\.2 


+0.1 


-0,1 
-0  1 


■^0.5 


....,  63.0 

...  64. 5 

-4.4  61  7 

-3,0'  62.41 

-2  81  67.4! 

-1.6j  66. 3I 

-4.  1,  63.3; 

-0.  7|  70, ol 

,.  '  6;<.  4| 

-4.0'  63.7 

64.1 

-).S1$64.  4 

-3  11  68.  ol 

-3.6)  66  31 

■3.  4I  63.  ol 

-6.01  62.  8i 

-4.2!  67.4; 

-3.2'  67.01 

-3.2'  62,0; 

..,.1  fi6,2! 


.56.6 
5l.fi 
55.7 
53  0 
.58-6 
59.6 
53  2 
52.  2 
.52. 8 
57.4 
52.4 
89.8 


+  ,5.0 
+3.  2 

'  +  1^9 

-f4.'4 

^3.9 
+3.8 


+3.1 


44  0 

45.31 
46.01 
47 
13.4 
42.2 
42.0 
43.2: 
45.1 
42  0 
47,4 
46.  I 
43.  0 
44.7 
41  3 
46.7 
48.8 
42.7 
$40.8' 
89.6 
47.1! 
41.41 
48.6 


+3.6 
+4.2 
+3.8 
+2.5 


f-0.5 
+0.9 
+  1.0 
+2.7 
-H).3i 
+  4.81 


-3,9, 
-4,0 
-4,1! 
-1,61 


69.6 

65.11 
65. 9  i 
71.2] 


84.2 

,56.31 
54.4 
54 . 8 
88.  4 1 

59.  1 ' 
51.  H' 

60.  4 1 
5.5.0 1 

+1.01  54.fii 

I  56.61 

+  4.2  58.61 
+  1.5  58. 9i 
+0.2!  58.51 
+0.6'  51.6 
-2  fi  54.4 
— 0.  3I  58  8 
+I.2|  58  4! 
-H).9l  54.2 

!  61.2! 

fO.  .51  .59.7 
+  0.5'  56.81 
+  1  5'$54.2 
+5.8)  61. 6i 


"l   +.S.4 


+3.2 

+  4 


+  3.9 


+  5.8 
+2.6 


+  2.6 
+3.7 


+4.0 
+  3 


40.0 

..  1  43. 3i 
+  4.61  4-j_6, 
+4.7|  43.2; 
•1-3.9  48  2! 
+  6.  7I  47.61 
+3.0  43.4' 
+7.1!  46.  2I 
....  43. 4| 
+  3.  5    43  4I 

,  45.61 

+  8,  8I$43.2| 
+  3.6]  48.0; 
+  4.91  48.0 
+3.  8l  43.3 
+0,3, $45.0 
+2.7;  48  41 
+3.6    47,2 


33. 9' 
38.0 
33  0' 
34.8 

33.81 
34.7 

32. 01 
29.01 
31,6 
.32.  «i 
35.1 
29.6 

37. 2 
34.8 
32.  4 
84.1 
31.5 
35.8 
37,3 
31.6 
29  2 

....I  28.4 
-^4.81  .37.2 

31.4 

+  3.4'  89.01 

....       26.  71 

32.1! 

+4.01  31  ij 
+  3.91  29.4! 
+  4.7  36.21 
-H.2  35.8 
+2  71  34.4 
+4.6|  35.2! 


+  1.2 
+3.2 
+3.8 
+  2.0 

'M.'4 

+6.' 8 
+  3.7 


.3:<.0 
32.5 
34.2 
.80.6, 
3.5.4 
38.81 
31.6; 
36.  21 


+4  7 

+8:i 

+4.1 
+1.7' 
+7.7 


43.6 

47.41 

48.8, 
45.2 
46.8' 
49.  1 


+3.8J 

+5;  7 1 
+  4.0 
*-5,4 
+3. 2 
+2  2 
+  3.41  37.6! 
+  4.4I  36.4' 
+  4.3  30.8' 
. ...  $39.7, 
+3.Sl  36.8; 
+3.51  34. 3i 
+  .5.5;$34.4l 
+6.9I  38  21 


62.2 
50.4! 

52.8; 

$82.71. 

83.41 
49.  8| , 
46.  (H 

48.1; 

$51.1'. 

+3.  9|  52  0 

$47.91. 

+  .5.5|$5».0l 
+  L7    52.6, 

49.8 

+  1.7    81. 0! 

]  48.  21 . 

+3. 0  $.53.  2 
...   I  .56.3. 
+3.2I  48.  ol 
+2.9l$47.2; 

i  46.6,. 

+5  0|$53.2i 

1  48.2. 

+  3.3|  o-i.4 
I  I 
I  46.  6| . 

1  50.2i. 

+  2  7,  48.6i 
-t-0,  li$l8.8i 
t3.5  54,6 
+  3.9I  5A0i 
+4  81$50.8| 
+4.2I  54.6; 

!  .50.21. 

+3.1,  49.61 

i  81  6j. 

+3.4|$49.6| 
-t-2.0;  53.61 
+6.  1'  54.61 
+2.21  50  0 
+;i.4l$82.1 
+  3.01  54.8 
43,7!  54.1 
+2,6    49.0! 

!$63.8' 

+2.3!  85  3! 
+2  8,  51.81 

+3.6,$52.0' 

+5,8;  -55.2; 


+0.4 

--6.' 9 
-0.8 

-i.5 

'-0^6 
-1.4 
-0.2 

+-0,8 


-1,9 

-2. 


68.3; 
68. 0; 

67.  6l 
74.0] 
61.4; 
63.6 
fi3.  1 

68.  9 
67.0 
62.  7 
61.3 
66.2 
60.9 
66.0 

1  66.  1 
I  63  41 


63.9 
68.1 

57.61 

64.6 

63.6! 

-3.9;  66, 0' 

...    1  66.2 

-3.  Sl  66.2 

-2.51  72.8] 

....I  62.3 

-4.1    62.4 

. . . . '  63.  1 

66.8 

65.2 

61.8 

60.6 

63.2 

,58.4 

5    61. 2I 

5I  m.6' 

.,  63.2' 


-3.5 


-4.8! 
-.3.  6' 


-3,7 
-4.8 
-4,1 
-2  7 


-0. 3 

'-i^i! 
+1.7 
+0.2 

+i;3 
+2.0 

+ii'.3j 

+6"  61 

+0.2    56.5' 


58. 6 
57.5; 

.50.0' 
67  0 
55.8! 
.58.2 
57.6' 
57.01 
63. 2 
54. 5 
54. 1 1 
.54.91 
58.  8l 


+  4.4 


I  43.  4I 

+3.9  46.4; 
...I  39.  3I 
+3.4t  46.4' 
+  5.2:  44.11 
-^4.5]  46. 1!   +3.4 


+  1.3 
+2.2 


-0.1!  70.7 

O.Ol  72.1 

-1.4    70.9! 

'  .59.2I 


69.41 

71.41 
68.91 


-1.2 

n.o 
-  '>.  2 
-1.8 


69.fi 

fi7. 4; 


.fifi.O' 

$64.2' 

+  0.5!  67.2! 
+0.  I     70  0 


-0.2 1 
-hO.4 
-2.  0' 
-1.6 
-2.2 
+0.6 
+  1.4 


-1.0, 


02.  2  i 
66.4, 
66.  '.i' 
62.71 
60,1'.' 
fi5.  3' 
67.6' 
61.8! 
63.2] 
62.  31 
65.4  . 
66.41. 


-2.6; 
-2.7' 
-3.4 

....'  .67.61 
-4  0!  67.6 
-3,9l  67.1 
-3.7'  68.0 
-5.2!  63. 6l 
...  62.6' 
-3.2  65.31 
-2.9  68.4 
-1.3  60..^ 
-3.4  65.4, 
-4.5!  64,5' 
-4.2  59.91 
-5.1  59.0 
-3.6  63,6; 
-2.4  e.t.s 
'  61.21 
....!  61.81. 
...  61.  6  . 
-3.2,  63  5] 
....  J64. 1 


53.8' 

53.31 

54.8 

50.2' 

-0.2    .55.61 

-0.5;  .55.  4  i 

1  55.2| 

+3.51  60.2] 
+3.4  62.4 
+0.8    60.4 

'  ,50.4' 

+0.4    58.2' 
•2.4!  58.8 
+I.61  59. 
-1.6    57. 

+i.'4i 

+  1  8 
+0,5 
+2.5 
-0.3, 
-0  8! 
-0  9' 
+  0.8! 
+0.7i 


4.5.5 
44.61 
83  0| 
43. 51 
42. 2| 
42.6 
46.  »| 
45.6' 
41.0 
40.8 
44.4 
:J8,2 
+3,11  44.2 
+3,(.|  44.4' 

41.7; 


+3.6 

+  3.8! 

+3:41 

+  4.'7 
+2.5 

+4.8 
+  6.1 


32.7! 
35. 7| 

I  27,8', 

+3  2  34.  9 
+  4-91  32,2; 
34.fi! 
.34.  fi  , 
3:1.51 
40.4! 
33. 2i 
31,6' 
31.4 
36.8! 
35.4 


+  2.7 

+4.8] 

+3.21 
+3. 21 

+5.5|$28.2| 
+4.5    28.3 

I  S3.o! 

I  27.81 

.33.81 
.32.7 
29.  fi! 


+.3.7 
+2.7 


+  3.4; 

+  i.'9 

+4.I1 

+2.6i  53.1] 
,$.52.6!. 

+  2.6]  52.  2i 

+  1  5!$5M.6l 
I  .50.0;. 

+  2.61  48.6 

;  49.2 . 

+  2.s!  5.4.6 
+2.2i  62.6! 
+2.0!$46.7' 
+2.71  46,4 

;$51.1,. 

I  49.6!. 

+2.9  51.9 
+  1.3;  50.4 
48,0. 


+  1.1 


57.8 
54  2 
56.2 
.59.8 
52.  4 
,66,7' 
.5."=.  9 
52. 0 
•61.3 
55.5 
87.7 
.54.01 
52. 9 1 
53.91 
56.6 
55.6! 


49.11 
51.6 
49. 5I 
40  1 
47.6 
46.  H 
48  6, 
+4.5'  44.4 

I  4a  6! 

+4.0i  46.4' 
+4.4!  48.7 


+4.71 
;-4.5 

+2.'9: 

-^4.7 
r3.5 


+'6.2,  .38.0' 
'r-5.  9!  39.9 


+-4. 41 


+  3.8 
+4.8 
+3.0 
+2.7 

i-i.g 

-i-4  2 

+  5.7 


40.3 

45.6; 
44.4! 

42.8 
41  8 

44. 2; 
'  46.4' 

1  4a  6 
I  42.0 

42.61 
I  44.4 
i  44.  3I 


+5.6 

+6.4; 
+2.6| 

+-6!6! 
+4.8' 
+2,3' 
+5,1 

+2.61 
+  4.1 
+  3.  31 
+4.1;  __.- 
+5.3  $34.0 

1  28.2' 

30.3, 

j  3L0 

+4.8   32.6] 
i$82.  81 


37.8 
29  6 
36.6 
36.2 
38.6 
32.9! 
33.0 
38.2 
37.  1 
28. 6 
33.21 
34. 2' 
32.8' 
33  0 
33,6 


+  3.4] 
+3  6! 
+3,1 

+2.9 
+4  2 
+  4.3 
+  1.1 


55.4 

56.8 
.65.6 
4.6.9 
64.7 
53.  0 
86  2 
51.0 
$49.6 
+  4.01  .52  2' 
+.3.0  54.8 
-,  0.9  47  1 
+2.5  51  2 
+2.61  61.4 
-t-3,9i  48  9 
+  3,8  47.6 
+3.7  51.1 
+3.8i$52.4! 

1  46  9 

.     .   ;  48.0 

4.8  6 

50.2 

$50.6 


+3. 


+  1.0 
+  1.7 
+  1.1 
+  0.7 

+6.' 5 

-6.' 3 

+  2.0 


+2.  2 
+0.4 

-OS 

'+6.'y 

+i.'2 
+  1.0 

+i'8 

■Vi.'o 


+  1.3 
+0.8 
+2  2 
+3.2 
+1.0 
+3.8 

+1:3 


+3. 2 
+1  1 
+2.3 
+  1.2 

+  0.4 
+0.8 
+  2.0 
+  1.4 

+i.'i 

+  1.0 
-1.6 
+3.9 


50.21. 

53.0] 

44. 7|. 

53.0; 
49.  9; 


+  1.0 
+  2.1 
+  1.4 

+  i.'i 

+  2.6 

+  i!o 

+i.'2 
+0.5 

+  1.2 
+2.0 


+  1.7 
-0.1 


+2.5 
+  2,4 
t-1.4 

+  i!4 

+2.8 

+  2  4 
-0.1 

'+2'0 
+2.0 
+0.6 

+  !.'« 
+0.5 
+  1.3 
+0.  6 
■■■2.  1 
+2.8 


+  1.9 


(Continued  on  next  page) 
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CLIMATOLOGJCAL  DATA:    PENNSYLVANIA  SECTION. 


KJ-J 


Monthly  and  Annual  Mean  Temperatures  for  the  Year  1946,  with  Departures  from  the  Normal-  Continued. 


Statious. 


riiioiUouii 

\  anilorcritt 

Warren 

Wayuesburg 

Wellsl'oro 

Wo.st  Clioster 

VVilki\<-B:.rro(.Virport)  3  N. 
Williaiusport  Airport,  4  K. 

William.stown 

York. :!  S\V 


Kor  The  State. . 


Jaiuiai-j.  ]  February ■ 


March. 


April. 


May. 


June. 


35.8 

3-. 

27. 8 

34.0 

24.  6 

33.  4 

29.8 

28.2 

30.2 

33.9 

29. 


+  3.1 

-i-1.5 
+2.2 
■t  1 .  J 
•+0.  4 
+2.6 


+  1 
+3.6 


+  1.0 


35.  9 
33.4 
27.  G 
,13.  6 
24.6 
33.0 
27.0 
28.0 
30.6 
35.0 

29.3 


+0. 
+3. 


+0.9 


47.1 


+  11.2 
+ 10.  2 
+  11.9 
i-9. 1 
+9.4 
HO.  3 


-r'.t.  4 
-r9. 7 


+9.3 


52. 0 

49.6 

45. 

•50.0 

43.2 

51.2 

47.5 

48.0 

49.  8 

•52.0 

47.8 


+  0.0 
-0.9 
+0.  b 
-0.  5 
-1.3 
+  1  2 


+0.1 
+0.9 


61. 4 
60.2 

.57.6 

60.2 

53.2 

62 

to.-i.  4 

§58.4 

§59.  5 

63.8 

58.3 


-0 
-0 
+  1.0 
-1.0 
-3.3 
+  1.3 


-1.0 
+  1.9 


-1.4 


70.  ( 
68.  :i 
65.  H 
r,7.9 
62.  0 
68.3 
JB6.  4 
6").  9 
66.8 
70.2 

65.8 


-0.3 
-1.0 
+  0.1 
-2.4 
-A  6 
—  1.4 


-1.5 
-0.3 


Jul.\. 


Viigiist.      .'•'(■iilcnibi'r    ()i-tijliiT. 


I '•  '  I'liiljiT..     .\iiniial. 


73.6 
73.2 

69.  8 
71.4 
67.1 
74.(1 


(2.;) 


+0.2 

67.7 

-4.2 

-0.3 

67.4 

-4.0 

0.0 

65.0 

-2.8 

-2.0 

6i.  6 

-0.  1 

-1.7 

6i.  l 

-3.2 

-U.4 

69.4 

06.  9 
06.8 

-2.8 

-0.9 

SSfiB.  9 

-3.)- 

+0.5 

70  0 

-2.7 

-1.5 

6S.9 

-3.3 

68.0 
66.6 
64.6 
04.  h 
61.(1 
Oh.  J 
05.3 
65  0 
64.0 
68.6 


S-  !   a 


cs 

. 

o 

u 

c 

* 

V 

t-l 

« 

58.8 

+3.9 

49.  i 

+  5  2 

39.3 

+  4  4 

06.  4 

67.  8 

+  3.9 

46.  0 

+  3.2 

35.9 

+  2.6 

63.4 

56.1 

+  5.2 

44.4 

+6.1 

32.0 

+3.5 

,50  2 

56.  » 

+  2.2 

40.4 

+2.  Y 

37.1 

+2.3 

5<.2 

,1(5.8 

+5.  (1 

41.8 

+-4.  2 

211. 8 

+  2.1 

47  2 

59.7 

+5..1 

48.6 

+5.3 

37.4 

+  4.1 

54.0 

50.  8 

45  0 

32.  6 

1(151.;', 

56.2 

43  9 

;!1.7 

«?.0.  H 

^,^0.  2 

+  2.7 

460 

+  3.8 

34  2 

+3.0 

«,52. 0 

59.1 

+  4.8 

48.2 

+  4  8 

:i0.9 

+3.6 

55.3 

56.0 

+3.4 

44.7 

+3.3 

33.5 

+2.3 

51   1 

+  2.4 

+  1.4 
+2.0 
H-0.5 
rO.  8 
+2.5 


+  1.1 

+  2.7 


Reference  letters,  as  a.  b.  c,  in  table  indicate  number  of  days  missing;  for  example,  b  represents  2  days.    %%  Incomplete.      Italics  interpolated.     5  Partially  interpolated. 


COMPARATIVE 

ANNtJAX.  DATA  FOR  THE  STATE 

Temperature            | 

1 

Precipitation 

No.  of  days. 

Year 

3 
<3 

J. 

1 

1 

< 

si 

°  % 
■9  2 

Si 

3 
O 

1 

1^88 

1889 

1890 : 

1891       

47.9 

49.8 

50.5 

50.6  ' 

49.3 

48.7 

51.3 

49.4 

50.6 

50.0 

51.3  i 
50.0 
51.6 

49.4 
49.6 
49.6  \ 
47.5  i 

49.4  ! 
50.8  1 
48.5 
50.9 
50.2 
49.9 

51.1 
49.0 
51.7 
49.3 
50.1 
19.6 
47.3 
50.2 
51.1 
49.2 

63.1 

51.4 
50.4 
48,4 
50.3 
48.7 
50.9 
50.6 
,50.5 
51.2 

62.8 
51.6 
51,7 
50.6 
.50.2 
50.4 
,50.7 
51.8 
61.7 
48.6 
51.3 
50.5 
49.5 
50.0 
49.7 
61.1 

60.2 

1 
100 
96 
101 
100 
103 
102 
103 
104 
101 
103 
107 
101 
104 

107 
100 

99 

99 

99 

99 

98 
104 
100 

99 

105 
100 
102 
101 

99 
103 
105 
108 
104 

99 

104 
100 
103 
102 
104 
105 
100 
99 
101 
108 

106 
105 
107 
107 
104 
HI 
101 
100 
101 
105 
104 
102 
102 
103 
103 
101 

111 

-31  ' 

-27 

-18 

-14 

-28 

-25 

-28 

-25 

-26 

-12 

-16 

-39 

-23 

-22 
-24 
-17 
-42 
-25 
-21 
-23 
-29 
-19 
-22 

-18 
-35 
-  9 
-28 
-26 
-31 
-29 
-34 
-23 
-23 

-18 
-19 

-20 
-26 
-29 
-20 
-24 
-23 
-20 
-24 

-16 

-14 
-22 
-34 
-26 
-30 
-14 
-20 
-18 
-19 
-15 
-30 
-27 
-26 
-28 
-27 

i       -42 

j 

46.91  !      39.7 
52.67  1       22.3 
51.28  !      55.5 
45.65  ;      34.1 

130 
136 
141 
124 
125 
126 
117 
104 
114 
124 
130 
112 
111 

128 
125 
121 
127 
128 
129 
132 
108 
117 
119 

133 
126 

UU  !     116 

112  ;   113 

106  i     116 

124  1     108 

123  !     106 
116  j     120 
132  i     116 
143  i     115 

124  ;     113 
128  i     106 
123  1     107 
134  i     HI 

140 
140 
143 
133 

1892 : 

1893 

IS94     

41.30 
44.26 
43.69 
33. 61 
41.95 
42.73 
45.49 
40.93 
87.31 

45.54 
47.29 
46.27 
40.44 
43.34 
42.78 
45.45 
39.58 
37.38 
.38.99 

45.52 
44.13 

o4.0 
61.6 
63.1 
39.7 
42.4 
37.2 
38.8 
47.9 
33.3 

35.4 
60.3 
37.3 
50.8 
40.9 
45.0 
54.5 
64.4 
41.4 
67.6 

39.2 
38.6 

137 
129 
117 

1895            1 

107 

1S90         

129 

1S97             

131 

1898 

ls9y 

136 
120 

lyOO             

130 

118 
123 
130 
133 
133 
128 
136 

114 

111 

116 
105 
104 
109 
104 
102 

121 

1901            

136 

1902           

127 

1903     

130 

1904           

129 

1905            

123 

1906         

133 

1907             

127 

1908         

187 

104 

105 

1 909     

140 
135 

131 
133 

102 
99 

93 
99 
84 
97 
99 

123 

11)11)             

131 

1911     

141 

1912            

134 

1913            

43.25  24.4 
38.24        64.2 

44.26  1      42.8 
40.98  1      51.4 
41.71   !       45.6 

125  !     148 
1*2        144 
131        141 

133 

1 914            

124 

1915            

125 

1916          

133        153 

100 

113 

1917            

130        143  1     110 

112 

1918            

41.06 
46.86 
40.68 

41.80 
34.88 
.39.17 

43.4 
26.2 
46.0 

30.2 
39.1 
40.7 

124 
136 
101 

130 

156        98 
162        96 
146       102 

155         96 

111 

1919 

1920 

1921        

117 

118 

114 

1922 

1923            

119  I     155  1      97 
125  1     158  :      91 
123       151  '      97 

113 
U6 

1924                

43.13 

44.1 

118 

19'25 

1926             

37.86 
43.11 
47.30 
42.06 
44.21 
28.82 

37.36 
39.02 
45.43 

44.2 
49.8 
30.3 
37.8 
36.7 
27.6 

22.6 
27.8 
33.1 

124 
135 
140 
131 
129 

no 

123 
121 
135 

149       101 
136         99 
142  i      91 

145  1     102 
144         99 
1.53         94 

151         94 
162        92 

146  96 

118 
130 

1927 

19-28 

1929            

132 
119 
122 

1930             

118 

1931                        

120 

1932            

122 

1933             

123 

1934 

39.17  !      30.4 
40.43  \      49.7 
42.57  '      50.1 
46.62  i      27.1 
40.31         30.1 
37.06         33  8 
43.71  1      47  9 
34. 12  ;      42. 4 

118  1     159  i      95 
136  \     138         92 

HI 

1935             

136 

1936 

127 
139 
131 
126 
133 
112 
137 
130 
136 
161 
125 

126 

147  1      93 
134  !      96 
142  !      95 

126 

1937             

136 

1938          

128 

193q           

142 

120 
146 
125 

97 
94 
95 
102 

126 

1940             

152 

1941             

124 

1942 

47.84 
38.04 
40.22 
49.27 
39.64 

42.10 

51.0 
38.8 
53.8 
62.6 
21.3 

41.8 

138 

1943 

126 

109 

131 

1944 

1945 

1946 

118 
111 
131 

136 

HI 

105 
102 

103 

137 
149 
132 

126 

KIIiXiINO  FBOSTS  OR  FREEZING  TEMPERATURE 


.Stations 


Alleutown 

Altoona 

Bradlord  

Brookville 

Cutler 

Carlisle 

Chambersburtf.. 

Clarion 

ClaySYillo 

CoatesvillH 

('orr>- 

Curwensville . . . 

Eagles  Mere 

Kiiiporium 

Krie 


Last  in 
spring 


Apr. 
Apr 
6^y 
May 
Apr. 
Apr. 
Apr. 
May 
Apr. 
May 
May 
May 
May 
May 
Apr. 


Evorett I  May   10 


Ford  City 

Franklin 

(.Jeorge  .School 
(Gettysburg . . . 

'Jordon 

lireensburg.. . 
Harrisburg . . . 

Ha«iey 

Huntingdon . . 

Indiana  

lohnstovvn  . . . 

LancastPr 

L.a«'renceville 
Lebanon 


Apr. 
May 
Apr. 
Apr. 
May 
Apr. 
Apr. 
May 
May 
May 
.Apr. 
May 
May 
Apr. 


First 

in  1 

autumn  1 

Nov. 

13 

Oct. 

14 

Sept 

4 

Oct. 

14 

Oct. 

13 

Nov. 

15 

Nov. 

13 

Oct. 

IH 

Oct. 

13 

Nov. 

13 

Sept 

4 

Oct. 

13 

Oct. 

13 

Nov. 

6 

Sept 

4 

Oct. 

14 

Oct. 

13 

Oct. 

13 

Nov 

13 

Nov. 

13 

Oct. 

14 

Oct. 

14 

Nov. 

15 

Nov. 

16 

Oct. 

13 

Oct. 

14 

Oct. 

13 

Nov. 

14 

Nov. 

16 

Oct. 

14 

Stations 


Lock  Haven... . 
Maueh  Chunk. 

MeadviUe 

Mercer 

Midland      .  . . . 

Montroje 

New  Castle.  . . . 
Philadelphia.. 
Phoeuixville  .  . 

Pitt.-buvKh 

Port  Clinton . . . 
Quakertown. . . 

Reading 

Ridgway 

Scranton 

Selinsgrovc 

Somerset 

Springs 

State  College. , 
Stroudsburg. . . 

Towanda 

I'nioutown 

Warren 

Waynesburg  . , 

Wollsboro 

West  Che.-;ter.. 
Williamsport . . 
York 


La.st  in 
spring 


Apr. 
May 
May 
May 
Apr. 
May 
May 
Mar. 
May 
Apr. 
Apr. 
May 
Apr. 
May 
Apr. 
Apr. 
May 
May 
Apr. 
May 
May 
Apr, 
May 
Apr. 
May 
Apr. 
May 
Apr. 


First  in 
autumn 


Oct.  13 
Oct.  14 
Nov.  6 
Nov.  0 
Nov.  12 
Nov.  15 
Oct.  13 
Nov.  16 
Nov.  5 
Nov.  13 
Nov.  6 
Nov.  33 
Nov.  16 
Oct.  13 
Oct.  14 
Nov.  15 
Oct.  14 
Oct.  13 
Oct.  13 
Oct.  3 
Nov.  10 
Nov.  15 
Nov.  15 
Nov.  15 
Oct.  1 1 
Nov.  13 
Nov.  15 
Nov.  13 


MONTHI^ir  STATE  DATA 


Temperaturt 

Precipitation 

F      1 

0. 

a 

E 

Month 

c 

ill 

11 

^ 

a3 

1 

Vi 

II 

a- 
t.  c 

tC     ! 

be 

IS 

d 

S<N 

?  c 

s§l 

5.2 

3 

E-S 

h^t^ 

a 

< 

Oa 

CD 

p 

< 

January . . . 

29.2 

•+1   0 

39.9 

22.7 

75 

-27 

1.36 

-1  77 

2.76 

0.40 

1.20 

6.0 

February . . 

29.3 

+0.9 

40.2 

22.2 

75 

-14 

2.33 

-0.47 

3.71 

0.  85 

1.8S 

9.7 

March 

47.1 

+9.3 

.53.0 

41.4 

84 

6 

3.  IS 

-0  34 

5.17 

0.73 

1.70 

0.3 

April 

47.8 

-0.8 

,52  8 

40.6 

88 

13 

1.19 

-  2.  22 

2.78 

0.49 

1.  25 

0.3 

May 

.58.3 

-1.4 

65.4 

52.2 

92 

23 

7.25 

+  3.28 

11.80 

3.02 

5.39 

0 

June 

65.8 

-2.4 

76.8 

59.6 

100 

28 

6.05 

+  1.89 

11  22 

2.74 

5.09 

0 

.lulv 

70.7 

-1-5 

78.3 

63.2 

101 

34 

4.0.S 

-0.23 

12,  27 

0.84 

7.62 

0 

.August 

66.9 

-3.3 

74.0 

58.8 

94 

30 

3.87 

-0.29 

7.30 

1.22 

4.  95 

0 

September. 

64.3 

+0.1 

72.8 

57.6 

96 

26 

3.  30 

-0.15 

7.27 

0.92 

3.r.o 

r. 

October 

56.0 

+3.4 

63.2 

50.0 

92 

24 

3.50 

+  0.23 

5.50 

1.22 

2.51 

T. 

November. 

44.7 

+  3.3 

53.0 

38. 2 

S3 

11 

1.26 

-1.61 

3.  .=  7 

0.47 

1  .25 

T. 

December.. 

33,5 

+2.3 

40.4 

26.7 

75 

-  4 

2.  32 

-0.76 

4.75 

1.16 

2.15 

6.0 

Year 

51.1 

+0.9 

78.3 

22.2 

101 

-27 

39.66 

-2.44 

12.27 

0.40 

7.62 

21.3 

Note:  Departures,  as  shown  on  the  various  tables,  incorpo- 
rate all  corrections  to  1946  monthly  issues  of  Pennsylvania 
Cliniatological  Data. 

(W.B.O..  Philadelphia,  Pa.— 8-7-47- 105D) 
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CLIMATOLOGICAL  DATA:     PENNSYLVANIA  SECTION 


Year  1946 


COOPERATIVE  AND  RAINFALL  OBSERVERS 


stations 


Acmetonia 

Albion 

Alleus  Mills 

Allen  own  Airport 

Alli,-ntuwn 

Allouua 

Ansouia  .  - 

ArendtSN  ille 

Austinburg 

Beavertown 

iii'rtvri  Fulls 

Berwick 

bi'tiilriiinn 

B     irsville 

Blakeslee  Corners 

BUiM-rvillf 

Bos  u  ell 

Bradford 

Breezewood 

BrooUville 

Buokstowu    

Buffalo  Mi  lis 

Burnt  Cabins   

Butler. 

Canton 

tlarlisle 

Cariolltown 

Carter  Camp  

Cedar  Run 

Chain  bersburg 

Clarion 

Cliiysville 

Clfartield     

Coalport     

Coatesville 

Columbia 

('ouHaenoe 

Conlluence.lSW.Evap. 

Coiiiie  Isvillo 

Cimsliohocken 

Coraopolis.        .... 

Corry 

Coudersport 

Covington 

Curwensville 

Danville 

Dauphin 

Derry 

Dingmans  Ferry 

Donegal 

Donora 

Doylestown 

Driftwood 

Dunlo 

Dushore 

Eagles  Mere 

Ea  t  Waterford  .... 

EbeiisburfT 

Emporium 

English  Center 

Ephratii 

Equinunk 

Erie 

Everett 

Farrell 

Ford  City 

Franklin 

FrederieksviUe 

Freeland 

Galeton 

Goigcrtown 

Ot'orsre  School 

Gettysburg 

Glen  Hazel 


Observers 


U.  S.  Engineer.-. 
Albion  High  School. 
Fed-State  Flood  Fcstg  Ser 
U.S.   Weather  Bureau. 
Allentown-Bcth.  Gas  Co. 
City  of  Altoona. 
Monta  Apgar. 
I'a.  St.  Col.  Kxpt.  Sta. 
U.S.  Engineers. 
Plaza  Mills,  Inc. 
U   J    Kemp. 

American  Car&  Fdry  Co. 
Lehigh  I  niversitv 
r    S    Wen ther  Bureau. 
Fed-State  Flood  Fcstg  Ser, 
.Mrs.  Bessie  M.  Willders. 
Frank  J.  Houpt. 
City  of  Bi  adf  ord 
Penna.  Turnpike  Comm. 
Civil  Aeronautics  Au'h'y. 
Fed-State  Flood  Fcstg  Ser, 
Nelle  R.  Brown. 
Penna.  Turnpike  Comm. 
The  Butler  Eagle. 
Mrs.  Mildred  L.  Spencer. 
Clarence  E.  Miller. 
Maurus  P.  Westrick. 
Irving  E.  Gressel. 
Chas.  R.  Nivlson. 
Charles  A.  Bender. 
Penna.  Electric  Co. 
Walter  li.  Paget. 
Wm.  H.  Witherow. 
Adam  i.  Neff. 
Philadelphia  Electric  Co. 
James  H.  Rust. 
John  L.  Reid. 
U.  S.  Engineers. 
E.  C.  Steward. 
Russell  C.  Erb. 
U.  S.  Engineers. 
George  P.  Mulderick. 
Potter  Enterprise 
Grover  D.  Cleveland 
U.  S    Weatiier  Bureau. 
Fed-State  Flood  Fcstg  Ser. 
Fed-State  Flood  Fcstg  Ser. 
Miss.  N.  ni.xie  Winenian 
Geo.  E.  Darragh. 
Penna.  Turnpike  Comm. 
Donora  Zinc  Works. 
Geo.  Hart. 

Fed-State  Flood  Fcstg  Ser. 
Fed-State  Flood  Fcstg  Ser. 
Fed-Stat"  Flood  Fcstg.  Ser. 
Carl  E.  Bigger. 
U.  S.  Weather  Bureau. 
John  L.  McGough. 
Russell  E.  Palmateer. 
Fcd-State  Flood  Fcstg.  Ser. 
Eplimta  Review 
Rose  n .  Nielsen  . 
U.  S.  Weather  Bureau. 
Penna  Turnpike  Comm. 
Carnegie-Ill.  Steel  Corp. 
U.S.  Engineers. 
William  K.  Fuller. 
Henry  H.  Rohrbach. 
Andrew  B  Evansha. 
W.  Gale  Lush. 
Walter  C.  Wolf. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Lynn  B.  Rosenkrans. 


Stations 


Glen  Rock   

Gordon 

Gouldsboro 

GrantviUe 

Grateriord 

Greensboro  

Greeiisbui'g 

Greenville 

Hanover 

Harrisburg 

Hawley 

Hewitt.        

HoUisterville 

iloltwood 

Home  

Hop  Bottom 

Hiuilingdon 

Huntsdale  

Hyiidiiian 

Indiana 

Irwin 

Jamestown 

.lohnstown 

Kane 

Karthaus . 

Kirk  wood 

Kregar 

Lakeville 

I/aiicastcr 

Lansford 

Lawrenceville 

Lebanon 

Lewistown .  . . 

Lock  Haven 

I'Vcippus 

Mmi>1-  (ilcll 

Mapletoii  Depot 

Marcus  Hook 

Marieuville 

Martii-isburg 

Matamoras 

.Maucli  ('l)unk 

McConnellsburg     . . 
McConnellslown .  . . 

Mead  vi  He 

Medix  Run 

Mercer  . 

Merccrsburg 

MeV'Tsdale   

Middletown 

Midland  

Milan\ille 

Millersburg 

Millville 

Milroy 

Monroeton 

Montrose 

Mosgrove 

Mount  Pocono 

Murrvsville 

Nelfs  Mills 

-Veffs  Mills  (Evap.). 

New  Bloomfield  ... 

.'^ewburg 

New  ("astle 

New  Park 

Newport 

Nevr  Tripoli 

Orwell 

Palmerton 

Parkers  Landing 

Park  Place 

Pecks  Pond 

Pennlino 


Observers 


U.  S.  Engineers. 
Mi-s  bailie  M..lohnsoii. 
L.  H.  Eileuberg  T. 
Edward  N    Rhoads 
C.  K.  Kulp. 
U.  S.  ICngiiie.rs. 
Westinoii'laiii)  Water  Co. 
c.  JCarl  Mi  ler. 
Hanover  Evening  Sun. 
('.  H.  Weatiier  Bureau. 
Mrs.  Delia  M.  I'ennell 
Mi-s.  .Marie  E.  Roland. 
Penn.  I',  ^tc  L.  Co. 
Penna.  Water  a  Power  Co. 
Fed-State  Flood  Fcstg  Ser, 
Miss.  Freda  L.  Pratt. 
I'aul  R    ^  Oder  ir. 
T..i.  ningle. 
W.  .1.  Emerick. 
Indiana  St.  Teachers    Col 
Westmoreland  W'ater    (;o. 
Pa.  Dept.  Forests  &  Waters 
Johnstown  Trib.  Pub.  Co. 
Spring  Water  Co. 
Mrs.  Emma  M.  Shultz 
Soil  Con-ervat  on  Service. 
I'cnua.  Turnpike  Cumm 
I'enn.  P.  i  L.  Co. 
<  ity  of  Lancaster 
Lehigh  Nav.  Coal  Co. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 
.\merican  VLscose  Corn. 
Wm.  R.  Kelley. 
Westmoreland  Water  Co. 
L.  F.  Scheibner.  Jr. 
Mrs.  Ivv  s,  Buchauon. 
Sun  Oil  Co. 
IJ.  S.  Forest  Service. 
U.S.  Weather  Bureau 
Henry  Bisland 
Henry  S.  Haak. 
Ruth  L.  Roettger. 
Fed-State  Flood  Fcstg  Ser. 
City  of  Meadville. 
Fed-State  Flood  Fcstg  Ser. 
V.  S.  Weather  Bureau. 
Rollin  P.  (iilbiTt 
Louis  M.  Weld. 
IT.  S.  Army  ,\ir  Force. 
Perrv  B.  Campbell. 
Charles  W.  Davis. 
Fed-State  Flood  Fcstg  Ser. 
Fed-State  Flood  Fcstg  Ser. 
Thomas  C.  Harbeson. 
Fed-State  Flood  Fcstg  Ser. 
Harry  S.  Fancher. 
r.  S.  Engineers. 
U.S.  Weather  Bureau. 
Wm.  H.  McWilliams. 
»d-State  Flood  Fc-tg  Ser. 
Penna.  State  Colltge. 
J    EarlShenffer 
Penna.  Turnpike  Conini . 
New  Castle  Water  Co. 
C.J.Allen. 
Mrs.  Frauces  K.  Frv. 
F.C.Oswald. 
William  T.  Brown 
Ne«'  Jersey  Zinc  Co. 
Miss.  Janette  E.  Rhodes. 
IKS    Weather  Bureau. 
Mrs.  Carrie  Ness. 
Miss.  Rptta  M.  Crumb. 


Stations 


Piiilailelpliia 

Phila-Shawmout .  . . . 

Philip.-burg 

I'iioeiiixville 

Pikes  Creek 

Piue  (Jiove 

Pittsburgh 

Pleasant  Mount 

Port  Vllegany 

Port  Clinton 

Pottstown 

Pottsville 

Puuxsutawney   

l^iitney  ville 

Quakeitown 

Raymond 

Reading  

Renovo 

Rices  Lauding 

Ridgway 

Rush 

saltsburg 

Saxton      . 

Scranton 

Selinsgrove 

Seward 

Shade  Gap 

Shamokin 

Sheffield 

Shippensburg 

Smethport 

Somerset 

South  Mountain 

Springs 

State  College 

Strausstown 

Strongstown 

Stroudsburg , 

Sunbur.T 

Susuuehanna 

Tamarack 

Tanners  Falls 

Tionesta 

Titusville 

Towanda 

Trout  Run 

Tunkhannock  

Tyrone 

Union  City 

Uuionto'.vn 

Vandeigrift 

Virgin  ville 

Wallenpaupack  Dam 

Warren 

Washington 

Waynesburg 

Wellsboro 

Wellsville 

Wernersville 

Westchester 

Westgrove 

Wilke.s-Barre 

Williamsport 

Williamsport 

Williamsport,  i  SE.  .. 

Williamstown 

Wind  Gap 

Woodward 

York 

York  Haven 

Youugsville 

Zionsville 


Observers 

U.  S.  Weather  Bureau 
Geo.  E.  Wright. 
U.  S.  Weather  Bureau. 
Phila.  Sub-  Water  Co. 
Fed-State  Flood  Fcstg  Ser. 
Penn.  P.  .v  L.  Co. 
U.  S.  Weather  Bureau. 
Rexford  G.  Thomas. 
Ralph  McCounell. 
E    E    Rarick. 
J.  J.  Boyle. 
Pottsville  Water  Co. 
John  Volansky. 
U.  S    Engineers. 
Jolin  K    Benner. 
Fed-State  Flood  Fcstg  Ser. 
U.  S.  Weather  Bureau. 
Mrs.  (!.  W.  Baird. 
('.  S  Engineers. 
West  Penn.  Power  Co. 
M.  .Maud  McCain. 
Walter  B.  Sullivan. 
Miss,  lean  Rhodes. 
U.  s.  Weather  Bureau. 
Dr.  Merle  V.  Hoover. 
Edward  L.  Stutzman. 
Fed-State  Flood  Fcstg  Ser. 
Roaring  Creek  Water  Co. 
Fed-State  Flood  Fcstg  Ser. 
Keith  B.  Allen. 
Fed-State  Flood  Fcstg  Ser. 
D.  L.  Grove. 
Pa.  Dept. of  Health. 
Allen  E    Voder. 
Penn  State  College. 
Robert  B.  Hiestcr. 
Harry  F.  Bennett. 
Metropolitan-Edison  Co. 
Chas.  W.  Baylor. 
Mrs.  (Jracc  E.  Brown. 
James  K.  Swartz. 
Leslie  E.  Walter. 
V .  S.  Engineers. 
V    S.  Weather  Bureau 
Mrs.  M.  Oidelia  Parks. 
Mrs.  Sarah  B.  Stroublc 
Sky  Haven  .\irport. 
Fed-State  Flood  Fcstg  Ser. 
Fed-State  Hood  Fcstg  Ser. 
Wm.  W.  .Marsteller. 
Caruegie-1 11.  Steel  Corp. 
Mrs.  Irene  -M.  Werley. 
Penna.  P.  &  I.  Co. 
Merrell  L.  Jordan. 
Fed-State  Flood  Fcstg  Ser. 
Thomas  S.  Knox. 
Mavnard  S.  Bli.<s. 
D.  i).  Hoover. 
J.  H.  Thompson. 
Clyde  T.  Saylor. 
Co"nard-Pyle  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
James  II.  Mapstone. 
Fed-State  Flood  Fcstg  Ser, 
Gordon  Lo\\  er. 
George  K.  Hart/.. 
V.  S.  Weather  Bureau. 
York  Water  Co. 
Metropoiitan-Edi«on  Co. 
Fed-State  Flood  Fcstg  Ser. 
Horace  R.  Miller. 
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GENERAL  SUMMARY. 

The  year  1947  got  off  to  a  warm  start,  January  having  continued  the 
warm  trend  of  the  past  four  months,  with  an  even  greater  excess  of  tem- 
perature than  in  any  of  the  previous  months. 

This  was  the  warmest  January  in  ten  years  and  was  the  sixth  warmest 
of  recoriL  The  first  ten  days  were  generally  somewhat  colder  than  the 
normal,  except  for  a  few  days,  but  from  then  on,  there  was  considerable 
warming,  except  around  the  21st  and  22d.  Some  days  were  more  than 
20°  above  normal.  Notable  maxima  were  recorded  in  the  last  week, 
with  temperatures  in  the  tiO's  general,  reaching  70°  or  above  at  some 
stations.  Record  maxima  were  recorded  at  Harrisburg  on  the  25th,  29th, 
and  30th;  at  Philadelphia  on  the  20th,  25th,  and  30th  ;  and  at  Pittsburgh 
on  the  30th.  An  exception  to  the  warm  weather  of  the  last  half  of  the 
month  occurred  on  the  22d,  when  the  lowest  temperatures  for  the  month 
were  recorded  at  most  stations. 

Precipitation  for  the  month  totaled  17%  above  normal,  and  total 
amounts  did  not  vary  considerably  throughout  the  State.  Periods  of 
storminess  were  at  rather  evenly  spaced  intervals  of  about  four  days. 
Precipitation  was  mostly  in  the  form  of  rain  instead  of  snow,  a  reflection 
of  the  high  prevailing  temperatures.  Snowfall  was  about  two-thirds  of 
the  normal,  but  varied  about  the  State,  having  been  least  in  the  south- 
east portifm  and  highest  in  the  northern  Alleghenies,  as  would  be  ex- 
pected. Wave  disturbances  connected  with  coastal  depressions  caused 
the  rainfall  conditions  of  the  first  week.  New  Year's  Day  was  particu- 
larly unpleasant,  with  sleet,  glaze,  snow,  and  generally  hazardous  driv- 
ing, resulting  in  numerous  accidents.  Glaze  and  sleet  were  also  apparent 
on  the  7th.  A  deep  low  pressure  area  with  an  extensive  occlusion  was 
responsible  for  the  rain  of  the  15th.  The  week  of  the  Pennsylvania  Farm 
Show,  from  the  13th  to  the  17th  at  Harri.sburg,  brought  "regular  Farm 
Show  weather"  in  the  early  part,  with  sleet  and  freezing  rain.  Thunder- 
storms occurred  about  this  time  at  some  stations.  A  low  developing  over 
the  soutlu'astern  states?  moved  northward  to  Ontario  by  the  20th,  and 
deepened  considerably  to  provide  the  rain  and  windiness  on  the  20th  and 
21st.  Frontal  passages  were  responsible  for  the  rainfall  of  the  26th  and 
30th.     Thunderstorms  occurred  at  scattered  places  on  the  30th. 

Windiness  was  general  about  the  7th  and  8th,  and  again  on  the  20th,  21st, 
and  22d,  following  frontal  passages.  The  34th  Governor  of  Pennsylvania 
was  inaugurated  at  Harrisburg  under  clear  skies,  but  with  blustery  and 
cold  winds.  Happy  in  the  thought  that  rain  or  snow  did  not  hamper 
the  outdoor  exercises,  the  Governor  and  his  officials  proceeded  with  the 
ceremonies,  unmindful  of  the  chill.  But  the  occasion  was  far  from  the 
festive  one  it  would  have  been,  had  the  weather  been  finer.  Toy  balloon 
hawkers  complained  of  poor  business,  as  there  were  few  children  afoot. 


TEMPERATURE. 

The  average  temperature  for  the  State  as  deduced  from  the  reports  of 
83  stations  was  33.6°,  which  is  5.3°  above  the  60-year  normal  for  Janu- 
ary. The  highest  monthly  mean  was  39.9°  at  Marcus  Hook,  and  the  low- 
est was  27.2°  at  Montrose.     Extremes  ranged  imm  a  maximum  of  72° 


at  Carlisle 
tlie  22d. 


and  York  on  the  3()th,  to  a  miniinuin  of  -6°  at  Johnstown  on 


PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the  observa- 
tions at  211  stations,  was  3.()5  inches,  which  is  0.52  inch  above  the  60- 
year  normal  for  January.  The  greatest  monthly  amount  was  6.42 
inches  at  Marienville,  while  the  least  was  \.W  inches  at  Towanda.  'J'he 
greatest  amount  recorded  in  any  24  consecutive  hours  was  1.87  inches  at 
Glen  Plazel  on  the  19-20th. 

The  average  snowfall  for  the  State  was  7.2  inches,  which  is  3.3  inches 
below  the  60-year  normal.  The  greatest  monthly  snowfall  was  20.4  inches 
at  Kane.  The  greatest  fall  for  any  observational  day  was  6.8  inches  at 
Park  Place  on  the  5th  and  6th. 
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-  2 
$ 

-  4 
2 
2 

5 
2 
0 

-  6 

-  2 
1 
4 
4 
1 

-  2 

-  2 

-  2 
2 
0 

-  1 
4 
4 
0 
2 

-  6 


7 
22 
22 
22tl 
23 
22 
22t 
22 
22 
22 
22 
:i2 
22 
22 
22 
22 
7 
22 
22 
5 
22 
22 
22j 
22 
22 
22t 
22 
22 
22 
If 
22 
22 
22 
22 
23 
7+ 
7 
22 
■ii 
7t 
22 

22t 
22 
23 
22 

'22' 
23 
23 

22 


22 
22 

2t 
22 
22 
22 
22 
22 
22 
22 
22t 
2'2t 
22 
22 
21 
22 
22 
22 

■n 
22 
22 

2'2t 

22 

22 

23 

22 

22 

22 

22 

22 

22 

22 


3  78 
3.46 
2.79 

2.  ,52 
3.62 
3.92 
3.095 
4.32 
3.80 
2.98 
4.13 
3  695 
2.59 

3.  745 
2.71 
3.21 
3.62 
4.27 
3.33 
2.80 
2.67 
3,02 
3.40 
2.31 
4.63 
2. 93 
3.09 
3.65 
2.45 
3.60 
3.86 

4.  76^1 
3  81 

3.  .57 
3.71 
4.31 
3.38 
3.88 
2.54 
3.97 
2  67 

4.  33 
3.00 
1.69 
2.08 
3.63 

3.  32« 
5.60 

3.41 


3.59 
6.08 


2-5 

0..= 


+0.28 
+0.  53 


-2 


+0  48 
+  1.11 
-0.78 

+6  03' 

+0  52 
+0.77 
+0  68 
-0.31 
+  0.46 
-O.fiS 
+0.  12 
+0,08 
+  1  13 
+  0.24 
+0.07 
-0.36 
-0.  "9 
+0.  24 
+0.47 
+1.31 

+6!i5' 
+0.36 


+  1.03 
+0.48 
+  1  97 
+0.  51 


3.63 

4.83 
4.  .53 
5.79 
4.52 
3.10 
.3,88 
2.99 
4.26 
4.30 
3.61 
3.96 
3.41 
3.48 
4.27 
3.^:2 
6.19 
3.72 
4.30 
3.76 
3.55 
4.18 
4.32 
3.56 
3.70 
5.28 
5.33 
3.58 
3.02 
4.75 
4.49 

4.11 


-4  0.05 
+  0.  79 
-0.08 
+0.31 
-0.49 
+0.96 
-0.24 
+  1.07 

-6>29 
-0.  29 
-0.15 


+0.61 
+2. 60 


1.15 
0.66 
0.79 
0.53 
1.03 
1.31 
0  86 
0.S» 
0.84 
0.60 
0.75 
1.12 
(1.60 
1.02 
0.63 
0.89 
1.02 
1.35 
0.86 
0.66 
0.63 
0.78 
0.94 
0.50 
1.69 
0.55 
0.  Ml 
0.77 
0  70 
0.57 
1.07 
1.76 
0.95 
0  77 
0  70 
1.47 
1.05 
1.08 
0.68 
0.88 

0  74 

1  -27 
0.47 
0.41 
0.45 
0.94 

(i.75 
LOS 

1.78 

1.78 


+0.65     0.79 
+3.07     0.96 


+0.86 

+  1.41 
+  1.41 
+2.  .53 
+  1.  73 
-0.58 

+6."  60 
+  1.07 
+  1.87 

+6"56 

+0.  02 
-0.17 
+  1  72 
-0.  27 
+2.  65 
+0.  59 
+  1  63 
+  0.85 
+0.50 


4.40 


+  1.49 
-0.68 
+0.04 
+  2.  81 

+6.'6,5 
+0.  33 
+  1.92 
+1.35 


+  1.63 


+  6  3        72      30  I  -  6      22  i    8.66     +0.62     1.87     19  20  1    7.2     14      6      8  I  17 


0.67 
0.  H2 
0.96 
0.96 
0.97 
0.61 
0.60 
0.58 
0.74 
1.12 
0.53 
1.07 
0.67 
0.89 
0,92 
0.66 
1.07 
0,73 
0.83 
0.9-2 
0.89 
0.64 
0.84 
0.78 
0.65 
1.12 
1.01 
(1.67 
0.60 
0.88 
1.27 

1.87 


No.  of  days 


o  o 
It 
I- 


0.70 


30-31 

20 
19-20 

30 
30-31 

30 
19-20 
19-20 

30 

30 
30-31 
19-20 

,30 
30-31 

26 

20 
30  31 
30-31 

30 

30 
19-20 
19-20 
19-20 
1-2 
30-31 
19-20 
14-15 
19-20 
19  20 
30-31 

20 
30-31 

20 
14-15 

1 
30-31 

20 
19-20 

20 
19-20 

15 
30-31 

m 

14  15 

SO 
19-20  I 

"is" 

30 
30-31 

30-31 


4.6 
5.5 
7.0 
4.8 
6.0 
.5.8 
3.0 
10.9 
9.0 
6.9 
4.5 
5.0 
7.  1 
6,5 
3.1 
4.5 
7.0 
5.0 
3,8 
9.6 
2,5 
6.5 
4.5 
7.5 
5.0 
7.0 
3  3 
L3 
6.7 
1.5.0 
7.7 
7.1 
1.3 
8.3 
4.8 
7.0 
5.2 
5.6 
8.7 
.5.8 
3.8 
7  5 
9.0 
4.6 
3.7 
3,8 

4!4 
5.0} 
4.0 

6.8 


11 
14 

9 
14 
10 
10 
11 
20 
12 
II 
19 
10 
13 
14 
11 
11 

9 
12 
13 
13 
11 
12 
10 
14 
11 
12 
12 
12 
13 
16 
12 
11 
12 
18 
11 
10 
10 
16 
13 
II 
11 
U 
17 
14 
18 
11 

i3 

8 
11 


15       13.9 
1-2        17.5 


30 

30 

15-16 

29-30 

16 

15 

30 

15 

15 

30 

20-21 

2 

14-15 

14-15 

30-31 

15-16 

30 

30  31 

30 

30 

1-2 

20-21 

2-3 

15 

20 

2-3 

14-15 

14-15 

20 

2-3 

14-15 


,'i.2 
9.2 
5.1 

21.9 
8.5 
7.0 
9.6 
2.9 

17.0 
4.2 
2.7 
9.0 
5.5 
4.  I 

'i2.5' 

20.4 

16.2 

1.2 

21 

3.5 

4.4 

10.5 

8.7 

7.3 

8.7 

11.5 

6.3 


1  = 

II 


Observers 


16.4 
4.5 


19  20      9  0 


20-21  I  13.4 


19 
17 
17 
13 
14 
13 
13 
27 
17 
18 
21 
13 
17 
25 
14 
12 
20 
13 
18 
12 
14 
19 
14 
20 
14 
16 
13  I  e. 


w. 
w. 
w. 

SW. 
SW. 
SW. 

w. 
w. 
w. 
w. 
nw. 

SW. 

s. 
w. 
w. 

SW. 

w. 


nw. 


w. 


SW. 

w. 


SW. 
SW. 


w. 
w. 

SW. 
SW. 

sv\ . 

w. 

w. 


w. 

SW. 


8W. 

se. 


29      w. 
■23  I  w. 


•22 


sw. 
w. 

SW. 

sw. 
s. 

SW. 

w. 

ne. 

s. 

w. 

SW. 

nw. 
n. 

SW. 

w. 


SW. 
SW. 
SW. 


U.S.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Comni 
Mrs.  Mildred  L.  Spencer. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  Bureau. 
Carl  E.  Bigger. 
U.  S.  Weather  Bureau. 
R.  E.  Palmateer. 
Ephrata  Review. 
Penna.  Turnpike  Comm 
Andrew  B.  Evansha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Miss  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna,  Water  &  Power  Co 
Paul  R,  Yoder.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling, 
Lebanon  Valley  Gas  (.'o. 
American  Viscose  Co. 
William  R.  KelSev. 
Sun  Oil  Co. 

U.  S.  Weather  Bureau 
Harry  S.  Fancher. 
V.  8.  Weather  Bureau. 
New  Jersey  Zinc  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Phila. -Suburban  Water  Co. 
Earl  E.  Rarick. 
John  E.  Benner. 
V.  S.  Weather  Bureau. 
U.  8.  Weather  Bureau. 
Dr.  Merle  V.  Hoover 
Penna.  State  College. 
Metropolitan  Edison  Co. 
James  E.  Swartz. 
Mrs.  M.  Ordelia  Parks. 
M.  S.  Bliss. 
Clyde  T.  Saylor. 
U.S.  Weather  Bureau. 
U.-^.  Weather  Bureau. 
Gordon  E.  Lfiwer. 
York  Water  Co. 


U.  S.  Weather  Bureau. 

City  Water  Dept, 

Civil  Aeronautics  .\uthority 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

J.  Fred  KinVy. 

Potter  Enterprise. 

Miss  N.  Dixie  Winemau. 

Penna.  Turnpike  Comm. 

Donora  Zinc  Works. 

John  L.  McGough. 

Sharon  Steel  Corporation 

U.S.  Engineer^, 

William  K.  Fuller 

Westmoreland  Water  Co. 

Clyiner  Water  Service  Co. 

Pa.  Dept.  Forests  &  Waters. 

JohnstownTrihune  Pub. Co 

Spring  Water  Co. 

City  of  Meadville. 

Perry  P,  Campbell. 

New  Castle  Water  Co. 

U.  S.  Weather  Bureau. 

U.  S,  Engineer> . 

West  Penn  Power  Co. 

D.  L.  Grove, 

Allen  E.  Yoder, 

U.  S.  Engineers. 

U.  S.  Weather  Bureau 

William  W.  Marsteller. 

Carnegie-Illinois  Steel  Corp 

Merrell  L.  Jordan. 

Thomas  S  Knox, 


Albion  High  School 
U.  S.  Weather  Bureau. 


[See  page  8  for  explanation  of  reference  marks.] 
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CLIMATOLOGICAL  DATA:    PKNNSVLVANIA  SECTION 


Daily  Precipitation  for  January  1947 


Statlous 


Counties 


JJay  of  month 


Al'LANTIC 

DRAIN AGK 

1>>1  aiftirc  Hafiii 

I'l'l'Ki;  1>KI.A\VARK 

Dingmans  Ferry^.O 

Eiiuimmk'^ 

HawU'V-.O.SK 

H(iU*sterville- 

LakevilU-.  IN 

Mivtaiiiora-;- 

Milauville-    .. 
Mount  i'ocouo 

I'ecks  I'ond- 

Pk-asaut  Mountl.-\  i 
Stroud^bnrtr.2  E.  ... 
Tanners  Falls',".  I  ^ 
Wind  (iapl,5.3S\V... 


.5E 


N. 


Lkiuch 
Allentown  Apt'.-\4NE 

AUeutown- 

Bethlehem  1 

Blakeslee  Corners',  ■'.. 

Gouldsboro-' 

I.ansford- 

New  Tripoli 

Palnierton'.  * 

ZionNVille.  1  S\V 

SCKI'YI.KII.I. 

Conshohockeu 

FrederioksviUe-,  IS... 

Geigertown-. 

ijratersford''  

Phoeuixville-,  1.5  SE. . 

Port  Clinton^ 

Pottstown-,  O.oS 

Pottsville- 

Reading',  ■'' 

Strausstown  ^ 

Virginville- 

Wernersville 

I.iiWHK  Dbi.a\v.\rf. 

Coatesville- 

Doylestown,. 

George  Sohool" 

Maple  Olen" 

Marcu-:  Hook- 

Philadelphia 

.Southwest  Airport.  '  . 

City  Oflice',-' 

Shawniont 

Quakertown,  0.,t  E 

\Ve>t  Chester 

West  Grove-,  1.5  SE  — 

SimqiiehriniKi  Buxiii 
CHKMI'NC 

Austiuburg',  '^.  2  W 

Covington- 

Lawrenceville 

NoKiH  Bka.nch 

Herwiok 

Canton^,  1  N\V 

Danville- 

Freeland-.. 

Hop  Bottom-. '2  8 

Millville'.-^ 

Mouioeton^,  2  S 

Montrose^,  3  E 

Orwell^.SX 

Park  Place',  1  NW 

Pikes  Creek.'.-' 

Rush- 

Scranton',* 

Susquehanna- 

Towanda,  1  E.  

Tunkhannork  - 

Wilkes-Barre' ,  S  N  . . . . 

Wk.sI'  BlIANCH 

.\us,onia'-,  2  W. , .    

Bellefontc'^ 

Carrolitown^ 

Carter  Camp-    

Cedar  Run^ 

Clearfield- 

Coalport^ 

Curwensville.^pt'  6NVV 

Driftwood',  5 

Dushore',  * 

F;agles  Mere2 

Emporiums,  1  E 

English  Centerl,  5 

Galeton 


Pike 

Wayne 

Wayne 

Wayne 

Wavne 

Pike 

Wayne 

Monroe 

Pike 

Wayne 

Monroe 

Wayne 

N'rthampton 

Lehigh  

Lehigh 

N'rthampton 

Monroe 

Wayne 

Carbon 

Lehigh 

Carbon 

Lehigh, 


Montgomery 

Berks 

Berks  

Montgomery 

Chester 

Sihuylkill... 
Jlontgomery. 
Schuylkill  ... 

Berks 

Berk:. 

Berks 

Berks 


.S.'i 


2 

8 

.40 

.04 

.M 

.25 

.M 

.11 

.46 

.09 

.3H 

.08 

.42 

.07 

.4S 

.08 

.Ofi 

.05 

.89 

.04 

,27 

.66 

.04 

.25 

.05 

.03 

T. 

.70 

.04 

.01 

.07 

.06 

.05 

.33 

.10 

.48 

.10 

.42 

.06 

.iiR 

.01 

.70 

.n7 

.02 

.69 

.04 

..5S 

.68 

.09 

.70 

.06 

.44 

.10 

1.21 

.06 

..W 

T. 

.06 

.05 

.57 

.45 

.08 

.28 

.04 

Chester '   ., 

Bucks '  .  i 

Bucks   ]  .4-2 

Montgomery. 

Delaware 


Philadelphia 
Philadelphia 
Philadelphia 

Bucks  

Chester 

Chester 


Tioga 

Tioga 

Tioga 


Columbia ] 

Bradford ; 

Montour 

Luzerne 

Sus((uehanna 
Columbia,. . . 

Bradford  

Susquehanna 

Bradford 

Schuylkill... 

Luzerne 

Susquehanna 

Lackawanna 

Susquehanna, 

Bradford 

Wyoming 

Luzerne. . 


.601 
.80 
.25 
.21 
.46 
T. 


.11 


T. 
T. 

.25 

.30 

.31 
'.'09 


Tioga      ..    . 

Centre 

Cambria 

Potter 

Lycoming... 
Clearfield  .  . 
Clearfield . . . 
Clearfield... 

Cameron 

Sullivan 

Sullivan.  . . . 

Cameron 

Lycoming.  . . 
Potter 


.30 


.23 


.30 


.1  T. 


)6   T. 


.04 


.08 


.16 
.32 
.52 
.27 
.24 
.67 
.20 
.75 
,051 
.09i 
.631 
.05 
.17. 


.10 


.02 


T. 


.05 
.19 

.06 
.07 
.  03}  T 
.  is'  T 


T. 


.08 


.03 


T. 


.10 


10     n     12     13 


T. 


T. 


T. 


T. 


.02 


16     16     17 


.38 


T. 


T. 


T 

.04 

.12|  .18 


.07 


.03 


.03 
.06 


.19  .51 

.161  ..53 

.09  .61 

....  .20 

.07  .28 

.051  .46 

.04  .60 


.62 

.73    .08 

.35 

.38 

..54    .02 
.85 


19     '20     21     22     28 


T. 


.02 


1.07 

.66 

.96 

,80 

.27 

.70 

1.59 

1.33 

1.15 


.82 
.95 
,95 
1.05 
.94 
.82 


.72 
.10 
.35 
.35 
.72 
.71 
.17 
.11 
.12 
1  00 
1.20 
.13 
.68 
.20 
.'23 


.45|. 
.43;  .02 


T. 


T. 


.04 


.18 
.04 
.37    .01 
.04 


24 


26     26 


27     28 


29 


80 


81 


T. 


T. 


T. 


Olj... 
T. 


.04 


...  .12 

...!  .14 

.    ,|  .05 
...j.U 

.091  .07 

.03!  .07 

...':  .05 


.101 


.24  . 

.20  . 

.10. 

.11 

.06. 

.28  , 

.22. 


.82 

.68 
.66 
..50 
.42 
.72 
.60 
.'23 
.87 
.18 
1  27 
15 


T. 
.39. 


..36. 


.13 


.05. 

.12  , 

.42 

.03 

T. 

.15, 


.50 


.72 


.02  , 
.34 
.26  , 
.64  , 
.48. 
.38  , 
.50 
.50. 

';54 
.58 
.01 


.02  , 


T. 

1  '2: 


T. 


.08 


.65 
.99 

.39 
.25 
.93 
1.36 
1.72 
.49 

.:» 


.1!) 
.54 
.15 
..53 
.24 
.47 
.31 
.90 
.60 
.45 
1.47 
5 


.03  . 
..55  , 


T. 

T. 

.48  . 
.21 
.07 
.51 


.22 
T. 


.06 
.28 
.58  , 
.SB 
.33. 

'.'•28  '. 
.28 
.18. 
T. 

".ik. 
"M 

.09 


T. 
T. 
T. 
T. 


3.41 
3.46 
2  80 
2.  79 

2.  34 
2,96 
3.18 
3.86 
3.42 
3.83 
4. 3.1 

3.  32 


.11 
.22 
.14 
.46 
.05 

.•22 
.12 
.15 
.31 

.40 
.44 


.46 
'.'i5 


.88 
.53 
.91 
1.02 
.40 

'.'ii 

.57 
.3' 
.14 

'.'.53 
.10 
,54 
.15 


3.78 
3.90 
3.24 
3.. 36 
3.47 
4  58 
5.  36 
$4.76 
3.65 


$3.87 
3,41 
•2.78 
4.36 
3.71 
4.31 
4  07 
3.79 
3.  «8 
4.89 
5.  16 
4.62 


■53.  09 

2.  85 
•2.71 
3  21 
3,65 

3,63 

3.  SI 
3.77 
3,38 
3.63 
3.68 


2.  22 

1,82 

\V2.  31 


2.99 
2. 52 
4.00 
$3.  74 
3.35 
3  35 

2.  44 
3.60 
1.78 
3.73 

3.  .32 
2.63 
2.. 54 
•2. 75 
1.69 


T 

.04 

T. 

."65 

• 

,38 
.13 
.28 


,02. 
.14 
.35  , 
.21 
.88  . 
.28  . 
T. 


.45 
.45 
.60 


.58 
.43 
.58 
.,54 
.44 
,30 
T. 


.20 


,47  . 
.50 


.05. 


.52. 


.84 
,75 


.01 


.06 


2.39 
3.82 
3.66 
3.17 
3.81 

$3.38 
4.32 

$2  66 
2.81 
3.80 
4.13 
■2.41 
3,16 


Continued  on  page  4. 


CLIMATOLOGICAI.  DATA:   PENNSYLVANIA  SECTION 


January  1947 


Daily  Precipitation  for  January  1947-Continued  from  page  3. 


Stations 

Counties 

Day  of  month 

»— 

1 

2 

3       4 

5 

6 

7 

8 

9 

10 

11      12 

13 

14  i  15 

1 

16  1  17 

18 

19 

20 

31 

22 

23 

24 

25 

26 

|27 

28 

1" 

30 

31 

1 

West  Branch 
(continued) 

k'nrthaiis'^ 

Clearfield.... 

Clinton 

Elk 

Centre 

Clinton 

.24 

.41 
.25 
.19 
.20 
.28 
.07 
.26 
.09 
.18 
.21 
.09 
.17 
.22 

.37 

T.' 
.01 

.03 
.40 
.08 
.07 
.05 
.13 
.19 

.06 

T. 

.10 

T. 

.13 

T. 

.08 

■.08 

.12 
•  07 

.'62 
.02 
.02 

'.'64 

.20 

T. 

.05 

'.'09 

'.'■25 

'.'22 
T. 

.09 

.04 

.01 

T. 

.03 

r. 

.11 

.01 

'03 

T. 

.13 
.13 

.15 

'.'30 

'.'25 
.26 
.23 
.25 
.20 
.02 
.24 
.02 
.15 
.16 
.10 

.14 

•2i 
.19 
.17 
.22 
25 
.18 

.'30 

.16 

.29 

T. 

.05 

.23 

'.'08 
.26 

■■ 

'!63 

T. 

.04 

.19 

.22 

.27 

.12 

.37 

.16 

.28 

.55 

.24 

T 

.15 
.18 
.17 
.20 

.21 

'.'06 
.01 

't.' 

T. 
T. 

T. 

T.' 
T. 
T. 
T. 

■i-' 

.OJ 
T. 

.'oa 
.111 

T. 

.06 

'.'oi 

T. 
T. 

T. 

t" 
T. 

T. 

T. 

.05 
T. 

.03 
T. 
T. 
T. 

'."oi 

T. 

T. 
T. 

.03 

T 
T. 
■V 
T. 
T. 
T. 
T. 
T. 

T. 

'.'63 
T. 
T 
.03 

'.'63 
T. 
T. 

.02 

't. 

.02 
.06 
.20 
.15 
.07 
.15 
.06 

'.'i6 
.07 
13 
T. 
T. 

.08 
.26 

■'20 
.15 
.10 
T. 
.07 
.01 
.10 
.04 
.16 
.36 
.14 
T. 
* 

.14 
.07 
.30 
.27 
.26 
.09 
.21 
.25 
.05 
.13 
22 
.12 
.19 
.15 

.16 
.23 
.41 
.67 
.16 
.74 
.19 
.90 
.77 
.11 
.75 
.10 
.33 

.64 
.30 
.29 
.35 
.16 
.05 
.24 
.19 
.17 
.,55 
.19 
.65 
.66 
.26 
.25 
.52 

.22 
.12 
.42 
.3f. 
.23 
.14 
.26 
.13 
.41! 
.48 
.12 
.28 
.02 
.25 

.53 

.58 
04 
T. 
.56 
T. 
.45 
.01 

'.■32 

01 

.76 

.60 

.09 

.07 
30 
T 
.26 
,39 
.,54 
.48 
.31 
.03 
.55 
.07 

.'40 
.38 
.08 

.11 
.50 
.02 
.02 
.06 
.26 
.07 
.13 

'62 
.06 
T. 

.14 
.14 

.2f 
.41 

.4(1 
.41 
.22 
.43 
16 
.85 
.60 
.14 
.41 
.29 
..30 

.66 
.45 
.46 

.6K 

.42 
42 
.46 
.5.=. 
.37 
.56 
41 
.61 
.81 
.42 
.62 
.45 

.65 
.63 
.85 
.90 

1.01 
.39 

1.12 

1,01 
.88 

1  00 
.67 
.76 

.6:1 

.46 
96 

.4' 
.3fc 

.0."^ 
.2- 
.41 
.04 
.2^ 
.01 
. 

.04 
.24 
..33 

.12 

T, 

.30 

T 

.,38 

.17 

.:« 

.27 

.30 

T 

.35 

.01 

.34 
.19 

.29 
.20 
.02 
03 

.25 

'tV 

.02 
.38 
.02 
.16 
39 

.ov 

T. 

T. 
T. 

... 
•  Oi 

.01 
T. 

.'6v 

•,-,,■  ■ 
!6i 

T, 
.01 
T. 
T. 

T. 

!  . . . . 
1 
T.' 

't. 

■f.' 
T. 

1 

1 
1 

!of 

.05 

T 
T. 

T.' 

i 

T 

.05 

.07 
.01 
.0^ 
.01 
.Of 
T. 
.12 

.04 
.01 
.01 

•  06 
.05 
.06 

■,].•■ 

T. 

.01 
.01 
T. 
.01 
T. 

T 

.02 

".k 
.11 
.01 
.0- 

T. 

• 

.13 
T. 

.33 

.12 

.05 

".m 

T. 
T 
T. 

* 

^04 

.'69 
.62 

't.' 

.05 

!46 
.24 
.,39 

.'fii 

.38 

.39 

.611 

T. 

.48 

T." 

.60 

.1: 

... 
.1" 
T. 
.3U 
.41 

'.'ie 
'.'30 

.41 

t. 

i ' 

T 

'.'5 
.6; 

.3r 

.'5t 
37 

.44 
.6C 

.0 

.56 

, 

.47 

.52 



.45 



.41- 
.57 

.23 

.'38 

'.'60 
.61- 
.39 
.46 
44 

".'.47 

".'sii 

.90 
.40 

.,55 
.5! 
.68 
1.03 
1  50 
1.02 
.53 
.03 
1.02 
I.  10 
1.3^ 
T. 
.26 
.73 

i     3.05 
3.119 
3.0; 
3.57 
3. 01 
2.67 
3  00 

t  r\nlr    HqVPll^        

...1  .33 

'!65 

.04 

T. 

'.'05 
.04 

.'65 

MedixRun'.a 

Philip.-burgi ,  7  j^ 

.18 
.37 

.40 
.33 
.27 
.20 
.35 
.40 
.18 
.16 
.23 
.33 
.36 

.36 

T 

.39 

47 
.45 
.34 
.35 

.25 
.03 
.46 
.27 
.12 
.33 
.26 
.02 

.54 

• 

.36 
.22 

.05 
.45 

.le 

.09 
.38 
.29 
.60 
.02 
.60 
.48 

.in 

.28 
.50 
.04 
.01 
.70 

.'22 
.44 
.26 
.24 
.20 
.29 
.18 
.37 
.24 
.52 

T. 

.19 
.51 
.54 
.36 
.33 
.57 

.40 
.57 
.37 
.49 
.96 
.62 
.12 
.35 
.77 
.18 
.53 
.27 
.34 
.20 
.58 
.39 
.13 
.63 
.46 
.49 
.55 

'!6i 
.111 
'.'oi 

State  Collegel.s 

Tamnrack'^,  2  S 

Centre 

Clinton 

Lycoming.  . . 

Blair 

Tioga 

Lycoming 

Lycotiiing.  . . 
Lycoming  . . . 

Blair 

Bedford 

Bedford 

Fu  Iton 

Juniata 

Bedford 

Huntingdon . 

Mifflin 

Huntingdon  . 
Blair 

.27 

T. 

.20 

.29 

T. 

.24 

.18 
,40 

'.'34 
T. 
.01 

'.'26 

.'23 

.40 

'/io 

T. 

.38 
.38 
.51 

.50 

.48 

.07 

.24 

.06 

.48 

■I- 

T. 

.42 

.41 

'.■50 
.26 

'!5i 

.53 

.19 

'33 

;24 

■.'33 

.or, 
'.'62 

T 
T. 

T. 

.... 

.10 
'.'(J7 

.'ii 
'.'ii 

:i.40 
•2.80 

2.  OH 
2.99 
2.92 

3.  46 

2.66 

Tyrone  K\  4  NE 

Williamsport  Apt.^-4  Ji- 

Williamsporf-i,  4  8?:.  . 

J  UNI  AT  .i 

Altoona,  4.S\V. ........ 

Breezewoodi,  0.5  e 

:::: 

.02 

.'26 

.1)8 
,05 
.22 

.04 

".'69 

'.'.50 
.08 

.38 
.50 
T. 

.'03 
.24 

■.'67 
.02 
.42 

".Xi 
.10 
.10 

•••• 

.6( 

'  '.75 

'.'68 
'.'30 

."56 

"t.' 

'."39 

.. 
T. 

.86 

Burnt  Cabins',  2  NE... 
EastWateiforda,3K... 

Everett'-'.  0.5  SV\ 

Huntingdon  >* 

Leu'istown-,  1  W 

Mapleton  Depot- 

Martinsburg', 8.. ...... 

McConneUstown''.4NW 
NelYs  MiUsl.s,  3.0  NE.. 
New  BhjomfieUl 

2.79 
2  98 
2,  .59 
3.02 
2.93 
2,19 
•2.45 
3.01 
•2.91 
$3.  96 

T 
T. 
T. 
T. 
T. 
T. 
T. 

T. 

T. 
.01 
T. 

.02 

T. 

T.' 

T. 

.25 

'.'io 

T. 
T. 
.08 

'.'63 
.05 
.'20 

T.' 

T.' 

Huntingdon. 
Huntingdon  . 

Perry 

Perry 

Bedford 

Huntingdon . 

Adams 

Snyder.  . .   . 
Cumberland 
Cumberland 
Lancaster — 

Dauphin 

Lancaster.. . . 

York 

Schuylkill  ... 

Dauphin 

York 

Sa-fton'-i,  1  w 

Shade  Gap',  5,  0.5 S\V.. 

Lwi:  Susquehanna 
Arendtsville^ ... 

T. 

T. 

« 

,30 
"r',' 

2. '28 

2.  38 

3. 05 
$3  29 

3.  68 

.03 
T. 

.04 

.06 
T. 

Beavertown  ^ 

Bloserville,  1.5N 

.52 

f.' 

T. 
f. 

't.' 

T. 
T. 
T. 
T 

f. 

T.' 

Carlisle. 

Columbia 

T. 

'i'.' 

.61 

.... 
T. 
. . , . 
.... 

T.' 

3.112 
4.^26 
3  14 
J3.  69 

Dauphin'"^,  3  N 

.04 
.05 
.04 

.04 
.06 
.04 
.07 

r. 

.01 

T. 

Ephrata 

• 
'.'oi 

.05 

't.' 

T. 

.10 

3.  62 
4.10 

Urautville,  2  SW 

'tV 

f.' 

't.' 

T. 
T. 
T. 

■f.' 

't.' 

'.'61 

T. 
T. 

.'24 

■.08 

.'32 
.11 

'^24 

Harrisburg  Apt',  5,3.5  H 

Dauphin.  ... 
Lancaster.. . . 
Cumberland 
Lanca.ster..  . . 
Lancaster,. . . 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

Cumberland. 
York 

3.  33 
2.67 
2.93 

.3.40 
4.63 
4.23 
3  21 

Huntsdale^ 

Kirk  wood  1.5.  1  SW    . . 

.06 
.06 
.08 
.10 
.03 

!05 
.10 
.06 
.10 
23 
03 
T. 
.06 
.04 

'.'61 
T.' 

T. 
t'. 

T.' 
T. 

't.' 

't.' 

f  ■ 

't.' 

.2: 

.09 

.20 

.22 

.07 

.33 

.05 

.05 

.20 

.07 

.  18 

.08 

.20 

T. 

.30 

.18 

.23 
.22 
.23 

.08 

.16 

.05 

H 

.04 
.26 
.01 
.01 
T. 

.24 
.17 
.03 
.40 
.75 
T. 
.40 
.15 
.71 
.13 
.40 
32 
.22 
.12 
.18 
.19 

.28 
.22 
.35 
.10 
.18 
.18 
.13 

.30 
.50 
.79 
.10 

.77 

.05 
.21 
T. 

T. 
T. 

.... 

.94 
.64 
L36 
.81 

« 

.85 
.98 
.69 
.88 
37 
.97 
.49 
.86 
,39 
1.05 
.61 

.98 
.89 

« 

.36 
.50 
.70 
.63 

.30 
.93 
.56 
.27 
.70 

T. 

.39 

T. 

.02 

..53 

T. 

.50 
1  69 
T. 

'45 



.66 
.88 
.69 
.91 
1.20 
.84 
96 

.62 

T. 
.02 

.'62 

.02 
T. 

!61 
.30 

.'22 
.77 

'.'68 

.60 
"."23 

i'65 
LOl 

1.25 

Middletown',  1.5VV.... 
Millersburgl,  •',  2  K  .   .. 

Milroy-,             

.61 
T. 

.15 
20 
.02 
.47 
.05 
.49 
T. 
.,34 
.08 
.19 

.04 
.05 
.11 

.27 
25 

Newburgi.3.5NW.  ... 
New  Park. . , 

■f.' 

.12 

3  52 
3.80 
3.78 
3  97 
3.36 
3  81 

Pine  Grove-.  1.5  NE  . . . 

Schuylkill... 

Snyder 

N'umberland 
Cumberland. 
N'umberland 
York 

't.' 

'tV 
.'64 

T. 

T. 

.... 

.48 
T 
.47 
T. 

33 
T. 
.41 
.67 
.38 

.06 

T. 

.90 

.28 

.35 

..34 

.36 

.59 

* 

.04 
.50 
.22 

T. 
T. 

'ios 

.16 
.02 

.49 

■.■35 
T. 
.62 
T 
..36 

Shaniokin^ 

Shippeusburg 

'tV 



.26 
.'64 

.36 

.27 
.41 
.07 

T. 
.01 

.22 

• 

.18 
.09 
.49 

Sunbury^  

4.13 

3.49 

U.  32 

5  60 

Wellsville 

Williamstown^ 

Dauphin 

York 

York 

'.'63 

T. 

T. 



T. 
T. 

1.05 
1.78 
1.36 

1.31 

.67 

65 

.38 

.85 

1.20 

1.11 

.59 

't. 

.48 
.45 

York.  3SW 

.20 

T. 

T. 

r. 

.63 

'."oi 

• 

4.37 

3.92 
3  21 

I'olnmnr.  Bm-iii 
Chambersburg",  1  SW. 

Franklin. .  .. 

Adams 

Bedford 

Bedford 

Fulton 

Franklin 

Franklin 

Allegheny,... 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

(Clarion 

.55 
.36 

« 

.09 
T 

.16 
.08 

..S9 
.03 
T. 

.13 
.28 

.02 
.09 

• 

.19 
.45 

.37 
.05 

t" 

T. 

.10 
.12 
.16 

Gettysburg 

.04 

T. 

T. 

^08 

.38 
.12 
.21 
.27 
.40 
.15 
.04 
.78 
.25 
.56 
.42 
.15 
.21 
.22 
.38 
.36 
1  07 
.79 
.03 
.04 
.32 

Hewitt,  2  S\V 

T. 

T. 

• 

{3.00 
2.32 

2  85 

T. 

.'31 

.03 

.11 

.10 

.03 

.03 

.09 

.04 

.02 

.08 

T. 

T. 

.08 

.05 

.'63 
T. 

■.'i2 

.02 
.02 

't. 

.01 
.11 

.03 
.07 
.44 
.09 

'.'ii 

.24 
.40 
.12 
.03 
.08 
.03 
.10 
.05 
.10 
.10 
.06 
.03 
.04 

T. 
T. 

T. 

.05 

T. 
T. 

f. 

.07 

« 

.10 
.18 
.31 

T. 
T. 
.04 
.26 

.;29 

.83 

.ii 

McConnellBburg2 

MercersburgS 

.21 
.11 

.57 
.04 
.05 

.52 
T. 

.02 
.03 

r. 

.09 
T. 

.... 


.04 
T. 

T. 

* 

T. 

.03 

T. 

• 

T. 
T. 

* 
T. 

3  45 

South  Mt.  San't'm2  — 

.03 

."63 
'."23 

.'eo 

.51 

'.'89 

3.70 

3.96 
4.  ,58 
3.59 
3.S8 
6.08 
% 
2  94 
4.83 
5.79 
4  5^' 

GHLF   DRAINAGE 

Ohi'n  Hdnhi 
Al.l.EUHENY 

Acnietonia^  

.02 

".6'\ 

.■n 

.03 
T. 

!03 
.02 
T. 

i'V 

.01 

.03 
.02 
T. 
.03 

T. 

.07 
.16 
.03 

'.'63 
.20 
T. 

't  " 
.38 
.30 
.03 
T. 
T. 

.09 

.09 

.04 
.30 
.03 
.03 

'.'08 
.02 
.21 
.08 
.30 
.02 

.27 
.08 
.10 
.09 

'.'ii 

.27 

.0:3 
.04 
.03 
.02 
.06 
.10 

.'67 
.1! 
.08 
.50 
.03 
.06 
.02 
.08 
.04 
.10 
.09 
.02 
.02 
.00 

T. 

03 
T. 
.03 

.07 
T. 

'.'64 
.06 
.04 
1'. 
T. 

'.'63 
.06 
.10 
.09 

.'63 

T. 

T. 

'.'oi 
.01 

Allen.  Mill.sl.  5 

Blair-ville",  6NE 

Boswell^  6  N\V 

Bradford,  1  W 

Broolcville'.  1.5SW.  ... 

Bucksto'.vn'.  ^ 

Clarion ••!,  3  SW 

'.'('"■i 

.13 
.07 

.44  .ie 

.29    .48 

.95    .05 

97    -11 

.07 

••    1 

.47 
.42 
.65 
.58 
.63 
.38 
.38 
.54 
.48 
.27 
.43 
1.87 
.75 
.77 
.U 

• 

..55 

.25 

.06 

.07 

.12 

.12 

.13 

.33 

.53 

T. 

.43 

.24 

T. 

.40, 

'.'oi 

.26 

T. 
T. 
.01 

'^08 

T. 

.05 

.06 

.10 

.16 

.15 

T.' 

.'.'.'.^ 

01 
T. 
T. 

't  " 

T. 

T,' 
.14 

• 

T. 
02 

*  '•' 

• 
.17 
.24 

"."•27 

T. 

.13 

.14 

.17 

.11 

.03 

• 

.15 

.06| 

.38 
.11 
.30 

• 

.41 
.18 
.27 
.18 
.18 
.21 
.15 
.17 
.U3 
.25 

.16; 

'.'38 

'.'6i 

T. 

."04 
.45 

.61 

".'96 
1.10 
.45 

.60 
.56 

^82 

.09 

T. 

T. 

.08 

T. 

.51 
.49 
.72 

.46; 

'."oei 

.30| 

Couder.sport 

Potter 

Potter. 

W'moreland. 
W'morelaud. 

Cambria 

Cambria 

Armstrong... 

Venango 

Elk.. 

Indiana 

Indiana, 

Cambria 

Coudersport,,  7.5  E 

.07 

.08 

.11 

.02 

.05 

T. 

.08 

.33 

.03 

.01 

.82 
.61 
.48 
.40 
.16 
.22 
.26 
.72 
.63 
.89 
.09 

T. 
.10 

{4.  37 
3.10 
3  88 
3.44 

Derry 

03 

T. 
.06 

.'oi 

T. 

.08 
.28 
.12 
.74 
.47 

:t? 

.03 

'.'65 
.11 

— ! 

.04 

Dunloi.''.  0.5SW 

EbensburgS 

Ford  Cir.y^4  3 

T.' 
.'61 

1 

.•20 
,15 
.44 

;o4 

4.26 
3.61 

Franklin-' 

GlenHaze!2.  1  NE 

Homoi.  s 

Indiana 

T 
T. 

T. 
.01 
.40 
.31 

3.96 

6.33 

«3.82 

3  48 

Johu.town■^0.5  W - 

1 

.09 

T. 

.66j 

.08 

3.82 

Continued  on  page  5, 
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CLIMATOLOGICAL  DATA:   I'KNNSYI.VANl A  SKCTJON 


Daily  Precipitation  for  January  1947-Coiitinued  from  piign  I. 


SUtiuns 


Counties 


AI.I.BOHKNY 

(continued) 

Kane'.  IN 

Krogivr'.  in  Sh 

Lvfippu-.'-"  li 

Mariaiiville','^ 

Meftdville-'.  lis 

Mosgrove- ■  •  ■ 

Parkers  l.andlug-.  . 
Pitt,<burgliCty01',=' 

Port  AUegauy-   

Punx>utawuey-. ..  _ 
Putneyville'^  U,5SK 

Ridgvvay- 

Saltsburg- 

Seward" 

Sheffield'.  ■\  6W.  ... 
Smetlirort'.-\  1  S\\ 

Strougstowii',  •'■ 

Tioue>ta-,1.5SE... 

Titu.-ville.  2  8 

UniouCityi.s 

Vaudergnft  ' 

Warren'-. 

Vouiigsville'.'' 

JfoND.ScAHKLA 

Contiueuce-.  1.5  NW 

ConnellsviUe- 

Donora' 

Green-boro- 

CTi-eensburg.  2  S  

Irwin 

Meversdale- 

Murrv;.ville //».•'■•.... 
Pitt-;burgli  .Vrpt,'/  '. 

Rices  Landing- 

Somerset 

Springs''.  1  S\V  

Unioutown 

Waynesburg 

Bk.wkk 

Beaver  Falls- 

Butler 

Farrell- 

Greenville 

.Taniestown''.  2  N'\\ 
Mercer  .\rpt 

NewCa-tle' 

Pennline  .  -,  1  S. .. 
Ohio 

Clays  ville- 

Coraopolis'-^.  IK 

Midland^ 

Washington','^ 

LAKE    DRAINAGK 

Albion- 

Erie',  5 

Raymond'.  * 


2..5N1 
1..5  N 


Day  of  mouth 


McKean 

W'moreland. 
W'niorelaud. 

Forest.. 

Crawford  — 
Armstrong.. . 
Armstrong.. . 
Allegheny. . . 

MoKean 

JelTer^ou 

Armstrong... 

Klk 

Indiana 

W'moreland. 

Warren 

McKeau 

Indiana 

Forest 

Crawford. . .. 

Erie 

W'moreland. 

Warren 

Warren 


Somerset 

Fayette 

Washington. 

Greene 

W'moreland 
W'moreland 

Somerset 

W'moreland 
Allegheny . . 

Greene 

.Somerset — 

Somerset 

Fayette 

Greene 


Beaver 

Butler 

Mercer 

Mercer 

Mercer.  

Mercer 

I/awreuce. ., 
Crawford. .. 


.95  .43 

.■>»!    .SO 


39i  .  48 
10;  .84 
.2 
.46 
.39 
.'26 
.19 
1.12 
.35 
.16 
.02 
.83 
.24 


.51 
.'25 
.52 
.39 
.43 

.6.T 

.39 
.54 
35|  .59 
T.  I  .  42 


.30  .26'  .04 
.63  .051  .12 
.'22  .091  .11 
.42      59    .06 


.•26 
.22  .70 
.12  .68 
.04    .'26 


Washington  .    T. 
Allegheny  ...... 

Beaver ... 

Washington  .    .  18 


Erie 

Erie  . . . 
Potter. 


75   .03 


.47  .47 
.4'2|  .45 
.301  .64 
.66    .11 


.09 


.05 


.02 


T. 


.  10  T 

.041     I 
.  10   T 

.in|  .11 

T.      T 


01    .07 


.05 
.05   T 

.05 
.04 


9     10 


.09 


.28 


12 


.06 


T. 


13 


.0.'i 


.01:. 


16 


.'23  .65 
.'20  .64 
.57 
.52 
.34 
.'22 
.38 
.60 
.'22 
.03 
.'25 
.22 
.15 
.09 
.65 
.59 


.12 


.40 


.30 
1.01 
46 
69 
34 
65 


.15 
.07 
.58 
11 
.67 
.83 
.10 
.80 
.64 
.13 
.78 
.41 
.67 
1.27 


.'22 
.62 
.45 
1. 00 
.48 
.61 
.48 
.46 


.19 


16 


17 


T. 


.02 


.09 


T. 


.01 


.'20 


.06 


.01 


.04 


19 


.06 


.03 


20 


•■!•■ 


.12 


.86 
.87 
.60 
1.02 
.52 
.'29 
.45 
.79 
.13 
.29 
.32 
.18 
.15 
.'21 
.93 
.64 
.81 
.53 
.65 
.57 
.60 
.44 
.63 


.69 


22 


.12    .31 


28 


24 


25  I  26 


27 


.03 


03 


.02 


.33 


2S     29 


.25 


.08 


T. 


80    81 


T. 


02 


T. 


1.0 
.63 
.43 
.92 
.(f2 


..I   .69 

oc:  T. 


1.10 
.70 
.47 

!67 
.75 
.50 
.09 


.54 


.09 

i.'iB 

.04 
.93 
.92 
.1 


.55 


.061 
T.  1 
.04 

'.ik 

.56 
.81 

.'65 
.42 
.60 

.59 

.48 
.48 
.03 


6.  19 
6. 02 
3.81 
$6.42 
3.72 
3.80 
.5.01 
4.02 
4.25 

3.  56 
4.18 
4.32 
3.24 
4.07 
5.69 
4,67 
3  72 
5. '28 
5.33 

4.  15 
3. 02 
4.75 
5.09 


.33 

.62 

T. 

.47 

.02 

.24 

.48 

,p 

.62 

.11 


.64 
.68 
1.12 
.04 
.92 
.01 

r. 

1.00 


.69 
.70 
.83 


T. 


4.  10 
3.18 
2.99 

3.  82 
3.41 
3.67 
3.08 
3.60 
3.55 
3.95 
3.56 
3.7(1 
3.58 

4.  19 


3.55 
3.63 
4.30 
5.36 
4. '27 
4.86 

3.  76 

4.  .56 


4.-53 
3.77 
4.30 
4. 10 


[See  page  8  for  explanation  of  reference  marks.] 


CMMATOLOGICAL  DATA.   PENNSYLVANIA  SECTION. 


January  1947 


m 


Daily  TemperatTureB  for  January  1947 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

■20 

21      22 

23 

24 

25 

26 

27 

28 

29  I  80 

1 
31      Mean 

Albion/ 

/  Maximum.. 

\  Minimum.. 

1      . 

1 

1 

.. . . 

.  •  ■  - 

. . . .  j. . . . 

■■■'I"" 

Allentown  Arpt,i-4  NE 

.  /  Maximum.. 

"27 

"si 

"35 

"37 

"35 

"38 

■38 

"38 

"36 

".si 

"45 

■46 

"3(i 

■33 

36 

40 

"42 

"43 

"37 

51 

"42 

'2i 

"35 

"54 

'57 

45 

55 

58 

"56 

'66 

"54 

40.9 

\  Minimum.. 

20 

22 

30 

20 

17 

8 

7 

30 

20 

18 

30 

22 

17 

29 

32 

31 

29 

29 

•23 

34 

121       8 

.  11 

31 

33 

32 

!     32 

28 

33 

31 

30 

24.2 

AUeutown  / 

.  /  Maximum.. 

28 

34 

41 

35 

37 

35 

41 

39 

33 

34 

5" 

44 

43 

36 

40 

46 

43 

46 

44 

53 

431     34 

35 

58 

.58 

47 

56 

69 

54 

67 

52 

44  0 

\  Minimum.. 

19 

21 

25 

27 

20 

23 

14 

21 

24 

19 

23 

31 

18 

19 

32 

34 

32 

30 

•25 

27 

34 

10 

10 

14 

35 

31 

36 

30 

33 

32 

34 

26  3 

Altooua-4.-'')  W 

.  (  Maximuiu.. 

25 

33 

47 

4i 

35 

30 

36 

35 

31 

30 

51 

48 

33 

34 

39 

.50 

38 

42 

41 

64 

46 

14 

36 

52 

54 

4b 

,58 

49 

57 

65 

53 

42.1 

\  Minimum.. 

19 

21 

31 

25 

24 

19 

11 

■25 

15 

17 

24 

35 

20 

27 

33 

35 

22 

29 

24 

33 

6 

0 

8 

32 

42 

33 

30 

35 

34 

36 

31 

■25.0 

ArendtsvjUe/  

/  .Maximum.. 

29 

33 

45 

38 

37 

32 

41 

43 

34 

32 

60 

49 

34 

36 

41 

53 

42 

47 

38 

53 

36 

22 

39 

59 

60 

43 

57 

60 

67 

67 

,50 

44.  1 

V  .Minimum.  . 

2i 

22 

27 

32 

21 

■2i 

13 

•24 

22 

■22 

19 

22 

19 

■26 

33 

34 

81 

29 

26 

28 

28 

6 

7 

24 

■29 

32 

33 

31 

33 

35 

41 

■25.6 

TJeavt^i'towu/ 

.  (  Maximu-ii.. 
1  Miuinuini .. 

29 

18 

32 
22 

42 

28 

.32 
31 

37 
16 

31 
22 

37 
6 

36 
19 

28 
15 

33 
21 

51 
24 

47 

32 
14 

38 
22 

37 
32 

46 
34 

37 

26 

40 
23 

39 

IH 

48 
21 

32 

27 

20 
8 

38 
8 

54 
•20 

56 
38 

45 
•24 

55 
24 

54 

■27 

50 
30 

66 
33 

42 
39 

$40.7 

§■23.1 

Berwick 

.  /  Maximum.. 

28 

34 

37 

36 

35 

34 

37 

37 

33 

33 

51 

47 

36 

41 

41 

42 

44 

42 

40 

50 

49 

20 

33 

53 

55 

51 

53 

56 

48 

66 

66 

4^2.8 

V  Minimum.. 

22 

22 

21 

25 

14 

21 

8 

29 

18 

15 

28 

32 

15 

30 

35 

33 

21; 

■24 

25 

34 

19 

6 

10 

32 

42 

32 

30 

28 

32 

38 

37 

■25. 3 

Bethlehem  ^ 

.  /  .Maximum.. 
\  Minimum.. 

28 

30 

38 

37 

36 

34 

35 

36 

28 

32 

50 

45 

28 

32 

37 

42 

40 

42 

35 

61 

44 

19 

33 

57 

52 

47 

56 

.58 

56 

66 

56 

41.3 

20 

21 

30 

25 

22 

30 

17 

28 

22 

21 

29 

■24 

24 

27 

32 

35 

311 

31 

28 

32 

12 

9 

13 

30 

36 

36 

38 

3,S 

36 

32 

34 

27.1 

Blairsvine^-O  NE 

.  (  Maximum.. 

31 

59 

56 

28 

30 

25 

30 

29 

21 

35 

46 

37 

36 

48 

53 

50 

33 

38 

42 

52 

36 

10 

41 

47 

62 

.50 

54 

•52 

67 

64 

44 

41.9 

( Minimum.. 

19 

30 

28 

18 

20 

14 

17 

20 

12 

12 

32 

24 

24 

33 

37 

27 

■20 

26 

•29 

34 

0 

—  4 

9 

39 

38 

35 

31 

34 

31 

45 

23 

•24.5 

riraii  1  nr(i-4  \V         

.  1  Maximum.. 
\  Minimum.. 

24 

5 

34 
21 

37 
31 

34 
15 

32 
16 

30 
18 

31 

18 

31 
22 

•26 
12 

27 
16 

4f- 
■23 

43 

24 

:il 

40 
28 

41 
32 

38 
32 

37 
19 

36 
24 

45 
16 

48 
34 

42 
8 

-1 

31 
8 

44 

29 

4S 
34 

48 
28 

51 
21 

48 
34 

37 
24 

41 
30 

52 

26 

37.6 

1  >!  dUi  Ui'iT    •*   ■■- 

21.2 

BrooliVillei-l  5  S\V.  ... 

.  /  Maximum.. 

\  Minimum.. 
.  (  Maximum.. 

\  Minimum.. 

30 

44 

48 

29 

31 

29 

32 

31 

24 

32 

46 

% 

19 
27 

30 
34 

29 
50 

21 
38 

21 
42 

16 
34 

16 
38 

21 
39 

12 

33 

18 
34 

32 
56 

62 

64 

"50 

$? 

Burnt  Cabins ' -2 NE... 

"49 

"36 

36 

37 

51 

"46 

"48 

40 

"56 

'43 

"is 

"38 

"58 

".58 

46 

"57 

"•58 

43.8 

22 

25 

31 

26 

21 

8 

9 

28 

18 

20 

23 

24 

20 

29 

34 

34 

23 

26 

20 

.36 

10 

4 

9 

29 

32 

31 

•22 

34 

30 

32 

24 

23.6 

Butler 

.  /  Maximum.. 
\  Minimum.. 

28 

38 

51 

43 

33 

33 

34 

35 

32 

■29 

42 

50 

60 

bS 

58 

47 

43 

39 

48 

54 

54 

20 

31 

49 

53 

55 

54 

55 

49 

64 

56 

44.6 

22 

25 

33 

■23 

24 

22 

19 

27 

13 

18 

2<( 

26 

■if) 

32 

38 

39 

24 

26 

22 

37 

18 

2 

14 

31 

42 

26 

30 

37 

35 

45 

32 

•26.9 

Canton/-l  NW  

/  Maximum.. 

38 

33 

32 

32 

30 

29 

3:< 

35 

27 

32 

47 

32 

33 

38 

39 

42 

37 

3H 

38 

44 

34 

17 

36 

44 

52 

43 

52 

52 

45 

60 

39 

$38.3 

\  Minimum.. 

12 

25 

20 

12 

12 

18 

17 

20 

10 

11 

17 

30 

10 

10 

32 

32 

18 

■20 

21 

21 

■23 

2 

2 

11 

35 

36 

30 

31 

'28 

27 

36 

$•20.  3 

Cavlif.le 

(  Maximum.. 

3" 

33 

38 

42 

41 

38 

34 

43 

39 

35 

60 

52 

40 

35 

38 

45 

48 

48 

42 

'  42 

48 

•23 

38 

60 

63 

53 

56 

64 

56 

72 

70 

46.0 

\  .Minimum.. 

25 

24 

34 

32 

18 

24 

12 

33 

26 

26 

34 

40 

22 

■29 

36 

37 

31 

28 

26 

35 

23 

111 

8 

30 

43 

34 

32 

3'i 

33 

38 

43 

28.8 

Chaiiiber<burg'''-1  S\V.  . 

.  /  Maximum.. 

29 

33 

43 

40 

39 

32 

41 

43 

36 

33 

58 

50 

31 

34 

37 

5.' 

41 

48 

40 

53 

45 

20 

40 

59 

59 

40 

54 

5« 

58 

69 

54 

44.  2 

\  Minimum.. 

23 

23 

31 

21 

21 

11 

9 

32 

22 

•22 

21 

■29 

24 

27 

33 

36 

29 

28 

26 

33 

n 

7 

8 

26 

40 

31 

■2'.' 

32 

32 

33 

33 

■25.  3 

Clariou8-3  SW 

(  .Maximum.. 

2fi 

37 

46 

36 

33 

31 

34 

35 

30 

31 

48 

45 

40 

60 

48 

44 

3' 

42 

44 

52 

47 

15 

34 

48 

54 

,5(1 

63 

44 

49 

60 

54 

41.8 

\  .Minimum.. 

17 

24 

32 

19 

20 

19 

13 

24 

17 

17 

26 

•24 

20 

■.12 

35 

33 

16 

18 

17 

34 

6 

0 

6 

32 

36 

•26 

2S 

29 

27 

35 

27 

■22.7 

Claysville/ 

(  Miiximuro.. 
\  .Minimum.. 

36 

60 

54 

28 

31 

31 

35 

35 

,    ^29 

40 

51 

40 

64 

6.5 

49 

49 

41 

43 

50 

54 

26 

19 

45 

53 

53 

51 

5H 

45 

67 

68 

34 

44.8 

20 

25 

35 

24 

24 

19 

13 

25 

17 

14 

18 

28 

25 

34 

39 

38 

21 

2I) 

20 

23 

23 

2 

2 

41 

39 

35 

25 

28 

2-! 

37 

3:; 

25.  " 

Coalport/ 

/  Maximum.. 

22 

42 

52 

27 

26 

32 

34 

32 

26 

40 

49 

41 

34 

44 

60 

50 

35 

41 

40 

.5" 

35 

•20 

15 

49 

54 

.50 

54 

48 

63 

61 

.35 

41.3 

\  Minimum.. 

20 

2(1 

30 

23 

23 

20 

11 

25 

13 

13 

18 

34 

19 

24 

32 

36 

■22 

23 

17 

19 

•23 

0 

1 

18 

40 

J5 

■22 

■23 

30 

38 

33 

•22  4 

Coatesville/ 

(  .Maximum.. 
\  Minimum.. 

31 

38 

42 

38 

37 

35 

41 

42 

34 

3.T 

53 

49 

36 

37 

44 

48 

44 

50 

40 

52 

39 

22 

3« 

58 

59 

48 

57 

60 

63 

69 

64 

45.3 

22 

28 

29 

34 

27 

26 

30 

30 

19 

18 

■25 

32 

22 

21 

33 

36 

33 

29 

■n 

24 

33 

9 

9 

36 

35 

•28 

33 

30 

31 

33 

37 

27.6 

Columbia 

.  I  Maximum.. 
\  Minimum.. 

32 

33 

38 

42 

41 

38 

39 

42 

40 

38 

.^6 

51 

39 

3b 

41 

44 

47 

50 

44 

50 

49 

30 

41 

.59 

63 

46 

59 

61 

59 

64 

55 

46.1 

28 

27 

32 

81 

21 

•26 

17 

33 

25 

24 

26 

39 

21 

31 

35 

36 

3! 

30 

25 

35 

30 

9 

11 

•28 

32 

32 

35 

31 

35 

44 

45 

29.  2 

Corry 

/  Maximum.. 
\  Minimum.. 

25 

35 

38 

25 

31 

29 

31 

31 

25 

28 

42 

39 

36 

48 

46 

35 

36 

3.; 

49 

49 

34 

12 

32 

45 

52 

49 

53 

47 

M 

57 

,53 

38.  1 

9 

24 

24 

17 

19 

19 

21 

24 

14 

IS 

25 

19 

13 

32 

33 

30 

19 

21 

34 

6 

2 

10 

32 

34 

36 

■28 

31 

26 

34 

26 

•22.7 

Coudersport 

/  Maximum.. 

31 

35 

39 

38 

3^ 

30 

3a 

32 

22 

•29 

47 

43 

30 

37 

39 

43 

38 

48 

44 

48 

42 

14 

30 

45 

48 

51 

49 

41 

4^ 

58 

.36 

38.7 

(,  .Minimum.. 

12 

19 

31 

18 

19 

14 

18 

■23 

8 

16 

23 

16 

111 

26 

34 

33 

15 

24 

18 

30 

8 

-    1 

7 

25 

35 

31 

22 

■26 

•29 

36 

27 

21.0 

CurwensviUe'-6  N  W  . . . 

.  /  Maximum.. 

23 

47 

48 

28 

28 

26 

30 

■i8 

21 

28 

45 

38 

29 

37 

11 

44 

31 

38 

37 

46 

34 

10 

39 

44 

49 

44 

50 

46 

53 

5^ 

44 

37.5 

\  Minimum.. 

U 

23 

26 

17 

17 

13 

14 

17 

8 

14 

27 

17 

13 

25 

34 

24 

16 

21 

21 

32 

-  1 

-  5 

5 

38 

34 

29 

25 

27 

29 

42 

2h 

■20.6 

Derry 

.  /  Maximum.. 
\  .Minimujii.. 

32 

62 

58 

42 

34 

32 

34 

35 

33 

35 

50 

43 

ii 

52 

57 

63 

37 

44 

47 

.57 

48 

14 

41 

53 

57 

54 

.56 

54 

69 

69 

51 

46  6 

25 

31 

42 

24 

26 

18 

12 

28 

18 

17 

34 

34 

25 

36 

41 

U 

25 

29 

■23 

40 

9 

3 

12 

41 

41 

46 

28 

39 

38 

,50 

31 

■29  0 

Donega  1 ' 

.  /  Maximum.. 

3e 

54 

56 

28 

30 

24 

31 

30 

24 

36 

47 

40 

37 

50 

49 

50 

.35 

40 

45 

52 

48 

12 

46 

49 

52 

51 

62 

,50 

64 

6,5 

47 

42.  9 

\  .Minimum.. 

21 

30 

28 

19 

20 

4 

8 

20 

13 

12 

34 

24 

23 

34 

34 

26 

•20 

19 

1« 

35 

0 

-  2 

8 

40 

36 

•28 

20 

34 

36 

44 

17 

•22.  h 

Donora' 

.  (  Maximum.. 

39 

.■bU 

58 

36 

33 

28 

36 

36 

29 

38 

55 

44 

48 

60 

55 

54 

39 

46 

50 

56 

42 

77 

50 

54 

52 

51 

54 

54 

62 

69 

69 

$47.5 

\  .Minimum.. 

27 

39 

36 

28 

27 

21 

21 

29 

22 

20 

38 

28 

27 

46 

44 

34 

27 

30 

29 

42 

6 

3 

13 

48 

37 

31 

31 

43 

41 

58 

35 

«31  " 

KaglesMere/ 

.  /  .Maximum.. 
\  .Minimum.. 

28 

32 

41 

28 

29 

28 

32 

32 

23 

26 

46 

■il 

31 

38 

38 

38 

30 

37 

44 

48 

14 

31 

42 

49 

42 

42 

4'.' 

51 

45 

59 

4" 

36.9 

12 

12 

26 

18 

12 

12 

14 

17 

12 

8 

14 

2t 

9 

9 

■29 

31 

19 

19 

24 

36 

0 

—  1 

6 

29 

36 

36 

■29 

29 

•26 

26 

38 

19.7 

East  Watci  fordt>-3  E  . . . 

.  (  Maximum.. 
\  Minimum.. 

22 

32 

50 

40 

36 

•28 

34 

34 

29 

29 

51 

48 

24 

32 

41 

48 

37 

40 

35 

45 

44 

U 

32 

51 

54 

45 

54 

52 

60 

61 

50 

40.0 

16 

20 

31 

21 

20 

17 

20 

24 

15 

16 

25 

24 

16 

23 

32 

34 

•23 

30 

•29 

30 

4 

-   1 

7 

32 

42 

37 

34 

38 

34 

45 

28 

'24.7 

Ebi'usburg/. 

.  (  .Maximum.. 

32 

51 

49 

25 

30 

30 

31 

27 

•22 

41 

46 

37 

32 

46 

48 

47 

34 

38 

40 

47 

•22 

24 

41 

46 

51 

47 

51 

52 

64 

62 

32 

40.2 

\  Minimum.. 

19 

19 

31 

20 

20 

15 

12 

22 

11 

14 

14 

31 

•20 

20 

32 

35 

19 

24 

24 

32 

19 

-  4 

3 

23 

39 

28 

■29 

39 

33 

43 

30 

■23.  1 

Eniporium  /-I  E 

.  /  .Maximum.. 

32 

35 

46 

33 

35 

31 

35 

31 

27 

31 

52 

42 

35 

41 

42 

44 

39 

42 

44 

52 

32 

16 

44 

48 

52 

47 

56 

46 

48 

63 

36 

40.5 

\  Minimum.. 

13 

22 

32 

21 

20 

21 

15 

24 

13 

13 

18 

18 

14 

19 

34 

3-1 

17 

17 

20 

29 

24 

1 

2 

13 

39 

•28 

27 

•27 

27 

29 

31 

21.4 

Ephrata 

.  1  Maximum.. 

42 

35 

40 

34 

42 

34 

36 

40 

39 

31 

55 

48 

36 

37 

41 

43 

46 

47 

42 

.50 

46 

22 

38 

60 

59 

48 

57 

60 

56 

67 

65 

$45.1 

\  Minimum .. 

25 

24 

S2 

36 

23 

•25 

15 

33 

23 

23 

30 

35 

22 

32 

36 

37 

32 

31 

26 

35 

18 

9 

11 

31 

41 

34 

34 

33 

36 

43 

44 

$■29.3 

Krie' 

.  /  Maximum.. 

34 

32 

33 

24 

32 

30 

84 

32 

26 

37 

44 

36 

40 

52 

42 

38 

41 

36 

50 

47 

30 

17 

44 

48 

.55 

48 

67 

49 

32 

64 

37 

39.  2 

\  Minimum .. 

14 

33 

23 

19 

22 

•23 

26 

25 

■20 

•23 

36 

18 

18 

38 

33 

28 

2.5 

30 

29 

30 

10 

7 

15 

40 

35 

39 

41 

32 

27 

27 

27 

■26.2 

Everett'-') ..T  iW 

.  /  Maximum.. 

29 

34 

48 

39 

40 

32 

41 

39 

30 

36 

.57 

58 

35 

38 

39 

54 

40 

47 

36 

64 

43 

17 

45 

56 

57 

50 

56 

,54 

60 

68 

54 

44  7 

\  Minimum.. 

24 

2f. 

32 

27 

29 

9 

9 

2s 

24 

24 

25 

25 

26 

30 

25 

34 

28 

27 

•22 

26 

8 

5 

16 

40 

26 

27 

25 

■27 

34 

.33 

29 

24.8 

Farrell 

.  /  Maximum.. 

33 

44 

40 

33 

SI 

30 

35 

34 

32 

34 

.50 

48 

47 

59 

57 

38 

35 

44 

48 

51 

42 

15 

45 

51 

55 

52 

53 

61 

41 

60 

55 

4:1.3 

V  Minimum.. 

19 

28 

27 

22 

23 

22 

•iA 

27 

15 

20 

36 

23 

24 

41 

35 

29 

24 

28 

27 

36 

5 

2 

15 

.S3 

42 

32 

33 

37 

33 

41 

,10 

$26.  8 

Ford  City  /-4  S 

.  (  Maximum.. 
V  Minimum. . 

34 

54 

54 

28 

33 

31 

36 

33 

27 

40 

51 

40 

44 

68 

48 

49 

36 

44 

47 

56 

2s 

•20 

46 

52 

53 

59 

53 

46 

66 

67 

36 

44.2 

20 

24 

32 

24 

22 

21 

13 

26 

14 

15 

18 

34 

21 

3'J 

38 

38 

22 

22 

20 

20 

•24 

•t 

2 

17 

38 

30 

24 

■26 

36 

37 

34 

■24.0 

Prauljlin/ 

.  (  Maximum.. 
\  Minimum.. 

34 

44 

45 

26 

33 

31 

34 

32 

26 

40 

48 

35 

42 

.53 

42 

41 

38 

43 

46 

52 

27 

19 

44 

49 

54 

48 

54 

44 

60 

61 

34 

41.3 

17 

17 

33 

21 

21 

21 

21 

26 

16 

16 

19 

28 

•2'l 

27 

38 

35 

20 

21 

21 

■22 

24 

2 

2 

18 

38 

33 

28 

28 

•29 

33 

33 

23.5 

Fredericksville-l  S 

.  /  Maximum .. 

27 

32 

41 

42 

37 

34 

34 

38 

36 

32 

52 

47 

33 

35 

39 

42 

43 

43 

38 

.50 

48 

35 

35 

54 

57 

•50 

56 

58 

.56 

6.5 

65 

43.6 

\  Minimum.. 

21 

21 

30 

26 

17 

22 

9 

30 

■20 

13 

26 

31 

17 

26 

33 

32 

•29 

27 

21 

32 

11 

6 

5 

29 

•29 

•29 

29 

31 

31 

:32 

39 

■24.  3 

Freelatid 

.  /  Maximum.. 

22 

29 

45 

39 

35 

31 

31 

33 

28 

25 

48 

44 

28 

32 

38 

44 

4) 

36 

31 

42 

40 

38 

36 

47 

50 

46 

60 

51 

48 

58 

59 

39.6 

V  .Minimum.. 

15 

15 

26 

18 

15 

17 

15 

24 

11 

12 

21 

23 

11 

19 

25 

30 

21 

26 

21 

26 

10 

-    1 

4 

25 

39 

33 

30 

38 

•29 

37 

30 

21  5 

George  School'' 

.  /  Maximum.. 

28 

32 

38 

36 

35 

35 

35 

39 

35 

33 

50 

45 

33 

35 

40 

44 

44 

45 

40 

60 

52 

24 

37 

56 

59 

51 

54 

59 

54 

67 

63 

43.8 

\  Minimum.. 

24 

22 

30 

27 

19 

21 

13 

32 

21 

19 

29 

31 

20 

30 

34 

36 

32 

32 

22 

33 

•22 

8 

12 

27 

36 

28 

37 

33 

34 

35 

41 

27  1 

Gettysburg 

.  /  Maximum.. 
\  Minimum.. 

29 

32 

39 

45 

38 

36 

35 

42 

41 

42 

.56 

.52 

42 

36 

38 

47 

47 

47 

45 

47 

50 

38 

40 

58 

60 

54 

55 

60 

5<> 

70 

69 

46  6 

24 

25 

32 

20 

25 

25 

•25 

33 

25 

24 

29 

41 

25 

30 

35 

38 

32 

30 

28 

36 

•29 

9 

12 

28 

42 

31 

34 

36 

35 

35 

44 

■29.5 

Gordon 

.  (  Maximum.. 
\  Minimum.. 

27 

31 

41 

38 

36 

34 

38 

38 

32 

31 

53 

49 

29 

35 

39 

43 

40 

40 

35 

47 

34      17 

32 

52 

54 

45 

53 

55 

52 

64 

63 

41.2 

20 

21 

30 

26 

10 

21 

4 

28 

IS 

18 

■26 

29 

14 

24 

33 

32 

21; 

20 

•20 

32 

17        5 

7 

30 

37! 

27 

■28 

28 

30     35 

.38 

23.7 

Greensburg-'2S 

.  )  Maximum.. 

34 

58 

56 

41 

35 

30 

37 

35 

34 

34 

52 

49 

47 

59 

55 

53 

40 

44 

.50 

57 

47      16 

42 

54 

5tl 

.54 

55 

.52 

69l     70 

54 

47.3 

\  Minimum.. 

25 

33 

40 

25 

27 

18 

7 

29 

19 

17 

33 

3.S 

21 

38 

42 

38 

23 

20 

19 

41 

12        5 

9 

39 

39! 

•28 

25 

35 

38i     46 

32      27.  7 

Hanover/ 

.  (  Maximum.. 

30 

39 

41 

43 

37 

35 

40 

45 

37 

34 

57 

53 

35 

37 

40 

50 

44 

49 

41 

48 

39     23 

41 

60 

63* 

46 

59 

64 

62l     69 

.52'     45. 6 

\  Minimum.. 

24 

24 

28 

35 

28 

25 

20 

30 

25 

22 

•23 

31 

24 

26 

34 

36 

31 

30 

30 

33 

30       8 

10 

18| 

35, 

45 

31 

32 

37 1     38 

43i     28. 6 

HarrisburgArpt.  1-3.5  S 

.  /  vlaximurn.. 

30 

34 

44 

42 

40 

34 

41 

41 

34 

35 

56 

51 

30 

36 

39 

48 

41 

48 

39 

52 

47      21 

40 

58' 

60 

44 

58 

61 

541     70 

55I     44. 6 

(  Minimum.. 

23 

27 

32 

24 

21 

15 

15 

32 

•27 

•23 

29 

27 

24 

30 

34 

38 

32 

31 

27 

34 

13i       9 

13 

301 

36 

35 

33 

34 

35i     36 

34i     27.5 

Hawley-0..5  E 

.  (  -Maximum.. 
\  .Minimum.. 

2.5 

33 

37 

36 

35 

33 

35 

37 

32 

•29 

48 

46 

25 

32 

35 

43 

.39 

41 

38 

47 

461     -JO 

:ho 

47 

57, 

44 

.54 

55 

41      60 

60      40.0 

17 

16 

31 

18 

-  1 

19 

2 

'29 

12 

5 

19 

24 

7 

22 

31 

31 

21 

26 

25 

30 

20|       8 

5 

■29! 

32' 

•23 

28 

26 

•28     28 

3;3:    -20. n 

Hewitt -2  SW 

.  /  .Maximum.. 

SI 

36 

59 

49 

46 

47 

48 

44 

45 

44 

48 

58 

.59 

57 

56 

.57 

68 

57 

56 

46 

62,     56 

57 

56: 

57, 

60 

60 

68 

60      61 

69   $53.4 

\  Minimum.. 

Ik 

16 

25 

29 

20 

22 

■20 

10 

20 

•22 

18 

•20 

28 

■n 

28 

30 

36 

•22 

25 

21 

36'     25 

6 

9i 

10 

•20 

22 

■24 

:30      29 

30i  ^n.i 

Holtwood' 

.  /  Maximum.. 

30 

34 

37 

37 

37 

34 

42 

43 

35 

36 

46 

45 

35 

38 

39 

41 

42 

47 

39 

50 

42;     21 

33 

67 1 

58 

45 

55 

55 

54     64 

57      42,8 

\  Minimum.. 

25 

28 

33 

26 

■23 

21 

21 

35 

28 

27 

3" 

28 

•25 

34 

36 

37 

34 

32 

30 

37 

16i     12 

13 

30 

33 

33 

33 

34 

36      41 

86 

■29.2 

Huntingdon 

.  ( .Maximum.. 
\  Minimum. 

29 

33 

43 

43 

41 

33 

40 

38 

36 

36 

68 

53 

33 

36 

40 

54 

41 

46 

41 

53 

50!     18 

41 

•55 

58' 

46 

59 

56 

55      70 

54 

41.8 

23 

24 

33 

28 

24 

22 

» 

30 

20 

■23 

25 

30 

■20 

■29 

35 

35 

32 

21 

36 

12 

6 

16 

•281 

37 

26 

■n 

32 

37 

35 

32 

26  1 

Continued  on  page 
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CLIMATOI-OGICAL  DATA:    PENNSYLVANIA  SECTION 


Daily  Temperatures  for  January  1 947    (oiitimjid  from  page  i. 


Stations 


.  /  Maxiuium.. 

\  Minimum.. 
.  /  Maximum.. 

\  Miiumuui.. 
.  (  .Miixirauiu.. 

V  Minimum.. 
.  /  .Maximum.. 

\  Minimum.. 
.  )  Maximum.. 

\  Minimum.. 
.  (  Maximum.. 

\  Mminuim.. 
.  /  Maximum. 

\  Minimum.. 
.  /  Maximum. 

\  .Minimum.. 

.  ;  .Maximum. 

\  Mininunii.. 
.  /  .NIaxiiTium. 

\  Minimum.. 
.  )  .Maximum. 

\  .Minimuin.. 
.  I  Maximum. 

\  Minimum.. 
.  /  Maximum. 

\  Minimum.. 

/  Maximum. 

\  Minimum.. 
.  /  .Maximum. 

\  .Minimum  . 
.  )  Maximum. 

(  .Minimum.. 


Montrose  -S  E ,(  Maxinnim. 

».  Minimum.. 
Mt.  Pocono'-2  N" (  Maximum. 

>  Minimum., 
New  Bloomtield /  Maximum  . 

>  Minimum. 
Ne\vb\iig!  3.5N\V (  .Maximum. 

\  Minimum., 
New  Castle8-1.5  N (  .Maximum. 

\  Minimum. 
Palmerton' /  Maximum. 

^  Minimum. 
Park  Place'-l  N\V /  Maximum. 

V  Minimum. 
Phila.  Arpt.l-7S\V  . , ,.  (  Maximimi. 

\  Minimum. 


Indiana-2.6SE 

Irwin  

.lamestown/-'2N\V... 

Johnstown/ 

Kane'-l  N 

Lancaster 

LawreiH'eviHe  

Lebanon  • 

Lewis:owi]/-'JS\V.  . .. 

1jOc1<  Haven'' 

Marcus  Iloolc / 

Martiusburg'," 

Meailville/-lS 

Mercer' -2 ,5  NE.  . , . 
MiiWletownl-1.5  W. 
Midland''' 


PhiladelpliiaC.O.i.  . 
Pliila.  Shawmout . . . 
P!iiIip.'-burg'-7  K  .  ... 
PhoeuixviIle-1.6SE. 
Pittsburgii  Arpt.l-7.5 
Pittsburgh  City  OlTice 

Port  Clintou/ 

Putneyville/-2.5  SK.. 


Qualcertown-O.S  E  . . . 

Reading' 

Ridgway/ 

Scrauton' 

Selinsgrove 

Shippeusburg 

Somerset 

Springs"-!  SW  , 


.    .  I  ,Maximum. 

\  Minimum. 
. , ,  /  Maximum. 

\  Minimum. 
. . .  )  Maximum. 

\  Minimum. 
. ..  (  Ma.ximum. 

■^  .Minimum .. 
SEI  Maximum. 

\  Minimum. 

I  Maximum. 

I  Minimum. 

/  .Maximum. 

\  Minimum. 

/  Maximum, 

I  .Minimum. 


/  Maximum.. 

\  Minimum.. 

(  Maximum.. 

\  .Minimum., 
,  /  Ma.xiraum.. 

\  Minimum., 
,  /  -Maximum., 

\  Minimum.. 
,  /  Maximum., 

\  Minimum .. 
,  /  Maximum. 

\  Miniaium .. 
,  /  Maximum. 

\  Minimum.. 
.  /  Maximum. 

\  Minimum.. 


30      44 


State  College  1 

Stroudsburg-2  E.  .  . 

Tamarack /-2  S 

Tionesta/-1.5SE,.. 

Titusville-2S 

Towanda-1  E 

Tunkhannock/ ... 
Uniontown . 


,  /  Maximum. 

\  ^^inimuln.. 
,  )  Maximum. 

\  Minimum.. 
.  /  Maximum. 

V  Minimum.. 
.  /  Maximum. 

\  .^[inimuIn., 
.  /  Maximum 

V  Minimum .. 
,  /  Maximum. 

(  Minimum 
.  I  Maximum 

\  Minimum . 
.  'i  Maximum. 

'  .Minimum. 


2'J  41 

55;  54 
35i  44 


431  53 
25,  85 


46 

27 


34 
24 
37 
15 
46 
32 
33 
26 
45 
22  34 


36  3H 
24  32 
36  38 


261  31 


35 
11 

37 
2" 
32 
20 
22 
18 
46 
32 
3(1 
19 
31 
21 
34 
30 

35 

30 

32 

30 

3 

22 

34 

19 

55 

33 

57 

37 

33 

20 

52 

18 

32 

21 
34 

26 

4' 
13, 
351 
22! 

321 
24 
32' 
■2:2 

4-\ 
24! 
541 
25 

33| 
261 

31! 
19' 

41: 

Hi 

44; 

30! 
34 
23 
36 
20! 

4o: 

ih! 

63, 
321 


33  83 
26  17 


38 
31 
42 
34 

4' 
30 
391  27 


■56i  39 


38  35 
26  '20 


39  37 

18  24 

371  32 

12;  21 

40'  35 

20  25 


391  41 
311  29 


38 
23 
32 
18 
31 
20 
38 
22 
33 
24!  25 


46  36 

33  24 

42|  38| 

30l  24 

44  28! 

11  20i 

44  221 

31;  18 


35  31 

23  22 

_  37 

lO!  171 

30i  27 

131  15 


32 

20, 
29, 

ih! 


38  29 

28  21; 

61]  431 

43  28 


361  34 

9  11 

36!  32 

6|  15 

35!  31 

281  19 


85 
27 
34 
30 
35 
23 
35 
29 
30 
18 
41 
33 
35 
26 
40 
22 

40 
19 
38 
30 
48 
30 
35 
25 
29 
26 
31 
21 
41 
32 
3' 
26 

30 
20 
X2 
20 
40 
28 
34 
20 
36 
23 
39 
23 
32 
22 
44 
36 

42 
27 
42 
35 
31 
20 
41 
37 
34 
24 
36 
28 
37 
26 
30 
23 


39  37 
32  21 


13  27 


12 


59  50 


18   14 


27 
4' 
29 
5t 
34 
43 
25 
31 
26 
36 
19 
48 
25 
44 
2 

.30! 

27! 
42] 
12! 
51 
30| 
,501 
14] 
40 

431 
2-.>| 
41 
14 
40 
2^ 

49 

29 

4 

32 

41 

18 

49 

35 

43 

28 

45 

30 

41 

26 

38, 

31 

33 

481 
26! 
38! 
291 

44| 
I9I 
49 
30! 
56] 
31 
45 
29 
45 
25 

44 

2S' 

48! 
.S0| 
341 
.311 
31; 
281 
43| 
21 1 
47 
22 
39 
32 
47 
36 


40 
22 
49 
28 
45 
18 
38 
27 
32 
13 
41 
21 
30 
13 
34 
22 

34 
22 
30 
18 
41 
26 
30 
21 
41 
18 
42 
20 
30 
22 
48 
26 

28 

7 
22 

9 
32 
1 

20 
12 
48 
21 
26 
16 
25 
11 
38 
23 

38 

25 

3 

2 

26 

16 

38 

20 

4 

26 

49 

30 

35 

16 

39 

19 

35 
15 
36 
24 
36 
13 
29 
15 
.32 
18 
H2 
22 
33 
18' 
30 
22 

30 
19 
38 
13 
29 
10 

38; 

17' 
36! 
16; 
29 
11 
34; 

10! 

47 


15 


16 


18 


19 


37  38 

30 

34 


46;  44! 
31 


41 
32 

47 
38i 
44 
33 
43 
36 
45 
33 
57!  50 


36  37 
50  53 
35  30 


51 


"I 

36  32 

35  41 

32  32 

36'  41 

291  32 

41  41! 

35!  34' 


35! 


32|  31 

45'  44 
36  33, 
41  44! 

31 : 
531 


32; 

56 

43;  41! 


49 

42 

21 

22 

42 

42 

28 

26 

40 

46 

11 

19 

41 

46 

27 

29 

36 

38 

14 

14 

46 

49 

31 

27 

42 

40 

20 

21 

44 

47 

33 

28 

42 

46 

29 

26 

44 

45 

25 

29 

47 

55 

36 

36 

38 

43 

24 

30 

37 

43 

17 

18 

35 

40 

l** 

21 

42 

47 

32 

28 

38 

43 

24 

26 

35 

33 

18 

18 

32 

37 

20 

26 

49 

46 

27 

21 

38 

46 

24 

2(1 

37 

44 

20 

24 

40 

41 

29 

27 

34 

36 

22 

25 

44 

52 

34 

33 

45 

51 

37  33 

501  41 

261  38 

391  36 


20 


44  45! 
30  30! 


38;  45! 

151  141 

36  40 
26!  29| 
461  44I 
28|  24, 
521  47! 
29!  31 
39!  42! 
20:  24 
33  38 
22  26 

37  42! 

24  29; 

41  45! 
27!  28! 
41!  36! 
17'  17 
37  40 
16'  17; 
35!  42i 
16!  22; 

42  40 
20,  24; 
38'  401 
19|  20; 
41 1  45 
251  27 


21  22 


51 


46 
9 
48 
14 
30 
22 
31 
25 
38 
3 
53 
32 
47 
12 
38 
30 

35 
29 
49 
14 
45 
37 
41 

5 
25 
22 
34 

3 
49 
131 
401 

^1 
29' 

25| 

38 ! 

3' 

51! 

i\ 
34! 

7| 

"i 

44 

3 

62  46 
14 


28 


48  51 

32  20 

42!  54l  43 

19  34  5 

50  39 

33 


41 

8| 

40i  46 
35I  321 
42!  42 


40 

24 

43 

24 

41 

21!  30!  20 

43!  5ll  26 

17;  18!  23 

47  47I  44 

22I  34;  6 

421  48  48 

23!  34!  13 

44;  51!  35 

22,  27!  28 

50  59'  47 

25;  421  13 


28 
12 
14 

2 
18 

1 
14 

0 
21 

9 
18 

4 

15 

4 
12 

0 
20 

4 
18 

-  2 
18 

4 
19 

8 
13 

-  1 
24 
11 

23 
12 
37 
12 
10 

-  2 
48 
11 
16 

1 
19 

19 
9 
17 

-  2 

30 
8 
21 
10 
13 

-  2 
18 

8 
19 

7 
20 

7 
10 

-  2 
10 

5 

13 
2 

35! 
8J 
11! 

-  4, 
16! 

0! 
14 

-  II 
21 

7i 
20| 

T 
191 

4! 


24 


26  26 


61 
44 
„.  57 
301  82 
461  50 


Hi  36 
50|  .52 


38!  51! 

13!  381 

33I  .52, 

12!  29| 

37j  42, 

-  4  9; 

43|  471 

11  15, 

32!  45! 


27 


61 
35 
52 
40 
61 
36 
54 
33 
45 
26 
50 
28 
45 
26 
45 
35 

47 
29 
45 

29 
52 
35 
47 
36 
48 
31 
48 
28 
45 
33 
63 
32 

41 
34 
39 
28 
43 
27 
38 
26 
50 
28 
45 
28 
41 
33 
53 
31 

54 
38 
54 
36 
42 
34 
51 
20 
53 
38 
54 
38 
47 
29 
52 
28 

51 
25 
48 
36 
49 
25 
47 
34 
45 
26 
52 
31 
51 
28 
48 
30 


54 
38 
58 
36 

491  40 
36!  37 
53!  48 
36l  39 
52i  47 


35 
56! 
31 
531  47 


31 
52 
31 

51 

16;  40;  24 

55 


28  29 


47  54 

39  331 

47;  57: 

26;  30 

51 

30 

52 

24 

51 

28 


471  57 

32  25 

54 

27 

54!  56i  56 


13!  40;  44!  391  28 


80  81  Mean 


48!  66 

84|  31 

.50  65 

44!  42 

45]  59 

29|  28 

60  70 

32  40 

42l  38 

26!  '^^ 

61!  .58 

28;  32 

591  38 

32I  27 

58  .56 

30  33 


50  53 

381  35 
59  57 


291  28 

61 

43!  40 


67  56 

40  82 

64!  53 

49I  36 

58!  35 

29|  30 

681  36 

41|  36 

52  38 

.33!  24 

68i  66 

351  40 

59;  52 


44.5 
25.1 
48,9 
31.3 
42.  2 
21.2 
45,8 
27.7 
37  0 
19.6 
46.5 
27.5 
40.8 
22. 4 
43.4 
25.4 

43.9 
24.8 
42.5 
i6.2 
48. K 
31.1 
41,5 
26.0 
39.4 
21.7 
39,7 
23  2 
44  2 
27.  2 
44.1 
26,8 

3.5.6 
18.7 
36.6 
19.5 
44.4 

22.  9 
37,8 
19.6 

42.  6 
25,4 
40.6 

23.  3 
37.5 
21.6 
46.8 
29.8 

46  9 
3>.  6 

4t;.5 

X0,6 
38.2 
21.3 
47.4 
27. 0 
44.7 
27,8 
46.6 
30  9 
42.1 
24.3 
42  1 
20.  5 

43.1 

25.7 
45,0 
29.5 
40.2 
18,9 
40.7 

25  4 

43.  3 
25.5 
46.6 

26  8 
43.  1 
23.0 
41.4 
22.  7 

41,0 
26.5 
43. 3 
24.4 
36.9 
19  0 
39.1 
22  0 
38.7 
22.2 
42.0 
22.  5 
41.9 
21.0 
48,  0 
30.5 


Continued  on  page  8. 


CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


Januarv  1947 


Daily  Temperatures  for  Janaury  1947— Continued  from  page  7 


Stations 


Vandergrifti 

Warren 

Waynesburg 

Wellsboro/ 

Wellsville 

West  Chester 

Wilkes-Barrei .  Apt.  ■ 
Williamsport  Arpt.' 

Williamstown 

York-3SW 


/Maximum. 

\  Minimum. 
/  MaximuTQ. 

\  Minimum., 
. . . .  /  Maximum. 

\  Minimum.. 
/  Maximum. 

\  Minimum., 
I  'M:iximuni. 

\  Minimum.. 
/  Maximum. 

\  Minimum.. 
3N.  /  Maximum. 

\  Minimum.. 
4  E  /  Maximum. 

»  Minimum.. 
/  Maximum. 

\  Minimum.. 
/  Maximum.. 

V  Minimum.. 


35;  49  56)  36 

241  34'  35  25 

291  44i  45i  29 

101  2b,  2' 


28! 
30, 


18 
63:     till     38 

32!    .-i.s;    26 


3(il 


13'     l:5|     -29 

31 

•22 

33 

27 


32,     40 
22      31 


33  36 

25i  3-' 

321  40 

ill  30 

34j  38 

241  33 


39I    39 

33!     34 


34     84     37     36 

10     2 


13!  11 

361  4.'i| 

13  24 

41  391 

19  18 


39 

8!    30 

40     45 

13     33 


10     11     12  I  13     14  I  15     16     17 


52]  481  47! 

34  28  27! 

40  38|  361 

29  17i  16 

52;  48  54 


60     54 1 

38     41 


30 


49  321 

18  31 

53  48 

22'  35 

62  45' 


341    25 

3;^ 


10 

40 
22 
33 
301    29;    22 


291  33'  52!  46  321 

20  15;  28'  19|  17 

36  31  55  49  35 

2(1;  22  26  34:  15' 

40,  .35  57|  f>5\  43: 

25!  23  30'  36  23 


31)  18 

51  38 

37  Zi 
39  40 
33  19 
50l  42 
34|  3(1 
46  45 

38  33 


18  I  19  20  I  21 


22 


4t>  48i 

28!  ^3 

40  48 

20  20 


57i 
40 


40  37 

34  27 
45  48 

35  29 
47  51 
3?  31 


4,')i 
24 

41 


19'  -201 

4S;  42 

21  241 

491  39 

32  28 


50;  391 

3.5!  fii 

5^!  44! 

42;  91 

46!  29l 

201  251 

14!  501 

3)  201 

54  48 

36  22' 


43I  :}? 

21  23 

42,  38 

2.')  201 

48  441 

28;  25; 


I 


49  431     18 

351  111 

48,  SO 

35  22 

5ll  60| 

361  31 


24 


25  1  26  I  27 


28 


29     80 


31  I  Mean 


55  55 

35  32 

52I  46 

351  31 

53|  50 

42'  m 

53  43 

38l  25 


36     S2|     5S|  44'  50 

14j     36      29,  30|  29 

33     •J4     57  4!!'  66 

4;     32i     40!  30!  32 

62  6ft' 


291     42     30;     28 


63]  67 

39  39! 

47  35! 

29!  27i 


69,  52 

50  32 

58,  50 

331  27, 

66|  51 

50  3t 

57,  39 

26  26 

7o|  69 

321  44 

681  65 

43  43 


4fi  65 

31  33 

58  64 

32  40 

65  72I 

33  451 


46.4 
28.9 
40  3 
22.7 
46.4 
27.9 
39.0 
•20.0 
44.9 
25.8 
4i.  2 
•29.6 


40.4 
£i  9 
43.9 
•25.8 
48.0 
28.  3 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PiiESSURE,  WIND 

HTIMIDITT  AND  SUNSHINE. 

Atmospheric  pressure 

Wind** 

Relative 

", 

(reduced  to  sea  level) 

Humidity 

id 

.Slatious 

a 
0 

• 

i 

0 

>> 

C3 

„ 

j5l. 

3 

S 

B 

E 

* 

T3 

1 

0) 

0) 

0 

>'3 

1'— "S       cj 

1 

a 
9 

1 

X 

a 

^-^ 

« 

<> 

|S*    a 

Q 

r- 

t^ 

», 

a 

Erie 

30.77 

1 

29.05 
29.^26 

20 
•20 

11.6 

7.7 

27     w. 
34     w. 

21 

21 

87 
74 

81 

M 

16 
42 

1000 

Harrisburg 

30.81  1     1 

61   1  68 

901 

Philadelphia 

30.81 

1 

•29. 27 

•20 

7.9 

■23  i  s. 

30 

78 

62  '  74 

56 

781 

PhiUp,-burg 

30.73 

1 

29.19 

•20 

38»l  w. 

21 

84 

74     81 

1092 

Pitt-burdh 

30.48 

17 

29.16 

•20 

12.9 

43     sw. 

20 

79 

67     72 

26 

892 

Reading 

30.  cS8 

I 

29.25 

20 

11.5 

49  !  S.       1 

30 

66  ....:.... 

42 

860 

Scranton 

30.  84 

■ 

■29.17 

•20 

7.3 

31  j  nw. 

21 

83  !  75ti 

1        1         1 

30 

991 

*  For  any  five-minute  period.  ••  Corrected  to  true  velocities. 

112:00  noon.  ^  Also  other  dates.        •  One-minute  interval. 


RIVES  CONDITIONS 


Statiou.s 


Port  Jervls.  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley.(nr)Lock  No.  5. 

Sutersville 

CharIeroi(nr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Delaware 3.8 

Delaware 3. 

liChigh 3.6 

Schuylkill 5.3 

N.  Br.  Sasquelianna. 

W.  Br.  Susquehanna.  5.4 

Juniata 5.  4 

Susquehanna 5. 0 

.Allegheny ;  16. 

Youghiogheny 6.7 

Monoiigahela" 1  15.4 

Ohio 

Ohio 


...1 

2 

IS 

I.fi  I 

2 

21' 

•2.9  1 

13 

\t 

3.8 

10 

13 

2.9  1 

1 

22 

3.0 : 

14 

•20 

4.3  ; 

11 

2-J 

4.0 

13 

17 

13.9 

13 

24 

4.1 

11 

•20 

rj.6 

12 

30 

• 

25 

* 

30 

*  Pool  stage. 


t  Also  other  dates. 


MISCELLANEOUS   PHENOMENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
( Dates  and  number  of  stations  rei>orting) 


1 

2 

24 

23 

■9 

■; 

3 

28 
"4 

4 

■3 
'5 

5 

6 

7 

'3 

'4 

__ 

2i 

8 
26 

9 
19 

10 

'4 

11 

■■ 

"■ 
ii 

12 

'3 

1314 

15 

16 

is 

•i 

ii 

17 

■■ 

'4 

18 

19 
'5 

i 
'3 

20 

8 
'■7 

.. 

24 

21 

38 

22 
26 

23 
■3 

24 

•• 
'5 

25 

1 
4 

■■ 

26 

1 
9 

"i 

■4 

•27 
"7 

28 
'4 

•29 

;; 
'4 

'5 

3031 

Auroras 

Fog,  heavy 

•■L^>i 

5 
15 

Frost,  killing  .... 
Glaze  

•25 
■28 
'7 

'9119 

':' 

Hail 

Rain,  heavy 

Sleet 

i 
'3 

8 

Snow,he-avy 

Thunderstorms . . 
Winds,  high 

;;  '5 
55 

'3 

is 

(W.  B.  O..  Philadelphia-4-7-17-y75) 


FOOTNOTES 

Figures  and  letters  following  >tation>'  in<lieate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Oflice. 

.\11  departures  f.~om  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  year?  of  record,  except  that  for  Fi^s^Orde^  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  tl  Precipitation  normals  or  "'standard 
mean"  adjusted  to  a  uniform  8ft  year  period. 

Except  as  otherwise  indicated  i.recipitation  and  temperature  reaiiings  are  for  24 
hours  ending  late  in  afternoon. 

T.  .  Trace  (0.005  inch  or  less). 

°,  ''.  ' .  etc.    Number  of  days  missing,  lor  example,  '  indicates  two  davs  missing. 
Italics,  data  interpolated. 
5  Partly  interpolated. 
W  Incomplete. 
i  Xnd  other  dates. 

r  Daily  amounts  inconsistent. 
Received  too  late  to  be  included  in  mean.~  and  summaries. 

*  Included  in  next  mea.surement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day.  on  which  it  almo.st  always  occurs. 
I  Midnight  to  midnight. 

-  Measured  in  the  morning  for  the  preceding  24  hours. 
■'  Data  for  24  hours  ending  at  1  ::M  a.  m.  of  the  following  day. 

*  Best  available  used  for  stations  not  equipped  with  recorders. 
°  Recording  gage. 

I  At  a  fixed  hour  between  sunset  and  11 :00  p.  m 

'  Noon  to  noon . 

8  Data  recorded  at  .Vltooua-Blair  County  Airport. 
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GENERAL  STnvnvrA-R-y 

Winter  finally  arrived  after  months  of  pleasant  weather.  This  was  the 
colde.st  February  in  eleven  years,  the  tenth  coldest  in  60  years,  and  the 
ino.st  unpleasant  month  since  January  1945.  Among  the  hardships 
was  the  excessive  snowfall,  this  having  been  the  snowiest  February  since 
192G  and  the  seventh  snowiest  of  record.  This  was  all  the  more  unusual, 
since  the  precipitation  totaled  exactly  half  of  normal,  and  it  was  the  dri- 
est February  in  six  years  and  the  fifth  driest  of  record.  The  explanation 
of  this  seeming  paradox  is  that  all  the  precipitation  was  in  the  form  of 
snow,  generally  of  a  light  and  fluffy  kind,  hadng  low  moisture  content. 
The  western  counties  had  the  greatest  number  of  days  \\-ith  precipitation, 
and  the  snowfall  averaged  more  than  twice  the  normal  in  that  area. 
However,  the  heaviest  storm  occurred  on  the  20th  and  21st  in  the  south- 
eastern and  central  counties.  In  the  latter  sections  this  one  snowstorm 
accounted  for  practically  all  of  the  monthly  amounts.  The  State  averaged 
8H%  above  normal  snowfall.  The  monthly  total  was  the  greatest  at  Ktts- 
burgh  for  February  since  1914,  and  the  highest  amount  at  Philadelphia 
since  January  1935, 

There  were  two  main  {periods  of  storminess.  In  the  first  week  an  ex- 
tensive cold  front  passage  resulted  in  general  precipitation  throughout 
the  State,  and  was  followed  by  another  storm  that  affected  the  northwest 
sections.  The  snowfall  of  the  20th  was  the  result  of  an  intense  storm  that 
came  up  from  the  Gulf  of  Mexico  and  went  out  to  sea  at  our  latitudes. 
The  low  temperatures  drawn  into  the  low  pressure  system  were  the  de- 
ciding factor  in  producing  snow  instead  of  rain,  and  although  the  center 
was  150  miles  off  the  coast  of  Maryland  on  the  morning  of  the  21st,  the 
storm  was  so  extensive  that  heavy  snow  was  measured  in  all  parts  of 
Pennsylvania.  In  the  southeastern  and  central  counties,  the  depths  to- 
taled the  greatest  since  1936. 

Naturally,  such  excessive  snowfall  caused  hardship.  Twenty-one  people 
died  as  a  result  of  the  storm  of  the  20th,  eighteen  at  Philadelphia  alone. 
Most  of  these  deaths  were  due  to  heart  attacks  brought  about  while  bat- 
tling heavy  snow.  Much  could  be  written  about  the  severity  of  the  snow- 
storm, the  drifts,  traffic  tie  ups,  lack  of  protection  against  fire  hazards 
motor  accidents,  loss  of  business,  closing  of  schools,  sickness,  the  tem- 
porary but  total  disappearance  of  air  transportation,  and  other  con- 
comitants of  an  excessive  snowfall.  At  least  two  days  elapsed  before  traf- 
fic conditions  were  restored  to  normal,  but  drifting  was  still  in  e\-idence 
at  the  end  of  the  month. 

Temperatures  were  rather  severe  in  the  first  week,  with  below  zero  re- 
ported at  many  stations.  The  middle  of  the  month  was  above  normal, 
but  fell  below  normal  again  about  the  19th  and  remained  so  until  the  end 
of  the  month. 

An  unusual  feature  was  the  fact  that  sunshine  averaged  above  normal 
at  all  official  Weather  Bureau  stations  except  Erie,  which  has  had  ex- 
cessive cloudiness  of  late. 

For  the  winter  season  of  December,  January  and  February,  there  was 
a  temperature  excess  of  one  degree,  in  spite  of  the  cold  of  February, 
while  precipitation  was  only  82%  of  normal  seasonal. 


ary.  The  highe.-t  mcnthly  mean  was  31. 2°  at  Marcus  Hook,  and  the  low- 
est was  16.4° at  Kane.  Extrem&s  ranged  from  a  maximum  of  58° at  New- 
burg  and  Lewistown  on  the  15th  and  16th  respectively  to  a  mininmm  of 
—  13°  at  Kane  and  Lawrenceville  on  the  5th. 


PRECIPITATION. 


The  average  precipitation  for  the  State,  as  deduced  from  the  observa- 
tions at  207  stations,  was  1.39  inches,  which  is  1..39  inches  below  the  60- 
year  normal  for  February.  The  greatest  monthly  amount  was  6,01 
inches  at  Kregar,  while  the  least  was  0.34  inch  at  Millersburg.  The 
greatest  amount  recorded  in  any  24  consecutive  hours  was  2.05  inches  at 
South  Mountain  on  the  20th. 

The  average  snowfall  for  the  State  was  19.5  inches,  which  is  8.7  inches 
above  the  60-year  normal.  The  greatest  monthly  snowfall  was  61.3  inches 
at  Kregar.  The  greatest  faU  for  any  observational  day  was  18.8  inches 
at  Ephrata  on  the  20th-21st. 


COMPARATIVE  DATA  PCS  FEBBUABY 


Year 


Temperature 


Precipitation 


No.  of  days. 


©  o 


2.       Is 


TEMPERATtTRE. 
The  average  temperature  for  the  State  a?  deduced  from  the  report*  of 
83  stations  was  23.2°,  which  is  5.1°  below  the  60-year  normal  for  Febru- 


1888. 

18»9. 

1891'. 

18S1. 

1S92. 

Is93. 

1894. 

1S95 

1S9S. 

1~97. 

ISSS. 

l»99. 

1900. 

laOl. 

19(12. 

19Ub. 

1904. 

1905. 

1906., 

1907., 

1908., 

1909.. 

1910.. 

1911.. 

1912.. 

1913.. 
1914.. 

1915.. 
1916.. 
1917.. 
1918.. 
1919.. 
1920.. 
1921.. 
1922.. 
1923.. 
1924.. 
1925.. 
1926.. 
1927.. 
1928.. 
1929.. 
19.30.. 
1931.. 
19:?2.. 
19*3.. 
19.84.. 
1935.. 
19.J6.. 
1937.. 
1938.. 
1939.. 
1940.. 
1941.. 
1942.. 
1943... 
1944.. 
1945... 
1946... 
1947  .. 


28.4 

1    63 

-31 

2,50 

7.2 

23.0 

60 

-27 

1.96 

8,7 

37.0 

!    79 

0 

1   4.32 

1    5.6 

34.8 

70 

-7 

1   4,61 

i    5.6 

31.6 

1    62 

-18 

1.75 

(    6.3 

27.3 

60 

-16 

5.92 

•26.4 

27.6 

64 

-24 

3.53 

22.7 

20.2 

60 

1   -26 

1.22 

13.2 

29.4 

65 

;   -21 

.   4.90 

10.5 

30.6 

67 

!   -14 

3.28 

i   10  3 

29.4 

72 

-16 

2. -23 

6.1 

22.7 

67 

j   -89 

4.05 

23.6 

27.1 

!    81 

-17 

4.22 

7.0 

21.7 

1    57 

-22 

0.96 

7.9 

■23.9 

64 

-24 

'   3.99 

14.3 

30.5 

68 

-17 

4.49 

10.8 

21.8 

68 

-27 

2.41 

6.8 

20.8 

59 

-25 

1.70 

9.7 

28.0 

79 

-21 

1.70 

6.8 

22.8 

56 

-20 

1.91 

15.2 

24.8 

64 

-29 

4.65 

23.6 

35.8 

73 

-9 

4.84 

4.0 

26.6 

65 

-22 

3.59 

16.0 

31.0 

66 

-8 

2.27 

11.1 

23.7 

69 

-27 

2,20 

6.5 

27.4 

67 

-9 

1,84 

5.7 

21.  S 

66 

-27 

2.78 

23.6 

33.3 

73 

-9 

3.90 

2.0 

25.7 

67 

-22 

3.08 

14.3 

25.6 

68 

-29 

1.46 

8.0 

28.3 

69 

-34 

2.46 

2.9 

:J2.0 

66 

—  / 

2.23 

4.7 

•25.6 

62 

-20 

2.44 

18.3 

32.8 

76 

-15 

2.-59 

15.4 

33.0 

74 

-19 

1.99 

7.7 

24.6 

58 

-20 

2.16 

11.7 

26.9 

70 

-25 

2.94 

16.3 

30.6 

71 

-11 

2.16 

2.1 

28.7 

65 

-13 

4.06  1 

23.3 

36.0 

69 

-8 

3.48  I 

16.5 

30.3 

65 

-11 

3.42  1 

6.7 

28.0 

69 

-20 

2.87 

11.7 

35.1 

80 

-18 

2.69 ; 

3.9 

31.9 

66 

-16 

1.98  1 

6.2 

:«.3 

83 

-8 

1.64 

2.9 

31.3 

68  ' 

-15 

2.30  1 

9.4 

18.1 

59  ; 

-34 

1.31  1 

14.4 

28.9  1 

66  i 

-26 

2.67  ! 

14.4 

21.5  : 

69  1 

-27 

2.33  ! 

12.3 

31,4  1 

77  1 

-12 

2.32  ' 

6.5 

34.1 

74 

—4 

2.85 

3.9 

33.7 

74 

-10 

4.45 

6.2 

29.4 

63 

-19 

3.16 

19.3 

•2a  5 

62  1 

-14 

1.04 

7.6 

25.9 

58 

-21 

2.62 

9.4 

29.9 

75 

—27 

1.71 

7  8 

•29.4 

67 

-18 

•2.0O ; 

9.4 

29.1 

71 

—14 

2.66 

8.5 

29  3  , 

75  , 

-w  , 

2.33  ; 

9.7 

•23,2 

581 

-13 

L39 

19.5  j 

9 
11 
12 

9 
14 
11 

6 
11 

9 

9  I 
12 

11 

8  ! 
10 
10 

11 

8 


11 
14 
11 
10 

8 

9 
10 

9 
12 
10 

9 
11 
11 
10 
10 
12 
10 

8 
12 
13 
11 

9  I 
11 

9  I 
10  I 
10 

7  I 
12 

9  : 

10 

12  I 

13  I 
13  I 

8  i 
10  I 
12  i 

11 
12 

11 


6  I 


11 
12 
11 
9 


'■        8 

7 

9 

9 

1   10 

8 

12 

6 

9 

8 

8 

8 

9 

9 

8 

8 

11 

7 

11 

7 

7 

6 

7 
10 

8 

7  1 

10 

9 
11 
10 
12 
13 

8 

11 ; 

9l 

10 

9  I 
10 
10 

9 

8 

6 

9 

7 


11 

12 

14 

14 

15 

14 

11 

8 

13 

13 

12 

13 

14 

9 

12 

11 

12 

10 

9 

9 

12 

15 

12 

15 

10 

.  11 

11 

14 

14 

10 

10 

10 

12 

12 

10 

12 

11 

10 

16 

13 

12 

10 

13 

12 

11 

9 


Period !   -28.3 


S3  I   —39 


■2.  7S 


10.8 


7 

13 

7 

11 

8 

n 

6 

14 

6 

12 

5 

15 

7 

11 

6 

12 

8 

11 

7 

14 

8 

14 

/ 

12 

9 

12 

_ 

\o 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


February  1947 


Olimatological  Data  for  February  1947 


Stations 


Counties 


Temperature,  in  degrees  Fahr. 


Uliintic  DrnUi.age 
Allentown  Arpt.  -4  NE. 
A!toona-4.5  W.  ...•■•■■ 
Burnt  Cabins-2Nt. .... 
Canton-1  NVV 

Carlisle......    ■■■^■^■■• 

Chambersburg-lSW... 

Coatesville.     ,-:-mw 
Curwen.svilleApt-faNW 

Eagles  Mere........  •■  ■■ 

Enst  Waterlora-3  li.  .  . 

Emporium  I  E 

Ephrata.   ■•■■• 

Everett-0.  5  &W 

Kreeland..-  •   

George  School 

Gettysburg 

Gordon 

Hanover. ..•••••■••••■• 

Harrisburg  Arpt.-.i.&  &. 

Hawley-0.5  E 

Holt  wood 

Huntingdon 

Lancaster... 

LawrenceviUe 

Lebanon...  .••   

Lewistown-  1  w 

Lock  Haven 

Marcus  Hook 

Martinsburg" 

Montrose-3E.  ...•■_  ■■ 

Mt.  Pocono  Arpt  -^  IN 
Palmerton.   .  ■■■•-••  • 
Philadelphia   C.  U...• 
Philipsburg-7  E. . . . . .  • 

Phoenix ville-1.  5 SE... 
Port  Clintonn.  ■•■■■■• 

Quakertown-0. 5  k 

Reading 

Scranton 

Selinsgrove 

State  College.... 

Stroudsburg-2  E 

Taraarack-2S 

Towanda-1  E 

Wellsboro 

West  Chester.. ....••■• 

Wilkes-Barre  Apt.-dW- 
Williamsport  Apt.-4E  ■ 

Williamstown 

York-3SW 


Lehigh j.  ^84 

Blair 

Fulton 

Bradford  

Cumberland  — 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford 

Luzerne 

Bucks 

Adams 

Schuylkill 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon     . 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia . . 

Centre   

Chester 

Schuylkill 

Bucks 

Berks 

Lackawanna. . . 

Snyder 

Centre 

Monroe. 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

I,ycoming..  .. 

Dauphin 

Y'ork 


Division  mean — 
Ohio  Drmnage 


1,500 
9<)0 
1,450 
47.S 
600 
431 
2,  215 
2,  020 
2, 125 
100 
36ri 
1,020 
1.970 
184 
,^0 
900 
600 
X51 
980 
200 
700 
2.55 
996 
469 
580 
,557 
12 
1,493 
1,176 
1.9H 
455 
26 
1,916 
100 
407 
480 
273 
74fi 
476 
1,217 
440 
2.  250 
754 
1..3i9 
440 
544 
520 
775 
390 


6 
61 

5 

7 
78 
51 
59 

4 

5 

9 

60 
49 
24 
53 
40 
73 
42 
42 
77 
36 
31 
59 
59 
49 
62 

55 
19 

4 
41 

5 
28 
76 

4 
37 

8 

61 
76 
52 
56 
61 
27 

6 
62 
76 
97 

8 

2 
30 
58 


Blairsville-6NE 

Bradford-4W.....;..^, 
Brookville  Apt.-l.oo" 

Butler 

Clarion-3  SW 

Claysville 

Corry 

Coudersport 

Derry 

Donegal 

Donora 

Ebensburg •• 

Farrell 

FoidCity-4S 

Franklin 

Greensburg-2  S 

Indiana -2 .5  SE 

Jaiiii'Stown-2  NW 

Johnstown 

Kano-1  N 

Meartville-1  S 

Midland 

New  Castlo-1.5N 

Pittsburgh  Apt.-7.5SE 

Putneyville-2. 5  SE  .... 

Ridgway 

Somerset 

Spriugs-1  SVV 

Tione?ta-1.5SE 

Titiisvillc- 2  S 

Uniontown 

Vandergrift 

Warren  

Waynesburg 


Westmoreland . . 

Mc  Keau 

Jefferson 

Bvitler 

Clariou 

Washington  — 

Erie 

Potter 

Westmoreland.. 
Westmoreland  . 

Washington 

Cambria 

Mercet 

Armstrong 

Venango 

Westmoreland. 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland. 

Warren 

Greene 


Division  mean — 
Lake  Drainage 

Albion 

Erie 


24.8 

22.  4 

24.4 

20.4 

29.6 

26.4 

26  0 

16.7 

18.4 

21.2 

20.8 

28.4 

24.8 

21.4 

26.  5 

29.4 

23  7 

28.4 

27.6 

22.8 

28.  1 

26. 2 

28.6 

22.6 

26.  5 

26  4 

26.4 

■A\.  2 

22  0 

18.8 

18.6 

24.8 

30.1 

17.8 

28.8 

24.7 

26  9 

28.6 

23.7 

27.0 

23.3 

27. 0 

18.0 

24.6 

20.4 

28.4 

25.0 

24.8 

26.4 

29.2 

218 


-5.0 
-5.2 


-0.8 
-5.4 
-4.6 


-.5.0 
-2.2 
-2.8 
-3.2 
-4.9 
-2.1 
-3.6 
-4.7 
-2.6 
-2.8 
-4.5 
-3.2 
-2.5 
-2.3 
-3.1 

-2  0 
-4.2 


2,048 
1, 080 
1,  400 
1,077 
1, 114 
1,170 
1,410 
1,6.53 

1,  loO 
1.746 

761 

2,  170 
8.55 
950 
987 

1,160 
1,102 
1.  0,50 
1,650 
1,750 

1,  065 
78(1 
900 

1,286 

1,270 

,385 

■,  100 

2,  500 
1.  200 
1.550 
1,040 

825 
1,19" 
1, 100 


State  mean. 


Erie. 
Erie. 


-3.8 
-3.2 
-4.3 
-.S  8 

-3.' 6 
-4.7 
-2.0 
-1.9 
-3.6 
-16 
-3.7 
-0.6 

-6.' 7 
-4.0 
-2.9 


-3.6 
-2.  2 


900 
705 


18  0 
18.8 

22  is 

20.8 

21.0 

19.4 

20.0 

22.9 

17.9 

25.6 

19.0 

23.4 

21.2 

21.6 

22.8 

21.fi 

21.2 

24.4 

16.4 

19.9 

23.0 

22.6 

22.1 

18.3 

18.3 

18.6 

18.6 

18.8 

19  1 

24.8 

23.  9 

21.1 

22.4 

20.9 


-5.6 
-io  3 

-5.8 
-4.2 
-7.3 


-8.7 
-8.2 
-5.1 


23.5 


-4.1 

-8.7 
-8.0 

-5.'9 

-4.' 5 
-8.4 
-6.2 

-7.7 

-6;6' 
-8.4 
-8.7 


-8.0 

-3' 9 
-9.2 


50 

52 

.56 

45 

57 

55 

52 

46 

43 

52 

49 

51 

57 

49 

51 

55 

50 

57 

53 

48 

52 

56 
55 
47 
55 
58 
47 
54 
54 
42 
45 
47 
53 
46 
63 
50 
47 
54 
47 
54 
51 
50 
43 
49 
47 
51 
47 
44 
54 
57 


68      15t    -13 


46 
46 

'si 

50 

52 

45 

45 

51 

49 

55 

46 

52 

49 

.50 

52 

48 

51 

55 

45 

46 

50 

51 

51 

47 

47 

50 

48 

47 

47 

53 

50 

48 

53 

ss 


14 
14 
14 
14 
14 
14 
14 
14 
14 
14 
14 
14 
14 
14 

4 
14 
14 
14 
14 
14 
14 
14 
14 
14 
14 
16 
17 
14 
14 
14 
14t 

14 

4 

14 

14 

14 
U 

14 

14 

14 

14 

14 

14 

14 

14 

14 

14 

13t 

14 

14 


Precipitation,  in  inches 


JS'O 


No.  of  days 


CL." 


C  o 

0. 


Observers 


1 

-  4 

-  2 

-  4 
3 
1 
3 

-10 
-10 

-  6 

-  4 
4 
0 

-  8 
1 
3 

-  3 
3 
3 

-  2 
6 
2 
4 

-13 
2 
2 
0 
7 

-  2 

-  6 

-  8 
0 
6 

-  6 
2 
2 
1 
4 

-  1 
0 

-  3 

-  2 

-  8 

-  3 

-  6 
% 

-  2 
1 
0 


-3.4 
-6.1 


15 
14 

1,5' 
14 
14 
14 
14 
14 
14 
15 
14 
14 
14 
14 
14 
14 
14 
14 
14 
14 
14 
14 
14 
14 
14 
14 
14 
14 
14 
3 
14 
14 
14 

14t 


14 
15t 


-  3 
-11 

-  5 

-  2 

-  6 

-  2 

-  6 
3 

-  7 
0 

-  5 

-  1 
0 

-  6 

-  2 

-  1 
-13 

-  1 

-  1 
0 

-  2 

-  9 
-10 

-  8 

-  8 
-10 

-  5 

-  1 
0 

-  4 

-  2 

-13 

-  1 
5 


-13 


5 
5 

5 

5t: 

5 

5 

5t 

5 

5 

5 

5t 

5 

5 

5 

5 

5 

5 

5 

5 

5+ 

5 

5 

5 

5 

ft 

51 

5 

5 

5 

5t 

5 

5 

5 

5 
24 

5 

5 

5 

5 

5 

5 

5 

5t 

5 

5t 

5 

5 

5 

5 

5 


1.42 

0.82 

1.25 

0.78 

1.46 

1.68 

1.765 

1.51 

1.32 

1.22 

0.61 

2. 52 

0.96 

1.64 

1.86 

1.43 

L37 

2.02 

1  77 
1.71 

2  01 
0.90 
2.12 
0.56 
1..56 
0  96 
1.02 
1.89 
0.86 
2.54 
1.47 
1.36 
2  42 
1.79 
1.79 
1.97 
1.86 
2.22 
1.25 
0.92 
0.69 
1.65 
0.80 
0.64 
0.75 
L68 
1.45 
0.67 


-1.88 
-1.53 


-1.43 
-0.96 
-1.86 

-■iiis' 

-0  77 
-2.  22 
-0.  35 
-1.25 
-1.34 
-0.95 
-1.25 

-0^58 
-119 
-0.91 
-0.40 
-1.71 
-0.50 
-1.16 
-1.53 

-i.'w' 

-0.60 


-fO.Sfi 
-1.46 
-0.8S 
-0  90 

-1.20' 
-^.35 
-1.50 
-1.20 
-1.79 
-l.Sl 
-1  88 
-1.10 

-6.' 70 
-1.41 
-2.00 


1.13 

0.  66 

1.05 

0.37 

1  26 

1.62 

J.  M 

0.28 

0  62 

0  92 

0.28 

1.89 

0.90 

1.04 

1.27 

1.15 

0.75 

1.50 

1.40 

0.94 

1.70 

0.86 

1.52 

0.28 

1    10 

0.58 

0.61 

1   15 

0.67 

0.78 

0.80 

0.  85 

1.73 

1.25 

1.38 

1.40 

0.95 

1.46 

0.78 

(1.69 

0.58 

1.16 

0.47 

0.43 

0.37 

1.06 

0.73 

0.  .58 


3.06 


1.31 
l.r.l 

'6."  71 
0.85 
0  90 
2.80 
1.83 
1.73 
2.71 
1.59 
2.71 
0.68 
0.85 
1.43 
1.73 
1.01 
0.58 
1.85 
1.84 
1.41 
0.56 
0..53 
1.32 
0.95 
0.85 
2.13 
1.75 
1.04 
l.,57 
1.37 
1.  25 
1.91 
1.15 

1.46 


1-0.34 


-1.23 
-0.98 

-^i.'64' 
-2.30 
-1.61 
-0.19 
-071 
-1.29 

-0^72 
-0.06 
-1.22 

-i.'27 
-1.18 
-1.90 
- 1 .  .50 


20-21 
20 
20-21 
20  21 
20-21 
20-21 
20  21 
20-21 
20  21 
20-21 
20  21 
20  21 
20-21 
20  21 
20-21 
20-21 
20-21 
•20  21 
20  21 
20-21 
20-21 
20-21 
20-21 

4 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20  21 
20-21 
20  21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 
20-21 


2  01      20-21 


-1.78 

-1.11 

-]  27 

-1  65 

-1  83 

-1.30 

■-i.46' 

-1.48 

-1.40 

-1.29 

"-{'.'hh 

-1.22 

-0.67 

-1.08 

2.05 


0.49 
0.27 

a  is 

0.2.^ 
0.38 
0.49 
0.44 
0,40 
0.70 
0.40 
1.34 
0.22 
0.46 
0.28 
0.45 
0  32 
0.16 
0.86 
0.35 
0,25 
0.27 
0.26 
0.57 
0.38 
0.21 
0.55 

0  .59 

0.30 
0.27 
0.36 
0.50 
0.  .55 
0.65 

1.34 


20 


16.5 

20.7 

17.0 

11.9 

15.0 

14.4 

21.2 

17.9 

22.  3 

15.8 

8  5 

23.1 

14.5 

17.9 

17.1 

13.5 

17.0 

18,3 

18.2 

24.0 

20.0 

12.5 

19.  5 

9.0 

18.0 

12. 5 

14.3 

18.3 

16.4 

34.7 

18.6 

13.3 

17.5 

18,7 

17.2 

17.0 

18  0 

19.1 

16.9 

10.5 

13.1 

19.4 

10.4 

12.1 

14.2 

20.8 

14.5 

11.6 

14.0 

17.0 

16.5 


20-21 
24-25 

20-21 
20-21 
20  21 
8-9 
10 
20 
20 
20 
20 
20 
20-21 
24-25 
20 
20 
20-21 
20-21 
4 
9-10 
20-21 
20 
20-21 
20  21 
20-21 
20 
19-20 
20-21 
20-21 
20 
20 
8-9 
20-21 


36.9 

27.1 

ie.'s' 

17.2 
14.5 
.53.9 
14.0 
22. 6 
54.4 
20.3 
25.6 
7.8 
16.0 
23.5 
22.9 
16.7 


2.77      4-0.19 


-1. 


0.61 


2.05 


42.1 
33.3 
38  0 
13.2 
6.3 
23.1 
11.2 
13  3 
.36.9 
27.6 
19.7 
21  5 
16.7 

'25.0 
15.5 


10     12 


20    I  23. 6     14 


9 


nw. 
nw. 


nw. 
w. 


nw. 
nw. 
nw. 


SW. 

w. 

e. 

nw. 

w. 

nw. 

nw. 

w. 

w. 

w. 


9-10      36. 9      18 


20 


19  6      9 


10 


nw. 
w. 

SW. 


w. 
w. 
nw. 

SW. 
SW. 


w. 


12     14 
4 


9     12 


SW. 

nw. 

ne. 

w. 

nw. 

w. 

SW. 

sw. 

w. 

w. 

SW. 

w. 

se. 

nw. 

w. 

sw. 

nw. 

nw. 


n. 
sw. 

SW. 

sw. 
w. 


U.S.  Weather  Bureau. 
C'itv  of  Altoona. 
Penna.  Turnpike  Coinm 
Mrs.  Mildred  L.  Spencer. 
Clarence  E.  Miller. 
Charle-  A.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  Bureau. 
Carl  K.  Bigger. 
U.  S.  Weather  Bureau. 
R.  E.  Palmateer. 
Ephrata  Review. 
Penna.  Turnpike  Comm. 
Andrew  B.  Evausha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Mii-s  SalHe  M.  Johnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  -M.  Pennell. 
Penna.  Water  &.  Power  Co 
Paul  R.  Yoder.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Valley  (ias  Co. 
American  Viscose  Co. 

William  R.  Kelley. 
Sun  fiil  Co. 

V.  S    Weather  liurcau 

Harrv  S.  Fancher. 

U.  S.  Weather  Bureau. 

New  Jersev  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Phila. -Suburban  Water  Co, 

Earl  E.  Rarick. 

John  E.  Benuer. 

U.  S.  Weather  Bureau. 

U.  S.  Weather  Bureau. 

Dr.  Merle  V.  Hoover 

Penna.  State  College. 

Metropolitan  Edison  Co. 

James  E.  Swartz. 

Mrs.M.  Ordelia  Parks. 

M.  S.  Bliss. 

Clyde  T.  .-^aylor. 

r.S.  Weather  Bureau. 

r.>.  Weather  Bureau. 

Gordon  E.  Lower. 

Y'ork  Water  Co. 


U.  S.  W.ather  Bureau. 
Citv  Water  Dept. 
Civil  Aeronautics  Authority 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
Geo.  K.  Mulilerick. 
Potter  Enterprise. 
Miss  X.  Dixie  Wineman. 
Penna.  Turnpike  Comm. 
Donora  Zinc  Works. 
JohnL.  McGough. 
Sharon  Steel  Corporation 

U.S.  Engineers. 
William  K.  Fuller 
Westmoreland  W  ater  Co. 
Clviiier  Water  Service  Co. 

Pa.  Dept.  Forest.s  &  Waters. 
JohnstownTribune  Pub. Co 

Spring  Water  Co. 

Citv  of  Meadville. 

Pefrv  P.  Campbell. 

New  Castle  Water  Co. 

n.  S.  Weather  Bureau. 

V  S.  Engineer- . 

West  Penn  Power  Co. 

D.  L.  Grove. 

Allen  E.  Yoder. 

U.  S.  Engineers. 

r    S.  WcHther  Bureau 

William  W.  Mar.steller. 

Carnegie-Illinois  .Steel  Corp 

Merrell  L.  Jordan. 

Thomas  S  Knox. 


Albion  High  School 
U.  S.  Weather  Bureau. 


[See  page  16  for  explanation  of  reference  marks.] 
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CUM ATO LOGICAL  DATA:    F'ENNSYLVANIA  SECTION, 


Daily  PreoipitatiOD  for  February  1947 


Stations 

Counties 

Day  of  month 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

U 

16 

17 

18 

IS 

20 

21 

22 

2a 

24 

26     26 

27 

28 

29 

80 

81 

at 

1 

.\TLANTIC 

DRAINAGE 

DdaiViiif  Hiixiii 

I'Pl'Kl:  11i:i.AWARK 

Dingmans  Ferry".  0.61 

C    Pike 

.    .2 
.     ,8 
.     .5 
.    .5 
.    .3 
.     .3 
.     .4 

1  t. 

.5 
I  ,. 
3   .1 
5... 

6... 

.    .1 

.0 

.1 
.  I 

.0 

.1 

.0 

2    .1 

.1 

.0 

i  .o* 
)  . . . 

8   '1'. 
7    .0 

1  .0 

2  .0 
i    .2 
5   T. 
7    T. 
)   T. 
5  .. . 

3  .0, 
) 

.  1.4 
.    .8 

.9 

.     .8 

.  1.9 

1.0 

.6 
7    .2 

.9 

J    .2 

1.1 

)    .li 

8  T. 
7    .0 
i    .0 
3   .0 
1     .0 
7    .0 
<   T. 
!   T 
5   T. 
1    .0 

.  1.92 
1.97 
1.71 

.  1.70 
2.69 
1.61 
LI7 

Eiiuiuvmk- 

Wayne 

4 

5  T. 
i  T 
U  T. 
I  ... 
i  ... 

t'. 
't. 

2   .0 

1    .0 
7    .0 

i  ... 

4  ... 
i    .0 
1    T. 

.    T. 
1  ... 

6    .03  ... 
3   T.    ... 
2   .02   T. 
9   T.    ... 
7 

"Oi  '.'.'.'.\'r 

T.     .01!  T 

.02   .01     .0 

03    T. 

Hawley-".0.5K 

Wayne 

Wayne 

Wayne 

Pike 

Wayne 

;  T. 

.    T. 

.   T. 

T. 

T. 

T. 

2  f. 
T. 

LakeviUi'-'.  IN 

.Matamoras- 

T. 

Milanville-   

T. 

T. 

i'.'Cf 

T. 

r. 

T. 

T. 

't. 

't'. 

.■5 

.2 
T. 
.4( 

■■!•'. 

T. 

i   .0 

T 

T. 

Monroe 

.0 

1   T. 
T. 

T. 

.4 

'.'5 
.2 
.4 

T. 
i  ... 

1   T. 

.1 

t. 

.1 
.0; 

.a 

T. 

T. 

T. 

... 

Peeks  I'oud- 

Pike 

1.47 
1.65 
1  45 

Pleasant  Mount', ».  i  w 

Wayne 

Monroe 

T. 

i    .0, 

!    .0 
T. 

Stroudsburg.  2  K 

1.65 
1.08 

Tanners  Falls'.  *,  1  SE 

Wayne 

i 

Wind  i;api.».3SW 

N'rthamptoi] 
Lehigh 

Leuich 
Allento\vnApt'.-\4N]i 

T 
T. 
T 

t. 

.If 
.■3s 

.5( 

1  . . . 

.3 

»    .; 

T. 

... 
T. 

.0? 

.'6- 

.07 

.ot 

.2C 
.2- 
.04 
.U 
.Oi 
.0£ 
.01 
.30 

* 

T. 

.7< 

1  .a 

l.'2f 
.4C 
.2C 
.9C 

.92 
73 

T. 

T. 

1.42 
1.77 
1  66 

AUentown'-i 

Lehigh 

N'rthampton 
Monroe 

»   T. 

... 

Bethlehem' 

.51 
.4C 

T. 

Blakeslee  Corners'.-^.. 

1.21 

Gouldsboro-^ 

Wayne 

.02 

.6£ 

.4S 
. . . . 

.11 

T. 

.0. 

.0'. 

^ 

Lausford- 

Carbon 

1.48 
1.73 
l.,S6 
1.85 

New  Tripoli 

Lehigh 

Carbon 

T. 
T 

.6f 

.5C 
.2f 

t. 
t. 

.OS 

9C 

— 

Palmerton'.* 



.05 

T. 

.6e 

IS 

.IS 
1    1(1 

T. 

Zionsville,  1  SW 

Lehigh. 

SCHIYLKH.L 

Conshohocken 

Montgomery 
Berks 

Fredericksville2.  IS... 

.01 

.41 

.66 

.14 

.12 

.48 

.08 

.15 

T. 

.50 

.63 

.04 
.18 
.59 
.'24 
.09 

t. 

1.50 
1  05 

.01 

03 

2.03 
1.91 
2.16 
1.79 
1.97 

(ieigertown- 

Berks        . . . . 

Gratersford- 

Montgomery 

Chester 

Schuylkill... 
Montgomery. 
Schuylkill ... 

tv 

.06 
.05 
T. 
.03 

.14 

1.12 

• 

1.40 

1.60 
90 
19 

.11 
1.38 

Phoenixville-,  1.5  SE. . 

T 
T. 

Port  Clinton''' 

T 

T. 
T. 
T. 

T. 

'.'ii 

t. 
.02 

.'os 

.03 
.03 

.01 
.01 
.15 
.04 
.01 

T. 

Pottstown-.  0.5 S 

Potts  ville''^ 

.'23 
.02 
.11 
.07 
.07 
.06 

.12 
.34 
.23 
.12 
.42 

.42 
.42 

.O'i 

1.9S 
1.07 
2.22 
1.80 
2.  39 
1.77 

Reading'.'^ 

Berks 

Berks 

.03 
T. 
T. 
.02 

.16 

T. 

.04 

T. 

.10 

.05 

.07 

.05 

T 

.13 

.03 

04 

.51 

1.27 

T. 

Strausstown  - 

1.23 
1.69 
.56 

• 

1.38 
1.13 
1.45 
1.15 

.27 
.'25 

.85 
.81 
..50 

* 

'.'43 
.18 

.48 
.3- 
.78 
.97 
.60 
04 
.60 
.78 
.'26 
.16 
.09 
.53 
.33 
.31 
,32 

T. 
T. 

Berks 

i'. 

'.'46 

'.'•27 
.29 

■f' 

't.' 

T. 
T. 

.... 

T. 
T. 
T. 

T. 

Wernersville. 

Berks 

.... 

.65 

'.'24 
.14 

Lower  Delaware 

Chester 

Bucks 

Bucks   

.30 
.12 

T. 

1.18 

Doylestown 

George  School''  

i'il.76 
'2.40 
1.86 

Marcus  Hook2 

Delaware 

.  11 
.'20 

.'62 

1.35 
T.' 
'f.' 

1.71 

Philadelphia 
Southwest  Airport.  ' . 

Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester 

Chester 

Tioga 

Tioga 

T. 

T. 

T.' 

.12 
.10 
.  15 
.25 
.26 

.13 

T. 

.28 

.38 

1.15 
1.48 
.63 
.14 
.56 

1.  89 

City  Ottice'.^ 

t. 

.26 
T 

'.'•ii 
is 

2.02 

Shawmont 

T. 

■2.09 
1  86 
1.68 
1.91 

0.35 

Quakertowu.  0.5  E 

.62 
.22 
.32 

West  Chester 

West  Grovel  1.5  SE.... 

't.' 

* 

Si'squehanua  Basin 
Chemung 

Austinburg'.  *,  2  W 

Covington^ 

05 
■f.' 

■f.' 

•r'.' 

.16 

T. 

T. 

.13 

.01 

Lawrenceville 

North  Branch 

Berwick 

Canton2.  1  NW 

Danville- 

Tioga 

Columbia i 

Bradford ' 

Montour 

.10 

T 
.03 

T 

tV 

t. 

.19 
.16 

.48 
.45 

.16 
.43 
.04 
.  .^. 

.'27 

■.■36 

'.'64 
T. 

• 

T. 

t. 

T. 

.12 

T. 

.07 
.10 

t. 

.02 
.06 
.02 
.22 

f. 
'.'62 

".6b 
T. 

T. 

f.' 

T. 

T. 

T. 
T. 

■f. 

■r'.' 

't. 

T. 

0.64 
0.56 

0.99 
0.78 

Freelaud- 

Hop  Bottom2.  2  S 

\Iillville'  5 

Luzerne 

Susquehanna 

i 

i. 

10 

.07 
.10 

T.' 

.02 

f.' 

i"'.' 

.05 
T. 

'!66 

.01 

T. 

T. 

1.64 
l.,53 

Monroeton"-',  2S 

Montrose2.  3  E 

Orwell-'.  3  N 

Bradford  .... 
Susquehanna 
Bradford    . . 

T. 

■i'V 

T. 
T. 

.02 

T. 
T. 
.01 

t' ' 

.'45 

« 

."46 
.'iv 

.66 
T. 

.'13 

.19 

.37 
.13 

.'62 
.13 
.01 
.08 

« 

t 

.07 
.03 
.04 

.'03 

.33 

.10 

.03 

.29 

.10 

T. 

.09 

T. 

'f.' 

.04 
.02 
T. 

ftl 

T. 
.44 
.03 
T. 

't.' 

.06 
T.' 
t' 

T. 

t'.' 

't.' 

.01 
.03 

t. 

T.' 

'f.' 
T. 
T. 
T. 

.•lb 
T. 

;34 

.34 

T. 

.04 
T. 
T. 

■'i'.' 

T. 

'.'6-2 

.'24 
.01 
T. 

T. 
T. 
.01 
T. 

t'.' 
.02 

'f.' 

T. 
T. 

0..52 
0,81 
2,54 

Park  Place',  1  NW 

Pikes  Creek. 1.6 

Rush-  

Schuylkill... 

Luzerne 

Susquehanna! 

T. 

0.52 
1.  10 
0.72 

Scranton'.  ■'' 

Susquehanna'^  . 

Lackawanna 
Susquehanna 

Bradford  

Wvoming..  . . 

T. 

T. 
T. 
T. 

tV 

.'63 

T. 

.05 

T. 

M 
T. 

't' 

T. 

t. 

■r'.' 
.02 
t. 

.'64 
T. 

T. 

•i'.' 

T. 

!45 

T. 

.11 

.02 

T.' 
T. 

T. 
T. 

.02 
T. 
.03 
T. 

.03 
T. 
T. 
T. 

■r'.' 

T. 
T. 

T. 

T. 

.06 

T. 

■r'.' 

1.05 
1.25 

Towanda,  1  E 

Tunkhannock - 

0.99 
0.64 

Wilkes-Barre',  3N.... 

Wrst  Branch 
Bellefonte- . 

Luzerne 

Centre 

T. 

T 
.04 

t. 

T. 

.02 

'.6i 

t. 

.03 
.06 
,11 
.29 
.02 

.62 

'.a 

1 
f.' 

.01 

.'64 

T. 

.02 

.15 

• 

* 
T. 
.03 
.03 
T. 

.04 

.02 
.16 
.07 
.05 
.09 

.'ie 

• 
.12 
.17 
.05 
.03. 
.06. 

.01 

'.07 
.06 
.06 
.02 

.'67 

* 

.'06 
.03 

T. 

.'07 
T. 
T. 
T. 

.'08 

• 

T.' 

.'61 
.01 

T. 

.'26 

.08 
.09 
T. 

.13 
.32 

.'65 
.13 
.02 
T.    . 

T. 

."65 
.03 
T. 
T. 

.'6i 

.'63 
.02 

t 

T. 

T. 

t. 

.'62 

T. 

t. 

T. 

f' 

.'Ctt 

T.    '. 
T.    . 

f.' 

f.' 

T.' 
.'62 

T.'  . 

.'46 

.26 
.27 
.30 

.'si 

.21 

.'33 

.52 
.70 
.22 
.35 
.36 

.'62 

.03 

.25. 

.62. 

.28. 

.05. 

.08 

f.' 

T. 

f. 

T. 

T. 

.05 

T. 

T.' 

^04 
T.    . 

'iiis 
0.57 

1.84 

0  75 

Carrolltown2 

Carter  Camp'2    

Cambria 

Potter 

Lycoming.... 
Clearfield  .  . . 
Clearfield  ... 
Clearfield.... 

Cameron 

Sullivan 

Sullivan 

Cameron 

Lycoming — 

VntfaT 

T. 

.01 

.18 
.06 
T. 
T. 

.'06 

f " 
T. 

.12' 

T. 
f.' 

T. 

T. 

.02 

.'65 

.06 
T. 

T.    . 
T. 

.'63' 

f.'  ' 
.01 

.10 

.08 

0.84 

C(ialport2 

CurwensvilleApt'  6NW 

Driftwood',  5 

Dushore'.  ■■• 

Eagles  Mere2 

Emporiuiii'-',  IE 

English  I 'enter'.  5 

.03 

.'is' 
.'62" 

.04 

04 
.'08 

'1  "   '. 
T. 

T. 
.'6'2 

•r'.' '. 

T.    . 

■r'.'  '. 

...  . 

0.62 

'i.'si 

0.62 
0.86 
1.32 
0.61 
0.82 

i. 

i". 

.03 

i'. 

r. 

i.  . 

.... 

0.64 

Continued  on  page  12. 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 


February  1947 


Daily  Precipitation  for  February  1947 -Continued  from  page  11. 


Stations 


Day  of  month 


Counties 


-4E 


West  Branch 
(continued) 

Karthaus''i... 

Lock  Haven''. 

MedixRuni, ......  • 

Philipsburg',  7  E.. 

Renovo- ,•■-■••■ 

State  College', ''.•.• 
Tamarack-,  2  S.. . 

Trout  Run 

Tyrone  ','''.  4  NE.. 

Wellsboro^ : 

Williamsport  Apt. 
Willianisport '-........ 

Williamsport ■■*,  4  SE.  . . 

JllNlAIA 

Altoona,  4.,'i  W.... 

Breezewood',  0..3  Ji 

BufIaloMills2,  ....... 

BurutOabinsl.JiNE... 
East  Waterford-,  d  E. . . 

Everett'-.  0.5 SW 

HuutiiiBdon''' 

Lewistown'-,  1  VV 

Mapleton  Depot- 

Martin.vburg',8.  .  .- 
McConuellstown•'.4NV^ 
Nell's  Millsl,^3,5  NE.. 

New  BloomtiBld 

Newport'- 

Saxtou^,!  «'........• 

SbadeGapl,s.0.5SW.. 

LWK  SUSQl'EHANNA 

Arendtsville^ 

Beavertown-..^   

Bloserville,  l-oN 

Carlisle 

Columbia 

Dauphin'-,  3  N 

Ephrata... 

Gleu  Rocfci," 

Gordon ■  •  ■ 

Grantvillo.2SW 

Hanover'-..  ■■■;,  i'-i'^^'^ 
Harri^burgApt',^3.oS 

Holtwood'- 

Huntsdale^  .....^•.■• 
Kirkwoodl,MfeW.. 

Lancaster 

Lebanou'^i....  ..■••■•••  • 

Middletownl,1.5W.... 

Millersburgi,  •■>,  i  v.  . 

Milroy'.         .■.,\i,- 

Newburgl.3.5IsW. 

New  I'ark... ,...■■•• 
I'ine  Grove-,  1-5  NE 

Selinsgrovfc 

Shamoklu'-^ 

Shippensburg 

Sunbury'^  ■ 

Wellsville.  .... 

Williamstown'' 

York.SSW.. 

York  Haven^      

Polmrnic  Bimv 
Chambersburg\  1  SW. 

Gettysburg 

Hewitt,  2  SW 

Hyndman2 

McConnellsburg^ 

Mercersburg2 ... 

South  Mt.  San't'm^... 
GULF   DRAINAGE 

0/1(0  Bcsin 
Al.l.EOHENV 

Acmotonia^ 

Allen.-  Mills'.  '' 

Blairsville'.eNE 

Boswell^6NW 

Bradford,  4  W 

BrookvilleM.5SW.  .. 

Buckstowu'.^ 

Clarion^SSW 

Corry 

Coudersport 

Coudersport,  7.5  E.  . . . 

Derry 

Donegal' 

Dunlol.-\0.5SW 

Ebensburg2 

Ford  City'',  4  S 

Franklin^ 

GlenHazel2.  1  NE.  . . . 

Homo'.  ■'' 

Indiana 

Johnstown'.  0.5  W... 


Clearfield.... 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

Lycoming.  . 

Blair 

Tioga 

Lycoming... 
Lycoming.  . 
Lycoming    . 


Blair 

Bedford 

Bedford 

Fulton 

,Tuni  ata 

Bedford  . 

Huntingdon 

Mifflin 

Huntingdon 

Blair 

Huntingdon. 
Huntingdon 

Perry  

Perry 

Bedford 

Huntingdon 


Adams 

Snyder 

Cumberland. 
Cumberland 
Ijancaster — 

Dauphin 

Lancaster — 

York ,  

Schuylkill  .. 
Dauphin  — 

York 

Dauphin..  . 
Lancaster.. 
Cumberland 
Lancaster..  . 
Lancaster, . . 
Lebanon  — 
Dauphin .... 
Dauphin.... 

Mifflin 

Cumberland 

York 

Schuylkill.  . 
Snyder      ... 
N'umberland 
Cumberland. 
N'umberland 

York 

Dauphin 

York 

York 


Franklin. 
Adams,. .. 
Bedford.. 
Bedford  . . 
Fulton  — 
Franklin. 
Franklin. 


Allegheny 
Jefferson . . 
Indiana  . . 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Erie 

Potter 

Potter 

W'moreland. 
W'moreland. 

Cambria 

Cambria 

Armstrong.. . 

Venango 

Elk 

Indiana 

Indiana 

Cambria 


.01 


('1 

T.     T. 


.06  , 
T. 


T. 


T. 


.01 

.05 

T. 

T. 

']'. 

T. 

.01 

T. 

.05 

.12 

.04 

tV 

T. 

t. 

6       7       8       9 


10     11      12 


14     15 


16     17     18 


19     20  !  21     22     -23     24     25 


.01 
T. 
.09 
.04 
.09 
Oi 

'6i 

T. 

.01 

t. 

.01 
.10 
.03 
.Oti 


.03 


.04 


.17 


.20 


.09 


T. 


.03 

.17 

.16 

.12 

.17 

.10 
.  02  . . 
.02  .03  .02 
T.  T.  .07 
.02   .10   .15 


.38 


,43 


.30 


.07 


T. 


.09 

.08 

.'06 
.04 
.02 

.18 

.03 

.01 

.09 

.09 

.04 

.  05  . . . 

.07 

.01 


T. 


.03 


,04 


T 

.12 
.09 
.03 
.03 
.01 
.05 
.20 
.02 

".05 
■I'. 
T. 
.01 
T 
T. 
.02 
.04 
.11 
T. 

.'6i 

.04 
.03 
.06 
.09 
.01 

".oh 


T. 


.02 


T. 


T. 


T. 


T. 


.08 


28 
1.22 


M 


.04 


..50 
..58 
.25 

.54 

1.15 

.2' 

.32 

i.'is 


1.21 

.48 


90 

7h 

60 

68 

99 

1.611 

1.35 

16 

48 

35 

1.50 

22 

1.70 

1.21 

.  12 

1.2.5 

1.10 

.41 

.04 

.75 

.12 

.82 

.70 

.49 

.90 

50 

1.07 

62 

1.56 
1.18 


T. 


.021 

]oi 

T. 


1.30 

.35 


T.  ... 
...  T 
.03    .02 


T. 


.02 


22 
80 

1.'20 

1.02 
82 

1 

2. 05 


.04 


T. 


26     27 


,02  .2' 
.32 
T 


.23 
.10 
.26 
.26 
.37 
.40 
.10 
1.34 
.46 
.24 

'.'i2 
.29 

.86 


.01 


T 

.02 

T. 

.05 

.05 

!06 
.02 
.10 
T 

T.' 

.01 

.02 

.03 

T 

T 


.02    T 

T. 

.09 

T. 

T. 

T. 

T. 

r 


.05 


T.     T 

T. 

•i'.'  '.'.'. 

T.  ... 
..  T 
T.  T 
...    T 


.03   .10 
T.      .02 

.01    .09 


T. 


28     29 


30     31 


,10 
.10  T. 

.12    .02 


.02 


0.67 
1.  IV2 
0.  59 
1.79 
0.19 
0.69 
0.80 

'6.V.2 
0.  T.i 
0.67 
0.78 
0.6) 


0.82 
0.79 
1.42 
1.25 
1.22 
0.91'. 
0.90 
0  96 
1.20 
0.86 
1.18 
0.66 
1.18 
0.80 
0.  92 
0..52 


1.02 
c).  92 
1.43 
1.46 
1.91 
2.04 
2.52 
1.68 
1.37 
11.98 
2. 02 
1.77 
2.01 
1.36 
0.96 
2  12 
1.56 
2.04 
0.34 
1.30 
1.40 
1.74 
1.10 
0.92 
1.27 
1.44 
1.39 
1.26 

'3.06 
1.65 


1.68 
1.43 
1.27 
1.11 
0.99 
1.16 
2.40 


0.85 
$1.39 
1.31 
2.55 
1.61 


Contlrmed  on  page  13. 
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Daily  Precipitation  for  February  1947-Contlnuod  from  paifu  12. 


Stations 


Al.I.ROHENY 

Uninti  lined) 

Kaiio'.  1  N 

Kri'Kiir'.  i.")  SK 

Lycippu,-.,  1.5  E 

Marieiiville'.  ■"" 

MeadvilU--.  1  S 

Mc^gmve- 

Parkers  Lamiing-.  . . 
IMtt-^hurgliCtyOf'.''. 

Tort  .Mlepany'- 

Punxsut8wiiey2. .. . 
Piitueyville-.  2.5  8K.. 

Kidgway- 

SaltsburK^  ,., 

Seward- 

Sheffieldi.s,  fi  W 

Smethpori'.  S  1  S\V  . , 

Strougstown ' .  ■'' 

Tioue,-ta-,  1.5  SE 

Titusvllle.  2  S 

Union  City'.  5 

Vandorgrift  1   

Warren- 

Youngsville'.  * 

MONONi^.VHKL.V 

Confluence'-.  1.5  N  VV. . 

ConnellsviUe- 

Donora' 

Greensboro- 

Greeiisbiirg.  2  S 

Irwin 

Meyersdale- 

Murrv.sville  //'.•'' 

Pittsburgh  Arpt.//  i.s. 

Rices  Landing* 

Somerset 

Springs^.  1  SW  

Unioutown 

Waynesburg 

Beaver 

Beaver  FallsZ 

Butler 

Farrell-' 

Greenville 

Jamestown^,  2XW.  . . 
Mercer  Arpt. ',2.5  NE., 

NewCa,stle^  1.5  N 

Pennline.  2,  is 

Ohio 

Claysville2 

Coraopolis^,  IE 

Midland^ 

Washingtoni,  5 

LAKE   DRAINAGE 

Albion- 

Eriei.5 

Raymond!,  5 


Counties 


McKenn  . . 
W'nioreland 
\\  "moreland 

Fiirest 

Crawford.. . 
Armstrong.. 
Armstrong.. 
Allegheny. . 
McKean.  . . . 

Jefferson 

Armstrong.. 

Elk 

Indiana 

W'moreland. 

WarriMi 

McKean 

Indiana 

Forest 

Crawford. ... 

Erie 

W'moreland. 

Warren 

Warren 


Somerset 

Fayette 

Washington., 

Greene 

W'moreland. 
W'moreland. 

Somerset 

W'moreland. 
Allegheny . . . 

Greene 

Somerset 

Somerset 

Fayette 

Greene 


Beaver 

Butler 

Mercer 

Mercer 

Mercer 

Mercer 

Lawrence 

Crawford 

Washington  , 
Allegheny  ... 

Beaver 

Washington  . 


Erie 

Erie 

Potter 


Day  of  month 


.03 


T. 


07   .05 


T. 


T. 


.15 


.36 

.26 

.21 

.39 

.14 

.01 

T 

.16 

.05 

T. 

.05 

T. 

'.'2-2 
.10 
.12 
.12 
.25 
.12 
.25 
.02 
.'20 


.Ofi 
.44 

.35 
.14 
.05 
.11 

.17 
.04 
.03 
.07 
.10 
.08 
.111 
.62 

.03 

* 

.05 
.10 
.06 


.06 
.32 
.05 

.02 
.03    .09 


T. 

02    .01 
.08   .06 


.01 


T. 


.02 


.Oi)l 

.'■20 
.18 

'.'69 
.13 

.'04 
.06 
.16 
.17 


.10 

.09 

.01 

.06 

.01 

T 

.04 

'.'02 
.10 
T. 
.0.^ 


.20 

.10 
.05 
.01 
.06 
.04  .01 
09    .03 


.48 


10 


.23 


.04 


.05 


.07 


.55 


.02 

'I 

.03 

• 

.01 

.02 

.18 

T. 

.02 

T. 

T. 

.0 

T. 


12 


.09 


.32 


.06   .06 


.03 


16 


T. 


T. 


.05 


.04 


.25 


18 


.04  . 


T. 


T. 


19 


T. 


.02 


20 


21 


.22 

1.16 

47 

29 


02    .05 


.02 


T. 


■V. 


.64 


T.  I  T. 

T. 

T. 


T. 


T. 


[See  page  16  for  explanation  of  reference  marks.] 


.43 


.08 


.04 
.49 
.93 
.07 
.18 
.32 
.04 
.101 
.20 
.44 
.38 
.21 
.77 
Ml 
.03 
.08 
.11 
.30 
.22 
.06 
.08 
.21 
.07 


22 


23 


.03 
.22 
.10 
.01 
T. 

T.' 

.03 

■.'65 
T. 
T. 
T. 
.08 


71    .01 


.12 


.04 
.12 
.05 
.01 
.01 

T.' 

.02 

.05 

T. 

T. 

T. 

.04 


24 


26 


26 


27 


28 


.07 
.24 
.11 
.05 
.02 
.22 
.04 
.01 

T.' 
.01 
T. 
.01 


.10 
.02 

T.     T. 

T. 


T. 


T 
02 
T 
.03    .02 


.02 


.25 


29 


80 


81 


.03 

T. 

T. 

T. 

T. 

T. 

.04 

T 

.  10 

.07 

.02 

.'6i 

T, 


T 

T. 

.05 

.12 

.02 

.02 

.03 

T 

.04 

T. 

T. 

T. 

.03 

.03 

.05 

.'6i 

T. 

.02 

T. 

.18 

.07 

T. 

.05 

.02 
.03 
.03 
.09    .05 


16   .01 


.04 


.03 


.04 


1.84 
6.01 
4.02 

$1  45 
1.41 
1.12 
1.04 
1.30 
0,77 
0.84 
0.95 
0  85 
1.49 
2.83 
1.37 

$1.05 
1.18 
1.04 
1.57 
0.81 
1.25 
1.91 
1.63 


1.30 
1.23 
1.59 
0.94 
1.73 
1.64 
1.36 
1.16 
1.  .32 
1.00 
2.13 
1.75 
1.37 
1.15 


1.44 
0.71 
0.68 
0.70 
0.58 
1  33 
0.  .53 
0.83 


0.90 
0-67 
0.,56 
1.08 


2.77 
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February  1947 


Daily  Temperatures  for  February  1947 


Stations 


Albion/ 

Allentown  Arpt.'-4  NE 

Allentown ' 

A!toona-4.5  W 

Arendtsville/ 

Beavertown/ 

Berwick 

Bethlehenii 


Blairsville'-e  NE 

Bradford-4  W 

Burnt  Cabmsl-2NE.. 

Butler 

Canton/-lNW 

Carlisle 

Chambersburg6-1  8\V. 
Clarion''-3  SW 


Claysville/ 

Coalport/ 

CoatesvJlle/ 

Columbia 

Corry 

Coudersport 

Curwensvillei-6  N  W  . . 
Derry 

Donegal' 

Donora' 

Eagles  Mere  / 

East  Waterford«*-3  E  . . 

Ebeusburg/ 

Emporium  /-I  E 

Ephrata 

Erie' 

Everett'-O.saW 

Farrell 

Ford  City  /-4  S 

Franklin/ 

Fredericksville-l  S. .. 

Freeland 

George  School" 


r  Maximum . 

I  Minimum.. 

.  /  Maximum., 

V  Minimum.. 
I  Maximum. 

.  Minimum.. 
.  (  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
.  j  Maximum. 

V  Minimum . 
f  Maximum. 
I  Minimum., 

,  /  Maximum.. 
\  Minimum.. 

(  Maximum. 
I  Minimum .. 
I  Maximum. 
I  Minimum. 
,  (  Maximum.. 
\  Minimum. 
I  Maximum.. 
I  Mininunn.. 
I  Maximum.. 
I  Minimum.. 
(  Maximum.. 
,  Minimum.. 
. .  /  Maximum. 
\  Minimum  ., 
.  (  Maximum. 
\  Minimum.. 

I  Maximum . 

(Miuimum.. 
.  (  Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.  . 

I  Maximum.. 

t  Minimum.. 

( Maximum .. 

(Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
.  I  Maximum.. 

\  Minimum .. 


Ciettyshurg 

Gordon 

Greensburg-'iS 

Hanover/ 

Ha^^i.^burgArpt.  '-3 

Ha\vley-0.5K 

He\vitt-2  SW 

Holtwood' 

Huntingdon 


Maximum..     45 

Mi  in  mum. 

Maximum 

Minimum ,. 

Maximum.. 

Minimum .. 

Maximum.. 
,  Minim\im .. 
.58.  /  .Maximum.. 
\  Minimum .. 

Maximun'.. 
^  Minimum .. 
/  Maximum., 
\  Minimum.. 
/  Maximum. 
\  MiniTnum.. 
/  Maximum. 
\  Minimum.. 


Mean 


Continued  on  page  15. 
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Daily  Temperatures  for  February  1947— Contlniuid  from  pa«re  U. 


Stations 


lui1iaiiR'2.5SE 

Irwiu 

.ininoslinvn,  -'iNW. . . 

JohiisUnvii  / 

KRue'-l  N 

Lancaster 

I.awreiuvville   

1  olianoii    

Lewistown/JSW.  ... 

Look  Ilaven'5 

Manni.-;  IIoolc/.. 

MartinsburK'.* 

Mea(iville/-1  S 

Mercer' '.'a  NE 

Mi(1(ileto\vni-1.5\V.  . 
Midland^ 


..  /  Maximum. 

\  .Minimum. 
. .  /  Mii.xiimiin. 

\  Muinmiin  .. 
. .  )  .Ma.ximuiii. 

\  Minimum . 
. .  /  Maximum. 

\  .Miuinuiui.. 
. .  /  Maximuii). 

\  Miniinum.. 
. .  /  .\|;iximum. 

\  Miiunnim.. 
. .  /  Miixinium. 

\  Minimum.. 
. .  /  Maxi  Ilium. 

\  Minimum.. 

,  /  Maximum.. 

\  .Minimum.. 
.  (  .Maximum.. 

V  Minimum.. 
.  (  Maxinuim.. 

\  Minimum .. 
.  /  Maximum.. 

\  Minimum.. 
.  /  -Maximum.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
.  /  Maximum. 

\  .Minimum  . 
.  /  .Maximum.. 

\  .Minimum.. 


Mnntrose/-3  E (  Maximum. 

\  Minimum. 
.Mt.  Pocono'-2  N /  .Maximum. 

^  Minimum. 
New  Bloomtield /  Maximum 

\  Minimum. 
Newburg'-S.SNW /  Maximum  , 

\  Minimum., 
New  CastleS-Lo  N /  Maximum. 

\  Minimum., 
Pahnerton' /  Maximum. 

t  Minimum.. 
Park  Plaoe'-l  NVV /  Maximum. 

\  Minimum.. 
Phila.  .\rpt.i-7S\V  .,./ .Maximum. 

\  Minimum.. 


PhiladelpliiaC.O.i.  ..    , 

Phila.  Shawmont 

Philipsburg'-7  E 

Phoenixville-1.5  SE . . . . 
Pittsburgh  Arpt.'-T.SSE 
Pittsburgh  City  Office' . . 

Port  Clinton/ 

Putney ville/-2.5  SE 


(  .Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum. 
/  .Maximum. 
I  .Minimum. 
(  .Maximum. 
\  .Minimum.. 
/  Maximum. 
\  Minimum.. 
/  .Maximum. 
y  Minimum.. 
/  Maximum. 
1  Minimum.. 
(  Maximum. 
\  Minimum.. 


1  27 

I  20 

i  31 

I  17 

42 

22 

i  34 

16 

36 

22 

38 

2.T 

35 
21 
43 
30 

45 
33 
43 
27 
35 
20 
48 
22 
36 
23 
39 
2fi 
40 
27 
37 
21 


9  10 


38[  39 
01-5 

39!  JO 
24 
30 
13 
38 
18 


Quakertown-0.5  E /  Ma.ximum. 

\  Minitnum. 
Reading' /  Maximum. 

\  Minimum. 
Ridgway  / /  Maximum . 

\  Minimum. 
Scranton' /  -Maximum. 

\  Minimum. 
Selinsgrove /  Maximum . 

\  Minimum. 
Shippensburg I  Maximum. 

\  -Minimum. 
Somerset t  Maximum. 

\  Minimum., 
Sprinffs>>-1  S\V t  Maximum. 

\  Minimum.. 

State  College' /  Maximum. 

\  Minimum., 
Stroudsburg-2  E (  Maximum. 

I  Minimum.. 
Tamaraek/-2  S I  Maximum. 

>  Minimum.. 
Tionesta/-1.5  SE /  Maximum. 

\  Minimum.. 
Titusvi  llc-2  S.  /  Maximum. 

\  Minimum.. 
Towanda-1  E (  Maximum., 

\  Minimum.. 
Tunkhannock/ (  Maximum . 

\  Minimum., 
Uniontovvn \  Maximum.. 

'  Minimum.. 


47  34 


16, 
33 
4 
37 
17 

40 
16 
38 
15 
39 
23 
36 

6 
44 

5 
43 

8 
38 
18 
44 
12 

28 
12 
28 

8 
36 

9 
28 

6 
46 
13 
34 
17 
29 
11 
36 
22 

36 
24 
36 
25 
32 
1 
39 
17 
49 
14 
49 
19 
34 
17 
45 


32 
15 
35 
17 
53 
2fi 
36 
-  1 
22 
17 
42 

-3'^ 


24  27 


4S;  12 


12 
32 

1 
36 
17 
30 

2 
45 

2 
36 

7 
31 
-  2 
54 
10 

53 
14 
53 
32 
31 

-  4 
50 
26 
43 

-  2 
44 

3 
34 
20 
38 

9 


35  45 


53  46 
12 


26 


5 
23 

5 
25 

2 
30 

2 
18 

0 
31 

9 
20 

2 
31 

3 

31 

2 
28 

7 
34 

8 
2' 

4 
20 

0 
20 

3 
33 

9 
26 

8 

25 

-  6 
20 

-  2 
30 

6 
22 

2 
24 

6 
26 

7 
22 

-  1 
34 
11 

35 
11 
31 
10 
24 

0 
32 

8 
27 

6 
28 

9 
28 
10 
23 


15 
26 
18 
20 
6 
31 
25 
19 
-  8 
43 
25 
32 
l.i 
42 
10 

39 
12 
35 
23 
48 
17 
29 
14 
18 

7 
18 

7 
41 
22 
26 
13 


15 

6 
18 

R 

23 

-  2 

16 

4 
15 

4 
27 

9 
21 

3 
25 
10 


18  22 
14   10 


33 
12 
39 
10 
13 

4 
35 
13 

9 

-  1 

15 

3 
21 
18 

8 

9 

36 
10 
24 
11 

8 

-10 

19 

7 
34 
10 
35 

9 
15 

-  8 
15 

-  6 

18 

4 

38 

18 

13 

1 

13 

-10 

11 

-  5 
23 

8 
19 
14 
20 

1 


20 

13 

20 

12 

28 

10 

23 

15 

23 

14 

35 

18 

33 

18 

3 

11 

29 
11 
28 
18 
36 
14 
22 
12 
24 
12 
2! 
14 
32 
21 
26 
11 

29 
4 
25 
12 
30 
16 
22 
10 
24 
16 
32 
20 
26 
10 
35 
20 

35 
21 
34 
20 
19 
11 
35 
19 
21 
13 
24 
15 
30 
15 
22 
3 


31 
18 
35 
18 
32 
16 
34 
19 
28 
10 
39 
21 
34 
21 
38 
23 

38 
23 
36 
22 
41 
23 
33 
17 
28 
17 
25 
10 
38 
23 
30 
16 

29 
18 
28 
15 
39 
20 
32 
16 
31 
11 
35 
20 
28 
14 
37 
20 

38 
25 
37 
24 
26 
16 
39 
21 
•32 
17 
34 
21 
35 
22 
25 
11 


12  18  14  15  16 


41 

6 

40 

II 

45 

5 

46 

15 

40 

-  4 

45 

16 

46 

9 

46 

19 

47 
17 


40  46 


1 

44 
2.S 
36 
16 
35 
8 
33 
10 
38 
22 
36 
12 

27 
15 
28 
12 
39 
19 
30 
18 
35 
8 
36 
13 
29 
15 
39 
22 

41 
28 
38 
12 
32 
13 
41 

Ir 

35 
19 
35 
2( 
36 
16 
34 
4 

36 
16 
41 
24 
37 

6 
31 
19 
38 
19 
SO 
21 
37 

2 
34 
10 

37 
19 
38 
12 
36 
13 
37 
7 
34 
13 
33 
20 
32 
11 
38 
12 


16 
45 
24 
44 
17 
43 
1 
42 
12 
46 
18 
43 
14 

36 
11 
36 
8 
47 
II 
42 
12 
45 
11 
41 
14 
36 
15 
42 
22 

44 
26 
43 
20 
40 

3 
45 
14 
45 
21 
46 
21 
41 
14 
42 

4 

40 
12 
45 
21 
43 
0 
38 
15 
44 
13 
48 


48 
17 
50 
24 
61 
10 
55 
26 
45 
9 
55 
1 

47 
17 
55 
20 

66 
16 
44 

20 
64 

25 
54 
25| 
46 
4 
47 
25 
64 
24 
50 
23 

42 
18 
45 
20 
54 
18 
48 
18 
51 
23 
47 
18 
47 
2 


16 

24 

46 

50 

0 

13 

43 

48 

8 

20 

44 

51 

20 

25 

46 

60 

12 

17 

42 

43 

16 

16 

44 

47 

2 

6 

44 

47 

3 

25 

45 

49 

10 

17 

42 

48 

7 

13 

48 

52 

16 

23 

40 
25 
47 
35 
43 
26 
46 
33 
39 
27 
47 
25 
46 
27 
46 
25 

49 
21 
42 
27 
46 
28 
48 
36 
39 
25 
42 
28 
42 
29 
40 
33 

40 
2' 
45 
29 
49 
25 
58 
22 
44 
31 
42 
29 
43 
31 
45 
30 

4' 
37 
46 
30 
43 
26 
60 
27 
42 
31 
47 
37 
42 
24 
41 
19 

44 
26 
46 
35 
42 


36 
30 
35 
31 
36 
27 
36 
32 
32 
21 
45 
31 
39 
27 
40 
34 

68 
26 
40 
34 
50 
34 
37 
27 
32 
27 
31 
24 
42 
30 
36 
29 

28 
25 
34 
19 
42 
33 
34 
26 
37 
28 
39 
27 
37 
20 


17  18  19  20 


42  46 
30  26 


46  48 
24   24 


34 
10 
34 
15 
26 
9 
32 
19 
27 
-  1 
47 
24 
29 
13 
30  20 


21  22  28 


43 

31 

42 

38 

31 

24 

4 

2 

34 

28 

3 

31 

40 

30 

36 

26 

43 
32 
42 
30 
34 
26 
39 
24 
41 
30 
44 
34 
.32 
28 
30 
27 

34 
30 
39 
32 
30 
26 
33 
26 
30 
26 
43 
27 
32 
30 
37 
32 


26  24 


4 

26 

46 

27 

34 

18 

4 

23 

30 

26 

34 

28 

42 

23 

31 

17 

41 

22 
45 
26 
36 
15 
36 
18 
47 
21 
45 
24 
30 
21 
27 
22 

38 
22 
45 
18 
39 
13 
32 
15 
28 
10 
40 
15 
38 
17 
34 
29 


16  16 


IS   23 


37 

23 

49 

19 

32 

13 

35 

1 

32 

24 

44 

19 

45 

17 

38 

281  20 


27  25 


26 
15 
28 
14 
24 
21 
19 
12 
24 
10 
20 
10 
28 
16 
24 
13 

18 
9 
22 
8 
27 
13 
18 
10 
26 
13 
291 
13 
22 
6 
29 
16 

30 
18 
30 
17 
17 
8 
29 
16 
22 
12 
24 
16 
28 
15 
21 


24  26  26 


27 

15 

25 

15 

34 

20 

20 

11 

21 

12 

19 

10 

27 

1 

23  25 


15 
29 
18 
30 

7 
21 
14 
33 
16 
31 
16 
21 

6 
19 
10   10 


12 

20 
li 
19 

8 
28 
13 
23 

8 
23 
12 
2,i 
13 
20 

9 
29 
16 

29 
19 
30 
24 
18 

8 
37 
15 
19 
11 
24 
15 
26 
15 
22 

7 

27 
16 
28 
17 
23 
10 
22 
14 
26 
17 
26 
16 
17 

9 
17 

9 

21 
12 
27 
13 
19 

7 
20 

8 
18 
10 
28 
16 
27 
16 
25 
15 


12 


31 
18 
30 
19 
32 
11 
30 
14 
27 
20 
41 
18 
37 
2> 
38 
16 

37 
14 
36 
22 
44 
19 
29 
19 
31 
12 
28 
20 
38 
24 
32 
26 


32 
7 
31 
15 
38 
20 
34 
18 
32 
23 
38 
21 

m 

14 
40 
20 

41 
22 
41 
20 
•I 
16 
40 
20 
30 
18 
33 
24 
26 
11 
30 
7 

39 
19 
40 
24 
33 
12 
35 
21 
37 
24 
35 
21 
26 
14 
24 
13 

33 
21 
39 
20 
28 
6 
30 
10 
26 
18 
39 
22 
37 
16 
32 
19 


30 
24 
X\ 
25 
35 
23 
32 
25 
26 
19 
39 
27 
32 
26 
36 
26 

35 
27 
35 
30 
42 
28 
28 
22 
33 
23 
28 
18 
35 
29 
32 
24 

29 

2! 

29 

20 

36 

28 

28 

20 

32 

23 

37 

26 

31 

19 

3' 

29 

38 

30 

38 

32 

26 

19 

3H 

31 

30 

23 

32 

27 

3' 

20 

30 

21 


27 


28 
17 
30 
19 
25 
17 
26 
21 
22 
16 
35 
22 
30 
21 
33 
23 

31 
23 
30 
23 
40 
26 
26 
18 
24 
19 
22 
14 
32 
24 
26 
19 

25 
18 
26 
17 
32 
20 
24 
16 
27 
18 
33 
23 
26 
15 
35 
26 

36 
26 
35 
26 
21 
14 
35 
22 
24 
17 
27 
21 
32 
20 
24 
13 


28     29 


80    31     Mean 


29 
16 
32 
14 
32 
13 
31 
17 
26 
-  7 
3.=. 

y 

30 
19 
36 
16 

35 
19 
35 
20 
39 
22 
28 
11 
31 
11 
26 
13 
33 
12 
29 
13 


25 
14 
27 
12 
35 
16 
26 
12 
32 
15 
32 
16 
27 
12 
34 
20 

36 
23 
34 
19 
25 
1 
34 
12 
29 
12 
32 
17 
32 
15 
30 
12 

33 
31 
34 
21 
32 
10 
29 
20 
35 
19 
34 
19 
28 
II 
27 


29.8 
13.8 
81.6 
16.  1 
80.1 
12.2 
31.5 
17.4 
26. 2 
6.6 
.38.9 
18.4 
31.1 
14.1 
35.1 
17.9 

.35.5 
17.4 
.34.1 
18.6 
39.8 
22.7 
29.6 
14.4 
28.1 
11.7 
26.6 
12.0 
35.2 
19.5 
30.3 
15.7 

26.6 
II.  1 
26.5 
10.6 
36.4 
16.6 
29.0 
12.4 
30.5 
14.6 
32.9 
16.8 
28.2 
11.6 
36.4 
20.4 


35.7 
18.1 
36.0 
21.1 
29.5 

7.1 
30.6 
16.8 
35.  7 
18.4 
36.4 
19.0 
28.  1 

9.2 
26.6 
10.5 

30.2 
16.4 
37.4 
16.5 
27.0 
9.1 
27.4 
10  1 
26.4 
11.8 
33.  0 
16.1 
32.2 
14.4 
32.9 
16.6 


Continued  on  page  16. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


February  1947 


Daily  Temperatures  for  February  1 947— Continued  from  page  15. 


Stations 


Vandergrifti t  Maximum, 

V  Minimum.. 

w™ {Ssr.- 

^^yr^^^^^^^ {^Smum.- 

Wellsboro/ {^^ZS: 

Wellsville {^^Z^: 

Westchester {^ZS: 

Wilkes-Barrel.Apt.-3N.  *  Maximum. 

\  Minimum. 
Williamsport  Arpt.'-4  E  /  Maximum, 

\  Minimum. 

Williamstown {  ^Jfn" mum . 

Vork-^SW {^?S^. 


9   10 


12 

1 
10 

2 

9 

-  2 

20 

7 

10 

;56 

9 
31 
10 
21 


18  24 
9  15 
20  25 


15|  24 
11 

24 1  29 
2   8 

25  32 
10   11 

26  34 
in|  18 

33 
18 
31 
19 
28 
16 
34 
18 


14  15 


16  17  18  19 


20 


21 


22  23  24 


29  26 

16  15 

251  25 

11  10 

26  24 

14  11 

24|  23 
7 

321  28 

161  l.'i 


30 
14 

21 !  29 
161  14 
27 1  27 
16i  13 
29  27 
l.Si  12 
34 1  32 
16  14 


25     26     27     28     29 


23i  23 

15  12 
27  23 
U\  10 
22i  22 
14  9 
21  29 

13  10 
26  29 
161  3 
29  31 

16  9 
24  2 

14  14 


31    Mean 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSTJKE,  WIND,  HUMIDITY  AND  SUNSHINE 


Atmospheric  pressure 
(reduced  to  sea  level) 


Erie 

Harrisburg... 
Philadelphia  . 
Philipshurg..  . 
Pittsburgh.... 

Reading 

Scranton  . . . . . 


30.55 
30.  52 
30.49 
30.50 
30.54 
30.51 
30.52 


29.36 
29.42 
29. 29 
29. 36 
29.40 
29.  39 
29.34 


Wind** 


<> 


11.2 
11.2 
9.7 


13.4 
15.5 
9.1 


'S  o 

s  > 


w, 

nvf, 

ne. 

w. 

sw, 

w. 

nvf. 


Relative 
Humidity 


64t 


BIVEB  CONDITIONS 


IK 

1163 

69 

1049 

74 

978 

1319 

47 

1204 

68 

1018 

51 

1157 

y^^uy^e-mmute  period.  ^  ^^^^  ^^^^^  j;-"f  g^^Sl^^J^J^l??!!: 


Port  .Tervis,  N.  Y 

Easton 

Lehighton 

Reading • 

Wilkes-Barre.. 

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)  Lock  No.  5. 

Sutersville 

CharleroK  nr.).  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio 


•  Pool  stage. 


t  Also  other  dates. 


MISCELLANEOUS   PHENOMENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
(Dates  and  number  of  stations  reporting) 


1 

2  a 
ii' 

4 

'.  "2 
!i6 
326 

5 
2h 

6 

'7 

7 

14 

8  £ 
314 

10 
235 

11 
12 

12 

13 

14 

15 

'3 
'3 

16 
'3 
'4 

171 

319 

6  3 

'3 

18 

io 

212 

224 

2232 
«262 

4252 
1152 

627 
121 

28 

'7 

29 

•• 

1 
30; 

il 

Auroras 

Fog,  heavy 

Frost,  killing  .... 

Glaze  

Hail 

Rain,  heavy 

Sleet 

Snow,  heavy 

Thunderstorms . . 
VViTirts   hierh 

L 



1 

^z 

= 

= 

FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  penod 
forstations  having  10  or  more  vears  of  record , except  that  for  FirsM^rder  Weather  Bureau 
SUtions  they  are  based  on  ^opted  normals.  «  Precipitation  normals  or  standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

»^VS  ;?c'  *S-fmb?rof°di;f  missing,  for  example,  ^  Indicates  two  days  missing. 
Italics,  data  interpolated. 
5  Partly  interpolated. 
$5  Incomplete. 
t  And  other  dates. 


ft  Daily  amounts  inconsistent 
i  Receive 

•  Include- 

//  Windshield  on  gage 


ivc^^, .  .d  too  late  to  be  included  in  means  and  summaries. 
Included  in  next  measurement. 


,  Instmmentsare^^^ad  in  the  morning;  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 

1  Midnight  to  midnight.  o..  v,™„o 

2  Measured  in  the  morning  for  the  preceding  24  hours. 

^  Data  for  24  hours  ending  at  1;.30  a.  m.  of  the  following  day. 

*  Best  available  used  for  stations  not  equipped  with  recorders. 

*  Recording  gage.  .,,,„«„  ™ 
«  At  a  fixed  hour  between  sunset  and  11 :00  p.  m 

'  Noon  to  noon .  „  .  ■        . 

8  Data  recorded  at  Altoona-Blair  County  Airport. 


( W.  B.  O.,  Philadelphia-5-3-47-975) 
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SuBsCKiPTtoN  Prick:  25  cents  pkk  annum;  (not  stamps). 
Remit  directly  to  Superintendent  of  Documents  Washington,  25  D.  C. 


GENERAL,  SUMMARY. 

March  this  year  came  in  like  a  lion  and  continued  to  act  accordingly 
except  for  a  few  lamb-like  days  in  the  middle  of  the  month  and  the  very 
last  day.  It  was,  in  all,  unpleasant,  quite  unlike  the  warm  March  weather 
of  1945  and  1946.  This  was  the  coldest  and  driest  March  since  1941  and 
was  the  coldest  month  of  the  season.  The  wind  was,  however,  the  greatest 
culprit  among  the  meteorological  elements  in  making  the  month  unpleas- 
ant. 

Precipitation  was  only  65%  of  normal,  making  this  the  7th  driest  March 
of  record.  Owing  to  the  cold,  however,  snowfall  was  62%  above  normal, 
and  in  northwestern  counties  was  as  much  as  three  times  normal.  There 
were  three  general  storms,  spaced  rather  evenly  apart.  The  storm  of  the 
1st  to  3d  was  due  to  overrunning  in  advance  of  a  warm  front  and  re- 
sulted in  the  heaviest  snowfall,  followed  by  high  winds  after  the  passage 
of  a  cold  front,  causing  drifting  and  the  resulting  blocking  of  roads. 
Around  the  13th,  some  of  the  heaviest  rains  occurred,  connected  with  a 
complicated  frontal  and  isobaric  system  in  which  the  moisture  source 
was  the  Gulf  of  Mexico.  But  the  most  violent  storm  was  that  of  the  23d 
to  26th.  This  was  an  intense  depression,  with  accompanying  fronts, 
which  moved  northeastward  across  the  State.  It  had  a  large  variety  of 
associated  phenomena,  including  thunderstorms,  a  drop  in  temperature 
of  the  order  of  30  degrees  in  24  hours,  and  high  winds.  This  was  prob- 
ably the  most  widespread  and  violent  storm  of  recent  years. 

Wind  damage  was  reported  from  every  part  of  the  State  on  the  25th, 
velocities  of  60  and  70  miles  per  hour  not  being  unusual.  Reports  of  un- 
roofed buildings  and  other  damage  to  property  were  so  numerous  that 
space  cannot  be  given  to  list  more  than  a  few.  On  March  24th,  at  Cur- 
wensville,  during  a  thunderstorm,  a  transformer  of  a  power  line  was 
struck  by  lightning.  At  Philipsburg,  electric  and  telephone  wires  were 
snapped  during  a  thunderstorm  and  high  wind.  At  Indiana,  electric 
power  was  off  for  two  and  a  half  hours  due  to  the  same  reason.  On 
March  25th,  Pittsburgh  and  vicinity  suffered  millions  of  dollars  damage 
due  to  high  winds  up  to  90  miles  per  hour,  which  unroofed  many  build- 
ings and  shattered  plate  glass  windows.  At  Harrisburg,  two  persons 
were  injured,  one  critically,  when  struck  by  tile  ripped  off  a  building  by 
the  wind.  Many  windows  were  smashed,  buildings  unroofed,  and  chim- 
neys blown  over.  Telephone  poles  were  ripped  off,  trees  felled,  and  power 
lines  knocked  out  by  gusts  up  to  60  miles  per  hour.  In  Philadelphia,  a 
two  year  old  girl  was  critically  injured  when  thrown  to  the  pavement  by 
the  wind.  At  Vandergrift,  one  man  was  killed  by  a  high  tension  wire 
when  he  tried  to  remove  a  tree  which  was  blown  across  his  automobile. 

Temperatures  were  below  normal  on  all  but  six  days.  Nighttime  tem- 
peratures were  nearer  normal,  but  the  mean  equaled  that  of  March  1941 
and  1892  as  the  6th  coldest  of  record.  An  unusual  feature  was  the  ab- 
sence of  any  temperatures  as  high  as  70°.  Sunshine  was  above  normal 
in  the  eastern  counties  and  generally  below  normal  in  the  western  part, 
especially  in  the  northwest  of  the  State. 


TEMPERATURE. 


The  average  temperature  for  the  State  as  deduced  from  the  reports  of 
85  stations  was  31.8°,  which  is  5.9°  below  the  60-year  normal  for  March. 


The  highest  monthly  mean  was  40.6°  at  Marcus  Hook,  and  the  lowest 
was  25.0°  at  Kane.  Extremes  ranged  from  a  maximum  of  67°  at  York  on 
the  Hth,  to  a  minimum  of  —8°  at  Kane  on  the  1st. 


_L 


PRECIPITATION. 


1  y  ]947 


The  average  precipitation  for  the  State,  as  deduced  from  the  observa- 
tions at  208  stations,  was  2.27  inches,  which  is  1.23  inches  below  the  60- 
year  normal  for  March.  The  greatest  monthly  amount  was  4.93  in- 
ches at  Mount  Pocono,  while  the  least  was  1.07  inches  at  Midland. 
The  greatest  amount  recorded  in  any  24  consecutive  hours  was  2.41  in- 
ches at  Portland  on  the  13-14th. 

The  average  snowfall  for  the  State  was  12.6  inches,  which  is  4.8  inches 
above  the  60-year  normal.  The  greatest  monthly  snowfall  was  56.0  inches 
at  Corry.  The  greatest  fall  for  any  observational  day  was  25.0  inches 
at  Pleasant  Mount  on  the  2-3d. 


888. 
»S9. 
H9U. 
»91. 
S92. 
S93. 
894. 
895 
896. 
897. 
898. 
899. 
900. 
901, 
9U2. 
9UB. 
.904. 
905. 
906. 
907. 
908. 
909. 
910. 
911. 
912. 
913. 
914. 
915. 
916. 
917. 
918. 
919. 
920. 
921. 
922 . 
923. 
924. 
925. 
926. 
927. 
928. 
.929. 
.930. 
931. 
932. 
933. 


934. 
935. 
936. 
.937. 
938. 
939. 
940. 
911. 
942. 
943. 
944. 
945. 
046.. 
947  . 


COMPARATIVE    DATA  FOR  MARCH 


Year 


Temperature 

Precipitation 

o 

^^ 

bo 

a 

a 

a> 

C3 

2^; 

bl 

S 

a» 

»o 

o 

>  n 

S 

5 

1^ 

< 

<Si 

No.  of  days. 


S| 


Period  . 


31.2 

39.0 

33.2 

33.8 

31.8 

34.8 

43.2 

33.8 

30.6 

39.0 

44.0 

36.3 

31.2 

37.4 

41.3 

46.4 

36.0 

39.0 

31.7 

41.8 

40.7 

35.6 

44.9 

35.0 

33.6 

42.1 

34.2 

32.9 

30.7 

37.3 

41.6 

41.1 

38.7 

48.0 

40.0 

37.0 

36.1 

40.9 

33.1 

42.0 

37.0 

43.7 

37.9 

36.3 

33  4 

36.6 

34.9 

42.8 

42.6 

34.2 

42.7 

38.6 

32.4 

31.8 

40.0  I 

37.2 

34.4 

48  0 

47.1 

31.8 

.37.7 


-6 

3.55 

9.9 

11 

6 

10 

4 

2.90 

3.1 

9 

10 

8 

-21 

5.15 

17.5 

16 

6 

10 

-14 

5.10 

15.8 

14 

7 

8 

-4 

4.14 

18.8 

12 

11 

7 

8 

2.52 

4.8 

11 

9 

9 

-2 

1.63 

1.3 

8 

12 

11 

-4 

2.31 

9.0 

11 

10 

10 

-18 

4.51 

21.1 

11 

11 

8 

-5 

3.22 

3.4 

13 

11 

7 

4 

4.31 

3.6 

12 

10 

8 

3 

4.87 

7.9 

14 

5 

9 

-23 

3.61 

13.1 

10 

10 

9 

-11 

4.14 

3.3 

13 

7 

10 

2 

3.9S 

12.6 

11 

10 

9 

14 

4.52 

0.1 

11 

10 

7 

-2 

4.29 

4.7 

12 

9 

8 

-18 

3.86 

4.1 

U 

12 

8 

-13 

4.46 

20.4 

14 

8 

7 

-10 

4.26 

9.3 

12 

11 

8 

-4 

4.76 

3.7 

12 

11 

8 

-5 

3.07 

7.3 

12 

10 

9 

5 

0.56 

1.0 

5 

15 

10 

-18 

2.57 

10.1 

13 

11 

8 

-8 

5.05 

6.9 

13 

10 

8 

-7 

5.27 

2.1 

13 

9 

8 

-12 

2.61 

13.4 

10 

10 

8 

-4 

1.28 

9.5 

7 

15 

8 

-31 

4.12 

17.6 

12 

12 

8 

-12 

3.68 

12.7 

14 

11 

8 

0 

2.34 

1.5 

8 

17 

7 

6 

3.57 

2.4 

10 

15 

7 

-11 

2.83 

6.4 

9 

16 

7 

7 

3.33 

1.0 

14 

12 

9 

-5 

4.37 

6.1 

14 

11 

6 

-8 

2.49 

6.2 

11 

13 

8 

3 

2.83 

10.3 

9 

12 

9 

-15 

2.56 

2.2 

10 

14 

6 

-16 

1.91 

4.0 

10 

14 

8 

-6 

2.61 

0.7 

10 

13 

7 

-3 

3.24 

14.5 

11 

12 

9 

-5 

2.69 

4.4 

12 

12 

8 

-9 

3.08 

4.9 

10 

13 

7 

10 

2.96 

6.6 

11 

8 

7 

-8 

4.41 

14.7 

11 

10 

8 

-7 

5.33 

5.6 

14 

8 

7 

-22 

2.96 

7.7 

12 

12 

7 

-6 

2.62 

2.9 

12 

11 

7 

-3 

6.84 

7.4 

15 

9 

7 

-3 

2.00 

8.3 

10 

11 

8 

-5 

3.19 

2.0 

14 

10 

8 

-10 

3.59 

3.8 

12 

11 

8 

-13 

4.89 

7.9 

14 

8 

7 

-10 

2.10 

18.0 

9 

13 

7 

4 

4.47 

16.1 

1.3 

9 

8 

-15 

2.74 

7.2 

10 

11 

9 

-6 

4.69 

11.8 

14 

8 

9 

5 

3.88 

2.1 

14 

13 

8 

6 

3.18 

0.3 

11 

13 

7 

-8 

2.27 

12.6 

12 

7 

10 

-31 

3.50 

7.8 

12 

11 

8 

13 
15 
15 
16 
13 
13 
8 
11 
12 
13 
13 
17 
12 
14 
12 
14 
14 
U 
16 
12 
12 
12 
6 
12 
13 
14 
13 
8 
11 
12 
7 
9 
8 
10 
14 
10 
10 

11 

9 

11 
10 
11 
11 
16 
13 
16 
12 
13 
15 
12 
13 
12 
16 
11 
14 
11 
14 
10 
11 
14 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


March  1947 


Climatological  Data  for  March  1947 


Stations 


Counties 


°!3 


Temperature,  in  degrees  Fahr. 


a 

o  — 
ii  * 

m  9 


Precipitation,  in  inches 


3 


No.  of  days 


Cm 


2o 


Observers 


Atlantic  Drainage 
Allentown  Arpt.  ^-4  NE 

Altoona.4.5  W 

Burnt  Cabins-2  NE 

Canton-INW 

Carlisle 

Chambersburg-l  SW.. . 

Coatesville 

CurwenbVilleApt-6  NW 

Eagles  Mere 

Eiist  \Vaterford-3  E.  .  . 

Euiporiuml  E 

Ephrata 

Everett  0.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover ■. 

Harrisburg  Arpt.-s.f)  fe. 

Hawley-0.5E 

Holtwood 

Huntingdon 

Lancaster 

Lavvrenceville 

Lebanon 

Lewistovvn- 1  W 

Lock  Haven 

Marcus  Hook 

Mart.in:,burg'* 

Montrose-3  E 

Mt.  Pocouo  Arpt.-2N. 

Palmerton 

Philadelphia   CO 

Philipsburg-7  E 

Phoenix ville-1.  5  SE . . . . 

Port  Clintontt 

Quakertown-0. 5  K 

Reading 

Scranton 

Seliusgrove 

State  College 

Stroudsburg-2  E 

Tamarack-2  S 

Towanda-1  E 

VVellsboro 

West  Chester 

Wilkes-Barre  Apt.-3N. . 
Williainsport  Apt.-4E-  • 

Williamstown 

York-3  SW 


Division  mean. 


Ohio  drainage 


Blairsville-tt  NE 

Bradford-4  W 

Brookville  Apt.-1.5SW, 

Butler 

Clarion-3  SW 

Claysville 

(;orry 

Coudersport 

Derry 

Donegal 

Donora  

Ebensburg 

Farrell 

Ford  City -4  S 

Franklin 

Greensburg-2  S 

Indlana-2.5  SE 

Jann'Stown-2  NW 

Johnstown 

Kane-1  N 

Meadville-1  S 

Midland 

NewCastle-1.5N 

Pittsburgh   Apt.-7,5SE 
Putney ville-2. 5  SE  .... 

Ridgway 

Somerset 

Springs-1  SW 

Tionesta-l.SSE 

Titusville-2S 

Uniontown 

Vandergrift 

Warren  

Waynesburg 


Division  mean 

Lake  Ih-ainage 

Albion 

Erie , 


State  mean. 


Lehigh 

Blair 

Fulton 

Bradford 

Cumberland . . 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford 

Luzerne 

Bucks 

Adams 

SchuvlklU  . . . . 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifliin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia . 

Centre   

Chester 

Schuylkill . . . . 

Bucks 

Berks 

Lackawanna.. 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming..  .. 

Dauphin 

York 


Westmoreland . 

Mc  Keau 

Jefferson 

Butler 

Clarion 

Washington.. . 

Erie  

Potter 

Westmoreland. 
Westmoreland 
Washington  . . . 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland . 

Indiana 

Mercer ,  . 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland. 

Warren 

Greene 


Erie. 
Erie. 


.S84 

L500 

990 

L450 

473 

600 

431 

2,  215 

2,020 

2, 125 

LlOO 

365 

L020 

1,970 

184 

500 

900 

600 

351 

980 

200 

700 

V55 

996 

469 

580 

557 

12 

1,493 

1,176 

1,914 

455 

26 

1,916 

100 

407 

480 

■.;73 

746 
476 

1,217 
44(1 

2,250 
754 

1,319 
440 
544 
520 
775 
390 


2,048 
1,680 
1,400 
1,077 
1,114 
1.170 
1,410 
1,  6.53 

1,  1,-iO 
1.746 

761 

2,  170 
855 
950 
987 

1,160 
1,102 
1.050 
1,650 
1,750 

1,  065 
780 
900 

1.286 
1,270 
1,385 

2.  100 
2,  500 
1.200 
1.550 
1.040 

825 
1,190 
1,100 


900 
705 


34.5 
30.3 
32.0 
28.7 
37.7 
34.8 
34.8 
26.0 
27.0 
29.5 
29.5 
37.2 
32.  2 
29.4 
35.4 
37.2 
32.0 
36.6 
36.6 
31.0 
36.4 
33  7 
36.8 
31.4 
35.7 
33.4 
34.4 
40.6 
30.5 
27.3 
27.2 
33.8 
39.0 
26.2 
38.4 
33.0 
35.4 
37.6 
33.0 
3.5.0 
32.0 
34.4 
26.6 
32.6 
28.6 
37.0 
33.8 
33.4 
33.8^ 
36.9 

33.2 


28.0 
26.0 


-3.2 
-7.1 


-l.I 
-5.2 
-5.1 


31.6 

28.8 

31.2 

27.4 

27.0 

32.3 

27.1 

35.1 

27.6 

33.3 

30.0 

28.8 

31.6 

30.6 

29.2 

32.7 

25.0 

28.4 

33.0 

31.6 

32.  6 

27.2 

25.6 

27.8 

26.6$ 

27.4$ 

27.0 

34.8 

33.6 

29.2 

32.7 

29.7 

29.3 
31.6 


31.8 


-5.8 
-3.1 
-7.4 
-3.6 
-5  2 
-3.3 
-4.8 
-5.4 
-2.3 
-3.4 
-4.8 
-5.0 
-3.1 
-3.3 
-3.5 


-2,9 
-5.5 
-2.  1 
-3  0 
-2.7 
-3.7 
-4.3 
-2.6 


-2.6 
-4.3 
-2.3 


-5.0 
-4.0 


-9.0 
-6.' 5 


-9.5 
-5  6 


-7.5 
-7.9 
-4.7 


-6.6 
-8.4 
-8.2 

—6.' 5' 


-7.0 
-.5.5 
-4.6 


-7.7 
-8.1 
-9.3 


-6.8 
-6.4 
-5.3 
-8.2 


-1.9 


59   67   14 


14 

23 

14 

23 

14 

14t 

14 

24 

24 

I4t 

23 

14 

14 

15 

14 

23 

14 

14 

14 

14 

14 

15t 

14 

24 

14 

23 

23 

13 

23 

14 

14 

14 

14 

24 

23 

14 

14 

14 

14 

23 

23 

14 

23 

14 

23 

14 

14 

23 

14 

14 

14 


14 

10 

10 

26 

5 

10 

5 

8 

26 

-  5 
4 
9 

17 
15 
1-1 
10 
12 
5 
U 
7 
3 
15 
9 
11 
6 
5 

-  6 


24 

12t 

23 

23 

23 

24 

23 

23 

23t 

23 

23 

23 

24 

24 

23t 

31 

23 

23 

24 

23 

23 

23 

23 

31 

31 

24 

24 

31 

24 

22 

24 

23 

25 
23 


1 
1 
I 

1 

1 

1 

1 
■28 
I9t 
26 
28 

1 

1 

It 

1 

1 

1 

1 

1 

1 

1 

1 

1 

It 

1 

1 

1 

1 

1 

8t 

1 

1 
27 

1 

1 

1 
19t 

1 

1 

1 

1 

1 

It 

1 

8t 

1 

1 

1 

1 

1 


26 

It 


2.67 
1.35 
1.65 
2.61 
2.01 
2.28 
2.40 
2.97 
3.80 
2.30 
2.02 
1.98 
1.50 

3  12 
2.30 
1.79 
3.32 

1  64 
1.37 
2.70 
1.28 
1.71 
1.74 
1.65 
1.67 
1.93 
2.53 
1.86 
1.31 
4.46 
4.93 
3.94 
2.19 
2.37 
2.5.5 
2.77 
2.67 

2  76 
2.75 
1.98 
2.05 

4  31 
2.46 
1.88 
2.14 
2  73 
2.33 
2.22 
1.80 
2.27 

2.38 


1.27 

4.06 


It 

1 

1 

1 

8 

1 

1 

1 

1 
28 

1 
28 

1 

1 
28 

1 

1 
28 

5t 
28 
26 

1 
28 

1 

1 

1 

1 
28 

1 

It 

1 


26 


1.46 
2.20 
1.35 
4.13 

2.  65 
1.73 

3.  U 
2.  21 
1.85 
L89^ 
1.62 
2.67 
1.72 
1.51 
1.69 
2.24 
2.91 
2  54 
1.07 
1.15 
1.51 
2.31 
2.06 
1.77 
2.27 
2.15 
2.30 
1.57 
2.35 
3.14 
1.40 

2.12 

2.98 
1  87 


-1.88 
-1.87 


-1.51 
-0,98 
-1.73 

-0.89' 
-1.19 
-1.62 
-1.48 
-1.80 
-0. 84 
-1.15 
-l.,54 
-0.  63 
-1.76 
-1.67 
-0.49 
-1.81 
-1.84 
-1.75 
-0.78 
-1.96 


-0.95 
-1.80 


+  1.66 
-1.07 

-1-0.85 
—  1.20 


-1.  10 
-1.10 
-0.98 
-0.76 
-0.45 
-1.71 
-1.31 
-f-0.53 


-0. 

79 

-0 

85 

-1. 

22 

-1 

45 

-0. 

73 

-2.  42 

-1-0.75 


-2  08 
-1.62 
-2  28 
-0.65 
-0.  72 
-2.38 


-1.46 

-2.64 

-0.92 

-0.76 
-1.91 
-2.41 
-1.15 
-1.98 
-0.90 
-r.  66 
-2.  53 
-1.94 
-1.52 


1.03 

0.28 
0.65 
0.80 
0.75 
1  00 
1.03 
0.  .57 
0.99 
0.  83 
0  57 
0.70 
0.45 


0.74 
0.76 
1.24 
0.56 
0.62 
1.5G 
0,32 
0.64 
0.60 
0.75 
0.55 
0.61 
0.87 
0.60 
0.47 
2.21 
1.60 
2  04 
0.91 
0.59 
0.80 
1..38 
0.94 
0.95 
1.12 
1.16 
0.  .56 
1.83 
0.04 
0.76 
0.82 
1.00 
0.78 
0.83 
0.6S 
0.95 

2.41 


0.45 
0.70 


-1.08 

-2.  49 

-1.43 

-1.33 

-2.43 
-0.88 
-0.13 
-2.65 


-0.75 


0.35 
0.54 
0.63 
0.64 
0.61 
0.35 
0.46 
1.17 
0.32 
0  31 
0.58 
0.47 
0.41 
0.34 
0.34 
0.72 
0.57 
0.44 
0.28 
0.84 
0  46 
0.68 
0.37 
0.26 
0.55 
0.34 
0.39 
0.40 
0.45 
0.80 
0.55 

1.17 

0.44 
0.46 


1-2 
24-25 
2 
13-14 
13-14 
13-14 
13-14 
13-14 
1 

1-2 
13-14 

1-2 
13-14 


1-2 
13  14 
13-14 
13-14 
13-14 
2 
24-25 

1-2 

1-2 
2 
13-14 
13-14 
13-14 
13-14 
24-25 

2-3 
2 
13-14 

1-2 
13-14 

2-3 
13-14 

1-2 
24-'25 

2-3 
13-14 
2 
H-14 
13-14 

2-3 

2-3 
13-14 

2-3 
13-14 
13-14 
13-14 

13-14 


21-22 
24-25 


l-2t 
13-14 
13-14 
25-26 

1-2 
24-25 

14 
13-14 
1-2 
24-25 
13-14 
25-.'6 
13-14 
24-25 
23-24 
25-26 

25 
2.5-26 
13-14 

24 
24-25 
13-14 
13-14 
13-14 

25 
13-14t 
24-25 

25 

14 
25-26 
13-14 

13-14 

24-251 
25-26 


.5.5 

9.9 

10.0 

13  7 

8.0 

7.0 

3  3 

20.5 

15.4 

1,5.  3 

8.7 

4.0 

6.0 

13.4 

2.7 

4.4 

16.0 

3.5 

3.6 

18.4 

3.0 

9.3 

4.0 

16.6 

6.0 

10.0 

12.4 

3.0 

7.3 

29.2 

18.1 

6.6 

2.5 

11.9 

6.1 

7.0 

3.7 

5.6 

11.7 

4.5 

17.2 

5  9 

17.3 

10.1 

18.2 

5  0 

6.5 

8.9 

6.0 

3.5 

9.4 


25.5 
51.5 


16.4 
17.8 
4.4 
56.0 
21.0 
6.6 
32.1 
0.H 
7.5 
8.0 
11.7 
30.0 
9  1 
12.9 


1      2.27     -1.23     2.41     13-14     12.6     12      7     10     14     w. 


19.0 

34.4 

41.4 

8.0 

3.2 

4.5 

11.7 

11.6 

20.1 

20.3 

21.5 

13.5 

7.0 


11-4  9 
1 
9 
19 


10 


19.2 
2.0 


17.8 


20.0 


14 
22 
20 
14 
16 
10 

7 

18 
14 

5 

18 

15 

2^2 

18  I    9 


17 


w. 
w. 
w. 

SW. 

nw. 
nw. 
w. 
w. 


n. 
w. 
w. 

SW. 

w. 

w. 

nw. 

w. 

nw. 

nw. 

nw. 


nw. 
nw. 
nw. 

w. 

sw. 

w. 


nw. 
w. 

SW. 

w. 

w. 
w. 
w. 
nw. 

SW. 

nw. 


w. 


w. 
nw. 


nw. 
nw. 
ne. 


nw. 

nw. 

ne. 

w. 

n. 

SW. 

nw. 

se. 

SW. 

w. 

nw. 
nw. 
nw. 
w. 

SW. 

s. 

SW. 

w. 
nw. 

sw. 
sw. 


U.S.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Comm 
Mrs.  Mildred  L.  Spencer. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  Bureau. 
Carl  K.  Bigger. 
U.  S.  Weather  Bureau. 
R.  E.  Palmateer. 
Ephrata  Review. 
Penna.  Turnpike  Comm 
Andrew  B.  Evansha 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Miss  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
V.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  Co 
Paul  R.  Yoder.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 
American  Viscose  Co. 
William  R.  Kelley. 
Sun  Oil  Co. 
U.  S    Weather  Bureau 
Harry  S.  Fancher. 
U.  S. "Weather  Bureau. 
New  Jersey  Zinc  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Phila. -Suburban  Water  (0. 
Earl  E.  Rarick. 
John  E.  Benner. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Dr.  Merle  V.  Hoover 
Penna.  State  College. 
Metropolitan  Edison  Co. 
James  E.  Swartz. 
Mrs.  M.  Ordelia  Parks. 
M.  S.  Bliss. 
Clyde  T.  Saylor. 
U.S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Gordon  E.  Lower. 
York  Water  Co. 


U.  S.  Weather  Bureau. 
City  Water  Dept. 
Civil  Aeronautics  Authority 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
Geo.  R.  Mulderick. 
Potter  Enterprise. 
Miss  N.  Dixie  Wineman. 
Penna.  Turnpike  Comm. 
Donora  Zinc  Works. 
John  L.  McGough. 
Sharon  Steel  Corporation 
U.S.  Engineers. 
William  K.  Fuller 
Westmoreland  Water  Co. 
Clvmer  Water  Service  Co. 
Pa.  Dept.  Forests  &  \N'aters. 
Johnstown  Tribune  Pub.  Co 
Spring  \\ater  Co. 
City  of  Meadville. 
Perrv  P.  Campbell. 
New"Castle  Water  Co. 
U.  S.  Weather  Bureau. 
U.S.  Engineers. 
West  Penn  Power  Co. 
D.  L.  Grove. 
Allen  E.  Yoder. 
U.  S.  Engineers. 
U.  S.  Weather  Bureau 
William  W.  Marsteller. 
Carnegie-Illinois  Steel  Corp 
Merrell  L.  Jordan. 
Thomas  S  Knox. 


Albion  High  School 
U.  S.  Weather  Bureau. 


\ 


[See  page  24  for  explanation  of  reference  marks.] 
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Daily  Preoipltatlon  for  March  1947 


Stations 

Counties 

Day  of  month 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

80 

81 

i 

ATLANTIC 

DRAINAGE 
Delatcarf  Bcuvui 

Uri"KK  Dki  .wvakk 

ningmans  Ferry'-.  0.5 K 

Pike 

.03 

.!« 
.21 
.22 
.32 
.IH 
.19 

1.60 
.27 

1.31 
.96 

1.07 

1.20 
2.35 

1.  56 

1.56 

2. 119 

1.61 

1.50 

.20 

1.03 

.30 

.65 

.10 

.76 

.68 

.27 

.57 

.32 

.62 

.56 

1.01 

1.12 

.48 

L83 

.63 

.26 

.18 

.01 

.09 

.19 

.19 

'1'. 

T. 

T. 

.10 
.18 
.14 
.12 

* 

.03 

T. 

.01 

.03 

.'29 

.04 

.06 

T. 

.15 

.20 

.07 

T. 

.07 

.04 

.61 

.05 

.63 

.37 
.3! 
.31 
.18 
.58 
.32 
.78 
.92 
.,68 
.68 
.44 

'.'06 
.03 
.13 
T. 
.09 
T 
.04 
.05 
.02 
.02 

T.' 

'tv 

.03 

3.08 

Wayne 

Wayne 

Wayne 

Wayne 

Pike 

T.' 

.08 
.1(1 
.14 
.02 

T. 

.02 

T. 

T. 

f. 

T. 

tV 

T.' 
T. 
T. 

T. 
T 
T. 

.03 
T. 
T. 
T. 

T. 
T. 
T 

'i'.' 

T. 

.10 
T. 

T. 
T. 

T. 
.01 
.07 
T. 

4.27 

Hawley-.O.SK 

Uullisterville- 

Lakevillc'-.  IN 

T. 

T. 

1 

T.' 

.01 

t. 

T. 

.04 
.10 

t. 

•••• 

2,70 
3.49 

T. 

T. 

3.61 
3.34 

\lllm\llln'- 

.08 
.16 
.11 
.18 
.06 
.11 

T 

.05 

'.'io 
.01 
.02 

T. 
T. 

.12 
T, 

07 

'.'62 

2.77 

Mount  t*ocoiio^  2  N. . . 

Monroe 

Pike 

.'27 

T. 
T. 

T. 

T. 

T. 

T. 

T. 

.56 

.03 

T. 

T. 

.06 

.09 

4.93 
3.61 

PUM>aut  Mount', 5,  1  W 

Stroudsburg,  2  E 

Tanners  Falls',  *,  l  8E. 
Wind(;ap'.'V3SW 

Lkhigh 

AUentownAiri,5,9.4NE 

Wayne 

Monroe 

Wayne 

N'rthampton 

Lehigh 

Lehigh 

.11 
T. 

.08 

.35 

T. 

.47 

T. 

.03 
T. 

.04 

.05 

.03 
.05 

4.16 

4.31 

2.97 

.13 

.'12 
.35 
.84 
.96 
.19 

* 

.98 
.84 
1.U5 

.05 
.24 
.29 
.33 
.15 
.37 
.90 
.74 
.23 
.68 
.82 

.26 
..54 
.74 
.54 
.12 

.44 
.88 
.5h 
.94 
.79 
.23 

.54 

.07 
.75 

.79 
.20 
.08 

• 

.30 
.74 
.15 
.17 
.07 
.75 
.81 
.12 
.83 
.05 
.65 
.07 
.76 

.32 

.20 
.28 
.19 
.17 

.08 
1.03 

.26 
1.48 
1.42 

.27 

T. 

.'20 

1.50 
.62 
.76 
.80 
.55 
.37 

T. 

40 

.28 

T. 

.01 
.01 

T. 
T. 

T. 
f. 

T. 
T. 

.02 

'.'63 
.01 

.16 
.16 
.17 
.30 
.26 
.10 
.20 
.11 
.20 

.03 
.01 
.02 

'tV 

.01 
.03 

.16 
.05 
.12 
.12 
.12 
.20 
.11 
.13 
.15 

.49 
.62 
.45 
.31 
.•26 
.43 
..66 
.66 
.40 

T. 

T 

T. 

't. 

2.67 

3.21 

liethleheml 

Blakeslee  Corners^.  ^.. 

N'rthampton 
Monroe 

.07 

.05 

T. 

.62 
.32 

.53 
.80 

68 

2.86 

.07 

.11 

T. 

.02 

T. 

.03 

'.'62 
.08 
T. 

3.23 

.06 
T. 

11 

T 

T. 

't. 

.01 

.02 
.06 
T. 

3. '29 

2.00 
1.57 
1.19 

.90 

T. 

.93 
.55 
.61 
.62 
1.23 
• 

1.45 
.47 
.88 
.89 
.60 

.77 
.51 
.66 
.55 
.60 

.46 
.36 
1 .00 
.68 
1.00 
1.05 

.11 
.65 
.'22 

.46 
.80 
.71 

* 

.40 
4S 

.16 
t. 

T. 

't.' 

.06 

4.44 

Vi^Av  Tripoli 

Lehigh 

Carbon 

Lehigh 

Montgomery 
Berks 

.04 
.04 
.02 

T. 
T. 

.05 
.85 
.05 

.86 

'.'os 

3.80 

Paliuerton^.  ^ 

3.94 

Zionsville,  1  SW 

SCH\YI.K1I.I. 

2.97 

.39 
.02 

'.'ig 

.03 
.16 
60 

't.' 

.01 

T. 

n 

Fredericksville2,  IS.  .. 

T. 

T. 

.11 

.06 
.'26 
.22 
.12 
.14 
T. 

'.'08 
.12 
.03 

.09 
.13 
.21 
.19 
.24 

.•20 
.23 
.30 
.17 

.08 
.10 

!n5 

.06 

.10 

.05 
.14 

'.'64 
.06 
.07 
.01 

.01 
t 

't'.' 

T. 

'tv 

.01 
T. 
T. 

T. 
T. 
.19 
T. 

.01 
T. 
T. 
T. 
T. 
T. 

.06 
'.'65 

.03 
T. 

« 

't.' 

.05 

T. 

T. 

'.'oe 

.05 

.06 
.12 
.06 
.02 
.11 
.04 
.07 
.10 
.09 
.15 
.13 

.08 
.13 

'.'i2 

.05 

.14 
.09 
.16 
.11 
.11 
.11 

T. 

.15 
.05 

.•23 
.26 

.22 
.20 

'.'32 

.17 
.35 
.24 
.17 
.10 
.18 
.•27 
.18 
.12 
.10 
.06 

.13 
.15 
.13 
.07 
.09 

.61 

.34 

.56 

.50 

.41 

T. 

.66 

.89 

.32 

.67 

.43 

.38 
.32 
.21 
.37 
.32 

.19 
.12 
.30 
.50 
.43 
.41 

.07 
.32 
.23 

.30 
.44 
.31 
.65 
.64 
.41 
.48 
.58 
.50 
.62 
.37 
.46 
.36 
.68 
.41 
.27 
.43 

.19 

T 

.35 

.36 

.33 

.42 

.40 

.26 

.56 

.88 

.3M 

.45 

.23 

T. 

B.28 

Berks  

Montgomery 
Chester  , . . . 

.... 

L96 

2.73 

Phoenixville^  1.5  SE 

::::  ::;: 

T. 

T. 

T. 
.05 
.42 
T. 

T. 
T. 

T. 

.03 

T. 

2.  ,66 

I^nrt  PliiitnTl2 

Schuylkill ... 
Montgomery. 
Schuylkill... 

Berks 

Berks 

.'27 

2.77 

Pottstown-.  0.5 S 

.24 

2.08 

.15 

.01 

.03 

T. 

T 

.26 
.01 

'.'6i 

.03 

t'.' 

T. 

3  22 

.18 

.01 

T. 
T. 

T. 
T. 

.09 

2.76 

.69 
.65 
.01 

.54 
.'29 
.14 
.30 
.48 

.01 
T. 

5=1 

2.36 

Berks 

.... 

T. 

T. 

'.'15 

3.17 

Berks 

Chester 

Bucks 

Bucks  

Montgomery. 
Delaware 

Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester 

Chester 

.'20 

.07 

.20 
.06 

.20 
.06 
.10 

.02 

T. 

T. 
T. 

2.39 

Lower  Delaware 
Coatesville'^ ■. .. 

T. 

.02 
T. 

2.40 

Doylestown, 

... 

T. 

T. 
.07 

T. 
T. 

2  04 

George  School^  

T. 

2.30 

Maple  Glen' 

2  07 

Marcu-  llook^ 

.01 

T. 

T. 

.01 

.05 

T. 

T. 

'.'oi 

.05 

T. 

.04 

.06 

.03 

.03 

'.'(12 
.03 
.04 
.03 

'.'06 
.04 
.07 
.01 
T. 
T. 

.04 
.10 
.12 
.04 
.16 

T. 

.03 

.02 
.05 

.04 
.04 

04 

1.86 

Philadelphia 
Southwest  Airport,  ' . 

T. 

T. 
T. 

■r 

.37 
.28 
T. 
.04 
.03 

.02 

T. 
T. 
T. 

't'.' 

t'. 

.13 
.10 

2.22 

City  Office',  5 

Shawmont.. 

''65 

2.19 
3.^23 

Quakertown,  0.5  E 

.17 
.09 

.27 

.24 

.58 
.10 

.12 

.69 
.78 

1.09 

L20 
.06 
.6H 

2.21 
.79 
.20 
.05 

1.38 
.29 

1,'26 
.17 

1.20 
.05 

.22 
.10 
.60 
.62 
.17 

T. 

'tV 

2  67 

West  Chester.  

WestGrove'^  1.5  SE.... 

.03 

T. 

'.'•28 

T 
T. 
T. 

'•i' 

.13 
.96 
.10 

T.' 
.21 

'.'64 

T. 

T. 

.01 

.'03 

.06 
.01 

't.' 

T. 

.03 

T. 

T. 

T. 

T. 

'■r'.' 

04 

T. 

T. 

T.' 
T, 

.04 

.is 

.04 

.08 

2.73 
•2.53 

Snsgiiehnmia  Basin 
Chemung 

Austinburgi,  5,  2  W 

Covington- 

Tioga 

Tioga 

.03 

1.14 

1  87 

Lawrenceville 

Tioga 

Columbia 

Bradford 

Montour 

T. 
T 

T. 

T. 

1  65 

North  Branch 

T. 

T.' 

.04 

T. 

'.'6-7 

.05 
.07 

2  15 

Canton^,  1  NW 

Danville^ - 

2.61 
2.  43 

Freeland^ 

Luzerne 

.05 
.01 

.04 
.01 

T. 
.01 

T. 

T. 

.10 
2.3 

T. 
T. 

't.' 

f.' 

T 

't 

.06 

!6i 

« 

.01 

't.' 

.04 
.01 
.05 

f. 
.04 

'!ii 
".6b 

T. 

".05 

.10 
T. 

T. 
T. 

3.12 

Hop  Bottom'^.  2  S 

Millville'.s 

Suvquehanna 
Columbia,. . . 
Bradford  

".'62 

T. 

2.81 
$2.42 

Monroeton''^,  2  S 

T. 
.21 
.06 
T. 

'.'06 
.05 
T. 

T. 

T. 

T. 
T. 

T. 
T. 

T. 

T. 

tV 

T. 
.04 
.03 
T. 

.03 
T. 
.03 
T. 

T. 
T. 

tV 

T 

T. 

'.'46 
.50 

.79 
.36 
.23 
.56 
95 

2  33 

MontrosH-,  3  E 

Orwell^',  3  N 

Susquehanna 

Bradford  

Schuylkill . . . 

Luzerne 

Susquehanna 

'.'io 

.03 

4.46 
2.09 

Park  Placed  INW 

Pikes  Creek. 1.5 

T. 

T. 

.04 

T. 

3.11 
2.90 

Rush^ 

.24 
.52 
.40 
.41 

2.46 

Scranton',  ^ 

Lackawanna    .  05 
Susquehanna 

■.05 
T. 

T. 
T. 
T. 

T. 
T. 
T. 

r 

T. 
T. 

'I'V 

T. 

T. 
T. 
T. 

T. 
T. 
T. 

T.' 
T. 
T 

.22 
.02 

T. 
.23 
T. 

T. 

.03 
T. 

'.'63 

t. 

.07 

't. 

T. 

.13 
.04 
T. 

■  08 

.04 
.38 
.04 
.08 
.12 

.06 
.01 
.05 

'!66 

.02 

.04 

.03 

T. 

.02 

T. 

.04 

T. 
T. 
T. 

.O.i 

2  75 

SuMiuehauna- 

3  15 

Towanda,  IE 

Bradford  

Wyoming..  . . 

T. 

T. 
T. 

.02 
.10 
T. 
T. 

.04 

T. 

'^08 

1.  88 

Tunkhannoek- 

?5 

Wilkes-Barrei,  3N.... 

Luiterne 

Centre 

.02 

T. 

T. 

T. 

T. 

T. 

T. 

T. 

.19 

.61 

.57 
.06 
.71 
.82 
.40 
.28 
.36 
.•26 
.70 
.69 
.57 
.73 
.76 

T. 

T. 

.08 
.05 
.05 
.01 

t. 

04 
■J- 
T. 
T. 

T. 

T. 

.06 

r 
'i'. 

T. 

2.33 

WE.ST  Bra.nch 
Belief  onte^ 

t. 

.04 
T. 
.04 
.03 

T. 

T. 

.12 

.14 

.08 

.20 

1.65 

Carrol  Itown''' 

Cambria 

T. 
.04 
11 

.09 

T. 

T 

T. 

.01 

tV 
f.' 

1.57 

Carter  Camp-'    

Potter,, 

2.49 

Cedar  Run2 

Lycoming.,. . 

Clearfield  .  . . 

2  46 

Clearfield^ 

.04 

1  78 

Cualport^ 

Clearfield  ... 

?$ 

Curwen«villeApt'  6NW 
Driftwoodl,  5 

Clearfield.... 

Cameron 

Sullivan 

Sullivan 

.23 
.06 

« 

.29 
.29 

• 

.26 
.30 

.83 
.59 

.26 
.04 
L17 
.99 
.13 
.04 
.08 

.01    T. 

T. 

T. 

T. 

T. 

T. 

21 

.12 
.27 

';26 
T. 

.10 

.03 

.10 

.01 

T. 

T. 

.14 

.02 

• 

.04 
T. 

.11 

.05 

.32 
.41 
.17 

.14 
.•22 
.11 
.02 

.08 
.12 
.03 
.13 
.07 

".bk 

.01 
.06 

T. 

.•25 
.12 

.10 

'.'i7 

.10 
.16 

.01 

•2.97 
1.75 

Duphore'.s 

1 

♦ 

T. 
.02 
.05 
T. 

.04 
T. 

'.'69 
.03 

T. 

* 
T. 
.04 
.05 
.06 

3  00 

Eagles  Mere^ 

T. 

T. 

T. 

.49 
T. 

T. 
T 

T. 

T. 

't'.' 

T.' 

.09 
.04 

3.80 

Emporiums,  IE 

Cameron.. 

.05    T, 

T. 

2  02 

English  (enter',  5 

Lycoming. .. . 
Potter 

* 
.09 

2.66 

T.     T. 

T. 

T. 

T 

T. 

T. 

T. 

.01 

2  07 

Continued  on  page  20. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


March  1947 


Daily  Precipitation  for  March  1947 -Continued  from  page  19. 


Stations 

Counties 

Day  of  month 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11    12 

13 

14 

15 

16     17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

West  Branch 
(continued) 

Clearfield 

.21 
.27 
.20 
.39 
.18 

.5e 

.28 

• 

30 

,23 

.58 

T. 
T. 

T. 

,41 
.85 
.11 
.24 
.58 
.29 
.62 
1.46 
.17 
,65 
,65 
,55 
.83 

.22 
,18 
,29 
,16 
,50 
,43 
.47 
.56 
.33 
.18 
.59 
.22 
.91 
,82 
.40 
,25 

.82 
.60 

1.02 
.69 
.32 
.87 
.23 
,24 

1,24 
,59 
5-1 

.02 
.02 

']oi 

,03 

T. 

.02 

T 

T 

T 

,06 
,03 

.03 

.08 

.10 

« 

','06 

','69 
.04 

,15 
.03 

T. 

,01 
.0,5 
.06 
.01 
.01 
.02 
• 

,6i 

.05 
.03 
,02 

.26 

,20 
,18 
,24 
.32 
,26 
,15 

• 

.17 
.04 
,21 
,14 
.11 

,17 

.25 
.  18 
.15 
.16 
.21 
.11 
,15 
,07 
,28 
.11 
,28 
.18 
.10 
,31 
,13 

.OS 
'25 

.30 
.13 
,16 
,18 
,09 
,21 
,21 
.07 
.10 
,03 
,19 
,06 
,07 
,16 
.13 
.11 
,23 
T, 

« 

,03 

,13 

.18 

T, 

.15 

.11 

.27 

,12 

,12 

,17 
,06 
.21 
.14 
.14 
,21 
.14 

,24 
,33 
,08 
,21 
.27 

.29 
.40 
.28 
.45 
.30 
.38 
.41 
.78 
.26 
.25 
.42 
.35 
.39 

.28 
.24 
.28 
,12 
,46 
,30 
.36 
,39 
,32 
,32 
,34 
,30 
.35 
.37 
,08 
,20 

^43 

,28 
,28 
,23 
.50 
.26 
,46 
,3i 
.50 
.17 
.32 
.28 
.50 
.46 
.23 
.04 
.30 

T. 
.86 
.54 
T. 
.47 
.10 
,38 
,42 
,42 
.30 
35 

.11 
,04 
,04 
,08 
.01 
.01 
.06 
T, 

'.'65 
T 
.03 
.04 

T, 

T, 

.13 

.07 

.03 

,03 

T, 

T, 

.32 

.02 

.05 

r'.' 

T, 
T, 

T, 

,06 
.06 
,06 
.03 

■1 

T. 
T. 

T 

,16 

,07 

't.' 

.07 

T. 

.14 

'.'67 
T, 
,05 
,04 

Lock  Haven^ 

Clinton 

r, 

T. 

.01 

T. 

,01 

T. 

't. 

,,.,|  ,,. 

2  5; 

Mprlii:  Runl   ^           

Elk       .     . 

.08 
.11 

.14 
.35 

'.'•28 
.  .^. 

.20 

'.'lii 

T 
T. 
.03 

.04 

.04 

T. 

.01 

T, 

T,' 

,03 
,04 

'.'67 

't" 

T. 
T, 

.17 

.15 

T, 

,08 

T. 

.08 

.07 

T, 

,05 

,05 
.01 

1  3> 

Philip.- burgi,  7E 

Centre 

.10 
.43 
.01 
.47 

.04 
T, 
T, 
.15 

'1. 
T. 
T. 
T, 

't. 

T. 

't',' 

•1. 

T. 

.01 

T.' 
T. 

T. 
T. 
T. 
T. 

'tV 

'tV 

2,3- 
2  0; 

State  College',  = 

Tamarack^,  2  S 

Centre 

Cliuton 

Lycoming.  .. 
Blair 

.09 

■r. 

« 

.10 

2.  0- 

2.4f 

52.  3V 

Tyrone  l,^,  4  NE 

06 
'.'63 

.17 
.51 
.25 
.30 

.23 
.35 
.31 
.55 
.37 
.26 
.31 
.30 
,22 
,09 
,19 
,55 
,58 
.15 
.26 

.82 
.03 
.58 
.50 

.03 

.10 
T. 
.05 
.02 

T. 

T, 

T. 
T. 

T. 

T 
T. 

.01 
T, 
.06 
,12 

't. 

T. 
T. 

01 
T. 

T, 

.06 

T. 

.04 

T. 

.03 

T. 

T. 

t. 

.03 

T. 

T. 

T, 

T 
T, 
T 

,02 

■2  14 

Williamsport  Apt.'-4  E 

Lycoming..,. 
Lycoming.  .. 
Lycoming  ... 

Blair 

.09 

.04 
.04 

T. 

.18 

2  '*'i 

2  It 

Williamsport2,  4  SE.  . . 
Juniata 

Altoona,  4.5  W 

Breeze woodl,  0.5  e 

BullaloMills2 

Burnt  Cabinsi,  2  NE... 
EastVVaterford^,3E... 

Everett "^  0.5  SW 

Huntingdon- 

Lewistown'-,  1  W 

Mapletou  Depot^ 

Martiusburg',8 

McGounellstow  n2 .4N  W 
NeKsMillsl.S,  3,5  NE.. 
New  Bloomlield 

T. 

T. 

2.41 

.10 
.03 

1  3E 

Bedford 

Bedford 

.27 

1  4C 

,06 

T, 

.47 

.16 

,33 

,35 

,36 

,05 

.2h 

.03 

1  2t 

Fulton 

Juniata 

Bedford 

.10 
T. 

T. 

.02 

T 

T. 

T. 

T. 

T. 

T. 

't. 

't.' 

T.' 

't'.' 

T. 
T. 

't.' 

T. 

,43 

'.'08 
.02 
T. 
.05 
,10 
T, 
.04 

.'12 

.07 

't. 

■f.' 

't'.' 

'.'06 
T. 
T, 
T. 
T. 
'1. 
1. 

't'.' 

't,' 

,05 
T. 
■|' 
T, 

.02 
•  07 
,07 
.05 
,04 
,08 
.02 
,09 
■.(.•• 

,09 
.10 
.04 

T, 

.08 
.04 

T. 

.05 
,03 

,'6-' 

,02 

T, 

,03 

T. 

T. 

,04 

,03 

,02 

T, 

T, 
,01 
T, 
,02 
T, 

T. 
T. 
T. 

't.' 

'f. 

T. 

1,6,' 

,03 

2.  3f 
1  .5C 

Huntingdon . 

Mifflin. 

T. 
T. 

T 

'.'6i 
.'05 

.08 
,06 
T, 
T. 
T, 

■,'65 
,09 

1,71 

1,93 

Huntingdon . 
Blair 

'.'io 

.'05 
.10 

1 

1  5C 

T, 

T. 

T. 

T 

,17 

T. 

T, 

.04 
T. 
,03 
.05 

1  31 

Huntingdon. 
Huntingdon . 
Perrv 

1   73 

.39 
.10 

I.  9^ 
2  2 

.42 
.29 

2  12 

Bedford 

.06 

T. 

$1   6( 

8hadeGapl,5.0.5SW.. 

LwR  Susquehanna 
Arendtsville^ 

Huntingdon . 

Adams 

Snyder 

Cumberland. 
Cumberland. 
Lancaster.. . . 

Dauphin 

Lancaster — 

York 

Schuylkill  ... 

Dauphin 

York 

Dauphin.  ... 
Lancaster.. . . 
Cumberland. 
Lancaster..  . . 
Lancaster,. . . 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

.21 

T. 

M 

.42 

.10 
.42 
T. 

1  42 

Beavertown  - 

.03 

% 

Bloserville.  1.5  N 

T. 

.06 

.10 

'.'14 
,13 
21 
,09 

',io 

'.'29 
,05 

'!37 
,03 

.72 
,64 
,52 
.19 
.70 
.22 
.77 
,45 
,29 
,33 
,21 
.24 
3'i 

.15 
.06 
.05 

'.'20 
,31 

.04 
.06 

T. 

T. 

T 
T, 
T, 

't.' 

T, 

.02 
.01 

T, 

2,67 

Carlisle 

T. 
.11 

1 

2,01 

.03 
.45 

T. 

T.' 

't.' 

1   4H 

Dauphin'-^,  3  N 

T. 

T. 

T, 

T. 

T. 

't. 

T, 
T. 

2  OS 

Ephrata 

T. 

1  98 

Glen  Rocki,6 

1  •2-') 

Gordon  

.14 

.02 

.20 

T. 

.29 

.10 

T. 
T. 

't.' 

T. 

,09 
,05 
,01 

.05 
.04 

,05 
,07 

,03 

r 

T, 

,02 

T. 

T, 

.08 

T, 

.02 

.03 

.09 

T 
T, 
T, 

r. 

't'.' 

T, 

,08 

3.  o2 

Grantville,2SW 

.10 

T. 

,04 

T, 

,11 

T, 

.'61 

T. 

T. 
T. 
T. 
T, 

.02 

T, 

't'. 

1,84 

Hanover- 

1,64 

Harrisburg  Apt',  ^,3.5  S 

T. 

T. 

't.' 

.37 
29 

.25 
.26 

,7.T 

49 

.03 

T, 

,'61 
T, 

1,37 

1  2-' 

Huutsdale-^ 

'i'" 

T. 

T. 
.07 

1  fr 

Kirkwood',  5.  1  SW  . .  , 

2  Ofi 

Lancaster 

.60 
.16 
.33 
.54 
.85 
,07 
,25 
,22 
,53 
.08 
49 

.03 

,48 

.01 

,47 
,55 
.03 
43 

't.' 
T 

T. 

T. 

T. 

T, 
T, 
T. 

1  74 

Lebanon'^ 

1,  67 

Middletown',  1.5W.... 
Millersburgl,  5,2E  .   .. 

T. 



.17 
.31 

'I-. 

T, 

1,11 

1.  7y 

Milroy'^ 

15 

.55 
.02 
.61 
1.24 
1.04 
,65 
,78 
.94 
.66 
1.00 
93 

.30 

T. 

T. 
T. 

.01 

T. 

,60 
T, 

T. 

T, 

't,' 

T, 

2.  69 

Newburgl.3.5NW 

Nev/  Park 

Cumberland . 
York 

.04 
.25 

■.'oi 

'.OS 

'.'is 

T, 

,55 

• 

,12 

.01 

T. 

• 

,03 

,12 

.14 

.05 

.11 

,03 

T. 

,02 

.03 

'1 

T. 

T. 

.08 

.04 

.04 

.24 
.03 
.16 
,31 
T. 

T. 

'.'62 

't',' 
';63 

T, 
T. 

,03 
,02 

T, 

'.'61 

T, 

,08 
T, 
,04 
,05 

1,97 

Pine  Grove^,  1.5  NE  . . . 

Schuylkill.  .. 

Snyder  

N'umberland 
Cumberland. 
N'umberland 
York 

.46 
T. 

.80 

■I'. 

T, 

T. 

T, 

'.'is 

T. 

'f.' 
T. 

.05 

T. 

T. 
i' 

T. 

.01 

T. 

,03 

.20 

.07 

T, 

,02 
T. 

r.' 

T. 

','62 

',"6i 

T. 

.01 
.02 
T. 
.03 

2  57 

T. 
T.' 

1  9'^ 

Shamokiu-^ 

2.  .52 

,12 

1  88 

.15 
.30 
« 

.58 
,23 

.60 
,40 
39 
.28 
.27 
.49 
.38 

.14 
.25 
.29 
.38 
.24 

.54 
T. 

« 

,18 

2,58 

Wellsville 

T, 

,05 

T. 

T, 

1.75 

Williamstown'^ 

Dauphin 

,11 

T,' 

t'. 

1.80 

York,  3  SW 

York 

York 

.25 

.02 

02 

.01 
.01 
T. 
T 

2.27 

York  Haven^ 

.38 

,47 

,25 
.72 
.30 
.18 

.72 
.70 
.68 

.57 
.63 
,09 
.18 
.56 

,01 

T. 

T. 
T. 

't. 

1.-58 

Potomac  Basin 
Chambersburg^,  1  SW. 

Franklin .... 

Adams , 

Bedford 

Bedford  .... 
Fulton 

,10 
,14 

T, 

.75 
.04 

• 

.37 
.42 

.28 
.:» 
,18 

','48 

.32 
36 
,09 
,30 

.70 

T. 

T, 

2.28 

Gettysburg 

1.79 

Hewitt,2S\V 

T 
1 

1.18 

Hyndman- 

.08 
.16 
.20 
,31 

T. 

.09 
,06 

,20 
,27 

T. 

T. 

t" 

T. 

,03 

,03 

T. 

.14 

.02 

T. 

1.06 

McConnellsburg2 

T. 

1.55 

Mercersburg2 

Franklin 

Franklin 

Allegheny... . 

Jefferson 

Indiana 

Somerset 

McKeau 

Jefferson 

'.'i3 

.02 
".10 

T. 
T. 

,10 
.06 
.03 
16 
,33 

T. 

$164 

South  Mt.  8an't'm2  — 

,03 

.01 

,04 
,04 
,04 
,07 

't'.' 

.03 

.61 

T. 
.14 

,34 
,03 
.10 

2.07 

GULF  DRAINAGE 

Ohio  Biixin 
Al.LEGHENY 

Acmetonja^  

T. 

'.'62 
.17 

.27 

T. 

T. 
'.'67 

T.' 

T. 
T. 
T. 

't. 

T, 

■v.' 

,04 
.05 

','62 
.03 

.'62 

'.'09 
.01 

.02 

.'01 
.09 
T 

.02 
.05 
T. 

.13 
.09 

T. 
.04 
T. 
,05 

,05 

','64 
.30 

."26 
T. 

'.'30 

.05 
.01 
T. 

.03 

.02 

."20 

1  74 

Al!eu,s  Mills'.  5 

Blairsville'.  6NE 

Boswell^6N\V 

Bradford,  4  W 

BrookvilleM.5SW.  ... 

$2.62 
1.27 
2.62 
4.06 

Buckstown'.  ^ 

Somerset 

Clarion 

Erie 

Potter 

Potter 

« 

.'64 
T. 

,18 
,24 
,14 
,61 
,61 
.32 
.25 

,32 

,20 
,28 

•  07 
.18 
.61 
,52 
,52 
,05 
,36 
.SS 
.13 
.03 
.15 

,0! 
,03 
,26 
,31 
,31 

't, 

/23 
,02 
,05 

.16 
.50 
.42 
.03 
.03 
.20 
.46 
.06 
.18 
.58 
.19 

,03 
.04 

.08 

.'65 
.05 
.08 
,10 
,02 
T, 

.01 
.03 

.07 

t. 
.10 

« 

T, 

.28 

,17 
.20 
,01 
T. 

',12 
.10 
,19 
.18 
,21 
,25 

.06 
,02 
.01 
03 
,03 

.34 
.03 
,03 
T, 

.30 
,16 
.31 
,02 
,02 
,15 
,44 
,17 
,18 
.16 
.22 

.15 
,26 
.52 
.32 
.33 
,35 
,35 
,36 
,27 
.22 
.28 

,11 

,11 

,54 

.46 

.45 

.04 

,03 

.06 

T. 

,04 

.47 

.04 
.06 
.57 
31 
.31 
T, 
T. 
,03 
,04 
T. 
,18 

.'is 

.03 

1.29 

Clarion2,3SW 

07 
,06 
T. 
T, 

';6i 

T, 
T, 

T. 
T. 

T, 

't.' 

!oi 

T. 

t. 
.03 

't. 

t, 
T. 

'.'6i 

T. 

T,' 

't. 

.02 
.20 
.02 
.02 
,08 
.■25 
.02 
,06 
,07 
.07 

,01 
.03 

't.' 

T. 
T, 

.02 
,03 
,04 
T, 

,06 
.06 
1 

T. 

,05 

,04 

,03 

T, 

,18 

,03 
T, 
.02 
.02 

T. 

2.20 

Corry     

.06 

T. 

T. 

.30 

.28 

,03 

,03 

,01 

4  13 

Coudersport 

2.65 

Coudersport,  7.5  E 

2.  65 

Derrv 

W'moreland. 
W'moreland. 

Cambria 

Cambria, 

.07 

.02 
.08 

't'.' 

','62 
.02 
,07 

"t," 

1.73 

T. 

.22 

T. 

.02 

T. 

T, 

T. 

T. 

.05 

3. 11 

Dunlo'.  •'',  0.5SW 

EbensburgS 

1  85 

Ford  Citv'^4  S 

Armstrong... 
Venango 

1.62 

Frankliii- 

2.67 

GlenHazel2.  1  NE 

Elk 

Home'.  5 

Indiana 

Indiana, 

Cambria 

,03 

.Zl 
,12 
,18 

.03 
.02 
.11 

.08 

.30 
.29 
.17 

.04 
.03 
.08 

,03 

't.' 

.24 
.15 
,02 

.16 
.24 
,22 

,02 
,04 
,08 

,40 
.21 

.18 

.31 
.34 
.15 

.01 
.04 
.72 

.10 

$1,93 

Indiana 

T, 
.13 

,'61 

T.' 

T. 
T. 

.'6i 

't.' 

T. 
,02 

T, 
.06 

T.' 

T, 
T, 

1,51 

Johnstown^.O.S  W 

,06 

T, 

T, 

.t)4 

2,24 

Continued  on  page  21. 


Makch    15)4- 


CLIMATOl.OGICAL   DATA:   PKNNSVIA'ANI A  SECTION 


21 


Daily  Precipitation  for  March  1947 -Continued  from  page  20. 


Counties 

Day  of  month 

■3 

Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

AI.LKGHENV 

(continued) 

McKean 

W  'moreland . 
W'moreland. 

Forest 

Crawford.... 
Armstrong... 
Armstrong.. . 
Allegheny. . . 

McKean 

Jeti'er,>un 

Armstrong.. . 

Elk 

Indiana 

W'moreland. 

Warren 

MeKean 

Indiana 

Forest 

Crawford 

Erie 

W'moreland. 

Warren 

Warren 

Somerset 

Fayette.  . 

.12 
At 

.3: 

« 
.20 

T.' 

"u 

.13 

.03 

'.'63 
.06 

.20 
.02 
05 

.23 

.76 
.43 

• 

.16 

• 

.30 
.08 
.12 

.2( 
.26 
.10 
.18 
.26 
.02 
.16 
.14 
.•23 
.If 
.04 
.25 
.18 
.18 

.27 
.10 
T. 

.09 
.16 
.18 
.15 
.U 
.10 
.10 
.24 
.24 
.12 
.13 

.■25 
.10 
.12 
.02 
.06 
.06 
.02 
.14 

.07 
.13 
.13 

07 

.30 

.38 

.20 

.28 

.23 

.37 

.10 

T. 

.■22 

.05 

.10 

.11 

.04 

.08 

.10 
.14 

.04 

.03 
T. 

T. 

T. 

T. 
T. 

T. 

.02 
.06 
.04 

T. 

.04 
.02 

.16 
.07 
T. 
.20 

.04 

• 

.13 

..54 

.46 

.22 

.56 

T. 

.48 

.44 

.56 

.68 

.36 

.28 

.■26 

.32 

.37 

.31 

.34 

.34 

.23 

.45 

.45 

.34 

.16 
.21 
.96 
.28 
.41 
.44 
.16 
,41 
.36 
.53 
.■26 
.22 
.26 
.52 

.19 
.35 
.12 
.17 
.21 
.16 
.15 
.21 

.51 
.43 
.28 
.37 

.19 
.16 

.33 

.07 

.07 

.09 

.03 

.02 

T. 

.03 

T. 

.06 

.03 

.02 

T. 

.10 

.04 

.06 

.02 

.05 

.06 

.05 

.02 

.05 

.07 

.07 

.03 

T, 

.04 

,02 

.05 

.03 

.03 

.15 

.02 

.04 

T. 

T, 

T. 

.03 

.03 

.02 

Vie 

.04 
.02 

.03 
.26 
.01 
.03 
.01 
.02 

t. 

.06 

T. 

.06 

.02 

.01 

.02 

'1' 

.05 
.10 

.02 

V69 

.11 

.35 

.21 

,12 

T, 

T. 

T. 

.15 

T. 

.29 

.18 

.04 

.19 

.31 

.09 

.01 

V26 
.33 
.01 
.35 
.47 
.Ol 

.23 
,16 

.08 
.08 

Vi2 

.•20 
.27 
.■28 
.21 
.14 
.16 
.18 
.08 
.03 
.15 
.24 
.21 
.14 

.03 
.05 
.08 
.07 
.02 

r 

.02 

.03 

T. 

.03 

.01 

T. 

,14 

.'64 

.04 

.08 

.05 

.03 

T. 

.02 

.03 
T. 
,03 
T. 

.'62 
T. 

tV 

T. 

.28 
.37 
.26 
.22 
,'29 
.18 
.•25 
,28 
.07 
.07 
.19 
.23 
.18 
,,32 
.36 
,27 
.32 
.34 
.32 
.31 
.15 
.18 
.40 

.14 

.15 
.20 
.10 
.12 
.12 
.17 
.24 
.23 
.06 
.18 
.21 
.03 

.57 
.35 
.34 
.41 
.21 
.•23 
21 
.■20 
.36 
.•26 
.■27 
.29 
.19 
.0^ 
.18 
.27 
.24 
.30 
.39 
,14 
.35 
.05 
.32 

.28 

.31 

.10 

.40 

.29 

.54 

T. 

.26 

.28 

..34 

,17 

.55 

,40 

.49 

.10 
.09 
.31 
1.10 
.32 
.24 
.06 
.44 

.•28 
.19 
.17 
.04 

.44 
.44 

.19 
.31 
.11 
.10 
,44 
.32 
.45 
.01 
.21 
.05 
.17 
.30 
.■24 
,  14 
.20 
.01 

V09 
.16 
.08 
.14 
.80 
.14 

.05 

T. 

T, 

.02 

.03 

.09 

.29 

t. 

.06 

.08 

.06 

.08 

T. 

.19 
.06 
.■27 
.'26 
.18 
,07 
.02 
.■21 

.04 
.13 
.11 
.02 

.■25 
.12 

.02 
.04 
,06 

V^24 
,05 
.06 
T. 
.03 
T. 
.03 
.03 
T. 
.06 
.02 

Vio 

.05 

t. 

.10 

.10 
.03 

r 
.01 

T. 

.02 
.13 

'63 
11 
T. 

.06 
.09 

.04 

.01 

.06 

.02 

.10 

,01 

T, 

.32 

.01 

01 

T. 

.02 

.26 
T. 

.03 

T. 

T. 

t. 

.03 
T. 

..32 
.08 
.06 
.22 
.26 

V64 
T. 
,02 
T. 
.05 
.04 

.01 
.02 
.14 

2.91 

KroKar*.  -i.h  SK 

l.ycippu>.  1.  5  E 

4.23 

3.28 

$2. 28 

2.54 

•2.22 

Meadville-.  IS 

Mosgrove-    

.15 

.06 

.10 

T. 

.■20 

.01 

.02 

.10 

T. 

.16 

.01 

T 

T. 

'.'62 

■r 

T. 

.02 

T. 

.01 

f.' 

T, 

■r. 

T. 
T. 
T. 
T. 

T. 

tV 

T. 
T. 
T. 

T 
T. 

T. 

tV 

T. 

■r" 

T. 

T. 

T. 

■rV 

T. 

T." 
T. 
T. 
T. 

.02 

.04 

T. 

T. 

.01 

T. 

.02 

.01 

.03 

.04 

T. 
T. 
T. 

tv 

.01 
T. 
T. 

tv 

.05 
.06 
T. 
T. 

.14 
.06 
.06 
.17 

r. 

tv 

Parkers  Landing-' 

Pittsburgh  Cty  Of  1,5... 

Port  Allegauy2  

Punxsutawney- 

l^itneyville".  2.5 SE... 

1,60 
1.59 
1  95 

tv 

T, 

Vie 

.15 
.04 

1  60 

■2.31 
2.  06. 

Saltsburg-    

T. 

Vos 

.09 

.22 

T. 

,08 

.06 

.•25 

Vl3 

T. 

.03 

.10 

.01 

.  17 

.16 

.01 

.15 

.10 

.01 

.11 

.07 

.20 

.18 

T. 

.'62 
.12 
.02 
.12 
.■20 
.03 

tv 

.11 
."04 

1.54 

Seward- 

Sheffieldi.5.  6W 

Smethpor;!,  •■>.  1  SW  . . . 

Strougstownl.5 

Tiouesta-.  1.5  SE 

Titusville.  2S 

ITninii  (Mtvl   ^ 

2  15 

.04 

T. 

.11 

V63 
.09 

T. 

tv 

t. 
T. 

"tv 

,02 
T. 

Voi 

.12 
.15 

.05 
.07 
.17 
.16 
.40 
.03 
.34 

V25 

tv 

.03 
T. 
.03 
T. 

.'6'2 
.03 
T. 

T. 

.09 
.25 
.■29 
,16 
.24 
.06 
.37 

.04 

Vio 

.03 

1.  70 

.10 
.07 
.08 
.20 
.10 
.06 
.17 
.41 

.08 

.03 

.08 

.01 

.■28 

.02 

.12 

.02 

T 

.0:1 

.15 

.14 

.05 

T. 

.05 

.03 

.'23 

.11 

,03 

.22 

T. 

,32 

.04 
T. 
T. 
.02 

.12 
.15 

.07 

'.'ii 

.07 
.02 
T. 
.59 

.06 

.01 
.02 

T. 

.03 
T. 

tV 

tV 

T. 

tV 

T. 

.07 

.04 

tv 

T. 

V03 
.03 
,05 

.01 

.02 

T. 

T 

T. 

T. 

.07 
.06 
.06 
.03 
.01 
.02 
.02 
.04 

.03 

.02 

T. 

.03 

T. 

T, 

,05 

.04 

2.  12 
1  73 

,01 
.05 

.'63 
.01 

.01 

■i'V 

T. 

.02 
.02 
,02 

T. 

.01 

T. 
T. 

V02 
T. 

tv 

2.15 

2  30 

.10 

T. 

.'i7 

51.59 

'.'65 

t'.' 

T.' 

Voi 

.'23 

2.35 

Warren- 

3.14 

2,85 

M0N0Ni;.\HELA 

Confluence-',  1 . 5  N  W . , . 
Connell**vilIe- 

T. 
T. 

■rV 

T. 
T. 

T. 
T. 

T. 
T. 
T. 
T. 

.02 
,02 
T. 

.01 

T. 

T. 
T. 
T. 

.02 
.02 

T. 

T. 

T. 
T, 

V62 
.02 

T. 

.03 

T  V 
T. 
01 
T. 
T. 
.02 

.0! 

T, 

1.45 
1  ^22 

Washington.. 

Greene 

W'nioreland, 
W'moreland. 

Somerset 

W'moreland. 
Allegheny . . . 
Greene 

T. 

.06 
.01 

■.04 
.21 

■'i'" 

.21 

•2.21 

1  •'0 

Greensburg.  2  S 

t. 

T, 
T. 

1  72 

T. 

.01 

'.'6i 

T. 
T. 

i'V 

T. 

T. 

V63 
.09 

Voi 
.re 
.02 

.03 

1.90 

I..35 

Mu'rrvsville// '. '. 

1.37 

Pittsburgh  Arpt.//  l,-\. 

Kiees  Landing'^ 

Somerset 

T. 
T. 
.08 
.06 

T. 

T. 

T.' 
T. 

T. 

T. 

.03 

.03 

.02 

T. 

.01 

T. 

.03 

.01 

T, 

.06 

.05 

T. 

.02 

.04 

T. 

.01 
T. 

.02 
.03 
.05 

•r, 

.04 

.12 
.07 

.'6i 

.06 
.06 

T. 

.03 
.02 
.03 
.02 
T. 

.02 

.'04 
T. 

V02 
.02 
T. 

T. 
T. 

.'62 

.02 
.06 

T. 

.04 
.08 
.06 
.05 
,05 

.03 
.01 

T. 

T. 

1.51 
1  54 

Somerset 

Somerset 

Fayette 

Greene 

Beaver 

Butler 

Mercer 

Mercer 

Mercer 

Mercer 

Lawrence 

Crawford 

Washington  . 
Allegheny  ... 

Beaver 

Washington  . 

Erie 

Erie 

Potter 

.04 
.14 

.02 

T. 
.25 

.04 

.10 
.12 

T.' 

.'64 

,04 
,05 
.02 

T. 

tv 

T. 
T. 
T. 

1  77 

Springs'",  1  SW  

T. 

2.27 
1.57 

Waynesburg 

Beavek 
Beaver  Falls2  .  . 

1.40 

T. 
.01 
.04 

■v.' 

.01 

■r. 

T. 

.01 
T. 

T. 

T. 
.01 

T. 

T. 

T 

T. 

.02 

.02 

T. 

.14 

.15 
18 
.15 
.22 
.06 
.05 
.27 

.16 
.13 
.■22 

.38 
.07 

T. 

V05 
.01 
T, 
.02 
.01 

tv 

.03 

.16 
.04 

.05 
.■27 
.'25 
.34 
.34 
.37 
..34 
,31 

.07 
.07 
.08 
.34 

.'20 
.14 

1.11 

L46 

51.89 

2  7'' 

Butler 

Farrell- 

Greenville 

T. 

T. 

i'V 

T. 

T. 

tv 

tV 

T 

■f.' 

T. 
T. 

T.' 

T.' 
.02 
T, 

tv 

T. 

T. 
T. 
T. 

.01 

T. 
T, 

.01 

.05 
.05 

Vie 

tv 

.02 

T, 

.01 

.02 

.02 

.03 
.05 
.03 
.01 

.12 
.13 

T. 
T. 

.01 

V03 

T 
T, 
T. 

.15 
T, 

Jamestown^.  2NW 

Mercer  Arpt. 1,2.5  NE.. 
New  Castle\  1.5  N 

tv 

tv 

T. 

1.69 
1  81 
1  15 

Pennline.-',  IS 

Oaio 
Claysville^ 

tv 

.'06 
.02 

.'64 

2.75 

1.35 
1.21 

Coraopolis2,  IE 

Midland2 

V23 

T. 

.04 
.11 

,05 

.40 
T. 

1.07 
1.45 

Washington',  ^ 

.04 

.05 

LAKE   DRAINAGE 

Albion- 

Erie'.* 

....]   .09 
03     ™ 

■r".' 

.01 
T. 

.01 

T. 

tV 

f.' 

.02 
T. 

.04 
T. 

2.98 
1.87 

Raymond'. 5 

' 

[See  page  24  for  explanation  of  reference  marks,] 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


March  1947 


Dally  Temperatures  for  March  1947 


Stations 


1 

2 

3 

4 

6 

6 

7 

30 

30 

26 

31 

31 

35 

33 

22 

18 

21 

19 

U 

2^ 

25 

a;- 

■Ab 

2t 

3S 

37 

40 

3K 

K 

27 

24 

24 

25 

2< 

27 

34 

37 

34 

36 

4( 

4f 

41 

11 

14 

26 

25 

25 

2f 

32 

27 

2!; 

27 

28 

32 

3< 

36 

t 

2;- 

19 

19 

20 

21 

27 

3:- 

35 

3S 

36 

41 

47 

45 

11 

25 

25 

2S 

25 

2( 

28 

30 

32 

29 

32 

37 

44 

41 

14 

16 

15 

2a 

24 

16 

30 

:-;S 

36 

32 

34 

38 

40 

39 

11 

27 

24 

22 

25 

30 

29 

32 

36 

31 

35 

39 

40 

39 

16 

27 

25 

25 

28 

32 

29 

25 

28 

n 

25 

30 

32 

30 

14 

18 

15 

16 

16 

2r 

20 

28 

28 

26 

26 

28 

84 

33 

-  S 

21 

IS 

19 

19 

25 

17 

34 

21^ 

29 

34 

36 

41 

40 

a 

24 

22 

22 

2C 

12 

22 

32 

33 

29 

33 

32 

4C 

40 

12 

22 

21 

21 

20 

24 

29 

27 

30 

27 

33 

33 

85 

34 

9 

IS 

21 

18 

18 

2C 

19 

31 

34 

34 

36 

40 

45 

43 

10 

28 

24 

24 

27 

25 

34 

3S 

34 

32 

35 

39 

46 

42 

10 

27 

25 

24 

24 

21 

27 

2H 

31 

2H 

31 

32 

36 

36 

3 

23 

19 

19 

15 

9 

25 

36 

32 

28 

32 

38 

38 

38 

11 

23 

21 

20 

12 

17 

28 

31 

28 

30 

25 

30 

33 

32 

1 

8 

20 

19 

19 

20 

25 

37 

36 

34 

36 

39 

43 

40 

1 

11 

25 

23 

24 

26 

27 

34 

36 

35 

37 

42 

46 

45 

U 

2fi 

27 

24 

27 

24 

34 

30 

28 

25 

26 

30 

35 

33 

1 

24 

19 

20 

18 

23 

22 

26 

30 

27 

30 

34 

35 

32 

6 

22 

20 

19 

19 

26 

21 

21 

25 

21 

24 

28 

34 

34 

9 

18 

16 

16 

15 

19 

18 

29 

31 

28 

31 

39 

39 

35 

6 

26 

21 

22 

17 

22 

27 

25 

28 

23 

28 

32 

33 

31 

1 

19 

15 

15 

14 

14 

2? 

37 

33 

30 

34 

39 

41 

39 

18 

27 

24 

23 

22 

2x 

3(1 

30 

30 

25 

3" 

33 

35 

35 

11 

14 

19 

16 

17 

18 

18 

22 

25 

2:; 

27 

30 

36 

33 

17 

21 

19 

17 

19 

22 

24 

26 

27 

20 

24 

30 

33 

30 

10 

20 

16 

16 

17 

19 

22 

32 

30 

29 

31 

34 

38 

36 

14 

20 

23 

21 

21 

22 

24 

35 

35 

35 

35 

40 

44 

41 

12 

29 

27 

23 

24 

26 

32 

33 

32 

28 

30 

31 

34 

34 

20 

27 

22 

25 

24 

28 

25 

31 

32 

30 

33 

35 

40 

38 

12 

25 

22 

22 

23 

21 

26 

30 

32 

30 

35 

34 

38 

36 

19 

28 

27 

26 

22 

31 

28 

32 

32 

27 

32 

35 

39 

36 

8 

20 

20 

20 

18 

20 

20 

30 

31 

27 

33 

32 

37 

34 

10 

14 

22 

22 

19 

18 

19 

32 

35 

35 

35 

37 

40 

38 

6 

21 

24 

22 

25 

29 

30 

26 

32 

28 

27 

32 

34 

34 

12 

21 

18 

15 

18 

26 

21 

35 

37 

33 

36 

39 

44 

41 

9 

28 

25 

24 

25 

26 

30 

33 

33 

32 

36 

39 

45 

43 

10 

27 

27 

25 

26 

25 

29 

29 

33 

30 

31 

38 

39 

39 

1 

25 

23 

2! 

23 

30 

29 

22 

34 

28 

32 

36 

39 

36 

1 

26 

20 

22 

19 

14 

28 

34 

36 

33 

37 

42 

47 

44 

15 

19 

25 

23 

25 

21 

25 

32 

33 

32 

35 

39 

42 

42 

12 

29 

27 

24 

28 

28 

29 

32 

35 

33 

34 

36 

37 

37 

-  1 

25 

23 

21 

22 

31 

25 

38 

35 

34 

35 

40 

46 

45 

2 

22 

21 

22 

23 

12 

12 

34 

35 

34 

36 

39 

41 

39 

H 

30 

29 

27 

28 

28 

•??, 

29 

31 

29 

34 

37 

42 

41 

8 

26 

25 

26 

26 

23 

25 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

31 

33 

42 

46 

43 

42 

33 

33 

30 

35 

43 

'23 

25 

22 

14 

24 

37 

23 

20 

16 

16 

17 

39 

41 

42 

48 

61 

62 

54 

40 

37 

38 

44 

23 

27 

28 

24 

23 

38 

31 

25 

23 

19 

19 

40 

41 

44 

49 

53 

64 

54 

40 

38 

38 

45 

25 

2b 

28 

24 

25 

29 

34 

28 

27 

24 

21 

32 

34 

43 

48 

46 

55 

41 

31 

30 

31 

39 

20 

23 

15 

18 

25 

33 

29 

20 

19 

17 

15 

40 

46 

47 

50 

60 

65 

53 

40 

38 

39 

45 

21 

2h 

25 

23 

23 

33 

32 

25 

25 

22 

20 

50 

51 

45 

52 

61 

60 

50 

41 

33 

36 

44 

30 

28 

20 

17 

18 

27 

31 

22 

23 

22 

14 

39 

40 

44 

48 

52 

61 

52 

37 

34 

38 

45 

23 

28 

31 

21 

24 

39 

34 

24 

23 

20 

18 

38 

40 

44 

50 

61 

62 

53 

38 

35 

36 

43 

25 

31 

30 

29 

28 

40 

36 

27 

26 

24 

24 

26 

30 

38 

49 

47 

50 

34 

27 

25 

28 

42 

17 

20 

20 

25 

33 

31 

20 

17 

16 

15 

19 

33 

35 

42 

48 

48 

45 

36 

29 

27 

28 

40 

12 

21 

23 

7 

14 

36 

23 

18 

17 

15 

0 

34 

37 

47 

50 

45 

64 

52 

39 

36 

3t. 

46 

15 

22 

12 

14 

26 

36 

27 

24 

20 

16 

13 

34 

36 

40 

48 

54 

52 

46 

34 

34 

31 

44 

20 

25 

15 

17 

23 

42 

26 

21 

20 

21 

12 

33 

35 

39 

44 

44 

54 

42 

32 

30 

31 

42 

15 

21 

24 

18 

24 

34 

28 

18 

15 

13 

15 

44 

45 

60 

54 

511 

66 

56 

51 

46 

39 

46 

21) 

29 

23 

21 

24 

37 

37 

31 

25 

24 

21 

39 

43 

47 

61 

47 

63 

54 

39 

36 

40 

il 

21 

25 

18 

21 

24 

36 

31 

26 

25 

20 

19 

34 

36 

45 

63 

49 

50 

39 

31 

30 

34 

41 

21 

20 

16 

10 

17 

34 

24 

15 

13 

16 

8 

34 

36 

43 

56 

52 

54 

34 

30 

31 

37 

46 

22 

22 

18 

18 

24 

38 

29 

22 

14 

Ifi 

18 

38 

32 

34 

44 

49 

47 

53 

37 

30 

29 

31 

20 

23 

10 

12 

18 

28 

30 

20 

19 

18 

10 

42 

44 

41 

50 

64 

65 

55 

41 

38 

37 

43 

24 

26 

28 

22 

21 

26 

31 

23 

26 

23 

19 

43 

45 

49 

54 

52 

65 

58 

48 

39 

40 

45 

24 

28 

27 

22 

24 

39 

32 

28 

28 

25 

21) 

31 

32 

39 

47 

47 

45 

34 

30 

28 

30 

41 

■ii 

23 

23 

10 

23 

33 

22 

20 

16 

17 

6 

35 

37 

42 

50 

48 

49 

42 

30 

29 

32 

42 

15 

21 

2=1 

9 

16 

35 

26 

17 

14 

15 

6 

29 

31 

38 

47 

41 

46 

3..' 

28 

26 

28 

38 

18 

19 

13 

20 

27 

30 

18 

15 

13 

11 

11 

33 

34 

42 

55 

52 

55 

39 

32 

31 

34 

46 

22 

26 

22 

19 

38 

39 

27 

22 

21 

20 

19 

26 

31 

38 

60 

47 

52 

35 

2'- 

28 

29 

40 

14 

18 

15 

16 

26 

30 

22 

14 

15 

13 

11 

36 

38 

48 

63 

55 

57 

35 

33 

33 

39 

44 

25 

27 

27 

24 

29 

46 

29 

25 

24 

25 

•2~ 

30 

34 

35 

39 

45 

45 

49 

40 

30 

27 

31 

13 

13 

15 

22 

22 

22 

28 

27 

17 

IX 

10 

31 

32 

38 

45 

41 

57 

44 

3" 

26 

29 

37 

18 

21 

22 

27 

30 

32 

27 

18 

18 

16 

20 

23 

31 

41 

47 

46 

48 

34 

27 

25 

32 

43 

17 

19 

15 

19 

27 

33 

28 

16 

16 

14 

15 

37 

48 

46 

63 

49 

54 

39 

33 

30 

36 

44 

11 

16 

22 

15 

17 

21 

17 

19 

19 

20 

9 

42 

43 

48 

51 

52 

64 

57 

42 

37 

38 

45 

25 

28 

30 

24 

25 

46 

36 

28 

27 

24 

22 

31 

:« 

36 

42 

60 

49 

34 

30 

27 

31 

39 

25 

28 

28 

27 

35 

34 

24 

23 

22 

21 

22 

35 

37 

44 

61 

47 

62 

47 

35 

33 

34 

45 

23 

27 

19 

16 

20 

36 

27 

23 

23 

18 

16 

36 

38 

41 

51 

60 

61 

4L' 

31 

30 

35 

42 

26 

28 

20 

21 

30 

36 

24 

22 

21 

24 

21 

35 

37 

43 

63 

53 

55 

37 

3! 

31 

33 

41 

21 

23 

13 

15 

19 

26 

29 

22 

20 

19 

14 

33 

34 

42 

51 

49 

50 

34 

31 

30 

33 

42 

15 

18 

21 

16 

16 

24 

28 

20 

20 

21 

14 

35 

38 

40 

48 

48 

60 

53 

43 

35 

35 

42 

20 

20 

23 

21 

20 

37 

31 

20 

23 

20 

14 

33 

33 

39 

45 

43 

35 

64 

45 

31 

35 

34 

17 

21 

24 

21 

27 

15 

25 

27 

17 

13 

24 

42 

44 

47 

50 

54 

64 

63 

41 

38 

Zx 

43 

23 

26 

22 

23 

22 

39 

32 

25 

27 

20 

19 

40 

42 

48 

49 

47 

63 

57 

42 

39 

37 

45 

22 

28 

32 

24 

27 

37 

37 

28 

27 

25 

22 

37 

39 

39 

46 

47 

61 

49 

37 

33 

35 

43 

21 

27 

28 

14 

20 

36 

33 

23 

20 

21 

11 

32 

36 

41 

53 

55 

47 

40 

33 

33 

34 

44 

22 

25 

16 

16 

21 

39 

28 

23 

22 

22 

15 

44 

45 

50 

53 

64 

65 

58 

42 

40 

39 

45 

20 

25 

23 

25 

30 

36 

36 

28 

27 

23 

23 

40 

41 

45 

53 

60 

65 

54 

41 

36 

38 

46 

29 

30 

27 

24 

27 

41 

32 

26 

27 

24 

22 

36 

37 

41 

45 

50 

69 

52 

38 

36 

32 

43 

19 

25 

29 

19 

13 

35 

29 

16 

17 

11 

12 

38 

39 

45 

42 

63 

46 

51 

50 

48 

44 

60 

17 

25 

13 

19 

15 

20 

32 

25 

21 

17 

15 

38 

39 

41 

47 

48 

62 

60 

39 

36 

37 

42 

25 

27 

28 

27 

27 

39 

34 

28 

29 

27 

25 

38 

39 

46 

53 

50 

57 

60 

36 

36 

36 

44 

24 

29 

22 

17 

20 

30 

30 

25 

25 

22 

15 

1 

20 


21 


22 


23     24 


25 


26 


27 


28 


29 


80 


Albion/. 

Allentown  Arpt.' 

Allentown  / 

Altoona-4.5  W... 
Arendtsville/. .. 
Beavertown/. .. 

Berwick 

Bethlehem ' 


( Maximum. 

\  Minimum. 
'-4NE  /  Maximum. 

V  Minimum. 
I  Maximum. 
\  Miuinium. 
/  Maximum. 
\  Minimum. 
(  Maximum. 
\  Minimum. 
(  Maximum. 
I  Minimum., 
/  Maximum. 

V  Minimum. 
(  .Maximum. 
\  Minimum.. 


■Blairsville'-6NE 

Bradf  ord-4  W 

Burnt  Cabins'-2NE. 

Butler 

Canton/-l  NW  

Carlisle 

Chambersburg«-1  8\V 
Clarioii6-3  SW 


Claysville/ 

Coalport/ 

Coatesville/ 

Columbia 

Corry 

Coudersport 

Curwen,sville'-6  NW . 
Derry 


Donegal' 

Donorai 

Eagles  Mere  / 

Eas^t  Waterford6-3  E 

Ebeusburg/ 

Emporium  /-I  E 

Ephrata 

Erie' 


Everett'-O.S  SW 

Parrell 

Ford  City  /-4  S 

Franklin/ 

Fredericksville-1  S. .. 

Freeland 

George  Schools 

Gettysburg 


Gordon 

Greensburg-2  S 

Hanover/ 

HarrisburgArpt.  '-3.6 

Hawley-0.5  E 

Hewitt-2  SW 

HoUvvood' 

Huntingdon 


)  Maximum. 
1  Minimum- 
(  Maximum. 

V  .Minimum. 
/  Maximum. 
\  Miuimnm. 
(  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum . 
(  Maximum. 
\  Minimum.. 
/  Maximum. 

V  Miuimnm. 
(  .Maximum. 
\  .Minimum. 


(  Maximum. 
\  Minimum., 
/  Maximum. 
\  Minimum., 
/  ,\laximuui. 
\  Minimum .. 
/  Maximum. 
\  Minimum.. 
(  Maximum. 
\  Minimum.. 
)  Maximum. 

V  Mininuim. 
(  Maximum. 
\  Minimum .. 
/  Maximum. 
\  Minimum.. 

/  Maximum. 
\  Minimum.. 
(  Maximuu)., 
\  Minimum., 
(  Maximum. 
\  Mininuiui .. 
(  Maximum. 
\  Minimum.. 
I  Maximum. 
\  Minimum.. 
( .Maximum. 
\  Minimum. 
/  Maximum. 
\  Mininuim . 
/  Maximum. 
\  Uiniminii.. 

( Maximum . 
\  Minimum., 
i  Maximum. 
\  Minimum.. 
/  Maximum. 

Minimum. 

Maximum. 

Minimum., 

Maximum . 
\  Minimum.. 
/  .Maximum. 
\  Minimum .. 
I  Maximum. 
\  Minimum.. 
(  MH.Kimum. 
\  -Minimum ., 

/  Maximum. 
>,  .Minimum.. 
/  .Vlaximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
/  .Maximum. 
\  Minimum .. 
/  Maximum. 
\  .Minimum.. 
/  Maximum , 

V  Minimum.. 
/  Maximum. 
\  Minimum.. 
/  Maximum. 
\  .Minimum.. 


{\ 


35     25 


43     35 
24      18 


20 

15 

5i 

60 

■2<? 

27 

46 

5:1 

28 

20 

37 

52 

20 

11 

4.' 

57 

20 

19 

45 

37 

20 

l:: 

45 

52 

30 

19 

62 

55 

31 

25 

34 

41 

18 

6 

36 

45 

11 

f. 

33 

47 

14 

14 

4C 

57 

25 

20 

35 

52 

17 

14 

37 

60 

25 

2,T 

36 

43 

18 

17 

35 

49 

19 

23 

37 

62 

17 

18 

38 

50 

21 

10 

.50 

52 

32 

23 

38 

41 

26 

24 

41 

35 

21 

IS 

42 

52 

27 

24 

38 

54 

22 

16 

43 

43 

24 

15 

5C 

49 

2k 

16 

39 

44 

20 

18 

46 

.50 

31 

21 

66 

54 

31 

24 

44 

48 

25 

11 

43 

56 

29 

16 

42 

52 

28 

•25 

42 

65 

31 

24 

41 

47 

24 

13 

51 

58 

25 

25 

44 

,50 

31 

26 

42 

56 

26 

15 

Continued  on  page  23. 


M.vHiii    1!)17 

CLIMATOLOGICAL 

DATA: 

PENNSYLVANIA 

SK(J 

rioN 

2'. 

Daily  Temperatures  for  March  1947— Continued  from  page  22. 

Stations 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

1* 

19 

20 

21 

22 

28 

24 

25 

26 

27 

28 

29 

80 

81 

Meai 

Iu(1iana-2.5SE 

.  /  Maximum. 
\  .Minimum.. 

3C 

4 

31 
25 

3C 
2C 

3C 
21 

34 
IS 

38 
22 

35 
'28 

3- 
■2C 

34 
16 

se 

24 

4i 
K 

1-1 

6C 
2f 

64 
38 

39 
26 

31 

22 

3C 

32 
20 

42 
13 

4" 

n 

3- 
31 

38 
30 

5'^ 
2f 

5£ 
3i 

6S 

'2a 

2f 
16 

3'2 
21 

40 
7 

45'     i\ 
30j     K 

64 
16 

89.7 

21.4 

Irwin  .     

,  (  Maximum. 

■X 

S3 

3C 

Si 

37 

37 

38 

37 

34 

36 

r. 

5: 

51 

48 

40 

33 

3C 

35 

42 

4'. 

8t 

40 

53 

57 

84 

3C 

84 

40 

50      4t 

5E 

40.6 

\  Minimum .. 

lo;     26 

21 

22 

m 

21 

27 

28 

21 

26 

21 

17 

27 

40 

27 

23 

•2'i 

■2-2 

20 

2C 

3? 

29 

31 

35 

26 

IS 

2'2 

14 

32I     24 

It 

23.7 

Jamestown/  -2  N\V. . . . 

.  )  .Maximum. 

3: 

35 

27 

35 

35 

38 

36 

36 

37 

37 

3fc 

4'j 

4S 

50 

34 

36 

iii 

37 

43 

46 

4C 

43 

58 

58 

31 

27 

85 

42 

421     3£ 

46 

39.  3 

\  Minimum.. 

6 

20 

19 

19 

16 

19 

20 

14 

19 

'23 

Vi 

1: 

21 

34 

24 

18 

IV 

19 

15 

2r 

'2C 

28 

■29 

4^2 

24 

14 

15 

3 

16      21 

17 

19.1 

Johnstown ,  

,  /  Maxinuim. 

3( 

34 

27 

32 

37 

38 

37 

40 

35 

37 

if 

56 

51 

57 

41 

34 

30 

32 

"45 

4f 

4C 

40 

56 

56 

31 

3C 

34 

43 

51;    4C 

5S 

40.9 

\  .Minimum.. 

8 

15 

21 

22 

22 

26 

30 

26 

25 

26 

21 

2(1 

24 

35 

35 

23 

23 

■20 

19 

2o 

34 

31 

30 

41 

31 

17 

20 

18 

3( 

IS 

■n 

24.5 

Kano'-l  N 

.  I  Maxinnnu. 
\  .Minimum.. 

27 

-  8 

27 
21 

24 
19 

26 
19 

30 
19 

34 
23 

33 
13 

31 
-  4 

32 

20 

35 
22 

40 

17 

4« 
4 

46 
15 

47 
31 

32 
19 

29 
17 

26 
16 

29 
6 

39 
0 

42 

14 

39 
22 

35 
23 

50 
26 

49 
35 

47 
14 

12 

30 
4 

38 
-  4 

3il 
24 

32 
7 

43 

1 

,35. 5 

14.4 

Lanoa-Stt^r 

.  1  .Maximum. 

34 

35 

35 

38 

42 

46 

44 

41 

44 

45 

49 

52 

62 

65 

61 

45 

41 

39 

46 

52 

52 

50 

61 

62 

57 

40 

44 

46 

60 

67 

54 

48.0 

\  Mininiun].. 

ti 

•JS 

27 

22 

25 

25 

27 

23 

21 

25 

'25 

2( 

22 

40 

31 

25 

26 

■23 

18 

19 

28 

32 

28 

40 

38 

25 

25 

21 

28 

30 

18 

25  6 

Lawrenct'villt*   

.  )  .Maximum. 

32 

33 

30 

35 

40 

38 

39 

34 

39 

.38 

40 

4« 

50 

55 

45 

37 

30 

32 

46      47 

47 

38 

50 

57 

52 

28 

33 

40 

43 

40 

47 

40.7 

\  .Minimum.. 

8 

25 

23 

22 

20 

30 

21 

8 

22 

27 

30 

■20 

19 

37 

34 

•23 

'2( 

15 

12 

'20 

21 

3(1 

25 

41 

21 

14 

18 

12 

30'     '22 

14 

'22. 0 

Lebanon    

.  (  Maximum. 
\  Minimum.. 

33 
14 

33 
21 

32 
26 

36 
23 

38 
25 

42 
26 

44 
30 

38 
27 

40 
27 

41 
27 

46 

■28 

51 
24 

63 
27 

64 
32 

55 
34 

40 
27 

37 
25 

37 
22 

45 

21 

51 
23 

53 

27 

45 
34 

62 
30 

58 
34 

44 

42 

35 
23 

40 
24 

45 
24 

56 
30 

43 
29 

51 
22 

44.7 

26.7 

Lewistowny-2SV\' 

.  /  Maximum. 

i     30 

31 

32 

34 

39 

44 

43 

40 

40 

42 

48 

53 

63 

62 

51 

38 

36 

38 

47 

52 

50 

45 

63 

60 

39 

32 

38 

45 

53 

42 

56 

42  6 

\  Miiiiuuim.. 

10 

17 

26 

25 

26 

26 

30 

25 

25 

26 

23 

22 

22 

26 

33 

26 

26 

23 

20 

22 

22 

25 

27 

32 

39 

'22 

22 

26 

2f! 

26 

li 

■24.1 

Lock  Haven'' 

.  /  Maximum. 

30 

31 

31 

34 

38 

45 

41 

39 

39 

41 

46 

52 

61 

58 

47 

35 

34 

39 

46 

50 

47 

45 

60 

58 

56 

30 

37 

43 

50 

42 

54 

43.5 

\  Minimum.. 

lOi     27 

23 

24 

26 

30 

30 

22 

25 

29 

27 

24 

23 

38 

31 

24 

22 

•23 

17 

22 

26 

33 

28 

42 

25 

18 

22 

18 

30 

26 

18 

25.  2 

Marcus  Hook/ 

.  •  iMa.ximum. 

39      39 

39 

42 

46 

51 

49 

40 

48 

50 

53 

55 

65 

64 

65 

47 

45 

43 

45 

54 

54 

52 

56 

.58 

56 

40 

46 

46 

.57 

50 

66 

49.6 

\  Miuiaium.. 

26i     34 

28 

27 

29 

30 

34 

29 

■29 

30 

32 

33 

31 

37 

37 

31 

30 

27 

27 

27 

34 

34 

34 

36 

47 

29 

27 

30 

33 

34 

29 

31.5 

Martin^burg'.* 

.  (  -Maximum.. 

-■.'8t     28 

24 

28 

33 

37 

34 

37 

30 

33 

40 

50 

46 

55 

42 

32 

28 

30 

41 

46 

38 

35 

57 

.56 

51 

24 

33 

411 

4b 

37 

52 

38.4 

\  Minimum.. 

ft!     23 

18 

18 

20 

•23 

26 

21 

22 

24 

20 

20 

30 

35 

26 

21 

20 

19 

19 

■22 

25 

29 

31 

46 

18 

15 

19 

17 

31 

21 

19 

22.  6 

Meadville/'-lS 

.  /  Ma.ximum.. 

30 :     30 

25 

30 

31 

37 

32 

31 

32 

34 

40 

51 

47 

46 

32 

32 

29 

35 

42 

45 

37 

41 

55 

62 

26 

29 

37 

39 

42 

36 

47 

37.2 

\  Mmijunm.. 

5|     19 

20 

.20 

17 

20 

25 

14 

15 

23 

20 

13 

15 

35 

25 

19 

17 

19 

15 

20 

20 

29 

29 

39 

25 

15 

11 

3 

22 

20 

14 

19.5 

Mt>rcer'-2  j  NE 

/  ilaximum.. 

271     30 

23 

29 

29 

34 

32 

31 

32 

32 

39 

47 

45 

48 

32 

29 

26 

31 

41 

44 

3R 

39 

54 

52 

50 

23 

30 

36 

40 

33 

46 

36  1 

\  Minimum.. 

121     23 

19 

20:     16 

23 

21 

15 

21 

23 

14 

20 

31 

30 

21 

18 

18 

I'.i 

16 

22 

23 

28 

33 

46 

16 

14 

12 

7 

23 

19 

18 

20.7 

Miii(lletowni-1.5  W.  ... 

.  1  Maximum. 

32i     34 

31 

34 

38 

42 

40 

39 

40 

42 

45 

50 

50 

63 

53 

42 

36 

38 

44 

50 

52 

45 

63 

61 

51 

35 

40 

46 

56 

44 

52 

44.7 

\  .Minimum  . 

12;     29 

27 

25 

27 

28 

29 

27 

27 

27 

26 

23 

26 

42 

33 

■29 

27 

•25 

22 

22 

33 

31 

30 

49 

27 

26 

27 

23 

34 

29 

20 

27.8 

Midlandti 

.  /  -Maximum.. 
\  Minimum.. 

32i     35 

29 

33 

35 

38 

37 

33 

35 

36 

43 

49 

49 

53 

38 

34 

31 

35 

44 

45 

39 

43 

57 

58 

55 

29 

34 

41 

60 

38 

53 

40.7 

19 

26 

22 

2.i 

18 

27 

29 

23 

25 

25 

20 

22 

27 

36 

25 

22 

20 

22 

22 

24 

30 

32 

.  35 

46 

21 

19 

23 

18 

33 

24 

25 

25.3 

Montrose  ,'-3  E 

.  1  -Maximum.. 

27 

32 

24 

29 

31 

32 

31 

31 

32 

31 

35 

42 

45 

63 

42 

31 

27 

28 

40 

44 

46 

33 

60 

50 

37 

24 

30 

35 

40 

31 

44 

35.7 

\  -Viinimum.. 

12 

14 

20 

20 

20 

20 

20 

10 

13 

21 

23 

20 

21 

28 

30 

16 

19 

13 

14 

17 

23 

25 

23 

26 

28 

10 

11 

14 

19 

19 

17 

18.9 

Mt.  PocoDo'-2N 

.  /  -Maximum.. 

27 

32 

23 

28 

33 

33 

30 

30 

30 

32 

36 

39 

43 

54 

45 

31 

28 

28 

38 

43 

45 

34 

50 

48 

47 

25 

29 

35 

40 

34 

44 

35.9 

\  .Minimum.. 

5 

21 

19 

17 

18 

25 

16 

12 

15 

21 

21 

18 

19 

32 

23 

15 

13 

12 

10 

18 

26 

24 

22 

40 

15 

U 

15 

11 

25 

17 

13 

18.4 

New  Bloomfi'eld  — 

.  J  Maximum  . 

.31 

33 

31 

■35 

■  38 

44 

■40 

38 

40 

43 

46 

61 

47 

62 

50 

39 

36 

37 

46 

50 

48 

46 

63 

61 

56 

34 

39 

46 

53 

48 

6! 

41.7 

\  Minimum. . 

6 

25 

24 

22 

23 

22 

30 

21 

22 

26 

18 

17 

20 

35 

33 

25 

20 

21 

16 

18 

24 

31 

24 

47 

27 

21 

23 

20 

27 

26 

16 

■2;?.  5 

Newbiirgi-3.6N\V 

.  )  Maximum . 
\  Minimum.. 

24 

2fi 

24 

24 

28 

38 

32 

3(1 

32 

36 

40 

46 

38 

56 

42 

32 

•28 

30 

40 

46 

44 

38 

•58 

56 

56 

22 

35 

39 

46 

48 

48 

38.1 

10 

10 

12 

14 

20 

•20 

20 

14 

14 

22 

18 

If. 

10 

27 

26 

•20 

18 

18 

14 

14 

■26 

22 

24 

38 

16 

16 

20 

18 

20 

24 

16 

18.6 

New  CastleB-1.5N 

.  (  Maximum.. 

30 

34 

29 

33 

34 

38 

35 

35 

35 

39 

41 

51 

48 

49 

36 

32 

31 

36 

45 

45 

38 

44 

57 

56 

54 

29 

34 

41 

49 

38 

53 

40.3 

\  Minimum.. 

15 

25 

20 

23 

■20 

26 

25 

19 

23 

24 

19 

Ih 

•24 

36 

23 

20 

20 

19 

19 

20 

23 

30 

36 

47 

21 

17 

18 

13 

29 

22 

».) 

23.0 

Paliiierton^ 

.  /  Maximum.. 
t  Minimum.. 

32 

8 

34 

25 

32 
23 

34 
23 

39 

25 

40 
33 

38 
27 

37 
24 

38 
21 

38 
30 

41 
28 

46 
21 

48 
21 

60 
41 

51 
33 

38 
23 

34 
25 

3fi 
21 

42 

18 

48 
21 

50 
27 

41 
30 

59 
26 

53 
46 

51 
'24 

31 
22 

37 

24 

41 
19 

50 
27 

41 

27 

50 
18 

42.3 

■25.2 

Park  Place'-!  NW 

.  )  Maximum.. 

25 

30 

23 

28 

33 

35 

32 

30 

32 

32 

35 

42 

42 

55 

46 

31 

■29 

30 

39 

44 

44 

35 

54 

52 

49 

25 

31 

.37 

43 

37 

45 

36  9 

\  Minimum. - 

14 

20 

19 

16 

19 

26 

19 

15 

17 

22 

25 

22 

24 

32 

23 

18 

16 

14 

17 

23 

28 

27 

24 

44 

15 

14 

16 

14 

27 

20 

17 

20.8 

Phila.  Arpt.i-7S\V... 

.  (  Maximum.. 
\  Minimum.. 

37 

38 

35 

37 

41 

44 

41 

36 

42 

44 

47 

511 

55 

65 

56 

43 

39 

39 

43 

50 

53 

45 

58 

57 

56 

35 

41 

45 

58 

46 

52 

46.1 

18 

28 

27 

27 

27 

28 

32 

28 

27 

•27 

29 

29 

26 

44 

36 

30 

29 

26 

25 

23 

30 

35 

32 

47 

28 

27 

23 

28 

32 

34 

28 

■29.4 

Philadelphia  CO. 1.  .. 

.  )  .Maximum.. 

36 

39 

.34 

36 

42 

46 

44 

38 

42 

44 

47 

52 

54 

65 

55 

42 

38 

38 

43 

52 

54 

45 

57 

55 

55 

35 

40 

45 

65 

46 

52 

46.0 

\  Minimum.. 

26 

28 

27 

27 

30 

32 

34 

28 

28 

31 

34 

33 

34 

45 

39 

32 

31 

28 

30 

32 

35 

-36 

35 

50 

30 

27 

26 

29 

33 

35 

30 

32.1 

Phila.  Shawniont 

.  /  Maximum.. 
\  Minimum.. 

37 

38 

36 

41 

42 

43 

42 

40 

42 

47 

46 

50 

55 

65 

56 

42 

40 

39 

44 

52 

53 

50 

59 

68 

57 

40 

40 

44 

57 

55 

53 

47.2 

14 

35 

27 

27 

30 

29 

30 

29 

20 

26 

27 

25 

26 

43 

27 

33 

30 

27 

22 

33 

28 

36 

29 

47 

40 

27 

23 

27 

30 

34 

23 

'29.4 

Philip5burgi-7  E 

-  /  Maximum.. 

22      27 

22 

25 

29 

33 

32 

33 

29 

32 

38 

44 

42 

61 

36 

26 

25 

27 

36 

43 

38 

35 

53 

55 

49 

22 

30 

36 

43 

32 

47 

35.2 

V  Minimum.. 

-  5 

20 

18 

17 

18 

22 

18 

16 

17 

21 

8 

8 

30 

32 

22 

17 

18 

10 

3 

15 

25 

21 

22 

44 

15 

13 

15 

5 

26 

16 

10 

17.3 

Phoenixville-1.5SE... 

.  /  .Maximum.. 
V  Minimum-.. 

36 

37 

33 

36 

40 

43 

39 

42 

43 

44 

47 

61 

54 

62 

62 

47 

42 

39 

45 

56 

62 

65 

66 

65 

59 

39 

43 

46 

55 

53 

54 

48.2 

- -  

-  ...-^ 

29 

27 

26 

26 

27 

23 

26 

■   24 

26 

'2-4 

21 

44 

41 

53 

41 

45 

26 

"  20 

18 

25 

■m 

24 

■48 

-39 

27 

21 

25 

25 

32 

17 

28.7 

Pittsburgh  Arpt.l-7..'>SE>  Maximum.. 

32 

33 

26 

30 

35 

38 

35 

34 

34 

35 

39 

52 

51 

53 

36 

31 

30 

36 

47 

45 

37 

41 

58 

55 

52 

27 

31 

41 

49 

42 

51 

39.9 

1  Minimum.. 

19 

23 

20 

20 

19 

26 

26 

22 

22 

25 

26 

28 

34 

35 

24 

22 

20 

'20 

23 

29 

32 

'■29 

36 

48 

'21 

16 

21 

20 

28 

■2-2 

27 

25.  3 

Pittsburgh  City  Offlce' . 

.  /  Maximum.. 
\  Minimum.. 

34 

35 

30 

34 

39 

40 

38 

37 

35 

37 

43 

53 

53 

64 

38 

33 

33 

37 

46 

44 

40 

43 

61 

60 

54 

30 

36 

43 

51 

41 

63 

42.1 

22 

27 

23 

24 

23 

30 

29 

26 

24 

27 

26 

27 

32 

38 

27 

26 

24 

25 

28 

28 

34 

32 

39 

51 

23 

19 

25 

24 

30 

26 

27 

■27.9 

Port  Clinton/ 

.  ( Jilaxlmum.. 

32 

32 

30 

33 

37 

40 

38 

35 

38 

40 

42 

4S 

54 

61 

52 

37 

35 

35 

43 

49 

.50 

44 

59 

54 

44 

30 

38 

41 

52 

41 

50 

4^2,4 

\  Minimum.. 

9 

16 

20 

20 

25 

31 

30 

23 

'25 

26 

29 

20 

20 

23 

34 

25 

22 

23 

17 

■211 

20 

28 

20 

30 

42 

20 

23 

19 

25 

28 

17 

23.5 

Putneyville/-2.5  SE... 

.  /  Maximum.. 
\  Minimum.. 

29 

31 

25 

30 

33 

38 

35 

34 

34 

36 

40 

4^i 

49 

50 

36 

29 

29 

33 

41 

42 

46 

47 

55 

53 

29 

26 

33 

40 

46 

37 

51 

38.3 

4 

15 

16 

16 

15 

14 

15 

14 

15 

20 

9 

10 

14 

23 

27 

16 

15 

16 

10 

16 

18 

26 

24 

34 

25 

12 

13 

6 

11 

18 

13 

16.1 

Quakertown-0..5  E 

.  /  Maximum., 

35 

37 

38 

35 

38 

40 

43 

40 

38 

41 

44 

46 

52 

62 

59 

50 

38 

36 

49 

49 

52 

47 

58 

55 

54 

36 

39 

30 

53 

63 

49 

45.3 

\  Minimum.. 

27 

21 

24 

23 

25 

28 

25 

23 

22 

27 

25 

22 

■20 

37 

31 

24 

25 

22 

17 

18 

23 

31 

25 

46 

35 

'23 

22 

'22 

27 

30 

17 

25.4 

Readingi 

.  /  Maximum.. 

35 

36 

33 

36 

41 

45 

42 

40 

41 

42 

46 

52 

52 

64 

57 

40 

37 

38 

44 

62 

53 

46 

62 

57 

55 

34 

41 

44 

56 

44 

62 

45.7 

V  Minimum.. 

15 

27 

26 

26 

28 

32 

31 

28 

27 

32 

33 

27 

28 

41 

34 

29 

28 

25 

27 

26 

33 

35 

34 

50 

31 

24 

24 

26 

34 

31 

•24 

■29.5 

Ridgway  / 

.  /  .Maximum.. 
\  Mininmm.. 

28 

•29 

26 

30 

33 

36 

37 

34 

33 

35 

44 

51 

48 

51 

34 

30 

29 

31 

42 

44 

36 

39 

53 

52 

31 

26 

33 

40 

43 

36 

46 

37.4 

0 

5 

19 

19 

16 

17 

21 

8 

7 

19 

17 

10 

11 

18 

23 

17 

15 

15 

8 

14 

17 

16 

22 

33 

28 

12 

12 

-  6 

-  3 

15 

6 

13.9 

ScrantonJ 

.  /  .Maximum.. 
V  Minimum.. 

33 

35 

28 

34 

36 

38 

33 

34 

34 

35 

39 

44 

51 

60 

51 

35 

31 

31 

43 

47 

50 

40 

56 

54 

52 

28 

33 

38 

44 

37 

47 

40.4 

11 

26 

24 

22 

26 

32 

26 

18 

23 

28 

31 

23 

23 

42 

29 

24 

24 

21 

19 

24 

30 

31 

29 

49 

21 

16 

21 

20 

3! 

26 

20 

25.5 

Selinsgrove 

.  /  Maximum.. 

31 

33 

31 

34 

40 

44 

42 

37 

42 

42 

47 

50 

50 

62 

51 

38 

36 

39 

46 

50 

50 

47 

63 

59 

55 

31 

38 

44 

51 

44 

50 

44.4 

\  Minimum.. 

10 

27 

26 

25 

26 

,30 

30 

24 

26 

29 

27 

2i 

23 

36 

33 

23 

24 

21 

17 

27 

22 

31 

26 

46 

24 

20 

20 

18 

28 

28 

30 

25.7 

Shippensburg  

.  /  Maximum.. 
\  Minimum.. 

34 

33 

30 

33 

37 

43 

42 

.S9 

39 

42 

48 

5! 

48 

66 

64 

38 

35 

36 

45 

50 

48 

45 

64 

62 

56 

33 

40 

45 

55 

47 

53 

44.9 

10 

25 

24 

23 

24 

24 

31 

25 

22 

28 

21 

21 

25 

35 

35 

27 

24 

23 

21 

20 

31 

34 

31 

48 

30 

21 

24 

23 

31 

28 

21 

26.1 

Somerset 

.  /  Maximum.. 
I  Minimum.. 

27 

27 

.22 

26 

33 

37 

34 

36 

29 

33 

43 

52 

47 

62 

38 

29 

27 

30 

40 

44 

35 

35 

51 

53 

50 

24 

30 

37 

47 

42 

55 

37.6 

—  7 

22 

16 

16 

15 

18 

23 

'20 

17 

19 

12 

9 

19 

36 

•26 

18 

15 

16 

9 

15 

30 

26 

24 

41 

20 

13 

16 

1 

21 

19 

IS 

18.0 

SpringsB-l  SW 

.  /  Maximum.. 

23 

26 

21 

26 
15 

31 
15 

35 

25 

33 
23 

34 
20 

26 
16 

30 
18 

38 
11 

47 
12 

45 
21 

49 

28 

39 
23 

26 
17 

27 
17 

28 
16 

38 
7 

40 
14 

35 
30 

31 

52 
17 

53 
38 

49 
21 

22 
13 

26 
16 

33 
4 

44 

27 

37 
18 

Si 
15 

535.4 
$17.8 

\  Minimum.. 

-   1 

19 

16 

21 

State  Collegel 

.  /  Maximum.. 

28 

31 

27 

30 

34 

38 

38 

35 

34 

36 

44 

49 

48 

56 

43 

32 

29 

32 

42 

48 

45 

38 

56 

55 

53 

26 

33 

38 

45 

37 

52 

39.7 

\  Minimum.. 

12 

25 

23 

21 

22 

27 

26 

21 

23 

26 

21 

23 

30 

37 

26 

21 

22 

20 

19 

25 

28 

30 

30 

50 

19 

15 

21 

16 

32 

22 

20 

24.3 

3troudsburg-2  E 

.  /  Maximum.. 

35 

38 

35 

36 

41 

42 

42 

40 

37 

40 

40 

48 

47 

62 

59 

52 

37 

38 

45 

51 

55 

53 

52 

52 

51 

33 

38 

44 

47 

42 

64 

44.7 

\  .Minimum.. 

5 

27 

25 

23 

23 

33 

28 

20 

18 

23 

30 

19 

20 

43 

31 

24 

24 

18 

16 

19 

25 

33 

25 

36 

31 

20 

22 

17 

26 

23 

17 

24.0 

ramarack/-2  S 

.  /  Maximum.. 

23 

28 

22 

27 

28 

44 

36 

31 

33 

36 

40 

43 

43 

52 

34 

30 

26 

33 

40 

42 

38 

36 

54 

48 

30 

22 

29 

36 

40 

34 

45 

35.6 

rionestaZ-l.o  SE 

(Minimum.. 
.  /  Maximum . 

11 

13 

18 

16 

16 

16 

21 

13 

13 

14 

20 

21 

23 

29 

20 

15 

14 

14 

14 

18 

24 

25 

25 

28 

'29 

11 

11 

11 

14 

15 

16 

17.7 

29 

29 

24 

29 

30 

35 

34 

34 

31 

36 

42 

49 

49 

49 

46 

30 

28 

31 

40 

45 

38 

39 

50 

52 

SI 

26! 

32 

36 

4/) 

to 

AB 

537.0 

\  Minimum.. 

3 

21 

18 

20 

19 

18 

13 

8 

17 

21 

22 

9 

16 

21 

30 

19 

19 

18 

5 

10 

25 

25 

25 

35 

2o 

n 

18 

7 

n 

m 

U 

§17.7 

ritusvitle-2  S 

.  /Maximum., 

■^  Minimum.. 

.  28 

27 

24 

27 

29 

35[ 

31 

32 

31 

34 

41 

46 

45 

44 

34 

30 

26 

31 

40 

44 

39 

36 

49 

51 

49 

24 

31 

35 

34 

34 

43 

35.6 

3 

23 

18 

18 

15 

16| 

23 

5 

19 

22 

22 

11 

27 

32 

22 

17 

14 

16 

8 

19 

23 

27 

26 

42 

16 

14 

13 

6 

28 

17 

10 

18.4 

rowanda-1  E 

.  /  Maximum.. 
^  Minimum.. 

33 

34 

31 

36 

39 

38 

38 

38 

.39 

37 

42 

46 

51 

60 

49 

37 

33 

36 

47 

48 

49 

42 

58 

57 

52 

30 

36 

40 

46 

39 

48 

42.2 

7 

26 

24 

23 

25 

31 

23 

12 

20 

27 

30 

19 

20 

38 

33 

,■23 

22 

18 

13 

19 

23 

32 

22 

43 

24 

15 

21 

15 

29 

24 

14 

23.1 

runkhannook/ 

.  /  Maximum. 
\  Minimum.. 

34 

36 

32 

37 

38 

38 

35 

36 

37 

36 

43 

45 

53 

62 

52 

38 

34 

34 

44 

49 

50 

39 

59 

59 

43 

29 

36 

41 

48 

39 

49 

42.1 

2 

10 

23i     22 

24 

•26 

23 

10 

17 

26 

28 

16 

15 

26 

32 

20 

18 

18 

12 

18 

24 

31 

22 

33 

40 

15 

18 

14 

25 

24 

14 

■20.8 

Unioutown 

.  \  Maximum.. 

32 

35 

29     35 

40 

41 

38 

39 

34 

37 

42 

58 

57 

68 

41 

33 

35 

37 

46 

49 

39 

46 

56 

55 

58 

30 

35 

45 

52 

50 

59 

43.3 

'  Minimum.. 

15 

28 

23     22 

20 

25 

30 

25 

23 

25 

27 

25 

37 

41 

29 

22 

19 

24 

21 

24 

35 

31 

32 

50 

28 

21 

22 

14 

34 

23 

21 

■26.3 

Continued  on  page  24. 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


March  1947 


Daily  Temperatures  for  March  1947 — Continued  from  page  23. 


Stations 

1 

2 

3 

4 

8 

6  . 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean 

Va.ii<ierffrift^      i 

Maximum.. 
1  Minimum.. 

31 

34 

?fi 

30 

28 

34 
23 

39 
22 

41 
27 

39 

27 

40 
2ft 

36 
24 

37 

27 

45 
19 

55 
19 

54 
25 

56 
38 

38 
28 

3.i 
24 

34 
21 

37 
23 

43 

19 

44 

21 

38 
32 

43 
32 

69 
34 

60 
50 

54 
25 

34 
18 

35 
23 

42 
16 

45 
33 

40 
25 

51 
20 

42.0 

25.2 

Warren       

'Maximum.. 
1  Minimum.. 

31 

ft 

32 
23 

26 
20 

29 

20 

35 
19 

37 
2S 

37 
20 

35 
10 

33 
12 

37 
24 

45 
23 

50 
13 

49 
23 

48 
33 

36 
20 

35 
19 

31 

18 

32 
18 

45 
9 

47 
23 

35 
23 

54 
28 

51 
29 

48 
26 

50 
15 

32 
14 

35 
13 

42 
5 

38 
30 

36 

18 

4i 

10 

.39.4 

19.0 

Waynesburg , 

'Maximum.. 

31 

36 

28 

31 

37 

39 

38 

37 

36 

35 

43 

66 

53 

51 

38 

31 

31 

36 

46 

45 

36 

42 

68 

60 

53 

31 

31 

40 

51 

49 

511 

41.5 

(Minimum.. 

11 

23 

23 

20 

18 

21 

28 

23 

2;i 

2ft 

25 

18 

23 

37 

2d 

20 

18 

22 

20 

20 

32 

29 

32 

47 

28 

18 

21 

17 

36 

20 

1/ 

23.9 

Wellsboro/ 

1  Maximum.. 

m 

33 

26 

33 

38 

36 

40 

38 

39 

37 

41 

50 

47 

55 

41 

37 

29 

36 

48 

4B 

49 

40 

63 

60 

36 

27 

3/ 

41 

41 

37 

46 

40.5 

1  Minimum.. 

4 

q 

?2 

20 

21 

21 

20 

3 

3 

22 

2ft 

16 

17 

17 

26 

18 

13 

11 

10 

11 

18 

18 

22 

■i2 

35 

14 

13 

10 

12 

21 

10 

16.6 

1  Maximum.. 

,34 

34 

32 

34 

37 

43 

41 

36 

39 

42 

46 

48 

47 

05 

.55 

42 

37 

37 

44 

49 

50 

46 

63 

60 

58 

34 

40 

45 

56 

53 

52 

45.  1 

.Minimum.. 

n 

27 

26 

24 

2ft 

IS 

22 

22 

12 

26 

IS 

19 

21 

38 

30 

27 

25 

21 

16 

18 

32 

34 

24 

46 

33 

22 

24 

21 

21 

3(1 

18 

23.7 

West  Chester , 

<  Maximum.. 

3fi 

38 

36 

36 

40 

44 

41 

36 

40 

42 

41 

50 

54 

65 

57 

43 

38 

37 

43 

52 

52 

46 

69 

56 

54 

35 

40 

44 

53 

52 

51 

45.5 

Minimum.. 

1ft 

2H 

2ft 

24 

26 

27 

'29 

26 

24 

27 

29 

27 

27 

40 

3ft 

26 

2; 

24 

23 

26 

32 

35 

30 

48 

35 

25 

25 

•2b 

32 

31 

'21. 

28.4 

Wilkes-Barrei .  Apt.  -3N.  , 

Maximum.. 

,33 

36 

33 

34 

40 

38 

37 

36 

37 

38 

41 

45 

49 

63 

50 

35 

33 

35 

43 

50 

51 

41 

58 

56 

54 

32 

35 

42 

t 

41 

5(1 

42.4 

Minimum.. 

9 

?8 

2ft 

28 

26 

33 

24 

21 

2'2 

30 

28 

22 

23 

39 

35 

24 

23 

20 

18 

23 

27 

28 

2b 

4ft 

23 

18 

•23 

18 

'29 

2h 

18 

25.  1 

Williamsport  Arpt.'-4  E  . 

Maximum.. 

28 

31 

30 

3,ft 

38 

42 

39 

36 

37 

41 

44 

50 

48 

56 

48 

33 

32 

36 

44 

48 

49 

43 

60 

56 

63 

31 

38 

42 

48 

41 

5U 

42.  2 

1  Minimum.. 

11 

2fi 

26 

24 

26 

31 

2ft 

22 

26 

30 

27 

22 

24 

38 

28 

•24 

23 

21 

18 

22 

26 

26 

26 

42 

23 

21 

'22 

18 

28 

24 

li 

■24.7 

WilliaiHStown      i 

f  Maximvun.. 
1  Minimum.. 

31 
fi 

31 

?■? 

28 

24 

32 
22 

3« 
2ft 

43 

29 

39 
24 

38 
23 

37 
25 

40 

27 

43 
30 

51 
18 

49 
23 

63 

37 

53 
31 

38 
24 

34 
23 

35 
24 

43 

1ft 

48 
19 

50 
25 

44 

34 

61 

26 

68 
47 

55 

29 

30 

20 

37 

22 

41 
20 

51 
26 

2i 

51 
15 

$42.9 
^J4.6 

York-3SW 

'  Maximum.. 

3fi 

3ft 

34 

38 

4ft 

46 

46 

43 

43 

44 

48 

53 

51 

67 

57 

44 

4(> 

40 

47 

54 

52 

48 

6b 

64 

58 

35 

42 

4V 

55 

54 

55 

47.9 

L  Minimum.. 

6 

28 

27 

23 

25 

17 

30 

25 

17 

24 

19 

20 

24 

40 

33 

26 

27 

24 

28 

21 

30 

31 

25 

48 

34 

25 

•25 

23 

29 

30 

'20 

25.9 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PBESStTKE,  WIND, 

HUMIDITY  AND  SUNSHINE. 

RIVER  CONDITIONS 

Atmospheric  pressure 
(reduced  to  sea  level) 

Wind" 

Relative 
Humidity 

0) 

a 

is 

s 

a 
o 

0 
1 

d 

•a 

Stations 

Rivers 

GQ 

1 

1 

1 

a 

i 

1 

1 

Stations 

1 

5 

1 

1 

3 

1 

>> 

•E 

1 

0)  O 

<> 

s. 

1? 

o 
o 

S 
5 

1 

Q 

s 

E 

E 

Port  Jervis.  N.Y 

Easton 

Delaware 

4.1 
5.1 
4.2 

5.6 
7.2 
3.6 
5.2 
5.5 

15.3 
5.5 

14.5 
• 
• 

8.4 

13.6 

7.0 

10.6 

16.6 

8.0 

7.9 

8.2 

•21.8 

9.9 

20.5 

19.3 

21.9 

15 
16 
16 
14 
26 
•26 
16 
27 
26 
15 
16 
26 
16 

2.1 
1.8 
3.0 
3.6 
2.8 
1.2 
4.0 
4.1 

12.6 
3.8 

11.6 
• 

* 

3 
4 
9 

1 
4 
4 
6 
14 
4t 
6 
3 

18 

Delaware 

Lehigh 

22 
9 

Schuylkill 

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

13 

m 

30.49 
80.52 
30.  52 
30.48 
30.48 
30.64 
3a  56 

12 
12 
12 
12 
12 
12 
12 

•28.64 
28.94 
28.95 
28.91 
28.99 
28.94 
28.86 

25 
25 
25 
25 
25 
25 
25 

9.9 

10.7 
9.4 

i'i.'g' 

14.6 
8.1 

39 
34 

26 
45 
60 
47 
32 

w. 

w. 
s. 
w. 
s. 
w. 
w. 

26 

■25 

29 

25$ 

•25 

25 

25 

86 
70 
76 
86 
77 
66 
76 

77 
49 
49 
66 
60 

85 
69 
60 
76 
68 

23 
72 
67 

'  '28' 
60 
62 

1035 
880 
808 
1199 
1008 
848 
991 

Williamsport 

20 

Erie 

Newport 

Harrisburg                 

22 

Harrisburg 

17 

Philadelphia 

Schenley.fnr)  Lock  No.  5. 

8utersville 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 

Allegheny     

24 

Philip,-.burg 

Pittsburgh 

Reading 

Scranton     

Youghiogheny 

20 
30 

Ohio 

Ohio      

25 

60t 

30 

•  For  any  fl 
t  12:00  noor 

ve-minute  period. 
1. 

SAl 

30  oth« 

••  Coi 

r  dates. 

reeled  to  true  velocitie 
•  One-minute  inten-a 

s. 
1. 

•  Pool  stage. 

t  Also  other  dates. 

MISCELiIiANEOUS   PHENOMENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
( Dates  and  number  of  stations  reporting) 


1 

2 

3 

4 

5 

6 

7 

8 
1 

9 

■• 

10 
1 

■  ■ 

11 

12 

13 
i 

i 
'5 

's 

14 
"5 

"i 

'4 

15 

15 
'2 

'i 

12 

16 
"4 

17 
'■7 

18 

19 

20 
'3 

21 
'6 

22 
'5 

23 

"i 

'3 

'i 

6 

24 

'7 

'8 
10 

25 
49 

26i27 

|_ 

28 

1 

'■7 

■29 

i 

30 

.. 

17 

31 

45 

a 

Fog  heavy 

3 

is 

41 

29 

i9 

: 

Frost,  killing  .... 

2 

Hail 

Rain,  heavy 

gleet              

'2 

Thunderstorms . . 
Winds,  high 

'6 

ie 

( W.  B.  0.,  Philadelphia-6-13-47-1100) 


FOOTNOTES 

Figures  and  letters  following  .stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  tlie  entire  period 
for  stations  having  10  or  morevears  of  record,  except  that  for  FirstOrder  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  tl  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  .  Trace  (0.005  inch  or  less). 

'.  '',  ',  etc.    Number  of  days  missing,  for  example.  •■  indicates  two  days  missing. 

Italics,  data  interpolated. 

$  Partly  interpolated. 

$5  Incomplete. 

t  And  other  dates. 

ft  Daily  amounts  inconsistent 

I  Received  too  late  to  be  included  in  means  and  summaries. 

•  Included  in  next  measurement. 
//  Wind.shield  on  gage. 

/  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
'  Midnight  to  midnight. 

^  Measured  in  the  morning  for  the  preceding  24  hours. 
^  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 

*  Best  available  used  for  stations  not  equipped  with  recorders. 

*  Recording  gage. 

•  At  a  fixed  hour  between  sunset  and  11 :00  p.  m 
'  Noon  to  noon. 

8  Data  recorded  at  Altoona-Blair  County  Airport. 

9  Official  Station  designation  is  Allentown-Bethlehem  Airport. 
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PENNSYLVANIA  SECTION 


L.  F.  CONOVEK 


HARBISBUIia,   PA. 


Vol.  LII. 
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No.  4. 


SoBsoRiPTioN  Price:  25  cents  per  annum  :  (not  stamps). 
Remit  directly  to  Si'perintendknt  or  Documents  Washington,  25  D.  C. 

&ENERAL,  StrMMABY. 

After  two  months  of  unpleasant  weather,  April  was  a  welcome  relief. 
Relatively  high  daytime  temperatures  brought  the  month  above  normal, 
although  the  nights  were  cool.  There  was  considerable  windiness,  but 
this  generally  occurred  on  warm  days.  Precipitation  was  above  normal, 
and  at  several  widely  scattered  stations  was  as  much  as  twice  the  normal. 

In  general  there  were  about  as  many  days  with  temperature  excess  as 
with  deficiency,  and  both  warm  and  cool  spells  lasted  only  a  few  days. 
There  were  several  days  on  which  maximum  temperatures  in  the  70's  and 
80's  were  recorded,  and  Easter  Sunday  ( April  6)  was  one  of  them. 

Precipitation  was  frequent  and  copious.  The  heaviest  rains  in  many 
places  came  on  April  o,  which  resulted  in  flocxliag  atTowanda  and  Wilkes- 
Barre,  and  in  some  low  portions  of  the  city  of  Wellsboro,  the  Lackawanna 
Valley  cities  and  towns,  and  several  smaller  communities.  Total  damage 
was  estimated  initially  at  about  a  million  dollars.  Thirty-four  bridges 
were  wrecked  in  the  State,  with  replacement  value  estimated  at  $1.50,(X)0. 
At  Meadville  one  life  was  lost,  that  of  14-year  old  Richard  Ross,  who  rode 
his  bicycle  into  the  swirling  waters  and  drowned  in  about  five  feet  of 
water.  Thousands  of  people  had  to  spend  their  Easter  away  from  their 
homes,  as  they  were  evacuated  to  avoid  flood  dangers.  There  was  some 
heavy  rain  toward  the  end  of  the  month,  but  luckily,  without  flooding. 

Windiness  was  very  much  in  evidence  throughout  the  month,  and  the 
highest  velocities  occurred  on  Easter  in  most  places.  At  Pittsburgh  on 
that  day,  extensive  damage  was  done  to  utility  poles,  trees,  porches, 
roofs  and  windows  by  winds  reaching  80  m.  p.  h.',  while  at  Wilkes-Barre! 
four  airplanes  were  slightly  damaged  by  winds  reaching  60  m.  p.  h. 

Electrical  phenomena  of  a  peculiar  nature  occurred  in  Buchanan  Valley, 
near  Gashtown,  in  Adams  County  over  a  radius  of  about  a  mile  and" a 
half,  on  April  2,  causing  damage  of  several  hundred  dollars  to  four  build- 
ings, setting  fire  to  one  of  them  and  putting  power  and  telephone  lines 
out  of  service.  There  were  at  least  two  lightning  bolts  as  the  storm  swept 
through  the  valley,  accompanied  by  a  brief  but  torrential  rain.  Some 
people  believe  that  there  was  a  deluge  of  lightning  bolts,  while  others 
thought  that  there  was  a  meteor  shower.  Between  10:15  P.  M.  and 
10:30  P.  M.,  as  reported  by  several  residents,  the  earth  was  lit  up  as  if 
by  the  sun  and  balls  of  fire  floated  about  inside  and  outside  of  houses. 
An  oak  tree  more  than  a  foot  in  diameter  and  a  nearby  ash  tree  of  the 
same  size  were  shattered  and  splintery  fragments  covered  the  ground  for 
a  radius  of  75  yards.  The  tree  trunks  looked  as  if  they  had  been  dyna- 
mited. (4reat  holes  were  torn  in  the  rocky  mountainside,  resembling 
shellholes.  Furrows  were  plowed  in  the  earth.  A  four-strand  wire  fence 
disappeared,  completely  burned  away  except  for  a  few  wire  fragments 
with  fused,  melted  ends.  The  staples  and  the  posts  that  had  supported 
the  fence  looked  untouched.  Mr.  W.  E.  Cole  reported  that  at  10 :  15  P.  M. , 
there  was  a  sound  like  a  pistol  shot,  and  the  lights  went  out.  Mr.  Cole 
then  saw  a  red  ball  of  fire  more  than  a  foot  in  diameter.  He  rushed  to 
the  cellar  to  turn  off  the  electricity.  As  his  hand  left  the  fuse  box  he 
heard  another  shot-like  sound,  and  more  glowing  balls  of  fire  appeared 
about  him.  Mrs.  J.  B.  Kaiser  reported  similar  experiences.  The  next 
morning  she  found  the  ground  around  the  house  covered  with  charred 
shreds  of  trees.  Near  the  trees  the  ground  was  almost  white  with  frag- 
ments no  larger  than  toothpicks.  Mr.  Frank  Dillon  reported  that  the 
fireballs  seemed  to  roll  right  through  their  house.  Mr.  and  Mrs.  Fred 
Boyer  saw  the  fireballs  outside  their  house.  The  home  of  Mr.  Paul  Mc- 
Kendrick  was  set  ablaze  when  their  radio  went  up  in  flames.  Some 
people  said  they  thought  it  looked  like  the  end  of  the  world. 


TEMPEBATTJRE. 

The  average  temperature  for  the  State  as  deduced  from  the  reports  of 
84  stations  was  49.1°,  which  is  0.5°  above  the  60-year  normal  for  April. 
The   highest   monthly  mean  was  56.0°  at  Donora,   and  the  lowest  was 


41.M°at  Eagles  Mere.  Extremes  ranged  from  a  maximum  of  85°  at  I^an- 
caster  on  the  5th,  to  a  minimum  of  11°  at  Emporium  and  Ridgway  on 
the  let. 


PBEOIPITATION. 

The  average  precii)itation  for  the  State,  as  deduced  from  the  observa- 
tions at  21H  stations,  was  3.86  inches,  which  is  0.44  inch  above  the  60- 
year  normal  for  April.  The  greatest  monthly  amount  was  8.88  inches 
at  Erie,  while  the  least  was  1.38  inches  at  Hyndmaii.  The  greatest 
amount  recorded  in  any  24  consecutive  hours  was  4.06  inches  at  Phila- 
delphia City  Office  on  the  30th-lst. 

The  average  snowfall  for  the  State  was  0.1  inch,  which  is  2.0  inches  be- 
low the  60-year  normal.  The  greatest  monthly  snowfall  was  6.5  inches  at 
Bradford.  The  greatest  fall  for  any  observational  day  was  4.0  inches 
at  Bradford  on  the  1st- 2d  and  Tamarack  on  the  26-26th. 
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1890 
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1923.. 
1924 . . 
1925.. 
1926.. 
1927.. 
1928 . . 
1929.. 
1980.. 
19:^1.. 
19S2.. 
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1936.. 
19:'.6.. 
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1939.. 
1940.. 
1941.. 
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1944.. 
1945.. 
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1947.. 


COMPABATIVE    DATA  FOB  APRIL 


Temperature 


Precipitation 


Period  . 


47.2 

49.7 

48.6 

19.8 

46.9 

47.7 

48.0 

49.2 

.63.0 

49.0 

46.6 

,60.2 

49.2 

47.2 

48.0 

48.8 

44.7 

48.4 

50.0 

43.6 

49.8 

48.5 

.52.6 

46.2 

50.2 

50.6 

47.3 

63,9 

48.0 

48.5 

48.2 

48.6 

46.0 

.65.3 

50.1 

48.3 

46.5 

SI.  3 

44.9 

47.7 

46  0 

61.4 

48.2 

48.4 

47.0 

50.9 

48.9 

47,1 

46.1 

47.7 

51.3 

46.7 

45.1 

55.1 

52.8 

43.1 

45.5 

52.4 

47.8 

49.1 

48.6 


92 

88 
85 
87 
85 
85 
83 
90 
97 
92 
84 
92 
90 
95 
91 
90 
86 
84 
89 
84 
89 
87 
89 
84 
83 
90 
93 
98 
87 
87 
81 
90 
87 

96 

91 

89 

82 

96 

84 

92 

88 

94 

92 

85 

86 

89 

86 

91 

90 

89 

92 

90 

82 

94 

94 

83 

81 

90 

88 

85 


12 

14 

12 

11 

14 

16 

5 

5 

4 

12 

4 

2 

13 

10 

20 

12 

9 

16 

12 

8 

0 

8 

13 

6 

18 

17 

5 

15 

16 

14 

12 

6 

8 

10 

11 

-5 

6 

9 

9 

17 

II 

19 

9 

16 

14 

16 

14 

12 

14 

19 

n 


2.52 

4.50 

3.46 

2.08 

2.04 

4.74 

3.62 

3.76 

1.75 

3.30 

2.93 

1.76 

1.57 

5.41 

3.56 

3.53 

3.45 

2.84 

3.13 

2.64 

3.51 

6.39 

5.07 

3.79 

4.39 

3.82 

4.66 

1.92 

3.65 

2.08 

4.53 

2.70 

4.39 

3.11 

3.17 

2.94 

4.15 

2.32 

2.03 

3.52 

5.50 

6.12 

2.71 

3.33 

1.71 

4.49 

3.06 

2.56 

3.01 

5.53 

2.85 

3.70 

5.30 

2.02 

2.21 

3.97 

4.06 

4.17 

1.19 

3.86 

3.42 


Hi  o 

■<ai 


No.  of  days. 


1.3 
0.9 
0.4 
1.2 
1.] 
0.6 

14.7 
0.2 
0.9 
0.3 
2.5 
0.8 
0.9 
4.9 
3.0 
T 
1.0 
2.8 
0.6 
4.0 
1.0 
2.6 
0.6 
4.4 
1.6 
0.2 
1.1 
1.6 
5.6 
2.6 

10.8 
1.2 
3,0 
0.8 
0.4 
1.9 
7.4 
0.5 
0.9 
1.0 
6.6 
1.1 
I.l 

2.3 
1.2 


=1  a) 


°£ 


0.5 

13 

0.6 

11 

2.9 

11 

1.3 

14 

0.2 

14 

3.6 

10 

1.0 

16 

2.3 

12 

T. 

6 

4.5 

7 

.S.7 

14 

2.5 

16 

T. 

13 

0.3 

9 

0.1 

14 

2.1 

11 

S    12  3 


14 
10 
12 
10 
10 
11 
10 
12 
10 
13 
9 
11 
10 
10 
9 
13 
12 
14 
13 
15 
12 
12 
12 
9 
11 
14 
14 
12 
13 
11 
8 
9 
13 
7 
9 
17 
13 
9 
7 
10 
U 
8 


10 
13 
11 
12 
10 


16 
12 
12 
14 
10 

8 
13 
10 
II 
11 
12 
13 
12 
12 

7 
12 

9 
11 
10 
12 
10 


9 
11 
10 
13 
11 
10 
10 
10 

9 
12 
14 
13 
10 
14 
14 

6 

9 
12 
15 
12 
10 
l:^ 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


April  1947 


Climato logical  Data  for  April  1947 


Stations 


Counties 


Attantie  Drainage 
AUentown  Arpt.  9-4  NE 

Altoona-4.5  W 

Burnt  Cabins-2  NE 

Canton-INW 

Carlisle a'^,'" 

Chambersburg-l  SW.. . 

Coatesviile 

Curwensville  Apt>6  NW 

Eagles  Mere 

East  Waterford-3  E.  .  . 

Einporiuml  E 

Ephrata 

Everett-0.  5  SW 

Freelaud 

George  School 

Gettysburg 

Gordon 

Hanover rwk'^' 

Uarrisburg  Arpt.-3.5  b. 

Hawley-0.5  E 

Holtwood 

Huntingdon 

Lancaster 

Lawrenceville 

Lebanon ■   

Lewistown-l  W 

Lock  Haven 

Marcus  Hook 

Marlinsburg" 

Montrose-3  E ■ . 

Mt.  Pocono  Arpt.-2  JS  . 

Palmerton ■  • 

Philadelphia   CO 

Phihpsburg-7  E.  •■••■■■ 
Phoenixville-l.  f>hE.... 

Port  Clinton  It 

Quakertown-0. 5  K 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg  2  E 

Tamarack-i  S 

Towanda-1  E 

Wellsboro 

Westchester 

Wilkes-Barre  Apt,-3N. . 
Williamsport  Apt.-4E  •  • 

Willi  am  stown 

york-3  8W 


Division  mean. 


Ohio  Vrainage 


Blairsville-6NE 

Bradford-4  W 

Brookville  Apt.-1.6SW 

Butler 

Clarlon-3  SW. .  

Claysville 

Corry 

Coudersport 

Derry 

Donegal 

Donora 

Ebensburg 

Farrell 

Ford  City-4  S 

Franklin 

Greensburg-2  S 

Indiana-2.5  SE 

Jamesto%vn-2  N  W 

Johnstown 

Kane-1  N 

Meadville-1  8 

Midland 

New  Castle-1.5N 

Pittsburgh  Apt.-7.5  SE 
Putn(.-yville-2.  5  SE  . . . . 

Rldgway 

Somerset 

Springs-1  SW 

Tionesta  1.5SE 

Titusville- 2  S 

IJniontown 

Vandergrift  — 

Warren     

Waynesburg 


Lehigh 

Blair 

Fulton 

Bradfijrd 

Cumberland . . 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford 

Luzerne 

Bucks 

Adams 

Schuylkill .... 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia . 

Centre 

Chester 

Schuylkill . . . . 

Bucks 

Berks 

Lackawanna. . 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming..  .. 

Dauphin 

York..  


Division  mean — 
Lake  Drainaae 

Albion 

Erie 


State  mean. 


Westmoreland.. 

Mc  Kean 

Jeflerson 

Butler 

Clarion 

Washington  — 

Erie  

Potter 

Westmoreland . . 
Westmoreland 
Washington  — 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland . . 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland . . 

Warren 

Greene 


Erie. 
Erie. 


si  ® 


Temperature,  in  degrees  Fahr. 


a 

gl 

rsi  0) 


384 

1,500 

990 

1,450 

473 

600 

431 

2,  J15 

2,020 

2, 126 

1,100 

365 

1.020 

1,970 

184 

500 

900 

600 

351 

980 

200 

700 

■255 

996 

469 

580 

657 

12 

1.493 

1,176 

1,914 

ibn 

26 

1,916 

100 

407 

480 

273 

746 

476 

1,217 

440 

2.250 

754 

1.319 

440 

544 

520 

775 

390 


,2,048 

1,680 

1,400 

1,077 

1,114 

1,170 

1.410 

1,  653 

I,  150 

1.746 

761 

170 

855 

950 

987 

160 

1,102 

1.050 

1,  6.50 

1,750 

1,065 

780 

900 

,  '.'86 

1.  270 
1,385 
?,  100 

2,  500 
1.200 
1.  5,50 
1,  040 

825 
1, 190 
1,100 


900 
706 


48.5 

50.4 

50.0 

43.4 

53.4 

61.8 

49.9 

44.6 

41.8 

47.5 

46.6 

53.2 

50.3 

45.4 

49.8 

54.8 

48.8 

52.6 

62.1 

46.1 

51.4 

51.9 

52.8 

47.0 

60.4 

60.0 

51.0 

54.2 

49.3 

42.4 

42.7 

47.9 

53.6 

44.6 

55.0 

47.6 

60.0 

52.4 

47.6 

51.4 

49.2 

.50.8 

42.8 

46.6 

43.4 

52.4 

47. ») 

48.1 

51.2 

55.0 

49.2 


48.4 
45.0 

,51 17 

48.4 
50.0 
46.1 
45.2 
53.0 
47.7 
.56.0 
48.3 
61.8 
48.8 
47.0 
51.8 
61.4 
46.7 
52.7 
42.9 
45,8 
.50.7 
49.0 
.52. 0 
46.2 


49.4 
47.61 
46.7 
46.6 
55.9 
50.2 
47.6 
52  9 

49.2 


45.6 
45.2 


49.1 


-0.2 
+2.3 


+2.7 
+  1.3 
-0.6 


-1.1 
+  2.6 
+  1.4 
+0.9 
-0.6 
+  3.8 
+  1.2 
+  0.2 
+  1.2 
+0.5 
-0.1 
+  1.5 
+3.2 
+  1.0 
+0.1 


-+0.7 
-0.6 


-1.3 
+0.3 
-0.4 

+  1.6 

+  3.' 2 
-1.9 
+  1.4 
+  1.6 
-0.6 
+  2,0 
+  1.6 
+2.4 


+0.1 
-1.1 
+  2.4 


+  1.6 
+3.9 


+  3.4 


-0.4 

+  1.0 
+0.4 
+3.4 


+4.1 
+3.1 
+2.9 


+0.9 
+1.5 
+2.1 


+  1.9 


+0.2 
+0.4 
+0.4 
+2.8 


+3  2 

+  2.1 


+4.5 
-0.3 
+2.7 
+2.2 


+0.1 


+0.5 


6 
24 
30 
30 

6t 
30 


6 
23t 

■  6't 
23 

5 
23 
U 

5 

5 
23 

5 
23 

5 
23 

5 

6 
23 

5 
23 
23 

5 

5 

6 

6+ 
11 

6 
20 
24 
11 

61 
23 
lit 

5 

Bt 

23 
23 


Precipitation,  in  inches 


a 

o  — 

^  :S 

■g  '^ 

5i  a) 

as 

<s>-^ 

Q 

■9s 
■s  s 


28 

1 

8 

1 

It 

4 
27t 

I 

It 

4t 

r 

4 

i 

It 

1 

4 
I 
1 

8 

It 

8t 
28 
22 

1 
22 
10 

1 

1 

1 

1 
28 

8t 

8 

It 

8t 

4 

1 

It 

4t 

4 

lOf 
28 


28 
8t 

■"st 

28 
28 

8t 

8 
28 
28 
28 
28 

«t 

It 

1 
28 
28 
28 
28 

8t 
28 

8t 
28 

8 

8t 

1 
28 
28 
28 

8t 
28 
28 
28 
28 

1 

28 
3 


5.35 

3.09 

2.92 

6.11 

4.  43 

3.80 

2.66 

4.46 

4.07 

3.02 

4,78 

3.90 

1.63 

4.67$ 

3.63 

1.81 

4.32 

2.02 

3.13 

6.07 

1.60 

2.91 

2.71 

4.89 

3.36 

2.18 

3.29 

3.27 

1.94 

5.27 

6.51 

4.44 

6.76 

3.79 

2.49 

4.29 

3.81 

4.62 

6.64 

4.45 

3  20 

4.52 

4.17 

5.46 

5.07 

2.69 

6.14$ 

,3.99 

3.87 

2  27 

3.86 


3.39 

7.04 

'2.96' 
3.67 
2.59 
7.47 
4.49 
3.53 
3.22 
2.90 
.3.19 
4.75 
2.  62 
4.62 
3.24 
3.32 
5.12 
2.71 
6.41 
4  24 
2.75 
4.58 
2.51 
3.61 
4.20 
2.21 
2.99 
4.86 
5.70 
2.65 
2.83 
4.30 
2.39 

382 

5.53 


+  1.95 
-0.  36 


+0.89 
+0.69 
-1.08 


+0.37 
-0.69 
+  1.26 
+0.50 
+  1.57 
+0.63 
+0.07 
-1.84 
+0.22 
-l.,54 
+0  44 
+  2.80 
-1.52 
-0.56 
—0.80 
+2.  03 
-O.U 

-oiie 

-0.30 


+  1.91 
+2.62 
+  1.32 
+  3.71 

-i.'oo' 

+0.16 
+0.36 
+  1..35 
+3.  87 
+0  90 
-0.  24 
+0.  82 

+2.' 54' 
+  1.80 
-1.07 


+0.43 
-0.98 


-0.70 
+3.  .38 

-6'47' 
-0.05 
+  0.92 
-1-3.81 
+0.80 
-0.29 


+0.  73 

-0.31 

+  1.69 

+  1.44 
-0.  54 
-0  65 
+  1.82 
-1.26 
+  1.53 
+0.90 
-0.80 
+  1.61 
-0.41 

+i.'69 

-2.28 
-l.Ol 
+  1.35 


-1.11 
+  0.27 

+0.77 
-1.02 


+6.15 


+  0.44 


[See  page  32  for  explanation  of  reference  marks.] 


1.84 
1.34 
0.83 
1.64 
2.10 
1.69 
0.76 
1.16 
0.93 
1.18 
0  92 
0.91 
0.59 
0.94 
0.86 
0.63 
0.77 
1.21 
1.01 
2.71 
0.88 
0.95 
0  92 
1.70 
1.56 
0.68 
0.73 
4  05 
0.44 
2.26 
2.09 
1.55 
4.06 
1.22 
1.04 
1.65 
2.10 
1.46 
2.54 
1.02 
0.86 
1.86 
0.85 
2.45 
2  24 
1.54 
2.03 
0.75 
1.15 
0.54 

106 


1.72 
2.48 

0.62 
0.91 
0.96 
2.36 
1.60 
1.91 
1.40 
1.54 
1.30 
1  25 
1.29 
1.15 
1.76 
1.74 
1.03 
0.85 
1.62 
0.96 
0.76 
1.29 
1.22 
1.44 
110 
0.87 
0.94 
1.25 
1.32 
1.23 
1.30 
1.63 
0.95 

2.65 

1.98 
3.16 


4.06 


No.  of  days 


&<■' 


30-1 

25 

30-1 

5 

30-1 

30 

16 

26 

5-6 

21 

25-26 

16 

25 

2 

2 

30 

4-5 

30 

30-1 

4-5 

30-1 

16 

30-1 

6 

30-1 

21 

25 

30-1 

21 

6-6 

4-5 

30-1 

30-1 

26 

30-1 

30-1 

30-1 

30  1 

4-5 

30-1 

26 

1-5 

25-26 

4-5 

4-5 

30-1 

4  5 

4-5 

30-1 

21 

30-1 


25 
4-5 


16 

25 

2ft 

4-5 

5 

24-25 
25 
25 

24-25 

20-21 
25 
16 
?5 

25-26 
4-5 
25 
4-5 
16 
25 
16 
25 

24-25 
25 

24-25 

24-26 

4-5 

16 

24-25 
25 
4-5 
25 

4-6 

4-5 
4-5 


0 
0 
0 

1.0 
0 
0 
0 

1.7 

1.8 
T 
T. 
0 
0 
0 
0 
0 
0 
0 
0 

2.6 

0 

0 

0 

T. 

0 

0 

T 

0 

0 

T. 

0  1 
0 
0 

2.6 
0 
0 
0 
0 
T. 
0 

0.5 
0 

4.0 
T. 

1.7 
0 
T. 
0 
0 
0 

0  3 


T. 
6.5 


0 
1.5 

T. 
0 
0 

T. 

1 

T. 

r 

T. 

T. 

T. 
0 
0 

T. 
0 

0  2 

0 
T. 


0.1 


14 


8     10 


2'o 

fc 

.?o 

^  a 

^  0 

S" 

t-i 

(X, 

Observers 


13 

SW. 

ft 

W. 

16 

w. 

12 

sw. 

9 

se. 

7 

s. 

12 

8W. 

22 

se. 

13 

6. 

16 

se. 

20 

nw. 

4 

e. 

13 

e. 

25 

w. 

6 

w. 

9 

s. 

13 

ne. 

9 

s. 

17 

se. 

9 

w. 

13 

s. 

18 

w. 

6 

sw. 

10 

7 

8W. 

12 

w. 

12 

w. 

13 

s. 

19 

s. 

19 

s. 

18 

n. 

10 

ne. 

11 

s. 

22 

se. 

6 

w. 

8 

9 

w. 

11 

se. 

16 

n. 

9 

s. 

13 

sw. 

17 

w. 

14 

w. 

13 

w. 

19 

w. 

7 

s. 

20 

19 

se. 

7 

8 

w. 

13 

w. 

25 

w. 

13 

w. 

18 

sw. 

19 

w. 

13 

sw. 

13 

s. 

11 

s. 

9 

w. 

4 

w. 

14 

sw. 

20 

se. 

9 

ne. 

16 

s. 

9 

n. 

11 

sw. 

8 

nw. 

e. 

s. 

12 

15 

w. 

15 

sw. 

14 

nw. 

11 

s. 

20 

sw. 

14 

sw. 

17 

s. 

13 

w. 

15 

w. 

17 

sw. 

8 

sw. 

5 

sw. 

3 

7 

s. 

8 

w. 

12 

sw. 

7 

sw. 

15 

ne. 

IS 

w. 

U.S.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Coram 
Mrs.  Mildred  L.  Spencer. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Philadelphia  Electric  Co. 
U.  8.  Weather  Bureau. 
Carl  E.  Bigger. 
('.  S.  Weather  Bureau. 
R.  E.  Palmateer. 
Ephrata  Review. 
Penna.  Turnpike  Coram 
Andrew  B.  Evan^ha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Miss  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  Co 
Paul  R.  Yoder.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 
American  Viscose  Co. 
William  R.  Kelley. 
Sun  Oil  Co. 

U.  8    Weather  Bureau 
Harry  S.  Fanchcr. 
U.S.  Weather  Bureau. 
New  Jersev  Zinc  Co. 
U.  S.  Weather  Bureau. 
U.S.  Weather  Bureau. 
PhUa. -Suburban  Water  (^o. 
Earl  E.  Rarick. 
John  E.  Benner. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Dr.  Merle  V.  Hoover 
Penna.  State  College, 
Metropolitan  Edison  Co. 
James  E.  Swartz. 
Mrs.M.  Ordelia  Parks. 
M.S.  Bliss. 
Clvde  T.  Savior. 
U.S.  Weather  Bureau. 
U.  ^.  Weather  Bureau. 
Gordon  E.  Lower. 
York  Water  Co. 


U.  S.  Weather  Bureau. 

City  Water  Dept. 

Civil  Aeronautics  Authority 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

Geo.  R.  MuMerick. 

Potter  Enterprise. 

Miss  N.  Dixie  Wineman. 

Penna  Turnpike  Comm. 

Donora  Zinc  Works. 

.Tohn  L.  McGough. 

Sharon  Steel  Corporation 

U.S.  Engineers. 

William  K.  Fuller 

Westmoreland  Water  Co. 

Clymer  Water  Service  Co. 

Pa.  Dept.  Forests  it  Waters. 

Johnstown  Tribune  Pub.  Co 

Spring  \\  ater  Co. 

City  of  Meadville. 

Pefrv  P.  Campbell. 

Newcastle  Water  Co. 

U.  S.  Weather  Bureau. 

U.S.  Engineers. 

West  Penn  Power  Co. 

D.  L.  Grove. 

Allen  E.  Yoder. 

U.S.  Engineers. 

U.  S.  Weather  Bureau 

William  W.  Marsteller. 

Carnegie-Illinois  Steel  Corp . 

Merrell  L.  Jordan. 

Thomas  S  Knox. 


Albion  High  School 
U.  S.  Weather  Bureau. 


J 
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CLIMATOI^OGICAL  DATA:    PENNSYLVANIA  SECTION 


Dally  PreoipitatioD  for  April  1947 


21 


stations 


Counties 


Day  of  month 


ATLANTIC 

DRAINAGE 
DHauare  Basin 

I'prKi;  Delaware 

DiUfrmaus  Forry^,  0.5E 

Equinunk'' 

Hawlev-'.O.oE... 
HoUisterville-.... 
Lakeville-',  IN... 

Mataiiioras^ 

Miliinville-   

Mount  i'ocono'.  2 

I'eoks  Toud- 

Pleasant  Mount'.'' 
Strouilsburjf .  2  E.  . 
Tanners  Falls'.''.  1 
Wind  i;ap'.-V3SW. 
Lehigh 

AllentounApt'.\9.4XE 

AUeutown- 

Bethlehem' 

Blakeslee  Comers' 

Gouldsboro^ 

Lansford- 

New  Tripoli 

Palmerton',  * 

Zion.'.ville,  1  SW.  . . 


N.. 

i  i  w 

'.SE 


8cHryLKii.L 


Conshohocken 

Frederick.-. ville2.  IS.  . 

(jiei.crertown^ 

Gratersford- 

PhoenixvilleS,  1.5  SE. 

Port  Clintoni! 

Potlstown^.  0.5S 

Pottsville'- 

Reading'.  * 

Strausstown  ^ 

Virginville'' 

Wernersville 


Lower  Delaware 

CoatesviHe'  

Doylestown, 

George  Schools  

Maple  (ilen' 

Marcu'  Hoo'^s. 

Philadelphia 
Southwest  Airport.  ' 

City  Otfice'.* 

Shawmont 

Quakertown.  0..'j  E 

We.-it  Che.-ter 

West  Grovel  1.5  SE... 

■^iiHquehrinna  Bnsin 
Chemitng 

Au.'^tinburgi,  *,  2  W , . . 

Covington^ 

Lawrenceyille 


North  Branch 

Berwick 

Canton^,  1  NW 

Danville'^ 

Freeland'i 

HopBnttom2.  2S 

Millville',''* 

Mcnioeton',  2S 

Moutrose^,  3  E 

Orwell"''.  3N 

Park  Place'.  INW 

PikesCreek.1.5 

Rush'^ 

Scranton',  * 

8us(juelianna2. ,  _ 

Towanda,  1  E 

Tunkhannoek  - 

VVilke,=-Barre',  3N  .... 

West  Bf.inch 

Bellefonte- 

Carrolltown2  

Carter  Camp2    

Cedar  Run2 

Clearfield^ 

Coalport^ 

CurwensvilleApt'  6N\V 

Driftwood',  5 

Du.shore',  ^ 

Eagles  Mere^ 

Emporiums,  i  e 

F-nglish  Center!,  ^ 

Galeton 


Pike 

Wayne 

Wayne 

Wayne 

Wayne 

Pike 

Wayne 

Monroe 

Pike 

Wsyne 

Monroe  

Wayne 

N'rthampton 


Lehigh  . . . 

Lehigh 

N'rthampton 
Monroe.  .. 

Wayne 

Carbon . . 

Lehigh 

Carbon. . ., 
Lehigh, . . . 


Montgomery 

Be.^ks 

Berks  

Montgomery 
Chester  ...... 

Schuylkill  ... 
Montgomery 
Schuylkill  ... 

Berks 

Berk.s 

Berks 

Berks 


Chester 

Bucks 

Bucks  

Montgomery. 
Delaware.. . . 


Philadelphia  T 
Philadelphia  x 
Philadelphia 
Bucks  . . . , 
Chester... 
Chester ... 


Tioga. 
Tioga 
Tioga. 


Columbia. 
Bradford . 
Montour. . 
Luzerne  . . 
Susquehanna 
Columbia, 
Bradford  . 
Susquehanna 
Bradford  . 
Schuylkill 
Luzerne.. . 
SuEonchanna 
Lackawanna 
Susquehanna 
Bradford  . 
Wyoming., 
Luzerne. . . 


Centre 

Cambria. . . . 

Potter,, 

Lycoming.,. 
Clearfield  .  . 
Clearfiold  .. 
Clearfield. .. 

Cameron 

Sullivan 

Sullivan.  . . . 

Cameron 

Lycoming. .. 
Potter 


9   10 


II   15 


17   18 


22 


28 


1.80 

L23 

1.59 

1  8 

1.8 

1.79 

1.53 

T 
1.14 

.04 


.101  .nv 

...  .30 
.  13]  .86 


,09 


T. 


.04 


.08 


19 


1.42 
.79 
.35 
.98 
.96 
.95 


1.22 

74 

1.70 


1.30 
..'59 
.16 
.50 
1.05 
1.04 
63 

Ml 
1.09 
1.32 
1.2 
2.35 
.62 
2.45 
.  1.20 
15  L 


T. 
.67 
T. 
.09 

1.49 

« 

.0',; 


.  u 


1  34 


.48 
.06 
.39 

.26 
.•29 

* 

.71 
.69 

1.81 
.23 
.79 
.71 

2.33 


03 

1.64 

86 

17 

1.70 

i;6'2 

1.29 

1.24 

.04 

.06 

.96 

.05 

1.30 

i.'se 

.04 


.05 
.  10 
1.15 
.82 
.51 
.18 
.09 
.07 

.70 
.36 
.03 


02 


.01 


T. 


.03 


T. 


T. 


.03 


.U 


.23 


.10 
.07 
10  .01 


.56 


.06 


.05 


.02 


,02 


15 

09 

1.12 


1.09 
.76 


.29 
1.06 


.16 


.39 


.25  . 
T.  .  52 
..35  .63 
.71 
.62  T 


.12 
.14 
.01  T 
T.  T 

.08  .10 


T. 


.07 


26 


26 


18 
1.48 
..57 
.12 
.38 
.50 
.60  .30  .... 


.02 


T. 


,50 


28 


29 


.  3ti 


30 


.05 


,26 


.09 


.63 

1.21 

.72 

.71 

1.06 


1.16 

.70 
.45 

.58 
.02  .  92  . 


.02 

T 

.03 

.07 

.03 

.03 
.96 
.02 
.59 
.02 
.99 
1.69 


1.64 
01 

1.44 
.98 
.02 
T 

L.56 

1.51 


04 
,04 
02 

T 

1.10 
.01 
.03 

1.17 


.06 


.10 


.02 

3  29 
3.33 
.04 
.05 
.01 
T. 


.02 
.84 
.06 
.05 

I'o: 


6.53 
4.59 
6.07 
6.69 
6. '27 

5.  .56 
5.41 

6.  .51 
6.30 
6.56 
4.62 
6.72 
5.45 


5.35 
3.41 
4.85 
5.70 
5.73 
4.65 
5.49 
4.44 
3.95 


3.22 
3.58 
3.49 

3.  ,39 
2,49 
4.29 
3.21 
4.28 

4.  «2 
3.91  ' 
3.  .55 
4.71 


2.65 
3.23 
3.63 
3.  33 
3. '27 


6.68 
6.76 
3.50 
.i81 
•2.69 
2.70 


3.90 

3.98 
4  89 


4.93 
5.  U 

3.97 
$4.67 
5.78 
U.46 
.5.61 
5.^27 
5,00 
4.93 
5.09 
4.85 
6.64 
4.52 
5.46 
5.75 
56.14 


2.80 
3.01 
4.57 
4.06 
3.92 
$5 
4.46 
.3.87 
4.96 
4.07 
4.78 
3.97 
6.38 


Continued  on  page  28, 
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CLJMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION, 


April  1947 


Daily  Precipitation  for  April  1947-Continued  from  page  27. 


Stations 


Counties 


Day  of  month 


12       3       4       5       6       7 


9     10     11      12     13     14     15     16     17     18     19     20     21     22     23     24     25     26     27     28     29     30     31 


West  Bkanch 
(continued) 

Karthaus^ 

Lock  Haven- 

Medix  Run',  6 

Philipsburg' ,  ".7  E 

Renovo- ••• 

State  College',  •\... 
Tamaracks,  2  S... 

Trout  Run 

Tyrone  ',*.  4  NE.. 

Wellsboro2 

Williamsport  Apt. '-41- 

Williamsport^ 

Williamsport2,  1  S£.  . 

Jdniata 

Altoona,  4.5  W.... 

Breezewood',  0.5  E 

BulialoMills^. 

Burnt  Cabins',  2  NE... 
East\VaterfordS,3E... 

Everett'^  0.5  S\V 

Huntingdon-' 

LeTvi^town^.  1  W 

Mapleton  Depot^ 

Martint.burg',8. 
McCouuellstow  n2.4N  W 
Nells  Mills'.".  3.5  NE.. 

New  Bluomtield 

Newport- 

SaxtonS,  1  W 

Shade  Gap',  s.  0.6 SW.. 

LwR  Susquehanna 

Arendt.=ville2 

Beavertown  - 

Bloserville,  1-5  N 

Carlisle 

Columbia. 

Dauphin2,3N 

Ephrata 

Glen  Rock'.o 

Gordon •  •  • 

Urautvllle,  2  SW 

Hanover^ :,  ■;•„••,;, 

HarrifburgApt'.'',3.5b 

Holtwood^ 

Huntsdale''.....--- 
Kirk\vood',M8W.. 

Lancaster 

Lebanon'^ 


Middletown'.l.SW.... 
Millersburg',".  2K  .   .. 

Milroy^.  -  • 

Newbnrg'.3.5NW 

New  Park..., .••.•■  •••• 
Pine  Grove'',  1.5  NE. .. 

Selinsgrove 

Shamokin^ 

Shippensburg 

Sunbury2 

Wellsville  . 

Williamptown^ 

York.3SW 

York  Haven2      

Potomac  Bagin 
Chambe^sburg^  1  SW, 

Gettysburg 

Hewitt.  2SW 

Hyndman- 

McConnellsburg2 

Mercersburg^ ■  .-■ 

South  Mt.  San't'mS  . . 
GULF   DRAINAGE 

Ohio  Basiv 
Allegheny 

Acnietonia2 

Aliens  Mills'.  '• 

Blairsville',  6  NE 

Boswell^6NW 

Bradford,!  W 

Brook  ville',  1.5  SW.  .. 

Buckstown'.  * 

Clarion2,3SW 

Corry 

Coudersport 

Coudersport.  7.5  E.  . . . 

Derry 

Donegal' 

Dunlo'.  5,0.5 SW 

Ebensburg^ 

FordCity^4S 

Pranklin2 

GlenHazel2,  INE.  ... 

Home'.  * 

Indiana 

Johnstown', 0.5W.... 


Clearfield.. 

Clinton 

Elk 

Centre 

Clinton 

Centre 

Clinton 

Lycoming. 

Blair 

Tioga 

Lycoming. 
Lycoming. 
Lycoming  . 


Blair 

Bedford 

Bedford 

Fulton 

Juniata 

Bedford  .... 
Huntingdon 

Miffliu 

Huntingdon 

Blair 

Huntingdon 
Huntingdon  . 

Perry 

Perry 

Bedford 

Huntingdon 


Adams 

Snyder 

Cumberland. 
Cumberland 
Lancaster.. . . 

Dauphin 

Lancaster.. . . 

York, 

Schuylkill  ... 

Dauphin 

York 

Dauphin 

Lancaster.. . . 
Cumberland. 
Lancaster..  . . 
Lancaster, . . . 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

Cumberland . 

York 

Schuylkill. .. 

Snyder 

N'umberland 
Cumberland. 
N'umberland 

York 

Dauphin.  . 

York 

York 


Franklin.. 
Adams,. .. 
Bedford.. 
Bedford  . . 

Fulton 

Franklin.. 
Franklin.. 


.\llegheny,.., 

Jefferson 

Indiana  .  — 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Erie 

Potter 

Potter 

W'moreland. 
W'moreland 
Cambria. ..  . 
Cambria.  . . . 
Armstrong.. 
Venango — 

Elk 

Indiana 

Indiana 

Cambria 


08 


.48 


.39 


.27 


.33   T. 

, 26  . . . 


^.01 
T 


.01 


.69 


.02 


1.79 
T 
.60 
.61 


.03 


.30  .05 
.20  .14 
.30    .20 


.03 


07 
69 
01 
07 
2.48 


.01 


.06 


.02 


.03 

.46 

2.36 

1.60 

2.52 

.02 

T 

.05 

.03 

.14 

.74 


.06 


T. 


.03 


.01 


T. 


.02 


,02 


T. 


.02 


.06 


.40 


.04 


T. 


.09 


T. 


.02 


.02 


.36  .39 
.20  .32 
.33 


.57 
.20 
.10 
.,56 
.20 
.  11 
.42 
.14 
.12 
.28 
.25 
1.04 
.73 
.20 
.18 
.53 


.37 
.4i 

1.20 
.81 
.80 
.19 
.91 
.65 
.65 

1.  15 
.  14 
.41 
06 
.■28 


18 
23    .03 


T. 


.69 
.15 
.77 
.41 
.83 
1.03 
83 
.17 
.76 

'59 

1 

80 
,16 
.53 
,23 


,09 


.35 


,43 


,89 


,62 


.02    .22 
.97    .02 


.49 
.34 
1.35 
.38 
.96 
.32 
.70 
.08 
.32 
.22 
.96 


T. 


.29 


,06 


.05 


.03 


.29 


.  1 
.66 

.87 
.24 
.23 
.28 
.24 
.44 
.22 
,39 
1,30 
1.00 
40 
50 


19 
.52 
.68 
.56 
.48 
.43 
.54 
.32 
.63 
.54 
.14 
.45 
T 
.19 
.33 
.3 
.03 
.55 

1.10 
.35 
.64 

1  12 
.13 
.92 
.72 
.48 
.15 
.51 
.5' 


.07 


T, 
.31 
.01    .17 
.05   .03 

.78 


.20 


,40 


.50 


.38 


.33 


.02 


.  11 
.02 
.62 

1.  22 
.01 
.85 
.04 
.68 

1.03 
02 
.68 

.03 


.20 


.15 
1.01 
1.72 

.55 
,35 


.50 


.71 
.08 
.41 
.59 
.48 
1.91 
1.40 
.53 
.42 
.25 
.04 


1.49 
1.55 

.56 


1.06 
.05 


.05 


.02 


.02 


.02 


.03 


.32 
.04 

.02 
1.30 
1,04 

.54 


.40 


.01 


.03 


42 
1.28 


81 

1.14 

.75 

.63 

.'95 

.03 
1.50 

r 

.02 
1.06 

.85 
T 
1.28 


.03 
.74 
T. 
1.40 


1.69 
T 


.23 
.03 
.15 
1.00 
.73 
.40 
.34 


.09 


Continued  on  page  29. 
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'29 


Daily  Precipitation  for  April  1947-CoDtlnued  from  page  28. 

Counties 

Day  of  month 

stations 

1 

2       3 

4 

5 

6 

7 

a 

9 

10 

U 

12 

13 

14 

16 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

80 

81 

0 

All.KUHKNY 

(anitlnued) 

McKoan 

W'moreland. 
W'moreland. 

Forest 

Crawford 

Armstrong.. . 
.Vrmstrong.. . 
Allegheny   . . 

McKeau 

Jefferson 

Arm.strong... 

Klk 

Indiana 

W'moreland. 

Warren 

McKeau 

Indiana 

Forest 

Crawford. . . . 

Erie 

W'moreland. 

Warreu 

Warren 

Somerset 

Fayette 

Washington.. 

(-irteue 

W'niorelaud. 
W'moreland. 

T 
•1' 
T. 

'i'.' 

.05 
.06 

.09 

T. 

T. 
T. 

.89 

,47 
.31 

.84 
.41 

.:!1 

.14 
.."5 
.  IK 
.'26 
.■26 
.11 
.  2.-. 
.01 
.39 
.3-2 
.89 
.40 
.38 
.34 
.46 
.32 
.'29 

.06 
.22 
.24 
.01 
.20 
.31 
.01 
.32 
.34 
.14 
.22 
55 

'!02 

.04 
■1'. 
T. 
.26 
.15 
14 
.08 
.'23 
.47 

AH 

.01 

.16 
.15 

.02 
.21 
.04 
.03 
.  18 
.02 
.01 
.23 

.04 
.05 
T. 

.04 

'.'21 
.10 

.01 

.'20 
.05 

.'ill 
'iV 

T, 

T.- 

.01 
.02 

1.58 
.03 

r. 

1.04 
.78 
.46 
53 

r. 

.66 

.69 

.56 

.46 

.02 

.01 

1.83 

2.  60 

.13 

1.  19 

1.  12 
L65 

,04 
.43 

2.  27 

T. 

.01 
.03 
.01 

.10 
.08 
T. 
.05 

v. 

.04 
.30 
.02 

.08 

.'io 

.05 
1.85 
.17 
.21 
.61 
T. 
.12 
.03 

.06 
.06 

■'63 

1.'20 
.02 

.04 

'.'li 
.03 
.17 
.02 
.01 

';o3 

.14 

T. 

T. 

.07 

.02 
T. 

T. 
.02 

tv 

.03 

T. 
T 

.61 

.01 
'.'67 

T. 

.04 

.05 
T. 

T. 

.03 
.05 

'.'19 
.10 
.08 

.04 
.03 
.02 
.08 

■r. 

.02 
.01 

■.'63 
.04 
.10 
.27 
.12 
.04 
T. 
.05 

.02 

.02 

T. 

.05 

.05 

".OX 

".m 

.05 
T. 
.10 
.06 
9S 

.... 

T.' 

.01 
T. 

'.'6'2 

.02 
T. 

.13 

T. 

.72 
.35 
.30 
..59 
.90 
31 

T. 

T. 
.02 

.06 

.19 

.12 

T. 

.33 

.12 

.23 

.26 

.31 

.24 

.04 

'.'i? 

T 

.02 

.34 
.02 

.18 
.33 
.01 
.'25 

'f.' 
.19 

'.'6i 

.17 

T. 

.02 

.17 
T. 

'.'■26 
.04 
.04 
.06 
T. 
.09 
.05 
.05 
.12 

r. 

.io 

.15 

'.'ii 
.10 

.26 
.40 

.15 

.30 

T. 

't'.' 

T. 

■r'. 

T. 
T. 

T. 

.04 
.06 
T. 

.12 
.02 

• 

03 
T. 
.07 
T. 
.02 

06 
T. 

'.'63 
.04 
.02 
.01 

'.'63 
.03 
.02 
.01 

T. 

T.' 



.... 

■'r'.' 

.92 

'.'■75 
.'21 

.30 
.01 
.35 
.15 
.  11 
.54 
T. 

'.'84 
.94 
.03 
.39 
.60 

1.07 
.03 
.32 

1.20 

T. 

.02 
.02 

'.'6i 

.'62 

.02 
T. 

.04 
.08 
.04 
.03 
.60 
.22 
.45 
.11 
.68 
.09 
.11 
.37 
.07 
.11 
.03 
.07 
.'20 
.46 
.39 
.04 
.15 
.45 
.05 

.03 
.05 
.07 
.01 
.06 
.08 

.09 
.09 
.03 
.10 

.03 

'.'69 
.06 
.05 

'>27 
.20 

'.'ii 
't.' 

.80 

1.19 
.'20 

1.06 
.20 
.32 
.20 

1.26 
.03 
.15 
.22 
.06 
.28 
.■28 
.61 
.59 

1.67 
.26 
.49 
.48 

1.30 
.13 
..56 

.53 
.49 
1.54 
.56 
1.76 
1.45 
.54 
1.50 
1.-22 
..S3 
.87 
.94 
1.23 
.95 

.13 
.18 
.37 
.58 
.46 
.59 
.72 
.31 

.37 
.'28 
.■22 
1.'24 

t. 

1.79 
.03 
.45 

• 

.73 

'.'83 
1.30 
1.22 
1.10 
1.34 
1.66 
.12 
.16 

'.'69 
.24 

".32 

.37 

.68 

'.'57 
.05 
.17 

.48 
.03 

'.'60 
.06 

.02 
.07 

. .. 

.74 
.60 

^08 
.54 

'.'46 

.96 
.77 
.76 

.25 
.'46 

.27 
.18 
.16 
.15 

".in 

T. 

'.'08 
T. 

.'34 

.19 

.15 

T. 

.'28 

.27 

T. 

.28 

.12 

'.'ii 

.09 

1' 

.'ii 

1.09 
.14 

'  .'22 
.10 

'.'ie 

.07 

.■22 
'.'62 
'.'io 
'.'03 
.'65 

.04 

.12 
.12 

.05 

T. 
T. 

'.'63 

';64 

'^04 
'.06 

■r'. 

.30 
.41 
.30 
.•23 
.02 
.04 
.03 
.17 
.09 

.'63 
.02 
T 

'.■50 
.29 
.1;; 
.06 
.12 
.06 
.30 
.05 
.10 

•r. 
'.'29 

.04 
.19 
.01 

5  41 

Kanoi.  IN  

Kregnr',  4.6  St. 

Lvcippus.  1.5  K 

Marieuvine','' 

Meadvllle'':.  IS 

.04 
.15 
T. 

.03 
.08 
.08 
.05 
.02 

.'62 

.'62 

'[ 
T. 

'.'64 



.... 

T. 
T. 

f.' 
".07 

3.00 
3.49 
4.75 
4.24 
3.27 

Mosgrove- ■ 

Parkers  Landing- 

Pit.t,>;burghCtyOfl,-\.. 

Port  Allegany''^ 

Punxsutawuey* 

Putneyville'-.  'J.5SF... 

Ridgw"ay- 

Saltsburg2 

Seward'- 

Sheffield'.*.  fiW 

Smelliport'. •'.  I  SW  ... 

Strongstownl.  ^ 

TiouBsta-,  L.'SSK 

57 

3.48 

T. 
T. 

T. 

'■r'.' 

.03 

T. 

.03 

.01 

'.'67 
.11 

'.'io 

.'61 
■r  ■ 

■1 
.06 

'i' 

.02 
T. 

;o3 

.06 

'i' 

.06 

.'63 

.04 
.04 
.01 

'.'(ii 

T. 

.10 

.01 
.01 

'.'03 



. . . . 

r. 

.'62 

.26 

.03 

.24 

.21 

.18 

.19 

.07 

.95 

.78 

.52 

.70 

1.32 

1.06 

• 

.49 
1.28 

T. 

.06 
.40 

'.'57 
.40 
.02 
.'29 
.41 
.16 
.47 
.34 
.30 
.35 

.34 

.62 
1.21 
1.21 

.81 
L51 
L29 

.75 

.  12 
.37 
.45 
.28 

.14 
1  12 
.83 

2.43 

5.78 
3.57 
3.61 
4.20 
2.78 
3.20 
6.33 
6.61 
3.42 
4.86 
5.70 

UuioaCity'.  5 

6.13 
2.83 

4.30 

Voungsv'ille^.  ** 

7.03 

MoNONtJAHKLA 
Coutiueace2.1.5NW... 
Connell^ville- 

1..54 
2.21 

2.90 

Greensboro'"! 

Greensburg,  2S 

1.86 

.01 

3. '24 

2.56 

Meyersdale- 

MurrysvlUe//'.* 

Pittsburgh  Arpt.//  ',5.. 
Rices  Landing'^ 

L66 

W'morelaud. 
Allegheny . . . 

T. 

■v. 

'!6i 

T. 

'.'65 

T. 

.08 
.11 
.03 
.08 
.11 
.11 
.16 

.33 

.38 
1.25 
.16 
.77 
.04 
.07 
.75 

.05 
.09 
.32 
.10 

.'29 
.04 
.15 

'.'65 

.03 
.02 

.05 
.06 

.11 

.20 
.12 
.12 

'.'I8 

'.'is 

.18 

"is 
'[26 

.29 

!08 
T. 

.12 
.13 
.18 

'.'l4 

.'36 

.14 
.07 
.10 

.55 

'ioi 

'.'61 
'.'06 

.06 

'.'62 

.03 

.'24 
.23 
.06 
.38 
.60 
.31 
.23 

.05 
.09 

'.'06 
.01 
.  10 
.10 
.02 

.03 
.10 
.08 
.28 

.06 
.75 
.'20 

2.67 
2.51 
2.10 

Somerset 

.01 
.03 

2.21 

Spriugsii.  1  dW 

.'05 

T. 

.03 
.02 

'.'is 

2.99 

Favette 

.2» 
.35 

.  10 
.24 

.78 
.48 
.49 

.:» 

.13 
.61 

.31 
.35 

.20 
.32 

.49 
.39 

.50 

T. 

2.65 

Greene 

Beaver 

2.39 

Beavek 
Beaver  Falls^ 

.05 
.02 

i'. 

.03 

.08 

.04 
.04 

''b:i 

.  11 
.08 

.11 

.26 

.48 
.85 
1.03 
.54 
.76 
.85 

'.04 
.07 
.04 

1.98 
2.95 
2.13 

.05 

'."is 

.03 
.10 
.05 
.05 
.10 

.04 
.12 
.15 
.10 

.02 
.01 

".i}9 

'.'63 
.02 

T. 

T. 

!oi 

.06 

T. 

T. 

.03 

.02 
.03 

.09 
.14 

'.'ig 

.16 

.11 

.18 
.17 

.14 

".n 

.19 
.10 
.08 

T. 

f.' 

.08 

•r'.' 
'i''.' 

T. 

r 

.0.3 

.08 
.10 

'.'is 

.... 

.'24 

'.'62 
.13 
T. 
.04 
.09 

.13 
0'3 

r. 

';i3 

.06 

.06 

.05 

T. 

.05 

T. 

'63 
T. 
.20 
.07 

.06 

.'98 
.29 
.75 
.66 
.26 

2.41 

Butler 

Butler..  

2.96 

Farrel!2 

4.76 

Mercer 

Mercer 

Mercer 

Lawrence 

Crawford     . . 

Washington  . 
Allegheny  .. . 
Beaver 

.03 

.'ii 

T. 

.32 

';25 

.19 

5.40 

.laniestown-'.  2NW 

Mercer  Arpt. '. '2.6  NE.. 

Newcastle',  1.5  N 

i'eunline.  2,  l  S 

Ohio 

.02 

.14 
.04 
.01 

5.12 
5.00 

1.58 
4.90 

2.59 

Coraopolls''^,  IE 

';o3 

.02 
.02 

.18 

2.32 

.17 

.24 

T. 

.07 

.02 

.02 

1.10 

1.84 

.80 

2.75 

Washington', ' 

Washington  . 
Erie 

2.55 

LAKE   DRAINAGE 
Albion- 

.02 

■  .'ie 

.23 

5.53 

Krie',  ^ 

Erie 

.04 

.07 

.16 
.10 

.'26 
.15 

T. 
.05 

T. 

'ios 

.34 

.08 

.30 
.34 

8.88 

Potter 

.... 

6.49 

[See  page  32  for  explanation  of  reference  marks.] 


Daily  Bvaporation( inches)  and  Wind  Movement  (miles) 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Total 

(  Evaporation. . . . 

.234 

88 

.150 

38 

.080 
1'22 

.033 
15 

.062 
11 

.153 

55 

.164 
57 

.152 

.  r20 

109 

.'217 
127 

.175 
81 

.157 
138 

.  1'22 
169 

.161 

63 

.046 
49 

.066 

74 

.032 
44 

.237 
87 

.088 
82 

.017 
51 

.000 
72 

.034 

58 

.040 
91 

.417 
47 

.012 
79 

.124 
70 

.154 

72 

.012 

56 

.084 
76 

.  193  .  062 
49     67 

.190.060 
47     40 

.169.153 
116   1'25 

.218'. 114 
95     45 

.009 
99 

.088 
73 

.013 
35 

.088 
33 

.056 

.192 
94 

.  162 
106 

.219 
185 

.186 
148 

.224 

.107 
114 

.  104 
93 

.333 
•241 

.064 
62 

.088 
115 

.211 
42 

.135 
33 

.036 
82 

.116 
46 

.204 
79 

.156 
46 

.133 
.58 

.754 
•222 

.152 
91 

.158 
8 

II 

CouHuence^,  1  SW . 

1  Wind  movement 

100      65 
085 .  087 

" 

Ford  City-,  4S 

\  Wind  movement 

V^5 

100 

$$ 

.037 
86 

.036 
58 

.088 
123 

.090 
29 

§« 

Hawley-,  IS 

\  Wind  movement 

,  1  Evaporation 

\  Wind  movement 

55 

Jamestown2..2NW 

008 
109 

.160 
12 

.116 
44 

.162 
75 

.044 

W 

Neffs Mills-, 3.5  NE 

'  Wind  movement 

5$ 

Italics  mean  minus  quantity. 


[See  page  32  for  explanation  of  other  references.] 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


April  1947 


Daily  Temperatures  for  April  1847 


Stations 


10 


16  16  17 


18  19 


20  21  22 


23  24  26  26  27 


28  29  30 


Albion  / /  Maximum.. 

\  Minimum. . 
.Vllentown  Arpt.'  ,M  NE  /  Maximum.. 

I  Minimum.. 
AUentown / )  Maximum.. 

\  Minimum.. 
Altoona-4.6  W /  Maximum. 

\  Minimum.. 
Arendtsville/ /  Maximiuu. 

\  Minimum. 
Beavertown/ '  Maximum. 

I  .Miuinnnn.. 
Berwiclc /  Maximum. 

\  Minimum.. 
Bethlehem  1 )  Maximum.. 

V  Minimum.. 

Blairsvillei-6  NE J  Maximum. 

I  Minimiun.. 
Bradford-4  W )  Maximum. 

\  Minimum.. 
Burnt  Cabins'-2  NE  , . . .  /  Maximum.. 

\  Minimum.. 
Butler (Maximum.. 

\  Minimum.. 
Camon/-l  NW /  Maximum. 

\  Mimmum.. 

CarU.<;le /  Maximum.. 

\  Minimum.. 
ChambersburgS-l  SW.  . .  /  Maximum.. 

\  Minimum.. 
ClarionMSW I  Maximum.. 

\  Minimujn.. 

Claysville/ |  Maximum.. 

■'  \  Mimmum.. 

Coalport/ (Maximum.. 

\  Minimum.. 

Coatesville/ /  Ma.'cimum.. 

\  Minimum.. 

Columbia )  Maximum.. 

\  Minimum.. 

qqtty  (Maximum.. 

\  Minimum.. 

Coudersport J  Maxi mum .. 

\  Minimum. . 
Curwensville'-6  N  W  . . . .  /  Maximum.. 

\  Minimum.. 

Dgrry (  Maximum.. 

\  Minimum.. 

Donegal' '  Maximum.. 

\  Minimum .. 
Donorai (  Maximum.. 

\  Minimum.. 
Eagles  Mere/ .     '  .Maximum.. 

\  Minimum.. 
East  Water{ord«-3  E  ....  1  Maximum.. 

\  Minimum,. 
Ebensburg/ )  Maximum.. 

V  Minimum.. 
Emporium  /-IE /  Maximum.. 

\  .Minimum.. 

Ephrata '  Maximum.. 

>  Minimum  .. 

Erie' /  Maximum.. 

\  Minimum.. 

Everetti-0.5  8W /  Maximum. 

\  Minimum.. 
Parrell '  Maximum . 

'y  Minimum.. 
Ford  City  /-4  S I  Maximum. 

\  Minimum. 
Franklin / )  Maximum . 

\  Minimum .. 
Fredericksville-l  S (  Maximum. 

\  Minimum.. 
Kreeland /  Maximum. 

1  Minimum.. 
George  School" /  Maximum. 

\  Minimum.. 
Gettysburg /  Maximum . 

\  Minimum.. 

Gordon /  .Maximum. 

\  Minimum.. 
Greensburg-2  S )  Ma  Kiraum . 

\  Minimum.. 
Hanover/ /  Maximum. 

V  Minimum.. 
HarrisburgArpt.  1-3.&S.  /  Maximum. 

\  Minimum .. 
Hawley-0,5  E (  Maximum. 

^  Minjmuro.. 
Hewitt-2  SW /  Maximum . 

\  Minimum.. 
Holtwoodl /  Maximum . 

\  Minimum.. 
Huntingdon /  Maximum. 

\  Minimum.. 


54 
31 
55 
31 
56 
31 
49 
31 
52 
28 
5$ 
29 
56 
30 
56 
34 

50 
36 
48 
21 
52 
24 
61 
31 
48 
24 
52 
27 
50 
29 
63 
26 

66 
33 
59 
26 
56 
26 
58 
30 
51 
29 
46 
25 
45 
29 
53 
41 

48 
34 
78 
38 
48 
28 
45 
33 
63 
32 
54 
22 
57 
35 
55 
30 

51 
18 
64 
35 
53 
28 
53 
31 
54 
26 
50 
30 
55 
28 
52 
31 

53 
24 
55 
28 
53 
35 
54 
32 
54 
351  21 


59 
26 
52 
41 
53 
41 
68 
46 
62  51 
—  41 


58     62 
4.5      43 


72 

.50 

40 

39 

7f 

49 

41 

46 

79 

50 

42 

39 

78 

50 

40 

43 

70 

44 

39 

39 

72 

67 

44 

4(1 

72 

48 

41 

40 

66 

44 

4.-. 

33 

74 

53 

48 

30 

74 

52 

40 

38 

80 

.55 

47 

41 

60 

47 

39 

37 

77 

T> 

44 

43 

76 

58 

37 

41 

75 

56 

42 

33 

66 

43 

52 

42 

68 

42 

42 

40 

73 

40 

40 

46 

79 

71 

44 

43 

72 

50 

42 

38 

67 

.52 

46 

30 

63 

43 

40 

32 

74 

4,^ 

47 

37 

66 

44 

44 

32 

69 

55 

45 

44 

60 

3S 

28 

37 

69 

61 

43 

36 

64 

41 

49 

38 

68 

45 

40 

33 

78 

71 

42 

43 

69 

46 

40 

37 

74 

63 

38 

38 

78 

.50 

46 

.39 

68 

48 

51 

41 

66 

43 

49 

41 

72 

70 

38 

42 

68 

55 

28 

34 

70 

66 

38 

44 

79 

75 

45 

45 

71 

64 

42 

40 

78 

48 

47 

41 

77 

50 

44 

45 

76 

65 

45 

43 

72 

50 

41 

35 

46 

45 

75 

65 

46 

45 

72 

52 

50 

38 

Continued  on  page  31. 


April   194'; 


CMMATOIAXJJCAL  DATA:    I'KNNSVIA  A  Nl  A  SECTION 


HI 


Daily  Temperatures  for  April  1947— Continued  frotn  page  HO. 


Stations 


Indiana  2.6  8E 

Irwin  

Jamestown/  '2  NW. 

Johnstown/ 

Kane'l  N 

LauoHster 

Lawivnoi'Vilte   .... 
Lebanon  ■ 


Lewistowny-J  SW .  . . 

Lock  HavenS 

Marcus  Hook/ 

Martinsburg'." 

Meadville/lS 

Mercer'-2.5  NE.  ... 
Mirtdletown'-l.SW. 
Midlaiid*^ 

Montrose /-3  E 

.Mt.  Pocouo'-2  N.  ... 

New  Bloomfield  ... 
Newburg'-3,5N\V..  . 
New  Ca?tleS-1.5  N... 

Palmertonl 

Park  P!ace'-1NW.. 
Phila.   Arpt.l-7S\V. 


Plii!a'l.'iphiaC.O.i. 
I'hila.  ."^hawmont . . 
Philip,iburg'-7  E  .  . . 
Phoenixville-l.SSE 
Pittsburgh  Arpt.l- 
Pittsburgh  City  Offic 

Port  Clinton/ 

Putney vlllf'/-2..'5  SE. 

Quakertown-0..5  E  . . 


.  (  Maximum.. 

\  Mini  mum .. 
.  <  .Maximum. 

\  Minimum .. 
.  (  .Maximum.. 

I  Minimum .. 
.  I  Maximum.. 

\  Minimum .. 
.  /  Maximum.. 

\  Miniiuum.. 
.  /  MiVNimuin. 

\  Mininuiiii .. 
,  I  Maximum.. 

\  Minimum.. 
.  (  Maximum.. 

\  Minimum.. 

.  (  Maximum. 

\  Minimum. 
.  (  Maximum. 

\  Minimum. 
.  /  Maximum. 

I  Minimum .. 
.  /  Maximum. 

\  Minimum. 
.  (  Maximum. 

\  Minimum.. 
.  )  Maximum. 

\  Minimum .. 
.  /  M!>>;iilHnT>. 

\  Minimimi  . 
.  (  Maximum. 

\  Minimum.. 

.  /  Maximum. 

\  .Minimum..! 
.  (  Maximum.. I 

I  Minimum.. 
.  (  Maximum  . 

V Minimum. .' 
.  )  IMaxlmum . 

\  Minimum..! 
.  /  Maximum.. I 

'\  Minimum ..[ 
,  )  Maximum. 

>  Minimum.. 
.  /  Maximum . 

\  Minimum., 
.  (  Maximum. 

\  Minimum.. 


f  Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum. 
/  .Maximum. 
^  .Minimum. 
I  Maximum. 
^  .Minimum.. 
SSE  /  Maximum. 
I  Minimum. 
)  Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum. 
/  Maximum. 
I  Minimum. 


62  57 

28  43 

fi2i  62 

31|  46 

52'  64 

23  38 


/  Maximum.. 

>  Minimum .. 
Readingl (  Maximum.. 

\  Minimum.. 
Ridgway  / /  Maximum 


\  Minimum.. 


■Scranton' /  Maximum . 

\  Minimum.. 
Selinsgrove /  Maximum.. 

\  Minimum  .. 
Shippensburg (  Maximum.. 

\  Minimum.. 
Somerset /  Maximum.. 

I  Minimum.. 
Springs6-1  S\V (  Maximum.. 

\  Minimum.. 

State  College' »  Maximum.. 

\  Minimum., 
aximum.. 

,  ^.iinlmum.. 
Tamarack  /-2  S /  Maximum.. 

\  Minimum.. 
Tionesta/-1.5SE I  Maximum. 

\  Minimum.. 
Titu.<ville-2S. /  Maximum.. 

\  Minimum.. 
Towanda-1  £ /  Maximum.. 

I  Minimum.. 
Tunkhannock/ i  Maximum . 

\  Minimum .. 
Uniontowu ...'. s  Maximum.. 

'  Minimum., 


I  anniD 

Stroudsburg-2  E (  Maxir 

\  Minln 


9     10 


11      12     18     14      16     16     17 


80     68 
55      49 


18 


19     20 


62 

71 

3S 

46 

(,i 

62 

47 

44 

5f 

48 

35 

35 

68 

80 

45 

45 

54 

43 

31 

35 

73 

68 

38 

40 

61 

44 

33 

33 

65 

61 

43 

44 

fi4 

65 

37 

41 

m 

57 

38 

39 

SI 

63 

47 

44 

65 

72 

42 

36 

52 

45 

36 

35 

46 

49 

38 

41 

65 

66 

40 

41 

55 

58 

44 

45 

46 

38 

32 

32 

52 

37 

33 

32 

66 

64 

37 

37 

66 

60 

32 

28 

62 

52 

38 

42 

57 

53 

39 

39 

51 

48 

37 

34 

75 

62 

18 

42 

75 

60 

49 

42 

70 

60 

45 

49 

54 

60 

39 

36 

80 

70 

37 

46 

.59 

72 

48 

48 

60 

m 

.50 

49 

60 

55 

38 

42 

51 

61 

34 

34 

65 

56 

36 

41 

67 

60 

.50 

42 

49 

52 

50 

42 

38 

37 

61 

60 

35 

38 

74 

68 

49 

40 

69 

78 

37 

42 

61 

78 

35 

35 

.53 

62 

41 

38 

62 

55 

34 

42 

43 

43 

32 

33 

50 

47 

35 

36 

52 

50 

32 

39 

51 

43 

34 

36 

53 

43 

33 

36 

75 

84 

40 

50 

22     28 


26 


26 


27 


28 


29     80 


52      73 


Mean 


65.1 
87.8 
66.3 
40.0 
59.5 
33.9 
65.0 
40.4 
56.6 
30.2 
66.4 
39.2 
58.4 
35.5 
61.6 
39  2 

63.4 
36.6 
63.3 
38.6 
64.8 
43.7 
61.3 
.37.3 
56.9 
34.7 
.57.2 
34.9 
62.2 
41.4 
62.6 
38.8 

53.2 
31.6 
53.4 
.32.  0 
63.6 
37.7 
55.4 
32.0 
61.4 
36.6 
.58,8 
37.0 
.54.8 
34.  3 
63.4 
42.0 

63.2 
44.1 
66.7 
43.3 
.56.8 
32.5 
68.1 
41.8 
63.6 
40.3 
64.4 
4.!.  6 
.58.8 
36.4 
60.4 
32.1 

62.7 
37.4 
,62.6 
42.  3 
59.8 

n 

57.1 
38.1 
63.4 
.39.3 
65.4 
39.7 
6:i.  2 
35.5 
60.3 
$35.0 

60.0 
38.5 
64.1 
37.6 
.55.0 
30.7 
60,0 
33.4 
58.7 
34.5 
57.6 
35.7 
$57.6 
$35.0 
68.6 
43.2 


Continued  on  page  32. 
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Daily  Temperatures  for  April  1 947— Continued  from  pagre  31 . 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30     31 

Mean 

Vandergrifti 

/Maximum.. 

\  Minimum.. 

56 

60 

57 

58 

81 

75 

60 

59 

63 

70 

77 

69 

66 

64 

68 

58 

45 

62 

54 

62 

45 

63 

82 

64 

46 

,58 

52 

55 

67 

60 

61.5 

3S 

34 

37 

33 

52 

63 

38 

25 

42 

29 

68 

37 

34 

46 

33 

40 

3H 

39 

46 

4b 

42 

39 

45 

46 

36 

34 

36 

24 

35 

35 

38.8 

Warren 

/  Maximum.. 

59 

67 

by- 

64 

60 

70 

69 

67 

56 

67 

78 

70 

53 

72 

62 

56 

61 

66 

55 

47 

42 

64 

78 

70 

47 

60 

56 

54 

75 

72 

60.3 

\  Minimum.. 

38 

39 

28 

29 

Si 

36 

31 

23 

36 

27 

65 

35 

31 

30 

30 

35 

32 

35 

33 

38 

36 

36 

44 

44 

34 

29 

36 

21 

29 

56 

34.8 

Wavnesburg 

/Maximum.. 

63 

62 

66 

66 

82 

79 

69 

59 

58 

74 

75 

69 

61 

62 

71 

67 

51 

64 

72 

79 

59 

66 

80 

68 

46 

57 

64 

57 

75 

72 

65  8 

\  Minimum.. 

31 

44 

34 

80 

sa 

69 

38 

24 

41 

28 

62 

47 

27 

41 

31 

47 

35 

46 

48 

42 

44 

33 

46 

46 

40 

33 

39 

22 

26 

57 

40  0 

Wellsboro/ 

(  Maximum.. 

\  Minimum.. 

60 

49 

50 

53 

61 

72 

41 

60 

47 

63 

69 

68 

55 

66 

64 

52 

60 

57 

53 

39 

37 

58 

66 

68 

43 

68 

60 

56 

70 

76 

57.0 

14 

.30 

23 

19 

23 

41 

37 

20 

21 

23 

27 

49 

.32 

33 

26 

31 

34 

33 

30 

33 

33 

34 

35 

39 

34 

;«) 

35 

21 

23 

25 

29.8 

WellsviUe 

/  VIm  simuio.. 

\  Minimnm.. 

59 

60 

65 

53 

72 

KO 

75 

56 

68 

62 

72 

74 

71 

58 

66 

58 

65 

67 

71 

68 

66 

53 

60 

76 

73 

61 

70 

58 

68 

77 

64.7 

2,5 

45 

40 

26 

44 

60 

45 

30 

42 

26 

47 

58 

36 

40 

42 

48 
60 

42 

27 

38 

40 

38 

36 

32 

38 

42 

37 

34 

26 

27 

51 

38.7 

West  Chester 

/  Maximum.. 

1  Minimum.. 

57 

67 

67 

57 

67 

82 

70 

60 

62 

61 

75 

77 

70 

56 

67 

53 

68 

73 

61 

41 

56 

62 

72 

66 

60 

73 

5fi 

6H 

78 

63.7 

3'2 

44 

40 

33 

42 

61 

44 

33 

39 

34 

44 

62 

42 

43 

41 

46 

40 

33 

46 

41 

37 

33 

33 

41 

44 

39 

42 

32 

35 

53 

41.0 

Wilkes-Barre  Arpt 

1-3N.  /  Maximum.. 

66 
29 

49 

56 

54 

53 

7« 

66 

5i 

US 

6a 

67 

.  70 

52 

53 

61 

60 

48 

57 

50 

44 

3S 

65 

60 

70 

45 

66 

64 

.53 

67 

76 

456.9 
537.4 

>  Minimum.. 

43 

3H 

2H 

42 

SS 

37 

52 

H7 

31 

is 

45 

3.5 

41 

36 

43 

37 

36 

39 

36 

33 

30 

34 

44 

35 

34 

33 

28 

32 

52 

Wllliamsport  Arpt 

.'-4  E  /  Maximum.. 
(  Minimum.. 

60 

50 

56 

63 

54 

76 

57 

66 

53 

62 

Tl 

71 

59 

54 

66 

51 

51 

62 

81 

56 

42 

56 

61 

64 

44 

59 

67 

.57 

70 

72 

.58  7 

29 

43 

;S3 

27 

42 

53 

37 

29 

34 

29 

50 

44 

36 

38 

36 

41 

44 

29 

36 

39 

38 

37 

.39 

41 

37 

36 

35 

29 

29 

83 

37 . 5 

Willi  amstown 

( Maximum.. 

\  Minimum .. 

60 

64 

57 

65 

60 

79 

65 

57 

65 

62 

68 

73 

71 

69 

67 

66 

61 

64 

63 

60 

56 

55 

60 

73 

70 

69 

7" 

55 

69 

80 

63.1 

28 

44 

39 

28 

41 

6) 

42 

30 

40 

27 

47 

57 

36 

46 

36 

45 

40 

27 

39 

44 

37 

34 

35 

44 

42 

38 

43 

31 

29 

53 

39.  2 

York-3  8W 

1  'ta.Nimum.. 

\  Minimum.. 

67 

66 

68 

57 

74 

83 

78 

61 

59 

72 

75 

76 

75 

63 

71 

71 

63 

69 

75 

74 

65 

58 

64 

78 

74 

65 

73 

.59 

71 

82 

68.8 

27 

49 

43 

29 

45 

63 

49 

31 

42 

29 

46 

61 

37 

42 

41 

60 

43 

30 

41 

42 

40 

36 

31 

45 

46 

39 

39 

26 

36 

57 

41.2 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PBESSUKE,  WIND,  HUMIDITY  AND  StTNSHINE. 


Stations 


Atmospheric  pressure 
(reduced  to  sea  level) 


Erie 30.48 

Harrisburg 30. 47 

Philadelphia  ....  I  30.  49 

Philipsburg i  30.42 


Pittsburgh . 
Reading.. 
Scranton . . 


30.46 
30.50 
30.47 


29.61 
29.57 
29. 53 
29. 51 
29.61 
29.58 
29.54 


Wind' 


>< 

1 

B- 

a 

^  ^ 

3>. 

0 

ii-H 

■§ 

S  o 

M  O 

£ 

<> 

r^ 

5 

10.4 

31 

8W. 

9.5 

31 

sw. 

9.4 

2;^ 

w. 

60 

sw. 

12.4 

86 

w. 

12.6 

42 

se. 

7.5 

26 

nw. 

RelaUve 

Hi 

imid 

Ity 

e 

S 

S 

<e 

o, 

a 

s 

g 

§ 

t* 

-' 

t~ 

79 

70     74 

77 

84     60 

78 

54     64 

78 

58     66 

74 

84     86 

69 

72 

51t 

693 
393 
354 
607 
394 
389 
623 


•  For  any  five-minute  period.  "  Corrected  to  true  velocities. 

t  .12 :00  noon.  5  Also  other  dates.        '  One-minuto  interval. 


RTVEK  CONDITIONS 


StatlouE 


Rivers 


f 

i 

1 

j 

1 

1 

2 

1  ! 

Q     1 

Port  Jervls,  N.y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley.fnr)  Lock  No.  8 

SutersvUle j 

CharleroiCnr.l.  Lock  No.  4' 


Pittsburgh j  Ohio 

Midland.  Dam  No.  7 !  Ohio 


Delaware !  5.1 

Delaware  6. 9 

Lehigh 4.7 

Schuylkill '    5.  7 

N.  Br.  Susquehanna..    10. 9 
W.Br.  Susq  uehanna .  i    5.  9 

Juniata I    4.9 

Susquehanna I    6  1 

Allegheny j  18.6 

Youghiogheny '    4  7 

Monongahela 13.1 


•  Pool  stage. 


t  Also  other  dates. 


MISCELLANEOUS   PHENOMENA 

FOR  SIXTY  REPRE.SENTATIVE  STATION? 
( Dates  and  number  of  stations  reporting) 


1 

2 

'9 

3 
i9 

4 
38 

5 

'5 

'5 

■• 

.. 

22 

5 

6 

34 

7 

2 

.. 

25 

8 

49 

■• 
•• 

9 

10 

■3 
39 

12 

11 
2^5 

12 
22 

13 

ig 

14 
'9 

15 

'5 
16 

16 

i 

'6 
17 

17 

'8 

'9 

_ 

25 

ie 

19 

20 

i 

2 

'3 

1 
212 

•5: 
..1 
2. 
1. 

■2: 

'{'. 

4 

1 
223 

24 

25 

.. 
4 

"2 

26 

18 

i 

'6 

27 

•• 

"s 

"2 

29 

28 
53 

2930 

ii'.'. 

31 

Auroras 

Frost,  killing.... 

Glaze  

Hail 

41 

2  7 

Sleet 

2 

i 

5 

.Snow,  heavy 

Thunderstorms . . 
Winds  high .   ... 

'i 

'4 

i'.'. 

'i 

_ 

."29 

5  8 

(W.  B.  O.,  Philadelphia-7 -23-47-1100) 


FOOTNOTES 

Figures  and  letters  following  .stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

.\11  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
forstations  having  10  or  more  years  of  record,  exiept  that  for  First-Order  Weather  Bureau 
Stations  they  are  bashed  on  adopted  normals,  ti  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  perio'' 

Except  as  otherwise  indicated  precipitation  and  temperature  reading  are  for  24 
hours  ending  late  in  aftemooa 

T.  ,  Trace  (0.005  inch  or  less). 

",  \  \  etc.    Number  of  days  missing,  for  example,  ''  indicates  two  days  missing. 

Italics,  data  interiwlated. 

$  Partly  Interpolated. 

55  Incomplete. 

t  And  other  dates. 

tt  Daily  amounts  inconsistent. 

t  Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
'  Midnight  to  midnight. 

'  Measured  in  the  morning  for  the  preceding  24  hours. 
^  Data  for  24  hours  ending  at  1  :.30  a.  m.  of  the  following  day. 

*  Best  available  used  for  stations  not  equipped  with  recorders. 

*  Recording  gage. 

"  At  a  fixed  hour  between  sunset  and  1 1 :00  p.  m 
'  Noon  to  noon. 

8  Data  recorded  at  Altoona-Blair  County  Airport. 

9  Official  Station  designation  is  Allen  town-Bethlehem  Airport. 
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PENNSYLVANIA  SECTION 

L..  F.  CONOVER 
HABKISBURG,  PA. 


51.3°  at  Kane.  J'^'^^''^WS  R^glJgf'f'Pyf'*  I*tfciiiiuin  of  93°  at  Phoenixville 


on  the  14th  and  lilst! 
erset  on  the  10th 


'at  J3oneBal,  Kane,  and  Koin- 


VoL.  LII. 


May  1947. 


No.  5. 


Subscription  Price:  25  cents  per  annum ;  (not  stamps). 
Rbmit  directly  to  Superintendent  of  Documents  Washington,  25  D.  C. 


GENERAL  SUMMARY. 

The  fnurth  wettest  !May  of  record  transformed  the  rainfall  deficiency 
that  had  accumulated  in  the  first  four  months  of  this  year  into  an  excess. 
The  lowest  temperature  ever  recorded  for  May  occurred  during  a  cold 
spell  from  the  7th  to  10th  inclusive.  An  area  of  less  than  25  miles  diam- 
eter in  Schuylkill  and  Berks  Counties  suffered  visitations  of  tornadoes  on 
three  days  spaced  four  days  apart.  The  nearest  approach  to  such  a  frequen- 
cy occurred  in  June  1917,  when  three  tornado  days  were  also  observed. 

A  series  of  rapidly  moving  depressions,  with  associated  fronts,  resulted 
in  measurable  rain  on  eighteen  days,  a  record  equaled  only  in  1933  and 
1943.  Some  snow  occurred  generally  during  the  early  cold  spell,  but  with 
the  exception  of  Meadville,  where  3.4  inches  fell  in  24  hours  on  the  7th 
and  8th,  amounts  were  of  the  order  of  a  trace.  On  the  13th,  rain  extin- 
guished a  forest  fire  that  had  raged  for  two  days  near  Milroy.  Lightning 
set  off  some  costly  fires,  notably  on  the  19th  near  Harrisburg,  where 
$17,000  worth  of  farm  equipment  and  livestock  was  lost  in  a  series  of 
fires,  and  on  the  25th  at  Peach  Glen,  where  a  loss  of  $200,00(i  was  sus- 
tained in  the  destruction  of  a  factory  by  fire  set  off  by  lightning. 

Although  there  was  a  temperature  deficiency  of  two  degrees,  which  is 
not  unusual,  it  helped  make  thi,'<  the  coolest  spring  in  seven  years.  Vege- 
tation was  delayed  considerably  and  had  been  considered  free  of  frost 
danger,  when  the  cold  spell  of  the  7th  and  following  days  struck,  with 
temperatures  sometimes  too  low  to  be  raised  much  by  smudgepots.  A 
new  low  temperature  record  for  the  State  was  reported  on  the  8th  at 
Donegal,  Kane,  and  Somerset,  the  16°  at  those  stations  breaking  the  pre- 
vious minimum  of  18°.  Damage  was  done  to  cherry,  apple,  and  peach 
trees.  An  ingenious  farmer  near  Waynesboro  used  a  helicopter  on  May 
10  to  stir  up  the  surface  air  over  his  orchard  and  upset  the  inversion. 
This  was  a  successful  experiment,  the  temperature  of  the  orchard  being 
brought  up  in  a  few  minutes  from  26°  to  above  32°. 

On  the  21st  a  tornado  struck  at  Shoemakersville,  at  4-45  p  m  along 
a  path  about  half  a  mile  wide  and  six  miles  long,  from  Centerport  to  east 
of  Mohrsville.  It  killed  a  thirteen  year  old  boy,  when  the  garage  in 
which  he  and  his  brother  had  taken  shelter  was  destroyed.  His  brother 
was  carried  50  feet,  but  was  unhurt.  The  building  was  carried  100  feet 
On  the  25th,  a  small  tornado,  accompanied  by  heavy  rains  and  lightning 
struck  in  the  vicinity  of  Hamburg  and  Lenhartsville  at  5  p  m  It  dam- 
aged a  Sunday  school  house,  ripping  off  the  roof  and  scattering  parts  of 
It  tor  oOO  feet.  Other  hoiLses  were  unroofed,  and  trees  and  electric  service 
poles  blown  down.  On  the  29th,  a  tornado  at  Pine  Grove  resulted  in  the 
death  ot  a  farmer  and  two  horses,  as  It  demolished  a  barn.  The  tornado 
damaged  a  number  of  other  houses  and  trees  in  a  path  at  least  U  miles 
long.  At  Carlisle,  North  Middletown  and  Middlesex  Townships "  about 
3:30  p.  m.,  a  tornado  damaged  scores  of  buildings  on  the  same  day  along 
a  fifteen  mile  path  in  which  the  intensity  varied  frequently  At  Harris- 
burg, on  the  29th,  a  gust  of  wind  estimated  at  55  miles  per  hour  up- 
rooted numerous  trees  and  tore  roofs  off  several  houses  and  barns  These 
violent  storms  were  associated  \\  ith  a  cold  frontal  passage  that  caused  an 
unseasonably  cool,  but  pleasant,  Memorial  Day. 


TEMPERATTTRE. 

The  average  temperature  for  the  State  as  deduced  from  the  reports  of 
84  stations  was  57.7°,  which  is  2.0°  below  the  60-year  normal  for  May 
ihe  highest  monthly  mean  was  64.2°  at  Phoenixville,  and  the  lowest  was 


Ay^tSplTiMlN; 


The  average  precipitation  for  the  State,  as  dcjluced  from  the  observa- 
tions at  214  stations,! M(tj»|i)Ji6|lnchefc,  ^tlUiHOiSi.35  inches  above  the  60- 
year  normal  for  May.^'Thyi^i'eatest  monthly  amount  was  11.84  inches 
at  Freeland,  while  the  least  was  2.16  inches  at  Dunlo.  The  greatest 
amount  recorded  in  any  24  consecutive  hours  was  3.31  inches  at  Virgin- 
ville  on  the  25th. 

The  average  snowfall  for  the  State  was  0.2  inch,  which  is  0.2  inch  above 
the  60-year  normal.  The  greatest  monthly  snowfall  was  4.5  inches  at 
Kane.  The  greatest  fall  for  any  observational  day  was  3.4  inches  at 
Meadville  on  the  7-8th. 


889. 
890. 
891. 
S9Z. 
893. 
894. 
895 
896. 
897. 
898. 
899. 
900. 
901. 
902. 
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904. 
905. 
906. 
907. 
908. 
909. 
910. 
911. 
912. 
913. 
914. 
916. 
916. 
917. 
918., 
919. 


920. 

921. 

922. 

923. 

924. 

925. 

926. 

927. 

928. 

929. 

930. 

931. 

932. 

933. 

934. 

935. 

936. 

937. 

938 

939. 

940. 

941. 

942. 

943.. 

944. 

945., 

046.. 
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COMPARATIVE    DATA  FOB  MAY 


Year 


Temperature 


Period  , 


57.3 
60.4 
58.5 
67.3 
58.5 
57.9 
60.8 
60.6 
65.4 
57.7 
60.0 
61.1 
60.4 
58.9 
59.8 
61.8 
61.6 
60.8 
60.0 
.54.8 
61.2 
59.2 
56.8 
65.2 
61.2 
58.5 
61.6 
56.2 
61.0 
53.3 
65.1 
59.5 
56.6 
59.8 
62.5 
58.3 
54.6 
55.2 
58.8 
58.2 
58.0 
58.5 
61.2 
59.8 
59.8 
62.2 
62.2 
56.0 
62.8 
60.7 
58.8 
62  8 
59.2 
61.3 
62.5 
60.4 
65.6 
55  7 
58.3 
57.7 

59.7 


91 
96 
89 
93 
91 
93 
92 
102 
98 
88 
94 
100 
96 
91 
95 
94 
94 
93 
99 
91 
96 
92 
88 
99 
91 
93 
96 
84 
93 
90 
95 
98 
92 
93 
96 
93 
92 
98 
95 
92 
96 
97 
99 
93 
98 
94 
98 
92 
96 
96 
93 
99 
93 
102 
99 
93 
95 
91 
92 


102 


Precipitation 


No.  of  days. 


Si 


4.24 
5.91 
6.71 
2.12 
5.70 
5.54 
8.88 
2.68 
2.85 
5.24 
5.11 
3.82 
2.79 
5.56 
1.96 
1.67 
3.78 
2.59 
3.23 
3.08 
6.28 
2.90 
3.38 
1.97 
3.15 
3.86 
3.34 
4.16 
3.19 
3.39 
5.04 
5.80 
2.02 
3.93 
3.21 
3.50 
5.71 
3.49 
1.78 
4.14 
2.23 
4.81 
3.03 
5.28 
3.69 
5.86 
2.51 
3.00 
2.09 
3.39 
3.85 
1.58 
4.46 
2.25 
5.88 
6.08 
4.28 
5.12 
7.25 
6.36 

4.01 


T. 
0 
0 

0.2 
0 
0 
0 
0 
0 
T. 
0 
0 
T. 
0 
0 
0 
0 
0 
0 

0.1 

0.3 

0.1 
0 
0 
0 
0 
0 
0 

T. 

T. 
0 
0 
0 
0 
0 

0.6 
0 

0.2 
0 
0 
0 

T. 
0 

T. 
0 
0 
0 
0 
0 
0 
0 

T. 

T. 

T. 
0 

T. 

T. 

0.3 

0 

0.2 

T. 


16 

11 
15 

8 
16 
12 
16 

9 
10 
12 
15 
U 

9 
16 

8 

7 
11 
12 
10 
11 
16 
10 
12 

7 
11 
10 

9 
14 
13 
13 
14 
14 

8 
1! 
10 

8 
17 
11 

8 
16 
10 
14 
10 
15 
10 
18 

8 
10 

7 
11 
13 

7 
16 

9 
12 
18 
12 
16 
16 
18 


.2   so 

O  Oho 


4 

11 

7 
10 

7 
11 

9 
13 
10 
11 

8 
10 
13 

8 
13 
16 
12 
11 
12 
U 
10 
12 
11 
17 
14 
13 
16 
10 
12 

9 
13 
13 
17 
14 
15 
19 

9 
13 
17 

9 
15 
13 
15 
13 
15 

8 
18 
13 
19 
14 
11 
16 
9 
15 
10 

6 
12 
9 
9 
9 


16 
11 
13 
11 
14 
12 
14 

8 

9 
10 
14 
10 

9 
14 

7 

6 

9 
U 

9 
U 
11 

9 
10 

4 

9 
10 

6 
13 

8 
12 

6 
11 


13 

5 

10 

4 

7 

11 

5 

13 

7 

11 

14 

8 

12 

14 

13 

10 
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Climatolog'ical  Data  for  May  1947 


Stations 


Counties 


Tpr 

'S    " 

-1-3 

o 

•D 

IJ 

O 

cS 

J3  l- 

C5 
> 

Temperature,  in  degrees  Fahr. 


Or- 


Aamtic  DraiiKWe 
Allentown  Ari>t,  ^-4  NE 

Altoona.-4.5  W 

Burnt  Cabin3-2  NE  . . . . 

Canton-1  NW 

Carlisle ■■:a;:,-- 

Chambersburg-1  SW.. . 
Coatesville.  ■■■-■■■■■. 
CurweusvilleAi)t-6N\V 

Eagles  Mere 

E;ist  Waterford-S  E.  .  . 

Eiiiporiuui  1  E 

Ephrata 

Everett-0.  6  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover •• 

Harrii!burgArpt.-3.5  S. 

Hawley-0.5E 

Holtwood 

Huntingdon 

Lancaster 

LawrtMiceville 

Lebanon ■ 

Lewistown-1  W 

Lock  Haven 

Marcus  Hook     

Martinsburg' 

MontrosG-3  E ■  • 

Mt.  Pocouo  Arpt.-2N. 

Palnierlon ■■ 

Philadelphia   CO 

Philipsburg-7  E.  ■•■•••• 
Phoenixville-1.  5SE. .. . 

Port  Clin  ton  II 

Quakertowu-0. 5  F, 

Reading 

Scranton 

Seliusgrove 

State  College 

Stroudsburg-'2  E 

Taniaraok-2  S 

Towanda-l  E 

Wellsboro 

Westchester 

Wilkes-Barre  Apt,-3N.  • 
Williamsport  Apt.-4E-  ■ 

Willianistown 

York-3SW 


Division  mean. 


Ohio  Drainage 


Blairsville-ti  NE 

Bradford-4  W 

Brookville  Apt,-l,5SW 

Butler 

Clarion-3  SW 

Claysville 

Corry 

Coudersport 

Derry 

Donegal 

Donora 

Ebensburg 

Farrell 

Ford  City-4  S 

Franklin 

Greensburg-2  S 

Indiana-2.5  SE 

.Jamcstown-X  N  W 

Johnstown. 

Kane-l  N 

Mcadville-1  S 

Midland 

NewCastlo4.5N 

Pittsburgh  Apt.-7.5SE 

Putney  vine-2. 5  SE 

Ridgway 

Somerset 

Spriugs-1  SW 

Tionesta-l.SSE 

Titusville- 2  S 

(Jniontown , . . 

Vandergrift 

Warren .   

Waynesburg 


Division  mean.... 
Lake  Draimige 

Albion 

Erie 


State  mean. 


Lehigh 

Blair 

Pulton 

Biarlford  . . . . 
Cumberland 

Franklin 

Chester 

Clearfield.  . . . 

Sullivan 

.Juniata 

Cameron 

Lancaster — 

Bedford 

Luzerne 

Bucks 

Adams 

Schuylkill . . . 

York 

Dauphin. 


381 

1,500 

'.)90 

1,  4.50 
473 
600 
431 

2,  n^ 

2,020 

2, 125 

1,100 

365 

1,020 

1.970 

184 

553 

'.too 

600 
351 

Wayne I    i)80 

'     200 

700 

265 

ilS6 

469 

580 

5.57 

12 

1,193 

1,176 

1.9H 

155 

26 

1.916 

100 

4(17 

480 

273 

746 

476 

1,217 

440 

2,  2,50 

754 

319 

440 

544 

.520 

775 

390 


Lancaster. 
Huntingdon 

Lancaster 

Tioga ■ 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia  . 

Centre 

Chester 

SchuylkiU.... 

Bucks 

Berks 

Lackawanna. . 

Snyder 

Cenlre 

Monroe 

Clinton 

Bradford 

Tioga . 

Chester 

Luzorue 

Lycoming. .  . . 

Dauphin  

York 


Westmoreland. . 

McKeaa 

,Ielf  erson 

Butler 

Clarion 

Washington. .   . 

Erie 

Potter 

Westmoreland.. 
Westmoreland  . 
Washington  — 

Cambria 

Mercer. 

Armstrong 

Venango 

Westmoreland. . 

Indiana 

Mercer 

tiambria 

McKeau 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland.. 

Warren 

Greene 


Erie. 
Erie. 


2,048 

1, 630 

1.  400 

1,077 

1,114 

1,170 

1,410 

1,653 

1,160 

L746 

761 

2,170 

855 

950 

987 

1,160 

1, 102 

1.050 

1,  6.50 

1,750 

1,  065 

780 

900 

1,286 

1,  270 

I,  385 

2,100 

2, 500 

1.200 

1.  5.50 

1,  040 

825 

1, 190 

1,100 


900 
706 


,58.8 

57  8 

58.45 

54.7 

61.3 

59.8 

59.8 

.52.  8 

53.6 

66.7 

56.0 

61.8$ 

58.5 

56.6 

■59.4 

62.  2 

58.0 

61.8 

f.l.  1 

57.1 

61.5 

60.2 

61.4 

,57.9 

60.2 

60.2 

61.0 

6.3.8 

,57.1 

.54.6 

53. 3 

58.2 

62.  0 

63.3 

64.2 

57.8 

68.8 

61.6 

.58.6 

,59.4 

58.2 

60.4 

54.2 

68.2 

55.2 

61 . 7 

58.2 

.58,  3 

,59.4 

62.6 

68.8 


65.6 
63.2 


57.6 
54.4 
67.3 
54.9 

51.5 
59.3 
53.4 
61.2 
.54.6 
60.6 
5.5.8 
55.  2 
57.  9 
67.6 
.54.6 
60.4 
51.3 
54.2 
67.3 
56.2 
58.7 
54.  6 
54.3 
55.2 
53.8 
53.  4 
54.0 
fiO.  6 
57.4 
56.0 
57.9$ 

58.1 


-1.7 
1.4 


-0.5 
-1.8 
-1.7 


-2.0 
-0.1 
-1.4 
-0  2 
-1.9 
-fO.3 
-0.4 
-1.6 
-0.7 
-0.4 
-1.8 
-0.3 
+0.1 
-t-0.  3 
-1.1 

-6.8 
-2.3 

-(').' 6 
-0.8 
-1.7 
-0.9 


+  1.9 
-3.2 
-0.9 
-0.3 
-0.8 
-1.4 
-0.8 
+0.7 


+0.4 
-1.3 
+0.7 

'-i.'i' 

+0.7 

'-2;2 

-2.3' 

-3  5 
-0.3 
-1,7 

-1.5 

-i.'i)' 
-1.9 
+0.6 

-2.' 4 
-2.6 
-2.2 

-6.' 6 


54.0 


-2.8 
-3.7 
-3.6 
-  1  5 

-i.'o 

-1.5 
-1.7 


-1.6 
-3.7 
-0.6 
-3.1 


-2.8 


57.7     -2.0 


29 

29 

28 

24 

29 

241 

13 

281 

24 

24 

29 

28 

•29 

29 

29 

29 

24 

29 

29 

24t 

18 

29 

13 

29 

28t 

24 

29 

20t 

29 

24 

24 

29 

29 

28 

14t 

13 

29 

24 

29 

29 

29 

29 

23t 

29 

23t 

13 

29 

24f 

29 

24+ 

14t 


29 
23t 


29 

12t 

2i\ 

28 

29 

28 

28 

28 

28 

28 

28 

28 

28 

28t 

28 

28 

28 

28 

28 

28 

28 

28 

28 

23t 

24+ 

28 

12t 

28 

29 

23 

28t 

28 


29 
14t 


16 


10 
10 
10 
10 
10 
10 
10 
10 
10 
10 
10 
10 
10 
10 
10 
10 
10 
10 
10 
10 
9 
10 
10+ 
10 
10 
10 
10 
10 
10 
10 
10 


Precipitation,  in  inches 


a 

0— 

il  =s 

?.^ 

3S 
■4-:>  3 

S3  dJ 

&43 

0)  -M 

Q 

6.77 

4  40 
4.46 
6.35 
6.26 
4.31 
6.78 
8  11 

10. 12 
4., 59 
6.37 
4.76 
3  44 

11.84 
8.33 
6.83 

11.45 
7.62 

5  27 
8.15 
5.50 
3.86 
5.24 
6.48 
8.68 
4.46 
4.34 

11.51 
3.59 
6.29 
6.66 
7.18 
8.68 
5.21 
6.88 

10.42 
8.75 
,5.58 
6.99 
6.44 
4.42 
7.76 
5.37 
8.04 
5.44 
6.94 
7.89 

6  23 
7.38 
8.79 


5.42 
6.74 


7.05 
6  66 
5.34 
6.75 
6.36 
4.77 
5.24 
4.63 
4.66 
6.67 
6.57 
6.45 
5, 56 
.5.57 
7.51 
4.92 
7.29 
7.40 
4.74 
4.42 
3.78 
6.96 
6.96 
6.16 
4.74 
5.90 
5.73 
4.76 
4.67 
6.09 
6.53 

5.79 

6.62§ 
5.98 


10      6. 


+3.27 
+0.32 


+2.  45 
+0.62 
+  1.88 


+3,98 
-0.05 
+  2.02 
+  1.35 
-0.18 
+7.75 
+4.86 
+  1.91 
+  7  21 
+  4.20 
+1.83 
+  4.49 
+2. 68 
-0.  29 
+  1.93 
+  2.  71 
+4.84 


+  0.32 
+  7.9^2 

+2.' 39' 
+  2.  58 
+3.50 
+.5.  42 

+2.'93 
+  6,28 
+4.  !)2 
+1.91 
+3.72 
-1-2  40 
+0.37 
+4.26 

+  4.66 
+  1.65 
+2.69 


+  2.72 
+5.33 


+0.23 
+2.94 


+3.45 
+2.  50 

+  1.55 
+2.88 
+  1.86 
+0.81 


+0.92 
f0,27 
+3.34 

+2^81' 
+  1.52 
+L38 
+  3.51 
+0.48 
+2.79 
+3.  36 
+  0.24 
+0,95 
+0.57 

+2!6i' 
+1.32 
+0.  .54 
+  1.08 

+6.65 
+  109 
+  1.89 
+1.38 


1.49 
L28 
1.50 
1.22 
1.31 
0.80 
1.10 
1.48 
1.95 
0.89 
1.11 
0.85 
(1.58 
2.70 
1.41 
1.13 
2.55 
2.25 
1.61 
1.40 
1.04 
0  6(1 
1.26 
1.60 
2.23 
0.66 
0.  93 
1.52 
0.75 
0.89 
1.36 
2.  23 
1.91 
1.35 
1.37 
1.95 
1.27 
1.03 
2  29 
1.08 
1.12 
1.73 
0.91 
2.24 
0.83 
1.42 
1.65 
1.34 
1.93 
1.82 

3.31 


1.13 
1.29 


6  6 

18 

25 

26 

29 

24-26 

30  1 

21 

25 

14-15 

21-22 

29-30 

17-18 

25  2fi 

30-1 

21-22 

21-22 

21  22 

2.5 

25 

17-18 

14 
19-20 
21  -22 
21-22 
14-15 
17  18 
22 
13-14 
5-6 
26-26 
25-26 

22 

17-18 

5-6 

25 

5  6 

5 

21-22 

17-18 

17-18 

30-1 

17-18 

24-2.i 

21-<'2 

19-20 

2^2 

•25 

25 

19-20 

25 


13-14 

2 


+2.58 


+2.36 


1.45 
1.12 
1.02 
1.12 
1.13 
1.08 
0.95 
1.04 
0.63 
0.97 
2.40 
0.87 
1  32 
1.30 
1.01 
1.10 
1.  14 
1.23 
n.92 
0.70 
0.95 
1.55 
1.27 
1.11 
0.91 
0.82 
0.60 
1.28 
1.38 
1.10 
1.28 

2.40 

1  10 
1.34 


24-26 

29 

17-18 

21-22 

20-21 

13-14 

13-14 

16-17 

13 

4t 

17-18 

3 

13-14 

25 

19-20 

17-18 

1-2 

25 

25 

4 

24-25 

17-18 

lV-18 

17-18 

2 

21-22 

4-5 

17-18 

25 
21-22 
17-18 

17-18 

17 
25 


25 


^-o 


No.  of  days 


•Sa 


0 

T. 
T. 
T. 

■r 

T. 

0 

03 

T 

T. 
0.4 
0 
0 
0 
0 
0 

T. 

0 

0 

0.2 

0 

T. 
0 

T. 

T. 
T, 

(1 

■r, 

T. 
T. 
T. 
T. 
0.3 

0 
T. 

0 

0 

T. 

T. 

0.2 

0 
0.5 
T 
1 

0 
T. 
T. 
T. 

0 


0.2 
1.0 


T. 

T. 

0 

r. 

T 
T. 
T. 
T. 
T. 
T. 
T. 
T. 
T. 
T. 

o.'y 

4.5 
4.1 

T. 
0.7 

T. 

T. 

T. 

T. 

T. 
2.0 
0.5 

T. 

T. 

■I'. 

T. 

0.4 


r, 

11 

6 

10  1 

5 

6 

10 

6 

5 

5 

7 

7 

8 

2 

9 

3 

2 

26 

9 

15 

8 

16 

10 

14 

10 

14 

8 

10 

7 

12 

7 

6 

9 

9 

SW. 
SW. 


nw. 

s. 

e. 


w. 

SW. 


w. 

SW. 


w. 
w. 

W. 

nw. 

SW. 

nw. 


SW. 

w. 
w. 

SW. 
S. 

w. 
w. 

SW. 
SW. 

se. 
w. 
w. 

SW, 

nw. 
se. 
nw. 
w. 

SW. 

nw. 


SW. 
SW. 


SW. 
SW. 


13     SW. 


Observers 


U.S.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  (Vimm 
Mrs.  Mildred  L.  Spencer. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  Bureau. 
Carl  E.  Bigger. 
[).  S.  Weather  Bureau. 
R.  E.  Palmateer. 
Ephrata  Review. 
Penna.  Turnpike  Comm 
Andrew  B.  Evan,-ha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Miss  Sallie  M.  Johnson. 
Hanciver  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  Co 
Paul  R.  Y'oder.  Jr. 
Lancaster  \\ater  Bureau. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 
American  \  iscose  Co. 
William  R.  Kelley. 
Sun  Oil  Co. 

1',  S    Weather  Bureau 
Harry  S,  Fancher. 
U.  S.  Weather  Bureau. 
New  Jersev  Zinc  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Phila. -Suburban  Water  (;o. 
Earl  E.  Barick. 
John  E.  Benner. 
U.  S.  \Aeather  Bureau. 
U.  S.  Weather  Bureau. 
Dr.  Merle  V.  Hoover 
Penna.  State  College. 
Metropolitan  Edison  Co. 
James  E.  Swartz. 
Mrs.M.  Ordelia  Parks. 
M.  S.  Bliss. 
Clyde  T,  .Say lor. 
U.S.  Weathpr  Bureau. 
U.  s.  Weather  Bureau. 
Gordon  E.  Lower. 
York  Water  Co. 


U.  S.  Weather  Bureau. 
Citv  Water  Dept. 
Civil  Aeronautics  Authority 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
Geo.  R.  Mulderick. 
Potter  Enterprise. 
Miss  N,  Dixie  Wineraan. 
Penna,  Turnpike  Coram. 
Donora  Zinc  Works. 
John  L.  McGough. 
Sharon  Steel  Corporation 
U.S.  Engineers. 
William  K.  Fuller 
Westmoreland  Water  Co. 
Clvmer  Water  Service  Co. 
Pa.  Dept.  Forests  &  Waters. 
Johnstown  Tribune  Pub.  Co 
Spring  ^^■ater  Co. 
City  of  Meadville. 
Perrv  P.  Campbell. 
Newcastle  Water  Co. 
U.  S.  Weather  Bureau. 
U.S.  Engineer>. 
West  Penn  Power  Co. 
D.  L.  Grove. 
Allen  E,  Y^oder. 
U.  S.  Engineers, 
U.  S.  Weather  Bureau 
William  W,  Marsteller. 
Carnegie-Illinois  Steel  Corp. 
Merrell  I,.  Jordan. 
Thomas  S  Knox. 


Albion  High  School 
U.  S.  Weather  Bureau. 


[See  page  40  for  explanation  of  reference  marks.] 
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C[JMATOLOr,I0AL  DATA:    PKNN8YLVANI A  SECTION 


Daily  Precipitation  for  May  1947 


Statlous 


Counties 


ATLANTIC 

DRAINAGE 
Dilaware  Basin 

I'rPKR  Pklaware 

ningmans  Ferry 2, 0.6  E 

Enuinuuk' 

Ha\vley-.0.5E 

Hollisterville'- 

Lakeville-,  IN 

iMatainoras2 

Milanville^   

Mount  Pocono',  2  N. 

recks  Pond^ 

Pleasant  Mount'.',  1  W 

Stroudsburg.  2  K 

Tanners  Falls',  ■\  I  8E. 

VVintl  i;apl.».3S\V 

Lkhigh 

Allenlo\vnApt',-''.".-lNE 

AUeutown' 

Bethleliem' 

Blakeslee  Corners'.  5 

Gouldsboro-' 

Lansford2 

New  Tripoli 

Pahnerton',  * 

Zionsville.  1  SW 

SCHl'VLKiLI, 

Coushohocken .  

Fredericksville2,  1  S.  . 

lieigertown^ 

Giat«3rsford? 

Phoenixville^,  1.5  SE. 

Port  Clinton^ 

Pottstown-'.  0.5  S 

Pottsville" 

Reading',  5 

Strau.^stown  ^ 

Virginville* 

Werner.-iville 

LowEK  Delaware 


Coatesville^ 

Doylestown, 

George  Schools  . . . 

Maple  Glen? 

Marcus  Hookii 

Phila<lclphia 

Southwest  Airport,  ' . 

City  OtUce',5 

ShavT'iiont..  .... 

Quakertowu,  0.5  E.  . 
We.-ct  Che.>ter.  .. 
WestGrove^,  1.5  SE... 

■'^iifQKehanna  Bnsin 
Chemung 

Austinburgl,  5,  2  W 

Covington^ 

Lawrenceville 

North  Branch 

Berwick 

Canton",  1  N\V 

DanvilleS  

Freelaud^ 

Hop  Bottoms.  2S 

Millville',s 

Mouroeton'-'.  2S. 
MoutroRe2,  3  E 

Orwell-',  3  N 

Park  Place'.  1  NW.  . 

Pikes  Creek.  1.5 

Rush^ ; 

Scranton',  * 

Su.squehanna^ ' 

Towanda,  1  E 

Tunkhannock  - 

Wilkes-Barre',  3  N  .... 

WE.ST  Branch 

Bellefonte- 

Carrol  Itowni! 

Carter  Cainp2    

Cedar  Run^ 

ClearfieldS 

CoalportS 

CurwensvilleApt'  6N\V 

Driftwood',  6 

Dushore',  •'' 

Eagles  Mere2 

Emporiums,  1  E 

English  Center',  ^ 

Galeton 


Pike 

Wayne 

Wayne 

Wayne 

Wavne 

Pike 

Wayne 

Monroe . . . 

Pike 

Wayne 

Monroe . . . 

Wayne 

N'rthampton 


Lehigh  . . . 

Lehigh 

N  'rthampton 
Monroe. .. 

\\ayne 

Carbon 

Lehigh 

Carbon .... 
Lehigh. . . . 


Montgomery 

Berks 

Berks     

Montgomery 

Chester 

Schuylkill .. . 
Montgomery 
Seliuylkill,.. 

Berks 

Berks 

Berks 

Berks 


liiiy  of  month 


.89 

.90 

L3] 

1.13 

1.3' 

.  OU 

1.07 

11 

1.09 

I 

1.73 

26 

07 


.22 
1.82 
.19 
.05 
.92 
1.40 
.36 
.04 
1.60 


Chester 

Bucks 

Bucks  

Montgomery. 
Delaware.. . . 

Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester 

Chester 


Tioga . . 
Tioga. . 
Tioga.. 


Columbia 
Bradford. 
Montour. . 
Luzerne  . . 
Susquehanna 
Columbia, 
Bradford  . 
Susquehannn 
Bradford  . . 
Schuylkill . 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . 
Wyoming. 
Luzerne. . . 


Centre 

Cambria. . . . 

Potter 

Lycoming.,. 
Clearfield  .  . 
Clearfield  .. 
Clearfield. .. 
Cameron.. . . 
Sullivan.. . . 
Sullivan.  . . . 

Cameron 

Lycoming. .. 
Potter 


4.24  ... 
I., 58  T. 
1.18  ... 
1..S9  ... 
1.04    T 


.30 


l.fifl 
1.19 

.98 

06 

1.50 

1.32 

.31 


1.10 
1.39 
1.41 
1.31 
4.05 

63 

74 
1.75 
2.10 
1.54 
2. 28 


.42 

.49 

1.04 

1.80 
.90 
.08 
.46 
..84 
.73 
.32 
.06 
.62 
.02 
..59 
.45 

1.1 
01 


51    .01 


.83    .02 
.  02  1.  10 


1.46 
.29 
1.60 
1.02 
T. 
.33 
.92 
1.00 
1.10 


10 

83 

1.14 

.67 

.10 


.03 


.73 
.44 
.34 
.19 
.08 
.  16 
.21 
.,50 

1.03 
,38 
.13 

1.33 


1.  23 
1.67 
1.  10 
.01 

• 

1.02 
1.20 

.05 
1.18 

.22 

.11 
.06 


1.42 
.05 
.05 
.92 

.80 
.■23 
T 
.40 


.1 

.49 
.64 
.,35 
.25 

.81 

.82 

.75 

l.Oi 

28 
23 


T. 
.61 
.22 
.83 
1.29 
.86 
.51 
.62 

.76 


.15 
T. 
.05 
.32 
2.00 

.'03 
.22 
.10 
.4 

.10 
.27 
.05 


42 

04  .85 
15    .95 

05  1.64 
20  1.00 

1.30 
14    .83 
14    .89 


.24 

1.12 

1.51 

.03 

1.  02 

.08 

.32 

.60 

.78 

.12 

.12 

.81 

.82 

.26 

.46 

.90 

1.37 

.08 

.19 

.07 

.09 

.01 

.15 

.33 

.05 

.38 

.12 

.06 

« 

.08 

.18 

.11 

.19 

.99 

.06 

.26 

1.18 

.24 

.01 

.57 

.30 

.02 

12     1,3 


.35   T 


T. 


.27  .. 
,18    .14 


.20 


.04 


05 

67 

1.27 

.'27 

.28 
.42 
..30 
.62 
.29 
.13 


.02 


.50 


16     17      18 


20 


..30  . . . . 
.63 


.70    .04 
.69    .31 


.86 

.31 

1.28 

.,59 
.68 
.47 
.76 
.66 
.39 


.32 


.39 


,06 


.20 


.14 
.10 
.14 
.53 
1.12 
.06 
.0; 
.40 
.30 
,18 
,03 
.79 
33 


.04 


.05  1.28 

.03  1.52 

.15 

.43 

.25 

.26 


21 


22 


.03  .89 
01  2.  46 
07  1 .  15 
.04  1.36 
1.10 
1.02 
.86 
.46 
1.78 
40  1.  75 


28 


..53 
.14 

.  17 

.85 
1.20 


1.51 
19    ,49 

1.36 
.81 
.85 

1.2^ 

1.18 
.90 
.09 
.94 
.52 
.45 


1.43 

.18 
.90 
.35 
.23 
.47 
.18 
.15 
.18 
.26 
.65 
.23 
.29 
.28 
.55 
.20 
.65 


I.. 30 
L03 

56 

73 

1.66 

.51 
.29 
.18 
.20 
1.02 
.49 
.48 


1.00 
.24 
.62 

1.31 
.06 
.  10 

1.27 

1.0 
.40 


■  48 
.86 
,37 
.53 
1.64 
1.42 
.47 
.38 
.75 


26 


26 


27 


28 


.03 


1.00    .41 
61    .74 
30 


.77 
.89 

.09 

.09 

1.00 

1.23 

1.42 

08 


20 


.42 

.88 

.78 
.89 
.40 
.16 
.95 
1.43 


1.02 
.75 
.60 
.41 
.,57 

1.25 
.38 

2.33 
3 

1.37 
.60 
.75 


1.11 

1.12 

.31 

1.67 
1.91 
1.80 
.64 
.89 
.46 


1.21 


T 

1.  .35 

.62 

.39 

.70 

2.54 


2.85 
.66 

1.40 

1.91 
.10 

2.08 
99 
01 

1.72 
.14 

1.40 
.02 
.04 


T. 
1.40   T. 


1.16 

.'■76 
1.'27 
03  1  06 
1.87 
87  1.10 
2.18  .05 
55    .25 


.'26 

.95 

.50 

.73 

.68 

1.95 

1  11 

1.57 


.05 


.  68  .  13 
.081.53 
T.    1.60 


1-48 
1.36 
.36 
.08 
.01 
.57 
T. 


.98 


1. 

[so 

1.23 
.77 

1.18 
.64 
.45 
.71 
.78 
.81 
.98 
.52 

1.65 


.88 
.43 
1.55 
.71 
.78 
.56 
T 

.101 
.51 
1.04 
1.11 
.27 
.42 


12    .50 

.37 
.05 
T. 

1.03 

« 

.■24 


.■27 


1.50 
.56 
.40 
.'26 
.86 
■2.14 
29 
24 


2. '22 

3.31 

.46 


.65 
.24 
.33 
.32 
1.36 


.06 


.■24 
.23 
.10 
.34 
.13 
.40 

1.00 
59 

1  13 
.73 
.38 

1.18 

1.20 


16 

l."22 
65 

2.70 
51 

2.  -28 
44 
.96 


.07 


29 


46 

1.18 


.44 


80 


.86 


.64 

.80 
.68 

Lie 

.84 
.39 
.55 

.'4'2 

.'43 


81 


.11 

.40 

.74 
.59 
.90 

.11 
.04 

1.22 
.40 


.21 


.03 


.08 


.05 


.10 


.73 


.23 

.76  . 


.4 
.79 
.50 
.58 
.6^2 
1.65 
48 
52 

166 
.75 
.04 


.75 


75 

11 

73 

1.04 

1.06 

.44 
.41 
.31 


1.15 
.09 
.37 

.28 
.08 
.20 


1.58 
32 


8.91 
8.90 
8.15 
8.49 
7.44 
7.67 
6.71 
6.66 
9.07 
8.07 
7.76 
7.00 
7.24 


6.77 
8.16 
5.81 
7.64 
8.71 
9.10 
8.44 
7.18 
7.66 


9.51 
6.98 
5.85 
6.38 
6.88 

10.42 
6. 26 
9.61 
5.58 

10.17 
8.76 
6.90 


6.78 
7.16 
8.33 
7.16 
11.51 

7.22 
8.68 
8.61 
8-75 
6.94 
7.52 


4.09 
5.86 
6.48 


6.78 
5.35 
8.30 
11.84 
7.16 
6.56 
7.35 
6.29 
7.71 
8.94 
7.97 
6.64 
6.99 
6.62 
8.04 
7.43 
7.89 


6.15 
4.62 
7.41 

6  33 
5.81 
3.21 
8.11 
4.92 
6.97 
10.12 
6.37 
5.40 
7.30 


Continued  on  page  36. 
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CLiMATOL;'niCAL   DATA:    PENNSV  I  A'ANIA  SECTION, 


May  1947 


Daily  Precipitation  for  May  19'17-Continued  from  page  35. 


Stations 


Counties 


Day  of  month 


,3.5  S 


West  Branch 
(continued) 

Karthaus^ 

Lock  Haven2  

MedixRuni,  5.. ....... 

Philip^burg',  ^,7E.,, 

Renovo- .,  • 

State  College',^^ 

Tamarack'',  2  8 

Trout  Run ; 

Tyrone  ',  *.  4  Nt 

Wellsboro  •■!.........■•• 

Williaiusport  Apt.'-4ii 
Williamsport2........ 

Williamsport'',  4  Si,. 

JDNIATA 

Altoona,  4.5  W.  .  .., 
Breezewoou'.  0.0  li,. . 
BuflaloMills2. ...._,. 
Burnt  Cabinsi,  2  nE 
EastWaterford'i,3E 

EverettMJ.5  SW 

Huntingdon  - 

Lewistown'^.  1  W. 

Mapleton  Depot'' 

Martinsburgi.s....-^-; 
McConnellstown''.4NVV 
NettsMillsl,''.  3,5  NE.. 

New  Bloomtieki 

Newport^ 

Saxton''',!  vv.......--   ■ 

Shade  Gapl.^  0,5 SW,. 

LwR  Susquehanna 

ArendtsvlUe^ 

Beavertown  - . .  ■   

Bloserville,  1,5  N 

Carlisle 

Columbia 

Dauphin2,3N 

Ephrata , 

Glen  Rocki.s 

Gordon  , , . . .  ■  ■  ■  • 

(iraiitvllle,  2  8W 

Hanover'''..  ■•••; 
HarrisburgApt', 

Holtwood^ 

Huntsdale2 . . . . ,  •  •  ■  • 
Kirkwoodi.MSW., 

Lancaster 

Lebauon2  , , ,,  ■ ,  • ,  ■•  •  •  ■  • 
MiddletownM.5W.... 

Millersburgi,^.  2E.  .. 

Milros^  ,:^.^\ii 

Newburgl.3.5NW 

New  Park... .......  ••■• 

PineGrove^,  1.5  NE, ,. 

Selinsgrove 

Sharaokin^ 

Shippen.'jburg 

Suubury" 

Wellsville. 

Williamstown'' 

York.SSW 

York  Haven^ 

Potomac  Bagin 
Chambersburg«.  1  SW. 

Gettysburg 

Hewitt, 2SW 

Hyndman2 

McConnellsburg'' ... 

MercersburgS 

South  Mt.  sau't'ni''  ,. 
GULF  DRAINAGE 

Oliio  Begin 
ALLEGHENY 

Acmetonia^ 

Aliens  Millsi.  5 

Blair.'JVille'.fiNE 

Bo.swellM;  NW 

Bradford.  4  W 

Brook ville'.  1.5  SW.  .. 

Buckstown'. '' 

Clarions,  3  SW 

Corry 

Coudersport 

Coudersport,  7.5  E.  , , . 

Derry 

Donegal' 

Dunloi.^0.5SW 

Ebensburg2 

FordCity^4S 

Franklin^ 

Glen  Hazeis,  INE.  ... 

Home'.  5 

Indiana , 

Johnstown*  .0.5  W  — 


Clearlield.. 
Clinton  — 

Elk 

Centre 

(Jlinton  .   . 

Centre 

Clinton 

Lycoming. 

Blair 

Tioga 

Lycoming. 
Lycoming. 
Tjycoming 


Blair 

Bedford 

Bedford 

Fulton 

Juniata 

Bedford 

Huntingdon 

Mifflin 

Huntingdon 

Blair 

Huntingdon. 
Huntiugdon 

Perry 

Perry 

Bedford 

Huntingdon 


Adams 

Snyder 

Cumberland, 
Cumberlaud. 
Lancaster,. . , 

Dauphin 

Lancaster.. . . 

York,  

Schuylkill  ... 

Dauphin 

Y'ork 

Dauphin 

Lancaster.. . . 
Cumberland. 
Lancaster,,  , . 
Lancaster. , , . 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

Cumberland . 

York 

Schuylkill,  ,, 

Snyder 

N'umberland 

Cumberland, 

N'umberland 

York 

Dauphin 

York 

York 


Franklin, ,  . 

Adams 

Bedford , .  , , 
Bedford  .   . . 

Fulton  

Franklin... . 
Franklin,,. , 


Allegheny,.. 
JetTerson,,,, 
Indiana  ,  .  . 
Somerset — 

McKean 

Jefferson  — 
Somerset — 
Clarion   — 

Erie 

Potter 

Potter 

W'moreland 
W'moreland 
Cambria. .,  , 
Cambria,  . , , 
Arinstrong... 
Venango.. 

Elk 

Indiana. .. 
Indiana,. . 
Cambria . . 


.71 
.33 

1.00 
K2 

1.24 

1  50 
,H1 
.29 
.60 
.90 

1  21 
,08 
.S8 

i..sn 
.09 
.92 

1.56 
.12 
.13 
.39 
.45 

1.75 

1.03 
.28 

1.12 


10  U 


12 


15  16  17 


19  '20 


.50 


1.13 

■9 
1.15 
.90 

.88 


.03 

.63 

* 

.80 

..56 

1,0- 

1.01 


.10  .23  T. 
.  10  .28  T. 

.■m  .03 


.24  .02 

.98  .02 


.42 

.25 

1.29 


77  .62 

,22  .53 

.02  .73 

.02  .41 


T. 

.23 
.02 
.14 

10 
.1 
T. 
.16 
.90 
22  T. 

21 


.38 

.18  .56 


.59  .08 
.17  .1 
.30  .01 


.12 


.21 

.08 

1.06 

^53 
.04 
.34 


.0.5 


09 


21 
13 
1 

06 
14 
13 
23  .03 


.09 
.42 
.23 
.23 

.25 
.26 
.11 

.  18 
.20 
87  .69 

.13 

.09 
.07 


.02 


T. 


.56 


..50 
.41 
.58 
.20 
.45 
..50 
.39 
.2' 
.35 
.19 
.33 
1.07 
..50 
.50 
.40 
.  U 


.58 


.03 


06 


.08 


.62 


.31 
.23 
.32 

.44 

.27 
.08 
.'ii 
.64 
.  19 
.19 
.26 
.09 
.32 
.06 
.26 
.14 
.(I 
.03 
.2' 
•40 
.84 
.20 
.39 
.41 
.61 
.21 
.38 
.24 
1 .  20 
.28 


1.(10 
.0-2 
.36 

1.34 
.  IS 


.25 


.23 


.36 


.04 


1.28 

.91 

.,55 

.30 

.74 

.61 

1.16 

.83 

.31 

.01 

.91 

• 

.35 

.39 

.34 

■1' 

.15 

.43 

.37 

.83 

..59 

.04 

1,28 

.57 

,20 

.26 

,18 

T. 

,26 

T. 

,.55 

.08 

.51 

.01 

.40 

.  35 

,5.S 

.11 

.11 

.44 

.10 

.35 

.20 

'.'20 

.12  .45 
.32 


,36 
.11 
,62 
.24 
.60 
.18 
.19 
.38 
.76 
.16 
.48 
.16 
.65 
.68 
.23 
.48 
.20 
.08 
.10 
.4( 
.23 
.79 
.  18 

1.08 
.90 
.93 
.95 
.63 
.15 

1 . 2.'> 
24 


.76 
.32 
.54  .23 
T  .  93 
.12 


22  23  24  25  26  27 


.0,"* 


T 

.03 
1.45 
.48 
T. 
.51 
T. 


,30  .02 
T.   41 


29 

1.05 

.30 

,55 

.'.53 
.10 

'.oi 

2.40 
.62 

.42 
.69 
110 


,03 


.08  1 

.20 

.15 

.12 

.28 

.18 

.73 

.63 

;  1-^ 

60 
.10 

.90 
.28 
.06 
..53 
.21 
43 
.'.78 


.51 
.07 
.32 
.81 
,24 
.06 
.03 
.09 
,08 
1.06 
.  11 
.52  1 
.34  2 


111 

.54 

.40 

.5' 

.96 

.79 

.73 

.,55 

2.55 

1..5<' 

2,  23 

,52 

.48 

.6:^ 

.49 

.78 

■2.  20 

.48 

.17 

.40 

.Of 

1.00 

2.  66 


,01 


,02 


22 

34 

1.26 


..5' 
.32 
1.13 


09  ..50 


.02 


T 

2.43 
1  00 

.13 

^33 
.25 
1.00 
1.48 

K6i 


.4 
.20 

.89 
1.73 

.50 
1..50 

.46 


28  29  30  31 


T 
1.94 


1.02 
.01 
.20 

.59 
1.15 

.m 

2.10 

li: 
.0 


,79 
.  89 
1.20 
.12 
T. 
.  I 


.02 


,12 
5: 
53 
63 
44 
1.93 
11 
4S 


."8 

.25 

2.  05 

60 

90 


.60  .. 
.28.. 


.02 


.•23 


.42 

.75 

1.10 

24 

.61 

.34 
.Xi 
.60 
.73 

'.'96 
.72 
■) 
'.A 
.41 
.09 

1.19 
1.09 
.21 


,04 


.54 


.80 


.22 


1  31 
43 


08 


.30 


.28 
1.50 

.08 
.59 

.03 
1.0: 

!i6 
.45 
.09 

.38 

.31 

.29 

T 

..58 

.06 


6  13 
4.34 
6.00 
5.21 
4.87 
4.42 
5  37 
6.46 
4.42 
5.44 
6. 23 
6.17 
7.. 56 


4  40 

'J3. 21 

4.04 

4  46 

4.  .59 
3.44 
3.86 
4  46 
4.25 
3.  .59 
3  94 

44.  26 

5.  35 
5.  30 
3.19 
3.  12 


.2/ 
.04 

'!38 

1.48 

.46 

.47 

.29 

.'33 

l!l2 

.36 

.3; 

.33 

■.'6- 

5.73 

5.42 

9.45 

6. '26 

.5.  95 

7.67 

4.76 

4.72 

11.45 

7.42 

7,62 

.5.27 

,5.50 

7.96 

4.57 

5.24 

8.68 

.5.95 

4.99 

5.49 

7.29 

8.54 

9.05 

6.44 

7  08 

7.78 

6  74 

8.34 

7.38 

8.79 

7.80 

4.31 

5.83 

4.40 

3. 90 

6.09 

4.93 

6.27 

5.42 
6.17 
6.74 


Continued  on  page  37 


May    UM; 


CLlMATOUXilCil.   DATA:   IMCNNSYLVANIA  SECTION 


87 


Daily  Precipitation  for  May  1847— Continued  from  page  30. 


t\iuuties 

Day  of  1 

lonth 

Stations 

1 

2 

3 

■1 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14     15 

16 

17 

18 

19 

•20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

^ 

Al.l  KOHKNY 

(continued) 
Kane'    IN  

McKean 

VV  'niorulaud . 
W'moreland. 

Korest 

(Crawford 

Armstrong... 
Armstrong.. . 
Allegheny . . . 

McKean 

Jeflersou 

Armstrong... 

Elk 

Indiana 

VVmiiri'land. 

Warren 

McKean 

Indiana 

Forest 

Crawford 

Krie       

.03 
.17 

.0! 

Ob 
.09 
.17 

•22 
T. 
.  18 
.'28 
AS 
.13 
.20 
.'24 
.08 
.0! 
.09 
.11 
.01 
.24 
T. 
.03 
.03 

.48 
.77 
.09 
.17 

.06 

1   '23 

t" 

.30 

.;?7 
'.'65 

.14 
.  17 
.07 

1.11 

.58 
.4! 
.8t> 
.47 
.46 
.40 
.21 
41 
.55 
.47 
.62 
.  2(i 
.34 
.82 
1.11 
.60 
.S3 
.52 
.60 
.43 
.33 
.72 

.IS 
.19 
.26 
.05 
.34 
.33 
.30 
.11 
.31 
.20 
.40 
.91 
.31 
.59 

.31 
.32 

.29 
.36 
.35 
.'22 
.13 
.43 

.34 
.20 
.25 
.15 

'."46 

.■87 

.11 
.30 
.07 
.13 
.05 
• 

.09 
.01 
.49 
.■29 
.15 
.4t> 
.27 
.17 

.0:i 
.08 
.02 
.10 
.05 
.01 
.13 

.06 

.21 

.03 

.'28 

.20 

.05 

.'22 

.04 

T. 

.  12 

.  22 

.11 

.11 

.•22 

.08 

.17 
.01 

.'•27 
.02 
.•25 

.06 
.03 

".04 
.•21 
.12 
.38 
.39 
.06 
.06 
.15 
.46 
.M 
.Oi 
.01 
.'25 

T. 

.05 
.12 
.34 

t'.' 

.60 
.10 
.11 
.13 

'.'6i 

.02 
.11 

.19 
.65 

.09 
.36 
.21 
.06 
.35 
.:;8 
.41 

04 
.13 
.20 
.19 

K 

.20 
.18 
.01 
.07 
.16 
.48 
.6IJ 
.01 
.04 
.'22 
.03 

.•23 
.10 
.07 
.05 
.15 
.'20 
.10 
.03 
.04 
.•24 
.12 
.38 
.16 
.■27 

.63 
.06 
.97 
.66 
.56 
.05 
.08 
.51 

.31 

.33 
.•26 
.10 

.31 

T. 

.■23 

.05 

.17 

.11 

.09 

.11 

.02 

.03 

.01 

.07 

T. 

.01 

.06 

.02 

.11 

.0!.) 

.08 

.04 

.01 

.04 

.04 

.01 

.06 

.03 

.17 

.06 

T. 

.06 

.06 

.03 

.06 

.'ci 

.05 
.14 
.12 

.05 
.23 
.12 
.06 
.11 
.02 
.05 
.21 

.06 
.03 
.04 

.18 
.09 
.03 

.30 
.61 
.41 
.21 
.■27 
.22 
.■2t 
.■20 
.•22 
.28 
.24 
.•27 
.•20 
.16 
.■25 
.21 
.48 
.25 
.■28 
.■27 
.•23 
.'20 
.10 

.11 
.31 
.31 

.02 
.38 
.32 
.03 
.■28 
.28 
.16 
.■28 
.30 
.24 
.■25 

.12 

'.'■29 
.31 
.30 
.30 
.•20 
.■23 

.■28 
.17 
.12 
.20 

.'27 
.'23 
.•24 

.17 

.05 

T. 

.07 

.  18 

.04 

T. 

T. 

.09 

.07 

.10 

.10 

.09 

.36 

.10 

.05 

'.'i2 

.07 
.05 
.02 
.08 
.11 

.16 

.11 

.01 

.15 

T. 

T. 

.01 

T. 

.10 

T. 

.01 

T. 

T. 

.06 

.03 

T. 

.04 

.01 

.01 

.02 

.05 

.02 
.04 
.05 
.04 

.05 

T 

.03 

T. 
T. 

.01 

".6\ 

T. 

.05 

T. 

.02 

T. 

.06 

.02 

T. 

.11 

.06 

.'63 
.01 

'.'io 

T. 

T.' 

.85 
.90 
.60 
.82 

'.'88 

'.'69 
..51 
.58 

'.'57 
.43 
.52 

'.'34 

.03 
.21- 
.93 

'."37 

.58 
.70 
.48 
.51 
.55 
.70 
.43 
1.12 
.74 
.30 
.30 
.20 
.67 
.02 

'.'38 
.38 

.78 
1.04 
.31 
.64 
.87 
1.18 
.57 
.13 
.25 
.71 
.76 
.38 
.■20 
.8fi 

.76 
.59 
.97 
.27 
.73 
.12 
.02 
.49 

.86 
1.00 
.77 
.13 

.92 
.15 
.23 

.01 

'.'46 
.09 
.05 

'.'si 

.05 
.17 
.04 
.04 
.12 

'.'6i 
'.'6i 

T. 

.10 
.■23 

T. 

'^62 

■r'.' 

"in 

T. 

•i'.' 

.'05 
.01 

'.'08 

T. 

.■23 

.11 

'i'.' 

.02 

't'.' 

.01 
.01 

.38 

.81 

.09 

.73 

T. 

.06 

.04 

.'28 

.11 

'.'6i 

.16 
.30 
.18 
.39 

'.'■27 
.49 

.36 

.37 
.47 

1.12 
.60 
.26 
1.77 
1.18 
.26 
.37 
1  80 
1.55 
1.27 
.77 
.86 
.30 
.•28 
.86 
.57 
.10 
.01 
.40 
.60 
.15 

.70 
.64 
.16 
.61 
.92 
.68 
.78 
.34 
.35 
.78 

l.ll 
.12 

1.^28 
.71 

L06 
1.02 
.71 
.07 
.30 
.18 
.07 
.34 

1.02 
1.17 
.62 

1.10 

.31 
.40 

.11 

.07 

.13 
.04 

'■!■'.' 
.05 
.07 
.04 
.66 
.08 
■1'. 
.06 
.■24 
.■28 

".'65 

.'ic 

".05 
.34 

.77 
.10 
T. 
.35 

.32 

.15 

.09 

.17 

.90 

.41 

.18 

.06 

.24 

.■27 

.45 

.17 

T. 

.08 

.17 

.10 

.10 

.30 

.08 

.04 

.78 
.15 

.24 
.11 
T. 
.04 

.74 

.40 

.19 

.61 

T. 

.03 

'.'52 
.02 
.10 

'.'06 
T. 
T. 

.62 
.47 
.55 
.05 
.•20 
1.01 
.55 

'.'49 

.07 

'.'58 
.06 
.01 
T. 
.06 
.47 
.44 
.04 
.06 
.19 
T. 
.03 

T. 

.44 
T. 

.50 
.61 

■■r'.' 

'.'48 

'.'si 

1.46 

'.'63 
.63 

i.ig 
.59 

.80 

".si 

.62 

'.'42 
.69 

.52 
.02 

'.'82 
.31 

i.'io 

.18 

.42 

T. 

.34 

.41 

.62 

.20 

'r.' 

.40 
.26 
.01 
.37 
.53 

.46 
..55 
.58 
.18 
.79 

'■r'.' 

.86 

.51 
.52 
..=.2 

.91 

'.'6i 

.11 

.01 

';33 

.18 

1.06 
.61 
.69 
.73 
.11 
.21 
,'38 

1.03 
.33 
.37 
.'20 
.11 
.57 
.25 

1.04 
.61 
-58 
.25 
.66 
.93 

1.38 
.•20 
.96 

.07 
.09 
.98 
.05 

1  01 
.94 
.02 

L31 
.94 
.•27 
.51 
.40 
.68 
.75 

.08 
1.45 

.•29 
.02 
.25 

.20 
1.23 
.83 
.35 
.05 
.54 
1.16 
1.10 
.57 
.78 
.36 
.64 
.52 

';68 
.48 
.20 
.03 
.92 
.21 

.  60 
.59 
T. 
1.03 
.04 
.11 
.20 

■'i',' 

LIO 
.26 
.03 
.20 
.30 

.62 

'.'90 
T 

.94 
.15 
.04 
.63 

.33 

.74 
.82 
.Ofi 

.62 

.22 
.27 

.12 
.02 

'.'is 

.15 
18 
.15 
T. 
.46 
.06 
.16 
.15 
T. 

'.'26 
.19 

.08 
.28 
.06 
.07 
.18 
.08 

'.'62 

.02 

.21 

.■22 

T. 

.31 

.•25 

.13 

.15 

.31 

'.'32 
.•29 
.01 

.11 
.12 

.16 

.09 

■.'06 
.55 
.08 
.14 

'.'26 
.02 
.11 

.19 

'.'26 
.07 

'.'•24 

.45 
.30 

'.'36 
.18 

'.'6i 
'.'6i 

■i'V 
.02 

.07 
.02 
T. 

.12 
.•25 
.27 
.63 
.80 
.09 

'.'54 

.01 
T. 
.09 

.18 
.07 
.01 

.89 
.18 
.32 

.68 

'.'28 

'.'49 
.70 
.11 

'.'36 
.40 
.18 

'.'59 

'.'32 

'."36 
.16 

'.'is 

.13 

■.■39 
.16 
.17 

'.'■75 

".W 

.46 
.33 

'!23 

'.'36 
.17 

".'65 
.22 
.25 

'.'5i 
.71 
.29 
.41 

.3'.J 
.14 

'.'47 

7.29 
6.30 
6.77 
6  73 

Krogar'.  4.5  SE 

Lycippu.-,  1.5  K 

Marienvillel,  ■' 

Meadville';.  IS 

MiKsgruve- 

Parkers  Landing'- 

Pittsburgh  Cty  Of,  5.  .. 

Port  .VUegany- 

Pun.\sutawuey* 

Pulneyville^  •2.5SK... 

Kulgway- 

Saltsburg-     

Seward- 

Sheflieldi,-',  «  VV 

Snietlipiirtl.  ■'',  1  SW  . . . 

.Strongstowu'.  •' 

Tioueta-,  1.5SE 

ritusville.  '2  8 

Union  Citv'  ^ 

7.40 
6  69 
5.68 
4.41 
G.02 
7.64 
6.95 
5.96 
5.82 
5.34 
7.43 
5.92 
.5.09 
5.90 
5.73 
5  79 

'.'6i 

T. 
T. 

.'08 

'.'28 
.04 
.07 

.03 

'''r.' 

V'audergrift '     

W'moreland. 

VV  arreu 

Warren 

Somerset 

Fayette 

Washington.. 

Greene 

W'moreland. 
W'moreland. 

Somerset 

W'moreland. 
Allegheny . . . 

Greene 

Somerset 

Somerset 

Fayette 

Greene 

Beaver 

Butler 

Mercer 

Mercer 

'.'36 

4  67 

6  09 

'.'61 
'.'oe 

.04 

'.'64 
'.'25 

.07 
.30 

T. 

t'  ■ 
.06 

T.' 

.08 

.04 

.10 
.19 
1.03 
.12 
.26 
.02 
.27 
.33 
.39 
.48 
..54 
.66 
.02 
.15 

T. 
.15 

'.'44 

"43 
.41 
.01 

.11 
'.'63 

'.'35 
.17 

4.80 

.M()NON'.:.\HELA 

.31 
.12 

'.'ii 

"08 
.11 

■.'29 

■r'.' 

.38 

.■25 
.18 
.62 

.... 

.5.21 
5.33 
4.63 

Counellsville'-' 

Donora' 

':35 

Greeusburg.2  S 

T. 

.02 

T.' 

T. 
T. 

'i'.' 

.03 

.03 

.45 
.36 

".'75 
.46 

'.'si 

.53 

.52 

'.0\ 

.5.56 
.5.15 
5  41 

T. 

.33 
.02 
T. 
.•23 
.10 

.65 

..57 

'.'25 
.53 
.16 

.17 
T. 

'  '•' 

'.'36 
.18 

'.'36 
.03 
.02 
.02 
.08 
.28 
.06 
.03 

.32 
.30 
.88 
.52 
1.01 
.07 
.03 
.45 

'.'w 

.32 

.98 

.50 

T. 

.12 

Murrvsvilie//'.5 

Pittsburgh  Arpt..  1,5.. 

'.'6i 

4.11 

3.78 
5  59 

Soiuerset 

.... 

6  16 

Springs'''.  ISW  

Uiiioutown.  .. 

T. 

4.74 
4  76 

VVayuesburg- 

Be.wek 
Beaver  Falls2  . 

5.53 

5.63 
7.05 
6.67 
6.^23 
7  51 

Hutler  . 

t'jirrell- 

Greenville 

■r, 

.15 
.05 

".n 

.18 
.02 
T. 

.32 
.  14 

'.oi 

.86 
.70 
.•23 

■6.5 

.24 

.12 

.38 
.10 

.62 

.93 
.30 
.67 
..53 
.36 

.39 

.20 
.10 
.61 

.30 
1.34 

.46 

.lamestownS,  2NW 

Mercer 

Mercer 

Lawrence 

Crawford     . 

Washington  . 
Allegheny  .. . 

Beaver 

Washington  . 

Erie 

Erie 

Potter 

.03 
.40 
.31 
.02 

.39 
.11 
.14 
.10 

.34 

.18 
.10 

.01 
T 

!62 

'i''.' 

T, 

.04 
T. 

T. 

'■i" 
'.'06 

.61 

'.'36 

.36 
.61 
.26 

.25 

Mercer  Arpt.'. 2.5  NE.. 

Newcastle',  1.5  N 

Peuiiline.2,  IS 

Ohjo 

Claysville- 

Coraopolis2.  IE 

Midland'-' 

.78 
.52 
T. 

6.05 

4.42 
6.17 

.5.34 
6.03 
4.74 
3.88 

$6.  52 
5.98 
5.98 

Washington',  * 

LAKE   DRAINAGE 

Albion'- 

lirie'.s 

..55 

'.■59 
..52 

[See  page  40  for  explanation  of  reference  marks,] 


Daily  Svaporation(iiiches)  and  'Wind  movement  (miles) 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

•20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

.30 

31 

Total 

Con«uenee^lSW.)|-para«ot.^^^ 

.098  .196 
58      71 

.091 

48 

.068 
40 

.116 
49 

.010 
105 

.07:-! 
53 

.083 
118 

.116 
107 

.049 
67 

.130 

40 

.173 
28 

.  248 
51 

.081 
r29 

.059 
15 

.107 
69 

.035 
6 

.112 

39 

.192 
53 

.159 

47 

.1-58.149 

53 1     86 

.187 
38 

.217 
22 

.r28 

24 

.080 
61 

.244 
51 

.155 
26 

.■265 
35 

.237 

85 

.188 
63 

4.187 
1727 

^o^^^^r.^^ {^ViS^drofement 

.044 

53 

.  160 
49 

.071 
30 

.109 
28 

.094 
55 

.046 
97 

.072 
76 

.106 
119 

.063 
83 

.091 
53 

.101 
42 

.1-57 
9 

229 
47 

.029 
31 

.135 
63 

.067 
23 

.072 

24 

"22 

.177 
68 

.100 
43 

.198 
13 

.124 
104 

.180 
10 

.170 

27 

.016 
4 

.269 
63 

.230 
52 

.189 
25 

.'248 
30 

.188 
79 

.171 
37 

3.906 
1449 

H«wlev2   IS             /Evaporation.... 
"•"^  "^y  '  '  ^ \  Wind  movement 

** 
111 

.2^21 
68 

.oS2 
41 

.0.38 
41 

.049 
43 

.080 
71 

.101 

122 

.053 
52 

.108 
266 

.091 
136 

.131 
78 

.  225 

81 

.334 
154 

.265 
130 

.035 
44 

.105 
61 

.006 
68 

.163 
57 

.089 
69 

.114 

85 

.194 
108 

.857 
92 

.0.35 
41 

.■208 
76 

.•234 
72 

.175 
125 

.299 
149 

.222 
57 

.232 
155 

.'399 
156 

.'225 
80 

6.643 
2889 

JamestownS .  .2  N  W  (  JJ,'';^?"''^""" '  ■  • , 
V  Wind  movement 

.048 
84 

.198 
63 

.180 
61 

.094 
32 

•  132 

79 

.000 
78 

.062 
54 

.070 
82 

.072 
12 

.046 
88 

.168 
59 

.218 

20 

.278 
74 

.001 
44 

.091 
37 

.1'20 
66 

.056 
36 

.086 
51 

.072 
44 

"75 

.132 

47 

.066 
59 

.158 
31 

.208 
39 

.066 
21 

.05S 
80 

.184 
57 

.172 
31 

.180 
49 

.160 
66 

.134 
41 

3.394 
1640 

Npffq  Mi lls'^  ■■(  5  NV   '  Evaporation  — 
JNPttsMiils  .3..5  JNL.    ^,j,^^  movement 

.  166 
40 

.180 
55 

.070 
29 

.050 
2 

.154 

28 

.094 
141 

.116 
61 

.124 
142 

.092 
111 

.076 
71 

.218 
15 

.•229 
60 

.  303 
69 

.372 
41 

.638 
55 

.000 
18 

.072 
15 

.050 
19 

.138 
41 

.106 
18 

250 
67 

.  166  .2'28 
70      24 

.'210 

20 

.164 
19 

.160 
70 

.258 
41 

.148 

17 

• 
34 

.664 
70 

.240 

46 

4.972 
1499 

••  1. 417. 


Italics  mean  minus  auantity. 


[See  page  40  for  explanation  of  other  references.] 
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May  1947 


Daily  Temperatures  for  May  1947 


Stations 


Albion/ 

Allentown  Arpt.' 

Allentown/ 

A)toona-4.5  W...  . 
Arendtsville  /  — 
Beavertown/.  .. 

Berwick 

Bethlehem  1 


/  Maximum. 

XMlulmum. 

.9-4  NE  /  Maximum . 

\  Minimum. 

(  Maximum. 

\  .Miuiinum. 

/  Maximum. 

\  Minimum. 

/  Maximum. 

V  Miniinnni. 

I  Mnxiiiui'ii. 

'I  Miiiin'uni . 
Maximum. 
Minimum. 
.Maximum. 
Minimum. 


■•{] 


Blairsvillei-6  NE 

Bradford-4  W 

Burnt  Cabinsl-2  NE  . 

Butler 

CantonZ-l  NW 

Carlisle 

Chambersburp6-i  SVV. 

Clarion'i-3  SW  ....... 

Claysville/ 

Coalport  / 

Coatesville/ 

Columbia 

Corry 

Coudersport 

Curwensvillei-6  N  W . 
Derry 


t  Maximum. 
'I  Minimum.. 
;  Mnximum. 
\  .Minimum.. 
/  Maximum. 
\  N(iniravim.. 

Maximum. 

Minimum .. 

Maximum. 

Minimum.. 
/  Maximum. 
\  Minimum.. 
/  Maximum. 
\  Minimum.. 
/  .Maximum. 
\  Minimum.. 

/  Maximum. 

\  Minimum.. 
,  (  Maximum. 

>  Minimum. 
,  I  ivla.Kimum. 

(  Minimum.. 
,  (  Maximum. 

\  Minimum.. 
.  »  Maximum. 

\  Minimum.. 
.  )  Maximuuj . 

(,  Minimum. 
.  /  Maximum. 

\  Minimum. 
.  /  Maximum. 

V  Minimum. 


Donegali (  Maximum .. 

V  Mimmum .. 


Eagles  Mere/  .     

East  Waterford6-3  E  . . 


Donnral '  Maximum 

I.  Minimum.. 
(  Maximum. 
>  Minimum.. 
)  .Maximum. 
\  Minimum.. 

Ebeusburg  / '  Maximum . 

\  Minimum .. 
Emporium  /-IE /  Maximum .. 

\  Minimum.. 
Ephrata I  Maximum 

I  Minimum . 
gjigi        )  Maximum 

\  Minimum. 


Everetti-O.SSW.... 

Farrell 

Ford  City  /-4  S  .   ... 

Franklin  / 

Predericksville-1  S. 

Freeland 

George  School  6 

Gettysburg 


.  /  Maximum 
\  Minimum. 

,  (  Maximum 
\  Minimum. 
/  Maximum 
\  Minimum. 

.  (  Maximum. 
I  Minimum 
(  Maximum 
\,  Minimum.. 

.  /  Maximum 
\  Minimum.. 

.  /  Maximum. 
V  Minimum., 

.  /  Maximum. 
\  Minimum. 


Gordon 

Greensburg-2  S 

Hanover/ 

Harrisburg  Arpt.  '-3.5  8 

Hawley-0.6  E 

Hewitt-2  SW 

Holtwood' 

Huntingdon 


/  Maximum.. 
\  Minimum .. 
/  Maximum.. 
\  Minimum .. 
/  Maximuii!.. 
\  Minimum.. 
/  Maximum.. 
\  Minimum.. 
(  Maximum.. 
\  Minimum .. 
/  Maximum.. 
( Minimum.. 
(  Maximum.. 
\  Minimum.. 
(  Maximum.. 
\  Minimum.. 


41 

51 
4h 
61 

41 
73 
50 
fifi 

54 

f.i 

52 

79 
48 
6t 
46 

6'> 
12 
71 
^6 
69 
44 
79 
51 
53 
49 
78 
.V2 
70 
50 
f)4 
47 

60 

4S 
60 
50 
56 
49 
71 
51 
74 
48 
74 
51 
60 
37 
72 
49 

62 

38 
67 
51 
50 
50 
66 
47 
59 
46 
61 
52 
80 
48 
59 
46 

64 
43 
81 
52 
60 
50 
64 
50 
74 
45 
72 
41 
67 
44 
79 
56 

72 

45 

78 

49 

6 

5S 

H8 

50 

66 

43 

65 

45 

64 

50 

74 

59 


42 
53 
46 
54 
46 
5. 
35 
62 
46 
61 
40 
68 
49 
52 
47 

58 
42 
59 
34 
62 
41 
65 
39 
62 
40 
62 
50 
64 
48 
62 
35 

65 
39 
59 
36 
56 
48 
65 
4.S 
65 
40 
71) 
35 
52 
37 
64 
43 

60 
36 
67 
47 
63 
42 
55 
42 
56 
40 
61 
40 
68 
49 
61 
47 

62 

40 

69 

46 

63 

38 

63 

40 

54 

4 

58 

41 

52 

46 

61 

48 

65 
41 
64 
38 
'A 
48 
62 
,50 
54 
45 
62 
40 
63 
50 
60 
41 


42 

59 
46 
66 
50 
60 
45 
59 
50 
58 
51 
67 
48 
55 
43 

51 
40 
59 
44 
60 
47 
64 
43 
52 
49 
65 
50 
58 
48 
56 
41 

48 
43 
53 
39 
61 
18 
6S 
48 
58 
44 
62 
42 
53 
41 
62 
45 

50 
42 
55 
47 
55 
45 
55 
43 
48 
41 
56 
42 
63 
50 
51 
44 

55 

50 

66 

46 

52 

41 

52 

42 

63 

4 

fi 

43 

62 

48 

65 

49 

61 
46 

64 
45 
57 
50 
61 
50 
53 
44 
63 
50 
61 
50 
60 
49 


40 
67 
48 
68 
47 
59 
44 
67 
48 
61 
48 
63 
46 
67 
43 

53 

4i 
52 
41 
66 
49 
53 
45 
5' 
45 
70 
50 
66 
49 
54 
42 

58 
43 
79 
44 
67 
47 
69 
49 
52 
40 
.52 
45 
52 
41 
56 
45 

53 
42 

61 

48 

58 

43 

56 

13 

51 

40 

58 

45 

68 

48 

4 

42 

62 

47 

57 

49 

5 

44 

53 

44 

65 

45 

57 

40 

68 

46 

66 

50 

61 
45 
60 
46 
6' 
47 
65 
52 
65 
46 
62 
52 
64 
52 
60 
52 


35 

56 
37 
56 
47 
54 
38 
58 
45 
52 
46 
62 
44 
55 
46 

46 
28 
44 
33 
5fi 
36 
58 
38 
47 
41 
59 
48 
55 
43 
54 
30 

46 
44 
47 
43 
66 
42 
62 
45 
45 
34 
47 
36 
43 
25 
50 
40 

44 

30 
49 
42 
44 
40 
50 
3-1 
43 
41 
46 
42 
61 
42 
46 
33 

52 

.S5 
56 
36 
48 
46 
45 
43 
56 
40 
53 
37 
64 
42 
66 
49 

56 
39 
58 
40 
60 
48 
57 
38 
52 
40 
60 
50 
59 
45 
56 
37 


29 
48 
32 
50 
34 
39 
29 
49 
30 
45 
32 
48 
29 
51 
31 

36 
26 
37 
26 
48 
27 
47 
30 
40 
21 
4.S 
31 
48 
31 
41 
28 

43 
29 
42 

29 
50 
33 
.53 
31 
36 
27 
40 
26 
36 
25 
41 
31 

3 

25 

45 

32 

42 

23 

38 

27 

34 

26 

39 

2 

19 

34 

39 

32 

44 
34 
43 

34 
40 
29 
38 
31 
47 
30 
43 
24 
53 
33 
57 
33 

45 
30 
43 
31 
52 
32 
48 
34 
45 
30 
51 
36 
48 
37 
44 
33 


10 


32 

49 
31 

48 
32 
42 
29 

s- 

27 
47 
31 
47 
30 
47 
32 

39 

26 

40 

26 

50 

2 

39 

31 

44 

25 

48 

30 

51 

30 

44 

29 

42 
31 

41 
28 
50 
25 
54 
32 
40 
26 
13 
25 
39 
24 
43 
30 

3' 
26 
50 
35 
43 
23 
39 
27 
37 
26 
47 
28 
51 
30 
43 
32 

44 
28 
45 
33 
44 
30 
43 
31 
47 
27 
40 
25 
51 
29 
51 
31 

46 
30 
44 
33 
51 
31 
48 
32 
46 
29 
46 
35 
47 
36 
46 
35 


22 

62 
28 
62 
31 
5V 
26 
64 
29 
60 
23 
62 
28 
62 
34 

56 
26 
54 
19 
62 
18 
49 
22 
56 
29 
64 
28 
64 
25 
59 
20 

58 
20 
60 
18 
62 
27 
65 
■29 
51 
21 
6S 
18 
56 
18 
63 
24 

52 
16 
62 
28 
56 
25 
55 
28 
54 
23 
62 
20 
64 
29 
51 
32 

61 
24 

60 
27 
60 
21 
58 
23 
59 
25 
58 
26 
62 
27 
61 
30 

60 
21 
59 
18 
61 
29 
61 
34 
59 
22 
62 
17 
57 
36 
62 
21 


12  13  14 


16  17  18  19  20 


29 
73 
32 
71 
33 
71 
31 
75 
33 
75 
26 
71 
30 
72 
38 

66 
38 
67 
25 
73 
22 
60 
26 
68 
34 
72 
33 
70 
29 
72 
23 

70 

27 
71 
21 
70 
28 
74 
30 
68 
27 
70 
22 
66 
27 
70 
28 

66 
22 
72 
33 
70 
26 
68 
39 
66 
31 
73 
24 
73 
33 
62 
44 

72 
28 
73 
31 
70 
25 
70 
24 
69 
29 
66 
35 
70 
31 
72 
34 

71 
24 
70 
22 
71 
35 
72 
38 
70 
27 
75 
25 
6' 
40 
73 
26 


65 
57 
70 
41 
74 
55 
83 
55 
62 
49 
61 
47 
66 
4 

65 
49  .55 


62  6.1 

52  42 

69 

60 

59 

55 

6' 

46 

61 

43 


22  23  24  25  26  27 


28 


29  30  31 


37 
78 
53 
74 
54 
76 
51 
80 
5t 
65 
.52 
76 
58 
78 
57 

71 
47 
71 
33 
79 
51 
75 
46 
66 
44 
7S 
55 
76 
52 
71 
39 

74 
47 

75 
16 
77 
50 
82 
55 
67 
36 
72 
39 
68 
40 
78 
46 

72 
48 
76 
54 
68 
41 
72 
53 
71 
48 
74 
42 
79 
62 
61 
46 

81 
.52 
72 
47 
73 
47 
68 
41 
75 
49 
71 
61 
75 
53 
77 
55 

76 

52 
74 
51 
78 
56 
79 
58 
73 
.52 
81 
52 
77 
58 
77 
56 


52 
87 
57 
86 
58 
87 
55 
82 
59 
85 
54 
87 
56 
86 
58 

81 
56 
79 
48 
90 
57 
81 
53 
80 
50 
87 
57 
85 
66 
80 
50 

84 
50 
85 
49 
84 
.59 
92 
60 

SO 

50 
80 
49 
81 
51 
86 
60 

82 
54 
87 
55 

48 
82 
54 
81 
52 
85 
45 
89 
59 
72 
49 


57 
87 
61 
83 
67 
91 
63 
89 
68 

83 
42 
79 
49 
86 
54 
86 
56 
80 
56 
90 
58 
85 
61 
75 
46 

80 
68 
87 
52 
86 
63 
88 
68 
78 
45 
8:1 
46 
81 
40 
85 
50 

80 
44 
84 
46 

80 
55 
81 
60 
80 
57 
88 
52 
87 
67 
75 
46 

91 
49 

85 
66 
81 
55 
78 
55 
85 
63 
83 
57 
86 
64 
87 
64 

85 
60 
83 
52 
90 
68 
89 
57 
88 
60 
90 
59 
84 
66 
91 
54 


45 
71 
48 
72 
49 
66 
36 
70 
46 
66 
44 
67 
46 
63 
4-^ 

56 
35 
59 
31 
66 
40 
75 
40 
60 
37 
68 
46 
69 
44 
59 
33 

66 
33 
62 
31 
68 
49 
71 
48 
58 
35 
.55 
32 
67 
32 
61 
41 

56 
35 
61 
40 
60 
37 
61 
38 
55 
36 
61 
35 
68 
47 
57 
43 

64 
40 
61 
43 
60 
41 
59 
36 
65 
45 
72 
39 
80 
50 
67 
47 

67 
43 

67 
39 
67 
47 
66 
49 
65 
45 
79 
.50 
66 
53 


Continued  on  page  39. 


May    194; 


CLlMAroiAKilCAL  DATA:    i'KNNSYLVA NIA  SECTION 


:',!) 


Daily  Temperatures  for  May  1947— Continiiefi  from  paifeSK. 


Stations 


1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

IS 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

25 

26 

27 

28 

29 

80 

81 

77 

70 

61 

64 

63 

66 

65 

44 

42 

60 

70 

79 

79 

65 

67 

73 

73 

79 

80 

76 

83 

72 

81 

81 

80 

73 

74 

84 

84 

68 

67 

56 

49 

38 

29 

44 

44 

89 

30 

29 

18 

21 

42 

41 

54 

62 

60 

55 

60 

68 

60 

59 

44 

41 

46 

60 

42 

48 

55 

52 

84 

31 

77 

77 

60 

64 

61 

66 

56 

47 

41 

67 

70 

79 

79 

64 

69 

73 

78 

79 

77 

78 

81 

73 

82 

84 

83 

75 

75 

85 

86 

67 

69 

58 

49 

42 

44 

45 

45 

39 

31 

32 

21 

26 

36 

49 

55 

50 

48 

58 

60 

62 

64 

61 

47 

44 

61 

62 

45 

50 

58 

59 

36 

50 

80 

67 

65 

64 

60 

58 

47 

41 

46 

57 

70 

80 

67 

52 

68 

69 

68 

78 

80 

67 

73 

70 

80 

78 

76 

74 

67 

81 

73 

62 

70 

52 

49 

41 

42 

42 

41 

36 

28 

28 

21 

26 

39 

52 

45 

42 

46 

45 

54 

45 

62 

48 

41 

44 

50 

58 

42 

36 

45 

84 

32 

37 

80 

67 

62 

65 

55 

60 

49 

41 

44 

65 

74 

83 

81 

67 

63 

75 

72 

79 

84 

80 

84 

77 

89 

88 

80 

78 

82 

91 

87 

63 

72 

60 

52 

41 

41 

47 

46 

46 

32 

32 

27 

30 

35 

47 

57 

50 

50 

59 

60 

56 

65 

62 

61 

46 

61 

60 

60 

66 

59 

66 

46 

37 

75 

56 

58 

62 

52 

48 

42 

36 

40 

57 

70 

78 

73 

62 

51 

66 

62 

72 

81 

70 

77 

74 

80 

78 

70 

72 

67 

82 

79 

57 

66 

49 

36 

33 

30 

42 

40 

28 

26 

24 

16 

21 

30 

40 

49 

45 

45 

35 

52 

45 

45 

45 

43 

34 

41 

45 

42 

34 

48 

42 

31 

29 

82 

78 

66 

74 

67 

72 

64 

55 

53 

65 

75 

84 

88 

81 

58 

61 

69 

75 

81 

86 

82 

78 

77 

86 

85 

78 

81 

85 

86 

71 

73 

59 

49 

45 

50 

51 

47 

43 

31 

28 

28 

28 

33 

42 

64 

43 

45 

46 

55 

67 

61 

60 

57 

50 

55 

60 

62 

.50 

58 

65 

47 

40 

8(1 

74 

66 

70 

62 

58 

53 

42 

47 

68 

71 

83 

80 

62 

58 

64 

67 

77 

80 

78 

78 

73 

86 

83 

77 

78 

72 

84 

87 

69 

70 

56 

52 

42 

40 

49 

48 

40 

29 

29 

24 

28 

35 

52 

44 

45 

50 

47 

56 

52 

55 

52 

48 

45 

51 

59 

44 

45 

63 

58 

42 

35 

80 

55 

63 

69 

59 

65 

56 

48 

50 

61 

72 

83 

86 

74 

57 

68 

65 

75 

83 

84 

81 

72 

80 

86 

78 

74 

77 

87 

87 

69 

7! 

59 

48 

48 

49 

60 

49 

49 

33 

29 

30 

32 

4'. 

48 

63 

43 

45 

46 

56 

56 

57 

59 

59 

50 

66 

66 

62 

65 

60 

63 

48 

43 

82 

66 

62 

70 

61 

64 

54 

48 

48 

65 

74 

85 

85 

73 

64 

69 

61 

81 

87 

85 

84 

77 

86 

92 

82 

80 

79 

89 

90 

69 

74 

55 

56 

48 

46 

47 

49 

47 

34 

34 

27 

26 

3) 

47 

48 

42 

44 

51 

52 

52 

64 

59 

57 

49 

49 

57 

51 

50 

58 

56 

45 

39 

81 

78 

61 

70 

65 

60 

56 

46 

50 

65 

76 

84 

85 

72 

59 

68 

62 

82 

77 

83 

82 

79 

86 

89 

86 

80 

77 

90 

92 

71 

73 

57 

51 

45 

43 

49 

49 

45 

33 

34 

27 

30 

39 

49 

59 

44 

62 

49 

55 

53 

63 

57 

53 

46 

56 

60 

49 

56 

56 

56 

44 

37 

80 

67 

67 

72 

65 

73 

68 

56 

52 

67 

76 

81 

86 

80 

62 

68 

73 

76 

82 

88 

85 

72 

79 

85 

80 

75 

85 

86 

88 

75 

78 

60 

48 

49 

49 

53 

50 

52 

37 

35 

35 

47 

48 

51 

58 

45 

44 

46 

6K 

57 

61 

64 

65 

56 

59 

63 

57 

58 

63 

65 

63 

50 

70 

62 

56 

64 

55 

58 

47 

39 

40 

67 

70 

79 

79 

67 

61 

69 

62 

77 

81 

75 

78 

73 

82 

83 

76 

74 

77 

85 

86 

60 

67 

55 

45 

41 

38 

45 

47 

31 

30 

29 

26 

33 

44 

65 

49 

43 

47 

54 

84 

53 

62 

58 

49 

49 

63 

50 

46 

52 

59 

60 

40 

38 

76 

65 

64 

61 

55 

55 

43 

38 

44 

56 

69 

79 

67 

53 

66 

70 

65 

72 

80 

67 

73 

71 

79 

77 

71 

72 

67 

81 

75 

60 

68 

56 

50 

39 

39 

44 

43 

36 

28 

30 

21 

26 

34 

47 

48 

44 

48 

42 

53 

48 

52 

47 

44 

43 

50 

67 

44 

36 

47 

64 

35 

36 

74 

61 

62 

60 

48 

53 

45 

38 

42 

55 

66 

77 

66 

57 

65 

68 

59 

73 

78 

67 

75 

69 

77 

77 

71 

70 

68 

80 

72 

56 

66 

54 

43 

40 

30 

43 

43 

29 

28 

27 

22 

28 

46 

53 

45 

46 

48 

48 

63 

49 

53 

48 

42 

46 

52 

44 

42 

38 

51 

39 

36 

36 

80 

67 

64 

66 

60 

66 

56 

48 

48 

62 

72 

84 

86 

74 

67 

61 

67 

78 

84 

85 

81 

72 

80 

87 

77 

76 

77 

87 

87 

68 

71 

58 

50 

50 

50 

50 

53 

40 

35 

33 

35 

33 

41 

48 

46 

43 

50 

49 

57 

57 

64 

67 

53 

51 

61 

66 

55 

68 

60 

60 

49 

45 

77 

63 

64 

05 

53 

59 

54 

41 

44 

68 

68 

79 

72 

62 

67 

72 

68 

78 

80 

72 

80 

82 

81 

80 

74 

75 

76 

85 

77 

60 

^9 

52 

47 

44 

45 

44 

48 

35 

31 

33 

26 

29 

38 

46 

50 

49 

49 

67 

60 

64 

60 

50 

46 

47 

52 

52 

46 

48 

53 

48 

40 

39 

72 

48 

63 

61 

53 

57 

46 

40 

44 

53 

66 

79 

80 

58 

62 

66 

68 

67 

76 

77 

67 

66 

78 

83 

71 

70 

67 

80 

82 

60 

60 

S2 

47 

43 

44 

45 

45 

40 

26 

26 

27 

31 

42 

49 

55 

39 

40 

43 

49 

53 

56 

51 

45 

45 

63 

59 

45 

46 

48 

57 

40 

40 

72 

55 

51 

61 

50 

60 

48 

41 

41 

64 

64 

76 

80 

68 

60 

58 

68 

69 

76 

78 

64 

64 

76 

83 

67 

72 

68 

80 

82 

58 

63 

5) 

41 

42 

45 

42 

42 

30 

25 

26 

25 

27 

41 

66 

36 

36 

35 

41 

50 

49 

55 

52 

43 

40 

6? 

56 

45 

50 

52 

68 

32 

32 

80 

65 

68 

66 

64 

64 

58 

50 

48 

63 

74 

85 

83 

73 

65 

60 

80 

84 

87 

83 

82 

76 

82 

87 

81 

76 

77 

87 

87 

68 

73 

51 

53 

49 

50 

49 

48 

44 

31 

30 

29 

28 

35 

46 

53 

41 

46 

48 

65 

72 

62 

75 

44 

44 

54 

60 

47 

52 

56 

61 

41 

37 

72 

56 

52 

60 

48 

56 

48 

38 

40 

54 

63 

76 

73 

68 

42 

56 

63 

72 

76 

76 

72 

64 

73 

78 

74 

65 

70 

78 

80 

58 

62 

44 

38 

38 

40 

40 

40 

28 

28 

26 

20 

34 

32 

40 

40 

36 

42 

48 

49 

47 

62 

52 

40 

40 

50 

50 

44 

50 

50 

48 

36 

40 

78 

64 

66 

64 

50 

57 

49 

41 

45 

59 

71 

80 

68 

60 

70 

70 

62 

76 

81 

71 

79 

74 

84 

82 

76 

74 

70 

85 

76 

60 

70 

52 

50 

40 

48 

44 

46 

33 

29 

29 

24 

27 

36 

47 

48 

48 

50 

54 

60 

52 

56 

49 

44 

43 

52 

49 

45 

40 

55 

50 

40 

38 

77 

60 

53 

67 

68 

65 

54 

45 

46 

61 

72 

82 

84 

66 

65 

60 

68 

67 

78 

83 

73 

72 

78 

85 

74 

72 

75 

85 

86 

67 

70 

60 

45 

45 

49 

46 

47 

36 

33 

30 

26 

30 

39 

49 

43 

43 

43 

45 

64 

56 

63 

58 

52 

46 

58 

61 

53 

53 

67 

64 

48 

36 

74 

66 

57 

62 

54 

58 

49 

38 

41 

55 

65 

78 

81 

65 

50 

53 

64 

66 

77 

79 

67 

64 

76 

?3 

69 

68 

69 

81 

81 

61 

65 

52 

41 

42 

42 

41 

40 

29 

25 

25 

26 

37 

4fi 

56 

36 

36 

39 

49 

49 

58 

56 

53 

46 

50 

59 

57 

44 

53 

62 

53 

39 

39 

80 

62 

54 

70 

62 

69 

67 

51 

51 

62 

72 

82 

87 

75 

58 

67 

73 

74 

86 

85 

85 

71 

79 

84 

78 

74 

82 

86 

89 

69 

71 

60 

48 

49 

52 

49 

50 

42 

37 

33 

34 

39 

47 

52 

45 

44 

43 

54 

65 

68 

63 

64 

55 

55 

63 

63 

56 

56 

60 

66 

63 

48 

78 

59 

53 

67 

61 

67 

65 

49 

50 

61 

70 

80 

85 

75 

57 

65 

71 

72 

85 

82 

84 

70 

78 

82 

78 

72 

81 

85 

87 

69 

70 

56 

47 

19 

52 

49 

49 

43 

38 

35 

39 

48 

51 

68 

46 

44 

43 

56 

55 

63 

63 

63 

57 

59 

62 

62 

56 

60 

61 

64 

53 

53 

80 

79 

58 

69 

70 

69 

70 

58 

52 

63 

69 

8) 

87 

84 

57 

68 

70 

74 

84 

85 

83 

79 

79 

83 

77 

76 

78 

80 

88 

85 

70 

62 

48 

49 

54 

51 

48 

44 

38 

33 

30 

62 

42 

49 

48 

45 

41 

52 

61 

57 

64 

62 

55 

62 

60 

66 

66 

53 

58 

67 

52 

43 

74 

61 

54 

62 

54 

55 

45 

40 

38 

57 

68 

78 

78 

66 

49 

64 

54 

77 

79 

76 

77 

72 

82 

81 

73 

72 

71 

83 

81 

58 

65 

55 

42 

37 

31 

42 

42 

29 

26 

27 

24 

23 

30 

40 

45 

39 

44 

45 

52 

46 

63 

56 

46 

50 

48 

46 

42 

48 

64 

43 

30 

26 

S3 

77 

55 

71 

69 

70 

68 

64 

61 

63 

73 

84 

88 

93 

80 

78 

76 

79 

91 

91 

93 

86 

86 

91 

91 

84 

86 

87 

88 

82 

74 

61 

47 

49 

51 

51 

48 

42 

33 

32 

35 

32 

36 

44 

49 

45 

36 

47 

56 

58 

64 

67 

57 

47 

68 

60 

54 

51 

57 

64 

50 

39 

78 

61 

62 

65 

52 

58 

50 

41 

42 

59 

71 

79 

76 

64 

71 

73 

70 

79 

80 

76 

81 

72 

82 

83 

77 

74 

74 

85 

81 

61 

69 

58 

46 

45 

47 

43 

45 

34 

30 

30 

31 

40 

48 

57 

50 

50 

50 

60 

61 

59 

63 

51 

48 

53 

57 

49 

46 

51 

60 

46 

39 

46 

78 

65 

63 

64 

55 

61 

53 

42 

45 

60 

73 

81 

76 

65 

72 

76 

70 

80 

82 

77 

82 

74 

85 

85 

77 

76 

76 

88 

83 

62 

71 

61 

52 

49 

51 

47 

49 

37 

34 

34 

35 

37 

43 

56 

51 

52 

54 

59 

62 

88 

65 

63 

52 

62 

88 

63 

•  60 

53 

61 

48 

46 

46 

76 

51 

58 

69 

67 

64 

54 

46 

47 

60 

70 

82 

85 

70 

54 

59 

65 

68 

80 

82 

77 

71 

77 

83 

74 

74 

74 

84 

83 

67 

75 

53 

46 

45 

50 

51 

46 

46 

33 

29 

26 

29 

36 

ih 

52 

43 

44 

44 

49 

53 

53 

58 

64 

43 

57 

63 

52 

50 

54 

62 

47 

37 

81 

59 

60 

61 

54 

57 

46 

41 

44 

59 

69 

80 

77 

65 

63 

72 

62 

78 

80 

76 

72 

81 

81 

80 

77 

75 

71 

83 

82 

60 

68 

54 

47 

38 

36 

38 

41 

40 

27 

27 

17 

21 

31 

38 

49 

46 

44 

48 

53 

48 

60 

43 

63 

42 

41 

60 

42 

44 

47 

53 

35 

31 

78 

76 

54 

67 

65 

67 

63 

52 

50 

59 

68 

79 

84 

72 

54 

67 

69 

71 

83 

82 

81 

76 

77 

83 

80 

73 

73 

83 

87 

80 

69 

59 

45 

47 

49 

42 

47 

42 

31 

29 

28 

29 

37 

41 

45 

42 

35 

43 

53 

49 

62 

51 

62 

47 

51 

59 

52 

50 

67 

66 

48 

38 

80 

64 

60 

71 

62 

67 

58 

49 

50 

62 

72 

83 

87 

75 

57 

62 

69 

77 

83 

85 

82 

72 

81 

89 

78 

76 

78 

87 

88 

68 

71 

6! 

46 

51 

51 

48 

50 

38 

35 

34 

34 

37 

50 

57 

44 

44 

44 

47 

55 

58 

64 

61 

66 

51 

63 

64 

54 

59 

60 

66 

50 

46 

77 

57 

60 

63 

57 

51 

44 

40 

44 

61 

71 

81 

77 

67 

56 

69 

63 

77 

80 

74 

81 

78 

82 

80 

76 

74 

72 

84 

81 

59 

69 

58 

46 

35 

34 

37 

44 

41 

27 

27 

17 

17 

33 

37 

49 

45 

44 

47 

47 

52 

51 

49 

46 

39 

43 

51 

45 

47 

47 

48 

31 

30 

78 

64 

64 

67 

57 

63 

50 

42 

44 

57 

69 

81 

83 

62 

57 

59 

74 

08 

81 

79 

71 

70 

81 

87 

76 

74 

70 

86 

89 

61 

68 

60 

48 

48 

48 

47 

49 

36 

31 

32 

32 

33 

41 

55 

46 

43 

45 

46 

55 

66 

64 

57 

51 

47 

69 

64 

63 

53 

57 

57 

47 

40 

78 

76 

61 

67 

63 

61 

60 

47 

48 

61 

71 

82 

84 

73 

57 

57 

61 

76 

81 

82 

82 

76 

79 

85 

80 

74 

73 

85 

86 

68 

71 

57 

49 

42 

44 

40 

47 

42 

32 

29 

27 

29 

37 

46 

56 

44 

48 

46 

56 

53 

63 

58 

54 

46 

89 

62 

48 

57 

57 

65 

45 

38 

80 

79 

65 

69 

69 

64 

63 

47 

48 

63 

71 

85 

83 

73 

57 

55 

70 

80 

84 

81 

80 

77 

82 

87 

84 

75 

80 

86 

88 

68 

71 

57 

53 

48 

47 

48 

48 

43 

31 

32 

27 

31 

39 

42 

48 

43 

49 

50 

55 

54 

61 

59 

56 

46 

54 

61 

49 

64 

66 

58 

43 

40 

75 

75 

59 

60 

60 

55 

52 

39 

38 

55 

69 

77 

76 

66 

61 

70 

71 

74 

80 

75 

78 

72 

82 

82 

81 

72 

75 

82 

81 

65 

67 

52 

41 

34 

34 

40 

40 

34 

27 

28 

16 

20 

25 

39 

54 

46 

45 

53 

57 

45 

66 

59 

45 

40 

48 

67 

42 

61 

55 

49 

38 

30 

73 

60 

55 

60 

51 

51 

48 

39 

37 

52 

67 

76 

73 

60 

61 

69 

71 

74 

78 

72 

73 

68 

79 

81 

73 

70 

73 

81 

80 

56 

66 

50 

42 

34 

34 

37 

41 

32 

26 

28 

18 

25 

30 

47 

54 

44 

45 

50 

57 

48 

57 

56 

45 

42 

45 

54 

45 

56 

61 

51 

/  36 

30 

77 

65 

58 

60 

57 

59 

61 

40 

42 

60 

70 

80 

81 

69 

52 

65 

59 

78 

83 

78 

80 

73 

83 

86 

78 

76 

76 

87 

88 

62 

68 

56 

45 

44 

40 

46 

46 

32 

31 

30 

33 

38 

49 

60 

46 

41 

49 

52 

56 

56 

62 

58 

62 

50 

60 

53 

46 

55 

68 

46 

41 

39 

76 

78 

66 

67 

66 

66 

65 

54 

49 

63 

74 

84 

87 

84 

56 

69 

72 

69 

83 

84 

84 

70 

78 

72 

78 

77 

78 

86 

89 

88 

70 

58 

46 

48 

56 

48 

49 

45 

30 

29 

25 

28 

46 

48 

49 

43 

48 

42 

52 

53 

62 

55 

63 

42 

62 

60 

51 

52 

51 

62 

46 

36 

76 

53 

55 

64 

52 

50 

42 

37 

42 

57 

71 

80 

79 

62 

61 

64 

59 

75 

75 

76 

76 

72 

83 

81 

72 

76 

69 

83 

83 

59 

66 

53 

49 

41 

41 

42 

42 

39 

24 

24 

24 

26 

36 

52 

55 

37 

37 

45 

45 

54 

55 

51 

42 

43 

53 

58 

42 

44 

46 

53 

36 

36 

73 

59 

60 

60 

50 

51 

43 

37 

42 

58 

69 

78 

71 

62 

62 

70 

60 

73 

79 

70 

74 

73 

80 

79 

74 

72 

68 

82 

78 

58 

67 

53 

38 

38 

38 

40 

44 

28 

28 

28 

21 

25 

30 

40 

49 

49 

48 

44 

47 

50 

50 

51 

42 

44 

46 

56 

43 

39 

47 

52 

84 

35 

76 

71 

61 

60 

58 

49 

49 

36 

40 

55 

67 

79 

73 

68 

61 

67 

61 

69 

77 

75 

74 

70 

78 

77 

76 

70 

67 

79 

76 

56 

65 

66 

47 

38 

34 

42 

41 

31 

27 

28 

18 

36 

48 

52 

53 

47 

46 

39 

55 

47 

56 

49 

44 

40 

47 

58 

42 

33 

49 

47 

31 

41 

81 

7o 

66 

68 

55 

61 

56 

46 

48 

59 

71 

83 

84 

62 

57 

61 

68 

74 

81 

80 

75 

72 

84 

86 

78 

77 

71 

84 

88 

67 

71 

56 

60 

46 

43 

48 

47 

40 

29 

31 

27 

28 

33 

50 

47 

43 

49 

43 

56 

50 

64 

50 

49 

42 

64 

60 

46 

50 

56 

57 

42 

35 

76 

54 

67 

67 

56 

63 

SS 

51 

47 

58 

71 

84 

85 

65 

67 

61 

70 

71 

79 

83 

75 

70 

81 

86 

77 

74 

71 

84 

88 

63 

70 

57 

47 

46 

44 

45 

47 

43 

26 

28 

25 

28 

36 

49 

57 

43 

44 

44 

50 

50 

64 

53 

49 

43 

61 

66 

47 

51 

53 

66 

45 

36 

79 

68 

67 

64 

63 

60 

57 

45 

44 

58 

74 

83 

79 

67 

72 

73 

80 

81 

82 

81 

83 

73 

85 

84 

81 

76 

78 

86 

85 

68 

72 

60 

48 

45 

46 

42 

46 

41 

30 

32 

25 

29 

35 

48 

57 

62 

60 

60 

61 

55 

64 

65 

49 

47 

53 

60 

47 

55 

62 

62 

40 

38 

Mcsan 


lamostown/  2N\V. 


1iuliann-2.5SE /  Uftximinn.. 

V  MiMiimini.. 
Iruui        /  Miixiimiiii.. 

\  Mliihiiuiii .. 
I  Mftxiimuii.. 

V  Miniinuiii.. 
Johnstown/ /  Mh will  11 11 1.. 

\  Miuinuim .. 
Kbuh'-I  N /  Maxnmnn.. 

\  Miniimuii.. 
Lancaster /  Maxuiniin.. 

\  Mjuiimnii.. 
LawreiU'i'ViUe /  Maximum.. 

\  Miniuuiiii.. 
Lebanon  ' /  Mnximmn.. 

\  .Miiiinnin).. 


Le\vistowu;-2S 
Lock  Haven''... 
.Marcn-.  Hook/. 
Martir.-burg'.  ■ 
Moadville /-I  S 
Mercer'-2.5  ISE 
MiiliUetonn'  I. 
Midlandti 


5  W. 


W I  Maximiun. 

\  Miiiimnni . 
. ..  (  Maxiinuui. 

\  Mininiuiu. 
. . .  /  Maximum. 

\  Miiiinmni ., 
. . .  t  Maximum. 

\  Minimum. 
. . .  (  Maximum. 

\  .Minimum. 
. ..  I  Jla.ximuui. 

\  Minimum .. 
. . .  /  Maxiimnii. 

\  Minimum 
.  . .  /  Maximum. 

\  Minimum. 

Moutrose/-3  K )  Maximum. 

inimum. 

I  Minimum.. 
New  Bloomtit'lil /  Maximum  . 

iMiuimum. . 
Newburgi-3.5N\V /  Maximum  . 

\  Minimum.. 
New  Castle''-1.5  N I  Maximum.. 

V  Minimum.. 
Talmertoni I  Maximum.. 

\  Minimum .. 
Park  Place'-l  NW /  Maximum.. 

\  Minimum.. 
Phila.   Arpt.'-7S\V..     .(Maximum.. 

\  Minimum.. 

Philailelphia  CO.' (  Maximum.. 

I  Minimum .. 
Fhila.  Shawmout /  Maximum.. 

\  Minimum., 
Philip?burg'-7  K /  Maximimi.. 

\  Minimum. 
Phoenixville-1.5SK (  Maximum.. 

I  Minimum .. 
Pittsburgh  Arpt.l-7.5SEr  Maximum.. 

\  Minimum.. 
Pittsburgh  City  Officel. .  /  Maximum.. 

I  Minimum.. 
Port  Clinton/ /Maximiuu.. 

(  Mininnuii.. 
Putney  ville/-2. 5  SE (  Maximum. 


I  Minimum. 


Quakertown.0.5  E 
Reading! 


(  Maximimi..! 
\  Minimum.. 
/  Maximum.. 
1  Minimum.. 

Ridgway  / (  Miixinuim .. 

I  Minimuu 

\  Minimuni.. 
Selmsgrove /  Maximum.. 

1  Minimum .. 
Shippensburg t  Maximum.. 

\  Minimum.. 
Somerset ( Maximum., 

1  Minimum.. 
Springs<'-1  S\V /  Maximum.. 

\  Minimum.. 

.State  Col1(^gei /  Maximum.. 

I  Minimum.. 
Stroudsburg-2  E /  Maximum.. 

\  Minimum.. 
Tamarack /-2S I  Maximum.. 

\  Minimum .. 
Tione.<t,a/-1.5  SE (  Maximum . 

\  Minimum.. 
Titusville-2  S /  Maximum.. 

1  Minimum.. 
Towanda-1  E /  Maximum.. 

^  Minimum.. 
Tunkhannook/ /  Maximum. 


/  Ma: 
\  Mil 


iiiimiii 

Uniontown \  Maximum.. 

'  Minimum 


70.3 

44.8 
71,0 
47,3 
60.9 
42.4 
72,2 
48.6 
65.0 
37.6 
74.7 
48.1 

70.  5 
45.3 

71.  1 
49.4 

73.4 
47.  1 
73.7 
48.3 
75.0 
52.  7 
67.9 
46  3 
65.8 
42.6 
64.4 
42.3 
71.9 
50.5 
68.9 
45.7 

64.6 
44.5 
64.1 
42.5 
73.1 
48.4 
63.3 
40.7 
68.1 
44.4 
69.0 
47.4 
65.0 
44.2 
72.7 
51.4 

71.2 
62.7 
74.6 
51.6 
65.9 
40.  7 
79.4 
49.0 
69, 2 
48.2 
70.9 
50.2 
68.9 
4fi.8 
68.2 
41.1 

71.7 
46.0 
72.4 
50.9 
67.9 
40.7 
68.8 
48.4 
71.1 
47.6 
73.0 
47.8 
68.5 
41.9 
66.4 
42. 2 

69.1 
47.4 
73.3 
47.6 
65  8 
42.7 
65.5 
41.2 
65.5 
42.5 
70.5 
46.8 
to.  6 
$4.5.9 
72.6 
48.5 


Continued  on  page  40. 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


May  1947 


Daily  Temperatures  for  May  1947 — Contiuued  from  page  39. 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

30 

31 

Mean 

Vandergrift' 

.  /Maximum.. 
\  Minimum. 

78 
fid 

64 

.■in 

59 
4? 

62 
43 

50 
47 

58 
49 

51 
37 

41 
32 

41 
31 

61 

23 

69 

27 

82 
34 

62 
56 

66 

50 

69 
48 

72 
45 

67 
52 

66 

58 

72 
52 

78 
64 

83 
55 

76 

48 

84 
45 

82 
50 

78 
64 

75 
45 

74 
51 

80 
56 

86 
50 

60 
46 

68 
37 

68.2 

46.7 

(  Maximum.. 

78 

7fi 

71 

64 

62 

49 

47 

39 

43 

70 

72 

81 

71 

64 

62 

69 

65 

75 

66 

69 

80 

73 

85 

82 

75 

76 

70 

84 

80 

76 

71 

69.2 

\  Minimum.. 

."iH 

49 

47 

38 

45 

43 

32 

28 

2? 

21 

35 

33 

49 

50 

49 

49 

44 

54 

50 

50 

.50 

45 

42 

49 

46 

43 

39 

60 

48 

39 

34 

42.9 

Waynesburg 

.  (  Maximum.. 
\  Minimum.. 

78 

68 

64 

64 

62 

57 

55 

S9 

45 

59 

73 

79 

74 

67 

72 

77 

81 

79 

82 

79 

83 

73 

84 

84 

78 

75 

79 

87 

87 

61 

70 

5.71.5 

.■iR 

4fi 

39 

47 

42 

44 

39 

28 

Xn 

19 

24 

29 

38 

56 

48 

43 

o6 

68 

51 

63 

57 

43 

42 

46 

64 

40 

50 

55 

52 

33 

33 

544.3 

/  Ma.ximum.. 
\  Minimum.. 

79 

60 

65 

65 

53 

57 

48 

41 

47 

59 

73 

81 

80 

56 

55 

69 

64 

75 

79 

77 

77 

72 

85 

82 

78 

76 

71 

84 

86 

61 

70 

68.5 

54 

S7 

39 

36 

41 

45 

43 

28 

27 

20 

25 

30 

36 

54 

42 

42 

45 

49 

47 

51 

51 

47 

40 

42 

.52 

42 

44 

50 

61 

37 

31 

41.9 

Wellsville 

)  Ml  vinuuii.. 
V  .Minimum.. 

78 

71 

62 

66 

62 

65 

62 

.50 

49 

60 

70 

82 

81 

74 

54 

61 

64 

79 

83 

81 

80 

72 

77 

84 

V8 

77 

V6 

84 

85 

68 

VO 

71.3 

.'i.'i 

h-^, 

47 

46 

50 

50 

44 

31 

25 

28 

30 

34 

42 

51 

42 

48 

46 

56 

51 

60 

60 

57 

47 

56 

.58 

50 

50 

57 

61 

4b 

37 

47.4 

VA'est  Chester 

i  Maximum.. 
\  Minimum.. 

81 

78 

55 

69 

67 

67 

66 

50 

50 

62 

70 

83 

88 

78 

60 

66 

70 

78 

87 

84 

83 

75 

79 

85 

80 

76 

79 

86 

8; 

80 

72 

73.9 

(in 

47 

47 

50 

49 

47 

46 

32 

29 

31 

38 

43 

52 

46 

43 

40 

51 

54 

53 

63 

61 

54 

.52 

60 

63 

62 

53 

61 

67 

48 

43 

49.5 

Wilkes-Barre  Arpt.  i-3N 

.  /  Maximum.. 
\  Minimum.. 

77 

61 

65 

66 

56 

61 

50 

42 

44 

57 

68 

82 

83 

64 

57 

60 

71 

71 

80 

80 

71 

70 

81 

86 

/■5 

75 

71 

86 

88 

63 

67 

68.6 

f)H 

48 

47 

48 

46 

46 

34 

30 

31 

31 

33 

48 

59 

44 

43 

46 

44 

55 

55 

56 

57 

49 

Jb 

60 

62 

52 

53 

5b 

63 

4.-> 

40 

47.9 

Williamsport  Arpt. '-4  F 

j  Ma.ximum,. 
(  Minimum .. 

80 

66 

60 

68 

59 

62 

50 

44 

48 

61 

73 

82 

So 

62 

56 

61 

64 

74 

78 

82 

78 

73 
5^ 

80 

86 

78 

80 

73 

85 

86 

65 

71 

69.9 

Sfi 

46 

46 

46 

48 

40 

35 

31 

32 

29 

30 

37 

47 

48 

46 

49 

46 

56 

53 

61 

5V 

46 

55 

59 

48 

55 

55 

52 

44 

3/ 

46.7 

/  Maximum.. 
\  Minimum .. 

79 

78 

65 

67 

64 

63 

58 

49 

46 

59 

68 

82 

85 

79 

54 

58 

62 

71 

83 

82 

81 

73 

79 

86 

81 

76 

74 

86 

8V 

67 

♦i8 

71.3 

Sfi 

47 

47 

49 

47 

46 

44 

32 

31 

30 

28 

36 

45 

54 

41 

46 

45 

.55 

50 

63 

59 

54 

44 

58 

65 

50 

52 

57 

64 

4h 

3h 

47.6 

York-3  SW 

(  Maximum.. 
\  Minimum.. 

81 

68 

65 

69 

70 

67 

65 

54 

50 

63 

74 

84 

86 

82 

57 

63 

73 

82 

86 

85 

84 

78 

82 

90 

88 

80 

81 

90 

90 

74 

73 

7.5.3 

58 

57 

48 

49 

49 

50 

44 

30 

27 

26 

30 

36 

44 

56 

43 

48 

54 

57 

56 

63 

65 

59 

48 

60 

65 

51 

57 

63 

«V 

4/ 

39 

49.9 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSTXRE,  WIND, 

HDMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind" 

Relative 

^ 

(reduced  to  sea  level) 

Humidity 

2 

Stations 

3 

o 

ca 

3 
0 

>• 

j3 

s. 

3> 

a 
o 

S 

S 

a 

1 

T3 

5^ 

5 

^ 

a; 

% 

£5 

£ 

I 

Q, 

0. 

g 

t 

K 

o 

Sk 

a 

<> 

s> 

« 

O 

t- 

-^ 

i> 

Ah 

^ 

30.47 
30.44 

10 

29.80 

29.58 

29 
•  1 

8.6 
8.1 

26 
29 

SW. 

nw. 

29 

7 

81 
79 

72 
67 

78 
66 

40 

68 

340 

Harrisburg 

187 

Philadelphia 

30.41 

29.  60 

7 

7.7 

24 

SW. 

29 

83 

58 

66 

.58 

165 

Philipsburg 

30.45 

29.57 

2 

49" 

w. 

29 

79 

56 

6/ 

369 

Pittsburgh 

30.45 

29.55 

1 

10. 2 

3V 

nw. 

29 

78 

64 

62 

44 

226 

Reading 

Scranton 

30  44 

29  60 

29 

11.4 

1'' 

e. 

■' 

75 

53 

184 

30.42 

29.55 

29 

6.9 

33 

nw. 

13 

76 

65t 

47 

204 

•  For  any  five-minute  period.  "  Corrected  to  true  velocities, 

t  12:00  noon.  {Also  other  dates.        •  One-minute  interval. 


RIVER  CONDITIONS 


Stations 


Rivers 


Port  Jervis.N.Y 

Easton 

Lehighton 

Reading 

Wilkes-Harre 

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)  I^ock  No.  5. 

Sutersvi'lle 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio  


5.2 

8.0 
6.3 
7.6 

10.5 
6.7 
5,4 
6  4 

17.3 
5.5 

13.5 


7.7 

23 

12.9 

27 

7.6 

26 

12.2 

26 

15,8 

'23 

10.4 

23 

6,3 

2 

8.7 

24 

19.2 

23 

8.4 

19 

14.6 

22 

« 

19.2 

23 

3.8 
4.8 
42 
6.4 
7.5 
44 
4.3 
6.1 

14.8 
4.4 

11.6 
• 

12,9 


Pool  stage. 


t  Alto  other  dates. 


18 

18 

17t 

18 

14 

14 

31 

15 

13 

31 

12 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


MISCELLANEOUS   PHENOMENA 

FOR  SIXTY  REPRESKNTATIVE  STATIONS 
( Dates  and  number  of  stations  reporting) 


1 

6 

2 

"i 

'8 

3 

■5 

■■ 

'5 
1 

4 
8 

5 

'4 
"i 

6 
"3 

i 

7 

'3 
3 

i 

'i 

i 
11 

8 
26 

12 

9 
30 

'4 

10 

48 

11 
28 

12 
■3 

■7 

13 

li 

3 

14 

6 

i 
ii 

15 

"} 

16 
■5 

17 
U 

io 

18 

'7 

i 

1 

34 

19 

ii 

32 

20 
.5 

i2 

7 

21 

"i 

19 
13 

22 
2 

'3 

23 
■5 

24 

2 
4 

i4 

25 

i 

2 

27 
12 

26 
'6 

27 

28 

'i 

'2 

29 

■  • 
*6 

47 

27 

30 

i 
i 

31 

Auroras 

Fog,  heavy 

Frost,  kilhng  .... 

Glaze  

Hail.          

'2 

Sleet 

Snow,  heavy 

Thunderstorms . . 
Winds,  high 

8 
4 

27 
4 

17 

■4 

18 
4 

'6 

(W.  B.  O.,  Philadelphia-S-13-47-UO0) 


FOOTNOTES 

Figures  and  letters  following  'itations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  yea^.^  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  tt  Precipitation  normals  or  "standard 
mean"  adjusted  to  aunifnrn\  :s5  year  period. 

Except  as  otherwi.';e  iudicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T,  ,  Trace  (0.005  inch  or  less), 

°,  '',  ■■,  etc.    Number  of  days  missing,  for  example.  *'  indicates  two  days  missing. 

Italics,  data  int-rpolated. 

5  Partly  interpolated. 

5?  Incomplete. 

t  .4nd  other  dates. 

ft  Daily  ;■  mounts  inconsistent 

X  Received  too  late  to  be  included  in  means  and  summaries, 

*  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
'  Midnight  to  midnight. 

-  Measured  in  the  morning  for  the  preceding  24  hours. 
'■'  Data  for  24  hours  ending  at  1  ::30  a.  m.  of  the  following  day, 

*  Best  available  used  for  .stations  not  equipped  with  recorders. 
^  Recording  gage. 

*  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 
'  Noon  to  noon. 

8  Data  recorded  at  .\ltoona-Blair  County  .\irport. 

9  Official  Station  designation  is  Allentown-Bethlehem  Airport. 


I 


VP 


U.  S.  DEPARTMENT  OF  COMMERCE.  WEATHER  BUREAU 


CLIMATOLOGICAL    DATA 


32  PENNSYLVANIA  SECTION 

L.  F.  CONOVKK 
HARRISBURG,   PA. 


Vol.  LII. 


June  1947. 


No.  6. 


SrBscRiPTioN  Prick:  25  cents  per  annum  :  (not  stamps). 
Remit  directly  to  Si'perintenpent  of  Documents  Washington,  25  D.  C. 


GENERAL,  SUMMARY. 

Despite  some  uncomfortably  warm  days,  this  was  a  cool  month.  It 
was  like  June  of  last  year  in  that  respect,  and  the  records  would  have  to 
be  turned  back  to  1!»28  for  a  lower  June  temperature.  Unlike  last  year, 
rainfall  was  near  normal,  in  spite  of  which  this  was  the  driest  in  four 
years.  Wind  was  responsible  for  some  of  the  more  spectacular  manifes- 
tations of  weather,  particularly  in  Mercer  County,  where  a  tornado 
wrought  considerable  havoc. 

There  were  no  frost  occurrences,  but  a  few  places  reported  tempera- 
tures of  32°  or  below.  Warm  spells  were  rare,  one  coming  around  the 
9th  to  11th,  and  another  at  the  end  of  the  month.  The  last  half  was  gen- 
erally cool  and  rather  dry. 

Rain  fell  during  five  main  periods  of  storminess.  On  the  3d,  a  depres- 
sion which  moved  from  Ohio  into  Pennsylvania,  with  an  extensive  front 
preceded  by  a  squall  line,  caused  general  rains  which  were  heaviest  in 
the  north  portion.  On  the  7th  and  8th,  a  low  pressure  area  with  several 
associated  fronts  brought  heavy  showers,  thunderstorms,  a  tornado,  and 
some  non-tornadic  high  winds.  The  showers  of  the  14th  were  brought 
on  by  a  slow-moving  depression  of  moderate  intensity  with  wave  action 
along  a  warm  front,  followed  by  a  S(5[uall  line  and  then  a  cold  front. 
The  rains  of  the  28th  were  due  to  a  solitary  squall  line  passage. 

The  tornado  on  the  8th  was  of  great  intensity.  It  originated  northeast 
of  Akron,  Ohio,  entered  Pennsylvania  near  Sharon,  and  caused  three 
deaths  and  more  than  a  million  dollars  of  property  damage  in  its  passage 
across  Mercer  County.  The  towns  of  Sharon,  Mercer,  and  Grove  City 
were  chiefly  affected.  The  greatest  toll  was  in  Sharon,  where,  in  addition 
to  the  three  fatalities,  more  than  300  persons  were  injured,  51  of  them  re- 
quiring hospitalization.  According  to  the  Mayor  of  Sharon,  25  houses 
were  destroyed  and  300  others  damaged.  In  a  15  block  area  containing 
at  least  a  hundred  houses,  all  were  damaged.  Two  of  the  deaths  occurred 
when  a  large  garage  was  destroyed,  the  heavy  roof  crushing  the  men 
within.  The  death  toll  was  considered  remarkably  low  in  view  of  the  ex- 
tensive damage.  The  tornado  struck  Sharon  at  2:30  P.M.,  E.S.T.,  and 
plowed  through  a  path  up  to  four  miles  wide.  Mercer  was  struck  at  2:55 
P.  M. ,  and  Grove  city  somewhat  later.  Property  damage  in  the  latter  two 
places  was  heavy,  but  only  a  few  people  were  injured.  The  usual  tornado 
stories  cropped  up.  At  a  large  lumber  yard,  thousands  of  board  feet  were 
scattered  about  like  matchsticks.  A  case  of  Coca-Cola  floated  in  the  air. 
The  sky  blackened  as  if  it  were  night.  Hail  fell,  some  stones  reported  as 
long  as  two  inches,  and  there  was  heavy  rain. 

At  Dillsburg,  near  Harrisburg,  a  large  barn  was  demolished  by  wind  on 
the  same  day.  On  the  11th,  heavy  hail  fell  in  and  around  Harrisburg. 
Stones  an  inch  in  diameter  were  common,  and  some  as  large  as  eggs  were 
reported.  The  city  escaped  severe  damage  from  hail,  but  some  trees  were 
torn  up  by  the  high  winds  and  some  streets  flooded.  Lightning  also  caused 
damage  to  electrical  equipment. 


TEMPERATURE. 

The  average  temperature  for  the  State  as  deduced  from  the  reports  of 
85  stations  was  66.0°,  which  is  2.1°  below  the  60- year  normal  for  June. 
The  highest  monthly  mean  was  72.2°  at  Marcus  Hook,  and  the  lowest  was 


50.7°  at  Kane.    Extremes  ranged  from  a  maximum  of  98°  at  Burnt  Cabins 
andLewi8town,on  the  11th,  to  a  minimum  of  29° at  Phillipsburgon  the  4th. 


PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the  observa- 
tions at  214  stations,  was  4.04  inches,  which  is  0.12  inch  below  the  W- 
year  normal  for  June.  The  greatest  monthly  amount  was  6.88  inches 
at  Mercersburg,  while  the  least  was  1.H6  inches  atScranton.  The  great- 
est amount  recorded  in  any^consecutivehours  was 3!  23  inches  at  Donegal, 
on  the  7th .  \  .\,'^  \  '    ■    ' ' 

OBITUARY    M  U  / 

We  regret  to  learn  of  the  death  on  June  23,  1947,  of  Mr.  Jacob  B. 
Lambert,  cooperative  observer  at  Stroudsburg,  Penpsylvania.  His  ser- 
vices began  in  July,  1942,  and  coritinued  until  the  time  of  his  death. 
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COMPARATIVE    DATA  FOR  JUNE 


Temperature 

Precipitation 

No.  of  days. 

Year 

a 

x; 

a 

o 

0) 

< 

®  o 

.eg 

6 

n 

0<o 

1 

1»88 

68.4 
66.7 
70.1 
68.2 
71.8 
69.8 
69.6 
71.4 
67.4 
64.8 
69.6 
69.9 
69.9 
69.1 
66.0 
63.5 
67.9 
68.0 
69.3 
63.6 
68.8 
68.8 
65.4 
68.3 
65.6 
68.2 
68.6 
65.6 
63.7 
66.8 
66.0 
71.2 
67.0 
70.6 
69.5 
70.9 
65.8 
71.9 
64.1 
63.8 
65.5 
67.8 
69.1 
68.5 
68.5 
70.9 
72.9 
67.4 
68.5 
69.5 
67.1 
69.9 
67.8 
68.6 
69.0 
73.0 
69.3 
66.7 
65.8 
66.0 

68.1 

100 

95 

97 

100 

99 

100 

102 

104 

98 

96 

100 

101 

97 

103 

97 

90 

96 

99 

97 

98 

102 

96 

95 

99 

96 

99 

101 

92 

89 

92 

98 

102 

99 

101 

96 

103 

98 

104 

94 

99 

93 

98 

100 

102 

98 

107 

104 

96 

100 

99 

99 

101 

95 

99 

96 

101 

100 

103 

100 

98 

107 

30 
33 
33 
30 
40 
38 
30 
32 
32 
28 
33 
32 
35 
32 
32 
34 
32 
30 
28 
30 
28 
34 
32 
38 
29 
20 
25 
31 
28 
32 
29 
32 
32 
26 
30 
32 
26 
29 
23 
25 
30 
28 
22 
28 
26 
28 
35 
33 
33 
38 
32 
35 
31 
31 
34 
35 
29 
27 
28 
29 

20 

3.04 
5.43 
3.42 
4.50 
5.64 
3.12 
2.57 
3.50 
4.64 
3.38 
2.79 
3.51 
3.60 
3.47 
5,97 
6.53 
4.06 
4.39 
5.43 
4.99 
2.36 
4.48 
4.31 
4.71 
3.36 
2.26 
3.71 
4.00 
6.14 
5.38 
3.46 
3.90 
4.97 
3.12 
5.11 
2.73 
5.57 
3.04 
3.63 
3.72 
7.96 
3.56 
4.20 
3.71 
3.15 
2.58 
3.64 
4.22 
3.80 
4.37 
5.14 
4.46 
4.11 
4.95 
3.82 
3.33 
4.53 
4.07 
6.05 
4.04 

4.16 

T. 

9 
15 

9 
11 
13 

9 
10 

9 
11 
11 

9 

9 
10 
10 
13 
15 
13 
13 
13 
12 

7 
13 
11 
12 

8 

7 

9 
11 
15 
14 
10 
10 
13 

8 
13 

9 
15 

9 
12 

9 
17 
10 

9 

9 
11 

9 

9 
12 
10 
12 
U 
13 
13 
12 
13 
10 
12 
14 
13 
12 

11 

12 
5 
12 
14 
9 
10 
13 
13 
10 
11 
14 
13 
11 
12 
11 
7 
12 
11 
11 
11 
19 
12 
12 
12 
13 
19 
16 
14 
11 
12 
13 
16 
12 
17 
11 
16 
11 
16 
13 
15 
9 
15 
17 
16 
13 
18 
17 
13 
14 
13 
12 
12 
10 
14 
10 
13 
10 
9 
9 
10 

13 

11 

12 

11 

8 

11 

11 

12 

10 

11 

11 

11 

11 

12 

U 

12 

10 

10 

10 

12 

9 

9 

9 

8 

10 

9 

7 

8 

10 

10 

11 

11 

9 

11 

9 

11 

9 

11 

11 

10 

8 

9 

10 

8 

8 

9 

8 

9 

9 

9 

9 

10 

9 

11 

7 

10 
11 
11 
11 
10 
10 

10 

7 
13 
7 
8 
10 
9 
5 
7 
9 
8 
S 
6 
7 
7 
7 
13 
8 
9 
7 
,10 
2 
9 

10 
8 
8 
4 
6 
6 
9 
7 
6 
5 
7 
4 
8 
5 
8 
3 
7 
7 
12 
5 
5 
6 
8 
4 
4 

1889 

1890 

189 1 

1892 

1 893 

1894 

1896  

1896 

1897  

1898 

1899     

1900 

1901 

1902 

1903 

1904 

1 90,5     

1906  

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928 

1929 

1930 

1931 

1932 

1933 

1934 

1935 

8 

1936 

7 

1937 

1938 

8 

8 

1939 

1940 

9 
9 

1941 

9 

1942 

10 

1943 

6 

1944 

9 

1945 

10 

1946 

11 

1947 

10 

Period 

7 

42 
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Olimatological  Data  for  June  1947 


Stations 


Counties 


Temperature,  in 

degrees  Fahr. 

Precipitation,  in 

inches 

No.  of  days 
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Observers 


Atlantic  Drainage 
AUentovvn  Arpt.  9-4  NE 

Altoona-4.5  W 

Burnt  Cabins-2  NE  . . . . 

Canton-]  NW 

Carlisle ■a::,--- 

Chambersbmg-1  SW.. . 

Coatesville ■■■■ 

Curwensvllle  Apt-6  NVV 

Eagles  Mere •■•■■ 

East  \Vaterford-3  E.  .  . 

Emporium  1  E 

Ephrata 

Everett-0.  5  SW 

Freelaud 

George  School 

Gettysburg 

Gordon 

Hanover. ........ •.-■■• 

Harrisburg  Arpt.-3..5  b. 

Hawley-O.&E 

Holtwood 

Huntingdon 

Lancaster 

Lawrence  ville 

Lebanon ■   

Lewistown-1  W 

Lock  Haven 

Marcus  Hook     

Martinsburg* 

Montrose-3  E •  ■  - . 

Mt.  Pocono  Arpt. -2  IS . 

Palmerton 

Philadelphia   CO 

Phihpsburg-7E..     .... 

PhoemxviUe-l.  5  SE . . . . 

Port  Clintonll 

Quakertown-0.  SI' 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-'2  E 

Tamarack-i  S 

Towanda-1  E 

Wellsboro 

Westchester 

Wilkes-Barre  Apt.-3N. . 
Williamsport  Apt.-4E.  ■ 

Willianistown 

York-3  SW 


Division  mean. 


Ohio  Drainage 


B1airsville-6  NE 

Bradford-4  VV 

Brookville  Apt,-l,5SW. 

Butler • 

Clarion-3  SW 

Claysville 

(lorry 

Coudersport 

Derry 

Donegal 

Donora 

Ebensburg 

Farrell 

Ford  Clty-4  S 

Franklin 

Greensburg-2  S 

Indiana-2,5  SE 

Jaruestown-2  N  W 

Johnstown 

Kane-1  N 

Meadville-1  S. .    

Midland 

New  Castle-1.5N 

Pittsburgh  Apt.-7,.5SE 
Putneyville-2. 5  SE  — 

Ridgw"ay 

Somerset 

.Springs-l  SW 

Tionesta-1.5  SE  

Titusville- 2  S 

TJnlontown 

Vandergrift 

Warren   

Waynesbnrg 


Division  mean  — 
Lake  Drilinw 

Albion 

Krie 


State  mean. 


Lehigii 

Blair 

Fulton 

Bradford  

Cumberland   . 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford  

Luzerne  

Bucks 

Adams 

Schuylkill . . . . 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair. 

Susquehanna. 

Monroe 

Carbon 

Philadelphia . 
Centre   —   . . 

Chester 

Schuylkill  . .    . 

Bucks 

Berks 

Lackawanna.. 

Snyder 

Centre 

Monroe. 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming. .  . . 

Dauphin 

York 


Westmoreland. . . 

Mc  Kean 

Jefferson 

Butler 

Clarion 

Washington 

Erie 

Potter 

Westmoreland. .. 
Westmoreland    . 

Washington 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland . . . 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

,Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland. . . 

Warren 

Greene 


Erie. 
Erie. 


384 

1,500 

990 

1,450 

478 
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431 

2,  215 

2,020 

2, 125 

1.100 

365 

1,  020 
1.970 

184 

553 

900 

GOO 

35! 

980 

200 

70(1 

255 

996 

469 

580 

657 

12 

1.493 

1,176 

1.914 

455 

26 

1.916 

100 

407 

480 

273 

746 

476 

1,217 

440 

2,  250 
754 
319 
440 
544 
.520 
775 
390 


900 
706 


67.2 

65.2 

66.5 

62.4 

69.  J 

67.5 

66.6 

62.1 

61.0 

64.9 

64.4 

69. 6$ 

67.0 

63.4 

66.4 

69.4 

64.5 

69.2 

69.0 

64  6 
69.7 
67.6$ 
68.0 
66.0 
68.5 
67.8 
68.2 
72.2 
65.6 
62.2 
60.8 
65.4 
69.8 
60.8 
70.;i5 

65  1 
66.3 
69.3 
66.5 
67.  3 
66.6 
67.2$; 
61.7 
f.5.  5 
62.8 
68.4 
66.0 

66  3 
66.2 
70.2 


64.8 
61.6 


67.6 
63.8 
66.2 
65.2 
62.2 
68.1 
62.4 
70  8 
63.6 
71.1 
65.6 
64.5 
66.2 
66.2 
65.2 
6'.i.0 
59  7 
64.  1 

67  4 
66.4 

68  5 
63,6 
63.1 
62  8 
61.6 


65.2? 
66.4 


-2.6 
-1.6 


-1.9 

-2.8 


-1.2 
-0.3 
-0.5 
-1.7 
-3.2 
-1.0 
-L8 
-2.4 
-1.8 
-1.6 
-3.1 
-1.1 
-2.3 
-0.3 
-1.5 


-1.5 
-3.1 


-1.5 
-0.9 
-3.4 
-1.6 


-1.7 
-4.1 
-2.2 
-1.0 
-1.3 
-1.8 
-0.4 
-0.2 
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-0.3 
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10 
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4 
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4 
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4 
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6.02 

3.79 

4.04 

4.34 

5.21 

3.44 

4.58 

4.51 

4.94 

4.99 

4.83 

3.63 

2.15 

3.91 

4.64 

2.82 

8.77 

2.99 

3.67 

2.96 

3.53 

2,88$ 

4.93 

3.60 

4.17 

2  97 
4.27 
2.79 
3.25 
4.19 
3.70 
3.99 
4.70 
5.91 
3.35 

3  91 
4.85 
4.03 
1.86 
2.68 
3.90 
4.76 
3.21 
2.88 
2.31 
3.05 
2.36 
2.67 
3.71 
3.86 

378 


5.38 
4.04 


3  64 
6.13 
6.25 
5.44 
4.04 
6.50 
5.07 
5.82 
4.71 
4.99 
2.98 
4.68 
6.11 
4.67 
5.22 
4.43 
5  Ofi 
4.63 
3.04 
3.73 
4.04 

4  53 
5.60 
6.66 
3.74 
4.  28 
3.65 
6.84 
4.97 
3.97 
4.  OS 

4.88 

5.55 
2.78 


-f2.02 
-0  31 


-1-1.26 
-0.51 
-1-0.  37 


-1-0. 38 
-1-0.94 
-to.  45 
-0.74 
-2. 62 
-0.94 
-1-0.87 
-0.96 
-0.66 
-0.96 
-f-0.08 
-0.14 
-1-0.18 
-1.21 
-1-0.93 
-0.20 
-0.01 


-1-0.  16 
-0.99 

'+0.2i 
-1.46 
-0.33 
-fl.  46 


-0.54 
-0  ,55 
-fO.91 
-1-0.48 
-1.81 
-1.24 
-0.19 
-0.01 
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-1.48 
-1  20 


-n. 

-0.  39 


-0.26 
-0.  62 


-0.79 

-M.52 
-)-1.82 
-1-0.70 
-0.54 
-1-1.70 


-1-2.04 
-1-0.12 
-1-1.53 

+  038 
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-I-I.67 
-0.58 
+  0.32 
i-n.  59 
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-(I.  47 
+  0.23 

+  i '  39 
+  1.64 
-1.51 
-0.17 

+2!69' 
+  0.50 
-0.47 
-0.20 


-0.56 
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U.S.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Coram 
Mrs.  Mildred  L.  Spencer. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Philadelphift  Electric  Co. 
II.  S.  Weather  Bureau. 
Carl  E.  Bigger, 
r.  S.  Weather  Bureau. 
R.  E.  Palmateer. 
Ephrata  Review. 
Penna.  Turnpike  (Joinm. 
Andrew  B.  Evan^ha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Miss  Salhe  M.  .Tohnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  tt  Power  (  o 
Paul  R.  Yoder.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  \'alley  Gas  Co. 
American  X'iscose  Co. 
William  R.  Kelley. 
Sun  Oil  Co. 
P.  S    Weather  Huroiu 
Harrv  S.  Fancber. 
U.  S. "Weather  Bureau. 
New  Jersey  Zinc  Co. 
V  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Phila. -Suburban  Wat«r  Co. 
Eari  E.  Rarick. 
John  E.  Benner. 
U.  8.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Dr.  Merle  V.  Hoover 
Penna.  .State  College. 
Metropolitan  Edison  Co. 
James  E.  Swarti. 
Mrs.  M.  Ordelia  Parks. 
M.S.  Bliss. 
Clyde  T.  riaylor. 
fT.S.  Weather  Bureau. 
U.  ^.  W'eather  Bureau. 
Gordon  E.  Lower. 
York  Water  Co. 


U.  S.  Weather  Bureau. 
City  Water  Dept. 
Civil  Aeronautics  Authority 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
Geo.  R.  Mulderick. 
Potter  Enterprise. 
Miss  N.  Dix:e  Winemau. 
Penna.  Turnpike  Comm. 
Donora  Zinc  Works. 
John  L.  McGough. 
Sharon  Steel  ("orporation 
U.S.  Engineers. 
William  K.  Fuller 
Westmoreland  Water  Co. 
Clvmer  Water  Service  Co. 
Pa.  Dept.  Forests  &  Waters. 
Johnstown  Tribune  Pub.  Co 
Spring  Water  Co. 
Citv  of  Mead  ville. 
Perry  P.  Campbell. 
Newcastle  Water  Co. 
U.  S.  Wnatber  Bureau. 
TT.  .<.  Engineer.^-. 
We,st  Penn  Power  Co. 
D.  L.  Grove. 
Allen  E.  Yoder 
U.  S.  Engineers. 
U.  S.  Weather  Bureau 
William  W.  Marsteller. 
Carnegie-Illinois  Steel  Corr 
Merrell  L.  Jordan. 
Mfr's  Light  .^  Heat  Co. 


.\lbion  High  School 
U.  S.  Weather  Bureau. 


[See  page  48  for  explanation  of  reference  marks.] 


I 


.Il'NK     1917 


CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SEr.TION 


43 


Daily  Preolpitation  for  June  1947 


Station.^ 

Counties 

Day 

of  month 

1 

2 

8 

4 
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A 

7 

8 

9 

10 

11 
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18 

14 

16 

16 

17 

18 
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22 

28 

24 

25 

26 

27 

28 

29 

80 

81 

i 

ATLANTIC 

DRAINAGE 
Dflawme  Basin 

Upper  Dei  AWARE 

Oingraans  Ferry-.  0.6 E 

Pike  

.02 
.20 
.02 
.'28 

• 

.06 
.06 
.33 
.09 
.38 
.09 
.11 
.15 

T. 

.06 

T. 

.45 

.16 

.13 

.02 

.02 

.10 

■.07 
T. 

T.' 

.02 

".U 

'!02 
T. 

.03 
T. 

.10 
.23 
.38 
.32 
.86 
.26 
.22 

".21 
T. 
T. 

.09 

.OH 
.05 
.09 

• 

.58 
1.01 
.19 
.82 
.44 
.62 
1.04 

I.  10 
.80 
.98 
.76 
.18 
• 

.68 
.87 
.28 

.47 
.37 
..30 
.46 
.22 
.57 
.18 
.30 
1.13 
.12 
.68 
.03 

.60 
.16 
.19 

.68 

.sa 

.71 
1.04 
.65 
.24 
.37 
L43 

.16 

T. 

.35 

.24 
.21 
.42 
.45 
.10 
.86 
.07 
.07 
.13 
1.10 
.87 
.07 
.60 
.10 
.17 
.07 
.70 

.40 
.81 
.34 
.17 
.33 
.50 
2.01 
1.47 
• 

.23 
1.64 
1.10 

.10 

.61 

.69 

.62 

.78 

71 
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.03 
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.11 
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.16 
.81 
.26 
T. 
• 

.16 
..30 
.20 
.09 
.64 
.16 
.24 
.11 
.24 
.25 
.21 
.12 
9S 

.05 
.08 
.23 

'.'23 

.10 
.16 
.2! 
.06 
T. 
.71 
.33 
.03 
.06 
.66 
.03 
•^1 

'.'•29 
.01 
.01 
.21 
.22 
.04 
T. 

.08 

T. 
T. 

. . . . 

'!36 

2.84 

8.92 

Hawley-'.O.SK 

Wayne 

.04 
T. 

.03 

.54 
.11 
.06 

2.96 

'2.20 

LakeviUe-.  IN 

2.28 

Pike 

Wayne . 

T.' 
.40 

'.06 
.02 

.02 

■.ii 

.71 

.44 

.05 

.62 

45 
.83 
.12 
.91 
.03 
.66 

.66 

.85 
.78 
.23 
.61 

• 

1.06 
.49 
1.36 

.91 
.87 

1.39 
.61 

1.09 
.61 

1.03 

1.10 
.83 
.47 
.46 

1.45 

.88 

.94 

1.23 

1.00 

.47 

.61 

.07 

.80 

1.41 

.S2 
1.09 

'.'34 
.10 

.67 
.64 
1.'25 
1.07 
.57 
.04 
.37 
.36 
.24 
.38 

.12 
.03 

.34 

i'.' 

.'6i 

.17 
.'29 
1.08 
1. 00 
1.78 
1.42 
.78 
1.94 

2.42 
1.02 
1.79 
.50 
.24 

.04 

3.17 

'■r'. 

.80 

.on 

.'16 
.06 

T. 
T. 

.02 

.34 

^34 
.4 
.17 

.18 
.02 

2  30 

Mount  Pocono'.2N... 

Peeks  rond* 

Pleasant  Mount'.*.  1  W 

Strou(UburK.'2K 

Tanners  Falls'.  S  1  SE. 
Wind  Gap', -VSSW.. 

Lehigh 
.V  Hpntown.\nt' .•"'.''.4NE 

Monroe 

I'ike 

.03 

".bk 

T. 

.04 

.16 

.... 

T. 

3.70 
403 

.02 

.  n 

.06 
.02 

.02 

'  .'8'2 

.... 

I.'i8 



4.61 

Monroe 

Wayne 

N'rthampton 

L,ehigh 

.12 

.06 

T. 

1.33 

.02 

■;46 

.74 
.31 
.98 

.65 

1.39 

1.26 

.74 

.91 

.69 

1.19 

.65 

T. 

.56 

.92 

.27 

1.23 
.34 
.03 
.78 

1.11 

.05 
.05 
.50 
.27 
.27 
.60 

4.76 

2.13 

'.'46 

.  \2 

2.68 

.01 

.... 

T. 
T 

'■]■' 

.02 

't'. 

.01 

.0-2 

.08 

,09 
.06 
.30 
.36 
.03 
.09 

.06 

.02 
.12 
.01 

.06 

08 

4.20 

T. 

.28 
.16 
.22 
.09 
.05 
.■25 
.36 
.  14 
.15 

'.'08 
.01 

'.'63 
.06 

.22 

'.'64 
.19 
.20 
.03 

.04 

'.'62 
.24 

.17 

'.'•28 
T. 
.01 

.61 
.14 
.05 
.43 
.32 
.05 
.13 

'.'08 
.03 

.01 
T 
.01 
.15 

'.'25 

.08 

.'63 
.03 

.62 
06 
.12 
.07 

6.02 

Lehi«h j 

N'rthampton 

:;:. 

T. 

'i''." 

.01 

4.94 

Bethlehem  • 

Blakeslee  Corners'.  •\. 

.13 

4.58 

2.93 

Wayne 

Carbon 

fii 

2.81 

T 

T 

.15 
.14 
.02 

.08 
-11 
.15 
.11 
.13 
.•22 
.19 
.10 

'.'62 
T. 
.03 

.45 
.15 
.09 
.05 
.08 

T. 
T. 

'.'ig 

.18 
.38 

4.86 

Mftw  Trinoli 

Lehigh 

Carbon 

Lehigh 

T.' 

".03 
T. 

.98 
.33 
.30 

'.'ii 

■.'l7 

'.'is 

.48 

• 

• 

1.50 

.19 

1.04 

1.25 

.34 

.26 

.57 

.32 

.41 

1.36 

.54 

.36 

.54 

.57 
.98 
1.44 
.20 
.12 

L88 
1.17 
1.25 
1.79 
.65 
.29 

.77 

.10 

1.15 

.33 
.51 
.57 
.32 
.20 
.80 
.45 
.25 
.49 
1.02 
1.04 
.30 
.32 
.18 
73 
.13 
.30 

.73 
.03 
.22 
.28 
.17 

.'io 

T. 

T. 

.02 
.04 

.,35 

.12 
.70 

.'■20 
.05 
.08 
.04 
.05 

T. 

'.'6i 

.04 

3.73 

. . .  .j . . . . 

T 

.05 

.02 

.01 

3.99 

7inn^villp    1  S\V 

3.70 

SCHl-yi-KlLl. 

Conshohocken' 

Kredericksville^.lS.  .. 
rj»^i£rprto\vii"  ■             .... 

.2'2 
.74 
.04 
.33 
.18 
.60 

3.60 

Berks 1  ... 

Berks        ...  1 

T. 

.18 

't. 
.36 
.06 
.42 
.18 
.27 

5.12 
4.57 

Montgomery 

Chester 

Schuylkill ... 
Montgomery. 
Schuylkill... 

Berks 

Berks 

Berks 

Berks 

Chester 

Bucks 

3. -27 

Phoenixville2,  1.5  SE.. 
Pnrt  Plintnn- 

'.'64 

•r'.' 

'.'ii 
'.'64 

.05 
.20 
T. 
.38 

'  i ' 

.07 
.06 

t" 

.33 
.25 
.10 

.04 
.52 
.02 

T 

.■27 
.31 
.06 
.14 
.05 
.06 
.13 
.06 
.09 
.18 
.02 
.06 

.06 

.29 

.08 

.17 

.02 

T. 

.29 

.26 

.44 

.07 

".'i2 

.34 

3.35 

3.91 

Pottstown^.  0.5 S 

.07 

.16 

3.  33 

.68 

.'46 
.40 

.21 

'.'02 

f. 

3.74 

T. 

.04 

'.'ns 
T 

.04 

.10 

■r. 
'.'16 

■i'.' 
1 

T. 

.03 
.01 
T. 

T. 

T. 

.03 

■r'.' 

'.'is 

.23 

.'26 
.07 

'.04 

.18 
.01 
.50 
.02 

.08 

4.03 

Strausstown  *^ 

.'02 

T. 

2.75 

3.62 

Wernersville 

LclWEF.    DELA»'ARE 

Coatesvllle^  

Dovlestown 

17 

'.'ii 

.14 
.07 

.27 
.45 
.20 
.12 
.10 

.15 

'.'67 
.43 

'.'26 

.44 
1.38 

T. 

T 

.02 
.47 
.81 
.47 
.01 

T. 
T. 

.Si 
.43 
.02 
.10 

3.10 

4.68 
3  66 

George  School  ^  

Bucks 

T. 

4.64 

Maple  Glen' 

Montgomery. 
Delaware 

Philadelphia 

.03 
.10 

T. 
T. 

'.'o'i 

.06 
.23 

T. 
T. 

T. 

3  26 

Marcus  Hook2 

Philadelphia 
Southwest  Airport.  ' . 

T. 

r. 

T. 

m 

.06 

.86 
.39 
T. 
.33 

.07 

'i'  ■ 

.02 
.02 
.05 

T. 
T. 
T. 

.07 

''oi 

T. 
T. 

•2.79 

5.15 

CitT  Office'.'' 

Philadelphia , 

4  70 

Shawmont 

Philadelphia 

Bucks 

Chester 

Che.ster 

Tioga 

;:::  .'."i 

'!02 

RSO 

Quakertown.  0.5  E 

.84 

T. 

.02 
.02 

.43 

.55 

1.20 

.33 
1.13 
.10 
.30 
.60 
.16 
.75 
.31 
1.04 
.05 
.27 
.36 
.26 
.32 
.72 
.09 
.42 

.43 

4.85 

West  Chester 

West  Grove'.  1.5  SE.... 

.60 
.30 

.04 

3. 05 
4.75 

'<iisqiiehanna  Bnsin 

Chemung 
Austmburg'.5.2  W... 

2  63 

Covington^ 

Tioga 

.87 
.10 

T. 

.91 
1.30 

.40 
1.42 

.10 
.22 

.14 
.05 
.13 

.32 

.05 

T. 

.13 

.11 

.05 

.21 

.08 

.12 

.09 

.15 

'.'07 

2.  21 

Lawrenceville 

Tioga 

.08 
.10 

.06 
T. 

.04 

T. 

.15 

.07 
.27 
.05 
.26 
.14 
.02 
.51 
.14 
.14 
.03 
.04 
.10 
.04 
.08 
.33 
.10 
.15 

.01 
.49 

.85 
.37 
.33 

• 

.15 

.3.60 

North  Branch 
Berwick 

Columbia 

T. 

.02 

.40 
.20 

'.'os 

2.  40 

Cantoni!,  1  NW 

Bradford 

.27 
.07 

T. 

.08 
.19 



T. 

'.'25 

4.34 

Danville^  

Montour 



't'.' 

'is 

.40 

'.'is 

T. 

.04 

'.'08 

.'6i 
.02 

.14 

■r. 

T. 

'.'68 
T. 

•r'. 

T. 

T.' 

.19 

4  22 

Freeland' 

Luzerne 

3  91 

Hop  Bottoms.  2  S 

Su.squehanna 
Columbia.. . . 
Bradford  

.03 
.19 

.01 

.'i3 

3.90 

Millville'.'' 

.02 

.04 

2  79 

Moiuoeton'.  2  8 

.23 
.10 
.09 

.50 
2.24 
.70 

.20 
.07 

.05 
.04 

.11 
.■29 
.03 

3.55 

MontrospS,  3E 

Orwell2.3N 

Susquehanna 
Bradford 

.... 

.09 

.86 
.09 
.08 
.15 
.48 

:o3 

.44 

T. 

T. 

.02 

.02 

.... 

4.19 
3.13 

Park  Place'.  1  NW 

Schuylkill . . . 
Luzeme 

.10 

.07 
.10 

'.'04 

.28 

.'ie 

T. 

't" 

".bi 

T. 

.20 

;64 
".n 
'.'65 

.02 
'.'36 

'.'57 
'.'65 

.15 

'!66 
■r'.' 

T. 

4.30 

Pikes  Creek. '.5 

2!65 

2.'i8 
.11 

1.10 
T. 

'■r'. 

2.  88 

Rush'''             

Susquehanna 
Lackawanna 
Susquehanna 

Bradford  

Wyoming..  . . 
Luzeme 

Centre 

Cambria 

T. 

'.'08 

.28 
.01 
.25 
.36 
.45 
.04 

1.15 
.47 
.67 
.37 

1.11 
.92 
.16 
.10 

1.24 
.43 
.38 
.04 
.60 

.02 

.11 
T. 

.46 
.01 
T. 
.02 

T.' 

'.'62 
15 

.02 

■f. 
1.48 

1.59 

't'.' 
T. 

6.49 

1.86 

Susquehanna^ 

.03 

6.39 

Towanda.  IE 

■''rV 

'.'i2 

2  88 

Tunkhannock  - 

T 

.35 
.67 

2.  19 

VVilkes-Barre',  3N.... 

T. 

2.36 

West  Branch 
Bellefonte'^ 

.02 
..57 

.06 
.06 
.14 
.18 

3. 15 

CarrolltownS 

.70 
1.00 
.76 
.51 
.90 
T. 

.06 
.03 
.04 
T. 

.02 

T.' 

4  50 

Carter  Camp2    

Potter 

.01 

.32 
.26 
.10 
.10 
.05 
.  .^. 

.93 

.44 

.13 

1.56 

07 
.28 

.43 
1.13 

• 

3  64 

Cedar  Run'^ 

Lycoming... . 
Clearfield  .  . . 
Clearfield  ... 

.03 
.17 
.50 

.02 

.05 

2  8! 

Clearfield- 

2  95 

Coalport2 

T.' 

.06 

3.31 

CurwensvilleApt'  6NW 

Clearfield.... 

Cameron 

Sullivan 

T. 

.01 
.07 

• 

T. 

T. 

.09 
.07 

1.26 
1.08 
1.64 
.64 
.28 
• 

1.00 

.01 

T. 

.07 
.06 

.02    .211 

4.51 

Driftwood',  5 

.19 

.01 
.09 
.28 
.06 

'.'65 

.07 

4.  53 

Dushore',  ■'' 

■.'04 
.07 

.60 

.06 
'.22 

.11 

.02 
T. 

'.'■24 

4.07 

Sullivan 

.21 
.02 

T 

1.96 

1.26 

1.80 

.10 

T. 

f.' 

.10 
.07 
.03 

T- 

'i" 

'^22 

'.'i8 

T. 

.07 

•••• 

.06 
.10 
1.56 
.38 

4  94 

Emporium^.  IE 

English  Center',  •'' 

Cameron 

Lycoming. . . . 

T. 

.03 
.83 

.14 

.02 

• 

.03 

• 

4.83 
5.  57 

Galeton 

Potter 

.10 

4  38 

Continued  on  page  44. 
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Daily  Precipitation  for  June  1947— Continued  from  page  43. 


Stations 

Counties 

D  ly  of  month 

■3 

0 

1 

2 

3 

4       5       6 

7 

8 

9 

10 

11 

12 

i;s 

14  1  15 

1 

16 

17 

18 

19 

20 

21 

22 

23 

24 

1 
26  1  26 

27 

28 

29 

30 

31 

West  Branch 
(continued) 

Clearfield.. . 

.05 
.39 
.02 
.16 
.14 
.35 
.21 
.78 
.26 
.59 
.22 
3fi 

.56 

1.18 

1.22 

1.62 

1.24 

1.17 

1.16 

.38 

1.63 

,04 

.78 

.44 

.52 

1.05 
1.09 
.90 
1.42 
.59 
.41 
.38 

!2h 
.93 
.44 
1   90 

89 

.90 
.15 

.09 
.85 
.87 

.2'S 
* 

.78 
.38 
.03 
.55 
.78 

..54 

.75 

1.78 

43 

.12 
.02 

.09 

.25 

.49 

1.20 

1.07 

.08 

.70 

.27 

1.18 

.86 

.11 

.31 

.34 

.63 

.64 
.65 

.72 
.60 

'.'l')i 
.49 

.10 
.44 
.12 

'.^•^ 
.11 
.10 
.31 
.21 
.13 
.'27 
.05 
.16 

.10 
.02 

,12 
.17 
.02 

'.'27 

.'is 

.02 

.06 
.07 

.02 
T. 

.07 
.02 

'.'06 

T 

.01 

.01 

2.91 

Clinton 

Elk 

.04 
.09 

.'i? 

.03 
.07 

.     .04 
35    .31 
..    .19 
..    .08 
. .     .08 
. .    .20 

'.'ii 

T. 

i02 

02 
.03 
.03 
1' 
T 

.'6i 
'.'6i 

T. 

4.27 

!04 

2.21 

3.  52 

Philipsburg',\7E,... 

Renovo'-i 

State  College!,^ 

Tamarack'. '2  S 

5.91 

Clinton  

Centre 

Clinton 

T. 

3.43 

.05 

.08 

.02 

.15 

■r'.' 

.  13 

3.90 

,08 

.68 

.01 

,    .    .04 

T 

3.21 

• 

2.68 

Tyrone  ^  ^.  4  NE 

'.'6i  '.'. 

'.'ok  .'. 
.10  . 

'.'.  '.'62 
..    .21 

'.'.  '.'6i 
..   .43 

..     .25 

■36 
.01 
.20 

.18 
.08 

.'27 
.03 
.02 

.'6i 

.04 

4.08 

Tioga 

T. 
.01 

..52 

T. 

34 

T.' 

T. 

.04 
.04 

.07 

'.'22 

'.'24 
.33 

.■ii 

2.31 

WiUianisport  Apt.^-4E 

Lycoming... . 

.08 

M 

.07 

.23 

2.67 
2.64 

Williamsport2.  4  SE. . . 
Juniata 

Lycoming    .. 
Blair 

.23 

.55 
.20 
.08 
.03 
.10 
.13 
.05 
.09 
.02 
.01 
.14 
19 

.21 

T. 

T. 

.07 

.12 

.■25 

.01 
'.'is 

T. 

.03 

'.'62 
.01 

'.'26 

.'  i2 

.05 

.'28 
.70 

'.'i'2 

.i2 

'.'69 
.'21 

.25 

.19 

.'■21 
.09 

T. 

.15 
.06 

.'67 

'.'26 
.82 

.36 

.93 

3.31 
3.79 

Breezewood',  0.5  E 

Bedford 

.95 

'.'26 

.13 

.08 

5.07 

.47 

3.80 

BumtCabinsi,2NE... 
East  Waterford-,  3  E. . . 
Everett^O-oSW 

.71 

..    .03 

• 

51 
.70 
.05 
.20 
.19 
.17 
.21 
.17 
.14 
.74 
.59 
.11 
.21 

1.51 
.50 

1.41 

1.22 

1.33 
.57 
.67 

1.55 
.86 
.61 
.34 
.17 
.45 
.53 

1.74 
.61 
.'20 
.12 
« 
« 
.70 

1.74 
.51 
.77 
.24 
,63 
.45 
.93 
.31 
.54 
.45 

.71 
.81 
.60 
.03 
.■28 
.75 
1.13 

.10 
1.00 
.60 
T 

.18 
.01 
.02 
.07 
.03 
.03 
.26 
.02 
.18 

'.'io 

^32 
.05 
.12 
.19 
.04 

r 

.25 
T. 

'!08 

.06 
.04 

'.'i'2 
.07 
T. 
.'27 
.02 

.61 

T. 
.01 

'!64 

.02 

'.'6-2 
.04 

4.04 

Juniata 

Bedford  

Huntingdon  . 

1.99 
.72 
.99 

1.37 
.92 
.67 
.91 
.62 

2.68 

1.97 
.52 
.26 

.85 
.60 

1.39 

1.78 
.66 
.44 

1.22 
.19 
.80 
.62 
.74 
.31 
.51 

1.46 
.08 

1.20 

1.47 
.19 

1   35 

.53 
.32 
.75 
.38 
.81 

.51 

.33 

.28 

.23 

..SI 

T. 

.24 

T. 

T. 

.03 

4.99 

2. 15 

.04 
T, 

't. 

^2.88 

Lewistown"'',  1  W 

Mapleton  Depots 

Martinsburg\8.      .... 
McConnellstow  n  2 .4N  W 
Neffs  Mills',  \  3.5  NE.. 
New  Bloomtibld 

.04  .. 

'.'.  '.'6i 

't.' 

T. 

'tV 

T. 

2  97 

Huntingdon  . 
Blair 

.02 

'.'ie 

T. 

•2.65 

.05 
.'06 

3.25 

Huntingdon. 
Huntingdon  . 

Perry 

Perry 

.71 

3.  15 

.Oi 

3.56 

.32 
.19 
.12 

• 

.06 

1.16 
.14 
.02 

1  49 

* 

..52 

38 

'.'32 
.46 

.40 

.02 

.20 

.40 
.24 
.49 

.03 

.05 

!02 

T. 

4.80 
4.40 

•3.10 

Shade  Gap».\  0.5 SW.. 

LwkSdsquehanna 

Huntingdon . 

Adams 

Snyder 

Cumberland. 
Cumberland. 
Lancaster — 

.14 

.07 
.'05 

. .    .06 

'.'.    T. 
..     .02 

1.15 

.06 
.37 
.39 
.72 
.43 
.40 
.11 

1.30 
.60 

l.U 
.38 

1  20 
.16 
.17 
.56 
.65 
.25 

1.29 
* 
* 

1.16 
.06 
.46 
.68 
.18 
.74 
.50 
.46 
.48 
.66 
.19 

.75 
.34 

* 

.83 
.36 

.78 
.50 

1.49 

.92 

2.  .57 

1   37 

3' 

.24 

T. 
.'6^2 

5i3.'26 

.23 
.16 

T. 

'.'30 

.07 

2.41 

,58 
.36 

.40 

'.(y> 
.'is 

T. 

.47 



'.'58 

.48 

.28 
T. 
.75 
.11 

■40 
.24 
.95 

l.'4i 

.18 

'.'is 

.26 

2.' 55 
.71 

'.'i2 

.25 
.22 
.99 
.07 
.62 

'^48 
.70 
.33 

'^46 

4.06 

Roft^'Pirtown '"   

.04 

.  10 

T. 

.05 

2  37 

Bloserville.  1.5  N 

Carlisle. 

T 
T. 

.03 
.23 

T.' 

.'64 

'."67 

'.'si 

.4.=. 
.74 
T. 

T. 

.03 
.07 
.13 

5.14 

.'46 
.'62 

,5.  21 
5.09 

I)auphin 

Lancaster.. . . 

York, 

Schuylkill  ... 

.01 
'.03 

T. 

.05 
.15 
.07 

■r'.' 

.04 
.01 

T. 

..54 

.08 
.15 
T. 

.'63 

4.60 

.01 
.05 
32 

..'     !03 
20 

3.63 

Glen  Rocki.s 

.03 

.09 
.'06 
'!06 

'• 
T. 

4.32 

.'('15 
T. 

.21 

.23 

'.'63 

.10 
.03 
.22 
.11 

.01 

'.'08 
T. 

'.'io 

.01 
.20 

.'22 
.07 

.03 
T. 

.16 
.(» 

"62 

.ii 

.03 
T. 

'.'69 
.07 
.04 
T. 
.04 

T 

.14 

'.'•2.5 
.50 
.68 
.75 
.04 

3.77 

Grantville,  2  SW 

Dauphin 

York 

Dauphin 

Lancaster.. . . 
Cumberland. 
Lancaster..  . . 
Lancaster, . . . 

Lebanon 

Dauphin 

Dauphin 

.02 
'.'62 

T.' 

.11 

T. 

1.33 

.06 

.01 

.01 

.07 

.10 

.03 

.03 

T. 

T. 

.09 

.01 

.03 

.10 

.42 

.06 

.19 

.15 

.05 

.02 

.51 

.02 

..     .12 

'.'.    .03 

'.'.    .13 

'.'.   '.m 

• 

'..  '.'62 

.30 

.09 
.13 

'.'53 

.24 
l!68 

.40 

i'io 

4> 

't.' 

.33 
.33 

i.'31 
.43 

.02 
.65 

.'29 

.'■48 

.45 

3.  52 

.03 
'.'65 

T. 

't.' 
t'.' 

.01 

.'26 
.12 

'.'io 

.38 

■r'. 

'• 
.01 

.05 

.01 
T 

'2.99 

HarrisburgApt'.  5,3,5S 

3.67 
3.53 

3.  .52 

Kirkwoodi.MSW 
Lancaster 

4.  65 

4.93 

.04 

4.17 

MiddletownM.5W.... 
Millersburgl,^2}<.  .   .. 

MilroY'^                  

Newburg'.3.5NW 

T. 

.02 

3.43 
4.13 

Milflin 

* 

.43 
1.25 

.60 

.64 
1.28 

.90 
1.13 
1.36 

.68 
1.07 
1.87 

.39 
.38 
l.SB 
.18 
.96 
.41 
.80 

1.35 
.29 
.81 

1.09 
.40 

1.87 
.01 

'.'19 

T. 

.'io 

.26 
.06 
.27 
.02 
.09 
.02 
.18 

T. 

't.' 

.22 

.07 
.33 
.60 
.04 
.■22 
.11 
T. 

;^06 

T. 

.02 
.12 

.12 

.04 

.'55 

.04 

.02 

.06 

.17 

T. 

.02 

.18 

.05 

'04 

• 

.09 

T, 
03 

.01 

'.'08 
•r. 

.'62 

.01 

2.93 

Cumberland . 
York 

.02 
'.'64 

.76 
".02 

T. 

.io 

.03 

■f' 

't'.' 

.'27 
.20 

T. 

".is 
.'67 

".m 
.21 

4.75 
4.92 

Pine  Grove-,  1.5  Nh . . . 

Schuylkill... 
Snyder  

'.'62 .' 

'.'.  't.' 

3.10 
2.6S 

N'umberland 
Cumberland. 
N'umberland 
York 

29 
.02 
.15 

.01 
T. 

't.' 

.28 

.12 

.  i3 

3.80 

•2.88 

3.06 

3.84 

Williamstown' 

Vr.TV     ■>.  SW       

Dauphin 

York 

T     .. 

.43 

T. 

.18 

3.71 

.05 

.16 
.04 

..57 

T. 

.'97 
.38 
1.48 
.12 

.04 

.'oi 

.29 

.03 

.80 
.50 
.12 

't" 

.'20 

.09 

.'i2 

.40 

1.86 

.67 

.01 
'.'67 

3.36 

York  Haven^        

Potomac  Basin 
Chambersburg\  1  SW. 

Gettysburg 

Hewitt  2SW 

York 

.20 

.42 
.08 

.15 

.03 

T. 

.02 

.04 

T. 

T. 
T. 

3.65 

Franklin..  .. 
Adams 

.07 

.11 
.07 

..52 
.22 
.35 
.30 
.09 

.14 

.43 

.42 

1.13 

.-    .18 

3.44 

2.82 

Bedford 

Bedford 

• 

$3.16 

.35 

.49 
.88 
,25 

1.60 

'.'64 


.16 
.26 
.39 
.91 

.37 

is 

T. 

2.95 

McConnellsburg^. . 

Fulton  

3  47 

Franklin 

6.88 

South  Mt.  San't'm^,... 
GULF  DRAINAGE 
Ohio  Bnsiv 
Allegheny 

Franklin 

Allegheny,.. . 

.22 

.16 
.04 
.03 

T. 

.02 

.12 

.02 

■27 

.05 

T. 

4.83 
5,  ■» 

Allpris  Millsi.  "> 

Jefferson 

Indiana 

.13 

.23 

..    .76 

..     .54 

't. 

'.'31 

't.' 

.01 
.09 

.03 
T. 

.04 
,02 
T. 
.13 

.17 

'.'06 

3.66 

Blairsvillel.  6NE 

Bo,swell-.6NW 

Bradford.  4  W 

BrookvUIeM.6SW.  ... 

5.38 

4.12 

McKean 

Jefferson 

T. 

.51 

..    .34 

.41 

.48 

.17 

.10 

.06 

4.04 

.02 
.03 
.86 
.03 

1.06 
.16 
.04 

.'22 

.16 
.72 
1.33 
1.11 

..    .03 

1  8C 
.8C 

1.01 
.44 

.79 

2.65 

.18 

.21 

'.13 



03 

T. 

.'is 
'.'62 

.73 

.15 

.98 

1.26 

.16 

.01 

15 

.05 

.04 
.01 
.71 

.2i 
.04 
.06 
.05 

.86 

.17 

$4.07 

Cla.rionS    3  SW 

Clarion 

.44 
.12 
06 

.'63 

.06 

.02 

6.13 

Erie 

.17 

..    .54 

5.44 

Potter 

.04 

.03 

4.04 

Coudersport.  7.5  E 

Potter.  . 

W'moreland. 
W'moreland 
Cambria 

..      25 

2.41 

3.2a 

1.82 

.9S 

.95 

.45 

1  01 

LOti 
.5- 
.4C 

1.12 
.7£ 

l.Oi 

.66 
.34 
.34 
.10 
.23 
.22 

09 

.28 

'!4,5 
.03 
T. 

.69 
.16 
.02 

.03 

6.50 

.28 
.15 
.99 
.19 
1.29 

..    .'23 
,.     .18 

'.'.  '!07 

.02 

.01 

.02 
.10 

.12 

.02 

'.'03 
.05 
.12 

.2b 
.06 
..39 

5.07 

Dunlo'.s,  0.5  8W 

3.05 

Cambria 

Armstrong... 

Venango 

Elk 

.40 
.34 
.16 

.30 
.34 
.30 

.02 

4.71 

ITrtrH  Pitv^    4  S 

'^21 

".05 

.04 
.14 

03 

2.98 

Franklin*^ ...        

4.68 

GlenHazeP,  1  NE 

.05 

.07 
.09 
.41 

..    .50 
..     .43 

4;- 

.57 

1.46 

.06 

.02 

.03 

.11 

".25 
.01 

.07 
.06 
.01 

2  89 

Indiana 

1.311.0C 
1.05  l-.5<: 

.08 

4  67 

Inhnntown*  0  ,")  W 

Cambria 

.9£ 

.17 

T. 

.12 

T. 

.01 

.01 

4.43 

1 

■■■■]■■■■ 

Continued  on  page  46 
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stations 


Allbgheuy 
(continued) 

Kane'.  1  N 

Kroftar'.  1.'  ^E 

Lvcippu.^,  1.5  E 

Marieuville',  * 

MeailvlUe-.  19 

Masgrove- — 

Parkers  Landing'.  ... 
Pittsburgh  Cty  Of. ».  . 

Port  Allegany-  

Punxsutawney^ 

Piitneyville-.  2.5 SK... 

KidgwBy- 

Saltsburg'^ 

Seward- 

Sheffield'.  S  6\V 

Suiethport'.  ■''.  .1  S\\  . . 

Strongstowii'.'^ 

Tione-ta'-'.  1.5SE 

Titusville,  2S 

Union  City',  5 

Vaudergrift ' 

Warreu- 

Vouugs  V  ills'.  •'■ 


\Iononi;ahela 

ConflueuCi>2. 1.5  NW, 

ConnellsviUe^ 

Donora'. ..    

(.ireen,<boro2 

Greensburg.2  S 

Irwin 

Meyersdale^ 

Murrvsville//'.'' 

Pitt>burgh  Arpt.  '.». 

Rices  Landing^ 

Somerset 

Springs''.  1  SW 

Uniontovvn 

Waynesburg' 


Beaver 

Beaver  Falls^ 

Butler 

Farrell-' 

Greenville. 

Jampstown2.2NW.  .. 
Mercer  Arpt.'.  2.5  NE. 
Newcastle',  1.5  N... 

I'ennline.  2,  1  S 

Ohio 

Claysville' 

Coraopolis^.  IE 

Midland- 

vva.'^hingtoni.'^ 

LAKE   DRAINAGE 

Albion^.. 

Erie'.  5 

Raymond'.  ^ 


Counties 


1       2 


McKean...  . 
\V  'moreland 
W'moreland 

Forest 

Crawford  . 

Ariu.stroug. 

Armstrong. 

Allegheny 

McKean.  . . 

Jefferson... 

Armstrong. 

Elk 

Indiana  .   . 

W'nioroland 

Warreu.. 

McKean . 

Indiana  . 

Forest . . . 

Crawford 

Erie       . . 

W'moreland. 

Warren. 

Warren. 


Somerset. . . . 

Fayette 

Washington. 

Greene 

W'moreland 

W'moreland 

.Somerset — 

W'moreland 

Allegheny 

Greene.. . 

Somerset. 

Somerset. 

Fayette. . 

Greene.... 


Beaver 

Butler..  .. 
Mercer  — 

Mercer 

Mercer.   . . 

Mercer 

Lawrence. 
Crawford . 


Washington 
Allegheny  .. 

Beaver 

Washington 


Erie.... 
Erie  . . . 
Potter. 


.02 


.36 


2.19 
02 

1.39 
.63 

."os 

.16 
.02 

.01 

.02 


1.63 

Z69 

10 

15 

76 

2.48 

.02 

.15 

1.'26 


.25 


.41 
.56 

l.(iO 
.06 

1.31 
.18 

1  08 
T 

1.90 
.05 
.08 
.  73 
.IJ 
.98 
.06 
.'2:^ 
18 

1.56 
.38 


1.40 
01 


.02 
.10 
.52 

'.'gi 

1.17 
.91 
.89 


1.85 
1.22 

.55 


.78 
.55 
.92 
1.35 
1.19 


01 
1.'23 


Dally  Precipitation  for  Juno  1947  -Continued  from  page  44 

Day  of  month 
16     17 


6 


8 


9     10 


.02 


.15 


1.11 
17 


.39 


1.0 

36 

62 

Ifi 

34 

74 

1.07 

.21 

.70 


1.15 
.72 

^69 
.30 
.39 


1.04 


.82 

2.48 

98 

64 

29 

1.10 

..50 

1.65 

.33 

.6'.! 

1.19 

■>.  18 

1.59 

.87 

.46 

.30 

1.29 

47 

78 

73 

1.92 

.44 

.52 


1 
1.96 

1.87 
1.13 
1.87 
2.15 
1.08 
1.16 
1.12 
1.78 
2.51 
1.90 
2.  25 
1.55 


1.63 

1.'25 
.38 
.85 
.62 

1.05 
.86 

1.37 


1.89 
1.72 
1.4 
1.36 


2.25 

28 
33 


.22 


.36 
.63 

1.60 
.33 

1.97 
.4 
.30 
.60 
.36 
.'25 

1.53 
.411 
.51 
.38 


2.08 

48 


.96 

.38 

1.09 

.83 


.01 


.07 
l.Oo 


.08 


T. 


.52 


1.57 
.24 
.53 


11      12 


18 


14 


.02 


.02 


.14 


.33 


.03 


.03 


.74 
.31 
.68 
.68 
.18 
.30 
.08 
.62 
.14 
.05 
.48 
.32 
.13 
.31 
.47 
.60 
.47 
.40 
.67 
1.01 
.95 
.41 
.63 


T. 

.07 

.55 

.01 

.70 

.68 

.03 

.95 

1.14 
.18 

l.OS 
.30 

1.18 
.13 


.31 
.•25 
1.06 
.83 
.16 
.49 
.39 
.10 


16 


.02 


.70 


.22 


.33 

.'25 
.44 
.01 
.84 
T. 
T. 
1.58 


.06 


.05 


.04 


.03 


.03 


.05 


.14 


.16 


18 


19 


20 


21 


22 


02 


07 


.02 


24 


26 


.22 


26 


.17 
.47 

1.12 
.54 
.13 

1.04 
.'22 


.26 


.23 


.10 


29 


.03 


03 


T. 


80 


.05 
.02 
.05 
I. '37 
.03 


6.06 
6.66 
6.10 
4.08 
4.63 
4.17 
4.72 
4.75 
3.42 
4.08 
4.53 
5.60 
5.27 
5.46 
4  78 
4.85 
3.96 
4.28 
3.65 
6  40 
4.97 
3.97 
4.04 


3.53 
5.37 
5.82 
2.81 
6.11 
5.18 
2.20 
4.49 
4.04 
4.63 
6.66 
3.74 
6,84 
4.08 


6.15 
3.64 
4.99 
4  12 
5-22 
.5.11 
3.73 
6.09 


6.25 
3.61 
5.04 
4.43 


5.55 
2.78 
3.49 


[See  page  48  for  explanation  of  reference  marks.] 


Daily  Evaporation( inches)  and  Wind  Movement  (miles) 


Stations 

1 

2 

3 

4 

5       6 

7 

8 

9 

10 

11 

1 
12  1  13 

14 

15 

16 

17 

18     19 

20 

21 

22 

23 

24 

26 

26     27 

28 

29 

30 

31 

Total 

„     „           „   1  o,,.    (Evaporation 

Coniluence-,  1  SW.  ;  ^^,.^^^  movement 

.190 
26 

(         1 
.212.  096.  070:.  2'28. '203 

38!     63j     42      33      42 

.V21 
40 

.180 
53 

.067 
23 

.176.194 

19     33 

282.244.194.056 

40i     36i     48;     43 

.178 
62 

.103 
31 

.171;. 041 

24J       7 

.193 
34 

.170 
20 

.229 
41 

.■246 
30 

.188 
17 

.  12'2 .  175  .  099 
30     21      14 

.239 
16 

.059 
9 

.180 
11 

4.906 
946 

^.'^r-A  rMt„"   to.         1  Evaporation .... 
JordCity  ,4S 'v  wind  movement 

.164 

31 

.133i.030.304l.212 

30'     72      67i     26 

219 
35 

.107 
37 

.082 
15 

.146 
17 

.129 
17 

.199 
12 

.304. -2.57.  214 

481     35     59 

1         1 

.101 
55 

.093 
73 

.138 
15 

.126 
36 

.084 
3 

.172 
23 

.232 
27 

.2.38 
30 

.243 
26 

.239 
21 

.194l.'206.076 
33     38      12 

.161 
11 

.126 
12 

.166 
20 

5.094 
936 

,     ,   ,„             (Evaporation 

Hawley^  IS ^  ^-j^^  movement 

.221 
147 

.28ll.  124i.l47 
'224!   162     86 

233 
81 

.'269 
153 

.037 
99 

.181 
42 

.098 
30 

.053 
51 

.203 
56 

.281 
96 

.'272 
69 

.160 
44 

.0.34 
122 

.164 
111 

.133 

68 

.172 
69 

.113 
36 

.192 

74 

.122 
27 

■204 
■29 

.210 
■23 

.298 
37 

.072.207|.Oi6 
71 1   1-27:     40 

.314 
30 

.083 
40 

.234 
37 

5.096 
2271 

9    .,  xTu»  /  Evaporation  — 
JamestownS .  .2  NW  |  ^^j^^^  movement 

.194 
35 

.110.065.194 
30j     39     61 

.198 
34 

.198 
44 

.142 
23 

.140 

38 

.136 
17 

.186 
24 

.'246 
53 

.'281 
37 

.V23 
33 

.108 
70 

.134 
35 

.034 

56 

.168 
14 

.144 
35 

.214 
31 

.218 
40 

.264 
44 

.244 
42 

.'252 
32 

214 
22 

.1.581.1181.156 
23]     28|     22 

.198 
22 

.140 
16 

.198 
■22 

6.175 
1022 

M„ff„Rjinc2  o  =  Mv  S  Evaporation   . . . 
NeflfsMills^3.5  NE.  (  ^j,^^  movement 

.188 
25 

.  180  .  122  .  232 
30     27     48 

1 

.23'2.216 

19     33 

.102 

7 

.592 
22 

.030 

7 

.200 
7 

.178 

.298 
14 

.304 
38 

.096 
14 

.092 
48 

.1'23 

55 

.106 
15 

.188 
30 

.057 

5 

.'207 
10 

216 
15 

.309 
IS 

.231 
33 

.036 
22 

.284.1761.102 

11      19;     10 

.163 
12 

.157 
6 

.082 
2 

5.499 
607 

Italics  mean  minus  Quantity. 


[See  page  48  for  explanation  of  other  references.] 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


Daily  Temperatures  for  June  1947 


June  1947 


stations 


Albion/. /  Maximum. 

\  Minimum. 
Ailentown  Arpt.'.9-4NE  (  Ma.ximum. 

\  Miuiraum. 
Allentown/ )  Maximum. 

\  Mi!iimum. 
Altoonar4.5  W /  Maxiuinuj. 

\  Minimum. 
Arendtsville / )  .Maximum . 

\  Minimum. 
Beavertown/ J  Maximum. 

I  Minimum . 
Berwick '  Maximum. 

\  Minimum. 
Bethlehemi /  Ma.ximum. 

\  Minimum., 


Blair.sYillel-6  NE 

Bradford-4  W 

Burnt  Cabin.s'-2NE  ... 

Butler 

Canton/-l  NW 

Carlisle 

Chamber.sburg6-i  sw.  . 

Clarion6-3  8\V 


)  Maximum. 
I  Minimum., 
;  Maximum. 
\  .Minimum. 
/  \Iaximnm. 
\  .Minimum. 
I  .Maximum. 
\  Miuirnum.. 
/  Maximum. 
\  Minimum. 
(  .Maximum. 
\  Minimum.. 
;  Maximum. 
I  Minimum. 
/  .Maximum, 
t  Minimum . 


Clays ville/ )  Maximum. 

\  Minimum. 
Coalport/ I  Maximum. 

\  Minimum . 
Coatesville/ )  Maximnm. 

I  .Miuimuiu ., 
Columbia )  Maximum. 

\  Minimum.. 

Corry     /  Maximum. 

' \  Minimum., 

Coudersport /  Maximum. 

I  .Minimum . 
Curwensvillel-6  NW  . . . .  /  Maximum. 

\  Miuiniui.'i. 
Perry /  Maximum . 

\  Minimum. 


Donegal' 

Donora' 

Eagles  Mere/ 

Eas^t  Waterford6.3  E  . . 

Ebensburg  /. 

Emporium/-!  E 

Ephrata 

Eriel 


.  (  Maximum. 

\  Miuirnum., 
.  /  .Maximimi. 

\  iMininunn. 
,  (  Maximum. 

\  Minimum. 
.  /  Maximum. 

\  Minimum. 
,  I  Maximum. 

\  Minimum . 
,  /  Maximum. 

\  Minimum. 

/  Maximum. 

V  Minimum  . 

(  Maximum. 

\  Minimum . 


Everettl-0.5  SW I  Maximum. 

\  Minimum. 
Farrell /  Maximum . 

\  Minimum. 
Ford  City  /-4  8 /  Maximum. 

\  Minimum. 
Franklin/ /  Maximum. 

\  Minimum . 
Fredericksville-1  S I  Maximum. 

\  Minimum.. 
Freeland i  Maximum. 

I  Miuimiini .. 
George  School'' /  Maximum. 

\  Minimum.. 
Gettysburg /  Maximum. 

I  Miin'mum . 

Gordon /  Maximum. 

»  Minimum. 
GreenRburg-2  S (  Maximum . 

V  Minimum ., 
Hanover/ (  Maximnm. 

1  Minimum.. 
HarrisburgArpt.  '-3.5S.  /  .Maximum. 

\  Minimum .. 
Hawley-0.5  E (  -Maximuui. 

\  .Minimum .. 
Hewitt-2  SW I  Maximum. 

\  Minimum.. 
Holtwood' /  Maximum. 

\  Minimum .. 
Huntingdon /  Maximum., 

V  Minimum.. 


10  11 


12  l.S 


7.5 
35 
77 
43 
72 
44 
72 
38 
74 
44 
73 
36 
73 
42 
74 
46 

72 
42 
73 
33 
73 
36 
70 
37 
70 
37 
71 
45 
74 
42 
76 
34 

76 

3 

75 

35 

73 

44 

75 

43 

"8 

35 

73 

32 

69 

40 

79 

.50 

70 
33 
79 
45 
67 
39 
6' 
44 
71 
39 
78 
35 
73 
45 
67 
44 

73 
39 
80 
44 
75 
39 
74 
39 
70 
42 
69 
40 
68 
49 
70 
46 

73 

36 

78 

36 

73 

47 

71 

4 

77 

38 

74 

48 

72 

51 

75 

37 


60 


77   86 

49   56 

8' 

71 


85 
52 
90 
5H 
86 
56 
91 
56 
90 
60 
89 
55 
89 
57 
88 
60 

86 
61 
88 
50 
90 
57 
90 
57 
85 
53 
88 
72 
89 
58 
81 

5;3 

89 
60 
91 
54 
85 
58 
90 
65 
89 
59 
90 
50 
85 
56 
92 
57 

86 
50 
93 
64 
82 
49 
82 
63 
85 
56 
92 
50 
89 
61 
92 
71 

90 

58 
94 
K8 
89 
54 
89 
54 
85 
56 
87 
58 
83 
58 
87 
65 

90 
54 
89 
53 
89 
63 
92 
63 
91 


51   62 

921  96 

65 

82 

63 

9n 

58 


69  58 


14  15 


74 

53  54 
75 
67 
76 
64 
78 
62 
73 
53 
85 
66 


16  17 


73 
60  60 


18  19 


20 


21 


22 


23  24  26 


52  50 
70   74 


55 


56  45 


39 


50 


73 

77 

59 

62 

76 

83 

54 

51 

74 

82 

54 

50 

71 

46 

45 

73 

81 

52 

■19 

75 

8.! 

46 

45 

75 

83 

51 

49 

77 

80 

53 

51 

73 

74 

50 

4^ 

7.' 

77 

38 

38 

74 

81 

26  27 


28 


56 
79 
48 
80 
.50 
87 
56 
76 
54 
82 
58 
79 
.55 
78 

80 
48 
81 
47 
79 
16 
83 
52 
84 
55 
78 
49 
76 
53 
81 
58 

75 
54 

83 
62 
72 
54 
75 
56 
76 
.53 
86 
5;< 
82 
.56 
79 
63 

80 
55 
86 
60 
84 
62 
84 
51 
74 
47 
71 
55 
69 
48 
79 
57 

79 
46 
82 
55 
79 
57 
81 
58 
64 
49 
85 
58 
79 
55 
82 
56 


74 

52 
84 
60|  65 


73  83 

57  59 

82  87 

56  5>> 


29  30 


65i  68 
86 


89 

79 

60 

6G 

92 

91 

63 

70 

84 

8:^ 

57 

57 

85 

83 

55 

66 

85 

83 

54 

58 

8;^ 

80 

60 

64 

87 

85 

61 

62 

84 

84 

61 

64 

86 

83 

52 

.58 

85 

82 

55 

56 

89 

82 

64 

65 

90 

78 

61 

68 

87 

88 

55 

54 

86 

85 

65 

65 

88 

79 

67 

70 

80 

78 

60 

62 

67 
83 
.59 

87 
03 
8« 
64 
90 
66 
87 
68 

86 
59 
85 
5' 
90 
60 
90 
60 
86 
.59 
88 
65 
88 
63 
92 
68 

8K 
60 
87 
58 
88 
68 
9(1 
6.S 
90 
59 
88 
55 
82 
57 
91 
68 

85 
52 
91 
65 
82 
61 
81 
62 
86 
5: 
90 
60 


68 
82 
61 
89 
65 
86 
65 
91 
68 
92 
68 

82 

6 

85 

61 

90 

62 

8» 

611 

84 

63 

87 

65 

85 

65 

90 

62 

84 

66 

90 

60 

88 

6' 

92 

65 

86 

6 

86 

50 

84 

63 

8' 

67 

83 
62 
90 
70 
SO 
63 
78 
65 
84 
63 
89 
61 
89 
70 
79 
69 


7-*.  4 
=3.  9 
78.6 
49.4 
78.6 
54.6 
83.  2 
57.9 
77.9 
S2.  6 
77.2 
47.3 
7.3.  2 
51.0 
80.8 
55.  4 

74.9 
49.8 
81.9 
.59.8 
71.3 
60.7 
73.4 
56  4 
74.1 
53.1 
79  9 
48.8 
81.3 
567.8 
74.5 
58.4 

80.1 
53.9 
82.7 
59  5 

78  9 
52.4 
77.8 
51.2 
76.5 
.52.6 
74.2 
52.6 
77.0 
5-5.7 

79  8 
59.0 

77.8 
51.2 
79.9 
52.4 
79.7 
58.7 
79.6 
58.6 
77.7 
51.4 
«81.4 
$67.9 
78.3 
61.1 
§79.9 
55.4 


Continued  on  page  47. 
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47 


Daily  Temperatures  for  Jime  1947    Contiiuied  Iroin  paRe  40 


Stations 


1 

3 

8 

7S 

80 

79 

37 

54 

51 

7S 

78 

78 

4V 

59 

49 

T4 

66 

65 

4ft 

51 

47 

«4 

S3 

70 

41 

55 

52 

7H 

62 

64 

:« 

54 

36 

76 

77 

77 

.SO 

,53 

59 

7:) 

7ti 

hO 

10 

57 

48 

78 

SO 

72 

4<1 

0  t 

63 

S2 

83 

73 

42 

44 

57 

S3 

81 

7.' 

42 

58 

54 

77 

81 

81 

•SI 

61 

67 

80 

78 

67 

4;h 

58 

49 

71 

65 

62 

42 

55 

47 

7'^ 

66 

62 

4(1 

49 

41 

79 

80 

71 

.•)1 

61 

62 

80 

74 

67 

46 

59 

50 

76 

70 

58 

44 

4S 

48 

71 

71 

63 

45 

55 

44 

80 

79 

73 

41 

57 

58 

42 

50 

35 

78 

70 

66 

4S 

56 

47 

76 

76 

67 

."iO 

5S 

50 

72 

72 

65 

46 

56 

44 

78 

80 

76 

5S 

60 

58 

76 

78 

74 

56 

61 

60 

78 

79 

77 

64 

60 

62 

78 

74 

67 

:12 

58 

44 

77 

78 

77 

49 

54 

63 

80 

78 

69 

49 

61 

48 

80 

79 

^70 

51 

63 

51 

76 

75 

70 

47 

46 

63 

77 

77 

71 

39 

46 

47 

75 

77 

7ft 

45 

53 

57 

76 

78 

73 

55 

64 

ft4 

76 

76 

70 

35 

43 

48 

7B 

80 

71 

47 

64 

50 

76 

76 

74 

46 

59 

55 

79 

80 

7ft 

44 

55 

-57 

77 

75 

77 

33 

48 

46 

80 

77 

62 

36 

49 

46 

81 

80 

69 

45 

64 

51 

79 

79 

77 

41 

65 

55 

70 

73 

63 

40 

50 

4ft 

76 

68 

66 

40 

43 

48 

72 

70 

64 

16 

58 

46 

76 

77 

72 

39 

61 

47 

76 

76 

65 

44 

59 

49 

83 

80 

77 

44 

60 

51 

4       6      6      7      8      9     10     11     12     18     14     IS     16     17     18     19     20     21     22     28     24     26     26     27     28     29     30     81     Mean 


Iiuliftnft-2.5  8E (  Maximum., 

\  Mini  muni.. 
Irwiu  (.Maximum., 

\  Miuiinum.. 
.lamesto«n/-2'N\V )  Maximum., 

\  Minimum.. 
Johnstowu/ I  .Maximum., 

\  Miuinmin.. 
K8ue<l  N /  M.ixiiuum., 

\  Minimum .. 
LaucRster )  Ma-ximim.. 

\  Minimum.. 
Lawreuct'Ville I  .Miiximum.. 

\  .Minimum.. 
leliauon    I  Ma.ximuui., 

\  Minimum .. 

Lewist>"vn,'-2S\V I  Maximum.. 

\  .Minimum.. 
Lock  Haven6 I  Maxiraiuu.. 

\  .Minimum .. 
Marcus  Hook/ (  Maximum.. 

\  .Minimum .. 
Martinsburg",* (  Maximum.. 

\  Minimum.. 
Meaiiville  MS /  Maximum.. 

\  Minimnra.. 
Meroer'-2,5  NE /Maximum.. 

\  .Minimum .. 
Mid(lletowni-1.5  \V /MMxirmim. 

\  Minimum  . 
Midi  a  nil*' /  Maximum.. 

V  Minimum.. 

Montrose,'-3  E /  .Maximum.. 

>  .\lmimum.. 
Mt.  Pocono'-2  N /  Maximum.. 

^  Minimum.. 
New  Bloomtielri (  Maximum  . 

\  Minimum. . 
Newburg'  3.5NVV I  Maximum  . 

\  Minimum.. 
New  CastleS-1.5  N /  Maximum.. 

V  Miiuiauni.. 
Palmertoni )  Maximum.. 

"1  Minimum .. 
Park  Plai^e'-l  NW (  Maximum.. 

\  Minimum.. 
Phila    Arpt.'-7SW /  Maximum.. 

\  Minimum.. 

Philadelphia  CO.' ;  .Maximum.. 

\  Minimum.. 
Phila.  yhawmont j  Maximum.. 

^  Minimum . . 
Phi!ipsburg'-7  E ,/  Maximum.. 

\  Minimaiji.. 
Phoenixvil)e-1.5  8E  . . . .  )  Maximum.. 

\  Minimum.. 
Pittsburgh  Arpt.'-7.5SE  /  .Maximum.. 

\  Minimum.. 
Pittsburgh  City  Offloe' . .  (  Maximum.. 

\  Minimum.. 
Port  Clinton/ /  -Maximum.. 

\  Minimum.. 
Putneyville/-2.5  SE (  Maximum.. 

\  Minimum.. 

Quakertown-0.5  E /  Vlaximum.. 

\  Minimum .. 
Reading' /  Maximum.. 

\  .Muiimuio.. 
Ridgwa.y  / /  Maximum.. 

\  Minimujii.. 
Scranton' )  Maximum.. 

\  Minimum.. 
Selinsgrove /  Maximum.. 

\  .Minimum .. 
Shippenshurg /  .Maximum.. 

(  Minimum .. 
Somerset ...  /  Maximum.. 

^  Minimum.. 
8prings6-l  SW (  Maximum.. 

\  Minimum.. 

State  College' •  Maximum.. 

\  ■^linimimi.. 
3troudsburg-2  E (  Maximum.. 

i  Minimum.. 
Tamarack /-2  S /  Maximum.. 

I  Minimum.. 
Tionesta/-1.5  SE I  Maximum. 

i  Minimum.. 
Titusville-2  S /  Maximum.. 

\  Minimum.. 
Towanda-1  K (  Maximum.. 

\  Minimum.. 
runkhannock/ (  .Maximum.. 

\  Minimum.. 
Uniontown *  Maximum  . 

'  Minimum.. 


4t 

85 
50 
72 
13 
68 
43 
73 
49 

72 
5' 
76 
45 
74 
49 
74 
41 
84 
5' 
85 
61 
70 
41 
82 
41 

76 
40 
75 
49 
84 
38 
76 
51 
74 
52 
7' 
4' 
79 
44 
78 
41 

76 

42  53 
74  76 
41  41 

69  75 

40  46 

801  83 

38j  38 

72  80 

30|  511 

72  78 

361  45 

74l  76 

37,  48 

81  84 

43  S4 


77  78 
.56  48 
75      811 


82 

85 

48 

51 

83 

85 

48 

50 

73 

SO 

37 

39 

70 

75 

44 

42 

79 

84 

50 

54 

80 

87 

52 

H 

74 

79 

51 

54 

83 

90 

52 

54 

78 

81 

43 

44 

82 

86 

46 

50 

83 

86 

47 

50 

81 

85 

50 

49 

53!  S3 
79 
55 
80 
56 
78 
53 
73 
.52 


90     90 
68     62 

88 
60 


79.9 
62.6 
81.1 
55.4 
78.6 
51.8 
82.0 
56.0 
75.4 
44.0 
80.9 
55.0 
79.3 
52.8 
79.9 
57.1 

81  2 
54.3 

81.2 
55.2 
83.1 
61.3 
76,8 
.54.3 
76.6 
51.6 
75  0 
52.4 
79.5 
.58,3 
79.1 
55.7 

73  3 
51.2 
71.7 
•50.0 
$79.6 
^^55  2 


47.5 
79.6 
53.1 
76.5 
54  2 
72.  2 
52.3 
79.6 
59.8 

78.4 
61.2 
80.5 
.58.9 
74.1 
47.5 
«83.4 
$.56. 6 
79.0 
58.  0 
80.7 
60.2 
77.1 
,53.1 
78.3 
49.0 


53.8 
79.7 
.58.9 
78.6 
47.6 
77.3 
55.7 
79.2 
55.4 
82  2 
56.2 
76.5 
49.2 
73.3 
49.9 

77.9 

55.4 

§80, 8 

553.5 

72.8 

50.6 

78.2 

51.2 

7.5.  2 

50.5 

78.7 

52.4 

$77.9 

$52.7 

81.3 

58.0 


Continued  on  page  48. 
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DATA: 

PENNSYLVANIA  SECTION. 

June 

1947 

Daily  Temperatures  for  June  1947 

—Continued  from  page  47 

stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

30 

31 

Mean 

Vandergrlit' j 

f  Maximum.. 

80 

78 

72 

66 

81 

75 

68 

75 

82 

92 

91 

78 

89 

76 

68 

71 

76 

68 

72 

76 

77 

86 

85 

78 

79 

87 

84 

89 

88 

SS 

5^9.1 

\  Minimum.. 

42 

ftS 

54 

48 

43 

6ft 

64 

61 

57 

58 

65 

62 

58 

60 

58 

54 

48 

52 

44 

45 

47 

49 

58 

59 

61 

60 

60 

62 

68 

71 

566.4 

Warren J 

Maximum.. 

79 

67 

6ft 

79 

8ft 

85 

80 

74 

84 

93 

93 

70 

84 

76 

62 

73 

76 

74 

71 

76 

82 

84 

87 

84 

82 

82 

90 

90 

90 

89 

80.2 

\  Minimum.. 

4-.^ 

fi7 

44 

38 

ftl 

59 

60 

57 

50 

5ft 

(i5 

52 

47 

53 

49 

50 

40 

50 

42 

43 

4ft 

46 

47 

49 

52 

66 

64 

68 

57 

67 

61.2 

Waynesburg i 

Maximum.. 

84 

80 

71 

78 

8ft 

83 

86 

75 

83 

91 

90 

83 

90 

88 

69 

68 

74 

70 

72 

78 

79 

78 

82 

78 

78 

81 

86 

86 

89 

88 

80.7 

1  Minimum.. 

3fi 

ft! 

49 

3<J 

43 

61 

61 

62 

54 

ft4 

61 

62 

55 

68 

52 

53 

45 

55 

44 

42 

43 

43 

41 

48 

48 

60 

53 

58 

60 

65 

.52.  2 

Wellsboro/ ) 

f  Maximum.. 

76 

7ft 

6ft 

74 

77 

87 

70 

70 

80 

92 

91 

77 

73 

79 

65 

71 

77 

71 

70 

76 

75 

81 

86 

82 

78 

78 

87 

85 

90 

88 

78.2 

Minimum.. 

86 

44 

47 

.S3 

36 

50 

56 

56 

49 

ft3 

55 

60 

45 

48 

49 

51 

37 

44 

39 

38 

42 

42 

44 

47 

51 

50 

51 

54 

56 

59 

. 

47.4 

Wells  ville.         

(  M.'vxirauni.. 
Minimum .. 

78 
44 

78 
ftS 

76 
61 

71 
42 

74 
43 

86 
43 

80 
64 

70 
55 

80 

57 

87 
58 

92 
65 

88 
63 

84 
62 

77 
64 

75 
50 

71 
55 

76 
47 

74 
.59 

74 

48 

76 
46 

76 
.52 

78 
46 

82 
48 

78 
55 

80 
58 

79 
81 

86 
56 

78 
60 

86 
65 

87 
64 

79  2 
54.6 

Maximum.. 
Minimum.. 

78 
49 

79 
fi4 

75 
ft9 

74 
48 

74 
44 

87 
53 

77 

58 

61 
54 

83 

54 

88 
61 

93 
64 

89 
66 

82 
60 

83 
59 

Ve 

71 

53 

78 
52 

74 
69 

75 
54 

78 
51 

74 
53 

81 
51 

82 
61 

78 
55 

82 
56 

78 
69 

89 
65 

88 
65 

88 
67 

87 
66 

80.1 

. . . .  i     56.  6 

Wilkes-Barre  Arpt.  1-3N., 

Maximum.. 

79 

77 

69 

73 

75 

84 

65 

60 

78 

90 

95 

79 

73 

76 

70 

70 

74 

70 

69 

73 

75 

81 

82 

74 

77 

80 

86 

87 

88 

89 

77.3 

Minimum.. 

51 

61 

48 

42 

49 

58 

54 

53 

53 

57 

69 

57 

51 

55 

56 

55 

48 

56 

48 

46 

54 

49 

61 

52 

56 

60 

56 

62 

65 

70 

54.7 

VVilliamsport  Arpt.' -4  E  . 

Maximum.. 

77 

7ft 

70 

71 

75 

82 

69 

62 

80 

89 

93 

84 

71 

77 

68 

73 

77 

71 

72 

77 

74 

83 

87 

81 

79 

80 

87 

84 

89 

86 

78.1 

Minimum.. 

4.S 

64 

4ft 

39 

ft4 

56 

ft'.) 

57 

55 

55 

69 

58 

52 

59 

54 

52 

4b 

54 

50 

44 

48 

50 

51 

56 

.59 

57 

59 

62 

62 

66 

.... 

54.5 

Willi  amstown  } 

Maximum.. 
1  Minimum.. 

78 
4ft 

78 
ft- 

74 
5ft 

73 
41 

74 

43 

85 
54 

75 
53 

75 
64 

79 

53 

88 
57 

93 
66 

85 
61 

85 
56 

58 

74 

48 

70 
55 

76 
44 

75 
55 

72 
46 

76 
42 

73 
49 

80 
44 

83 
46 

79 
60 

79 
53 

79 
53 

86 
64 

86 
60 

86 
64 

88 
66 

.... 

79.4 

53  0 

York-3  SW            J 

1  Maximum.. 
L  Minimum.. 

80 
52 

81 
60 

80 
62 

75 
42 

76 
44 

88 
57 

82 
66 

76 
58 

85 
59 

92 
60 

96 
67 

93 
66 

83 
63 

80 
65 

79 
62 

79 
55 

79 
49 

80 
61 

77 
48 

80 
45 

80 
54 

85 
47 

86 

48 

81 
53 

84 
69 

83 
57 

91 
61 

88 
65 

93 
66 

92 
66 

83.5 

66.9 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PBESSTJKB,  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind" 

Relative 

.3 
1 

(reduced  to  sea  level) 

Humidity 

Stations 

1 

X 

J3 

3  (» 

a 
o 

a 

a 

a 

§ 

CO 

5 

1 

& 

o 

1 

S  o 

1 

0. 

8 

1) 

u 

O 

J 

Q 

<> 

s> 

Q 

Q 

t~ 

'^ 

t^ 

fe 

Q 

Erie 

30. 40 

22 

29.65 

7.3 

22 

SW. 

11 

80 

66 

72 

61 

73 

Harrisburg 

30.36 

22 

29.66 

6.9 

36 

SW. 

11 

79 

54 

65 

62 

21 

Philadelphia 

30.36 

22 

29.  67 

7.8 

22 

SW. 

2 

82 

57 

68 

6; 

16 

Philipsburg 

30.41 

22 

29.65 

36" 

SW. 

30 

85 

60 

71 

159 

Pittsburgh 

30.36 

22 

29.64 

9.i 

26 

nw. 

11 

81 

65 

62 

bi 

.36 

Reading 

Scranton  

30  36 

21 

oa  fis 

9  5 

43 

e 

7 

76 

60 

20 

30.40 

22      29. 64 

14 

6.0 

19 

n. 

3 

77 

64t 

62 

50 

•  For  any  five-minute  period.  **  Corrected  to  true  velocities, 

t  12:00  noon.  5  Also  other  dates.        •  One-minute  interval. 


RIVER  CONDITIONS 


Stations 


Rivers 


PortJervls,  N.Y 

Easton 

I«highton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

8chenley,(  nr)  Lock  No.  5. 

Sutersville 

CharleroKnr.).  Look  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Delaware 3.4 

Delaware 4. 

Lehigh 4.0 

Schuylkill 5. 7 

N.  Br.  Susquehanna..  6.7 

W.  Br.  Susquehanna .  i  3.  9 

Juniata |  4.4 

Susquehanna i  4.9 

Allegheny ,  15. 6 

Youghiogheny i  4  4 

Monongahela ]  12.7 

Ohio * 

Ohio • 


4.2 
6.4 

4.8 

8.8 

15.7 

8.0 

6.7 

6.7 

21.7 

10.9 

19.3 

19.2 

26.8 


2.4 
2.6 
3.2 
4.4 
3.6 
1.4 
3.6 
3.8 
12.3 
2.9 

n.o 


•  Pool  stage. 


t  AIeo  other  dates. 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


MISCELLANEOUS   PHENOMENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
(Dates  and  number  of  stations  reporting) 


1 

2 

3 
"h 

4 

5 

6 

'i 

30 

8 

7 

6 

'5 
9 

45 
11 

8 

'e 

24 

9 

'7 

10 

■3 

11 

"3 
'2 

2 

24 
9 

12 

i 

13 

•• 

7 
6 

14 
6 

"i 

•22 

7 

15 

i 

3 

16 

17 

— 

'3 
'2 

18 

19 
6 

20 

i 

21 
'3 

22 

8 
3 

23 

i 

ie 

24 

"i 

13 

26 
1 

6 

26 
16 

27 
'5 

28 

is 

29 

'7 

.. 

30 
'3 

'9 

31 

Auroras 

Fog,  heavy 

Frost,  killing  .... 

Glaze  

Hail 

.. 

1 
6 

Sleet 

Snow,  heavy 

Thunderstorms . . 
Winds,  high 

1 
3 

22 
3 

"i 

8 

( W.  B.  O.,  Philadelphia-9-22-47-1100) 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  years  of  record.except  that  for  FirstnOrder  Weather  Bureau 
Stations  they  are  based  on  adopted  normals.  Xl  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

'.'','■.  etc.    Number  of  days  missing,  for  example,  *■  indicates  two  days  missing. 

Italics,  data  interpolated. 

5  Partly  interpolated. 

<S5  Incomplete". 

t  And  other  dates. 

r  Daily  ;imounts  inconsistent. 
Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
'  Midnight  to  midnight. 

*  Measured  in  the  morning  for  the  preceding  '24  hours. 

^  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 

*  Best  available  used  for  stations  not  equipped  with  recorders. 

*  Recording  gage. 

'  At  a  fixed  hour  between  sunset  and  1 1 :00  p.  m 
'  Noon  to  noon. 

8  Data  recorded  at  Altoona-Blair  County  Airport. 

9  Ofl^cial  Station  designation  is  Allentown-Bethlehem  Airport. 


/^ 
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GENERAL  SUMMARY. 

This  was  the  coolest  July  in  53  years,  except  for  the  year  1920, 
when  this  month's  mean  temperature  was  equaled.  It  was  also 
the  wettest  July  in  51  years.  Some  of  the  rainfalls  were  excep- 
tionally heavy,  and  although  there  were  no  floods  on  the  main 
rivers,  caused  considerable  distress  and  much  property  damage 
through  local  flooding.  Cloudiness  was  above  normal,  with  the 
number  of  cloudy  days  being  nearly  double  the  normal.  Warm 
spells  of  brief  duration  occurred  about  the  1st  and  30th,  when 
temperatures  of  90°  and  above  were  general.  A  cool  period  with 
temperatures  in  the  40' s  occurred  about  the  24th. 

Measurable  rainfall  occurred  on  16  days,  the  greatest  number 
of  record.  The  average  is  11  days.  Thunderstorms  were  also 
frequent;  a  thunderstorm  occurred  somewhere  in  the  State  on 
all  but  four  days.  There  were  two  main  periods  of  heavy  pre- 
cipitation, the  7th  and  16th.  The  former  was  the  result  of 
frontal  action,  while  the  latter  occurred  in  convergence  induced 
in  a  low  pressure  area.  The  heaviest  recorded  rainfall ,  however, 
was  on  the  22d  and  23d  at  Erie.  On  that  day  the  air  moving 
southward  over  Lake  Erie  was  unstable  and  of  high  moisture 
content,  and  it  is  believed  that  the  10°  warmer  lake  and  the  up- 
slope  of  the  south  shore  were  sufficient  trigger  action  to  start  the 
convective  process  that  caused  the  heavy  rainfall.  The  official 
recorded  maximum  rainfall  at  the  Weather  Bureau  station  at 
Erie  was  as  follows :  5  minutes,  0.63  inch;  10  minutes,  1.09 
inches;  30  minutes,  2.02;  1  hour,  2.97;  3  hours,  6.32;  24  hours, 
10.41.  Unofficial  measurements,  by  Weather  Bureau  field  in- 
vestigators disclosed  that  at  least  20  inches  fell  in  parts  of  Erie. 
However,  at  Port  Erie  Airport,  only  3.70  inches  fell. 

The  heavy  rainfall  at  Erie  caused  considerable  flooding  in  low 
areas  of  the  city,  where  66  persons  were  evacuated  by  the  Coast 
Guard  and  Red  Cross,  a.ssisted  by  the  Police  and  Fire  Depart- 
ments. There  were  no  casualties  and  no  serious  injuries  as  a 
result  of  the  rain.  Engine  rooms  of  many  manufacturing  plants 
were  flooded  and  basements  of  houses  and  warehouses  flooded 
generally  in  the  downtown  and  eastern  city  areas.  Damage  was 
conservatively  estimated  at  $250,000. 

Lightning,  wind  and  hail  caused  their  fair  share  of  trouble. 
At  Hawley,  on  the  1st,  a  lightning  storm  caused  damage  to 
buildings  and  trees.  At  Corry,  a  gasoline  station  was  struck 
by  lightning  on  the  11th,  while  on  the  14th,  at  Derry,  some 
trees  were  ripped  up  and  damage  caused  to  gardens.  Some 
hailstones  the  size  of  half  dollars  fell  on  the  14th  in  the  vicinity 
of  Scran  ton.  At  Franklin  on  the  16th  a  young  man  was  killed 
by  lightning  while  driving  a  tractor.  On  the  29th  at  Liverpool 
and  vicinity,  hail,  wind,  and  rain  caused  extensive  damage  to 
crops  and  gardens,  broke  windows,  uprooted  trees  and  unroofed 
buildings.     Hailstones  of  one  inch  diameter  were  reported. 


TEMPERATURE. 

The  average  tonii)eratiire  for  the  State  aH  deduced  froMi  the  reportK  of 
85  stations  was  (»9.5°,  which  is  2.(3°  below  the  (iO-year  norma)  for  July. 
The  highest  monthly  mean  was  77.8°  at  Marcus  Hook,  and  the  lowest  was 
63.2°  at  Springs.  Extremes  ranged  from  a  maximum  of  100°  at  Marcus 
Hook  on  the  30th,  to  a  minimum  of  38°  at  Kane  and  Phillipfsburs;  on 
the  24th. 

PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the  observa- 
tions at  214  stations,  was  H.2.'!  inches,  which  is  l.t»2  inches  above  the  60- 
year  normal  for  July.  The  greatest  uiouthly  amount  was  19.81  inches 
at  Park  Place,  while  the  least  was  1.57  inches  at  Farrell.  The  greatest 
amount  recorded  in  any  24  consecutive  hcnirs  was  10.42  inches  at  Erie, 
on  the  22d  and  23d. 


COMPARATIVE    DATA  FOR  JULY 

Temperature 

Precipitation 

No.  of  days. 

Year 

V 

Em 

a- 

0 

So 
go, 

3 

ft.  o 

3 
O 

1888 

69.2 
71.6 
70.7 
67.8 
73.1 
72.1 
73.8 
69.1 
72.8 
73.4 
74.8 
72.3 

74  0 
76.4 
71.8 
71.2 
70.6 
72.6 
71.3 
71.6 
73.9 
69.7 
72.8 
73.7 
71,3 
71.8 
71.3 
70.7 
74.3 
72.1 
70.1 
72.6 
69.5 
75.9 
71.9 
71.0 
69.7 
70.5 
71.8 
71.7 
72.8 
71.8 
73.0 
75.2 
72.0 
72.5 

75  5 
75.0 
73.5 
72.4 
73.2 
71.7 
72.3 
73.1 
72.5 
72.6 
72. 2 
70.  4 
70.7 
69.5 

72.1 

97 

96 

101 

97 

103 

102 

103 

102 

98 

103 

107 

101 

104 

107 

99 

98 

99 

99 

95 

96 

104 

98 

99 

106 

100 

101 

101 

98 

98 

105 

99 

104 

96 

104 

98 

100 

97 

101 

105 

100 

96 

99 

106 

105 

100 

104 

107 

104 

HI 

101 

100 

100 

105 

101 

102 

100 

UK) 

103 

101 

100 

111 

38 
39 
33 
34 
38 
36 
31 
34 
40 
41 
33 
35 
35 
45 
41 
35 
:« 
39 
38 
34 
39 
34 
41 
36 
36 
40 
38 
40 
37 
40 
35 
34 
33 
45 
38 
32 
34 
32 
35 
29 
40 
33 
33 
39 
36 
35 
40 
42 
37 
37 
40 
36 
33 
29 
35 
31 
37 
32 
34 
38 

29 

3.45 
6.80 
3.52 
6.32 
3.93 
3.15 
2.32 
3.24 
6.89 
6.26 
3.36 
3.91 
4.86 
3.88 
6.04 
5.36 
4.68 
4.87 
4.31 
3.84 
4.81 
2.14 
2.42 
2.81 
5.29 
4.16 
4.19 
5.28 
4.45 
4.33 
3.05 
5  90 
4.37 
4.13 
3.68 
4  24 
3.42 
5.67 
3.82 
4  97 
5.44 
2.81 
2,23 
5.28 
3.39 
4.26 
4.01 
5.63 
2,88 
4.47 
4.81 
3.12 
3.25 
5.11 
5.16 
4.47 
2.39 
5,75 
4.05 
6.  23 

4.31 

........ 

8 
13 

8 

13 
10 
10 

7 

9 
14 
14 

9 
10 
11 
11 
15 
12 
13 
16 
10 
10 
11 

7 

7 

H 
11 
11 
12 
16 
10 
13 

9 
11 
11 
10 

9 
11 

9 
12 
10 
12 
13 

8 
■  7 
12 
10 

8 

9 
12 

8 
12 
12 

9 
10 
12 
13 
12 

8 
14 

9 
16 

11 

16 

12 
13 
11 
15 
16 
15 
12 
10 
10 
12 
12 
14 
10 
10 
13 
12 
10 
12 
15 
14 
16 
16 
16 
12 
15 
12 
10 
14 
12 
16 
16 
15 
15 
14 
15 
17 
13 
15 
14 
16 
18 
19 
16 
16 
17 
17 
15 
18 
14 
13 
14 
16 
11 
11 
12 
15 
8 
16 
8 

14 

10 
10 
11 
10 

11 

12 
11 
12 
11 
11 
12 
11 
12 
13 
12 
12 
11 
12 
13 
12 
12 
11 
11 
11 
11 
10 
11 
13 
10 
12 
10 

8 
10 
11 
10 

9 
10 
11 

9 
11 

9 

9 

8 
10 
10 

9 
10 
10 

9 
10 
10 
11 
10 

11 

12 

12 
12 
10 
9 
12 

11 

6 

1889 

9 

1S90 

7 

189 1    

10 

1892 

6 

1893 

4 

1894 

5 

1895  

1 896 

7 
10 

1897    

10 

1898 

1899             

7 
8 

1900 

1901 

1902 

6 

8 
9 

1903 

1904 

1905       

6 
8 
9 
6 

1906 

1907 

4 

1908 

1909 

6 
4 

1910                         

4 

1911             

4 

1912 

8 

1913 

6 

19H 

8 

1916 

g 

1916 

7 

1917 

7 

1918 

5 

1919 

7 

1920 

6 

1921  

5 

1922 

7 

1923 

7 

19'24 

1925 

4 
7 

1926 

7 

1927 

1928              .                 ... 

6 

(3 

1929 

1930 

1931   

4 
4 
6 

1932 

5 

1933 

1934 

5 
4 

1936 

1936 

1937 

19.38   

1939 

1940       

6 
4 
7 

8 
6 
6 

1941 

9 

1942 

8 

1943 

7 

1944 

4 

1945 

13 

1946 

6 

1947                       

11 

Period 

6 

50 
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Olimatolog'ical  Data  for  July  1947 


Counties 


J-  0) 


Temperature,  in  degrees  Fahr. 


Atlantic  Urahmge 
Allentown  Arpt.  "-4  NE 

Altooua.4.5  W 

Burut  CabJns-2  NE . 

Cantou-1  NW 

Carlisle 

Chambersburg-1  SW 

Coatesville.     

CurwotisvilleAptl)  NW 

Eagle,;  Mere 

East  Wateifor(l-3  E.  .  . 

Eniporiuni  1  E 

Bphrata 

Kverett-O.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover ;• 

Harrisburg  Arpt. -3.5  b. 

Hawley-0.5E 

Holtwood 

Huntingdon 

Lancaster 

Lawreuceville 

Lebanon ■ 

Lewistown-1  W 

Lock  Haven 

Marcus  Hook 

Martinsburg'* 

Montrose-3  E 

Mt.  Pocouo  Arpt -2  N  . 

I'alnierton 

I'hiladelphia   CO 

Philipsburg-7  E 

Phoeuixville-1- 5SE. .. . 

I'ort  Cliutoutt 

Quakertown-0.  5  E 

Reading 

Scrantou 

Seliusgrove 

State  College 

Stroudsburg  'i  E 

Tamarack  ..'S 

Towanda-1  E  ' 

Wellsboro 

West  Che.ster 

W  ilkes-Harre  Apl.-HN. . 
Williaiiisport  Apt, -IE. 

Williamstown 

York  3  SW 


Division  ineau. 


Oliio  Vrairutge 


Blairsville-tiNE 

Kradford-4  W 

Brook ville  Apt.nl. 5SW 

Butler 

Clariou-3SW 

Claysville 

Corry  

Coudersport 

Derry 

Donegal 

Donora  

Ebensburg 

Farrell 

Ford  City -4  S 

Franklin 

GreenHburg-2  S.      

Uidiana-2,5  SK 

.laiiifStown-2  NW 

.lohnstown. 

Kane-1  N 

Meadville-1  S 

Midland 

New  (;astle-1.5N 

I'ittsbiirgh  Apt.-7.5  8E 
riitn.jyville-2.5SE  .... 

Ridgway 

8oiiier.«et 

Spriugs-1  SW  

Tionesta-1.5  SE 

'I'itu.sville-  2  S 

Uniontown 

Vandergrift 

Warren   

Waynesburg 


Division  mean... 
Ijiike.  Dridndgn 

Albion 

Erie 


State  mean. 


Lehigh 

Blair 

Fulton 

Bradford  

Cumberland . . 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford 

Luzerue  

Bucks 

Adams 

Schuylkill . . . . 

York 

Dauphin 

Wayne 

Lancaster 

H  untingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia . 

Centre   

Chester 

Schuylkill 

Bucks 

Berks 

Lackawanna. . 

Snyder 

(Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerue 

Lycoming. .  . . 

Dauphin  

York 


Westmoreland. . 

Mc  Kean 

Jefferson 

Butler 

Clarion 

Washington  .. . 

Erie 

Potter 

Westmoreland. . 
Westmoreland  . 

Washington 

Cambria 

Mercer. 

Armstrong 

Venango 

Westmoreland.. 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland.. 

Warren 

Greene 


Erie. 
Erie. 


384 

L500 

990 

1,  450 

473 

600 

431 

2,215 

2, 020 

2, 125 

1,100 

365 

1,  020 

1,970 

184 

,553 

900 

600 

351 

980 

200 

7(10 

255 

996 

469 

580 

657 

12 

1,493 

1,176 

1,914 

455 

26 

1,916 

100 

407 

480 

273 

746 

476 

217 

440 

2. '250 

54 

1.319 

440 

844 

520 

775 

390 


900 
706 


73.0 

68.4 

69.8$ 

67.4 

72.9 

71.0 

72.4 

64.6 

65.0 

67.9 

68.2 

74.  2? 

69.6 

68.0 

72.  h 

72.1 

69.0 

73.4 

73.4 

69.  (i 

74.4 

69.  9 
71.9 
69.4 
72.8 
72.1 
71.7 
77.8 
68  0 
67.4 
65,8 
70.9 
76.0 
63.8 
76.  0$ 
69.8 
71.2 
74.8 
70  8 
71.2 
69.8 
72.2$ 
65.8 
70.2 
67.4 
73.8 
70.4 
70.4 

70.  8§ 
73.7 

70  6 


66.3 
6.5.1 


-1.2 
•l.b 


-2.1 
-3.8 
-2.5 


-1.6 
-0.8 
-2.1 
-1.1 
-1.5 
-2.5 
-1.6 
-2.4 
-1.4 
-0.8 
-2.7 
-2.6 
-2.3 
-1.2 
-1.4 


-1.8 
-1.2 


69.6 
67.2 
67.0 
67.6 
65.8 
69. 8 
63.8 
72.6 
65.4 
73.7 
68.4 
67.8 
67.8 
68.2 
67.8 
70.7 
63.4 
67.1 
69.1 
68.6 
70  0 
66.6 
67.0 
65.4 
63.4 
67.0 
65.5 
70.8 
70.1 
68.9 
68.0 

67.7 

67. 2\S 
70.4 


-0.9 

0.0 

-2.4 

-0.2 


-t-O  2 
-3.6 
-1.5 
-0.4 
-0.9 
-2.  2 
-1  2 
+  0.2 


-0.4 
-1.4 
-0.6 


-1.8 
-1.0 


-3.0 
-2.'% 


-5.9 
-1.5 
-2.  2 
-2.9 


-3.3 
-2.9 
-1-0.1 


-2.9 

-4,7 
-3.5 


-2.3 

'-2.6 
-3.7 
-4.0 
-3  0 

-6.9' 
-3.2 

-4.0 


-2.6 
-3.4 
-0.9 
-5.1 


-0.6 


-2.6 


93 
90 
95 
86 
93 
92 
93 
85 
81 
87 
89 
94 
94 
87 
91 
90 
91 
92 
92 
93 
91 
92 
93 
92 
93 
96 
92 
100 
88 
8H 
85 
90 
92 
86 
96 
92 
90 
94 
90 
92 
88 
93 
86 
91 
90 
92 
90 
90 
91 
95 

100 


85 


100      30 


1 
1 

3 
30 

It 
30 
30 

1 

1 
30 
30 

1 
30 

1 
30 
30 

It 

It 
30 
30 
30 
30 
30 
30 

It 

1 
30 
30 

1 

1+ 
30 

It 
30 
30 
30 


30 
1 

1 
30 

It 
27 
30 
30 
30 

1 

It 

1 

1 

30 


Precipitation,  In  inches 


s3  (1) 


-S 


No.  of  days 


S-a 

-o-S 

fe 

90 

t*. 

"  a 

'1 

S3  " 

0 

Z" 

0 

04 

Observers 


31 

6t 
30 
30 
30 
30 

It 
15 

,30- 

1 
30 
30 

1 
30 

1 
30 
30 
30 
30 
30 

1 
30 
30 

1 
25 

^?] 

It 

30 

14 


24 
3t 
24 
23 
23 

■a 

24 

3 
23t 
23 

3t 
23 

3t 
23 
24 

8' 

23 

23 

24 

24 

24 

24 

24 

23 

24t 

23 

23 

23 

24 

23t 

24 

23 

24 

23 

24 

24 

24 

24 

•23 

23 

24 

24 

24 

24 

24 

24 

3t 
24 

4 

24 


24 

3 
23 
24 
24 

3 

3 

3t 

3 

3 

3t 
24 

3t 
24 

3 
24 
24 

3t 
23 

.3t 
23 

3 
24 

3t 
24 

3 

3 
24t 

3t 
24 
23 

24 

21 
22 


4.93 
5.38 
4.33 
6.84 
4.98 

5  61 
4.76 
4.47 
9.62 
7.55 
5.87 
5.86 
5.12 

15  32 
3.24 
5.43 

11.44 
4.95 
5.46 

12.94 
4.13 
5.48 
2.88 
4.69 
8.00 
6.39 
7.36 
3  31 
6.02 
7.03 

12.  62 
9.87 
2.49 
.5.91 
2.77 

10.59 
3  52 

6  66 
9.70 
5.98 
3.04 
7.93$ 
6  98 
6.82 
6.80 
6.04 

11.28 
7.79 

10.55 
4.40 

6  60 


7.  .35 
6.37 


-1-0.  32 
-t-1.44 


4.59 

3  86 

3,86 

5.10 

6.21$ 

6.81 

9.84 

5.92 

4.94 

1..57 

6.04 

4.30 

6.34 

7,00 

8.51 

4.36 

6.24 

3.76 

4.00 

1.96 

4.89 

7.11 

3.42 

7.18 

9.23 

5.02 

6.23 

6.30 

3.79 

6.00 

7.69 

567 

5.55$ 
13.27 


-1-1 

OH 

-1-1 

85 

-t-0 

10 

-1-4.  24 
4-3.  .50 
-1-1.48 
-(-1.21 
-1-1.21 
-HO.  1 1 
-1.39 
-1-1.61 
-1-6.53 
-(-0.59 
-fl.63 
-1-8  69 
-(-0.-20 
+  \  55 
-1.63 
-1-0.61 
-(-3,55 

+  3.29 
-0.92 

+  2.98 
+  7.  ,38 
+  5.21 
-1.66 

-2.09 
+  6.69 
-1.42 
+2,40 

+  5, 67 
-l-l  94 
-0.81 
+2.81 


+3.11 
+  3.16 
+0.27 


+.5.66 
+0.12 


+2.49 
+2.29 


+  0.35 
-0  68 
-0.36 
+  1.98 
+  1.74 
+2.  22 


+  2.47 
+0.82 
-2.02 


-0.13 
+2.  54 
+2.40 
+  4.63 
-0.  12 
+2,07 
-0.39 
+  0.  S3 
-2.  22 
+0.84 


-0.83 
+2.  56 
+  4.79 
+  1.22 

+  i.49 
-0,30 
+  1.58 
+3.33 


+  10.26 


2  12 
1.47 
1.12 
1.30 
2.07 
1.44 
3.12 
1.'20 
1.82 
4.20 
1.0'2 
1.40 
1.35 
5.86 
0.84 
1.85 
2.74 
2.36 
2.03 
4.  29 
1,66 
1.72 
0.69 
1.  ,30 
1.95 
2.67 
I  08 
1.53 
1  40 
2.07 
3.50 
2.67 
0.71 
1.63 
0.72 
4.40 
1.00 
3.10 
.3.21 
1,16 
1.00 
2.99 
I.  18 
1.30 
1.65 
2.66 
4.34 
1.66 
4.14 
1.85 


1.87 
1.01 


0.95 
0.70 

n  81 

0  99 

1  .no 
1.85 
2.30 
1.46 
1.85 
0.88 
1  10 

0.  82 
2.06 
1.75 
2.29 
0.99 
1.73 
0  84 
2.02 
0.42 
1.03 
2.06 
0.91 
2.27 
2.00 

1.  11 
0.82 
1.87 
1.09 
2.48 
1.80 

3.40 

M7 
10.42 


24      6.28     +1.92  10.42     22 


7-8 
16 
7 
6-7 
16  17 
1 
7-8 
7 
21-22 
16 
6-7 
14 
6-7 
7  8 
9 
1 
7-8 
21-22 
16-17 
16-17 
7 

16 

6  7 

7 

7-8 

7 

12 

18-19 

7 

7-8 

16-17 

7-8 

19 

6-7 

9-10 

7-8 

7-8 

17 

7-8 

27-28 

27-28 

7-8 

6-7 

21-22 

7 

15-IS 

7-8 

21-2i 

21-22 

21-22 

7-8 


15-16 
6-7 


27-28 

9-10 

6-7 

14-I5t 

6-7 

15 

7 

31 

7 

15-16 

16-17 

14-15 

31 

15 

17-18 

6-7 

1.5-16 

13 

27-28 

11 

31 

27 

6-7 

31 

18  19 

27 

13-14 

6-7 

27-28 

16 
18-19 

16 

6-7 
22-23 


0     16      8     12     11     w. 


SW. 

w. 

SW. 
SW. 

nw. 

3. 
w. 
w. 


nw. 
w. 

e. 

SW. 

SW. 
BW. 


BW. 
SW. 

nw. 


nw. 

w. 

nw. 

SW. 
SW. 

w. 
w. 
w. 
w. 

SW. 


SW. 

nw. 

e 

s. 

nw. 

SW. 

nw. 

w. 

sw. 

SW. 


SW. 

sw. 

BW. 


U.8.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Comm 
Mrs.  Milflred  L.  Spencer. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  Bureau. 
Carl  K.  Bigger. 
U.  S.  Weather  Bureau. 
R.  E.  Palmateer. 
Ephrata  Review. 
Penna.  Turnpike  Comm. 
Andrew  B.  Evansha. 
(ieorge  M.  Hart. 
Dr.  Henry  Stewart. 
Miss  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  8.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  (Jo 
Paul  R.  Yoder.  Jr. 
Lancaster  Water  Bureau 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  (Jo. 
American  Viscose  (jO. 
William  R.  Kelley. 
.Sun  Oil  Co. 
n.  8.  Weather  Bureau 
Harry  S,  Fancher. 
U.  S.  Weather  Bureau. 
New  Jersey  Zinc  Co. 
U.  8.  Weather  Bureau. 
U.  8.  Weather  Bureau. 
Phila. -Suburban  Water  (;o. 
Eart  E.  Rarick. 
John  E.  Benner. 
U.  S.  Weather  Bureau. 
U.  8.  Weather  Bureau. 
Dr.  Merle  V.  Hoover 
Penna.  State  College. 
Metropolitan  Edison  Co. 
James  E.  Swartz. 
Mrs.  M.  Ordelia  Parks. 
M.S.  Bliss. 
Clyde  T.  Saylor. 
U.S.  Weather  Bureau. 
U.S.  Weather  Bureau. 
Gordon  E.  Lower. 
York  Water  Co. 


U.  S.  Weather  Bureau. 

City  Water  Dept. 

Civil  Aeronautics  Authority 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

Geo.  R.  Mulderick, 

Potter  Enterprise. 

Miss  N.  Dixie  Wineman. 

Penna.  Turnpike  Coram. 

Donora  Zinc  Works. 

John  L.  McGough. 

Sharon  Steel  Corporation 

U.,'^.  Engineers. 

William  K.  Fuller 

Westmoreland  Water  Co. 

Clvmer  Water  Service  Co. 

Pa.  Dept.  Forests  &  Waters. 

.Johnstown Tribune  Pub.  Co 

Spring  Water  Co. 

City  of  Mead  ville 

Perry  P.  Campbell. 

New"Castle  Water  Co. 

U.  S.  Weather  Bureau. 

U.  S.  Engineers. 

West  Penn  Power  Co. 

D.  L.  Grove. 

Allen  E.  Yoder. 

U.  S.  Engineers, 

U.  S.  Wenther  Bureau 

William  W.  Marsteller. 

Carnegie-Illinois  Steel  Corp 

Merrell  L.  Jordan. 

Mfrs  Light  &  Heat  Co. 


Albion  High  School 
U.  8.  Weather  Bureau. 


[See  page  66  for  explanation  of  reference  marks.] 
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Daily  Precipitation  for  July  1947 


Stnttous 


ATLANTIC 

DRAINAGE 

Ddairure  Hadn 
lUM'liK  Oki.awark 
DiiiRmaiis  Forry".  0.5E 

Eiiuiaunk-  

Iliiulov-.0.51': 

Ilollisterville- 

Lakovilli''-.  IN 

Mutauioras'- 

Milan ille-   ..   

Mount  l'oeono',2N... 

I'eoks  I'ond^ 

Pleasant  Mount',''.  1  \V 

titroud-burtr.v!  E 

runners  Falls',-'.  l-^K. 
\\ui.Hiapl,'V3S\V.. 

Lkiugh 
AUento\vuApt',''.».4NE 

AUentown''' 

Bethlehem' — 

Blakeslee  Corners',-^.. 

iJonlilsboro- 

Lansforil- 

New  Tripoli 

Palmerlou',* 

Zionsville,  1  S\V 

SCHl'YI.KILl. 

Conshohocken- 

Frcderieksville-.  IS... 

(ieiyertDWU- 

Gratersford"'! 

Phoeuixville",  1.5  SE. 

Port  CliDton'^ 

Pottstown'-.  0..5S 

Pottsville- 

Reading',  ■''  ^ 

Strausstown^ 

Virginville'^ 

Werner.-^  ville 

LoWKR    DELAWARE 

C'^atesville"   

Doyiestoun, 

George  .School''  

Maple  (ilea' 

Mareus  lloo'i''' 

Philadelphia 

.S'luthwest  Airport.  ' . 

City  Ollice',  ■'' 

yiiawmont..   . 

Quakertown,  0.5  E 

We.^t  Che.<ter 

WestGrove^  1.5  SE.... 

SiifQiiehiiiiiia  Hnsiii 
Chemung 

Austinburgi.5.  2  W.... 

Covington- 

Lawrenceville 

North  Branch 

Berwick 

Canton-',  1  N\V....  ... 

Danville-  

Freoland- 

Hop  Bottom-.  2  8 

Millville'.s  

M<inroetou-,  2S 

Montrose'"',  3  E 

Orwell'^SN 

Park  Place',  1  NW 

Pikes  Creek. '.5 

Rush'-' 

Scranton',5 

Susquehanna^ 

Towauda,  IE 

Tunkhannock  - 

VVilke.s-Barre',  3N.... 

Wrst  Branch 

Bellefonte^ 

Carrol  Itown^ 

Carter  Canip2    

Cedar  Run2 

ClearHeld2 

Coalport'''.   

CurvvensvilleApt'  6NVV 

Driftwood',  5 

Dushore',  * 

Eagles  Mere' 

Emporium^,  IE 

English  ( 'enter',  ^ 

Galetou 


Pike 

Wayne  — 

Wayne 

Wayuo 

Wavne 

Piko 

Wayne 

Monroe . . . 

Pike 

Wayne — 
Monroe  . . 
Wayne.  . 
N'rthampton 


Lehigli  ... 

Lehigh 

N  rtlianipton 
Monroe.  . . 

Wayne 

Carbon. . 

Lehigh 

Carbon  . . , 
Lehigh,  .. 


Montgomery 

Berk.- 

Berks 
Montgomery 

Chester    

Schuylkill  ... 
Montgomery. 
Schuylkill 

Berks 

Berks 

Berks 

Berks 


Chester 

Bucks 

Bucks   

Montgomery. 
Delaware. 


Philadelphia 
Philadelphia 
Philadelphia 
Bucks   ....... 

Chester 

Chester 


Tioga. 
Tioga 
Tioga. 


Day  of  mouth 


12       3        4        5       fi 


1 

l.M 


1.09 
.92 


.05 


Columbia. 
Bradford, . 
Montour. . 
Luzerne  . . 
Susquehanna 
Columbia, 
Bradford  . 
Susquehanna 
Bradford  . 
Schuylkill 
Luzerne... 
Susquehiinna 
Lackawanna 
Susquehanna 
Bradford  . . 
Wyoming.. 
Luzerne 


Centre 

Cambria. . . 

Potter 

Lycoming., 
Clearfield  . 
Clearfield  . 
Clearfield. , 
Cameron.. . 
Sullivan. . . 
Sullivan.  . . 
Cameron.. . 
Lycoming.  , 
Potter 


.03 


.05 
1.02 

.02 

'.'2.5 
.08 
1.50 


r 

.  1(1 

T 

.05 

.75 

1.30 

.'22 

.'40 


58 

44 

18 

1.11 

88 

39 

1.70 

.51 

.17 
.OS 
98 
.  16 
1.08 
.02 
.86 
.05 


.■24 
.10 
.05 
.90 

1.28 
.15 
T. 
.14 
.28 

1.09 
24 
08 


.03 


.35 


1.'25 
T 


.02 


T. 


8       9       10      11       12      13      N      16      16      17      18      19      '20     21      '22     '2:)      'M      '25     26 


.01 
.32 
.02 

!'28 
.19 

2.4 
05 

3.04 
.05 


4.  24 
1.62 


1.39 


1.03 

4.43 

06 

82 

18    .17 

2.  03 

05 


.05 
1.71 
.21 

.17 
.11 


2.38 
3  10 
3,81 
.5.95 
2  36 
1.53 
2.74 

.70 
3.05 
1,28 
2.99 

.96 
1.  '22 


.  lo 
1.42 
1.09 

.94 
3.72 
4.00 
2. 03 
64 
1  10 


1.80 
0' 


.69 


.OS 
.21 
.04 

5.  27 
.95 
.48 

2.  12 
.26 
.  18 

3!i7 


.89 
..59 
1.50 
.11 
.78 
.47 
1.'20 
1.79 
1.41 
.39 
1.02 
.71 
1.20 


.35 
1.90 

1  96 
37 
68 

4.36 

1.26 

5.25 

S6 

2  6 
2  85 

I 


3. 12 
.47 
.43 
.32 
.40 


T. 
T. 

.12 

.9.S 

.37 

2.  32 


0 
1.70 

04 


.47 
.32 
1.06 
1.06 
.71 
.44 
T. 

.14 
1..50 
.21 

.29 


.36 
.'25 
1.18 
.  '20 
.23 
.05 
.4.S 
T 
.15 


.01 

.06 
.12 
.01 

.0.^ 
1.08 
.01 
,04 
.05 
.05 
.08 


,03 


.05 


.39 


.01 


.08 


22 
I.  17 
.'.-)4 
.03 
.20 
T. 
.09 

« 

.'22 

.80 

.'96 


.3S 
.01 
.02 
L21 
.38 
T 
.07 
.'2.5 
.0 


.12 


.02 
T. 

.01 

,58 
.08 
.94 
.35 
1.85 


.  '23 


09 
2.90 
'I 

1.00 
.30 
.80 
.•20 
.38 


07 
1.'20 

r. 


15 

01 

17 

39 

40 

2.08 

1.  42 

.69 


T. 


.08 
.01 

1.37 
.09 
.12 
T. 

.01 

1.04 

.75 

m 

-09 
T 
.23 
.  13 


.14 
.28 
.1 
.24 
.07 
.73 
.  33 
2.77 
.12 
88 
.2^ 
.49 
.0! 


-Ih 
.21 
.09 
1.36 
.25 
.  .30 
.38 
,2'. 
30 


.03 


.03 


03 

'2.  3(' 


.22 

.05 

.03 

68 

1  13 

1.  16 

06 

07 

16 

1.53 

.93 

.30 

.16 

.  18 

.  12 

1,6.'> 

.93 


4 

64 
2.  82 
.91 
1.48 
.90 
.33 
.79 
..50 


90 
49 

1.65 
.10 
,  6(1 
.06 
.2! 
.66 

1.00 
.33 
.07 
.611 
.05 
.  10 
.02 

.08 


l,(is. 
.43 
.08 
T 
.12 


.37 
.36 
.26 
.20 
.53 

1.74 
.66 
.90 


1.00 
.71 

« 

43 

1 .0'. 
95 


.05 
.01 
1.50 


36 
1.  .5?' 


1.15 
.02 


.62 


2.  95 
,39 


.05 
.18 
T 

1..35 
.04 
.60 
.04 
.10 


.23 

.'25 

1.05 

1.'24 

I.  10 

.65 

1,10 

.44 

.92 

.34 

,15 

.78 

16 

1.08 

1.01 

.74 

.13 


.  05 
.21 
.03 
.07 
T. 

T 

;59 

1.72 
.08 
.04 
T. 


.03 


.04 


27     28     29 


SO     81 


.03 


70 
54 
38 
45 
90 

1.32 

1.  20 
63 
73 

1.06 
32 

1.61 
.33 


.13 
.13 
.  11 
11.29 
.92 
.66 
.16 
.46 
.35 


.02 
.02 
T. 
.09  , 
.03  . 
.06  . 


.01 


T. 

.02 
.01 
.02 
.0'2 


.03 


.47 
.01 
.14 
.13 

.05 
.02 


.06 

.08 

1, 

T 

T. 

.63 

.05. 


.09 
.43  , 


8.49 

9.  98 
12.  94 
14.40 
12.  47 

8.48 
10.  '20 
12  .52 

9.81 
10.  ,55 
^7.93 
11.65 

7.48 


4.93 
4.00 
8. '26 

13. 97 
9.69 

13.  79 
7.85 
9.87 
4.15 


2.32 
5.46 

4.04 
3.35 
2.77 

10.  59 
3.27 

12.  53 
fi.  66 
6.96 
5.36 
4.45 


4.76 
3.68 
3  24 
2.27 
3.31 

2.  12 
2.49 
1.82 
3.52 
5.  04 
.5.  '22 


.67  , 

..S3  , 


.19 
.66 

.58 


,55 


.68 


1.51 

1.21 

1.06 

.96 

1. 00 

31 

61 

51 

57 

36 

42 

65 

1.  13 

.21 

.58 

i.m 

1.38 


.03 

.06  . 

.34 

.07 


38 

1,51 

63 

05 
1.07 


.55 
.33  , 
.83 
1.  ,52  , 
23 
07 

08  , 

09  , 

1.42 

.78 
.01 
.30 


,49 
T 


.08 
.05 
.19 
T 


3.25 
6.93 
4.69 


11.  34 
6.84 
6.76 

1,5.32 
8.67 

6.44 
7,03 
7.40 
19.81 
7.09 
7.27 
9.70 
6.89 
6.82 
$8.65 
11.28 


3.87 
4.09 
6.52 
8.27 
4.34 
3.. 37 
4,47 
6.23 
11.06 
9.62 
5.87 
5.43 
5.14 


Continued  on  page  5'2. 
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Daily  Precipitation  for  July  1947— Continued  from  page  51. 


Statiuus 


Counties 


Day  of  month 


y     10     11     12     It      14      16     16     17     IS     19     20     21     22     23     24     25     26     27     28     29     30     31 


VVusi  Bkanch 
(continued) 

Karthaus''' 

Lock  Haven- 

Meilix  Kun",  ^. ...... 

Philipsburg'.  -'.TE. 

Renovo- ^ 

State  College'.  ■* 

Taniiirack".  2  S..     . 

Trout  Kiiu 

Tyrone  ',■'',  4  NE... 

VVellsboro- 

VVilliaiiisi»>rt  Apt.'  4E 

Williiitusinirt." 

Willia)iisi>i)rf',  4  SE.  . . 

Jl'NlATA 

Altoona.  -i.ii  VV.. ,    

Breczewoo<l'.0.!)  E 

Buffalo  Mills''^ 

Burnt  c;abins',2  NE... 
EastWaterforc|ii,3E... 

Everett^  O..')  SW 

Huntingdon^ 

Lewistown''',  1  W 

Mapletou  Depof-i 

Martiusburg'.s 

McCounellstow  n'-^  ,1N  W 
Nells  Mills'.  ^  3  5  NE.. 

New  Blooiiilield 

Newport- 

SaxtoU^.  1  VV 

Shade  Gapl.-"'.  0.6  SW.. 

LWIt  SUStiUKUANNA 

Areudtsville''' 

Heavortown- 

Bloserville.  1.5N  

Carlisle 

Columbia 

Dauphin^.  3  N 

Ephrata..' 

Glen  Rock'. 6 

Gordon 

Urantville.2  8W 

Hanover-' ,  ;  ; ;  v, 

HarrisburgApt'.  ■'.d.oS 

Holtvvood^ 

Huutsdale"'' .■  — 

Kirkwood',\  IbW.. 

Lancaster 

Lebanon ''i 

Middletown',  1.5W.... 
Millersbuig'.*.  2  1':  .    .. 

Milroy'^  ■ 

Newbiirt,'l.3.-')NW 

New  Park. 

Pine  Grove'''.  15  NE  . .. 

Selinsgrove 

Shiiniokin- 

Shippensburg 

Sunbury-  

Wellsville 

Willianistowu'' 

York.:iSW.. 

York  Haven'''     

I'olwiKW  liiimi 
Chainbersburg".  1  SW. 

Getty.sburg 

Hewitt. 2SVV 

Hyndnian'-'. 

McCoiniellsburg- 

Men^ersbiirg'-' 

South  Mt.  San't'Tii'-i 

GULF  DRAINAGE 
Ohio  Hiinii 

Al.I.EOHRNV 

AcnietoniaS 

Aliens  Mills'.  '■ 

Blairsvillc'.r.  NK 

Bosui'ir'.ti  N\V 

Bradford,  )  W 

Brook ville'.  1.6SW.  ... 

Buckstown'.  ■'' 

Clarion-.  3  SW 

Corry 

Condersport 

Coudersporl.  7.5  K 

1  ierry 

Donc'gal' 

Dunlo'.s.O.SSW 

Ebeiisburg^ 

Fold  Cit,v^4.S 

Frauklin'-i 

Glen  Ha,/.el^  I  NE 

Home ' .  -^ 

Indiana 

Johnstown'-'.  0.5  W 


Clearlleld.. 

Clinton 

Elk 

Centre 

Clinton  .   . 

Centre 

Clinton 

Lycoming. 

Blair 

Tioga 

I^ycomiug.. 
Lycoming. 
Lycoming  . 


Blair 

Bedford 

Bedford 

Fulton 

■luniata 

Bedford  .... 
Huntingdon 

Mifflin 

Huntingdon 

Blair 

Huntingdon 
Huntingdon 

Perry  

Perry 

Bedford 

I-Iuntingdou 


Adams 

Snyder 

Cumberland. 
Cumberland. 
Lancaster — 

Dauphin 

Lanca.ster.. . . 

York,  

Schuylkill  .. . 

Dauphin 

York 

Dauphin 

Lancaster.. . . 
(iumberlaud. 
Lancaster..  . . 
Lancaster, . . . 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

Cumberland . 

York 

Schuylkill.  . . 

Snyder 

N'umberland 

Cumberland 

N'umberland 

York 

Dauphin.  . 

York 

York 


Franklin. . 

Adams 

Bedford..  . 
Bedford  . . . 

Fulton 

Franklin... 
Franklin . . . 


Allegheny,.. 

JelVerson 

Indiana  .  . . . 

Somerset 

McKean 

.lefTcrson. ... 
Somerset — 

Clarion 

Erie 

Potter 

Potter 

W'moreland 
W'moreland 
Cambria. ..  . 
Cambria.  .  . 
Armstrong.. 

Venango 

Elk 

Indiana 

Indiana, 

Cambria. . . . 


1.44 

1.55 
29 
12 


.Olt 

I.  (YJ 

.05 

iio 

".-SH 


1.2H 
.43 
.40 

.17 
.17 
.  11 

l.Ofi 

IK 

1.05 

.  ii 

.33 


.53 


.03 
.30 

.20 
T 

.24 
2.00 


.30 


.03 


.03 


.02 


02 


05 


.06 


T. 


.02 


,06 


T. 


T. 


■23 


.78 


T. 


.60 

.43 

1.35 

1.06 

.'23 

.69 

.72 

74 

.47 

.04 

.81 


.86 

1.12 

.52 

1.12 

.0 

.1' 

.43 

.07 

.0 

1.40 

.51 

.64 

.33 

T 

•22 

.79 


02 

OK 

57 

33 

l.OcS 

.04 

.62 

.27 

.44 

.43 

.10 

.39 

.01 

T. 

1.39 

.69 

.60 

.08 


.41 
.41 

.42 
.82 

i.'gi 

.26 
.15 
.08 


.55 
.23 
1.60 
38 
26 
19 
04 


.53 
1.27 
1.21 

.98 
1.01 


.82 
1.04 
.99 


.94 
.60 

T 
1.45 

T. 
1.  II 


1.61 
.01 
.72 

1.'29 


.98 

.40 
1.18 

.76 
2.60 

.79 

T 

.74 


..5' 
..50 
.02 

.64 
.38 
.54 

!.''74 
.14 
.30 
T. 
1.66 
.50 


38 
1.95 


1.63 

I. '29 
4  06 

.06 
1.43 

T. 

.77 

.06 

1.46 

23 

48 


.42 
1  02 
1.62 


.54 

.'li 
1.33 
.02 


.10 


T. 

.03 
.04 
.02 

l.:33 

.  10 
.05 
.01 
.16 
.13 
.04 

m 

.13 


13 
1.60 


.16 
.14 
T 
.0) 

1  03 
T 
.05 
.04 

1.08 
.13 
.05 


T. 
.06 
.30 
.20 
1.10 
.10 
.02 


.30 


.06 


1.01 
02 


.10 
.47 
01 
.02 

1.06 
.02 
.35 
.12 
.23 
.  3'J 


.05 


T. 


.03 


.03 
.38 

•24 
T 
.06 
1.40 


.09 
.03 
1 

.02 
.  11 

.Of. 
1  10 
.10 

• 

T. 


.45 


96 


.08 
1.35 

.01' 
.02 
.78 
.  16 

'4'2 
.  II 
.31 


.07 


.33 


.04 


T. 


.03 


12 

Ofi 

03 

1.27 


.05 
.04 
.07 
.■28 

.21 

.'06 
67 
.31 
T. 
1..59 
24 
03 
02 
05 
04 
■23 


1.'23 
.21 
.24 
.94 
.  15 
.36 
•I 

.42 

.05 


.26 
.14 

1.87 
.33 
.55 


05 
06 
18 
17 
05 
75 
1.'22 


18 

28 

05 

99 

02 

1.37 

1.19 

1.44 

.12 

.02 

1.12 


.99 

.■28 

.02 

1.85 

74 

07 


62 
1.68 
T. 


1.69 
.07 
.33 


.02 
.72 
.■27 
.66 
1.11 


.■27 


.OS 
.■23 
.32 
.■28 
.,36 
.20 
.35 
.21 
.34 

■22 
.12 
.24 
.18 

43 

.20 
.34 
.27 
2.46 
1.55 
.18 
.35 
.56 
.29 
■20 
.48 
.37 
.33 
T. 
.14 
.88 


.03 


.25 


L06 


.02 


.03 
i.4 


.03 


.04 


.30 

.13 

I  07 

.15 


.02 


1.65 
.45 


.72 


.00 


.09 


60 


.60 
.54 
.08 
.12 

1.-25 
.■28 
.97 

1.78 
.16 
.43 
.  15 

1.  17 

1. 3.! 


1.09 
.94 
.57 
.'28 

1.69 
.45 
.9' 
.75 
.28 
.03 


T. 

.13 

.13 
.45 

1.  8'.1 
.52 


1.16 
2.^20 
.06 
.51 
.11 
.•26 
.0^2 
.■20 


.07 
1.12 
.35 


.38 


23 


.66 


.01 


.  10 

.08 
1  .&! 

.14 
T. 

.08 
.35 

.05 
.27 
.16 
.05 


.'26 


.■22 


.55 


.56 


22 
11 

1.88 


04 
1. 16 

28 
03 
39 


.7(1 
.83 

•23 
•26 
1.10 
1.76 
.90 
.19 
.56 
.09 


5.56 
7.36 
r..09 
5.91 
6.61 
3.04 
6.98 
6.44 
4.  Oh 
6.80 
7.79 
6.  13 
9.  62 


5.38 
4. '28 
■2.76 
4.33 
7.  .55 
5.12 
5.48 
6.39 
.5.51 
6.02 
5.61 
4.90 
to.  80 
3.64 
4.73 
5.32 


5.86 
4.05 
3.92 
4.98 
4.06 
6.77 
.5.85 
■2.47 

11.44 
5.77 
4.95 
5.46 
4.13 
3.51 
3.77 
•2.88 
8.00 
501 
4.82 
6  69 
5.77 
4.04 
9  89 
5.  98 

11.  ,52 
5.  63 
5.  92 
7.66 

10.  .55 
4.40 
5.03 


5.61 
5.43 
6.88 
2.78 
3.50 
.5.37 
6.90 


4  41 

5.51 
7.35 
6  90 
6.37 


H14 
3.86 
5.10 

^.21 
6.38 
6.81 
9.84 
6.86 
4.94 
5.04 
4.30 


6.17 
7.00 
4.36 


Continued  on  page  63. 
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Counties 

Day  u(  month 

Btatlons 

1 

2 

3 

4 

5        fi        7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

17 

18 

19 

•20 

21 

22 

23 

'24 

•26 

■26 

•27 

28 

29 

80 

81 

0 
H 

Al.l  K.I.HKNY 

(ooiitiuued) 

IvRllnl       IN           

McKean 

W'moreland 
\\  "moreland. 
Forest 

■['. 

.  22 

.01 
.01 
.33 

T. 

.•2f 
.25 

.6f 
■2.37 
1.0^ 
..5',! 
.34 
.76 
.5'. 
1.04 
.60 
.« 
.4<1 
.67 
.■26 
.98 

.6;^ 

.83 
1.51 

.'28 
.47 
.30 
5'? 

T. 

.07 

.  1! 

.'•24 
.44 

.0(1 
.49 
.■2U 

'.'62 

.'  12 
.35 
.21 
.01 
.36 
.33 
.01 
.01 

.17 

.13 
.44 

.4(i 
.18 

'.'38 
.08 
.63 

21 
.01 
.07 
.06 
T. 
.26 
.  10 
.18 

'.W, 
.44 
.10 
.17 
.13 
.•26 
.87 
.43 
.2? 
.76 
.27 

'.'io 

.10 

'.'65 
.21 
.10 
.01 

It 

'.(is 

.'2(5 

T. 

.03 
T. 

.'25 

.01 
.'26 
.04 
.14 

'.'63 
.25 
.02 

'  .'04 
.10 

.04 

.08 

'.'46 
,02 
.14 

.28 
.02 

'.'84 
.■23 
.'25 
.53 
T. 

.04 
.07 

.17 
.86 
.12 

1.,5b 
.06 
.78 
.  10 
.■26 

1.14 
.12 
.03 

'.'(i.5 

.06 

.■20 
.61 

'.'•79 
T. 
.30 

.'66 
.■23 
1.00 

.21 
3.40 

'.'65 
.'20 
.19 

.K 
.O'J 
.48 
.'29 
.24 
.02 

1.54 
.22 

.30 

1.10 

.  09 

.08 

.22 

.'27 

20 

.74 

.18 

.20 

.74 

.01 

2.48 

.03 

.01 

'.'(12 
.01 
.13 
T. 
.20 

1.07 
.49 
.02 
.87 
.33 
.07 

.67 
.97 
.'22 
.44 
.67 
T. 
.05 
,38 
.60 
.30 
.39 
.12 
.06 
.07 
.54 
.44 
.■28 
.13 
65 
.56 
.18 
.01 
.28 

T. 

'.'70 

'.'.i'2 

.40 
.07 
.60 
.73 

.  25 
.4C 
.76 
.03 
.27 
.'28 
.'28 

.40 
.31 

T. 

'1'.' 
'64 

.47 
.72 
T. 
.10 

.22 
.01 

.98 

.50 

.16 

T. 

.05 

.:« 

.16 
.05 
.05 
.07 
.10 
.'22 
.44 
.06 
.07 
.31 
.37 
.70 
.05 
31 
.35 

.12 
.06 
.04 
.03 
.60 
.07 
.14 
.'23 
.02 
.40 
.07 
.0-2 
.03 
.41 

T. 

.01 
07 
.02 
.10 
.89 
.21 
.50 

.45 
T. 

"'69 

20 
«* 

.78 

.04 

''67 

'.''20 
.12 

.68 

!43 

'.'()3 
.09 
.01 

.o:i 

i.'o3 
.10 

.17 

'.'■70 
.21 

r 

.06 

■'i''. 

1.0« 
.66 

.50 

'.'30 
.74 

i  '■7'i 

'i''.' 
.01 

'i"'. 

.02 

T. 

'.'06 

T. 

'!»i2 

.01 

L83 

2.  20 

.09 

'!45 
.03 
.64 
.:;2 
.  06 
.39 
.12 
12 
.02 

/27 
.'27 
.15 

6.24 
9.49 
8.93 
4.44 
3.76 
6  45 

Kri'trari.  1.5SK 

Lyi'ippus.  1.5  K 

Meudvllle-,  IS 

Mosgrove'"    

Crawford 

Arm.strong.. . 
Armstrong.. . 
Allegheny   .. 

McKean 

Jett'ersou 

Armstrong.  . 
Elk 

v. 

'.';'i3 

.01 

.-12 

.15 

T. 

.'24 

.17 

.t)3 

.30 

.46 

.64 

'.'i7 
.02 

.61 
.22 
.32 
.10 
.13 

.■28 

T. 
.71 

.50 
.05 
.18 
.04 

.02 
.04 

.'64 
T. 
.10 
.39 

Parkers  Landing- 

Pittsburgh  (1y  Of.  ■\  .. 

Port  Allegany- 

Puuxsvitawuey'' 

Piilnevville"'    '2  6SK... 

'.'oi 
'r.' 

'^64 
.03 
.05 

T. 

'.'% 
.55 
.36 

.18 
.1/2 
.31 
..50 

2.06 
.69 

1.14 
..59 

.'07 
1. 11 
.11 

3.38 
6.19 

4.  .55 
3.01 

.0'.) 

.K 

.01 

.38 
.06 

.  i4 

T. 

.■20 
.■20 
.47 
.■24 
.64 
.46 

'.'06 

.3( 
.02 

.02 

.06 

'.'62 
.01 

.03 

.10 

■i. 

.19 

AC 

.54 

'.'is 

.'25 
.46 
.73 

'.'36 

.OS 
.49 

.03 

15 

.17 

.01 

.35 
.13 
.  02 
.12 

'.'(')6 

'.'is 

.82 
.■25 
.05 
.36 
.02 

7  1 1 

Kidgway- 

Saltsburg-  ...  

.28 

.(;3 

.61 
32 
.13 
.  13 
.40 
.17 
.52 
.05 
.61 
.48 

1  07 
.82 
.08 

1.58 
.62 

1.03 
.72 
.08 
.01 

L28 
.60 

2.00 
.90 

1.80 

.81 
.15 

3  42 

Indiana 

W'moreland. 

Warren 

McKean 

Indiana 

Forest 

Crawford — 
Erie 

r. 

'.'(16 
.20 
.06 

'.'62 

T. 

.12 

T.' 
'.'69 
.06 

.'25 
.21 

'.'(13 
.18 
.01 

'!6» 

'.'30 

•1'. 
T. 

4.56 

Seward- 

Shettield'.s,  6\V 

Smethport','',  1  SW  . . . 

Strongstowu',  ■' 

Tioue.-ta2. 1.5SK 

Titusville,  2  8. 

6.01 
4.72 
3  60 

.32 

T.' 

6.17 
5  02 
5.23 

4.  95 

W'moreland. 
Warren 

.25 

.'23 
'^04 

.02 
T. 
1.19 
T. 
.32 
.74 
.10 
.37 
.65 
.01 
.28 
.74 
.96 
.06 

.19 
.01 

.21 

.76 

.82 
.07 
.86 
03 
.12 
.48 
.08 
.09 
.73 
.32 
.12 
.40 
.65 

28 
.14 
.04 
.07 
.05 
T. 
.02 
.03 

.29 

.25 
.35 

"08 

T. 

.77 
'.'41 

T. 

.03 
..30 

t. 

.01 

.32 
.35 

.46 

3  79 

Warren- 

Voungsville'.* 

MoNONliAHKL.V 
Coullueuce'-',  1.5  N  W, . 

.05 
.20 

.10 

.'64 
.01 

.'05 
T. 

.61 
.■20 

.62 
.91 
1. 12 

1.28 

.56 

.27 

.83 

.73 

.84 

.46 

1.75 

1.44 

1.87 

.43 

.40 

.78 
■^9 

.02 

.70 
I  23 
T. 
1.06 
.31 
.83 
.68 

■'l'" 
.65 
,02 
.03 
.05 
1.'26 

.13 
.01 

6.  Of) 
4  ,56 

.04 
T. 

Somerset 

Payette 

Washington.. 

Greene 

W  "moreland 
W 'moreland. 

Somerset 

W'moreland. 
Allegheny . . . 

Greene 

Somer.set 

Somerset 

Fayette 

Greene 

Beaver 

Butler 

Mercer 

.26 

.26 
.42 
.12 
.10 
.07 
.23 
.05 
.7» 
.06 
.54 
.33 

■r 

.83 

.24 

.40 

.  i2 

•i' 
.11 

'.'35 
.11 

.'is 
.66 

.'24 
.65 
.10 
.63 
.43 
.39 
.10 
.04 
T. 

1.17 
.63 
.45 
.47 

I.ll 

.08 
.95 

.02 
.20 

.37 
'.'69 

.06 

.r'li 
.02 

.06 
.02 

1.46 

2.' On 
1.85 

'.'73 
1.03 

4  45 

Ct>nuellsviUe- 

'i'. 

T. 

T. 

.08 
.21 
.05 

.06 

9  14 

Donora' 

.04 

5  92 

'.05 

7.31 
6.34 
6.27 
3  59 

Greensburg,2  S 

Irwin         

Meyersdale- 

Murrvsville//'.* 

.04 
.14 

'.'oe 

.08 
T. 

.0'2 
.01 
.13 
1.45 
.10 
.'20 
.42 
.02 

.08 

'.'i5 
.36 

.■20 
.'24 
.69 

.10 
.13 

.03 
T. 

..52 
.15 
.80 
.39 
.65 

'.'09 

88 

.02 

.04 
.06 

'.'39 
T. 
T. 

.02 
.01 

.33 
..56 
.01 

't. 

4  77 

Pittsljurgti  Arpt.  K^... 
Rices  LiiniUng''' 

.08 
.06 

.33 
.37 
.'28 

.15 
.04 

.'48 

.01 

.08 

'  .'65 

'.'6i 

05 

4.89 
7  11 

Somerset 

2. '27 
1.82 

.28 

T. 

.34 
.67 
.12 
.01 

-ie 

.22 

7  ]^ 

SpringsB,  1  SW  

.12 

la 

>20 
.12 

.01 

'.'55 

.56 
.14 

T. 

9.23 
6.30 

7  69 

Wayuesburg- 

Bkavek 
Beaver  Falls2 

f. 

T. 
T. 

'.'46 

T 

.25 
.04 
.11 
.'20 

'.'6i 
.59 

.13 
,20 
T. 

3.47 
4.  .59 
1  57 

Butler 

Kurrell^ 

Greenville 

Mercer 

.03 

.47 
.'20 
.63 
12 
.40 

.61 

.82 
.47 
.79 

I.  17 
.02 
1.00 

■,-,.■  • 

■r.' 

.20 
.■20 
.02 

.02 

T. 

.03 

.01 

.6^2 
.09 

.06 

T. 

T. 

.52 

i'53 

T. 

.87 

.40 
.50 
.20 
.04 

.40 

•1' 

.03 

.14 

.01 
.■28 
T. 
.71 

.24 
T. 

.03 

.36 
.10 
.53 

T. 

'.'35 
.06 
.■23 

.04 
.55 
.03 
.03 

".m 

.15 

.68 
2.10 
.56 
.11 
.80 

']i'2 

.07 
.98 
.05 

.27 
.45 
.12 
.01 
.35 

.11 
.05 
.06 

• 

.23 
.15 

.'24 
1.40 
T 
T. 
T. 

t. 

.03 
1.40 

.65 
1.30 

2.' '29 
.50 
.19 

.50 

.01 
.36 

'.'56 

1.09 
.52 
.68 

T. 

.06 

.01 

.01 

.19 

43 
.97 
.35 

.'61 
.01 

■r'.' 

.03 

''67 
.09 

■r'. 

.'-16 

;65 
.20 

3.48 
8.  .51 

4  45 
1.96 

5  20 

Jamestown^. '2NW.     .. 
Mercer  Arpt.'.  2.5  NE.. 

Newcastle',  1.5  N 

Peunlme. '-',  1  S 

Mercer 

Mercer 

Lawrence 

Crawford.. . 

Washington  . 
Allegheny  .. . 

Beaver 

Washington  . 

Erie 

T. 
T. 

.22 

".m 

f.' 

.10 
.28 
.14 

.01 

'i'2 

.07 
.10 

T. 

T. 

'.'.54 
.11 

Ohio 
Claysville2 

.,52 

.31 

1.73 

.'20 

.26 
T. 

.19 
.12 

.'29 

3.  86 

Coraopolis-,  IE 

Mi<llandi; 

Washington!,  ^ 

T. 

'.'38 

'.'3.S 
.SI 

.68 
.18 
.10 

".22 
.08 

.5.29 
4.00 
5  21 

LAKE   DRAINAGE 
Albion'' 

.02 
.10 

.05 

.60 
.05 

".(ii 

§5.55 
13. '27 
§7.  .54 

Erie',  ^ 

Erie 

T. 
.39 

T. 

'.'■28 

T. 
.02 

.12 
.06 

T. 
.10 

■V. 

.62 

Raymond !,  ^ 

Potter 

[See  page  56  for  explanation  of  reference  marks.] 


10. 37. 


Daily  E vapor ation( inches)  and  Wind  Movement  (milee) 

Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Total 

Coulluence=,  1  SW.  \  *;vaporation. . . . 
'              (  Wind  movement 

,093 
12 

.  '251.1 
24 

.'203 
56 

.'207 
30 

.  193 

22 

.222 
14 

.171 
27 

.021 
34 

0.52 
21 

.115 
21 

.192 
39 

.1.58 
30 

.110 
17 

.150 
17 

.186 
36 

.1.54 
13 

.186 
19 

.178 
27 

.1.30 
20 

.209 
63 

.147 

12 

.100 
33 

.172 
33 

.  1,55 
39 

.126 
13 

.164 
19 

.183 
6 

.198 
47 

.130 
18 

.165 
21 

.216 
29 

4.936 
811 

Ford  Citv''^   4  S          f  Evaporation 

,172 
21 

.•289 
20 

.■£i\ 
51 

.199 
'22 

.185 
36 

.194 

18 

.216 
25 

.108 
69 

.072 
26 

.077 
27 

.195 
35 

.168 
20 

.136 
24 

.170 
20 

.152 
44 

.'226 
18 

.'264 
27 

.085 
8 

.133 
32 

.164 

48 

.132 
12 

.064 
25 

.118 
40 

.179 
33 

.143 

9 

.189 
20 

.168 
27 

.210 

48 

.  125 
•24 

.169 
22 

.241 
42 

6.164 

896 

Fl-iwlt^v''    1^             /Evaporation 

,  235 
42 

,427 

87 

.•216 

78 

.'234 

56 

.79U 
62 

.207 
67 

•  '268 
30 

"79 

"26 

.052 
29 

.'268 
25 

.014 

38 

.'2'28 
109 

184 
76 

.191 
60 

.133 
33 

"si 

"•72 

.146 
132 

77 

.143 

58 

"33 

"22 

.214 

88 

•202 
63 

.205 
35 

.  •215 
88 

.3.39 
136 

.100 
47 

.008 
35 

.287 
109 

4.218 
1922 

Jamestown2 .  .2  N W  (  [;-?:aPoratiou ... 
\  W  ind  movement 

.134 

'20 

.124 

•25 

.  2'29 
35 

■233 
'26 

.214 

22 

.158 
26 

278 
21 

.002 
80 

.101 
60 

.077 
30 

.196 
26 

.IS'2 
26 

.154 
21 

.190 
30 

"si 

.143 
36 

"•2i 

"7 

.162 
49 

.068 
23 

.136 
21 

.038 
23 

.130 
29 

.050 
26 

.278 
6 

.205 
25 

.122 
31 

.158 
41 

.160 
16 

.  192 

29 

.258 
60 

4.829 
912 

Nells  Mills'' ,3.5  NE.  !  Kvworation  ... 
(  Wind  movement 

.095 
12 

'23 

.608 
15 

.135 
7 

.082 
69 

.321 
5 

.061 
60 

.060 
21 

.064 
10 

.072 

8 

.160 
6 

.156 
37 

140 
16 

.196 
14 

094 
6 

.130 
4 

.0,58 
6 

.090 

2 

.182 

8 

.224 

2 

.180 
3 

.042 
4 

.134 
4 

.132 

2 

.162 

8 

.194 
4 

.168 
24 

.418 
10 

.196 

8 

.162 
9 

.270 
60 

4.956 
436 

Italics  mean  minus  quantity. 


[See  page  56  for  explanation  of  other  references.] 
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CLIMATO LOGICAL  DATA:   PPJNNSYLVANIA  SECTION. 


July  1947 


Dally  Temperattirea  for  July  1947 


Stations 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

'25 

26 

27 

28 

29 

30 

81 

Mean 

Albion/ 

. ,  /  Maximum.. 

78 

72 

78 

8n 

81 

85 

67 

68 

75 

80 

78 

80 

88 

85 

86 

79 

81 

85 

65 

T,-) 

69 

64 

71 

80 

5i 

So 

8S 

76 

86 

87 

So 

$78.3 

\  Minimum . . 

M 

52 

47 

50 

82 

5« 

61 

49 

50 

55 

58 

■  62 

n9 

55 

04 

61 

63 

63 

61 

51 

46 

50 

60 

49 

51 

55 

59 

69 

56 

61 

«« 

?.56.1 

Allentown  Arpt.'  ,M  ^ 

JE/  Maximum.. 

DH 

82 

8.; 

85 

89 

90 

81 

67 

80 

84 

82 

83 

87 

88 

88 

85 

84 

88 

84 

83 

78 

78 

75 

82 

80 

88 

88 

84 

87 

93 

83 

84.1 

V  Minimum.. 

60 

58 

56 

55 

59 

65 

.64 

60 

62 

68 

70 

62 

,59 

65 

68 

69 

67 

66 

64 

58 

57 

03 

54 

51 

50 

57 

61 

66 

63 

65 

63 

61.9 

Allpntifiwll  /        

..  (  Maximum.. 

93 

6y 

83 
61 

82 
53 

85 
55 

86 
59 

90 
62 

83 
68 

69 
60 

79 
60 

83 
65 

82 
70 

83 
61 

80 
62 

87 
65 

89 
68 

87 
68 

83 
67 

87 
65 

84 
67 

79 
67 

78 
57 

78 
60 

75 
56 

82 
,52 

86 
50 

87 

89 
61 

85 
68 

87 
52 

93 
66 

84 
70 

h4.0 

AllCUK*-'  V*  11  '•.•••••••■ 

\  Miiiiiiuun.. 

61.8 

Altooiia-4.5  W 

. .  (  Maximum.. 

90 

75 

77 

83 

85 

84 

77 

66 

74 

80 

79 

77 

84 

81 

82 

74 

78 

84 

78 

72 

70 

69 

71 

78 

79 

83 

84 

80 

84 

88 

81 

78.9 

\  Minimum.. 

6.5 

52 

48 

.50 

54 

57 

62 

57 

69 

.59 

60 

58 

58 

61 

60 

66 

61 

65 

64 

64 

60 

57 

48 

,50 

52 

54 

62 

64 

59 

67 

66 

58  0 

Areiuitsville/  

. .  /  .Maximum.. 

92 

83 

83 

86 

88 

89 

72 

73 

82 

83 

H2 

82 

87 

88 

83 

85 

86 

87 

85 

79 

72 

72 

77 

83 

85 

87 

87 

85 

85 

92 

78 

83.2 

\  Mniimum.  . 

6K 

57 

55 

56 

56 

59 

65 

01 

59 

60 

64 

66 

57 

65 

60 

69 

66 

65 

69 

56 

,55 

61 

51 

49 

51 

65 

02 

01 

65 

68 

04 

60.4 

Beavertown/ 

. ,  (  Ahi.ximinn.. 

91 

79 

80 

83 

66 

88 

09 

69 

81 

84 

82 

82 

85 

85 

86 

79 

84 

86 

86 

83 

77 

73 

73 

82 

81 

84 

86 

82 

85 

90 

78 

81.4 

1  M;iiiiinnij .. 

60 

52 

46 

48 

50 

.57 

60 

61 

56 

01 

65 

55 

65 

.59 

63 

69 

64 

61 

06 

.50 

.50 

58 

4. 

45 

50 

52 

57 

57 

62 

64 

65 

57.  4 

Bei;vvipk 

.  /  jMaximum.. 

9) 

91 

81 

81 

85 

90 

90 

69 

81 

81 

82 

83 

86 

85 

88 

89 

86 

87 

87 

77 

77 

76 

75 

82 

84 

87 

88 

80 

85 

91 

89 

84.3 

\  Minimum.. 

CA 

58 

50 

52 

58 

64 

07 

58 

.59 

07 

67 

00 

00 

62 

68 

73 

66 

65 

68 

56 

54 

60 

49 

48 

61 

67 

61 

60 

62 

04 

07 

60.  8 

Uothlfihpni  1              .  .  .  - 

.  /  Ma.ximum.. 
\  Mlniiijum.. 

92 
66 

82 
62 

81 
.57 

85 
58 

88 
62 

90 
66 

84 
67 

67 
58 

77 
60 

80 
67 

80 
68 

82 
61 

84 
62 

88 
66 

85 
70 

85 
70 

80 

64 

80 
64 

82 
07 

79 

58 

78 
68 

77 
64 

73 

55 

82 
52 

84 
58 

85 
59 

87 
65 

81 
68 

88 
65 

91 
70 

8.; 

70 

82.8 

oyiiiiioiitj"  •    

63.1 

Blairsville'-U  NE 

.  ( Maximum.. 

81 

72 

73 

77 

80 

83 

69 

62 

73 

79 

76 

74 

,80 

82 

86 

77 

78 

80 

69 

69 

71 

64 

60 

74 

78 

78 

80 

76 

79 

83 

75 

76.7 

"1  Minimum.. 

.58 

.55 

50 

56 

58 

611 

5."i 

.53 

56 

.55 

57 

57 

60 

61 

63 

62 

01 

64 

54 

52 

.52 

49 

48 

54 

55 

60 

62 

60 

57 

lift 

54 

50. '} 

Bradford  4  W 

. .  (  Maximum.. 
\  Mininnim.. 

82 

72 

75 

78 

79 

82 

82 

62 

73 

78 

70 

76 

82 

82 

83 

83 

78 

81 

78 

70 

70 

63 

64 

74 

79 

78 

80 

73 

82 

8:. 

79 

76.7 

.58 

46 

42 

44 

45 

53 

61 

50 

57 

56 

51 

51 

54 

.59 

62 

60 

63 

57 

63 

.53 

47 

54 

,50 

10 

42 

47 

58 

01 

49 

65 

64 

53.5 

Burnt  Cabius'-2  NK  . 

. .  /  Maximum.. 
\  Mininnm".. 

92 

80 

79 

82 

8H 

90 

74 

70 

82 

84 

83 

84 

90 

88 

85 

86 

88 

88 

85 

80 

81 

77 

77 

84 

87 

89 

88 

84 

87 

95 

78 

?84.0 

03 

53 

45 

40 

49 

56 

62 

57 

64 

58 

00 

54 

64 

61 

08 

66 

64 

M 

M 

47 

62 

48 

45 

42 

47 

61 

67 

64 

.56 

62 

61 

$55  7 

Butler 

. .  /  Miiximum.. 

88 

87 

77 

83 

84 

87 

87 

76 

70 

79 

86 

84 

88 

8K 

87 

89 

82 

85 

83 

73 

75 

69 

70 

77 

S3 

86 

80 

77 

83 

88 

90 

82. 1 

\  Minimum .. 

69 

55 

47 

50 

51 

.57 

59 

57 

61 

.55 

58 

57 

58 

50 

69 

05 

02 

64 

64 

,54 

,53 

52 

49 

40 

48 

52 

66 

06 

54 

Ii3 

67 

67.2 

Canton/-l  NW 

. .  /  Maxiraiun.. 

84 

73 

75 

78 

80 

82 

65 

65 

76 

78 

77 

76 

82 

80 

81 

74 

80 

80 

77 

70 

75 

70 

75 

77 

78 

80 

79 

77 

82 

86 

7'.i 

77.1 

>  Minimum.. 

61 

54 

49 

52 

.53 

58 

63 

55 

57 

59 

63 

57 

56 

59 

63 

69 

05 

04 

61 

53 

51 

57 

47 

53 

61 

,55 

61 

01 

57 

61 

63 

.57.8 

Carlisle.  . 

. .  (  Ma.ximum.. 
\  Minimum.. 

93 

82 

80 

85 

87 

89 

78 

72 

82 

85 

83 

82 

86 

87 

84 

85 

83 

88 

85 

77 

75 

76 

•  76 

81 

84 

87 

90 

84 

80 

93 

86 

83.5 

69 

58 

54 

55 

57 

62 

00 

63 

58 

64 

66 

60 

61 

66 

67 

70 

67 

66 

69 

68 

58 

62 

,50 

61 

56 

57 

67 

68 

64 

73 

69 

62.  3 

Chainber;.burg<'-1  SW 

.  )  MiLsinnim.. 

90 

80 

82 

83 

87 

ti7 

71 

75 

80 

81 

82 

82 

87 

86 

81 

84 

K7 

87 

84 

78 

76 

76 

76 

82 

85 

J^7 

87 

83 

88 

92 

7(i 

82.  0 

V  Minimum.. 

66 

57 

51 

.52 

54 

59 

64 

59 

68 

00 

59 

57 

:,7 

66 

66 

68 

05 

04 

67 

53 

56 

60 

47 

49 

63 

56 

03 

66 

61 

Oi.< 

07 

.59.4 

Clarion^  3  SW 

. .  »  Maximum.. 

81 

76 

79 

83 

86 

X9 

72 

6ii 

7H 

79 

78 

79 

87 

84 

86 

80 

88 

87 

70 

72 

73 

70 

73 

79 

84 

82 

79 

80 

86 

89 

81 

80.  1 

\  Miniuunn.. 

61 

51 

14 

47 

49 

56 

60 

54 

52 

56 

54 

54 

54 

61 

62 

62 

60 

60 

60 

55 

.52 

51 

45 

46 

47 

50 

54 

60 

52 

57 

62 

.54.  4 

("laysville/ 

. .  f  Maximum.. 

85 

77 

77 

81 

84 

81 

73 

68 

74 

78 

77 

SO 

h4 

83 

8:-( 

80 

83 

.•^4 

71 

72 

72 

07 

72 

80 

82 

82 

84 

80 

83 

80 

81 

7S.8 

\  Miiiimuin .. 

63 

51 

45 

47 

.50 

56 

58 

56 

.56 

54 

56 

56 

68 

64 

66 

00 

01 

61 

64 

51 

,50 

47 

44 

51 

48 

.50 

.50 

64 

.52 

52 

61 

.55.  1 

(^.'oalport  / 

. .  (  Maximum.. 

90 

78 

77 

83 

86 

88 

72 

68 

77 

82 

80 

76 

85 

M5 

84 

80 

85 

84 

77 

74 

70 

72 

74 

80 

84 

85 

84 

82 

85 

9'l 

7!' 

80.  5 

V  Minimum.. 

64 

51 

42 

42 

42 

51 

57 

56 

58 

53 

55 

55 

52 

68 

•59 

00 

on 

63 

64 

55 

49 

51 

48 

44 

47 

48 

51 

04 

54 

.56 

64 

54.0 

Coatesvillo/ 

. .  /  Maxmnnn.. 
\  Minimum .. 

90 

82 

81 

,S4 

88 

89 

83 

76 

81 

X4 

82 

H'2 

81 

88 

H7 

80 

88 

87 

82 

80 

79 

80 

76 

81 

87 

85 

h7 

85 

87 

'.'3 

83 

84.0 

05 

60 

.54 

56 

55 

62 

05 

63 

60 

64 

04 

59 

60 

00 

08 

70 

07 

05 

70 

60 

56 

62 

54 

4.- 

.52 

55 

i;o 

64 

61 

03 

6- 

60  9 

Columbia 

. .  /  Maximum.. 

90 

86 

84 

89 

92 

92 

81 

75 

82 

86 

84 

85 

90 

92 

86 

88 

90 

91 

92 

83 

77 

M 

79 

85 

H9 

91 

92 

.89 

90 

96 

8.5 

87.0 

V  Minimum.. 

08 

OV 

.55 

60 

57 

67 

67 

O:^ 

60 

68 

07 

61 

62 

07 

71 

70 

08 

60 

71 

62 

69 

63 

53 

:2 

55 

55 

,55 

6" 

64 

06 

69 

62.9 

dpriiy.j 

. .  1  Maximum.. 

83 

74 

78 

80 

,H2 

85 

72 

63 

77 

83 

78 

78 

87 

81 

86 

83 

82 

86 

73 

72 

70 

62 

71 

76 

80 

82 

82 

77 

84 

S9 

84 

78.7 

\  Minimum.. 

59 

51 

48 

49 

51 

60 

01 

63 

55 

57 

56 

54 

60 

62 

62 

64 

61 

03 

69 

50 

55 

50 

.50 

40 

47 

52 

65 

61 

56 

61 

69 

56.4 

Oovidei'sport 

.    )  Maxinjum.. 

78 

80 

82 

84 

84 

78 

75 

07 

74 

82 

80 

80 

87 

83 

XI 

80 

83 

82 

80 

74 

68 

67 

04 

76 

81 

84 

82 

77 

84 

88 

84 

79.0 

\  Minimum . . 

44 

46 

50 

49 

49 

.53 

47 

54 

56 

54 

56 

.52 

52 

.55 

60 

59 

64 

o>o 

58 

46 

50 

50 

49 

39 

44 

49 

57 

.56 

.53 

66 

64 

.52  6 

Curwensville'-6  N  VV . 

. .  /  Maximum.. 
V  Miuinnnii .. 

85 

71 

73 

77 

79 

81 

09 

66 

09 

77 

74 

76 

80 

79 

78 

74 

77 

78 

72 

66 

67 

6b 

67 

75 

78 

79 

78 

75 

79 

83 

76 

75.0 

.5,5 

48 

44 

49 

.52 

58 

54 

53 

50 

60 

55 

55 

55 

60 

61 

63 

61 

61 

62 

51 

.50 

46 

47 

46 

,50 

.53 

60 

58 

M 

61 

52 

.54.2 

Derry. 

. .  )  Maximum.. 

88 

78 

75 

82 

86 

86 

71 

68 

79 

82 

84 

80 

85 

87 

86 

83 

8:3 

85 

72 

75 

74 

67 

72 

79 

82 

85 

86 

81 

81 

90 

83 

80  5 

\  Minimmn.. 

69 

58 

48 

51 

51 

58 

03 

57 

60 

6, 

04 

61 

59 

62 

06 

64 

04 

68 

62 

57 

53 

54 

51 

49 

50 

65 

54 

66 

67 

67 

62 

59.0 

Donegal ' 

. .  /  Maximum.. 

84 

75 

73 

75 

83 

M2 

67 

61 

70 

77 

76 

76 

82 

81 

83 

77 

81 

80 

71 

70 

71 

64 

69 

73 

81 

80 

80 

70 

79 

84 

09 

75.8 

\  Minimum.. 

5fi 

47 

40 

42 

47 

54 

58 

52 

55 

51 

52 

64 

56 

,59 

60 

57 

68 

60 

67 

50 

44 

47 

42 

44 

43 

46 

,56 

61 

.50 

58 

.50 

51.9 

Donora^    

. .  (  Maxinnnn.. 
\  Minimmn .. 

89 

80 

82 

,^S 

89 

87 

70 

69 

75 

84 

82 

83 

87 

87 

90 

85 

87 

87 

79 

70 

70 

70 

76 

82 

86 

84 

87 

86 

89 

89 

84 

82.7 

71 

59 

52 

54 

59 

65 

06 

00 

62 

61 

63 

63 

64 

68 

71 

68 

69 

69 

69 

69 

62 

54 

52 

55 

55 

68 

07 

68 

61 

6>* 

63 

62.  4 

KaglesMere/ 

. .  (  Maxinnnn.. 
\  Mininnnii., 

81 

71 

72 

75 

76 

78 

65 

62 

72 

72 

72 

74 

78 

75 

78 

72 

75 

75 

75 

68 

68 

68 

66 

73 

76 

77 

77 

74 

70 

,80 

78 

73  5 

04 

52 

49 

49 

55 

55 

61 

54 

54 

57 

02 

.5- 

.56 

56 

61 

63 

61 

02 

63 

52 

.52 

55 

46 

46 

51 

58 

00 

62 

.59 

60 

0.' 

.56.6 

Eas^t  \Vaterford6-3  E. 

. ,  )  Maxinunu.. 

85 

73 

73 

78 

82 

82 

68 

63 

70 

74 

73 

76 

81 

78 

75 

75 

76 

78 

77 

70 

71 

08 

08 

75 

78 

81 

78 

77 

81 

87 

77 

76.7 

V  Mininunn.. 

63 

56 

52 

58 

60 

65 

01 

65 

56 

01 

61 

59 

60 

64 

65 

64 

63 

04 

62 

51 

59 

55 

48 

50 

61 

64 

60 

61 

61 

68 

64 

60.  1 

Fhpimbiircr/ 

. .  }  Maxinunn.. 

81 
61 

70 
53 

73 

45 

77 
50 

80 
54 

81 

57 

07 
60 

62 
54 

75 
55 

78 
56 

76 
57 

74 

58 

79 
55 

80 
62 

82 
01 

76 
62 

78 
59 

79 
62 

71 
63 

69 
51 

69 
49 

65 

52 

06 
47 

74 

17 

79 
51 

79 
.53 

80 
51 

72 
61 

79 
56 

84 
62 

72 
64 

76.2 

EjUtrUbt  vji-ii  (5  /,.......-• 

\  Mininunn.. 

5,5.5 

EuiporiuruZ-l  E 

. .  /  Maxinumi.. 

88 

76 

80 

82 

84 

88 

76 

70 

79 

84 

84 

82 

88 

83 

83 

88 

84 

84 

80 

74 

75 

72 

71 

81 

85 

8,5 

84 

80 

85 

89 

82 

81.5 

A  Mininmm.. 

63 

53 

43 

49 

48 

48 

61 

67 

.58 

57 

50 

56 

56 

58 

62 

6) 

63 

61 

04 

49 

,50 

49 

44 

43 

47 

49 

57 

61 

65 

67 

64 

54.9 

Ephrata 

(  Maxinunn.. 

94 

84 

82 

86 

89 

91 

87 

73 

84 

80 

82 

84 

8S 

89 

87 

88 

»■"■ 

87 

80 

82 

79 

79 

76 

83 

87 

89 

90 

88 

87 

93 

82 

a5.5 

(  .Mitnnmm  .. 

an 

62 

65 

56 

69 

65 

68 

02 

71 

68 

64 

61 

61 

05 

70 

71 

67 

07 

09 

61 

,59 

01 

52 

54 

55 

58 

58 

60 

61 

65 

72 

«6-2.S 

Erie' 

. .  /  Maximum.. 

78 

70 

77 

79 

82 

82 

07 

67 

73 

76 

76 

76 

86 

85 

86 

sn 

82 

85 

70 

71 

69 

03 

69 

76 

80 

84 

83 

74 

82 

88 

80 

77.3 

1  Minimum.. 

65 

62 

60 

65 

67 

65 

61 

61 

60 

64 

62 

62 

66 

68 

68 

09 

68 

69 

.59 

55 

62 

54 

56 

00 

63 

67 

67 

64 

03 

74 

60 

63. 4 

Everetti-0.5  WW 

. ..  /  Maximum.. 
\  Minimum.. 

91 

81 

82 

84 

89 

90 

69 

68 

78 

81 

80 

80 

85 

85 

84 

87 

84 

85 

80 

76 

78 

72 

74 

80 

85 

88 

88 

85 

87 

94 

78 

82. 2 

63 

55 

49 

53 

51 

56 

53 

59 

59 

55 

59 

56 

,56 

62 

60 

64 

64 

62 

60 

53 

53 

53 

49 

49 

51 

62 

57 

67 

62 

63 

65 

,57.  1 

Farrell 

. . .  (  Maximum. 
\  Minimum.. 

82 

82 

83 

87 

89 

88 

75 

72 

76 

8^ 

88 

83 

9( 

90 

86 

85 

89 

89 

83 

80 

79 

70 

76 

SI 

80. 

80 

88 

88 

89 

91 

91 

84.2 

66 

60 

53 

57 

59 

04 

09 

60 

64 

62 

01 

61 

68 

69 

69 

69 

68 

71 

65 

63 

.59 

57 

.55 

54 

55 

59 

71 

66 

61 

70 

76 

03.2 

Font  City  /-4  S  .  

. . .  (  Maximum.. 
\  Minimum.  . 

89 

77 

79 

83 

86 

86 

74 

69 

77 

82 

80 

81 

84 

85 

87 

81 

82 

84 

73 

73 

72 

74 

73 

80 

83 

83 

84 

79 

84 

88 

82 

80.5 

64 

54 

47 

47 

51 

52 

63 

67 

56 

56 

56 

64 

57 

61 

05 

64 

61 

03 

66 

57 

,52 

52 

4S 

48 

60 

51 

53 

64 

.55 

57 

64 

.56.3 

Franklin  / 

. .  /  Maximimi.. 
V  Minimum .. 

83 

74 

80 

85 

84 

84 

72 

68 

75 

79 

80 

80 

85 

83 

83 

82 

85 

84 

08 

72 

72 

67 

72 

79 

83 

81 

8.' 

79 

87 

88 

82 

79.8 

63 

55 

49 

51 

61 

55 

60 

54 

57 

55 

56 

56 

58 

62 

63 

65 

63 

64 

65 

54 

56 

51 

48 

47 

49 

49 

53 

61 

57 

,59 

63 

56.4 

Fredericksville-l  S.  . . 

..  1  Maximum.. 
\  Minimum.. 

88 

80 

78 

80 

84 

86 

80 

67 

77 

82 

79 

79 

82 

85 

84 

83 

82 

83 

81 

76 

75 

76 

72 

79 

82 

82 

84 

82 

81 

89 

78 

80.6 

63 

.55 

49 

48 

48 

60 

00 

58 

55 

67 

65 

,58 

56 

61 

67 

64 

64 

66 

06 

65 

52 

60 

49 

46 

52 

52 

00 

64 

59 

61 

67 

.58  2 

Freeland 

. . .  /  Maximum.. 

87 

82 

75 

70 

80 

84 

73 

64 

73 

76 

75 

76 

76 

8f 

» 

77 

81 

80 

78 

73 

72 

73 

76 

76 

80 

81 

80 

75 

79 

85 

S3 

77.4 

\  Mininmm ., 

65 

53 

49 

64 

57 

56 

61 

53 

56 

64 

62 

6h 

5K 

61 

01 

66 

62 

62 

63 

52 

54 

55 

46 

50 

57 

61 

62 

01 

59 

64 

63 

.58.  5 

George  School'' 

. . .  f  Maximum.. 

89 

82 

80 

83 

80 

88 

82 

72 

78 

82 

81 

82 

80 

86 

87 

80 

84 

87 

82 

79 

SO 

75 

76 

82 

86 

86 

87 

82 

85 

91 

86 

83.1 

\  Minimum.. 

67 

63 

54 

55 

65 

65 

65 

62 

60 

67 

67 

65 

61 

60 

69 

70 

69 

66 

68 

58 

57 

6^ 

56 

62 

,58 

,55 

62 

69 

63 

65 

71 

62.5 

Gettysburg 

. . .  /  Maxiuiuiii. 
\  Mminium.. 

89 

79 

7^ 

83 

85 

87 

81 

72 

80 

80 

80 

7! 

85 

85 

82 

83 

82 

85 

84 

81 

73 

74 

73 

79 

81 

84 

85 

83 

84 

90 

88 

81.7 

6< 

60 

56 

57 

59 

62 

67 

53 

60 

63 

67 

61 

60 

68 

68 

71 

67 

67 

69 

5h 

58 

03 

64 

53 

66 

69 

65 

70 

64 

66 

69 

62.6 

Gordon 

. . .  (  Ma.x.iimini. 
\  Minimum .. 

91 

83 

80 

82 

86 

87 

77 

67 

77 

81 

80 

79 

84 

84 

85 

82 

83 

85 

82 

77 

70 

78 

73 

81 

84 

85 

.S4 

82 

85 

91 

79 

81.4 

01 

50 

45 

47 

52 

6f 

58 

57 

55 

65 

65 

54 

57 

59 

65 

58 

62 

61 

67 

55 

50 

59 

45 

45 

47 

50 

68 

63 

67 

58 

65 

5(;.6 

Greeosburg-2  S 

. . .  /  Maxinmm. 

8fc 

7b 

78 

82 

85 

85 

73 

68 

76 

83 

80 

80 

84 

84 

85 

81 

81 

84 

81 

74 

74 

70 

72 

79 

83 

82 

84 

84 

83 

87 

83 

80.2 

1  Minimum .. 

62 

49 

44 

46 

48 

49 

64 

58 

60 

55 

55 

54 

53 

63 

62 

62 

01 

62 

60 

,58 

49 

53 

46 

44 

47 

49 

57 

65 

50 

58 

62 

.55.3 

Hanover/ 

. . .  (  Maximum. 

92 

82 

81 

85 

88 

88 

76 

74 

84 

82 

81 

81 

87 

88 

82 

86 

86 

88 

86 

83 

71 

76 

75 

81 

84 

86 

8n 

85 

86 

92 

76 

8.S.2 

\  Minimum.. 

70 

61 

57 

59 

57 

63 

64 

63 

60 

64 

68 

62 

60 

68 

69 

72 

67 

68 

69 

69 

64 

62 

52 

.64 

58 

64 

65 

68 

64 

68 

72 

63  6 

HarrisburgArpt.  '-3.6 

S.  /  .Maximum. 

92 

81 

80 

83 

90 

91 

76 

72 

81 

84 

84 

81 

87 

89 

85 

86 

84 

87 

81 

79 

73 

77 

75 

83 

87 

87 

87 

83 

87 

92 

79 

83.4 

\  Minimum .. 

07 

61 

58 

69 

01 

65 

67 

62 

61 

67 

63 

61 

62 

67 

71 

6i 

68 

67 

66 

60 

57 

60 

54 

54 

.58 

60 

00 

68 

07 

69 

70 

63.4 

Hawley-O.S  E 

. .  /  Maximum. 
\Minimuin.. 

92 

80 

81 

81 

87 

8- 

73 

63 

77 

79 

82 

81 

8f 

85 

85 

78 

84 

87 

84 

79 

76 

72 

74 

83 

84 

85 

86 

80 

80 

93 

83 

81.7 

02 

54 

48 

48 

51 

59 

62 

56 

60 

63 

63 

59 

54 

57 

63 

66 

64 

62 

64 

62 

,53 

62 

61 

45 

51 

.52 

58 

64 

66 

59 

62 

.57.4 

Hc\vitt-2SW 

. . .  1  Maximum . 
\  Minimum.. 

9: 

90 

77 

84 

87 

8! 

76 

75 

81 

81 

85 

84 

79 

89 

85 

S3 

85 

86 

83 

78 

81 

75 

77 

79 

85 

S6 

88 

8.5 

90 

92 

75 

S\S3  .3 

62 

01 

55 

57 

61 

62 

0( 

6( 

60 

64 

50 

6f 

51 

.59 

56 

63 

62 

62 

02 

46 

68 

m 

55 

.50 

65 

57 

62 

06 

6.5 

65 

61 

$.58.  8 

Holtwood  1 

, . .  (  Maximum. 
\  Minimum.. 

9(1 

81 

81 

82 

88 

86 

81 

73 

82 

82 

81 

81 

84 

8f 

81 

84 

83 

86 

84 

79 

77 

70 

76 

80 

82 

84 

S7 

80 

83 

91 

81 

82.3 

70 

64 

03 

64 

03 

68 

70 

64 

66 

72 

66 

6f 

65 

70 

73 

72 

72 

70 

70 

64 

64 

64 

57 

56 

59 

63 

60 

70 

68 

70 

73 

66  5 

tluntingclon 

...  1  Maximum. 
\Miuimum.. 

91 

79 

79 

82 

8( 

87 

68 

70 

79 

84 

82 

81 

8s 

8- 

80 

81 

84 

8f 

81 

76 

77 

73 

74 

81 

84 

86 

88 

84 

86 

9-2 

84 

82  1 

63 

56 

48 

49 

55 

60 

66 

60 

68 

58 

61 

5i- 

54 

6C 

65 

66 

68 

66 

66 

48 

63 

48 

47 

46 

52 

56 

60 

65 

60 

69 

60 

,57.7 

Continued  on  pa?e  55. 
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Stations 

1 

2 

8 

4 

6 

6 

7 

8 

» 

10 

U 

12 

18 

U 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

29 

80 

81 

Mean 

liuliftim -'SSK 

.  (  Maximum. 

sn 

77 

78 

82 

84 

86 

8( 

71 

78 

82 

80 

8(1 

84 

86 

87 

81 

8; 

8; 

81 

74 

7? 

7C 

72 

81 

H-f 

S'J 

8.= 

84 

S- 

87 

86 

80.9 

V  Minimum.. 

M 

54 

42 

44 

46 

54 

62 

57 

57 

55 

54 

67 

64 

63 

61 

63 

51 

62 

6( 

56 

4! 

5J 

48 

4: 

4' 

4V 

5- 

64 

.58 

H 

61 

55.5 

Irwiiv     

.  1  Maximum. 
\  Mluiiunm .. 

KS 

84 

7; 

84 

86 

86 

79 

74 

72 

80 

81 

8( 

86 

85 

88 

82 

85 

85 

8.' 

73 

74 

7( 

7! 

8.5 

8( 

8.') 

HH 

84 

W 

87 

81.9 

(i8 

56 

47 

51 

54 

60 

64 

66 

58 

67 

59 

58 

60 

65 

67 

64 

64 

66 

efi 

68 

m 

,5: 

i'. 

.52 

.51 

5; 

63 

m 

6( 

64 

66 

69.0 

J  atiiest^nv  u  /  -2  N  W . . . . 

.  (  .Maximum.. 

82 

75 

80 

84 

87 

84 

76 

70 

75 

82 

76 

82 

88 

8.'- 

83 

80 

84 

85 

66 

75 

74 

7( 

75 

8( 

SI 

8'.i 

S.^i 

T3 

88 

!K 

81 

80.  0 

\  Minimum .. 

f.O 

49 

44 

49 

52 

88 

62 

56 

59 

54 

66 

52 

61 

6( 

62 

61 

63 

62 

61 

48 

.55 

5( 

47 

48 

4S 

54 

6: 

66 

5: 

67 

6U 

6.5.7 

Jolmstowii  / 

.  1  Maximum.. 

91 

79 

80 

84 

90 

89 

73 

67 

79 

84 

82 

82 

87 

86 

88 

74 

85 

87 

78 

78 

76 

76 

74 

82 

8S 

8! 

81 

82 

84 

92 

78 

82. 3 

\  Miniiiuim.. 

67 

57 

49 

60 

54 

58 

65 

5S 

61 

57 

59 

61 

66 

62 

63 

67 

(i3 

64 

67 

6( 

53 

57 

52 

48 

61 

■53 

61 

66 

fil 

64 

69 

.59,1 

Kaiit*>-1  N 

.  (  Maximum.. 
\  Miiiimuui.. 

^8 

71 
44 

77 
39 

80 
40 

81 
43 

83 
52 

70 
66 

63 
66 

70 
54 

79 
62 

78 
50 

75 
51 

83 
.53 

7i 
57 

82 
62 

78 
6( 

81 
59 

81 
55 

72 
45 

71 
49 

6! 
47 

6."" 
49 

68 
43 

76 
38 

8( 
3! 

80 
44 

7! 
5f 

75 
62 

82 
51 

85 
6: 

78 
53 

76,6 

.50.1 

Lftin'Hsttir 

.  1  Maxnnum. 

S!) 

85 

84 

84 

87 

87 

85 

72 

81 

83 

81 

81 

88 

8( 

85 

84 

86 

84 

83 

80 

78 

7( 

77 

Xi 

82 

85 

87 

86 

88 

93 

80 

83.5 

\  Minimum.. 

IS 

58 

53 

53 

55 

6(1 

65 

62 

57 

65 

65 

62 

67 

64 

68 

68 

65 

64 

68 

59 

56 

61 

4; 

48 

.52 

55 

6( 

67 

62 

61 

66 

60.3 

Ijrtwroin't.' villo   

.  1  Maximum.. 

89 

75 

78 

83 

85 

88 

75 

69 

78 

83 

83 

79 

85 

84 

86 

86 

81 

86 

79 

71 

72 

71 

69 

80 

84 

8( 

85 

8( 

85 

92 

S.« 

81.1 

\  Minimum .. 

64 

52 

49 

.52 

53 

61 

61 

57 

59 

60 

61 

57 

.58 

61 

62 

61 

66 

62 

65 

57 

52 

68 

51 

47 

52 

58 

62 

62 

57 

61 

57 

57.6 

I.t^hftiioii  ' 

.  1  Maxinuini.. 
\  .Minimum.. 

68 

82 
63 

82 
54 

86 
56 

90 
67 

89 
65 

78 
65 

73 
60 

82 
69 

84 
62 

82 
67 

80 
6( 

85 
62 

88 
62 

8h 
68 

87 
70 

87 
66 

86 
65 

Ml 
68 

78 
58 

74 

60 

78 
60 

76 
50 

S3 
51 

86 
55 

88 
58 

88 
64 

8( 
6{ 

87 
63 

93 
64 

8( 
70 

83.9 

61.8 

Le\visto\vu/-2SW 

.  /  Maximum.. 
\  Mininuu\i.. 

96 

6-J 

79 
57 

82 
52 

85 
.53 

90 
57 

90 
65 

71 
67 

73 
62 

81 
63 

85 
64 

84 
63 

8.i 
60 

89 
.59 

87 
60 

86 
65 

84 
68 

86 
67 

89 
66 

S3 
66 

80 
.54 

81 
.54 

56 

77 
61 

84 
50 

87 
50 

89 
56 

89 
57 

sc 

63 

89 
63 

94 

63 

82 
67 

84,5 

59.7 

Lock  riavou** 

.  /  Maximum.. 

HI 

79 

81 

81 

86 

89 

77 

70 

78 

85 

80 

83 

87 

87 

88 

83 

86 

85 

83 

77 

78 

75 

75 

83 

8b 

87 

88 

84 

88 

92 

84 

83.1 

V  Minimum.. 

fvl 

57 

50 

53 

55 

62 

66 

60 

62 

62 

63 

61 

59 

63 

68 

69 

66 

66 

67 

53 

55 

60 

47 

49 

55 

55 

62 

66 

62 

64 

68 

60.3 

Mtirt'us  Hook  /. 

.  (  Maximiim.. 
\  Minimum.. 

91 
72 

91 

68 

88 
63 

9^2 
65 

94 

65 

91 

67 

84 
70 

81 
66 

82 
66 

86 
69 

86 
71 

90 
67 

90 
66 

92 
67 

89 
67 

89 
73 

84 
73 

98 
71 

82 
73 

86 
65 

82 
64 

82 
67 

83 
59 

89 
61 

87 
64 

88 
66 

88 
66 

85 
69 

94 
70 

100 
71 

8( 
74 

88.0 

67.6 

MartJu.^burg',  ^ 

.  (  Maximum.. 
\  Minimum.. 

88 

74 
.55 

77 
50 

79 
61 

84 
55 

82 
59 

66 
60 

66 
57 

75 
59 

79 
59 

80 
62 

59 

84 
57 

84 
62 

82 
62 

81 
66 

82 
62 

81 
63 

76 
57 

73 
54 

73 
62 

68 
60 

69 
49 

76 
52 

82 
61 

84 
55 

85 
61 

81 
62 

81 
59 

86 
63 

75 
61 

78.4 

.57,  6 

MoadvilU- /-I  S 

.  /  Maximum.. 

80 

74 

80 

82 

83 

83 

69 

68 

75 

81 

76 

81 

87 

83 

84 

81 

84 

85 

64 

72 

71 

66 

73 

79 

83 

81 

84 

77 

87 

88 

8( 

78,7 

)  Mini  muni.. 

58 

53 

46 

49 

61 

55 

64 

61 

59 

62 

55 

52 

60 

58 

64 

63 

63 

62 

62 

50 

53 

47 

49 

46 

47 

52 

58 

58 

55 

60 

67 

.56,5 

Mori'or'-2  5  NE 

.  /  Maximum.. 

80 

71 

76 

80 

82 

82 

71 

66 

71 

78 

75 

78 

84 

82 

82 

77 

81 

84 

66 

72 

71 

66 

70 

77 

80 

81 

83 

76 

84 

87 

78 

77,1 

I  Miniinum .. 

55 

49 

45 

51 

SS 

59 

65 

63 

59 

56 

55 

54 

60 

62 

63 

63 

62 

62 

57 

53 

.52 

49 

46 

48 

.50 

54 

63 

57 

52 

62 

53 

.55.2 

Middletowu'-l.S  \V.  ... 

.  /  Maximum. 

MS 

82 

81 

84 

90 

90 

77 

73 

84 

85 

83 

81 

86 

89 

88 

86 

84 

88 

86 

78 

74 

78 

76 

83 

86 

88 

88 

83 

86 

93 

84 

84   1 

\  Mininnim  . 

68 

61 

56 

.59 

61 

6:^ 

67 

64 

61 

68 

65 

63 

61 

63 

70 

69 

69 

69 

67 

61 

59 

60 

54 

53 

58 

60 

69 

68 

66 

67 

71 

63.5 

MkUaiul'' 

,  (  Maximum.. 
V  Minimum.. 

86 

74 

79 

82 

85 

83 

74 

72 

69 

80 

79 

81 

87 

85 

84 

80 

84 

87 

70 

74 

72 

68 

73 

80 

82 

84 

86 

80 

84 

89 

82 

79.8 

64 

55 

51 

53 

56 

60 

60 

58 

61 

60 

59 

59 

62 

58 

58 

65 

65 

66 

61 

58 

52 

54 

50 

52 

64 

58 

64 

60 

62 

63 

62 

58.4 

Moutrose/-3  R 

.  1  Maximum.. 

86 

72 

73 

7'j 

80 

84 

74 

61 

76 

77 

78 

76 

81 

80 

82 

79 

82 

SO 

77 

71 

73 

72 

68 

78 

82 

81 

80 

76 

80 

86 

79 

77.4 

\  Minimum.. 

66 

52 

49 

51 

55 

58 

62 

54 

54 

60 

65 

68 

56 

57 

61 

64 

65 

64 

64 

52 

54 

56 

48 

47 

,53 

55 

60 

61 

58 

61 

()2 

57,5 

Mt.  Pocouo'--'  N 

.  /  Maximum.. 

84 

71 

72 

75 

79 

81 

70 

69 

72 

77 

75 

74 

77 

79 

79 

73 

76 

79 

78 

73 

70 

71 

66 

76 

78 

79 

78 

75 

78 

86 

76 

75,  3 

*  Minimum.. 

62 

52 

49 

61 

51 

60 

57 

53 

57 

63 

63 

56 

65 

60 

60 

66 

62 

62 

56 

52 

50 

56 

47 

47 

50 

55 

60 

68 

57 

59 

55 

56,2 

New  Bloom tielrl 

.  /  Maximum  . 

90 

81 

81 

89 

88 

91 

79 

72 

83 

84 

83 

81 

86 

88 

82 

81 

86 

86 

85 

78 

76 

76 

75 

82 

85 

87 

.S8 

84 

86 

92 

88 

83.6 

\  Minimum, . 

55 

55 

48 

60 

62 

67 

64 

60 

55 

62 

56 

55 

55 

62 

65 

68 

62 

66 

.52 

52 

57 

60 

47 

45 

54 

54 

,59 

65 

59 

62 

65 

.57.3 

Newbiirg'-o.SNVV 

.  (  Maximum . 
\  Minimum.. 

"87 



86 

84 

82 

New  Castlet>-1.5  N 

.  (  Maximum.. 

"85 

"76 

"85 

"83 

"87 

"85 

74 

"70 

"72 

"81 

"78 

"so 

"87 

"86 

"69 

"71 

"77 

li 

"73 

"79 

"84 

"83 

'87 

"so 

"88 

89 

"82 

"m.'i 

(  Minimum.. 

59 

52 

47 

49 

62 

57 

61 

53 

59 

55 

.58 

56 

60 

65 

66 

64 

62 

65 

59 

.52 

63 

.53 

47 

47 

49 

62 

66 

60 

65 

62 

.55 

56,4 

Paliiiertoii' 

.  (  Maximum.. 

90 

80 

79 

82 

85 

86 

80 

66 

77 

81 

79 

81 

85 

84 

86 

82 

81 

84 

82 

77 

74 

75 

74 

82 

81 

84 

,S5 

81 

84 

90 

80 

81.3 

\  Minimum.. 

67 

58 

51 

52 

55 

63 

64 

59 

63 

69 

69 

61 

68 

63 

65 

71 

57 

66 

63 

57 

54 

62 

52 

49 

55 

54 

66 

66 

61 

63 

64 

60.5 

ParkPlaie'-lNW 

.  )  Maximum.. 

84 

75 

73 

74 

81 

81 

71 

62 

72 

75 

74 

75 

80 

78 

79 

76 

79 

78 

76 

72 

65 

71 

67 

75 

79 

79 

79 

77 

79 

85 

74 

76.6 

\  Minimum.. 

fil 

54 

50 

54 

57 

61 

69 

53 

54 

64 

60 

56 

69 

61 

63 

63 

62 

63 

58 

53 

56 

52 

46 

.53 

59 

61 

61 

60 

60 

64 

.56 

67.8 

Hhila.  .Vrpt.'-7SW... 

.  (  Maximum.. 

91 

84 

82 

85 

90 

on 

83 

74 

80 

84 

81 

85 

89 

89 

88 

88 

84 

87 

81 

81 

81 

79 

77 

83 

87 

87 

88 

S3 

S8 

94 

86 

84.8 

\  Minimum., 

70 

67 

60 

62 

63 

68 

69 

66 

65 

69 

70 

66 

64 

69 

70 

72 

69 

69 

67 

63 

61 

67 

59 

57 

58 

62 

67 

72 

67 

69 

72 

66.1 

PhilafielphiaCO.l.  ... 

.  )  Maximum.. 
\  Minimum.. 

88 

83 

81 

87 

88 

89 

81 

73 

SO 

83 

81 

84 

87 

89 

88 

86 

83 

86 

79 

80 

80 

78 

76 

82 

85 

85 

87 

81 

87 

92 

86 

83, 7 

72 

68 

63 

65 

68 

71 

68 

65 

66 

69 

70 

68 

60 

72 

71 

72 

70 

71 

69 

64 

65 

68 

61 

64 

66 

68 

67 

72 

71 

71 

71 

68.3 

Phila.  Shawmout 

(  Maximum.. 

90 

90 

84 

85 

89 

90 

90 

79 

82 

83 

82 

81 

89 

88 

88 

87 

86 

87 

83 

82 

82 

80 

80 

82 

87 

88 

87 

85 

S7 

94 

87 

85.6 

\  Minimum.. 

6« 

66 

55 

57 

59 

85 

70 

64 

61 

70 

70 

62 

65 

68 

71 

74 

72 

67 

60 

70 

58 

65 

52 

.52 

.56 

60 

65 

72 

64 

64 

70 

64.9 

rhilip.sburg'-7E. 

.  /  Maximum.. 

85 

72 

73 

78 

79 

80 

67 

66 

72 

77 

75 

75 

81 

78 

78 

73 

76 

79 

74 

69 

70 

67 

6* 

76 

79 

79 

80 

76 

80 

86 

75 

75,5 

\  .Minimum. 

5V 

44 

39 

42 

41 

56 

66 

55 

57 

61 

57 

53 

48 

68 

59 

63 

60 

58 

51 

47 

45 

46 

43 

38 

42 

48 

56 

58 

56 

64 

53 

52,0 

Phoenixville-1.5SE... 

.  /  Maximum.. 

92 

88 

88 

91 

91 

85 

85 

78 

85 

86 

88 

90 

95 

93 

92 

88 

87 

88 

84 

83 

81 

81 

86 

92 

91 

95 

93 

9-1 

9.1 

96 

91 

{88.7 

(  Minimum .. 

64 

62 

52 

57 

64 

64 

64 

6:1 

60 

69 

68 

61 

59 

69 

69 

72 

80 

66 

70 

69 

56 

64 

47 

64 

.50 

67 

68 

64 

6k 

60 

63 

$63.  2 

Pittsburgh  Arpt.l-'.5SE  /  Miixinium.. 

88 

77 

78 

83 

86 

85 

70 

66 

74 

82 

79 

77 

86 

86 

87 

82 

85 

85 

72 

76 

72 

65 

72 

80 

83 

S3 

85 

83 

84 

88 

SO 

79.9 

\  Minimum.. 

64 

59 

54 

57 

58 

64 

62 

56 

59 

59 

61 

60 

61 

65 

65 

64 

67 

66 

59 

57 

57 

51 

,50 

.53 

.59 

60 

64 

65 

61 

65 

58 

60.0 

Pitt.sburgh  City  Office' . 

/  Maximum.. 

90 

78 

79 

84 

88 

86 

74 

69 

73 

82 

81 

82 

88 

87 

87 

84 

86 

86 

72 

76 

75 

66 

76 

81 

83 

86 

85 

84 

87 

90 

82 

81.5 

\  Minimum,, 

68 

61 

56 

58 

61 

65 

64 

,58 

62 

62 

65 

64 

66 

68 

69 

68 

66 

69 

61 

60 

69 

56 

.55 

58 

58 

60 

68 

66 

61 

70 

60 

62.6 

Port  Clinton/ 

.  /  Maximum.. 

92 

« 

80 

82 

82 

86 

79 

70 

73 

82 

80 

80 

84 

84 

84 

83 

83 

84 

84 

78 

74 

75 

73 

82 

84 

86 

88 

82 

86 

92 

80 

81,8 

\  Minimum.. 

65 

57 

48 

50 

53 

61 

62 

59 

54 

60 

62 

62 

65 

61 

62 

60 

65 

64 

65 

65 

.52 

54 

.50 

47 

49 

53 

55 

65 

60 

60 

67 

,57.8 

Putueyvillo/-2.5  SE 

.  ;  Maximum.. 

89 

77 

78 

83 

85 

85 

77 

67 

76 

HI 

78 

81 

85 

83 

87 

81 

82 

83 

76 

75 

72 

66 

71 

79 

81 

82 

83 

80 

84 

86 

81 

79.8 

\  Minimum., 

62 

48 

43 

46 

47 

56 

69 

54 

53 

54 

53 

54 

64 

67 

62 

61 

59 

60 

62 

53 

49 

52 

46 

44 

46 

48 

51 

60 

51 

.52 

61 

6.3.4 

Quakertown-0.5  E 

.  )  Maximum., 

90 

86 

79 

83 

87 

90 

85 

71 

77 

81 

81 

82 

85 

87 

87 

85 

84 

85 

85 

76 

78 

77 

75 

80 

84 

85 

87 

,82 

86 

90 

86 

8.3.1 

*  Minimum,, 

65 

60 

50 

51 

52 

61 

64 

69 

55 

64 

67 

59 

57 

63 

69 

69 

65 

61 

61 

56 

52 

63 

.50 

46 

51 

53 

61 

67 

58 

61 

69 

.59  3 

Reading' 

,  f  Maximum.. 
\  Minimum., 

9.S 

83 

83 

85 

89 

89 

82 

73 

81 

85 

83 

8;! 

88 

90 

87 

87 

85 

87 

85 

80 

77 

79 

76 

83 

87 

87 

88 

86 

88 

94 

83 

84.7 

71 

63 

58 

60 

60 

68 

67 

62 

61 

71 

68 

63 

64 

68 

71 

71 

68 

66 

67 

62 

60 

64 

56 

55 

.59 

63 

69 

69 

68 

70 

71 

64.9 

Ridgway  / 

.  (  Maximum.. 
\  Minimum.. 

89 

76 

80 

84 

85 

89 

73 

66 

72 

84 

81 

79 

86 

84 

85 

80 

83 

83 

76 

72 

74 

67 

73 

80 

84 

&3 

84 

81 

86 

91 

83 

SO.  4 

Scranton' 

61 

49 

44 

44 

45 

53 

60 

66 

67 

53 

51 

54 

53 

56 

60 

62 

60 

59 

63 

.53 

47 

62 

51 

43 

45 

46 

49 

61 

53 

55 

66 

.53,6 

.  )  Maximum.. 

90 

73 

77 

78 

82 

88 

80 

64 

77 

81 

83 

80 

81 

83 

86 

83 

86 

84 

81 

75 

75 

76 

72 

79 

82 

84 

85 

77 

84 

89 

80 

80.5 

V  Minimum.. 

66 

61 

53 

54 

56 

6:i 

62 

67 

62 

67 

69 

62 

59 

62 

66 

70 

68 

66 

62 

58 

64 

61 

53 

.50 

56 

58 

63 

66 

61 

64 

61 

61.0 

Selinsgrove 

.  /  Maximum.. 
\  Minimum .. 

92 

82 

81 

83 

87 

90 

85 

71 

80 

82 

82 

82 

86 

86 

87 

82 

85 

86 

84 

81 

74 

76 

73 

81 

86 

84 

86 

83 

85 

90 

89 

83.3 

63 

56 

50 

51 

53 

62 

62 

60 

60 

62 

64 

59 

57 

62 

65 

68 

66 

66 

63 

69 

64 

56 

47 

48 

52 

54 

60 

60 

62 

62 

68 

,59.0 

Shippensburg  

.  /  Maximum.. 

\  Minimum.. 

91 

80 

82 

84 

89 

91 

78 

70 

83 

83 

86 

81 

87 

88 

86 

86 

87 

87 

85 

80 

78 

76 

75 

83 

87 

88 

88 

84 

88 

92 

86 

84,1 

67 

58 

51 

63 

56 

61 

65 

60 

58 

61 

58 

59 

69 

65 

65 

69 

66 

66 

65 

53 

66 

60 

50 

,50 

54 

67 

64 

67 

62 

66 

68 

60.  3 

Somerset 

.  (  Maximum.. 

84 

74 

75 

77 

82 

83 

73 

67 

73 

78 

78 

76 

82 

83 

84 

81 

80 

81 

78 

73 

73 

73 

69 

75 

81 

80 

82 

79 

82 

85 

82 

78.2 

\  Minimum.. 

62 

48 

39 

40 

45 

50 

60 

54 

57 

.52 

50 

.54 

59 

61 

66 

60 

55 

61 

62 

50 

46 

51 

46 

39 

41 

43 

54 

61 

54 

60 

62 

62  6 

Springs^-lSW    

.  (  Maximum.. 
\  JVIiuiraum.. 

83 

71 

72 

74 

80 

81 

67 

61 

70 

75 

75 

74 

79 

80 

80 

78 

79 

78 

71 

72 

71 

63 

66 

72 

77 

79 

80 

75 

77 

82 

70 

74.6 

59 

49 

42 

43 

47 

51 

60 

53 

55 

61 

60 

54 

52 

60 

56 

68 

55 

58 

58 

51 

46 

50 

46 

40 

44 

47 

,52 

60 

63 

57 

60 

.52.  2 

State  College'  

,  /  Maximum.. 

\  Minimum.. 
,  (  Maximum.. 

\  Minimum., 
,  /  Maximum.. 

86 

76 

78 

82 

84 

86 

68 

69 

77 

81 

81 

79 

86 

83 

84 

82 

84 

83 

78 

74 

74 

71 

72 

80 

84 

84 

85 

81 

85 

88 

77 

80.1 

Stroudsburg-2  E 

64 

55 

50 

54 

64 

63 

61 

.59 

60 

64 

66 

60 

59 

63 

66 

66 

65 

64 

66 

52 

55 

51 

49 

51 

64 

56 

65 

66 

61 

68 

60 

69  5 

9.S 

93 

80 

85 

82 

90 

« 

80 

79 

80 

83 

82 

M 

85 

87 

86 

83 

84 

86 

83 

83 

78 

81 

78 

85 

89 

89 

86 

88 

m 

S2 

?84.5 

Tamarack /-2  S 

65 

85 

58 
70 

53 
75 

50 

86 

52 
80 

63 
83 

62 
74 

60 
62 

62 
72 

65 
76 

67 

60 
77 

57 

63 

65 
77 

67 
74 

67 

63 

64 

.55 

64 

65 

.52 

47 

63 

.52 

78 

60 

66 

fii 

66 

6t 

§60.0 
76,3 

<  Minimum.. 
.  /  Maximum . 

\  Minimum.. 
.  1  Maximum.. 

76 

82 

79 

77 

77 

76 

65 

70 

67 

66 

76 

78 

86 

77 

82 

85 

79 

Tioiiesta/-1.5SE 

64 

51 

47 

48 

64 

56 

60 

53 

54 

66 

60 

56 

66 

58 

61 

63 

62 

61 

61 

.50 

50 

.53 

46 

45 

48 

.55 

58 

60 

54 

56 

62 

,55,  4 

84 

71 

78 

84 

81 

85 

72 

65 

74 

82 

81 

78 

84 

82 

84 

80 

84 

83 

68 

71 

72 

65 

70 

78 

88 

80 

81 

79 

55 

86 

79 

77.5 

Titusville-2  S 

62 

82 

53 
72 

46 
73 

60 
77 

54 
80 

59 

82 

64 
67 

56 
61 

55 
72 

57 
76 

55 
74 

55 
76 

57 
84 

60 

63 

82 

64 

65 

61 

63 

51 

54 

61 

50 

51 
76 

61 

79 

52 

55 

62 
77 

51 

60 

68 

56.  6 
7.5.9 

\  Minimum.. 
/  Maximum,, 
*  Minimum  , 
,  1  Maximum.. 
I  Minimum,, 

78 

82 

82 

81 

69 

69 

68 

63 

70 

77 

80 

81 

84 

80 

Towanda-l  E 

60 

50 

43 

47 

48 

58 

61 

.52 

55 

63 

66 

66 

58 

60 

62 

64 

61 

62 

59 

48 

54 

49 

48 

45 

44 

50 

63 

69 

54 

62 

67 

5.5.1 

90 

77 

79 

82 

85 

88 

75 

67 

79 

81 

83 

8! 

87 

84 

89 

81 

85 

85 

82 

76 

79 

73 

73 

81 

86 

85 

86 

78 

86 

91 

83 

81.8 

Tuukhannock/ 

62 

54 

48 

52 

55 

62 

63 

58 

60 

63 

65 

58 

55 

61 

66 

66 

64 

63 

66 

55 

52 

59 

47 

45 

53 

53 

63 

64 

58 

61 

61 

58.5 

92 

78 

79 

80 

86 

87 

79 

67 

80 

81 

81 

81 

87 

84 

87 

86 

85 

84 

82 

76 

76 

75 

72 

81 

84 

85 

86 

80 

86 

92 

86 

$82. 0 

Uniontown 

64 

55 

48 

50 

55 

61 

64 

65 

56 

64 

65 

57 

66 

69 

63 

64 

64 

63 

66 

65 

51 

59 

46 

47 

52 

64 

56 

64 

68 

60 

64 

?57.9 

.  S  Maximum. 

90 

80 

80 

86 

88 

87 

74 

68 

78 

83 

80 

82 

87 

86 

90 

85 

84 

86 

77 

76 

76 

70 

76 

79 

86 

86 

86 

82 

83 

89 

S3 

82,0 

'  Minimum.. 

67 

67 

61 

62 

62 

61 

64 

58 

69     69 

60 

61 

62 

66 

67 

65 

66 

68 

66 

67 

63 

86 

50 

49 

49 

,53 

62 

65 

60 

66 

69 

59.6 

Continued  on  page  56. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


July  1947 


Daily  Temperatures  for  July  1 947— Continued  from  page  55. 


Stations 


Vandergrift' /  Maximum. 

\  Minimum.. 
Warren /  Maximum.. 

\  Minimum.. 
Waynesburg /  Maximum.. 

\  Minimum.. 
Wellsboro/ /  Maximum.. 

\  Minimum.. 
Wellsville /  Maximum.. 

\  Minimuui.. 
West  Chester /  Maximum.. 

\  Minimum.. 
Willces-Barre  Arpt.  J-3N./  Maximum.. 

\  Minimum.. 
Williamsport  Arpt. '-4  E  /  Maximum.. 

I  Minimum.. 
Wilhamstown /  Maximum.. 

I  Minimum .. 
Yorl5-3  SW /  Maximum.. 

\  Miuimum.. 


1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

90 

78 

78 

85 

86 

88 

82 

67 

68 

73 

83 

82 

87 

86 

89 

82 

85 

85 

72 

72 

73 

68 

74 

80 

83 

82 

85 

8? 

87 

90 

8'^ 

65 

bb 

Ml 

.50 

b4 

59 

64 

60 

62 

58 

60 

52 

62 

67 

69 

66 

66 

66 

62 

59 

54 

53 

.52 

50 

.52 

.54 

65 

67 

.57 

66 

66 

9U 

78 

82 

8b 

87 

88 

79 

66 

75 

86 

83 

82 

88 

83 

89 

82 

83 

86 

74 

78 

73 

65 

72 

82 

86 

86 

84 

79 

89 

92 

83 

63 

faJ 

49 

49 

50 

58 

58 

57 

56 

57 

56 

52 

57 

61 

67 

64 

64 

62 

58 

.52 

51 

,53 

49 

44 

48 

,52 

62 

61 

51 

60 

66 

Hi 

V9 

79 

83 

87 

84 

74 

73 

76 

81 

79 

80 

86 

94 

93 

84 

83 

85 

78 

75 

75 

67 

73 

79 

84 

83 

83 

84 

81 

87 

86 

59 

49 

43 

4b 

47 

55 

62 

57 

53 

54 

51 

55 

53 

60 

61 

59 

60 

61 

66 

51 

51 

45 

41 

43 

.52 

52 

64 

6;3 

55 

56 

62 

87 

74 

77 

82 

82 

86 

69 

70 

74 

84 

82 

79 

84 

86 

86 

82 

85 

83 

79 

73 

75 

73 

68 

80 

85 

85 

8.5 

80 

86 

90 

82 

by 

48 

4b 

47 

50 

53 

59 

56 

56 

56 

58 

55 

53 

58 

60 

65 

63 

59 

64 

55 

.50 

51 

48 

41 

44 

.50 

53 

61 

55 

55 

61 

91 

81 

79 

83 

86 

88 

77 

73 

82 

83 

82 

81 

85 

87 

84 

85 

85 

85 

84 

80 

76 

75 

74 

HO 

83 

83 

85 

84 

85 

90 

86 

6b 

b8 

50 

52 

52 

58 

64 

62 

57 

62 

66 

61 

56 

65 

65 

69 

65 

65 

69 

58 

60 

62 

47 

48 

52 

.56 

62 

66 

61 

62 

67 

9U 

83 

81 

84 

88 

90 

81 

74 

82 

83 

82 

84 

87 

87 

88 

86 

86 

86 

84 

81 

81 

79 

75 

83 

87 

86 

87 

84 

87 

9'/ 

85 

67 

67 

.b5 

60 

60 

66 

67 

61 

62 

69 

67 

61 

61 

67 

69 

68 

69 

67 

68 

59 

59 

63 

.55 

.53 

57 

60 

62 

.59 

64 

66 

70 

90 

75 

7/ 

81 

83 

89 

79 

64 

79 

81 

80 

80 

80 

84 

84 

82 

84 

84 

SO 

77 

74 

75 

72 

811 

83 

86 

85 

80 

84 

89 

79 

66 

59 

M 

b3 

58 

62 

62 

55 

61 

66 

67 

61 

59 

62 

65 

68 

67 

65 

60 

57 

54 

6n 

52 

51 

55 

56 

65 

65 

60 

65 

61 

9(1 

77 

79 

80 

84 

88 

71 

10 

78 

81 

82 

81 

86 

83 

86 

77 

81 

83 

81 

74 

76 

74 

71 

81 

84 

85 

85 

81 

Hn 

90 

80 

63 

54 

bo 

52 

57 

67 

61 

61 

62 

66 

66 

58 

60 

62 

69 

68 

67 

64 

64 

57 

54 

56 

5(1 

.50 

53 

.56 

62 

65 

62 

61 

62 

91 

86 

KO 

8b 

86 

89 

87 

72 

78 

80 

80 

79 

84 

86 

86 

83 

84 

85 

84 

7.9 

76 

75 

75 

79 

HV' 

85 

86 

82 

85 

90 

88 

62 

57 

47 

48 

50 

60 

64 

60 

55 

66 

66 

56 

55 

60 

69 

69 

70 

m 

67 

So 

51 

59 

48 

4.S 

.50 

5;i 

61 

65 

59 

60 

65 

95 

86 

84 

86 

90 

92 

83 

74 

86 

84 

84 

83 

89 

90 

86 

89 

90 

90 

87 

84 

80 

79 

78 

85 

89 

90 

89 

88 

87 

93 

91 

67 

58 

b2 

47 

54 

60 

68 

64 

57 

65 

67 

61 

58 

66 

69 

70 

67 

61) 

70 

57 

57 

62 

48 

50 

53 

57 

63 

68 

61 

64 

67 

Mean 


80.8 
59.4 
81.7 
56.1 
81.5 
54.5 
80.4 
54.5 
82.6 
60.1 
84.3 
63.2 
80.6 
60.3 
80.9 
6fl.O 
$82.  8 
$58.7 
86.6 
60.9 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSXTKE,  WIND, 

HUMIDITY  AND  aUNSHINE. 

Atmospheric  pressure 

Wind'* 

Relative 

(reduced  to  sea  level) 

Humidity 

Stations 

3 

a 

3 

T. 

+j 

J3 

SI? 

a. 

a 
o 

S 

a 

a 

1 

4^ 

03 

•o 

■a 

0) 

o 

1 

g-3 

S 

d 

o. 

« 
S 
V 

w 

O 

I-) 

Q 

<> 

s> 

a 

Q 

t- 

-■ 

t^ 

A 

O 

Erie 

30.  38 
30.41 

25 
25 

29.  65 
•29.  69 

18 
19 

7.3 

6.7 

'24 
32 

SW. 
SW. 

27 
6 

83 
82 

71 
55 

75 

70 

37 
62 

15 

Harrisburg 

1 

Philadelphia 

30.38 

25 

29.  69 

19 

7.4 

19 

SW. 

27 

86 

56 

69 

56 

0 

Philip.sburg 

30.  45 

25 

29.  70 

19 

27" 

SW. 

6 

90 

64 

80 

88 

Pittsburgh 

30.  40 

25 

29.  70 

19 

8.4 

33 

nw. 

1 

83 

59 

66 

49 

16 

Reading 

30.  39 

25 

29.  67 

19 

8.8 

35 

nw. 

2 

77 

56 

0 

Scranton  

30.40 

26 

29. 70 

31 

5.2 

43 

nw. 

I 

82 

59t 

30 

10 

•  For  any  five-minute  period.  •*  Corrected  to  true  velocities, 

t  12:00  noon.  $  Also  other  dates.        •  One- minute  interval. 


RIVBB  CONDITIONS 


Stations 


Port  Jervls,N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Scheuley,(  nr)  Lock  No.  6. 

Sutersville 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Rivers 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

.luniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio 


4.2 
5.8 
5.1 
6.8 
5.9 
2.7 
4.2 
4.5 

12.6 
3.7 

12.0 


8.0 
12.2 
11.2 
12.4 

9.7 

4.1 

7.4 

.5.3 
13.9 

6.0  i 
15.4 


•  Pool  stage. 


t  Alfo  other  dates. 


9t 
9 

8 

8 

10 
17 
17 
12 
25 
15 
19 


2.1 
2.0 
3.0 
4.0 
3.4 
1.4 
3.5 
3.7 

12.0 
28 

10.8 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


MISOEIiliANEOTTS   PHENOMENA 

FORSIXTV  REPRESENTATIVE  STATIONS 
( Dates  and  number  of  stations  reporting) 


1 

7 

i 

1 

31 

7 

2 

•• 

ii 

3 

3 

i 

4 

'2 

23 

5 
6 

6 
2i 

7 

4 

6 
i.5 

8 

'i 

■3 

9 

_ 

14 

10 
'3 

16 

11 

si 

12 

'7 

30 

13 

37 

14 

i 

28 

15 
31 

161 

ii 

383 

718 
0  9 

I'i 
734 

19 
i4 

20 
•2 

21 
'5 

is 

22 

'4 

■2 

1 

ie 
3 

23 

•24 

25 
'3 

26 
'4 

•27 

■3 
■3 

36 

28 
'4 

is 

29 

io 
'2 

i2 

30 

i 

i2 

31 

Auroras 

Fog,  heavy 

Frost,  killing 

Glaze  

Hail 

h 

Rain,  heavy 

Sleet 

Snow, heavy 

Thunderstorms . . 
Winds,  high 

m. 
3 

(W.  B.O.,  PhiIadelphia-10-29-47-1100) 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  station.';  having  10  or  moreyear.*  of  record,  except  that  for  First^Order  Weather  Bureau 
Stations  they  are  based  on  aViopted  normals,  it  Precipitation  normals  or  "standard 
mean"  adju.sted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  rearlings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

',  ^  ^  etc.    Number  of  days  missing,  for  example,  '■  indicates  two  days  missing. 

Italics,  data  interpolated. 

$  Partly  interpolated. 

5$  Incomplete. 

t  And  other  dates. 

r  Daily  amounts  inconsistent. 
Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  le 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
'  Midnight  to  midnight. 

''■  Measured  in  the  morning  for  the  preceding  24  hours. 
'  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 
'  Best  available  used  for  stations  not  equipped  with  recorders 

*  Recording  gage. 

"  At  a  fixed  hour  between  sunset  and  11 :00  p.  m 
'  Noon  to  noon. 

8  Data  recorded  at  Altoona-Blair  County  .4.irport. 

9  Official  Station  designation  is  Allentown-Bethlehem  Airport. 
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QENERAIi  SUMMART. 

KSuinmer  arrived  about  six  weeks  late.  The  cool  weather  of 
the  previous  months  ofTercd  no  preparation  for  August's  heat 
and  humidity.  This  was  the  warmest  August  since  1900  and 
the  second  warmest  in  60  years  of  record.  It  was  the  hottest 
month  since  July  1935;  quite  a  contrast  to  August  of  last  year, 
which  was  the  second  coolest  of  record. 

Normally,  August  is  two  degrees  cooler  than  July.  This  year 
it  was  four  degrees  warmer.  Extreme  temperatures  were  gen- 
erally higher  than  at  any  previous  time  this  year,  and  there 
were  more  days  with  90°  or  above  than  in  the  three  previous 
months  together.  Except  for  a  cool  spell  during  the  first  few 
days,  during  which  the  monthly  minima  were  recorded,  prac- 
tically every  day  showed  a  temperature  excess.  The  warmest 
part  was  in  the  middle  of  the  month.  Nights  as  well  as  days 
were  hot  and  uncomfortable,  as  unusually  high  relative  humid- 
ity accompanied  tlie  high  temperatures.  Sunshine  was  below 
normal,  owing  mostly  to  convective  cloudiness  caused  by  local 
heating. 

Thermally  induced  thunderstorms  occurred  somewhere  in  the 
State  on  all  but  three  days,  and  were  reported  most  generally 
on  the  9th,  26th,  and  80th.  Periods  of  precipitation  were  fairly 
evenly  spaced,  but  amounts  were  spotty.  At  Philadelphia,  the 
Weather  Bureau  City  Office  recorded  almost  double  that  of  the 
Airport  Station  about  seven  miles  away. 

Thunderstorms  were  responsible  for  four  deaths  and  minor 
property  damage.  At  Carlisle  on  the  9th,  the  Carlisle  Hospital 
was  darkened  for  three  hours  after  lightning  had  struck  a  trans- 
former. Doctors  and  nurses  worked  by  candlelight.  On  the 
12th  at  Pennsburg,  two  baseball  players  died  shortly  after  being 
struck  by  lightning  during  a  ball  game.  Five  others  were  felled 
momentarily  by  the  bolt.  At  Oil  City  a  swimmer  was  killed  by 
lightning  on  the  20th.  On  the  26th  a  nine  year  old  boy  was 
killed  by  lightning  at  Bedford,  while  on  the  same  day  another 
nine  year  child  survived  being  struck  on  the  arm  by  lightning, 
[ts  arm  was  temporarily  lamed.  At  Harrisburg  on  the  31st,  a 
man  suffered  first  degree  burns  from  electric  shock  while  using 
the  telephone  during  a  thunderstorm.  Property  damage  during 
;he  various  storms  was  mostly  owing  to  fires  set  by  lightning. 

Although  there  were  no  floods  on  the  main  rivers,  two  steam 
railroads  serving  the  Wyoming  Valley  were  knocked  out  of  com- 
mission by  landslides  and  swollen  waters  as  a  result  of  heavy 
•ains  during  a  thunderstorm  at  Wilkes-Barre  on  the  17th. 
Street  car  service  on  the  Nanticoke  line  was  suspended  for  about 
I  week.  Plymouth  trolley  car  service  was  curtailed  because  of 
■oaring  waters  which  came  from  the  hill  sections  and  covered  Main 
^treet.  Trackless  trolley  lines  at  Sugar  Notch  and  the  substa- 
ion  at  Ashley  were  hit  by  lightning,  but  service  was  not  inter- 
■upted.  A  stone  arch  bridge  over  Black  Creek,  near  Nanticoke 
iity  limits  was  washed  out. 

The  warm  August  counterbalanced  the  cool  June  and  July 


weather,  and  brought  the  three  summer  months  to  near  normal. 
Precipitation  for  the  period  was  above  normal. 


TEMPERATURE. 
The  average  temperature  for  the  State  as  deduced  from  the  reports  of 
81  stations  was  74.0°,  which  is  .'17°  above  the  (iO-year  normal  for  Aufjust. 
The  highest  monthly  mean  was  80.3°  at  Farrell  and  the  lowest  was  67.8° 
at  Wallenpanpack  Dam.  Extremes  ranged  from  a  nia.ximum  of  100°  at 
Farrell  on  the  12th  and  13th,  to  a  minimum  of  37°  at  Mount  Pocono  and 
Wallenpaupack  Dam  on  the  2d. 

PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the  observa- 
tions at  209  stations,  was  .3.85  inches,  which  is  0.30  inch  below  the  60- 
year  normal  for  August.  The  greatest  monthly  amount  was  11.46  inches 
at  Farrell,  while  the  least  was  0.87  inch  at  Holtwood.  The  greatest 
amount  recorded  in  any  24  consecutive  hours  was  3.66  inches  at  Farrell 
on  the  14th. 

COMPARATIVE    DATA  FOB  AUGUST    . 


Year 


Temperature 


Precipitation 


OJ  o 

■<!oQ 


No.  of  days. 


^1 


^1 


1888. 

13»9. 

1890. 

1891. 

1892. 

1893. 

1894. 

1895 

1896. 

1897. 

1898. 

1899. 

1900. 

1901. 

1902. 

190B. 

1904. 

1905. 

1906. 

1907. 

1908. 

1909. 

1910. 

1911., 

1912. 

1913. 
19H., 

1915.. 
1916., 
1917.. 
1918.. 
1919.. 
1920 . . 
1921,. 
1922.. 
1923.. 
1924 . . 
1925.. 
1926.. 
1927.. 
1928.. 
1929.. 
1930.. 
1931 . . 
19:«.. 
1933 . . 
19.34.. 
1935.. 
19:^6.. 
1937.. 
1938.. 
1939. . 
1940.. 
1911.. 
1942.. 
1043.., 
1944.. 
1'14.5.. 

ir46... 

1947.. 


Period  . 


69.8 

67.4 

68.8 

69.6 

71.4 

70  4 

69.4 

72.3 

71.2 

67.9 

72.3 

71.2 

75.0 

72.0 

67.8 

67.2 

68.0 

69.6 

73.2 

68.0 

69.4 

69.4 

69.8 

71.4 

67.1 

70.4 

71.3 

68.0 

71.9 

71.2 

73.6 

68.2 

70.2 

68.4 

69.1 

69.2 

70.1 

69.7 

71.9 

65.5 

73.4 

67.7 

70.3 

71.1 

71.6 

70.8 

68.6 

71.3 

73.2 

73.5 

73.8 

73.3 

68.8 

68.8 

69.5 

70.8 

71  6 

69.3 

66.9 

74.0 

70.3 


100 

100 

98 

99 

99 

99 

98 

101 

101 

97 

99 

101 

103 

99 

100 


95 

96 

97 

102 

100 

98 

102 

93 

102 

100 

99 

103 

101 

108 

94 

95 

97 

100 

96 

102 

97 

103 

92 

99 

98 

108 

104 

103 

104 

98 

98 

102 

101 

100 

98 

98 

101 

96 

101 

103 

99 

94 

100 

108 


33 
37 
34 
35 
42 
30 
32 
32 
35 
34 
37 
38 
38 
42 
34 
36 
34 
36 
39 
32 
30 
■Ai 
35 
36 
36 
38 
34 
34 
32 
38 
32 
35 
37 
35 
31 
30 
31 
26 
32 
34 
35 
31 

29 

40 

34 

38 

30 

31 

37 

40 

36 

41 

30 

31 

27 

33 

30 

34 

30 

37 

26 


7.05 
3.24 
5.76 
5.09 
3.77 
4.50 
1.84 
3.23 
2.22 
3  17 
6.60 
4.01 
3.33 
6  81 
2.62 
5.29 

i.m 

5.71 
5.62 
2.94 
3.22 
2.31 
2.61 
7.63 
5.02 
2.69 
3.85 
6.71 


3.83 
3  14 
3.10 
3.78 
2.28 
5.69 
4.12 
4.60 
2.52 
1.47 
4.01 
2.82 
7.61 
4.94 
3.91 
4.96 
5.43 
2.90 
2.98 
4.57 
4.35 
4.53 
2.72 
2.56 
3.79 
3.87 
3.85 

4.15 


10 
8 

12 
12 
9 
8 
6 
9 
8 
9 
12 
7 
9 
11 
8 
14 
9 

12 

12 

10 
7 
7 
6 

13 

14 
8 

11 

15 
8 

10 

II 

12 

15 
9 

10 
9 
9 
7 

15 

12 

12 
7 
7 

12 
8 

12 

11 

11 

12 

12 


13 
15 
9 
8 
14 
14 
13 
16 
14 
14 
11 
14 
14 
10 
18 
9 
15 
12 
10 
16 
15 
16 
14 
11 
9 
17 
13 
10 
17 
15 
16 
13 
9 
17 
15 
15 
16 
18 
11 
12 
13 
17 
15 
11 
19 
13 
14 
13 
13 
13 
17 
15 
11 
17 
10 
14 
13 
14 
9 
11 


8 
U 
10 
7 
6 
6 
6 
6 
9 


6 
10 
6 
7 
9 
6 
6 
6 
7 
12 
10 

a 

7 
10 

4 


10 
6 
7 
5 
5 
4 
12 
9 
7 
6 
6 
10 
4 
9 
9 
8 
7 
9 
4 
6 
11 
5 

10 

6 

7 

7 

10 

10 


58 
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OUmatolog'ical  Data  for  Aug-ust  1947 


Stations 


Counties 


X3  ^ 


Temperature,  in  degrees  Fahr. 


5  o 
asi 


Attanlie  Draiunge 
AUentown  Arpt.  9-4  NE 

AltoOii£u4.6  W 

Burnt  Cabins-2  NE 

Canton-1  NW 

Carlisle .   ■  •  • 

Chambersburg-lSW... 
Coatesville.      ..    •••■•■ 
Curwent^villeApt-6  JNW 
Eagles  Meie. ........... 

Enst  \Vaterfora-3  li.  .  . 

Eiiiporiuml  K 

Ephrata 

Evei-ett-0.  5  SW 

Freelaud...     

George  School 

Gettysburg 

Gordon 

Hanover.........  ••■•^• 

Harrlsburg  Arpt.-i..')  S. 

Hawley-0.5  E 

Holtwood 

Huntingdon 

Lancaster 

Lawrenteville. 

Lebanon 

Lewistown-  1  " 

Lock  Haven 

Marcus  Hook     

Martin>burg'' 

Montrose-3  E......--  ■■ 

Mt.  Pocono  Arpt -2  iN  . 

Palmertou     ■    -■   

Philadelphia   CO 

Philipsburg-7E.  ....... 

Phoenixville-1.5bE.... 

Port  Clintontl 

Quakertown-O.  5  b 

Reading..  ■• 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-'2  E 

Taniarack-J  S 

ToviJanda-l  E 

Wellsboro 

Westchester 

Wilkes-Barre  Apt.-3N. . 
VVilliarasport  Apt.-4E. . 

Williamstown 

York-3  8W 


Division  mean. 


Ohio  Drainage 


Blairsville-6NE 

Bradlord-4  W ...-. 

Brookville  Apt,-1.5Sw. 

Butler... 

Clarion-HSW 

Claysville 

Corry  

Coudersport 

Derry 

Donegal 

Donora   

Ebensburg -. . 

Farrell 

p'ord  City-4  S 

Franklin 

GreeDSburg-2  S 

lndiana-2.5  SE 

JainfStown-2  NW 

Johnstown 

Kane  1  N 

Meadville-1  S 

Midland 

NewCastle-L.'iN 

Pittsburgh  Apt.-7.5  8E 
Putney ville-2. 5  SE  — 

Ridgway 

Somerset 

Springs-1  SW  

Tionesta-1..5SE  

Titiisvine-2  S 

Uniontown 

Warren      

Wayne.;burg 


Uivi.sion  mean 

l.nkf  Itrainnge. 
Albion 

Erie 


State  mean. 


Lehign 

Blair 

Fulton 

Bradford  

Cumberland . . . 

Fraukliu 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford  

Luzerne 

Bucks 

Adams 

Schuylkill 

York 

Pauphin 

Wayne 

Lancaster 

Huntingdon     . 

Lancaster 

Tioga 

Lebanon  — 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia   . 

Centre   

Chester 

Schuylkill 

Bucks 

Berks 

Lackawanna... 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming 

Dauphin  

York 


Westmoreland  . 

Mc  Keau 

Jefferson 

Butler 

Clarion 

Washington  — 

Erie 

Potter 

Westmoreland . . 
Westmoreland  . 
Washington  — 

Cambria ; 

Mercer 

Armstrong 

Venango 

Westmoreland . . 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Warren 

Greene 


Erie. 
Erie 


384 

1,500 

91)0 

1,450 

473 

600 

431 

215 

2,  020 

125 

1,100 

:-i6S 

1,  020 

1,970 

181 

553 

9011 

600 

851 

980 

20(1 

7U0 

255 

996 

46S) 

5811 

5->7 

12 

1,193 

1,176 

1,911 

155 

26 

1,916 

100 

407 

4S0 

273 

716 

476 

217 

440 

2, 250 

754 

319 

140 

54J 

520 

775 

390 


2,048 

1,  680 

1, 100 

1,077 

1,114 

1,170 

1,410 

1,  653 

1,  1  lO 

1.746 

761 

2,170 

855 

950 

987 

1,  160 

1, 102 

1.050 

1.650 

1,750 

1, 065 

780 

900 

1,286 

1,  270 
1,385 

2,  100 
2, 500 
1.  200 
1.550 
1,040 
1,  19(1 
1,100 


900 
705 


74.3 

72.6 

74.2 

71.0 

75.8 

74.9 

74.2 

70.7 

68.4 

70.9 

74.1 

76.4 

75.3 

71.0 

73.8 

74.6 

72.0 

75.8 

76.4 

71.8 

77.1 

74.  fc? 

74.0 

74.1 

75.1 

76.2 

76  5 

78.2 

73.0 

70-8? 

68.1 

72.4 

76.4 

P9  2 

77.2 

72.9 

72.  0 

76.4 

74.0 

74  0 

74.3 

TO.' 4 
73.6 
72.8 
75.7 
73  4 
7,1.9 
73.8 
76.6 

73.8 


72.8 

71  2 

76.4 
74  0 
74.6 
74.6 
71.9 
75.8 
70.6 
78.5 
71.7 
80.2 
74.0 
75.2 
73.6 
74.2 
75.2 
76.7 
70.0 
75.0 
76.8 
75.8 
76.6 

72  3 
73.2 
71.0 
68.8 
74.8 
72.1 
76.6 
75.4 
74.6 

74.2 


76.4 


710 


+2.2 

+3.5 


+3.0 
+2.5 
+  L4 


+  6.5 
+3.9 
+5.6 
+4.2 
+  1.6 
+2.2 
+3.6 
+2.2 
+  3.8 
+  3.8 
+2.3 
+  4.1 
+  1.6 
+5  7 
+  2.9 

+  5.  l' 
+  1.6 


f  4.0 
+  4.1 
HI. 8 
+  16 

+  3.6 
+  1.7 
+  1  6 
+  3.5 
+  4.2 
+2.6 
+6.4 


+  5  0 

+  6.4 
+3.5 


+  4.6 

+  6  4' 


+3.3 


+5.7 
+6.5 


+4.8 
+■5.0 
+9.1 


+6  8 
+2.8 
+  4.3 


+5  6 

+7.3' 
+4.6 
+5.3 
+5  3 

+6.' 7' 
+4  1 
+3.1 


+4.7 
+7.6 
+2  8 


+6.8 


+8.7 


90 


96 
94 
92 
94 
91 
93 
88 
94 
89 
100 
92 
94 
91 
92 
94 
96 
90 
95 
95 
96 
93 
92 
94 
91 
86 
94 
92 
93 
96 
93 


13 

12t 

14 

12 

14 

15t 

26 

12t 

12t 

14 

25 

13t 

12 

12t 

13-t 

14 

25 

13 

25 

13t 

15t 

12 

15 

12t 

13t 

14 

12t 

8 
14 
13 
13t 
I4t 
15 
12 
27 
14 
13 
13 
14 
14 
12 
14t 
12 
12 
12 

15-t 
12t 
12 
ISi 
12- 

18t 


Precipitation,  in  inches 


13 

12t 

12 

13 

12t 

13 

19 

131 

12 

12t 

12 

12 

13 

12t 

12t 

12 

19 

12t 

18 

12 

13 

13 

12t 

12 

19 

13 

19 

13 

13t 

121 


100      12t 


94 
100 


7 

12t 


£| 
t.° 

si  o 

0,£i 


2.63 
5.23 
4,38 
5.39 
3  45 
5.81 
3  23 
4.11 
4.95 
5.95 

3  49 
1.79 
3.41 
2.  lA 
5.76 
2.08 
2. 13 

1.  .^8 
3.24 
2. 12 
0.87 
8.77 
2.94 

4  81 
3.28 
.■.54 
1.89 

2.  55 
3.17 
2.66 
2.81 
3.37 
7.15 
7.01 
2.98 
1.71 
3  08 
3.61 
1  39 
3.62 
2.97 
2.63 

1  79 
3.00 
3  45 
3.46 
2.95 
4.12 
5.55 

2  66 

3.63 


6  09 
3.90 


4.67 
4.06 
2.90 


-1.77 
+  1.79 


-0 

95 

+1 

93 

-1 

35 

3.58 
11.46 
5.28 
2.71 
4.76 
4  21 
3-40 
3.25 
4.30 
3.  .59 
5.  55 
5.60 
1.42 
4.08 
2.81 
7.73 
5.81 
3.95 
2.30 
3  60 
4.37 
2.98 


+0.51 
+1,82 
-0.24 
-2.85 
-0.41 
-1.38 
+  1.17 
-1.93 
-2. 27 
-3.03 
-0.80 
-2.00 
-3.:i5 
+4.90 
-1.41 
+  1.01 
-L06 


-2.16 
-3.01 

-1.44 
-1.63 
-0.73 
+2.53 

-i.9> 
-3.46 
-1.43 
-0.60 
-2.  30 
-0.  32 
-0.50 
-2.'i3 

-0.34 
-0.08 
-1.27 


+  1..33 
-1.65 


+2.10 
1  0.  .56 


2.06 
3.85 


+  0.82 
+  0.  15 
-0.98 
-l.O.S 
+  1.73 
-0.17 

+  0.38 
-0.46 

+7.78 

-0  95 
+0.57 
+0.17 
-0.32 
-1  14 
+  0,  69 
-0.06 
+  2  01 
+  2.  26 
-1.81 

-0  39 
+  3  21 
+  1.20 

+  0.95 

-6.92' 
+0  64 
-0.95 


SO 


No.  of  days 


■-  o 
.Si 


-1.21 

-0.80 


0.91 
1.  ih 
1.61 
1.56 
2.25 
3.20 
1.17 
1.32 
1.89 
1.96 
0.99 
1.20 
1.45 
0.81 
L71 
0.79 
1.14 
0.48 
2  03 
0.61 
0.47 
2.10 
1  09 
1  62 

1  80 
0  9.) 
065 
1.06 
1.16 
1.09 
1.04 
1.44 

2  06 
2.34 
0.75 

0  82 
1.16 

1  72 
0  46 
1.96 
1.21 
0.73 
0  68 
1.26 
1.39 
0.71 
0.81 
1,20 
2,35 
1.38 

3.20 


1.29 
1.40 

1.62 
1.27 
0.98 
1.33 
1.41 
0.94 
1.61 
1.18 
0.81 
3  66 
1  55 
0.91 
1.41 

1  73 
1.46 
1.36 
1.88 
1.53 
1.24 
2.36 
0.61 
I..34 
0.85 

2  28 
2  32 
1.63 
0  78 
1.74 
1.48 
1.24 

3.66 


1.06 
3.66 


12-13 
9 

20 
25-26 

30 

20 

16 
25-26. 

13 

26-27 

9 

30 
17-18 

27 
16-17 
26-27 
30-31 
16-17 
30-31 
9 

16 
30-31 
30-31 

21 
30-31 
.30-31 

30 
16-17 

26 
8-9 

27 

7-8 

9 

20-21 

16-17 

30 

20 

13 

30 

30 

30 

16 
9 
9 

21 
16-17 
16-17 

30 
9 
4 

20 


17 
15-16 

xo-si' 
21-22 

26 

25-26 

4 

17 

3 

25-26 

8-9t 

14 

30-31 

21-22 

17 

19-20 

29-30 

19-20 

16 

14 

7 

30 

21-22 

26 

21 

19-20 

19-20 

20 

29 

3 

8-9 

3-4 


u 


10 


0     13 
0      14 


£•0 


Observers 


29-30 
14 


0 

8 

0 

9 

0 

u 

0 

7 

0 

9 

0 

11 

0 

12 

0 

10 

0 

15 

0 

8 

0 

14 

0 

8 

0 

12 

0 

11 

0 

10 

0 

10 

0 

9 

0 

10 

0 

10 

0 

10 

0 

11 

0 

9 

0 

10 

0 

13 

0 

13 

0 

11 

0 

11 

0 

14 

0 

10 

0 

10 

0 

11 

0 

"6 

0 

10 

10 


w. 

se. 

SW. 

ne. 

s. 

w. 

se. 

SW. 

se. 

se. 


s. 
SW. 


SW. 

ne. 


nw. 

se. 
n. 
w. 

SW. 

w. 
e. 
ne. 
w. 

SW. 

e. 
n. 


10 


se. 

e. 

nw. 

SW. 

s. 

w. 

w. 

w. 

se. 

SW. 


SW. 

nw. 

e. 
s. 
w. 

SW. 

se. 

s. 

s. 

w. 

s. 

SW. 

w. 

SW. 


U.S.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Conim. 
Mrs.  Mildred  L.  Spencer. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  Bureau. 
Carl  K.  Bigger. 
U.  S.  Weather  Bureau. 
R.  E.  Palmateer. 
Ephvata  Review. 
Penna.  Turnpike  Comm. 
Andrew  B.  Evausha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Miss  Sallie  M.  John.son. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &.  Power  Co 
Paul  R.  Yoder.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
Lebauon  Valley  Gas  Co. 
American  Viscose  Co. 
William  R.  Kelley. 
Sun  Oil  Co. 

U.  S    Weather  Bureau 
Harry  S.  Fancher. 
U.  S.  Weather  Bureau. 
New  Jersey  Zinc  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Phila.-Suburban  Water  Co. 
Karl  E.  Rariok. 
John  E.  Benner. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Dr.  Merle  V.  Hoover 
Penna.  State  College. 
Metropolitan  Edison  Co. 
James  E.  Sw  artz. 
Mrs.M.  Ordelia  Parks. 
M.  S.  Bliss. 
Clyde  T.  Savior. 
U.S.  Weather  Bureau. 
U.S.  Weather  Bureau. 
Gordon  E.  Lower. 
York  Water  Co. 


U.  S.  Weather  Bureau. 
City  Water  IJept. 
Civil  Aeronautics  Authority 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
Geo.  R.  Muldcrick. 
Potter  Enterprise. 
Miss  N.  Dixie  Wineman. 
Penna.  Turnpike  Comm. 
Donora  Zinc  Works. 
John  L.  McGough. 
Sharon  Steel  Corporation 
U  S.  Engineers. 
William  K.  Fuller 
Westmoreland  Water  Co. 
Clymer  Water  Service  Co. 
Pa".  Dept.  Forests  &  Waters. 
John,..town Tribune  Pub.  Co 
Spring  Water  Co. 
CJtv  of  Meadville. 
Pefrv  P.  Campbell. 
New  Castle  Water  Co. 
U.  S.  Weather  Bureau. 
V.  S.  Engineers . 
West  Penn  Power  C;o. 
D.  L.  Grove. 
Allen  E.  Yoder. 
U.  S.  Engineers. 
V.  S.  Wertther  Bureau 
William  W.  Marsteller. 
Merrell  L.  Jordan. 
Mfrs  Light  ct  Heat  Co. 


Albion  High  School 
U.  S.  Weather  Bureau. 


[See  page  64  for  explanation  of  reference  marks.] 
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stations 


Counties 


ATLANTIC 

DRAINAGE 
Delaware  Basin 

I'PPEK  Delaware 

Dinginaus  Ferry-.  0.5E 

Equimmk* 

Uawle}'-.0.51'; 

lloUistvrville- 

Lukovillt-,  IN 

Matamora.--- 

Milnu\iUe'^   

Mouut  l'ocouo',2N. 

I'ecks  Pond' 

PK-asaut  Mouut'.',  1  \V 

Strouci,-burg.2E 

Tnnuers  Falls'. '.  1  SE. 
\Vincl<iap',*.3SW..   . 

Lehigh 

AlleutownApt'.'\9.4NE 

Alleiitown^ 

Bethlohera' 

Blakeslee  Corners',*.. 

Gouldsboro2 

Lansford2 

New  Tripoli 

Palineiton',  * 

Ziousvllle.  1  S\V 

Schuylkill 

Conshohockeu' 

Frederick.'.villeS.lS.  . 

Geigertnwn^ 

Gratersford-' 

Phoenixville-',  1.5  SE. 

Port  Cliutoii2 

Pottstown-.  O.oS 

Pottsville'- 

Reading',* 

Strausstown  ^ 

Virginville- 

Werners  ville 

LoNVKU  Delaware 


Coatesville-  

Doylestown, 

George  School^  

Maple  Gleu' 

Marcu-^  Hook^ 

Philadelphia 
Southwest  Airport,  ' 

City  Office'.* 

Shawmont 

Quakertown,  0.5  E 

Westchester.  

West  Grovel  1.6  SE... 

Siis!()i<ehai))ia  1-inxin 
CHE.VIONG 

Aubtinburg',5,  2  W... 

Covington^ 

Lawreuceville.   ...... 

North  Branch 

Berwick 

Canton2,  1  NW 

Danville^     

Preeland^ 

HopBottora^.  2S 

Millville',* 

Mouroeton^,  2  8 

Montrose-,  3  E 

Orwell?,  3  N 

Park  Place'.  1  NW 

Pikes  Creek.'.* 

Rush^ 

Scranton',* 

Susquehanna- 

Towanda,  IE 

Tunkhannock - 

Wilkes-Barre',  3N.... 

We,st  Branch 

Bellefoute^ 

Carrol  lto\\n  2 

Carter  Camp''' 

Cedar  Run2 

Clearfield2 

Coalport2 

CurwensvilleApt'  6N\V 

Driftwood',* 

Dushore',  * 

I5a.gles  Mere2 

Emporium^,  i  E 

English  Center',  * 

Galeton 


Day  of  month 


Pike 

Wayne 

Wayne 

Wayne 

Wayne 

Pike 

Wayne 

Monroe 

Pike 

Wayne 

Monroe 

Wayne 

N'rthampton 

Lehigh 

Lehigh 

N'rthampton 

Monroe 

Wayne 

Carbon 

Lehigh 

Carbon. . .,.. . 
Lehigh, 


Montgomery 

Berks 

Berks   

Montgomery 

Che,>ter 

Schuylkill... 
Montgomery. 
Schuylkill... 

Berks 

Berks 

Berks 

Berks 


Chester 

Bucks 

Bucks  

Montgomery 
Delaware 


Philadelphia 
Philadelphia 
Philadelphia 
Bucks ........ 

Chester 

Chester 


Tioga . 
Tioga. 
Tioga. 


Columbia 

Bradford 

Montour 

Luzerne 

Susquehanna 
Columbia,. 
Bradford  . . 
Susquehanna 

Bradford 

Schuylkill... 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . . 
Wyoming.. 
Luzerne 


Centre 

Cambria. . . 

Potter 

Lycoming., 
Clearfield  . 
Clearfield  . 
Clearfield.. 
Cameron.. , 
Sullivan. , . 
Sullivan. . . 
Cameron.. . 
Lycoming. . 
Potter 


.20 


.04 


.06 
.15  .49 


.10 


T.     .08 

L42   .02 

02 


.07 


.31 

1.35 

0 


10 
.33 
.10 
.30 
.63 


.41 
.61 
.03 

.79 
.05 
.56 

1 
24 

1  02 


.61 
1.09 
.07 
.41 
l.'i7 


11     12 


T.    .... 
.  70l . . . . 


T. 


.07 


.14 
.11 
.23 
.52 
.03 

.26 
1.27 
.10 

.40 


.65 


.09 


.05 
.02 

.26 

2.06 

.25 

'.'02 


...  1.35  1.56 


.30 


1.10 
.14 


.08 


.01 


1.99 
T 


.56 
.11 
.12 
.83 
.01 
.26 

i.'26 

'.'46 


12 
1.31 
1.17 
.45 

.01 


.31 


T 

.64 

.82 

.22 

.70 

1.17 

.53 
.84 


1.30 


.04 


.56 
1.10 


40 

1.'59 
T 
.19 


18     14 


.01 


.07 


.58 


16     16     17 


1,30 
.55 


1.72 
.99 


.06 


1.24 
.35 


.40 


.09 


.62 


.20 
1.26 
•  23 
.03 
.04 
.42 
2.67 
.22 
.37 

.'73 
.02 
.1611.14 


18     19 


.05 
.04 
.18 
.96 
.05 
.03 
.52 
1.65 

.'6'7 


■2.00 
T. 
.47 
.27 
.75 

M 


•20 


.  f'6  . . . . 

.01 

.0 


.05 


,04 


.04 


.12 
I.'S'i 


.05 


.02 


T. 

.09 

.'36 

.03 

1.76 


1.35 
.89 
T. 
.11 


.02 


.14 
.06 
.42 
1.81 
T. 
.15 
.04 
.06 
.38 

.,sn 

.01 


1.17 

1. 

1.57 
1.05 

.41 

.1 

1.47 
.46 
.71 

1.15 


.64 


.57 
.03 
.13 

.28 


.01 


.05 


.95 


.44 
.30 
.40 
.06 
.02 
.49 

r 

•  05 
.16 

.02 
32 


22 


23 


24 


.01 


.02 


T. 


.01 


.73    .06 


.03 
.  I  .04 
.26    .26 

...    T 


42 

'.U 
.02 

.47 

.'37 

.08 
.18 

.'ig 

.48 
1.50 


1.  14 
.10 
.49 
.02 

•2.03 
.04 
.27 
.97 
.01 

2.  22 


.27 


.'22 


.04 


.17 
.65 
1.16 
.15 


80 
1.44 


.76 
.14 
.22 
1.15 
.05 
.05 
.20 
.01 

.'29 
.27 

.12 


55 

06 
1.62 


2.28 


T. 


1.40 
.35 
.,33 
.15 

T. 


.32 


.27 

.62 
.01 
1  03 
T 


26 


26 


27 


28 


29 


80     81 

I 


.60 
.02 
.02 
.02 

.09 
.05 
1.04 
.05 

'.'56 


T. 


.09 


1  30 
T. 
09 
.1' 

.07 

.01 

.18 

T 

.04 

.01 

.07 


.41 
.05 
.34 
.14 

1.05 


.01  .02 

•r'  ■ 

.16  T. 
.02 


18 
1.50 


.12 


1  18 
.79 
.90 


.16 


66 

1.70 

.25 

.22 

1.02 

1.52 

04 


T. 


.02 


,03 


.22 

'en 

.7'2 

.40 

.42 

1.02 


.06 

1.85 

1.07 

(M 

45 


60    .03 

72 

.11 
.63 

.5 


.10 
.18 
04 
.11 
.04 

'.'is 

.11 

.28 


1.60 
8.62 
'2.12 
3.48 
0.95 
1.61 
5.36 
2.88 
1.95 
3.21 
2  63 
3.36 
3.64 


2.63 
4.14 
2.73 
2.77 
2.16 
2.72 
■2.  10 
3.37 
'2.42 


0.98 
2.88 
3.90 
4.20 
•2.98 
1.71 
2.97 
3.03 
3.61 
2.37 
.3.21 
1.68 


.08 


.40 
.4H 
.02 

1.80 
77 
46 
30 
70 
40 


55    .02 


3.23 
3.32 
5.76 
3.77 
2.55 

3.65 
7.15 
5.73 
.3.08 
3  46 
5.41 


4.66 
5.  J8 
4.81 


3.  75 
5.39 
•2.17 
$2.  77 
2.35 
I..35 
3.73 
2.65 
4.40 
1.38 
6.44 
2.03 
1.39 
3.86 
3.00 
4.47 
2.95 


2.98 
7.46 
•2.64 
H.m 
4.79 
6.03 
4.11 
4.04 
3.58 
4.95 
3.49 
3.^26 
7.^20 


Continued  on  page  60. 
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CLlMATOLO(;iCAL  DATA:    PENNSYLVANIA   SiamON 


August  1947 


Daily  Precipitation  for  August  1947  -Continued  from  page  69. 


Stations 


Counties 


1  'ly  of  month 


WEST  Br.ANCH 

(continued) 

Karttiaus^ 

Loclj  Haven2 

Medix  Run'.  5. ........  • 

Philip-- burg',  ","  E.... 

Renovo- ••   

State  College',  = 

Tamarack-,  2  S 

Trout  Run 

Tyrone  i,\  4  NE 

Wellsboro- ••■•• 

Williamsport  Apt.'-4h 

Willianisport^ 

Williamsports,  4  SE.  . . 

JlNlATA 

Altoona.  i.^  W 

BreL'Zewood'.O.S  E 

Buifalo  Mills-,  .  •,„■•■ 
Burnt  Cabins', -2  NE... 
East\Vaterford^,3E... 

Everett'^.  0.5  S\V 

Huntingdon^     

Lewi;.town2,  1  w 

Mapletou  Depot^ 

Martin-burg',  >>.....„•  • 
McCounellstovva^.iNW 
Netts  Millsl,  6,3.5  NE.. 

New  Bluomfield 

Newport- 

Saxton^,  1  \V 

Shade  Gapi,^  0.5  8W.. 

LWK  SUSCJUEHAMNA 

Arcndtsville^ 

Beavert.own-... 

BloserviUe,  1.5  N 

Carlisle 

Columbia 

Dauphin''^,3N 

Ephrata... 

Glen  Rockl,5 

Gordon ■  •  • 

Grantville.'ibW 

Hanover- :,  ■;„■  va 

ilarrisburg  Apt',  6.3.5  S 

Holtwood- 

Huntsdale-..  ..■.•■■■■  • 
Kirkwoodi,5,  ISW. 

Lancaster 

LebaDon^..-  ••.•■■■■•■ 
Middleto^vnl,^l.oW.... 
Millersburgi,''.2E  .   .. 

Milroy^       ,^.^,..v 

Ne\vbnrgi.3.5NVV.  ... 

New  Park.., .......... • 

Pine  Grove-,  1.5  nj'..  . .. 

Selin  grove 

Shainokin-    

Shippen  burg ... 

Sunbury'     

Wellsville  .  . .  .^. 

v\  illiam  town- 

York,  3SW 

York  Haven*      

I'oiomac.  lindn 
Chambersburg".  1  SW. 

GettV'burg 

Hewitt, -iSW 

Hyndman^ 

McConnellsburg2 . .   . 

Mercersburg2 — 

South  Mt.  Snn't'niS  ,. 
GULF   DRAINAGE 
nhin  lidsiii 
Al.I.E(JHBNV 

.\cmetonia'^ 

Aliens  Millsl.  5 

Blair- viUe'.  6NE 

Bosweir-.fi  NW 

Bradford,  t  W 

Brook viUe',  1.5  SW.  .. 

Bu('k...to-,vnl.  5 

Clarion-,  3  SW 

Corry 

Coudersport 

Coudersport,  7.5  E.  . . . 

Derry 

Donfgall 

Dunlo'.  ».  0.5SW 

Ebensburg^ 

Fo^dCity^4S 

Franklin" 

Glen  Hazel2.  1  NE.  ... 

Home'.  '' 

Indiana 

Johnstown', 0  5  W..., 


Clearfield — 

Clinton 

Elk 

Centre 

Clinton  

Centre 

Clinton 

Lycoming.  .. 

Blair 

Tioga 

Lycoming... . 
Lycoming.  . . 
Lycoming   .. 


Blair 

Bedford 

Bedford 

Fulton 

Juniata 

Bedford  

Huntingdon 

Mifflin 

Huntingdon 

Blair 

Huntingdon. 
Huntingdon 

Perry  

Perry 

Bedford 

Huntingdon . 


Adams 

Snyder.  ... 
Cumberland 
Cumberland 
Lancaster.. . 
Dauphin.. . . 
Lancaster.. . 
York ,  ... 
Schuylkill  .. 
Dauphin  — 

York 

Dauphin.  .. 
Lanca-^ter.. 
Cmnberland 
Lancaster..  . 
I/ancaster,. . 
Lebanon  — 
Dauphin  — 
Dauphin.... 

Mifflin 

Cumberland 

York 

Schuylkill.  . 
Snyder 
N'umborland 
Cumberland. 
N 'umber  land 

York 

Dauphin. 

York 

York 


.08 


.04 


Franklin.. 

Adams,. .. 

Bedford.. 

Bedford  . 

Fulton 

Franklin.. 

Franklin.. 


Allegheny,.. 

JetTerson 

Indiana .... 

Somerset 

JfcKean 

.left'er-ion  — 
Somerset — 

Clarion 

Erie 

Potter 

Potter 

W'moreland 
W'moreland 
Cambria. ..  . 
Cambria.  . . . 
Armstrong.. 
Venango — 

Elk 

Indiana 

Indiana, 

Cambria 


.04 


.13 


1..53 
.20 
.34 
.24 


.m 


T. 


.23 


.02 


.22 


T. 


8       9 


11      12     !■: 


16     17 


IS 


19 


20 


23     24     25     26 


27 


28 


01 

.05 

36 

,14 
1.01 

.'02 
T 
02 
.06 
■1 

.08 
.72 
.01 


1.18 


.21 
1.46 


T. 

2.28 


,68 


1.45 
62 


T. 


.39 


.60 
1.64 
.37 


.53 


.18 


.07 


.21 


.10 


T. 


1.16 


.31 

i:i3 

.15 
.11 
.23 
.38 

'.'i? 
i.''2n 

1.70 
.05 


.01 


2. 
L20 


.38 


T. 


.07 


.32 


.90 

^21 
.43 
.30 
.91 

'.'60 
.45 

■2  35 
.45 
.60 


.43 


.39 


T. 


.59 


.... 


T. 


.52 


.01 


.38 


.28 


.65 


L04 

.03 


T. 


05 


,33 


.09 


.45 


L40 


.03 


.12 


.41 
.13 
.11 

.72 
.!;■! 
.01 
.08 

.80 

.10 

."2 

1.32 

.45 


.95 
.11 
.22 
.02 
T 

1.3X 
1.21 

.'62 
.01 

.68 


.09 


1.03 
.07 


.04 


.05 


.10 


.02 
.61 
.46 
.06 
17  1.40 


.02 


.03 


.02 


.02 

.05 

.m 

1.'78 
!64 


.06 
.21 
05 
2.29 
.H5 
.M 
.28 

.27 
.96 
T. 

.57 
.43 


.14 

1.56 

i!64 
.01 

.m 
.'6i 


..55 

T 

1.90 


.16 


.27 

.02 
.01 
.06 

T.' 

1.05 

■33 


0' 
1.5.5 
2.26 
T 
1.48 

21 


.90 


1.29 

85 
.03 

..3 
.02 

.'20 
..32 
.94 
.46 
2.46 
.10 
.09 
.01 

.'36 
.41 
.26 


.23 


.09 


.05 


.06 
.02 
1.02 

78 
25 
L39 
.02 
.83 
.  13 
.99 


.01 


1.39 
T 
.76 
.64 


.05 


.01 


3.20 


1.2B 
T 


. 33  . . . . 
.07 


1.26 
.13 
.69 
.23 

.'io 


1.05 
.61 

.03 
.24, 
.03 


.05 


1.41 


.02 


.02: 


.17 
.02 
.40 
.10 
.26 
.04 
.03 
.30 
.08 
.92 
.02 
19   T 


04 


.75 


.10 

.'29 

3.54 

95 

55 


1.18 
1.73 

.48 


56 


1. 00 


.40  .. 
.  19  .f 
.  32  . . , 


,24 


.52 


.46 
2.63 
.11 
.03 
.22 
.19 


.V' 
02 

'.'i2 

• 

i.'35 

T. 

'25 


.34 


.06 


.52 


1.27 


.75    .0' 
.66 


.05 


L26 


1.10 


.14 


1.01 

.08 

T 

< 

.6S 
.02 
.02 
.61 
.18 
..53 
1.60 
.10 
.07 

.'io 

.09 


.03 


.05 


.02 


63 

25 

34 

1.06 


.52 


55 


.16 


29 


...11.22 
...  .64 
02!    21 


.08 


99 
.36 
1.21 
16 
.24 
1.62 
.-lO 
1.20 

95 


.18 
.26 
.06 
.17 
.39 

'.'58 
.63 
.43 
.44 
.22 

1.20 
.90 
..53 
.39 


.37 
.84 
.60 

1.33 

1  19 
.58 

1  20 
.10 
.81 

1.07 
.10 

1.85 

'20 

• 

.89 

.95 

2.48 


.02 


.02 


.02 


.07 


.27 
.11 

.'65 
.HO 
.18 
2.1( 
93 
2,47 
03 

Lin 

07 

6h 
90 
15 
54 


1.08  . 


.10 
.8' 
.70 
.92 
.20 
1.12 
.30 

..S:< 

.4 
T. 
.18 
U 
.35 
.78 
.20 
.85 
.25 
?.  30 
1.S5 


.10 
.82 
.58 
..5" 
.80 

1.12 
T. 
.40 

L03 


91 
1.14 

1.20 

15 

1.58 

.OS 

1.09 

i.'io 


.06 


.09 


.70 


.31 

1.09 

.01 

.08 

.35 

.96 

.10 

.14 

.83 

.72 

42 

.24 

1.11 

.87 

.42 

..54 

T 

.16 

.68 

.0: 

.05 

.33 

.05 

1  55 

.68 

.58 

i!34 

.15 

.4C 

T. 

.20 

Continued  on  pagre  61. 
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('LIMA  r()L()(;i('Al,   ItATA:   IM;^•^'S^■  I  A'A  N I A   SK(  TION 


Daily  Precipitation  for  Augruat  1947- Continued  from  pujfc 


Stations 


ALl.KOHKNV 

(continued) 

Ivauu'.  IN 

Kr.'Kur',  l.o  SE 

Lyeippu.-,  1.5  E 

Marieuville',''' 

Meadvillo-.  IS 

Mosgnive- 

Parkers  lauciiug'-.  .. 
Pittsburgh  (;ty Of'.*. 

Port  Allegany'-' 

Punx>utawney2. .. . 
Putneyville-'.2.6SE. 

Riilgwuy- 

Saltsburg-'  ...  

Seward- 

Sheflield'.s.  6  W 

Smetlniort',^  1  SW  . 

Strougsto wn ' ,  ■"' 

Tione^ta-.  1.5SE  .... 

Titu.-.ville.  2  S 

UnionCityl.5 

Vandergrift  ' 

Warren- 

Vouugsville'.  * 


.MoNONOAHELA 

Conilueace^,  i .  5  X  \V, 

Couuellsville"'' 

Douora' 

Greeu^boro'^ 

Greensburg,  2  S 

Irwiu 

Meyersdale- 

Murrysville// '.  * 

Pitt-^burgh  Arpt.  i,*. 

Kioes  Landing- 

Somerset 

Springs'',  1  SW 

I'Qiontown 

Wayuesburg^ 


Beavkk 

Beaver  Falls'-' 

Butler 

Fiirrell- 

Greenville 

Jamestown",  2NW 

Mercer  Arpt. ',2.5  \E. 
New  Cas.tle^  1.5  N.... 

Pennliue.  -,18 

Ohio 

Claysville2 

Coraopolis-,  IE 

Midlands 

Washingtoni,  * 

LAKE   DRAINAGE 

Albion- 

Erie',  5 

Raymond',  ^ 


Counties 


Day  of  mouth 


McKean...  . 
W  'moreland 
Wmorelaud 

Fore-l 

Crawford 

Armstrong.., 
Armstrong... 
Allegheny . . , 

McKean.  

Jefferson 

Arm.strong.. . 

Elk 

Indiana 

W'moreland. 
WarrtMi. . . 
McKean . . 
Iiuliaua  . . 
Forest  .... 
Crawford. 
Erie 


.28 


T. 


.30 


W  moreland. 

Warren 

Warren 


Somerset 

Fayette 

Washington.. 

Greene 

W 'moreland. 
Wmorelaud. 

Somerset 

W'nioreland. 
Allegheny . . . 

Greene 

Somerset 

Somerset.. 
Fayette... 
Greene 


T. 


T. 

.89   .01 
U75 


2.61 


3.  10 


,04 


T. 


,05 


Beaver 

Butler.. 

Mercer 

Mercer 

Jferpor 

Mercer 

Lawrence. .. 
Crawford. .. 

Wa'=hington 
Allegheny  .. 

Beaver 

Washington 


Erie 

Erie 

Potter.... 


.33 


.53 


.03 


L(. 


.01 
L02 
.51 

i.'74 
.17 


9     10 


1.05 

.'oi 

.51 


V^     18     14     15     16     17      18     19     20     21     22     23     24     25  I  26     27     28     29     30     31 


1.07 


.02 


.07 
.04 


1.06 


.30 


.14 
1.24 


1.36 
35 


.'24 


1.12 


.30 
T 

.08 

i.'53 

.,; 

28 
10 


.02 


.03 


T. 


1.96 


.02 


1  88 
.36 
.'22 
.05 
.T2 
.04 
.47 
.17 
.36 
.85 
.44 
.03 
T 

'.'29 
.2- 
.28 
.62 
.53 


.20 


.06 


.71 


T. 


.09 


.19 


.01 


.06 
1.00 
T. 
.44 
.07 
.51 
.40 
.14 
.07 
.30 
.51 
'.05 
.44 
.44 


T 

.04 

T 

.'65 
.09 
.34 
.13 
.18 

.'is 

.36 
.Oil  .01 
,07 


l.ol 
.00 
.'25 
.54 
.11 


.62 
T 

.47 
.W 
.04 
.15 
1.03 
.17 
.38 
.72 
.15 
54 
.■20 


T. 


.07 


.68 


30    .  19 


.31 

.37 

.81 

L35 

.10 


1.79 


.31 


.99    .02 
.06. 


.06 


.55 


17 
35 
1  64 
.50 
1.26 
.79 
1.63 
09 


.04 
.76 
.48 

r 

.30 
1.01 
•T. 


.92 


• 

r 

1.15 

1.55 

02 

2.28 

2.  3'2 

.11 


.29 
.06 
1.'21 
.03 


.  IV 
.13 

,83 

r. 

1.34 

.09 
1.37 

.00 
.04 
.12 
.01 

.07 


71 
2.07 
46 
85 
31 
1.28 

'."h9 

10 

.32 

.27 


.12 


,03 


.01 


.06 


1.41 

51 
2. 12 
.5.' 
.29 
,27 
.02 
.04 


.01    .65 
,47 


51    .40 


[See  page  64  for  explanation  of  reference  marks.] 


.80 
2. 80 


.04 


09  . 


.10 


•.-64 

f 
.33 

.04 
.01 


.02 
.42 
.01 

.'•28 
.85 
1.34 
.12 
.45 
.19 


.04 


.93 


.03 


.10 


.01    T. 
.  42  . . . 


.53 


.81 

.,30 

... 

.72 

.91 

.7a 

.62 

.•26 

6.5 

.81 

.49 

.08 

1 7 

.75 

.02 

21' 

.,55 

29 

.66 

.40 

.17 

.61 

.41 

65 

68 

80 

.07 

52 

.36 

68 

36 

.41 

.14 
.80 
.61 
.4H 

1.46 
22 

2.24 
.57 


1.32 
1.62 
2.49 
8^ 
1.10 

.'i2 

.91 


(31 


4.30 
5.011 
6.76 
2.86 
3.  .59 
3.11 
3,69 
2.37 
3,86 
4.97 
4.08 
2,81 
2.75 
7.23 
2  49 
4.04 
3.81 
3.95 
2.30 
3.54 
0.43 
4.37 
2.37 


4.60 
4.94 
4.15 
6.71 
4.76 
2.88 
8.08 
4.92 
1  42 
3.08 
7.  7.i 
5.  ^l 
3  60 
2.98 


4-81 
4.67 
11.46 
4.19 
3.40 
4.08 
.5.60 
•2.69 


2.90 
•i.  03 
5.55 
3.90 


2.06 
2  96 


Daily  Evaporation( inches)  and  Wind  Movement  (miles) 


.Stations 


Confluence^,  1  SW.  !  Eyaporation. 
/  Wind  movem( 

Ford  City'-,  4  S.  ..   /Evaporation. 
■"  I  Wind  iiiovem( 

HawleyMS.  .   ..    /Evaporation. 

I  Wind  movement 

Jamestown2 ,  .2  NW  /  Evaporation . 

I  Wmd  movement 

NeffsMills^3.5  NE.  \  fj:^POTa.tion  .... 
'  Wind  movement 


.076 
24 


.149 


.213 
51 


.190 
16 


.076 

7 


.167 

25 


.173 
40 


.040 
6 


.'217.270.142.159 
'27     33     19!     19 


196  .  196 

•29l     15 


134.118 
151     11 


132i.  310 
25     22 


.198,  248. 191:.  083 
25      34!     19     27 


10 


'228  .302].  092.  090!.  138 

61      31      3       4       3 


11 


.119 
16 


36 


12 


13     14 


167    155 
12     13 


.076    '265 
51     U 


0971. 178  .  163 
25|     30      35 


128,.  152 
41!     22 


072!.  094 

10,      5 


122 


.162 

19 


.  107 
36! 


176.108 


.018 
3 


23 


19     20 


21 


.132 

15 


134  .  164 
4        6 


22 


23 


.100 
14 


.•265 
15 


.096 
2 


24 


25 


26 


.102 
12 


.110 
10 


.176 
36 


.1-28 


.180 
2 


27     28 


050 


29 


.161 
22 


30 


.165 
21 


120.138 

9      13! 


.195 
21 


.2.50 
51 


Total 


4. 363 
580 


655 


4.061 
1131 


4.552 
726 


.  250   3.  790 
5       175 


Italics  mean  minus  quantity. 


[See  page  64  for  explanation  of  other  references.] 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


August  1947 


Daily  Temperatures  for  Augrust  1947 


Stations 


Albion/ 

Allentown  Arpt. 

Allentown ' 

Altoona-4.5  W... 

Arendtsville/... 
Beavertown/ .  .. 

Ber'.vick 

Bethlehem  ^ 


i  Maximum. 

\  Minimum.. 
i,9-4NE  (  .Maximuu). 

\  Minimum., 
(  Maximum. 

\  Minimum . 
/  .Maximum. 

\  Minimum. 
/  Maximum. 

\  Minimum. 
I  Maximuii'. 

I  Minirnnni . 
(  Maximum. 

V  Minimum. 
(  VlHXimum. 

\  Minimum.. 


Blairsville'-e  NE 

Bradford-4  W 

Burnt  Cabins'-2NE. 

Butler 

CantonZ-lNW  

Carlisle 

Chambersburg«-1  SW. 
Clarion''-3  SW 

Claysvllle 

Coalport/ 

Coatesville/ 

Columbia 

Corry 

Courtevsport 

Curwensvillei-6NW. 
Derry 


1  Maximum. 
I  Minimum.. 
/  Maximum., 
\  .Minimum.. 
(  Maximum., 
\  Minimum.. 
/  Maximum. 
\  Minimum .. 
/  Maximum. 
\  Minimum.. 
(  Maximum. 
\  Minimum.. 
(  Maximum. 
\  Minimum.. 
/  Maxinunn. 
\  M)niioum.. 

/  Maximum. 

V  .Minimum.. 
I  Maximum. 
\  Minimum. 
)  Maximum. 

V  Minimum.. 
I  Maximum. 
\  Minimum., 
f  Maximum. 
\  Minimum.. 
)  .Maximum. 

V  Mininuim . 
I  Maxinuirn. 
\  Minimum . 
/  Mftxinmm. 
\  Minimum . 


Donesall ., I  Maximum .. 

•^^     "  \  Minimum.. 

Donoral I  .Njii-x 

Eagles  Mere/ /  ^j? 


.Maximum, 
inium. 
Maximum, 
nimum.. 
East  \Vaterford6-3  E  . . . .  /  Maximum., 
\  Minimum.. 
Ebensburg/ (  Ma.ximum., 

V  Minimum.. 
Emporium  /-IE I  .Maximum., 

\  Minimum. 

Ephrata '  Maximnm. 

\  Minimum  . 
,  I  Maximum. 

V  Mininuim.. 


Erie'.. 


Everetti-0.5  6W /  Maximum. 

\  Minimum., 
Farrell i  Maximum. 

V  Minimum. 
Ford  City  /-4  S  .   I  Maximum. 

\  Minimum. 
Franklin/ /  Mnximun.. 

\  Minimum . 
Fredericksville-l  8 /  Maximum. 

\  Minimum., 
Freeland /  Maximum. 

\  Minimum ., 
George  School" /  Maximum. 

\  Minimum., 
Gettysburg )  Jla.ximum. 

\  Mniunum. 


Gordon 

Greensburg-2  S 

Hanover/ 

HarrisbnrgArpt.  '-3.5  S 

Hawley-0.5  E 

Hewitt-2  SW 

Holtwoodl 

Huntingdon 


/  Maximum. 
\  Minimum. 
(  .Maximum. 
\  Minimum . 
)  Maximum, 
V  -Minimum. 
/  \(i>ximum, 
\  Miuimum. 
/  Maximum 
\  Minimum. 
i  Maximum 
\  Minimum. 
/  .Maximum 
\  Minimum. 
/  .Maximum 
\  Minimum. 


»2 
59 
83 

4Si  52 


76 
47 
81 
53 
79 
44 
79 
47 
81 
51 

79 
53 
77 
40 
H2 
48 
80 
64 
75 
41 
80 
51 
80 
51 
81 
47 

80 
51 
81 
4) 
82 
.■^0 
84 
53 

44 

7 

45 

75 

4« 

83 

53 

78 
47 
85 
59 
71 
47 
74 
53 
78 
48 
84 
4- 
81 
52 


81 
53 
88 
58 
81 
50 
80 
49 
77 
45 
74 
46 
80 
51 
77 
55 

81 
42 
81 
.52 
80 
5; 
82 
53 
81 
43 
83 
58 
751  81 
611  59 
76  80 
52  52 


65  69 


10   11 


59   63 


62 


85 
62 
85 
63 
84 
66 
82 
fi6 
81 
66 
83 
66 
86 
65 

86 
66 
86 
5' 
85 
69 
90 
64 
78 
62 
82 
6S 
84 
69 
90 
60 

90 
65 
8',) 
61 
87 
61 
87 
67 
9'> 
64 
86 
61 
83 
64 
92 
72 

86 
62 
92 
71 
72 
60 
74 
6:^ 
84 
6= 
89 
62 
86 
65 
87 
71 

86 
68 
95 
71 
90 
63 
90 
63 
73 
58 
81 
60 
85 
58 
79 
6S 

82 
66 
90 
61 
81 
68 
85 
69 
8fi 
59 
95 
70 
86 
69 
85 
66 


13  14 


92  95 


93 

72 
84 
64 
8fi 
6' 
89 
66 
92 
65 
92 
68 
88 
78 

95 

72 
100 
75 
92 
62 
94 
64 
86 
61 
88 
65 
89 

6;' 

8' 
67 

9 

61 

90 

63 

90 

6S 

93 

69 

91 

61 

95 

65 

90 

72 

95 

6- 


15 


16  17 


18  19  20  21  22  23  24 


86  86 
62  62 


89 
70  72 


89 

67 

91 

66 

95 

70 

95 

74 

93 

67 

96i  94 

69  65 


81 

66 

88 

61 

93 

67 

97 

68 

8 

6 

90 

61 

82 

64 

84 

68 

83 
62 
85 
72 
82 
64 
85 
68 
83 
63 
88 
63 
95 
MS 
83 
72 

92 
67 
80 
72 
85 
64 
85 
67 
89 
64 
86 
6S 
93 
69 
90 
67 

91 
63 
84 
64 
94 
69 
95 
69 
93 
63 
92 
66 
93 
73 
92 
64 


68  68 


92   72 

68  67 

90 

70 

88 

65 

96 

70 

89 

64 

90 

70 

92 

68 


79 
67 
76 
68 
78 
66 
87 
69 
70 
66 

81 
65 
85 
66 
77 
68 
95 
63 
71 
65 
86 
69 
76 
68 
88 
64 


86 

92 

66 

62 

84 

90 

67 

62 

75 

82 

68 

67 

59 

86 
63 
89 
6t 
92 
68 
hh 
60 
85 
70 
91 
2|  70 
75  86 
67 


25  26  27 


92 

64 

92 

65 

85 

63 

91 

63 

90 

73 

9 

6t 

94 

68 

83 
65 
87 
63 
93 
60 
9(1 
65 
89 
64 
92 
64 
90 
64 
92 
64 

88 
65 
91 
60 
91 
61 
95 
66 
911 
64 
90 
63 
86 
62 
88 
65 

86 

59 

91 

72 

82 

63 

85 

67 

85 

6:3 

92 

64 

93 

6 

88 

71 

91 

62 
88 
74 
90 
65 
92 
68 
89 
60 
88 
66 
91 
62 
88 

91 

60 
88 
63 
9 

68; 

94; 

66, 
91: 
60 
88 
65! 
91 
70 
91 
6i 


94  93 
65  67 
93 
69 
87  84 
67  66 
94  92 
65  65 
91  87 
63 
93 
66 
95 
72 


28  29  30  31 


61 

B^ 
69 

7r. 

65 
83 
6S 
81 
63 
8S 
62 
94 
70 
75 
66 

90 
64 
SO 
72 
85 
64 
79 
66 
89 
65 
81 
65 
91 
69 
90 
68  64 


731  68; 
71 
67     6S, 


f,s\ 

55 

,i8i 

881 

89 

86 

60l 

67 

60 

80 

84 

84 

66, 

68 

68 

«6 

86 

86 

1 

65 

64 

79  83 

61  56 

84!  85 

58'  56' 

80 1  86 

63!  62 

80i  83 

65'  64 


80 
68 
86 
61 
83 
63 
76 
60 
78 
64 
80 
64 
83 
62  65 


64 

86 

82 
60 
87 
64 
85 
60 
85 
64 
86 
66 

76 
60 
79 
60 
80 
61 
85 
60 
78 
60 
84 
64 
8' 
63 
82 
57 

79 

64 

85 

5 

86 

65 

90 

67 

79 

63 

80 

59 

7S 

58 

80 

62 

76 

6' 

84 

67 

75 

.59 

78 

61 

7 

59 

83 

52 

86 

62 

73 

62 

83' 
6lS 

80j 
621 

821 
59 
80| 
6'i 
81 
62l 

'^?! 

5/ 
86! 
64; 
84; 

67: 

821 
58 
8t 
60 
87  i 
671 
85 
65 
85 
60 
85! 
62 
841 
71 
84 
61 


84.9 
63.7 
84.5 
63.7 
82.0 
63.  2 
85.4 
6;S,H 
J83.  9 
62.5 
85  5 
64.6 
84.7 
65.2 

82  0 
63  6 

83  1 
59.2 

}86  7 
$61.8 
89  2 
63.5 
80.7 
61.3 
86.1 
6i.  4 
85.7 
64.1 
Hti.9 
61.) 

85.8 
63.4 
85.8 
60  3 
85.0 
63  5 
88.9 
65.9 
86.3 
62.8 

84  3 
59.5 
80.2 
61.2 
86.5 
65.1 

82.2 
69.0 
88.5 
68.5 
75.8 
61.0 
78.1 
63.7 
81.4 
62.0 
87.0 
61.2 
86.9 
65.8 
83.4 
69.3 


Continued  on  page  63. 
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Dally  Temperatures  for  Augrust  1947     Doiitlnueil  from  page  62. 


Stations 


Uidisiia-2.5SE 

Irwin  

.1  amestow  n  /  -2  N  \V . 

Johnstown  / 

Kaue'l  N 

I,»iion>-ter 

Lavvrenct'Ville   

I,ebBiu)n    

Lewistown/--JSW.  . 

Lock  Haven*' 

Marcus  Hook/ 

Martinsburg"/.  ... 

Moadville /-I  8 

Mercer'-2  5NE.    . 
Mi(1dletowni-1.5\V. 


Midland's 

Montrose/-3  E 

Mt.  Pocono'-2N 

.\'ew  Bloomtield 

New  Castle6-1.5  N 

Pfllmerton' 

Park  Place'-INW 

Phila    Arpt.'-VSW 

PhiUi.-li-lphiaC.O.i.  ..   . 

Phila.  Shawmout 

rhi!ipsburg'-7  E 

Phoeuixville-l.SSE 

Pittsburgli  Arpt.l-7.5SE 
Pittsburgh  City  Office' . . 

Port  Clinton/ 

Putney viIlt'/-2..5  SE 

Quakertown-0.5  E 

Reading! 

Ridgway  / 

Scranton' 

Selinsgrove 

Shippensburg 

Somerset 

SpringsH-l  S\V    

State  College'  

Strondshurg-2  E 

Tamarack /-2  S 

Tionepta/-1.5SE 

Titusville-2S.  ... 
Towanda-l  E.  . .. 
Tunkhannock/ .  . 
Uuiontown 


\la.vinumi. 

.Minimum . 

.MiL^iiuium. 

.MiMimuin ., 

Ma.ximuiii.. 

.Miuinunii. 

Maximum. 

Minimum .. 

.Miiximuni. 

Miiiimuiii.. 

Maxiniuni. 

MiiiiimiMi.. 

Maximum. 

.Minimum.. 

.Maximum.. 

Minimum.. 

Maximum., 

.Miiiimmii .. 
.M.ixninuii.. 
.VlJTiiumm.. 
.^ia.\imum.. 
.NUmniuju .. 
Maximum.. 
Minimum.. 
-Maximum.. 
Minimum.. 
Maxinnmi.. 
-\Hnimiim .. 
M-.i\imum. 
.Vliiiimum  . 

Maximum.. I 
.Minimum.. 
Maximum.. I 
^lininnnii.. 
.Maximum.. 
Minimum.. 
Maximum  . 
Minimum. . 
Maxinuim.. 
Minimu!!).. 
Maximum.. 
Minimum.. 
Maximum.. 
Minimum.. 


-Maximum., 
Minimum.. 
Maxinuim.. 
.Miuim\im.. 
Maximum., 
Minimum.. 
Maximum., 
Minimun}. 
Maximum., 
Minimum.. 
.Maximum.. 
Minimum.. 
.\iaximuni.. 
.Minimum.. 
Maximum.. 
N'ininiiim.. 
Maximum.. 
Minimum.. 

Maximum.. 

Viinimum.. 
.Maximum.. 
Minimum.. 
M;iximum.. 
Miuimuin.. 
Maximum.. 
.Minimum.. 
Maximum.. 
Minimum .. 
Maximum.. 
Minimum.. 
Maximum.. 
^^inimum.. 
Maximum.. 
Minimum.. 

Maximum.. 

Minimum.. 

Maximum.. 

Minimum.. 

Maximum.. 

Minimum.. 

Maximum . 

Minimum., 
/  Maximum  . 
\  Minimum.. 
/  Jia-ximum 
\  Minimum 

Maximum.. 

Minimum.. 
S  Maximum. 
'  .Minimum.. 


83 
49 
82 
5o 
84 

86 
63 
78 
38 
82 
49 
80 
42 
81 
50 

82 
52 
83 
531  48 
85  85 
a4..  59, 
78 


•( 


79      79 
50     62 


62 


62 


57  60!    54 

80.  82      8) 

631  61 1 

93  92l 

64;  67| 

84j  83 

60.  61 


9     10     11 


61 

87 

47  59 
83  86 
55      57 


88  89 

60!  61 

87i  89 

59|  61 

89:  91 

67  66 


89  90 

601  60 

89j  90 

57i  64 

88!  85 


12  18  14 


16 


62 
88 
64 
86 
62 
85 
61 
91 
60|  69 


841  93 
69!  65 


62  64 

78  88 

59!  61 

89  91 


94  93 
73 


66!  6S 

85!  87 

67!  69 

91i  90 


63  62 

94 1  92 
67| 

92:  90 

681  69 

93  90 

70l  69 


17 


20     21      22     28 


67 


86 
65 
86 
(ii; 
90 
67 
86 
68 
82 
6-1 
75 
f.9 
8-' 
6' 
76 
67 

78 

68 

85 

70 

76 

69 

77 

68 

91 

67 

8 

6 

78 

71 

89 
70 
68 
63 
66 
61 
76 
66 
92 
67 
71 
67 
71 
61 


24     26 


83 
6fi 

85 
68 

81 

89 

70 

67 

H? 

86 

71 

70 

76 

82 

63 

62 

79 

H-A 

58 

57 

75 

87 

68 

6? 

8,=. 

87 

67 

69 

82 

86 

66 

61 

'?i 

83 

63 

65 

85 

88 

08 

65 

86 

88 

69 

71 

87 

90 

67 

i;3 

70 

79 

66 

61 

81 

s-s 

61 

61 

8.1 

87 

69 

69 

84 

87 

72 

72 

85 

89 

68 

62 

86 

86 

64 

65 

83 

88 

63 

58 

85 

89 

69 

66 

84 

87 

65 

66 

82 

87 

67 

64 

81 

88 

68 

68 

77 

89 

68 

66 

81 

83 

62 

66 

79 

80 

65 

65 

73 

85 

68 

67 

65 

58 

70 

79 

64 

63 

87 

89 

66 

67 

82 

82 

65 

66 

78 

88 

67 

65 

77 

88 

66 

64 

80 

88 

71 

71 

26     27 


91      90 
63      67 


28 


29     80     81 


Mean 


«6.  7 
61.8 
8;  0 
6.3.9 
87.5 
02.8 
88.2 
65.2 
»3.2 
5C..  7 
84.6 
63.5 
85.5 
62  7 
8.5.8 
64.4 

87.4 
65.0 
86.7 
66.3 
87.7 
68.6 
82.9 
03.1 
87.4 
62.5 
84  5 
6'.  4 
8.5.6 
67.6 

S6.  7 
66.8 
$^■0.  9 
■560.  8 
77.3 
5«  9 
h4.3 
63.1 
S7.9 
f.3.  8 
81.3 
6,1.  4 
78  8 
61.5 


84.8 
66.8 
84.1 
68,7 
86. 4 
66.6 
79.4 
.^9.0 
89.6 
64.8 
^6.5 
66.7 
87.7 
fi9.  7 
84.3 
61.5 
85.5 
59.1 

83.6 
60.4 
85.5 
57.3 
87.4 
59  1 
83.4 
64.6 
84.5 
63.4 
,H7.  4 
64.4 
83.4 
58.6 
79.8 
57.8 

83.8 
64.8 

61.9 
79  5 
61.2 
86.9 
62.6 
83.1 
61.1 
84.5 
r.2  6 
83.5 
62.1 
86.7 
66.4 


Continued  on  page  64. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


August  1947 


Daily  Temperatnires  for  August  1 947— Continued  from  page  63. 


Stations 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

30 

31 

Mean 

Warren 

/Maximum.. 

7.S 

83 

90 

91 

90 

92 

91 

91 

83 

85 

92 

95 

96 

94 

90 

82 

87 

88 

96 

94 

89 

88 

87 

93 

95 

72 

85 

87 

76 

86 

82 

87.9 

»  Minimum.. 

47 

45 

55 

58 

62 

60 

57 

■59 

64 

60 

63 

68 

69 

68 

65 

71 

69 

71 

67 

66 

67 

68 

70 

66 

66 

64 

58 

64 

61 

62 

61 

62.9 

Waynesburg 

/Maximum.. 

79 

82 

86 

88 

90 

89 

86 

84 

86 

89 

91 

93 

92 

91 

84 

81 

87 

91 

91 

93 

82 

84 

90 

89 

91 

87 

82 

86 

88 

89 

82 

87.3 

\  Minimum.. 

S4 

51 

55 

60 

48 

56 

56 

62 

64 

60 

62 

63 

66 

70 

62 

63 

67 

67 

66 

66 

64 

66 

64 

65 

70 

65 

66 

60 

57 

62 

61 

62.0 

Wellsboro/ 

/  Maximum.. 
\  Minimum.. 

72 

HO 

85 

87 

88 

90 

90 

91 

90 

82 

81 

95 

93 

93 

89 

82 

83 

80 

91 

88 

75 

81 

86 

94 

92 

78 

71 

84 

81 

83 

81 

85.1 

49 

40 

43 

60 

60 

60 

60 

57 

59 

.58 

62 

62 

67 

65 

61 

63 

67 

66 

66 

65 

65 

66 

64 

63 

63 

65 

68 

62 

56 

58 

62 

60.5 

Wellsville 

/  Maximum.. 
\  Minimum.. 

76 

79 

79 

78 

84 

86 

87 

85 

87 

83 

81 

89 

92 

92 

92 

90 

80 

76 

88 

90 

87 

80 

88 

90 

93 

9-2 

73 

80 

85 

84 

86 

84.9 

65 

48 

60 

66 

59 

56 

65 

65 

63 

61 

68 

64 

70 

68 

6:j 

76 

66 

66 

70 

67 

68 

68 

64 

62 

66 

65 

65 

62 

68 

62 

64 

63.5 

West  Chester 

/  Maximum.. 
\  Minimum.. 

78 

81 
,55 

83 
59 

84 
64 

86 

60 

88 
61 

79 
64 

86 

68 

87 
65 

83 
65 

86 
63 

89 
64 

93 
69 

93 
71 

94 
69 

92 
70 

78 
69 

84 
65 

87 
70 

89 
71 

82 
65 

85 
66 

90 
64 

91 
63 

92 
66 

94 
71 

82 
66 

82 
64 

87 
63 

83 
64 

«7 
60 

86.3 

65.1 

Willtes-Barre  Arpt.  1-3N 

.  /  Maximum.. 
\  Minimum.. 

71 

78 

81 

82 

86 

87 

84 

87 

85 

79 

84 

93 

90 

91 

90 

81 

75 

74 

88 

84 

73 

80 

87 

93 

93 

84 

73 

80 

8" 

ri 

ai 

82.9 

h^ 

46 

61 

61 

60 

62 

58 

68 

64 

63 

61 

68 

72 

71 

68 

70 

67 

6b 

69 

69 

66 

67 

62 

65 

68 

67 

62 

61 

63 

63 

6b 

61.0 

Williamsport  Arpt. '-4  F 

/  Maximum.. 
1  Minimum.. 

73 

78 

79 

80 

85 

88 

89 

91 

86 

81 

81 

94 

82 

93 

90 

85 

75 

77 

90 

89 

75 

74 

86 

90 

90 

83 

72 

83 

81 

7- 

83 

83  2 

.■iS 

45 

59 

66 

62 

62 

61 

60 

63 

61 

68 

66 

70 

68 

67 

69 

70 

68 

70 

69 

70 

69 

66 

67 

69 

6- 

67 

M 

61 

65 

61 

64.6 

/Maximum.. 
\  Minimum.. 

75 
55 

80 
45 

79 

57 

78 
66 

85 
69 

87 
57 

88 
51 

86 

87 
65 

83 
60 

83 
67 

91 
69 

92 
65 

90 
62 

90 
64 

89 
67 

82 
71 

75 
66 

88 
68 

90 
65 

«4 

es 

84 
67 

86 
62 

91 
60 

92 
64 

91 

65 

79 
64 

79 
65 

8S 
5K 

81 
60 

8b 
60 

85.0 

62.5 

York-3  SW   

(  Maximum.. 
\  Minimum.. 

78 

82 

82 

81 

83 

91 

92 

87 

90 

88 

86 

97 

97 

97 

96 

95 

84 

78 

93 

96 

86 

82 

92 

94 

95 

96 

77 

82 

89 

87 

88 

88.4 

59 

48 

63 

66 

60 

58 

56 

70 

66 

63 

68 

66 

71 

69 

66 

68 

70 

69 

71 

69 

69 

69 

62 

63 

66 

67 

67 

m 

59 

64 

66 

64.9 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSURE,  WIND,  HUMIDITY  AND  SUNSHINE. 


Stations 


Erie 

Harrisburg . . 
Philadelphia 
Philipsburg.. 
Pittsburgh... 
Reading..  .. 
Scranton  . . . . 


Atmospheric  pressure 

Wind*' 

Relative 

(reduced  to  sea  level) 

Humidity 

iv 

13 
O 

S 

s 

a 

Si 

■a 

3 

30.21 

1 

a 

12 

s 

s 

5 

s 

S  o 

5 

1 

0, 

29.89 

26 

6.1 

17 

SW. 

30 

87 

68 

79 

30.32 

11 

29.81 

26 

5.5 

26 

n. 

9 

88 

60 

70 

30.34 

11 

29.81 

26 

6.6 

22 

e. 

8 

90 

62 

77 

30.31 

11 

29.  92 

26 

30* 

SW. 

9 

95 

69 

89 

30.25 

12 

29.91 

26 

6.7 

26 

nw. 

26 

88 

60 

68 

30.32 

11 

29.  81 

26 

6.8 

.30 

e. 

20 

82 

30.34 

11 

29.89 

26 

4.6 

21 

nw. 

19 

84 

61t 

•  For  any  five-minute  period.  '*  Corrected  to  true  velocities. 

t  12:00  noon.  $  Also  other  dates.        •  On»-minute  interval. 


RIVER  CONDITIONS 


Stations 


Port  Jervis.  N.  Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley.Tnr)  Lock  No.  5. 

Sutersvllle 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Rivers 


$ 

1 

S 

GO 

% 

g 

J3 

bt 

S 

a 

Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna. 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio 


3.2 
3.0 
3.6 
4.2 
3.9 


5.3 
7.0 
4.2 
5  1 
7.6 


1.6 

2.6 

22 

3.9 

8.0 

31 

3.9 

4.4 

25 

12.2 

13.0 

23 

4.5 

10.4 

1 

12.0 

12.8 

4 

• 

« 

• 

• 

2.0 
1.8 
3.2 
3.6 
2.9 
1.0 
3.4 
3.6 

11.8 
3.2 

11.3 


•  Fool  stage. 


t  Also  other  dates. 


31 
261 
26 
29 
16 
16 
8 
18 

lot 

16 
17t 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
80 
25 
30 


MISCELLANEOUS   PHENOMENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
(Dates  and  number  of  stations  reporting) 


1 

■i 
"i 

2 
5 

3 

3 

i 

2 
13 

4 

'i 

6 

5 

i 
i 

'i 

6 
13 

i 

7 

7 

'i 

3 

8 
'7 

i 

23 

9 

2i 
'2 

36 
4 

10 

io 
'2 

11 

6 

12 
'7 

"i 

6 

13 

'6 

i 
4 

16 

•• 

14 
'9 

i 

19 

15 
6 

15 

16 
6 

i 

24 

17 
'9 

is 

18 
6 

'2 

19 

'7 

i 

22 

20 

'7 

2 
1 

25 
4 

21 

.. 
9 

.. 

ig 

22 
ii 

•• 

6 

23 
13 

i 

24 
i2 

'6 

26 
i2 

i 

2 

26 
■7 

33 

27 
'5 

•• 
'2 

28 
'9 

"i 

29 
■9 

'8 

30 
'7 

i 

3 

37 
3 

31 

Auroras 

Fog,  heavy 

Frost,  killing.... 

Glaze  

Hail 

Rain,  heavy 

Sleet 

Snow,  heavy 

Thunderstorms.. 
Winds,  high 

is 

(W.  B  0..  Philadelphia- 11-28-47- 1100) 


FOOTNOTES 

Figures  and  letters  following  stations  Indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  years  of  record ,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals.  It  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  .  Trace  (0.005  Inch  or  less). 

*,  '',  ",  etc.    Number  of  days  missing,  for  example,  '  indicates  two  days  missing. 

Italics,  data  interpolated. 

$  Partly  interpolated. 

5$  Incomplete. 

t  And  other  dates. 

r  Daily  amounts  inconsistent 
Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning;  the  maiunum  temperature  then  read  Is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
'  Midnight  to  midnight. 

'  Measured  in  the  morning  for  the  preceding  24  hours. 
'  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 

*  Best  available  used  for  stations  not  equipped  with  recorders. 

*  Recording  gage. 

'  At  a  fixed  hour  between  sunset  and  11 :00  p.  m 
'  Noon  to  noon. 

*  Data  recorded  at  Altoona-Blair  County  Airport. 

9  Ollicial  Station  designation  is  AUentown- Bethlehem  Airport. 
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Q£N£BAL  SUMMARY. 

The  hot  summer  weather  that  was  August's  chief  character- 
istic continued  up  to  the  loth  of  this  month.  From  then  on 
there  was  a  decided  change  to  colder,  and  the  remainder  of  the 
month  was  as  cold  proportionatelj^  as  the  first  part  was  hot. 
As  a  result  of  the  balance  between  these  two  extremes,  the  mean 
temperature  was  exactlj"  normal,  pointing  up  the  fact  that  a 
"normal"  month  may  not  have  normal  temperature  distribu- 
tion, and  may  be,  as  this  was,  a  combination  of  some  uncom- 
fortably warm  as  well  as  uncomfortably  cold  weather.  That 
there  must  have  been  something  more  than  normal  fuel  con- 
sumption, however,  may  be  deduced  from  the  number  of  degree 
days  (based  on  a  mean  temperature  of  65°),  at  some  localities 
ranging  to  three  times  the  normal. 

Rainfall  was  below  normal  but  occurred  with  sufficient  fre- 
quency to  prevent  excessive  dryness.  The  first  week  was  rather 
rainy  owing  mostly  to  shower  and  thunderstorm  activity  caused 
by  a  frontal  passage.  x\gain  on  the  15th  there  were  general 
thunderstorms  and  heavy  rains  induced  by  an  extensive  front 
behind  which  ranged  the  cold  weather  that  continued  until  the 
very  last.  The  rains  that  followed  in  the  next  week  were  cold 
frontal  and  were  accompanied  by  much  windiness  on  the  Slst 
and  22d. 

A  tornado  that  wrought  the  most  damage  near  Burgettstown 
began  about  2:00  a.  m.  at  Eldersville  with  heavy  thunder  and 
lightning,  but  with  little  rain.  The  total  path  was  10  miles 
long  and  about  a  hundred  yards  wide.  Two  people  were  killed 
and  about  20  houses  and  barns  were  damaged,  the  total  prop- 
erty loss  being  about  $100,000,  In  its  path  from  Eldersville  to 
Racoon,  17  houses  were  wrecked,  at  least  five  being  completely 
destroyed.  The  roof  of  one  house  was  found  about  a  mile  away 
and  boards  were  found  four  miles  away.  The  damage  was 
worst  at  South  Burgettstown.  The  most  spectacular  damage  at 
that  place  was  that  of  a  machine  shop  constructed  of  brick, 
which  suffered  $15,000  damage.  A  lumber  yard  also  suffered 
considerable  damage.  Public  utilities  were  disrupted  and  among 
other  damage,  corn  fields  and  orchards  were  laid  waste. 

The  killing  frost  on  the  23d  ended  what  was  probably  the 
shortest  growing  season  of  record:  138  days.  Nearly  all  late 
corn  was  killed  by  frost,  while  the  buckwheat  crop  was  dam- 
aged in  the  northern  parts  of  the  State.  The  lowest  tempera- 
ture recorded,  17°  at  Hawley  on  the  23d,  was  the  lowest  of 
record  for  September.  In  contrast  to  the  shortness  of  the  grow- 
ing season  this  year  was  tliat  of  last  year,  which  was  the  long- 
est of  record. 

TEMPEKATTJRE. 

The  average  temperature  for  the  State  as  deduced  from  the 
reports  of  84  stations  was  64.2°,  which  is  the  60-year  normal  for 
September.  The  highest  monthly  mean  was  71.6°  at  Marcus 
Hook  and  the  lowest  was  58.0°  at  Hawley,  1  S.  Extremes 
ranged  from  a  maximum  of  95°  at  Phoenixville  on  the  20th  to 


a  minimum  of 
the  28th. 


17°  at  Hawley,  1  S 


i"(ffh.^p 


npaupack    Dam)   on 


PRECIPITATION. 


'Ua 


% 


The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  216  stations,  was  2.35  inches,  which  is  1.08 
inches  below  the  GO-year  normal  for  September.  The  greatest 
monthly  amount  was  5.21  inches  at  Graterford,  while  the  least 
was 0.24  inch  at  Huntingdon.  The  greatest  amount  recorded  in 
any  24  consecutive  hours  was  2.53  inches  at  Coudersport,  7.5 
E.  on  the  2d.  A  trace  of  snow  fell  on  the  22d  and  30th  at 
scattered  stations. 


OBITUARY 

Mr.  lirvsou  Greenawalt,  who  served  as  Cooperative  0 
October  1,  1944,  died  on  July  10.  1947. 

jserver  at  Mc(  'ounellstowr 
lEPTEMBER 

1  since 

COMPARATIVE    DATA  FOB  S 

Year 

Temperature 

Precipitation 

No.  of  days. 

s 

05 
tai 

S 

P 
o 

S'5 
go 

CO 
.Sg 

11 

3 
C 

C 

1888 

59.6            84 
61.9            92 
62.2  j           91 
66  6  1           91 

29 
30 
25 
32 
29 
26 
24 
24 
26 

i 

29 
28 
27 
21 
27 
30 
29 
26 
26 
32 
26 
25 
24 
21 
25 
23 
25 
28 
28 
24 
31 
22 
22 
26 
24 
26 
27 
25 
24 
27 
29 
23 
62 
31 
24 
28 
25 
26 
27 
21 
24 
19 
18 
23 
29 
26 
17 

17 

4.84 
5.05 
4.57 
2.39 
2.81 
2.67 
6.30 
1.71 
4.82 
2.18 
1.70 
4.70 
1.77 
3.39 
4.66 
2.09 
3.37 
3.41 
2.46 
6.37 
1.60 
2.27 
4.49 
5.29 
5.57 
3.28 
0.99 
2  56 
3.77 
2.31 
3.97 
2.07 
3.99 
4.68 
1.48 
3.55 
6.44 
2.80 
5  81 
2.08 
2.33 
3.71 
2.45 
3.15 
1.45 
4.66 
6.58 
3.51 
2.17 
1.90 
4.74 
2.95 
3.41 
1.33 
4.38 
0.72 
3.85 
6.42 
3.30 
2.35 

3.43 

....... 



■"t," 

T. 
....... 

...^■■■ 

■■■^■■■■ 
T. 

■■■y... 

t. 

T. 

10 

13 

11 

7 

7 

8 

10 

6 

10 

5 

6 

10 

6 

9 

11 

6 

9 

7 

7 

14 

3 

6 

10 

10 

12 

8 

5 

8 

8 

6 

10 

8 

9 

11 

4 

10 

11 

8 

12 

6 

9 

9 

9 

9 

6 

12 

12 

8 

8 

7 

12 

9 

7 

5 

10 

5 

12 

14 

7 

8 

9 

8 

8 
10 
17 
16 

9 
10 
16 
13 
18 
16 
12 
13 
14 
12 
17 
13 
15 
15 

8 
17 
15 
13 
13 
12 
13 
18 
16 
17 
16 
12 
16 
16 
13 
19 
13 
U 
11 
11 
18 
12 
14 
15 
16 
16 
13 
12 
15 
14 
17 
U 
14 
15 
18 
13 
15 
10 

8 
16 
12 

14 

U 
8 
9 

8 
7 
12 
10 
9 
8 
7 
8 
9 
10 
7 
8 
8 
10 
9 
9 
10 
9 
9 
8 
9 
7 
7 
7 
9 
8 
9 
8 
8 
8 
9 
7 

10 
7 
12 
7 
7 
9 
8 
10 
8 
9 
8 

,K 

7 
7 
7 

8 

8 

8 

7 

8 

9 

9 
10 

8 
11 

8 

i         11 

14 
11 
5 

7 

ibsg 

1890 

189i 

1^92 

62.4 
61.2 
66.6 
67.8 
6;i.6 
63.8 
66.0 
61.8 
68.4 
63.6 
62.7 
63.2 
63.7 
64.0 
67.0 
64.8 
66.6 
62.8 
65.5 
64.9 
65.6 
62.4 
61.5 
66.5 
62.5 
59.0 
.58.7 
64.4 
64.5 
68.9 
86.3 
64.8 
•59.8 
67.5 
64.2 
64.9 
60.4 
65.7 
67.8 
69.1 
65.2 
66.3 
66.4 
62.2 
66.5 
61.5 
62.0 
65.9 
61.4 
66.0 
63.7 
61.4 
63.4 
65.9 
64.3 
64.2 

64.2 

90 
90 
95 
100 
98 
100 
100 
93 
100 
95 
99 
94 
95 
95 
99 
95 
99 
96 
95 
92 
95 
97 
98 
96 
98 
91 
88 
96 
91 
98 
100 
92 
99 
99 
99 
97 
94 
101 
101 
104 
105 
98 
94 
95 
96 
97 
95 
101 
95 
98 
96 
102 
100 
96 
96 
95 

105 

Ift93 

9 

10 

I«y4 

189,-)   

1»9() 

5 
9 
5 
6 
g 

l-iST    

1898   

1S99 

1900 

1901    

7 
9 

1902 

19()b 

10 
5 

1904 

1 905 

7 
g 

1906 

1 907 

6 
12 

1908 

1909 

6 
9 

1910  ..           

!311 

1912 

1913 

11 

10 

191.1 

5 
5 

1915 

1916 

5 

1917 

5 

10 
5 

1918 

1919 

1920 

(^ 

1921 

H 

1922 

1923 

7 

!924 

1925 

12 
7 

1926 

12 

1027 

192S 

5 
9 

19J9 

1930 

1931 

1932 

!9:t3 ,    ., 

1934 

1935 

8 
5 
6 
5 
9 
10 
8 

i9;w 

l9:-i7. 

9 

1938             

1] 

1939 

1940 • 

8 
7 

1941             

5 

1942 

9 

I94S    

g 

n44 

1] 

1945. 

1'^ 

1916 

1947 

6 

7 

Period 

g 

I 


/ 
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CUnxatologioal  Data  for  September  1047 


Stations 


Counties 


i 

o 

Temperature,  in 

degrees  Fal 

a 

Q) 

S 

2^ 

gg 

d 

•se 

o 

oj 

3  2 

■M 

> 

§ 

<u 

W 

3 

S 

a^ 

K 

Q 

S 

Precipitation,  in  inches 


No.  of  days 


Observers 


Attiintic  Vrainnge 
AUentown  Arpt.  9-4  NE 

Altoona-l.S  W 

Burnt  Cabins-2  NE 

Canton-1  N  W 

Carlisle ;  •<;;,■,••■ 

Chambersburg-1  SW.. . 

Coatesville ■■•• 

CurweusvilleApt-6  NW 

Eagles  Mere 

E;ist  VViiterford-3  E.  .  . 

Einporium-1  E 

Epiirata 

Everett-0.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon , 

Hanover. ...... ...■■••■ 

Harrisburg  Arpt.-3..5  S. 

Hawley-O.uE 

Uoltwood 

Huntingdon 

Lancaster 

Lawrcnceville 

Lebanon 

Lewistown-1  W 

Lock  Haven 

Marcus  Hook 

Martin^burg" 

Montrose-3  E.. ......  ■. 

Mt.  Pocono  Arpt.-.i  JN  . 

Palmerton • 

Philadelphia  CO 

Philiptburg-7  E.  .... . . . 

PhoenixviUe-1.  oSE. .. . 

Port  Clinionlt 

Quakertown-0.  5  1, 

Reading 

Soranton 

Seliusgrove 

State  College 

8troudsburg-2  E 

Tamarack-'.'  S 

Towandal E  

Wellsboro 

Westchester .•• 

Wilkes-Barre  Apt.-3N. . 
Williarasport  Apt.-4E.  • 

William  stowu 

york-3  SW 


Division  vneau. 


Ohio  Drainaof 


Blairsville-6  NE 

Bradford-4  W 

Brook  ville  Apt.-1.5SW, 

Butler... 

Clarion-3  SW 

Claysville  

Corry 

Coudersport 

Derry 

Donegal 

Donora    

Ebensburg 

Farrell 

Ford  City -4  S 

Franklin 

Greensburg-2  S 

Indiana-2.5  SE. . : 

Jat)u-.';town-2  NW 

Johnstown. 

Kane-1  N 

MeadviUe-1  S 

Midland 

NewCast1e-l.5N 

Pittsburgh  Apt.-7.5  SE 
Putnfyville-2. 5  SE  . . . . 

Ridgway 

Somerset 

Springs-l  SW 

Tionesta-l.SSE 

Titnpville-2S 

Uniontown 

Warren      

Waynesburg 


Division  mean 

Lake  Drainage 
Albion 

Erie 


State  mean. 


384 
1,500 

9'JO 
1,450 

473 

600 
Chester '.     43) 


Lehign 

Blair 

P'ulton 

Bradford 

Cumberland . 
Franklin. 


2,  216 
2,020 
2, 125 
1,100 
:.i65 
1, 020 
Luzerne 11,970 


Clearfield. 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford  , 


Bucks. 

Adams 

Schuylkill .... 

York 

Dauphin 

Wayne., 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Sustiuehanna. 

Monroe 

Carbon 

Philadelphia . 

Centre   

Chester 

Schuylkill  . . . . 

Bucks 

Berks 

Lackawanna.. 
Snyder. 


184 

553 

yoo 

600 

M61 

980 

2O0 

700 

2.55 

H96 

469 

580 

557 

12 

1,493 

1,176 

1,914 

455 

26 

1.916 

100 

407 

480 

273 

716 

476 


Centre |l,217 


Monroe. 
Clinton. . . , 
Bradford . . 

Tioga 

Chester 

Luzerne — 
Lycoming. 
Dauphin  . 
York 


440 
2,250 
754 
1.319 
440 
544 
520 
775 
390 


Westmoreland ....  2, 048 

Mc  Kean 1, 680 

Jefferson 1,400 

Butler 1,077 

Clarion 1, 114 

Washington 1,170 

Erie 1, 410 

Potter 1, 653 

Westmoreland 1,  150 

Westmoreland    . .  1.  746 

Washington 761 

Cambria 2,170 

Mercer 855 

Annstrong 950 

Venango 987 

Westmoreland 1, 160 

Indiana 11,102 

Mercer il.050 

Cambria 11, 650 

McKean |l,750 

Crawford !l.065 

Beaver I    780 


Lawrence. . 
Allegheny. 
Armstrong.. 

Elk 

Somerset... 
Somerset.. . , 

Forest 

Crawford. .. 
Fayette.  — 

Warren. 

Greene 


Erie. 
Erie. 


900 
1,286 
1,  270 


2,  100 
2, 500 
L200 
L550 
1,U40 
1,190 
1,100 


900 
708 


73 


65.3 

63.4 

63.6 

60.4 

66.7 

65.9 

65.2 

59.7 

68.6 

62.2 

61.8 

67.6 

64.0 

62.0 

66.4 

67.8 

63.2 

67  2 

66.8 

61. 9§ 

68.9 

(i6.6 

66.2 

63.  5 

65.6 

66.2 

66.7 

71.6 

63.0 

60.2 

58.9 

63.2 

69.2 

58.4 

69.6^ 

63.0 

64.4 

67.3 

64.5 

65.4 

63.3 


-fO.5 

4-0.3 


4-1.2 
-0.4 
-1.1 


59.2 

64.0 

61.3 

67.8 

63.8 

64.4 

6.5. 1$ 

68.4 

64.4 


62.6 

60.  K 

61.6 

66.0 

63.6 

65.4 

64.3 

60.3 

66.8 

60.9 

68.5 

M.2 

69.8 

63.  2 

63.8 

64.5 

64.1 

63.8 

66.3 

58.5 

63. 2 

65.1 

64.6 

66.3 

61.0 

60.8$ 

61  2 

59.2 

62.6 

62.6 

68.5 

64.6 

64.3 


65.0 


64.3 


+0.3 
4-1.2 
4-1.0 
4-1.8 
-0.1 
4-1.7 
4-0.8 
-0.5 
4-1.0 
-t-0.8 
-0.2 
4-0.9 
-1-0.5 
-1.6 
-0.2 


+i.'8' 

4-0.7 

-0.3 

4-0.5 
-0.9 
4-1.2 

4-2.4 
-2  2 
+0.5 
4-0.7 
4-1.6 
4-0.6 
4-0.5 


4-1.6 

4-1.4 
+2.1 


-1-0.1 
4-1.9 


4-0.5 
4-1.2 
4-1.8 

-0.'2' 
4-3.2 
4-0.2 
+L3 


4-0.4 

to.o 

4-4.6 

4-1.1 
-0.9 
-0.3 

4-0.9 

4-1.1 
4-0.1 
4-0.2 
4-1.6 

4-0.8 
4-0.5 
-0.7 


4-2.0 
4-2.4 
-1.4 


4-3.1 


:o.o 


90 

13 

87 

16 

91 

4 

84 

8t 

92 

13 

92 

4 

89 

"1 
12t 

81 

80 

8 

84 

15 

89 

13 

91 

13 

92 

14 

83 

8t 

89 

13 

90 

16 

89 

13 

90 

4t 

90 

14 

89 

13 

90 

13 

90 

l'2t 

88 

13 

90 

13 

90 

13t 

93 

15 

91 

12 

94 

2+ 

87 

12 

87 

8 

82 

14 

86 

13 

89 

13 

82 

15 

95 

20 

87 

12t 

88 

13 

90 

13 

89 

13 

91 

14 

88 

12 

91 

14 

8) 

13 

89 

13t 

89 

13 

91 

13 

89 

8 

87 

8t 

00 

13 

92 

13t 

95 

20 

85 

11 

83 

7t 

86 

lit 

92 

12 

86 

4 

88 

4 

90 

8 

86 

8 

89 

10 

89 

12t 

90 

4+ 

84 

12 

93 

4 

87 

6t 

86 

4t 

88 

11 

87 

7t 

89 

11 

90 

4t 

84 

8 

88 

at 

87 

9t 

89 

11 

89 

11 

36 

4t 

89 

14 

85 

12 

82 

12 

87 

10 

85 

7t 

91 

lot 

90 

8 

89 

10 

93 

4 

89 

9 

90 

11 

96 

20 

17      28      2. 26 

I 


20      28      2.69 

4.08 
3.66 


28 


2.85 


-0.57 
—0.60 
-0.82 
•fO.07 
-1.35 
-1.99 
-2.25 
-0.39 


-1.08 
-0.37 
4-0.43 

-2'.17' 
-0.70 

-1.43 
-1.69 
-0.23 

-i.53 
-1.06 
-1.  42 
-0.10 
-1.67 
+0.92 
-0.08 
■fO.lO 
-1.07 
-1.06 


4-0.26 


-1.08 


0.82     21-22 

1.35 

0..51 

0.73 

0.68 

0  19 

0.90 

1.18 

0.74 

0.28 

0.61 

0.53 

0.18 

1.49 

0.79 

1.35 

1.31 

0..58 

0.74 

1.23 

1.04 

0.96 

0.86 

0.50 

0.34 

0.92 

1.00 

0.97 

1.20 

0.83 

0  93 

0.80 

0.71 

1.22 

2  20 


0.,56 
0.88 
1.18 
1  05 
0.82 
0.80 
1.19 
2.38 
0.57 
0.40 
0.68 
0.49 
0.98 
0.52 
0.99 
0.64 
0.51 
0.95 
0.68 
1.70 
1. 01 
1.13 
0.H5 
0.56 
0.92 
1.60 
0.66 
0.90 
0.94 
0.94 
0.80 
1.08 
0.61 

2.68 

1.94 
1.57 


2.68 


T. 


T. 


6  j  15 
16  I  11 
16  I  6 
14 
17 
18 
12 

6 
15 
10 


17 
12 
11 
16 

17 
17 
14 
8 
18 
10 
13 
17 
18 
18 
16  7 
20       6 

6  1  13 

8  I  14 
12  I     9 

7  i  15 
»  ^  12 

9  I  13 
?!  12 

15  !     8 
15 
17 
9 


10 


11 

5 
10 
2  I  13 
8     12 


1 

6  1 

9 

13 

9 

2 

7 

13 

7 

22 

7 

13 

8 

12 

9 

18 

7 

10 

8 

12 

4 

10 

5    ne. 
13 

9 
8 
5 
2 
4 


11     14 
1 

7 

5 
3 
3 


U.S.  Weather  Bureau. 

City  of  Altoona. 
SW.       Penna.  Turnpike  Comm. 
sw.       Mrs.  Mildred  L.  Spencer, 
se.        Clarence  E.  Miller. 

Charles  A.  Bender, 
sw.       Philadelphia  Electric  Co. 
se.        U.  S.  Weather  Bureau, 
sw.       Carl  E.  Bigger, 
se.         U.  8.  Weather  Bureau, 
nw.      R.  E.  Palmateer. 
se.        Ephrata  Review. 

Penna.  Turnpike  Comm. 

Andrew  B.  Evansha. 
nw.      George  M.  Hart, 
sw.       Dr.  Henry  Stewart. 

MlsB  Sallie  M.  Johnson. 

Hanover  Evening  Sun. 
se.        U.  S.  Weather  Bureau. 
nw.      Mrs.  Delia  M.  Pennell. 
s.      I    Penna.  Water  &  Power  Co 
w.         Paul  R.  Yoder.  Jr. 
nw.      Lancaster  Water  Bureau. 

Carlos  P.  Darling. 

e.  Lebanon  Valley  Gas  Co. 

w         American  Viscose  Co. 

e.  William  R.  Kelley. 

e.  Sun  Oil  Co. 

s.  n.  S    Weather  Bureau 

s  Harrv  S.  Fancher. 

se.        U.  S.' Weather  Bureau. 

ne        New  Jersev  Zinc  Co. 

s  U.  S.  Weather  Bureau. 

s.  U.  8.  Weather  Bureati. 

gw.       Phila.-Suburban  Water  Co. 

Earl  £.  Rarick. 

s.         John  E.  Benner. 
se.        U.  S.  Weather  Bureau. 
n.         U.  S.  Weather  Bureau. 
sw.   1    Dr.  Merle  V.  Hoover 
sw.   I    Penna.  State  College. 
w.     I    Metropolitan  Edison  Co. 
e.      I    James  E.  Swartz. 

Mrs.M.  Ordelia  Parks. 

M.  S.  Bliss. 

Clyde  T.  .Saylor. 

U.  S.  Weather  Bureau. 

U.  4.  Weather  Bureau. 

Gordon  E.  Xxiwer. 

York  Water  Co. 


se. 
sw. 

8. 


w.  i  U.  S.  Weather  Bureau. 

se.  !  Citv  Water  Dept. 

e.  I  Civil  Aeronautics  Authority 

se.  '  Butler  Eagle. 

e.  :  Penna.  Electric  Co. 

s.  I  Walter  B.  Paget. 

sw.  '  Geo.  R.  Mulderitk. 

s.  I  Potter  Enterprise. 

w.  I  Miss  N.  Dixie  Winemau. 

s.  1  Penna.  Turnpike  Coram. 

sw.  Donora  Zinc  Works. 

s.  '  John  L.  McGough. 

se.  1  Sharon  Steel  Corporation 

e.  U.S.  Engineers. 

s.  '  William  K.  Fuller 

sw.  1  Westmoreland  Water  Co. 

w.  Clymer  Water  Ser\1ce  Co. 

ne.  !  Pa.  Dept.  Forests  ct  Waters. 

s.  '  Johnstown Trihune  Pub.  Co. 

w.  Spring  Water  Co. 

sw.  ;  City  of  Meadville. 

se.  Perry  P.  Campbell. 

s.  New  Castle  Water  Co. 

s.  U.  S.  Weather  Bureau 

nw.  !  U.S.  Engineers. 

s.  '  West  Penn  Power  Co. 

se.  I  D.  L.  Grove. 

w.  Allen  E.  Yoder. 

sw.  U.  S.  Engineers. 

se.  V.  S.  Weather  Bureau 

sw.  I  William  W.  Marsteller. 

se.  1  Merrell  L.  Jordan. 

w.  j  Mfr's  Light  i  Heat  t;o. 


Albion  High  School 
U.  S.  Weather  Bureau. 


[See  page  72  for  explanation  of  reference  marks.] 
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Daily  Precipitation  for  September  1047 


Stations 

Counties 

Day  of  month 

1 

2 

3       4 

6 

6 

7 

8 

9      10 

11 

12 

13 

14 

16 

16 

17 

18 

19 

1 
20     21 

22 

23     24 

25 

26 

27 

28 

29 

80 

81 

1 

ATLANTIC 

DR.UNAGK 

UfUiwiin'  Hadn 

llprBH  Dki.aware 
Dingniaus  Ferry-,  0.5E 

Piko 

1 

1 

1.80 
1.09 
.02 
T. 

'.'58 
.34 
.55 
.24 

1. 01 

.e-* 

.30 
.79 

.58 
.64 
.74 
.54 
.27 

1.50 
.99 

1.35 
.75 

.21 

.56 
.21 

.'28 
.  2C. 

1.'23 
.40 

1.30 
.46 
.9-=i 
.49 
.58 

.48 
.93 
1.47 
.35 
.12 

.10 
.18 
.36 
.66 

.83 
.58 

1.18 
1.85 
1.18 

.03 

.87 

.30 
.69 
.17 
.04 
T. 

f.' 

.36 
.•27 
.07 
.02 
T. 

.09 

[ 

1 

1 
1 

.16 

.34 
.30 
.73 
.22 
.96 
.42 
.51 
.■20 
.45 
.18 
.45 
.13 
.30 

.10 
1.22 
.34 
.10 

'.■43 

.65 
.09 
.45 

1.00 

.87 

1  ■^fi 

38 

18 

.   8.30 

Wayne 

.03 

'!63 
.27 

...    ; 

.01 

j 

.25 

.34 
.38 

.84 

T. 

.27 

.■28 

.65 

.89 

.57 

.92 

.58 

.68 

.66 
.56 
.67 
.89 
.61 
.90 
.99 
.83 
.60 

.08 
.30 

• 

.02 

T. 

.41 

.38 

.85 

.51 

.18 

.33 

.71 

.07 
.67 
.63 
.41 
.02 

.66 
.71 
.77 
.64 
.64 
T. 

.18 
31 

.12 
.32 
.28 
.65 
.61 
.27 

■f 

3.00 

Hauley-.q.oE 

Wayne 

■;62 

'.'69 

1 

1 

.06!.... 

....1   .06 

... 

T. 

.16 

•••■ 

1.70 

Wayue 

Wayne 

Pike 

18 

1.78 

Lakevilk-,  IN 

.'27 
'f.' 

.10!.... 

2. 13 

.32 
.13 
.02 
.20 

■.'i6 

.02 

2.47 

MiLmviUe*   

Mouut  Poeono' ,  2  N . . . 

Wayne 

.Monroe 

Pike       

.16 

.43 

.16 
.01 
.55 

T. 

't  ' 

1 

'.'34 

.'■25 
.25 
.12 
.19 

.94 

l.'i7 
.25 
.72 

'.'06 
.57 
.65 

1.96 

T. 

T. 

1 

1  .04 

.... 

.... 

T. 

■2.12 

i 

T. 

1.91 

Pleasant  Mount ',5,  i  w 

Stroud-burg.  2  K 

Tanners  Falls',*,  1  SE. 
\Vindc;ap',''.3SW.. 

LEHKiH 

AUentownApt',*,»,4XE 

1 

.10 

.03 

•2.69 

Monroe 

.80 
.12 
.21 

.22 
.15 
.30 
.37 
.05 
.09 
.21 
.51 
.40 

.17 
.26 

.69 
1-18 
.72 
.65 
.83 
T. 
.39 
.33 
.25 
.49 

.15 
.23 
.21 
.30 
.08 

.21 

.28 
.'25 
.28 
.19 
.19 

.06 

.13 
T. 

....|.... 

3. '23 

..    . 

.08 

.'27 

T. 

.02 
.02 

.'6i 
.0? 

T. 
T. 

'.'io 

.37 
'!63 

t'.' 

'.'64 

'.'62 
.15 
.10 

..    1--.- 

'.'26 
T.' 

.14 
.01 

... 

.'69 

.04 
.02 
.02 

T. 
.14 

.08 
.02 

T. 
T. 
.01 

■  04 

'  '•' 
.06 

'.'65 

1.39 

[ 

•2.67 

Ijehigli 

Lehigh 

1 

T. 

".U 
T. 

.06 

.01 
.15 
.12 

tV 

.22 
.06 
.Oi 

T. 

.05 

•;;• 

.'22 

2.81 
3.10 

Betiilehemi -.:-. 

Blake*=lee  Comers'.*'.. 

X'rtharapton 

Monroe 

Wayne 

Carbon 

.':::t.;;: 

3.42 

■2.19 

.■27 
.28 

.... 

.04 

2.12 

3.63 

Leliigh 

3.42 

Carbon 

Lehigh, 

.... 

.26 
.36 

.08 

3.94 

Zionsville,  1  SW 

8cHrvi,i<;M. 

Conshohocken- 

Fredericksville^.  IS... 
Geigertown^ 

3.30 

Montgomery 
Berks 

* 
.03 
.05 
.31 
.02 
.06 

'.'26 
.02 

.38 
T. 

'.".56 

.'oi 

.20 
.06 

.65 
.13 

.36 

3.05 

... 

.03 
.02 

2.86 

Berks        

.82 
.91 
.58 
.40 
.81 
.12 

'.'38 
.29 

.05 

3  20 

Montgomery 

Chester 

.02 

.87 
49 

.... 

1.62 
.74 
.46 
.77 
.64 
.02 
.57 
1.55 
1.17 

1.25 
.14 
.10 
.93 
.11 

.01 

.07 
.25 
.53 
.34 
.42 

5.21 

Phoemxville-,  1.5  SE. . 

T. 

.11 

T. 

.'23 

T. 

.  10 

.01 

T. 

.02 
T. 

'."6^2 
'.'65 

'[os 

.38 
.06 

2.81 

Schuylkill... 
Montgomery. 
Schuylkill... 
Berks    

.13 
.08 
.13 
.66 
.09 
.15 
.50 

.02 

T 

.01 

.36 

.03 
.01 

.05 

3.45 

Fotistowu-,  0.5 S 

■.'26 

.09 
T. 

"(is 

1.02 

.... 

.08 

4.46 
3.47 

T. 

.04 

... 

.95 

.04 

3.28 

Berks 

'2.68 

.03 

.04 
T. 
T 

'.'is 

.09 
.04 
.05 
.03 
11 
.24 

'.'08 

.01 
T. 

.06 

.04 

T. 

T. 
T. 
T. 
T. 

■>^ 

T. 

T. 

.06 

't.' 

.07 
.06 

18 
T. 
T. 

.'61 

3.10 

Berks 

.... 

.... 

.27 

.06 

".oil 

T. 
T 

't.' 

T. 

3.86 

LOWKK    DEl..1\V.i.RE 

Coatesvllle-  

Chester 

IJucks 

Bucks   

Montgomery. 
Delaware 

Philadelphia 
Philadelphia 
Philadelphia 

Buck^ 

Chester 

Chester 

.05 
T. 

.03 
T. 

T. 
1  32 

T. 

r 

.34 

'.'i.5 
.81 

.01 

T. 

T. 

.41 
.31 

.■26 
.33 
.35 

.36 
.31 
1.10 
T. 
.40 
.42 

T. 
"M 

2  88 

Dovlestoun, 

O^orge  School^  

.... 

.18 
1.48 

.85 
1.24 
.65 
.51 
.42 

:;:: 

:;;: 

3.83 
4.  ■>'2 

Maple  Glen' 

.33 
.22 

't.' 

••••' 

3.23 
1  87 

Marcus  Hook '2 

.16 

T. 
T. 

.17 
.07 
.18 
.13 
.40 

Philadelphia 
Southwest  Airport,  '. 

2.71 

Citv  Office!.  5 

2  91 

Shawmont 

t'.' 

.... 

3  66 

Quakenowu.  0.6  K 

"r." 

2.83 

West  Che.-ter 

West  Grovel  1.5  SE.... 

.09 
.23 

"eb 

3.43 
2  96 

^(iKQiiehaitiia  Bcisin 

Chemung 
.\ustinburgl.5,  i  w.... 

Tioga 

.02 

.39 

.'34 
T. 

.18 

.03 

.10 
.04 

2.62 

Covington''! 

Tioga 

.07 
.25 

.49 
.20 
.37 
.15 
.27 
.02 
.35 
.68 
.38 
.02 

^41 
.16 
.66 
.38 
.51 
.16 

'.'48 
.21 
.02 
.09 

.04 
.15 

2  70 

Lawreneeville 

Tioga 

Columbia 

Bradford 

Montour 

..50 

... 

.38 

.52 
.45 
.63 
.76 
.35 
.37 
.32 
.52 
.53 
.74 

2  46 

North  Br.\nch 
Merwick 

.03 
.02 

.21 
.11 
.15 
.60 

• 

• 
.11 
.26 
.44 
.14 
.05 
.09 
.11 
.02 
.14 

.33 

.19 

T. 

.15 

.06 
.08 
.26 
.15 

'.'64 
.01 

1  85 

Canton-.  1  N\V 

Danville- . 

.02 
.03 
.05 
.40 
.15 
1.22 
.07 
.08 

.'i4 

i'' 
T. 

35 

.ii 

"m 

.29 

'.'06 

... 

.08 

■2.10 
1  67 

Freeland- 

Luzerne 

.40 
1.04 

• 

.92 
.66 
.35 
.58 
.03 

1.85 
K 

1.36 
.97 
.50 
.'20 

.04 
.04 

L41 
.68 
.23 
.40 
.10 
.32 

1.75 
.96 

1.00 
.39 

2.20 

2  14 

HopBiittom-.2S 

Su>quehanna 
Columbia,. . . 

Bradford  

Susquehanna 
Bradford  

.57 

• 

.65 
.83 

T. 

.18 
.02 
.01 

.24 

2  98 

Millvillei,'^ 

.35 

.05 

1   12 

Mouroeton^,  2S 

Montrose-.  3  E 

'ios 

T, 

.69 
.07 
.13 

T. 

.01 

.09 
.17 

.07 
.01 
.06 
T. 

4.48 
3.35 

Orwell^,  3  N 

1  97 

Park  Place".  1  N'W 

Schuylkill... 

Luzerne 

Susquehanna 
Lackawanna 

.02 

.01 
t'. 

T 

.'34 

T. 

.01 

.21 

.40 

.02 

•  12 

.05 

T. 

2.30 

Pikes  Creek. '.  = 

§5 

Rush^ 

.06 

17 
.01 

.06 

.■70 

... 

.09 
T. 
.14 
.01 

■r'.' 

.62 
.73 
.54 
.45 
.  35 

.02 
T. 
.02 
.03 

3  67 

Seranton'.s 

T. 

1.82 

Susquehanna'- 

Susquehanna    ... 

.... 

.04 

2  97 

Towanda.  IE 

Bradford 

.12 

.07 

T. 

2.18 

Tunkhannock  - 

Wvoming..  . . 

.02 
T. 

1   75 

Wilkes-Barre'.  3  N  .... 

Luzerne 

Centre 

T. 

T. 

.65 

T. 

.10 

.11 

.92 

"'l' 

.32 
.24 
.43 
53 

"23 
1.04 
.08 
.09 
.56 
T. 

.32 

.18 

m 

1.03 
'.'46 

T. 

T. 

• 

.20 

.93 

1.  61 

Wkst  Branch 
Bellefonte'-' 

'.'■28 

.15 

1  36 

CarroUtown^ 

Cambria 

.27 
.■25 
.12 
.17 
.20 
.34 
.19 
.60 
.47 
.35 
.'25 
.46 

T. 
.03 



.... 

.•27 
.06 

1   81 

Carter  Camp'-    

Potter 

Lycoming.,.. 
Clearfield  .  . . 
Clearfield  ... 

.24 
.11 

.24 
.48 

4.01 

Cedar  Run2 

2.13 

Clearfield'^ 

.03 
.10 

.13 
.44 
.15 

« 

.02 

.11 

Coalport^ 

1  70 

Curwenn'illeApti  6NW 

Clearfield.... 

Cameron 

Sullivan 

Sullivan 

Cameron 

.01 

"  '• 

1.40 
.52 

.31 
.41 

.01 

T. 

T. 

T. 

.34 
.20 
.20 
T. 

'.'si 

.30 

'!98 
.04 

L37 
.13 
.02 
.■20 

.'is 

'.'65 

T. 

.01 

.14 
.02 

T. 

2  99 

Driftwood',* 

2  82 

3  52 

Dushore',  ^ 

Eagles  Mere-      

Emporium-.  IE 

.16 

t" 

'.'23 

■.'64 

T 

.13 

r 

,66 
.72 

'.'84 

.04 
.12 

• 

.04 

.12 
.32 
.70 
.32 

.14 
.03 

.... 

.... 

T. 

.14 

4.05 
3.91 
2.. 57 

English  1  enter' ,  •' 

Lycoming.  . . . 
Potter 

Galeton 

.20 

.40 

T. 

.20 

4.36 

C!ontinued  on  page  68. 
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Daily  Precipitation  for  September  1947— Continued  from  page  67. 


Stations 

Counties 

Di\y  of  month 

■3 
1 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

H 

14 

16  i  16 

i 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

West  Branch 
(continued) 

Clearfield 

,34 

.m 

.30 
.21 
.28 
.03 
.22 
.18 

.48 
.50 
.67 
.38 
.32 
.07 
.20 
.88 

.03 
.01 

.10 
.■28 
.80 
.02 

1.05 
.33 

1.00 
,44 

.70 
.0! 
.02 

,01 

.41 

'.'ig 

.14 

'.'oi 

.24 
.25 

1 
1 

T. 

.28 

.02 

T. 

.12 

T 

.15 

.75 

.14 

.18 
.20 
.26 
.17 
.16 
.19 
.16 
.06 
.3f. 
.24 
.27 
.25 

.16 

,38 
,21 
.28 
.  19 
.30 
.17 
.12 
.12 
.18 
.22 
.16 

'.'ii 

.26 

.30 

.10 

T 
.01 

.26 

.02 

,02 

.01 

.01 

T. 

.08 

2.2s 

T  r»plr   HavPTl^ 

Clinton 

Elk   ...    . 

.... 

.03 
.01 
.■20 
.08 
.06 

....j  .09 

2.05 

MpdiY  Riini    ^..           

.35 
.39 

,05 
,06 

2,63 

Philipsburgi,  6_7e.... 

Centre 

Clinton 

T. 

.... 

.02 

.03 

T. 

.03 

T. 

.02 

• 

1,6S 
2.09 

State  College!,  s 

Tamarack-.  2  S 

Centre 

T. 

T 

T. 
T. 

,09 

'i'' ' 

.01 

0.77 

.04 
.24 

2.31 

Lycoming 

* 

.20 
.08 

2.8-5 

Tyrone  i,  \  4  NE 

Blair 

.26 

.10 

.14 

.01 
.11 

0.64 

1.20 
.17 

.76 
.15 

'.'22 
.19 
.13 

.01 
.08 
.12 
.14 

.10 
.10 

T. 

.80 
31 

.11 

.07 

.03 
.10 
.12 

.28 

'.'io 

\'.0! 
.03 

■r'.' 

.04 
,43 
.09 

.16 

03 

.06 
T. 
.46 
.53 

,03 

T. 

T.' 

.06 
T. 
.04 
T 

.07 

f.' 
T. 
T. 
T. 
T. 

".oi 
.'69 

T.' 

■r. 

f.' 
'f.' 

T. 

.... 

. . . . 

2.71 

Williamsport  Apt.i-4E 

Lycoming.... 
Lycoming.  . . 
Lycomiug  . . . 

Blair 

T. 

,80 

2.08 

'.'63 

'.'ig 
.02 
.02 

.05 

.07 

T 

'.'■25 
.04 

.10 
.09 

.'45 

;2'2 

.'28 
.•20 

'.si 

t. 
'.'39 
.14 
.20 
.36 
'.'34 

2,34 

Willianisport2,  4  SE.  . . 

JUMATA 

T. 

.06 

.05 

.20 

.18 

.02 

.14 

T. 

.02 

.04 

"Ah 

.'io 

'.'67 
.01 

't. 

".oii 
.02 

t. 

.10 
.13 

1.12 

.18 

.47 

.30 
,17 

'•'r'.' 
'.'65 

.16 
.05 
T. 

!05 

.'35 

1.9a 

T. 

.'04 

.26 

.26 
.01 

.'37 

.... 

'.'6i 

'.06 

2.25 

BreL'zewoodi,  0.5  E 

Buffalo  Mills- 

Burnt  Cabins'.  2  NE... 
EastWaterfordii.SE... 
Everett-.  0.5  SW 

l.CO 

0.68 

Fulton 

."6i 

.04 
T. 

.'61 

•r'.' 

T.' 

.64 
.01 
.'20 

'.'84 
T. 

.01 

'■r'.' 

T. 
T. 
T. 
.03 

!  f. 

....   .01 

.02 

.02 

.04 

T. 

T. 

T. 

T 

.06 

1   55 

Juniata 

Bedford  .... 

T. 

.04 

.01 

T. 

.15 

.01 

.13 

.08 

.10 

.71 

.58 

2.36 
0.78 

Huntingdon . 

Mifflin 

Huntingdon  . 

Blair 

Huntingdon. 
Huntingdon . 

0.24 

Lewistown"'^,  IW 

Mapleton  Depot^ 

Martinsburg",8 

McConnellstown2.4NW 
Ne.ffs  Millsl,5,  3,5  NE.. 

New  Bloomlifcld 

Newport- 

Saxton^.  1  W....... ..  . 

ShadeGapi,5.0.5SW.. 

LWI!  SUSQDBHAHMA 
\  ...iTifltcvillpS       

T. 

T. 

!63 

T. 

.09 

.20 

".13 
.'63 

.'04 

.28 
'.'62 

'.'.'.'  '.'oi 

0.62 
0.52 

T. 

0.6.5 
0.73 
0.^28 

.03 

[02 

.05 

T. 

• 

.02 

.05 
.08 
.62 
.02 
.04 
.44 

.05 
.05 

• 

1.00 

S9 

.06 
.03 

1.32 

.01 
.21 

.29 

T. 

,31 

.'i4 

.'io 

'.'53 

.30 
.03 

1..35 

.05 

T. 

• 

0  97 

Huntingdon . 

Adams 

Snyder —   . 
Cumberland 
Cumberland 
Lancaster — 

Dauphin 

Lancaster.. . . 

York , 

Schuylkill  ... 

Dauphin 

York 



.6.1 

0.83 

.05 

'.'06 

.43 
.73 
.27 
.05 
.02 
.18 
1.35 
T. 
.68 

.12 

.40 
.65 
.05 
.10 

']98 

1.22 

.02 

.10 

T.' 
.02 

.05 
.04 
T. 
.06 
.23 
.40 
L03 
.04 
.21 
.53 
.01 
.12 
.13 
.02 
T. 
.52 
.74 
.05 

.04 

.'64 
.09 
.03 
.02 

'^OS 

.08 
.94 
.50 
50 
.  -JS 
.40 
.70 
.06 
.45 
.41 
.•29 

.15 
.30 
.01 
.67 
.72 

T. 

.05 

2  14 

Beavertown'^ 



1.07 

Bloserville,  1.5  N 

T. 
T. 
T. 

1' 
.14 

.02 
.06 

.05 

.10 

■r'.' 

.03 

.06 

T. 

T. 

.02 

T. 
.07 

.30 
..38 
.84 
.09 
.42 
36 

1.10 

Carlisle 

f. 

.03 
.02 

.06 
.21 

.60 
.68 
.06 
.17 

1.34 
2  16 

2  ^20 

53. 12 

Glen  Rock*,  ^ 

'.'06 
.07 

■2.30 

Gordon     

.08 

. !!. 

.05 

.01 

T. 

.04 

T. 

T. 

T. 

.ni 

.06 

.05 

T. 

.02 

T. 

.82 
,69 
.30 

;S 

.15 
.35 
.42 
.28 
..57 
,42 
35 

1.9-2 

Grantville.  2  SW 

T. 

.04 

.01 

.05 

.03 

T. 

.03 

.02 

.02 

.11 
T. 

.31 

.07 
06 

.01 

.28 

T. 

.05 

.16 

T.' 

■f.' 
T. 

T. 

2.25 
2  49 

Harrisburg  Apt ' .  ^,3.5  S 

Dauphin 

Lancaster.. . . 
Cumberland. 
Lancaster..  . . 
Lancaster,. . . 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

Cumberland . 

York 

Schuylkill... 

Snyder 

N'umberland 
Cumberland. 
N'umberland 
York 

T. 

..    . 

T. 

.05 

T. 

T. 

.01 
.15 

.36 

1.35 
1.77 

'.'•26 
■23 

1  13 

Kirkwoodi,^.  i  SW... 

1.09 

.31 

.04 

.02 

.08 

.02 
T. 

.03 

.02 

2.T3 

2.78 

Middletown^,  1.5  W 

T. 
.50 

'.'•ii 
.01 

T. 
T. 

.04 
T. 

T 

T. 

.22 

.54 

....1    .04 

0.99 

Millersburgl,  *.  2  K  .   .. 

1..5R 

Milroy",      „  ^  „  • 

Ne\vhurgl.S.5NW.  ... 

.22 
T. 

.06 
.16 
.19 
.20 
.09 
.19 
.04 
.29 
.30 
.05 

.08 
.02 
.15 
T. 

T. 

.08 
.01 

'.'6i 

.15 

.'io 

'.'sn 

.15 

0.72 

32 
.11 
.04 

'.55 

.06 
.01 

T. 

.04 
.29 

• 

.04 
..S5 
.02 
T. 

.'63 

.09 

.05 

.29 
.05 
.59 
.43 
.92 
.19 
.42 
.54 
.36 
.41 
.30 

.33 
.12 
.26 
.23 
.20 
.22 
.08 

.60 
.61 
.49 
.46 
.80 
.42 
.•28 
.77 
1.10 
.74 
.51 
.46 
.15 
.26 
.22 
.52 
.82 

0.97 
2  36 

Pine  Grove-,  l-o  NJ^- . . . 

3.67 

.50 

• 

.03 

1.44 

.05 

T.' 
.02 
.09 
.10 
.04 

.02 
.04 

01 

T. 

.67 
45 

2.14 

c^hinnpnsburg 

20 
'.'is 
■34 

.10 
.10 

■■ 

.18 

1.15 

■T. 

.04 
.06 
.22 
1.22 
.31 

"oi 

.23 

'.'i9 
!6i 

f  ■ 

ioe 

« 

T. 

... 

't.' 

.02 

.65 
.07 

'.'61 

1  85 

WaHQville             

0.96 

Williamstown^ 

York    SSW      

Dauphin 

1.54 

York 

York 

.10 

.13 

.10 

'.'i2 

.02 

2.64 

York  Haven2      

I'niomac  fiasin 
Chambersburg'.  1  SW. 

1  42 

Franklin..  .. 

.09 
T. 
.57 
.06 

T.' 

• 

.10 

.•25 
.'33 

. . . . 

T. 

.01 

0.96 

Gettysburg 

Hewitt  2  8\V 

Adams 

Bedford 

... 

.0- 

2  .... 

0.49 

1.31 

Hyndman-^ 

Bedford  

Fulton 

.... 

T. 

.28 
.10 
.03 

.05 

.26 

.".so 
.  11 

.06 

T. 
T. 
.12 

.23 
.48 
.23 
.24 

.11 

".87 
.28 

0.90 

McConnellsburg'-^ 

T. 

LOS 

Mercer,sburg2 

Franklin 

Franklin 

Allegheny,... 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

Clarion 

Erie 

'.'64 

T. 
.06 

.16 
.31 

.'88 
.12 

'.'38 
1.19 
•2.38 
•2.53 

.'69 

.03 
.■20 
.30 

'.'ie 
.11 

.14 
.07 
.02 

T. 

.21 

.05 
.05 

'■r'.' 

'tV 

.12 

0.64 

South  Mt.  San't'm2  — 

.03 

T. 

".m 

T. 
.31 

1.'32 
.56 
.05 
.22 
1.18 
1.43 

.05 

'.'gi 
.10 

•^6 

'.'36 
.54 

.29 
.31 

.'32 

.'44 
.40 
.33 

'.■26 

.36 

1.3,5 

GULF  DRAINAGE 
Ohio  Basin 

Al.l.EGHKKY 

Acmetonla^ 

Aliens  Mills'.  5 

T. 

.76 
.07 
.03 

'.'ie 
.12 

.16 

.'61 
.18 
.11 

1.37 
3.64 

Blairsville',  6NE 

T. 

2.0s 

BoswelP.6N\V 

2.97 

Bradford,  4  W 

.... 

.06 

.12 
.•21 

.04 

■2.97 

Brookville'.  1.5  SW 

T. 

.10 
.03 

.22 

■2.77 

2.23 

Clarion!'  3  sW 

.05 

.25 
.02 
.24 
.16 
.13 

.05 

•20 
.02 

•2.13 

Corry    

T. 

03 

.15 

* 
« 

'.'62 
1.37 

.13 

T. 

.17 

1.18 

.81 

.27 

']23 
.06 
.17 

.22 

3.21 

Coudersport 

Potter 

.■29 
.25 

']6^7 

.'6i 

4.86 

Coudersport,  7.5  E 

Potter. 

.13 

.25 

.10 

.20 

.01 

T. 

.05 

4.47 

Derry 

W'moreland. 
W'moreland. 

.03 

T. 

SO 

.38 
.10 
.08 
.34 

T. 

.10 

.15 

.37 
T. 

.20 
.13 
.22 

2.32 

1.17 

Dunloi.5,  0.5SW 

.10 
.44 
.01 

'.'49 
.13 

.40 

.02 

2.43 

Ebensburg2 

Cambria. 

.01 

1.73 

FordCitv",  4S 

Armstrong... 

Venango 

Elk 

.14 

.08 

T. 
.17 

■."67 

1.42 

T. 

1.99 

Glen  Hazel2.  1  NE 

Home'  ^,         ... 

Indiana 

.22 
.08 

.    .05 

.15 
.15 

,27 

.28 

.05 
.23 
.51 

.89 
.41 

.16 

.10 

1.23 

Indiana 

Indiana 

.02 
.09 

.43 

.05 

.15 
.25 

,22 

.68 

■■62 



.33 
.06 

2.30 

Johnstown',  0.5  W. 

Cambria 

L81 

Continued  on  page  < 
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Daily  Preolpitatioa  for  September  1947— Oontiuued  from  pacre  68. 


Counties 

Day  of  month 

2 

Stations 

1 

2 

3       i 

6 

6 

7 

8 

9  1  10 

11 

12 

13 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

21 

26 

26 

27 

28 

29 

80 

81 

AI.1.R0KRNY 

(continued) 
Knnnl    IN     

McKean 

1.70 

f." 

.64 
T. 
T. 

27 

17 

.06 

.0.1 

1.30 

« 

.24 

.83 
.26 

.87 

• 

.08 

"•' 

i.'efi 

T. 

1.'55 
.47 
.92 

1.07 
.09 
.76 

'.m 

".2\ 

'.&) 

.40 
T. 

.56 
.82 
T. 
1.94 

'.'i7 

.04 

.39 

.03 

'.'•Ji 

".■2» 
.12 

.63 
.50 
.60 
.46 
.68 
.65 
.77 
.35 
.65 
.37 
.57 
.76 
.52 
.31 
.46 
.49 
.35 
.84 
.91 
■19 

.27 
.13 

.04 

?'1 

T. 

.07 

.80 

4  69 

KroRar".  4.5  SE 

Lycippu^.  1.5  E 

Mn.rit*nville^.  ^ 

W'inoreland. 
W'morelaud. 
Forest 

.16 
.26 
.03 
.52 
.25 
.'20 
.28 
.11 

.... 

T. 

T. 
ifi 

'.30 

.... 

2.00 
3  16 

1.08 
,51 

1     " 

4.86 

MeadviUe-   13 

Crawford  — 
Armstrong... 
Armstrong.. . 

.  ■   .:. 

T. 
.10 
.11 

1 

.76 
.31 
.30 

. .. . 

. . . . 

.83 
0? 

T. 

.22 

.18 
.13 
.30 

.17 
.15 
.11 
.20 
.10 
.06 

3.52 

.03 
.29 

8.06 

Parkers  Landing^ 

T. 
.07 

.... 

1.97 

flttsburghCtyOfi.'.  .. 
Port  Allegany-' 

Alleglieny . . . 

24 

T. 

T. 

.07 

.04 
.01 
.01 

'.'io 

.13 
.10 
.11 
1.32 

67 

.13 

.67 
T. 

1.43 

McKean '....!  .84 

T 

.18 
.05 
.21 
.32 
.26 
38 

•••• 

.14 

8.97 

Jerterson 1 

.17 
.69 

1.60 
.05 
.03 
.80 

1.66 

.89i  .08 
.13'  .07 

2.16 

Putueyville-.  2.8 SK. . . 

Armstrong.. .' 

'.'62 

.20 

2.87 

Elk 

.'22 
.01 

4. '29 

Saltsburg2     

Seward'- 

Sheffield  1,5,  gw 

Smethport','.  1  S\V  ... 
Strongstown'.* 

Indiana 

.•20 
?? 

1  85 

Wmoreland. 

.31 

' 

.04 

2.21 

.52 
.10 
.03 

.01 
.05 
.10 
.45 
.76 
.02 

'.'5,3 

.18 
46 

.47 

.'■72 
.71 

'.'46 

.'86 

'.'44 

.10 

,19 
.'23 

.40 
T. 

'.'i4 

.66 
.37 
.04 

.'24 
.11 
.19 

.12 
.14 
.21 

2.98 

McKean 

Indiana 

Forest 

Crawford. . 

.03 

4.63 

V^ 

.16 
08 

.05 
.17 
.10 

2  06 

.20 
.35 
.38 
.15 
1.08 
.35 

T. 

.16 
.10 

.15 
.02 

2.40 

Titn^ivillp   2  S. 

3.13 

ITninn  Hitvl  5 

Erie 

W'moreland. 

.27 

.02 
.06 

'.'ei 

.38 

.60 

3.58 

.17 

.10 
.42 

63 

.45 
.20 

1.86 

'.'ei 

.06 

.25 

T. 

.48 

.82 
.38 

.44 
.51 

..58 

.14 

T. 
.23 

3.44 

Vouugs  villa'.* 

MonoN(;ahfj-.v 
Courtuence2, 1.5  N  W. . 

Warren 

Somerset 

.19 

3.131 

04 

.'26 
.21 

.03 
.14 
.10 
.04 

.'25 
.03 
.45 
.96 
.42 
.90 

.'16 
T. 

.60 
.18 

'.'32 
.46 
.10 

.85 

'.'is 

.68 
.Ifi 
.80 
.19 

.10 
.18 

.47 
.37 

T. 
T. 

.14 
.12 

IS 

2.04 

Connellsville^ 

Fayette 

08 

.... 

1  61 

Donora* 

Washington.. 

.01 

.26 
.03 
.19 
.25 
.01 
.30 
.24 
.01 
.12 
.'24 
.40 
.06 

.07 
.15 
.40 
.43 
.86 
.07 
.08 
.06 

.27 
.06 
.05 
.24 

.07 

T. 

.08 

.05 

.04 

1  39 

Green^boro^ 

Greene 

.40 

.03 

.28 
.20 
.35 
.28 

.67 
.50 
.63 
.28 
.37 
.39 
.62 
.42 
.51 
.68 
.57 

.89 
1.05 

.85 
1.00 

.92 

.45 

46 

1.'20 

.80 

.62 

1.13 

.47 

1.48 
.40 
.27 

.03 

1  98 

Greeusburg,  2  S 

W'moreland. 

.31 
T 

03 

M 

2  18 

W'nioreland. 

T 

■ 

.02 

1.45 

Meversdale- 

Somerset 

.13 
.05 
.01 

.29 

.02 

.... 

.... 

.01 
.13 
.17 

2.12 

Murrysville//',-'' 

W'moreland. 
Allegheny . . . 
Greene 

.01 

.0:i 
T. 

.05 
.02 

1   16 

Pittsburgh  Arpt.  ' ,  * . . . 

.... 

.01 

.19 

.'6i 

1.52 

Rices  Landing'' 

.68 
.52 
.01 
..3B 
.61 

.32 
.31 
.98 
.01 
.40 

.21 
.04 
.10 
.21 
.23 

.36 

2.82 

Somerset 

.09 

.6C. 
.M 
.10 

T. 
T. 
T. 

2  85 

Springs^,  l  SW  

Somerset 

Fayette 

.... 

.88 

.26 
.01 
.25 

.19 

3  -il 

Unioutown 

2  56 

Way  nesburg^ 

Greene 

2  01 

Beavek 
Beaver  Falls2 

Beaver 

.10 
.09 
.10 

T. 

.05 

.02 
.15 
.16 
.36 
.22 
.43 
.32 
.16 

.05 
.01 
.02 
.04 

.25 
.40 
.10 

2  05 

Butler 

Butler 

.... 

1  98 

Farrelis 

Mercer 

.12 
.02 
.21 

2  61 

Greenville 

Mercer 

.24 

".U 
.01 

.10 

.67 

'!39 
.42 

.40 
.'36 

".'26 

.20 

2  83 

Jamestown-',  2  NW.  . . . 

Mercer 

Mercer 

Lawrence .... 
Crawford 

T. 

.26 
.13 
.10 
.50 

.25 
.16 

1.60 
.71 
.85 

'.'62 

.01 

.34 

.02 
.16 
.02 

.04 
T. 
.05 
.12 

.01 
T. 
.62 

.01 
T. 

.'6i 

.03 
'.'64 

■;6i 

'.'48 
.49 

.03 

3  25 

Mercer  Arpt. ',2.5  Nf:.. 
New  Castle',  15  N 

.... 

.... 

T. 

2. 10 
2.01 

Pennliue.2,  l.S 

.23 

T. 

.30 

.60 

.17 

.28 

T. 
.11 
.40 

2  63 

Ohio 
Claysville2 

Washington  . 
Allegheny  ... 
Beaver 

'.'26 
.24 

.06 

1  62 

Coraopolis2,  IE 

.46 

.02 
T. 

1  56 

Midlands 

VVasliingtonl, « 

Washington  . 
Erie 

. . . . 

.06 

•••' 

■•'•• 

.... 

'!33 

.27 

1.44 

LAKE    DRAINAGE 
Albion^ 

.13 

4  08 

Kriel.s 

Erie 

.68 

.... 

'.'i7 

T. 

.35 

1.17 
.46 

.03 

3.65 
3., 37 

Raymond',  5 

Potter 

[See  page  72  for  explanation  of  reference  marks.] 


Daily  Evaporatioii( inches)  and  'Wind  movement  (miles) 


Stations 

1 

2       3       4 

S 

6 

7 

8  j    9 

10 

11 

12  1  13 

14 

15 

16 

17     18 

19 

20 

21 

22 

23     24 

25     26 

27 

28  I  29 

1 
30    31    Total 

Contiuence^  1  SW.  j  fvTnrtTn'J.o^-  ni 
1  n  ma  movement 

.140 
35 

.156 
24 

.156 
36 

.130 
21 

.158 
25 

.022 
33 

.166 
15 

.  084 .  077 
9     15 

.179 
66 

.193 
41 

.0861.  r24  .154 
17      17:     19 

.144 
23 

.212 

58 

.  141  .  177 
39     44 

.160 
•26 

1 

.  0821. 104 

23  j     34 

.•208 

79 

.va  .0961  060  .O84L  109 

94     17!     11!    31     .52 

.  101 .  136  .  069 
36     47     62 

....  i  3. 766 
....j     1048 

Ford  Citv-'   4  S         /  Evaporation .... 
fovn  t.ny  .  4  .■, '^  ^.^^  movement 

.103 
5 

.118 
35 

.  1861. 136 
50     16 

.132 
34 

.088  .140 
10     22 

.  124 . 120 
5     27 

.J2Si.  166 

30     30 

.168'.084j.094 
U     'iOl    20 

.166 
13 

.178 
40 

.183.173 
30     16 

■217 
27 

.  118.  r25].172 

3I     201     81 

.183 
83 

.093'  061).  144:.  093'. 078 
13     I9l    30]     35     21 

.1431.043 
36,     51 

....    3.637 
....  1      835 

Hawlpv'   IS            /Evaporation.... 
tiawiey  ,1b <;  ^.^^^  movement 

.229 
66 

.234 
35 

.  115M25 

98!    48 

1 

.194 
36 

.086.128 
33     29 

.  035 .  155 
10     13 

022 
•23 

.209.^268    r22M82 
44     90    112;     81 

.171 
30 

175 
84 

.  180  .  138 
76      28 

.241 
65 

.08'2|.  070. 0901. 118 
84      51'  167;  107 

.108.0631.096'     •  !     • 
50     33     68l     721    84 

• 
43 

.467 
129 

4.073 
1839 

Jame,stown2 .  .2  NW  ( Ir'ifiBTolp^-p^; 
I  Wind  movement 

.160 
31 

.166J.lfi2l.l.S0 

12     391     18 

.238 
22 

.0661.094 
27'     17 

1 

.150 
11 

174 
27 

.•202 
64 

.178  .1521.1601.086 
36      47      29      43 

1 

.189 
11 

.087 
36 

.112.167 
19     32 

107 
24 

.118.114!.  1931. 118. 096. 102. 130|.130l  064 
34j    3»    66;    57     24     49'    38     26     33 

.114 
47 

.024 
54 

3.960 
1010 

Neffs  Mills'-^  3  >;  NF  '  Evaporation  .... 
iNeitsMills  .3.5  .M..  ,  ^.jjjj  n,o^,ement 

.116i.l20.218|.  136 

9i       3      37|     30 

.  094!.  046;  112 

15|      4i      7 

.070 
6 

.142 
13 

.154 
15 

.078 
19 

.  154  .  068 .  132 
16       81     11 

.040 
5 

.310.0841.244 
41     '23     13 

.130 
6 

.093:  073    084|.  110  .  114  .  174  .  144l.  llOj.  116 
6     13     66     58      11     21     34'     21     32 

.018 
23 

.090 
46 

8.574 
612 

Italics  mean  minus  quantity. 


[See  page  72  for  explanation  of  other  references.] 
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70 


CLIMATO LOGICAL  DATA:    PENNSYLVANIA  SECTION. 


September  1947 


Daily  Temperattires  for  September  1947 


Stations 


Albion/ 

Allpntown  Arpt. 

AUentown/ 

Altoona-4.5  W... 
Arendtsvilie/. .. 
Beavertowu/.  .. 

Berwick 

Bethlehem  1 


/Maximum. 

\  Minimum. 
',MNE  /  Maximum. 

V  Minimum. 
/  Maximum. 

V  .Minimum. 
/  Maximum. 

\  Minimum. 
I  Maximum. 

\  MiniiiiUm. 
(  Maxirau)!). 

)  Mii.imuui . 
/Maximum. 

\  Minimum. 
/  Maxinjurn. 

\  Miniiuum. 


Blairsville'-6  NE 

Braflford-4  \V 

Brooliville 

Burnt  Cabin8'-2  NE  . 

Butler 

Canton/-l  NW  

Carlisle 

Chambersburg6-l  8\\ . 
Clarion«-3  SW 


,  1  Maximum. 

I  Minimum.. 
.  )  .Maximuiri. 

V. Minimum.. 
.  j  Maximum. 

!  Minimum. 
.  /  Maximiui). 

\  Mir.iniuvn. 
.  I  Maximum. 

\  Miniiinini .. 
,  /  Maximum. 

\  Minimum.. 
,  /  .Maximum. 

\  Minimum.. 
.  /  Maximum. 

\  Minimum. 
.  /  Maximum. 


«-^p°^' mss: 

Coatesville/ (Maximum. 

Columbia /  Maximum. 

\  Minimum.. 

o„rrv  /  Maximum . 

^'"  " \  Minimum. 

Coudersport /  Maximum . 

Curwen.-villei-6  N  W  . .   .  /  Mftxiraum. 
\  Mimraiuii. 

Derrv (  .\laximum. 

\  .Miniraiiiii . 


Donegal ' 

Douora' 

Eagles  Mere/ 

East  WaterfordB-3  E  . . 

Ebeusburg/ 

Emporium  /-I  E 

Ephrata 

Erie' — 


.  (  Maximum. 

\  Minimum.. 

.  /  Maximum. 

V  Minimnxn. 

,  /  Maximum. 

\  Minimum. 

.  /  .Maximum. 

V  Minimum. 

.  I  Maximum. 

V  Minimum . 
.  /  Maximum. 

\  Minimum. 
.  /  Maximuin. 

\  .Minimum . 
.  /  Maximum. 

(  Minimum. 


9     10     11     12     13 


14     15     16     17 


Everettl-0.5  o.W /  Maximum. 

\  Minimum.. 
Farrell /  Maximum . 

\  Minimum.. 
Ford  City  /-4  S /  Maximum. 

\  Minimum. 
Franklin / /  Maxi mum . 

V  Minimum .. 
Fredericksville-l  S /  Maximum. 

\  Minimum.. 
Freeland /  Maxinuim. 

\  Minimum .. 
George  School^ /  Maximum. 

(Minimum.. 
Gettvsburg /  Maximum. 

\  Minim.um ., 


Grordon 

fTreeusburg-2  S 

Hanover  /  

HarrisburgArpt.  1-3.5  J 

Hawley-0.5E 

Hewltt-2SW 

Holtwood' 


I  Maximum. 
t  Minimum . 
'  .Maximum. 
I  Minimum . 
I  Maximum. 
I  Minimum, 
f  -Maximum. 
I.  Miin'muDi . 
I  MaximuTii. 
I.  .Minimum . 
f  Maximum 
I  Minimum . 
( .Maximum 
I  Minimum  . 


72     76 
45     62 

80 

57 

79 

60 

79 

55 

83 

67 

79 

53 

S4 

5 

80 

611 


84 
45 
85 
60 
84 
60 
83 
59 
87 
60 
S4 
5' 
84 
57 
83 
65 

78 

61 

78 

53 

82 

55 

8f< 

55 

84 

57 

79 

55 

8' 

60 

8' 

5 

83 

54 

85 
5' 
83 
5ft 
85 
58 
88 
60 
82 
611 
81 
51 
79 
56 
85 
61 

81 
53 
8' 
63 

,57 
79 
63 
78 
58 
82 
53 
89 
61 
78 
66 

8 

5 

87 

65 

84 

58 

84 

59 

81 

60 

79 

58 

85 

59 

86 

69 

82 

57 
83 
53 
86 
63 
85 
64 
80 
54 
85 
60 
84 
64 1 


85  85 
63  65 


82 

77 

63 

65 

87 

88 

72 

67 

87 

82 

59 

55 

84 

86 

63 

61 

77 

84 

63 

63 

77 

78 

61 

62 

76 

86 

67 

68 

75 

78 

67 

69 

78 

80 

61 

(,< 

85 

83 

60 

61 

77 

79 

67 

67 

77 

80 

67 

70 

82 

81 

62 

61 

8;- 

81 

66 

63 

77 

81 

70 

72 

64l  6'; 

s'; 

68 
85 
69 
82 
67 
85 
72 
82 
67 
86 
68 
86 
68 


87  85 
68  70 
86   88 


82 

85 

67 

62 

90 

89 

67 

70 

89 

90 

69 

70 

83 

81 

61 

62 

90 

90 

64 

64 

9(1 

89 

63 

65 

91 

90 

67 

6^ 

90 

92 

71 

71 

81 

78 

61 

61 

83 

79 

65 

60 

86 

80 

62 

57 

90 

89 

62 

62 

8) 

88 

66 

52 

83 

84 

63 

63 

92 

89 

66 

67 

88 

89 

M 

65 

86 

W 

62 

60 

83 

82 

65 

63 

85 

84 

59 

KO 

89 

87 

68 

69 

93 

92 

70 

64 

81 

82 

66 

60 

79 

81 

56 

52 

80 

77 

60 

59 

8Si 

85 

63 

63 

84 

79 

59 

.58 

86 

84 

69 

67 

76 

76 

64 

66 

80 

82 

66 

65 

81 

78 

6C 

60 

89 

83 

62 

62 

91 

90 

70 

69 

83 

82 

72 

66 

90 

92 

6fl 

62 

83 

87 

7S 

67 

8H 

83 

62 

62 

82 

83 

67 

65 

87 

87 

64 

8? 

66 

8:4 

84 
641 
88  90 
72  73 


18  19  20  21 


48.  60 
76  80 


48 
74 
44 

77 

56 

77 

43 

79 

46 

77|  80 

50  52 

73!  78 
491  56 


76|  XO 
47|  4^ 


87  53 
48  50 


22 


81 

57 
78 
57 
78 
54 
78 
53 
76 
52 
73 
55 
72 
54 
78 
56 

83 
56 
79 
54 
83 
57 
76 
.54 
87 
56 
70 
54 
78 
51 
75 
53 
84 
5 

86 
63 
83 
55 
80 
54 
80 
54 
S2 
58 
80 
52 

53 
88 
62 

83 
56 

8>^ 

65 

67 

46 

65 

4 

72 

53 

78 

43 

77  75 


.55 
85 
57 

81 
55 
87 
62 
86 
54 
83 
60 
76 
55 
73 
47 
80 
57 
75 
54 

7] 
50 

86 

58 

76 

60 

79 

56 

69 

54 

78 

58  32: 

79  77; 

61  541 


23  24  25  26  27 


28 


63  68 

30  35 

65  67 

3ll  36 

59|  62 

37;  39 

63i  61 

38i  42 

56  60 

30  34 

65  66 

28l  35 

6lj  64 

45  46| 


69 
46 
68l 
44; 
69| 
4-2 
70 
46 
71 
40 
68 
41 
69 
48 
68 
48 


66  63 
34|  42 
60'  62 


671  58 

55  29 

66j  m 

46  31 


60 

40 

.58  ... 

40  34 

61]  58  58 

45  SO,  26 

70  68!  62 

35  38  32 

681  59  61 

52  46  39 


29  30  31 


58 
38 
68 
34 
69 
36 
64 
38 
69 
34 
67 
3: 
69 
36 
6b 
37 

58 
44 
65 
40 
54 
4H 
68 
3' 
56 
31 
6i 
34 
70 
33 
70 
34 
54 
42 

60 
41 
65 
26 
69 
31 
72 
35 
56 
46 
61 
26 
56 
41 
62 
51  40 


67 

30 

60 

35 

70 

37 

68 
321  37 
59  66 
22  2 
651  70 
35'  35  38 
66,  70'  59 
39     43i    43 


29     33 
61      54 


41 

59 

38 

.58 

35 

67 

34 

59     48 

48     43 


Continued  on  page  71. 
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CUMA'PO LOGICAL  DATA:    PENNSYLVANIA  SK(T1()N 


Daily  Temperatures  for  September  1847— Continued  from  paee  70. 


Station;: 

1 

2 

8 

4 

6 

6 

7 

8      9 

10 

11 

12 

18 

14 

16 

16     17 

18 

19     20 

21 

•22 

I 
28 

24 

25 

26     27 

28 

29 

80 

81 

Mean 

HvinttnBdon 

. .  (  Maximum. 
\  Minimum. 

1 
81 

82 

85 

88 

78 

80 

80 

Ssl    86 

86 

i            ! 

88      90,     90 

87 

9C 

8C 

7*' 

80 

8' 

7{ 

7< 

74 

6i 

61 

1 
7C 

6f 

61 

64 

7C 

68 

... 

77.8 

58 

67 

56 

60 

68 

63 

65 

65     67 

68 

66      63 

i     67 

64 

6^ 

60 

4f 

47 

51 

57 

6fi 

4i 

82 

36 

47 

31 

29 

28 

36 

41 

63.2 

Uu1iaua2.5  8K 

..  /  Maximum. 

8fi 

84 

82 

85 

81 

86 

87 

83      84 

87 

8- 

86 

1     84 

81 

8- 

71|     77 

82 

8: 

8C 

8f 

82 

62 

6- 

6« 

ei* 

60 

68 

62 

6( 

'.'.'.':■  77.9 

\  .\linimum.. 

1     5H 

67 

53 

68 

64 

57 

58 

60      69 

62 

6; 

!      62 

60 

60 

5f 

49 

44 

47 

5C 

.56 

68 

4iJ 

3r 

36 

43 

31 

26 

2! 

34 

35 

....      50. 3 

Irwin  

. .  )  .Maximum. 

86 

82 

85 

88 

86 

8S 

85 

85      87 

88 

8* 

i      86 

84 

86 

8£ 

73 

81 

86 

8" 

86 

86 

8( 

66 

6e 

66 

66 

67 

66 

62 

58 

....    79,1 

\  M Illinium  .. 

56 

67 

60 

65 

6b 

1     62 

64 

6l!     64 

64 

6f 

)      67 

63 

62 

5S 

50 

4,1 

46 

64 

58 

56 

63 

30 

3* 

47 

34 

27 

31 

41 

39 

....      53  1 

JaraesUnvu/-2N\V... 

..  /  .Maxinuini. 

82 

81 

85 

87 

79 

83 

85 

88 

86 

87 

8S 

)      86 

81 

84 

83 

72 

80 

83 

88 

84 

86 

68 

63 

70i   m 

67 

60 

66 

6( 

51 

....      76. 9 

\  Minimum .. 

1   -le 

62 

1     57 

60 

62 

68 

53 

69 

61 

65 

6{ 

67 

65 

57 

56 

43 

45 

47 

5a 

58 

67 

50 

31 

32 

39 

39 

.30 

33 

86 

38 

...        60.  fi 

Johnstown  / 

. .  (  Maximum.. 
\  .Minimum.. 

88 

82 

1     86 

90 

76 

84 

84 

86 

87 

87 

8f 

87 

'     87 

85 

90 

74 

77 

83 

8( 

72 

84 

62 

67 

61 

68 

60 

61 

64 

67 

63 

77.  7 

'     64 

68 

60 

64 

68 

62 

65 

66 

64 

68 

1  6e 

64 

66 

64 

61 

56 

47 

48 

.52 

60 

60 

58 

36 

40 

42 

38 

31 

31 

40 

41 

....i     84.9 

Kftue'-l  N 

.     /  Miiximuni.. 

81 

73 

79 

82 

75 

81 

83 

84 

79 

79 

8'.< 

81 

83 

79 

81 

67|     73 

78 

8: 

62 

80 

70 

56 

68 

61 

62 

51 

60 

54 

47 

72.1 

\  .Minimnni .. 

43 

5'- 

60 

,53 

59 

64 

53 

64 

55 

62 

6( 

)     60 

63 

54 

48 

41 

35 

40 

46 

64 

54 

.32 

26 

29 

32 

26 

22 

21 

42 

27 

44.9 

Lancaster 

. .  (  Maximum.. 
\  Miuii-mm.. 

80 

85 

83 

84 

80 

76 

82 

86 

81 

86 

8{ 

86 1     b8 

86 

82 

77 

76 

79 

85 

80 

77 

;6 

6i 

61 

70 

63 

61 

61 

67 

61 

76.8 

60 

68 

60 

61 

67 

67 

69 

68 

69 

66 

6i 

(     67 

:    69 

67 

65 

60 

48 

48 

66 

62 

54 

59 

35 

40 

51 

36 

30 

29 

33 

48 

65.6 

Lawreucuville   

. .  /  Mrtxnnnm.. 
\  ,Mi;iimum.. 

80 

80 

83 

86 

79 

85 

86 

89 

85 

81 

8^ 

88 

,     90 

87 

8'< 

74 

78 

83 

87 

60 

70 

69 

61 

70 

59 

55 

55 

63 

64 

57 

76  0 

52 

6:^ 

1     57 

57 

60 

62 

62 

63 

65 

65 

64 

63 

66 

64 

57 

50 

45 

45 

51 

53 

53 

45 

30 

35 

47 

30 

25 

•25 

39 

38 

510 

1 ohanon    

. .  (  Maximujii.. 
\  Minimum.. 

81 

85 

1     85 

87 

77 

78 

86 

87 

83 

87 

8- 

89 

90 

90 

87 

74 

7H 

82 

88 

58 

77 

69 

60 

62 

68 

59 

61 

63 

70 

56 

76.7 

60 

62 

59 

61 

64 

64 

66 

68 

69 

68 

6£ 

66 

68 

67 

67 

69 

49 

49 

50 

54 

50 

56 

34 

35 

41 

37 

30 

31 

35 

46 

54.5 

Ije\vistowu/-2  S  W 

. .  (  Maximum.. 

\  .Minimum .. 

88 

86 

88 

90 

78 

83 

81 

88 

85 

85 

9C 

91 

91 

90 

93 

77 

79 

82 

89 

64 

76 

67 

64 

62 

69 

60 

62 

65 

71 

59 

78.3 

BO 

60 

60 

60 

64 

66 

65 

66 

70 

72 

7C 

67 

66 

67 

65 

58 

49 

48 

51 

54 

55 

66 

34 

34 

40 

34 

31 

■29 

3:i 

41 

.54.  2 

Lock  Haven'^ 

.  /  .Maximum.. 
\  .Minimum.. 

85 

85 

86 

89 

80 

87 

83 

90 

88 

87 

9f 

91 

90 

8b 

90 

80 

80 

86 

87 

78 

75 

74 

64 

64 

68 

60 

62 

66 

68 

59 

79.3 

56 

68 

58 

61 

66 

65 

65 

67 

66 

7( 

6i! 

6-. 

68 

67 

60 

53 

49 

60 

53 

54 

64 

63 

33 

39 

47 

33 

29 

28 

38 

42 

'.'.'.'.\     .54.1 

Marcu.-  Hook  / 

. .  )  .Maximum.. 

88 

94 

93 

92 

81 

78 

88 

87 

81 

89 

91 

90 

92 

91 

90 

81 

81 

89 

94 

66 

83 

76 

64 

63 

71 

6^ 

66 

68 

73 

65 

80,9 

'X  .Minimtmi .. 

67 

67 

68 

70 

72 

70 

71 

73 

72 

72 

7'J 

72 

74 

74 

72 

68 

57 

61 

63 

58 

55 

66 

42 

47 

50 

45 

46 

41 

47 

67 

i;2.  3 

Martinsburg^,  ^ 

. .  /  Maximum.. 
\  Minimum.. 

79 

78 

80 

84 

72 

78 

77 

82 

81 

HI 

8? 

87 

85 

»J 

85 

68 

74 

77 

82 

65 

77 

74 

69 

57 

67 

67 

58 

60 

66 

65 

73.7 

56 

64 

62 

64 

65 

60 

64 

63 

68 

67 

67 

64 

62 

64 

59 

49 

45 

50 

54 

53 

55 

38 

30 

87 

44 

34 

26 

29 

40 

33 

.52.2 

MeadvlUeZ-l  S 

..  (  .viaxlmum.. 

83 

78 

84 

87 

79 

84 

86 

88 

88 

85 

87 

84 

80 

82 

79 

72 

78 

82 

85 

85 

84 

54 

69 

71 

62 

49 

60 

64 

57 

47 

75.4 

\  Minimum.. 

48 

51 

56 

59 

62 

62 

58 

58 

62 

62 

67 

69 

65 

59 

52 

47 

43 

47 

52 

56 

59 

52 

33 

36 

38 

37 

31 

31 

42 

37 

51.0 

Mercer'-2;i  NE 

. .  /  MaximiMi).. 

81 

76 

82 

84 

74 

81 

83 

83 

83 

83 

84 

81 

78 

HO 

83 

68 

76 

80 

83 

82 

H2 

.56 

67 

70 

60 

54 

58 

62 

66 

47 

73.5 

\  .Minimum.. 

51 

62 

59 

62 

64 

64 

60 

60 

65 

65 

66 

68 

64 

59 

53 

44 

47 

51 

54 

5« 

54 

36 

30 

37 

37 

31 

28 

34 

46 

30 

51.3 

Middletown'-1.5  \V.  . . 

. .  (  Mhximum. 
\  Minimum  . 

80 

84 

86 

87'     78 

78 

82 

86 

83 

86 

87 

88 

89 

88 

89 

73 

78 

81 

87 

70 

78 

76 

60 

61 

68 

59 

61 

62 

70 

69 

77.1 

64 

67 

62 

65]     68 

68 

68 

69 

70 

70 

'2 

70 

70 

68 

68 

54 

60 

61 

60 

53 

56 

46 

36 

42 

47 

37 

34 

32 

36 

38 

66.3 

Midlands 

. .  (  Maximum.. 
V  .Minimum.. 

83 

78 

85 

8fi 

78 

81 

83 

85 

87 

86 

87 

82 

81 

82 

8i! 

72 

79 

82 

84 

85 

85 

.59 

60 

70 

63 

57 

60 

60 

58 

63 

75.9 

55 

65 

60 

fil 

68 

64 

65 

65 

67 

67 

66 

69 

66 

63 

52 

48 

,50 

53 

,58 

62 

52 

42 

37 

43 

40 

40 

32 

38 

46 

36 

54.3 

Montrose  /-3  E 

. .  1  Ma.ximum.. 
\  Minimum.. 

76 

80 

78 

81 

75 

81 

77 

87 

80 

80 

81 

81 

84 

84 

80 

67 

75 

76 

81 

54 

71 

62 

64 

60 

.59 

50 

51 

58 

60 

42 

70.8 

48 

51 

57 

58 

59 

59 

62 

60 

62 

62 

62 

65 

63 

64 

63 

52 

45 

47 

63 

47 

47 

53 

29 

29 

39 

28 

80 

27 

34 

36 

49.7 

Mt.  Pocono*-2  N 

. .  (  Maximum.. 
V  Minimum.. 

74 

78 

76 

78 

73 

76 

79 

81 

76 

78 

78 

80 

81 

82 

77 

66 

70 

73 

79 

51 

67 

6« 

54 

53 

60 

51 

,52 

56 

60 

53 

69.3 

51 

61 

54 

53 

60 

60 

60 

62 

63 

63 

64 

65 

64 

61 

61 

42 

41 

46 

51 

44 

50 

35 

29 

36 

36 

30 

25 

27 

84 

30| . . . . 

48.5 

Xevv  Bloomflold 

.    /  Maximum  . 
\  Minimum. . 

80 

84 

85 

88 

81 

78 

79 

85 

85 

82 

84 

8!i 

90 

88 

89 

82 

77 

80 

87 

76 

75 

74 

72 

59 

68 

61 

64 

61 

70 

61 

77.8 

57 

56 

56 

60 

64 

63 

65 

63 

66 

68 

67 

63 

63 

64 

62 

55 

43 

44 

50 

64 

60 

54 

30 

35 

47 

31 

28 

24 

31 

43 

52.2 

New  Castleti-l.S  N 

. .  f  Maximum.. 

85 

80 

85 

87 

78 

85 

87 

86 

86 

86 

89 

8fi 

82 

85 

86 

73 

80 

85 

87 

86 

86 

69 

63 

72 

64 

58 

62 

65 

58 

51 

77.4 

I  .Minimum.. 

49 

62 

,Y6 

63 

66 

66 

59 

60 

63 

64 

66 

70 

65 

60 

56 

45 

44 

48 

54 

59 

57 

39 

35 

36 

40 

34 

30 

32 

47 

31 

61  9 

Palniertou* 

. .  (  .Maximum.. 

75 

8:i 

81 

84 

76 

77 

81 

84 

78 

82 

83 

85 

86 

85 

77 

72 

73 

77 

84 

68 

73 

67 

58 

58 

66 

57 

58 

59 

66 

57 

73.3 

\  Minimum.. 

55 

fi2 

58 

58 

65 

65 

66 

70 

69 

68 

70 

69 

68 

67 

64 

50 

45 

47 

54 

62 

56 

40 

34 

38 

43 

34 

28 

26 

33 

37 

.53.0 

Park  Place'-l  NW 

. .  )  Maximvun.. 
\  Minimum.. 

73 

78 

77 

80 

74 

76 

77 

80 

76 

77 

80 

82 

82 

83 

76 

69 

70 

73 

81 

62 

68 

69 

54 

53 

61 

62 

52 

64 

61 

62 



70.1 

54 

60 

59 

61 

62 

62 

63 

64 

63 

63 

66 

66 

66 

64 

61 

51 

50 

62 

58 

45 

49 

36 

30 

39 

86 

31 

31 

32 

37 

30 

51.3 

Phila.  Arpt.'-7S\V,. 

. . )  .Maximum.. 

81 

87 

87 

87 

79 

75 

85 

85 

78 

86 

88 

88 

90 

89 

90 

75 

78 

83 

87 

66 

81 

76 

59 

61 

66 

62 

61 

64 

71 

59 

77.4 

V  Minimum.. 

65 

70 

65 

65 

70 

69 

71 

72 

70 

70 

70 

73 

73 

72 

70 

68 

54 

65 

60 

56 

60 

47 

40 

46 

51 

42 

36 

41 

42 

40 

59.1 

Philadelphia  CO. 1.  .. 

. .  (  .Vlaximum.. 

80 

87 

86 

85 

78 

76 

83 

86 

76 

84 

87 

87 

89 

88 

88 

75 

78 

82 

86 

64 

81 

76 

59 

60 

66 

6'^ 

62 

62 

70 

60 

76.8 

\  Minimum.. 

66 

72 

68 

71 

71 

72 

71 

74 

70 

70 

72 

74 

73 

73 

71 

64 

61 

62 

64 

55 

61 

60 

43 

50 

52 

44 

40 

43 

48 

43 

61.6 

Phila.  Shawmout 

. .  /  Maximum.. 

87 

86 

86 

86 

85 

77 

84 

85 

83 

83 

88 

88 

90 

89 

90 

76 

79 

82 

87 

86 

80 

78 

67 

62 

68 

67 

63 

63 

70 

68 

79.4 

\  Minimum.. 

60 

70 

60 

63 

69 

68 

70 

70 

71 

71 

70 

73 

72 

74 

70 

63 

51 

52 

,58 

64 

60 

60 

38 

42 

50 

40 

.33 

54 

38 

52 

.59  2 

l'hilii-,sburg'-7  K 

. .  1  .Maxinuini.. 

74 

75 

78 

78 

73 

77 

75 

79 

78 

77 

79 

81 

HI 

79 

82 

66 

69 

73 

80 

63 

72 

68 

55 

56 

64 

51 

55 

57 

60 

51 

70.2 

\  .Minimum. 

50 

50 

51 

55 

60 

58 

59 

55 

65 

65 

67 

6'.' 

57 

54 

52 

40 

35 

47 

49 

50 

51 

33 

25 

35 

36 

24 

19 

27 

43 

28 

46.7 

Phoenixville-1.6  SK . . 

. ,  /  .Maximum.. 
1  Minimum.. 

89 

90 

92 

91 

92 

82 

90 

90 

89 

88 

89 

94 

92 

92 

91 

77 

84 

86 

92 

9.S 

85 

85 

79 

71 

71 

68 

65 

62 

71 

64 

$83.6 

56 

67 

58 

60 

68 

67 

69 

68      68 

66 

66 

71 

70 

71 

66 

64 

46 

47 

65 

54 

59 

61 

34 

38 

50 

84 

29 

28 

81 

50 

^,55.  7 

Pittsburgh  Arpt.i-7.5S 

E  (  .Maximum.. 
I  Minimum.. 

85 

79 

85 

87 

76 

84 

83 

82      84 

86 

89 

86 

85 

84 

87 

72 

78 

85 

86 

86 

86 

58 

64 

67 

66 

56 

67 

66 

58 

52 

76.6 

60 

67 

62 

66 

66 

64 

66 

65 

68 

69 

66 

68 

66 

64 

57 

62 

52 

56 

62 

61 

57 

41 

38 

46 

46 

39 

38 

38 

46 

36 

56.0 

Pittsburgh  City  Office' 

. .  )  .Maximum.. 

87 

81 

8S 

90 

77 

84 

86 

84 

86 

87 

88 

87 

86 

86 

88 

74 

79 

85 

87 

85 

86 

60 

62 

70 

67 

59 

69 

66 

60 

54 

77.9 

I  Minimum.. 

61 

70 

66 

71 

68 

67 

67 

68 

71 

73 

72 

71 

68 

68 

59 

56 

58 

56 

62 

64 

58 

44 

40 

45 

49 

43 

38 

39 

61 

43 

68.7 

Port  Clinton  / 

. .  t  .Maximum.. 

78 
54 

83 
62 

8? 
56 

85 
58 

78 
60 

78 
64 

84 
64 

85 
64 

82 
68 

84 
68 

83 
69 

87 
68 

86 
67 

87 
66 

82 
62 

71 
69 

74 
44 

78 
45 

72 
47 

67 

53 

75 
,50 

67 

57 

59 
32 

59 
32 

59 
87 

67 
33 

69 
28 

60 
27 

66 
28 

53 
37 

74.0 

\  Minimum.. 

52.0 

Putneyville/-2.5  SE. . . 

..  i  Maximum.. 
■>  Minimum.. 

84 

78 

83 

86 

76 

84 

81 

81 

82 

84 

86 

85 

86 

80 

85 

70 

76 

81 

84 

78 

84 

61 

56 

70 

65 

57 

56 

63 

67 

50 

75  0 

47 

49 

53 

54 

6" 

56 

57 

56 

56 

61 

61 

62 

58 

69 

52 

46 

41 

44 

44 

51 

54 

51 

27 

26 

40 

29 

24 

25 

39 

31 

■••■ 

47.0 

Quakertown-0.5  E 

. .  /  Maximum.. 
\  .Minimum .. 

81 

84 

83 

84 

85 

77 

84 

84 

80 

84 

85 

86 

88 

87 

86 

76 

77 

78 

83 

81 

77 

75 

56 

60 

66 

63 

69 

58 

68 

61 

76.5 

57 

65 

56 

55 

57 

62 

63 

68 

65 

65 

64 

67 

68 

68 

62 

67 

43 

52 

52 

49 

54 

52 

32 

34 

48 

34 

26 

24 

29 

44 

'.'.','. 

.52.  4 

Reading' 

. .  /  Maximum.. 
\  Minimum.. 

79 

86 

86 

87 

76 

76 

84 

86 

78 

86 

87 

89 

90 

89 

82 

75 

77 

81 

87 

69 

79 

76 

.59 

60 

70 

62 

62l 

61 

69 

59 



76  9 

64 

71 

64 

64 

68 

68 

69 

73 

69 

69 

70 

71 

74 

71 

68 

58 

52 

53 

62      54 

57 

46 

39 

42 

49 

40 

351 

34 

36 

41 

.   .   .  . 

57.7 

Ridgway  / 

. .  /  Maximum.. 
\  Minimum.. 

7i 

72 

7.0 

79 

7i 

81 

SI 

83 

84 

85 

88 

88 

87 

89 

83 

72 

77 

77 

85 

63 

85 

58 

60 

71 

67 

57 

59' 

65 

67 

51 

$74.7 

47 

52 

49 

54 

67 

56 

66 

57 

56 

57 

62 

62 

62 

65 

47 

44 

40 

43 

44 

49 

55 

50 

31 

32 

86 

32 

27! 

2S 

36 

30 

47.0 

vScranton' 

. .  /  Maximum.. 
V  Minimum.. 

81 

82 

81 

85 

76 

85 

83 

88 

85 

84 

86 

87 

89 

89 

84 

70 

77 

81 

85 

60 

73 

74 

56 

63 

63 

53 

66! 

63 

66 

58 

75.4 

52 

65 

60 

57 

63 

65 

66 

66 

67 

69 

71 

69 

68 

68 

63 

52 

47 

50 

67 

61 

57 

41 

36 

39 

42 

,S4     301 

30 

38 

37 

53.6 

Selinsgrove 

. .  1  Maximum... 

\  Minimum .. 

80 

83 

85 

86 

81 

83 

86 

88 

86 

85 

88 

88 

90 

91 

89 

75 

77 

80 

87 

82 

76 

75 

58 

60 

67 

60 

61| 

63 

67 

64 

.  .  .  . 

78.0 

56 

56 

60 

56 

65 

63 

62 

66 

63 

67 

69 

t6 

64 

62 

64 

64 

46 

47 

60 

62 

52 

54 

31 

37 

47 

81 

26 

32 

37 

41 

52.8 

Shippensburg 

. .  /  Maximum.. 
\  .Minimum.. 

84 

84 

86 

90 

80 

77 

82 

86 

88 

87 

89 

90 

91 

91 

92 

76 

81 

85 

89 

78 

75 

74 

63 

62 

72 

62 

65 

67 

70 

64 

79.3 

64 

70 

62 

68 

68 

64 

68 

69 

69 

68 

66 

64 

65 

66 

66 

53 

47 

49 

56 

52 

52 

57 

33 

38 

49 

35 

30 

29 

34 

46 

.55.1 

Somerset 

. .  /  Maximum.. 

83 

81 

80 

83 

77 

81 

80 

77 

80 

82 

84 

85, 

82 

81 

83 

70 

73 

78 

81 

76 

80 

75 

63 

60 

63 

59 

561 

60 

65 

58 

"!!i 

74.5 

V  Minimum.. 

56 

64 

56 

59 

61 

53 

58 

57 

60 

66 

62 

59 

57 

67 

65 

48 

39 

40 

47 

50 

49 

47 

27 

34 

44 

29     22j 

22 

28 

35 

, 

48.0 

&prings6-l  SW 

. .  /  Maximum.. 

81 

73 

77 

81 

67 

76 

76 

75 

78 

79 

81 

82 

79 

77 

81 

66 

69 

74 

79 

64 

79 

69 

59 

54 

62 

64 

55 

59 

64 

.53 

. . .  .1 

70.8 

V  Minimum.. 

56 

59 

51 

55 

61 

56 

67 

69 

64 

63 

55 

56 

56 

57 

55 

46 

39 

45 

49 

52 

5!? 

36 

26 

35 

42 

31 

25 

28 

32 

30 

47.6 

State  College'  

. .  t  Maximum.. 

80 

79 
62 

83 
60 

83 
64 

76 
65 

81 
61 

77 
66 

84 
64 

81 
68 

82 
69 

85 
72 

88' 
67 

86 
64 

83 
64 

86 
60 

71 
62 

73 
46 

77 

48 

83 
67 

64 
64 

73 
54 

11 

58 
30 

60| 
42- 

65 
44 

55 
33 

.57| 
29 

59 
28l 

65 
30 

53 
35 

73.9 

52.7 

\  Minimum.. 

55 

Stroudsburg-2  E 

. .  /  Maximum.. 
\  Minimum.. 

".5i 

85 
65 

85 
55 

87 
56 

"63 

84 
64 

86 
64 

90 
67 

"6.3 

85 
72 

86 
67 

88 
68 

90 
64 

91 

66 

68 

76 
60 

74 
64 

80 
68 

86 
52 

"46 

69 
56 

75 
69 

32 

64] 
361 

68 

48 

"si 

62 
26l 

62! 

25! 

69 
30 

55 

"48 

'.'.'.'.\ 

64.3 

Tamarack /-2S 

. .  /  ^Iaximum.. 
\  Minimum.. 

75 

74 

77 

79 

74 

77 

75 

79 

76 

76 

78 

80 

81 

77 

79 

70 

68 

78 

80 

64 

70 

64 

55 

6i; 

60| 

49 

531 

55! 

56 

46 

! 

68.8 

52 

52 

58 

.59 

58 

60 

60 

62 

63 

63 

63 

64 

62 

62 

58 

47 

47 

48 

51 

53 

48 

52 

28 

29! 

39 

29 

301 

28 

33 

31 

49.6 

Tionesta/-1.5SE 

. ,  /  Maximum . 

83 

75 

80 

85 

74 

83 

86 

84 

82 

87 

85 

83 

78 

83 

85 

70 

75 

83 

86 

78 

83 

55 

57 

73| 

70 

65 

58; 

63 

58 

48 

74.7 

I  Minimum.. 

52 

54 

57 

58 

60 

60 

60 

61 

61 

64 

65 

63i 

66 

65 

54 

50 

44 

45 

47 

48 

58 

62 

30 

35 

36 

87 

30| 

29 

41 

37 

; 

60.6 

Titnsville-2  S 

. .  /  Maximum , . 

82 
45 

74 
61 

82 

57 

82 
59 

77 
63 

81 
61 

85 
55 

84 
.59 

80 
65 

80 
66 

82 
65 

82] 
67, 

79 
65 

80 
60l 

83 
56 

70 
44 

73 
42 

79 
61 

85 
51 

80 
62 

79 
57 

78 
41 

57 
27 

69! 
341 

61 
47 

62 
33 

67! 
26! 

60 
31 

57 
45 

54 
36 

74  1 

6L0 

\  Minimum .. 

. . .  - , 

Tnwanda-1  E . 

.  /Maximum.. 
\  Minimum  . 

83 

82 

83 

86 

80 

86 

85 

87 

86 

86 

87 

87 

891 

89 

87 

74 

76 

82 

87 

65 

72 

76 

61 

67, 

63 

66 

•"! 

65 

64 

581 ... . 

76.8 

53 

64 

58 

55 

60 

68 

62 

65 

64 

65 

67 

68' 

63! 

67 

56 

62 

44 

46 

50 

51 

53 

45 

30 

34 

43 

32 

271 

25 

33 

37! ... . 

51.1 

Tunkhannock/ 

. .  1  Maximum.. 
V  Minimum.. 

80 

83 

82 

86 

79 

85 

79 

89 

84 

84 

86 

87 

89, 

88| 

86 

71 

79 

80 

86 

62 

76 

64 

,59 

63 

64 

54 

56, 

62; 

63 

52!...   , 

$75.  3 

50 

55 

66 

56 

59 

64 

61 

64 

62 

65 

68 

68 

63! 

671 

60 

55 

44 

46 

48 

50 

61 

56 

31 

37 

46 

29 

26 

24! 

30 

40.... 

51.0 

Uniontown 

. .  ^  Maximum . 

86 

84 

88 

90 

84 

88 

85 

84 

88 

91 

91 

88 

86! 

851 

88 

73 

82 

89 

87 

86 

87 

82 

65 

65 

63 

60 

62i 

72! 

67 

59....' 

80.2 

'  Minimum.. 

62 

70 

60 

68 

67 

61 

68 

65 

69 

72 

69 

69 

65| 

64 

62 

53 

50 

61 

58 

59 

59 

64 

34 

421 

48 

37 

321 

1 

42 

41 

43 

56.8 

Continued  on  page  72. 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


September  1947 


Daily  Temperatures  for  September  1947- 

-Continued  from  page  71. 

stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

30 

31 

Mean 

W  arren        

/  Maximum., 

85 

79 

86 

ftfi 

88 

ftO 

79 
63 

86 
,59 

88 
fil 

90 
63 

85 
62 

86 
69 

89 
67 

87 
67 

86 

64 

83 
63 

87 
53 

73 
49 

79 
43 

86 
49 

89 
53 

85 
56 

86 
55 

56 
42 

61 
32 

75 
35 

66 
43 

56 
34 

64 
31 

66 
28 

56 
46 

51 
86 

! 

....      77. 8 

\  Minimum.. 

....     61. 4 

Waynesburg 

/Maximum.. 

Hft 

8S 

Hft 

88 

76 

83 

85 

8ft 

87 

89 

88 

87 

84 

83 

87 

75 

81 

86 

86 

87 

87 

83 

6b 

67 

6.1 

60 

60 

69 

62 

56 

....      78. 8 

\  Minimum.. 

ft? 

ft? 

ft? 

ft9 

64 

6-.) 

(,■? 

60 

59 

58 

59 

62 

62 

58 

58 

45 

41 

42 

50 

53 

55 

51 

29 

35 

4.-) 

31 

24 

27 

38 

40 

49.  » 

Wellsboro/ 

1  Maximum.. 

K9 

HI) 

HI 

85 

77 

86 

87 

87 

85 

82 

87 

88 

89 

86 

8? 

71 

77 

81 

85 

60 

71 

61 

61 

68 

60 

.53 

58 

64 

65 

46 

76.0 

ftl 

ftl 

ftft 

54 

ftft 

60 

59 

(\A 

62 

62 

64 

65 

63 

61 

55 

47 

42 

43 

43 

48 

51 

54 

27 

27 

34 

26 

23 

22 

25 

3/ 

47,6 

Wellsville          .   . . 

/  M-vxirauui.. 

\  Minimum.. 

HI 

84 

Hft 

88 

84 

77 

79 

84 

82 

86 

88 

87 

90 

88 

89 

81 

76 

81 

HH 

84 

78 

74 

60 

61 

69 

77 

61 

67 

69 

V2 

79,0 

61 

68 

66 

60 

67 

66 

68 

68 

68 

68 

66 

62 

63 

64 

63 

58 

43 

4b 

53 

51 

53 

59 

32 

38 

61 

39 

25 

25 

30 

4b 

53.9 

West  Chester 

(  Maximum.. 

)  Minimum., 

8S 

87 

Hfi 

86 

78 

75 

85 

8ft 

78 

85 

89 

88 

91 

88 

85 

73 

79 

83 

86 

80 

80 

74 

60 

60 

68 

62 

62 

63 

71 

60 

77.7 

fifi 

67 

fil 

63 

67 

67 

69 

69 

70 

69 

711 

71 

71 

71 

69 

62 

51 

53 

09 

52 

57 

57 

35 

41 

57 

39 

33 

3h 

38 

46 

57.  S 

1-3N,  /  Maximum.. 

\  Minimum.. 
-4  E  /  Maximum.. 

^  Minimum.. 
( Maximum.. 

79 

81 

HO 

84 

7ft 

84 

83 

89 

84 

84 

83 

86 

88 

88 

84 

70 

78 

80 

83 

68 

V2 

74 

57 

61 

64 

53 

56 

62 

65 

bh 

74.  V 

•■i-^ 

fift 

61 

.58 

63 

63 

64 

66 

66 

67 

70 

62 

68 

68 

64 

52 

46 

.10 

56 

31 

57 

40 

35 

40 

40 

33 

2'' 

28 

42 

3b 

. .    !     53 . 0 

Williamsport  Arpt. 

80 
ft  ft 

^■f 

83 
ftH 

85 
60 

78 
66 

85 

65 

82 
6ft 

87 
67 

83 
69 

84 
69 

H7 
71 

86 
67 

87 
67 

86 
64 

86 
62 

74 
52 

77 
49 

80 
49 

86 
54 

63 
53 

74 
54 

Vb 
40 

69 
33 

60 
38 

64 
40 

5.1 
32 

58 
30 

60 
28 

67 

40 

5V 
35 

....      75,7 
...  I     53.  1 

8'-' 
ftft 

83 

83 
ft? 

81 

58 

83 

ft3 

78 
61 

82 
64 

85 
6ft 

83 
69 

84 
68 

86 
71 

87 
64 

90 

65 

89 
64 

87 
63 

HI 
58 

76 
43 

80 
44 

85 
51 

80 
50 

76 

52 

7fi 
58 

61 

60 
36 

68 
46 

66 
31 

60 
27 

62 
25 

69 
32 

63 
44 

...1  577.6 
. .      552.  6 

York-.3SVV 

(  Maximum.. 

\  Minimum., 

87 

Hft 

86 

qn 

88 

77 

8:> 

88 

86 

89 

89 

90 

92 

92 

90 

84 

81 

84 

W) 

88 

81 

76 

63 

63 

71 

68 

64 

66 

V2 

bb 

1     80.8 

6/ 

70 

58 

62 

6S 

67 

70 

68 

68 

67 

68 

66 

70 

68 

68 

61 

46 

47 

66 

54 

54 

61 

34 

39 

62 

34 

26 

26 

32 

49 

ao.a 

[See  bottom  of  page  for  explanation  of  reference  marks,  ] 


PRESSURE,  WIND, 

HUMIDITY  AMD  SUNSHINS. 

Atmospheric  pressure 

Wind" 

Relative 

Q 

(reduced  to  sea  level) 

Humidity 

is 

s 

a 
o 

Stations 

>. 

a 

1 

1 

.a 

11 

.§•3 

1 

s 

a 

1 

0 

1 

Degree  da 

Erie 

30.64 
30.66 

27 
2S 

29.49 
29.  66 

21 
22 

7.9 

7.1 

21 
26 

s. 
w. 

21 
15 

84 
84 

62  1  79 
56     69 

70 
66 

118 

Harrisburg 

125 

Philadelphia 

30.64 

2S 

29.71 

22 

7.8 

24 

nw. 

30 

89 

64     77 

68 

95 

Philipsburg 

30. 63     18 

29.  67 

22 

34" 

s. 

21 

92 

62     87 

240 

Pittsburgh 

30.63 

27 

29.  62 

21 

8.9 

31 

nw. 

15 

8b 

50  '  64 

58 

131 

Reading 

Scranton 

30.66 
30.70 

28 
28 

29.  68 
29.  63 

22 

9  6 

34 

w 

.^ 

KO 

. .  ..1. . . . 

66 

119 

22 

6.0 

31 

nw. 

22 

83 

66t.... 

55 

162 

•  For  any  five-minute  period.  **  Corrected  to  true  velocities, 

t  12:00  noon.  5  Also  other  date.s.        •  One-minute  interval. 


B.IVEK  CONDITIONS 


Stations 


Port  Jervis,  N.  Y 

Easton ' 

X>ehighton I 

Reading 1 

Wilkes-Barre I 

Williamsport ' 

Newport ; 

Harrisburg ! 

Schenley.(nr)  Lock  No.  5.' 

Sutcrsville .   • 

Charleroilnr.).  Lock  No.  4 

Pittsburgh 

Midland.  Dam  No.  7 


Rivers 


a 


Delaware 2. 3  i 

Delaware 1.6  i 

Lehigh '  2.9  ; 

Schuylkill i  3. 8  i 

N.  Br.  Susquehanna..  '2.8  1 

W.  Br.  Susquehanna. :  1. 4  j 

Juniata 3. 8  i 

Susquehanna 3. 6 


Allegheny . 

Youghiogheny... 

Monoiigahela.... 

Ohio 

Ohio 


12.2 
3.1 
U.6 


3.4 
2.6 
3.2 
4.8 
6.1 
3.5 
7.4 
4.4 
12.8 

12. 8 


1.6 
0.3 
2.7 
3.4 
L8 
0.5 
3.2 
3.2 

11  8 
2.7 

11.2 


29 
30 

29  I 
12tl 

30  ! 
30  I 
29 
30  . 
30 
29 

2 


I- 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


•  Pool  stage. 


t  Also  other  dates. 


miSCSLLANEOUS   PHENOMENA 

FOR  SIXTY  REPRKSENTATIVE  STATIONS 
(Dates  and  number  of  stations  reporting) 


1 

2 

3 

4 

5 

6 

7 
16 

i 

8 
16 

•• 

9 

"8 

10 
"4 

'4 

11 

1 

2 

'4 

12 

3 
4 

13 

- 

■i 

19 
4 



14 

'7 

"3 

15 

13 

•i 
3 

37 
17 

16 

2 
5 

'4 
3 

17 

1 
9 

.. 
'3 

18 

1 
5 

19 

20 
i2 

2122 

j 

2:3'24 

25 
1 

26 

'3 

1 

27 

6 
14 

•• 

28 

'5 
4 

29 

:: 

'i 

30 
12 

31 

Auroras 

i 

■5 

i 

1 

25 

7 

'5 

21 

4 

11 

1 

'7 

•2 
21 

'3 

i 
'i 

26 

2 

38 

.. 

■• 

Fog,  heavy 

Frost,  killing  — 

Glaze  

Hail 

8 

■■ 

Rain,  heavy 

Sleet 

Snow,  heavy 

Thunderstorms . , 
Winds,  high 

1 

'» 
4 

32 
11 

i 

<W.  B.  O.,  Philadelphia-12-19-47-1100) 


FOOTNOTES 

Figures  anri  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Oflfice. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
forstations  having  10  or  more  years  of  record ,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  ba,sed  on  adopted  normals,  tl  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

*,'',',  etc.    Number  of  days  missing,  for  example.  ''  indicates  two  day*  missing. 

Italics,  data  interpolated. 

$  Partly  interpolated . 

55  Incomplete. 

t  And  other  dates. 

tt  Daily  nraounts  inconsistent 

t  Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instrument?  are  read  in  the  morning:  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
'  Midnight  to  midnight. 

-  Measured  in  the  morning  for  the  preceding  24  hours. 
'  Data  for  24  hours  ending  at  1:30  a.  m.  of  the  following  day. 

*  Best  available  used  for  stations  not  equipped  with  recorders. 

*  Recording  gage. 

*  At  a  fixed  hour  between  sunset  and  11 :00  p,  m 
'  Noon  to  noon. 

8  Data  recorded  at  Altoona-Bl air  County  Airport. 

9  OflScial  Station  designation  is  AUentown-Bethlehem  Airport. 
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PENNSYLVANIA  SECTION 

L.  F.  CONOVER 
HAKKISBUKG,    I' A. 


Vol.  LII. 


October  1947. 


No.  10. 


PrTR-iciurnoN  Prick:  '25  cents  pei;  anncm  :  (not  stamps). 

RkMIT  niKRCTLY  Tl)  SrPKKlNTKNDKNT  OK  DOCI'MENTS  WASHINGTON,  26  D.  C. 

GENERAL,  SUMMARY. 

The  montli  was  warm,  dry,  sunnj-  and  pleasant.  It  shared 
honors,  in  fact,  witli  that  of  1900  as  the  warmest  October  of 
record  It  was  also  the  sixth  driest,  and,  with  an  average  of 
only  0.18  inch  for  the  first  -11  days,  gave  promise  of  being  the 
driest.  The  dry  spell,  which  had  begun  on  the  23d  of  Septem- 
ber, assumed  the  proportions  of  a  near  drought,  in  which  con- 
ditions were  said  to  have  been  worse  than  in  October  1924, 
when  0.28  inch  was  averaged  over  the  State.  Aside  from  pas- 
tures shriveling  and  streams  drying  up.  a  cause  for  alarm  had 
been  the  fire  hazard  in  the  forests.  ]M my  small  blazes  threat- 
ened, hut  were  quickly  brought  under  control.  The  Governor 
closed  the  Stat(>  forests  on  the  2f3th.  However,  the  passage  of 
a  cold  front  on  the  28th  brouglit  more  than  an  inch  of  rain  in 
the  following  days.  The  hunting  sea.son  opened  as  planned, 
much  to  the  relief  of  hunters. 

The  drought  was  more  severely  felt  in  some  places  than  in 
others.  At  Harrisburg  there  were  35  days  without  measurable 
rain  (beginning  in  the  last  v>eek  of  Septenjber).  Except  for  a 
few  localities  at  which  a  few  hundreths  of  an  inch  fell,  no  mea- 
surable rain  was  observed  for  the  first  12  days.  Before  the  end 
of  the  dry  spell,  springs  and  wells  had  dried  up  and  farmers 
had  to  haul  water  for  their  cattle.  Pastures  were  burned,  mak- 
ing the  use  of  ensilage  and  purchased  feed  neccesary.  The 
gi-ound  was  too  dry  and  hard  for  plowing  and  seeding,  which 
were  consequently  delayed  until  the  end  of  the  month. 

Skies  were  generally  clear,  and  sunshine  was  as  much  as  50% 
above  normal.  The  daytime  temperatures  were  quite  high, 
maxima  in  the  80's  being  comioon,  and  in  a  few  places  in  the 
low  90'3.  The  first  few  days,  however,  were  cold,  in  continua- 
tion of  the  cold  spell  of  the  latter  half  of  September.  In  some 
places  new  low  records  were  set.  .Vt  Harrisburg  on  the  1st, 
and  iit  Pittsburgh  on  the  2d,  the  previous  records  for  the  respec- 
tive days  were  broken.  After  the  cold  spell  had  run  its  course, 
warm  weather  was  prevalent,  and  the  second  decade  especially 
was  very  warm.  At  Harrisburg,  new  maximum  records  were 
set  on  the  21st,  22d  and  23d.  The  maximum  of  86°  on  the 
23d  was  the  warmest  for  so  late  in  the  season .  At  Philadelphia, 
high  temperature  records  were  broken  on  the  20th,  21st,  23d 
and  27th.  with  the  maximum  on  the  21st  the  warmest  for  so 
late  in  the  season.  At  Pittsburgh,  prior  records  were  tied  on 
the  22d  and  26th,  while  new  records  were  set  on  the  23d  and  27th' 
There  was  no  snowfall  anywhere  in  the  State,  an  occurrence 
that  has  happened  only  six  times  previously  in  the  last  60 
years.  The  last  time  that  this  occurred  was  in  1924.  The  nor- 
mal snowfall  is  0.2  inch. 


TEMPERA  TITKE. 

The  average  temperature  for  the  State  as  deduced  from  the 
reportsof  85  stations  was  68.6°,  which  is  5.9  above  the  60-vear 


■% 


% 


\ 


normal  for  October.  The  highest  monthly  me^was  66.6° 
at  Phoenixville  and  the  lowest  was  52.4°  at  Kaner  Extremes 
ranged  froni  a  maximum  of  93°  at  Marcus  Hook  on  the  2]8tto 
a  minimum  of  17°  at  Somerset  on  the  Ist. 


PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the 
observations  at  21()  stations,  was  1.34  inches,  which  is  1.90 
inches  below  the  60-year  normal  for  October.  The  greatest 
monthly  amount  was  4.01  inches  at  Mount  Pocono,  while  the  least 
was  0.38  inch  at  Corry.  The  greatest  amount  recorded  in  any 
24  consecutive  hours  wa^i  3.01  inches  at  Philadelphia,  Shaw- 
mont  on  the  28-29th.  A  trace  of  snow  fell,  which  is  a  depar- 
ure  of  —0.2  inch. 


COMPARATIVE    DATA  FOR  OCTOBER 


Year 


\>m 

ls»9 

189U 

1891 

1S92 

!S93 

1894 

1895  

1896 

1^9 , 

1898 

1891) 

1900 

1901 

191/2 

191)3 

1904 

19O0 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 , 

1914 

1915 

1916 

1917 

1918 

1919 

1920 

1921 

19-->'.' 

1923 

1924 

1925 

1926 

1927 

1928 

1929 

1930 

1931 

1932 

19B 

19.34 

1935 

1936 

1937 

1938 

1939  ..   . 

1940 

1911 

1942 

1913 

1944... 

1945 

1P46 

1»47 


'I'emperature 

Precipitation 

be 

t£S3 

a 

a 

<]> 

g 

£& 

u 

t£ 

a>  o 

Q 

> 

'Z  0 

r^ 

•^ 

< 

<ai 

No.  of  days. 


Period  , 


46.3 
47.3 
50.9 
50.6 
50.8 
53.0 
53.6 
47.3 
48.9 
5i.2 
.33.8 
54  6 
68.6 
52.2 
53.1 
•53.4 
.50.6 

53  2 
52.0 
48.2 
54.6 
48.4 
55.6 
52.3 
54.2 

54  9 
56.4 
54  2 
52.1 
47.2 
35.5 
57.5 
57.6 
.52.6 
.54.8 
51  0 
52.9 
46.1 
51  9 
.55.6 
55.1 
50  6 
50.8 
55.7 
53.8 
51.6  I 
51.8  \ 
,53.0 
54.0 
50.6 
54.6 
33.6 
50.0 
57.0 
53.9 
50.1 
50.8 
61.0 
56.0 
58.6 

52.7 


83  I 
81  I 
91 
83  I 
91  ' 
88 
76 

86  : 
85  I 
i)2 
94 
96 
S3 
89 
91 
91 

90  I 
87 

87  ! 

93  I 
87  ' 

91  ; 
S3  ! 
90 
88 

91  \ 

85  i 
.  92  ; 

84  i 
85 

92  I 
88 
84 

94  , 
87 
87 
83 

90 ; 

99  I 

91 

85 

93 

93 

86  : 
90  i 
84  j 
89  j 
87 
89  i 
91 
92 
85 

too 

88 
89 
90 
85 
92 
93 

100 


19 
IS 
21 

16 
16 
17 
24 
17 
18 
16 
20 
15 
19 
20 
19 
■JO 
12 
16 
14 
13 
19 
15 
14 

is 

23 
16 
11 
17 
16 
12 
19 
21 
22 
18 
12 
12 
14  I 
9  I 
16 
21 
15 

14  j 

20  ! 
20  . 

11  '' 
11 
16 

12  i 
Ifi  i 

15  I 
10 

19  i 
15 
17 
12 

20  i 
24  i 
17  \ 


4.02 
3.85 
5.87  . 
3.06  ! 
0.72  ! 
3.26  i 
4.26 
1.99  I 

3.19  I 
1.32  1 

5.20  I 
1.56  I 
2.74 
1.23 
4.64 
4.64  ! 
2.87  I 
4  23 
4.46  I 
3.16  I 
1.95  I 
2.27 
1.91  I 
4.83  : 
2.74 
5.44 
2.35 
2.65 
2.25 
6.38 
3.17 
4.77 
1.67 
2.16 
2.51 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


OCTOBEK  1947 
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}al  Data  for  October 
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nperaturo,  in 

degrees  Fahr. 

Precipitation,  in 

inches 
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Atiiinlic  Drainage 
AHentou-u  Arpt  »-4  NE 

AUoona.4.5  W 

Burnt  Cabia.s-2  NE 

I  ehigii       
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1.500 
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1,450 

4  73 

6110 

■l.il 

2.215 

2.020 

2. 125 

1,100 

:h65 

1,020 

1,970 

184 
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9(10 
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2<lO 
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255 
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469 
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5i7 
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6 
61 
5 
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51 
59 
4 
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9 
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49 
24 
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40 
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36 
31 
59 
59 
49 
62 
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41 
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28 
76 
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37 

8 
61 
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52 
56 
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27 
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97 

8 
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30 
58 

11 

29 
56 
33 
36 
4.i 
32 
22 
49 
3 
20 
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3 
72 
37 
45 

5 
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31 
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10 
66 
13 

3 
39 
75 
27 

9 

3 
68 
58 
17 

59.3 

58.4 

56.8 

57.4 

60.0 

69.4 

59.0 

56.  2 

.55.0 

58.8 

56.0 

61.7 

57.7 
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61.2 

56.4 

62.4 

61.3 
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62.9 
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58.  8 
57.6 
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59.8 
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56.7 
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57.4 
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54.2 
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U.S.  Weather  Bureau. 

Blair  

CitT  of  Altoona. 

Fultou 

Penna.  Turnpike  Coinni 

Mrs.  Mildred  L.  Spencer. 

Carlisle     ..       •■■;;■■■• 
Chambersburg-lhW  ... 

Coatesville ■  ■  • .. 

Curweasville  Apt-6  N\\ 

Eagle-  Mere ..... 

Eiist  \Viiterford-3  E.  .  . 

Cumberland 

Franklin  

Clarence  E.  Miller. 
Charle-  A.  Bender. 

Philadelphia  Electric  Co. 

Clearlield 

Sullivan 

U.  S.  Weather  Bureau. 

Carl  I';.  Bigger, 

I'.  S.  Weather  Bureau. 

Cameron     

R.  E,  Palmateer. 

Lancaster 

Ephrata  Review. 

Everett-0.5SW 

Freelaud...  -   

George  School 

Penna.  Turnpike  Coinni. 

Andrew  B.  Evan^ha. 

Bucks 

George  M.  Hart. 
Dr.  Henry  Stewart. 

Schuylkill 

York  

Miss  Sallie  M.Johnson. 

Hanover  Evening  Sun, 

HarrisburgArpt.-B.5  8. 
Hawley-0.5  E 

Dauphin 

Wayne 

t'.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  ('o 

Huntingdon 

Lancaster 

Lawrenceville 

Huntingdon     

Lancaster 

Tioga 

Lebanon 

Mifflin       

Paul  R,  Yoder.  Jr. 
Lancaster  Water  Bureau, 
Carlos  P,  Darling, 
Lebanon  Valley  Gas  Co. 

Lewistown-l  W 

American  Viscose  Co, 

m  into  11 

William  R.  Kelley, 

Marcus  Hook     

Manin.iburg* 

Montrose-3  E  ......  •    • 

Mt.  Pocono  Arpt.-2  M  . 

Palnierton     ■  •   ■■   

Philadelphia   CO 

Philipsburg-7E........ 

Phoenixville-l.5  8E.... 

Sun  Oil  Co. 

jjlair 

I',  S    Weather  Burmu 

Susquehanua 

Monroo - 

Carbon 

Philadelphia 

Centre 

niioctpr            

1.176 

1,914 
43^) 
26 

1,916 
100 
407 
480 
273 
74ti 
476 

1,217 
44'i 

2, 250 
754 

1.319 
440 
.544 
5211 
775 
390 

2,048 
1,680 
1,400 
1,077 
1,114 
1,170 
1,410 
1,063 
1,1jO 
1.746 
761 
2,  170 
855 
950 
987 
1,160 
1,  U12 
1.050 
1,  6.')0 
1,750 
1,065 
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900 
1,286 
1,270 
1,38.5 
2,100 
2,500 
1.200 
1.550 
1,  04O 
1,190 
1,100 

Harrv  .S,  Fanther, 

U.  S.  Weather  Bureau. 

New  Jer^ey  Zinc  Co. 

U.  S.  Weather  Bureau. 

U.  S,  Weather  Bureau. 

Phila.-Suburban  Water  <;o. 

Schuylkill 

Bucks      

Earl  E,  Rarick, 

Quakertown-0. 5  K 

Reading 

John  E,  Benner, 

Berks 

Lackawanna 

Snyder 

U.  S.  Weather  Bureau. 
U.  8.  Weather  Bureau, 

Dr.  Merle  V.  Hoover 

I'enna.  State  Collegi;. 

Stroudsburg-2  E 

Tainarack-2  S 

Towanda-1  E — 

VVellsboro 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne            .... 

Metropolitan  Edison  Co. 
James  E,  Swartz, 
Mrs,  M,()rdelia  Paris. 
M.  S.  Bliss. 
Clyde  T,  -^aylor. 

Wilkes-Barre  Apt.-3N. . 
WilUainsport  Apt.-4E-  • 
Williani'itow'n  .-  ■      ... 

U.S.  Weather  Bureau. 

Lycoming 

Dauphin  

U.  ■;.  Weather  Bureau. 
Gordon  E.  Lower. 

York  3  SW 

York 

York  Water  Co. 

Ohio  Drainage 

Blairsville-RNE 

Bradford-4  W 

Brookville  Apt.-1.5SW. 

Westmoreland  — 
Mc  Keau            .    . . 

11.  S.  Weather  Bureau. 
Citv  Water  Dept. 

Jefferson 

Butler 

Clarion 

Washington 

Erie 

Potter 

Westmoreland 

Westmoreland    . . 

Washington 

Cambria 

Civil  Aeronautics  Authority 
Butler  Eagle. 

Clarioa-ii  SW 

Pis*  VQVillP                      

Penna,  Electric  Co. 
Walter  B,  Paget. 

Geo,  R.  Mulderick, 

Coudersport 

Derry 

Potter  Enterprise. 
Miss  N.  Dixie  Winenian. 
Penna.  Turnpike  Comm. 

Donora  Zinc  Works. 

John  L,  McGongh. 

Mercer 

Sharon  Steel  Corporation 

Ford  City -4  S 

Franklin 

Greensburg-2  8 

Indiana-2.5SE 

Jaiiic-sto\vn-2  N\V 

Armstrong 

Venango 

Westmoreland  — 

Indiana    

Mercer — 

Cambria 

U.S.  Engineers. 
William  iC  Fuller 
Westmcrelflud  Water  Co. 
Clymer  Water  Ser\ice  Co. 
Pa,  Dept,  Forests  it  W  aters 
Johnstown  Tribune  Pub.  Co 

Kane-1  N 

Meadvilie-1  S 

Midland 

New  Castle- 1  ..'i  N 

Pittsburgh   Apt.-7.5SE. 
Putnoyville-2.5SE  .... 

Ridgway 

Somerset 

Springs-1  SW  

Tloup<ta-l  5  SK 

Spring  Water  Co, 

Crawford.     . .   . 

Citv  of  Meadville. 

Beaver 

Perrv  P.  Campbell. 
Newcastle  Water  Co. 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

U.  S.  Weather  Bureau 
US,  Engineers, 
West  Penn  Power  Co. 
D.  L,  Grove, 
Allen  E,  Voder, 
U.  S.  Engineers, 

Titusville-  2  8 

Crawford    

U.  S.  Weiither  Bureau 

l^uiontovvn              

Fayette  

William  W,  MarsteUer. 

Warren 

Greene 

Merrell  L.  Jordan. 

Wavuesburg  

Mf  r's  Light  it  Heat  Co. 

Di^'ision  mean. 

Uil:e  Drintmge. 

Erie 

900 
705 

3 
73 

Albion  High  School 

FriM        

Erie 

U.S.  Weather  Bureau. 

[See  page  80  for  explanation  of  reference  marks.] 
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Dally  Freoipitation  for  October  1947 


Counties 

Day  of  mouth 

1 

2 

s 

4 

5 

6       7 

8 

9      10 

n 

12 

13 

14  1  16     16 

17     18 

19 

20  1  21  j  22 

28 

1  24 

26 

26     27 

28  1  29 

1 

80 

81 

s 

ATLANTIC 

UFLVIXAGK 
Drlauiire  Basin 

Uppkr  Dki..\wark 
Dlugiiians  FerrT2,o.6K 
EQuiniiuk*^ 

1 
1 

Pike 

i  Wayne 

1 

1 

1 

1 
1 

I 

.09  ... 

1 

.8f 
.if 

,11' 

.2 
.2« 

.5t 
.6: 
.83 
.54 
.13 

1.0: 
2.= 
1,^ 

1.24 
.10 
.05 

T. 
.14 

.01 

• 

"^0 

.6 
.64 
.6 
.9: 
.6.5 
.52 
.61 
.36 
M 
.2n 
.05 
.3^ 
.48 

.26 
.21 

i.'26 
1.15 
.80 
.S9 
.-27 
.15 

.01 
.57 

'.'ii 

.0.1 
.43 
.32 
.65 
.30 
.33 
.77 
.41 

.13 
.16 
21 
T. 
T. 

.17 
.22 

12 
.10 
.05 
.08 

.10 
.22 
..S8 

1.10 
.16 

.83 
.59 
.60 
.23 
.43 
.■i7 
.■12 
,40 

.11 
.22 
.43 
.24 
.72 
.■S4 

.03 
.08 
.07 
.12 
.03 

'.'02 

1.K2 

1    16 

Hawley-'.O.SE 

1  Wavne.  

1 

.Ot 

.01 
0£ 

1.94 
2.29 
2.07 
1.90 
1.24 
4  01 

Hollisterville'- 

Wayne Ov 

Wayne i  T. 

» 

T. 

.0; 

LakeviUt'-,  IN 

i.flo 

.34 
.80 
.34 
1.05 

.82 

.84 
..Sf 
1.51 
1.0( 
.97 
.K 

.7^ 

.1: 

.73 
.14 

• 

Pike 

Wayne 

.Monroe 

Pike 

.08 
.07 

Vi<i 

Mount  Pocouo',  2  N . . . 

T. 

.08 



T. 

.... 

.03 

2  25 
I.7I 
2  28 

Pleasant  Mouutl.^.  i  v\ 

Wayne 

Monroe 

■• 

.... 

Tauners  Kalia',  '■■,  1  SE. 

; 

1..S2 

2.  45 

1.43 
1.13 
0.91 
2.44 
1.66 

3.  ,50 
2.05 
1.87 
1  43 

1.42 
1.57 
1.09 
1  .55 

1  42 
3.93 
1.11 
2.30 
1.88 

2  98 
2.30 
1.74 

Wind  (;np',*.3SW.. 

Ti 

LKHlfiH 

Alleuto\vnApt',5,«.4NE 

Lehigh 

1 

1 

T. 

Or' 

18 

.03 

14 

.02 

Alleuiovvn- 

Ijehigli I 

i 

Bethlehem  1 

N'rthampton 

j 

.9b 

Blakoslee  Corners',  *. . 

Monroe 

1 

.20 

Gouklsboro'-i 

Wayne 

1 

• 
.42 
.21 

5.S 

Lansford'i 

Carbon 

.... 

1.45 
.68 
.25 
.95 

1.37 

■  77 
.79 

1    -^H 

.72 
.15 
.22 
.23 

.16 

28 
.06 

"!66 

.41 
.34 
.  17 
.11 
.06 

T. 
T 

.02 

T. 

T. 

T. 
T. 

T.' 

.11 

".'68 

.17 
.09 
.13 
.42 
.30 
.19 
.14 
.25 
.11 
.75 
.05 
.10 
.»! 
.90 
.19 
.12 
.73 

.03 
.03 
.05 
.04 
.07 
.10 
T. 

New  Tripoli 

Lehigh 

Carbon 

Lehigh, 

':::}"" 

.01 
.07 

37 
.85 
.10 

Paliiiei'ton',  ^ 

" 

Zionsville,  I  S'A' 

SCHI  Yl.Kll.l. 

Conshohocken" 

:-loUiguuiery 
Beiks 

.(IS 

.01 
03 

'.ib 

T.' 

Frederick-ville-.lS. .. 

(.Teigertowii- 

Berks 

.02 

Gratersford'-^ 

Montgomery 

Chester 

Phoeuixville-,  1.5  SE.. 

• 

.02 

*  *  * ' 

T 

.08 
1  03 

T.' 

1.32 

I.8I 

,79 

I  20 

Port  Clinton^ 

Schuylkill... 

Potlstown2.  0..5S 

Montgomery. 

Schuylkill  .. . 

... 

.... 

Pottsville- 

T. 

.18 

T. 

T. 

.01 

.OJ 

.Oi 
.02 
.57 
.53 
03 

.01 

Reading',  5 

Berks  

7Q 

Strausstown  ^ 

Berks 

... 

'.'08 

1.91 
.81 
.44 

.7(i 

1,55 

.96 

2.10 

I   90 

Virginville* 

Berks 

Bei  ks 

. . . . 

T. 
T 

T. 
T. 

Werners  ville 



.79 

LuWF.l:   L'KI.A\4'Ar.K 
t'oatesville'"  .... 

Chester 

Bucks 

iiucks  

Montgomery. 
Delaware 

Pliiladelphia 
Philadelphia 
Philadelphia 

Bueks 

Chester  

Chester 

Tioga 

Tioga 

Tioga 

Columbia  — 

Bradford 

Montour 

.01 
T. 

.03 

Dovlestowu, 

0.  93 

George  Schools  

Maple  Glen ' 





.... 



T." 

T. 

tv 

.  18 
1.55 

1  92 

2,77 

Marcus  Hook^ 



.03 

.03 

.'62 

'¥.' 

.01 
.m 
T. 

'.'63 
.0) 

.02 
T. 

... 

2.10 

I'hilarlelphia 
Southwest  Airport.  ' . 
City  Omcei.s 

2.00 

2  03 
2  55 
3.16 
2.38 
1.08 
1  13 

T. 

r. 

T. 

. . . . 

.... 

1.35 
1  62 

.46 
.67 
2.47 
2.16 
..58 
.97 

.08 
.36 
.03 

.23 
.64 
.30 
.09 
.14 
.11 
.42 
,09 
.27 
.37 
.28 
.33 
.09 
06 

riliawmont..       

Quakertown,  n.r,  ]•; 

T. 

.... 

.as 

.01 
T. 

' 

.54 
.11 
.44 

T. 

West  Che-ter 

T 

.03 

.m 

T. 

.05 

.03 
OS 

T. 

West  Grove-.  1.6  SE.... 

.... 

.... 

.... 

CHIOMUNC. 

Austinburgl,  ■■,  2  W 

Covington- 

"io 

.... 

.38 

T. 

.24 

.12 

0.75 

Lawreneeville 

0.68 
0.76 

1  92 

0.89 
1.36 
1 .23 

1  04 

NoKTH  Bka.N'UH 

Herwick 

Canton^,  1  XW 

Sfl 

l)au^■ille-  

.10 
12 

breelaud- 

Luzerne 

■ 

.01 

.... 

.... 

Hop  Bottom-.  2  S 

Susquehanna 

Millville',  5  

*    ' 

.... 

... 

.28 

Mouroetou",  2S 

Montros'.'2,  3  E 

Bradford  

Susquehanna 
Bradford 

T. 
T. 

-• 

■■•• 

T.' 



T.' 
.02 
.01 

t'. 

0.  81 
0  99 

::::i 

. . ..  j 

j 

.'67 
.20 

.'46 

0  83 
0  81 
2.37 
0.78 
0.84 
1.70 
1.39 
0.83 
0  99 
2,  22 

1.21 

Orwell'^.  3  N 

. . . . 

Park  Place'.  1  .NW 

Schuylkill... 

.12 

.06 

Pikes  Creek.  1.^ 

Rush= 

Luzerne 

Susqiiehauna 
Lackawanna 
Susquehanna 
Bradford  .... 

.... 

Scranton'.s 

' ' ' ' 

A*; 

'  '  *  * 

Susquehanna^ 



. . . . 

. . .. 

. . . . 

t. 

■•■•1 



Towanda.  IE 

T. 

.02 
T. 

.32 

...., 

.  .  .  . 

.08 

;4i 

.15 

.32 
.13 
.72 

.68 
.35 
.67 
.48 
..56 
.18 
.08 
.12 
• 

..52 
.51 
.08 
.32 

Tunkhannoek- 

Wilke-Barre',  3^.... 

WivST  Bi!A.\CH 

Bellefonte- ... 

Carrolltowii^ 

Wyoming..  . . 
l.uzerne 

Centre 

■••• 

•••• 

."62 

1 

Carter  Caiup^    

Cedar  Run'.^ 

Potior,, 

Lycoming.,. . 

:::: 

••■• 

.  .  .. 

.... 

.... 

. . . . 

".m 

— 

— 



i'V 

.02 

'.'oi 

.20 

.01 
.17 

.07 
.03 

— 

.... 

. 

.31 

T. 

.02 

.10 

.45 

.51 

.51 

.38 

'i' 
.51 
.23 

0.88 
L07 
0  96 
0  QO 

Clearfield^ 

Coalports 

CurwensvilleApt'  6NVV 
Uriftwoodl.s 

Clearfield  .  . . 
Clearfield  ... 
Clearfield.... 

Cameron 

Sullivan 

■;:: 



' "  ! 
■  ■  ]  ■  1 

•■•• 

.10 

'.'.'.'. 

•••• 

f.' 

T.' 

.08 
.20 
.17 

.06 

■  *  *  * 

....| 

...j 

:: 

:::| 

0.93 
0.79 
0.93 
0.94 
0  99 
1/23 
n.92 

Dushore',^ 

.... 

.... 

f.' 

.... 

".Hi 

.:.. 

.04 
.03 
.42 

... 

... 

...j 

m 
.14 
.05 
.10 
.20 

.'52 
.30 
.06 
.05 
.05 

1 

Kagles  Mere-     

Sullivan 

Cameron 

T. 

T. 

.17 

.  ..i 

... 
.  j 

... 

Emnoriuiii2,  l  E 

I'.ngli-h  rente]  1,  6.  . . , 
GnlAtnti 

Lycoming. . . . 



...  . 

. . .. 

. . .. 

.... 

.... 

.18 
.04 

...1 

•••1 

1 

... 

1 

.... 

. . . . 

.03 

""\ 

1 

■•| 

T.  j 

0.87 

Continued  on  page  76. 
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Daily  Precipitation  for  October  1947— Continued  from  page  75. 


Counties 

D'ly  of  month 

1 

2 

3 

4 

6 

6       7 

8 

9 

10 

11 

12 

1> 

14  ! 

1 

15 

16 

17 

18      19 

■20     21  1  22 

23 

24 

25 

26 

27     28 

29 

30 

31 

H 

WEVr    BUANCH                  1 

(continued)               j 

npnrfifild 

1 
i 

.45 
.06 
.05 
.02 
.24 
.01 
.47 

.04 

i 
.02 

. . . . 
.... 

.01, 

.03 
.02 
.39 
.54 
.05 

.64 

.5(> 
.1: 
.26 
..58 
.22 
.68 
.22 
.()■■) 
.27 
.07 
.71 
1.46 

.14 

.05 
.04 

.01 

1  20 

Clinton 

Elk 

iso 

.09 

r. 

".Hi 

.3(1 

.04      0.72 

1.14 

Philiprburg',  °,7E  ... 

T. 

T. 

.06 
.02 
.05 

m 

'.'(« 
.07 
.06 
.05 

.04 
.12 

■.■36 
.  14 
.07 
.02 
.09 
.02 
.15 
.05 
.(il 

.05 
.06 
.02 
.10 

.48 

.13 
.(fl 
.17 
.34 

.02 
.03 

6.5 
.(IB 

14 
T. 
.07 
.09 
.04 
.06 

1.17 

.07 

1.15 

ReuovO'' .^ 

State  College'.  •' 

Tamarack^,  2  8 

r. 

.03 

.(19 
T 

".is 

...1    .63 

1.02 

.07 

.15 

.28 

.02 
'.'57 

1.64 

Lycoming.  . . 
Blair 

.10 

1.08 

Tyrone  ',  K  4  NE 

0.77 

^ 

0.47 

Williamsport  Apt.'-4E 

VVilliainsport- 

Williamsport-,  -l  S£.  . . 

.iUNlATA 

Altoona.  4.ft  \V.... 

Breeze\vood',0.5  h 

Buffalo  Mills''^. .    ^.    ... 
Burnt  Cabins'.  2  Nt... 
East  Waterford^,  3  E. . . 
Everett'-'.0.5S\V 

Lycoming.... 

T. 

... 

l.lfi 

1.39 
0.94 

.10 
.02 

1.95 

Ulflir 

1.16 

I 

.69 
.83 

2.07 

0.98 

Bedford 

Fulton 

.44 
1.64 

.03 
.04 
.04 
.03 
.01 
.60 
.09 
.65 

'.'67 
1.48 

T. 

.21 
.07 
.67 
..56 
.69 
1.10 
.94 
.26 
.65 
.35 

0.65 

T.' 

.06 

.07 
.52 

T.' 
.08 
OS 

.02 
.31 

.05 
.54 
.36 

2.15 

.01 

1.S2 

Bedford 

0.81 

Huntingdon  . 

Mifflin 

O.hO 

Huntingdon  -     

Lewiitown^.  I  W 

Mapleton  Depot^ 

Martin^burg',8. 
Mcc;onnelbtovvn-.4NV\ 
Neffs  Mills',  ^  3.5  iNE.. 

1.91 

1.5(1 

T. 

T. 
.01 
.07 

T.' 

.12 
.'3-2 
f.' 

1.17 

Huntingdon. 
Huntingdon . 
Perry 

T. 

.09 
.03 

;65 

.31 

0.95 

.... 

1.43 

.... 

.... 

New  Bli.omlield 

1.09 
.4: 

1.04 
.60 
T. 
.13 
.13 
.69 
• 

.17 
.fO 
.Of. 
.99 
.04 
.6J 
.51 

.114 
.03 
.08 

.04 
.03 
.05 
.03 
.13 
.05 
.93 

!i3 
.02 
.01 
.('6 
.08 
.03 

.23 
.  12 

.('5 

.2;! 

.25 
.23 
.21 
.31 

.2.'< 
.30 
.07 
.3H 
.21 
.211 
.11 
.  15 
.07 

\.i\ 

Newport- 

1.00 

Haxton-,  1  ;V ■ .. 

Shade  Gap',  *.  O.o  S\V  . . 

I,WK  Susquehanna 

.16 

.05 

T 

.21 

.15 

f. 
.01 

i" 

.OH 

T. 

.28 
.  13 

2.04 

T. 

.09 
T. 

1.60 

Snyder 

Cumberla^nd. 
Cumberland 

........ 





1.16 

Bloserville.  "1.5N 

Carlisle 

Columbia.   -  ■■ 

T. 

tV 

1.05 
.60 
1.63 

1.4o 

.28 

T. 

.15 

1.26 

.  .  .  . 

T 

.0-' 

2.20 

Dauphin 

T 

.40 

.71 

.47 

.44 

T. 

.51 

T. 
.90 

1.17 

Lanca'^ter.. .. 
York .        ... 

1.65 

Glea   Roek','^ 

.  .  .  . 

0.95 

Schuylkill  .. . 

.10 
T. 

T. 
T. 

.09 

.08 

1.66 

()rantviile,2SW 

Hanover^.,    ■■.i-o/i. 
HarriNburgApt>.»,3.-jS 

T. 
.01 
T. 

T.' 
.04 

0.73 

York 

T. 

1.21 

Dauphin.   ... 

. . . . 

0.72 

•r 

.04 

0.87 

Cumberland. 

T. 

0.78 

Kirk\vood».>*.  I  SW  . . . 

0.90 

Lancaster, . . . 

T. 

.52 

".hi 

1.23 
.59 
T. 
.04 
.65 
.10 

1.24 
94 
.30 

.03 
.  (ICi 
.06 
.08 
.07 
.10 
.02 
.14 
.113 
.09 
.24 
.06 
12 
IT 
.27 
.01 

.20 

.11 

.13 

.04 

T. 

.06 

.09 

.12 

.06 

.26 

.10 

.03 

.05 

.10 

M 

.02 

.03 

T. 

.2.^ 

.46 

.08 

.07 

.06 

.03 

.39 

.38 

:f^ 

T. 

."S 
.06 
.35 
.70 
.82 
.15 
.71 
.25 
.37 
.12 
.18 

.04 
.08 

'!i3 
.15 
.04 
.16 

.10 

.08 

.25 

T. 

.03 

.01 

tv 

.02 
.26 
.16 

.(13 

2.17 

Lebanon^.. ...■■•■•■■ 
Middletowni,1.5W.... 
Millersburgi. -^ '-' K  .   .. 

Milroy-'i,                   

^ewburgi.^i.S^W.  ... 

.03 

1.06 

Dauphin 

Dauphin 

Mifflin 

Cumberland . 

York 

Sfhnvlklll. 

T. 

T. 

.13 

T. 

.82 

T. 
.11 

'!65 

T. 

0.81 

.... 

.05 
.02 
.03 

'  .32 
.30 
.11 
T. 
.17 

.57 
.72 

1.08 
1.46 

.02 

. 

.68 
.6) 

1.83 
1.96 

Pine  Grove-,  1.5  NJ^. . . . 
Selin^grovb 

1.80 

Snyder       ... 
N'umberland 
Cumberland. 
N'umberland 
York 



... 

...1   .32 

1  65 
1  35 

Shaiiiokin- 

.... 

.42 

T.' 
T 

.75 

T. 

..■17 

1.56 

1.51 

.50 

.04 
.29 
.89 
.78 

.05 
.05 
.02 
.25 
1.35 
.59 
.94 

.20 
.OS 

0  91 

W'iUiainstown'' 

Dauphin.  — 
York   

.28 

1.11 

' 

.63 

1.91 

York  Haven2 

I'liioiiinc  Bwin 
Chambersburg*'.  1  SW. 

Getty-burg ■    ■ 

Hewitt. -2  9\V 

Yrirt 

. . . . 

.... 

0.97 

Franklin. .  . . 

T. 
.02 

.29 

T. 

T 

T. 

.03 

.04 

tV 

T. 
.0-2 

T. 

.63 
.65 

1  21 

Adams 

•  •  •  * 

.  .  .  . 

0.94 

Bedford 

Bedford  

■  *  *  ■ 

T. 
T. 

T. 

.02 

tV 

.2-2 

.13 

.09 
16 
.06 
.24 
.08 
07 
.20 
.01 

.70 
.35 
.20 
T. 

.55 

.82 

0.91 

0.77 

McCouuellsburgS..     . 

Fulton 

1.70 

.10 
T. 



1.01 

South  Mt.  San't'm^ 

Franklin 

.12 
.02 

1.21 

GULF   DRAINAGE 

Ohio  Baffin 
Al-I.E'iHENY 

Acmetonia2 

Allen-  Mills'.  5 

Blair^ viUe'.  6  NE 

Allegheny,... 

1.22 

.04 
T. 

1.19 

Indiana 

.... 

l.lOi   .02 

1.68 

B05^vell^6N\V 

Bradford,  4  W 

I  .63 

'  .20 

!l.23 

i  .80 

.26 

1   .07 

.44 

.05 

.23 
.33 
.11 

'.'55 
.28 
.21 
.69 
.76 
.05 
07 

1.43 

McKean 

.leffer.-^on 

T. 
.03 

'.::: 

r. 

.01 
.04 

t'.' 

.62 

.... 

0.82 

Brookville'.  1.5SW.  ... 
Biicksto\vni.5 

■••• 

1.54 
1.02 

Clarion  

Erie 

.09 

1.15 

0.88 

Ooudcrsport 

Coudersport.  7.5  K 

Derry 

....i.... 

1.32 

Potter 

W'moreland. 
W'moreland 
Cambria 

T. 
T. 

.10 
T. 

.15 
.03 
.05 
.07 
.35 

.06 
.51 

1.16 

1  65 

" 

T. 

.02 

1.20 

.78 

1.91 

Dunlol.5.  0.5SW 

.  W     1  09 

.481  .21 
1  .57    .66 
j  .15    .45 

.  07     0.  88 

FordCityS.  4  a 

Frankliii- 

•!■ 

.15 
.09 

.. 

A' 

.11      L76 

Venango 

T.  !,... 

....      1.07 

Glen  Hazel2.  1  NE.  ... 

Home'.  ■'' 

Indiana .     . 

Tohn.town'.O  S  W.   . . 

Elk    



.03 
.05 

.ia 

.07 

" 

.... 

"SS'.'CK 

.17 

....      1.23 

.... 

. . .. 

i   .71    .15!   .27 

;  .57  ..sol  -05 

.03     1 .  28 

.18 

.01 

..  .j.. ..!... 

.09      1.20 

|... 

j... 

... 

" 

1         1 

1       1 

1 

. 

Continued  on  page  77. 
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CLIMATOIXKJICAL  DATA:   PENNSYLVANIA  SECTION 


Daily  Precipitation  for  October  1947-('<)iitiiui.M|  from  patre 


.y       r 

Count  ios 

"     '                                                                              '             Day  of  month 

1 

1 

2 

8 

4 

s 

6 

7 

8 

9 

10 

11 

\2     13 

14 

16 

16 

17 

18 

1 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

80 

81 

1 

ALLRGHKNY 

(cotitiiiueil) 
Kane'.  IN  

Jk'Kean...  . 

T 

■ 

i" 

.6- 
'.'62 

T. 

■r'.' 

.1 

.Of 

T 

.Of 

■r' 

T. 

.02 
T. 

.0- 

.1( 
.11 

.0- 

.4i 
.04 
.If 
.Oi 
.01 
.07 

J  ... 

.DC 

... 

.71 
.9£ 
.74 
.7C 
.Of 
.51 
.'25 
.44 
.6.5 
.60 

.Ot 
.04 
.1( 
.IS 
.Si 
.46 
.28 
.03 
.|( 
.29 

!  T. 
.21 

.14 
.0" 
.Oil 
.U6 

.10 
.26 
.06 
.07 

.78 
.02 

'.'oa 

... 



'.'oh 
.01 
.02 
.12 
.17 

Kr.'KHr>,  I..^SE 

\V  moreland 
W'moreland 

Forest.. 

(Crawford.. . 

.. 

1.08 
1.49 
1.09 
1.03 
1.16 
1.73 
0.80 
0.78 
0.86 
1.22 
1.66 
0.86 
1.49 
0.91 
0.85 
0.81 
1.17 
1.01 
0.80 
0.88 

Lvcippu>,  1.  5  K 

... 

Marieuvillo','"' 

Meaavillo'-',  IS 

.06 
.2f 
.01 

Mosgrovo- 

Armstrong.. 
Armstrong.. 
Alleglieuy . . 

T. 

.;;. 

.... 

* 

.01 

T. 
T. 

.02 

Parkers  Lauding- 

Pilt.-iburgliCtyOf.  5.  .. 

.... 

Port  Allegany^ 

McKean 

Jetter>oii...;. 

.01 
.21 
.07 
.08 
.10 
.04 

. . . . 

. . . . 

Puux-utawuey2 

Putiieyville'.  2.aSE... 

Armstrong... 

.25 

Ri.igway- 

Elk 



.08 
T. 

■V.' 

.03 
.19 

.21 

,S7 

.4'i 
.4h 
.32 
.17 
.1-2 
.02 
.41 
.30 
.20 
.40 
.54 
17 

.34 
.16 
.15 
.17 
.V' 
.■23 
.25 
.03 
.02 
.24 
.4(1 
.23 
.20 
.08 

.23 
.22 
.'21 
.30 
.22 
.23 
.16 
.38 

.16 
.13 
.27 
.04 

.421 
.161 

Saltsburg-  ...  

Indiana 

W'moreland. 
Wiirrcn 

.... 

Seward- 

Sheffield',  5.  g  w 

.ns 

.18 
.14 

.07 
.44 

'.'6'7 

.08 

'.'•2» 
.03 

on 

' 

.63 

.31 

.83 

.25 

.16 

.15 

.60 

T. 

.33 

.50 

.64 
.80 
.45 
.66 
.ofi 
.51 
.72 
.75 
.55 
.68 
.72 
.48 
.42 

.17 
.36 
.09 

Smethport',  •'',  1  S\V  . . . 

McKean 

16 
.02 
.21 
.19 
.03 
.09 
.05 
.03 

.08 
.11 
.06 
.28 
37 

".OH 

•••• 

.... 

f 

f. 

.02 

.16 
.04 

.02 
.... 

.Strougstown'.  ■'' 

Tu)ue>ta'':,  1 . 5  SE 

Titusville.  2  8 

Indiana 

Forest 

Crawford 

.... 

•••• 

'02 

.06 
T. 

.02 

.;;. 

Union  Cityi.s 

Erie 

W'moreland. 
Warren 

.... 

.15 

.06 

.... 

. . . . 

•""■■■ 

V'ar.dcrgrift  ^          

T. 

T. 

'.'67 

.03 
.06 
.10 
.01 
.23 
.13 
.03 
.13 
.14 
.07 
.14 
.15 
.42 
.15 

.10 
.44 
.19 
.21 
.'24 
.26 
.03 
.40 

.41 

.16 
.17 
.01 

.04 
.0? 

.■23 
.02 

.18 

.■28 

'.'o? 

".(»< 

T 
.53 
.01 
01 
.02 
.22 

.03 

.'n: 
T 

'.'o-i 

tV 
.01 

.06 
W 

Warren-.    

0  67 
067 

1.21 
1.29 
1.39 
1.01 
1.47 
1.2-2 
0.93 
1.07 
1.19 
1.47 
1.41 
1.16 
1.-28 
0.94 

0.79 

Vouugsville',  '"* 

Warren 

. . . . 

>f(l.N'ONi:AHKl,A 

Coulluence''^,  l.">  NVV... 

Somerset 

T. 

.05 

Connellsville^ 

Fayette 

! 

Douora' 

Washington.. 

.... 

Greensboro''' 

Greene 

■ 

.... 

G.-eeusburg.  ■>  S 

W')iioreIand. 
W'moreland. 
Somerset 

.... 

— 

Irwin 

T. 

T. 

.04 

.07 

.2,5 

T. 

.11 

.Oi 

.05 

.04 

30 
.02 
.12 
.03 
.08 
.07 
.01 
.11 
.02 

.08 
.28 
.11 
.09 
.21 
.19 
.08 
.09 

T. 

.08 
.16 

.... 

... 

.... 

Meyer-dale- 

Murry-ville//  '.^ 

W'moreland. 
Allegheny. .. 



. .. . 

Pittsburgh  Arpt.  '■.^... 

T. 

' 

T. 

T. 

Rices  Lauding'^ 

Greene 



.... 

tSomerset 

.Somerset 

.... 

Springs'",  1  SW  

Somerset 

'1' 

T. 

... . 

.. .. 

Uniontown 

Fayette 



*  '  *  ' 

. .. . 

.. .. 

. . .. 

Waynesburg'^ 

Greene 

. . . . 

.01 

.18 

Bkaver 
Beaver  Falls2 

Beaver 

Butler 

Butler.. 

.15 

.'■26 
.02 
.16 
.15 

.16 

■;i8 

.40 

..  .  . 

Farrell- 

Mercer 

Mercer 

Mercer. 

Mercer 

'::': 

:::: 

•••• 



.::. 

•••'• 

1 

'.'65 
■.'62 

.... 

.... 

.  .  .  . 

*  *  *  • 

1.  45 
0.60 
0.85 
0.89 
1.34 
0.75 
1.09 

1.11 

n.  74 

0.8G 
0.74 

0.80 
0.54 

Greenville 

Jaraestowu".  'J  N  W 

.08 

.04 

1 

.07 

.48 

Mercer  A  rpt . ' ,  2 .5  X  E . . 

•r. 

T. 

T. 

T. 

Newcastle',  1  .^  N 

Lawrence 

.  .  .  • 

.  ■  >  • 



.02 
.01 

.05 

.08 

Penniiue.  -,  1  S 

Crawford 

Washington  . 
Allegheny  ... 
Beaver 

z 

i 

.13 

.01 

.... 

••  1 

.... 

.06 

.39 
.32 
.16 
.54 

.05 
.13 
.49 

Ohio 

Claysville* 

Coraopolis-,  IE 

.... 

Midlands 

Wavhingtoni,  5 







Wa,shington  . 



1 

.  .  .  . 

. . .. 

. . . . 

I.AKK    DRAINAGE 

Albion- 

Erie',  6 

Raymond", ' 

Erie 

Erie 

.... 

.... 

.... 

... 

.05 

.03 
.03 

.15 
.06 

.... 

... 

.... 

T.' 
.03 



"'\ 

...| 

■■ 

" 

1 

.... 

. . .. 

.01 

.15 

.08 

.09 

1.25 

Daily  Evapuration( inches)  aud  'Wind  Movement  (miles) 


Stations 

1 

2       3 

4 

5 

6 

7 

i      ! 

8       9  i  10 

i        i 

n 

12 

13 

14 

15 

16 

17 

18     19     20     21     22 

i        1        ■ 

23 

24 

25 

26 

27 

28     29 

30     31 

Total 

Conlluence^,  1  SW.  \  Evaporation. . . . 

1        1 

■ 

1 

'              '  Wind  movement 

.106 
63 

.082 
16 

.072 
16 

.080 
4 

.088 
11 

..:;;:::i::::i;:;; 

.... 

].... 

Ford  City^,  4  S i  Evaporation .... 

}  ■          ■•■  -y  Wind  movement 

.056 
18 

.084 

5 

.108 
12 

.088 
27 

j         1 
....  ....1--.. 

" 

1 

.... 

Hawlev'-,  IS (  Evaporation ... 

■'  •     °     •  ■  •  •  \  W  md  movement 

Jamestown'^ . .  2  NW  /  Evaporation ... 
\  Wind  movement 

! 

1 

.... 

.160 

69 

.. .. 

[■■■ 

":]:::: 

....|.... 
....|.... 

. . . . 

.... 

.... 

NeffsMills^3.5  NE.  i  Evaporation   . . 

.110 

58 

.092 

.028 

.066 

1 
.1841.106 

i 
.110!.  016 

.210 
38 

.050 
6 

.076 
11 

.062 
9 

j 

.... 

! 

Wind  movement 

0 

2 

5 

8 

9 

9 

39 

.... 

.... 

—  —  — 

.... 

........... 

. ... .... 

TUdics  mean  minus  quantity. 


[See  page  so  for  explanation  of  other  references.] 
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ULIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 


October  1947 


Daily  Temperatures  for  October  1947 


Stations 


Albion  / 

Allentown  Arpt.^ 

Allimtown/ 

Altoona-4.5  W... 

Arendtsville/ 

Beavertown/ .  ..   . 

Berwick 

Bethlehem  i 


(  Maximum. 

\  Minimum. 
'-4NE  /  Miiximum. 

V  .Miiiiniiim. 
(  Ma.ximuiii. 

\  Miuiimim. 
/  Maximiiiji. 

\  Minimum. 
/  Maxiuiiim. 

V  Miuinmm. 
I  M.ixirmr.i'. 

:  Minin'uni. 
/  Maximum 

V  Minimum. 
I  Maxitiium. 

^  Minimum. 


Blairsville'-6  NE 

Bradforcl-4  W 

Brookville' 

Burut  Cabins'-2  NE  . . . 

Butler 

Canton/-l  N\V  

Carlisle 

ChambersburgS.i  s\V.  . 

Clarion^-S  SW 

Olaysvilie 

Coalport/ 

(,'oatesville/ 

Columbia 

("orry 

Coudersport 

Curwensville'  6  N  \V  . . 
Oerry 

UoUOKill' 

Donora' 

Kagles  Mere  / 

Ka.'-t  \VaterlordS-8  E  . . 

Kbi^usburg/ 

Kmporiura/-l  E  

liplirata    

Erie' ■•• 

Everett'-O.ScW 

Farrell 

Ford  City /-4S 

Franklin/ 

Frederieksville-l  S.  .. . 

i''reeland 

George  School" 

Gottysburs 


Gordon 

Greeii.'!burg-2  S  . 

Hanover/ 

IlarrisbnrKArpt 
rtawley-0,5E  .. 
Hewitt-2  SW.  ... 
Holtwood  1 


)  Maximum.. 

1  Miivmum.. 

I  Miixjipuni.. 

\  .Minitimm.. 

S  Maximum.. 

/  Minimum.. 
.  (  Maximum.. 

\  VI jnimuii).. 
.  /  Maximum., 

\  Minimum.. 

/  Maximum. 

V  Minimum.. 
/  Maximnm., 

V  Minimum.. 
.  /  Maximum. 

\  Minimum.. 

.  /  Maximum. 

\  MiuiiDUiii .. 

.  /  Maximuii!. 

\  Minimum .. 
.  (  Maximum. 

\  Minimum. 
.  (  viaximvnii. 

\  Miuimnm  .. 
.  (  Maximum. 

\  Miniunmi.. 
.  (  .Maxmunr.. 

\  M-.niiinn-;.. 
.  (  Maximum. 

\  Minimum . 
.  (  Ma.ximnm. 

V  Minimum.. 
.  )  Maximum. 

V  Minimum.. 

.  (  Maxinuim. 

\  Minimum.. 
.  /  .Maximum. 

\  Miuimnm., 
.  I  Maxinunii. 

\  Mininnnn . 
.  )  .Maximum. 

\  Minimum. 
.  /  .Maximuni. 

\  .Minimum . 
.  /  .Maximum. 

\  Mininnnn. 
.  /  Maxinuun. 

\  Minimum  . 
.  I  Maxiinuni. 

\  .Mininnnn  . 

.  /  Maximum. 

\  Miuimnm. 
.  (  Maximum. 

\  Minimum. 
.  /  Maximum. 

\  Minimum. 
.  i  .\]rtxinnuii. 

\  Minimum . 
.  /  Maximum. 

V  Minimum. 
.  i  Maxinnnn. 

\  .Mininnnn ., 
.  /  Maximum. 

\  Minimum. 
.  I  .ilaximum. 

\  Minimum. 

.  f  Maximum. 
I  Minimum . 
.  I  Maximum. 
Minimum. 
.Maxinuiro, 
.  Miiiimnm. 
'-3. .53.  /  Miiximum, 
\  ''.inimum. 
/  -Maximum, 
\  Mininmm. 
I  Maximum 
\  Minimum. 
/  Maximum, 
\  .Minimum . 


■■{: 


1   2 


30 

42 

52 

62 

21 

31 

60 

67 

23 

29 

64 

71 

38 

40 

52 

60 

42 

44 

61 

68 

27 

29 

fin 

68 

31 

35 

58 

65 

29 

28 

59 

6=. 

31 

81 

58 

65 

31 

39 

56 

60 

28 

37 

61 

fi» 

30 

37 

61 

67 

31 

38 

.59 

65 

2S 

32 

57 

65 

22 

29 

62 

70 

3:- 

39 

SO 

68 

35 

42 

56 

60 

25 

32 

59 

67 

41 

44 

4   6 


7   8   9  10  11  12  13  14  15  16  17  18  19  20  21  22  23  24  26  26  27  28  29  80  81  Mean 


72,  73 
30  37 


32  33 


82 

79 

4:i 

49 

76 

79 

45 

43 

76 

80 

4; 

44 

76 

78 

43 

46 

76 

81' 

42 

42 

75 

79 

47 

40 

/  / 

81 

42 

43 

76 

HI 

50 

51 

74 

77 

51 

54 

74 

77 

40 

42 

77 

78 

41 

41 

76 

79 

38 

4C 

82 

83 

43 

41 

74 

77 

49 

54 

78 

80 

42 

42 

78 

80 

40 

42 

78 

80 

42 

43 

79 

81 

52 

4K 

80 

82 

35 

39 

74 

7K 

44 

42 

81 

83 

47 

45 

49 

45 

77 

78 

36 

41 

74 

76 

47 

48 

83 

81 

42 

46 

79 
34 
64 
48 
68 
53 
64 
50 
65 
54 
63 
47 
71 
50 
66 
51 

6C 
49 
til 
36 
64 
38 
66 
50 
83 
52 
62 
38 
68 
50 
67 
51 
66 
46 

72 
53 
66 
44 
69 
53 
68 
52 
66 
38 
71 
34 
58 
44 
73 
55 

69 

46 

74 

57 

59 

40 

62 

4' 

66 

4 

72 

3' 

68 

50 

58 

41 

68 
48 
69 
5) 
68 
44 
70 
42 
64 
48 
70 
47 
6K 
53 
73 
55 

63 
51 
71 
54 
65 
55 
64 
56 
65 
42 


36 
73 
39 
74 
43 
65 
48 
71 
49 
75 
39 
7s 
41 
75 
44 

72 

53 

7 

36 

75 

■10 

72 

48 

80 

46 

73 

41 

74 

45 

72 

.50 

77 

41 

79 
.52 
72 
34 
73 
41 
77 
45 
79 
46 
70 
34 
69 
47 
76 
57 

74 
52 
79 
61 
66 
4S 
68 
52 
73 
46 

38 
77 
46 
76 
58  53 


57  33 


70 

74 

S3 

36 

76 

76 

39 

48 

74 

71 

48 

50 

71 

72 

46 

51 

69 

73 

33 

..'' 

77 

51  54 


61 


58 
78 
58 
79 
52 
76 
59 
70 
58 
72 
50 
79 
54 
79 
61 

79 
59 
78 
51 
79 
48 
71 
54 
83 
41- 
74 
.55 
74 
58 
72 
.16 
80 
49 

78 
56 
78 
17 
75 
59 
81 
.58 
81 
56 
83 
34 
75 
56 
82 
55 

75 

56 

78 

57 

66 

5 

65 

60 

72 

57 

82 

33 

60 
82 
65 

76 
51 
82 
60 
81 
49 
81 
44 
77 
56 
78 
.50 
75 
60 
75 
61 

78 
54 
80 
47 
76 
61 
76 
59 
81 
50 


56  35 

78  76 
59  49 

79  78 


761  83 

43l  43 
85| 

50  46 

8.5l  79 

50  46 

80  82 


761  ""  '5  '*2 
66  66  55!  ■''5 


82  70 
42  41 


79  86 
55  52 


63 
30 
63 
40 

80 
37 
68 

3A 

64 

2' 
58 
32 

82 
41 

63 
40 
71 
45 
60 
29 
58 
34 
72 

;« 

67 
21 
61 
38 
66 
37 

66 
3 

70 
41 
67 
39 

67 
35 
80 
48 
63 
35 
86|  68 
36 
82 
40 


78 
42 
65 
31 
66 
32 
68 
37 
65 
35 
67 
30 
67 
29 
6) 
34 

73 

4 

70 

35 

7 

39 

68 

33 

72 

40 

64 

36 

67 

3:^ 

6' 

35 

72 

3 

7i 
50 
71 
;'.n 
6' 
28 
70 
33 
6X 
42 
74 
33 
67 
40 
6' 
42 

72 
38 
79 
51 
60 
■29 
63 
41 
73 
40 
74 
•29 
63 
34 
68 
52 

71 

m 

70 
53 
75 
37 
70 
35 
65 
34 
72 
49 
66 
29 
66 
35 


79  79 

45!  61 

78l  77 

47 

78 

37 

74 

50 

74 

42 

76 

41 

76 

46 

78 

5n 


64 
26 
75 

35  45 
68|  75| 
;i9!  54' 
67  75 


52 

76! 
421 


67 

48 

r 

68 
43 

69  56 

51 


70 


78  57 

46  47 

56l  48 

4»l  42 

5' 

48 

52 

42 

6H 

45 

57 

37 

64 

48 

54 

46 

50 
45 

5.-i 


.<8 
54 

52 

43 

44 

54 

.50 

36 

44 

56 

55 

49 

45 

.52 

42 

43 

40 

62 

66 

44 

44 

.55 

54 

39 

4S 

58 

53 

42 

42 

61 

51 

45 

38 

51 

51 

42 

41 

65 

4S 

47 

44 

6H 

55 

45 

45 

65 

19 

46 

44 

71 

72 

42 

38 

50 

.50 

40 

:«» 

64 

.5.! 

48 

48 

51 

45 

42 

40 

56 

OS 

6'. 

48 

52 

4.' 

45 

37 

,53 

46 

44 

39 

SI 

50 

42 

42 

.58 

53 

4S 

40 

69 

57 

48 

45 

55 

52 

49 

42 

65 

51 

40 

46 

S7 

57 

52 

55 

56 

.59 

45 

41 

5S 

.54 

49 
66 

46 
53 

61 

44 

40! 

641  58i  51| 

521  46 

36 

73!  64 

hi 

59 

49 

42 

71 

64 

54 

60 

45 

46 

67 

62 

45 

.50 

43 

42 

60 

55 

52 

49 

43 

45 

73 

60 

49 

61 

46!  46 

70 

60 

5:< 

55  49 
66  64 
52  46 


72  79i  75i  73l  72 
45  44  50  55!  59  68 


62     54     72. 9 

541     46i    52  9 


Coutinued  on  page  79. 


OlTOHKK    U)47 


CLIMATOLOGICAL  DATA:    PKNNSYLX'ANIA  .SECTION 


79 


Daily  TemperaturoB  for  October  1947— Cotit<niie«1  from  vBgeih. 


SUtlons 


8      9    10 


11     12 


U     14  I  16  I  I«     17      18 


2»     31  1  32 


i~rT~ 

28     24     26  I  2» 


27     28     29     80 


81     Mean 


Hiiiitiiirlon )  Maximum.. 

\  Mininiuiii.  .1 
Imli«n(»-2.58K.. /  Maximum.. 

\  MinimuiD.. 
Irwin  (  Mftximum.-I 

\  Miiiimuiu .. 
.lainestown;-2N\V /  .Maximuii)..| 

V  .Minimum..! 
Jolmstown/ /  Maximum..! 

\  .Minimum.. 
Kftuo'-l  N f  Mrtximum.. 

\  Minimum..! 
Lancaster (  .Maximum. .i 

\  Minitnnm.. 
Lawreucoville   /  Maximum..; 

\  Minimum.. 
I  ..i.aiion    /  Mivximuui..! 

\  Minimum. .; 


62:    691     75 
•24'     321    35 


67,  65! 
22,  27 

68,  M 
21]  28 
67'  G7 
291  28 
60  66 
28^  30 
.501  621 
201  29i 
60  «8i 
:ili  35|  35 
5Si  57 
25 
60 


33 


Lewi.^tow  a'-2  SW . 

Lock  Ilaven" 

.Marcus  Hook  '. .     . 
Martiu.-iburg','.  ... 

McB'lville /-I  8 

Mercer'-2  .S  XE.    . 
Midiiietowu'-l.o  W . 


(  Maximum.. 

\  .Minimum..' 
.  /  Maximum.. I 

\  ,Uiuimum..j 
.  )  .^iaximunl.. 

\  Minimum..  I 
.  I  Maximum..! 

\Minimum..  j 

(  .Ma.\imum..i 

\  Minininin..! 

/  .Mavinuirn..! 

\  Minimum..  1 
,  /  .MaximuiD.  I 

V  Minimum  .1 


■»\    30 

68     74 
39|    37 


'■-.'I  76 

28     321  37 

64j    71!  76 
28      S' 


66;  64 

271  35 

58  63 

32  30 


Midland'' )  Maximum. .| 

\  Minimum..; 
.Montrose/-3  V. 1  Maximum.. 

\  Minimum.. 
Mt.  Pocono'-2  N /  .Maxiniura.. 

(  Minimum.. 
.N'ew  Bloom.iield /  Maximum  . 

\  Minimum. . 
New  Castle''-1.5  N /  .Vlaximum.. 

V  .Minimum.. 
I'almertou' I  Maximum.. 

\  Minimum.. 

Park  Place'-l  NVV )  Maximum.. 

imum.. 


.  /  Maxii 
iMinir 

/  Maximum.. 
\  Minimum.. 
I  vlaximum.. 
\  .Minimum.. 
(  Maximum.. 

V  Minimum.. 
/  Maximum.. 
\  Minimi!!''!.. 
(  .Maximum.. 
\  .Minimum.. 
/  -Maximum.. 
\  .Minimum.. 
/  .Maximum.. 
\  \riiiimura.. 

. .  i  -Viaximum.. 

\  Minimnni.. 
. .  /  Maximum.. 

\  Miuimum.. 

. .  /  Ma.'^imum.. 

\  Minimum.. 
. .  /  Maximum.. 

\  Minimum.. 
. .  /  .Maximum.. 

V  Minimnin.. 
..  /  Maximum.. 

\  Minimum.. 
. .  /  Maximum.. 

\  Minimum.. 
. .  /  Maximum.. 

\  Minimum.. 
..  I  Maxirnuni.. 

\  Minimum.. 
. .  /  Maximum.. 

^  Minimum.. 

. .  /  Maximum.. 

>  Minimum.. 

. .  (  Maximum.. 

*  Minimum.. 

Tamarack /-2  8 /  Maximum.. 

\  Minimum.. 

Tionesta  /-1.5  SK t  Maximum . 

\  Minimum.. 
Titnsvill;-'2  8 /  Maximum.. 

V  Minimum- 
Touanda-1  K t  Maximum.. 

t  .Minimum.. 
Tunkhannock/ /  Maximum.. 

\  srinimum.. 
Unioutowu S  Maximum. 

'  Minimum.. 


Piiila    .\rpt.'-7S\V 

PhilfticlphiaC.O.i 

Phila.  Shawmont 

Philipsburg'-7  K 

Phoenlxville-1.5  SK  . .  . 
Pittsburgli  Arpt.'-7.nSE 
Pittsburgh  City  Office' . . 

Port  Ciluton/ 

Putney vUle/-2.5  SE 

Quakcrtown-0.5  E 

Reading' 

Ridgway  / 

Scranton' 

Selinsgrove 

Shippensburg  .... 

Somerset 

Spriugs«-1  8W  . . . . 


State  ttollege' 

Stroudsburg-2  E.  . 


75      80 
35     42 


34;    32 
65     72 


83     76 

47|     44 


78     79 
41      42 


78 
42 
79 

42I 
76 
46 

80 

43l     47 

781     75 


66      64 
55     52 


4.51     51 

85 

47 

80     76 

44      49 


39;     39 

79!     77 


43  40 

78!  78 

50;  51 

78!  SOJ 

4H|  4gj 

78  81 

46^  44 

83!  83 

43  42 

81!  81, 

43  42 

82:  8S: 

48'  461 


69 
51 

75 
53 
68 
41 

7(1 
52 

64; 

30 
69 

48 
65 
37 
f.5 
60     45 


72!  78 

42|  4^ 

75'  75 

381  46 
75 
41 


82 
47 
78 
47 
7pi  76 
57:     51 


Si'     77 


42!  55 
82 
51 

69j     741     75 
30i     3-.I     43 


76      67 

4)      60 


72'  70 

4li  4« 

79;  81 

3bl  46 

421  49 

77I  83 

44i  47 


75l  78 

.5Si  68 

65;  »0 

65!  48 

7Sj  -4 

44 1  53 

71^1  76 


80  82 

47  44 

771  84 

45'  36 

79|  83 

43  88 

7ll  83 

341  36 


46     42 


46     49 


75!    ly 
50     .571 


68l    69 


481    60 
62|    60 


63!  70 

39  32 

66;  69 

41!  33 

66'  70 

42!  30 

73!     73;  74 

61     58  67 


70  72' 

38  48 

75  77' 

36;  .^6 


40  41 

71,  77' 

38!  49 

71  78 

35  37; 

78:  7« 

34  SB 

82!  80: 

58  60 


74 
53 
73 
57 
72 
51 
76 
51 
73 
H 
sn 
56 
82 
60 
70 
39 
76 
44 

71 
41 

74 
53 

»< 
39| 
76! 
46' 

76| 
44! 
80; 
46! 
80' 
421 
76! 
43j 

78| 
51 1 

40| 
75: 
4K 
73: 
46 
74: 
54 
81 
43! 
77 
36 

81 : 
51 


79     81 

4H 
79 


70  81 

58  4S 

65  74 

56:  44 

68!  75; 

69!  <*! 

68l  i*nl 


71I 

6.'! 
6:<i 


62     65| 


51 
76     79 


79 
52     57 

82!     78 


55 
76 

6OI     67 


82 
49 
78 
43 
77 
58 

78 

60 

78 

62 

77 

57 

711 

4li 

84 

51 

8l| 

591 

821 

5' 

80 

45 

82 

32 

79 
43: 

81 
55 
84 
34 
84 
46 
82 
45 
79: 
62' 
72j 
49I 

70; 

57 

74' 
oOi 
85! 
40) 
78! 
55! 
80| 
40 
79 
42 
83' 
36' 
84: 
36i 
85; 

64; 


8H  SfH 

58!  481 

-o|  78l 

55!  371 

771  78j 

61j  81 

711 
61' 

61)  83! 

6n  46! 

83  82 

65|  60 

67!  77 

551  48 


82 


80i     78 
61 1     48 


69     48 


88     70 
S8l     30| 


86 
89 

80     80|     67 

361    36: 
88i    82: 


40:     42!     31' 
81 !     74I     68^ 


41 


4.S|     34; 
86 


86  81 1 

4lj  41 

78;  761  62 

3)i  36!  25 

80]  87i  72, 

421  4Ui  831 

8.M  «!  62j 

4tt  40'  20] 

8.1  m  66 

46  44, 


87 


71 
81 

76 
45I 
72j 
431 
69: 
40l 
781 
40, 
781 
32I 
68i 

».! 

73! 
28i 
r.61 
3.i 


77 

1 
81 

67 

46 

45 

63 

78 

81 

69 

47 

41 

64 

74 

82| 

79 

81 

ill 

64 

63     661 


50 


86  88> 

45!  42*1 

85j  >*5: 

45!  *'i 

84i  91 

611  67 

821  80 

45;  46 

80J  73 

39|  48 

7»-  74 


78  69 

*9\  51 

81'  67 

45|  49 

76!  6'' 

8r,i  49 

77i  7S 

43,  491 
80; 


f.6      65; 
49;     48 


42!     45 
5'1 


68:     .59; 

46      46, 

61 
63 

55 


43 

45: 

651     65, 


36!     42; 

72 

f.o! 


4H:     47 

85]     46 

S3 


66|     88 

4.^^      431 


81 
39| 
83| 
46 
71  78 
481    6^^ 


67  69 

;i9  S6! 

69  70; 

32;  82 

641  71 

46!  u 

601  67 

34  43 

•6  66 

34  i  40! 

04  6a| 

85  48' 

6'  671 

m  341 


76  80' 

37  47 

78  8V 

45i  45 

75  80 


80      78      86 


57 
81 
61 

79^     79 

6) 

63 

51!     43' 


561 


61! 

86! 


54|     47 
76      77! 


80|  89; 

49)  42: 

77'  79! 

50'  50 

771  81 

50  49 

7,=.|  80 

49i  42: 

65  76! 

54  35I 


76 

50 
80' 
.58 
651     79 


S2l     74 
42!     40 


67  77! 

58  51: 
781  80; 
60'  44 
61  76 
56!  44 
651  75 
60  38' 
64>  73' 

59  36 
76'  76; 
561  42i 
76'  74 1 
57:  42 
68'  75! 
61'  521 


52i  46. 

78|  83! 

.131  32' 

76!  ^'2' 

41  38j 

811  80! 

59!  *'^- 

86]  781 

441  401 

80I  81 : 

45!  53' 

77;  80' 

381  32, 

781  781 

40  39 

80  79] 

40'  37; 

78  80 

.381  37i 

82|  85' 

421  42! 


831 
40 
86 
52 
82 
37 
82; 
46 
85; 

41: 

88! 
46' 
70' 

;-5o' 

78 
37 

81: 
46i 
851 
401 
79: 
54 

78: 

40j 
76 
43: 
84 
39 
H2 
40 
84' 

41; 


es; 

401 

63; 

471 
7<i 
4ft 
59 
30I 
801 
32i 
67! 
41 
69! 
45 
60| 
341 
SO 
37 


0;t;  55i  49 

51  491  441 

75  6ri  50 

60  44!  431 


88      61 

65!    45; 


64 

•Ml  47 
78l  7.' 
61! 


59 

45! 

58;     55 


64  49 

60!     8O1  49 

41      4Sl  42 

67|     55I  52 

44i     49i     i'A]     48  46 


66{ 
681 


52i  60 
78]  69 
48     68 


76!    86 

49!    62 

74 

40 

71 

47 


8b|  66 

471  44 

7?1  60 

35  48 


64 

88 

67 

63-    5.5 

66     64 

82     88 


73|  64 

331  29 

64!  •'7 

40  341 

68!  77! 

25;  27j 

64!  65 

35]  Si' 

75;  64: 

34!  2* 

731  68! 

36]  35 

63-  74i 

30'  32! 

62]  70; 

35  34, 

61 1  66; 

35;  46! 

60!  651 

32  24! 

58:  fiS' 

30  3! 

60,  68 

.30.  37 

6;^'  72) 

.33;  441 

64  70! 

27l  251 

63:  64l 

29  24; 

69!  77! 

61!  51 


74  75l 

41!  42 

77I  78 

53]  501 

771  81 

35  42 

76  77 

51  461 

75l  78| 

45  48| 

79  79: 

49J.  46j 

76  77 

4*1  35 

75;  72! 

44]  40j 

74  75| 

.50]  49! 

7Sf  78| 

40;  44 

75]  74 

40  64 

75!  75 

421  42 


78|  69 

44  54 

741  721 

45:  57! 

711  6"! 

64  64| 


57  5.1 

48  48 

61!  44 
49i 

621  40 

40  83 


79 

54 

" 
60 ! 

781 

53; 
59! 
.54! 


.56  67]  56 

50]  44!  45 

68'  57!  4fi 

91!  46!  39 

65!  66]  48 

4Sj  41}  35 

78'  631  52 

69!  51!  46 

74!  60;  51 

60  51!  45 

75!  72i  65 

61!  531  4.=; 
48 


81;     80: 


59!  52 

381  39 

84]  78, 

69;  46 

69  54 


40 
64 
45 

52 
48i     45 


80 

68 

40 

41 

77 

71 

45 

65 

74 

74 

61 

56 

70 

56 

42 

49 

72 

71 

.55 

56 

68 

70 

52 

41 

70 

71 

5S 

56 

65 

59 

45 

45 

60 

58 

52 

45 

50' 

6RI     ,561    54 

.52]    51] 

72!     ''2' 

60  46]  43 
69;  54 
441     38 


76! 
43 

79] 
43 

79; 

i! 

47 


65  63 

581  46i 

76j  731 

44]  54 

591  54 

54;  48 

781  57! 

44:  46; 

6fi  fii; 

.53|  481 

69  681 

.52  ,53' 

72:  71 ' 

44,  .5.51 

72;  63' 

56,  52] 


65'  52 

47  40 

6.5'  61 

611  45 

55,  52 

45]  41 

86  47 

46:  40 

63  54 

44,  44 

59'  52 

41!  45 

50  48 

40'  42 

48j  47 

37{  44 

54!  50 

45i  44 

56;  is 

50|  45 

50!  45 

41!  40 

54!  54 

43!  44 

54;  51 

43!  43 

.56]  51 

49;  42 

55!  47 

49:  41 

.55:  50 

49  47 


74.8 
48.8 
73.1 
42.  3 
75.0 
45.  2 
78.  '2 
43  4 
74.3 
45.5 
60  7 
3.3,  0 
73.4 
44.  J 
74.0 
41.1 
74.6 
4;,  7 

75.0 
44.6 
75.6 
44.7 
76.7 
64.5 
70.2 
41-,.  3 
72.2 
42.7 
79.5 
44.fi 
73. '» 
47.9 

72.7 
47.1 
69..! 
44.1 
67.  h 
43.4 


74  6 
43  7 
70.7 
44.0 
67.5 
47.4 

74.2 
51.3 
73.2 
65.3 
64.(1 
.50. 0 
67.9 
40.5 
79.1 
44.0 
73.8 
50.4 
74.5 
51.  8 
69.7 
42.7 
7.3.9 
39.0 

71.9 

42.0 
74.3 
51.0 
74.8 
37.4 
72.  2 
45.9 
73-5 
$44.9 
75.2 
45.8 
70  4 
38.0 
68.0 
41.4 

70.7 
47.4 
$74.6 
41.3 
69.0 
45.1 
71.8 
41.1 
70.9 
42  7 
74.1 
40.5 
$73  I 
$40.  0 
75.5 
49.8 


Continued  on  page 
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October  1947 


Daily  TemperaturaB  for  October  1947— Continued  from  page  79. 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean 

Warren 

( Maximum., 

60 

68 

75 

80 

82 

84 

86 

73 

69 

75 

78 

81 

79 

81 

87 

8) 

85 

83 

77 

80 

83 

85 

78 

68 

78 

79 

83 

70 

63 

59 

53 

76.4 

\  Minimum,. 

29 

,33 

31 

43 

41 

46 

46 

45 

37 

34 

39 

38 

63 

44 

3" 

40 

64 

M 

48 

38 

3h 

41 

40 

29 

42 

43 

45 

35 

49 

46 

43 

41.3 

/Maximum,, 
\  Minimum., 

5S 
20 

68 
22 

76 
28 

80 
35 

81 
40 

82 
40 

83 
37 

74 
40 

73 
62 

73 
41 

80 
41 

78 
50 

82 
45 

78 
45 

84 
33 

82 
46 

78 
4T 

76 
57 

73 

57 

78 

4-1 

HI 
34 

85 
34 

8i 
33 

70 
40 

7r; 
39 

8" 
44 

79 
38 

74 
54 

64 

50 

64 
47 

52 

3: 

76.4 

40.9 

Wellsboro/ 

/  .Maximum,. 
\  Minimum.. 

58 

65 

75 

79 

80 

81 

83 

81 

66 

70 

76 

77 

80 

78 

85 

85 

79 

82 

69 

79 

80 

84 

81 

63 

72 

77 

79 

62 

62 

53 

45 

73.7 

22 

22 

26 

26 

35 

41 

41 

40 

»6 

30 

32 

34 

35 

39 

33 

32 

33 

55 

54 

35 

35 

37 

37 

26 

27 

39 

41 

42 

ftl 

45 

44 

36.3 

Wellsville 

/  Maximum,, 
\  11  ill)  Ilium,, 

61 

70 

74 

85 

78 

80 

84 

82 

77 

69 

71 

80 

76 

78 

80 
3T 

77 

76 

78 

78 

79 

85 

82 

87 

78 

66 

75 

77 

68 

72 

62 

53 

J76.4 

27 

32 

32 

35 

41 

48 

39 

46 

49 

51 

40 

44 

45 

45 

o2 

55 

6S 

59 

44 

40 

41 

37 

33 

28 

44 

42 

50 

58 

38 

44 

$43. 2 

West  Chester 

/  Maximum., 
\  Miniinuni., 

65 

67 

72 

76 

76 

79 

80 

75 

69 

72 

72 

73 

72 

77 

81 

76 

75 

78 

78 

77 

86 

79 

85 

69 

68 

77 

77 

76 

76 

67 

53 

74.3 

32 

37 

41 

42 

47 

46 

54 

59 

55 

47 

46 

46 

.V2 

52 

49 

.b9 

62 

65 

«6 

.55 

52 

52 

51 

411 

3S 

47 

.52 

55 

60 

49 

43 

.50.0 

Wilkes-Barre  Arpt  '-3.\" 

.  /  Maximum.. 
\  Minimum.. 

55 

64 

70 

74 

74 

78 

79 

75 

66 

70 

73 

76 

77 

75 

81 

82 

79 

73 

73 

73 

77 

79 

82 

66 

64 

76 

77 

71 

69 

59 

45 

72  0 

30 

38 

38 

41 

49 

49 

48 

62 

46 

40 

40 

43 

47 

49 

44 

52 

60 

65 

61 

62 

.S2 

46 

45 

33 

34 

51 

51' 

58 

54 

45 

39 

46.8 

Williamsport  Arpt.'-4  F 

/  Maximum,. 

fil 

68 

70 

74 

74 

79 

80 

79 

65 

67 

73 

73 

7fi 

79 

81 

81 

72 

76 

70 

80 

8fr 

79 

84 

6H 

64 

75 

76 

68 

66 

58 

51 

72  5 

V  Minimum .. 

31 

37 

33 

37 

43 

44 

44 

46 

40 

38 

38 

41 

46 

4.D 

40 

42 

55 

63 

60 

46 

44 

41 

44 

31 

31 

4h 

44 

60 

53 

48 

43 

J3.  8 

WilUamstown 

/  Maximum,, 

60 

68 

73 

75 

76 

81 

80 

75 

65 

68 

71 

75 

78 

79 

>3 

7:< 

79 

79 

74 

84 

81 

84 

78 

67 

78 

78 

70 

69 

64 

52 

74.0 

( Minimum.. 

.3(1 

32 

31 

39 

43 

44 

40 

48 

52 

46 

37 

41 

46 

49 

37 

46 

65 

65 

67 

66 

45 

42 

12 

32 

29 

4V 

44 

56 

54 

43 

45 

41.4 

Yorl£-8S\\ 

/  Maximum,, 
V  Miniiiiura,. 

63 

72 

71 

79 

80 

85 

84 

78 

74 

75 

77 

73 

77 

82 

85 

78 

79 

80 

79 

80 

89 

85 

89 

82 

69 

77 

80 

72 

75 

I-.7 

53 

77.1 

26 

34 

33 

34 

46 

42 

41 

52 

48 

49 

41 

45 

46 

4C 

38 

54 

£8 

66 

62 

48 

42 

43 

42 

36 

31 

47 

46 

59 

60 

41 

46 

4.5. 2 

[3ee  bottom  of  pa«e  for  explanation  of  reference  marks.  ] 


I 


PKES3URE,  WIND, 

HUMIDITY  AND  SDNSKINE. 

Atmospheric  pressure 

Wind*' 

Relative 

1 

(reduced  to  sea  level) 

Humidity 

>, 

Stations 

3  i^ 

o 

B 

& 

S 

1 

as 

•a 

1 

1 

1 

3 

29.  75 

29.78 

1 

a,  o 

go 

4^ 

2 

OS 

a, 

a 

g 

s 

a 

O 

O 

19 
19 

<> 

^  > 

o 

a 

r* 

"- 

t^ 

a. 

a 

30.52 
30.53 

24 

7.5 
5.5 

19 
16 

ne. 

s. 

23 
4 

65 
83 

66  !  81 
47     64 

69 

68 

154 

Elarrisburg 

139 

Philadelp'iia  .... 

30.53 

24 

29.  75 

19 

6.5 

20 

ne. 

31 

88 

62 

74 

70 

90 

Philip-burg 

30.51 

29  83 

19 

28* 

w. 

28 

91 

66 

77 

341 

Pittsburgh 

30.52 

29.  82 

18 

7.8 

25 

w. 

28 

83 

47 

66 

61 

126 

Reading 

30.55 

25 

29.  7S 

19 

7  5 

30 

n. 

■a 

81 

69 

121 

Scranton  

30.56 

24 

29.  74 

19 

4.7 

20 

nw. 

23 

84 

5it,.,, 

71 

194 

•  For  any  five-minute  period.  ••  Corrected  to  true  velocities, 

t  12:00  noon.  $  Also  other  dates.        •  One-minute  interval. 


BIVER  CONDITIONS 


Stations 


Ki  vers 


PortJer>'i8,N.Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre.. I 

Williamsport 

Newport j 

Harrisburg I 

8chenl('y.(nr)Lock  No.  5.j 

8uters\ille ! 

CharleroKnr.).  Lock  No.  4 

Pittsburgh  

Midland,  Dam  No.  7 t 

•  Pool  stage 


Delaware 

Delaware 

Lt^high 

Pchu.vlkill 

N.  Br.  Susquehanna, 
W.  Br.  Susquehanna, 

Juniata 

Su.'iquKhanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio     


1.9 
0,8 
2.5 
3.5 
1.4 
0.3 
3.2 
3.1 

11.6 
2.6 

10.0 


2.6 
1.7 
3.2 
5.7 
1.8 
0.5 
3.4 
3  2 

11.9 
3.2 

11.2 


9. 4       9. 6 


1.1 

2otl 

O.l 

28 

2.4 

17 

3.2 

28  1 

1.1 

28  1 

0.2 

28  { 

3.1 

25  1 

.3.0 

28  . 

11  5 

16 

2.4 

27 

10.7 

14 

• 

9.2 

•i  i 

t  Aho  other  dates. 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


MISCELLANEOUS   PHENOMENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
( Dates  and  number  of  stations  reporting) 


1 

1 

2 

2 

5 

3 

1 

5 

4 
6 

5 

i 

6 
12 

7 
13 

R 
'8 

•  - 

9 

I 

10 
2 

11 

2 
8 

12 

13 

_ 

'7 

•• 

14 

ie 

15 

_. 
1 

6 

*' 

16 
'7 

1718 

19 

ii 
2 

20 

1 
16 

21 

.. 
3 

22 
■3 

23 

24 

25 

26 

27 

io 
'2 

28 

i 

ie 
3 

29 

■7 
i 

'9 

3031 

Auroras 

ifii? 

6 

" 
6 

'4 

'4 

■■ 
■* 

"3 

Fog,  heavy 

3 

Frost,  killing.... 

Glaze  

Hail 

Rain,  heavy 

Sleet 

Snow,  heavy 

Thunderstorms . . 
Winds,  high 

"•2 

io 

' 

fW,  B.O.,  Philadelphia- 1-16-48-1100) 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  Cltv  Posl  Office. 

All  departures  from  norn.al  are  computed  from  the  averages  of  tlie  entire  period 
for  stations  having  10  or  more  years  of  record,  except  that  for  First. Order  Weather  Bureau 
Stations  they  are  based  on  ailrmted  normals.  Xl  Precipitation  normals  or  "standard 
mean"  a^ljusted  to  a  unlfonn  >>5  year'period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

*,  ',  '.  etc.    Number  of  days  missing,  for  example.  '■  indicates  two  days  missing. 

Italics,  data  interpolated. 

5  Partly  interpolated. 

$$  Incomplete. 

t  And  other  dates. 

r  Daily  i^^nounts  inconsistent 
Received  too  late  to  be  included  in  mean.s  and  summaries. 

*  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  In.stmment.s  are  read  in  the  morning:  the  maximum  temperature  then  read  ts 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
'  Midnight  to  midnight. 

'  Measured  in  the  morning  for  the  preceding  24  hours. 
'  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 

*  Best  available  used  for  stations  not  equipped  with  recorders 

*  Recording  gage. 

'  At  a  fixed  hour  betweeti  sunset  and  11 :00  p.  m 
'  Noon  to  noon. 

8  Data  recorded  at  .\ltoona-Blair  County  Airport. 

9  Official  Station  desiguatiou  is  .\llentown-BethIehem  .\irport. 


'  I. 
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RliMIT  niKECTLY  TO  SlTHnlNTKNDKNT  OV  DOCUMKNTS  \VA.«mNf!TON.  25  D.  C. 


&33NEEAIi  SUMMARY. 

In  Cdutrast  to  the  f>leasant  weather  of  October,  thi.s  month  was  un- 
pleasantly cold  and  wet.  Thi?  was  the  coldest  November  since  1933,  and 
the  eighth  coldest  and  tenth  wette.«t  of  record.  Ordinarily  the  drop  in 
temperature  between  October  and  November  is  about  eleven  degrees. 
This  year  it  was  a  full  twenty  degrees.  Piecipitation  was  more  than 
three  times  that  of  the  previous  month.  S:iowfall  was  slightly  above 
normal  and  was  concentrated  generally  in  the  last  week,  but  distribution 
was  spotty.  The  area  around  Erie  had  heavy  falls  of  snow.  Windiness 
was  in  considerable  evidence,  especially  around  the  24th  and  25th.  8un- 
shine  and  cloudiness  were  about  normal. 

The  first  decade  was  the  warmest  in  most  localities,  showing  an  exce.ss 
above  the  normal,  especially  in  the  southeast.  The  highest  temperatures 
were  recorded  in  this  period,  most  stations  observing  maxima  in  the  60's 
on  at  least  one  day.  After  the  first  decade,  temperatures  became  pro- 
gressively lower,  and  the  lowest  minima  occurred  at  the  clo.se,  with  tem- 
peratures below  20°  not  uncommon. 

Precipitation  occurred  most  generally  in  the  first  half,  but  in  some  sec- 
tions the  amounts  were  evenly  spaced  through  the  month,  with  snow 
quite  common  in  the  last  week.  Erie  had  a  total  of  35  inches,  a  Novem- 
ber record,  the  previous  record  being  19  inches.  Twenty  inches  fell  in 
one  storm  on  the  25-26th ,  the  greatest  of  lecord  for  a  single  storm  at  Erie 
for  any  month  except  iJecember.  Greater  amounts  were  reported  in 
other  places  in  the  vicinity  of  Erie.  Main  streets  and  highways  were 
kept  open,  a  remarkable  achievement  in  view  of  the  heavy  fall  and  drift- 
ing; but  Port  Erie  Airport  was  clo.sed  froin  the  26th  to  the  end  of  the 
month,  due  to  the  inability  to  clear  the  runways.  The  heavy  sn^jwfall 
was  confined  to  an  area  within  a  75  mile  radius  of  Erie,  and  was  prob- 
ably due  to  instability  as  the  cold  air  moved  over  the  v.arm  Lake  waters. 
A  single  flash  of  lightning  that  occurred  during  a  snow  shower  on  the 
25th  gave  evidence  of  the  turbulence  in  the  vicinity. 

Windiness  was  rather  high  and  windy  periods  evenly  distributed  over 
the  entire  period.  At  Uniontown  a  destructive  wind  on  the  15th,  follow- 
ing an  occluded  frontal  pas.sage,  caused  damage  to  roofs,  telegraph  and 
telephone  lines,  and  gla.ss  windows,  particularly  in  the  business  district. 
Some  high  winds  occurred  also  with  another  occlusion  on  the  24th  and 
25th,  following  the  lowest  barometric  pressure  of  the  month. 

In  spite  of  the  cold  of  November,  the  autumn  season  turned  out  to  be 
about  one  degree  above  normal,  and  the  heavy  rainfall  could  not  counter- 
act the  deficiency  which  had  accunnilated  in  September  and  October. 
The  .seasonal  deficiency  was  1.66  inches. 


TETMPERATTJRE. 


The  average  temperature  for  the  State  as  deduced  from  the  reports  of 
81  stations  was  38.3°,  which  is  3.0°  below  the  60-year  normal  for  Novem- 
ber. The  highest  monthly  mean  was  46.6°  at  Marcus  Hook  and  the  low- 
est was  32. 8°  at  Curwensville.    Extremes  ranged  from  a  maximum  of  71° 


at  MarcuB  Hook  on  the  6th  t(j  a  minimum  of  0°  at  Fhilipsburg  on  tlie 
30th. 

PRECIPITATION 

The  average  precipitation  for  the  State,  as  deduced  from  the  observa- 
tions at  220  stations,  was  4.22  inches,  which  is  1.32  inches  above  the  60- 
year  normal  for  November.  The  greatest  monthly  amount  was  9.02 
inclies  at  West  Chester,  while  the  least  was  1.90  inches  at  Covington. 
The  greatest  amount  recorded  in  any  24  consecutive  hours  was  4.(52  inches 
at  West  Chester  on  the  3d-4th. 

The  average  snowfall  for  the  State  was  3.6  inches,  which  is  0.8  inch 
above  the  60-year  normal .  The  greatest  monthly  snowfall  was  35. 1  inches 
at  Erie.  The  greatest  fall  for  any  observational  day  was  15.2  inches 
at  Erie  on  the  25-26th. 


COMPARATIVE  DATA  FOR  NOVEMBER 


Year 


Temperature 


Preoipitiition 


No.  of  days. 


1888 ,'.....\  42.2 

1889 41.8  ;  73 

18SU 1  41.8  I  78 

1891 1  ay. 7  I  76 

l»92 i  39.0  I  80 

1893 1  39.2  68 

1894 !  38.2  I  74 

1896  :  ^2.9  ,  78 

189C I  46.0  I  83 

1897 1  41.(1  I  76 

1898 40  0  I  73 

'.899 41.5  I  72 

1900 43  5  79 

1901 :  H6.0  I  76 

1902 47.3  :  78 

1903 30,9  78 

1904 38.8  79 

1905 ;  39,1  '  68 

1906 41,5  80 

1907 39.8  70 

1908 , I  41.2  75 

1909 i  46.4  '•  80 

1910 ;  3f>.8  :  68 

1911 j  37,8  77 

1912 1  43. ()  81 

1913 ,  43.9  ;  79 

1914 1  40.6  '  81 

1915 :  .J2.1  79 

1916 .11.3  79 

1917 :i7.6  69 

I9lh 42,1  I  76 

1919 ,  41.2  76 

1920 ,;  40.3  i  75 

1921 .....[  42,3  I  80 

1922 ....,  42.9  i  73 

1923 40.7  I  70 

1924 1  40.7  I  78 

1925 i  39.5  1  71 

19^6 40.4  ;  79 

1927 46.2  I  85 

1928 43.4  81 

192G 41.1  81 

1930.... 42.0  ;  75 

1931 :  49,2  i  80 

1932 i  39,4  76 

1953 i  38.1  I  8R 

1934 !  44,9  I  80 

1935 44,4  85 

1936 38  6  78 

1937 40,7  79 

1938 42  7  87 

1939 39,7  76 

1940 41.3  78 

1941 ;  44.1  I  83 

1942 j  41.8  82 

1943 S8  7  79 

15>44 41.6  :  78 

W45 42.0  ;  85 

ir46 44.7  83 

1947 38.3  i  71 

Period 41.3  i  87    - 


4 
10 
10 
6 
10 
-4 
6 
0 
12 
2 
8 
7 
7 
9 
0 
2 
-4 
5 
9 
4 
-2 
15 
9 
7 
7 

10 

-2 

13 

4 

-5 

11 

11 

5 

3 

12 

10 

-9 

.  4 

-1 

10 

4 

-10 

-15 

12 

-2 

-11 

6 

5 

2  i 
-3  ! 


3.37 
6.72 
1.49 
2.65 
4.34 
2.93 
2.50 
2.48 
3.55 
5.28 
4.03 
2.66 
4.10 
2.56 
1.53 
2  18 
1.14 
2.47 
1.48 
3.60 
0.90 
1.40 
2.45 
2,84 
2.17 
3,05 
1.76 
2. IS 
2,27 
0.03 
2.03 
5.35 
3.54 
5.75 
1.21 
2.83 
1.54 
3.56 
4.49 
4.95 
2.32 
S.39 
1.48 
1.52 
4.75 
1.55 
3.61 
3.84 
2.40 
2.56 


2.1 
0.7 
O.b 
1.2 
8.6 
2.4 
5.3 
0.5 
1.1 
2.6 
6.9 
1.2 
3.1 
3.1 
1.5 
14 
3.5 
0.9 
4.0 
2.9 
5.0 
1.9 
8.5 
3.7 
1.9 
4  5 
1.5 
1.3 
1.6 
1.4 
T. 
2.3 
4.5 
1.4 
1.8 
0.3 
2.9 
2.2 
0.9 
1.8 
2.3 
1.9 
2.3 
2.9 
0.3 
7.0 
1.8 
2.5 
8.4 
2.0 


10 
5 
7 

11 

10 
7 

11 
6 

10 


-13 

3.10 

10.9 

10 

11 

0.97 

1.6 

5 

9 

4.04 

5.8 

13 

9 

2.48 

0.2 

7 

0 

3.35 

1.8 

14 

7 

2.87 

2.2 

9 

7 

2.81 

3.2 

12 

5 

5  25 

2.4 

16 

11 

1.26 

T. 

9 

0 

4.22 

.3.5 

13 

-15 

2.90 

2.7 

10 

t.   3 


14 
17 

11 
13 

16 

11" 

11 

12 

13 

16 

13 

12 

15 

15 

12 

11 

11 

11 

12 

9 
10 
10 
19 
16 
12 
15 

9 
11 
11 

9 
12 
12 
16 
18 
13 
IH 
10 
12 
14 
16 
15 
14 
l:-i 
12 
11 
15 
14 
17 
13 
VJ 
10 

9 
18 
12 
13 
13 
17 
16 
12 
15 


/ 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 


November  1947 


Olimatological  Data  for  November  1947 


Stations 


Counties 


J3  ® 


Temperature,  in  degrees  Fahr. 


gi 


s     ! 


Athutlic  Drainage 
AUentown  Arpt.  9-4  NE 

Altooua^l.D  W 

Burnt  C'abius-2  NE 

Canton-1  N  W 

Carlisle.   ...-    ■■■■■■■•■ 
Chainbersburg-1  SW.. . 

Coatesville •  •  •  • 

Curwent'VilleApt-b  N\V 

Eagle^  Mere ..•■■ 

E:ist  \Vat(Tforfl-3  K.  .  . 

Einporiuml  K 

Ephrata....... 

Everett-0.  D  bW 

Freelaud 

George  richool 

Gettysburg 

Gordon 

Hanover... .....■..••■• 

Harrisburg  Arpt.-i.5  is. 

Hawley-0.f3  E 

Holtwood 

Huntiugdon 

Lancaster 

Lawreueevillf. 

Lebanon 

Lewistown-l  V\ 

Lock  Haven 

Marcus  Hook     

Martiu^burg" 

Montrose-S  i'^- ■  ■  ■■  ■■■;■ 
Mt.  Vocouo  Arpt  -I  JN  . 

Paliiiertou    ■  •   ■ -^ 

Pliiladelphia   CO 

Philipsburg-7  E.  •••■■■■ 
Phoeuixville-1.  ."iaE.... 

Port  ClintonJl 

Quakertown-0. 5  V 

Reading 

Scranton 

Selinsgrove 

State  Col  lege 

Stroudsburg-'i  E 

Tama  rack-2  S 

Towauda-l  E 

W'ellsboro 

West  (Chester ;.■ 

\Vi!kos-Bnrre  Apt.-3N. . 
Williainsport  Apt.-4E.  ■ 

WilliaiKstown 

York -3  SW 


division  mean  — 
Ohin  Draiimge 


Leliigii 

Elair 

Fulton 

Bradford 

Cuniborland . . 

Franklin 

Ciicster 

Clearfield 

iiullivan 

Juniata 

Cameron 

Lancaster 

Bedford 

Luzerne 

Bucks 

Adams 

Schuylkill . . . . 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquciianna. 

Monroe 

Carbon 

Philadelphia  . 

Centre     

Chester 

Schuylkill  .... 

Bucks 

BL-rks 

Lackawanna. . 

Snyder 

Centre 

Monroe 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming..  .. 

Dauphin 

York 


Blairsville-C  NE 

Bradiord-l  W 

Brookvilie  Apt,-1.5S\V 

Butler 

Clarion-3SW 

Ciaysville  

Corry   

Coudersport 

Derry 

Donegal 

Donora    

Ebensburg 

FarrcU 

Ford  (!ity-4  S 

FvHnklin 

Greensburg-2  S 

Iudian3-2..5SE 

J»nicstown-'2  N-W 

Johnstown 

Kane-1  N.  .     

Meadvi!le-1  S.. 

Midland   

New  (^astle-l..^  N 

Pittsi.nr,:rh   Apt.-7.5SE, 
Puti!:n'ville-'2.  .5  SE  . . . . 

Ridfrivay 

Somerset .  

Springs!  SW  

Tioui-sta-1..5  SE 

Tif.isviiie- 2  S 

ITuiontown 

Warren      

Wayuc.:burg 


Westmoreland 

McKeau 

Jefferson 

Butler 

Clarion 

Washington 

Erie 

Potter  —   . 
Westmoreland 
Westmoreland 
Washington 
Cambria. . . . 

Mercer 

Armstrong. 

Venango 

Westmoreland 
Indiana    ... 

Mercer 

Cam  t)ria 

JIcKean 

Crawford. . . 

Beaver 

Lawrence. . . 
Allegheny.  . 
Armi-trong.. 

Elk 

Somerset — 
Somerset..  . . 

Forest 

Crawford . . . 

Fayette 

Warren 

Greene 


Division  mean.  

l.iiJ:c  fh-'iiviipr 

Albion I  Erie 

Erie      l  Erie 


384 

500 

aiiO 

450 
473 
6U0 
4:il 
215 
020 
125 
100 
36i 
020 
970 
181 
553 
UUd 
600 
351 
980 
200 
700 
255 
ilH6 
46>,i 
58' I 
5i7 
12 

.493 

,  17« 

,011 
la'i 
26 

,916 
1011 
407 
480 
273 
74fi 
47B 

,217 
44" 

.250 
7,54 

.319 
440 
544 
52') 
775 
390 


6 

61 
5 

78 

51 

59 

4 

5 

9 

60 

49 

21 

Hi 

40 

7;l 

42 

42 

77 

36 

31 

69 

59 

49 

62 

8 

55 

19 

4 

41 

5 

28 

76 

;    4 

!  37 


39.8 
37.2 
iO.O 
31.8 
40.4 
40.4 
40.4 
32.8 
33.7 
36.0 
37.0 
43.0 
.38. 1 
36.0 
41.2 
42.fi 
36.4 
42.  1 
41.5 
36.8 
43.0 
3:i.  6 
41.2 
37.3 
JO  0 
40.0 
38.4 
46.6 
37.1 
34.4 
34  2 
38  4 
45  0 
33.3 
41.1 


+2.2 
-3.3 


-1.2 
-2.5 
-3.0 


8  I  39.2 


State  m.ean. 


61 

76 

52 

56 

61 

27 

6 

52 

76 

97 

8 

2 

30 


-2.3 
-0.5 
-2.6 
-1.5 
-2.8 
0.0 
-3.7 
-2.9 
-1.  3 
-2.5 
-2.3 
-2  1 
-2.0 
-1  9 
-2.7 


-3.3 
-1.5 


-1. 1 
-2.1 
-3.3 
--0.7 


900 
705 


73 


39.9 

42.8 

38.9 

39.7 

37.7 

38.4$ 

33  4 

37.6 

34.6 

42.1 

37.7 

38.2 

39.2 

42.1 

38.9 


36.0 
34.fi 
35.  4 
39.0 
35. 9 
39.3 
36.6 
34.8 
40  3 
35.1 
43.0 
34.8 
40.6 
36.8 
37  2 
39.3 
37.7 
36.8 
40.0 
33.0 
36.1 
,39.4 
38.0 
39.2 

35  b" 
36.0 
35.2 
3!5.  9 
35.8 
42.7 
37.0 
39.1 

87.4 


+0.2 
-2.6 
-1.5 
-1.1 
-1.6 
-2.1 
-2.4 
-2.7 


-2.3 
-3  0 
-1   2 


-3  0 
-1.3 

-8  1 


-4.2 
-2.3 
-2.2 

-2.' 8 
-2.1 
-2.  0 
-2.0 


-2.2 
-3.8 
-1.0 


-2.4 
-3.5 
-3.6 


40.0 


-2.0 

-2.9' 
-2.8 
-2.5 

-2  0 

-3^0' 
■2.7 
-3.3 


-1.2 
-2.3 
-4.2 

-8.B 


-1.4 


88.8  I  -8.0 


60 

59 


in 

2t 

1 

2 

1 
10 

1+ 

1 
10 

3 
10 

2 

1 

It 

1 
10 

It 

1 
10 

Itl 
1  I 

7 

1 

10 


Precipitation,  in  inches 


1 

11 
10 

1 

2 
10 

1 

lot 


11 
14 
19 
16 
9 


30 
27t 


30 
29 
30 
27 
.30 
30 
30 
30 
7 
30 
30 
30 
30 
30 
30 
30 
30 
30 
30 
27t 
30 
30 
30 
30 
30 
30 
30 
27t 
30 
30 
30 
30 
30 
30 
30 
30 
30 
30 
30 
30 
30 
30 
27 
30 


30 


30 

29 

29t 

30 

,30 

30 

27 

29 

30 

30 

30 

30 

30 

27t 

271 

30 

30 

2S 

30 

30 

28 

30 

29 

30  j 

'30' 
30 
30 

30 

27  I 
SO  I 
27t| 
30 


4.46 
4.78 
2.f<9 
3.20 
5.58 
5  07 
6.14 
4.45 
4.64 
6.04 
3.79 
6.  .52 
3.22 
3. 13 
6.31 

5  611 
6.96 
4.91 
5.59 
1. 93 
3.52 
4.14 
4.74 
2.49 

6  (19 
4.39 
3.13 
6.  85 
3.  HO 
4  37 
5.91 
5.09 
6.57 
6.  (18 
8.115 
6.27 
5.27 
6  34 

3  60 

4  01 
5.01 
6  31 
3.. 55 
3.26 
3.10 
9.02 
4  10 
3.34 
6  42 
5.99 

198 


3.06 
3.  42 
3.  19 
3.09 
3.56 

3  25 

4  10 
3.95 
3.54 
3.93 
3.61 
4.04 
2.54 
2.56 
3  ,50 
3  66 
3.66 
2.13 
2.<i5 
3.47 
2.95 
2.43 
2.48 
3.09 

3.06' 
3.75 
3.51 
3.46 
3  95 
3.12 
2.27 
2.79 


■^ 

(N 

OT 

—  i: 

-^  3 

S9 

33 

g; 

« 

■3  C 


No.  of  days 


s« 

11 

t>> 

-Ss 

■c 

ft 

•E-S 

■a 

i> 

Ha 
d.- 

3 

£ 

.9° 
>-2 


Observers 


+  L61 

+2.  37 


-1-2.  48 
+2 .28 
+2. 90 

+  0.36 
+2.  72 
+0  85 
+  3.  S8 
+  1.11 
-0.  C I 
+  3.25  '' 
+2.76  . 
+  3..5fi  i 
+2.  42  I 
+  3  33  1 
+  1.94  ] 
+  1.06  , 
+  1.68  1 
+2  09 

+0  ;9 

-f-3.14 


+0.  .59 
+  3.70 


+  1.60 
+2  57 
+2.03 
+3.  87 

+  4.86' 
+  3.46 
+  2.0-2 
+  3  61 
+  0.  83 
-f-1  17 
+2.51 
+  2.57 

+i!6i' 

+0.50 
+5.  48 


+2. 56 
+3.38 


1.71 
1.22 

1  31 
1. 10 

1.88 
1.82 
1.81 
1.47 
1.4S 

2  07 

1  01 

2  33 
0.67 
l.,53 
2.05 
1.43 
2.  46 
1.58 
1.98 
2  03 

i.a5 

1.03 
1.57 
1.02 
1.76 
1.51 
0.91 
2. 75 
1  09 
1.93 
2.72 
2.18 
2. 21 
1.45 
3.12 
1.82 
1.88 
1.80 
1.39 
1.2s 
1.35 
2.  62 
1.03 
1.  15 
1.07 
4.62 
1.74 
1. 13 
2.22 
1.73 


+2. 13     4.  62 


+0.53 
-O.Os 
+  0.13 
+0.  25 
+  0.56 
+  0  77 
+0  16 
+  1.0-2 
+  0.72 

+  i.  18 
+0.99 
+0.16 


80      3  27 


+0.39 
+  1.07 
+0.73 
-0  45 
-0  02 
0.00 
-n  45 
-o.ofi 
+0  02 
+0.80 

+o.'i.s' 

+  0  .52 
+0.46 
+  0.43 

+006 
-1.20 
+0.37 


0.87 
0.73 
(1.93 
0.66 
I. 01 
0.  83 
0.77 
1.26 

0  90 
1.20 
1.3:i 
1.46 
0.37 
0.69 
0.82 
1.00 

1  37 
!  0.62 
,  0.48 
!  1.03 
■  0.  7< 
'  0.66 
i  0.  .53 

0.81 

'6.'87' 
107 
0.71 
0.73 
0.85 
0  83 
0  53 
1.05 


8 

24 

3  4 

7-S 

3-4 

11 

3-4 

24-25 

7-8 

3-4 

24 

3-4 

24 

7-8 

« 

11-12 

7-8 

3-4 

8 

8 

7-8 

24 

7-8 

8 

3-4 

3-4 

8 

3-4 

24 

8 

8 

3-1 

24 

3-4 

8 

8 

3-4 

8 

8 


7-8 

7-8 

21 

3-1 

8 
7-8 

K 


3-4 


-.'4 

24 

21 

3-4 

3-4 

24 

10-11 

1! 

24 

24 

24 

24 

3-4 

11-12 

2 

24 

24 

3-4 

24-25 

24 

3-4 

3-4 

3t 

24 

24-25 

23-2 1 

15 

2I--25 

11 

24 

7-8 

3-4 


T. 
4.3 

T. 
2.8 
3  0 
0.4 

T. 

7.2 

0 

2.8 

0 


r.    11 


T. 
2   1 

T. 
0.5 

T. 
1.0 
2.9 
1.1 

T 

T. 

1 

3.0 
0.5 
1.0 
5.0 

T. 

T. 
8.5 
0.3 

T. 

T. 
6.2 

T. 

T 

T. 

T. 
1.3 
1.0 
5.3 

T. 
6.3 
0.8 
2.3 

T. 

T. 
1.8 


1.5 


7.2 
14.0 
3.4 
3.2 
6.0 
0.8 
33.4 
8  5 
O.I 
3  0 
0.1 
,5.0 
2.0 
1.5 
6  0 
1.2 
1  3 

3.1 
11.9 
9.1 
0.3 
1.9 
0.6 

3.5 
4.5 
4.9 
4.4 

110 
0.5 

16  0 
T 


15 
11 
17 
14 
14 

6 
15 
22 
15 
19 
21 
13 
17 
22 

6 

7 

16 
15 
13 
11 
14 
15 
12 
14 

6 
13 
15 
14 
19 
17 
15 
18 
12 
18 

9 
12 
II 
14 
16 

8 
16 

9 
18 
10 
16 

7 
18 
„  16 
3  17 
5     13 


ne. 
nw. 


i  w. 
nw. 


nw. 

nw. 

e. 

s. 

nw. 

nw. 

nw. 


e. 

w. 

e. 

nw. 

w. 

nw. 

nw. 

ne. 

ne. 

w. 

w. 

nw. 
nw. 

SW. 

nw. 

SW. 

w. 
w. 

e. 
s. 
nw. 

SW. 

w. 


14  I  nw. 


15 

6 

8 

10 

7 

8 

15 

11 

0 

18 

9 

3 

11 

8 

4 

15 

2 

10 

19 

5 

11 

14 

7 

7 

-22 

19  i 

20  : 

21 
19 

15  I 
14  I 

113  I 

19  ! 

I   17  , 

16  ! 
15 
19  i 
18 
18 
18 

l-l  i 
16  , 
20 

!   19 

;  14 

!   17 

;  1" 


nw. 

se. 
w. 
SW  . 
w. 
nw. 

SW. 

s. 
w. 
w. 

W. 
SW. 

se. 
w. 

w. 

SW. 

uw* 
ne. 
s. 
w. 

SW. 

Se. 
nw. 

SW. 


19  I  s. 
22     SW. 


16  !    9  i    2 

15  !     5       3 

14  i    3  !    6  j  21  I  w. 

16  I  11   !    0     19  I  SW. 
16  j    2  :  17  I  11  ;  se. 

15  I     7       6 


10       8  1  12 


+0.44  1  1.46  i      24        B.  5     IB      8 


80       6.22 


80  I    4.22 


+  2.92  I  L27 


+  1  32     4.62 


25-26 


3-4 


35.1 


3.B 


IS 


12      14      W. 

7  I  17    w. 


SW. 
SW. 


5    21 


7  !  IS 


i 


fl.S.  Weather  Bureau. 
City  of  Altoona. 
Penua.  Turnpike  Coitim 
Mrs.  Mildred  L.  Spencer. 
Clarence  E.  Miller. 
Chiirle<  A.  Ben'ler. 
Philadelphia  Electric  Co. 
U.S.  Weather  Bureau. 
Call  E.  Bigger, 
r.  S.  Weather  Bureau. 
R.  E.  Palmateer 
lOphrata  Review. 
Penua.  Turnpike  Comni. 
Andrew  B.  Evan>ha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Mi'S  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  I'enuell. 
Peuna.  Water  ,i:  Power  (Jo 
Paul  R.  Yodcr.  Jr. 
Lancaster  Water  Bureau. 
Carlos  P.  Darling. 
I.«bauon  Valley  Gas  Co. 
American  Viscose  Co. 
William  R.  Kelley. 
Sun  Oil  Co. 
U.  S    Weather  Bureau 
Harry  S.  Faucher. 
U.  S.  Weather  Bureau. 
New  Jersey  Zinc  Co. 
U.  S.  Weather  Bureau. 
tl.  S.  Weather  Bureau. 
Phila. -Suburban  Water  Co. 
Earl  E.  Rarick. 
John  E.  Benuer. 
I'.  S.  Weather  Bureau. 
U.  S.  Wi-athcr  Bureau. 
Dr.  Merle  V.  Hoover 
Peuna.  State  College. 
Metropolitan  Edison  Co. 
James  E.  Swurtz. 
Mrs.M.  Ordelia  Paris. 
M.  S.  Bliss. 
Clvde  T.  .Saylor. 
U.S.  Weather  Bureau. 
U.  -.  Weather  Bureau. 
Gordon  E.  I/i\ver. 
York  Water  (;o. 


U.  S.  Weather  Bureau. 
Citv  Water  l>ept. 
Civil  Aeronautics  Authority 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
Geo.  R.  MuUicrick. 
Potter  Enterprise. 
Miss  N.  Dixie  Wineinan. 
Penna.  Turnpike  Comm. 
Donora  Zinc  Works. 
John  L.  McGough. 
Sharon  Steel  Corporation 
U.S.  Engineers. 
William  K.  l-\iller 
Westmoreland  V>'ater  Co. 
Clymer  Water  Service  Co. 
Pa.  Dept.  Forests  &  \\  aters. 
Johnstown  Tribune  Pub.  Co 
Spring  Water  Co. 
Citv  of  Meadville. 
Perrv  P.  Campbell. 
NewCa.-tle  Water  Co. 
U.  S.  Weather  Bureau 
r.  S.  Engineer- . 
West  Penn  Power  Co. 
D.  L.  Grove. 
.Mien  E  Yoder. 
U.  S.  Engineers. 
V.  S.  We:ither  Bureau 
William  W.  Marsteller. 
Merrell  L.  Jordan 
Mfr's  Light  it  Heat  Co. 


Albion  High  School 
U.  S.  Weather  Bureau. 


[See  page  88  for  explanation  of  reference  marks.] 


NONKMIUOK    1947 


CLIMATOLOUICAL  DATA:    I'KNNSYLVANIA  SECTION 


Daily  Precipitation  for  November  1947 
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Pottsville- 
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Covington- 
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Lehigh, 
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Berks 
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Che...ter 

Schuylkill... 
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Schuylkill... 

Berks 

Berks 
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.701  .10 
....  l.Wi 

.7.5  .1-; 

1.2il  .11 


.82 


.27 
1.  2^ 
.05 


I. -25 


T. 


.06 


.04 


12 

1.04 

.1:- 
.05 
.97 
1,41 
I.  in 
.02 
1. 


1.64 

1.  V.> 
)3 
1.2  5 
1.21 
1  32 
1.1 
1.40 

i/21 

1.1 

9 


1.15; 

1.2^'| 

1.  .sr-i 
I.  fo! 

1.2 

.17 
.42 

I.9.-I 

1.21; 
1,0 

.  !'->.  . 


1.23 
1,00 


.18j 


.62 
.02 

•  Ol 
,02 

^66 

.28 
.46 


T,  I 

:i| 

,63i 

,6ll, 

.411, 
.071, 
.02; 

.  5-', 

.  10  , 

i,oo!. 

.191 

1.03| 
O-il , 


03 


04 

,01 

.08 

06 

.01 

04 

,05 

.Oi 

.12 

07 

.07 

02 

.4,5i 
.  5fil . 
.49!. 
.39, 

,40;. 

T,  i. 

.'061 '. 
.941 
.931. 

.03  . 

.  82  . 


.07 


.08 


T. 


.25 
.03 


17      18 


19     20     21     22     23     24     25     26     27     28     29 


.03 


T. 


.09 

.16]  .01 


..55 


T. 


1.01 
.79 
.85 


.03 


1.21 


1.42 


T. 


.07 


.63 


.10... 


.  3i 


98 
65 
63 
45 
1.08 
.61 
.78 

1.14 
1.27 


T.      .39 
,0411.11 

T-  !  .87 
. .  I  . 75 
.0711.62 
1.40 


1.46 
.74 
.28 


.08 


.59 


.21 

.80| 


T. 


30 


81 


.051  .02 


.07 


T. 


.02 


.01 


.05 


.02 


.05 


.11 


.10 
.04 
.071  .06 

.10; 

.15 
.03 


.03 
.04 
.06 
.  061  T. 


5.90 
.5.18 
4  93 
4.29 
4.  .53 
6  10 
4.70 
.5.91 
6.44 
4.50 
6.31 
4.36 
4.75 


4.46 

.5.03 
4.3(1 
4., 59 
.5.01 
6,17 
,5.95 
5.09 
5.60 


6.16 
6.58 
6.11 
6.07 
8  05 
6  27 
II.  :J6 
7.07 
6.34 
7.03 
6.43 
7.49 


(■).  14 
5.69 
6.31 
.5.97 
0.85 


6.57 
5. 12 
5,27 
9  02 
6.-2S 


1.9^ 
2. 49 


4.60 
3  20 
4.57 

3.  13 
3.60 
4.26 
3.23 
4.37 
3. 62 
5.  ,59 
.5.07 
4.37 
3  60 
4.11 
3.26 

«? 

4.  10 


4.45 
3.70 
3.46 
3.16 
4  23 
3.76 
4.45 
2.91 
3.50 
4.64 
3.79 
3.40 
3.12 


Continued  on  page  84. 
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CLlMAfOLOGlCAL  DATA:    PENNSYLVANIA  SECTION, 


November  1947 


Daily  Precipitation  for  November  1947-Continued  from  page  83. 


Countiev 


T  ly  of  month 


2  !    8 


9  I  10  ,  II   i  12 


IJ  1  15  I  16  I  17  ;  IS  I  19  I  20  I  21  I  22     -23     24  I  25 


27  1  28 


29     3t'     31 


Wkst  Bi'.anch 
(contiiiued) 

Karthaus- 

Lock  Haveu2. .     .. 

Medix  Runi,''' 

Philip-burg'.  ",7  E 

Reuovo- 

-State  College',  5... . 
ranuvrack-.  2  8 

Trout  Run 

I'jroue  '.  ■',  4  NE.. 

Wellshorii-   

WiUiaiusport  Apt.' 
WiUiaiiispiirt-',. 
VVilliani>port-'.  -l  SE 


4E 


Allouna.  -I.'i  \V 

Breizewood',  U-.")  E 

Buti'alo  Mills'-, . 
Burnt  Cabins',  2  NE... 
East  \Vaterford^.3E. 

Everett'^  O.SSW 

Huntingdon '-'  — 

Lewi.- town-,  1  VV 

Mapletou  Uepot^     — 

Martin-.burg',* 

McConnellstown^  4NW 
NeHs  MilUl.^Sft  NE.. 

New  BloonitifM 

Newport- 

Saxton^,  I  '\ 

Shade  Gap',  ^.0.5  SVV 

Luic  Susquehanna 

Arendt:  ville2 

Beavertown  '^ 

Bloservilie,  1.5  N 

Carlisle 

Columbia 

Dauphin-,  3  N 

Ephrata 

Glen  Rock',  5 

Gordon 

(Jrantviile,  2SW 

Hanover- ^  ;      ■■ 

Harrisburg  Apt',  ^,3..-)  S 

Holtwood- 

Huntsdale^ ■  ■ 

Kirkuood',\  1  SW 

Lancaster 

Lebanon'^ 

Middletown',  1.5  VV... 
Millersburg',^.2  E  .   . 

Milroy',  

Newburgl.  3.5NW.   ... 

New  Park 

IMne  Grove'-^,  1.5  NE  . . 

Selin<grovb 

Shamokin- 

Shippen-burg 

Suntiury-        

VVellsville 

v\  i  Hi  am,- low  n^ 

York.  8.SW 

York  llaven- 

I'Dtnniiir  Bnxhi 
Chambersburg'.  1  SW. 

Gettv-burg 

Hewitt  jSW 

Hyndman'-i 

McConnellsburg^ 

Merrer-burR-     

South  Mt.  -iin't'm''' 
Gl'LF    DRAINAGE 
Ohio  HiiMu 
Al.l.WJHENY 

Acnietonia'''  .  

Allen-  MilK'.  5 

Blair-v;r,e'.6NE 

Boswell-'.e  N"\V 

Bradford.  4  VV 

Hrookviile'.  1.5SW.  ... 

Biick^own'.-'' 

CMarion-.  :i  SW 

("orry 

Ooiidpr.sport. 
Coud'T.sport,  7.5  E.    , 

Iierry 

Donegal' 

Dunlo'.  6,0.5 SW 

Kbensburg2 

Ford  City^4  8 

Franklin-' 

Glen  Hazel  2.  1  NE 

Home',-^ 

Indiana.. 

Johnstown',  0  5  W 


Clearfield.. 
Clinton  . . . 

Elk 

Centre 

Clinton 

Centre 

Clinton 

I.ycouiing. 

Blair 

Tioga. . 

Lycoming 
Lycoii  ing. 
Lycoming 


Blair 

Bedford... 
Bedford. 

Fulton 

Juniata  ..  . 
Bedford  .... 
Huntingdon 

Mifflin 

Huntingdon  . 

Blair 

Huntingdon 
Huntingdon  . 
Fen  y   ... 

I'crrv 

Bedford... 
Huntingdon . 


Adams 

Snyder.  . .  . 
Cusnberland 
Cuuiberland 
Laiica-tcr.. . 
Daupliin  — 
Lancaster.. . 
York , 
Schuylkill  .. 

Dauphin 

York 

Dauphin.  . 
Lanea-tcr.. . 
Cumberland 
Lancaster..  . 
Lancaster,. . 
lycbanon  — 
Dauphin  — 
Dauphin  ... 

Milllin  

Cumberland 

York 

Schuylkill.  . 

Snyder 

N'umberland 

Cumberland 

N'umberland 

York 

Dauphin.  . 
York  .... 
York 


.03 


Franklin. 

Adams,  . , 

Bedford. 

Bedford  . 

Fulton 

Franklin. 

Franklin. 


Allegheny... 

.iefferson 

Indiana  .  . .. 

Somerset 

McKean 

.lefTerson. ... 
Somerset. . . . 
Clarion     . . . 

Erie 

Potter    

Potter 

VV'moreland 
VV'moreland 
Cambria. ..  . 
Cambria.  . . . 
Armstrong.. 

■V^enango 

Elk    

Indiana 

Indiana 

Cambria 


,02 


02 


.02 


80 


.18 
1.  II 


.  .'2 


.06 


.86 
.06 

1.2' 
.21 

•2.0 
.64 
88 

1.51 
.!(' 
.  ..'0 

I.  as 

.42 


.56 


.50 


.4,S 
1.15 
.42 
T 


.40 


1.85 
.65 
.12 


1.48 
1  65 
1  55 
1.28 
.67 

2'.  33 

1.97 

2.31 

91 

l..'S8 
26 
90 

1  95 

\.m 

1.76 

.0' 

•22 

1..57 

.  12 
2.6^ 
2.02 

.86 
1.20 

.S.'i 
l.Il 
1.1 
L48 
1.3'i 
1.04 


.10 
.37 
.77 
.72 
.90 
1  00 
1.62 


.33 
.34 
.27 

,59 
.32 
.19 
.11 
1.04 
.38 
.41 
.05 
.25 

27 
.07 
.32 
.44 
.82 
.15 
.08 
.50 
.46 


.06 


.76 
.76 

.74 

i.iai  T 


.01 


.98 
1  28 
I.  00 


.81 

1  11 

.69 

.8S1 


1  08 
.50 
.31 


.79 

1.28 
1.28 
.88 
1.58 
1  25 
1.53 
1.5H 
■2.46 
2.03 
82 
1.98 


T. 


06 


62 

65 

1.80 

57 

l.nf 

2.08 

1.31 

85 

76 

1.78 

1 

1.28 
1.20 
.72 
1.05 
2.20 

1 

1.08 


63 
1.17 
.02 
.22 
.32 
.34 
.73 


.35 


.63 


.01 


r. 

T. 
39 
.99 
.05 
1.09 
T. 
.'24 
.77 

.57 


12 

1  10 
4 

I 

02 

1 

1.13 

.28 
.38 


L12 
T 

L04 

.16 

T 
LIO 

.72 
1.45 
1.95 

.53 

'."42 

i.'is 


1.82 
.82 
.56 
.07 
.10 
.15 
.03 


.37 

.13 

.84 

1.01 


.20 
.34 

1.^25 
.42 
.66 

1.0" 
.51 
T 
.54 


1.25 

.48 
.0 


1  80 
1  63 
91 
58 
82 
16 
84 
01 
81 
71 
81 
01 
75 
1.52 

.71 
1. 10 
T 

.08 


.85 

L48 

.40 

.65 

.81 


.71 

1  27 

.73 

.91 


.48 
1.55 
1. 

1.85 


.51 

.03 
01 

.60 
22 
.03 
.01 
.64 
.02 
1.26 

T. 


.28 

.17 

.52 

.16 

.86 

T. 

.53 

.45 

.36 

.16 

.24 

.19 

T. 


T. 


.01 


.  03  . . . 
.31    T. 


.10 


.02 


.05 


.06 


.03 


.55 


.02 


.08 

.90 

1.45 
.03 
.S7 
T 
.44 

1.4b 
.01 
.44 


.21 
,04 
15    .20 
19 


1.22 
.60 


.02 


1.09 
T 

l.HI 


.99 
.43 
.01 
.01 
1.07 
'I'. 
.76 


.03 


.03 


.09 


1.0^ 

.83 
.70 

.'86 
..52 
.61 
1  05 
.06 
.74 
.02 
T 
.30 
.60 

.OS 

.90 
.75 
1  03 
41 
47 
03 
65 


T. 

.3! 

T. 

.89 

.05 
1.03 

.80 

.71 

T 
1.-23 


05 


.52 

T 

.■}?, 

.79 

.62 
1  04 
T 


.01 


.Hi  .02 

.02 

.1 

.25 

.02 
.0) 

.08 


T. 


1.33 

.89 


1.30 
84 
.82 
.04 
.10 
.61 
0 


1.11 

^•75 
.06 
.7.'' 

.'8 

02 

.98 


.52 
.03 
.10 
.94 
.35 
.03 
.05 
.60 
..50 
.28 
.58 
.06 
.05 

.o:i 

1  46 
.48 
.64 

.84 


T. 


.50 


.04 


04 

T.      T. 

02   T. 

T. 

T. 

T.     T. 

T.     T. 


T. 


.02 

.05 
.01 
.15 
.20 
.02 
.01 

.'35 

T.      .  38 

.0' 

.03 

.02 

.05 
.0-2 
T. 
.04 


T. 


. 


.04 

.20 

T. 

.15 

.09 

T. 

.04 

.02 

.09 

.05 

T. 

.12 

.04 

.05 

07 

.07 

O:-! 

15 

.08 

.09 

* 

.rj 

.11 

■r. 

.02 

.01 

.02 

T. 


.05  . 


T. 


Contiuued  on  page  85, 


NoVKMHKIi     15)47 


IM.IMAI'OLOGICAL  DATA:    IMONNSVIA'ANI A  SECTION 


Hf) 


Dally  Precipitation  for  November  1947-('(mtlniii'(l  from  puRc  «». 


nay  of  mouth 


Stations 


Al.l  BliHKNN 

(coTitliiued) 


Kami',  i  N    

Krcjtiir'.  i.r>  SE 

L.yoii>pU',  1.&  E 

Marieiiville',  ■'• 

Meadville;,  IS , 

MosKrovt'-' 

Purkei-s  l.audiug-.  .. 
l-'itl.-burKlinjOf'.\ 
Port  AUfgany'-'   ... 
Puux>uUiwney'-.  .. 
PxuueyvilU'.'^  J.6SK. 

Ki.ltrwiiy- 

Saltshurg''' 

SewarU- 

Shertielcl','.  6  W 

Sinethi)ort',-\  1  SW  . 

Strongstowu'." 

Tioiip  ta-',  1.5  SK 

Titu-vi!le.  2S 

Union  City',  ^ 

VaudergTift  -  

Warren-.    . . . ._ 

Voungsville',  •''... 

Mo.NON.:.*HF.L.V 

CouilueiiCi^-.  1.3  NU', 

Connellsvillc- 

Donora'. ..     

Grcen-boroS 

Greensburg.2  S  

Irwin  

Meyer,~iia]e- 

Murrv>ville//  K' 

Pittsburgh  Arpt.  K^. 

Rices  Lauding'^ 

Sonier.«et 

Springs''.  1  SW  

Uuioutowu 

Waynesburg- 


Bk.wrh 

Beaver  Fall.';^ 

Butler 

Farrell- 

Greenville..     

Jaiiiistou'u". 'i  yw.  .. 
Mercer  .\rpt.',  2..?  \K. 

New  Castle',  1  -5  >,' 

Pennliue.  2,  i.S 

Ohio 

Claysville^ 

Coraopoiis''',  IE 

MiCiiand- 

Washlngtou',  ^ 

LAKF.    DKAINAGK 


Albion" 

Erie',-'' 

Rayrannd',  *. 


Counties 


JliKean 

\\  'nioreland . 
Wmoreland . 

Kore  t..  

Ci.i w  ford  — 
Arni.slroug.. . 
Arnistroug.. . 
AUeglieuy   .. 

JIcKeau 

JelVerMJii 

Arm.itrong.. . 

Elk 

Indiana 

W'mori'laud. 

Wiirmi 

McKean 

Indiana 

Fore.^t 

Crawford. . . . 

Erie 

W'nioreland. 

Warren 

Warren 


Somerset.. . . 

Faye'.te 

Wasiiiagtou. 

Greene 

W'moreiand 
Winorelaiid 

Soiner-et 

W'nioreland 
Allegheny   . 

Greene 

Somer.-et 

Somerset 

Fayette 

Greene 


.01 


T. 


Beaver 

Butler.. 

Mercer 

Mercer 

Mercer 

Mercer 

Lawrence . . . 
Crawford . . . 


Washington 
.Allegheny  .. 

Beaver 

Washington 


i'^rie.,.. 
Erie  . . . 
Potter. 


.03 


•2      3 


.n  .33 
.45  .24 
T.      .63 


.20 


.3r, 


.05 


16 


47 

.71 

.65 

1.00 

.17 

26 
.50 
1.00 
.32 
.:« 
.65 
.36 
.47 
.35 
.46 
.52 
.26 
.3il 
.34 
.30 


,17    .05 

.92 

.s.i;  .11 

'M   .04 


67 


.04 
.66 

K5    .02 
.54    .07 


62 
.22 

40i  .  13 
51 


.08 


.25  .36  .21  .06 
.6i  .02  .14 
.02  .23 
.721  .1?   .22 


.10 


.53 

.39 
.11 
.30 
.22 
.37 
.6(1 
.32 
.72 
.30 
.34 
.49 
.35 
.61 

.33 

* 

.31 
.69 
.57 
.2.^ 
.30 
.53 
.26 


.01  .26 
.45 
.14 
.12 
I'  .12 
.021  .26 
.02  .22 
.02   .12 


.39 

.35i 
.2S 
.12   .29 


.03 


10 


T. 


T. 


.10   .151   .19;.... 

.08    .76|   ...i  .02 


12     13 


.43  T. 

.86     U2 

.40 

.51 

.15 

.14 

.  10 

.66 

.02 

.05 

.07 

.0:i 

.11 

.03 


69   .01 

« 

.59 

10 

78 
.79 
.20    .5(5 
.(« 


.3S|. 


.1  .64 
.|  .22 
.|  .10 
1   .58 


T. 


.01 


,06 


15 


16 


.01 

1  in 


.  4J  ... 
0"!  ... 
.3'',... 
.01  ... 
.Oli... 
.  20  . . . 


.  0:V ... 
.:«'  ... 
.;v2.... 
.0'.;.... 


.211 


T. 


.15 

.15 
.01 
.26 
.22 
T. 


.16 
.09 


.20 


17 


18 


.05 


.03 


.OH 


60   T 
OK 

.01 
.12    .05 


10 


.03 


.22 

.09 
.  14|  .03 
.021  .06 
.071  .02    .01 
.2:11  .  13   T. 


.  16l  T.  I 

.151  -02: 
...I  .02i  .03 


.311      .12:... 

...      .]6i  .39'  .12|  T. 

.0:jl  .051  .08!....|... 


20 


21 


22 


28 


■24     25     26 


27     28 


1.03 
1.32 
1.38 

.87 
.11 
32 
.16 
75 
.08 
T 

.06 
.13 
.32 
08 
...1.00 
..!l.04 
1.15 


.15 


.08 


.07 

T 

.23!  T. 

.05   .05 

.14 

.10 

.04 


.06 


.07 


T. 
.06 


.06 

.16 
.15 
.03 
.45 
.60 
.52 
'I'. 
.97 
.90 
.72 
.S' 
.62 
1.09 
.03 
.04 

.73 
.22 
.11 
..53 
.45 
.17 


29 


30     81 


.06 
1.3:ij 
06 
1.0( 
1.06 
T. 
.97 
.81 
.16 
1.07 
.68 


.831  .01 
.08    .09 


.04    .37 
.60    .11 


T.     .09! 
.03    .2S\ 

.03'  !oi 

.I't'.i  .01 
T.      .04 

T.     .03 
.12    .04 


T. 
T. 

.06 

.04i  .05 


.04 


.02   T 
.03;   .03 
T 

.05'.... 
.Oli  .01 


.04|  .03 
T.      .02 

.12    .18 


T.  1 . . . 
.021  .01 
T      T. 
01 


1.091. 
.02. 


.06   .02 
.04!  .08 

.01|... 
.101... 
•08   .02 
.15   .02 
.20   T. 
.(Ill  T. 
.03   .03 
11  .... 


T. 


T. 

.05   .01 

.18    ... 
.I2I.... 


.02 


3.47 
6.68 
4.22 
3.31 
2.  95 
3.55 
3  51 
3.41 
3.21 
2.91 
a64 
3.06 
2.83 
3  81 
3.45 
3.27 
3.77 
3.46 
3.95 
3.09 
2.80 
2,27 
3.19 


3.77 
3.17 
.3.61 
3.14 
3.66 
3.73 
2.  C.8 
2.92 
3.09 
3.65 
3.75 
3.51 
3.12 
2.79 


2.23 
3.09 
2.54 
2  96 
2.13 
3.46 
2.48 
2.69 


3.25 

$2.94 

2.  43 

3.26 


5$ 
6.22 


[.Sie  page  «S  for  expl-.mation  of  reference  marks.] 
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CLlMATO LOGICAL  DATA:    PENNSYLVANIA  SECTION. 


November  1947 


Daily  Temperatures  for  October  1947 


Stations 


Albion  /. 


{i 


Maximum..! . 

Minimum..! 
Anonto\vn  Arpt.i.9-4NK  /  M«ximuii)..| 
I,  .Niiiiiinum..] 
Allentowu  / 


Altoona4.5  W 

Arer.iitsviile/ 

Beavertown/ 

Berwick 

Bethlehi'in' 

Blairsville'-6  NE.  .  ■ . 

Bradford-"!  W 

Brookville' 

Burnt  Cabinsi-2NE. 

Butiei- 

Canton /-I  NW       ... 

Carii.>lt!.  ■  • 

Cbambiirsburg''-1  8\\' 
Clariou«-3SW 

Claysvil'e 

Coal  port/ 

Coatesvillo/ 

Columbia 

Corry 

Coudersport •• 

Curweniville'-6  NW 
Derry. 


DoneRii  i ' 

Donora' 

Eagles  Mere  / 

Ea.-t  \Vatcriordi'-3  E . 

Kbcnsbure; 

Emporium  /-I  E 

Eplirata • 

Erie' 

Evereti.'-0.f)  .iW 

Farrell 

Ford  City  l-l  8 

Frr^iUlin/ 

Fredericksville-l  8.  .. 

Freelaiid 

George  .School" 

Gett^is'.mrg 

fiordoii 

Green.sburg-'i  S 

Uai'iOver/ 

IfarrifbnrgArpt.  '-3  5 

H.awley-0  5E 

Hewitt-2  8\V 

Holtwood' 


.  1  Maximum..] 

\  .Miniiiuiin..j 
.  /  Maxiniuii)..j 

\  .Minirnom..] 
.  /  .vlaxiimii.'K.' 

>  Miiiiiir.HP.  . 
.  ■   M-ixiriiiii.i.. 

)  Miiiiiir.m! .. 
.  (  Maximum.. 

V  Minimum.. 

.  )  Uaximuiii.. 
I  Mijiimum .. 

.  J  Maximum..' 

I  MiniTiura.. 

.  /  .Vlaminuin.. 

V  Minuiumi.. 
.  S  ^[aximum.. 

)  Minimum.. 
.  /  .MuximiiiJi.. 

V  Muliniinii.. 
.  (  Maximum.. 

\  VUiiinniiii .. 
.  I  Maximum.. 

\  Minimum.. 
.  )  .Maximum.. 

(  Minimum.. 
.  /  M'lXiuiuiri.. 

\  Minimum.. 
.  /  .VlHxiimiiii.. 

V  Miuiriuiiii .. 

/  Maxiiimm.. 
^  Minimum .. 
/  Maximum.. 
\  Minimum.. 
(  Ma.Kimi.iQi.. 
\  .\l-;nimum .. 
;  Maximum.. 
\Miiiirauiu.. 
)  Maximum.. 
\  M-p.inum... 
/  Maximum.. 
\  Minimum.. 
/  vlaxiirum.. 
^  Miuimi.m.. 
/  ~'iaximu;!i.. 
\  Miiii'-mii!:. 


(  Maximmi!. 
\  .Vliuimum.. 
/  Ma.>!iumm. 
\  Minimum., 
(  Maximum. 
\  viinimuni .. 
/  Maximum. 
\  Minimum.. 
I  .\laxiim)iu.. 
I  Minimum . 
/  Maximum.. 
\  Mii'.inuni... 
(  .Maximum.. 

>  Miuimmn 

/'  Maximum.. 
\  Minimu.m. 

(  Maximum. 

\  Minimum. 

/  Maximum. 

\  Minimum. 

/  .Maximum. 

V  -Minimum. 

/  Maximum. 

)  .^^inin^^m . 

/  Maximum. 

\  Minimum. 

I  .\iaxiinuin. 

\  .Minimum ., 
.  /  .Maximum. 

\  Minimum. 
,  ;  M.ixinunn. 

\  .\!!}iim'.im . 

/  ^i:lximunl. 
K  Minimmn. 
/  -Maximum. 
\  Mininuim. 
/  Mnximum. 
\  Miirnmm. 
(  Mnximum. 
I  '>Ii!'ii;inm., 
<  .Maximum, 
\  Minimum. 
/  Maximum. 

>  Minimum. 
t  .Maximum, 
t  Minimum . 


■2S\     3»' 


52  54 
46  44 


60  60 


60'  60 
23  29 


55 

45 

59 

50i 
53]  621 
48!  50' 
55!  591  60 
.50!  50  48 
.53  48'  54 
43  43!  44 


601  61 

51  47 


9  10  11  12  13  14 


55  44 

32  32 

fi«  58 

32  33 

61,  50 

40  43 


55  52! 

33j  33l 

65  50j 

32|  39 

50  49 

36[  3(1 

521  49 

32!  37 

f>i>  48 

23 1  36 

53  54 

3.<!  37 

541  48 

3fil  41 


15  I  16     17 


48;    4t 
29!     29! 


43!  361 

34!  28! 

36j  50; 

30]  33' 


50     57 
34    3,; 


49     49 
20I     31 


49 

45 

37 

58 

32;  30 

33]    33 

44   47 

34]  45 

32 

21 

28 

30 

52 

47 

34 

51 

2!i 

23 

30 

3u 

47 

48 

48 

47 

21 

X^ 

25 

30 

47 

4(; 

40 

47 

24 

27 

33 

33 

4f>i  44 

37 

47 

33 

31 

32 

32 

53|  47 

38:  2fi 

48:  43 

32;  2 

55i  52 

.38  28 

62,  58 

39  29 

47!  44 

31'  21 

531  44 

35  21 

53j  55] 

38]  31 

52  49 

38!  32! 

51!  45i 

32;  21 


43     42 
19      34 


54     53     .52 

42     37     35 


42 

25 

43 

15 

50 

28     30 

47      37 

30      31 

44      36 

27     24 


43|  33 

32  28 

39j  36 

29  28 


44  34 

32I  28 

461  42 

401  36 


18     19     20 


21  i  22 


28  29 
38  36 

29  26 

41 1  46 

31i  32 

4R!  46 

33  36 

47  j  39 

35!  34 

46l  40 

.33!  34 


28     33 

40     38 


43 
32 
41 

•M 
47 
32:  34 
6O;  44 
33|  39| 
47  41 
31      31 


4S 


45 
23 
44 
35  30 


45{  43 

18  23 

50|  41 

241  28 


23  I  24     25  I  26 

I 


27     28     29 


26]  28 

4t;;  43 

17  22 

47|  44 

20  28 

50|  42 

.30  31 


22i  281 

48  46 

22  21 

4i  46 

16  17 

45  49 

26;  24 

47  45 

33  33 


231  23 

44I  5": 

2.5  22i 

43  471 

27  23! 


42'  45 

28;  25 

51  44 

38  36 

54!  46 

31  37 

49}  46 

38;  36 


44  47 

34  29 
44  42 

35  22 


31!     37 


40  34 

4ll  48 

27|  38 

49i  49 

41 1  3fi 

49'  4.i 

201  34 

49  44 

21 1  34 

42  52 

24;  38 

42J  47 

27j  34 

15  52 

24|  38 
44j 
291 


28      31 

37      461     40 


34 
41 
33 
48 
2 
48 
39 
46 
34 

51 
35 
49 
36 
51 
35 
49 
30| 
47i 
32 
44 
30 
5-' 
35] 
.^4  51 
40!    40 


40  50 

23  37 

53  53      52 

29  38;     3' 

44|  5M     48 

261  35 

42!  53i 

32l  411 

42;  .53 


22,     331     30 


47      44i     49     50 
30;    32     38     39 


32] 

20 
42 
22I 

^^ 

;«1 

ISi 
42! 
20; 
.39; 
I81 

3h: 

21 

42; 
20: 

33 
)6 

28 
11 


31     Mean 


341     33 
25;     Zi 


35 
26 
34 
27 

30i 
26| 

31 

24 
35i 
23 
42 
27 
48 
32 

37 

27 

3,>      33 

28      16 


38 
24 

33 
21 
36 
12 

31      33 

17      17 


17  13 
42;  37 

18  20 
39'  32 


23      14 


35|    38] 
26'     151 


351     35:     28 


15  15 

48|  35 

18]  20 

4.1]  43 

23l  25 

271  28 


121 

46] 

19, 

49] 

341 

31! 

22,  •-'Oj  I81 

32'  311  38 

18:  12]  13 

30:  28!  25! 

14'  6!  5] 

37I  37i  28 

28j  22|  16. 

3Jl  33|  2li 

17  14  6 

40  36  32 

32  27'  18 

35!  29|  26 

14'  l«i  10 

37!  32!  25 

24!  22!  14 


32'  27;  231 

•22i  16|  10]. 

35;  36:  .S2|. 

26  19'  14] 

44i  46;  38! 

32;  32i 


3!  . 
28  30| 
24     21 


28. 
15I. 

27! 

22  13l . 

30  -291 

20i  18| 

44]  .34. 

161  15t 

31,  271 


27j  22 

38  28! 

16]  13: 

38;  26! 

19  13 
47 

27 


38! 

20: 

40,     32: 
26     23' 


43!     35     32; 


161     29;     17 


13 


41      41      40     45     47     34: 

36     30     27     33     28,    21: 


Continued  on  page  87. 


NOVKMKK'K    1!»47 


(•l>i.M  MOl.CHiK^AL   DATA:    PKN  NSVl  A' AM  A   SI'XmON 


Dally  TemperatureB  for  November 

1947- 

Ccntlimed  from  page  86 

" 

dutlons 

1 

•i 

3 

4 

0 

' 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

28 

24 

25 

26 



27 

28 

29 

80     81 

1 

Mean 

Huntingdou 

/  Maximnin. 
\  Minimum. . 

63 
35 

57 
27 

54 

36 

63 
47 

61 
49 

61 
49 

68 
39 

58 
36 

44 
29 

66 
24 

61 
36 

50 
35 

48 

23 

47 
25 

89 
28 

51 
33 

43 
86 

48 
33 

46 
26 

44 

2( 

49 
18 

43 
28 

53 
87 

49 
88 

44 
32 

86 

28 

86 
20 

3.. 
81 

89 
22 

1 
82|,.. 

48.2 

IS 

31.1 

liuliftua '2.5SK 

/  Ma.ximinn.. 
\  Mininiviiii.. 
^  .NUiXiniuin,. 

5» 
87 

56 
27 

53 
38 

54 
45 

66 

48 

62 

48 

57 

56 
32 

41 
32 

68 
18 

52 
40 

63 

28 

42 

20 

44 
14 

40 
28 

44 
34 

40 

■■'A 

44 

3.' 

46 

27 

47 
22 

6t 

18 

46 
29 

50 
36 

60 
34 

42 

28 

30 
26 

82 

16 

36 
27 

86 

16 

27 
4 

46.4 
29.0 

Irwin 

51 

52 

51 

52 

53 

63 

57 

56 

41 

681    68 

53 

44 

40 

43 

4.( 

37 

42 

43 

4b 

48 

52 

61 

43 

42 

82 

33 

33 

80 

28 

45.6 

\  .Vliiiiuuiin.. 
t  Maximuni.. 

42 

31 

43 

47 

49 

47 

38 

34 

32 

26 

36 

3.^ 

27 

18 

34 

39 

33 

33 

30 

27 

21 

35 

35 

38 

29 

24 

28 

28 

20 

15 

.32.3 

.laiHeslowii/-2N\V 

62 

59 

58 

5;} 

6-1 

52 

69 

49 

40 

54 

60 

4: 

40 

44 

47 

42 

37 

42 

44 

47 

60 

62 

44 

48 

34 

3(1 

84 

M 

29 

30 

45.8 

\  Minimum. 
'  .viaximiDi:.. 

40 

32 

40 

45 

45 

46 

41 

33 

.30 

20 

:<!6 

28 

27 

25 

2S 

31 

30 

30 

22 

23 

19 

19 

33 

26 

26 

24 

12 

11 

14 

16 

28  0 

Johnstown  / 

53 

55 

55 

54 

6(1 

53 

56 

48 

43 

61 

63 

46 

45 

46 

45 

47 

40 

43 

48 

61 

49 

50 

49 

51 

33 

31 

37 

40 

40 

28; .... 

47.0 

\  .Minu)\nm .. 

41 

32 

47 

48 

.511 

48 

37 

86 

36 

30[     34 

3! 

35 

2'. 

28 

33 

34 

34 

32 

27 

24 

25 

37 

4( 

30 

29 

22 

23 

25 

181.... 

33.1 

Kaiie'-l  N 

1  .Muximniu.. 
\  Miniraiini.. 
/  Maximum.. 

\  Miiiiuiuin. . 
/  .MaKinmni.. 

.-.7 

57 

54 

52 

63 

50 

54 

60 

84 

49     48 

4-/ 

39 

4S 

.)4 

38 

33 

37 

39 

42 

48 

44 

44 

43 

32 

28 

30 

31 

27 

24I   .. 

41.7 

21 

19 

31 

42 

47 

46 

43 

29 

28 

16|     33 

24 

24 

24 

25 

29 

28 

19 

12 

16 

13 

,-'1 

25 

22 

24 

20 

12 

10 

1G 

Ij... 

24.3 

LauCBStiT 

57 

57 

57 

56 

60 

62 

61 

58 

50 

5^1     65 

55 

'3 

50 

39 

49 

48 

47 

49 

46 

49 

48 

52 

49 

50 

42 

39 

47 

48 

42 

60.8 

41 

29 

38 

50 

4S 

42 

37 

40 

31 

25      29 

4H 

25 

26 

27 

82 

37 

30 

31 

21 

20 

26 

;i9 

32 

35 

26 

19 

28 

21 

19 

31.6 

Lswreiuvvillo   

HI 

64 

62 

53 

56 

59 

.59 

56 

42 

50      60 

50 

44 

43 

33 

47 

411 

41 

42 

44 

45 

44 

,50 

42 

40 

35 

35 

39 

32 

31 

46.  3 

V  Minimum.. 
1  .Slii.Kimuiii.. 
\  .Minimum.. 

2fi 

24 

28 

42 

46 

47 

39 

32 

27 

29      32 

28 

23 

22 

25 

30 

31 

,30 

20 

22 

25 

■.'7 

35 

26 

32 

26 

16 

28 

18 

13 

28.3 

!  ebanon    

57 

58 

57 

65 

60 

60 

60 

47 

47 

52 

54 

i\< 

48 

46 

35 

49 

42 

46 

48 

44 

49 

4;^ 

,54 

45 

41 

40 

38 

44 

40 

.S3 

48.0 

37 

30 

33 

45 

48 

46 

40 

42 

31 

27 

29 

31 

28 

27 

32 

31 

33 

34 

31 

24 

22 

25 

35 

37 

36 

29 

22 

23 

23 

21 

32.0 

Lewistown/-'iSW 

(  Maxinnim.. 
\  .Mininuim.. 

56 

60 

56 

.53 

59 

62 

.59 

61 

45 

66 

53 

50 

49 

51 

42 

49 

42 

45 

50 

45 

49 

43 

55 

47 

37 

38 

38 

43 

41 

35 

48.6 

38 

31 

30 

43 

47 

48 

39 

40 

29 

28 

28 

37 

26 

26 

30 

31 

33 

37 

28 

24 

21 

21 

32 

37 

35 

31 

23 

25 

23 

19 

31.  H 

Look  Hftven'^ 

)  .\laximuni.. 

59 

59 

60 

69 

52 

00 

58 

58 

41 

54 

51 

49 

48 

48 

37 

46 

42 

46 

47 

45 

45 

44 

53 

45 

45 

36 

35 

38 

35 

32 

•47.  G 

1  .Mniimuni.. 

3(1 

28 

34 

45 

47 

49 

42 

36 

32 

26 

37 

35 

25 

25 

30 

32 

35 

36 

24 

22 

21 

29 

39 

37 

33 

30 

20 

32 

21 

15 

31.6 

MftntusHook/ 

1  .Maximum.. 
\  .Miiiinuni) .. 

56 

HI 

63 

63 

71 

67 

67 

62 

56 

.59 

59 

51. 

68 

45 

41 

51 

52 

53 

51 

47 

,52 

51 

,57 

53 

49 

43 

42 

■55 

60 

43 

54.6 

4C 

41 

45 

52 

49 

50 

50 

54 

39 

35 

37 

4'-. 

37 

:<2 

36 

34 

39 

35 

H6 

33 

34 

35 

37 

41 

38 

34 

27 

33 

29 

26 

38.6 

Martinsburg',* 

/  Maximum.. 
\  Minimum.. 

52 

53 

50 

51 

55 

53 

54 

54 

41 

50 

50 

4T 

43 

4.T 

33 

44 

36 

41 

43 

4S 

45 

41 

47 

47 

:i4 

30 

33 

36 

37 

26 

43.8 

34 

32 

42 

44 

47 

45 

33 

34 

30 

26 

41 

30 

30 

24 

29 

31 

32 

3(1 

2r, 

25 

21 

32 

38 

33 

27 

22 

20 

23 

19 

14 

30.4 

Meftdville /-I  S 

/  Mrtxinnim.. 

60 

58 

56 

52 

54 

50 

57 

46 

39 

.52 

48 

46 

38 

46 

44 

40 

37 

42 

44 

46 

46 

49 

4:-! 

46 

33 

28 

33 

32 

30 

27 

44.1 

\  Muiimani.. 

36 

26 

33 

46 

47 

47 

40 

33 

30 

21 

23 

32 

25 

29 

31 

33 

32 

32 

20 

23 

19 

2C 

36 

25 

28 

2(. 

9 

11 

15 

17 

28.1 

Meroer'-'2  ri  NE .    ..... 

t  Mh xim  n;i.. 

57 

55 

53 

50 

53 

50 

65 

44 

37 

53 

50 

42 

39 

43 

45 

46 

34 

4(1 

43 

45 

45 

48 

43 

47 

32 

28 

29 

32 

27 

26 

43.0 

(  \liiiitniun_ 

37 

31 

43 

4.=' 

47 

4H 

40 

29 

24 

21 

3i 

3 

26 

23 

31 

31 

31 

30 

23 

26 

22 

36 

29 

32 

26 

21 

13 

17 

17 

9 

29.  1 

Middletowii'-l.d  \V.  ... 

)  .MoNimum. 
1  N'iuimum  . 

58 

5t 

57 

5.') 

60 

61 

62 

5" 

48 

52 

51 

51 

50 

17 

36 

50 

43 

45 

48 

4ri 

48 

42 

64 

47 

41 

39 

38 

44 

41 

33 

48.8 

36 

29 

42 

50 

.5(1 

46 

40 

40 

33 

29 

40 

3-: 

27 

21 

31 

33 

38 

85 

29 

2) 

27 

30 

39 

40 

34 

27 

24 

■M 

26 

20 

33.6 

Midland'' 

/  Mnximum.. 
y  Minimum.. 

-- 

5P 

55 

.'■i5 

57 

55 

62 

47 

43 

60 

54 

45 

39 

42 

46 

48 

40 

41 

4.'i 

46 

,-.0 

54 

50 

61 

36 

32 

34 

38 

35 

28 

46.7 

44 

40 

38 

42 

49 

46 

42 

33 

30 

30 

33 

32 

27 

20 

31 

32 

34 

:$^ 

32 

30 

28 

38 

85 

35 

29 

26 

18 

24 

20 

14 

32.2 

Montrose  .'-3  K 

/  Maximum.. 
\  Minimum.. 

56 

6! 

61 

4i 

47 

61 

51 

51 

38 

44 

48 

39 

41 

37 

32 

42 

32 

35 

37 

37 

42 

40 

48 

38 

33 

34 

30 

37 

3(1 

29 

41.5 

28 

30 

33 

40 

41 

41 

42 

42 

24 

26 

29 

3:; 

26 

24 

23 

21 

26 

26 

20 

19 

22 

2' 

29 

27 

3(1 

23 

14 

16 

18 

11 

27  2 

/  Maxinmin.. 

53 

56 

53 

45 

48 

52 

47 

54 

37 

45 

49 

48 

39 

36 

S3 

42 

33 

36 

39 

36 

43 

41 

49 

41 

34 

34 

31 

38 

30 

25 

41.6 

New  Bloomfield 

\  .Minimum.. 

1      \fQ^lTTnlinrt 

29 

29 

36 

40 

40 

« 

41 

30 

27 

24 

30 

2i' 

26 

22 

25 

28 

26 

24 

21 

19 

21 

25 

33 

.32 

25 

19 

11 

21 

15 

11 

26.7 

}  .viaxjiijiuiii  • 

59 



42 

56 

"53 

'4: 

42 

44 

45 

47 

"37 

43 

"47 

"■48 

"49 

"52 

"49 

"49 

■  35 

"32 

"33 

35 

New  Castle'i-l.S  N 

\ -VlllillliUIli.  • 

/  .Maximum.. 
\  Minimum .. 

"60 

"ft4 

53 

"58 

53 

".58 

"48 

"32 

"30 

' '46*3 

36 

28 

42 

47 

49 

47 

41 

34 

2= 

23 

39 

31  ■ 

24 

19 

30 

35 

33 

32 

26 

25 

20 

36 

34 

32 

28 

23 

16 

20 

(, 

11 

29.8 

Paliiiertou ' 

1  .Ma  vlraum.. 

55 

56 

56 

50 

.53 

57 

55 

58 

44 

50 

53 

51 

46 

43 

34 

48 

42 

41 

45 

39 

48 

42 

51 

4:^ 

40 

38 

35 

43 

38 

32 

'.'.'.'.       46.2 

\  Ni'inimnm .. 

30 

•>'6 

35 

45 

16 

43 

41 

32 

30 

29 

31 

3f' 

29 

30 

31 

32 

35 

30 

25 

■."' 

22 

25 

S7 

35 

32 

26 

18 

i? 

23 

16 

30.  5 

Park  Placo'-l  NW 

)  Maximum.. 
V  Minimum.. 

51 

55 

.54 

47 

50 

54 

51 

53 

38 

47 

48 

48 

42 

39 

29 

42 

36 

36 

38 

36 

40 

40 

48 

40 

34 

32 

31 

37 

31 

26 

41.9 

31 

32 

37 

41 

41 

44 

41 

30 

27 

29 

34 

30 

27 

2-2 

25 

28 

27 

24 

24 

21 

24 

27 

34 

30 

24 

18 

16 

21 

17 

12 

27.  9 

Pliila     .\rpt.l-T  S\V   . .. 

/  .Maximum.. 
\  Minimum.. 

54 

58 

61 

6:^ 

62 

63 

63 

m 

61 

53 

68 

br 

53 

47 

38 

5:' 

45 

46 

46 

44 

48 

48 

54 

53 

45 

42 

39 

50 

49 

36 

51.4 

41 

38 

49 

49 

46 

49 

47 

40 

37 

32 

34 

37 

33 

32 

34 

3."^ 

35 

31 

33 

30 

30 

29 

43 

41 

38 

30 

24 

32 

27 

■li 

3.5.9 

Piiiiiilflpriia  C.O.l.  .. 

)  .Maximum.. 

5:^ 

57 

59 

63 

6" 

62 

62 

62 

50 

52 

67 

67 

62 

47 

38 

51 

46 

47 

47 

45 

49 

51 

53 

53 

45 

41 

38 

49 

49 

37 

51.1 

\  Minimum.. 

45 

43 

49 

49 

4H 

51 

50 

41 

40 

39 

40 

42 

38 

33 

34 

3.i 

38 

36 

35 

34 

35 

36 

46 

41 

35 

33 

28 

Sn 

31 

27 

38.9 

Phjla.  Shawinout 

(  MaximiMii.. 

55 

58 

f.9 

61 

61 

62 

62 

61 

50 

52i     56 

6>- 

62 

48 

51 

•y 

4.T 

45 

46 

44 

49 

47 

52 

51 

50 

41 

40 

49 

45 

36 

51.2 

\  .Minimum.. 

4:< 

34 

41 

49 

43 

45 

43 

44 

35 

301     33 

4^ 

30 

2« 

32 

44 

39 

31 

31 

25 

.'6 

28 

45 

36 

39 

27 

22 

29 

22 

29 

34  9 

P!imp>burg"-7  E 

/  .Maxinunn.. 

51 

51 

50 

50 

53 

53 

5:! 

51 

35 

48l     48 

42 

39 

42 

31 

4(1 

3S 

38 

40 

38 

40 

38 

44 

42 

31 

27 

29 

32 

32 

24 

40.8 

\  Minimum.. 

25 

25 

.39 

42 

45 

45 

32 

29 

24 

18i     3s 

28 

27 

22 

25 

31 

29 

26 

16 

17 

10 

32 

33 

31 

24 

15 

15 

18 

12 

0 

25.  8 

Phoeuixville-1.5  HE  . . . 

/  Maximum.. 

64 

61 

64 

67 

63 

66 

63 

60 

53 

65l     .5.i 

64 

58 

59 

55 

62 

59 

52 

48 

45 

50 

45 

58 

53 

81 

52 

47 

57 

59 

46 

.56.3 

1  .Minimum.. 

42 

27 

37 

52 

45 

44 

38 

43 

30 

25;     29 

43 

25 

25 

28 

33 

48 

28 

29 

2! 

20 

24 

42 

33 

38 

25 

10 

27 

19 

18 

31.9 

Pittsburgh  Arpt.l-7.5SI 

:  (  .Maximum.. 
\  Minimniri.. 

56 

51 

52 

.52 

58 

51 

57 

44 

42 

611     54 

4.- 

42 

41 

47 

46 

39 

38 

44 

45 

,50 

53 

48 

5! 

32 

30 

33 

35 

38 

26 

45.5 

42 

37 

45 

47 

48 

46 

42 

32 

32 

28'     39 

29 

29 

25 

33 

36 

33 

33 

30 

30 

28 

39 

37 

33 

28 

25 

21 

■,'3 

22 

16 

32.  9 

Pittsburgh  City  Office' . 

/  .Maximum.. 

58 

56 

54 

54 

60 

54 

58 

47 

44 

61 !     55 

48 

44 

44 

49 

48 

40 

42 

46 

47 

51 

54 

52 

53 

35 

32 

S5 

37 

40 

30 

47.6 

1  .Minimum.. 

47 

41 

47 

49 

50 

50 

46 

34 

34 

33      40 

3- 

.32 

28 

36 

39 

36 

35 

33 

34 

30 

42 

38 

35 

31 

28 

26 

27 

25 

18 

36.0 

Port  CUiuton/ 

/  Maximum.. 

57 

56 

56 

55 

55 

60 

68 

44 

45 

45 

54 

46 

46 

45 

38 

48 

46 

44 

44 

38 

42 

43 

51 

4.'^ 

41 

43 

42 

44 

38 

32 

46  7 

\  Minim.nm.. 

31 

27 

38 

48 

46 

45 

39 

42 

27 

25 

30 

4- 

25 

28 

30 

82 

35 

35 

30 

21 

20 

27 

36 

36 

36 

26 

27 

29 

22 

20 

31.  S 

Putney villi-/-2 .5  SE.... 

(  Maximum.. 

56 

55 

•52 

50 

54 

51 

56 

44 

38 

56 

51 

58 

42 

43 

44 

44 

43 

40 

43 

44 

47 

49 

41 

29 

34 

33 

33 

31 

35 

28 

44.1 

1  Minimum.. 

•ii 

26 

34 

40 

42 

42 

37 

28 

26 

17 

18 

24 

23 

18 

25 

27 

27 

27 

19 

19 

14 

15 

24 

22 

9 

9 

15 

16 

12 

3 

23.0 

Quakertowu-0.5  E 

/  Maximum.. 

m 

5S 

54 

59 

57 

61 

69 

60 

48 

52 

68 

57 

48 

44 

4(1 

49 

46 

44 

45 

40 

45 

42 

51 

49 

,50 

41 

36 

47 

44 

37 

49.0 

^  Minimnni.. 

37 

25 

35 

45 

44 

46 

40 

39 

32 

29     28 

39 

2H 

26 

28 

:^1 

34 

32 

28 

19 

19 

22 

38 

31 

34 

25 

19 

25 

29 

18 

30.8 

Readingi 

/  .Maximum.. 
\  .Minimum.. 

54 

57 

56 

55 

60 

62 

62 

60 

48 

531     56 

54 

49 

47 

36 

50 

44 

48 

50 

44 

50 

44 

.53 

46 

42 

40 

38 

47 

46 

36 

49.6 

40 

33 

42 

50 

49 

49 

45 

39 

36 

33'     40 

38 

34 

3S 

33 

33 

38 

35 

33 

28 

29 

31 

42 

39 

34 

30 

26 

32 

29 

24 

35-  9 

Ridgway  / 

/  Maximum.. 

60 

58 

54 

5.> 

.55 

61 

55 

45 

37 

.541     50 

4« 

44 

49 

41 

39 

36 

42 

44 

46 

46 

46 

46 

46 

31 

30 

,33 

33 

34 

27 

44.4 

V  Minimum.. 

27 

21 

22 

40 

44 

47 

41 

33 

30 

17!     17 

30 

22 

26 

26 

30 

30 

31 

17 

16 

17 

17 

35 

25 

29 

26 

14 

14 

14 

9 

25.6 

Scranton' 

(  Maximum.. 
\. Minimum.. 

.56 

60 

61 

53 

52 

54 

5^ 

57 

42 

491     .54 

51 

4S 

39 

35 

45 

37 

39 

41 

40 

45 

45 

49 

43 

40 

37 

34 

40 

34 

28 

45.3 

37 

32 

37 

46 

46 

49 

45 

3-^ 

32 

321     35 

35 

31 

28 

30 

33 

32 

30 

26 

24 

28 

30 

37 

35 

Ml 

25 

22 

30 

22 

20 

32.  5 

Seliusgrove 

/  Maximum.. 
V  Minimum .. 

56 

60 

58 

68 

57 

60 

59 

60 

44 

5"      53 

5:-i 

48 

46 

35 

48 

44 

44 

45 

42 

45 

47 

54 

44 

45 

38 

36 

41 

38 

34 

48.1 

40 

41 

48 

45 

47 

48 

38 

34 

30 

24 

30 

3' 

2S 

23 

27 

32 

35 

34 

24 

20 

19 

25 

33 

37 

33 

30 

21 

30 

20 

17 

31.3 

Shippeusburg 

/  Maximum.. 

\  ^!inin•nn^ .. 

5« 

57 

49 

54 

64 

63 

60 

67 

48 

64 

53 

50 

51 

48 

38 

50 

45 

45 

49 

46 

49 

39 

83 

46 

47 

39 

35 

46 

40 

34 

48.9 

45 

29 

41 

45 

49 

44 

35 

39 

35 

30 

34 

34 

30 

29 

30 

,36 

34 

28 

26 

22 

28 

38 

38 

33 

30 

24 

31 

25 

20 

33.1 

Somerset . . 

( Maximum.. 
1  ^Minimum.. 

52 

50 

55 

51 

56 

50 

50 

50 

41 

59 

62 

50 

42 

47 

36 

42 

38 

50 

46 

50 

44 

43 

45 

49 

37 

27 

30 

34 

35 

22 

44.8 

37 

.32 

39 

43 

45 

39 

29 

30 

28 

23 

39 

2.- 

23 

13 

2S 

31 

28 

28 

25 

18 

14 

26 

3.'^ 

33 

20 

23 

12 

24 

12 

7 

27.1 

Spriugs«-lSW 

/  Maximum.. 

48 

48 

49 

49 

53 

48 

50 

50 

40 

58 

50 

46 

42 

43 

35 

42 

36 

34 

43 

48 

40 

48 

47 

45 

31 

25 

29 

33 

34 

■22 

42.2 

\.  Minimum.. 

36 

34 

40 

44 

44 

38 

31 

30 

28 

25 

40 

29 

30 

15 

29 

32 

28 

28 

26 

22 

19 

30 

35 

30 

23 

20 

18 

21 

16 

3 

28.1 

State  College' 

t  Maximum.. 

54 
34 

54 
30 

54 
39 

53 
44 

58 
49 

56 
46 

56 
39 

85 
32 

38 
29 

.50 
29 

50 
43 

50 
32 

43 

46 
28 

:33 

28 

44 

38 

41 

40 

40 

43 

42 

48 

45 

3"^ 

32 

32 

35 

34 

28 

44  2 

<  Minimum.. 

33 

33 

30 

25 

24 

•22 

35 

S9 

35 

29 

22 

19 

25 

17 

14 

■  ■ :       .:(!  2 

Stroudsburg-2  E 

/  Maximum.. 

49 

62 

61 

56 

.52 

54 

56 

62 

45 

48 

5-1 

55 

42 

80 

47 

38 

.50 

43 

49 

37 

50 

52 

51 

49 

44 

42 

42 

:-(7 

47 

38 

....i  «48.7 

1  Ivlinimuni.. 

24 

32 

33 

44 

47 

49 

42 

25 

25 

28 

29 

2' 

26 

28 

32 

35 

27 

24 

15 

26 

20 

29 

.33 

:46 

24 

19 

22 

20 

15 

10 

. .   1  «28  1 

Tamarack /-2S 

/  Maximum.. 

53 

54 

52 

46 

.50 

53 

51 

41 

36 

48 

4^ 

42 

44 

44 

35 

37 

33 

38 

38 

39 

40 

40 

46 

38 

28 

27 

29 

31 

27 

26 

40.4 

\  Minimum.. 

30 

32 

33 

40 

41 

44 

41 

32 

26 

23,     23 

27 

27 

20 

20 

25 

26 

26 

22 

22 

24 

25 

31 

30 

27 

22 

15 

15 

16 

10  .... 

26.5 

Tione^ta/l.oSK 

/  Maximum. 

60 

58 

54 

52 

54 

5S 

55 

46 

39 

58'     52 

43 

:^8 

47 

41 

39 

39 

40 

44 

47 

45 

43 

42 

4H 

31 

29 

33 

31 

32 

29i   .. 

44.1 

1  Minimum.. 

30 

26 

30 

46 

45 

47 

40 

31 

30 

21 !     26 

30 

25 

27 

29 

30 

30 

30 

20 

22 

19 

20 

36 

.36 

19 

26 

15 

16 

19 

llj.... 

27.7 

Titus\'illf'-2S 

/Maximum  . 

57 

58 

52 

50 

53 

51 

53 

53 

37 

49      47 

46 

38 

44 

33      41 

35 

40 

42 

44 

44 

48 

46 

44 

36 

26 

29 

30 

28 

28| . . . 

42.6 

\  Minimum.. 

32 

24 

42 

44 

48 

45 

40 

30 

29 

21!     42 

27 

28 

26 

28!     32 

29 

31 

17 

31 

18 

•M 

34 

24 

25 

22 

14 

24 

18 

15  .. 

29.1 

Towauda-l  E 

f  iMaximnm.. 
1  Minimum 

59 

60 

61 

55 

55 

57 

58 

56 

44 

50      ,53 

.53 

47 

43 

34 1     48 

42 

42 

45 

44 

46 

45 

.'S2 

42 

42 

38 

35 

42 

36 

351   .. 

47.3 

26 

23 

27 

44 

44 

44 

40 

32 

26 

26      32 

30 

20 

24 

26!     31 

32 

29 

18 

18 

22 

25 

35 

28 

32 

29 

14 

28 

20 

13...    '     27.9 

Tunkhannock/ 

(  Maximum.. 
\  Minimum.. 

59 

61 

64 

49 

.53 

53 

56 

41 

44 

49,     .53 

44 

i3 

4.'i 

40      48 

38 

40 

42 

41 

46 

45 

49 

45 

.39 

41 

39 

43 

.38 

321...      546.0 

26 

26 

27 

32 

43 

45 

40 

38 

25 

26      28 

35 

20 

22 

22     28 

31 

31 

20 

18 

19 

21 

33 

27 

32 

26 

14 

26 

19 

12: ....  i  ?27.  1 

Uuiontowu 

.  i  ^^aximum 

59 
46 

66 
42 

58 
49 

54 
80 

62 
51 

54 
49 

.58 

56 
35 

48 
81 

63i     '^ 

54 

51 

45 

51 1     ■'»1 

43 

41 

51 

51 

5,4 

.55 

.55 

,53 

40 

32 

34 

37 

39 

28[ . . . .  i     49.  7 

'  Minimum.. 

42 

27 

47 

32 

32 

21 

36 

42 

34 

34 

38 

35 

29 

41 

40 

40 

31 

27 

24 

29 

23 

19| 

1 

85.7 

Continued  on  page 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


November  1947 


Daily  Temperatures  for  November  1 947— Continued  from  page  87 


Stations 


Warren 

Waynesburg. 
Wellsboro/. .. 
Wellsville.... 


.  )  Maximum. 

>  Minimum., 
.  /  .MaximuTD. 

\  Minimum., 
.  (  M.axinium. 

\  Minimum. 
.  (  ^!llxilll^)nl. 

\  Mini  mum.. 


U'est  Chester. 


/  Maximum. 

\  Minimum., 
Willtes-Barre  Arpt.  1-3X.  /  Maximum. 

\  Minimum. 
Williamsport  Arpt.'-4  ¥,  /  .Maximum. 

(.  Minimum.. 
Williarastown /  Maximum. 

V  Minimum .. 
Yorli-:i  SU' /  \inximum. 

\  Minimum., 


3(i!  -28 
60  57 


64!  63 

27|  2-3! 

57'  60 

45,  2Si 
o'.i 

22]  20 

51  Hf' 

ml  2.5 

55!  56 

42!  37 

56,  601  (>6 

3)  30]  m 

581  571  63 


4   5   6   7   8 


56  55  51  56 


47' 
60t  56l  62 
31 


481  45 
561  49 


44 
60i 
49' 


431  32 
32 


62'  64 

46  44 


511 

45 
561  61 


10 


13 


15   16 


49  42  45  34!  41;  37 
29  28  29  28;  33   30 


45  44:  48  49   43 


141  31,  30|  30 


45  37  4-1 


19!  26 
31  50 
26  32 


20 


21 


22  23  24 


49i  48!  ->'  48  ^6 


25  !  26 


27 


28 


29|  2<!i 
42  42 


19!  21   35l 
5i;  52:  57 


22!  17 

44 

15 


28!  21! 
55,  54; 


46  45 

31!  31 

39|  40 

31 1  25 

43  4,5 


341  29 
46  50 
33 


25 
401  44 

18  22 


481  42 
18  25 


46|  45 
27   31 


20  28 


38 
51 
34 


55'  46 

38!  36' 

j 

53!  5o{ 

421  40' 

47  43 

37  341 

52  42 
36  35 

53  49 
3;i  36 
56  49 
40  35 


36;  31: 

26'  22[ 

40  34 

25]  25! 

:«!  32 

33  27 

4>)l  40 

34|  25 

43]  41 

35I  27 

38  36 
32  25 

39  38 


35'  37 


36  29 


37| 
I7I 

3S 
22 
33 
21' 
35 
21 
35 
20 
40 
21 


29 


30 


31    Mean 


18 
47 

30i 

481 
321 
39 
25 
3<1| 
26) 
421 
30 
48 
32 


32 

18 
40 
14 

:<2|  30, 
151  9 
411  34 
18!     15 


48 

35 

24!     23 

34 

29 

21 

18 

35 

3! 

16 

13 

38 

33 

19 

19 

46 

38 

21 

18 

1 
....      45.3 

....      28.8 

49.  5 

...i     28.7 

44.3 

25.  0 

48.9 

30.0 

49.8 
34.4 
44.4 

31.0 
46.5 
29.  8 
48.0 
30.5 
51  8 
32.  4 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PKEsauRja,  \' 

riND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind** 

Relative 

1    « 

a 
•2 

(reduced  to  sea  level) 

Humidity 

.stations 

«^ 

ii 

0 

S 

s 

s 

a 
9 

0 
1 

1 

s 

H 

0 

^ 

1 

0 

1 

n 

B5 

1 

1 

0. 

0 

S 

a 
g 

tn 

a 

>-) 

0 

<> 

«  > 

Q 

Q 

r* 

- 

»^ 

a. 

Q 

30.55 
30.67 

1 

21      29. 26 
2:      29.34 

24 

24 

9.9 

8.3 

2S 

3'i 

se. 
nw. 

7 
12« 

'     1 

80     72  ]  SO 

23 
46 

74e 

Harri.sburg 

75 

60  1  66 

703 

Philadelp'iia 

30.  55 

21      29.  '^9 

24 

H.  4 

26 

ne. 

3 

79 

57  !  69 

5;^ 

598 

Philip-bvirg 

30.  59 

21  i  29.29 

24 

40 

s\v. 

24 

86 

70      80 

951 

Pitt-ibursh 

30.51 

21 

29.30 

24 

16.9 

41 

w. 

24 

77 

65      67 

22 

773 

Reading 

30.57 
30.57 

21 
21 

29.31 
29. 25 

24 
24 

11.5 
6.9 

35 
27 

nvF. 

se. 

12 

8 

43 
26 

664 

Scranton 

66 

! 

784 

! 

*  For  any  five-minute  period.  *•  Corrected  to  true  velocities. 

t  12:00  noon.  $.\l.-;o  other  date.-..        *  One-minute  interval. 


RIVER  CONDITiONS 


Stations 


Rivers 


1     *A 


g 

5 

ifi 

» 

s 

o3 

f^) 

a 

Port  Jervis.N.Y ! 

Easton 

Lehighton 

Reading 

Wilkes-Barre ' 

Williamsport 

Newport 

Harrisburg 

Schenley.(nr)Lock  No.  5.' 

Sutersville 1 

CharleroKnr.),  Lock  No.  4 

Pittsburgh ' 

Midland,  Dam  No.  7 1 


Delaware j    3. 5 

Delaware .   .     1 

Lehigh 4.1 

Schuylkill 6.3 

N.Br.  Susquehanna . . ;    3. 7 
W.  Br.  Susquehanna.  ]    2. 1 

Juniata ..        4.3 

Susquehanna 4.0 

Allegheny ]  12.6 

Youghiogheny 1     4.0 

Monongahela 12.1 

Ohio ;      » 

Ollio  15.4 


6.2 

"5.9 

10.2 
6.7 
4.8 
6.0 
4.9 

14.0 
5.4 

13.9 


13       2.2 


lOti 
12  1 
14 
27 
26 
13 
26-27 
■25-26  I 
26  1 


3.0 
3.8 
1.4 
0.4 
3.3 
3.2 

11  6 
2.7 

10.9 


15.7    23-24      14.7 


Pool  stage. 


t  A/Eo  other  dates. 


3 
3 
1 

1+ 
3 
It 
3-4 
4 
3 


14 


9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


MISCELLANEOUS   PHENOMENA 

FOR  SIXTY  KKPKl'SENTATIVE  STATIONS 
(Dates  and  number  of  stations  reporting) 


1 

2 

3 

4 

5 

6 

- 

7 

8 

9 

1 

•?i 

10 

•• 
■■ 
■• 

•• 

11 
'3 

ii 

12 

•■ 
is 

13 

•■ 
,, 

■7 

14 

■i 

15 
'5 

ie 

30 

i 

16 

'6 
"6 

1 
•• 

io 

17 

_ 

'i 
'2 

6 

18 

19 
■3 

20 

21 

22:2:j 

24 

'4 
b 

ih 

26 

25 

2627 

'28 
'4 

1 

■■ 

"i 

30 

'■'■ 
•• 

31 

Aurora.s 

'5 

i 

7 

ii 

Fog,  heavy 

Frost,  killing  .... 

Glaze  

Hail 

Kain,  heavy 

Sleet 

5  4 

'■A'-'- 

5 

■■ 

15 

'6 

'e 

14 

Snow,  heavy 

Thunderstorms . . 
Winds,  high 

•• 

■9 

i 

4 

'7 

26 

i 

?0 

1.. 

io^'" 

1 

CW.  B.  O..  Philadelphia-2-7-48-llOO) 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  In  miles  and  half  miles 
and  dirottion  of  station  fi'om  City  Post  Office. 

\U  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
forstations  having  10  i>r  more  year.^  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adonted  normals.  Jt  Preeipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  .15  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

*.  \  ',  etc.    Number  of  days  missing,  for  example.  '■  indicates  two  days  missing. 

Italics,  data  interpolated. 

$  Partly  interpolated. 

'i$  Incomplete. 

■    .And  other  dales. 

'1'  Daily  s^  mounts  inconsistent. 
Received  too  late  to  be  included  in  mean^  and  summaries. 

*  Included  in  next  measurement. 
/,'  Windshield  on  gage. 

I  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occui-s. 
'  Midnight  to  midnight. 

'  Measured  in  the  morning  for  the  preceding  24  hours. 
^  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 

*  Best  available  used  for  stations  not  equipped  with  recorders. 

*  Recording  gage. 

°  At  a  fixed  hour  between  sunset  and  1 1  :00  p.  m 

'  Noon  to  noon. 

8  Data  recorded  at  .\ltoona-Blair  County  Airport. 

8  Official  Station  designation  is  .illentown- Bethlehem  Airport. 
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OENERAL  STJMMABY. 

Altlioiif:!i  temperatures  were  below  normal,  December  was  not  an  un- 
pleasant month,  owing  mostly  to  dryness  and  sunshine.  Precipitation 
was  only  about  half  of  the  normal,  but  was  rather  evenly  spaced,  and 
snowfall  was  not  general  until  the  last  decade.  The  temperature' defi- 
ciency was  under  two  degrees,  continuing  a  cold  trend  for  December 
which  has  appeared,  with  one  exception,  since  1941.  Windiness  was 
much  in  evidence  about  the  16th  and  generally  in  the  last  week.  The 
excess  of  sunshine  occurred  in  spite  of  normal  cloudiness. 

There  were  four  main  periods  of  precipitation.    The  first  storm,  around 
the  6th,  was  a  result  of  cold  frontal  action  extending  from  a  depression 
that  moved  from  the  Lakes  Region  to  New  England  in  two  days   bring- 
ing moderately  heavy  rain.     About  the  11th,  there  was  some  light  pre- 
cipitation in  connection  with  a  Gulf  storm  which  developed  along  the 
Atlantic  Coast  and  brought  snow  in  the  cold  air  north  of  its  warm  front 
The  heaviest  rains  of  the  month,  besides  considerable  wind,  came  as  -i 
result  of  a  low  pressure  area  which  moved  rapidly  northeastward  fron'i 
the  Gulf  of  Mexico  and  passed  over  Pennsylvania  on  the  16th      In  this 
depression  was  a  complicated  system  of  fronts  and  occlusions  which  made 
for  a  considerable  amount  of  convergence.    Since  temperatures  were  gen- 
erally above  freezing,  the  precipitation  was  in  the  form  of  rain     Another 
storm  occurred  about  the  24th  in  consequence  of  an  occlusion  which  de- 
veloped off  the  Atlantic  coast.    Precipitation  was  light  and  was  in  the  form 
of  snow.     The  storm  of  the  26th  and  27th,  which  brought  the  unusually 
heavy  snowfall  to  New  York  City,  rivaling  the  Blizzard  of  1888  as  a  topic 
of  conversation,  was  a  similar  coastal  storm  that  hovered  along  the  At- 
lantic coast,  moving  slowly  northward  from  Hatteras  to  Nantucket      \1 
though  It  brought  general  snowfall,  amounts  were  not  excessive  as  thev 
were  in  New  York  City.     Had  this  snow  come  one  day  earlier,  the  State 
won  d  have  had  a  White  Christmas.     As  a  rule,  driving  conditions  were 
conifortable  nearly  everywhere  during  the  month,  but  a  number  of  davs 
with  freezing  rain  caused  accidents,  notably  on  the  5th,  loth,  and  30th 
Temperatures  during  the  first  decade  were  above  normal,  and  maxima 
m  the  oO  s  and  60's  were  not  uncommon,  but  no  new  records  were  set 
From  the  9th  to  the  close,  mean  daily  temperatures  were  low,  except  for 
a  tew  days.     The  Atlantic  section  was  somewhat  warmer  than  the  Ohio 
but  few  stations  showed  a  monthly  excess.  ' 

High  winds  were  the  rule  on  the  16th.  The  greatest  damage  reported 
was  at  Wilkes-Barre,  where  gusts  were  estimated  at  70  miles  per  hour 
The  high  wind  shattered  windows  in  a  score  of  stores,  destroying  also 
hohdaydecorationsrecentlyerected.  Electric  power  interruption;  affected 
hundreds  of  customers,  most  of  them  in  the  South  Wilkes-Barre  section 
The  emergency  power  plant  at  Mercy  Hospital  had  to  be  turned  on  when 
Its  regular  power  failed.     Happily,  no  operations  were  in  progress  at  the 


Phoenixville  on  the  2d  to  a  minimum  of  -5° at  Kane  and  Hradfr;rd  on 
the  30th. 


PKEOIPITATION 
The  average  precipitation  for  the  State,  as  deduced  from  the  observa- 
tions  at  197  stations,  was  1.52  inches,  which  is  1.53  inches  below  the  GO- 
year  normal  for  December.  The  gieatest  monthly  amount  was  3.51 
inches  at  Kregar,  while  the  least  was  U.69  inch  at  Burnt  Cabins.  The 
greatest  amount  recorded  in  any  24  consecutive  hours  was  1.25  inches  at 
Stroudsburg  on  the  15-l()th. 

The  average  snowfall  for  the  State  was  6.3  inches,  which  is  1.7  inches 
below  the  60-year  normal.  The  greatest  monthly  snowfall  wa.s  24.7  inches 
at  Corry.  The  greatest  fall  for  any  observational  day  was  12.0  inches 
at  George  School  on  the  26th. 

COMPARATIVE    DATA  FOB  DECEMBER 


time. 


TEMPERATURE. 

The  average  temperature  for  the  State  as  deduced  from  the  reports  of 
84  stations  was  29.6^  which  is  1.6°  below  the  60-year  normal  foi  Decem- 

Jo!  ttft  "'^'''^'y  '"^^^  "^^  •^*^-2°  at  Marcus  Hook  and  the  low- 
Extremes  ranged  from  a  maximum  of  66°  at 


est  was  24.0°  at  Montrose. 


1S8». 

lti»9. 

1890. 

1891. 

1S92. 

Hy3. 

1894. 

Iti95 

1896. 

IfOT. 

1898., 

1»99., 

19(XI., 

1901.. 

19U2.. 

i9ua.. 

1904.. 
1905.. 
1906.. 
1907.. 
1908.. 
1909.. 
1910.. 
I91I.. 
1912.. 
1913.. 
1911.. 
1915.. 
1916.. 
1917.. 
1918.. 
1919.. 
1920.. 
1921... 
1922.., 
1923... 
1924.. 
1925... 
1926. . . 
1927... 
1928... 
1929... 
1930... 
1931... 
1932... 
iOiS... 
1934... 
1935... 
19'<6... 
1937.  . 
19.SS  .. 
1039  .. 
1940... 
1941... 
1942... 
1043... 
1944... 
1945. . . . 
1946.... 
1947  . . . 


Year 


Temperature 


32.5 
t  39.6 
27.2 
!  38.4 
[  27.8 
32.2 
32.4 
34.2 
30.6 
33.0 
29.8 
31.5 
31.2 
29.1 
28.4 
25.4 
25.8 
33.6 
30.8 
33.2 
32.0 
27.0 
24,4 
36.3 
34.4  I 
34.2 

27.3  i 
29.4 
29.7 
21  5 

36.6  : 
25.3 

33.4  I 
31.6 
31  5 
39.6 
29.8 

30.7  I 
27.3 
32.7  I 
•34.4 
32,2 
30.0 
38,1 
33.3 
■31,7 
30.7 
26.3 
34.5 
29.7 
32.2 
33.9 
35.9 
35.6 
27.4 
28.4 
26.3 
2.5.6 
33.5 
29.6 


Period 31. 2 


62 
73 
59 
68 
70 
70 
66 
70 
67 
73 
68 
73 
65 
77 
68 

60 

71 

65 

67 

68 

74 

71 

68 

70 

74 

66 

69 

70 

73 

52 

72 

66 

68 

66 

69 

71 

69 

62 
62 
73  : 


Precipitatiou 


V  o 


No.  of  days. 


-10 
0 

-11 

-3 

-13 

-7 

-28 

-10 

-13 

-6 

-11 

-11 

-2 

-18 

-12 

-14 

-19 

—  5 

-14 
-8 
-2 

-10 

-14 

5 

-8 

-7 

-28 
-7 

-12 

-28 
-1 

-23 
—  7 

-II 

-9 

1 

-23 

-15 

-20 
-6 
-2 


70 

-9  i 

1    59 

-15 

70 

-1  i 

!    72 

-14  1 

i    '^ 

-22 

73 

-10 

60 

-19 

74 

-11 

!    66 

-14 

1    64 

-5 

1     68 

-8 

1    6S 

-9 

76 

-8 

62 

-25 

63 

-23  ' 

60 

-26 

62 

-22 

75 

-4 

66 

—5 

77 

-28 

3.14 

2.77 

3.97 

4.09 

1.69 

3.06 

3.95 

3.22 

1.20 

3.95 

2.98 

3.04 

2.08 

5.91 

5.54 

2.66 

2.48 

3.57 

3.97 

4,30 

2.86 

3.39 

2.65 

3,27  i 

3.27  I 
2.63  I 
4  63  I 

4.06  1 

3.07  I 
1.78 
3.38  I 
2.61   I 

3.28  ; 
2.59 
2.75 
4.99 
2.13 
1.72 
2.68 
4.41 
1,16 
2.77 

2  29 
2.85 
2.19 
2.88 
2.. 55 
2.62 
4.19 
2.45 
2.56 
2.24 
3.08 
3.10 
.5.05 
1.12 
.3.79 
2.73 
2.32 
1.52 

3.08 


5.2 
0.9 
29.4 
0.3 
5.7 
9.4 
11.9 
2.3 
5.4 
9.6 
8.7 
4.4 
3.9 
7.6 
17.3 
13.2 
14.4 
2  2 
7,6 
9.8 
9.4 
12.7 
16.0 
6.4 
8.1 
7.2  1 
13  0  ! 
13.7  j 
10.5 
15.0 
3.0  I 
9.4 
3.8 
7.2 
7.1 
2.4 
3.6 
3.8 
10.0 
4.5 
0.9 
10.0 
6,8 
1.1 
7.4 
8.7  I 
3.0 
13.5 
6.3  I 
6.7 
4.7 
6.0 
3.1 
2.0 
11.5 
2.1 
22.6 
16.6 
6.0 
6.3 

8.0 


CI  oj 


a  o 


9 
12 
12 
10 

9 
12 
10 

C 

12 
10 
10 

7 
11 
14 

9 
11 

8 
14 
12 
10 
8 
12 
13 


14 

12 
12 
8 
11 
11 
10' 
10 
10 
14 
11 
10 
12 
13 
6 
12 
10 
11 
12  j 
12 
10  I 
16 
11 
10 
11 
11 
12 
10 
14 
5 
13 
13 
10 
10 

11 


8 

8 

U 

9 

7 

8 

12 

8 

i 

9 

6 

11 

16 

11 

16 

11 

IS 

14 

12 

12 

12 

17 

13 

11 

14 

IS 

17 

14 

17 

14 

21 

16 

14 

14 

17 

19 

15 

15 

18 

17 

11 

13 

15 

14 

15 

15 

13 

16 

17 

16 

16 

16 

11 

18 

18 

15 

15 

15 

14 

19 

14 

16 

16 

18 

17 

17 

18 

11 

17 

18 

15 

16 

15 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


Decembei:  1947 


Olimatoiogical  Data  for  Decemloer  1947 


Stations 


Ulaiilii:    Draiiinge 
Alleutowu  Arpt.  9-4  NE 
Altooiia-4.5  W.  ■■■;■••■ 
Burnt  Cabins-2  Nt . . . . 

Canton-1  NW 

Carlisle •    ■•••■•••■ 

Chambersburg-l  SW... 
Coatesville.        ■■■■::,: 
Curvven^ville  Apt-6  NW 
Kagles  Mere.. ........ •• 

Kast  \V:Ucr{ord-3  E.  .  . 

Emporium  1  E 

Ephrata 

Everett-0.  -t  SW 

Freeland...      

George  School 

Gettysburg 

Gordon 

Hanover...  ..•■;,•■■  ■• 
llarrisburg  Arpt.-o.o  s. 

Hawley-0.5  E 

Holtwood 

Huntingdon 

Lancaster 

Lawrencev  ill" 

Lebanon...  ...   

Lewistown-l  W 

Lock  Haven 

Marrus  Hook     

Mariinsburg" 

Montrose-3E. .......  ^ 

Mt.  Pocono  Arpt . -i  IN  . 
Paimerton.. .  .„■•■■•• 

Philadelphia  C.  O.... 

Philip'burg-7E..^.... 

PhoenixviUe-l.oSE... 
Port  Clintonn... ,••••■ 

Qual;ertown-0.  ■'i  I...... 

Reading 

Scranton ...  

Selinsgrove 

State  College. 

Stroudsburg-2  E 

Tamarack-'i  S 

Towanda-1  E 

Wellsboro 

West  Chester......  •••. 

Wilkes-Barre  Apt.-3N. 
Williamsport  Apt.^E- 

Williainstown 

Yorl:-3  SW 


Division  mean  — 

iihio  Draiiiane 

Blairsville-BNE 

Bradford-J  W  ■••■■••■•• 
Brookville  Apt.-1.6S\V. 

Butler 

Clarion-3SW 

Claysville 

Corry  

Coudersport 

Derry 

DonegHl 

Donora 

Ebensburg ••■ 

Farn-ll 

Kord  City -4  S 

Franklin 

Grecnsburg-2  8 

Indiaua-2.5  SE 

Jamestown-2  NW 

.Johnstown 

Kaue-1  N.  ..^....   

MeadviDe-l  t> 

Jlidlaud 

New  Castle-1.5N^.^.... 

Pittsburgh  Apt.-/,5bE 

Putiif.vville-2.  ■";  SE 

Ridgway 

Siimorset 

Sprincts-l  SW  

Tionopta-1.5SE     

Titiisvine-2S 

Cuiontovvn 

X'andergrift 

Warren     

Wayne.sburg 


Iiivision  mean. 
l,nke  ln-'!inage 
Albion 


State  mean. 


Observers 


Leliigii 

Blair 

Fultoii 

Braflf  ord  . . . 

Cumberland 

Franklin.... 

Chester 

Clearfield.  . . 

Sullivan 

Juniata 

Cameron  — 

Lancaster... 

Bedford 

Luzerne 

Bucks 

Adams. 

Schuylkill 

York 

Dauphin.. 

Wayne..   . 

Lancaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon 

Mifflin... 

Clinton. 

Delaware 

Blair. 

Susquehanna 

Monroe 

Carbon 

Philadelphia 

Centre   

Chester 

Schuylkill 

Bucks 

Berks 

Lackawanna. . 

Snyder 

Centre 

Monroe 


Bradford 
Tioga.  . 
Chester 

Luzerne 

Lycoming..  .. 
Dauphin 
York  — 


Westmoreland 

Mc  Kean 

.lefEerson 
Butler 

Clarion 

Washington. . 

Erie 

Potter 

Westmoreland 
Westmoreland 
Washington 
Cambria 

Mercer. 

Armstrong 

Venango 

Westmoreland 

Indiana 

Mercer 

Cambria 

McKoan 

Crawford 

Beaver 

Lawrence 

Allegheny 

Arm.'itrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Westmoreland 

Warren 

Greene  


Erie 
Erie 


U.S.  Weather  Bureau. 
Citv  of  Altoona. 
Penna.  Turnpike  Comm 
Mrs.  Mildred  L.  Spencer. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  Bureau. 
Carl  K.  Bigger. 
r.  S.  Weather  Bureau. 
R.  E.  Palmateer. 
Ephratu  Review. 
Penna.  Turnpike  Comm 
Andrew  B.  F.vausha. 
George  M.  Hart. 
Dr.  Henry  Stewart. 
Mi^s  Sallio  M.  Johnson. 
HfiiHiver  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  >.t  Power  co 
Paul  R.  Yoder.  Jr. 
L8n<'aster  Water  Bureau 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 
American  \'iscose  Co. 
William  R.  lielley. 
suu  on  Co. 
('.  S    Weather  liureau 
Harrv  S.  Fancher. 
U.  S.  Weather  Bureau. 
New  Jersey  Zinc  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Phila.-Suburban  Water  Co. 
Karl  E.  Rarick. 
John  E.  Benner. 
U.S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Dr.  Merle  V.  Hoover 
Penna.  State  College. 
Metropolitan  Edison  Co 
James  E.  Swartz. 
Mrs.  M.Ordelia  Pari,s. 
M.  S.  Bliss. 
Clvde  T.  .-aylor. 
U.  S.  Weather  Bureau. 
U.  ^.  Weather  Bureau. 
Gordon  E.  l./iwer. 
York  Water  Co. 


U.  S.  Weather  Bureau. 
Citv  Water  Uept. 
Civil  Aeronautics  Autho;ity 
Butler  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
Geo.  R.  MuU'.erick. 
Potter  Enterprise. 
Miss  N.  Dixie  Winemau. 
Penna.  Turnpike  Coram. 
Donora  Zinc  Works. 
John  L.  McGough. 
Sharon  Steel  Corporation 
U  .'^.  Engineers. 
William  K.  Fuller 

Westmoreland  Water  Co. 
Clvmer  Water  Sernce  Co. 

Pa.  Dept.  Forests  &  \\  aters. 
Jolin^townTribune  Pub. Co 

Spring  Water  Co. 

Citv  of  Meadville. 

Perrv  P.  Campbell. 

Newcastle  Water  Co. 

r.  S.  Weather  Bureau 

IT.  S.  Engineers. 

West  Penn  I'owerCo. 

D.  L.  Grove. 

Ala^n  E.  Yoder. 

v.  S.  Engineers. 

V    S.  Weather  Bureau 

William  W   Marsteller. 

Ciirnegie-Illiuois  Steel  Corp 

Merrell  L.  Jordan 

Mfr's  Light  i  Heat  Co. 


Albion  High  School 
r.  S.  Weather  Bureau. 


[See  page  96  for  explanation  of  reference  marks.] 
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Daily  Precipitation  for  December  1947 


jg» L_;-H.  ■ 


(bounties 


Day  of  inontb 


10     1 1  I  12  I  IS 


ATLANTIC 

1)K.\1NAC3K 
IMiwwc  llnxin 

L'Pl'KK  Dki.awakk 
Diugnmns  Kerry-.  0.6 E 

l?uuiiuiiik"-  

Hawloy-'.O.oK 

HoUisterville'-' 

Lakevillc-,  IN 

MRtftmoras2 

Mil.au ille^  

Mount  Pocouo',2N. 

recks  i'ond- — 

Hli-a-iiiit  Mount'. 5,  i  \v 

titroud-  burg.  2  K.' 

Tanuei'S  Falls'.  *.  1  SE. 
Wind  liapi.  ■■.3SW..   . 

Lkiiiuji 
Allunlo«nApt' ,•'.».  INE 

AUeu'.own- 

Betalelieni ' 

Blakeslee  Comers'.  =.. 

Gouldsboro- 

Lan.sford'-^ 

New  Tripoli 

Palmeiton',''  

Zionsvllle,  1  S\V 

SCHI  VI.KII.I, 

Consliohocken- 

Pi-ederieksvlUe-,  I  S.  . 

Geiijertdwn- 

Gratersford'  

Phoenixville-,  1.-5SE. 

Port  Clinton >! 

Potlstown-,  0..iS 

Pottsville''' , 

Ki'ading'.  ■'< 

Strau.-stown  '■' 

Virgiu\ille'^ 

VVenit-r.ville 

[.o'.vi-:;:  Di-.i. awake 

Ooatesville-  

Doylestowu, 

Gvorge  Scliool''  

Maple  Glen? 

Marcu-  Hook^ 

Philadelphia 

■Soiithwest  Airport,  ' . 

City  Office',  s 

Shiiwmout 

Quiikertown,  0.5  !C 

VVL•;tChe^to^ 

West  Grove-,  1.5  SE 

S  'S(fiehnii.im  Hrmii 

Che.munh 
Austiuburg'.  5,  2  W . .. 

Covington  i 

l.awreiiteville.   ..... 

Noin'H  lir.A.NCH 

Herwick 

Canton-,  1  N\S' 

Danville'- 

Freeland'-.  

Hop  B'-tioni-.  2  8 , 

i>iiilviile'.  ■'  

Mnt.ioeton-,  2S 

Montrosi'-,  3  E 

Orwell'.  .3  N 

Park  Place'.  1  NW 

Pikes  Creek.  1.5 

Kush^  .    

Scranton',  6 

Susquehanna- 

Towauda.  IE 

Tuukhannock- 

Wilke^-Carre',  3  N  .... 

Wkst  Bhant-h 

Bellefonte^ 

Carrollto\vn'2   

C!>rter  Camp-    . . 

Cedar  P.tin^ 

Clearfield- 

C-  ;!lpoit.2 

CurwensvilleApt'  6N\V 

Driftwood',-' 

Dushore'''.  ^     

Kngles  Mere-       

Emporium-,  IE 

Kngliph-Center'.  ■\  ., 
Cialeton , . , 


I'ike 

Wayne 

Wayne 

Wayne 

Wayne 

Pike 

Wayne 

Monroe 

I'ike 

Wayne 

Monroe  

Wayne.  , 

N'rlhampton;...'! 

Luliigh ' 

Lehigh { 

N'rthainpton 

Monroe 

Wayne 

Carbon 

Lehigh 

Carbon. ...... 

Lehigh 


T. 


Montgomery 

Berk-i 

Berks        

Montgomery 

Che.^ter 

Schuylkill... 
Montgomery 
Scliuylkill ... 

Berks  

Berk.< 

Berks 

Berks 


Chester 

Bucks 

Biick>  

Montgomery. i 
Delaware 


Philadelphia ' 
I'hiladelphia 
Philadelphia 
Buck^   ....... 

Chester 

Chester 


Tioga . 
Tioga. 
Tioga. 


Columbia 

Bradford 

Mouiour 

Luzerne  

Su-nuehanna 
Columbia.. . . 

Bradioiil 

Siiscjuehauna 

Bradford 

Schuylkill . .. 

Luz(-rne 

Susiiueiianua 
Lackawanna 
Sus'iuciuinnai 
Bradford  ....I 
Wyoming..  .  .| 
Luzerne. . . 


.03 


I 


Centre 

Camtnia 

Potier 

LycoDMiig... 
(Clearfield  .  . 
Clearfiolri  .. 
Cl.'artield... 

Cameron 

Sullivan 

Sullivan 

Cameron 

Lycoming 

Potter 


T. 


.02 


.06 


.01 


.05 


.06! 

.'•is; 

.291 
.  IHJ 
.121 


.00 


T. 


.15 


.06 


T. 


.02 


.2^ 
.06   T. 

.15 


.07    .22 

.IHi   .12 
.11    .06 

.IH    .38 

.Sli. 


.09 
32 
.14 
.28 
.28 
.13 


.23 
22 
.19 
.22  ... 
.22     02 

.17  ... 
.  09  . . . 
.  12  . . 
.18  ... 
.  IC)  ... 
,  2:-ii  T. 


T    i  T. 


.25 
.18 

,  0H\  .  04 


.11 


.  r 

.14 

.27 
.27 


.24 
.30 
T. 


.29 


■  V2:  .02 
T.  i  .  11 
.22! 


09i 
T.  I 


.Oil 
.21 
T.  ! 
T. 

.141 

.07! 

.'os. 

T. 

.17: 

T.  i 
.14! 


.06 


.01!     64 
..-!   .35 

;  .16 

50 
45 


.in 

.25, 

.13|  .10 

♦  ..S2 

T.  .26 

...  .31 

.10  .08 

.21  T. 


T. 


.02 


.04 


.25 


.01!  .02 

:..{'.o 
. .  I... 

...j  T. 


16     17      18     19 


20     21     22 


23     24     25     26 


27  1  28     29 


.86  .... 

.74    , 

.  46 

.41    T. 
.151 

.■in 

..s« 

.«s 

1.  II 


.43 

1.25 

.25 

.62 


21 
.78 
23 
27 


T. 


.8) 
,72 
.JO    .39 


T.  i 


T      ... 
T.  i   .. 

T.  i  T. 

T.     T. 

T.  ;  f. 


T.  I 
02|   .02! 


T. 


.39 


.07 


.10 


.89 


.94 

.90 
.82 

1.12 
.81 
.62 

1  22 
.64 
.10 
,50 
.57 
.48 


..57  .22 
.63  .24 
T.    1.00.... 


T. 


.07|   .90 
1.10 


.2) 


.20 


.40 
.52 
.75 

.80 
.56 

.45! 
.091 
.581 
.151 
.48 
.44 
.22 
.60 


.85 

.20 

.23 

.20 

.15! 

.39 

.22 

T. 

.15 


15    .21 


.03    .08 


,05 


.02 


T. 


T.    ... 
....   T. 


T. 


T. 


201    , 
T      .C 
.  12  T, 
T.  i   .15 
.10   T 


T.  I 
.  -  1. 
.02j. 


.07...  . 
T.  !  .14 


.54 
.41 
.66 
.34 
.51 
1. 5.( 
.41 
.02 
.51 
.08 
.96 


30 


.01    T. 

.06    . 


.26 


T. 

't. 

02    .. 

.4S.... 


.20 
.76 
.76 
.36 
.19 

.47 

.50 

..SO 


T. 


.03 


.09 


.09 
T. 


.03 


.03 


T. 


.06  .05 
.14  .05 
.01    T 


.01 


2.78 

2.09 
2.04 
1.61 
1.72 
3.63 
1.69 
2.76 
2.63 
1.98 
$2.87 
1.83 
1.79 


1.79 
1.79 
2.02 
1.79 
% 
1.93 
1.97 
1.46 
52.  34 


1.89 
1.77 
1.37 
2.  36 
2  39 
1.59 
1.99 
1  63 
1.28 
1.64 
1.  ,'.2 
1.37 


1.58 
2.17 
■-'.  36 
1  81 
2.01 

is;) 
1.89 
2.04 
2.09 
1.90 
2.20 


0.87 
0.88 
1.12 


l.lf) 
1.29 
1.36 
2  53 
!.40 
0.93 
1.12 
2. 21 
0.91 
1.40 
1.24 
1.15 
1  .22 
1.33 
0.98 
Jl.37 
0.93 


(1.70 
1.74 
1.50 
1  41 
1.77 
1.41 
1.95 
1.12 
1.19 
1.46 
1.24 
1.20 
$1   19 


Continued  on  page  92 
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CLLMATOiXyJlCAL   DATA;    PENNSYLVANIA  SECTION 


Dkcember  1947 


Daily  Precipitation  for  December  ie47-Continued  from  page  91. 

Counties 

1 

Day  of  month 

31 

'2 

Stations 

1       1 
1  I     2  ]    3 

4       5       6  { 

7 

8 

9     10  1  11 

12 

13 

14 

15     16 

1 
17  1 

18 

19 

1 
20 1 21 

23 

-23 

24 

25     26 

27 

28 

29 

3(! 

S 

H 

West  Bkanch 
(continued) 
Karthaus''^ [ 

.02 
.09 

.24 
.07 
.'24 
.15 
.15 
.14 
.'28 

.24 
.07 

;o2 

.16 

T. 

.06 

1 

.'is 
.21 

.21 
T. 

.'27 

.17 

.20 
.17 

'.'ie 
.01 

'.'•24 

'.'23 

1 

.39 
.31 
13 
.13 
.27 
.06 
.33 

.16 
.'21 
25 
.25 
.26 

.41 

.06 
.27 

.0.=! 

.30 
.22 
.44 
.30 
.'28 
.19 
.46 
.20 

.25 

.30 

.10 

.22 

T 
T. 
T. 
1 

"iii 

.08 

.'06 
T. 

.02 
.fr2 
,03 

.01 

1 

I 

'.'•ii 

.63 

'.'38 

.67 

.51 
.04 
.04 

.70 
.07 
.56 

T. 

1 

1 

.04 
.01 

.03 
•1". 
T. 
.01 

T. 

T. 

• 

.01 

.03 
T. 
.02 
T. 

T 

* 

.04 
.06 

T. 
T 

T. 

'.'65 
.01 
T. 
T 
.20 

T. 

* 

.02 
T. 

.115 

.04 

.02 
.10 

.05 
.19 

'.'i4 
T. 

1.63 

Clinton 

Elk 

■5L09 

Lock  Haven2 — 

T. 
T. 
T. 
T. 

't.' 

T. 

1.24 

Philipsburg',  ^7E.... 

Centre 

T. 

T. 

.01 

T. 

.CCi 

'.'oi 
r 

.06 
.06 

.07 

'.'io 

.03 
.04 
.04 
.05 

.04 
.02 

.01 

T. 
T 

.01 
T. 

.01 

T. 

T. 

1.04 
1.34 

Renovo- ■_ 

Centre 

Clinton 

tV 

T. 

.07 

T. 

t. 

..     T. 

21  .... 

1.14 

State  College'," 

Tamarack-,  2  S 

T. 

T. 

l.M 

Trout  Run  . 

Tyrone  '.•''i  4  ME 

.03 

'i'V 

...  1 

.20 
.14 
.07 
.06 
.01 

.12 
T. 

T. 

.08 

!6i 

.03 
.04 

ios 

.04 
.09 
.04 
.01 
T. 
07 

■f.' 
T. 

.06 

.04 

.04 

T. 

T. 

T. 

T.' 
.15 

.04 
'.'64 

T. 
.04 

^02 
T. 

.09 
.07 

T. 
T. 

31 
'.■46 

.'22 
.59 
.10 
.46 
.57 

.62 

.'43 

T. 

.39 

.38 

.'28 

.29 

.'29 

.02 

.16 

.16 

• 
.04 
.06 
.11 

« 

.08 
.04 

• 

.01 
T. 

.06 
.16 

.02 

\b 

.02 

.06 

.02 

.03 

T 

T. 

.08 
.01 
.    1 

T. 
1 

j- 

.10 

T 

.01 

T. 

f.' 

T.' 
.01 

T. 

1.41 

Tioga .. 

Lycoming....  — 

f.' 

T. 
T. 

T. 

"l'.' 

•r 

. . . 

T. 

.06 

T. 

. 

T, 

.03 

.01 

.06 

.08 

■r.  .  .. 

....    T. 
.06 

l.Oi 

Williamsport  Apt.'-4E 

1. 17 
1.21 

VVilliamsport^.  •)  SE.  . . 

jLMAT.i 

Altoona.  4.f,W.... 

Breeze  wood  1, 0.n  E 

BuffaloMills2,.     ..^... 
BurntCabinsl.2NE... 
East  Waterford'i,  3  js. . . 

Everett'^.  0.5  S\V 

Huntingdon''! 

Lycoming   .. 
Blair 

'f.' 
T. 

T. 

T. 

■r'.' 
■r'.' 

.08 
.27 

.30 
T. 

!34 

.01 

".62 

T. 

T 

$1  19 
L54 

Bedford 

0.61 
0.80 

Fulton, 

T. 

■r'. 

T. 
T. 

•••• 

f. 

T. 

;;:; 

i"'. 

.01 
T. 

.if2 

.02 
T. 

01 

...; 

.05 

.11 

T. 

.01 

.05 

T 

.04 

1.41 

Juniata 

T. 

1.  14 
0.79 

.06 
.07 
.03 
.05 
.08 
.10 

0.98 

Mifflin 

Huntingdon  . 

Blair. 

Huntingdon. 

.04 

T. 

•••'• 

■r'. 

0.83 

Lewistown'^,  I  W 

Mapleton  Depot^ 

't. 

T. 

0.67 
1.01 

Martin.sburg',8. 
Wc('onnellstown2.4NW 
NelVs  Mills',*,  3.5  NE.. 
New  Bloomiield 

«« 

.27 

.11 

.io 

I. '26 

Perry 

Perry 

T. 
T 

.02 
T. 

".n 

.18 
.10 
T. 

.03 
.08 
.12 
.08 

.'20 

■.'63 

'.'i7 
.17 
T. 
.18 
.O.S 

/20 

.'20 

.08 

'.'62 

.15 
.06 
.17 

.10 

.38 
','i9 

.41 

T. 

.01 

.02 

.30 
.'0-2 

.16 

r. 

r 

1.06 

Newport- 

Saxton^,!  u .. 

Shade  Gap',  5. 0.5 SW.. 

LWH  SUSCJUEUAJJNA 

Arendtsville2 

'.'ii 

T. 
T. 

W 

Huntingdon . 

.13 

0.69 

T. 

'64 

.03 

.03 

T. 

.05 

.08 
.04 
.01 
.04 
T. 
T. 

.03 
T. 
.03 
,M 
.14 
T. 
■,•,.• 
.03 

.13 

.02 
.02 

".04 

.10 

.08 

.05 

T. 

T. 

.03 

.01 

.03 
T.' 

•rV 
.01 
.01 

T. 

.01 

T.' 

•  04 

.03 

.06 
T. 

.07 
T. 

.09 

T.' 

.08 

.01 

.16 

.15 

0.97 

Snyder 

Cumberland 
Cumberland 
Lancaster — 

Dauphin 

Lant'aster.. . . 
York 

Bloserville,  1.5  N 

Carlisle 

.11 
.06 
.'20 
.03 
.19 
.11 
.21 
.24 
.16 
.10 
.11 
.22 

.'12 
.'28 
.12 
.10 
.31 
.01 
.20 
•21 
.03 
.26 
.05 
.30 
.14 
.24 
.19 
.22 

.03 

.17 

T. 

.'26 

.20 

.25 

.19 

T. 
.04 
T. 

.13 

.06 

.16 

.14 

.08 

.05 

.12 

.17 

.'20 

T. 

.08 

.12 

>2fi 
.16 

■  ■» 
T. 
.03 
18 
.09 
.07 
.06 
.09 
.01 
T. 
.27 
.12 

".'\2 

.35 
.44 
.49 
.43 
.44 
.03 
.62 
.41 
.49 
.01 
.62 
.45 
.11 
.48 
.43 
.07 
.07 
.23 
T. 
.60 
.58 
.55 
.30 
.40 
.67 
.45 
.60 
.55 
44 

.... 

T. 

.08 
.11 
T. 
11 

T. 

.17 
.18 
.24 
.19 

37 

T. 

T. 

T. 

0.98 

0.99 

1.2^ 

Dauphiu''',3N 

T. 

T 

T. 

O.oO 

.09 
.15 

.02 

.60 

.'34 
'.'70 

.'si 

.3: 

• 
.30 

• 

1.47 

Ephrata.. 

pit.(t   Rook'.** 

••• 

.... 

.... 

.... 



.05 

.21 

.12 

T. 

.10 

't'.' 
10 
.12 
.11 
.07 
.07 

.06 

'.'is 
.02 

... 

.18 
.28 
.23 
.•2" 
.19 
.27 
.14 
.40 
.20 
.'21 
.07 
.16 
• 

13 

'T'. 

.06 
T 

.02 

1.'25 

Schuylkill  ... 

Dauphin 

York 

1.63 

Clrantvme,2  8W 

f 

T. 
T. 

•r'.' 

.03 

'.'i- 

T. 

.03 
07 

.10 
.15 

1  32 
1.13 

HarrisburgApt',",3.jS 

Dauphin.  ... 

T. 
T. 

■r. 

. .. . 

T. 

T. 

1.15 

Lancaster  — 
Cumberland. 
Lancaster..  . . 
Lancaster,. . . 

Lebanon 

Dauphin 

1  27 

^ 

0  99 

Kirl:^voodl,^  1  SW 

W 

'.'io 

't'.' 

1.24 

1.34 

Lebanon- . . ..  ■  ■ .  ■  •  ■  ■  ■  ■  • 
Middletown'.l.SW.... 
Millersburgl,  \  2  E  .   . . 

Milroy^  ,      ^„  • 

Newbiirg'.3.5NW.  ... 

... 

.... 

0.90 

Dauphin 

Mifflin 

Cumberland . 

York 

Schuylkill... 
Snyder 

1  04 

.... 

• 

T. 

■r'.' 

T. 

.'20 

'f. 
.05 
T. 

T. 

'!". 

0.88 
0.72 

... 

.07 
.03 
.02 

'.'62 
T. 
.07 

.06 
.09 

.02 
.02 
T. 

.09 

.30 
.25 
.14 
T. 
.11 
.14 
.20 
* 

.26 
.'24 

.07 

.16 

.IB 

T. 

T. 

.03 

.10 

.'64 

T. 

.20 

T 

.'20 

.50 

f. 

.07 
T. 

51  40 

rine  Grove''',  1-5  NE  . . . 

1.44 

1.11 

Shaniokiu'-i 

Sbippensburg 

Suubury'-  

Walloville               

N'umberland 
Cumberland. 
N'umberland 

York 

Dauphin 

York 

•■•• 

.12 

■.04 

i' 

'."67 

T.' 

•••'• 

1.02 

;6i 
■r'.' 

T.' 

.11 

.09 

.'67 
.11 

.06 

T. 

T 

1.07 
1.56 

1.06 

W'illiainstowu^ 

Jl  24 

.... 

.... 

.... 

1.4S 

York 

Franklin..  .. 

Adams 

Bedford 

1.-26 

Potomac  lUvdn 
Chanibersburg*^.  1  SW. 
Gettysburg 

Mattift    "^  SW 

.36 

T. 

.06 

.12 
.41 
.2£ 
.39 
.25 
.40 

.... 

0.95 

•■•■ 

.... 

1.03 
■50.68 

Bedford 

.06 
T. 
.04 
.21 

.... 

.... 

0.8« 

McConnellsburg2 

Fulton 

.... 

0.45 

— 

. ... 

T. 

.05 

0.76 

South  .Mt.  San't'm2  ... 
GULF   DRAINAGE 
Ohio  Kimv 
Allegheny 

AcmetoniaS 

Allen-;  Mills'.  5 

Blair-ville'.  6NE 

Boswell'^6  NW 

Bradford,  4  VV 

Brook  ville',  1.6  SW.  ... 

Buck.-town'.  5 

Clarion'-i,  3  sW 

Franklhi 

.03 

.38 

T. 

.02 

T. 

0  9S 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

tV 

T. 

T. 

'.'65 
.02 

.03 
.02 

'23 
.05 

.36 
.21 
.02 
.43 
.21 
.19 
.30 
1  .74 
1   .46 

jT 
.3E 

i  •!£ 
.!( 

1  .  K 

.07 
.04 
.39 
.10 
.06 
.09 
.30 
.10 
.16 

".■ii 

.05 
.01 

>     .10 

!   .11 

\    .22 
)   .3C 

I    .11 

.40 
.29 

'.'20 
.25 
.'20 

■.'28 
.08 

.'is 

.25 

.4C 

.04 

T. 

T. 

T 

.4-. 

.  V 

T. 

.10 
.48 
.70 
.11 
.03 
17 
.34 
.06 

.'36 
.'28 
.40 
.37 
.7C 
.45 
.3:; 
.38 
.15 
1  .3< 

T. 
.03 

.02 

.03 
.21 

08 
.05 

'tV 

T. 

.05 

'.'69 
.09 
.03 
.01 

.09 

• 

T.' 
.02 
T. 
T 

.11 

.03 
.09 

.'08 
.03 

.02 
.02 

.03 

T. 

T. 

■f.' 

'.'6i 

.53 
.55 

.63 
.20 

'i'.' 

.10 
.04 
.72 
.60 
.13 
'>6 

:i4 

.02 
T. 

T. 
T. 

't'.' 

't. 

T.' 
T. 

■.02 

.'06 

'.'69 
.02 
T. 

'."69 

.02 
'.'67 

."65 

.08 

.07 

.'22 

.04 

T. 

.09 

.10 

.01 

.03 

T. 
.14 

.05 
.01 
.01 
.05 
T 

.01 
.Oi 
T. 
.14 
.01 
.05 
.02 
.12 
.51 
.OS 

.oi 

T. 

.03 
.05 
T. 
.03 
01 
.09 

f. 
.04 

t 

.'23 
.01 

'.'62 
.14 
.03 
.1'2 
.04 

2.  i4 
•2.25 
2.4S 
2.14 
1.69 
1.61 

(Marlon   1 

.55 
.76 
.IS 

'[64 

• 

•;: 

::: 

1.72 

Corry           

Erie 

.01 
.03 

.13 

.11 

!n8 

'2.71 

Coudersport 

Coudersport,  7.5  E 

Derry 

Potter 

Potter 

W'morcland 
W'moreland 
Cambria. ..  . 

1  73 

T. 
T. 



'  T. 

.0"! 

>   .OS 

T. 

.10 
.02 
.01 

'.'64 
.1; 

T. 

.07 
T. 
.04 
.07 

.OJ 
.0'.; 

.0? 
... 
.Oi 

.0- 

"06 
'."oa 

T. 
T. 

.(Hi 

... 

■V 

.03 

t". 
T. 

.Oi 

T. 

■;63 

.oi 
T. 
.07 
.O'.i 
.05 
T. 
T. 

T. 

.40 
.12 

.■51 
.V 

.'24 
.2C 
.35 

... 


■i"'.' 

,;:: 

|... 

T. 
.01 

T. 

j.... 
ft.' 

.11 

.10 
.08 
.04 
.05 

'.'ifl 

.06 

".m 

■.6i 

.10 
.15 

• 

.07 
.OS 
.02 

OS 
.07 

.OS 

.05 

• 

.09 
.02 
.OS 
.04 
.04 
.01 
.09 

.0! 
T. 

• 

.03 
T. 
T. 

■^oa 
oe 

.... 

T. 

.12 

■r. 
T. 
.15 
.06 
.05 
T. 

1.26 
2.31 

Dunlo'.  5,  0.5  SW 

'■r'.' 

T. 

.05 
.09 

.. 

'."62 

•r. 

$1.84 

Ebensburg''* 

Ford  City^4S 

Franklin^ 

Cambria.  . . . 
Armstrong.. 

.58   .06 
.63  ... . 
.52  .... 
.68;  T. 
.lOi.... 
.36... 

$1.96 
1.37 

■Venango — 

Elk 

Indiana 

Indiana, ... 

.0- 

1    .1" 

.K 

1  ■" 
.1 

1.74 

Glen  Hazels.  1  NE.  ... 
Homo'.-"' 

1.95 
2.00 
1  32 

Johnstown''', 0.5  W.  .. 

Cambria 

I-" 

... 

.66   .05 

.6! 

!  T. 

1.82 

Continued  on  page  93. 


Dkckmbkh  1947 


CLIMAIOLOGICAL  DATA:   PENNSYLVANIA  SECTION 
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Dally  Precipitation  for  December  1947-0()ntlii\i.'d  from  pa^  >u. 


Counties 

Day  of  month 

-a 
1 

Stations 

1 

a 

8 

4 

5 

e 

7 

8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

128 

24 

26 

26 

27 

28 

29 

80 

81 

Al.l.KOHKNY 

(continued) 

Mclveau 

1 
1 

T. 

.la 

.06 
T. 

T. 

.21 

.W 

« 

.09 
.32 
.02 

i' ' 
.06 

T. 

-r. 

.'ii 

* 

.03 
.09 
.  17 
.12 

.21 
.6r 

T. 

'.'05 
.Oi 
.0' 
T. 

.51 
.H 

,51 

.U 
.'2.- 

.2f 
.11 

.l:^ 
.26 
.06 

'.'65 

• 

.H 
.■Hi 
.58 
.52 
.0! 
.Sn 
.10 

.06 

•r. 

.03 

05 
T. 
.06 
.04 
.10 
.07 
.14 
.04 
.11 
.02 
.Ofi 

.09 

.13 
34 
.30 

.•28 
.22 
31 

.06 

.0'.; 
.08 

* 

.Of 

A'a 
09 
.2^ 
.03 
.2i 
.15 
.25 

.11 
.14 

0. 

• 

.07 
.,3(1 
.16 

.'is 

.32 

.10 
.07 
.01 

.89 
.32 

• 

.32 
T. 

.3( 
.02 

1 
T. 

r 

.47 

* 

.36 
T. 
.30 
.47 

.'61 
.33 

* 
T. 

.40 

14 

« 

.04 
.39 
.42 
.36 
.09 
.29 

53 
.3)» 
.31 

41 
.64 
.09 

• 

.39 
.44 

.09 
.01 
.35 
.05 
.07 

• 
.54 
T. 
.41 
.25 
.36 
.32 
.45 
.09 
.5!' 
.28 
.32 
.36 
.64 

32 

.18 

.38 

T. 

.37 

T 

T 

.43 

.•27 

04 
T. 

• 

.01 
.02 
.06 

1 

T. 
02 

T. 

.112 

.'•24 
.112 
1.20 

.()5 
.06 

'm 

.03 

* 

T. 
T. 

T 

T. 

T. 

.02 

.01 

T. 

T. 

T. 
.01 

.01 
.13 

• 

T. 
T. 
T. 
01 
T. 

T. 
T. 

^03 

.'05 
T. 
03 
.0; 

.02 
.03 

.66 

'.'6i 

f.' 

.02 

.03 

« 

'.■|)6 
T 

■r'. 

.m 

T. 
T. 

01 
.03 
.16 

.'01 

T. 
05 
.01 

.O.T 

.02 
.06 

.06 
.03 
T. 
.07 
.04 
.03 
O'i 

T. 

.% 

.'0: 
T 

■r.' 

T 

T, 
.01 

.'62 

T. 
.0: 

.Oi 

.02 

r 

T. 

t'. 

.01 

.04 

''r.' 
t 

T 
T. 

i" 

T. 

.'6f 
■r'.' 

.06 
.04 

i  .. 

'  .'on 
.03 

T. 

'.'6i 

.j. 

.01 

T 

^02 

'.'oi 

.01 

.71 
.66 
.35 
.65 

';('>8 

.'64 
.46 
.42 

.53 

.11 
.30 

.12 
.71 
.77 
.67 
.05 
..53 
.67 
.69 
.64 
.53 

42 
.11 
.21 
.'23 
.70 
.68 
.09 

50 

T. 

.'63 

T. 

T. 

.Oi 
■  '03 

T. 

.Ifi 

T. 

.05 

.02 

T. 
.... 
T.' 

.'62 

■r. 

T.' 

r. 

T. 

T. 

•••• 

.'i9 

.12 

•'r'  ■ 

'63 
.11 

.05 
T. 

.04 
.12 
T. 
.11 

.09 

T. 

.16 

'-r. 
■f.' 

T. 

'j;2 

.'02 
'• 

01 
.49 
.'22 
.09 
T. 

(15 
.05 
.10 

''i' 

.03 

T. 

.06 

.01 
.02 
.12 
.01 
.Ob 
.03 
.03 

".QA 

.02 
.05 
.09 
.04 
.20 
.11 
.01 

13 
.11 
.05 
.IK 
.08 

17 
.04 

T. 

.05 
.02 
.06 
.03 
.11 
.20 
.03 

09 

.02 

.05 
.01 

.01 
.04 
T. 

"m 

T. 
.07 
T. 
.09 
26 
.04 
.01 

.'63 
.03 

T. 
.01 

.16 
09 
01 

.07 

T. 

'.'io 

.19 

.16 

.04 

10 

T. 

T. 

.04 
.04 

•r. 

.10 

.10 

.01 

.  17 

T. 

.01 

.15 

.10 

.02 

'2.56 

Krcgar'.  ^.s  SE 

Lycippu.^l.St. 

W'moreland.l 

W'moreland.i 

Forest 1.,.. 

3.51 
$1,64 
2.23 
2.30 
1.68 
1.78 
1.43 
1.60 
1  64 
1.65 
1.58 
1  32 

Meadvllle^.  IS 

Mosgrovc- 

Parkers  l.unding-.  .... 
Pitl>l)urKliClyOf','.  .. 

Port  Allegany  2 

PunxMitawuoy''! 

PutueyviUe'-.  i.SSK... 

Ridgwiiy- 

Saltsburg- 

Seward- 

Shettield'.''.  6W 

Smethporti.-\  ISW... 

Strongsto wn ' ,  ■'* 

Tione>ta-.  1.5  SE 

Titiiv\'iilp   ■' S 

Crawford. .     1.0- 

.04 

T    1    111 

Armstrong... 
Armstrong... 
Allegheny   .. 

McKeii  u 

JelVursou 

Arni.vtrong... 

Elk 

Indiana 

ioi 

.'6i 

. . . . 

r 

t'. 

r. 

tv 

T. 

1''. 

'.■()5 
T. 

"n 

« 

.01 

T. 

.08 
.02 
.10 
.09 
.02 
.06 
.06 
.02 
12 
.  12 
.14 
.04 

T. 

T. 

t. 
.06 

•,•,.■• 

.06 
T. 

.i2 

.12 

■■'r " 

.05 
.01 

.'ii 

09 

-r'.' 
•1'. 

'  .02 

.03 

(15 
T. 

.OS 
.04 

.01 
T. 

'.'08 
.(•2 

T. 

W'morelaud. 

Warrcu 

McKeau 

.'(ii 

T. 

. ... 

i" 

'.'64 

"62 
.03 

•r. 

.07 

'67 
.07 
.03 

■rV 

.05 

t. 

•2.18 
2.74 
'2.21 
1  96 

Forest 

Crawford 

Erie 

W'moreland. 

Warren 

Warren 

Somerset 

Fayette 

T. 

■63 
.03 

T. 

.'w 

.05 
.17 

T. 
16 

2.00 
2.61 

•2.  15 

1.40 

Warren^ 

VouDffsvillG^.  ^ 

.'63 
■r 

T. 

.03 

T.' 

T 

.79 

■45 

.54 
.16 

.48 
38 
.01 
.51 
.■26 
.'29 
S9 

.09 

T. 

T. 

.02 

1,92 
2.66 

MoNONt:  \HELA 

Coiiiluence-,  1.5  N\V.. 
Pnnnpllsvillo- 

1.59 

.... 

'i'.' 

1  28 

Donorai. ..     

1   14 

Greene 

W'morelaud, 
W'moreland. 
Somerset 

••••' 

1.32 

Greensburg.  2  S 

.'22 
.01 

.08 

.04 

.11 
.U 
.02 
.02 

.03 
.03 

".M 
.12 
.01 
.01 
.'22 

.19 
.33 

"• 
.24 

'.'ig 

.16 
.16 

T. 

12 

* 

.39 

.'35 
.31 
.... 

.22 

T 

.02 

.18 
.10 

.01 
r 

■f.' 

.... 

■r 
.01 

1.50 
1  40 

1    12 

Murry.-ville//'.-'> 

Pittsburgh  Arpt.  i,*... 
Rices  Landing'^..  . .  — 

Somerset 

Springs^.  1  SW  

W'moreland. 
Allegheuy . .. 
Greene. 

.03 
.01 

'.'6s 

.10 
.05 

T. 

.01 

.02 
.01 
02 

•r. 

T. 
T. 

.03 

.01 

.04 

.02 

T 

.05 

.01 

■r'. 

■r'. 

.50 
.52 

.05 
.03 

^7 

1  34 

T. 

T. 

.02 

.10 

.01 

T. 

.08 

.05 

.02 

T. 

T. 

T. 

.OH 

.05 
.02 
.04 
.06 

.15 

.01 

.05 

T. 

T. 

T. 

'.'63 
.01 

T 

T. 

1    19 

1  71 

Somerset 

So)ner,set 

Fayette 

T. 

-r'. 

T. 
T. 

'i'. 

T. 

':o3| 

:'oi 
.01 

.06 
01 
.03 
.01 
.01 

■r 

T 
T 

r 

T. 

T. 
.02 

.10 
.29 
.23 

'.'08 

.'66 
.54 

.38 

.24 
.11 
.17 
.63 

.48 
.55 
68 
.69 
.65 
.04 
.07 
..59 

.32 

.01 
.01 
T. 

T. 

■j.- 

'62 
T 

.0! 

T 

T. 

T. 

.01 
.l.=i 
.16 
.12 
.  23 
.11 
.08 

1  41 

T. 

•r'.' 

T. 

.... 

.... 

... 

T. 

T. 
.01 

f. 

.'62 

'.'65 
02 

1.45 
1  47 

Way  uesburg'^ . . 

B  K.WEI! 

Beaver  Falls- 

Greene 

Beaver 

Butler 



1  54 

I   09 

.... 

0.97 
1   44 

Farrell'^ 

Mercer 

Greenville 

Jauu,stown-.  2  X\V.  ... 
Mercer  A  rpt . ' ,  2 .5  X  E . . 

Newcastle',  1.5  N 

Pennliue.  -,  1  ri 

Ohio 
Claysville:! 

Jfereer 

Mercer 

Mercer 

Lawrence 

Crawford     . 

Washington  . 
Allegheny  ... 

r. 

'."6i 

T. 

t" 

.02 
T. 
.10 
.04 


.n 

.17 
.02 
.07 
.33 

.03 

.01 

.0(i 
.22 
.06i 

T. 
T. 

.03 

T. 

.02 

.01 

1' 

T. 

'.'oi 

T. 

•r. 

■f.' 

•••• 

T. 
T. 

■r'.' 

T. 

t. 
T. 

.08 

.61 
.'62 

: 

2  00 
l.hl 
1  94 
1.61 
'.>.  IS 

1.47 

Coraopolis^,  IE 

::::  ;;;:i 

Midland^! 

Washington',' 

Beaver 

Washington 

Erie 

"m 

.03 

.03 

■.'63 

.02: 
.39, 
.0* 

i 

.0,51  .04 
.14   .09 

.03  .06 
.62!  T. 
.301    -05 

.•23 

■.'2i 

.12 

.39 

.18 

.63 

.06 
.06 

T. 
.01 

'i'V 

T. 

".'cn 
.01 

.01 
03 

T.     .. 

T. 
.02 

".6\ 

.67 
.02 

.01 
1'. 

.01 

T. 

.06 
.10 

f.- 

... 

.02 
.12 

'.'6i 

T. 

T. 

.02 
.07 

.01 
T. 
03 

.11 
.03 

.01 
03 

T. 

'.'62 
.01 

T. 

.01 

.'oi 

■V. 

.06 

1.3J 
1.60 

LAKE    I>RAINAGE 
Albinn"..   . . 

.01 
.03 
.08 

.02 
T. 

L6fi 
2,30 
1   -57 

Eriei.i 

Erie 

Potter 

!04   ;03'.'65 
.05 

.23   .20 
.48     1'^ 

1 

1 

1 

[See  page  96  for  explanation  of  reference  marks.] 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 


December  1947 


Daily  Temperature 

B  for  December  1947 

stations 

1 

2 

b!.! 
1 

6       6       7 

8 

9 

10 

U 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

•24 

26 

26 

27 

28 

29 

30 

81 

Mear 

Albion/ 

(  Maximum.. 
\  Minimum.. 

38 

45 

43     40 

43 

45     45 

41 

32 

81 

82 

30 

28 

35 

44 

44 

38 

28 

•29 

38 

83 

33 

32 

m 

86 

35 

31 

33 

35 

38 

36 

36.8 

H 

18 

18      30 

32 

31     31 

35 

25 

18 

26 

22 

21 

18 

2i 

28 

17 

17 

17 

7 

18 

19 

23 

6 

21 

21 

20 

19 

22 

15 

28 

21.2 

Allcntown  Arpt.',''-4Ni 

:  /  Miiximuro.. 

3^ 

51 

,=)7|     50 

38 

42!     42 

50 

88 

36 

34 

37 

33 

35 

42 

52 

33 

44 

35 

34 

39 

42 

33 

30 

32 

29 

81 

33 

28 

30 

36 

38.3 

V  Miiiiinuni.. 

1.5 

20 

271     30 

29;     361     33 

36 

27 

20 

19 

17 

18 

14 

15 

29 

•23 

22 

19 

12 

19 

23 

26 

16 

« 

17 

25 

23 

16 

13 

26 

21.7 

AUftntown/ 

1  Maximum.. 
\  .MinimuiT).. 

4(! 

53 

59!     44 

44 

42|     45 

52 

44 

37 

36 

39 

3D 

36 

55 

45 

38 

38 

3f 

34 

40 

42 

35 

34 

32 

82 

87 

38 

31 

31 

38 

40.1 

17 

20 

27 

29 

29 

29 

35 

35 

31 

22 

23 

21 

20 

17 

17 

19 

24 

25 

22 

16 

17 

23 

24 

•20 

13 

12 

21 

27 

■20 

14 

17 

22.1 

A]toona4.5\V 

.  (  MaximiHi).. 

\  Miiiiiruiiii.. 

43 

49 

60 

61 

45 

40 

3t 

54 

34 

28 

30 

32 

30 

39 

33 

37 

34 

47 

33 

31 

39 

84 

86 

34 

33 

32 

.33 

31 

30 

82 

40 

37.5 

13 

25 

36 

33 

28 

33 

3'i 

34 

22 

14 

24 

25 

17 

19 

18 

27 

16 

27 

23 

9 

■2ii 

15 

22 

15 

10 

19 

23 

•20 

16 

10 

27 

21.7 

Arendtsville/  • 

)  .viHXimmi).. 

43 

56 

CO 

46 

45 

42 

42 

67 

36 

33 

34 

39 

35 

37 

41 

42 

39 

47 

31 

34 

40 
15 

39 

40 

37 

33 

35 

38 

35 

37 

34 

43 

40.  3 

\  Minifiiwii.  . 

14 

18 

23 

H2 

3) 

31 

2^ 

33 

27 

17 

20 

21 

17 

19 

15 

20 

22 

26 

23 

12 

18 

21 

21 

12 

18 

■22 

23 

19 

13 

15 

'20.  8 

Beavertown/ 

.  '  >.!;»  viniiini.. 

3H 

48 

62 

44 

43 

41 

42 

53 

5:< 

37 

39 

U 

Sb 

SS 

S8 

40 

41 

41 

35 

32 

39 

38 

37 

36 

34 

34 

35 

35 

35 

32 

36 

539  8 

1  Miniii>';m.. 

13 

13 

20 

2.". 

27 

24 

32 

35 

17 

17 

12 

10 

U 

11 

15 

11 

20 

20 

18 

11 

35 

13 

19 

13 

9 

It 

19 

32 

19 

6 

10 

$18.0 

Bervick 

.  /  Maximum.. 
\  Minimum.. 

37 

47 

.58!     51 

37 

41 

42 

52 

42 

34 

34 

38 

33 

35 

41' 

50 

36 

42 

34 

31 

39 

39 

36 

84 

35 

31 

85 

33 

29 

27 

33 

38.2 

H 

16 

27 

3t 

2- 

34 

33 

36 

29 

20 

25 

23 

16 

15 

Ifi 

32 

21 

28 

19 

10 

17 

20 

29 

12 

9 

19 

24 

•27 

IS 

8 

23 

2-2.0 

Bethlehem ' 

.  1  Maximvmi.. 
\  Minimum.. 

40 

53 

60 

44 

39 

42 

42 

.50 

37 

40 

36 

38 

34 

■A' 

35 

53 

31 

43 

35 

35 

39 

42 

34 

32 

33 

28 

35 

,3.! 

•29 

33 

39 

38.7 

20 

30 

36 

32 

30 

38 

36 

37 

28 

26 

28 

26 

24 

•20 

22 

30 

25 

24 

•20 

16 

23 

30 

27 

•20 

15 

20 

28 

23 

•20 

16 

•29 

25.  6 

Blairsville'-e  NE 

J  Maximum.. 
1  Mini  "num.. 

38 

48 

55 

44 

52 

33 

50 

62 

25 

80 

26 

26 

24 

37 

4! 

42 

33 

84 

26 

42 

33 

35 

32 

31 

36 

28 

26 

27 

24 

50 

46 

3-;  3 

12 

3! 

41 

29 

31 

29 

26 

24 

1! 

15 

•22 

17 

16 

16 

27 

18 

14 

■a 

17 

15 

26 

18 

22 

15 

18 

2-2 

21 

14 

10 

17 

42 

21  6 

Bra(lfcr(l-4  W 

.  1  Maxiiriutii.. 
\  .Minimum.. 

38 

36 

45 

41 

37 

35 

37 

50 

33 

25 

29 

29 

28 

36 

40 

41 

29 

29 

28 

38 

35 

3:* 

33 

32 

36 

33 

■29 

m 

25 

29 

36 

34.0 

4 

12 

31 

25 

24 

27 

29 

32 

21 

9 

18 

22 

20 

8 

13 

•25 

17 

17 

9 

0 

19 

18 

21 

1 

0 

18 

24 

19 

15 

-  6 

•2>^ 

16  6 

Brookville' 

.  (  Maximum.. 

35 

46 

55 

40 

46 

37 

46 

53 

28 

29 

31 

27 

26 

33 

41 

44 

34 

36 

32 

40 

36 

35 

31 

32 

39 

32 

30 

29 

30 

37 

44 

36  7 

1  Minimum., 

3 

1-' 

40 

30 

3" 

32 

29 

28 

23 

14 

26 

22 

21 

16 

12 

22 

16 

20 

14 

7 

•28 

16 

23 

9 

8 

22 

26 

18 

10 

7 

34 

19.9 

Burnt  Cabins'-2NE... 

.  /  Maximum.. 
\  Minimum.. 

42 

52 

59 

50 

44 

39 

39 

58 

34 

28 

32 

36 

32 

38 

32 

36 

35 

45 

32 

36 

37 

.39 

38 

32 

33 

34 

34 

32 

34 

35 

49 

38.6 

9 

14 

2M 

31 

» 

34 

27 

31 

17 

12 

18 

14 

10 

18 

13 

24 

17 

26 

12 

6 

16 

9 

26 

10 

4 

21 

28 

22 

18 

12 

25 

18.8 

Butler 

.  (  Maximum.. 

35 

50 

57 

42 

57 

47 

55 

55 

37 

29 

32 

33 

27 

38 

39 

46 

32 

38 

34 

87 

40 

40 

38 

37 

40 

40 

30 

32 

32 

39 

47 

39.8 

\  Nhnimum.. 

12 

21 

40 

36 

33 

34 

32 

32 

20 

20 

27 

26 

16 

16 

26 

32 

17 

27 

25 

11 

22 

15 

30 

13 

9 

21 

•26 

17 

15 

9 

37 

23.1 

Cantou/l  NW 

.  /  .Maximum.. 

37 

41 

57 

36 

26 

34 

40 

49 

32 

26 

30 

30 

30 

32 

42 

39 

35 

35 

29 

33 

34 

37 

31 

28 

31 

26 

31 

25 

24 

■26 

40 

33.7 

\  Minimum.. 

ft 

15 

29 

26 

20 

23 

26 

29 

22 

20 

20 

21 

11 

14 

16 

26 

•20 

19 

11 

7 

u 

19 

20 

12 

7 

1^ 

18 

23 

13 

5 

5 

17  1 

Carlisle 

1  Maximum.. 

40 

51 

60 

52 

40 

45 

40 

54 

47 

33 

37 

40 

35 

38 

36 

42 

38 

46 

38 

32 

40 

4-2 

41 

37 

37 

33 

40 

35 

37 

42 

43 

41.0 

\  Minimum.. 

17 

18 

29 

32 

30 

31 

35 

35 

27 

17 

■28 

24 

18 

•20 

15 

30 

•22 

•23 

•23 

13 

17 

19 

28 

20 

10 

18 

24 

•27 

22 

18 

•23 

22.8 

Chamlieriburg'i-l  S\V.  . 

.  (  Miiximum.. 
\  Miuiminii.. 

39 

,13 

5x 

51 

46 

45 

40 

56 

38 

36 

34 

38 

.34 

37 

31 

4,1 

35 

45 

32 

31 

41 

40 

39 

38 

36 

33 

37 

35 

36 

35 

50 

40.2 

13 

16 

2S 

33 

.■<2 

36 

28 

37 

26 

16 

2f 

22 

17 

19 

16 

30 

•22 

25 

Xi 

12 

2'' 

15 

27 

19 

11 

21 

30 

26 

20 

14 

•27 

•22.8 

Clarion<;-3  SW 

(  Mnximam.. 
V  Minimui:!.. 

39 

47 

55 

53 

49 

40 

40 

54 

33 

30 

35 

30 

28 

36 

40 

4t 

33 

37 

32 

42 

35 

36 

3:< 

36 

40 

32 

32 

31 

3^2 

38 

44 

38.3 

3 

12 

30 

30 

29 

31 

27 

30 

22 

13 

24 

21 

19 

12 

12. 

•23 

13 

22 

18 

5 

■20 

13 

25 

6 

6 

l«i 

24 

20 

4 

31 

18.5 

Clpysville 

(  Mrtximiini.. 
\  Miniiinmi.. 

44 

5.=. 

.■^8 

51 

54 

41 

46 

55 

32 

33 

32 

33 

28 

40 

42 

46 

36 

39 

32 

43 

.36 

39 

34 

35 

39 

29 

.33 

3i 

33 

.52 

50 

40  4 

12 

21 

3r, 

:<3 

35 

34 

26 

31 

18 

li 

26 

18 

13 

18 

21 

21 

16 

27 

19 

11 

26 

14 

28 

14 

7 

17 

26 

23 

4 

14 

41 

21.4 

Coalport/ 

.  (  Maximum.. 
\  Minimum.. 

40 

49 

57 

43 

47 

35 

54 

53 

27 

29 

2« 

31 

29 

37 

42 

34 

37 

35 

.^5 

40 

34 

36 

36 

33 

35 

32 

30 

26 

28 

43 

45 

37.6 

0 

12 

17 

30 

29 

31 

•2<.< 

30 

22 

1(1 

11 

24 

i:; 

17 

11 

12 

16 

17 

19 

.= 

6 

12 

12 

8 

3 

4 

22 

•24 

13 

1 

4 

15.0 

C;oatesville/ 

(  .\lH.ximum.. 

4n 

55 

63 

46 

43 

4S 

47 

55 

39 

40 

35 

39 

3< 

37 

56 

47 

40 

47 

35 

35 

39 

43 

36 

:13 

35 

32 

37 

35 

33 

35 

43 

41  2 

V  .Vlininniti) .. 

l.s 

15 

17 

30 

31 

31 

28 

29 

29 

21 

22 

22 

17 

15 

15 

17 

22 

21 

24 

15 

1'; 

18 

19 

•20 

9 

9 

24 

•23 

14 

10 

14 

19.7 

Columbia 

.  )  Maximum.. 
\  Minimum.. 

41 

5^. 

61 

51 

49 

43 

43 

66 

48 

37 

W 

42 

35 

37 

37 

49 

39 

49 

39 

37 

40 

12 

35 

3f. 

35 

35 

39 

3(5 

36 

33 

4C 

41.7 

17 

2.i 

27 

37 

31 

33 

32 

38 

31 

23 

23 

25 

20 

18 

19 

33 

26 

27 

27 

13 

19 

20 

30 

■22 

12 

23 

30 

25 

28 

13 

21 

'24.  9 

Corry 

.  (  Maximum.. 
\  \!iiii:m;i.' .. 

34 

41 

46 

41 

41 

3'-. 

39 

52 

30 

28 

31 

28 

2- 

38 

40 

41 

30 

35 

•26 

34 

3f-. 

35 

31 

30 

38 

31 

31 

•29 

24 

37 

41 

3J.9 

11 

24 

40 

26 

28 

.V2 

.SO 

28 

2^ 

13 

2i 

24 

22 

■20 

28 

24 

17 

19 

17 

5 

■28 

■21- 

■i-i 

7 

6 

24 

25 

20 

16 

-  2 

3=. 

21.2 

Coudeisport. .  

/  .Maximum.. 

3fi 

38 

18 

45 

40 

49 

60 

44 

34 

30 

30 

.30 

34 

30 

38 

39 

31 

35 

28 

31 

34 

32 

36 

34 

28 

29 

30 

26 

25 

35 

37 

3.5. 0 

V  Minimum.. 

3 

12 

30 

20 

24 

27 

29 

27 

20 

8 

21 

23 

Is 

11 

13 

27 

17 

18 

12 

4 

17 

18 

2=> 

14 

2 

18 

24 

16 

13 

-  1 

•28 

17.6 

Cur\vensville'-6>;V(  .. 

(  MHXinii:ni.. 
\  Minimum.. 

3fi 

48 

63 

40 

39 

32 

37 

50 

25 

24 

28 

26 

2;i 

33 

36 

36 

30 

32 

31 

35 

32 

30 

33 

28 

Sr- 

28 

27 

2=^ 

26 

31 

42 

33.2 

7 

27 

40 

24 

'.'4 

28 

26 

24 

17 

10 

18 

16 

in 

12 

24 

18 

13 

14 

10 

8 

22 

13 

19 

7 

10 

17 

22 

14 

12 

10 

33 

17.9 

Dorry. 

.  I  Maximum.. 

\  Minimvmi .. 

43 

54 

59 

.52 

57 

38 

48 

5'. 

36 

35 

32 

3! 

3S 

39 

45 

47 

35 

39 

31 

45 

38 

42 

■A-' 

34 

43 

31 

30 

31 

•29 

55 

49 

41.3 

13 

23 

36 

33 

36 

31 

31 

36 

25 

17 

27 

27 

IE 

22 

18 

2<.' 

19 

29 

2.^ 

12 

3'-' 

15 

■M' 

15 

19 

13 

18 

•28 

14 

10 

41 

23.7 

DouuKJtli 

.  /  Maximur,!.. 

40 

51 

53 

45 

52 

33 

46 

51 

26 

31 

26 

29 

24 

36 

40 

41 

36 

34 

28 

40 

36 

39 

32 

29 

36 

•26 

28 

26 

26 

46 

44 

36  5 

\  .Minuiium .. 

3 

20 

31 

29 

31 

28 

24 

26 

19 

13 

22 

10 

10 

11 

15 

20 

12 

•22 

111 

7 

2(1 

10 

24 

7 

7 

21 

20 

14 

•5 

3 

39 

17.4 

Douora'     

.  (  .Maximum.. 
\  .\Iiniranm.. 

40 

56 

en 

59 

58 

41 

56 

42 

43 

39 

32 

33 

34 

40 

49 

34 

34 

41 

35 

47 

41 

41 

41 

35 

42 

31 

3t 

31 

:» 

62 

52 

42.2 

20 

29 

42 

37 

40 

36 

34 

40 

28 

24 

30 

28 

21 

25 

26 

■44 

•22 

34 

28 

19 

33 

19 

32 

25 

16 

26 

28 

28 

16 

19 

37 

28.3 

Kagrles  Mere  / 

.  /  Maximum.. 

30 

39 

40 

31 

32 

32 

35 

42 

35 

.35 

28 

■i<' 

28 

■29 

1? 

35 

33 

35 

•25 

28 

31 

31 

.30 

24 

2: 

25 

29 

27 

21 

27 

39 

31.9 

\  .^liuimum .. 

10 

12 

28 

27 

21 

.>.) 

26 

26 

21 

18 

IS 

2n 

15 

16 

15 

24 

16 

15 

11 

8 

8 

■20 

■2r. 

12 

11 

11 

is 

■20 

13 

5 

5 

16.5 

East  "tVatriiord>>-3  E  . . . 

.  /  Maximum.. 

38 

4« 

i;o 

49 

37 

37 

35 

51 

31 

30 

27 

31 

2h 

35 

28 

36 

31 

36 

27 

.3^2 

34 

33 

32 

2. 

•29 

30 

29 

28 

26 

29 

44 

34.6 

1  Minimum.. 

15 

30 

42 

30 

25 

31 

28 

31 

21 

17 

23 

22 

18 

19 

25 

25 

16 

24 

18 

12 

2r. 

21 

25 

1.=, 

17 

17 

•23 

IS 

16 

IP 

■2.5 

•22  8 

IChoiisbiirg  / 

.  I  .Maximutii.. 
\  Mi'iimnm.. 

42 

48 

53 

4'! 

44 

33 

5' 

49 

24 

27 

26 

26 

25 

36 

39 

xo 

3^ 

32 

34 

40 

34 

30 

31 

33 

33 

28 

•26 

23 

32 

45 

43 

35  2 

8 

22 

33 

29 

28 

29 

27 

32 

18 

14 

22 

21 

14 

1.^ 

•20 

2'.. 

12 

21 

22 

10 

25 

15 

•23 

11 

14 

17 

21 

•20 

10 

12 

31 

•20.2 

KniporiuraZ-l  E  

.  /  Maximum.. 

39 

38 

54 

40 

42 

38 

52 

50 

30 

31 

34 

38 

32 

32 

45 

40 

38 

40 

33 

39 

39 

36 

40 

34 

38 

31 

35 

31 

30 

34 

37 

37  7 

\  Miiiimuti).. 

4 

5 

16 

30 

2n 

31 

32 

32 

24 

8 

9 

24 

26 

15 

10 

11 

24 

•2J 

17 

8 

18 

19 

19 

7 

2 

4 

25 

•23 

1- 

2 

•23 

17.1 

Ephrata 

.  (  Maximum.. 
V  Minimum  .. 

39 

51 

60 

53 

38 

43 

42 

51 

3b 

36 

36 

40 

34 

35 

3f! 

53 

37 

46 

.39 

33 

39 

42 

35 

35 

31 

32 

37 

85 

34 

.34 

38 

39.8 

20 

2H 

32 

38 

30 

36 

33 

37 

■28 

22 

28 

25 

■n 

18 

25 

32 

25 

•29 

24 

14 

23 

22 

32 

20 

12 

24 

24 

28 

•20 

14 

24 

•25.4 

Erie' 

.  /  Maximum.. 
\Miiiili;"m.. 

39 

49 

49 

36 

44 

.39 

49 

56 

31 

32 

34 

32 

30 

39 

45 

46 

39 

39 

26 

40 

35 

36 

34 

31 

41 

33 

35 

32 

27 

3« 

34 

37.7 

21 

36 

34 

29 

33 

34 

34 

29 

26 

27 

30 

26 

25 

24 

33 

28 

22 

22 

23 

14 

32 

•29 

25 

21 

21 

27 

•29 

24 

21 

•20 

30 

26.7 

Everetti-0.5  oW 

.  /  Maximum.. 

44 

50 

6:^ 

53 

54 

42 

39 

56 

32 

32 

33 

44 

32 

41 

.33 

42 

39 

14 

33 

39 

39 

38 

36 

35 

35 

35 

36 

83 

34 

35 

41 

40.1 

\  Minimum,. 

9 

14 

28 

28 

32 

35 

27 

30 

22 

14 

19 

17 

13 

17 

12 

•25 

1* 

■28 

•20 

12 

19 

12 

25 

11 

11 

11 

28 

22 

15 

11 

30 

19.8 

Farrell 

.  (  Maximum.. 
\  Minimum.. 

39 

49 

52 

52 

51 

44 

48 

53 

37 

31 

33 

32 

•29 

39 

41 

43 

3.1 

39 

29 

40 

37 

37 

35 

36 

39 

35 

34 

•3^ 

31 

40 

47 

39  5 

12 

33 

40 

34 

36 

37 

36 

33 

29 

24 

29 

23 

•23 

•22 

28 

23 

19 

26 

•20 

I'' 

30 

21 

31 

17 

13 

•29 

30 

23 

18 

18 

39 

•26.2 

Ford  City  /-4  8 

.  (  .Maximum.. 
\  Minimum.  . 

40 

54 

.59 

44 

54 

38 

55 

56 

32 

31 

32 

32 

28 

36 

47 

36 

39 

37 

37 

41 

39 

40 

36 

36 

40 

32 

.32 

29 

31 

48 

48 

40  1 

8 

8 

21 

31 

32 

33 

29 

30 

2' 

18 

20 

25 

13 

15 

13 

14 

17 

17 

23 

9 

10 

13 

V 

9 

5 

7 

25 

24 

11 

7 

8 

17.1 

Franklin/ 

.  /  Maximniii.. 
\  Miiiinniin .. 

39 

49 

53 

39 

48 

38 

56 

48 

29 

31 

33 

28 

29 

3- 

45 

35 

38 

35 

32 

41 

36 

37 

35 

37 

40 

41 

32 

32 

33 

38 

i- 

38.4 

9 

11 

30 

32 

30 

34 

32 

33 

24 

18 

18 

26 

•22 

19 

19 

21 

18 

18 

2! 

11 

11 

20 

20 

12 

9 

11 

25 

25 

17 

11 

12 

20.0 

Fredericksville-l  S 

. ;  Maximum.. 

38 

.5? 

59 

53 

36 

41 

40 

49 

(5 

38 

34 

37 

32 

31 

34 

.52 

37 

4:! 

34 

34 

39 

42 

35 

33 

32 

27 

3" 

33 

■29 

34 

89 

38.7 

V  Minimum.. 

10 

15 

27 

35 

26 

32 

30 

3^^ 

27 

16 

2- 

14 

12 

9 

13 

31 

19 

20 

IS 

10 

IS 

16 

25 

17 

6 

10 

2! 

21 

18 

5 

24 

19.5 

Freeland 

.  /  Maximum.. 

35 

43 

55 

50 

44 

41 

38 

61 

44 

31 

28 

3:f 

27 

30 

32 

45 

35 

37 

24 

.30 

37 

37 

31 

28 

•28 

24 

28 

26 

21 

27 

*' 

34  8 

>  Misiiuuiiii .. 

12 

2r. 

38 

24 

20 

26 

27 

30 

21 

17 

21 

19 

16 

15 

22 

26 

1' 

20 

13 

8 

20 

21 

2rt 

10 

11 

14 

20 

19 

10 

6 

13 

18  9 

Georga  School" 

.  /  Maximum.. 

40 

53 

60 

49 

36 

44 

44 

6! 

41 

40 

38 

39 

33 

36 

36 

5- 

36 

48 

37 

35 

43 

43 

38 

34 

34 

2' 

36 

37 

30 

33 

39 

40.4 

\  Minimum.. 

15 

19 

26 

33 

29 

34 

30 

3« 

32 

20 

28 

17 

16 

12 

15 

32 

23 

27 

23 

13 

•20 

•22 

29 

18 

11 

21 

26 

2- 

13 

7 

21 

22  4 

Gettysburg 

.  /  '>l?.ximuni.. 

41 

57 

62 

57 

42 

46 

42 

68 

50 

40 

36 

38 

37 

•38 

36 

44 

37 

47 

43 

34 

40 

41 

37 

39 

39 

41 

39 

40 

36 

38 

43 

42.5 

\  Miiiimrmi.. 

16 

18 

30 

40 

3? 

36 

30 

3S 

29 

20 

24 

29 

21 

19 

19 

31 

27 

19 

29 

16 

•22 

19 

80 

28 

12 

■22 

31 

2s 

22 

15 

31 

25  3 

Gordon 

.  /  Miiximuiri.. 

37 

51 

58 

40 

36 

38 

39 

50 

34 

35 

32 

35 

31 

34 

36 

42 

36 

39 

30 

32 

37 

39 

35 

.30 

■28 

•28 

80 

31 

27 

31 

■3S 

3K.1 

\  Minimum.. 

9 

10 

24 

32 

27 

32 

32 

34 

2" 

15 

27 

15 

9 

7 

12 

30 

19 

19 

17 

7 

13 

17 

25 

14 

0 

12 

23 

25 

18 

4 

■^^ 

18.7 

Greea''burg-'2S 

.  (  .Maximum.. 
\  Minimum.. 

43 

54 

59 

50 

47 

43 

43 

65 

36 

37 

33 

31 

•29 

39 

40 

48 

36 

40 

32 

43 

38 

43 

38 

33 

43 

32 

32 

33 

30 

53 

50 

40.7 

9 

14 

30 

35 

36 

35 

27 

36 

26 

15 

29 

20 

11 

15 

11 

30 

16 

29 

24 

11 

19 

11 

27 

13 

6 

16 

27 

25 

2 

7 

30 

20.7 

Hanover/ 

.  <  ^!^xii'!'!lll.. 
\  Miiiiiiiiiin .. 

42 

59 

64 

48 

44 

43 

47 

.56 

42 

37 

35 

41 

34 

40 

39 

46 

39 

50 

31 

38 

42 

45 

36 

37 

38 

34 

39 

37 

40 

36 

45 

42  1 

18 

19 

24 

36 

32 

32 

31 

33 

28 

22 

23 

24 

22 

'20 

24 

28 

•25 

27 

•25 

17 

18 

•23 

•27 

21 

9 

13 

23 

29 

17 

17 

17 

23  4 

IlarrisburgArpt.  1-3.5S 

.  )  -SD.vJnmm.. 

41 

54 

61 

53 

45 

45 

41 

55 

36 

34 

36 

38 

34 

37 

35 

43 

37 

44 

34 

34 

40 

40 

36 

m 

31 

33 

3-^ 

36 

34 

31 

40 

39.6 

1  \;ininnira.. 

20 

20 

33 

35 

31 

38 

33 

36 

28 

23 

28 

27 

20 

23 

21 

30 

25 

28 

25 

19 

22 

27 

80 

18 

13 

21 

32 

•25 

•23 

17 

25 

2^7 

Hawley-0.5E 

.  1  Maxim-.im.. 
\  Minimum.. 

41 

4.1 

58 

.52 

31 

36 

40 

51 

38 

39 

34 

:-<5 

33 

34 

41 

46 

34 

38 

31 

33 

36 

39 

30 

29 

34 

27 

32 

29 

23 

30 

33 

:46.5 

7 

13 

27 

26 

211     27 

31 

35 

25 

18 

25 

16 

15 

10 

10 

31 

18 

17 

12 

4 

11 

28 

25 

"9 

-  4 

9 

19 

16 

14 

0 

23 

17.3 

Hewitt-'2S\V 

,  1  Maximum.. 
\  Minimum.. 

44 

52 

62 

55 

52 

40 

58 

.58 

58 

48 

S2 

33 

38 

42 

36 

40 

40 

42 

40 

42 

42 

47 

40 

38 

S- 

81 

41 

40 

38 

35 

3.5 

?42.9 
?19.4 

4 

11 

25 

31 

38 

35 

25 

35 

25 

25 

10 

10 

12 

19 

U 

•29 

18 

22 

15 

■27 

29 

22 

19 

9 

5 

19 

•^ 

12 

15 

18 

■>.=. 

Holtwood' 

.  /  Maximum.. 

41 

60 

43 

50 

42 

44 

43 

54 

37 

87 

85 

38 

39 

37 

43 

50 

87 

46 

32 

37 

39 

41 

36 

32 

86 

33 

37 

35 

85 

.36 

37 

39  8 

>  .Minimum.. 

21 

22 

30 

86 

34 

39 

31 

37 

30 

27 

28 

27 

25 

21 

23 

33 

27 

28 

23 

18 

23 

23 

80 

20 

17 

24 

28 

27 

23 

17 

28 

•26  6 

Continued  on  pasre  95. 
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CLIMATOI.OGICAL  DATA:    PENNSYLVANIA  SKCTION 


•)5 


Daily  Temperatures  for  December  1947— CimtlDiied  from  page  «4. 


Station! 

1     1 

■2 

8 

4 

6 

6 

7 

8 

9 

10 

1 
11 

12 

18 

14 

16 

IC     17 

1  ^* 

19 

20 

1 

1  21      22 

28 

24 

26     26 

27 

28 

29 

80 

81 

Mean 

llUlltil1K<l0Tl 

.  t  Maximum. 

\  \liiiiuniin 

IC 

47 

1" 

164 
28 

6e 

37 

1 
4S 
31 

48 
37 

89 
31 

56 
36 

86 
24 

32 
14 

34 

27 

23 

82 
14 

41 

18 

84 

la 

41!    4y 

)     44 
31 

i    87 
1     -24 

38 
IC 

38     8S 

)     4( 
26 

86     3" 
•25       t 

it 
■A 

8- 
3C 

8 

•2i 

55     8c 
22     K 

55 

«7 

^(1. 1 

2£ 

2 

18     14 

fc2.6 

IriiiiftiiB'i.SSE 

.  /  Maxiiiniin. 
\  .Mii\iiuui>i.. 

•Ab 

52 

58 

52 

64 

41 

40 

54 

37 

33 

82 

30 

•29 

36 

42 

44 

34 

31: 

i     33 

41 

38     41 

36 

3; 

4( 

iu 

81 

8C 

31 

45 

46      39.4 

4 

1'^ 

28 

32 

3y 

38 

28 

30 

24 

16 

27 

23 

K 

14 

11 

2- 

If 

27 

•22 

8 

2 

11 

26 

< 

7 

T 

1.5 

It 

•i 

7 

34      19. 4 

Irwiu 

.  /  .Mnxiniuin. 

46 

52 

58 

5*1 

45 

43 

42 

5« 

37 

84 

34 

3t 

30 

35 

38 

36 

36 

84 

31 

3.5 

3£ 

3C 

•.if 

3" 

42 

3'2 

32 

8t 

3C 

47 

46      39.2 

\  Miuiniuiii.. 

12 

•2 

1     39 

83 

3.5 

84 

83 

S9 

25 

17 

28 

•2.5 

14 

18 

■20 

3( 

18 

28 

2:i 

12 

3( 

i;i 

3< 

11 

10 

18 

'26 

2f 

11 

12 

40 

•2.1,7 

.ianiest(iwn/-'2N\V 

.  /  Maximum. 

40 

i» 

56 

45 

;     5( 

37 

57 

44 

30 

84 

33 

81 

28 

40 

46i     37 

36 

35 

1    83 

41 

3- 

36 

37 

8" 

40 

32 

36 

30 

8.'^ 

45 

48 

.39.  3 

V  Minimum.. 

.  /  .Maximum. 

\  .Minimum.. 

t] 

u 

1     32 

2p 

2t 

31 

29 

31 

41.(1 

J(>h]lsto^^■n  / 

47 

54 

1     '■'■■^ 

44 

51 

88 

57 

55 

31 

■33 

"33 

"34 

"s'i 

43 

"46 

86 

'41 

"89 

"83 

■4.5 

"36 

"i\ 

""37 

3- 

""i( 

■  33 

■"33 

""so 

"■i\ 

U 

"sf 

i: 

lb 

31 

31 

34 

'     35 

33 

35 

25 

19 

22 

2,s 

17 

24 

19 

22 

i  w 

23 

30 

15 

lb 

20 

21 

IS. 

12 

18 

28 

24 

20 

12 

14 

'2'2.6 

Kftiie'-l  N 

.  ;  M;i.vimun).. 
t  Miiiimuui.. 

3(j 

;     43 

1     •'fi 

35 

39 

34 

40 

50 

29 

27 

3( 

2; 

26 

33 

41 

4( 

1  33 

32 

'28 

36 

3:1 

32 

34 

30 

35 

39 

29 

27 

26 

32 

361     34.0 

C 

i     If 

34 

26 

21 

29 

30 

29 

16 

3 

22 

21 

19 

13 

11 

20 

15 

12 

1 

-  2 

27 

15!     15 

0 

-   1 

18 

24 

17 

-  4 

—  5 

32I     15.3 

l.aiK'Rstor 

.  (  Maximum.. 
\  MniiiLtuiii.. 

i> 

51 

62 

48 

42 

44 

13 

54 

50 

37 

36 

4n 

33 

37 

87 

52 

40 

48 

38 

34 

40 

41 

38 

35 

34 

32 

3S 

36 

85 

32 

38 

40.9 

15 

IS 

■>n 

32 

32 

i     31 

30 

37 

28 

20 

28 

23 

18 

14 

16 

30 

23 

24 

•24 

13 

17 

16 

2(. 

18 

8 

19 

21 

24 

18 

8 

22 

21.7 

IjHwreui'cviHt?   

.  t  .Maximum.. 
\  Minimum. . 

4;i 

40 

56 

48 

3.^ 

1     39 

38 

52 

37 

30 

34 

36 

30 

37 

41 

42i     35 

37 

27 

37 

37 

3r 

35 

31 

86 

30 

34 

3/ 

26 

•29 

87 

36.6 

10 

1     22 

35 

25 

2;i 

1     2' 

30 

33 

26 

23 

19 

'^^1 

20 

14 

20 

31      25 

•20 

13 

8 

22 

22 

25 

16 

5 

18 

22 

14 

14 

3 

24 

20  4 

1  i>}.miou    

.  /  Miiximuiii.. 

n 

56 

r.3 

44 

44 

41 

43 

61 

37 

40 

37 

38! 

34 

38 

41 

45      39 

46 

38 

.36 

39 

4;-i 

35 

32 

38 

33 

36 

84 

36 

35 

■40 

40  4 

X  .Minimum.. 

1* 

19 

22 

34 

30 

29 

32 

32 

29 

21 

22 

■22| 

19 

18 

19 

19     23 

23 

25 

15 

16 

19 

•20 

21 

lU 

'22 

■22 

•29 

21 

14 

14 

21.9 

Lie\vistv>«  ii/-'2  S^v 

.  /  Maxiniiuii.. 

43 

45 

64 

44 

45 

41 

40 

56 

37 

33 

35 

34 

35 

41 

42 

42      43 

41 

34 

38 

42 

40 

41 

35 

:t7 

34 

37 

33 

85 

35 

37 

40.1 

V  .Miiumum.. 

1.5 

15 

29 

29 

29 

33 

32 

33 

29 

18 

■20 

•24! 

18 

■20 

18 

17 

23 

22 

25 

13 

13 

20 

32 

19 

12 

12 

23 

31 

19 

13 

31 

■22.2 

Lock  Haven'' 

.  ;  Maximum.. 

40 

55 

60 

55 

37 

41 

41 

54 

40 

32 

35 

3-^; 

32 

40 

35 

40 

87 

41 

35 

32 

38 

38 

30 

37 

SS 

3o 

54 

52 

5Z 

55 

51 

$38.6 

\  Minimum.. 

10 

18 

32 

35 

27 

37 

35 

35 

29 

17 

•281    2; 

•22 

■22 

11 

33 

•28 

27 

•23 

12 

19 

•20 

■27 

13 

lo 

22 

t9 

iS 

17 

11 

27 

5>23.3 

Marou-  Hook/ 

.  1  .Maximum.. 
\  .Minimum.. 

4:i 

54 

54 

52 

47 

.50 

47 

56 

44 

42 

43 

44: 

89 

39 

57 

53 

44 

55 

41 

37 

45 

46 

45 

42 

38 

35 

42 

40 

37 

38 

39 

44.8 

22 

26 

30 

34 

32 

33 

36 

35 

32 

26 

27 

28! 

26 

23 

26 

28 

29 

80 

28 

20 

23 

30 

32 

27 

•23 

25 

28 

25 

23 

21 

■25 

•27.5 

Martin-  burg',* 

.  /  .\faximum.. 
\  Minimum.. 

42 

49 

58 

50 

46 

39 

38 

54 

29 

30 

30 

31 

28 

38 

34 

40 

36 

40 

30 

36 

39 

35 

35 

33 

32 

29 

32 

31 

30 

36 

45 

37.2 

13 

28 

42 

29 

30 

32 

29 

28 

21 

12 

26 

2"; 

15 

17 

16 

24 

18 

26 

18 

12 

25 

16 

25 

17 

12 

22 

25 

20 

16 

13 

31 

21.8 

Meailville /-I  S 

.  (  .M;ixirauui.. 
\  Muiimuni.. 

37 

45 

48 

39 

47 

37 

54 

40 

28 

39 

33 

2'.i: 

30 

36 

44 

.33 

37 

•2U 

28 

38 

34 

34 

34 

34 

4(1 

32 

31 

28 

32 

41 

46 

36.6 

3 

12 

31 

31 

30 

38 

31 

32 

23 

14 

18 

21 

22 

14 

19 

•22 

15 

16 

19 

8 

10 

17 

20 

9 

8 

9 

2(^ 

23 

19 

13 

17 

19  1 

Mercor'-'i  ft  NE 

.  /  .Maxim  im.. 

36 

44 

51 

36 

48 

35 

47 

54 

30 

29 

30 

2'-| 

27 

35 

40 

43 

.36 

36 

30 

38 

37 

34 

3:^ 

33 

39 

30 

30 

27 

30 

40 

45 

36.5 

\  .Minimum.. 

9 

25 

33 

30 

31 

32 

29 

26 

24 

18 

24 

17t 

2(1 

15 

22 

18 

13 

•20 

14 

12 

28 

20 

24 

11 

23 

•25 

25 

19 

14 

15 

36 

21.7 

Miri.l!etovvui-1.5  \V.  ... 

.  /  Maximum. 

42 

54 

62 

5! 

42 

45 

42 

54 

37 

35 

36 

39 

34 

38 

35 

43 

36 

44 

34 

35 

40 

41 

34 

84 

33 

32 

37 

36 

40 

32 

40 

39.9 

\  .Minimum  . 

19 

18 

31 

31-. 

31 

38 

82 

37 

28 

20 

30 

2.1 

19 

19 

20 

30 

22 

•26 

21 

18 

26 

25 

29 

16 

11 

21 

32 

26 

22 

14 

24 

•24.7 

MiiilBud" 

.  /  .vlaximum.. 

38 

51 

58 

42 

.54 

40 

47 

55 

32 

35 

83 

31 

30 

88 

42 

47 

37 

40 

33 

39 

39 

38 

35 

34 

38 

31 

34 

33 

28 

48 

48 

39  6 

\  .Minimum.. 

15 

26 

32 

34 

35 

34 

31 

30 

23 

26 

291      18; 

16 

19 

21 

•23 

17 

26 

20 

15 

22      17 

28 

20 

14 

24 

25 

21 

15 

19 

35 

•23.5 

Montrose /-3  E 

/  .Maximum.. 
\  .Minimum.. 

34 

40 

50 

30 

35 

31 

39 

48 

28 

28 

2K 

30! 

30 

31 

46 

4(1 

35 

35 

■23 

30 

85     33 

31 

21 

30 

25 

29 

23 

17 

23 

31 

31.9 

9 

14 

25 

2i; 

18 

20 

22 

28 

22 

18 

19 

'•'; 

IS 

14 

14 

22 

23 

•23 

9 

4 

5     24 

24 

8 

8 

8 

17 

20 

10 

3 

4    §16.1 

,Mt.  Pocouo'-2  X 

I  .Maximum.. 
\  Minimum.. 

3R 

44 

56 

45 

34 

34 

35 

49 

29 

32 

28 

3(l! 

26 

29 

34 

39 

27 

35 

26 

34 

34     38 

31 

•24 

28 

2H 

28 

•25 

18 

30 

38!     32.9 

10 

25 

36 

21 

19 

24 

29 

29 

19 

18 

17 

I--'! 

U 

8 

20 

22 

16 

12 

9 

8 

'20 

23 

19 

9 

3 

15 

•20 

U 

8 

5 

25 

17.0 

New  Bloomfield 

.  (  Maximum  . 
1  MiiiiTTinm 

.... 

. 



::;■'-::. 

"37 

"36 

38 

39 

32 

Sew  CastleS-l.o  N 

.  /  Maximum.. 
\  Miniuuim .. 

42 

53 

57 

39 

"si 

"38 

'48 

■55 

■■.S2 

■32 

"33 

311 

31 

'39 

"42 

"46!   "36 

•39 

'34 

■42 

40 

"33 

"33 

"31 

"46 

"47 

■  '39."  5" 

8 

25 

38 

29 

33 

84 

32 

29 

2.5 

20 

27 

lt< 

17 

19 

23 

22 

17 

24 

16 

12 

29 

16 

26 

14 

10|     23 

25 

22 

12 

11 

37 

22.4 

Pp-linertonl 

.  /  .M:)ximum.. 

\  Minimutn .. 

39 

51 

58 

51 

38 

42 

41 

61 

36 

35 

34 

ho' 

33 

.34 

40 

49 

33 

44 

34 

33 

38 

41 

33 

31 

■281     '29 

■M\ 

33 

■28 

31 

86 

37.9 

14 

18 

28 

31 

28 

37 

33 

34 

27 

23 

19 

17 

16 

16 

16 

30 

24 

22 

19 

14 

■20 

23 

27 

16 

7!     15 

•1< 

24 

17 

11 

28 

21.9 

Pnik  Pla<.'8'-1N\V  .... 

.  /  Maximum.. 
\  Minimum.. 

35 

49 

55 

48 

34 

35 

35 

49 

35 

32 

28 

32! 

•28 

80 

35 

45 

26 

36 

26 

33 

34 

38 

30 

24 

27      23 

30 

27 

22 

27 

40 

33.8 

13 

24 

38 

23 

21 

28 

28 

27 

19 

16 

22 

17 

16 

14 

21 

21 

16 

13 

10 

8 

20 

22 

19 

11 

18      15 

21 

16 

12 

7 

22 

18.6 

Phila    Arpt.i-7SW  .. 

.  /  .Maximum.. 

40 

53 

56 

47 

45 

45 

45 

56 

40 

39 

38 

40! 

35 

.37 

56 

58 

38 

50 

86 

35 

41 

43 

41 

33 

36     .32 

37 

86 

33 

35 

41 

41.8 

\  .^!inimum.. 

30 

24 

32 

35 

33 

40 

35 

39 

29 

24 

30 

2-"^ 

•23 

21 

23 

33 

•26 

27 

24 

17 

25 

■'.6 

31 

23 

201     25 

29 

24 

18 

16 

•26 

•26.  5 

Philadelphia  CO. 1.  .. 

/  Maximum.. 

39 

53 

55 

53 

46 

45 

43 

57 

39 

37 

39 

4': 

35 

37 

64 

58 

38 

4p 

36 

34 

4! 

42 

42 

35 

3rt:     32 

39 

37 

33 

36 

42 

41  9 

\  Minimum.. 

25 

30 

37 

36 

33 

41 

39 

39 

32 

27 

81 

30 

28 

27 

31 

34 

29 

28 

24 

'20 

2H 

;« 

31 

23 

24;     26 

31 

28 

22 

21 

31      29. 6 

Phila.  Shawniont 

.  )  Maximum.. 
\  Minimum.. 

40 

54 

57 

50 

44 

45 

45 

.56 

55 

39 

38 

39! 

37 

37 

40 

58 

41 

48 

35 

35 

4(1 

43 

.37 

35 

341     31 

38 

37 

31 

32 

42     41.7 

Ifi 

19 

29 

36 

33 

33 

39 

40 

3;i 

24 

30 

22, 

•22 

19 

■20 

30 

24 

25 

25 

17 

32 

22 

.30 

2-2 

16 

25 

30 

24 

13 

12 

•26     25.4 

Philip>burg'-7  E 

.  )  .\l3xinun:i.. 

36 

46 

57 

43 

40 

35 

36 

53 

28 

25 

27 

2' 

24 

36 

32 

38 

34 

34 

31 

34 

34 

31 

33 

29 

28 

27 

28 

27 

26 

30 

44 

33.9 

\  >!iniinuip. 

10 

30 

42 

25 

24 

30 

29 

25 

18 

7 

•20 

!*• 

13 

16 

15 

19 

15 

16 

12 

0 

24 

9 

20 

7 

2 

19 

24 

17 

9 

3 

30 

17.7 

Phoenixville-1.5SJi:... 

.  /  .Maximum.. 

48 

66 

65 

51 

38 

44 

45 

55 

49 

47 

47 

4: 

43 

42 

45 

62 

42 

50 

42 

38 

44 

46 

40 

44 

40 

42 

48 

43 

42 

39 

47 

46.5 

1  Minimum.. 

13 

14 

25 

32 

31 

36 

31 

3'i 

31 

19 

29 

19, 

16 

14 

27 

32 

25 

25 

22 

15 

17 

16 

27 

19 

11!     20 

29 

16 

7 

3 

22 

•22  0 

Pittsburgh  Arpt.'-"..TSE  /  .V.a.ximiii!!.. 

43 

55 

58 

47 

55 

37 

48 

.55 

31 

34 

31 

30; 

•28 

39 

44 

46 

36 

38 

31 

43 

39 

39 

35 

32 

lOj     29 

32 

32 

33 

50 

49 

40.0 

\  Minimum.. 

15 

31 

41 

33 

37 

83 

30 

29 

23 

20 

27 

•2:1 

20 

23 

28 

22 

18 

26 

22 

18 

28 

22 

26 

21 

20 

26 

2K 

18 

16 

18 

45      25.3 

Pittsburgh  City  (^tlioe' . 

.  ,(  Maximum.. 

44 

56 

60 

48 

55 

39 

49 

57 

31 

37 

34 

32! 

31 

40 

48 

49 

39 

41 

34 

44 

41 

41 

37 

35 

40 

32 

34 

34 

34 

61 

51!     41.9 

>  .Minimum.. 

20 

36 

45 

37 

39 

36 

34 

31 

27 

24 

30 

24 

■22 

26 

31 

24!     21 

29 

26 

21 

3(1 

22 

29 

■24 

18 

29 

29 

25 

20 

21 

4»';      28.3 

Port  Clinton/ 

.  /  Maximum.. 

34 

44 

58 

41 

41 

41 

42 

41 

37 

37 

35 

85 

32 

35 

47 

421     40 

42 

35 

32 

29 

41 

34 

31 

30 

32 

37 

35 

30 

34 

38!     ,37.5 

(  Minimun:.. 

13 

16 

23 

26 

29 

29 

32 

36 

29 

23 

25 

Ml: 

13 

12 

13 

34l     22 

29 

22 

13 

19 

20 

26 

20 

7!     '20 

23 

15 

12 

10 

20]     21.0 

PutneyviUc/-2..5  SE... 

.  )  Maximum.. 

37 

51 

57 

39 

51 

39 

54 

53 

28 

33 

41 

8k: 

36 

35 

46 

38l     39 

35 

331 

41 

37 

•38 

38 

33 

39      31 

30 

26 

31 

42 

41;     39  0 

(.  Minimum.. 

4 

' 

17 

27 

27 

30 

25 

26 

18 

11 

27 

13! 

16 

13 

12 

12 

15 

13 

7 

5 

5 

13 

13 

6 

9       8 

21 

20 

10 

6 

10|     14.3 

Quakertowu-0.5  E  . .   . . 

.  i  'liaximum.. 

37 

50 

59 

61 

38 

42 

44 

52 

47 

38 

35 

37! 

33 

33 

37 

56 

38 

44 

33 

32 

40 

41 

35 

32 

31     28 

35 

34 

29 

29 

38     38.9 

1,  Minimum.. 

13 

15 

25 

34 

27 

32 

33I 

36 

28 

19 

26 

14 

12 

10 

12 

30 

23 

•26 

20 

12 

15 

21 

28 

16 

5      15 

25 

19 

16 

7 

21      ^20. 5 

Reading! 

.  /  Maximum.. 

\  MiTiimuni.. 

41 

55 

62 

52 

40 

44 

■*5i 

.52 

39 

39 

37!     4f' 

31! 

36 

88 

55 

36 

46 

38 

86 

41 

43 

35 

36 

33 

32 

36 

36 

34 

34 

41      40.7 

22 

26 

35 

36 

30 

40 

36' 

39 

3n 

24 

.30     W 

24 1     22; 

24 

31;     '27 

28 

23 

17 

■25 

28 

31 

23 

14 

21 

30 

26 

23 

18 

31     27. 3 

Ridgway  / 

.  /  ^laximnm.. 
V  Minimum.. 

37 

46 

52 

39 

43 

85 

54| 

53 

31 

29 

32!     3f' 

27     31 

44 

35:     36 

35 

84 

40; 

36 

35 

38] 

35 

40 

32 

31 

27 

34 

36 

46     37. 1 

5 

5 

18 

28 

32 

32 

30 

31 

■23 

8 

8|     '25 

23!     13' 

11 

Hi     17 

18 

17: 

4! 

4 

17 

15! 

6 

4 

5 

24 

•25 

18 

2 

1      15.5 

Sorauton' 

.  /  Maximum.. 
\  Minimum.. 

36 

43 

56 

50 

37 

41 

41 

51 

35 

35 

311     32: 

31]     33; 

43 

51|     32 

40, 

27, 

32 

38 

38 

34: 

28 

34 

261 

.32: 

30 

22 

25 

.36:     36.1 

14 

21 

31 

27 

25 

29 

35 

35 

26 

25 

26i     •25; 

22     19: 

19| 

31!     24 

19; 

16! 

12 

24 

81 

23! 

16 

9     20; 

26: 

20 

16 

12 

25     22.8 

Selinsgrove 

.  /  Maximum.. 
1  Minimum.. 

40 

49 

61 

52 

35 

43 

40 

54 

48 

32; 

37I     38; 

.34     36' 

37! 

41      41 

42l 

85 

32 

38 

40 

35' 

35 

33]     34 

35] 

43 

33 

29 

34      39. 2 

13 

15 

^5 

32 

28 

33 

33 

88 

•29 

17 

25i     23 

16      19: 

1'; 

32!     21 

26 

20! 

10 

•20 

18 

■26; 

14 

9      16] 

24l 

26 

20 

9! 

21      21.8 

Shippensburg  

.  /  ^^axlmuro.. 
\  -Minimum.. 

40 

53 

58 

53 

41 

47 

40 

57 

41 

33 

3i      37i 

35;     37' 

33 

40!     35 

47 

37j 

371 

40 

42 

40 

38 

40 

34 

361 

36 

35 

.33] 

50      40.6 

17 

21 

31 

37 

31 

34 

30 

35 

27 

18; 

28     24 

18!    '20 

16! 

30!     24: 

30 

24 

13 

•20 

18;     26 

21 

11 

21 

29 

27 

21 

15 

26     23.9 

Somerset 

1  Maximum.. 
*  Minimum.. 

42 

53 

54 

48 

52 

38 

40 

54 

33 

291 

32 

30: 

25     381 

41 

42;     3l! 

39 

31 

46 

37 

37]     31! 

31 

37 

28 

n 

30 

32 

481 

45     38.2 

5 

12 

29 

31 

31 

31 

28 

33 

20 

12 

■23 

19 

12      18! 

10! 

23      16! 

27 

21! 

10 

27 

10;      ^25] 

1 

1 

16! 

22 

21 

10 

2] 

38:     18.8 

Springs6-lS\V    

.  t  Maximum.. 
\  Minimum.. 

41 

48, 

51 

46 

53 

37 

38 

58 

28 

34 

32 

28: 

•23     38 

381 

42 

32 

37j 

34| 

46 

37 

30! 

33 

30 

37 

26 

•29! 

•29 

29 

50 

46;     37.4 

2 

n: 

37 

31 

31 

28 

25 

27 

17 

9 

21 

16 

14     18 

I5I 

22 

18 

28 

■25 

12 

24 

10 

21! 

10 

5      15 

•20i 

18 

8 

8 

37I     18. 9 

State  College' 

.  /  Maximum.. 

40 

46 

59 

49 

41 

40 

38 

55 

31 

30 

32 

32 

29     36 

35' 

38 

36 

40! 

341 

83 

38 

36 

37! 

32 

32i     .30] 

32 

31 

30 

34 

40;     37. 0 

*  ^finimum.. 

14 

241 

43 

28 

28 

34 

33| 

30 

24 

19 

■21]     ^25 

20     21 1 

20 

24 

18 

24: 

19! 

13 

26 

21      'PS' 

17 

12     ■23! 

28 

22 

■>o 

13! 

30!     23.3 

Stroudsburg-2  E 

.  /  Maximum.. 
\  Minimum.. 

41 

54 

60 

55 

35 

40 

42! 

52 

50 

37 

39      31 

30     35' 

38 

54 

40 

44; 

571 

86 

42 

44|     44! 

40 

35;     29! 

37! 

35 

32 

.351 

34|  St(l.5 

15 

25 

35 

25 

25 

33 

36: 

30 

18 

26 

1.5i     15 

11      14, 

22 

32 

231 

2li 

9 

16 

•20! 

30| 

20! 

3 

16     20] 

191 

14 

2 

25; 

25|  $20.  6 

Tamarack /-2  S 

.  /  Maximum.. 

37 
11 

42 
13 

55 
30 

36 
27 

34 
20 

30 
2? 

45 
26 

48 
27 

25 
19 

23 
12 

•271     .30! 
12:     21 

•25!     38! 

191     151 

35 
14 

38 
23 

311 
13 

311 
13 

30 

15 

31 
6 

30] 

6! 

291 

19 

33! 
191 

30 
9 

29!     23! 
9;     10 

•271 
17 

22 
19 

26 
13 

33] 

7I 

40:     32.4 
7!     1.5.9 

*  Minimum.. 

T)oiie.'ita/-1.5  8E 

.  f  Maximum. 
\  Minimum.. 

39 

44 

50 

39 

45 

37 

37 

52 

31 

30 

31!     27 

28!     36 

44 

34     37 

.32 

30 

40 

35 

35I 

33! 

35 

39i     30 

30 

28| 

27 

35] 

45      36. 0 

5 

15 

24 

30 

29 

30 

291 

25 

23 

11 

221     24 

•22;     14l 

13 

14      17 

15 

16 

17 

30 

1.51 

16 

6 

4i       6 

25 

•20! 

3 

5! 

4      17.1 

Titusvi  1 U--2  8 

.  /'Maximum.. 
\  Minimum  „ 

37 

44 

47 

43 

43 

36 

38 

52 

30 

27 

31 !     28: 

25!     85! 

89 

42     29 

.32 

28! 

38j 

33 

311 

31| 

38 

35i    29 

3('l 

281 

28 

35] 

42|     35. 0 

9 

25 

39 

28 

28 

31 

28 

29 

21 

12| 

2O1     ^22 

20:     16, 

■21' 

23'     15 

20 

14' 

3' 

27      15 

21 

6 

5     22 

•23 

19 

17 

« 

34'     19. 9 

Towa.nda-l  li 

.  /  ^^.'lximura., 
'  .Minimum.. 

42 

39 

62 

52 

38 

41 

41' 

56 

39 

3r 

35     37 

34     371 

42 

44      33! 

40' 

■29 

30: 

40|     37 

34: 

32 

32     271 

35! 

.32 

27 

28] 

34l     37. 4 

10 

17 

33 

22 

23 

28 

31 

35 

26 

24j 

25:     23 

23      14! 

18 

32     25: 

18! 

13 

9 

17.     27 

25! 

10 

1     15; 

24 

23 

15 

2! 

■22     20.8 

Tunkhannock/ 

.  /  Maximum.. 

\  Vrinimum.. 

39 

42 

60 

36 

42 

34 

46, 

67 

35 

32! 

32;     34 

32     36 

50' 

44      41: 

40| 

■23! 

so< 

39| 

38]     34] 

25 

85     27 

33i 

3n 

'23 

29 

34    's^36  5 

8 

14 

25 

24 

22 

26 

27| 

81 

27 

22' 

23      17 

16      11 

17j 

28     24! 

■24 

13! 

7 

la' 

21 1     27] 

15 

9       ll 

18] 

21 

15 

3 

11]  «18.2 

Unionfown 

.  (  ^raxiraum. 

46 

65 

57 

51 

58 

44 

48' 

55 

35 

37! 

34      36 

■29      41 

41 

51!     .36, 

43! 

33: 

48: 

38j 

44:     38! 

35l 

42 

321 

32 

32 

33 

53 

50:     42. 0 

'  Minimum.. 

13 

"1 

86 

86 

40 

36 

29; 

1 

35 

27 

20 

29; 

28 

18 

22! 

19j 

29 

20, 

31 

•24 

i 

16 

28 

18 

1 

•22 

13 

24 

•27 

•27 

8 

1 

13| 
1 

42; 

25  3 

Continued  on  page  96. 
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CLIMATOLOGICAL  DATA:  PENNSYLVANIA  SECTION. 


December  1947 


Daily  Temperatures  for  December  1947— Continued  from  page  95. 


Stations 

I 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

30 

31 

Mean 

Warren 

. . .  /  Maximum.. 
\  Minimum.. 

40 

40 

47 

44 

45 

37 

42 

54 

31 

29 

.32 

29 

28 

38 

42 

43 

32 

36 

30 

40 

36 

85 

35 

;« 

40 

.33 

3? 

81 

.30 

35 

37 

36.7 

10 

19 

84 

27 

28 

80 

31 

30 

23 

13 

22 

21 

20 

19 

21 

30 

18 

17 

15 

7 

20 

21 

22 

8 

8 

•« 

26 

20 

14 

4 

33 

20.5 

Wavnesburg 

. . .  /  Maximum.. 
\  Minimum.. 

46 

56 

58 

^i 

58 

44 

45 

57 

85 

35 

33 

34 

30 

39 

39 

49 

36 

41 

35 

46 

.39 

40 

34 

34 

40 

.SO 

33 

35 

36 

51 

50 

41.6 

» 

14 

21 

29 

30 

31 

24 

30 

17 

11 

20 

20 

11 

14 

11 

27 

11 

17 

18 

11 

22 

11 

25 

11 

3 

10 

24 

?.S 

-  2 

fi 

31 

17.4 

Wellsboro/ 

. ..  (  Maximum.. 
V  Miuimum.. 

■Jll 

45 

6H 

3V 

37 

35 

43 

52 

32 

30 

30 

33 

32 

34 

41 

41 

36 

36 

31 

S3 

34 

42 

35 

32 

,36 

.<«3 

32 

28 

25 

,3(1 

.39 

.36.2 

/ 

9 

■Ai>. 

29 

22 

25 

28 

31 

25 

21 

21 

26 

15 

14 

18 

20 

22 

20 

11 

6 

5 

18 

21 

14 

3 

3 

20 

23 

16 

2 

2 

17.1 

Wellsville 

. . .  /  Maximum.. 
\  Minimum.. 

40 

57 

61 

52 

39 

45 

40 

55 

45 

34 

34 

38 

38 

37 

34 

44 

37 

46 

36 

35 

41 

41 

35 

34 

84 

31 

37 

36 

35 

.34 

42 

40.2 

12 

18 

24 

81 

30 

86 

27 

37 

30 

16 

26 

18 

15 

13 

13 

30 

24 

20 

23 

13 

16 

16 

24 

14 

16 

16 

27 

28 

17 

7 

21 

21.0 

West  Chester 

. ..  (  Maximum.. 

41 

55 

63 

49 

41 

45 

43 

5;^ 

44 

37 

.36 

38 

33 

36 

.S7 

55 

37 

47 

36 

35 

40 

43 

36 

:^3 

36 

'« 

36 

35 

30 

35 

41 

40. 5 

\  Minimum.. 

17 

22 

32 

37 

32 

37 

32 

39 

29 

23 

28 

24 

21 

20 

23 

33 

25 

29 

24 

17 

22 

27 

30 

21 

16 

23 

28 

26 

15 

16 

27 

25.  R 

Wilkes-Barre  Arpt.  l-3X./  Maximum.. 

3o 

42 

54 

52 

36 

39 

41 

51 

40 

82 

31 

31 

29 

32 

43 

50 

33 

38 

26 

31 

36 

37 

33 

27 

32 

25 

32 

•M 

24 

25 

32 

35.5 

\  Minimum.. 

U 

21 

35 

26 

25 

29 

33 

35 

2:> 

■11 

•22 

22 

20 

16 

21 

29 

23 

17 

15 

10 

21 

29 

23 

13 

7 

19 

27 

W 

15 

q 

23 

21.5 

Williamsport  Arpt.'-4  E  /  Maximum.. 

34 

38 

51 

50 

33 

41 

40 

50 

37 

32 

36 

37 

32 

35 

36 

39 

36 

41 

34 

30 

38 

39 

3fi 

.34 

31 

29 

35 

33 

30 

27 

,30 

36. 2 

\  Minimum.. 

III 

16 

2« 

29 

28 

33 

34 

34 

24 

22 

28 

24 

,6 

18 

17 

29 

22 

20 

17 

12 

21 

23 

26 

17 

9 

21 

28 

■>l 

If. 

10 

27 

22.0 

Williamstown 

. .  /  Maximum . . 
I  Minimum .. 

40 

64 

m 

fi3 

37 

44 

40 

51 

42 

35 

35 

37 

34 

sc. 

34 

38 

36 

42 

35 

34 

37 

42 

36 

.34 

Rfi 

28 

33 

.34 

33 

34 

37 

38.9 

11 

16 

30 

37 

29 

33 

82 

36 

29 

20 

22 

23 

18 

10 

16 

29 

20 

26 

21 

14 

16 

23 

28 

19 

4 

■X) 

23 

28 

21 

12 

24 

22.2 

York-;!  SW 

. ..  /  Maximum.. 

42 

60 

64 

51 

40 

46 

43 

57 

49 

40 

38 

40 

35 

40 

38 

46 

38 

48 

43 

38 

42 

45 

37 

36 

.38 

35 

.38 

.37 

37 

34 

42 

42.5 

V  Minimum.. 

14 

16 

27 

34 

32 

87 

29 

39 

31 

18 

28 

2^2 

18 

16 

18 

31 

25 

29 

25 

15 

18 

16 

3l« 

17 

9 

20 

28 

20 

13 

9 

24 

22.8 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PKESSXJK.E,  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 
(reduced  to  sea  level) 

Wind" 

Relative 
Humidity 

1 

Stations 

1 

&3 

1 

§ 

St- 

St- 

11 

1 
Q 

1 

S 

•9 

S 
a 

S  ! 

9    1 
§'       ^ 

o  i     i> 

^  1 
£i  a 

Erie 

80.55 
30.49 
30.48 
30.48 
30.48 
30.61 
80.61 

4 
20 
20 
20 

4 
20 
20 

29.  22 
29.44 
29.  37 
29.40 
29.35 
29.38 
29. ;« 

16 
16 
16 
16 
16 
16 
16 

9.1 

8.3 

7.5 

io.'s' 

11.3 
7.2 

27 
32 
25 
39 
35 
40 
30 

sw. 

nw. 

se. 

sw. 

sw. 

nw. 

nw. 

8$ 
2H 
16 
18 

5 

9 
18 

83 
75 
80 
84 
75 

76 
58 
66 
69 
62 

81 
66 
69 
74 
67 

15        1018 

Harrisburg 

Philadelpiiia  .... 

Philip.sburg 

Pittsburgii 

64 
66 

'  '32' 
42 
40 

1005 
9"5 
1216 
1005 
960 

Scranton  

76 

65 

.... 

1105 

*  For  any  five-minute  period. 
t  12:00  noon. 


5  Also  other  dates. 


Corrected  to  true  velocities. 
One-minute  interval. 


BIVEB  CONDITIONS 


PortJervls.N.Y 

Easton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)Lock  No.  6. 

Sutersville 

Charleroi(nr.).  Lock  No.  4 

Pittsburgh 

Midland.  Dam  No.  7 


Delaware I    3.0 

Delaware 2. 4 

Lehigh I    3.4  I 

Schuylkill I    4.4 

"  "  3.5  I 

2.5  ! 
3.9  I 
4.0  I 
13. 


N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna. 

Allegheny 

Youghiogheny I    3.9 

Monongahela i  16.7 

Ohio • 

Ohio ; 


3.7 
3.8 
3.8 
5.1 
5.3 
3.6 
4.4 
4.4 

15.2 
5.6 

17.5 
m 

16.7 


2.3 
1.2 

3.1 

3.6 

2.2 

1.3 

3.3 

3.4 
11.8 

2.9 
14.7  I 


16     12.6 


Pool  stage 


t  Alf  o  other  dates. 


2n 

27t 

31 

29 

30 

31 

2-! 

31 

31 

30 

29 

'ii' 


18 
22 
9 
18 
22 
20 
22 
17 
24 
20 
30 
25 
.30 


MISOELLANEOTTS   PHENOSCENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
{ Dates  and  number  of  stations  reporting) 


1 

'■2 

2 

3 

4 

3 
■5 
'8 

6 
6 

ie 

23 
19 

6 
15 

7 

6 
'4 

'5 

1 

8 
'9 

28 

9 

"i 

30 

10 

'3 
'9 

■■ 
2.3 

'5 

11 

'i 

•2 
'3 

12 

13 

14 

■■ 

16 

6 
ib 

19 

8 

16 

'4 

'8 

'4 
32 

17 

is 

18 
21 

» 

20 

21 
'5 

i 
'5 

22 

23 
3 

i 
'4 

24 
'3 

25 



26 

27 

15 

_ 

28 

•• 
29 

29 

30 
16 

31 

Auroras 

Fog,  heavy 

Frost,  killing  . . . . 
Glaze  

i9 

io 

Hail 

Rain,  heavy 

Sleet 

■  ■ 

'? 

Snow,  heavy 

Thunderstorms . . 
Winds,  high 

i 

_ 

_ 

<W.  B.  O.,  Philadelphia-3-4-48-1100) 


FOOTNOTES 

Figures  and  tetters  following  stations  indicate  distance  in  miles  and  iialf  miles 
and  direction  of  station  from  City  Post  OflBce. 

AH  departures  from  normal  are  computed  from  the  averages  of  the  entire  i)eriod 
forstations  having  lOor  moreyear.sof  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  n  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  .35  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

'.'','.  etc.    Number  of  days  missing,  for  example,  *■  indicates  two  days  missing. 

Italics,  data  interpolated. 

$  Partly  interpolated. 

$5  Incomplete. 

t  And  other  dates. 

r  Daily  pmounts  inconsistent 
Received  too  late  to  be  included  in  mean.s  and  summaries. 

•  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instrument*  are  read  in  the  morning:  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
'  Midnight  to  midnight. 

^  Measured  in  the  morning  for  the  preceding  24  hours. 
'  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 

*  Best  available  used  for  stations  not  equipped  with  recorders 
'  Recording  gage. 

'  At  a  fixed  hour  between  sunset  and  1 1  ;00  p.  m 
'  Noon  to  noon 

8  Data  recorded  at  Altoona-Blair  County  Airport. 

9  Oflicial  Station  designation  is  Allentown-Bethlehem  Airport. 
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L.  F.  CONOVER 
KARBISBURO,   FA. 

-      3- — 

\()L.    Lll.    - 

Annual  Summary  1947. 

No. 

13. 

Si'RSCHlPTlDN    PKICK:   ioCKNTS  PKll  ANNl'M  ;   (NOT  STAMPS). 

Rkmit  dikkcttly  to  Sipkbintrn'dknt  ok  DoruMENTs  Washinoion,  Its  11.  ('. 

OEN^RAI.  SUISMART. 

Althougli  1947  showed  but  slight  deficiencies  in  temperature 
and  precipitation,  it  was  a  year  of  contrasts.  January  was 
warm,  bat  February  and  March  were  cold  with  considerable 
snow.  .April  was  pleasant,  but  May  was  cool  and  wet.  June 
and  July  were  comfortable,  having  been  cool;  August  was  al- 
most unbearably  hot.  Even  the  normality  of  September  was 
deceptive;  the  first  half  hot,  the  latter  half  cold.  A  fine  warm 
October  was  followed  by  a  cold  wet  November.  December,  al- 
though cold,  was  sunny.  Snowfall  was  above  normal,  the  ex- 
cess established  in  February  and  Maich  more  than  counter- 
balancing the  deficiencies  of  the  other  months  The  growing 
season  was  generally  one  of  the  shortest,  in  considerable  con- 
trast to  last  year's.  Frosts  and  freezes  occurred  in  earlj^  iMay 
and  again  in  late  September,  causing  much  damage.  Torna- 
does occurred  on  five  days  — in  Maj",  June  and  September. 

WEATHER  BY  MONTHS 

Janu.^ky:  The  New  Year  got  oS  to  a  bad  start.  New  Year's 
day  being  particularly  unpleasant,  with  sleet,  glaze,  snow  and 
generallj'  hazardous  driving  conditions  resulting  in  numerous 
accidents.  However,  in  a  few  days  it  soon  warmed  up  and  the 
month  turned  out  to  be  the  warmest  .January  in  ten  j'ears  and 
the  sixth  warmest  of  record.  Temperatures  in  the  60's  and 
even  the  70's  were  general  in  the  last  week. 

February:  The  warmth  of  the  previous  month  did  not 
carryover  into  February.  Winter  had  finally  arrived.  This 
was  the  coldest  February  in  11  years,  the  snowiest  in  21  years, 
and  the  most  unpleasant  month  of  the  year;  in  fact,  the  most 
unpleasant  since  January,  1946.  Snowfall  caused  much  hard- 
ship, resulting  in  traffic  tie-ups,  accidents,  loss  of  business,  and 
other  effects.  Twenty-one  persons  were  said  to  have  died  as  a 
result  of  the  heavy  snowstorm  of  the  20th,  eighteen  at  Phila- 
delphia alone, 

March:  Coming  in  like  the  proverbial  lion,  it  acted  accord- 
ingly all  month,  except  for  a  few  lamb-like  days  in  the  middle 
of  the  month.  The  March  lion  roared  at  times,  wind  being  the 
greatest  culprit.  The  most  violent  storms  occurred  from  the 
23d  to  the  26th,  including  thunderstorms,  a  drop  in  tempera- 
ture of  the  order  of  30  degrees  in  24  hours,  and  winds  of  60  to 
70  miles  per  hour  in  some  places,  with  considerable  damage. 
This  was  probably  the  most  widespread  and  violent  of  recent 
years.  The  lion  became  lamb-like  on  the  last  day.  An  un- 
usual feature  was  the  absence  of  anv  temperatures  as  high  as 
70°. 

April:  After  two  months  of  unpleasant  weather,  April  was 
a  welcome  relief,  with  relatively  high  daytime  temperatures 
brin.ging  the  mean  above  normal.  There  was  considerable 
windiness,  but  this  occurred  generally  on  warm  days.  Precipi- 
tation was  frequent  and  copious.  The  heaviest  rains  in  many 
places  came  on  April  5,  which  resulted  in  flooding  at  Towanda 
and   Wilkes-Barre,  and   in   some  low  portions  of  the  city  of 


Wellsboro,  La(;kawanna  Valley  cities  and  towns,  and  several 
smaller  communities.  Total  damage  was  estimated  at  a  mil- 
lion dollars.  Thousands  of  people  had  to  spend  Easter  away 
from  their  homes,  as  they  were  evacuated  to  avoid  flood  dan- 
gers. Easter  was  notable  also  for  the  highest  wind  velocities, 
sometimes  60  to  80  m.  p.  h.,  and  some  of  the  highest  tempera- 
tures. Electrical  phenomena  of  a  peculiar  nature  were  observed 
by  many  people  near  Cashtown,  Adams  County,  on  the  2d. 
Fire  balls  floated  inside  and  out  of  houses  from  10:1.5  p.  m.  to 
10:30  p.m.  causing  damage  to  the  houses  and  in  some  cases 
shattering  trees  and  tearing  great  holes  in  tlie  rocky  mountain- 
side. 

May:  The  fourth  wettest  May  of  record  transformed  the 
accumulated  rainfall  deficiency  of  the  first  four  months  into  an 
excess.  Temperatures  were  below  normal,  and  there  was  a  cold 
spell  from  the  7th  to  10th  inclusive,  during  which  freezes  oc- 
curred. Much  damage  was  done  to  cherry,  apple  and  peach 
trees,  as  in  many  cases  the  temperatures  were  too  low  to  be 
raised  much  by  smudgepots.  An  area  of  less  than  25  miles 
diameter  in  Schuylkill  and  Berks  Counties  suffered  visitations 
of  tornadoes  on  three  days.  On  the  21st  at  Shoemakersville, 
a  tornado  killed  a  13-year-old  boy,  when  it  destroyed  a  garage 
in  which  he  had  taken  shelter.  On  the  25th  a  small  tornado 
struck  in  the  vicinity  of  flamburg  and  Lenhartsville,  damaging 
buildings.  On  the  29tii  a  tornado  at  Pine  Grove  resulted  in 
the  death  of  a  farmer  and  two  horses  as  it  demolished  a  barn. 
At  Cai'lisle  on  the  same  day  a  tornado  damaged  scores  of  build- 
ings along  a  15  mile  path. 

June:  Despite  some  uncomfortably  warm  days,  this  was  the 
coolest  June  in  19  years.  There  were  no  frost  occurrences,  but 
a  few  places  reported  minima  of  32°  or  below.  A  tornado  of 
great  intensity  occurred  on  the  8th.  It  entered  the  State  from 
Ohio,  and  caused  three  deaths  and  more  than  a  million  dollars 
of  property  damage  in  its  passage  across  Mercer  County.  The 
towns  of  Sharon,  Mercer  and  Grove  City  were  chiefly  affected, 
but  it  was  at  Sharon  that  the  greatest  toll  was  taken.  In  ad- 
dition to  the  three  fatalities  more  than  300  persons  were  in- 
jured, 51  oF  them  requiring  hospitalization.  325  houses  were 
damaged.  In  view  of  the  high  property  loss,  the  death  toll  was 
considered  light. 

July:  This  month  tied  the  July,  1920  record  as  the  coolest 
in  53  years.  It  was  also  the  wettest  in  51  years.  Although 
there  were  no  floods  on  the  main  rivers,  considerable  distress 
and  much  property  damage  resulted  through  local  flooding 
brought  on  by  some  exceptionally  heavy  rainfall,  particularly 
at  Erie,  where  10.41  inches  was  officially  measured  by  the  re- 
cording raingage.  Unofficial  measurements  at  Erie  by  Weather 
Bureau  investigators  disclosed  that  at  least  20  inches  fell  in  24 
hours  in  parts  of  Erie.  Low  parts  of  P^rie  were  flooded,  caus- 
ing damage  conservatively  estimated  at  $250,000.  There  were 
no  casualties,  but  66  persons  were  evacuated  from  flooded  areas 
by  the  Coast  Guard  and  Red  Cross,  assisted  by  the  Police  and 
Fire  Departments. 

August:  In  contrast  to  the  cool  July,  this  was  the  hottest 
month  since  July,  1935,  the  hottest  August  in  47  years,  and 
the  second  hottest  of  record.  Nights  as  well  as  days  were  un- 
comfortable, as  unusually  high  relative  humiditj'  accompanied 
the  high  temperatures.  Lightning  was  responsible  for  four 
deaths.  On  the  12th  at  Pennsburg,  two  baseball  players  died 
shortly  after  being  struck  by  lightning  during  a  ball  game. 
Five  others  were  felled  momentarily  by  the  bolt.     At  Oil  City 

(Continued  on  page  104) 
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Year  1947 


CUmatological  Data  for  the  Tear  1947 


Counties 


Temperature  (degrees  Fahrenheit) 


a 


Precipitation  (inches) 


b 

^ 

V 

i3 

>> 

•s 

0 

J3 

(3 
0 

s 

s 

A; 

1 

2; 

SB 


Skr 


s  * 
S 


e 


■  ,Atianlir.  l)r<dnaoe. 
Allentown  Arpt.  4Nii.. 

Altooua,  4.5W 

Burnt  Cabins,  2  NE 

Canton,  1  NW 

Carlisle 

Ciiainbersljiirg.  1  S\V.  .. 

Coatesville,  1  8W 

Curweusville ,  6  NW 

Eagles  Mere 

East  Waterf ord,  3  E 

Emporium,  1  E 

Ephrata 

Everett,  0.5  SW 

Preeland 

George  School 

Gettysburg 

Gordon 

Hanover V"cu 

Harrisburg(Arpt.),  3.5b 

Hawley.0.5E 

Holtwood  

Huntingdon ■•  •• 

Lancaster 

Lawreucevillo 

Lebanon 

Lewistovvu,  1  W 

Lock  Haven 

Marcus  Hook 

Martiu^burg^ 

Montrose,  3  E 

Mt.  I'ocono,  ■/  N 

Palmnrton 

Philadelphia  (City) 

Philipsburg,  7E 

Phoemxville,  1.5  SE.... 

I'ort  Clinton 

Quakortown,  0.5  E 

Heading 

.Scrantoii 

.SeUn.sgrove 

State  College 

Stroudsburg,  '2  E 

Tamarack,  2  S 

Towanda,  IE 

Wellsboio 

West  Chester 

Wilkes-Barre. 
Williamsport  ( Arpt. ),  4K 

Williamstown 

York,  3SW    

Ohio  l>rniiiage. 

Blairsville,  6  NE 

Bradford,  4  W 

Brookville 

Butler 

Clarion,  3  SW 

Claysville 

Corry 

Coudersport 

Derry 

Donegal 

Donora 

Ebensbure 

Farrell .  

Ford  City.  4  S 

Franklin 

Greensburg.  2S 

Indiana 

Jamestown,  2  N'W  . .. 

Johnstown 

Kane,  1  N 

Meadville,  IS 

Mercer,  2.5  NE 

Midland  

New  rustle.  1.5  N 

Pittsburgh  (Airport) 
I'utneyville,  i.S  SE.  . 

Ridgway 

Somerset 

Springs.  ISW 

Tionesta,  1.5  SE 

Titusvillp,2S 

Kiiiontown 

Warren 

Waynesbnrg 


lAtke  Drninnge. 


Krie. 


For  the  .State. 


Lehigh 

Blair 

Fulton 

Bradford 

(Jumberland.. . 

Franklin 

Chester 

aearfleld 

Sullivan 

.Tuniata 

Cameron 

T.,ancaster...     . 

Bedford 

Luzerne 

Bucks 

Adams 

Schuylkill   .... 

York 

York 

Wayne 

Lancaster 

Huntingdon . . . 

Lancaster 

Tioga  

Lebanon 

Mifflin 

Clinton. .     

Delaware 

Blair 

Susquehanna  . 

Monroe 

(Carbon 

Philadelphia. 

Centre 

Chester 

Schuylkill 

Bucks 

Berks 

Lackawanna  .. 

Snyder 

t;entre 

Monroe 

Clinton 

Bradford  

noga 

Chester 

Luzerne 

Lycoming 

Dauphin 

York , 


Indiana 

McKean 

Jefferson 

Butler 

Clarion 

Washington ... 

Erie ... 

Potter 

Westmoreland. 
Westmoreland . 

Washington 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland . 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Merter 

Beaver 

Lawrence 

•Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Warren 

Greene 


Erie. 


384 

1,500 

990 

1.450 

473 

640 

400 

2.215 

2.020 

2,  125 

1,100 

365 

1,020 

1,970 

160 

500 

900 

600 

364 

9S0 

200 

700 

255 

996 

469 

580 

554 

12 

1,460 

1,176 

1.914 

435 

26 

1.914 

100 

430 

480 

21i 

746 

476 

1.  175 

327 

2. 200 

755 

1.319 

440 

549 

520 

776 

390 


2,048 

1.680 

1,400 

1,077 

1.114 

1,170 

1,427 

L663 

1,150 

1,746 

761 

2,060 

855 

950 

987 

977 

1,102 

1,050 

1.214 

L750 

1.065 

1,200 

780 

900 

1,226 

1,270 

1,385 

2,100 

2,  ,500 

1,200 

1,550 

1.040 

1,190 

980 


705 


7 
50 

6 

3 
81 
48 
59 

5 

5 

4 
58 
46 
27 
53 
41 
71 
44 
43 
59 
29 
29 
58 
45 
•50 
59 

9 
57 
21 

5 
42 
41 
22 
77 

6 
38 

9 
60 
50 
5.^ 
58 
59 
33 

5 
53 
67 
93 

9 

5 
32 
49 


2 
21 
36 
25 

4 
43 
33 
18 
51 

4 
21 
30 
35 

4 
64 
39 
45 

6 
56 

4 
54 

8 
10 
67 
14 

4 
32 
80 
27 

4 

4 
58 
53 
17 


75 


50.6 

49.2 

49.8^ 

46.3$ 

53.0 

51.5 

51.2 

15. 0 

44.6 

48.0 

47.6 

53.6$ 

50.2 

47.4 

51.5 

53  6 

48.7 

53.3 

52.9 

47.9 

53.6 

51.3 

52.4 

48.9 

51.7 

51.5 

51.6$ 

56.6 

48.9 

45.5 

44.8 

49.5 

55.1 

44.7 

54.7 

49.3 

50.5 

53.7 

60.0 

51.2 

49.8 


45.2 

49.3 

46.5 

83.3 

49.  7« 

49.8 

60.8$ 

53.9 


47.8 
45.5 


50.7 
47.8 
49.8 
47.6 
46.0 
,51.6 
46.2 
64.0 
47.0 
63.0 
48.7 
48.4 
50.1 
49.5 
48.4$ 
61.8 
43.8 
47.4 
47.3 
50.7 
49.7 
51.4 
i  46.5 
46.4$ 
46.9 
45.8 
47.0$ 
46.7 
53.4 
48.7 
50.3$ 


50.0 
49.6 


95 
91 
98 
92 
95 
95 
94 
88 
84 
89 
93 
96 
95 
89 
93 
92 
93 
95 
96 
96 
95 
96 
94 
95 
95 
98 
96 
100 
92 
93 
88 
!tO 
93 
90 
98 
95 
93 
95 
95 
93 
93 
95 
88 
95 
95 
94 
95 
94 
93 
97 


96 
94 
92 
94 
91 
93 
89 
94 
89 
100 
92 
94 
91 
92 
94 
96 
90 
95 
91 
96 
96 
93 
92 
94 
91 
86 
94 
92 
93 
96 
94 


94 
100 


Aug.  13 
June  lOt 
June  11 
Aug.  12 
June  lit 
Aug.  16T 
Aug.  26 
Aug.  12t 
June  lit 
June  1 1 
Aug.  25 
Aug.  13t 
Aug.  12 
June  11 
Aug.  13t 
June  11 
June  11 
June  lit 
Aug.  25 
June  11 
June  30t 
June  II 
Aug.  15 
June  lit 
Aug.  ]:!t 
June  11 
June  lit 
July  30 
Aug.  14 
Aug.  13 
.lune  11 
July     It 
June  lit 
Aug.  12 
Aug.  27 
Aug.  14 
Aug.  13 
Aug.  31 
June  11 
Aug.  14 
June  lit 
Aug.  14t 
Aug.  12 
Aug.  12 
Aug.  12 
Aug.  15t 
June  11 
Aug.  12 
June  11 
Aug.  12t 


Aug.  13 
Aug.  14t 


Aug.  13 
Aug.  12t 
Aug.  12 
Aug.  13 
Aug.  l^t 
Aug.  13 
Sept.  12t 
Aug.  13t 
Aug.  12 
Aug.  12t 
Aug.  12 
Aug.  12 
Aug.  13 
Aug.  12t 
Aug.  12t 
June  lit 
Aug.  19 
Aug.  12t 
Aug.  12 
Aug.  18 
Aug.  12 
Aug.  13 
Aug.  13 
Aug.  ]2t 
Aug.  12 
Aug.  19 
Aug.  13t 
Aug.  19 
Aug.  13 
Aug.  13t 
July  14 


Aug.    7 
July  30t 


Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Jan. 


Feb. 
Feb. 


Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Jan. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Jan. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Fell. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 
Feb. 


Feb.     8 
Feb.     5 


n 

30 
56 
3;} 
50 
43 
33 
23 
51 

4 
21 
29 
&5 

4 
78 
39 
36 
16 
66 
32 
.5t!  56 

8 


75 


11 
63 
14 

4 
41 
64 
28 
11 

4 
59 
59 
5t    21 


44.06 
38.16 
33.00 
40.  42 
40.59 
39.04 
39.  78$ 
44.64 
53.76 
43.  96 
41.97 
40.88$ 
26.40 
56.04$ 
48.13 
32.  46 
.53.  59 
36.  53 
36.  a5 
60.06 
28.  92 
$;«.  69 
36.84 

35.  8'2$ 
46.  62 
32.11 

34.  78$ 
43.  66 
29.02 
46.79 

67. ;« 

61.27$ 

52. 12 

46. 14 

41.19 

55.21 

44.49 

46.14 

41.46 

38.  25 

:i0.88 

52.  58$ 

36.  84 
37.66 

35.  to 
44.66 
46.  28$ 
38.  66 
47.86 
44.40 


43.  :i8 
49.19 


,36. 20 
40. 82 
35.17 
.50.  28 
47. 08$ 
40.99 
46.81 
37.74 
38.51$ 

43.  .50 
.35.  68 
39. 12 
41.68 
39. 33 

44.  41 
36.36 
51.04 
41.22 
41.53 
35.29 
■SI.  58 
30.01 
43.54 
39. 01 
46. 82 
43.86 
41.35 
42.30 
39.10 
42.83 
36.99 


54.72 
41.08 


6.77 
5.38 
4.46 
6.  84 
6.26 
6.81 
6.14 
8.11 

10. 12 
7.55 
6.37 
6.62 
5. 12 

16. 32 
8.33 
5.8:1 

11.45 
7.62 
5.59 

12.94 
5.50 
8.77 
5.24 
6.48 
8.68 

6.  ,39 
7.36 

11.51 
6.02 
7.03 

12.52 
9.87 
8.68 
7.01 
8.05 

10.59 
8.75 
6.66 
9.70 
6.44 
5.01 

7.  93$ 
6.98 

8.  fM 
6.80 
9  (>2 

n.28 

7.79 
10.66 

8.79 


7.36 
7.04 


7.05 
6.66 
6.25 
7.  47 
6.36 
6.81 
9.84 
5.92 
4.94 
U.  46 
6.57 
6.45 
6.34 
7.00 
8.51 
4.92 
7.  2<t 
7.40 
6.05 
5.  .55 
.5.60 
4.89 
6.95 
6.% 
7.73 
9.  23 
5.90 
.5.73 
6.84 
6.09 
7.69 


13. 27 
19.81 


May 
July 
May 
July 
May 
July 
Nov. 
May 
May 
July 
May 
Nov. 
July 
July 
May 
May 
May 
May 
Nov. 
July 
May 
Aug. 
May 
May 
May 
July 
July 
May 
July 
July 
July 
July 
May 
.^ug. 
Nov. 
July 
May 
July 
July 
May 
Nov. 
July 
July 
May 
July 
Nov. 
July 
July 
July 
May 


July 
Apr. 


1.42 
0.  82 
0.59 
0.78 
0.99 
0.95 
0.93 
0.79 
0.99 
1.14 
0.61 
1.47 
0.78 
1.-23 
1.86 
0.49 
1.37 
1.13 
0.72 
1.70 
0.87 
0.24 
1.24 
0.66 
1.06 
0.62 
0.72 
1.86 
0.65 
0.83 
1.47 
1.36 
1.89 
L17 
1.42 
L59 
1.86 
1.28 
1.22 
0.92 
0.69 
1.66 
0.80 
0.64 
0.47 
1.08 
0.93 
0.67 
1.11 
1.45 


1.27 

0.82 


Mav 
May 
June 
Apr. 
May 
July 
July 
July 
July 
Aug. 
May 
Mav 
July 
July 
July 
May 
May 
May 
May 
.Vug. 
Aug. 
July 
May 
May 
Aug. 
I  July 
May 
May 
June 
May 
July 


July 
July 


0.71 
0.85 
0.90 
0.38 
1.  .32 
1.-26 
1.17 
L14 
0.88 
0.60 
0.86 
L07 
1.47 
1.01 
0.58 
1.20 
1.08 
1.16 
1.33 
0.56 
0.53 
L19 
0.95 
0.86 
1.41 
1.16 
1.01 
0.80 
1.28 
0.67 
0.94 


Feb. 

Feb. 

Dec. 

Feb. 

Dec. 

Dec. 

Oct. 

Oct. 

Oct. 

Dec. 

Feb. 

Dec. 

Sept. 

Oct. 

Feb. 

Sept. 

Feb. 

Dec. 

Oct. 

Sept. 

Aug.' 

Sept. 

Dec. 

Feb. 

Oct. 

Sept. 

Oct. 

Mar. 

Sept. 

Oct. 

Feb. 

Feb. 

Dec. 

Oct. 

Oct. 

Dec. 

Feb. 

Dec. 

Dec. 

Feb. 

Feb. 

Feb. 

Feb. 

Feb. 

Oct. 

Oct. 

Dec. 

Feb. 

Oct. 

Dec. 


Mar. 
Oct. 


35.1 

44.9 

34.0 

38.7 

36.0 

29.2 

32.  6 

64.1 

67.6$ 

46.4 

32. 1$ 

38.1 

29.9 

48.7 

36.0 

•2.5.4 

48.0 

31. 3 

:«.5 

71.0 
32.0 
■29.9 
31.7 
43.2 
;i6.0 
32. 5 

;n.o$ 

28.6 
30.4 
100.8 
69.6 
37.4 
•28.5 
51.3 
3^2.  6 
39.0 
37.7 
37.4 
46.8 
•26.3 
42.  2 
46.5 
56.2 
34.5 
44.7 
;«.  1 
36.1$ 
■29.5 
•29.2 
29.5 


93.1 
135.1 


Feb. 

Feb. 

Feb. 

Oct. 

Oct. 

Dec. 

Sept. 

Dec. 

Oct. 

Oct. 

Feb. 

Oct. 

Oct. 

Feb. 

Feb. 

Oct. 

Oct. 

Oct. 

Feb. 

Feb. 

Feb. 

Oct.* 

Feb. 

Feb. 

Oct.* 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 

Oct. 


47.7 
5^2. 0 
•28.4 

189.9 
74.1$ 
40.8 

106.4 
•25.6 
69.9 
•24.6 
34.0 
7-2.5 
42.1 
37.7 


134 
141 
109 
135 
1-20 
121 
121 
187 
138 
142 
168 
114 
123 
147 
111 
P24 
119 

r20 
r25 

138 
P20 
115 
123 
111 
123 
1-24 
140 

va 

136 
170 
143 
130 
118 
184 
104 
1'26 
Vii 
126 
138 
119 
134 
125 
151 
132 
151 
123 


87 
146 
141 
169 


1-27 
144 

65 
59 


151 
76 
159 
137 


182 

68 

115 

161 

128 

86 

166 

.57 

142 

51 

72 

242 

1-20 

101 

144 

76 

108 

181 

92 

69 

■ifH 

152 

123 

'.K» 

73 

116 

177 

178 

104 

8:^ 

172 

106 

87 

142 

78 

145 

147 

102 

116 

69 

121 

175 

155 

127 

83 

1:13 

91 

171 

120 

214 

127 

150 

92 

49 

108 

75 

109 

115 

60 

175 

■201 

152 

105 

71 

123 

74 

133 

67 

91 

119 

151 


136 


62 


126 


169 
187 


107 
97 
108 

r28 

88 
86 
85 
126 
121 
63 

\n 

\Ab 
124 
102 
123 

47 
1'25 
106 
151 
1-A5 
135 
195 
1-27 
142 

79 
126 


125 
177 

86 
117 

63 
162 
130 
148 
196 
•204 
168 
121 
1'26 
213 

67 
117 

88 
165 
143 
117 
166 
127 
171 
132 
167 


V23 

ios' 


180 

"in 


73 
120 


0.54  j  Oct. 
0.24  I  Sept. 


83.5 
r22.9 
121. 5 
41.2 
•2L4 
15.6 
34.5 
32.6 
I  4'2.9 
I  78.8 
64.9 
61.2 
65.5 
36.0 
89.1 
■25.9 


112. 2 
49.4 


149 
163 

136 

176 

139 

133 

165 

136 

175 

106 

147 

157 

148 

146 

165 

160 

190  j 

178 

183  I 

141  ! 

1.55 

146 

158 

169  i 

151 

1T3  ' 

168 

182 

157 

172 

115  I 


162 
141 


134 

78 
1(6 
68 

\m 

146 
61 
108 
65 
174 
139 
154 
129 
71 


98 

61 

93 

1.58 

112 

r2^2 

■2-24 

109 

110 

102 

43 

72 

63 

192 


■251 
176 


133 
226 

167 
139 

va 

97 
80 
148 
190 
89 
183 
139 
1T3 
101 


122 
108 
Ti 
58 
108 
119 
62 
95 
80 
68 
65 
146 
32 
101 
166 
96 


87 
112 


96 
40 
117 
89 


147 
■217 
175 
218 


\m  1   155 

no  j  136 
101  I  ^212 
82  !  188 
69  1  216 
221 
•225 
183 
86 
112 
77 
106 


86 
86 
36 
•247 
152 
122 
161 


90 
108 


188 
146 


Figures  and  letters  following  station  indicate  distance  in  miles  and  direction  of  station  from  the  city  or  town. 
Italics,  data  interpolated.       $  Partly  interpolated. 


t  .\lso  on  other  dates.       *  -Vlso  other  months. 
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CLIMATOLOGICAI.  DATA:    PENNSYLVANIA  .SKCTION 


•til 


Monthly  «nd  Aimual  Precipitation  for  the  Tear  1947,  with  Departures  from  the  Normal. 


SeptomiHT  [  OctotHT     Novf-mber 


December 

Am 

a 

0 

o 

o 

f? 

§ 

S 

o 

fc 

"S 

u 

1 

a 

1 

ATLANTIC 

DRAINAGE 

Dtliiiiiire  Hasiti 
IhPKU  Dki.aware 

DiUKinaus  Ferry,  1  E..^  3.41 

Eiiumunk i  3.4(>l 

Hawloy,  i  E 2.801  +  0  07 

Hoilisterville I  2. 7ii|  +0. 07 

Lakeville.  1  N !  2  3-»|-aSl 

Matamoras }  2  yfit+O  13 

Milaiiville ».  IS 

Mount  Pooono.  2  N ....  I  3. 86|  +0  48 

I'e<-ks  I'oiM I  a.  «2 

Pleasant  Mount.  1  W.. 

Strou(l--hur>r.  2  E 

Tauners  Falls.  I  SE.... 
Wind  Hap.3S\V 

Lehigh 

Ai lento wn  Aipt 

Allcutou  u 

Bi'ihlehein 

Blakeslee  Corner: 

lioulUsboro  

Lansforil 

N'W  Tripoli — 

Palmi-rton 

Zions  villi',  1  S\V 

ScHUYLKIl.l. 

Con.shoho(ken 

Fredericksvil  e,  1  S.. 

Geisertown 

(iratertonl 

I'hopnixville,  Ij  SE. . 

Port  Clinton 

Pottstoivu.  is 

PollsviUc 

Knadins; 

.Strai'sstowu 

V'ivginville 

Wernersvillf.  1  W 

Coivt.'svillo,  1  S\V 

Doyli'stown 

Geors''  School 
Maple  Glen 

Marfus  [look I  3. 

Philadelphia 

Airport  Station 

City  Office 

Shawmont 
Quakorto«ii,  i  E 
West  Chester 
Weytgrove.  Ij  8E.... 

SnsQnehn}inn  Mnifiii 
Cheming 
Au-tinsbiu-g,  2  W 

Covington 

La'.vreneeville. . . 


Berwick 

Canton.  1  NW 

Danville. 

Freeland    

Hop  Bottom.  2  S 

Millvi'lo 

Monroeton,  2  S 

Montrose.  8  E 

Orwell,  3  N 

P;irk  Place.  1  NW.. 

Pikes  Creek 

Ruvh,6S 

Scranton 

Susquehanna  

Towanda.  1  l'^ 

Tunkhannock,  1  .SW 
Wilkes-Barre,  3  .\ . . . 

Wb-t  Bkanxh 

Bellcfontc 

Carrol  Itown 

Cnrter  Camp 
Cedar  Run. 
Clearfield 
Coal  port. 


(Continued  on  next  page) 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION 


Year  1947 


Monthly  and  Annual  Precipitation  for  the  'Z'ear  1947,  with  Departures  from  the  Normal— Continued. 


Stations 


West  Branch 
(continued) 

Curwensville,  6  NW 

Driftwood 

Dushore.    

Eagles  Mere 

Emporium,  1  E 

English  Center 

Galeton 

Karthaus 

Lock  Haven 

Medix  Run 

PhilipsburgArpt.,7E. 

Reiiovo 

State  College 

Tamarack,  '2  S 

Trout  Run 

Tyrone.  4  NE 

Wellsboro 

Williamsport.  4E 

Williamsport 
Williamsport,  4  SE 


JU'NIATA 

Altoona,  4i  W 
Breezewood,  i  E 
Buffalo  Mills 

Burnt  Cabins. '2  NE 

East  Waterf ord,  3  E 

Everett,  i  SW 

Huntingdon 

Lewistown,  1  W 

Mapleton  Depot. . . 
Martinsburg 
McConnellstown.4  NW 
Neffs  Mills  3i  NE 
New  Bloomlield. 

Newport 

Saxton,  1  W 
Shade  Gap,  i  SW 


Arendtsville. ... 
Beavertown  — 
Bloserville,  l4  N 

Carlisle 

Columl)ia 

Diiuphin,  :J  N 

Epiirata 

Glen  Rock 

riordon 

Grantville,2SW 

Hanover 

Harrisburg  Arpt.,  3j  S 
Holtwood 
Huntsdale 
Kirkwood,  1  SW 

Lancaster 

Lebanon 

Middletown.  li  W 
Millcrsburg,  2  E.  . 

Milroy 

Newburg,  'ii  NW.. 

New  Park 

Pine  drove,  Ij  NE 

Selinsgrovo 

Shamokin 

Shipnonsburg 

Sunbury 

Wellsv 

Williamstown. 
York.SSW.... 
York  Haven.   . 


Chambersburg.  I  SW 

Gettysburg    

Hewitt,  2  SW 

Hyndnian 

McConnellsburg 

Mereersburg 

South  Mountain. , . . 


(Continued  on  next  pagre) 
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Monthly  and  Annual  Precipitation  for  the  Vear  1947,  with  Departures  from  the  Normal 'Continued. 


Januury      I'obruary  i    Maroli 


>ti\ 

May       ! 

a 

o 

9 

•a 

4> 

1 

S 
a 

1 

<s 

gx 

g 

o 

£ 

Juue 


fii 


July 


AM.E(ittEKY 

(continued) 

Ko>\voll.6  N\V 

BnidiDrd,  4  \V 

Hiookville,  li  SW  . 

Buckstown    

c.lariou.  J  SW 

I  oi-ry 

(,'oii(i(»rsport 

Couiiersport.  7.5  E. 

Deny 

Donegal 

Unnlo,  *  SW 

li;t>en>buifr 

Ford  City,  4  S 

Praiiklin 

Glen  liazel.l  NE.  . 

Home 

Indiana — 

lohiistouiJ.  i  W 

ICaii^',  IN   

Kregar,  4j  SK..   — 

LyciliiHis.  liE 

Marieiivil'e 

Mf-adville,  IS 

Mosarove .   . . 

HaiUers  LaiidiiiB. . 
I'ittsbuie:!'  W.B.O. 
I'nrt  Allegany . 

I'unxsutawney 

I'utneyville,  24  SE. 

Kidgway 

Saltsbiirsr 

Sexvpiri  

Shetlleld,  6  W 

Sm.nbport.  1  SW  — 

Strongstown 

Tione.-ta.  USE 

Titiis\-il!e,  2S 

I'nion  City 

N'andergriit 

Warren  

youngsville 


Mo\o(;ahfxa 

Couflnenre,  li  NW  . . 

Comiell^villr 

Poiiora, 

Grernsboio 

firecll^blll•»,  2S.. 

Ir'.'in 

MeysKdale 

Miirrvsville 

Pittsburgh  (Airport) 

Rices  Landing 

3o;u'.'r-;et  

Springs.  ISW 

C'uioMtowii 

VVaynesburg — 


3.88 

6.08+3.07 


2. 58| '2. 62 

1.61  -0.9»i  4.06  +0.75' 


2.21| 

7.04  +a.  38 


.\UgUKt 

a 

o 

•B 

S> 

s 

3 

o 

% 

a 

B< 

S) 

September 


Ui'tobor 


Noviiiuber 


Decern  l)er 

Ann 

a 

p 

o 

o 

s        « 

■■a 

S       5 

& 

'S      li 

ft 

Preci 
Depa 

6.17! 

6.741+2  94 


+1.41 
T-2.63, 
+  1.73 


1.27  ...  1.29,... 
(1.85  -2.30  2.201-1. 
2.  SO; -U.  19:  4.131+0, 
1.83-0.71  2.66  -0, 
1.  6  ....  I  2.66 
1.  73]-I.29l   1.73 

2.71 \  3.  II 

\.H M.1% 

+  1.07I  2.7li-0.06l   l.»5 

0.85 1.62 

.  I  3.06  +0  .Wi  1.  43i-1.27    2.67 


-0.17 
-0.27 
+2  65 


0.01 

4. 

4. 

3 

4. 

4 

;^, 

4 

5. 
4. 
3 

5. 


1.21 

1.01 

1.85: 

l.84| 

6.01 

-O.Ot^l   4.02' 

:$1   J5 

+0.  SHi  1.41 
+0.561  1.1.' 
+  1.5H  1.04 
+0.97,   1.30; 

;  0.7; 

+0.411  0.  84| 

....    !  0  95 

+  1  49  0.85 

-0.22!  1  49i 

:  2.83! 

i  1.37i 

\Sl  05 

....  1.18! 

+2.8r  1.04: 

:  1.57 

:  0.81 

....  1.47! 
+  1  921  1.91; 
;  1.63 


— 2..'<8^ 


-1. 


-0 


2. 64     

3. 67-0. 0.5 
7.  47:  f  3. 81 
4.491+0.80 

6.36i   

3.631-0.29 

3. 22! 

1.40 

3.19-0.31 

2.62| 

4.621+1.44 


=.  vol 

6.  66  +2  50 
6.7.T  +2.88 
6.36  +1.86 


4.1V 
4.  Ot 


-0.621 


6.901    ...      I  6.13 
6.371+2.29:  3.90 

I. 


....  $1.93 
-1.90  1.61 
-1  78  2.24 
-1.  Ill  2  91 

'  4. -23 

+0.851  3.28 
...  I$2.2»' 
-1.27:  2.54 
-1.39!  2.22 
-1  871   1.60 

-I.S2:  1.59 
I  1 95 

-1.50  1.60 
2  81 
2. 06 
1  54i 
2.15 
1.70 
2.12 
1.73 
•2.15 
2. 30 
}1,59 
2.16 

-0  67  3. 14 
2.85 


-1.46 
-1.41 


1.29 


-1  94 


4.10  +0.25:  1.30 

3. 18 :  1  23 

•.•.99!+0.60,  1.591-0.72 

3.82  +0.4.5  0.94,  -  1.89 

3.11  +0.02  1.7V -1.18 
3.671+0.78  1.64i-0. 81 


:  3.44: 

-2.41  3.321-0.65 
-1.98  2.711-1.36 
-0.90    5.411+1.53 

..   ;  3.0c! 

-0  87^  3.49:-0.47 

..  I  i.'s:   .... 

-0.661  4.  24:+0.9(i| 
1   .12'  3.27i+0.03| 

-2  13'  3.481+0.01 

-1.44    2.4.li-0.49 

.5.  781 \ 

3.57+0.21 

3.6II 

4.  20, +  1.09 
2.781-0.62, 
3.20|   .... 

6.H3I 

6. 51 1 

...     1  3  42  

-1.33:   4.86 

5.70 

I  6.13      ... 

2.761   

-0.131  4.301+0.77 


4.77  +0.81 

5.24 

2.16 

4. 66: +0.27 

6.57i 

6. 48  +2. 81 


6.  Vi 

4.04 


1-1.52 
HO.  65 
-0  54 


6.5 

5.07 
3.05, 
4,71 
2.98 
4.6ri, 


■  1.  70| 

hO.'  12, 
fO.'38' 


'54.14; 

3.86'  -0.68 

5.  10, +1.9- 
$6.21  +1.74 

6.  38 

6  81 1+2.  22 
9.84,'    .         I 

6.)i6|    

1.94: +0.82 

5.04i 

4.301-0.  13 


+0,661 


$4.2' 
4.06  +0  I. 5 
2.4(1  -1.08 


-1.76 


+  1.35 


3.08^ 

3. 60 
3.55I+O.50' 

3  95, 

3.56-0.68 
3.  70  +0.  04 
3.5s  +0.05 

4  49  +1.35 


1.36 

1.  16:   .... 

1  32: -1.30 
1.001    

2.  131-1.48 
1.751-1.40 
1.37-1  55 
1.15+1.08 


1.45 
1.22 
2  21 

i  .20, 
1.  72; 
1  90] 
1.35 
I.37I 
1.51; 
I..541 
1.771 
2.271 
1.57 
1.40 


5.  64 

6.57  +1.38 
4.921+0.48 
7.  29;  +2.  79 
6.301  .. 
6.77;+2  51' 
6.73:  .. 
7.40;f3.36 
I).  59i  4^  2.  45 
5.68  +I.h2 
1.41  +1.20 

ti.  02    

7.64  +3.38 

6.9.i! ; 

.5.961+2.01 
5.82; +2.  lOl 

5.34 1 

7.43! j 

.5. 92, i 

,5.09' 

5  90  +  1.081 

5.73:    j 

5.791   i 

5.  331 1 

6.09i  +  l.S9 
4.801   .... 


-2.47 

-i.'46; 

2.47' 

-1  91 
-1.64 


-1.52' 

-2.49 
-1.43 
-2.43 

-2.  6.5 


I 
1. 541-2.09 
2.21!   .... 
2.90- 
1.86  - 
3.24  - 
2.  .56  - 
1.66,. 
2.67 
2.51  - 
2.10' 
2.21I- 

2, 9yi  - 

2.65- 
2.39  - 


0. 731 

1.43' 
0.54 

0.75 


-0.41 


-2.281 
-1. 01 
-1  11 
-1.02 


5.21 
.5. 33 
4.63 
4.47 
5.  .56 
5.15 

5  41 
4.11 
3.76 
5.59 

6  16 
4.74 
4  76 
5.53 


2.89 

4.  67' -0.24 
4.43;  -0.581 
5. Oi  1+0.32; 
5  66,  ..  ; 
5.101+0.251 
4  08:  ....  \ 
4  63i  (-0  59, 
4.171-0.1(1 
4.72+0.55 
4.7.5+0.94; 
3.42  ,. 
1.08-0.18 

4.531    

5.60+1.39 
5.27; +0.95 

5.461    

4.78;    

4.851 

3.96:    

4-2.-<l  1-0.17; 

3.66 

6.40      ... 
4.92     .... 

3  97      0.47; 

4  04: ! 


-0.391 

+  2  71, 
-0.721 
-f2.  14 


+1.22 


+1.11 

+6.' 9} 

to  65 
+  1.52 
+  1.72 


3.531-1.10 

5.37 ! 

5.82, 
2.  81 
6   II 

6.18; 


^2.04; 

-1.80 
i-I.7ll 
hO,77 


.      .      2  20; 

,  4.49; 

+0.57'  4.04: 

;    I.63- 

+  1.32, 
■t-0.  54 
+0  05 
+1  38 


6.66, 
3.74 
6.84 
l.0t> 


-a2:il 

-1.G4' 
-1.51 
-2. 09 
0.  20; 


6.17     .... 
7.OOI+2.4O: 
4. .36; -0.  12 
6.  24; +2  07; 

9.4i.| 

8. 93  +4.21 

4.44 

3.7(i 

'1.  45 

;    38 

('.  '9 

4.5=' 

3  01 

7.11 

3.42^-0.83 

4. 56  +0.  52 

6.01 

4.72 

3.  60 

6.17 

5.02 

5.23 

■1.95 

3.051 

6.00+1.58 
4.551 


4,451-0.30, 
9.14!  -  .  ' 
5  92+2  17 
7.31+2.70' 
6, 34, +2.  54 1 
6.  271  +2.  401 

3.59I 1 

4.  77I    ..    . 
4.891+0.84 

7.18+2.5fil 
9  2.-!'+4.79! 

6.  :iO  +1.49 

7.  69, +3.  331 


5.12 

2  21 
4.05 
4  42 

$6.01 

3  58 
5.28 
2  71 


2.9 
2.9' 
2.77-0.39 

2.23 

2.13    - 1.(13 
3  21  -0.77 


...,l  1.43 
I.22I  0.82' 
I.  541 
1.02, 
1.15, 
0  38;- 


+  1.73;  4.8«+1..59    1.3.' 


2.761  3. 
■1.4SJ  3 
....  13 
3 
4 
3 


-2.41; 

-3. 4o; 

-2.011 


-0.  17 


-  ().  40 
-0.95 


4.46 
4.21 

3.25 
4.3" 
5.00 
6.75 

2.  86 

3.  .59  -0.0(i 
-0.79 
-O  13 
-0.  86 


+0.17 
-114 

-^0.  69 

■1-2  .36 


4.47 

2.321-0.84 

1.17;. 

2.431. 

1.73-1.69 

1.42 

1.99;-1.53 


3  II 
3.69 

2.  37 
3.86 

4.97; +0.61 
4.08 
2.81  -0.39 
2.75  -1.31 
7.23 
2.49' 
4.04 
3  81 
3  95 
2.30 

3.  .54 
6  43 
4.37 
2.37 


+0.95 


+0.641 


4.61-1-0.42 

4.94! 

4. 15:+,>.38 
6.  71  +2.  98 
4  76; +0.57 

2.  K«;-1.0.'; 
8.0«.    .... 
4.92        .. 

1  42-1.81 

3,08,    

7.73; +3. 24: 
,5.81;+1  20' 

3.  Ro;-n.92, 
2.9«:-0.95; 


1  23!... 

2  301-1.42 

1.81-1.6' 
4.69  +.1.92 
2.00' 

3  16; -0.  17 
4.3R'    .... 

3  52,-0.08 
3.05+0.30 

1  97' -I.  32 
1.43I-I.15 
.3.97;   

2  161-0.83 

2.871 

4.29  +  1.00 

1.35' -2  16 

2  21 

2.98 

4.63 

2.06 

2.40 

3.13 

3.58 

1.  8fi 

3.441-0.32 

3.  31 1 


l,l(i 

1.  65;-l  .56 

1.91     .... 

l.OOl 

0.881-2.30 

1.  76; 

1.0 


-2,07 


-0.94 


I  23 
1.28 
1.20 
1.08 
1.49' 
1  09 
1.03 
1.16 
1.73 
0.80 
0,78 
0.86 
1.22 
1.66 
0.8(5 
1.49 
0.91 
(1.85 
0.81 
1.171 
1.01 
0.  8OI 
0.88! 
1.47 
0.67 
0.67 


-2.11 
-1.81 
-2  64 

-'2'io 

-2  25 
-1.76 
-  2. 12 
-1.74 


51 

42—0 
.19+0. 
83  ... 

5(i'+(! 

10+0 
95' +  1 
64 

54i-fO 
931 ,. . 
07 

^4,  +  a 
561... 
.50  +  0, 
421. . 
26}... 
66|+0 
951-0. 
0 


2.43 
.08'  2  14, 
13  1  69I 
..  1.61 
66,  1.72 
161  2.71 
021   l."3! 


45.  Vl 
-0.87,  49.19 

•1.40  .... 
i$3.5.  01 


■  ! .  66 
-0,77 
-0  93 


72 


1^9; 


3. 

-i.88 

2. 

3. 

-2.22 

3. 

-1.57 

2. 

3 

3. 

3 

-2.  .55 1 


3, 
3. 

....  1  3 
....  I  3, 
;  2. 

-2.851  i- 
....    13. 


47 
63!... 
22, +  1 
31 1 , . . 
95) -0 

.55  +0 

51 1+0. 
41  +1. 
21  .... 

91  +0. 
6f|  ... 
06; +0. 
831+0. 

81 1   ... 

f:::; 

■46  +<)■ 
95  .... 

09|.... 
80; . . . . 
27; -1. 
Ill  .... 


1.26 

2.31 
51  84 
1$1.96 
1  37 
1  74 
1.95 
..1  2.00 
7:'!  1.H2 
02,  1.82 
00'  2.  .56' 
.  ,  3,  .51 
39$!  <i4 
.  1  2.23 
45  2.30 
971  1.63 
56l  1.78 
121  1.431 
.1  1.  60 
121  1.61 
.  I  1.65 
131  1.58 
401  l.:-;2 
.  ■?..  IX' 
.  1  2.74 
..  <S2.2I 
,  1.96! 
43i  2.00 
..!  2.61 
..I  2  15 
..  1.40 
20  1.92 
.    1  2.66 


1.96 

-i!o6 
-i.'4^ 


-1.98 

-1.  7j< 
-0.78 


40.  >»2 

.50.28 

$47.08 


40.99 
46.81 
$38.37 
$38.51 
35  68 
39.  12 


+  6.46 


-4.11 
+C.45 
1  6.50 


-3.62 


$37.29 
39. 33 
35  3r 
51  04 
'iB.3f 
1  91  $52.  26 

$13.94 
41.2 


-0.76 
-1.49 
-1.43 

-1.4.:i 


-1.15 

■  1.  85 


-1.01 


-1.23 


40.  69 

36.  66 
34  11 
40  21 

37.  21 
43.  54 
39.  01 
34.4'! 
45.  40 
44. 53 

s'>43.  68 

38.  04 
41.. 35 
42.3' 

$43.  06 
37.  48 
42. 8:i 
42.19 


-1.781 


2.041-1  06    1.21 

1.61 1    ....       1.29' 

1.391-1. 431  1  ,3111-  1.52 
1.981-1, Hi  1  01  +  1.85 
2. If!  -1.06;   1.47;-1.59 

1  45|-1.47    1.22,-1.62 

2.12'    ....       0.93! 

1.16, 1   1. 071    ... 

1.  .52  -1.06!   1.191-1.33 

2.82 j  1.471 

2.85  -0.6a    1.41 
3.51  +0  09'   1.16 

2  56    -0. 6';    1  28 
2  01  -1.3''    0  94 


1  67 
2.36 
2-00 
1   79 


71+0.82;   1. ,59,-1  82  34.79 

1   2**' 39.97 

1.  Ill     1.38  37,74 

1.32+1.64  36.  .57 

1.  .50;-  l.Or,)  41.68 

1.401-1.561  37.0' 


3 

3.17, 

3.611+1.18 
3  14: -f  0.40 
3.6Si  +  1.07 
+  1.2' 

2.  68 
2.92 
3.09 
3  65 

3.  75  +0.  5 
?.  51  -1-0.46 
3,  12;+0,O(^ 
2.79+0,3: 


hO.  80 


-4.25 

-2'58 


-6  20 
-12.03 

+  5  .54 

'  +5.'97 

'  -6."48 
-0.03 
-5.20 
-2.06 


-4.  (3 


-0.02 
-6.99 


i-0.  89 


1.12 

33.  5.'^ 

1.34 

33.  .'^8 

1.19 

-1.67 

30.01 

1.71 

38.65 

1  41 

-2  30 

46. 82 

1.45 

-1.79 

43.  8- 

1..i7 
1.54 


-1  84    39.10 


Be.wkr 

Beaver  Kails 

Riitler 

!'arre1l 

Gr^e;iville 

lamestown,  2  NW .... 
Mercer  (Arpt.),2iNE. 

New  Castle,  Ij  N 

Pennline,  1  S 

Ohio 

Clay^\llle ,   .. 

Coraopolis,  1  K 

Midland 

Washington 


3  55+0.74    1.441-0.8111.11-194  2  41-0  66    ,5.63+2  24  6.15:r2.1» 

3  63  +0.861  0.71-1. 64'  1  46  -2.08  2.96-0.47  7.05:+3.45  3  64,-0.79 
4.30  -1-1.  S7  0.6S'  —  1.22:$1.  89; -0.92  4  75+1.69  6.6:  +3.34  4  991+1.03 
5.36  -i-2  08;  0.70  +  1  81,  2.72-0.71  5.40+2.021  6.23+2  61  4.  121-hO  18 
4.27+1.72:  0.58!     1.50'   1.69'-1.15  5.12+1  82,  7.51-|-3.51  5.22 

4  86     '   1.331 1    1.81, ;  5.00 6.05'    ...      '  5  II 

3.  76+0. 85:  0.53+1.83'  1.15;-l.94  4.58+1.511  4  42;+0.95;  3.73 

4.  56  r2.05    0.83'-1.48|  2.75+0  22  4.901  +  1.41'  6.17  +2..521  6  09 


3. 47, +0.13,  4.8r  +  1.49    2^5-0.96;  0.7^1-1  82 

4  .59, +0.. 35,   4.67+0.82    1.98-1.15!    1.45-1.77 

1.57-2.02  11.461+7.78    2.61  -0.23;  0. 60  -2.09 

3.481-0.57!  4.19+0.62    2.83+0.62;  0.85  -2.49] 

3.40  -0.32:  3.25  -0.  10    0.89  -1.90! 

4  081    ....    ;  2.  10  ....       1.34,      ..      I 

■5.601+2.261  2.011-1,071  0.75-1.98   2.48  +0.02 

2.421  ,5.20;+1.541  2.69-1.031  2  631-1.371   1.091-2.08    2.69-0.38 


■1.23 


2  23  -0  ll{  1  091-1.43 
3.09  +0.25  0.97; -1.75 
2.54, +  0.16    I.44'-0.:.5 


h-1.6 


■0^47 


8. 51; +4.  63; 

4  45 ' 

1.96-2.22; 


2.96,-0  01 
2.13'  -0  45 
3.46 


4. .53 +1.41  0.90-16111.35,-2.28    2.59' +0.92  5. 34  +  1. ,55  6.25 

3.77+0.87  0.67'  -1,76'  1.211-2  09    2.32-0.861  6  03 +.'.  56  3  61 

4.30+1.63  0.56  -1  651   1.07-2,531  2.75-0.80  4.74  +  0.24  .5.04 

4,10 1.08     1.45;    ....    ■  2.  .55     ....  3.88 4.43 


LAKE    DRAINAGK 


Albion  .   . 

Erie 

Raymond. 


2.98 


5.53      .   .  ;J6.521 


-1.82;  3.86-0.36  2.90-0.98:  1.62-1.62  I.ll- 
-0.49!  5. 29;+!., 56  2,03-1.33;  1.56-1. .51'  0.74- 
1-061  4.00+1.33  5. 55, +2  Oil  2.67' -1-0.  10  0.86- 
'5.21  '  3.  9(^     ...      ,  1.44 0.74 


...  155.  ,55; 


1.961  3. -25 

1,96' 1 

2.291  2.43, 
...    13.  2fi| 


: 1 \ -i.yti] 10.33;    .,.;}e.52,  .555    —  ,ja.,55; 1 '4,08' 0,80    .,..^,1 

1  4  40i+l,63:  2.77;+0.19    I.87!-0.75   8.88'+6.15i  5.98+2.58    2.78  -0  66'1.3.27;f-10.26   2.06;-l,2l'  3.66+0  26   0.54 -i  151  6.22 

:$4.08| I  0.60, $2.331 1  6.491 j  5.981 !  3.49' |$7.54l 1  2.961 '  3.37 ;   1  25i i$3.25 


For  The  State 1  3.651  hO.52    1.39-1.39   2.27J-1.23;  3.86' +0.44;  6.36, +2.35    4.04  -0.121  6.23+1.92   3.85-0.30   2.351-1.681  1.34+1  90,  4.22 


-0.06 


+2.92 


2.00,-0.75 


1.84 
1.94 
1.61 
2.18 


-0. 39 


-1. 00 
-0.52 


1.47  -1.43 


1.32|~1.01 
1  60 


6. 99 


34.  73 
3(5. 20 
43.  ,50 
40.84 
44.41 
11.53 
32.58 
41.78 


35  17 


.3.5. 29; 
.33.  64 1 


-0  07 


-9.96 

!6.'35 
-5.01 
-  0. 51 
-1.96 


-6.16 


-2. 26 
-2  38 
-6.17 

-3.88 


-0.95 
-3.92 

+  8.94 
+0-55 
+  7. 54 


-4.  92 

+  2.86 


-5  61 
-2.' 97 


1  66 
2.30 
1.57 


+  1,  32|   1.52 


-0.53 


-1.53 


.54.72+17.79 
$42.  91 , .    ... 


41.08 


Ilalicn,  data  interpolated. 


$  Partially  interpolated. 


Incomplete. 


/ 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


Year  1947 


Monthly  and  Annual  Mean  Temperatures  for  the  Tear  1947,  with  Bepartures  from  the  Normal 


SlAlloNS 


January 


Ailentown  Arpt.,4NE. 

AUentown  (Coop) 

Altoona,  4J  VV 

Arendtsville 

Beavertovvii 

Berwick 

Bethlehem 

Blairsville 

Bradford,  4  W 

Brookville,  1.6  SW 

Burnt  Cabins,  2  NE  — 

Butler 

Canton,  INW   

Carlisle 

Chambersburg,  1  SW . . 

Clarion,  3  SW 

Claysville 

Coalport 

Coatosville,  1  SW 

Columbia. 

Corry 

Coudersport 

Curweiisville,  6  NW.  . . 

Derry 

Donegal 

Donora 


32.5 
34.6 
3:^.6 
34.8 
^31.9 
34.0 
34.2 
33.2 
29.4 


February 


March 


April 


Eagles  Mere 

East  Waterford.  3  E_  . . 

Ebt'iisburg 

Emporium,  IE 

Ephrata 

Erie 

Everett,  iSW 

Farrell  

Ford  City,  4  8 

Franklin 

Kredericksville,  18 

Freeland 

Oeorge  School 

Gettysburg 

(jordon 

(jireensburg,  2  8 

Hanover 

Ilarrisburg  .Vrpt.  3i  S. 

Havvlev,  J  E 

Hewitt,  2  SW 

Holtvvood 

Huutingdon 

Indiana 

Irwin 


Jamestown,  2  NW  . . 

Johnstown 

Kane,  IN 

Lancaster 

Lawrenceville 

Lebanon..     . 

Lewistown,  1  W 

Lock  Haven 

Marcus  Hook 

Martinsburg 

Meadville.  IS 

Mercer.  2^  NE 

Midland    

Montrose,  3  E 

Mount  Pocono,  2  N  . 
New  Bloomfield.  . . . 
New  Castle,  UN... 

Palmerton 

I'ark  Place,!  NW..  . 


Philadelphia  (Airport) 
Phila.  (City  Office),. 

Phila.  Shawmont 

Philipsburg.  7  E 

Phopnixville,  U  SE 

Pittsburgh  (Airport)  . . 
Pittsburgh  (City  Office) 

Port  (;linton 

Putncyville,  2j  8F-  .... 

Qnakertown,  |  E 

Reading 

Ridgvvuy 

Scranton 

Selinsgrove 

Shippeusburg 

Somerset 

Springs,!  SW 

State  College 

Stroudsburg, 2  E 

Tamarack.  2S 

Tionesta,  USE 

TitusvillP.2S 

Towanda,  I  E 

Tunkhannock . 


33.7 
35.8 

$29.3 
37.4 
34. 8 
82.2 
34.9 
31.8 
3G.  4 
37.6 
30.4 
29.8 
29.0 
37.8 
32.8 

539.2 

28.3 
32.4 
31.6 
31.0 

5*37. 2 
32.7 
34.8 

$35.0 
34.1 
32.4 
34.0 
30  6 
35.4 
38.0 
3-'.  4 
37.5 
37.1 
36.0 
30.4 

1^37.8 
36.0 
35.4 
34.8 
38.6 

31.7 
36.8 
28.2 
37.0 
31.6 
34.4 
34.4 
34.4 
40.0 
33.8 
30.6 
31.4 
35.4 
27.2 
28.0 
33.6 
34.0 
32.0 
29.6 

3-*,  3 
39.8 
38.6 
29.  » 
37.2 
36  2 
38.8 
3:^.2 
31.3 
34.4 
37.  2 
29.6 
33.0 
34.4 
36.7 
33.0 
32  0 
33.8 
33.8 
28.0 
.to.  6 
30.4 
32.2 
31.4 


+3.2 

+-5.7 
+6.1 
+4.9 


+5.31 


+6.8 


+8.8 
+5.0 


+4.  1 
+6!2 


+  5.9 
+  6.6 


+5.6 


+6.0 
+5.0 
+  6.9 
+5.9 

f6,7 
+  6  8 


+  6.0 

+  6.' 4 

+4  3 
+  7  9 
+  5  5 
+6  6 
+  4.6 
+  7.0 
-i-.'>.4 

"-hin 
+  6.5 
H-5.7 
+8.5 


+6.6 


+7.0 
+6.5 
+  5.3 


+  6.4 
+  4.6 

'+5;3 

■+4.'8 
+  4.3 
+4.9 


+5  9 
+3.8 


+7.2 
+7.2 
+  6.8 

+  6.'j 

-1-8.0 
+  8.1 
+  4.4 


+6.8 
+  6.  1 
+  4.6 
+6.4 
+  5.7 
+6.0 
+  6.4 
+5.5 
+7.0 
+  6.8 


+6.6 


24.8 
27.2 
22.4 
27. 2i 
25.0 
25. 81 
26. 6 
18.0; 
18.8 


-5.0  34. 5 
-2.3  35.8 
-6.2!  30.31 
-4.31  86.3! 
....  33.2' 
.  .  34.7 
35.8 
28.0 
26.0! 


-4.6 


24.4 
22.8 
20.4 
29.6 
26.4 
20.8 
21.0 
20.2 
26.0 
29.2 
19.4 
20.0 
16.7 
22.9 
17.9 
25.6 

18.4 
2L2 
19.0 
20.8 
28.4 
23.5 
24.8 
23.4 
21.2 
21.6 
25.6 
•-'1.4 
26.5 
29.4 
23.7 
22.8 
28.4 
27.6 
22.8 

28.1 
26.2 
21.6 
23.8 

21.2 
24.4 
16.4 

28.6 

22  6 

26  5 

26.4 

26.4 

31.2 

22.0 

19.9 

19.3 

23.  0 

18, 

18.6 

26.5 

22. 6 

24.8 

19.9 


28.4 

30.1 

3p.O 

!7.8 

28.8 

72.1 

25,  2 

24 

18.3 

26. 9 

28.6 

18.3 

23  7 

27.0 

27.7 

18.6 

18.6 

23  3 

27.0 

18.0 

18  8 

19.1 

24.6 

23.3 


-5.6 


-0.8 
-5.4 


-10  3 


-4.6 


-6.8 
-4.2 


-8.2 
-5.0 
-2.2 
-3.4 
•2.8 
-5.1 


-4.1 


-3.2 

-4.9 

-2.1 

-3.6 

-8. 

-4.7 

-2.6 

-2, 

•^4.5 
-3.2 
-8.0 
-6.6 


-6.9 


-2.5 
-2.?, 
-3  1 


-2.0 
-4  2 


-4.5 

-8.4 
-3.8 
-3.2 

-e.'-i 

-4  3 


-4.1 

-3.8 
-3  2 


-3.6 

-7  7 
-7.1 
-4.7 

-2.0 
-1.9 
-6.6 
-3  6 
-1.6 
-3  2 
-8.4 
-8.7 
-3.7 
-0.6 


-0.7 


-3.2|  48.5 
-2.4  49.6 
-7.1  50.4 
-4.6i  51,0 
...  §47.7 
....!  .50.9 
-4.61  50.1 
...  48.4 
-9.0!  45.0 


May 


-0.2 
+0.8 
+2.3 
+  1.1 


-0.1 


32.0 
31.6 
28,7 
,37.7 
34.8 
28.8 
31.2 
27.6 
34.8 
37.8 
27.4 
27.0 
26.0 
32  3 
27.1 
35.1 

27.0 
29  5 
27.6 
29.5 
37  2 
31.6 
32.2 
33,3 
30,0 
28.8 
33.2 
29.4 
35.4 
37.2 
32,  n 
31.6 
36.6 
36.6 
31.0 
34.4 
36,4 
33.7 
30.6 
32.2 

29.2 
32.7 
2,7.0 
36.8 
31.4 
35.7 
33.4 
,34.4 
40.6 
30.5 
28  4 
28,4 
33.0 
27.3 
27  2 
34.1 
31.6 
33.8 
28.8 

37,8 
39.0 
38.3 
26.2 
38.4 
32  6 
35.0 
33,0 
27.  2 
35  4 
37.6 
25  6 
3;!.0 
35.0 
.S5.5 
27,8 

526. 6 
32.0 
34  4 
26.6 

«27.4 
27.0 
32.6 
81. 4I 


-6.5 


-1.  1 
-5.2 


-9.5 


-6.1 


-5.6 
-6.5 


-7.5 


-5.8 
-3.1 
-1.9 
-7.4 
-4,7 


-6.6 

-3;6 
-5.2 
-3,8 

-4.8 
-8.4 
-5.4 
-2.2 
-3  4 

-4.8 
-5.0 
-8.2 
-7.7 


-6.5 

-3.'i 
-3,H 
-3.5 

-4.1 
-4.3 


-7.0 
-4.6 
-4 

-5.5 
-4.5 


-1.3 

-1.8 
-4.! 

-29 
-4.6 
-4,6 
-5.5 

-2.1 
-3.0 
-7  8 
-2.7 
-3.7 
-5.5 
-8.1 
-9.3 
-4.3 
-2.6 


-2.6 


50.0 
51 
43.4 
53.4 
51. *< 
48.4 
50.0 
$46.6 
49.9 
54,2 
46.1 
45,2 
44.0 
63.0 
47.7 
56.0 

41  8 
47.5 
48.3 
45.6 
53.2 
45  2 
60.3 
51.8 
48.8 
47.0 
49  0 
45  4 
49.8 
54.8 
48.8 
51.8 
82.6 
52,1 
46.1 

5i.4 
61.9 
51.4 
52,6 

46.7 
52-7 
42.9 

52  8 
47.0 
50.4 
.50.0 
51.11 
54  2 
49.3 
45.8 
46.0 
50.7 
J2.  4 
42. 7 
50.6 
49.0 
47.9 
44.6 

,52.7 
53.  6 
55.0 
44.6 
55.0 
5'.0 

53  5 
47.6 
46,2 
.50,0 
.52.4 

$45  7 
47,6 
51.4 
52.6 
49  4 

}47.6 
49.2 
50.8 
42.8 
46.7 
46.6 
46.6 

$46. 3 


+3.4 


+2 
+  13 


-0.4 


-0.6 


+  1.0 
+0.4 


+  3,4 


+4.1 


+3.1 
-1.1 
+  .'.6 
+0.1 
+  1.4 
+  2.9 


+0.9 

•fO.9 
-0,6 
+  3.8 
+  1.2 
+  1  5 
+0.2 
+  1.2 
+  0.5 

-0,1 
+2.5 
-1-2.1 
+3.1 


+  1.9 


-IS.  2 
-t-l.O 
+0.1 

"+oi 

-0.5 

+  0.2 

'+6'4 
-1.3 
-i-0.3 


-1-0  4 
-0.4 


+2,1 
+  1.5 
+2.7 

+3.'2 

+2.8 
+2.  3 
-1.9 


+  1.4 
-H.6 
+0,5 
-0.5 
+2.0 
+1.8 
-f3.2 
+2.1 
+  1.6 
+  2.4 


+0.1 


58.8, 
59.8 
67.8 
60.4 
$00.0 
60.7 
60.1 
55  6 
63.2 


$58.4 
57.6 
54.7 
61.3 
69.8 
54.4 
57.3 
65  4 
59.8 
62.6 
54,9 
54.5 
.52,8 
59.3 
53.4 
61.2 

53.6 
56. 
54.6 
56.0 
$61  8 
54  0 
58,5 
60  6 
55,8 
56.2 
57 

56.6 
.59  4 
62.2 
58.2 
57.9 
61.8 
61,1 

57  1 
$61.2 

61.6 
60.2 
57,6 
,59  2 

54.6 

60 

51.3 

61.4 

57.9 

60.2 

60.2 

61.0 

63  8 

57.1 

54.2 

53.4 

.57.3 

54.6 

53,8 

60.8 

66.2 

58.2 

54.6 

62,0 
62.0 
63,1 
,53,3 
64.2 
68,7 
60.6 
57.8 
54.6 
58.8 
61.6 
.54.  3 
,58  6 
59.4 
60.4 
55.2 
63.8 

58  2 
60.4 
54.2 
63.4 
54.0 
58.2 

$57.8 


(Continued  on  next  pa^e) 


Veak  uu: 


(MJMATOLOdKWL   DATA:    PENNSYLVANIA  SECTION, 


10:{ 


Monthly  and  Annua]  Mean  Tempei-aturee  for  the  Year  1947.  with  Departures 


tir; .  I  r*  Iiruaiy. 


March. 


April. 


riiiuii(oun : 

VVarriMi  

vVii>'iji'sliur(jr 

VWIlsLnio 

Wellsvilii'    

\V.>sl  t'hi'stcr 

SVilkos-l',.iii-u(Airport)3  N 
WilliunispDi-i  Airport.  4  E 

NV!llinmst(i\>  11 

Vork.StiW 


from  the  Nornial- Continued. 


May. 


For  The  State. 83.6    +5. 


:<9.  2\  +6. 5|  24  8 
21 
2J.4 

■JO.  4 
2fi.9 
•is  -I 
2!}.  0 
V4, 
26.4 
29.  2 


31 

.;?.  2| 

2il.  h\ 
.S5  4 
37.4 
3S. 
32.  2 
■H.  » 
as.  -2 


+.5.y 

i'4.:i| 

+  6.S 


Ri'fpivnci'  Ii'tti>rs.  as  a,  b. 


June. 


-S.CI 

-:i.9 

-9.2 
-4 

-2  9 


-2.2 


July. 


Aujrust. 


23.2    -8.1 


34. 8| 
29  2 

32  7 
2.S.  6| 
34.4 
37.  01 
:::i.  8| 

33  4 
i:<3  8 
3i;.  9 

31.8 


i.8    55.91 
1.3    47. 
.2    S2.  Ul 
.3    4.t.  4 
.      .SI.  7 
3    52  4 
^47. 2| 
48.1 
51.21 
55.0 


+4.  5| 
+2. 
+2.21 
-I.  I 

+2.' 4 1 


+  1.5 
+3.9 


60.5 
,5«.  0 
i^57.  9 
.5,5.  2J 
59.  4 
61 

58.  2 
5N.3 
59.4 
62  6 


-I.fi    G9.6 


49.1     +0.5    57,' 


-0.6 
-3.  1 
-1.3, 


1.1 

+0.7 


-^2.0 


65.  /| 

66  11 
62.81 

66.  9:' 
68.  4i 
66.01 
66.31 
61.2 
70..' 


-0.7 
1-0.2 


-1.8 


■1.3 


70. 8| 
IIS.  9 
68  ( 
67.  I 
71 

73  « 
70.4 
70 

-2.1  $70.  8 

-11.3   7;: 


-2.6 

-0.  9 
-0.  1 
-1.4 

-0.'6 


-1.8 

-l.i) 


76.6 

7,5.4 

74 

72. « 

7(  2 

75.7 

73.4 

73.  y 

73.8 

76.6 


Septemfjer 


October. 


November 


December. 


Annual. 


a 

P 


66.01   -2.  1    (;9.5    -J 


+  4.7 
f  7.6 
+  2 
+  6.4 

+3.',5 


+  3.1 
+3.9 


68  5 
114.6 
64.3 
61,  :i 
66.  1 
67.8 
63.  s 
61.4 
iS65.  I 
68.4 


74.  (i    +3. 


+2.0 
12.  ( 
-1.4 
^-^.4 

1-2.1 


^  "•  ,' 


62.0 

58.8 
.58.2 
55.  0 
$59. 3 
62.2 
,59.4 
58.  2 
59. 2 
+  1.9    61.2 


64.2       0.0    58.6 


+7.7 

42,7 

-1.2 

33.  6 

-1.3 

53.4 

+  7.9 

37.1 

-2.iJ 

2n.6 

-1-0  1 

48  7 

+  3.4 

39.1 

-4.2 

29.5 

-4.8 

«.50.  3 

+  6.2 

34.  h 

-3.  II 

•-'6.  6 

-1.1 

46.5 

:-9.4 

30.  6 

$51.4 

+  7.6 

42.  1 

-1.2 

33. 1) 

-0  3 

63  3 

37.7 

.... 

2S.5 

sU'.>  ■ 

38.  2 

29.1 

49.8 

+  .5.7 

39. 2 

-3. 0 

30.  6 

-0,  6  *50.  8l 

+  0.9 

■12.  1 

-1.3 

32.6 

-  1).  7 

53.  9 

+5.9 

38.3 

3.0 

29. 6 

-1.6 

49.6 

+0.4 
r  1.  I 
-2.  2 
+0.1 

'  +  i'2 


-0.1 
+1.9 


in  table  indioat*  number  of  days  missing:  for  example,  b  represents  2  days.    $$  Incomplete.      Italics  interpolated. 


r.)i)i  . 

19;(2 
M03  . 
1904.. 
190o. . 
1906.. 
1907.. 
19u8  . 
19!  )9  . 
1910  . 


1911 
1912 
1913. 
1914. 
1915 
1916 
1917 
1918, 
1919 
1920 

1921. 
1922.. 
1923 
1924 

1925  . 

1926  . 
1927 

1928  . 

1929  . 
19:S0  . 

1931  . 

1932  . 

1933  . 

1934  . 

1935  . 
1936.. 
1937 
1938 

1939  . 

1940  . 
1941 . . 
1942.  . 
1943... 
1941. 
1945,  , 
1946. . 
1947,., 


$  Partially  interpolated. 


COMPARATIVE  ANNtTAL  DATA  FOR  THE  STATE 


Year 


Temperature 


Precipitation 


1888 ]  47  9 

1^89 ,i9,S 

1890 50.6 

1891 ,..- i  ,^0  6 

1892 49.3 

1893 1  48.7 

1894 i  al.3 

1896 49.4 

1(^96  i  50. 5 

IW' ]  50.0 

1^98 !  ol  3 

1-9!1  !  .50.0 

1  Wi ;  51.5 


49.4 
49.6 
49  6 
47  5 
49.4 
•50  8 
48.5 
50.9 
60.2 
49,9  ! 
i 

51.1  I 

49.0  I 
51.7 
49.3 
,50.1 
49.6 
47  3 

60.2  I 

51.1  I 

49.2  I 

53.1 
,51.4 
50.4 
48.4 
50.3 
48.7 
50.9 
50.5 
50.5 
61.2 


Period 50.2 


100 
96 
101 

100  I 
103  1 

102  I 

103  I 
104 

101  I 
103 
107  I 
lUl  ! 

104  j 

107  I 
100 
99  I 
99 
99 
99 
98 
104 
100 
99 

105 
100 
102 
101 

99 
1113 
1(15 
108 
104 

99 


104 
100 
103 
102 

104 
105 
100 
99 
101 
108 

105 
105 

107 
107 
104 
Ul 
101 
100 
101 
105 
104 
102 
102 
103 
103 
101 
100 


-31 
-27 
-18 
-14 

-28 
-25 
-28 
-25  I 
-26  I 
-12  1 
-16 
-39 
-Zi 

-22 

-24 
-17 
-42 
-25 
-21 
-23 
-29 
-IS 
-22 

-18 
-35 
-  9 
-28 
-26 
-31 
-29  I 
-34 
-23  ' 
-23  1 

-15 
-19 

-20 
-25 
-29 
-20 
-24 
-23 
-20 
-24 


111 


45.91 
62.67 
51.28 
46.65 
41.30 
44.26 
43.69 
33.61 
41.96 
42.73 
45.49 
40.9.1 
37.31 

45.54 
47.29 
46,27 
40  44 
43.34 
42.78 
46.46 
i  39.58 
I  37.38 
38  99 

48., 52 
44.13 
43.25 
38.24 
44.26 
10.98 
41.71 
41.06 
46.86 
40.68 

41.80 
34.88 
39.17 
43.13 
37.86 
43.11 
47.30 
42.06 
44.21 
28.82 

S7.36 
39.02 
45.43 
39.17 
40  43 
42. 57 
46.62 
40.31 
37.06 
43.71 
34.12 
47.84 

38.  04 
40.22 
49.27 

39.  64 
41.08 

42.08 


a>  o 


No.  of  days. 

u    . 

°  8 

a  a, 

t. 

>^^- 

«  o 

Eg 

39.7 
22.3 
55.5 
34.1 
04.0 
61.6 
63.1 
39.7 
42.4 
37.2 
38.8 
47.9 
33.3 

35.4 
60.3 
37.3 
50.8 
40.9 
45.0 
51.5 
54.4 
41.4 
67.6 

39.2 
38.6 
24.4 
64.2 
42.8 
51.4 
45.6 
43.4 
26.2 
46.0 

30.2 
39.1 
40.7 
44.1 
44.2 
49.8 
30.3 
37. 8 
36.7 
27.6 

22.5 
27.8 
33.1 
30.4 
49.7 
50.1 
27.1 
30.1 
33  8 
47  9 
42.4 
51.0 
38.8 
53.8 
52.5 
21.3 
49.4 


42. 0   127 


130 
136 
141 
124 
125 
126 
117 
104 
114 
124 
130 
112 
111 

123 
126 
1^1 
127 
128 
129 
132 
10b 
117 
119 

133 
126 
125 
122 
131 
133 
130 
124 
136 
101 

130 
119 
125 
1-23 
124 
135 
140 
131 
129 

no 

123 
121 
I. 35 
118 
136 
127 
139 
131 
126 
133 
112 
1.S7 
130 
136 
161 
125 
141 


110 
112 
106 
124 
123 
il6  { 
1  132 

!  143 : 

124  1 
128 
123 
134  I 
130 

118 
123 

!:«) 

133 

i:i3  ! 

128 

136 

1,57 

140 

135 

131 
133 
148 
144 
141 
1.53 
143 
156 
152 
146 

156 
155 
1,58 
151 
149 
136 
142 
145 
144 
1-53 


151 
152 
146 
159 
138 
147 
134 
142 
142 
120 
146 
125 
125 
118 
Ul 
131 
112 


116 
113 
116 

108 
i  106 
I  120 
116 
115 
113 
106 
107 
Ul 
114 

Ul 
115 

106 
104 
109 
104 
102 
104 
102 
99 

93 

99  I 

84 

97 

99 

100  I 
110  I 

98  i 

96 
102 


136 


97 
91 
97 

101 
99 
91 

102 
99 
94 

94 

92 

96 

95 

92 

93 

96 

95 

97 

94 

95 

102 

109 

lU 

105 

102 

108 

103 


126 


KILLING  FROSTS  OR  FREEZING  TEMPERATURE 


Stations 


140 
140 
143 
133 
137 
129 
117 
107 
129 
131 
135 
120 
121 

136 
127 
13(1 
129 
123 
133 
127 
105 
123 
131 

141 
134 
133  i 

124  I 

125  I 
113  i 
112 
111 
117 
118  I 

114 

113  ' 

116 

118 

115 

130 

1.32 

119 

122 

118 

120 
122 
123 
111 
1.35 
126 
135 
128 
126 
152 
124 
1.38 
131 
137 
149 
132 
145 


j  -iUentown. . .. 

Altociiitt 

!  Bradford    

Brookville 

Butler 

j  Carlisle 

I  Oh  ambers  burg 
I  Clarion 

Clays  ville 

I'oati-'svillc 

Corr.y 

Curwensville . . 

Eagles  Mere  . . . 

fimporiiim 

Krie 

Everett 

I  Ford  City 

[  Kvimklin 

lieorpo  School. 

lii'ttysburg 

Hordoii 

'iri'ensbnrg. . .. 

Harrisl.uier 

llawlev ,,,.... 

Hiiiitiiigflon . .. 
Indiana 

iolnistown  . 

Ijaiicaster 

Laurenoevilie 


Last  in 
spring 


May  10 
May  10 
May   11 


May   11 

May   u 

May   11 

May 

May 

May 

May 

May 

May 

May 

May 

May 

May 

May 

May 

May 

May 

May 

May 

May 

May 

May 

May 

May 

May 


Lebanon May  10 


First  in 
iiutuinii 


Sept.  27 
Sept.  23 
Sept.  23 
Sept.  •2:i 
Sept.  27 
Sept.  27 
Sept.  27 
Sept.  23 
Sept.  23 
Sept.  27 
Sept.  23 
Sept.  23 
Sept.  23 
Sept.  23 
Nov.  I 
Sept.  23 
Sept.  28 
.Sept.  27 
Sept.  27 
Sept.  23 
Sept.  23 
Sept.  26 
Sept.  28 
Sept.  n 
Sept.  23 
Sept.  27 
Sept.  23 
Sept.  28 
Sept.  23 
Sept.  27 


Statiou.s 


Lock  Haven... . 

Mauch  Chunk. 

Meadville 

Mercer 

Midland 

Montrose 

New  Ca,<itle. . .. 

Philadplphia... 

Phoenix  ville  .  . 

Pitt.-biirgh..... 

Port  Clinton... 

Quakcrtowi!. . , 

ReadiiiH- 

Ridgway 

Scrantou 

Seliiis.Errovp 

Somerset 

Springs 

State  Co::ege. . . 
Stroiidsburg. . . 

Tov.anda 

Unionton  n 

Warren     

Wayuosbiirg- 

Wellsboro 

West  Cliester. .. 
W'illiaiiisport  . . . 
Yark 


Las',  in 
spring 


May  11 
May  U 
May  11 
May  10 
May  11 
May  11 
May  U 
Mar.  3] 
May  9 
May  10 
May  11 
May  11 
Mai-.  31 
May  31 
Mav  1 II 
May  11 
May  31 
Mav  111 
Apr.  29 
May  1 1 
May  11 
May  U 
May  10 
May  11 
May  31 
Mav  in 
May  11 
May   11 


First  ill 
autunm 


Sept.  23 
Sept.  27 
Oct.  2 
Sept.  27 
Sept.  27 
Sept.  23 
Sept.  27 
Nov.  10 
Sept.  27 
Sept.  28 
Sept.  27 
Sept.  27 
Sept.  27 
Sept.  23 
Sept.  26 
Sept.  23 
Sept.  23 
Sept.  23 
Sept.  23 
Sept.  27 
Sfpt.  27 
Sept.  27 
Sept.  23 
Sept.  27 
Sept.  23 
Oct.  1 
Sept.  28 
Sept.  27 


MONTHLY  STATE  DATA 


Month 


Temperature 


S  o 


0)  S 

o  S 

i-I^ 


Precipitation 


January  . . 
February . 
Msroh..'.. 

April 

May 

Tune 

,luly 

August... . 
September 
October.. . 
November 
December. 

Year 


.33.6 
23.2 
31.8 
49.1 
57.7 
66.0 
69  6 
74.0 
64.2 
58.6 
38.3 
29.6 

49.6 


t 
+  .5.31  S9.9  I  27.2 
-5  1    31.2  I  16.4 
-5.91  40.6     25.0 
+0.5!  56.0  I  41.8 


-2.0 
-2.1 
-2.6 
+  3.7 
0.0 
+  5.9 
-3.0 

-i.e 

-0.6 


61.2  t  51.3 
72  2  !  59. 7 


77.8 
80.  2 
71.6 
66.6 
46  6 
36.2  i 


63.2 
67  8 
58.0 
52.4 
32.8 
24.0 


80  2  ;  16.4 


72 
5S 
67 
85 
93 
98 
100 
ino 
95 
93 
71 
66 


100      -13 


3.  65 
1.39 
2.27 
3  86 
6.  36 
4.04 
6.23 
3,85 
2. 35 
I..S4 
4,22 
1.62 


i  +0  ,52 
-1  39 
-1,23 
+0  44, 


^fe 


0.42 
6.01 
4.93 

8.88 


+  2.35111,84 


-0.12 
+ 1.  92 
-0  30 
-1.08 
-1.90 
+  1.  32 
-1.53 


41.08  i-l. 00  19.81  I  0.24 


6  88 
19.81 
II  46 
5.21 
4.01 
9.02 
3.61 


1.69 
0.34 
1.07 
l.,S8 
2.16 
1.86 
1.  .57 
0.87 
0.24 
fl.oS 
1.90 
0..59 


I.S7 

7.2 

2.05 

19.6 

2.-1] 

12.6 

4.06 

0.1 

3.31 

0.2 

3,23 

0 

10.42 

0 

3.66 

0 

2.. 53 

T. 

.3.0! 

0 

4 .6.? 

P-.f, 

1.25 

6.3 

10,-12 

40.4 

Note:  Departures,  as  shown  on  the  various  tables,  incorpo- 
rate all  corrections  to  1947  monthly  issues  of  Pennsylvania 
Cliinatological  Data. 

(W.B.O.,  Philadelphia,  Pa.— 4-20-48-1250) 
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CLIMATOLOGICAL  DATA:     PENNSYLVANIA  SECTION 


Year  1947 


COOPERATIVE     AND    RAINFALL    OBSERVERS 


stations 


'Mi 


Acmetoma 

Albion 

Aliens  Mills 

Alleniown  Airport  . 

AUentown 

Altooua 

Ausouia 

Aroudtsville 

AustinVjurg 

Beavertowu 

Beaver  Falls 

Bellefoiite 

Berwick 

Betiileliem 

B'.iiirsville 

Blakeslee  Corners  . . 

Bloserville 

Bos  well 

Bradford 

Breezewood 

Brookvillo 

Buckstown 

Buffalo  Mills 

Burnt  Cabins 

Butler 

Canton 

Carlisle 

Carrolltowu 

Carter  Camp 

Cedar  Run 

(Jhambcrsburg 

Clarion   

Claysville 

Cleartield     

\Coalport 

Coatosvillo 

Columbia 

Confluence 

Confluence.lSW.Evap 

Coniieilsville 

Consiiobocki^u 

Coraopolis .       

Corry 

Coudersport 

Coudersport,  7.5  E.  . . . 

Covington 

Curwensville 

Danville 

Dauphin 

Derry 

Diugmans  Kerry 

Donegal 

Donora 

Doylestown 

Driftwood 

Dunlo 

Dushore 

Eagles  Mere  . . 

East  Waterford     . .   . . 

Ebensburg 

Emporium 

English  Center 

Ephrata 

Equinunk 

Erie 

Everett 

Farrell 

Ford  City 

Franklin 

Fredericksville 

Freelaiid 

Galoton 

Geigertown 

George  School 


Observers 

U.S.  Engineers. 
Albion  High  School. 
Fed-State  Flood  Fcstg  Ser 
U.  S.   VVuather  Bureau. 
AUentown-Beth.  Gas  Co. 
City  of  Altoona. 
E.  N.  JeU'-kes. 
Pa.  St.  Col.  Expt.  Sta. 
U.S.  Engineers. 
Plaza  Mills,  Inc. 
H.  J    Kemp. 

West'ii  State  Penitentiary. 
Ameiican  Car&  F'dry  Co. 
Lehigli  University, 
r    S    Weather  Bureau. 
Fed-State  Flood  Fcstg  Ser 
Mrs.  Bessie  M.  Willders. 
Frank  J.  Houpt. 
City  of  Bradford 
Penna.  Turnpike  Conim. 
Civil  Aeronautics  Auth'y. 
Fed-State  Flood  Fcstg  Ser 
ISielle  R.  Brown. 
Penna.  Turnpike  Comra. 
The  ButliT  Eagle. 
Mrs.  Mildred  L.  Spencer. 
Clarence  E.  Miller. 
Maurus  P.  Westrick . 
Irving  E.  Gressel. 
Chas.  R.  Nivison. 

Charles  A.  Bender. 

Penna    Electric  Co. 

Waiter  1!.  Paget. 

Wm.  H.  Witherow. 

Adam  1.  Neff. 

Philadelphia  Electric  Co. 

James  11.  Rust. 

John  L.  Reid. 

U.  S.  Engineers. 

E.  C.  Steward. 

E.K.  Cornelius. 

U.S.  Engineers. 

George  P.  Mulderick. 

Potter  Enterprise 

Robert  Keith . 

Grovrr  D.  Cleveland 

U.  S    Weather  Bureau 

James  A.  Bryan. 

Fed-State  Flood  Fcstg  Ser. 

Miss   N.  Dixie  Wineinan 

Geo.  E.  Darragh. 

Penna.  Turnpike  Comni. 

Donora  Zinc  Works. 

Geo.  Uart. 

Fed-State  Flood  Fcstg  Ser. 

Fed-State  Flood  Fcstg  Ser. 

Fed-Stat- Flood  Fi'stg.Ser, 

Carl  E.  Bigger. 

U.S.  Weather  Bureau. 

John  L.  McGough. 

Russell  E.  Palmateer. 

Fed-State  Flood  Festg.Ser 

William  W.  Halligan. 

Rose  H.  Nielsen 

U.S.  Weather  Bureau. 

Penna  Turnpike  Comm. 

Carnegie-Ill.  Steel  Corp. 

U.S.  Engineers. 

Wllliflm  K.  Fuller. 

Henry  H.  Rohrbach. 

Andrew  B.  Evansha. 

W.  Gale  Lush. 

Walter  C.  Wolf. 

George  M.  Hart. 


Stations 


Gettysburg 

Glen  Hazel 

Glen  Rock 

Gordon 

Gouldsboro 

Grantville 

Grater  ford 

Greensboro  

Greensl)urg 

Greenville 

Hanover 

Harris  burg 

Hawley 

Hewitt 

Hollisterville 

Holt  wood 

Home 

Hop  Bottom 

Huntingdon 

Huutsdale 

Hyndmau 

Indiana 

Irwin 

Jamestown 

Johnstown 

Kane 

Karthaus 

KirKwood 

Kregar 

Lakeville 

Lancaster 

Lansford 

Lawrenceville 

Lebanon 

Irfwistown 

Lock  Haven 

Lycippus 

Maple  Glen 

Mapleton  Depot... 

Marcus  Hook 

Marienville 

Martinsburg 

Matamoras 

Mauch  (^hunk 

McConnellsburg 

McConuellstown .  . 

Meadville. 

Medix  Run 

Mercer 

Mercersburg 

Meyersdale 

Middletown 

Midland  

Milanville   

Millersburg 

Millville 

Milroy 

Monroeton 

Montrose 

Mosgrove 

Mount  Pocono 

Murrvsville 

Neffs  Mills 

Neffs  Mills  ( Evap. ! 

New  Bloomfield . . 

Newburg 

New  (Castle 

New  Park 

Newport 

New  Tripoli 

Orwell 

Palmerton 

Parkers  Landing. 
Park  Place 


Observer's 


Stations 


Dr.  Henry  Stewart. 
Vern  A.  VanOrder. 
U.  S.  Engineers. 
Miss  Sallie  M.  .lohnson. 
L.  H.  Eilenberger. 
Edward  N.  Rhoa<ls 
C.K.  Kulp. 
r.  S.  Engineers. 
Westniorelanil  WatiT  Co. 
C.  Earl  Miller. 
Hanover  Evening  Sun. 
V.  S.  Woallier  Burea<i. 
Mrs.  Delia  M.  IVunell. 
Miss  Marie  E.  Roland. 
Leonard  E.  Elliott. 
Penna.  Water..  Power  Co. 
Fed-State  Flood  Fcstg  Ser. 
Joseph  Siinauskas. 
Paul  R.  "i  Oder  'r. 
T.. I.  Dingle. 
W.  .1.  Emerick. 
Clymer  Water  Service  Co. 
Westmoreland  WatiT    Co. 
Pa.  Dept.  Forests  A  Waters 
Johnstown  Trib.  Pub.  Co. 
Spring  Water  Co. 
Mrs.  EmmaM.Shultz 
Soil  Con-ervat  on  Service 
Penna.  IXirnpike  Conim. 
Pinn.  P.  A-  L.Co. 
City  of  Lancast<'r 
Lehigh  Nav.Coal  Co. 
Carlos  P.  Darling, 
Lebanon  Valley  Gas  Co. 
American  Viscose  Corp. 
Wm.  R.  Kelley. 
Westmoreland  Water  Co. 
L.  F.  Scheibner,  Jr. 
Mrs.  Ivv  S.  Buchanon. 
Sun  Oil  Co. 
U.  S.  Forest  Service. 
U.S.  Weather  Bureau 
Henrv  Bisland. 
HenrV  S.  Haak. 
Ruth  L.  Roettger. 
Fed-State  Flood  Fcstg  Ser. 
City  of  Meadville. 
Fed-State  Flood  Fcstg  Ser. 
I".  S.  Weather  Bureau 
Rollin  P.  Gilb.  rt 
Louis  M.  Weld. 
U.  S.  Army  Air  Force. 
Perrv  B.  Campbell. 
Charles  W.  Davis. 
Fed-Stati'  Flood  Fcstg  Ser. 
Fed-State  Flood  Fcstg  Ser. 
David  S.  Nace. 
Fed-State  Flood  Fcstg  Ser. 
Harry  S.  Fancher. 
U.  S.  Engineers. 
U.  S.  Weather  Bureau. 
Wra.  H.  McWilliams. 
Fed-State  Flood  Fcstg  Ser. 
I'enna.  State  College. 
J    Earl  ShenfTer 
Penna.  Turnpike  Comm. 
New  Castle  Water  Co. 
C.J.Allen. 
Mrs.  Frances  K.  Fry. 
F.  C.  Oswald 
William  T.  Brown 
New  Jersey  Zinc  Co. 
Mrs,  Janette  Shultz. 
US   Weather  Bureau. 


Pecks  Pond 

I  I'cnnline 

I  Philadelphia 

Phila-Shawmont .  . 

Philipsburg 

Phoenixville 

Pikes  Creek  

Pine  Grove 

Pittsburgh 

Pleasant  Mount  — 

Port  Allegany 

Port  Clinton 

Pottstown 

Pottsville 

PuDxsuiawney .... 

Putiieyville 

QiiakerU)wn 

Raymond 

Reading  

Renovo 

Rices  Landing.   ... 

Ridgway 

Rush 

Saltsburg 

Saxton  

Scranton 

Selinsgrove 

Seward  

Shade  Gap  

Shamokin 

Shettield 

Shippensburg 

Smethport 

Somerset 

South  Mountain 

Springs 

State  College 

Strauss  town 

Strongstown 

Stroudsburg 

Sunbury 

Susquehanna 

Tamarack 

Tanners  Falls 

Tionesta 

Titusville 

Towanda , 

Trout  Run 

Tunkhannock 

Tyrone 

Union  City 

Uniontown 

Vandergrift 

Virgin  ville 

Wallenpaupack  Dam 

Warren 

Washington 

Waynesburg 

Wellsboro 

Wellsville 

Wernersville 

West  Chester . 

Westgrove 

Wilkes- Barre 

Williamsport 

Williamsport 

Williamsport.  4  SE.  . 

Williamstown 

Wind  Gap 

York 

York  Haven 

Youngs  ville 

Zionsville 


Observers 

Mrs.  Carrie  Ness. 
Miss   Ketta  M.  Crumb. 
U.  S.  Weather  Bureau. 
Geo.  E.  Wright 
U.  S.  Weather  Bureau. 
Phila.  Sub-  Water  Co. 
Fed-State  Flood  Fcstg  Ser. 
Penn.  P. .«  L.Co. 
U.S.  Weather  Bureau. 
Rexford  G.  Thomas. 
Ralph  McConnell. 
E.  E.  Rariek. 
Miles  E.  Smith. 
Pottsville  Water  Co. 
John  Volansky. 
r.S.  Engineers. 
John  E.  Beiiuer. 
Fed-State  Flood  Fcstg  Ser. 
U.  S.  Weather  Bureau. 
Mrs.  C.  W.  Baird. 
U.  8,  Engineers. 
West  Penn.  Power  Co. 
M.  Maud  McCain. 
Walter  B.  Sullivan. 
Miss  Jean  Rhodes. 
U.  S.  Weather  Bureau. 
Dr.  Merle  V.  Hoover. 
Edward  L.  Stutzman. 
Fed-State  Flood  Fcstg  Ser. 

Roaring  Creek  Water  Co. 

Fed-State  Flood  Fcstg  Ser 

Keith  B.  Allen. 

Fed-State  Flood  Fcstg  Ser 

D.  L.  Grove. 

Pa.  Dept.  of  Health. 

Al'en  E    Yoder. 

Penn  State  College. 

Robert  B.  Hiester. 

Harry  F.  Bennett. 
!  Metropolitan-Edison  Co. 
•  Chas.  W.  Baylor. 
j  Mrs   Laura  A.  Benson. 
1  James  E.  Swartz. 
'  Leslie  E.  Walter, 
i  U    S.  r.ngineers. 

r    S.  Weather  Bur  au 

Mrs.  M.  Ordelia  Parks. 
1  Mrs.  Sarah  B.  Strouble. 
I  Sky  Haven  Airport, 
i  Fed-State  Hood  Fcstg  Ser. 

Fed-State  Flood  Fcstg  Ser. 

Wm.  W.  Marsteller. 
1  Carnegie-Ill.  Steel  Corp. 

Mrs.  Irene  M.  Werley. 

Penna.  P.  &  L  Co. 

Merrell  L.  lordan. 

Fed-State  Flood  Fcstg  Ser 

Ralph  L.  .Vnios 

Maynard  S.  Bliss. 
:  D.  D.  Hoover. 

J.  H.  Thompson. 
;  Clyde  T.  Savior. 
,1  Conard-PyleCo. 
I  Civil  Aeronautics  .Xuth'y 
.1  U.S.  Weather  Bureau. 

Sam  W.  Pursell. 

Fed-State  Flood  Fcstg  i^r. 
.    Gordon  Lower. 
.    George  R.  Hartz. 
.    York  Water  Co. 
. ,  MetropoMtan-Edison  Co. 
.    Fed-State  Flood  Fcstg  Ser. 

Horace  R.  Miller. 


GENEBAIi  STJMIiIAKY( Continued) 


i 


a  swimmer  was  killed  by  lightning  on  the  "iOth.  On  the  26th 
a  nine-year-old  boy  was  killed  by  lightning  at  Bedford. 

September  :  Hot  summer  weather  continued  up  to  the  15th. 
From  then  on  was  a  decided  change  to  colder,  and  the  remain- 
der was  as  cool  as  the  first  part  was  warm,  resulting  in  a  nor- 
mal" mean  temperature.  A  tornado  on  the  2d  near  Burgetts- 
town  resulted  in  the  deaths  of  two  people  and  property  damage 
of  about  $100,000.  A  killing  frost  on  the  23d  ended  the  grow- 
ing season,  killing  corn  and  buckwheat. 

OcTOBEii:  Warm,  dry,  sunny  and  pleasant,  this  equalled 
October,  1900  as  the  warmest  of  record.  It  was  also  the  sixth 
driest  and  for  the  first  27  days  gave  promise  of  being  the  driest. 
Near-drought  conditions  prevailed,  with  pastures  shriveling  and 
streams  drying  up.     The  Governor  closed  the  State  forests  on 


the  26th,  owing  to  the  tire  hazard,  but  rescinded  the  ban  after 
the  heavy  rains  at  the  end  of  the  mtmth. 

November:  After  October's  warmth  and  dryness,  Novem- 
ber was  an  unpleasant  change,  being  a  full  20°  colder  than  the 
former,  as  well  as  more  than  three  times  as  w-et.  Windiness 
was  in  considerable  evidence,  especially  around  the  24th  and 
25th.  Snowfall  was  slightly  above  normal  and  was  concen- 
trated generally  in  the  last  week,  but  with  spotty  distribution. 
Erie  had  a  total  of  35  inches,  a  November  record. 

December:  Though  colder  than  normal,  this  was  not  an 
unpleasant  month,  owing  mostly  to  dryness  and  sunshine. 
Precipitation  was  about  half  normal.  Snowfall  was  not  general 
until  the  last  decade,  but  the  heaviest  snow  came  just  one  day 
too  late  to  provide  a  white  Christmas. 
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CLIMATOLOGICAL    DATA 


S2  PENNSYLVANIA  SECTION 

L.  F.  CONOVER 
MABRISBUHa,  PA. 


Vol.  LIII. 


January  1948. 


No.  1. 


Si'RscKiPTiDN  Trick:  25  ('Ents  i'ri;  anm  h:  (not  stamps). 
Kkmi  r  niKF.ni.Y  T(i  Sipkrin  i  endknt  ok  Dooi'mkni-s  Wasuinoton.  25  D.  C. 


GENERAL  SUfflMARY. 

Tlii8  was  the  coldest  January  since  li:)4U  and  the  sixth  cold- 
est and  tifth  snowiest  of  record.  It  was  14  degrees  per  day 
colder  than  January  of  last  year,  which  was  the  sixth  warmest 
of  record.  Temperatures  in  the  lirst  decade  were  not  far  from 
normal,  but  the  following  period  was  cold,  particularly  in  the 
last  half,  when  a  considerable  number  of  days  with  minima  be- 
low zero  were  recorded,  in  some  cases  establishing  new  low 
records.  The  cold  aggravated  a  bad  fuel  shortage,  and  in  many 
localities  the  use  of  gas  for  industrial  jiurposes  had  to  be  cut  off. 
Fuel  oil  was  also  in  very  short  supply. 

Precipitation  was  very  frequent,  though  slightly  below  normal, 
but  snowfall  was  about  double  the  normal,  owing  to  the  cold. 
There  was  very  little  precipitation  after  the  25th.  A  great  part 
was  on  New  Year's  Day,  in  the  form  of  rain,  sleet  and  freezing 
rain,  making  that  day  quite  unpleasant.  From  most  parts  of 
the  State,  especially  the  Eastern  portion,  came  reports  of  glaze 
on  the  Ist  and  2d  (said  in  some  cases  to  be  the  worst  of  memory) , 
causing  slippery  roads  that  resulted  in  many  traffic  accidents. 
I'he  glaze  heavily  coated  utility  and  power  lines,  resulting  in 
breaks  in  service.  There  were  also  thunderstorms  reported  on 
the  1st  from  12  stations.  High  winds  on  a  number  of  days  added 
to  the  variety  of  the  weather. 

The  storm  of  January  1-2,  which  caused  the  heaviest  precip- 
itation of  the  month  and  in  some  places  accounted  for  the  major 
part  of  the  month's  total,  was  an  intense  depression  with  sev- 
?ral  waves.  This  moved  from  Oklahoma  to  Pennsylvania  in 
24  hours,  and  extended,  with  its  fronts  and  waves,  from  the 
[iulf  to  the  Massachusetts  coast.  The  warm  moist  maritime 
iropical  air  was  lifted  over  the  polar  continental  air,  causing 
generally  heavy  precipitation,  including  freezing  rain  in  the  cold 
lir  north  of  the  associated  warm  front,  and  snow  west  of  the 
3old  front.  The  storm  of  the  13tli  was  mostly  an  elongated 
;rough  that  extended  throughout  the  Atlantic  coast  states,  with 
i  complicated  frontal  structure  in  extension  of  a  depression  that 
fvas  then  located  in  Ontario  and  Quebec.  The  snowstorm  of 
;he  24th,  which  produced  in  most  cases  the  heaviest  snowfall  of 
;he  month,  was  a  coast  storm  which  moved  rapidly  along  the 
Atlantic  coast,  while  being  held  off  the  coast  by  a  high  pressure 
irea  in  the  New  England  States  and  Canadian  Maritime  prov- 
nces.  Sixteen  stations  reported  amounts  of  12  inches  or  more 
n  24  hours  during  this  storm. 

Strangely  enough,  in  spite  of  the  frequency  of  precipitation, 
sunshine  was  generally  above  normal. 


TEMPERATXTKE. 

The  average  temperature  for  the  State  as  deduced  from  the  reports  of 
12  stations  was  20.1°,  which  is  8.1°  below  the  61-year  normal  for  Janu- 
iry.     The  highest  monthly  mean  was  28.6  at  Marcus  Hook  and  the  low- 


est was  12.8°  at  Kane.    Kxtrumes  ranged  from  ;i  maximum  67°  at  Waynes- 
burg  on  the  1st  to  a  minimum  —31°  at  Kane  (jn  tiie  Hist. 


PRECIPITATION . 


The  average  precipitation  for  the  State,  as  deduced  from  th('  observa- 
tions at  208  stations,  was  3.(12  inches,  which  is  0.11  inch  below  the  61- 
year  normal  for  January.  The  greatest  monthly  aujount  was  5.74 
inches  at  New  Park,  while  the  least  was  1.3()  inches  at  Jamestown.  The 
greatest  amount  recorded  in  any  2t  consecutive  hours  was  2.70  inches  at 
West  Grove  on  the  l-2d. 

The  average  snowfall  for  the  State  was  21.5  inches,  which  is  10.9  inches 
above  the  61-year  normal.  The  greatest  monthly  snowlall  was  40.5  inches 
at  Kane.  The  greatest  fall  for  any  observational  day  was  17.5  inches 
at  Kane  on  the  24-25th. 

COMPARATIVE    DATA  FOR  JANtTARY 


1b8». 

18»9. 

1»90. 

1891. 

1S92. 

1S93. 

1.S94. 

1895 

l»9t). 

1H97. 

1898. 

1899. 

1900. 

1901. 

1902. 

19«b. 

1904. 

1905. 

1906. 

1907. 

1908. 

1909. 

1910. 

1911. 

1912. 

1913. 
19U. 

1915. 

1916. 

1917., 

1918.. 

1919., 

1920  . , 

1921.. 

1922.. 

1923.. 

1924.. 

192.5 . . 

1926.. 

1927.. 

1928.. 

1929.. 

1930.. 

193! . . 

1932.. 

19  !3. 

1934.. 

1935  . 

1936.. 

1937.. 

1938   . 

1939 

1940.. 

1941.. 

1942.. 

1943.- 

1944 . . 

1945.. 

1946... 

1947  . 

1948  .. 


Year 


Temperature 


Precipitation 


0).— 

bo  ^ 
|§ 


No.  of  days. 


Period 


23.2  1 

29.4  I 
37.5 
30.6  I 
26.2  ! 
19.0 

32. 5 
24.2 

27.6  I 
25.6 

30.7  1 
26.6  I 

29.8  I 
29.1 
25.6 
26.9 
20.0 
23.8 
35.0  I 
30  0 
28.4 
31.2 
27.2 
31.6 
18.6 
36.5 
30.2 
28.3 
34.2 
27.9 
16.2 
32.0 
20.9 
31.0 
25.0 
29.1 
28.1 
25.2 
27.8 
27.4 
29.8 
27.3 
29.2 
30.0 
40.5 
37.0 
32.2 
27.5 
23.6 
36.7 
28.9 
30.3 
19.3 
27.9 
27.3 
28.2 
30.6 
20.4 
29. 2 
33.  6 
20.1 

28. 2 


-19 
-5 
-2 
-4 
-28 
-25 
-9 
-17 
-15 
-25 
-16 
-21 
-8 
-10 
-13 
-13 
-42 
-21 
-4 
-23 
-18 
-19 
-22 
-5 
-35 
3 
-27 
-26 
-12 
-18 
-29 
-15 
-23 
-13 
-19 
-17 
-13 
-29 
-19 
-24 
-23 
-20 
-24 
-12 
9 
-6 
-19 
-23 
-30 
5 
-20 
-18 
-16 
-10 
-30 
-12 
-12 
-28 
-27 
-6 
-31 

-42 


4.19 

3.54 

3.04 

3.64 

4.77 

2.85 

2.29 

4.17 

1.43 

2.15 

4.25 

3.05 

2.64 

2.22 

2.80 

3.31 

3.55 

3.70 

2.53 

4.36 

2.68 

2.92 

5.55 

3.54 

1.92 

4.9.^ 

3.37 

5.56 

2.42 

3.60 

3.51 

2.53 

2.47 

2.58 

2.26 

4.26 

4.34 

3.53 

2.80 

2.90 

2.08 

3.37 

2.25  i 

1.46  i 

4.51  I 

2.00  i 

2.54 

3.08 

4.21 

6.36 

2.51 

3.14 

1.41 

2  62 

1.86 

2.68 

2.12 

2.68 

1.36 

3.65 

3.02 

.3.13 


14.0 

7.8 

1.8 

9.8 

13.5 

18.0 

7.2 

14.2 

3.4 

11.0 

11.0 

10.3 

5.3 

8.6 

11.6 

11.7 

20.4 

21.2 

4.5 

13.2 

11.4 

12.8 

26.0 

4  5 

13.6 

4.5 

11.7 

14.7 

1.8 

4.2 

25.2 

6.2 

10.0 

4.4 

16.0 

17.6 

3.6 

29.4 

10.5 

5.7 

6.8 

7.6 

8.4 

4  4 

1.3 

1   9 

2.3 

13.5 

19.4 

4.3 

5.1 

15.2 

8.4 

14.6 

7.6 

15.5 

4.3 

22.6 

5.0 

7.2 

21.5 

10.6 


n 

OS  o 
0^  c) 


5 

11 

9 

13 

7 

8 

6 

10 

8 

8 

7 

10 

9 

9 

i 

10 

8 

9 

8 

8 

6 

8 

12 

8 

8 

9 

8 

8 

8 

9 

6 

8  1 

10 

6  ! 

8 

8 

10 

8 

6 

7 

12 

8  i 

9 

fi 

7 

5  1 

8 

5  ; 

8 

7 

9 

6 

7 

7 

10 

6 

9 

8 

11 

8 

10 

8 

14 

8 

9 

8 

12 

7 

14 

7 

6 

6 

11 

8 

11 

7 

9 

9 

9 

6  1 

12 

8  j 

9 

9 ; 

8 

8  ■ 

12 

9 

7 

6  i 

12 

7  ' 

8 

8 

11 

6  ! 

8 

7  ■ 

0 

7 

8 

7 

8 

7 

9 

7 

7 

6 

11 

7 

9 

10 

8 

8 

8 

8 

6 

8 

9 

'i 

9 

8  1 

15 
9 
16 
16 
15 
14 
13 
14 
14 
15 
17 
11 
14 
15 
14 
17 
15 
15 
13 
18 
11 
16 
19 
18 
16 
16 
17 
15 
14 
12 
13 
9 
14 
12 
10 
19 
12 
13 
13 
16 
11 
13 
15 
10 
18 
12 
15 
14 
16 
19 
16 
16 
15 
18 
i3 
19 
12 
15 
15 
17 
15 


■^ 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION, 


January  1948 


Olimatologioal  Data  for  January  1948 


.IttaiiHc  [>rainnge 
AUoutown  Arpt.  9-4  NK 

.Utooiia-4.6  VV 

Burnt  Cabius-2NE 

Cautan-1  X\V 

Carlisle 

Chambers  burg- 1  SW . . . 
Coatesville. 
Curwensville  Apt-6  NW 

Eagles  Meie 

East  \Vaterfor(l-3  E.  .  . 

Emporium  1  E 

Ephrata j 

Everctt-0.  5  SW 

Freeland 

(ieorge  School 

Gettysburg 

Uordou 

Hanover •• 

Harrisburg  Arpt.-3.5  S. 

Hawley-0.5E 

Uoltwood 

Huntingdon 

Lancaster 

Lawrencevillo 

Lebanon 

Lewistowu-  I  W 

Lock  Haven 

Marcus  Hool<     

Martinsburg" 

Montrose-3  E 

Mt.  Pocouo  Arpt -2  N  . 

Palmertou 

Philadelphia   CO 

Philipr-burg-7  E. 

rhoenixville-1.  D  SE. .. . 

Port  Olintontt 

Quakcrtown-0. 5  E 

Reading 

Scrauton  — 

Selinsgrove 

State  College 

Stroudsburg-'2  E 

Sunbury 

Tamarack-<!  S 

Towanda-1  E 

Wellsboro 

West  Chester 

Wilkes-Barre  Apt.-3N.. 
Williamsport  Apt.-4E.  • 

Williainstown 

York  3  SW 


Lehlgn 384 

Blair 1,500 

tXilton I    990 

Bradford ....11.450 

Cumberland '■    478 

Franklin '    6P0 

Chester |     iM 

Clearfield '2, 215 


Division  mean. 


Ohio  nrainaoe 
ttlairsville-f>  NE.  ... 

Bradford-4  W 

Brookville  Apt.-1.5SW. 

Butler 

Clarion-3SW 

Claysville 

('orry   

Coudersport 

Uerry 

Donegal 

Doncra    

Ebensburg 

Farif'll 

Pord  City-4  S 

Franklin 

Greenshurg-2  S.      

[ndianfl-2.5  SE 

.Ianicsto-xvn-2  NW 

Johnstown 

Kancl  N 

Meadville-1  S 

Mercer 

Midland 

New  rastlp-l..^  X 

I'ittsi)urgh   Apt.-7.5SK. 

l'utnovville-2. 5  SE 

Ridgwiiy 

.■Somerset 

.'^prin.'rs-i  SW  

Tioncsta-l  ..'i  SE 

Titusville-2S 

Cniontown 

Warren      

WaynesbiUK 


IM vision  mean 

I.nke  Drninage 

Albion 

Krie 


State  mean. 


Erie. 
Erie. 


Sullivan 
.luniata... 
Cameron . 
Lancaster 

Bedford il,020 

Luzerne jl.970 

Bucks I     184 

Adams j    653 

SchuylkUl i    yiKi 

York I    600 

Pauphin ,    361 

Wayne 

Lancaster !    200 

Huntingdon     1    700 

Lancaster 2bb 

Tioga I    996 

Lebanon.... 469 

Mifflin 1    580 

Clinton I    5i7 

Delaware 12 

Blair....   1.493 

Susquehanna.   ..  1 1.176 

Monroe ,1.91t 

Carbon I5i 

Philadelphia 

Centre   

Chester 

Schuylkill . , . 

Bucks 

Berks 

Lackawanna 
Snyder. 

Centre 

Monroe 

Northumberland. 

Clinton 

Bradford 

Tioga.   .. 

Chester 

Luzerne 

Lycoming 

Dauphin  775 

York 390 


We.stmoreland i2. 048 

McKean il.680 

Jefferson 1.400 

Butler i|.077 

Clarion ;i.ll4 

Washington  ....    1,170 

Erie 11.410 

Potter ,1.653 

Westmoreland 1.  l.so 

Westmoreland    ..11.746 

Washington |    761 

Cambria 12. 170 

Mercer. 855 

Armstrong 950 

Venango 987 

Westmoreland 1. 160 

Indiana 1.102 

Mercer 1.050 

Cambria |l,650 

McKean 1,750 

Crawford 1.065 

Mercer 1.296 

Beaver..    i    7H0 

Lawrence 900 

Allegheny. 1.286 

Armstrong.. 

Elk 

Somerset 
Somerset. 
Forest 
Crawford 

Fayette !l.040 

Warren 1,190 

Greene i.ioo 


SW. 
SW. 
SW. 


19.6 
21.6 


12 

6 

14 

11 

nw. 

16 

6 

s 

17 

SW. 

17 
17 

8 

4 

11 

4 

i 

SW.  ; 

w.     j 

14 

• 

7 

IS 

nw. 

t).8.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Com  in 
Mrs.  Mildred  L.  Spencer. 
Clarence  E.  Miller. 
Charle>  A.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  Bureau 
Carl  K.  Bigger. 
v.  iS.  Weather  Bureau. 
R.  E.  Palmatecr. 
Wm.  W.  Hiilligau 
Penna.  Turnpike  Comm. 
Andrew  B.  Evansha, 
George  M.  Hart. 
Hugh  C.  Mcllhenny . 
MlfS  Sallie  M.  Johnson 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  tt  Power  Co 
J.  W.  Shilling. 
Lanca,ster  Water  Bureau. 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  (;o. 
American  Viscose  Co. 
Samuel  C.  Dickev,  Jr. 
Sun  Oil  Co. 
t'.  S    Weather  Bunau 
Harrv  S.  Kancher. 
L'.  S.  Weather  Bureau. 
New  Jersey  Zinc  Co. 
V.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Phila. -Suburban  Water  Co. 
Earl  E.  Rarick. 
John  E.  Benner. 
U.  8.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Selin.sgro\  (•  -irpt . 
Penna.  State  College. 
Metropolitan  Kdisou  Co. 
r.  S.  Weather  Bureiiu. 
James  E.  Swartz. 
Mrs.  M.  Ordelia  Parks. 
M.  S.  Bliss. 
Clyde  T.  Saylor. 
I'.S.  Weather  Bureau. 
I',  -i.  Weather  Bureau. 
Gordon  E.  Ixiwer. 
York  Water  Co. 


V.  S.  Weather  Bureau. 

Citv  Water  Dept. 

Civil  Aeronaut HS  Authority 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

Geo.  R.  Nfulderick. 

Potter  Enterprise. 

Miss  N.  Dixie  Winenian. 

Penna.  Turnpike  Comm. 

Donora  Zinc  Works. 

John  L.  McCiough. 

Sharon  Steel  Corporation 

U.S.  Engineers. 

William  K.  Fuller 

Westmoreland  Water  Co. 

Clvmcr  Water  Service  Co. 

Pa.  Dept.  Forests  i  Waters. 

Johnstown  Tribune  Pub.  Co. 

Spring  Water  Co. 

Citv  of  Meadville. 

r.  S.  Weather  Bureau. 

Perry  P.  Campbell. 

New'Ca.ftle  Water  Co. 

r.  S.  Weather  Bureau 

r.  S.  Engineers. 

We^  Penn  Power  Co. 

D.  L.  Grove. 

Allen  E.  Voder 

r.  S.  Engineers. 

t'.  S.  Wcrither  Bureau 

William  W.  Marsteller 

Merrell  T..  Jordan 

Mfr's  Light  .t  Heat  Co. 


Albion  High  School 
U.  8.  Weather  Bureau. 


[See  page  8  for  explanation  of  reference  marks.] 
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CLIMATOLOGICAL  DATA:    PP^NNSYLVANIA  SECTION 


Daily  Preoipitatlon  for  January  1948 


Stations 


Counties 


Day  of  month 


12       8       *       5       6       7       8       9      10     11      12     13     14     16     16     17      18     19     20     21     22     28     24     26     26     27     28     29     80     81 


ATLANTIC 

DRAINAGE 

DrUnniTf   Uimn 

(iri'KH  Dki.awauk 

DinKiiifius  Kerry-.  0.6 E 

Kiiuiiumk' 

Hawlo.v-'.O..iK 

Ilollistorville- 

Lakovillu-'.  1  N 

Matainoras- 

Mil.invillo-    

.Mouut  I'ocono' .  2  N . . . 

recks  I'ond^ 

Pli'a>aiit  Mouutl.5,  1  W 

Stroud>burg*.  2  K 

Tannor,sFall.>:'.5,  i  sK. 
Wiiut  (iHpl,-V3S\V.. 
Lk'iuih 

Allonto\\ilApt'.\".4N'K 

Alleutowni' 

Betlileliem' 

Blakeslee  Corners', 

Gouldsboro- 

Lansford-' 

New  Tripoli 

Paliueiton'.  ■"'  

Zion<ville.  1  S\V,  . . . 


SrmYi.Kii.l, 

Consholiockeu' 

KredericksvilleS,  1  S.  . 

Geisertown^ 

Grator.>;ford-  

I'hoeiiixville-',  1.-5  SK. 

I'ort  Clinton^ 

Pottstowu'!.  0.5S 

Pottsvillei' 

R«'adiug'.5  

Strauj.stown  ' 

V'irginville' 

Werner  ville 


(.■lUKH    DlCi.AWAHIC 

Ci>atesville'  

Doylostowu, 

U.idrpe  oi')!Ool* 

Waplu  iJlen^ 

Marcus  Hook''' 

I'hiladolphia 

••^■mthwest  -Airport.  ' . 

iJity  omcei.5 

.Shiuvinont.. 

Quiikertown.  0.5  K 

W-M.st  (;he>ter 

West  Grove'''.  1.5  SE.... 

'<'<»(iiieh«itint  Hrtaiii 
ClIBVIllNG 

Austinburgl.  *,  2  W.    .. 

(lovjng^ton'- 

l/a«reiiceville 

North  Branch 

Uerwick 

Canton''.  1  NW 

Danville''' . . 

Kreeland^ ... 

Hop  Bottom'''.  2  8 

.\liUv!lle>.  •■*  

Mi.iiii'eton'.  2S 

WontroseS.  3  e 

Orwell''.  3  N 

Park  PUice'.  1  NW 

I'ikes  Creek. i.-^' 

Rush'' 

Scranton'.-"' 

Susuuohanna^ 

Towauda.  IE 

Tunkhannoek '-' 

Wilke-.Rarre'.  3  X  ... 

liellefonte'-' 

CftrrolltownS     

Cnrtor  Camp2    , 

Cedar  Run2 

Clearfield'-' 

C..alporl2.  

CurwensvilleApt'  6NW 

Driftwood'.  •'' 

Dushore'."' 

Ragles  Mere'-  .    . . , 

Emporium'-',  IE   

Knglih  Center'.  ■\  . .   . 
Galeton 


Pike 

Wayne ,    04 

Wavne 

Wayue 03 

Wayne 1  T 

Pike !  . 

Wayne |. . . 

Monroe '1.13 

Pike :  .Oi 

Wayne ! 

Monroe  

Wayne .95 

Northampton, 


1.02 


LolilKli 
Lehigh 
N'rthampton 

Monroe t  .79 

Wayne ]  .04 

Carbon 

Lehigh I  .99 

Carbon I  .63 

Leliigh I  .65 


Montgomery ' 

Beiks 

Berks  . .  I 

Montgomery  | 
Chester  . 


Srhuylkill... 
Montgomery 
Schuylkill  ... 

Berks  

Berks 

Berks 

Berks 


Chester 

Bucks 

Bucks  

Montgomery. 
Delaware 


T. 
1.26 


Philadelphia;].  60 
Philadelphia  ;-2. 00 
Philadelphia,  ss 
Bucks  . 
Chester . 
Chester . 


1.4S 


Tioga 1.00 

Tioga .05 

Tioga .6.5 


Columbia 

Bradford 

Montour 

Luzerne 

Susiiuehanua 
Columbia,, . . 

Bradford  

Susquehanna 

Bradford 

Schuylkill . . . 

Luzerne 

Susnuehanna 
Lackawanna 
Susquehanna 
Bradford  . 
Wyoming.. 
T.u/.erne. . . 


Centre 

Cambria. .   . 

Potter,, 

Lycoming... 
Clearfield  .  . 
Clearfield  ,. 
Clearfield... 
Cameron.. . . 
Sullivan... . 
Sullivan.  . . . 

Cameron 

Lycoming. .. 
Potter 


.02 

.94 

.01 

.02 

T 

.83 

.'.)■ 

"(X 
.02 
.72 
T. 
1.13 


1.06 
1.12 
1.83 
I.  48 
1.18 
1.05 
1.16 
.35 
1.04 
1.49 


.13 
1.47 


.19 

1.16 
.95 
.63 
.39 

1.00 


.64 
76 

.79 

T. 

.15 
1.10 
1.01 


1.9' 
1.77 
1.90 
1.81 
■2.16 
1.'20 
• 

1.42 
.53 
1.42 
1.57 


•2.09 
1.43 
.59 
1.32 
2.00 

.21 
.36 
.95 

1.16 
.05 

2.70 


.08 


.08 


.32 
.10 
.08 
1. 


03 


.12 
.05 
14 
T. 

1.61 


.06 
.04 
09 
.06 
.07 

.'(•6 
.  03   . 10 
.07    .. 
.10 


.02 


.03 
'1 
.02i  .04 


.07 


.07 


.07 


.10 


.05 
.40 
.03 
.26 
.05 
.09 
.07 
.15 
.lOi  .01 
.15 
T 


.03 


.05 


.02   T. 
.05   T. 

.02   .06 


06 


.11 


19 


.10 

.15 
.32 
.  15   T. 
.•2l|  T. 
.01 


.06 


.06 


.06 


.02 


.11 


.03 
.19 
.02;  .06 
T.  I  .09 
.041  T 


.01   T. 

.02|... 

.28t  .02 
T. 
.05 
T. 


T. 


. .      .  08  . 

...1  .14 

--  -10 
...  .13  . 
...  .131 
*  * 
I81  .041 
...|  .03 
,13  .10 
...  .17 
.10 


T. 


.05 


.08 

'i''. 
.03 
.01 
T. 
.05  .... 
. .   I  .  04 
..   !T. 
.03;  .02 
T.  !  .02 
..,i  T. 
T.     T. 


.07 
.OSi 

.06! 
T.' 


...16 

.  !  .04 
..  i  .04 
T  .04 
T  .03 
..,.  .18 
-  T. 
.06    .19 


.01 
.Oil  T 


.05|. 


.18   .08 


. 10    .  76 
. .      .55 


.06 


..    1.01 

..  .40 

...  .46 

.     )  .46 

. .    j  .  81 

..  .42 

..  .76 

1  .36 

•  17l  .62 

...'  .57 

..  ,  .93 

.'25  .69 


..  I  .50 
T  1.19 
.091.42 
. .    I.2:i 

,...j  .91 

.30|l.'29 
■  3Hl-26 
■10;1.56 
.O.ij  .87 

.O'.ii.ae 


.071  .06 

1   I  .05 

..      .15 


.08'  ... 
T.  T. 
•02j  T. 

^i;!^'.'i4 

.I'j;... 

.14    T. 
T      .07 
T    i  .02 
T.  1  .01 

.  ns;  T. 


T. 


.  05    . . 
.60  T. 


T.  I 
.06; 


.06! 


T. 


.251  T. 
.05  T. 


.46 
.11 
.11 
.09 


T. 


.14 


.04 


.04 


.20   T, 
.16 

.08   .07 


.14 


.Oil 

T. 

.07 

.18 
.20 


.08 


.06 
.03 
.02 
.12 
.13 
.01 
T. 


.01 
.30 


.76. 
1.  .52  . 


.06 
.04 

T. 
.02 

.0'2 
.04 
.12 
.02 
.03 


.84 


.  92  . 
.92  . 
.65 
.68 
.95  . 
.03  . 
.63  . 
.83 

.03  . 
.60  . 


.02 
.02 

.02 
.18 
.05 
.(13 
.31 


.69 


02 
63 

.'65  '. 

.4.S  , 

..S'2 

.36 

T 

.65 


T. 
T. 
.01 


64 


60 


.42 
53 
.0:1 
T 

.31 
.44 
.13 
.34 
.20 


T. 

.02 


.05 
T. 


.02 
.14 


T. 
T. 
.06 

T. 
T 


.01 
.01 
.03; 
T. 

T- 
.04 


.02j 


.45 


24 


.05 


.49 


.30 

.69 

.55 

.74 

.53 

.51 

.64 

.90  . 

.02 

.77 

.57 

.09 


.41  , 

.05  . 

.11 

.08 

.01  . 

.03 

.12 

.24  . 

.11 

.39. 


.77 
.58  . 
.2^2 


.37 
.70 
.60  . 
.90  . 
.88 
.03 
.83 
1.14 
58 
03  , 
01 
78  , 
07 
77  , 
34 
66 
03 


.82. 
..51  . 
.71 
.92  . 
.52  . 
.t>5  . 
.01 

.6i 

.68 
.70. 
.02  . 
.45  . 


.04  , 
T. 


.01 


T. 


T. 


2.97 
4.41 
8.29 
3.38 
2.62 
2  91 
2.90 
3.15 
2.88 
3.09 

■2.93 


3. 39 
3.95 

•2.44 
2.  73 
2.69 
3,37 
2.6:4 
4.10 


5.00 
4  42 
3.86 
5,00 
4.86 
2.82 
4.88 
3.16 
4.13 
3.38 
3.89 
3.98 


4.26 
4.00 
4  86 
3,  .5K 
4.52 

4.67 
5.  42 
4.91 
4  25 
4.09 
5. '25 


2. 55 
1.44 
2.85 


■2.69 
•2.98 
2.91 
3.45 
2.14 
■2.15 
2.99 
4.27 
2. '23 
2.39 
■2,94 
3.11 
•2.57 
2.93 
2.64 
•2.47 
2.35 


3.00 
2.38 
,3.01 
■2.87 
'2,  56 
$2.  74 
2.64 
2.35 
2.69 
3.  25 
2.62 
2.50 
3.39 


Continued  on  page  4. 
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Daily  Precipitation  for  January  IQiS-^Continued  from  page  3. 

Stations 

Counties 

Day  of  month 

1       2 

3 

4 

5 

6 

,71    8-  ]    9 

10     11 

12     13 

14-! 

15 

16      17  ■  18 

1         1 

19  !  20     21  j  22 

23  ' 

•24 

25 

26 

27  1  28      '29     30      31 

1             !       i 

^ 

West  Bk.4NCH 
(continued) 
tTdi'tlinu*?-           

Clearfield 

Clinton  

T. 

1.82 

.13 

.19 

.11 

,01 

.05 

04 

.15 

T. 

T. 

't'.' 

T 
.01 

■ 
T. 

i" 

T. 
T. 

T. 
T. 

"t".' 

.'62 
T 

T. 

T.- 

T. 
T. 

't. 

T. 

.'07 
T. 

T. 

.30 
T. 

,18 

.'  i3 

.41 
.15 
.28 
.18 

,'21 
,lh 
.■X) 
.94 

.21) 

* 
.20 
,16 
,11 
.10 
,06 
.22 
.21 
.17 
.20 
.24 
.19 

'.'08 
.19 
.05 

.'is 

.04 
.03 

.02 

.'2-2 

.02 

'.iri 

T. 

'."65 
T. 
.30 
.09 

.19 
.08 
T. 

.29 

.05 

t". 

.08 

.05 

T. 
'1. 
T. 
T. 

T. 
T. 

T. 

.08 

.05 

.10 

T. 

.06 

T. 

.0'2 

.01 

T. 
.02 

• 
.68 
.79 

.54 
T. 

.71 

.52 

.(V2 

.01 

.60 

T. 

.71 

.02 
T. 

.'62 

.04 
T 

■f.' 
f. 

... 
T.' 

f. 

'.'03 
T. 

'.'64 

3.46 

Lock  Haven. 

i'i 

Elk 

.6» 
.97 
.04 
1 .  09 
.02 

.29 

61 

1.69 

.51 
1.78 

0-2 
.06 
T. 
.08 

.07 
,37 

.11 
T. 

.04 

T 

.10 

.13 

.11 
.32 

','69 
T. 

.'03 
.09 
T. 

.08 

T. 
.02 

.05 

.07 

T. 

T 

T 

'.'on 

T. 

■|- 

T. 
T. 

T." 

"t." 

T. 
T. 

T. 

.13 
21 
T. 
.13 
T. 

.23 

'."67 

.35 
.17 

."is 

.02 

T 

.05 

.m 
.02 

.24 
.29 
.22 

T. 

.03 
.10 

.18 
.18 
.0'2 

."io 

.25 

.25 

■r 

.04 

ig 

.03 

.'63 

.27 
.45 
.28 

.09 

.05 
.06 
.03 

• 

.03 

.06 
.09 

."62 
.06 
T 
.15 

.'61 
T. 
.08 
.08 

,03 
.06 
.22 
.14 

.  23 
.  19 
.12 
.-24 
.14 
.03 

'.'27 
.19, 
.07 

.28 

.'i3 

.65 
.12 

.'70 
.10 
.20 
.46 
.15 
.70 
.22 

1,38 
.79 
.,58 

1.70 
.08 

T. 

.80 
.35 
.04 
.23 

^04 
.30 

* 

1.08 
.36 

.18 
.36 
.15 
.10 
.18 
.13 
.32 

.21 

.02 

.08 

.34 

T. 

T 

.03 

.19 

.06 

T. 

* 

.06 
.14 

,07 
.24 
.01 
T. 

T.' 
.01 

'."63 

T  1 
.02 

.02 
T. 

T.' 
.01 

T. 
T 

.'07 
.02 

'i' 
i- 

.03 

.10 

1 

.16 
T. 

.10 

■r. 

'.'65 
'(ii 

T. 
T 

'.'08 

2.43 

Philip.- burg',  ".IK  ■■■ 

Reuovo- 

Slate  College',  ^ 

Tamarack^,  2  vS 

Trout  Run 

Tyrone  ',  S,  4  NE 

Centre 

Clinton  

Centre 

Clinton 

i  ycomiug. 

4.01 

•2.87 
2.K2 

.05 

^12 
.10 

.24 

S.Xi 

Blair    . 

.94 
.02 
1.33 

■.'64 

.80 
1,40 

.10 
1.41 

T. 

T^ 

.02 

.90 

* 

1.00 

.48 
1.48 
•29 
1.41 
1.62 

.71 

.10 

1.58 

.18 

1.34 

i,57 

1.15 

1.03 

.96 

.15 

1.15 

.30 

i.'37 

1.38 

.12 

2.17 

I.-23 

.48 

53 

.70 

1.27 

.58 

.36 

..59 

.69 

2.45 

.18 

2.02 

1.75 

.24 

.96 

1.71 

.32 

.16 

.85 

T. 

1.95 

1.47 

.98 

1.17 

.42 

.37 

.48 

.22 

1.10 

1.91 

.19 
.82 
.34 
1.55 
1.65 
1.56 
\M 

.89 
.10 
.32 

1.36 
,47 
.14 
.35 
.84 
.26 
.39 

1.33 
.58 
.60 
.45 
.81 

.sr 

.78 

"06 

".()9 
.  19 

■.'08 

T. 
.07 
.04 
T. 

.05 
.06 

.1.5 

i 

.11 

.13 

.'38 
.05 
.13 

r 

.02 
T. 

.'oi 

.06 

r. 

.05 

.'02 

T. 

.21 

*♦ 
.08 

.24 

.ff2 

■r 

06 
T. 
T. 

f. 

.'■27 
* 

T. 

.02 

.02 

.01 

.04 

.09 
'.'64 

.04 
.01 

.08 
'.'69 

.08 
T. 
.28 
.14 

.07 

Al 

.15 
.10 
.07 
.09 
.05 
T. 

'.'io 

.04 

.11 
.04 

09 

T 
T. 

T." 

'• 
,06 

.08 
T. 
T. 

T. 
.03 

't.' 

T. 

.(M 
.09 
.09 

.m 

.01 
.07 
.01 
.05 
.03 
.09 

09 
.05 
.09 
.06 

• 

.08 
.60 

.'63 

.07 

T 

.12 

.42 

.07 

.04 

T. 

.02 

.03 

T 

.03 
.15 
.06 

.'io 

T. 

.'64 
.06 
.14 

't.' 

T. 
T 

T 

r 

T. 

.'io 

.08 
T. 

."06 

T. 
.27 

.05 

T. 
.18 
.01 
.06 

.'64 
.02 
.01 

't  " 

.39 

T 
.73 

.37 
.35 

.60 

.'2.5 
.13 

.14 

.'52 
.64 

.35 

.    . . 
79 

.64 

V  .5(1 

Tioga 

Lycoming... . 
Lycoming.  .. 
Lycomiiig    .. 

Biair,        ..   . 

T. 

i'.' 

' 

2.56 

WUliamsport  Apt.'-4E 

VViUiamsport- 

Williamsport^,  4  SE.  . . 

.IINIA'IA 

.02    .    , 
.  99  , . . . 

•2.  82 
3.30 

.04 
.08 

.03 
T 

'.'64 
.07 

.03 

T.' 

,08 

.18 

.63 
.08 

.06 

'.'06 

'02 

.15 
.06 

■,,■■ 

,02 
T. 

^02 

.09 
.08 
T. 

'.'03 
.07 

.'is 

.03 

•i'V 

.16 
,06 

'.'28 
','62 

.06 

.10 

'.'io 
.11 

.10 
.04 

,05 
.0! 

« 

.'is 

.08 
.02 

.08 

.'i3 

,11 

.09 

.08 

.08 

.07 

.01 

.08 

.06 

T. 

.16 

.09 

.05 

.10 

.13 

.02 

.05 

.12 

.04 

.02 

.08 

T 

.06 

.09 
.13 

T. 
T. 

.'08 

T. 

.03 

08 

.06 

,01 

T. 

.09 

.24 

.01 

't.' 

T. 

.  .^, 

T. 

.08 
.02 
.02 
.06 
.09 

.12 
,10 

.'67 
T 

T. 

.'67 
,19 

.66 

OK 
.07 
T 
T. 

.'65 
.08 
.03 

'.'05 

.'09 
.03 

i" 

.08 
.05 
.05 

'.'64 

.04 
.  12 

.02 

• 

.02 

.11 

.12 
.09 
T. 

.11 
.19 
.02 
.05 
.08 
.21 

'Ai 
T. 

,18 
.06 
,13 
.05 

.76 

.09 

."56 

..58 
.71 
.39 
.49 
.39 
.04 
.65 

'69 
.<5 

't' 

3.30 
2. 92 

Bre»zewood',0.6  E 

Buiralo  Mills'-;, .    ..... 

Burut  Cabins',  2  NE... 
EastWaterford^,  3E... 

Everett-.  0.5 S\V 

Huntingdon  e 

Lewistowu'^.  1  W 

Mapletou  Depot'.^ 

Martinsburg',8...  .^  .• 
McConne  llstow  ii2 ,4N  V\ 
Neffs  Mills',  ^  8,3  NE.. 
New  Bloomlielii 

Bedford 

Bedford 

Fulton 

Juniata 

Bedford  

Huntingdon  . 

MifHin 

Huntingdon  . 

Blair 

Huntingdon. 
Huntingdon  . 

Perry   

I^erry 

RpHfnr^l 

2.53 

,p5 

.11 
.03 

.01 
.08 

,22 
.01 

T 

f 
14 

.04 

r 

.05 
.08 

'm 

.06 
.01 

.'65 
.20 
T 

.'02 

T 

T. 

T. 

■i 

T. 
T. 

« 

.04 

.01 

.09 

.30 

1 

.04 

.32 

.09 
.18 
.07 
.22 

35 
.38 
.16 
.03 

't." 

T. 

.07 
.10 
,04 

3.01 
•2.58 
•2.76 
2.81 
•2.19 
2  3-* 

."32 
.'2M 

.06 
.05 

!oi 

.'63 
.02 

1.95 

•2.02 

$2.  39 

2.20 

■2  si 

Saxtoni:,!  ;V, 

Shade  Gap',  =,  0.0  SV\,. 

LWI!  SUSqOKHANMA 

Arendtsville^ 

Beavertown- 

Bloserville,  1.-5  N 

Carlisle 

3.02 

Huntingdon . 

Adams 

Snyder.  . .   . 
Cumberland 
Cumberland 

Lauca-ter 

Dauphin 

Lancaster.. . . 

York 

Schuylkill  ... 

Dauphin 

York 

1.10 

1 .'  10 
1    18 
1.02 
T. 
1.16 
1.97 
..56 
.hi 

.05 

.61 
.71 
.'26 
.20 
.30 
.99 

1   A^ 

3.  46 

.... 

3.09 
3.28 

.04 
.12 

.'is 

.04 
.04 

;64 

.10 

.'08 

.10 

'."is 
.'i7 

.04 

;o2 

't" 

T.' 
T 

't. 

't. 

.06 
T. 

i''. 

T. 

.69 



.... 

3  74 

Dauphin-i,3N 

Ephrata 

Glen  Rock',-' 

Gordon 

(.iruutvillc,  2SW 

3.00 
3.88 
4.54 

,57 
.35 

".'66 

.32 
..30 

.56 
.•20 

.40 
.60 

!21 

."55 
.61 
.36 

.48 

.70 
.45 

.58 

'.'•76 
.22 

.14 
1.11 

• 

'.36 
1.04 

.'30 
.08 
.38 
.01 

'f 

.28 
.26 

.79 

r. 

.60 
.70 

.21 
.74 
.01 

.78 

•  34 

.64 
.'20 

80 
.18 
.04 
.'20 
1.6S 
.32 

85 

.'i7 

.61 

.37 

.47 

1.07 

.40 
.05 
.03 
,35 
.07 
.04 
.50 
.56 
.12 
.38 
1.15 
.05 

r 

.63 
.47 
.70 

T. 

3.29 
2.91 
4,33 

Harrisbur8Apti,-\3.0S 

Dauphin.     . 
Lancaster.,  , . 
Cumberland. 
Lancaster..  . . 
Lancaster,. . . 

Lebanon 

Dauphin 

Dauphin 

Mifflin 

Cumberland . 

York 

Schuylkill... 

Snyder 

N'umberland 

Cumberland. 

N'lmiberland 

York 

1.48 

1.71 
.92 

1.72 
1.11 

1.30 
1.89 

.78 

l.'SF-' 

1.20 
1.47 
1.1.5 
1.30 

T. ' : : " 

2  75 
4  06 

2  94 

Kirkwood*.  5.  1  bv\    - . 

4.42 
S  94 

:;;■ 

s  sn 

Middletowa',^1.5W.... 
Millersburgl,'',2E  .   .. 
Milroy'', 
Kovvburgi.3.olsN\.   ... 

New  Park 

Pine  Grove-^,  1.5  NE  . .. 

4.81 
1.98 
•2.63 
2.37 
5  74 
2.92 
2  77 

ShamokJu^ 

Shippensburg 

Sunbury''   

■ 

2.  95 

T. 

* 

T, 

.12 
.37 
.03 

• 

.02 

.06 

.08 

T. 

.ft5 

.13 

T. 

.26 

.11 

T. 

.10 

2  98 

.11 
T 

« 

'.'oi 

T; 
T. 

t. 
T. 

.09 
.04 

.07 
.10 
.02 
.01 

« 

.01 
.03 

".'08 
.01 
.13 
.04 
.07 
.03 

T 

.08 
T 

.04 
.01 

"."ig 

T. 
.02 

.04 

.03 
.05 
T. 
.01 

'.'63 
.04 

* 
.02 

'."6i 

T. 
.05 

T. 

2.99 
3  18 

Williamstown^ 

York   3  SW 

Dauphin 

York 

York 

«3,00 
4,76 

York  Haven^ 

.05 
.07 

3.61 

I'ninintic  Hasiv 
Cliambersburg'',  1  SW, 

Franklin..  . . 

Adams, 

Bedford 

Bedford  .... 

Fulton 

Franklin 

Franklin 

Alleghe\-,y,... 

.letVer.?ou 

Indiana 

Somerset 

McKean 

.lefterson 

Somer.wt 

Clarion   

Erie 

Potter 

Potter 

W'moreland. 

W'mnreland 

Cambria 

Cambria 

1  Armstrong.. . 
:  Venango 

Elk   . 

1.88 
l.fiO 
1.60 

T. 

T. 

T. 

.01 
.76 
.74 
.06 
.73 
.79 

1.3,5 
.02 
.73 
.78 
T 
..57 

1.20 
.81 
..39 
.07 
.10 

3.27 

Gettysburg 

4.12 

Hew'itt  2  SW 

.'64 

T. 
.01 

m 

.06 

.12 

.17 

.04 

.04 

.05 

T, 

.13 

T. 

.12 
.03 
.06 
10 
.01 
.05 

.m 

2.79 

.09 
.16 

.09 

',"06 
.17 
.12 
T 

* 

.14 
.07 
T 

,04 
.03 

'."io 
.10 

,25 

T 

.'63 

T. 

T. 

T 

.06 
.01 
.02 
.02 

T. 

,0'2 
,08 
.16 
.10 
.10 
.06 

* 

.04 
.06 
T. 

^i5 

.05 
12 
.09 
.05 
T. 

.02 

T. 

.08 
.04 
.02 

• 

.03 
T. 

't'.' 

.02 

.08 

T. 

.10 

T 

t. 
.01 
T 
T. 

.2f) 

T 

.  14 
.34 
.32 
.05 
.17 

.37 
.  18 
.23 
.15 
.09 

* 

.26 
.10 
.26 
.20 
.15 
.13 

.06 
.10 
.03 
T. 

.11 
,11 
.17 
.16 
.07 
.11 
.25 
.13 
.06 
.13 
* 

.22 
.06 

« 

.16 
.09 
.07 

.03 
T. 
.01 
.05 

.0'2 

.05 

T. 

T. 

T. 

T 

'I'  ' 

T. 

T. 

.13 

.08 

-. 

.07 

• 

.05 
.02 
T. 

• 

"63 

."64 
.04 

2  51 

McConnellsburg''.. 

Mercersburg'-^ 

South  Mt.  San't'niS  — 

T 
02 
T. 
.05 
.03 
T. 

T.' 
T. 

• 

.02 

T, 

.03 

T, 

.04 
.02 
.0! 
.11 
.08 

T. 
T. 

.'08 

• 

.04 
T, 

.08 

2. 46 
•2.30 
3.79 

GULF   DRAINAGE 

O'liii  lUidn 
Al.l.KGHRNY 

AcmetouiaS 

Allen,-  Mills'.  5 

Blairsville'.eNE 

B0Rwell^6^•W 

Bradford, -1  W 

Brookville',1.5SW.  ... 

'.'05 
T 

01 
.02 

'.'6i 

.07 

.04 

.01 

.05 

T. 

.01 

.02 

.01 

.01 

"."i'2 
.10 

"r. 

T 

't.' 

T 

T. 
T 

m 

■2.22 
2.69 
2.72 
3.39 
•2.58 
2.99 
^.16 

(Jlarioni,  i^  sw 

.0-2 
T. 

.'61 

.  .^. 

.0:3 

.03 
T. 

'."65 

.32 

"t. 

T. 
T. 

2.30 
2.38 

Coudersport 

3.14 

Couder.sport'^  7.5  E.... 
Derry 

T. 

3.09 
■2.75 
2.98 

Dunlo'.  -i,  0.5SW 

2.83 

I-:bensburg2 ,. 

Ford  City^4S 

Franklin^ 

Glen  Hazel2.  1  NE 

.06 
.04 
T 

-01 

3.20 
2.05 
3.54 

Honif*'   ,i 

Indiana 

Indiana, 

Cambria 

.50 
,35 

'.'3? 
l.Ot 

T. 

.03 
.33 

.03 

.17 

■,03 

'.'oi 

.01 

.11 
.15 

.06 
.05 

Indiana 

Johnstown",  0,5  w.      . 

.03 
.05 

.09 
T. 

.01 
,04 

","69 

.04 
.06 

'.'64 

'i  " 

.29 

.10 

.03 
T 

T. 

.04 

.39 

.04 

.... 

.02 
,05 

.61 

T.' 

•2  03 
3.24 

Continued  on  page   5. 
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Counties 

'                                                     Day  of  niontb 

stations 

t 

1 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

M 

18 

14 

16 

16 

17 

18 

1S> 

20 

21 

22 

28 

24 

25 

26 

27 

28 

29 

80 

81 

^ 

Al.l  K(illKNY 

(continued) 

I 

KniK'.  1  N  

Kn'Kiiri.  l.ASE 

Lycippu-,  i.oE 

McKenn 

W  nioreland 
W'moreland . 

Foro.-t 

Crawford  — 
Arm.strong... 
Armstrong... 
Allegheny   .. 

McKeau 

.leflerou 

A'-m.-^trong.. . 

Eik 

Indiana  .   . . . 
W' nil  inland. 

Warron 

McKean 

Indiana 

Forest 

Crawf(>rd 

Erie     

W'moreland. 

Warren 

Warren 

.9e 

1.4(J 

.66 

.90 

.10 

.04 

-Ot 

.87 

'  .1-1 

1  .0-2 

1  .04 

.03 

.12 

.90 
1.21 
57 
.10 
.70 
1.(10 
.16 
.0-2 
.»,■) 

.21 
.53 
47 
.16 
.74 
.74 
.83 
.06 

1.1.^ 
.68 
.72 
.97 

1.03 
.Si 
.07 
.25 
.43 
.65 
.•27 

.70 
.86 

.OK 

■.04 
.01 

'.'6a 

T. 

T 

.14 

T. 

.07 
T. 

.01 
T. 

'.'03 

.■if 
.16 

'.'i(' 

.01 

'1-. 

T. 

.05 

T. 

'f. 

J'? 
.16 

.04 
T. 
.18 
.10 

T. 
.14 

T. 
.07 
.06 

.'i(' 

.05 

T. 

T 

.17 

•  Y  ■ 

.05 

.07 
.Ob 
.02 
.01 
.01 
.06 
.l'5 

0! 
.Of, 
.20 

03 

.18 
.St) 
.26 
.10 
T. 

i''. 

.02 
■'■]'■ 

.09 
.05 
.12 

.18 

-rV 

.03 
.04 
.08 



.11 
.10 
T. 
T. 
.10 
.12 
12 
.08 
.08 
.•20 

.'in 

.08 

.'io 

.18 

T. 

.'62 
T. 

T. 

r 

.02 
.01 

.04 

'.'64 
■f.' 

"oi 

,05 

.10 

.•25 

.01 

.05 

'1' 

.03 

'  'ii 

.03 
.03 

■r 
.m 

.06 

.02 

.05 

.12 

.05 

.08 

.02 

.21 

T. 

.03 

.06 

.17 

.05 

.04 

■r'.' 
01 

T. 

''r 

'.'i2 

03 
.03 

■r. 

.27 

.47 
.■2^ 
.•27 
.13 
.•24 
.  16 
.2t 
.01 
.14 
.is 
.  t>6 
.  0'! 
.0> 
.\> 
.11 

.Hr^ 
.^>■ 

.30 
.01 
.15 

.12 

•?4 

.03 
.16 
.10 
.01 
.04 
.•26 
.14 
.01 
.05 
.13 
.17 
.06 
.18 
.34 

.'6i 

.'08 
.02 

'25 
.09 

.07 
.•29 
.17 
.01 
.03 
.03 
.02 
T. 
.01 
02 
.01 
T. 
.07 
.14 
.09 

• 

'.'62 
.05 
.02 
.06 
.02 
* 

.01 
T. 
T. 

r 

.03 

r. 

T. 

.01 

T. 

.02 

T 

■r. 
.  12 

« 
■r. 

T. 

.02 

.06 
.19 

* 

.16 
.11 
.31 
.19 

02 
.02 
.01 
T. 
.01 

r. 

T. 

.02 
T. 

'.'65 

« 

'.'64 
.12 

.10 

• 

.09 

.12 
.12 
.07 
.07 
.06 
.10 
.06 
.11 
.07 
.  1( 
.07 
.12 
.11 
.05 
.*; 
.08 
.14 
.10 
.05 
.10 
.10 
?0 

')■',' 

'.'61 
.04 
T. 

r. 

.03 

.02 

.01 

T. 

.01 

.08 

•i' 

T.' 

T. 

t'. 

T. 

.03 
.11 

.05 

.04 
.04 
T. 

.01 

.10 
.05 
.07 
.66 

.06 
.02 
.OA 
.03 
.04 

.07 
T. 

• 

.03 
.31 
.28 
.05 
.0:3 
.06 
.03 
.07 

.03 

.03 

T, 

.07 

.04 

.01 
.05 

.07 
.01 

« 

.08 

'.'63 
T. 

T. 

."1 

T. 

.02 

.06 

T. 

.01 

.04 

.09 
.03 

• 

.74 
69 
65 

.66 

'.'54 

'■'l'' ' 

1 

'.'.57 
.'8 
.32 

.'40 
.33 

■1' 
31 

.04 

•I' 

.16 

.08 

.34 

.,59 

.75 

T. 

.70 

..55 

.60 

.70 

.68 

.86 

'.'68 

'.'56 
17 
.07 
.60 
.43 
08 

T 

.06 

.01 
.23 
.'21 

'i'  ■ 

T. 

f. 

3.22 

6.63 
3.92 
$2.  74 
1.95 
2.39 
2. 35 
2.02 
•2.72 
1.98 
2. 26 

MeailvilU'^,  1  S 

Mosgrov.-' 

Piirkers  J  iiadiug'^.  . ... 
PitlsburgnCtyUf','.  .. 
Port  Allegany-     .... 

Punx.vutawney'- 

PiKneyviUe-.  'J  5SE... 

Kidgwrty  ■ 

Saltsburg'  ...  

Seward'- 

Sheitielii '.■'".  ij  VV 

SiiiethiKirL'.-'.  1  SW  ... 

Stroiigstown ' ,  ' 

Titme-ta-.  1.5  SE  . . . 
Titn-ville, 'iS 

.01 

T. 
T. 

T. 

.04 
.07 

.'6i 

.02 
T, 
.04 
.06 

.'6,5 

T. 

.03 

.'io 

T. 

.01 

r. 

r. 

■r'.' 

T. 

■r'.' 

■••• 

T. 

••• 

T. 

T. 

T. 
.02 

T. 

''r 

'2.34 
'2.73 

3  09 
2.38 
<S3.09 
'2.18 
1.99 
'2.90 
1.69 

T. 

i'.' 

.12 

.13 
.18 
.03 
.10 

.'io 

T. 

05 

.04 

.'63 
.03 
.06 

'."65 

Vanilergrift '-  

Warren'- 

Voungsville'.'' 

U>SOS>-\BRL\ 

2  66 
2.45 
'2.28 

("oiilaicnce-.  1.5  NW. 

Connellsville'-' 

Doiiora'. ..     

Somerset 

Fayetta 

Washington.. 

Gretnie 

W'liiorelan.d 
W'moreland. 

Somerset 

W'moreland. 
Allegheny . .. 

(ireene 

Somerset 

Somerset 

Fayette 

Greene 

T. 

T. 

1.03 

.01 

.  75 

77 

.02 

.9.3 

.H3 

.04 

1.2P 

1.67 

1.06 

T. 

1.98 
1.4P 

.119 
1.58 

.63 

.57 
1.96 

.15 

.08 
1.46 

.51 
31 

65 
I. '26 

.07 

-r'. 

.05 
.01 
.01 
.06 

.01 
.05 

i' 

.08 

r 

.0-^ 

.'oi 

.05 
.05 

.02 
V. 

.06 
.11 
.02 
.06 
.03 
.05 
.06 

'.'6i 

.10 
.11 
.10 
.16 
.10 

.1)1 

.'08 
.01 
.12 

.08 

.02 

.10 

.05 

T. 

.10 

.10 

.17 

.0) 

.  11 

.16 

.'is 

T. 

.02 
.10 

T. 

.15 

.02 

.03 

.01 

.08 

T. 
.01 

■i'' 

.'61 
i''. 

T. 

.13 

.08 
.02 
.06 
.02 
.01 
.08 
.05 
.02 
.03 
.04 
.12 
.09 
T. 

.05 

'.'65 

T. 

T. 

.02 

T 

T. 

.01 

.02 

T 

.01 

T. 
T 

T. 

T. 

0- 
.•21 
T 
.■20 
.32 
.02 

'ii 
.33 
r 

.55 
.31 

.m 

.40 
.04 
.01 
.34 

.09 
.33 
.08 
.'22 
.14 
.35 

.06 
.03 
02 
.03 
.0« 
.12 
.16 
.08 
.05 
.06 
.04 
.18 
.04 
.03 

T. 
T. 
'I'. 
T. 

'.'(is 
'1' 

T. 

t" 

r 

T. 
T. 
T 

T. 
.01 

T. 
T. 
T. 

.13 
.15 
.12 
.2:^ 
.27 
.22 
.15 
.13 
.12 
.17 
.■25 
.18 
.30 
.18 

.01 
.04 
T. 
.0. 

r 

.03 

T. 

.06 

■r'.' 
.'62 

T 

T. 

T. 
.07 

r 

.01 

T. 

05 
.03 

"r" 

T 

.07 
.08 
.02 
.  12 
.08 
.09 
.08 
.05 
.07 
.16 
.11 
.15 
.18 
.11 

.01 

.02 

T. 

.01 

.01 

.04 

.01 

.02 

.04 

T. 

.01 

.04 

T. 

T 

.14 

.60 
.47 

'.'si 

30 

.37 
.40 
.51 

.34 
.18 

r 

.57 

.0] 

.05 

.45 

.03 

T 

.28 

.08 

.0-2 

T. 

.43 

T. 
T. 

.. 


'.'0^2 
.01 

.03 
.12 
.05 

.07 
.08 
.15 
.03 
.05 
.05 
.08 
.03 
.0,=) 
12 
.07 

T. 

T. 

.01 

.'61 

3.61 
2.80 
2.04 

Greeiiboro^ 

Greeiisburg.'i  S 

3.42 
2.92 
■2.99 
3.67 
2.  .56 

Meyer-dale^ 

Murrv-ville//  '.  •'• 

Pittstjurgh  Arpt.  '.  =  ... 
Rices  Landing' 

T. 
.11 
T. 
T. 

T. 

T. 

r 

2.04 
3.16 
3  29 

Springs^.  1  SW 

Uniontown 

Wayiiusburg'- 

T. 

3.69 
3.88 
2.68 

BlUVKK 

B^iaverFall.-''^ 

Butler 

Finrrell- 

Beaver 

Butler 

Mercer 

Mercer 

Morccr. 

Mercer 

Lawrence 

Crawford    . 

.03 

.3-; 

.15 
.,55 
.15 
.96 
.98 
.'20 

.77 
.15 

.,55 
.18 
.46 
.04 
.OS 
.56 

T. 

.01 

•'r'.' 

.01 
T. 
.01 

y 
'.'14 

.01 
.06 
.08 
.02 

.02 
.01 

.n» 

.01 

.(),< 
T. 

.12 

T. 
.04 

• 

.11 
.07 
.13 
.07 
T. 

.07 

.01 

.07 

.Oi 

.10 

T. 

T. 

.10 

T. 
01 

T.' 

'.'63 

.'64 
T. 

T. 

.03 

"6i 

T. 

.08 

T. 
T. 

.10 

.25 
.•>-2 
.27 
.10 
.16 
.].'"' 
.17 

.10 

'.'6i 

.01 
T. 
T 

.02 
.02 
.01 
.02 
.03 
.10 

'.'65 

T. 

.01 
.I'l 
T 

.'63 

T. 
.01 

.'oi 

■r 

.04 

T. 

.02 

.10 
.05 
.10 
.14 
02 
.12 

'.'08 

.02 

T. 
T 
.02 
T. 

.'05 

T. 

i''.' 

T. 

T. 

.01 
.05 

'i'. 

'.'61 
.02 
r 

.03 
.02 
.02 
.04 
.02 
.05 

'.'63 

T. 

^01 
.01 
T. 

.03 

'.'i4 
".'36 

.'71 

1.10 
..57 
.47 
.05 
.20 
.01 

'.'19 

.10 
.01 

T. 

T. 

.01 
T. 
1 
T. 

i'.' 

T 

2.47 
1.67 
1.67 

Greenville.. 

.laiiif.stowu's  2KW.  ., 
Mercer  Arpt.'. ■2..'iN"E. 

New  Castle',  1  5  \ 

Pennhne  .  -,  i  S 

OHIm 

.02 
T 

T. 
T. 

.01 
.02 

1.92 
1.36 
2.48 
L80 
1.74 

Claysville-' 

Coraopolis^,  1  E 

Midland'-' 

Washington', " 

Washington  . 
Allegheny  .. . 

Beaver 

Washington 

.82 
.05 
.OS 
.80 

.20 
.57 
.91 
.03 

.05 

.05 
'.'63 

.04 
.08 
.10 
.02 

.09 
.01 
T 
.13 

'."65 
.08 

'.'oi 

.01 
.02 

•r'.' 
r 

.05 

t'. 

.•23 
.06 
.02 
.15 

T. 
.19 
.15 
.06 

.06 
.05 
.05 
.06 

T. 

1 

.22 

''i''.' 

T. 

• 

.11 
.05 
.07 

• 

.01 

• 

.'•}o 

.'6i 
.01 

.04 

.08 
.07 
.08 
.03 

T. 

.37 

T. 

.'42 

.04 

.20 
.38 
.01 

"64 

.07 
.06 
.03 
.05 

'.'06 

2.16 
1.46 
1.96 
2.46 

LAKE    DRAINAGE 

Albion'^ 

lOrie'.S 

Erie 

Erie 

Potter 

.02 
.75 
.84 

.98 
.09 
.45 

.02 

'.'69 
.09 

't.' 

.08 

.04 

.34 

T. 

.06 

.01 

T 

.01 

....!  .03 
T.  1  T. 

•25|     09 

.02 

.02 
.07 

.03 
.07 

.12 

.•28 

-021 

T. 

.03 

.05 

.05 

'.'ie 
.10 

.07 
.01 

.02 
T. 

.'66 

.04 
.09 

.05 
.03 

• 

".■34 

* 

.39 
T. 

't.' 

.52 

■Y.' 

•r'. 

.03 

■r'. 

T. 

2.^23 
•2.07 
2.59 

Raymond ', " 

1 

[See  page   8  for  explanation  of  reference  marks.! 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


Januaky  1948 


Daily  Temperatures  for  January  1948 


Stations 


9     10     11 


12     13 


14     15  .  16     17 


18     19     20     21     22     23     24     25     26     27     '28     29     30     31 


Albion/ 

Allentown  Aipt.', 

Allontown/ 

A!too!ia-4.5  W...  . 

AreiidtsviDe/ 

Boavertowu/ 

Berv.  ick 

Bethlehem' 


(  Maximum. 

\  Minimum. 
'-4NE  /  Maximum. 

\  Miuiniuiii. 

/  Maxiniiim. 

\  Miuiiniim. 

)  Miixir.iuin. 

>  Minimum. 

(  Ma  xiimini. 

I  Miiiiimim. 

i  Maximinii. 

I  Minini'.n". . 

( Maximum. 

I  Minimum. 

/  VI a xi mum. 

\  Minimum.. 


Blairsvine»-6NE... 

BTftfKor<i-4  \V 

Brookville' 

Burnt  Caiiins'-2  NE 

Butler 

Canton  ;1  N\\' 

Carli.sle.  . .     

CUamberiburs"!  S\V 
Clarion'' 3  SW 

(■lay>vilie 

Coalport  / 

Coatesv-iie/ 

Columbia 

Corrj- 

Coudersport 

Curwenf.vine'-6  N  W 
Derry 

Donegiil' 

Douora' 

Eagle.s  More  / 

East  WaterfordB-;!  E 

Ebeu?burg/. 

Kmporium/-'.  K  

EpUrata/ 

Erie' 

Everett' -0..'').-:W 

Parrell 

Ford  City  l-i  S 

Franklin/ 

Fredcricksville-1  S.  . 

Ereeiaud 

George  School'' 

GettyKburg 

Gordon 

Greerisburg-2S 

Har.ovcr/ 

llarrishnrtrArpt.  '-3 

Ilawlcy-O  5  E 

Hewitt-2.S'>v.    

Holtwood' 


5  8 


I  Maximum. 
I  Minimum.. 
I  Maxiiiinvn. 

V  Miniivnini . 
)  Maximum. 
(  Minimum . 
/  .Maximum. 
\  .Vlii'.imuni. 
)  Maximum. 

V  Minimum . 
(  Maximum. 
\  Minimum. 
(  Maximum. 
\  .Minimum., 
)  .Maximum. 

V  .Minimum. 
/  Maximum. 
\  Minimum. 


(  Maximum. 
\  .\linimuiii ., 
(  Maximum. 
\  Minimum. 
)  Maxinnnu. 

>  Minimum .. 
/  Maximum. 
\  Minimum.. 
(  .Maximum. 
\  Miiiimuiii .. 
j  ^[aximura. 
i  Minimum . 
/  .Vlaximum. 
\  Minimum. 
(  Maxiir.um. 
\  Minimum. 

(  .Maximum. 
\  Minimum.. 
(  Maximum. 
\  Minimum. 
/  Maximum. 
\  Mi'.iimuiTi . 
/  Maximum. 
\  .Minimum. 
/  .Maximum. 

>  Minimum. 
/  Maximum. 
\  Minimum. 
)  Maximum. 
\  .Minimum  . 
/  M.Tximum. 
\  Miuiri'iim. 

/  Maximum. 
V  Minimum, 
/  Maximum. 
\  Minimum. 
/  Maximum. 
\  Minimum. 
I  Maximv.ni. 
\  .Mininnnii . 
/  Maximum . 
\  Minimum., 
/  MaxinmvH. 
t  .Minimum .. 
/  Maximum. 
\  Minimum., 
/  iM.iximimi. 
\  Miuinnim  . 

(  Maximum. 
\  Minimum. 
I  .^laximum. 
i  Mini  mum. 
/  \!L»xir!iimi. 
\  Minimum . 
/  Maximum. 
\  ^iiniinum ., 
/  .Maximiirn. 
\  Minimum . 
/  Maximum . 
I  Minimum. 
I  .Maximum. 
\  Minimum . 


33 

40 

24 

26 

33 

32 

28 

17 

34 

34 

27 

25 

33 

32 

29 

28 

35 

37 

31 

32 

36 

32 

30 

18 

37 

38 

30 

27 

31 

33 

27 

21 

.36 

29 

25 

26 

34 

31 

29 

23 

36 

31 

20 

29 

32 

33 

2!) 

29 

45 

34 

32 

30 

30 

27 

22 

21 

37 

42 

30 

28 

34 

40 

31 

27 

39 

34 

30 

2h 

52 

32 

29 

28 

32 

32 

32 

30 

35 

35 

33 

25 

35 

39 

32 

32 

3« 

31 

29 

27 

32 

32 

28 

23 

32 

29 

26 

24 

47 

33 

30 

31 

37 

28 

24 

24 

45 

39 

32 

31 

27 

24 

24 

20 

29 

29 

26 

24 

31 

28 

30 

25 

35 

35 

32 

2;^ 

34 

37 

32 

25 

36 

34 

28 

28 

40 

35 

30 

31 

41 

33 

.33 

33 

34 

32 

31 

29 

35 

33 

34 

30 

36 

30 

2f 

15 

32 

27 

23 

19 

3S 

36 

29 

23 

38 

39 

2S 

33 

32 

30 

2ii 

23 

4f 

32 

31 

31 

3^ 

42 

31 

32 

3fi 

34 

32 

24 

3C 

28 

2-f 

13 

39 

40 

3C 

29 

37 

36 

33 

25 

34 

261  22 

31  36 

14  21 
33  36 

15  20 

31  31 
26  24 

32  3 
21  25 


32  35 

18  29 

31  35 

20  31 


33|     34 


25 

27 

19 

32 

30 

35 

23 

19 

10 

32 

33 

34 

24 

24 

13 

32 

31 

3C, 

26 

22 

S 

33 

32 

31 

26 

23 

16 

33 

32 

32 

29 

25 

22 

29 

22 

45 

22 

14 

13 

30 

30 

32 

23 

18 

5 

30 

27 

41 

26 

11 

9 

32 

30 

39 

26 

12 

6 

35 

32 

39 

29 

19 

8 

28 

28 

33 

21 

20 

11 

35 

34 

33 

27 

■24 

16 

32 

31 

35 

27 

22 

12 

32 

32 

41 

27 

16 

3 

41 

29 

44 

28 

16 

17 

31 

29 

42 

26 

18 

4 

33 

34 

36 

23 

24 

19 

34 

35 

37 

29 

27 

17 

31 

29 

36 

26 

21 

7 

30 

20 

43 

23 

10 

8 

27 

23 

35 

•2-2 

8 

s 

33 

32 

45 

26 

19 

10 

30 

24 

40 

19 

8 

3 

35 

31 

44 

31 

21 

23 

27 

27 

28 

19 

18 

12 

26 

26 

30 

23 

17 

16 

29 

29 

45 

23 

15 

10 

35 

36 

48 

24 

21 

7 

35 

34 

35 

24 

24 

18 

34 

31 

48 

30 

23 

21 

33 

29 

40 

24 

11 

5 

36 

34 

40 

30 

22 

21 

33 

28 

50 

26 

18 

9 

33 

31 

47 

29 

21 

10 

32 

31 

31 

2'2 

22 

6 

28 

24 

27 

18 

18 

14 

37 

35 

34 

28 

26 

16 

38 

33 

3S 

20 

25 

14 

32 

30 

31 

24 

21 

10 

33 

34 

44 

21 

20 

10 

32 

36 

42 

29 

24 

18 

3:5 

3S 

36 

3r 

■iS 

18 

32 

32 

33 

23 

22 

17 

35 

35 

45 

19 

17 

15 

34 

34 

37 

28 

27 

20 

38 

33 

31 

31 

36 

27 

26!  I'' 

16 

24 

23 

12 

40i  33 

33 

32 

34 

28 

27 

20 

15 

14 

26 

7 

45 

32 

30 

36 

35 

32 

21 

30 

21 

16 

28 

20 

48 

33 

34 

36 

37 

28 

2S 

20 

15 

10 

28 

10 

50 

34 

38 

34 

35 

28 

Xi 

28 

16 

15 

25 

21 

46 

32 

37 

33 

37 

24 

17 

25 

28 

12 

26 

5 

44 

39 

33 

34 

34 

33 

27 

20 

20 

16 

31 

13 

43 

33 

34 

34 

34 

28 

29 

23 

20 

20 

22 

9 

46 

26 

31 

34 

31 

18 

25   13 

12 

24 

17 

-  2 

42 

31 

35 

34 

34 

25 

26 

11 

12 

9 

22 

10 

4fi 

28 

2K 

31 

33 

19 

28 

12 

13 

27 

19 

1 

48 

32 

38 

33 

35 

28 

26 

19 

8 

24 

28 

9 

49 

37 

34 

34 

36 

32 

35 

22 

12 

24 

29 

14 

39 

21 

35 

32 

32 

23 

14 

11 

11 

16 

22 

6 

51 

42 

4(1 

36 

35 

35 

21 

26 

16 

14 

28 

20 

50 

37 

3': 

35 

3H 

31 

28 

25 

19 

17 

29 

15 

46 

32 

31 

35 

31 

22 

30 

18 

11 

U 

1- 

6 

52 

34 

36 

36 

34 

25 

34 

18 

6 

19 

25 

7 

40 

25 

30 

26 

35 

19 

18 

20 

14 

11 

27 

17 

47 

33 

35 

38 

35 

29 

23 

29 

10 

12 

27 

21 

51 

42 

40 

38 

38 

35 

30 

29 

22 

17 

32 

21 

44 

28 

30 

35 

35 

21 

28 

13 

20 

25 

21 

9 

38 

32 

36 

35 

34 

27 

19 

2 

14 

7 

26 

10 

42 

24 

29 

32 

30 

15 

25 

10 

11 

22 

1,^ 

1 

42 

33 

36 

39 

36 

30 

32 

23 

14 

22 

30 

12 

46 

26 

31 

33 

30 

27 

26 

11 

2 

24 

20 

-  6 

43 

36 

34 

37 

36 

34 

34 

25 

11 

26 

34 

16 

38 

22 

31 

30 

3(> 

22 

14 

20 

9 

15 

20 

9 

45 

30 

30 

32 

33 

26 

28 

17 

12 

22 

26 

9 

35 

22 

31 

34 

31 

15 

28 

17 

11 

20 

29 

11 

49 

30 

38 

37 

36 

23 

13 

16 

4 

3 

28 

15 

48 

41 

37 

34 

35 

30 

29 

28 

18 

19 

32 

19 

48 

31 

34 

38 

34 

23 

31 

19 

25 

31 

22 

11 

42 

34 

37 

40 

38 

27 

30 

21 

14 

18 

26 

f< 

.50 

37 

32 

36 

36 

27 

34 

17 

17 

31 

24 

5 

42 

29 

35 

34 

34 

10 

18 

22 

13 

14 

14 

14 

38 

25 

33 

36 

30 

19 

24 

20 

14 

17 

28 

11 

45 

40 

34 

32 

35 

35 

6 

21 

18 

6 

29 

9 

39 

32 

29 

30 

32 

30 

22 

12 

12 

17 

28 

10 

44 

37 

36 

38 

34 

31 

26 

20 

IS 

12 

31 

20 

51 

40 

37 

37 

36 

35 

30 

28 

21 

18 

32 

20 

43 

26 

33 

31 

:5;5 

24 

21 

21 

20 

8 

29 

7 

51 

35 

36 

3K 

36 

32 

.34 

24 

8 

13 

30 

13 

54 

38 

4C 

38 

35 

32 

22 

30 

18 

25 

28 

20 

4P 

37 

37 

34 

34 

33 

30 

24 

20 

23 

32 

15 

42 

32 

33 

33 

35 

33 

26 

12 

12 

-  3 

30 

3 

42 

34 

38 

35 

34 

27 

11 

15 

20 

15 

46 

37 

37 

41 

35 

33 

30 

27 

21 

19 

32 

18 

281 
-   2l 


20     33 

-  6l      9 


21 

'  -   1 

20 

-  4 
21 

3 
22 
13 
22 

-  4 
20 

5 

23 
4 

13 
-18 

24 
-12 

20 

-  2 
18 

-  2 
16 

-12 

23 

5 

21 

4 

17 

-16 

21 

-  5 
25 

-  5 
21 

6 
23 

6 
14 

-  3 
15 

-18 
14 

-10 
24 

-  3 

20 

-12 

26 

6 

12 

-  6 
17 

-  1 
27 

-  6 
26 

-  1 
■23 

5 

2<> 

4 

22 

-  1 
■24 

1 
31 

-  7 
■29 


18 

-14 

21 

-  5 
22 

-  2 
22 

-  8 
23 

1 
26 

-20 
18 

-13 


34 

7 

35 

-  4 
35 

-  2 
36 

9 
36 

5 

29 

-11 

33 

3 


12 

-  4 

20 

2 
■27 
16 
11 

3 
25 
14 
19 
11 
•20 

8 


14 
7 
7 

-  9 
4 

-  2 
7 

-  6 
20 

-11 
15 

5 
14 

2 


■26  10 
4 
17 

2 
12 

2 
12 

2 
26 
12 
17 

4 
■23 
10 
■26 
16 


0 
11 

-  6 
11 

-  7 
15 

-  2 
8 

-  7 
11 

4 
16 
7 

loi 

-  7l- 
10! 

-   6 
25, 

u\ 

7l 

10 

-16 

25j 

Oi 

18: 

9| 


12 
3 
20 

-  8 
14 
,0 
21 

0 
18 

-  4 
16 

-  4 
20 

-  4 
23 

-  4 
18 

-  4 

17 

1 
17 

3 
20 

6 
■25 

9 
20 

0 

15 

-12 

13 

0 
18 

-  3 

17 
0 

19 
8 

16 

-  9 
12 

3 
13 

0 
■22 

-  3 
25 

8 

20 

8 

20 
0 
17 

-  1 
16 

2 
'22 

1 
24 

1 
15 

1 
24 
II 
■22 

-  1 

18 
-  2 
■20 

8 
24 

8 
■20 

5 
•23 

2 
•22 

4 
22 


21i     17 
0;       2 

241    25 


-  3 
27 

0 
•23 

-  2 
27 

0 
24 

-  9 
22 

-17 


21 

-16 

26 

0 

30 

1 

■22 

-   8 

■22 

-15 

17 

-  5 
22 

-  5 

21 

-12 

•2:5 

0 

18 

-  2 
■20 

4 
19 

0 

24 

-11 

26 

5 
25 
10 

26 

-  8 
20 

-10 
22 

—20 
23 

-12 
22 

-  2 
18 

2 

26 

5 


22 
-15 

22 
-22 

29 
3 

'24 
-  2 

28 
-21 

30 

20 

27 
0 


13 
27 

1 
24 
13 
30 

9 

25 

-12 

24 

7 


■23 
16 
20 

fi 
•22 
10 
18 

6 
22 
-  9 
28 
19 
17 
10 

26 
10 
■20 
11 
19 

-20 
■20 

•12 
25 
1 
15 

30 
19 
31 
20 

23 
10 
22 

1 
30 

8 
28 
14 
■24 

5 
30 
19 
29 
17 


■20 

5 

•22 

-  3 
22 

-  6 
32 

-  6 
21 

-15 
28 

-  4 
31 

-  3 
31 

-  1 
■2.5 

-22 

25 

-  4 
25 

-  8 
31 

1 
36 

-  2 
18 

0 

26 

-If 

■20 

-  1 
26 


23 

-  7 
27 

fi 
21 

-  4 
25 
10 
■22 

2fi 
15 
31 

21 
9 

31 

-  8 
•22 

-  1 
25 

-21 
25 

-12 
30 
0 
2-2 

32 

4 

34 


1 
2 

20 
7 
4 

-  6 
15 

5 
14 

5 
18 
-16 
25 
11 
11 

0 

24 

-  1 
■22 

1 

15 

-20 

11 

-11 

26 

4 

19 

-  6 
21 

6 
30 
14 

10 

3 

20 

-  8 
'20 
11 
'23 

19 

-  8 
29 

7 
•23 

8 


10 

-•24 

24 

-  9 
•24 

-  2 
17 

-  8 
21 

-  3 
■22 

-■2:; 
19 
-1 


Continued  on  page  7. 
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ULIMArOlA)<.;iC;.\L  data;    PKNNSYLVANIA  SKCTION 


Daily  Temperatures  for  January 

L948— Coutlmitid  from  page 

«. 

Stations 

1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

12 



IS 

14     16 

16 

17 

18 

19 

20 

21 

'22     28  j  24 

■26     26 

27 

28 

20 

80 

81 

Mean 

llntitintrdun 

1 
I  Maximum. .1     . 

... 

....|,.. 

.... 

liidifnia-2.5SE 

\  Miuimuiu.. 
1  MaximtiiK.. 

46 

"ii 

32 

"34 

■34 

32 

82 

"41 

"49 

■33 

•30 

"36 

"86 

''29 

21 

'86 

'28 

"i6 

"■271   '40 

",S9 

"34 

i4r""9 

"ie 

"•ii 

"'20 

"17 

"'23!   "'20 

'"'26 

■  '29.' 4' 

I  Minimum .. 

38 

30 

29 

28 

28 

26 

17 

6 

'28     20 

11 

12 

'28 

8 

-u 

18 

9 

-15 

-16 

-  3 

27 

12       1 

-11 

7 

-21 

11 

-16 

-'22!-  6 

-17 

8.3 

If  will    , .      

I  .Maximum.. 

47 

46 

33 

37 

36 

33 

32 

42 

40     86 

32 

36 

34 

31 

21 

34 

'28 

18 

26 

89 

38 

361     17 

9 

16 

■20 

22 

21 

•24 

24 

30 

30.  2 

\  .Vliiiimum.. 

40 

30 

30 

30 

29 

26 

18 

14 

36     24 

12 

32 

30 

12 

-  6 

18 

16 

-10 

-10 

6 

33 

14 

3 

-  2 

5 

7 

16 

-  3 

-  4 

7 

-  4 

14.4 

lameslowtw  -2N\V 

)  .Maximum.. 

k  Vlininiiini 

40 

35 

34 

89 

37 

35 

33 

47 

39 

'29 

84 

36 

80 

•22 

80 

.'' 

'20 

20 

'26 

36 

88 

22 

18 

14 

22 

26 

19 

23 
27 

'28 
■28 

13 
""'22 

22 
'  '29 

28.7 

Jfiluistown  / 

I  1*11  ItJ  UlUlll  .  ■ 

1  Mnximuiii.. 

"■is 

■35 

"34 

"34 

"36 

'85 

29 

52 

45 

■30 

"3'7 

"40 

"37 

'  '^22     ^29 

'38 

"'24 

""•24 

"33 

"43 

"42 

"26 

"is 

"ii 

"21 

""■25 

■'23 

"    3i."4 

\  .Miiiinuim.. 

42 

35 

31 

32 

30 

27 

21 

13 

•20 

'26 

18 

•20 

30 

17        1 

3 

21 

6 

-  8i-  6 

15 

?2|       8 

0 

7 

-   5 

-  'A     6;  -  5 

13 

-  7 

13.9 

lCnn*»'-l  N 

/  Maximuui.. 
\  Minimum.. 

35 

35 

30 

28 

25 

30 

26 

36 

38j     25 

32 

H2 

30 

16      18 

•28 

18 

11 

21;    83 

35 

16       8|       8 

19 

21 

161     liOl    '22!     14 

25 

24.  2 

32 

26 

25 

26 

21 

24 

2 

-  2     ^24 

12 

8 

•22 

16 

ll-lfi 

6 

I 

-19 

-'24     11 

8 

-  21 -'21 1 -21 

-  9 

-17 

-  5 

-  8 

-21 

-'22 

-31 

1.4 

l.aiu'Hst*'r. 

1  .Maximum.. 

38 

36 

37 

33 

40 

35 

35 

35I    47 

41 

37 

36 

36 

33'    '23 

37 

86 

31 

20     33 

40 

361     29 

18 

24 

28 

28 

27 

33 

'28 

22 

32.6 

\  Mi iiiimuii . 

28 

31 

24 

18 

28 

23 

•23 

14 

•27 

28 

18 

14 

31 

191      6 

9 

'23 

14 

-  2 

1 

28 

24     15 

1 

1 

—  7 

15 

5 

-  8 

11 

-  7 

14.6 

I.Rwrout't'villi;   

/  .Mnxiiinun.. 

34 

34 

30 

28 

32 

31 

36 

81 

42 

32 

38 

37 

37 

26     '29 

35 

291    -20 

24 

39 

43 

37     15 

7 

•24 

26 

26 

28 

33 

20 

19 

29.7 

\  Miiiimuni.. 

2:^ 

26 

24 

20 

18 

21 

•22 

6 

■26 

11 

12 

3 

26 

-  3-18 

11 

18 

-10 

-26 

10 

■25 

10       I 

-15 

1 

-21 

5 

-11 

5|-  4 

-25 

6.1 

lA'l'Rtvon  ■ . ,.  

f  Ma.'viinuui.. 

35 

;« 

34 

32 

37 

33 

32 

37 

46 

•30 

38 

:<3 

35 

32!    '22 

37 

32 

•22 

'2:1     40 

41 

36     '20 

15 

22 

2^ 

27i     25 

31 

14 

26 

30.6 

\  MllliljUllll.. 

29 

30 

26 

18 

20 

28 

23 

17 

19 

28 

19 

■>o 

•29 

16 

0 

0 

18 

14 

-  2-   1 

2 

25     13 

5 

4 

-  6 

-  4 

2;-  4 

-  2 

-  6 

12.3 

l.ow;sto\Mi/-2SVV 

)  .Mnximuni.. 

39 

37 

38 

•29 

35 

33 

30 

35 

50 

31 

40 

35 

38 

'27 

•25 

36 

;« 

'22 

28!     48 

43 

30     21 

14 

•20 

•28 

'28 

26 

33 

21 

18 

31.1 

Lock  ilaven" 

\  .Miiiiinuni.. 
/  .MiixiiDum.. 
\  Minimum .. 
I  MBximuin. 
\  .VliinQiiini .. 

30 

32 

32 

27 

22 

23 

■26 

13 

16 

24 

'20 

17 

24 

20 

6 

4 

17 

11 

-  9 

-  1 

-  2 

20       9 

8 

4 

-  8 

-n 

9 

-12 

-  9 

-13 

11.1 

.... 



.... 

.... 

Mari'ii.-  Iloolc/ 

40 

"39 

35 

'40 

42 

87 

"46 

"37 

52 

40 

'41 

"39 

"3'7 

86 

"27 

"38 

"40 

'so     '28 

"38 

"43 

"43|"28 

21 

'31 

■33 

"34 

"28 

"39 

"'22 

"'26 

'3.5."  6 

31 

32 

32 

25 

25 

81 

81 

25 

27 

33 

'24 

26 

31 

271     12 

12 

27 

25      12 

13 

19 

30 

21 

11 

11 

13 

13 

12 

13 

20 

6 

21.6 

Martinsburg". " 

(  Maximum.. 
\  Minimum.. 

42 

34 

32 

29 

32 

.SO 

26 

40 

49 

30 

34 

37 

35 

■a    19 

37 

27 

17     '24 

38 

41 

27 

13 

7 

15 

22 

21 

'22 

25 

20 

17 

27.9 

33 

29 

28 

24 

23 

24 

14 

8 

27 

17 

13 

•25 

23 

5-  1 

13 

16 

2-6 

19 

27 

6 

-  2 

0 

3 

1 

8 

0 

7 

-  3 

-10 

12.0 

Mi>ailvil!o/-l  S 

(  Waxiniuip.. 

40 

33 

32 

35 

36 

33 

82 

46 

39 

•28 

32 

35 

29 

20     29 

29 

25 

18;     24 

36 

37 

18 

12 

12 

23 

23 

19 

20 

Z^ 

9 

24 

27.5 

V  Miiiimnm.. 

31 

32 

29 

2'.> 

27 

26 

21 

10 

23 

12 

9 

16 

21 

1'2-  6 

-  4 

13 

-   3-14 

-  4 

9 

14 

-  4 

-14 

-  5 

-12 

-10 

-13 

-12 

-  3 

-'23 

6.8 

Meroor'-2TNE 

(  M;vxiii!um.. 

41 

38 

31 

34 

32 

31 

28 

39 

47 

27 

28 

34 

34 

18!     22 

28 

20 

15 

20 

34 

36 

19 

n 

9 

16 

19 

18 

17 

20 

13 

22 

•25.8 

I  Minimum.. 

34 

28 

28 

27 

25 

24 

11 

I'i!    26:     11 

12 

28 

18 

-4-7 

16 

0 

-11 

-11 

9 

15 

10-6 

-  5 

-2-6 

5 

-  e;-  6 

-  8 

-  9 

8.3 

Mi.l(1lpto\»ni-1.5\V.  ... 

I  .Mr..xin)um. 
\  .Miiiim.um  . 

36 

40 

36 

2'.l 

36 

33 

32 

36 

48     36 

38 

35 

34 

33     '22 

36 

31 

27 

22 

37 

37 

32     21 

14 

21 

'26 

30 

26|     33 

'20 

24 

31.0 

33 

32 

21 

21 

29 

30 

24 

18 

30     '24 

19 

•20 

30 

17       9 

17 

'24 

« 

3 

6 

29 

19 

9 

6 

-  6 

-  8 

10 

5 

-  3 

4 

-  8 

15.1 

.Midlaiidf 

1  Maximum.. 

48 

43 

34 

41 

35 

35 

30 

42 

50     .S3 

32 

47 

86 

251    '26 

83 

'24 

17 

26 

37 

40 

28 

16 

15 

18 

24 

22 

18 

25 

16 

25 

30.4 

V  Minimum.. 

38 

32 

30 

31 

29 

26 

•20 

22 

83     19 

13 

•20 

22 

5       1 

18 

12 

-  1 

—  3 

10 

24 

12 

3 

5 

3 

-  2 

9 

-  4 

-  2 

2 

-  2 

13,7 

Montrose/-3  IC 

/  .Maxiuuim.. 
\  Minimum.. 

32 

27 

25 

26 

34 

28 

27 

84 

39      19 

•27 

30 

30 

■Ii\     14 

27 

24 

13 

10 

27 

36 

26 

10 

7 

17 

■23 

21 

20     '24 

4 

11 

23.0 

22 

24 

17 

14 

14 

20 

•20 

17 

171       8 

5 

13 

•24 

7  -  5 

-  8 

13 

3 

-9-7 

9 

15 

6 

-15 

-  8 

0 

3 

0       0 

-12 

-12 

6.5 

-Mt.  Pocoilf>*-2  N 

1  Maximum.. 
)  Minimum.. 

37 

27 

26 

26 

30 

26 

25 

■26 

39;    24 

28 

■■>,l 

32 

'24      14 

27 

30 

17 

161     30 

39 

28 

12 

10 

16 

20 

19 

16     '24 

14 

25 

•24.5 

23 

21 

6 

4 

25 

19 

19 

16!    23!      9 

9 

12 

24 

V-  5 

4 

16 

0 

-17 

3 

23 

7 

-  6 

-  7 

2 

2 

4 

-  2       4 

-  8 

—   7 

7.2 

New  Castle''-1.5  N 

)  Maximum.. 

45 

42 

33 

38 

35 

34 

30 

43!    *9     31 

33 

36 

85 

24 

•26 

31 

24 

15 

25 

38 

41 

25 

16 

11 

18 

24 

20 

20     26 

16 

25 

29.3 

\  Minimum .. 

35 

31 

29 

31 

27 

28 

18 

17     31!     16 
30     42i    33 

15     281    21 

12 

28 

21 

4 

1 

19 

-  1 

-  5 

-11 

7 

23 

12 

0 

-  1 

-10 

-15 

9 

-10-11 

—  7 

-16 

10  1 

Pal  niertou ' 

)  Maximum.. 
\  Miniimim .. 

35 
29 

33 
27 

32 
16 

28 
12 

36 
27 

30 
25 

3.> 
24 

34 
16 

.•i2 
12 

34 

27 

27 

7 

14 

-  8 

29 
12 

'24 

25 

8 

16 

-  8 

32 
-  4 

38 
27 

33 
11 

21 
0 

14 
-  6 

•22 
6 

25 

-  7 

25 
12 

23     30 

22 
2 

'23 
-10 

28.5 

4 

-    6 

11.0 

Park  Pla<;e'-1  NVV 

f  Maximvmi.. 
\  Minimum .. 

41 

27 

25 

27 

29 

27 

25 

27!    37     26 

28 

•29 

33 

24 

12 

27 

26 

17 

14 

32 

37 

28 

13 

9 

13 

20 

19 

17 

24 

14 

18 

•24.0 

2.T 

23 

17 

14 

20 

19 

18 

15!    23      13 

13 

18 

•22 

12 

-  4 

7 

I61       0 

—  3 

7 

22 

81-  3!-  8 

1 

1 

5 

0 

7 

-  5 

-  6 

9.6 

I'iiila.   Arpt.l-7S\V... 

(  .Maximum.. 
1  M  i  n  i  in  n  ni . . 

37 

38 

36 

37 

38 

34 

34 

.371     49     40 

35 

39 

36 

34 

23 

38 

36     28 

'23 

38 

38 

37 

24 

20 

25 

28 

30 

•23 

32 

26 

23 

3^2.8 

3.' 

31 

2.5 

23 

33 

30 

26 

22;    29'    24 

•22 

PI 

32 

17 

8 

14 

27 

12 

7 

11 

31 

•22 

12 

8 

12 

9 

19 

10      14 

8 

3 

19.1 

■.'hiladelphiaC.O.'.  .. 

t  Maximum.. 

40 

37 

37 

36 

39 

34 

a5 

!?5i     50,    39 

36 

3S 

38 

36 

21 

87 

38 

28 

23 

36 

40 

38 

•24 

19 

27 

29 

30 

23 

32 

27 

23 

33.1 

i  .Minimum.. 

32 

32 

28 

26 

33 

30 

29 

25 

33i    '26 

24 

26 

84 

18 

11 

18 

28 

13 

9 

20 

31 

Zi 

12 

9 

16 

15 

20 

12 

19 

9 

6 

21.5 

i'hila.  Shawmont 

/  Maximum.. 
\  Minimum.. 

37 

35 

35 

34 

37 

35 

34 

37 

481     47 

84 

39 

34 

29 

27 

36 

35 

84 

24 

37 

38 

37 

33I     21 

25 

■28 

30 

27 

32 

27 

'24 

33.  2 

32 

31 

20 

33 

31 

30 

29 

'22 

30!     27 

23 

17 

•23 

24 

6 

12 

25 

19 

4 

7 

81 

•27      18       9 

13 

6 

22 

12 

17      12 

2 

19.8 

i'hilip_-burg'-7  K 

f  Maximum.. 

41 

32 

29 

24 

27 

28 

24 

32 

451    25 

28 

35 

33 

18 

14 

30 

21 

13 

21!    31 

36 

201       ^       7 

12 

17 

16     16 

21 

11 

14 

23.5 

I  Minimuii'. 

31 

27 

22 

20 

20 

22 

15 

4 

25;     13 

7 

22 

18 

3 

-n 

13 

12 

-19 

-27i       S 

20 

6-  7-17 

1I-  1 

2       0 

2 

-10 

-24 

6.4 

i''!K..niixvillp-1.5SE... 

)  Maximum.. 

.50 

43 

44 

45 

43 

47 

42 

49 

53;    54 

46 

47 

35 

.so 

38 

37 

3.5J     38!     40 

46 

47      40     30 

31     34 

34      38 

41 

40 

32 

41.0* 

i  Minimum.. 

32 

31 

21 

12 

31 

28 

26 

9 

•25;    28 

11 

32 

20 

2 

3 

19 

19!      0!      3 

30 

•24      18       8 

10-  9 

8 

7 

14 

11 

-in 

1,5.  4> 

i'itt.'sburfrli  Arpt.'-V.nSI 

;  /  .>!»xirauru.. 

51 

46 

32 

39 

34 

32 

28 

43 

51!    81 

36 

35 

"34 

221    24 

85 

22 

16l     '26     40 

40 

•23      121       8 

16     22 

21 

18 

23 

16 

'25 

29.1 

■(  Minimum.. 

43 

30 

29 

29 

28 

26 

17 

■iOi     31i     18 

14 

•29 

22 

*\      1 

•20 

10 

4 

Oi     16 

23 

n!     ^2     2 

3       0 

9 

-  1 

1 

5 

—  2 

14.3 

Pittsburgh  City  Oltice'. 

)  Maximinv;.. 

49 

47 

35 

41 

35 

36 

32 

45:     ,52:     33 

35 

38 

36 

25     28 

36 

'25 

IS 

28      40 

43 

25      15      IS 

20     24 

23 

21 

27 

18 

•26 

31.3 

\  Minimum.. 

44 

33 

32 

32 

31 

28 

22 

24j     33     21 

19 

30 

•25 

10       6 

23 

11 

6 

4      18 

24 

15!      6       5 

9       7 

12 

4 

7 

5 

n 

17.6 

Port  Clinton/ 

/  .Maximum.. 

35 

36 

32 

30 

35 

30 

82 

321     .35!     30 

32 

32 

37 

'28     17 

27 

31 

21 

18;     32 

30 

32      19      18 

20     23 

25 

21 

29 

12 

22 

•27.  5 

(  Minimum. . 

29 

29 

28 

13 

2i 

19 

19 

18 

27!     29 

19 

12 

28 

15 

-  6 

13 

17 

14 

-  8 

-  4 

Ifi 

•25     10-2 

5-7 

3 

8-10 

-  8 

-  5 

11.9 

Pulneyville/-2.5  SE... 

f  Maximum.. 

(Minimum.. 

4S 
26 

34 
24 

35 

31 
25 

35 

32 
23 

28 

47 

40i     25 
16;     12 

43 

f>--> 

44 

27 

33 

27 

32 

25 
12 

16 
11 

24 

38 

40 

42      12       9 

20    ... 

31,7' 

24 

23 

13 

6 

10 

"9 

11 

14 

10 

-17 

-17 

1 

13-  1-11 

-  1  -18 

""■7 

-'s-ie 

—is 

-i? 

6.3 

Qunkertown-0.5  K 

/  Maximum.. 

37 

33 

32 

32 

35 

34 

31 

33 

44!    40 

32 

35 

35 

34 

33 

81 

37 

31 

18 

83 

.37 

36 

28!    16 

21     25 

27 

24 

29 

26 

18 

30.9 

\  Jiinimum.. 

29 

28 

19 

7 

27 

20 

24 

12 

22     21 

18 

5 

SO 

IS 

-  3 

3 

18 

14 

-  4 

-  6 

26 

21 

14 

-  1 

6-  8 

16 

4 

0 

3 

-11 

12.0 

Reading' 

t  -Maximum.. 
\  .Miuiniiim.. 

39 

35 

37 

33 

37 

32 

34 

35     47     37 

36 

35 

36 

83     20 

37 

.34 

25 

23 

37 

■S9 

35 

23 

16 

23     27 

28 

25 

32     ^23 

25 

31.5 

34 

32 

25 

19 

32 

27 

25 

22     30     25 

24 

•.'1 

33 

16|      6 

15 

25 

12 

4!       8 

30 

19 

9 

5 

111       6 

16 

9 

8!       7 

2 

18.0 

Ridgway/ 

/  Maximum.. 
\  Mininuiiii.. 

40 

34 

32 

30 

35 

31 

31 

451    41      28 

35 

35 

33 

'201     25 

32 

27 

20 

24;     37 

37 

'20     15:     10 

191     24 

21 

10 

25i     15 

•26 

27.6 

34 

33 

27 

27 

19 

25 

21 

-   1      14      19 

10 

8 

30 

151-12 

-13 

I4I-II 

-18-18 

22 

12 

5-13 

-  3|-15 

-14 

-  7 

-19i-19 

-26 

4.7 

Sorautoni 

}  Maximum.. 

36 

30 

28 

33 

34 

31 

30 

30     43     28 

30 

33 

35 

28;     19 

84 

30!     21 

20     31 

40 

.32 

16,     13 

18      22 

23 

20 

26!     17 

16 

27.3 

*  .Minimum.. 

28 

27 

21 

18 

27 

26 

26 

22     281     13 

13 

12 

'28 

10;     0 

14 

21 

5 

-  9!      6 

29 

15 

1  -  3 

2'-  4 

It 

4 

8|-  3 

-  7 

12  5 

Seiiv.sgrove . 

/  Maximum.. 
I  .Minimum.. 

36 

37 

35 

30 

36 

34 

32 

331     461     39 

38 

35 

36 

35i    '20 

34 

31 

27 

21     36 

40 

361     1*    I'I 

19    25 

26     24 

30i     26 

17 

30.5 

32 

31 

12 

11 

25 

27 

22 

8!     26!     23 

22 

1.= 

26 

7;-  6 

15 

23 

6 

-16-  8 

28 

141       !■-  4 

-  6-16 

8,-  4—22;       4 

-•20 

9.2 

Sliippeiisbure 

1  Maximum.. 
\  Minimum.. 

50 

35 

40 

36 

37 

34 

3;^ 

35;     51,    .39 

38 

32 

34 

34!    22 

38 

30 

25!     '251     40 

40 

36     22      17 

•22;     25 

25!     28!     .S5!     25 

211 

32.4 

25 

31 

31 

25 

19 

28 

24 

15!    28     27 

18 

18 

28 

181       6 

10 

26 

10 

-  1        6 

29 

21'     16|      6 

3j-  2 

19!       3 

4 

14 

-  5 

16.1 

Soinerset 

/  Maximum.. 

45 

37 

28 

30 

30 

30 
12 

29 

43'     47l     31 

37 

34 

34 

27     20 
10-14 

37 

30 

18 

'28'    42 

36 
30 

32|     101      8 

in      41-  9 

17i    21 

20|     19 

23 

21 

18 

•28.5 

\  Minimum.. 

37 

26 

25 

26 

25 

16 

li     30     20 

7 

14 

26 

12 

17 

-15 

-22>-  8 

31-24 

is!-  2 

3 

9 

-•20 

8.5 

Springs8-1  S\V    

(Maximum.. 
\  Minimum.. 

45 

37 

27 

30 

29 

29 

•25 

42     47     SO 

37 

37 

33 

•24;     18 

83 

27 

14 

27     40 

.35 

281     10 

4 

15!     19 

17|    16 

'21 

18 

17 

26.8 

35 

22 

24 

25 

24 

23 

18 

9     29     16 

4 

18 

28 

l|-13 

2 

13 

-  8 

-15       1 

26 

9 

-  4 

-10 

11      0 

1 

7-4-1 

7       8 

92 

State  CollRgei 

/  .Maximum.. 
\  Ariniranm.. 

39 

34 

33 

27 

32 

31 

28 

34!     481    31 

33 

37 

38 

241     19 

83 

28 

I9I    211    37 

.38 

26 

14 

11 

17!     ^22 

22!    20     '24 

17 

15 

•27.5 

34 

31 

25 

24 

22 

28 

16 

16,     28:     18 

18 

•26 

'24 

9,       0 

17 

19;      '?;-  5;     15 

26 

9       3:-  2 

7!       1 

7!       4,       4       0 

-  9 

1.S.5 

Stroudsburg/-2  E 

/  ^faximnm.. 
*  .Minimum.. 

34 

33 

37 

27 

40 

39 

39 

39     46.... 

41 

35 

36 

36.     ^24 

•23 

33l    331    32i     36 

40 

38'     30     22 

31;     27 

30!     281     24;     33!     17 

32.8" 

25 

14 

6 

24 

26 

24 

11 

2fii . . . .      16 

8 

30 

6 

-11       2 

18 

141-13-  7;    25 

19 

5-13|      6 

-  9i     15 

-  2 

-  3i     n-vi 

-n 

S.  0* 

Sunhury/ 

/  Maximum  . 
\  Minimum. . 

36 

34 

32 

28 

33 

31 

32 

32     45     34 

3fi 

32 

34 

291     19 

33 

'291     231     201     33 

37 

32!    '21      11 

20i     24 

26 

23:     30     19 

ifi 

28.  5 

32 

30 

19 

17 

27 

28 

20 

14     28     24 

18 

18 

26 

9       0 

18 

23!      2i-  4;      1 

28 

12       0!-  2 

1-8 

6 

Oi-n      n 

-12 

11.7 

Tnvnaraok/-2  S 

/Maximum.. 

34 

30 

24 

22 

27 

28 

24 

41     41     20 

33 

31 

32 

18;  14 

27 

21      16!     18;    34 

35 

21  i     11!      4 

15     18 

20     20]    23;     10 

20 

•iS.6 

1  ^rinimum.. 

29 

28 

19 

18 

18 

21 

16 

11!     14      15 

13 

13 

21 

9-  5 

-  5 

14I      2;-  5-  6 

14 

12;       2-7 

-  3       1 

1:-  21-  2  -  6 

-10 

7,7 

Tioiie-ta/-1.5SK 

i  Maximum. 
\  Minimum.. 

37 

38 

31 

32 

32 

32 

31 

39i    36     '26 

34 

35 

32 

■26;     ^28 

26 

'2i;     111    231     36 

38 

34.     18]     10 

21      22 

17!     15J    21!     14 

26 

•27.2 

34 

31 

28 

28 

26 

24 

20 

12     15!     15 

14 

14 

'27 

13-14 

-13 

13-  7|-'2-2-18 

8 

7-  21-14 

-10 -'21 

-20-14-241-17 

-28 

3  4 

Titusville-2S 

/Maximum  . 
1  Minimum.. 

42 

36 

30 

31 

30 

31 

30 

371     43]     30 

31 

33 

:{3 

2:^1    13 

28 

221     12     201     ,S2 

36 

'29,     13!      8 

20     '22 

18!     191    22!     17 

•29 

•26.  5 

33 

29 

27 

27 

23 

24 

18 

9     29;     13 

12 

20 

22 

10|-  8 

12 

101-  .51-151     11 

'29 

11-  4-16 

0-  7 

7!-  5-  5:-  5 

-•22 

9.2 

Towanda-1  E 

(  MaxiiTinm.. 
1  Minimum 

34 

33 

31 

30 

34 

30 

87 

31      44     34 

35 

35 

34 

29i    22 

34 

81 1     -23;     18     33 

40 

.351     20!      5 

221     21 

271     25     32i     ^23 

18 

29.0 

24 

27 

24 

18 

27 

23 

24 

171     26      13 

10 

4 

28 

il-is 

10 

211       4!-22|-  6 

28 

17!      31-14 

-  2,-20 

6;-  7      4|-  5 

-22 

7.9 

Tunkhanuock/ 

/  Maximum.. 
1  Minimnm .. 

34 

31 

29 

31 

36 

30 

32 

43     401     26 

34 

36 

34 

26;    20 

33 

•26!     19i     I9I    3^2 

41 

32 

141    10 

20     24 

24,     '27      29I-  8 

15 

•27.1 

25 

25 

22 

15 

16 

19 

•22 

131     19      12 

10 

6 

26 

91-  8 

-  5 

18 

41-22-15 

-  5 

19 

10-12 

-  8;-2i 

-17i-ll 

-191-10 

-22 

3.7 

Huiontown 

.  ^  Maximum. 

55 

52 
31 

33 
30 

42 
30 

37 
30 

33 
30 

32 
18 

45I       K1        07 

40 
12 

38 
28 

36 
30 

30 
14 

26 
2 

40 
20 

28 
19 

21      sJnl    .la 

42 
33 

36 
16 

16      1< 

20     •'-'^ 

25     '1 

26     ''1 

.32 

33.  0 

'  Minimum.. 

43 

17 

37 

25 

1 

-10 

7 

5 

3 

6 

-  7 

19 

-  5 

-  2 

6 

0 

15.7 

Continued  on  page    8. 
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January   1948 


Daily  Temperatures  for  January  1 948— Coutinupd  from  page  7 


Stations 


ximuin.. 
iiiinum.. 


Warren /  Maximum.. 

\  Minimum.. 
Waynesburg /  Maximum.. 

\  Minimum.. 
VVellsboro/ /  Maximum.. 

X  Minimum.. 
Wellsville /  ^fn 

\  M  i  I 

West  Chester /  .Waxiraum.. 

\  Minimum.. 
Wilkes-Barre  Arpt.  1-3.N"./  Maximum.. 

\  Minimum.. 
Williamsport  Arpt.'-4  E  f  Maximum.. 

^  Minimum.. 
Williamstown /  Maximum., 

\  Minimum .. 
York-3  SW /  Maximiun., 

\  Minimum.. 


40 

39 

30 

2» 

57 

53 

36 

27 

34 

32 

24 

24 

37 

36 

32 

32 

36 

35 

32 

31 

35 

30 

•K> 

26 

3fi 

36 

30 

29 

42 

34 

33 

30 

37 

37 

32 

32 

34 
28 
28 
23 
36 
27 

36 
26 
29 
21 
31 
26 
32 
25 
40 
28 


4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

33 

31 

32 

35 

36 

44 

36 

38 

35 

m 

24 

25 

25 

26 

16 

8 

28 

15 

13 

25 

21 

fl 

44 

36 

34 

33 

46 

50 

.37 

3fi 

38 

37 

;io 

28 

28 

28      15 

14 

35 

20 

4 

15 

28 

11 

26 

;« 

32 

32 

39 

41 

22 

31 

36 

.34 

25 

20 

16 

19 

15 

4 

10 

14 

11 

6 

26 

1 

30 

37 

35 

m 

34 

50 

40 

38 

a5 

36 

34 

18 

27 

27 

24 

10 

25 

27 

11 

17 

31 

16 

34 

36 

33 

34 

36 

47 

40 

35 

38 

M 

33 

21 

30 

27 

26 

18 

28 

25 

19 

20 

:12 

16 

32 

34 

28 

30 

29 

41 

28 

30 

33 

33 

27 

17 

27 

24 

24 

19 

28 

13 

9 

9 

27 

6 

28 

33 

31 

32 

31 

43 

32 

36 

32 

;« 

26 

18 

26 

28 

17 

15 

31 

2:1 

18 

18 

26 

T 

29 

35 

31 

31 

36 

46 

39 

36 

33 

35 

34 

10 

26 

28 

24 

13 

27 

24 

20 

13 

30 

14 

35 

39 

35 

34 

38 

5:1 

43 

40 

38 

40 

34 

20 

29 

29 

20 

14 

30 

31 

14 

17 

32 

16 

17 

-  7 
23 

3 

18 

-16 

21 

2 

■22 
7 
19 

1^ 

-  2 

20 

-  5 
■25 

1 


17      18 


27 
-  4 
•27 
16 
■26 
17 
31 
25 

3!l! 
27l 
29 
20 
30i  28 
17!     19 


4i!    ;i7 

12      27 


30l  25 
16!  6 
20  20 
r-13 
■20!  18 
-  31-10 
24!     23 


-  9 
•27 

-  4 


20 


5     30 


22 

16 

24 

10 

-  1 

-11 

36 

15 

11 

13 

-  1 

-  5 

28 

14 

6 

9 

6 

-13 

34 

26 

16 

24 

15 

2 

361     •25 


25! 
30i 
12i 

30; 
10: 


36:  21 

•21  11 

36  29 

26'  17 


i6j     25 
6!     10 

121     -22 

-7-1 


10 


19 
9 

■23 
15 
25 

-17 
30 

-12 

28 
21 
•23 

91 


18 

•23 

25 

■a 

-  6 

~10 

7 

0 

19 

23 

25 

21 

5 

-  9 

14 

6 

24 

29 

30 

•29 

-  6 

-12 

17 

-  6 

29 

SO 

26 

16 

-  7 

-  6 

26 

23 

-17 

-  7 

28 

8 

1 

-  6 

33 

26 

-14 

-  2 

31 

•24 

9 

10 

•24 

17 

6 

-  3 

■28 

■20 

2 

-  6 

•29 

24 

-12 

5 

34 

29 

-  3 

5 

31    Mean 


25 

-23 

29 

-  3 
17 

-25 
24 

-  9 

23 
2 

15 
~H 

•22 
-14 


29.2 
8.4 

32.7 
9.0 

27.0 
2.!) 

31.7 

11. K 

32.1 

18.3 

26.6 

10.5 

•27.7 

10.8 

30.7* 

13.7* 

34.3 

14.9 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSURE.  WITSTD, 

HTJMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind** 

Relative 

a> 

(reduced  to  sea  level) 

Humidity 

2 

Stations 

a 
p 

>f 

♦3 

SI 

S 

E 

g 

E 

^ 

o9 

•a 

ja 

1 

Lowest 

% 

i 

1 

« 
S 

K 

U 

a 

<> 

<•  > 

a 

Q 

t- 

- 

t- 

ft, 

a 

Erie 

30.54 
30.56 

31 

19 

29.  34 
29.33 

2 
22 

9.0 

8.3 

24 
33 

SW. 

nw. 

9t 
10 

91 

78 

79 
65 

84 
69 

20 
63 

13^24 

Harrisburg 

1282 

Philadelphia 

30. 53 

19 

29.  24 

2 

8.1 

'£i 

n. 

24 

8:1 

64 

74 

54 

1169 

Philipsburg 

30.54 

15 

•29.  34 

•22 

32 

w. 

10 

88 

71  1  78 

1549 

Pittsburgh 

30. 56 

11 

29.26 

1 

10.6 

30 

nw. 

9 

80 

63  ,  67 

41 

1343 

Reading 

30.59 
30.57 

19 
19 

29.34 
•29.  33 

2 
•22 

10.5 
6.8 

34      nw. 

10 
10 

76 
74 

47 
45 

V250 

Scranton 

■28 

nw. 

63  [.... 

1 

1398 

*  For  any  five-minute  period.  ••  Corrected  to  true  velocities. 

t  12:00  noon.  $  Also  other  dat«s .        •  One-minute  interval. 


Stations 


BIVER  CONDITIONS 


Rivers 


Port  Jervls.N.  Y ' 

Eastou 

I>ehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport j 

Harrisburg i 

Schenley.fnr)  Lock  No.  6.| 

Sutersville . . 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 1 


Delaware 

Delaware 

Lehigh 

Schuylkill      

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

Allegheny 

Youghiogheny 

Monongahela 

Ohio 

Ohio      


•  Pool  stage. 


+  A'li  o  other  dates. 


ll 


MISCELLANEOUS   PHENOMENA 

FOR  SIXTY  REPRKSENTATIVE  STATIONS 
( Dates  and  number  of  stations  reporting) 


1 

14 

20 

9 

12 
10 

2 

i 

19 

a 

'8 

3 

'? 
13 

4 

i 

5 

3 
3 

i 

6 
'5 

'5 

7 

8 
'4 

9 

'3 

24 

10 

'28 

U 
'3 

12 

'3 
'2 

'7 

ii 

13 

'8 
6 

"7 

14 
'3 

15 
"i 

16 

■■ 
'3 

17 

■■ 

18 
'4 

19 

•20 

21 

'3 
■4 

"5 

■9 

22 
i.5 

23 
'3 

•24 

•■ 

■5 
16 

ii 

_ 

25 
'2 

■26 
'3 

27 
'4 

2829 

30 
'4 

31 

Auroras 

Fog,  lieavv 

Frost,  killing  .... 
Glaze  

'4 

'5 

Hail 

Rain,  heavy 

Sleet 

Snow,  heavy 

Thundurstorms. . 
Winds,  high 

Uv  1 


(W.  B.  0..  Philadelphia-5-4-48-U00) 


FOOTNOTES 

Figures  and  letters  following  -stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  lOor  moreyear.«  of  record,  except  that  for  FirstOrder  Weather  Bureau 
Stations  they  are  based  on  adooted  normals,  tl  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  85  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

*.  ^  ■■.  etc.    Number  of  days  missing,  for  example.  ''  indicat«s  two  days  missing. 

Italics,  data  interpolated. 

$  Partly  interpolated. 

55  Incomplete. 

t  And  other  dates. 

■ft  Daily  >>  mounts  inconsistent 

t  Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  Is 
charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
^  Midnight  to  midnight. 

^  Measured  in  the  morning  for  the  preceding  24  hours. 
'  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 

*  Best  available  used  for  stations  not  equipped  with  recorders 

*  Recording  gage. 

'  At  a  fixed  hour  between  sunset  and  11  ;00  p.  ra 

'  Noon  to  noon. 

?  Data  recorded  at  Altoona-Blair  County  Airport. 

8  Official  Station  designation  is  Allentown-Bethlehem  Airport. 
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GJDNEKAl,  SUMMARY. 

Noniiul  temperatures;,  a  surplus  of  sunsliine,  and  a  deficiency 
in  precipitation  were  the  keynotes  to  February's  weather.  The 
\\'^estern  or  Ohio  section  was  wanner  and  wetter  than  the  At- 
lantic division,  but  the  latter  had  more  snow.  Snowfall  was 
about  normal,  but  snow  cover  was  generally  gone  as  the  month 
clo.sed.  High  winds  were  not  uncommon,  and  were  associated 
most  generally  with  the  stormy  periods  that  resulted  in  pre- 
cipitation. 

In  an  extension  of  January's  cold  weather,  the  first  eleven 
days  were  considerably  below  normal  in  temperature.  From 
about  the  12tli,  however,  rapid  warming  took  place,  which  re- 
sulted in  the  thawing  of  most  of  the  snow  cover  and  rotting  of 
ice  in  the  rivers.  During  this  warm  spell  of  about  ten  days 
the  deficiency  of  the  previous  period  was  obliterated.  Ice  gen- 
erally moved  out  of  the  rivers  without  untoward  incident  about 
the  15th  to  17th,  much  to  the  relief  of  residents  living  under 
tlu-eat  of  flooding.  There  were  only  a  few  ice  jams,  but  no  se- 
rious flooding  occurred.  The  remaining  days  were  about  evenly 
divided  into  short  cold  and  warm  spells  of  a  few  days  each. 

Precipitation  occurred  in  four  main  periods,  about  the  4th, 
l_8th,  22d,  and  28th.  The  first  storm,  which  accounted  for 
much  of  the  snowfall,  was  caused  by  wave  action  in  a  front  ex- 
tending eastward  from  a  depression  central  in  New  Mexico.  In 
the  stormy  period  of  the  13th,  heavy  precipitation,  both  rain 
and  snow,  accompanied  an  outstanding  depression  that  devel- 
oped over  Louisiana  on  the  12th  and  moved  rapidly  northeast- 
ward on  the  13th,  with  a  great  increase  in  intensity.  An  ex- 
tensive occlusion  from  this  low  pressure  area,  acting  as  a  cold 
front,  reached  all  the  way  from  Louisiana  to  Lake  Erie.  Con- 
siderable glazing  occurred  during  this  storm,  resulting  in  traf- 
fic accidents.  The  precipitation  of  the  22d  occurred  in  connec- 
tion with  wave  action  off  the  south  Atlantic  coast.  But  the 
most  notable  storm  was  that  of  the  28th,  a  deep  depression 
which  moved  from  Oklahoma  to  Iowa  in  24  hours  and  had  a 
number  of  fronts  with  a  variety  of  associated  weather,  includ- 
ing heavy  rain,  high  winds,  and  a  considerable  range  of  tem- 
perature. 

The  past  winter  season  of  December,  .January  and  February 
ended  with  a  precipitation  deficiency  of  2.43  inches  and  a  tem- 
perature deficiency  of  3.4°.  It  was  the  driest  winter  in  two 
years  and  the  coldest  in  three.  The  total  precipitation  for  the 
winter  was  6.61  inches.     The  mean  temperature  was  26.0°. 


TEMPEKATTTKE. 


The  average  temperature  for  the  State  as  deduced  from  the  reports  of 
83  stations  was  28.3°,  which  is  the  61-year  normal  for  February.  The 
highest  monthly  mean  was  37.0°  at  Uniontown  and  the  lowest  was  19.9° 
at  Montrose.     Extremes  ranged  from  a  maximum  of  75°  at  Phoenixville 


on   the  20th  to  a  miniinuiii   of    —25°  at  LawrencftYiJle,  iVtlJsborfK.ani 
Kidgway  on  tlie  1st  and  Kane  on  the  9th.  UiMtflSI  \  f   ^\    fLll 


\m 


PRECIPITATION. 


The  average  precipitation  for  the  State,  as  deduced  from  the  observa- 
tions at  210  stations,  was  2.(>7  inches,  which  is  0.79  inch  below  the  (il- 
year  normal  for  Febiuary  (adjustment  made  for  leap  year).  The  great- 
est monthly  amount  was  3.98  inches  at  Kregar,  while  the  least  was  ().()2 
inci)  at  Covington.  The  greatest  amount  recorded  in  any  24  consecutive 
hours  was  2.00  inches  at  Punxsutawiiey  on  the  13th. 

The  average  snowfall  for  the  State  was  10.8  inches,  which  is  the  61-year 
normal.  The  greatest  monthly  snowfall  was  21.5  inches  at  Springs.  The 
greatest  fall  for  any  observational  day  was  10.5  inches  at  Allentown  on 
the  22d. 

COMPARATIVE  DATA  FOR  FEBRUARY 


Year 


Temperature 


Precipitation 


No.  of  day«. 


■^E 


16»6 

1»89 

1S90 

189 1 

1892 

In93 

1894 

1S90 

l»9t) 

1897 

1»98 

1899 

1900 

1901 

1902 

19IIB 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

191S 

1911 

1915 

1916 

1917 

191S 

1919 

1920 

1921 

1922 

1923 

1924 

1925 

1926 

1927 

1928 

1929 

1930 

1931 

1932 

1913 

1934 

1935 

1936 

1937 

193S  

1939 

1910 

1941 

1942 

1943 

1944 , 

1945 

194fi 

1947 

1948 

Period 


28 

23 

37 

34 

31 

27 

27 

20 

29 

30 

29 

22 

27 

21 

23 

30 

21 

20 

28, 

22, 

24, 

35 

26 

31. 

23 

27, 

21, 

33, 

25, 

25, 

28. 

32. 

26. 

32. 

.33 

24. 

26 

35 

28 

,35 

30 

28 

35 

31. 

35. 

31 

18 

28 

2! 

31. 

34. 

33. 

29. 

26. 

25. 

29 

29. 

29. 

29 

23. 

28. 


28.3 


-31 

i   2.50 

7.2 

9 

7 

11  1 

-27 

1.96 

8.7 

9 

7 

a  1 

0 

4.32 

5.6 

11 

6 

8 

-7 

4.61 

5.6 

12 

6 

8 

-18 

1.75 

6.3 

9 

7 

7 

-16 

5.92 

26  4 

14 

6 

8 

-24 

3.53 

22.7 

11 

8 

9  1 

-20 

1.22 

13.2 

6 

10 

10  1 

-21 

4.90 

10.5 

11 

9 

7 

-14 

3.28 

10  3 

9 

7 

8 

-16 

2.23 

6.1 

9 

8 

8  1 

-39 

4.06 

23.6 

12 

8 

7 

-17 

4.22 

7.0 

11 

8 

6 

-22 

0.96 

7.9 

8 

10 

9 

-24 

3.99 

14.3 

10 

9 

7 

-17 

4.49 

10.8 

10 

10 

7 

-27 

2.41 

6.8 

11 

10 

7 

-25 

1.70 

9.7 

8 

10 

8 

-21 

1.70 

6.8 

7 

12 

7 

-20 

1.91 

15.2 

8 

12 

7 

-29 

4. 65 

2;3.6 

n 

10 

7 

-9 

4.84 

4.0 

14 

6 

7 

-22 

3.59 

16.0 

11 

9 

-8 

2.27 

11.1 

10 

7 

6  1 

-27 

2.20 

6.5 

8 

n 

8 

-9 

1.84 

5.7 

9 

12 

5 

-27 

2.78 

23.5 

10 

11 

6 

-9 

3.90 

2.0 

9 

9 

5 

-22 

3.08 

14.3 

12 

8 

7 

-29 

1.46 

8.0 

10 

9 

9 

-34 

2.46 

2.9 

9 

10 

8 

-7 

2.23 

4.7 

11 

12 

6 

-20 

2.44 

18.3 

11 

9 

8 

-15 

2.59 

15.4 

10 

8 

8  1 

-19 

1.99 

7.7 

10 

9 

9  i 

-20 

2.i6 

11.7 

12 

8 

8  i 

-25 

2.94 

16.3 

10 

11 

7 

-n 

2.16 

2.1 

8 

11 

7 

-13 

4.06 

23.3 

12 

7 

6 

-8 

3  48 

16.6 

13 

7 

8 

-11 

3.42 

6.7 

11 

10 

7 

-20 

2.87 

11.7 

9 

10 

8 

-18 

2.69 

3.9 

11 

9 

6 

-16 

1.98 

5.2 

9 

11 

5 

-8 

1.64 

2.9 

10 

10 

8 

-15 

2.30 

9.4 

10 

12 

7 

-34 

1.31 

14.4 

7 

13 

7 

-26 

2.67 

14.4 

12 

8 

7 

-27 

2. S3 

12.3 

9 

11 

7 

-12 

2.32 

6.5 

10 

9 

8 

—4 

2.85 

,3.9 

12 

8 

6 

-10 

4.45 

6.2 

13 

10 

6 

-19 

3.16 

19.3 

13 

9 

5 

-14 

1,04 

7.6 

8 

10 

7 

-21 

2.62 

9.4 

10 

10 

6 

-27 

1.71 

7  8 

12 

9 

8 

-18 

2.00 

9.4 

11 

8 

7 

—14 

2.66 

8.5 

12 

6 

8 

-14 

2.33 

9.7 

11 

9 

7 

-13 

1.39 

19.5 

9 

7 

9 

-25 

2.07 

10.8 

10 

9 

91 

-39 

2.76 

10.8 

10 

9 

7 

11 

12 
14 
14 
15 
14 
11 

8 
13 
13 
12 
13 
14 

9 
12 
U 
12 
10 

9 

9 
12 
15 
12 
15 
10 
11 
II 
14 
14 
10 
10 
10 
12 
12 
10 
12 
11 
10 
15 
13 
12 
10 
13 
12 
11 


13 
11 
11 
14 
12 
15 
11 
12 
11 
14 
14 
12 
12 
11 
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Climatologioal  Data  for  February  1948 


Stations 


Counties 


Temperature,  in  degrees  Fahr. 


Precipitation,  in  inches 


^  \  s 

a  CO 

,^    1  So    '     '^ 


a 


t3  a> 


to  o 


I  ^ 


No.  of  days 

s 

11 

^i 

>> 

t*-- 

?^ 

"O 

Co 

■n° 

o 

t-. 

^  ^  ; 

~ji 

IH 

-a 

a  o   1 

V  !■ 

"t 

3 

&a 

0) 

^ 

O 

o," 

o 

Oh 

O 

Cu 

Observers 


Mlanlic.  Draiiiagr 
Allentown  Arpt.  9-4  NE 

AUooua-4.5  VV 

Burnt  Cabins-2  NE . 

Cauton-l  N\V 

Carlisle 

Chambersburg-l  SW .. . 

Coatesvilie 

Curweusville  Apt-6  NW 

Eagles  Mere 

Eiist  \Vaterford-3  K.  .  . 

Emporiuml  E 

Ephrata 

Everett-0.  5  SW 

Freelaud 

George  School 

Gettysburg 

Gordon 

Hanover 

Harrisburg  Arpt. -3.5  S. 

Hawley-0.5E 

Holtwood 

Huntingdon 

Lancaster 

Lawrence  viile 

Lebanon 

Lewistown-  1  W 

Lock  Haven 

Marcus  Hooli     

Martinsburg" 

Montrose-3  E ■• 

Mt.  Pocono  Arpt, -'2  N  . 

PalmertoB 

Philadelphia  CO 

Philip? burg-7  E 

Phoenixville-LobE.... 

Port  CliutonlJ 

Quakertown-0. 5  E 

Heading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-2  E 

Sunbury  

Tamara«k-2S 

Towanda^l  E 

Wellsboro 

Westchester 

Wilkes-Barre  Apt.-3N.. 
Williamsport  Apt.-4K-  ■ 

Williaiiistown 

York-3  SW 


Division  mean. 


Ohio  Drainage 

Blairsville-6NE 

Bradford-4  W 

Brookville  Apt.-1.5S\V 

Butler 

Clarion-3SW 

Claysville  

i_'.orry  

Covidersport 

Derry 

Donegal 

Donora 

Ebeusburg , 

Far:ell 


Ford  City -4  S 

Franklin 

Grc«nsburg-2  S 

Indiann-2.5SE 

jBiiKStown-2  NW 

Johnstown 

Kruo-1  N 

Meadville-l  S 

Mercer 

Midland 

New  Castle-!. 5  N 

Pittsburgh  Apt.. 7.5  SE, 
Putney ville-2. -5  SE  .... 

Ridgw'ay — 

Somerset 

.Springs-l  SW  

Tiom-sta-i.5SE ,.. 

Titusvilie- 2  S 

Uniontown 

Warren  

Wa-yne.iburg 


Division  mean.  . , 
r.njce  Drrtinagp 

Albion 

Erie 


State  mean. 


Lt:tligil. 

Biair... 


Fulton 

Bradford 

Cumberland... 

Franklin 

Chester 

Clearfield 

Sullivan 

.luniata 

Cameron 

Lancaster 

Bedford 

Luzerne  

Bucks 

Adams 

Schuylkill 

York 

Dauphin 

Wayne 

La.ncaster 

Huntingdon 

Lancaster 

Tioga 

Lebanon  —     . 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna. 

Monroe 

Carbon 

Philadelphia . . 

Centre 

Chester 

Scliuylkill 

Bucks 

Berks    

La^.kawsnua. .. 

Snyder 

Centre 

Monroe 

N  orthumberland . . 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming 

Dauphin 

York 


Westmoreland. . 

Mc  Kean 

Jefferson 

Butler 

Clarion 

Washington  . .. 

Erie 

Potter 

Westmoreland . . 
Westmoreland  . 

Wa:  hington 

Cambria 

Mercer. 

Armstrong 

Venango 

Westmoreland. . 

Indiana 

Mercer 

Caviihria 

McKcnn 

Crawford 

Mercer 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somersnt 

Fo!?st 

Crawford 

I''ayettc 

Warren 

Greene 


Erie, 
Erie 


384 
5U0 
>i'.)0 
460 
473 
fiOO 
Ul 

-.as 

020 
125 
100 
.H6i 
020 
970 
184 
563 
IKIO 
t'lOd 
:',51 
980 
200 
700 
255 
•.>'J6 
469 
680 
5:'7 

12 
193 
176 
9!4 
!55 

26 
916 
100 
407 
480 
273 
74«; 
476 
217 
44.'i 
443 
2-50 
:54 
319 
440 
544 
520 
775 
390 


900 
705 


25.8 
28.  9 
28.6 
22. 3 
29. 2 
30  2 
28.2 
24.4 
21.2 
27.6 
25.  3 
31.0 
29.7 
24.8 
28.8 
31.8 
25.4 
31.4 
30.1 
23.1 
29.8 


29.0 
23.  6 
28.0 
28.  0' 
26.  2 
34.3 
27.9 
19.9 
22.  0 
25.8 
33. 4 
2.S.  6 
32.5 
26.0 
26.4 
31.2 
26.4 
26.6 
28.  5 
26.  5 
26.0 
22.9 
24.1 
21.0 
31.6 
24.5 
24.6 
29.2 
31.1 

27.2 


29.2 
23.  6 
25.6 
30.4 
25.9 
32.4 
26.1 


34.1 
28.3 
36.8 
27.5 
30  4 


37.0 
28.1 
32.2 

28.6 

24.4 
28. 3 


-4.0 

-1-1.3 


-1.2 
-1.6 

-2.4 


-0.5 
-fO.  4 
+2.\ 
+  0.2 
-2.  C 
+  0.3  i 
-1.9 
-1.7 
-0.1  I 
-2.5 
-2.8 


-2.1 
-1.3 
-1.6 

-2.2 
-1.1 

-2.' 7 
+0.2 
-.3. 3 
-0.5 


+0.1 
-3.4 
-2.6 
+  0.7 
-0.9 
-2.0 
-1.5 
-I.l 


-1.2 
-3.4 

+0.3 


-0.8 
-0.3 


-2.2 


-2.2 
+0.8 
+2.0 

+i.'i' 

+0.9 


+3.9 

+2.5 
+0.3 
+1.9 


m 

25.0 

-0.7 

.31.8 

+0.3 

29.2 

-0.4 

31.1 

+0.8 

21.6 

26.  6 

+  1.2 

26.  4 

31.2 

-0.2 

28.4 

-0.4 

32.8 

+.3.0 

24.5'' 

23.1 

-1.8 

29.4 

H-2.4 

28.4 

+  1.1 

22.7 

26.6 

+4.2 
+3.1 
+  0.6 

-0.1 


hi.  4 
0.0 


19 
19 
28 
19 

\% 

19 

19 

17 

19 

19 

19 

28 

20 

19 

19 

17t 

19 

19 

19t 

18 


19 
19 
18 

20 
18 
28 
19 
19-20 
18t 
19 
28 
20 
19 
19 
19 
19 
]8t 
19 
18t 
18 
19t 
19 
19 
19 
19 
18 
19 
19 

20 


19 

19 

19 

19t 

19 

19 

19 


19 

19 

19t 

19 

19 

19 

19 

19 

19 

19 

19 

19 

19 

19 

19 

19 

19 

19 

19 

19t 

19t 

28 

19 

19t 

19 

19 

19t 

19 

19 

20 


-  3 

-  8 

-  8 

-  9 

-  2 
1 

-  2 
-10 

-  6 

-  1 
-20 

-  1 

-  7 

-  4 

-  4 

-  2 


-  2 
-21 
-20 
-15 
-20 
-12 
-17 


-10 

-14 

0 

-  7 

-  9 
-21 
-18 
-20 
-21 


-  7 
-25 
-16 
—10 
■  6 
-13 

1 
-20 
-25 
-22 
-12 
-23 
-12 

1 
-13 
-12 

-25 

-18 
3 

-26 


9 

9 

10 
10 
11 
11 

7 

9 

It 

9t 

9t 

7 

9 

9 

7 
II 

1 

1 
10 

1 

9 


9 
1 

It 

1 
10 

It 

9 

1 

1 

1 
10 

9 

7 

7 

7t 

1 

1 

9 
9-10 

8t 

It 

1 

1 

1 

9t 

1 

It 


1.92 

.;.  06 

1    16 

1.38 

1   60 

1   66 

2.  38 

2.98 

2.  24 

1.53 

2.  34$ 

2.47 

1  33 

1.54 

2.9.S 

1.66 

1.74 

1.62 

1.28 

1.60 

1.92 

1.51 

1.93 

1.15 

1.85 

1.27 

1.80 

2.53 

1.46 

3.43 

2.04 

1.68 

3.17 

2.54 

2.41 

1.74 

2.63 

2.07 

1.10 

1.27 

1.94 

2.27 

1.45 

1.82 

1.  10 

L55 

2.41 

0.93 

2.09 

1.55$ 

2.24 

1.89 


2.16 
2.45 
3.09 
2.43 
2.66 
1.81 
2.82 


-1.50 
-(1.29 


-1.29 

-0.  98 
-1.24 

-i.'ie 

-0.42 
-0.49 
-0.  40 
+  0.88 
-1.44 
+  0.17 
-1.02 
-1.36 
-0.98 
-1.78 
-1.02 
-0.49 
-1.10 
-0.69 
-0.  57 
-1.24 

-6.74 
+  0.04 


+  1.26 
-0.89 
-0.56 
-0. 27 

-0.58 
-1.58 
-0.83 
-1.47 
-2.05 
-1.46 
-0  63 
-0.48 


-0.84 
-0.61 
-1.27 
-1.65 


-0.37 
-0.48 


0.76    1.62 


0.52 
0.59 
0.39 
0.65 
0.  50 
0.6'l 
0.67 
1.25 
1.21 
0.48 
1.10 
11.70 
0.41 
0.45 
0.89 
0.38 
0.56 
0.40 
0.34 
0.40 
0.80 
0.45 
0.55 
0.30 
0.42 
0.43 
1.10 
0.66 
0.40 
1.62 
0.68 
0.50 
0.95 
0.81 
0.71 
0.53 
0.84 
0.57 
0.44 
0.26 
0.88 
0.59 
0.35 
0.97 
0  24 
0.68 
0.73 
0.43 
1.11 
0.60 
0.69 


-0.34 


+  0.67 
+  0.08 
-0.49 
-0.70 
+  0.17 


2.17 
2.18 
1.86 
2.69 
1.83 
2.63 
2.62 
2.24 
2.58 
2.04 
2.61 
2. 54 
2.30 
2.51 
2.03 
2.14 
1.90 
2.85 
2.46 
2.21 
3.07 
2.70 
2.73 
2.38 
1.09 
2  03 


-0. 85 


-0.45 
-0  08 
-0. 07 

-6.08 
-0.67 
-0.33 
-0.  04 
-1.02 
-0.41 
-0.  38 


-0.17 
-0.22 
-0.80 

+  0."i.5' 
-1  40 
-0.08 
+  0.34 

-6.54 
-1.49 
+0.19 


0.61 
1.07 
1.67 

0.75 
1.49 
0.39 
1.02 


2. 36     -0. 31 


2.84 
2.67 


2.07 


+0.01 
-0.71 


0.70 
0.70 
0.40 
0.78 
1.20 
1.23 
1.41 
0.63 
0.62 
1.30 
0.56 
1.06 
1.29 
1.17 
1.00 
0.90 
0  64 
1.43 
1.30 
0.57 
n.  76 
1.49 
1.20 
0.78 
0.31 
0.53 

1.67 

1.22 

0.85 

1.67 


13-14 

3-4 

22 

13-14 

4 

22 

4-5 

13-14 

1.3-14 

21-22 

13-14 

27-28 

21-22 

21-22 

4 

22 

21-22 

22 

4-5 

13-14 

4-5 

13-14 

27-28 

28 

27-28 

13 

13-14 

4-5 

4 

13  li 

13-14 

4 

4-5 

13  14 

27-28 

28 

27-28 

27-28 

14 

4t 

13 

13  14 

13-14 

13-14 

13-14 

13 

4 

1.3-14 

13-14 

22 

22 

13  14 


4 
14 

13-14 
13-14 
1.3-14 

4 
13-14 


15.4 

9  7 
13.0 

6.5 
12.5 
11.4 
13.4 

9.5 

7.5 
15.8 

7.85 
16.5 
12.0 
13.3 
15.1 

9.0 
15.0 

9.1 
15.0 
10.0 
12.4 
13.0 
12.7 

4.5 
15.7 
12.0 

6.5 
12.8 
11.0 
16.0 
11.7 
15.0 
13.0 
11.2 
10.8 
17.0 
12.4 
17.2 

5.4 


9.2 
13.7 
9.5 
6.5 
4.2 
4.7 
14.0 
7.2 
6.4 
14.0 
12.0 

11.4 


17.5 
9.5 
7.0 

10.7 
6.8 

13.0 

11.2 


25-26 

26 
3-4 

13 
13-14 
13-14 
1.3-14 
25-26 
3-4 
13-14 
13-14t 

13 
13-14 

13 
13-14 

13 

13-14 

13-14 

13-14 

4 

13-14 

13-14 

4-5 

13-14 

4 

13-14 

13 
13-14 

13-14 


12.0 

12.7 
9.1 

10.6 
4.0 
8.3 
7.5 
9.65 

12.0 


12.7 
9.6 
6.8 
10.6 
7.5 
3  2 
9.6 
7.3 
12,5 
14.3 
21.5 
8.8 
5.5 
11.0 


7.9 
10.0 


7.7 
10.8 


10      9 


15 
8 
14 
14 
6 
7 

11   i  16 
16  I   14 


11  !    9  I    9 

13      10  '  12 

10       5  I     9 

9  I    9 


SW. 

ne. 
ne. 


nw. 
w. 


e. 

nw. 
w. 
nw. 

VI. 

nw. 
n. 
ne. 
ne. 


nw. 
nw. 
ne. 


nw. 
w. 


SW. 

ne. 


SW. 

nw. 


w. 

nw. 

w. 

)t'T. 

n. 

nw. 

e. 

s. 

sw. 
w. 
se. 

SW. 
SW. 
SW'. 

w. 


11  I  w. 


nw. 
nw. 


nw. 
u. 


SW. 

nw. 


nw. 
w. 


11.8.  Weather  Bureau. 
City  of  Aitoona. 
Pcnua.  Turnpike  t'omm 
Mrs.  Mildred  L.  Spencer. 
Clarence  ii.  Miller. 
Charle-  .\.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  liureau. 
Carl  K.  Higger. 
U.  S.  Weatjiyr  Biireau. 
R.  E.  Palmateer 
Wni.  W.  Halligau 
Penna.  Turnpike  Comm 
Andrew  B.  Evan;  lia. 
George  M.  Hart. 
HughC.McIlhcnnv. 
ML'sSallie  M.  John.vm. 
Hanover  I'.vening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &.  Power  Co 
J.  VV.  Shilling. 
Lancaster  Water  Bureau 
Car'ios  I".  Darling. 
Lebanon  Valley  Gas  Co. 
American  Visco.se  Co. 
Samuel  ('.  Dickey.  Jr. 
Sun  Oil  Co. 
U.  S    Weather  Bur>au 
Harry  S.  Fancher. 
L'.  S.  Weather  Bureau. 
New  Jersey  Zinc  Co. 
U.  S.  Weather  BureHu. 
U.  S.  Weather  Bureau. 
Phila.-SuburbBU  Water  Co 
Karl  E.  Karick. 
John  E.  Benner. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau 
Selinsgrove  .\rpt 
Penna.  State  College. 
Metropolitan  Edison  Co. 
U.  S.  Weath'-r  Bureau. 
James  E.  Hwartz. 
Mrs.  M.  Ordelia  Parks. 
M.  S.  Bliss. 
ClvdeT.  Savior 
U.S.  Weather  Bureau. 
L".--.  We-.'.ther  bureau. 
Gordon  E.  Lower. 
York  Wat«r  Co. 


U.  S.  Weather  Bureau. 

Citv  Water  Dept. 

Civil  Aeronautics  Authoiity 

Butler  Eagle. 

Penna.  Electric  Co. 

Walter  B.  Paget. 

Geo.  R.  MuKlerick. 

Potter  Enterprise. 

Miss  N.  Dixie  Wineman. 

Penna.  Turnpike  Comm. 

Donora  Zinc  Works. 

John  L.  McGough. 

Sharon  Steel  Corporation 

U.S.  En.ginesrs. 

William  K.  >\il!er 

Westmoreland  Uater  Co. 

Clvmer  Water  Serxice  Co. 

Pa.  Dept.  Forerl^<4  Waters. 

Jolinstown Tribune  Pub. Co 

Spring  Water  Co. 

Citv  of  Meadvillc. 

r. .?.  Weather  Bureau. 

Perry  P.  flainpbell. 

Nev.-  Ct'Stle  Water  "^o. 

U.  S.  Wenther  Buri!au 

U.S.  Engine--rs. 

West  Penn  Power  Co. 

D.  L.  Grove. 

Allen  E.  Ycxler. 

U.  S.  Engineers. 

r.  S.  Weather  Bureau 

William  W.  Marsttller. 

Merrell  L.  Jordan 

Mfr's  Light  .t  Heat  Co. 


Albion  Higli  School 
D.  S.  Weather  Bureau. 


[See  page  16  for  explanation  of  reference  marks.] 
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Dally  PreoipltatioD  for  February  1948 


Stations 

Counties 

Uay 

of  mouth 

1 

2 

S 

4 

6 

6 

7 

8 

9 

10 

u 

12 

13 

14 

16 

16 

17 

18     19 

20 

21 

22 

28 

24 

26 

26 

■27 

|'28 

'19 

30 

81 

ATLANTIC 

DRAINAGK 
Detfwvtre  lindn 

llFI'Kl!  I)KI  AWAKK 

Dingniaus  Ferry".  0.6 H 

Eiiuinunk- 

llftH  !>.>•■-.  0..">K 

HoUisterville- 

Pike  

.37 

.35 
.^S 
.2^ 
.25 
.41 

.0 
.0! 
.U 
.0:' 
.1? 
.W 

'  .'6i 
T. 
.02 
.06 
.01 
.20 

.'03 

T. 

.02 

T. 

.02 

.05 

.0.5 

T. 

.07 

.05 

.01 

.0.; 

T. 

'.'02 
T. 
.02 

.06 
.04 
.11 
.03 
.08 

1 

T. 

.05 

.03 

.04 

T. 

't  .' 

T. 

.01 

T. 

.05 
.17 

't.' 

.29 

T. 

T. 

. '. '. 

I  T. 

T. 

1 

't. 

.07 

t. 

.0:3 
.0:1 

•r 

't. 

.6- 
.95 
.4( 
.54 
.41 
.63 
.61 
.41 
.67 
.42 
51 

84 

.04 
.13 

.ir 

.26 
.IS 

.08 

T. 

.08 

• 

T. 

.12 
T. 

'.'6'7 
.12 

.09 

.13 

.12 

.07 

.07 

.31 

T. 

.02 

.11 

.07 

t 
.07 

T. 
T. 

'.'20 

* 

T. 

'.'13 

.01 

15 

.08 
.26 
.07 
T. 

'!l2 

'!i4 
.'64 

'.'64 

T. 

.05 
.06 

■:66 

■r'.' 

.02 

.2t 
.2- 
.18 
.04 
.18 
.24 
.21 
.37 
.41 
.35 
.55 
.24 
.48 

.40 
.48 
.40 
.19 
.23 
.33 
.49 
.45 
.72 

.67 
.56 

« 

.51 
.65 
.48 
.85 
.58 
.65 
.58 
..52 
.66 

.60 
.60 
.72 
.59 
.53 

.61 

.70 
.60 

.84 
.60 

• 

.33 
.15 
.30 

.20 
.20 

.28 
.17 
.15 
.25 
.22 
.14 

• 

.17 
.41 
.16 
.20 
.22 
.18 
09 

.08 
.12 
.11 
.OS 
.IS 
.07 
.07 
T. 

1.86 

Wayne 

.13 
T. 
T. 

T. 

.0: 

T. 
T. 
T. 

.6' 
T. 

.OJ 
.01 
.05 

.03 

... 
T. 
.01 
T. 

.0: 
T 
1 
T. 

. 

.. 

....j   .. 

.Oi 

.... 

.23 
.26 
.27 
.24 
.30 
.22 
.34 
.30 
.22 
• 

.21 
.14 

38 
.37 
.33 
..30 
.38 

• 

.50 
.13 

.30 

.39 
.65 

* 

.51 

* 

.38 
.48 
.70 
.35 
.42 
.77 
.36 

.22 
.34 
.50 
.20 
.30 

.27 
.49 
.57 
.35 
.27 
T, 

.20 
.14 

.12 

.21 
.27 
.39 
.45 
.19 
.07 

'.'27 
.15 
.27 
.22 
23 

. 

.01 
.03 
.0! 
T. 

T. 

't. 

'.'44 

'.'62 
.'53 

t. 

'.'47 
.37 
.37 

t. 

.08 

t. 

■f.' 

t 

T. 
.02 

>29 

.. .. 

T. 

'.'07 
T 

T. 

.08 

T. 

T 

.14 

.'20 

.16 
.04 
.16 
.06 

.'63 
.15 
.12 
.15 

.13 
.32 

* 

.09 

.08 

.11 

T. 

T. 

.16 

.09 

.08 

.23 

.18 
.12 
.08 
.11 
.09 

.16 
.17 

.17 
.12 
.22 

* 

T 
.03 

.18 

T. 

.10 

.02 

.02 

.2;^ 

T. 

.11 

.14 
.13 

2.  .52 



1.60 

Wavne 

.0' 

T. 

1.  72 

LftkoviUc- ,  1 N 

Wayne 

Pike 

T 

'i'.' 

T. 

■■i-. 

T. 
T. 

T. 

■r'. 
.02 

T 

1  53 

1.69 

Wayne 

Monroe  .  . . . 

1. 

.2(1 
.0: 

l- 

Ab 

.02 

r. 

.02 
.03 

T  ' 
.02 
T. 
.03 

.05 
.73 
.02 
.08 
.04 
.01 
.09 

:o4 

.04 
.'65 

.04 
.03 
.12 
.02 
T. 

.06 
.03 
.10 
.01 
.04 
T. 

.01 

'.'of 

.11 

• 

.~02 
T. 

.01 
05 

T. 
.01 

T. 

.06 
.01 
.01 

T. 

.0-2 

T. 

T. 

T. 

T. 

T. 

T 

.06 

.06 

T. 

T. 

.01 

.12 
T. 

'."68 

'.'65 

• 
.12 

T 

'.'ue 
.12 

T. 

.14 
T. 

'.'12 
.15 

T. 

.05 

T. 

.69 

.17 

.OS 

.11 

.06 

.13 

.09 
.07 
•| 

.08 

.'01 

.07 
.1- 

.08 
.10 
.15 

.o"; 

.04 
.24 

't. 

T 

.  1'.' 

T. 

.02 

'-r'. 

.05 

.'27 

.'55 
T. 
.41 

« 

.06 

'.'06 
.09 

■r".' 

.09 
.04 
.03 

.05 
T. 

'i''.' 
'.'is 

.04 

■i^V 

.06 
T. 

.09 
.09 
.10 
.02 
.06 
T. 

« 
.25 

.25 
T. 

03 

.'si 

'.'06 

.42 

.14 

.'■22 

T. 

.19 

.87 
T. 

.... 

';6i! 

i.'oi 

.88 
.57; 

'.'64| 
.93! 

.17! 

1.64 

.Mount  Pooouo*,2N 

.42 
.OS 
.24 
.24 

.as 

.10 

.30 
.09 
.68 
.16 
.0.5 
.11 
.37 

T. 

.18 

.... 
.27 

'.'40 

.'9( 
0'' 

.01 

T. 

.01 

'.'61 

2.04 

I'eoks  I'oiid^ 

Pike 

Wayne 

Monroe  

Wayne 

N'rthampton 

Leiiigli 

Lohigh 

1.75 

PU'aaut  Jiount'  ■'',  1  W 

1.89 

Stmud-burg-,2E 

T»\iiiers  Falls'.'*.  I  SK. 
\Vin.U;apl,'>.3S\V.. 

Lkiii<;h 
.vnfntownADt','^.''.-lNE 
A  iteii'Own*'^ 

'.'6i 

'.'64 
.'63 

.06 

';6i 

.22 
.06 
.05 
.04 

2.27 

."i-i 

.01 

.02 

r 

2.13 

.90 

.4f 

.45 
.44 
.42 
.85 
.35 
..35 
.31 
.50 

.'45 
.23 
.72 
.39 
.42 
.31 
.40 
.15 
.43 
.40 
.15 

.43 
..35 
.33 
.31 
.54 

.61 
.42 
.50 
.45 
.35 
.44 

.42 
.28 
.25 

. . . . 

2.20 

1.92 

2,18 

Bctlilehem' 

Blakeslee  Corners'. *.. 

Gouklsboro- . 

Lausforu- 

N'rthampton 

Monroe 

Wayne 

Carbon 

Lehigh . 

'.'67 

T. 
T. 

t' 

T. 

.12 
.06 

'.'ii 

.10 

.05 

.10 
.08 

'.'65 
.11 

t. 

.12 
.15 
.10 
.05 
.05 

* 
.03 

2.22 

$1.34 

1.73 

2.52 

NfA  Tripoli. 

■r'.' 

.'62 

2  12 

Pahiierton',  ^      

Carbon 

Lehigh 

-Mon-gomcrv 

Be'  k.; 

Berks 

Montgomery 
Chester 

r 

..^0 
.5f 

^01 

« 

.16 

'.'is 

.70 
T. 

.62 
.63 
09 
.07 
.61 
.16 
T. 
.40 
.92 
.04 

.6;^ 

.0!i 
.05 
.14 
.65 

.10 
.02 
.25 
06 
.04 
.87 

.04 
T. 

,01 
.12 
.20 
.16 
.28 

'!i4 

.28 
.02 
.01 

1  68 

Ziou  ville,  1  S\V 

2  45 

ScHi  yi.k:i,i. 

.25 

2 .60 

Fiederiok;  ville-.  1  S.  . . 

2.86 
2  15 

■r'.' 

... 

3.73 

Phoriuixville-,  1.5  SE. 

2  41 

Si'huylkill... 
Montgomery. 
Sciiuylkill ... 

.02 
.08 
.06 
.5S 
.07 
.I-i 
.55 

.04 
.55 
.R9 
.12 
.01 

.67 
.93 
.64 

54 

1.74 

Pof'Jtowu-  OoS. 

t'. 

't'.' 

T.' 

2  93 

Pottsville''^ 

2.03 

Rt'adiugi.-'*     

Berks 

Berks  . 

— 

T. 

T. 
T. 

.17 

.01 
T. 

T. 
T. 

.01 
.01 
.25 
T 

T. 

.02 
T. 

.02 
.09 

.58 

't. 

T. 
■f. 

2.07 

2  27 

Berks 

Berks 

Chester 

Bneks 

Bucks  

Montgomery. 
Delaware. . . 

Philadelphia 
Philadelphia 
Philadelphia 
Buck-   

T. 

3  07 

T. 
T. 

'■r ' 

T. 

2.  18 

l,u\\i;i.  Dki,aw.\re 
("oatesville-  

T. 
T 

V 

't'  ■ 

2.38 

Doylestown, 

George  .School^  ...   . 
JIaple  Olen' 

2.14 
2.98 
1.59 
2.53 

2  84 
3.17 

3.48 
2-53 
2.41 
2  62 

Mariu-  Hook^:. 

I'hilacieiphia 

r'nuthivest  .\irport.  ' . 

City  Ollicc'.s 

oiiawjiiout 

Quakerlowu,  0..')  E 

\\\st Che  ter 

West  Grove-.  1.5  SE... 

Chester 

Chester- 

Tioga 

Tioga 

Tioga 

T. 

.69 

.16 
.01 
.20 

.21 
.14 
.  10 
.12 

* 

.34 
.13 

.09 
.07 
.1.=. 
.13 
.12 
.08 
.07 
.17 
T. 
05 

.23 

ClIKMUNO 

Au.-tiuburg','',  2  W 

Coviiigtoii- 

Lawrenceville 

T. 

T. 
T. 

.02 

1.11 

T. 

't.' 
't'.' 

'.'36 
.09 

.01 

0  62 

1  15 

NocTii  Bkanoii 

Herwick 

Columbia 

1.42 
1  38 

C.v.iton2.  1  N\y 

Bradford 

Montour 

T. 

.65 
.62 
.37 
.78 
.30 
.62 
1.62 
.51 
.24 
.54 
.60 
.30 
.88 
.24 
.37 
.24 

T. 

1.01 

1.36 

.98 

1.61 

.45 

.35 

.17 

.20 

1.21 

1.10 

.21 

.70 

T. 

lianvillo- 

.0-2 
.10 

• 

.'03 

.02 

'.'6i 

!66 
'.'62 

1.88 

Jreolaud- 

Luzerne 

Susquehanna 
Columbia,... 

f. 

T. 

T. 

• 

T. 
.02 
.Oh 
T. 

.04 

.02 

.18 

.'62 
.18 
.14 
T. 

.12 
T 
.11 
T. 

I..54 

Hop  Iluttom-.  2  ."< 

.07 
't'.' 
'.'63 

T. 

't.' 

1.94 

Millvillei,"  

1.57 

.Mc-.iioetou',  2S 

Bradford  

T. 

.06 
.04 

T. 
T. 

't.' 

T. 
T. 

1.51 
3,43 
1.05 

MuntroSfS.  3  E 

Orwrfll-.S  N 

Susquehanna 

Bradford 

i^chuylkil! . . . 
Luzi  me 

Park  Piax-e".  1  N\V 

1  17 

Pikes  Creek.  1.5 

1  85 

Rush^ 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  

T.' 
.04 
T. 

T. 

T. 
.08 
T. 
T. 
T. 

.13 

T. 

.18 

T. 

.13 

T. 

.12 
.22 
.11 
.18 
.16 
.60 
T. 

T. 

■,'65 

.05 
T. 
09 
T. 
T. 
T. 

''62 

t'. 

1   53 

Scran  ton ',  •'' 

'.'08 

T. 

T. 

.01 
■r'. 

't'.' 

T. 

.22 
.18 
.19 
.22 
.19 

■f. 

i'V 

T. 

t'.' 

.08 
.02 
.10 
.04 
.09 

.04 

.29 

.07 

.06 

.15 

.40 

.22 

.16 

.13 

T. 

.12 

.09 

.02 

1.10 

S'l-quehanna- 

2.U 

lO'vaiida.  IE 

1  .10 

Tunkhanuoi-k- 

Wyoming..  .. 
Luzerne 

T. 

T. 

.01 

.01 

T. 

T. 

'.'63 
T. 
.05 
.11 

T. 
.64 

T. 

.15 

.06 
.27 
.33 
.22 
.43 
.24 
..37 
.28 
.16 
.35 
.43 
.15 
1.12 

T. 

T. 

T 

.53 
.07 
.03 

'.'61 

0  93 

Wf.-;i  Bra.sch 
Bellefoiite''' 

Centre 

''.^mbria 

1.96 

Cavrolltov,  n-    . .    

— 

.05 
.01 
,03 
.05 

.02 

■r'. 

't. 

T. 
T. 

t' 
'.'o'i 

.10 
T. 

.04 
.50 
T. 

..33 
.18 
.21 
.22 
.20 
.14 
15 

T. 

2.69 

Carter  Cainp-    

Potter 

Lvcoi'.iiug.,. . 
Clearfield  .  . . 

T. 

T. 
T. 

.01 

.15 
.11 

.'21 

• 

.50 
.20 
■■'6 

2.74 

Cedar  R'lnii 

T. 

1.96 

Cleariield- 

'."io 

3  08 

C.,p.!port2. 

Clearfield .... 

T 
T. 

■.'69 

52.  39 

Curwen;  villeApti  6NW 
nriftwoodi,-'- 

Clearfield.... 
Cameron 

T 

T. 

.04 

T. 

.04 
.04 
.02 

'.'62 

2.98 
1.88 

Onshore',  ■' 

Sullivan 

■r. 

.02 

■rV 

.05 

".'62 

•••• 

•  •  •» 

'.'6i 

■r'.' 
.02 

'.'64 

.25 
.30 
.15 
.16 
.13 

f 

'.'ia 

;:;: 

1  .59 

!5a!»lrs  .\}eri',2   , ,    

Sullivan 

Ca.iieron 

Lyroming.  . . . 

T. 

.16 
.12 
.19 
.26 

.18 
.08 

.04 
.04 

T. 

•••• 

2.  24 

Kilipnrium2.  IE    

Kiigli:  h  Ct'nter',  •' 

.... 

$2.34 
1.75 

Galaton 

Potter 

..    . 

.03 

T. 

2.50 

i 

Continued  on  page  12. 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA   riKCTION 


February 


#i 


Daily  Precipitation 

for  February  1948-Continued  from  page  11. 

stations                    Counties 

Day  of  month 

1 

2 

3 

4 

1 
5 

6 

7 

1 
8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

■23 

24 

25 

26 

27      28 

29 

i30 

31 

WEisT  Branch 
(continued) 

Karthaus^ 

Lock  Haven 

Clearfield... 

Clinton 

Elk 

Centre 

Clinton 

T. 

T. 

T 

'i''. 

.1* 
.2( 
.2( 
.6' 
.11 
.•M 
.Ot 

.'3i 
.Of 
.'2. 

.U 
.Of 

.Hi 
.2£ 
.2- 
.•2f 
.2. 
.16 
.3C 
.12 
.21 
.4(1 
.20 
.28 
.08 
.'2fi 
.14 

.13 

.40 
.38 
.74 
.10 
.68 
.33 
.23 
.35 
.07 
.33 
.05 
.10 
.30 
..50 
.08 
.IS 
.2.3 
.38 
.15 
.40 
.19 
.26 
.10 
.20 
.29 
.18 
* 

.45 
.07 

.27 
.19 
.46 
.15 
.17 
.37 
T. 

.'22 
.37 
.61 
.26 
.15 
.40 
.35 
.13 
.16 

'  '• 

.58 

.35 

.40 

.47 

.'28 

.'20 

i   .L 

1 

)  . . . 

.Of 
■1 

.01 
T. 

-oa 

T. 

.04 

" 
T. 
.Oi 
.07 

03 

... 

.0', 

.5( 

l.O 

1    .7 

.0- 

.8f 
.01 

i.'ii 

.'•74 

.IS 
.18 

.'14 
T. 
T. 
T. 

T. 

.31 
T. 
.64 

ii 

n.5( 

)    .6( 
.21 
•  If 
l.Oi 
.0" 
.9- 

.'o- 

.3" 
1.04 
l.OE 

.4S 

T 

.34 

.03 

.21 

.19 

.45 

.43 

.29 

.13 

.4.5 

.19 

.18 

T. 

.08 

.10 

.'21 

T. 

.09 

.18 

.15 

.25 

.12 

.22 

.07 

.24 

.17 

.29 

.15 

.26 

.06 

.09 

T. 

T. 

.'17 
.19 
.35 
.15 
.08 
.15 
.69 
.13 
.18 

.16 
.15 
.14 
.24 

)   .05    .. 

.03    .. 
T.    ... 

! 0-; 

T.      .14 

.IS 
.2C 
.U 
.It 
.U 
.2C 
.2f 

.'ia 

.14 
.24 
.34 
.4C 

.21 
.31 

.39 
.3H 
.48 
.41 
.31 
.31 
.43 
.'21 
.51 
.18 
.45 
.45 
.12 

.35 

.48 
.'29 
.60 
.42 
.30 
.65 
.36 
.39 
.32 
.2:3 
.42 
.14 
.25 
.35 
.'23 
.19 
.66 
.30 
.30 
.33 
.26 
.48 
.48 
.24 
.42 
.50 
.69 
.38 

.60 
.38 
.48 
.43 
.36 
.42 
.52 

.18 

.16 

.07 

.15 

T. 

.10 

.05 

.12 

.'35 
.38 
.05 
.20 
.27 
.17 
.02 

)  ... 
)  ... 

'.'6- 

T. 

r 

T. 
.0.J 

T.' 
T. 

T. 

■r 

T 
T. 

f ' 
T. 
T. 
T. 

T 

.0> 
1    .1! 
.1; 
.1( 
.1( 
.Of 

'!if 

-04 
.\i 
.14 
.0£ 

.21 
.If 

'.'ic 
.12 
.12 
.11 

.06 
.10 
.'21 
.12 
.18 
.04 
.15 
.12 

.IS 

.13 

.16 
.23 
.08 
.'24 
.32 
.21 
.'29 
.28 
.21 
.18 
.14 
.21 
.'22 
.16 
1.04 
.18 

.17 
.16 
.OS 
.18 
.05 
.18 
.17 
.22 
.03 
.35 
.10 

.17 
.37 
.17 
.08 
.10 
.13 
.09 

.46 
.■22 
.51 
.68 
.13 
.13 
.36 
.29 
.06 

'  *' 

.58 
.70 
.41 
.52 
.30 
.24 

)    .0; 
)  .. . 
S    .0 
!    .0 
)   .0. 
)   .0 
!    .Of 

i    ^02 
.K 
T 
.0" 
.OS 

't'.' 

T. 

.06 

T. 

T. 

.03 

.01 

.01 

T. 

'f.' 

T. 

T. 

.05 

.61 

.'62 
.01 
.02 
T. 

_ 

i'. 

T. 

t' 

T. 
'  '.6-2 

.'is 

.03 

'69 
'.'37 

■I' 
.'35 

T. 
T. 

.07 

.03 

.04 

.02 

T. 

.04 

.07 

.02 

.36 

"05 
.05 

T. 
.02 

■r.' 

I   .3 

.2 

1    .3 

L    .3 

)    .1 

.2( 

.1- 

.  '.'3; 
.If 
.2f 
,  -r 

'.'2» 

.'20 
.03 

.2a 

.13 
.23 
.15 
.22 
.21 
.21 
.09 
.24 
.32 
.22 
.17 
.09 

.18 

.18 
.22 
.46 
.13 
.70 
.35 
.2;^ 
.35 
.•£i 
.15 
.29 
.10 
.37 

.a^ 

.42 

.20 

.21 

T. 

.14 

.'22 

.40 

.19 

.•26 

.18 

.2.S 

..32 

.'24 

.36 

.02 

.18 
.25 

1   .11  ... 
> 

2.77 

Medix  Run',  6 

)    .0', 

I   T. 

.1( 

T. 

At 

M 
T. 

.1'. 
.1^ 

.OS 

.2> 
T 

.le 

.18 
.OS 
.O" 

.11 
'1'. 
.11 

'.'35 

.18 
.04 

.16 

■64 
.12 
.02 
.31 
.06 
.04 

T. 

.28 
.01 

.75 

"" 
.04 
.30 
T. 

■.'■2,5 
.18 

.12 
.14 

'."0.5 

* 

12 
.37 

.04 
.05 

'.'23 

.08 
.04 

.28 

.26 

.01 

.02 

.29 

T. 

T. 

.04 

.09 

* 

.06 
T. 
.02 
.14 
.'29 
.05 

!    .Of 
.01 

)  ... 
.01 

t 

i   .0. 
.If 

T 

... 
'  . . . 
)   T. 

... 
.0 

T. 

Of 
T. 

2.10 
2.54 

Philip.^burg',  \7E... 
Renovo^ 

... 

T. 
f. 

.O' 

■''r'. 

T. 

T. 
T 

)  ... 
T. 

... 
T. 

.. 
... 
.0 

. 
T. 
T. 

t. 

T. 

•i".' 

f. 

.'61 
T. 

T. 

'i''.' 

.'.'. 

I    .0' 
1   .0- 
)  T. 

1    .0, 

i    .. 
.2" 

>   T. 
.« 
.Of 

.Of 
T. 

T. 
.04 

■r'.' 
.'62 

T. 

.01 

T. 
T. 

'.'62 

T. 

01 

.01 
T. 

T. 
T. 
T. 

T. 

I ... 
) .. . 

... 

''" 

... 

State  College  1,5 

Tamarack^',  2  3 

Centre 1... 

Clinton 1... 

T. 

T. 

•r. 

T. 

t'. 

■r. 

'.'o 

I  ... 

'.'..'. 

T. 

T. 

.'62 

T. 

T. 

T. 

T. 

.If 

'.'ii 

.02 

1.  88 
1.94 

Trout  Run 

Tyn-.ue  ',5,  4  NE 

VVellsboro- 

Williamsport  Apt.i-4E 
Willianisport^ 

Lycoming.  . 

Blair 

Tioga 

T,ycoming... 
Lycoming.  . 

1 .. . 

.'Ov 

i   T. 

T. 

'  ... 

.0, 
.Oh 

.. 

.Of 
.fl£ 
.08 

.oa 

.03 

.0-2 
.01 
.05 

^02 
.05 
.07 

.05 
.05 

T. 

.06 

.05 

.07 

.07 

.03 

.05 

.11 

.07 

.05 

T 

.04 

.10 

.05 

.03 

JO 

.'08 
.07 
.02 
.07 
.04 
T. 
• 

.08 
.06 

.07 
.16 
.06 
T. 

!  '.'6a 
f. 

T 

1.82 

"2!  32 
1.65 
2.09 

Williamsport^,  4  SE.  . 

T. 

2.^2.5 

Juniata 

Blair 

2.1b 

Brei  zewood',0..5  E 

Bedford 

Bedford 

Fulton 

Juniata 

Bedford  . 

't. 

T. 

2.0(. 

Buffalo  Mills- 

T. 
T. 

T. 

'l' 
.... 

T. 
T 

T. 

i''. 

0.  y.-i 

Burnt  Cabins',  2  NE.. . 

'i-'. 

'.'06 
.02 

EastWaterford^,  3E... 
Everett'^.  0..5  SW 

T 
T. 

■r'. 
'i' " 

T. 

T. 

T. 

't. 

T. 

T. 

1.16 
1.53 

Huntingdon  1)  

Lewistown2,  1  W 

Mapletou  Depot'- 

Martiu.sburg',8 

Mcf -'onuellstow  11^  ,4N  W 
Nells  Millsl.  5,  3..5  NE.. 

Huntingdon 

Mifflin 

Huntingdon 

Klair 

Huntingdon. 
Huntingdon 

Perry 

Bedford 

Huntingdon 

.\dam;- 

Snyder 

Cumberland 
Cumberland. 
Lancaster.. . . 

Dauphin 

Lancaster.. . . 

York, 

Schuylkill  ... 

Dauphin 

York 

Dauphin.  .. 
Lancaster.. . . 
Cumberland. 
Lancaster..  . . 
Lancaster, . . . 

Lebano;\ 

Dauphin 

Dauphin 

Mifflin 

Cumberland . 

York 

Sihuylkill... 

Snyder 

N'umberland 
Cumberland. 
N'umberland 
Y'ork 

T. 

T.' 

T.' 

.06 

1.33 
1.51 
1.'27 
1.38 
1.45 
1.68 

Newport'-' 

feaxton'-,  1  'V 

T. 

l.Hl 
1 .  35 

Shade  Gapi.^O.-'iSW.. 
LwR  Susquehanna 

Arendtsville2 

Beavertown'^ 

Bloseryille,  1.5  N 

Carlisle 

Columbia 

.10 
.02 

.18 

T. 

.21 

T. 

.02 

.17 

.04 

.07 

T. 

.04 

T. 

T. 

.10 

.3 

.'03 
.08 
.45 
T. 

'.'16 

T. 

.10 

.27 

T. 

'.'os 

.17 

.10 

.07 

T. 

.22 

.19 

T. 

.02 
1.32 

.15 

'.'36 
1.53 
.33 
.05 
.70 

• 

.27 
.40 
.28 

'.'oi 



't.' 
.'6i 

.'oi 

T. 

T. 

.12 
'.'62 

T. 

.02 
.'61 

i'" 
'.'62 

f. 

.02 

.03 
1'. 

'.'06 

1.60 

T.' 

i'V 

T. 

't'.' 

T. 
T. 
T. 

't.' 

T. 

.01 

f 
T 
.02 

'.'6'2 
T. 

■f.' 
.02 
T. 

'.'6i 

T. 

r, 

T. 

.03 

.05 

.01 

.01 
T. 

.07 
.03 
T. 

t" 

T. 
T. 
T. 
T. 
T. 

.'65 

... 

T. 

.03 
.18 

.or 

.14 

.04 

'.'6i 
'  .'65 

.13 

't. 

T. 
T. 
.02 

.'62 

T 
T. 

T. 

']'.' 
.08 

'.'oi 

.05 

'.'io 

.04 
.13 
.03 
.12 

.36 
.13 

.06 
T 

't. 

'.'62 

T. 
.01 

't'.' 

t. 
.02 

.'oi 

.05 
.04 
.01 
.02 
.02 
.08 

^03 
.'04 

0.82 

1.19 

"i.'63 
1.60 

:.'.'. 

2.13 

Ephrata 

Glen  Rock', 5.. 

Gordon 

Grantville,2SW 

Hanover- ;:■„■■;, 

HarrisburgApt',  »,3..5S 

Holtwood'-^ 

Huntsdale'-^ 

Kirkuood'.s,  law... 

Lancaster 

Lebanon'' 

Midaietown'.l.OW.... 

1  56 
Z-il 
1.74 
1.74 
1.64 
1.62 
1  28 

1.92 
1.19 
1.54 
1.93 
1.85 
1  95 
1.01 
1.49 
0.86 
1.70 
1.69 
1.2/ 
L62 

T. 

T 
T. 

•r'.' 
.21 

T. 

.19 
.10 

Millersburgl,*.  2E  ... 

Milroy'-^ 

Newburg>.3.5NW 

New  Park.. 

I'ine  Grove-,  1.5  NE... 

Sclin^grovfe 

Shamokin'"' 

Shippeusburg 

'.'61 

1.50 

Wellsville 

1.45 

v\  illiamstown'^ 

Dauphin 

l,'-^" 

York.SSW 

York 

51. 56 

York  Haven2      

York 

T. 

.01 

2.24 

I'otoniar  Basin 
Chamborsburg".  1  SW. 

Franklin..  .. 

Adams 

Bedford 

Bedford 

Fulton   

Franklin 

Franklin 

Allegheny,... 

Jefferson 

Indiana 

Somrrset 

1.80 

1.66 
1.66 
1.73 

Getty- burg 

T. 

r. 
'■r". 
.'67 

T. 

.05 

T.' 

r. 

T 
.04 

'.'06 
.18 

'.'16 
.17 

'ios 

• 

Hewitt ,  2  SW 

Hyndman'-' 

.... 

.;::i 

.'63 
T. 

.'6i 

.05 
.03 

McConnellsburg2 . . 

'i'. 
.  12 

'.'i6 

.26 
.49 
.19 
.28 
.43 
.32 
.24 
.29 
.45 

'• 

.05 
T. 
.20 
.38 
26 
.19 

''l' 
T 

■i ' ' 

1.18 
1.05 
1.16 

Mercersburg2 

South  Mt.  San't'm2,... 

.07 

T. 

.03 
.05 

.'67 

.09 
.02 

T.' 

T. 

'!■ 

.04 
.02 

.05 
.09 

't. 

.10 

T. 

.06 
.14 
.08 
.02 
.05 
.03 
.06 

'.25 
T. 

.'67 
.03 
T. 

T. 

T. 

.'26 
1.10 

.;« 

.16 
.45 

1.07 
.25 
.'21 

1.49 
.02 

.'63 
T 

.10 
.20 

.78 
L23 
.41 

.'41 
.48 
.55 

.07 

T. 

.16 

T. 

1 

.'6.5 
T. 

f.' 

.'06 
.02 
.10 

GULF   DRAINAGE 

Ohio  Bttsiv 
Al.I.BCHENY 

Acmetonia2 

T. 

T.' 

.'06 
T. 

'.'os 

T. 
.03 

1.  38 

2.60 
3  34 
2.16 

Allen..  Mills'.^ 

T. 

tV 

.01 
T. 

.'61 

T. 

.06 
T. 

.05 
.08 
.04 

.'■2,5 

.04 

T 

.07 

T. 

.37 

Blair..V)lle'.  (iNE 

Bo.^wf•ll'^6KW 

Bradford,  4  W 

Brook ville'.  1.5  SW.  ... 

Buckstovv'n'.  ^ 

Clarion'^.  3  SW. 

McKean 

Jefferson 

Somerset 

Clarion 

Eric 

Potter 

Potter 

W'moreland. 
W'moreland 

Cambria 

Cambria 

Armstrong.. . 
Venango 

■I 

r.' 

T. 
T. 

.0'.i 

.04 
T. 
.OS 

'.'6,s 

T. 

'.'64 

'.'69 
.13 
.06 

.17 

.12 
.30 
.09 

■2.53 
2.4'< 
3.09 

2.  38 
■2.66 

■2.82 

^2! -24 
2  17 

Corry 

Coudersport 

Coudersport2,  7.5E.... 

Derry 

Donegal ' 

•••■' 

;:. 

... 

2.18 
?1.S2 
2  69 
2.63 

Dunlo'.  s,  n.,'5SVV 

Ebensburg2  

Ford  Citv^4S 

Frank!m2 

Glen  Hazels.  INE 

Elk 

'9" 
.58 
.08 

2.62 

Indiana.. 

Indiana 

Indiana 

.01 

.34 
.54 
.48 

.02 
.08 
.26 

T. 

.03 

'i'.' 

.02 

T. 

.08 

•'r.' 

.06 

■■'! 

.03 

T.' 
T. 

.17 
T. 

.04 
.34 
.17 

.02 

.20 

.08 
T 

.27 
.34 

.55 

.28 
.14 
.33 

T.' 
.02 

2.83 

Johnstown''.  O.'i  w.  ... 

Cambria 

T. 

T. 

2.58 
2.61 

Continued  on  page  13. 
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stations 


AI.LKOHBNV 

(oi)ntiuued) 

Kano'.  1  N 

Kreirari.  i...  SK 

Lyoipini>,  I.  SK 

Mariom Die'.  ■'' 

Mua>lvilUv',  IS 

MosgniVf- 

Parkers  lauding!'.  .. 
l'itt.sl>iii(rliCty()f'.'. 

Port  Allegany^   

PunxsiitHWuey-. . .  • 
Putueyville'''.  2.5 SIC. 

Riilgwiiy- 

Saltsburg- 

SewariV- 

Shemel>l'.\  f.  \V 

Sii)etln)()rii.\  1  S\V  . 

Slrougstown  1,  ■'' 

Tioueta'-i.  1..5SE  .... 

Tim-ville.  2  8 

fuion("ity',= 

Vandorgrift  - 

Warren- 

Vouiig.sviUe',  •'' 

^^).^•o^•ll.•^HF.l-.■l 
Oonliuence-.  1 .5  N'W. 

ConKells  ville^ 

Dijuora' 

Greeii-boro- 

Greensburg,  2  S 

Irwin 

Meyer^dale2 

Murry.-.ville//i.s 

Pittsburgli  Arpt.  '.^.. 

KicGS  Lauding- 

Somerset 

Springs*.  1  SW 

[Jnioutown 

Waynesburg^ 


BHAVr.K 

Bv'aver  Fall,-.2 

iiiitler 

I'Hircll^' 

Greenville. ..   

Jaiuestowu^,  2NW 

Mercer  Arpt. ",2.5  NE. 
New  Castle',  1.5  N.... 

Pen  u  1 1  lie . '-,  IS 

Ohio 

Claysville- 

Coraopolis-.  IE 

Midlaiid^ 

Washington',  * 

r,Ai<:F.    DRAINAGE 

Albion- 

Erie'.  5 

Raymond',  ■'' 


('(Unities 


McKean...  . 
W'morelaud 
W'nioreland 

ForoM 

Crawford.. . 
Arnu-lrong.. 
Aruistroug.. 
Alleglieny   . 

McKean.  

JetterM>n 

Arm.Ntrong.. , 

Elk 

Indiana 

W'lHoivIand. 

Wurivii 

MrKeau 

Indiana 

Fore.t 

Crawford. . .. 

Erie 

VV'moreland. 

Warren 

Warren 


Somerset 

Fayette 

Washiugtou. 

Greene 

W'moreland 
W'moreland. 

Somer.'-et 

W'moreland 
Allegheny . . 

Greene 

Somerset 

Somerset 

Fayette 

Greene 


Beaver 

Butler 

Meroer 

Mercer 

Meroer 

Mercer 

Lawrence... 
Crawford... 


Wa.<ihingtoii 
Allegheny  .. 
Beaver.. .'. . . 
Washington 


Erie 

Erie, 

Potter 


Dally  Precipitation  for  February   1948-('ontiniird  from  pagr  12. 


Day  o/  mouth 


133466789     10     11     1'/     18     14     15     16     17     18     19     20     21     22     28 


.06 


T. 


.01 


.39   .10 


.08 


.01  .. 
.  04  . . 
.17  ... 

io'i  't. 

T 


,0fi 


02 


.02 


T. 


T. 


.04 


.02 


T. 


.04 


.15 


1.06 
.46 
.12 

I.S8 
.11 
.04 
1 
.6S 

.'oi 

.1 

T 

.02 

.01 
1.35 

.91 
1.00 

.(17 

.42 


.01 
.38 
T. 
.45 
.08 
L17 
.90 
.14 


...[.28 
.01  .03 
.01  .01 
...    .34 


.34 

.45 

.l.i 

.34 

1.'29 

1.46 

1.64 

.22 

.94 

2.00 

1.43 

1.30 

.44 

.78 

.29 

19 

.'28 

1.49 

1. '20 

1.50 

1.08 

31 

L61 


.05 


.08 


,06 


.03 


L15 
.7.1 

1.'20 
86 

L30 
.30 
.27 

1.48 


.24 

.96 

1.00 

23 


.05 


.011  .021.20   .40 
.  03;  .  64   ,  46 

•       •       •     .  88 


.02 


.08 


.02 


.02 


,03 


T. 


.09 


.05 


.03 


T. 


T. 


.06 


.05 


.20 


T. 


.21 


.04 


.13 


24 


26     26 


27     28 


28 


80     81 


.09 


.23 


,07 


.01 

.07 

05 

"te 
■I' 

•  08 
.01 
.05 
.07 
.02 
I'. 
.18 
05 
.03 


.09 


.41 
.22 

.72 
.'29 
.36 
.'28 
.07 
.19 
.33 
.24 
.'24 
.17 
.12 
.64 
.64 
.26 
.31 
.38 
.37 
.13 
.02 
.35 


.03  , 
.08 
T. 
.03  , 
.03  , 
.01 

i"'. 

.37 

r. 

.  23 

r. 

.08. 
.02  '. 

'.in' 


T. 

.06. 


.41 
.34 
.•23i  .26 


.08 

.13 

.06 

T. 

T. 

'.'04 
.06 
.03 
.05 


.10 

T. 

T. 


.04 


T. 

.02 
.02 


T. 


T. 
.02 


.01 

V 

T. 
T. 


.68 


T 

.01 

'.'6'i 

T. 

■r 

T. 

.03 


T. 

.16. 


.59 
.05  . 
.01  . 


2.54 
8.98 
2.70 
5.3.28 
2.  30 
'2.86 
2.69 
■2.10 
'2.08 
3.47 
2. 85 
2.46 
2. '24 
2.94 
2.  90 
■2.45 
2.82 
2.70 
2.73 
$2.  40 
2.15 
1.09 
2.78 


2.75 
L97 
L86 
2  45 
2. '24 
2.39 
2.03 
2.52 
1.90 
2.08 
2.21 
3.07 
2.38 
2.03 


2. '21 
2.43 
1.83 
1.98 
2.04 
2.51 
2.14 
2.42 


1.81 
'2.04 
'2.03 
2.17 


'2.84 
2.67 
2.47 


[See  page  16  for  explanation  of  reference  marks.] 
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February  1948 


Daily  Temperatures  for  February  1948 


Stations 

1 

2 

12 

-   4 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

1 
15      16 

1 

17 

18 

19 

20 

21 

22 

23 

'24 

26     26 

1 

27 

28 

29     30 

1 
31     Mea 

Albion/ 

.  (  Maximum.. 

\  Minimum.. 

12 
-10 

30 

9 

24 
9 

21 

-  5 

25 
-10 

33 

-  8 

21 
10 

11 

-18 

24 
-14 

35 
-10 

36 

18 

38 
•26 

39 
25 

45 

21 

52 
33 

61 
35 

62 
35 

63 
33 

30 
12 

33      41 
6      12 

43 
12 

53 
'22 

43     43 
22     33 

63 
34 

48 
22 

29 
•20 

1 

36.  S 

12.  H 

Allpntown  Arpt.^M  N} 

J  1  Maximum.. 
\  Minimum.. 

23 

34 

30 

14 

31 

27 

31 

31 

24 

21 

26 

39 

35 

43 

33 

41 

48 

51 

55 

47 

30|     '29 

32 

35 

46     44 

46 

37 

40 

35.  H 

0 

9 

14 

10 

12 

11 

0 

8 

-  3 

-  2 

4 

25 

18 

•28 

17 

16 

31 

28 

33 

20 

17 

18 

8 

4 

30)     34 

29 

33 

23 



16  4 

Alleiitown  / 

.  (  Maximum.. 
\  Minimum.. 

26 

36 

81 

21 

30 

28 

30 

34 

27 

22 

29 

41 

43 

47 

42 

43 

65 

57 

60 

43 

41 

32 

35 

3,i 

46 

46 

49 

42 

41 

38.3 

-  2 

3 

14 

13 

13 

18 

1 

2 

5 

3 

4 

11 

22 

•25 

22 

19 

20 

27 

33 

37 

IS 

18 

12 

6 

11 

34 

30 

32 

33 

16.7 

Altoona.-4.5  W 

.  /  Maximum.. 

28 

31 

28 

22 

24 

31 

29 

27 

18 

21 

28 

36 

34 

52 

39 

47 

52 

59 

68 

59 

29 

31 

34 

36 

47 

48 

57 

65 

55 

39.  1 

\  Minimum.. 

-  3 

13 

18 

11 

12 

15 

3 

14 

-  8 

0 

7 

21 

24 

29 

16 

21 

33 

32 

35 

21 

11 

20 

14 

18 

•25 

38 

32 

39 

30 

18.7 

Aroudtsville/ 

.  (  Maximum.. 
\  .Miuimuri!. . 

28 

35 

37 

23 

30 

31 

34 

33 

20 

•23 

•27 

46 

49 

48 

42 

46 

59 

63 

66 

37 

33 

35 

33 

36 

54 

58 

59 

56 

43 

40.8 

4 

13 

17 

16 

16 

16 

5 

11 

2 

5 

2 

16 

26 

30 

•20 

21 

24 

32 

34 

35 

17 

'20 

13 

8 

17 

32 

27 

35 

36 

19.0 

Beavertown/ .  , 

.  i  Mi-ximum.. 

32 

34 

32 

28 

29 

35 

30 

31 

22 

25 

27 

39 

44 

37 

46 

52 

57 

67 

37 

30 

35 

38 

44 

46 

50 

56 

■   •  ' 

46 

38.4 

!  Mininiiim .. 

-   4 

12 

10 

8 

9 

19 

-  3 

12 

-14 

-12 

-  6 

7 

15 

"■29 

30 

16 

33 

27 

29 

28 

11 

15 

11 

10 

11 

35 

24 

31 

31 

14.6 

Ber\\'ick ■ 

.  /  Maximum.. 
\  Minimum.. 

2.') 
-11 

32 

8 

29 
11 

24 

12 

26 
12 

29 
13 

29 

-   7 

30 

23 
-11 

23 

-  8 

23 
-  2 

38 
21 

34 
18 

48 
33 

37 
16 

47 
18 

52 
32 

55 
■25 

58 
34 

60 
25 

31 
16 

32 
20 

38 
14 

38 
11 

43 
32 

47 
34 

48 
27 

46 
35 

41 
32 

37.4 

16.6 

Bethlehem  1 

.  /  M;',xiraum.. 
\  Minimum.. 

41 

34 

18 

29 

30 

32 

33 

27 

•23 

27 

41 

36 

46 

36 

46 

56 

58 

61 

67 

33 

30 

34 

37 

47 

46 

61 

4U 

42 

38.! 

23 

17 

11 

12 

19 

10 

13 

9 

6 

12 

27 

25 

28 

•22 

24 

45 

34 

38 

23 

19 

21 

20 

14 

32 

37 

36 

34 

24 

2i.7 

Blairsvillei-ONE 

.  )  Maximum.. 
1  Minimum.. 

35 

25 

22 

30 

26 

25 

35 

30 

19 

23 

40 

37 

50 

55 

36 

51 

51 

57 

68 

45 

29 

33 

35 

42 

46 

44 

52 

62 

35 

3H.  2 

11 

12 

14 

17 

16 

12 

7 

2 

-  2 

-    1 

14 

•25 

28 

21 

13 

2'J 

38 

35 

45 

11 

6 

17 

17 

20 

31 

32 

30 

3.". 

21 

19.2 

Brariford-4  W 

.  (  Maximum.. 
\  .Minimum.. 

34 

31 

29 

24 

25 

25 

34 

34 

■20 

■22 

32 

36 

38 

52 

30 

52 

49 

.50 

62 

■29 

■24 

33 

38 

43 

42 

39 

46 

55 

43 

36.9 

-20 

0 

11 

9 

—  5 

-  9 

-   3 

11 

-19 

-21 

-  4 

27 

10 

•23 

-   I 

13 

35 

28 

27 

11 

3 

3 

5 

18 

26 

31 

27 

34 

■2.i 

.... 

10.1 

Brookville' 

.  j  Maximum.. 

2>.) 

29 

25 

23 

24 

28 

32 

29 

19 

23 

36 

36 

48 

50 

:ii 

50 

49 

51 

66 

38 

•28 

36 

37 

43 

44 

43 

48 

59 

37 

37.8 

(  >'inimum.. 

-  4 

8 

8 

10 

6 

2 

-  9 

-   1 

-■20 

-13 

6 

22 

21 

21 

7 

18 

32 

31 

31 

11 

6 

20 

13 

19 

32 

29 

25 

37 

•20 

13.3 

Burnt  Cabins'-2NE... 

.  (  Maximum.. 
\  Minimum.. 

35 

36 

35 

24 

26 

34 

27 

32 

■25 

27 

26 

47 

36 

40 

40 

47 

65 

62 

63 

56 

35 

33 

39 

34 

62 

55 

58 

69 

42 

41.2 

-  6 

10 

12 

18 

6 

12 

-   1 

14 

-   4 

-  8 

-  1 

20 

23 

28 

20 

•23 

26 

27 

•29 

16 

11 

18 

8 

2 

27 

37 

24 

41 

31 

16.0 

Butler 

.  /  M.-xximum.. 
\  ^Iinimum.. 

31 

31 

32 

26 

28 

26 

28 

31 

28 

21 

35 

40 

40 

52 

41 

52 

.57 

55 

67 

67 

27 

37 

36 

46 

63 

47 

60 

62 

63 

41   7 

12 

8 

15 

16 

19 

18 

-  6 

10 

-16 

-    5 

12 

32 

19 

•29 

8 

25 

35 

31 

35 

I" 

10 

■20 

■20 

22 

32 

40 

25 

43 

25 

19.0 

CantonZ-lNW 

.  (  Maximum.. 
\  Minimum .. 

22 

31 

24 

14 

20 

24 

29 

27 

14 

17 

27 

38 

45 

42 

32 

42 

48 

49 

60 

25 

•28 

28 

32 

3:^ 

42 

4:3 

43 

41 

28 

32.  3 

-  8 

-  6 

11 

5 

5 

3 

3 

8 

—  7 

-  9 

9 

13 

16 

■25 

5 

19 

■25 

30 

32 

19 

7 

9 

7 

9 

16 

28 

29 

30 

•24 

V2.  3 

Carlisle 

/  Maximum.. 

27 

35 

38 

30 

27 

30 

26 

36 

■24 

•/2 

20 

43 

40 

46 

40 

48 

60 

62 

62 

55 

35 

32 

36 

36 

45 

56 

58 

54 

47 

40.  3 

>  Miniunira.. 

-  1 

1  ' 

IS 

13 

13 

18 

(1 

19 

2 

(1 

-   2 

19 

■23 

30 

■22 

•22 

30 

27 

32 

29 

16 

20 

9 

4 

30 

37 

26 

35 

30 

18.2 

ChamtKjrsburs:''-!  SW.  . 

.  ;  Mnxiinum.. 
\  Mininuun.. 

30 

35 

36 

20 

29 

30 

28 

35 

■23 

25 

22 

42 

34 

4> 

41 

49 

58 

64 

64 

54 

34 

37 

39 

37 

48 

67 

69 

59 

51 

41.1 

4 

9 

18 

16 

13 

18 

5 

15 

3 

2 

1 

20 

25 

30 

22 

•2;^ 

34 

30 

33 

25 

18 

21 

9 

6 

31 

37 

28 

36 

31 

19. 1 

Cl8Tionfi-3  SW 

,  /  .Maximum.. 
\  Minimum .. 

31 

31 

27 

■2n 

25 

27 

32 

29 

'24 

•24 

38 

39 

40 

48 

36 

53 

49 

56 

66 

59 

28 

38 

39 

46 

46 

44 

60 

60 

45 

39.8 

-  8 

-  2 

9 

7 

8 

10 

-11 

8 

-20 

-17 

-  1 

30 

19 

25 

3 

13 

'26 

■23 

■27 

14 

3 

16 

12 

19 

25 

31 

18 

36 

26 

12.0 

Claysville 

/  Ma.ximum.. 

28 

31 

29 

34 

33 

30 

37 

35 

22 

30 

45 

37 

55 

57 

42 

57 

.57 

64 

69 

58 

28 

38 

42 

.54 

48 

53 

56 

66 

.50 

44.3 

\  Miiiimnni .. 

15 

10 

18 

19 

19 

15 

0 

13 

-12 

0 

10 

29 

27 

'2<.! 

15 

•25 

33 

32 

42 

20 

11 

19 

16 

•22 

32 

37 

25 

47 

27 

•20.5 

r'rtiilnort  /              

.  (  Maximum.. 
\  Minimum.. 

31 
2 

29 

8 

28 
14 

25 

8 

7 

33 
10 

31 

6 

22 
6 

23 

-   8 

21 
0 

35 
13 

38 
16 

51 

20 

•29 
11 

37 
5 

50 
16 

50 
19 

56 
26 

67 
30 

.30 
18 

31 

8 

36 
10 

:ri8 
6 

43 

8 

47 
18 

46 
38 

54 
24 

64 
25 

35 
•29 

38.1 

\j\jAiiJ\ji y^  1 1  ...-■•-••*■■* 

13.,'i 

Coatesville/. 

/.Maximum.. 

2- 

35 

36 

21 

33 

33 

31 

35 

•22 

24 

30 

41 

48 

48 

37 

45 

66 

60 

65 

41 

34 

33 

34 

39 

.5:i 

52 

55 

40 

43 

39.7 

\  Minimum .. 

2 

8 

14 

14 

13 

18 

-  2 

0 

0 

4 

6 

16 

■22 

28 

19 

18 

21 

26 

31 

35 

18 

19 

19 

6 

9 

34 

24 

2s 

31 

16.6 

PoliiTiihia,            

.  (  Maximum.. 

\  Minimum.. 

311 
3 

39 
13 

36 
20 

32 
16 

32 

8 

33 
11 

32 

1 

27 
19 

26 

2 

28 

1 

■29 
4 

48 
24 

40 
25 

50 
33 

41 
23 

46 
24 

62 
36 

65 

■28 

64 

33 

58 
31 

35 
19 

35 
22 

38 
14 

.39 
10 

,53 
32 

56 
41 

58 
27 

52 

38 

45 
3:) 

42,4 

I^UiU  II  t  UlA-    ....•■   ..••■•■ 

•20.4 

Corry 

/  Maximum.. 

32 

.30 

28 

27 

25 

•23 

32 

•29 

17 

■23 

34 

34 

42 

50 

31 

48 

46 

4f- 

62 

58 

24 

37 

46 

49 

45 

40 

47 

57 

.37 

38.0 

\  ■•lini;nwi!i.. 

-12 

9 

10 

12 

—  2 

-  4 

4 

9 

-17 

-14 

2 

26 

12 

23 

5 

22 

35 

32 

33 

12 

10 

14 

14 

•23 

36 

34 

26 

36 

23 

14  2 

Courtersport 

/  Maximum.. 

V  Minimum . . 

Curwen.5Ville'-6  NW  . . . 

.  (  Maximum.. 
\  \rinin!um .. 

•26 

Z3 

23 

"17 

•22 

•29 

"■2'7 

•26 

"ii 

20 

"31 

34 

'44 

"49 

"32 

'47 

"47 

,51 

62 

"si 

"26 

"32 

"32 

"3.5 

42 

"41 

"48 

"60 

'33 

':34.' 

0 

•J 

6 

11 

3 

8 

0 

-   1 

-10 

-   1 

8 

21 

23 

16 

6 

■22 

32 

33 

37 

8 

4 

15 

111 

14 

26 

28 

26 

:W 

17 

13. : 

p. 

.  (  .Maximum.. 
\  Mininnira.. 

32 
15 

31 
16 

27 
20 

35 
16 

32 
•24 

31 

16 

40 
-  3 

37 
16 

21 

-10 

32 
-10 

46 

20 

39 
29 

57 
27 

61 
•29 

42 
18 

56 

28 

56 
42 

63 
36 

70 
54 

63 
21 

31 
12 

47 
29 

42 
21 

48 
25 

49 
38 

50 
30 

55 
30 

67 
48 

4V 
•28 

... 

45.! 

uerry. 

•23.1 

Donesal' 

.  (  .Maximum.. 
\  Mininuun.. 

34 

27 

27 

34 

30 

28 

36 

30 

20 

27 

43 

35 

50 

50 

36 

51 

50 

59 

66 

46 

29 

M 

35 

4.S 

46 

46 

65 

6(1 

36 

40.1 

10 

10 

15 

13 

16 

0 

—  p 

2 

-14 

-   1 

11 

•20 

24 

•22 

16 

19 

34 

33 

35 

12 

8 

16 

14 

•20 

34 

.35 

24 

36 

•20 

16.5 

Donora^ 

.  ;  .Slaxiraum.. 

31 

33 

33 

36 

31 

34 

41 

25 

23 

29 

48 

44 

56 

.58 

42 

69 

59 

66 

7i) 

50 

33 

39 

45 

55 

51 

58 

69 

70 

17 

46.0 

\  Minimum.. 

19 

19 

23 

23 

25 

25 

8 

23 

0 

9 

20 

36 

32 

34 

21 

■29 

42 

,36 

44 

'25 

15 

■24 

21 

28 

41 

48 

63 

47 

33 

■27.7 

Eagles  Mere/ 

.  t  Maximum.. 

20 

2H 

•2-J 

18 

20 

28 

2;^ 

23 

22 

■20 

25 

31 

40 

40 

28 

38 

48 

47 

47 

■24 

21 

■22 

33 

29 

37 

39 

42 

37 

30 

30.5 

\  Minimi 'm.. 

-  6 

8 

12 

5 

4 

4 

7 

6 

-  5 

-  6 

-  5 

11 

20 

21 

6 

8 

25 

31 

30 

■22 

5 

5 

8 

9 

14 

20 

26 

•28 

2^ 

11.  8 

East  VVaterford";!  E  . . . 

.  /  Maximum.. 
\  Minimiiiii.. 

25 

29 

28 

20 

22 

29 

23 

27 

17 

21 

24 

36 

31 

45 

36 

42 

49 

54 

5S 

57 

28 

26 

31 

•29 

46 

46 

52 

51 

50 

35.6 

7 

14 

19 

11 

10 

14 

13 

12 

-  1 

-   1 

8 

22 

26 

26 

17 

28 

37 

40 

34 

21 

10 

16 

15 

15 

26 

36 

iS 

35 

•28 

19.7 

Ebeuiiburg/ 

.  (  Maximum.. 
1  Minimum.. 

33 

25 

24 

27 

29 

28 

31 

16 

22 

■27 

34 

:« 

49 

30 

44 

47 

47 

.59 

64 

25 

31 

36 

36 

43 

46 

44 

53 

61 

31 

37.0 

2 

11 

14 

11 

11 

13 

4 

14 

_   7 

2 

9 

22 

22 

•28 

12 

21 

37 

35 

39 

16 

7 

16 

12 

16 

25 

38 

•28 

38 

■26 

18.0 

Kinporium/-!  E 

.  /  Maximuni.. 

36 

34 

33 

33 

32 

36 

35 

25 

25 

30 

32 

40 

55 

38 

34 

53 

53 

56 

66 

61 

36 

38 

42 

43 

45 

f 

53 

61 

35 

41.2 

\  Miiiinuim.. 

-15 

10 

10 

9 

-  3 

—  2 

-  7 

7 

-■20 

-20 

-16 

11 

16 

32 

-  8 

13 

14 

■27 

27 

18 

6 

12 

9 

9 

20 

32 

25 

27 

31 

9.4 

Ephrata/ 

.  /  Maximum.. 

27 

36 

38 

31 

34 

32 

31 

35 

30 

25 

28 

43 

34 

46 

38 

43 

58 

61 

62 

59 

38 

31 

38 

39 

50 

51 

58 

43 

45 

40.  8 

^  Minimum  .. 

4 

14 

21 

16 

10 

19 

-   1 

21 

3 

1 

7 

•23 

27 

33 

22 

2.5 

36 

33 

37 

31 

18 

21 

16 

10 

31 

40 

31 

37 

33 

21 . 3 

Eriei 

.  (  Maximum.. 
\  Miiiir.nim .. 

28 

34 

24 

22 

•20 

22 

33 

26 

16 

17 

33 

31 

51 

42 

34 

.52 

50 

,50 

65 

32 

21 

28 

33 

53 

47 

42 

38 

51 

39 

35.  8 

7 

15 

13 

16 

11 

8 

15 

9 

3 

6 

17 

24 

24 

21 

13 

34 

40 

35 

32 

13 

16 

21 

20 

•29 

36 

35 

30 

:^S 

■23 

20.8 

Everett' -0.5  SVV 

.  /  Maximum.. 
\  Minimum.. 

32 

34 

32 

28 

■29 

35 

29 

35 

25 

28 

33 

43 

35 

64 

42 

,52 

55 

61 

69 

50 

.35 

32 

36 

37 

51 

52 

59 

72 

44 

42.0 

6 

15 

13 

19 

14 

12 

15 

9 

—  7 

-  2 

-    5 

23 

'25 

•28 

23 

20 

26 

26 

31 

21 

16 

14 

0 

3 

23 

40 

•28 

39 

29 

17.4 

FshtbH 

.  /Maximum.. 
\  Minimiun.. 

28 
13 

32 
9 

32 
4 

30 

30 
9 

•23 
6 

29 
0 

•29 
-  9 

16 

0 

24 
0 

37 
12 

37 
32 

.50 
28 

51 
•23 

32 
13 

54 
'26 

55 
38 

60 
37 

67 
40 

65 
16 

24 
13 

38 
17 

44 
•2-2 

53 
26 

52 
40 

50 
35 

54 
32 

58 
42 

51 
23 

41.6 

19.1 

Ford  City  /-4  S  .   

.  /  Maximum.. 
\  Minimum.  . 

33 

31 

24 

29 

■28 

29 

32 

21 

18 

25 

41 

48 

.57 

34 

40 

55 

53 

59 

68 

-15 

1 

1 

14 

16 

15 

-10 

-  9 

-21 

-18 

-12 

13 

22 

32 

12 

14 

19 

26 

27 

'is 

"8 

"\2 

"ie 

"14 

"i4 

36 

'21 

"23 

"m 

11.0 

Franklin/. 

.  /  Maximum.. 

30 

32 

22 

28 

28 

26 

32 

19 

■23 

■29 

38 

36 

51 

35 

36 

.50 

52 

,59 

66 

23 

27 

40 

43 

48 

46 

45 

51 

60 

33 

38 .  •> 

i  Mini  Ilium.. 

-18 

-  2 

3 

13 

12 

1 

-  6 

-  6 

-13 

-13 

-11 

17 

21 

32 

9 

9 

21 

31 

31 

16 

10 

10 

16 

18 

24 

36 

25 

2.'^ 

32 

11.  8 

Frederirksville-1  S 

.  /  Maximum.. 
\  Minimum.. 

24 

32 

34 

28 

29 

30 

•29 

32 

21 

20 

28 

40 

38 

46 

34 

41 

,53 

56 

60 

59 

31 

30 

■26 

34 

47 

47 

,50 

40 

3!> 

37.  2 

2 

9 

19 

11 

10 

15 

-  3 

■20 

-  6 

1 

0 

24 

20 

30 

17 

17 

36 

26 

32 

25 

14 

18 

10 

2 

■29 

34 

■23 

32 

28 

17. 1 

Freeland 

.  /  Maximum.. 
\  Minimnm .. 

28 

27 

25 

21 

25 

■25 

27 

25 

■25 

22 

25 

35 

30 

44 

32 

38 

47 

49 

48 

50 

44 

30 

S*- 

29 

42 

38 

43 

37 

3.=- 

33.0 

4 

13 

14 

6 

8 

12 

6 

10 

-  4 

3 

1 

21 

18 

27 

10 

19 

32 

33 

31 

18 

8 

13 

12 

10 

2;^ 

•29 

26 

28 

•20 

15.6 

George  School*' 

.  /  Maximum.. 

\  Minimum.. 

29 

37 

31 

2-2 

31 

30 

31 

35 

20 

25 

30 

40 

34 

51 

34 

45 

52 

55 

65 

56 

34 

34 

35 

36 

50 

■i- 

51 

!0 

44 

38.7 

5 

8 

19 

14 

12 

16 

-  4 

18 

-  1 

2 

5 

27 

72 

30 

18 

19 

40 

2S 

3;^ 

25 

17 

■21 

17 

3 

29 

:!t 

27 

33 

.30 

IS.  9 

Gettysburg 

.  )  .Maximum.. 

27 

36 

36 

34 

29 

33 

27 

35 

25 

■23 

24 

43 

38 

48 

42 

47 

59 

63 

68 

6.5 

,33 

32 

:W 

35 

57 

.5'> 

61^ 

55 

,53 

42.0 

\  ^linimum.. 

8 

14 

25 

18 

16 

18 

1 

17 

4 

4 

-   2 

22 

23 

32 

•25 

26 

38 

,32 

,35 

32 

19 

■22 

12 

5 

32 

41 

30 

41 

35 

21.6 

Gordon 

.  /  ".!■:! -minium.. 

28 

32 

32 

16 

25 

29 

28 

29 

19 

•24 

27 

38 

36 

43 

34 

43 

56 

,56 

56 

48 

32 

31 

37 

34 

49 

46 

48 

44 

36 

36.  I 

\  Minimum.. 

-13 

8 

7 

7 

12 

10 

-12 

19 

-  7 

0 

-  5 

23 

15 

31 

17 

16 

31 

22 

■29 

25 

12 

18 

4 

0 

•29 

34 

•23 

.32 

29 

14.3 

Greensburg-2  S 

.  /  Mn  Kiimim.. 

33 

30 

31 

34 

.33 

31 

38 

36 

20 

29 

44 

39 

55 

60 

41 

58 

56 

63 

70 

63 

31 

37 

40 

53 

48 

62 

67 

68 

65 

46.  0 

>  Minimum.. 

14 

9 

19 

12 

22 

n 

-  9 

12 

-•20 

13 

3 

31 

22 

31 

19 

19 

29 

24 

30 

•22 

13 

19 

8 

13 

31 

43 

•22 

41 

31 

18.6 

Hanover/  

.  /  M.iximuKi.. 
\  Miniivmm.. 

29 

37 

37 

24 

29 

33 

27 

32 

•22 

25 

29 

41 

46 

46 

43 

49 

63 

66 

70 

37 

37 

34 

38 

38 

65 

60 

62 

62 

48 

41.7 

1 

10 

IS 

21 

15 

17 

11 

13 

6 

5 

5 

16 

28 

30 

25 

27 

32 

36 

39 

36 

19 

20 

17 

14 

17 

36 

.32 

34 

34 

21.2 

IlarrisburgArpt.  1-3.6  S 

.  /  Maximum.. 
\  Miiiimuin .. 

31 

35 

33 

20 

26 

30 

28 

34 

20 

•2:2 

25 

42 

36 

48 

39 

48 

56 

61 

66 

57 

32 

30 

34 

35 

46 

55 

57 

44 

46 

.39  2 

6 

15 

19 

!.=> 

15 

18 

6 

16 

6 

2 

4 

22 

28 

31 

•25 

■£\ 

34 

31 

37 

26 

19 

21 

17 

10 

32 

38 

30 

3."; 

•28 

21.0 

Hawley-0  5E 

.  /  Maximum.. 

29 

34 

27 

17 

38 

29 

35 

28 

20 

23 

26 

38 

34 

48 

31 

43 

50 

48 

53 

53 

30 

30 

3- 

36 

45 

39 

41 

35 

35 

35.  6 

\  Minimnm .. 

-24 

1 

12 

3 

8 

6 

-11 

8 

-11 

-20 

-12 

25 

6 

30 

12 

4 

35 

25 

■24 

21 

8 

18 

5 

-  1 

27 

30 

■2» 

29 

21 

10.6 

Hewitt-?  SW 

.  i  Maximum.. 
\  Minimum.. 

35 

36 

36 

35 

30 

32 

37 

36 

25 

35 

35 

48 

38 

62 

45 

56 

60 

65 

72 

64 

57 

37 

38 

39 

51 

58 

61 

72 

68 

46.7 

2 

10 

12 

10 

11 

11 

-  5 

-  2 

-  6 

-  5 

18 

15 

23 

21 

18 

16 

28 

20 

47 

56 

7 

0 

0 

-  6 

15 

23 

40 

4.5 

35 

15.7 

Holtwood' 

.  /  Maximum.. 
\  Minimum.. 

27 

36 

34 

28 

28 

33 

28 

34 

19 

23 

27 

39 

36 

48 

40 

44 

55 

61 

60 

54 

35 

30 

33 

37 

6.5 

53 

.56 

41 

41 

39.1 

8 

14 

19 

17 

14 

10 

1 

12 

-  2 

3 

5 

26 

25 

33 

24 

25 

31 

28 

36 

25 

21 

24 

19 

17 

33 

35 

30 

36 

29 

... . 

•20.6 

Continued  on  page  15. 
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Dally  Temperatures  for  February  1 848— Coutluued  from  pane  1 1 


Stations 


lluiitiiiKiloii/ 

Indiana -'-5 SK 

Irwiii  

.lanu'sunvii/  ■JNW  — 

Johnstown/ 

Kane'  1  N 

l,niu'n.--tfr 

1  iiwiviu'i'VilU'         

Let'Hiioii      - 

Lewisti)«n/-'2S\V" 

Lock  Haven/ 

Mttrc!i>  IlooU/ 

Martin^burg'/ 

M.^Hilvil'.'/l  S 

Merc..-r'-'2r>  NE 

Mi(l'11eti)\vnl-1.5VV.  .. 

Miillaiidi' 

M  ontrose  .'-3  1". 

Mt.  rocoiio'-2  N 

NewCastle«-1.5N 

Paliiiertoo' 

Park  I'lad-'-l  N\V.... 
Phiia.  Arpt."-7S\V... 
Philadlphia  C.O.I.  .. 


.  /  Ma.\inunii. 

\  .Minimum. 
.  )  Maximum. 

\  Minimum.. 
,  )  Maxinnini. 

\  Miniuunn.. 
.  (  •laxiuuir.i.. 

\  Minimum.. 
.  I  .Maximum.. 

\  .\|inimuni.. 
.  /  Mi;xiinuin.. 

\  .Mininnuii. 
.  )  M»  vinnim.. 

\  Mininniiii.. 
.  (  M!\xii:umi.. 

\  Minimum.. 

.  /  .Miiximiun.. 

\  .Minimum.. 

/  Moxiuiuni.. 

\  Minimuiu.. 
.  I  .^luximuni.. 

\  Minimum.. 
.  /  .\!;\xinnim.. 

\  Minimum.. 
.  /  Maximum.. 

\  Minimum.. 
.  /  M-HXimnm.. 

\  Minimum.. 

(  Maxinmin.. 

( .Miinmum.. 

/    tnximum. 

\  N!i'iimum  . 


/  \liiximum.. 

V  .Mii\imuni.. 
.  /  ^'.aximum.. 

\  Minimum.. 
.  )  .Ma.ximum. 

^  Minimum.. 

/  \iaxiranni. 

\  Miniumm., 
,  /  Ma  ximum.. 

>  '■iininn?m 

/  Maximum.. 

\  Minimum.. 
.  /  .Maxinnur... 

\  Minimum.. 

)  UMxiraura.. 

\  .Minimum.. 


Phfia.  Sh.awmont .. 
Pljilip-^burg'-T  ], .  .. 
Ph',>auixville-1.5SE 
Pittsburgh  Arpt.'-7.i 
Pittsburgh  City  Office 

Port  Clinton/  

Putney ville/-2.5  SE.. 

Qua':crto\vn-0.5  K  . . . 

Roading' 

Ridgwa  y  / 

Scrantoc' 

Soiinssrove 

Shippen-;hurg 

Somerset 

3prings6-t  SW    

State  CoUege' 

3troudsburg/-2  E.  ... 

Snnlmry' 

ra!naraclc/-2  S 

rione  ta/1.5SR 

ritnsvinc-'.'S 

rowanda-l  ]•> 

runkliannock/ 

Uniontowu 


\!a 


aximum.. 

\  Minimum..' 
/  M.'ixinunn.. 

I  Minimum 
. . . .  /  Maximum.. 

\  .Minimum.. 
5SE 


)  /  MMximaiu.. 

\  \rinimnra.. 
.  /  Max; 

\  Mini 


Maximum.. 
mum.. 
.Maximinii.. 
Minimum.. 
.  /  Maximum.. 
\  Minimum.. 

.  /  \ltiximum.. 

V  .Minimum.. 
.  /  Maximum..; 

\  ^linimum.. 
.  (  V'axiinum. 

\  Minimum. 
.  /  Maximum. 

\  .^Ujiimum. 
,  (  Maxiraim). 

\  M  •  uimum  . 

/  Maximum. 

>  Minimum. 

/  Maximum. 

I  Minimum.. 

/  .Maximum. 

\  .Minimum.. 


33 

-14 

15 

-  5 
32 
K! 
•28 

-  1 
28 

-  4 
28 

6 
28 
3 

30 
19 
24 

-11 
28 

-  5 
31 
12 
2.'i 

-  6 
25 

1 
29 

in 

30 
12 

27 

r 

2 

10 

45 

15 

30 

15 

31 

19 

30 


28i  30 

16j  11 

30j  34 

20  16 

26  35 

29  S'i 

21 1  19 

2.1!  23 

6l  4 

36!  32 


.  /  Maximum. 

>  Minimum.. 

/  Maximum. 

I  Minimum.. 
.  I  Maximum  , 

1  Minimum. 
.  /  ^Taximum. 

^  Minimum.. 
.  /  Maximum. 

I  Minimum., 

/  Maximum 

\  Minimum.. 

f  '^laximnni. 

1  Miniminii 
■  /  Maximum. 

I  Minimum.. 
.  *  Maximum. 

'  -Minimum.. 


-10 

21 
-  A 
29 
5 
.35 
-25 
26 

-  ■) 
28 

-12 
30 

4 
33 
11 
33 

3 

28 

-  2 
28 

4 

25 

-10 

29 

-  8 
32 

-15 
29 

-  4 
20 
■73I 
31 
22 
33 
17 


12 
25 
9 

33 
12 
34 
18 
26 
2' 
40 
26 
27 
14 
23 
11 
25 
II 
34 
17 

29 
15 
18 
10 
22 
3 
•29 
12 
29 
13 
25 

in 

35 
22 
36 
•24 

35 
21 
23 
3 
35 
-  3 
28 
IS 
.30 
20 
30 
10 
25 
10 


34 

32 

2 

IH 

37 

35 

17 

22 

28 

27 

-11 

9 

,32 

25 

17 

13 

,3,5 

34 

7 

n 

35 

35 

15 

25 

3r 

28 

12 

18 

26 

25 

12 

13 

29 

28 

13 

16 

29 

38 

16 

9 

34 

32 

14 

15 

29 

26 

4 

8 

30 

2f> 

14 

0 

29 

27 

6 

10 

37 

28 

4 

11 

39 

23 

16 

13 

32 

31 1 

16 

23 

16     11 


80 
15 
29 
21 
25 

32 
21 
•27 

-  8 
33 
11 
31 

-  8 

35 

17 

37 

13 

1 

15 

37 

23 

30 

13 

25 

-  7 
21 

3 
32 
13 

26 
10 
28 

0 
27 
10 
25 

1 
29 
10 
26 
11 
34 
20 
32 
2." 


38     34 

-11      16 


36 

-  4 
33 

37 

5 

36 

-11 

29 

-  6 
37 


32 

1 
35 

0 
35 

0 
36 
15 
27 

2 
31 

-  3 
29 

1 

28 

3 

33 
5 

'25 
0 

•25 

-  1 
30 

-  5 
27 

-  2 
24 

8 
32 
10 
30 
21 

33 
15 


33 

21 

28     27 


30 
16 
25 
11 
24 
o 

30 
3 

28 
3 

26 
5 

19j     20 

2  7 
35  34 
'23      24 


-13 
34 

-10 
35 
1" 
37 
11 
28 

-  7 
34 

-10 

31 

-  9 
31 

6 

37 

-10 

29 

6 

28 

-13 

28 

5 
35 

-  9 
35 

5 

29 
8 
31 
20 
30 

-  9 
27 

5 

32 

-11 

30 

-  1 
34 

-  7 
31 

-10 

40 

7 


35 
20 
20 

"  •24 
10 
•23 

-•20 
36 
14 
28 
10 

32 

3 

3'2| 

-  1 
28 

0 
41 
20 
32 

6 
19 
12 
26 

-  1 
33 
11 

31 
5 

22 
9 

24 
0 

30 

-  2 
31 
10 
24 

3 

35 
15 
36 
18 

36 
21 
29 

-  1 
37 
17 
,32 
10 
34 
12 


U     12 


17 
1 

20 
3 

19 

-  6 
1 

-20 

24 

-  5 
23 

7 

24 

-24 

15 

2 

19 

-14 

•22 

3 

■20 

-•22 

17 

-12 

17 

-  3 
34 

-  8 
•2:^ 

-  9 
18 

-  7 
21 

-23 

17 
-12 

20 
-15 

17 
-13 

24 
1 


30 
-14 
30 
0 
•24 

■29 

-  3 
25 

-24 
24 

-  3 
•24 

-21 

23 

0 

26 

-  8 
28 

-12 
28 
10 
•24 

-  4 
28 

-  9 
24 

-  1 
24 

-  2 

25 

5 

20 

-10 

21 

-  3 
27 

-  6 
22 

-  4 
18 

-  1 
24 

9 
25 
10 


25 

6 
18 
15 
30 

1 
27 

4 
28 

8 
24 

-  3 
25 

-12 

18 

-  2 
25 

8 

30 

-24 

21 

0 

24 

-13 

26 

0 

26 

-18 

21 

-10 


33 
16 
33 
16 

30 
21 

25 

9 

■29 

-  5 
41 
17 
45 
20 
26 
4 
40 

-10 

26 

-  9 
26 

8 
36 
14 
30 

5 
•23 
10 
21 

1 
36 

-  4 
38 

-  1 


24 

3 

'25 

-  1 
24 
10 
20 

-  5 
30 


26 

7 
24 

7 
22 

-  5 
30 

-  3 
37 

20-14 
27  i  34 
in,  13 
•24  ^29 
■18—12 
231  34 
161-11 
371  47 
8|  21 
I 


IS     14 


45 

20 

5 

26 

50 

'55 
30 
46 
11 

40 

18 

35     46 

8      26 


30     .35 


41 1     58 
36;    31 


16     16 


38 
13 
40 
18 
36 

42 
■2:2 
30 
-  6 
39 
■20 
35 
3 

38 
•22 
41 

'32 
14 

43 
,33 
38 
•20 
36 
-  2 
35 
6 
39 
25 

38 
19 
22 

5 
26 

9 
40 

9 
33 
20 
28 
12 
38 
25 
39 
28 

40 
24 
32 
10 
42 
19 
40 
21 
42 
23 
33 
21 
-.38 


17  18 


53  58 
•22  ^27 


49 
21 
30 
16 
49 
•29 
50 
28 
49 
23 
50 
24 
46 
23 

55 
25 
39 
6 
37 
16 
54 
21 
41 
14 
38 
19 
49 
24 
49 
29 

48 
24 
42 
25 
47 
16 
56 
31 
58 
30 
42 
19 
52 
fi 

43 
14 
46 
25 
52 
3 
4' 
18 
44 
11 
44 
21 
.53 
18 
51 
19 

49 
'2? 
39 
25 
44 
15 
43 

6 
50 

6 
49 
21 
45 
13 
46 
12 
60 
25 


56 
41 
53 

'55 
26 
47 
28 
55 
31 
52 
34 

54 
25 
58 
21 
40 
30 
64 
31 
50 
35 
60 
36 
49 
34 
56 
32 

54 

34 

45 

21 

47 

2 

53 

31 

53 

29 

47 

34 

68 

36 

58 

42 

55 
36 
50 
25 
56 
34 
56 
42 
58 
41 

5;? 

23 
60 
29 

62 
34 
56 
42 
53 
16 
51 
37 
52 
35 
57 
34 
53 
35 
50 
30 

61 
37 
43 
23 
63 
29 
48 
23 
48 
15 
46 
34 
52 
35 
51 
30 
61 
45 


.57 
25 
62 
38 

58 

66 
34 
51 
25 
60 
23 
48 
23 

61 

28 

60 

26 

58 

32 

68 

35 

58 

35 

5r. 

2 

56 

31 

61 

29 

59 
31 
40 
30 
45 
27j 
61 
29 
54 
27 
50 
3:< 
61 
33 
61 
38 

58 
28 
51 
29 
70 
25 
65 
40 
65 
43 
55 
23 
66 
26 

54 
•23 
62 
37 
57 
26 
47 
34 
58 
26 
63 
34 
60 
25 
57 
29 

57 
37 
65 
39 
57 
28 
52 
35 
56 
27 
55 
30 
48 
28 
48 
28 
67 


19  20  21 


60 

•2!l 
68 
40 
68 

"76 
36 
61 
30 
62 
•29 
55 
26 

58 
32 
66 
30 
41 
31 
67 
37 
66 
33 
63 
31 
64 
31 
65 
35 

66 
37 
48 
29 
49 
30 
66 
32 
54 
31 
61 
32 
68 
Sfi 
68 


61 
•20 
67 
20 
'24 

'33 

19 
3. 
10 

m 

32 
52 
19 

37 
.■J5 
38 
31 
62 
:« 
56 
44 
61 
18 
•20 
14 
31 
9 
56 
24 

45 
16 
•22 
•20 
49 
11 
43 
13 
49 
20 
60 
12 
54 
25 
56 
26 

64 
32 

46 
12 
75 
33 
46 
15 
44 
18 
37 
33 


'2-2 


36 
17 
33 
10 
34 
21 
36 
18 

34 
19 
36 
17 
48 
15 
35 
24 
29 
18 
'24 
16 
36 
15 
34 
20 

37 

24 
28 
5 
24 
14 
42 
13 
31 
19 
28 
14 
31 
25 
31 
25 

35 
20 
30 
17 
44 
24 
34 
21 
37 
24 
33 
18 
35 
10 

30 
18 
33 
23 
39 
5 
29 
19 
33 
21 
36 
21 
32 
17 
26 
IP 

32 
20 
33 

8 
34 
21 
32 

4 
38 

2 
36 
12 
33 
19 
31 
15 
43 
22 


28  24 


40 
16 
39 

4 
35 

8 
37 

5 

37 
13 
40 
16 
3'! 
11 
33 
•26 
3 

6 
45 
15 
41 
18 
34 
14 

42 
19 
35 
7 
21 

43 
19 
3'-' 
10 
3! 
12 
32 
20 
32 
24 

35 
20 
31 
4 
42 
12 
38 
19 
40 
24 
30 
11 
38 
11 

33 

8 
34 
19 
41 
10 
33 
17 
39 
25 
37 
10 
36 

3 
,30 

3 

34 
13 
35 

2 
36 
16 
33 

9 
41 
10 
42 
14 
37 

5 
38 

5 
45 
24 


■26 


26 


46  47 


32 
2 

51 
2i 
3R 

1 
28 

9 
40 
1 

40 
22 

39 
10 
32 
15 
42 

1 
54 
•23 
53 
•27 
34 

4 
46 
12 

34 

-  4 

36 

11 

46 
10 
38 
14 
36 

8 
36 

7 
41 
18 
38 
11 

37 
17 
35 
17 
35 
13 
35 
10 
4fi 
13 
47 
21 
40 

8 
38 

4 
.55 
27 


.50  47 

'24 

39 
11 
42 
26 
46 
31 
49 
31 
44 
25 
.50 
32 
52 
33 


50 
45 
40 
'29 
62 
37 
41 
30 

62 
33 
63 

;io 

40 
30 
49 

;36 

47 
36 
41 
35 
43 
28 
54 
39 

47 
36 
38 
28 
37 
30 
48 
28 
45 
35 
42 
30 
47 
36 
49 
31 

49 
34 

44 

30 
64 
38 
50 
38 
61 
41 
48 
32 
45 
34 

47 

34 

51 

3 

43 

35 

43 

35 

50 

34 

56 

37 

49 

40 

49 

38 

48 
37 
19 
29 
46 
35 
39 
33 
43 
33 
41 
33 
44 
31 
43 
30 
57 
46 


27  28  29 


59 
36 
46 
■24 
57 
25 
44 
30 

57 
29 
60 
33| 
47 
29 
60 
34 
54 
32 
49 
24 
49 
26 
57 
'28 

6-1 
32 
38 
28 
38 
26 
51 
24 
46 
28 
44 
27 
54 
31 
55 
36 

63 
27 
60 
2« 

6:^ 

23 
54 
36 
66 
34 
50 
25 
53 
19 

46 
26 
56 
34 
51 
20 
42 
34 
50 
38 
59 
34 
.57 
25 
56 
25 

54 

33 

42 

33 

47 

2h 

49 

27 

64 

•20 

4 

24 

46 

28 

42 

28 

62 

•29 


34 
88 
32 
52 
28 
42 
37 
61 
38 
61 
42 
59 
34 
41 
33 

64 

41 
36 
26 
34 
27 
62 
38 
38 
33 
35 
28 
40 
36 
40 
35 

48 
■62 
61 
35 
74 
37 
64 
39 
66 
42 
44 
26 
65 
21 

43 

32 

42 

3.=. 

60 

23 

38 

33 

4:- 

38 

55 

39 

65 

4' 

63 

46 

58 
40 
49 
31 
43 
38 
56 
27 
69 
23 
5' 
39 
39 
32 
40 
31 
71 
49 


SO 


81 


42  41 


83 
41 
36 
41 
30 
50 
32 
39 
27 
31 
29 
36 
16 
44 
29 

42 
26 
24 

•22 

34 

12 

41 

23 

40 

22 

35 

14 

4 

27 

44 

29 

42 
39 
35 
19 
62 
•29 
40 
24 
42 
•25 
36 
32 
35 
26 

40 
31 
42 
27 
35 
31 
40 
IP 
41 
.32 
55 
34 
62 
28 
48 
26 

4" 
25 
38 
12 
42 
21 
30 
26 
33 
29 
41 
26 
41 
21 
30 
24 
57 
34 


Mt-au 


4'2. 1 
18.8 
44.2 
21.0 
39.1 


42.0 
•20.  2 
86.6 
6.7 
41.2 
16.7 
.36.9 
10.2 

38.7 

17.3 

41.0' 

14.9* 

86.1 

16.3 

43.7 

'24.9 

.38.1 

17.7 

36.0 

15.3 

87.4 

15.3 

39.1 

19.2 

41.2 
21.1 
30.2 
9.6 
32  5 
11.6 
41.2 
15  6 
35.8 
15.8 
.32  4 
15.0 
40.2 
23.3 
40  6 
26. 2 

41.2 
'23. 3 
36.  0 
]'2.1 
47.6 
17.4 
42.0 
23.  6 
43.8 
2.5.6 
36.9 
15.1 
39.  3" 
9.7 

37.3 
15.4 
39.9 
'22.6 
38.9 
7.3 
34.9 
18.0 
.37.6 
16.6 
41.0 
•21.0 
41.9 
16.9 
40.0 
16.8 

38.2 
18.8 
38.0 
16.0 
36.7 
16.3 
34.1 
11.7 
.37.6 

7.8 
38.4 
14.9 
36.7 
11.5 
:«.  3 

9.2 
47.7 
26.4 


Continued  on  page  16. 
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CLIMATO LOGICAL  DATA:    PENNSYLVANIA  SECTION. 


February  1948 


Daily  Temperatures  for  February  1948— (;ontinued  from  page  15 


Stations 


Warren /  Maximum . 

\  Minimum. 
Waynesburg /  Maximum. 

\  Minimum. 
Wellsboro/ (  Maximum. 

\  Minimum. 
Wellsville /  '•'•iximutn. 

\  .Minimum ., 

West  Chester /  Maximum. 

"\  Mininuim. 
Wilkcs-Barre  Arpt.  i-3N./  Maximum. 

\  .Minimum. 
Willianipport  Arpt. '-4  K  f  Maximum. 

(  Minimum. 
Willi amstown /  Maximum. 

\  Minimum  . 
York-3SW *  Maxiiriura. 

\  Minimum. 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

35 

33 

30 

29 

29 

28 

35 

33 

21 

30 

35 

38 

42 

39 

52 

53 

51 

54 

65 

59 

68 

32 

10 

8 

14 

12 

0 

-  3 

-   1 

10 

-13 

-13 

4 

26 

17 

20 

4 

18 

33 

27 

.32 

11 

10 

14 

31 

31 

,S0 

36 

35 

34 

39 

39 

24 

31 

49 

42 

66 

,57 

43 

57 

58 

ef, 

69 

67 

31 

40 

6 

11 

17 

18 

20 

22 

-  5 

18 

-12 

-  8 

3 

30 

25 

29 

19 

20 

28 

26 

29 

21 

12 

18 

35 

33 

24 

19 

26 

32 

35 

2;3 

18 

23 

27 

38 

48 

40 

■M 

45 

49 

48 

.54 

27 

30 

32 

25 

-22 

12 

6 

6 

-  3 

-  8 

1 

-18 

-21 

-21 

12 

8 

20 

5 

5 

23 

25 

26 

19 

6 

6 

28 

37 

35 

29 

28 

.30 

30 

34 

25 

22 

24 

48 

39 

47 

41 

45 

56 

61 

66 

58 

,32 

31 

1 

1 

7 

9 

13 

15 

—  7 

10 

-  1 

-  9 

-  9 

21 

21 

32 

24 

18 

33 

24 

30 

30 

18 

21 

26 

.37 

36 

28 

35 

34 

32 

35 

20 

22 

30 

43 

34 

46 

37 

48 

55 

59 

65 

56 

34 

31 

( 

17 

22 

16 

13 

22 

7 

20 

5 

5 

12 

27 

28 

34 

22 

40 

38 

33 

37 

29 

19 

22 

25 

31 

26 

14 

23 

24 

29 

26 

15 

20 

29 

37 

37 

44 

31 

42 

50 

46 

56 

53 

•29 

28 

IC 

13 

9 

9 

12 

8 

0 

6 

-  3 

-  8 

3 

18 

18 

24 

12 

19 

31 

33 

34 

16 

13 

18 

24 

32 

28 

21 

26 

31 

26 

30 

22 

25 

22 

40 

35 

44 

34 

41 

54 

56 

55 

43 

31 

36 

11 

10 

10 

13 

5 

1 

-  3 

-  1 

-  7 

-11 

-  2 

18 

17 

25 

15 

18 

27 

23 

32 

18 

14 

16 

Z\ 

35 

36 

26 

28 

29 

32 

36 

24 

27 

27 

39 

38 

45 

35 

41 

53 

52 

68 

57 

,36 

33 

12 

1(1 

22 

K 

14 

13 

-  3 

21 

4 

5 

-  2 

21 

20 

31 

2C 

20 

35 

2S 

31 

27 

16 

20 

31 

37 

35 

34 

30 

33 

30 

.34 

26 

25 

24 

40 

40 

50 

42 

49 

61 

64 

70 

66 

36 

36 

4 

8 

17 

15 

17 

14 

-  3 

18 

-  6 

-  4 

-  5 

23 

23 

33 

23 

24 

37 

28 

.32 

as 

20 

23 

23     24 


25 

» 

27 

28 

29 

30 

31 

43 

40 

48 

60 

.35 

30 

32 

25 

27 

28 

.54 

54 
42 

59 
21 

67 
19 

60 
30 

29 

43 

43 

47 

46 

29 

15 

32 
56 
39 

48 

25 

58 
28 

54 

31 
6:1 
38 

45 

29 
44 
32 

43 

61 

31 

Si 

31 

39 

29 

36 

30 

40 

40 

40 

37 

38 

29 

34 
44 

31 

48 

33 
40 

17 
40 

36 

30 

32 

25 

36 

22 

49 

51 

54 

51 

43 

30 

38 

30 

36 

31 



.57 

59 
41 

60 
27 

67 
42 

44 
30 

32 

41.8 
14.4 
46.8 
17.7 
35.2 
6.8 
40.6 
16.6 

40.0 
23.2 
33.8 
16  2 
38.8 
13.6 
39.4 
18.9 
42.9 
19.3 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PKESSUrtE.    ATijji,^ 

HUMIDITT  AND  SUNSHINE. 

Atmospheric  pressure 

Wind" 

Relative 

a 

(reduced  to  sea  level) 

Humidity 

Stations 

o 

i 

O 

&. 

s: 

a 
o 

a 

s 

E 

1 

a> 

1 

s 

a  O 

2 

S 

o 

d 

o 

o 

a 
I 

si 

3 

<B 

>'v 

•^S' 

at 

S 

o 

30.67 
30.89 

24 

24 

o 

<> 

f^  > 

Q 

a 

r* 

-' 

i~ 

Pk 

Q 

Krie 

29.13 
29.31 

14 
14 

9.0 
7.6 

28 
34 

se. 
nw. 

28 
14 

86 

77 

72 
60 

80 
64 

40 
63 

1064 

Harrisburg 

1011 

Philadelp'iia 

30.90 

24 

29.  29 

14 

8.3 

21 

nw. 

29 

86 

64 

73 

56 

914 

Phillpsburg 

30.79 

24 

29.  24 

14 

40 

wsw. 

14 

S3 

61     73 

1198 

Pittsburgh 

30.60 

24 

29.  21 

14 

10.8 

36 

s\v. 

14 

77 

59 

63 

52 

9:15 

Reading 

Scrantou 

30  93 

■'1 

29.31 

14 

10.7 

43 

19 

77 

49 

982 

30.88 

24 

29.  22 

14 

6.9 

?2 

nw. 

14 

73 

60 

52 

1116 

'  For  any  five-minute  period.  "  Corrected  to  true  velocities, 

t  12:00  noon.  {Also  other  dates.        »  One-minute  interval. 


RIVER  CONDITIONS 


Stations 


Rivers 


Port  Jervis.  N.  Y 

Ea.ston 

Lehighton 

Reading 

Wilkes-BaiTe.. 

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)  Lock  No.  5. 

Sutersville 

Ch.arleroKnr.).  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Delaware. 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

Allegheny 

Youghiogheuy 

Monongahela 

Ohio 

Ohio 


.5.2 

10.2 

18 

3.1 

9.4 

20 

4.0 

9.1 

21 

.5.4 

9.6 

20 

.5.0 

14.2 

21 

3.9 

10.4 

20 

6.6 

11.0 

18 

4.9 

9.6 

21 

15.6 
8.3 
16.6 


24.1 
1G.6 
:i4.S 
24.6 
32.  2 


20 
14 
15 
15 
15 


3.5 

1 
29  ! 

0.6 

5 

3.9 

26t 

3.4 

10 

2.1 

12 

0.9 

18 

4.3 

\i 

3.5 

15 

12.0 

11 

4.1 

10 

11.3 

3 

• 

12.0 

9 

•  Pool  stage. 


t  AiEO  other  dates. 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
.30 


MISOELIiANEOUS   PHENOMENA 

FOR  SIXTY  REPRKSENTATIVE  STATIONS 
(Dates  and  number  of  stations  reporting) 


1 

2 

3 

4 

5 

6 

7 
3 

"i 

3 

8 
24 

9 

101 

112 
3'7 

i'e 

13 
20 

14 
8 

14 

i'i 
'5 
" 

34 

15 

io 

16 

18 
"5 

19 

•  • 

is 
21 

20 
14 

21 

22 

•23 

■24 

■■ 
6 

25 

i4 

"2 

'7 

26 
17 

i 
'4 
i4 

•27 

■3 

6 

'8 

28 

_ 

is 

6 
2 

'4 

6 
26 

29 

.. 

i 

2i 

„ 

31 

Auroras 

Fog  heavy. 

" 

Frost,  killing 

Glaze    

Hail 

Rain.heavv 

Sleet 

Snow,  heavy 

Thunderstorms . . 
Winds  high 

"h 

'4 

'4 

( W.  B.  O..  Philadelphia-5--25-48-1100) 


FOOTNOTES 

Figures  and  letters  following  station^  indicate  di.-itance  in  miles  and  half  miles 
and  direction  of  .station  from  City  Post  Office. 

All  departures  from  normal  are  comput<?d  from  the  averages  of  the  entire  period 
for  stations  having  10  or  moreyoflrs  of  record,  except  that  for  First-Order  Wetit  her  iiur<"au 
Stations  they  are  based  on  adooted  normals.  |I  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  .35  year  period. 

Except  as  otherwise  indicated  precipitation  and  terai>erature  readings  arc  for  24 
hours  ending  late  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

',  ^  °,  etc.    Number  of  days  missing,  for  example.  ■•  indicates  two  days  niis.-ii  g. 

Italics,  data  interpolated. 

%  Partly  interpolated. 

%  Incomplete. 

t  And  other  dates. 

tt  Daily  amounts  iuconsistent. 

X  Received  too  late  to  bo  included  in  means  and  summaries. 

•  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
'  Midnight  to  midnight. 

-  Measured  in  the  morning  for  the  preceding  24  hours. 
^  Data  for  1A  hours  ending  at  1 :30  a.  m.  of  the  following  day. 

*  Best  available  used  for  station.^  not  equipped  with  recorders. 
'  Recording  gage. 

"  At  a  fixed  hour  between  sunset  and  1 1 :00  p.  m 
'  Noon  to  noon. 

8  Data  recorded  at  Altoona-Blair  County  Airport. 

9  Official  Station  designation  is  .Vllentown- Bethlehem  Airport. 
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GENEBAI,  SUMMARY. 

Tlio  temperature  averaged  well  below  normal  for  the  tirst  two 
weeks  of  March,  then  suddenly  spring  came  about  a  week  ahead 
of  schedule.  About  the  14th,  the  temperature  rose  above  nor- 
mal, and  the  remaining  half  of  the  month,  with  few  exceptions, 
was  fairly  mild  for  March.  The  premature  warm  spell  reached 
a  climax  on  the  21st,  Palm  Sunday.  However,  Easter,  on  the 
28th,  was  marred  by  cold,  blustery  weather,  with  light  snow 
in  nearly  all  sections. 

Precipitation  was  6%  more  than  normal,  and  very  evenly 
distributed  throughout  the  month.  In  fact,  rain  was  so  general 
during  the  last  half  of  the  month  that  little  soil  preparation 
was  accomplished  on  farms  or  in  gardens.  Snowfall  was  only 
65%  of  normal,  and  was  all  confined  to  the  first  12  days  of  the' 
month,  except  for  light  snow  over  practically  all  sections  on  the 
2Sth.  This  did  not  remain  on  the  ground,  but  melted  mostly 
as  it  fell.  Snow  cover  was  nonexistent  after  the  14th,  except 
for  patches  at  some  high  elevations. 

The  principal  storm  damage  reported  was  caused  by  a  tor- 
nado which  struck  Mt.  Pleasant  community  in  Westmoreland 
County,  about  7 :  BO  p.m.  on  the  19th.  Three  children  sustained 
minor  injuries,  due  mostly  to  flying  glass;  more  than  a  dozen 
houses  were  reported  damaged.  The  Ralph  Ferrell  Concrete 
Block  factory  and  the  I.  F.  Koontz  Concrete  factory  were  wreck- 
ed. Utility  lines  were  blown  down.  Damage  was  estimated 
at  many  thousands  of  dollars.  Heavy  rain  of  cloudburst  pro- 
portions occurred  at  nearby  Scottsdale,  but  damage  was  limited 
to  flooded  streets  and  cellars.  The  storm  occurred  during  the 
passage  of  a  cold  front  and  an  associated  squall  line  which  pre- 
ceded the  front. 

Flooding  occurred  on  most  streams  of  the  Commonwealth. 
The  North  Branch  of  the  Susquehanna  River  went  out  of  its 
banks  at  Towanda,  Wilkes-Barre  and  Danville  on  the  23d-24th, 
due  to  moderate  to  heavy  rainfall  through  the  16th-24th,  fol- 
lowing excessive  snow  melt  during  the  second  week  of  the 
month.  Lowlands  were  flooded,  and  a  highway  bridge  be- 
tween Wyoming  and  Port  Bowkley  was  damaged  as  a  pier  sag- 
ged due  to  the  pressure  of  the  flood  waters.  Hundreds  of  fam- 
ilies were  driven  from  their  homes.  It  is  estimated  that  sever- 
al thousand  anthracite  mine  workers  were  idled  temporarily. 
At  Harrisburg,  flood  stage  was  not  reached,  but  some  interrup- 
tion was  caused  in  local  steel  mill  operations.  High  water  on 
the  Delaware  River  on  the  22d  and  23d  caused  very  little  dam- 
age or  inconvenience  to  traffic.  Considerable  damage  resulted 
from  flooding  on  the  Upper  Allegheny  River  Basin  on  the  22d- 
25th.  Three  bridges  were  down  near  Cambridge  Springs,  Craw- 
ford County.  

TEMPERATtTBE. 

The  average  temperature  for  the  State  as  deduced  from  the  reports  of 
S6  stations  was  39.9°,  which  is  2.1°  above  the  61-year  normal  for  March, 
rhe  highest  monthly  mean  was  47.4°  at  Uniontown  and  the  lowest  was 
51.8°  at  Montrose.     Extremes  ranged  from  a  maximum  of  90°  at  Phoenix- 


villc  on  the  22d  to  a  minimum  of 

12th. 


18°  at  Albion  and  Greenville  on  the 


PRECIPITATION. 

The  average  precipitation  for  the  State,  as  deduced  from  the  observa- 
tions at  203  stations,  was  3.71  inches,  which  is  0.20  inch  above  the  fil- 
year  normal  for  March.  The  greatest  monthly  amount  was  7.49  inches 
at  Youngsville,  while  the  least  was  1.54  inches  at  Butler.  The  createst 
amount  recorded  in  any  24  consecutive  hours  was  3.12  inches  at  Mead- 
ville  on  the  21-22d. 

The  average  snowfall  for  the  State  was  5.0  inches,  which  is  2.7  inches 
below  the  61-year  normal.  The  greatest  monthly  snowfall  was  19.5  inches 
at  Montrose.  The  greatest  fall  for  any  observational  day  was  10.0  inches 
at  Lawrenceville  on  the  11th. 


COMPARATIVE    DATA  FOR  MARCH 


,888. 
S89. 
890. 
891. 
892. 
893. 
894. 
895 
896. 
897. 


900. 
901. 
902. 
908. 
904. 
905. 
906. 
907. 
908. 
909. 
910. 
.911. 
912. 
913. 
914. 
915. 
916. 
917. 
918., 
919. 
920. 
921.. 
922., 
.923., 
924., 
926., 
926.. 
927., 
928., 
929., 


931. 
932. 
933. 
934. 
936. 
936. 
937. 
938. 
939. 
940. 
941. 
942. 
943., 
944. 
945. 
946.. 
947  . 
948. 


Year 


Temperature 


Period 


31 
39 
33 
33 
31 
34 
43 
33 
30 
39 
44 
36 
31 
37 
41 
46 
36 
39 
31 
41 
40 
35 
44 
35 
33 
42 
34 
32. 
30 
37 
41 
41 
38 
48 
40 
37 
36, 
40. 
33. 
42. 
37 
43 
37 
36 
33. 
.36. 
34. 
42. 
42. 
34. 
42. 
38. 
32. 
31. 
40. 
37. 
34. 
48. 
47. 
31. 
39. 


37.8 


Precipitation 


-6 

4 

-21 

-14 

-4 

3 

-2 

-4 

-18 

-5 

4 

3 

-23 

-11 

2 

14 

-2 

-18 

-13 

-10 

-4 

-6 

5 

-18 

-8 

-7 

-12 

-4 

-31 

-12 

0 

6 

-11 

7 

-5 


-15 
-16 


-6 

-9 

10 

-8 

-7 

-22 

-6 

-3 

-3 

-5 

-10 

-13 

-10 

4 

-15 


3.66 
2.90 
5.15 
6.10 
4.14 
2.52 
1.63 
2.31 
4.61 
3.22 
4.31 
4.87 
3.61 
4.14 
3.98 
4.62 
4.29 
3.86 
4.46 
4.26 
4.76 
3.07 
0.56 
2.. 57 
6,06 
6.27 
2.61 
1.28 
4.12 
3.68 
2.34 
3.57 
2.83 
3.33 
4.37 
2.49 
2.83 
2.56 
1.91 
2.61 
3.24 
2.69 
3.03 
2.96 
4.41 
6.33 
2.96 
2.62 
6.84 
2.00 
3.19 
3.69 
4.89 
2.10 
4.47 
2.74 
4.69 
3.88 
3.18 
2.27 
3.71 

3.51 


it  ^ 


No.  of  days. 


9.9 
3.1 
17.6 
16.8 
18.8 
4.8 
1.3 
9.0 

21.1 
3.4 
3.6 
7.9 

13.1 
3.3 

12.6 
0.1 
4.7 
4.1 

20.4 
9.3 
3.7 
7.3 
1.0 

10.1 
6.9 
2.1 

13.4 
9.6 

17.6 

12.7 
1.6 
2.4 
6.4 
1.0 
6.1 
6.2 

10.3 
2.2 
4.0 
0.7 

14.6 
4.4 
4.9 
6.6 

14.7 
6.6 
7.7 
2.9 
7.4 
8.3 
2.0 
3.8 
7.9 

18.0 

16.1 
7.2 

11.8 
2.1 
0.3 

12.6 
5.0 

7.7 


16 
14 
12 
11 
8 
11 
11 
13 
12 
14 
10 
13 
11 
11 
12 
11 
14 
12 
12 
12 
6 
13 
13 
13 
10 
7 
12 
14 
8 

10 
9 
14 
14 
11 
9 
10 
10 
10 
11 
12 
10 
11 
11 
14 
12 
12 
16 
10 
14 
12 
14 
9 
13 
10 
14 
14 
11 
12 
14 

12 


6 
10 
6 
7 
11 
9 
12 
10 
11 
11 
10 
6 
10 
7 

10 
10 
9 
12 
8 
11 
11 
10 
15 
11 
10 
9 
10 
16 
12 
11 
17 
16 
16 
12 
11 
13 
12 
14 
14 
13 
12 
12 
13 


13 
15 
16 
16 
13 
13 
8 
11 
12 
13 
13 
17 
12 
14 
12 
14 
14 
11 
16 
12 
12 
12 
6 
12 
13 
14 
13 
8 
11 
12 
7 
9 
8 
10 
14 
10 
10 
11 
9 
11 
10 
11 
11 
16 
13 
16 
12 
13 
16 
12 
13 
12 
16 
11 
14 
11 
14 
10 
11 
14 
13 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


March  1948 


CUmatologrical  Bata  for  March  1948 


Stations 


TT 


Counties 


J3  g 


Temperature,  in  degrees  Fahr. 


AUarUic  nraivnge 
AUeutown  Arpt  ^-4  NE 

Altoona-4.5  W 

Burnt  Cabins-2  NE 

Canton-INW 

Carlisle AitV 

Chambersburg-l  SW . . . 

Coatesville .•■• 

CnrwensvilleApt-6  NW 

Eagles  Mere 

East  \Vaterford-3  E.  .  . 

Emporium  1  E 

Ephrata 

Everett-O.  5  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover.. ....... .•••■■ 

Harrisburg  Arpt.-3.5  s. 

Hawley-0.5  E 

Holtwood 

Huntingdon 

Lancaster 

Lawrenceville 

Lebanon ■■  ■ 

Lewistown-1  W 

Lock  Haven 

Marcus  Hook 

Martinsburg' 

Montrose-3  E ■ 

Mt.  Pocono  Arpt. -2  N  . 

Palmerton x'"" 

Philadelphia  CO 

Philipsburg-7  E.  .... . . . 

Phoenixville-1.  58E.... 

Port  Clintoutl 

Quakertown-0. 5  E 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-'i  E 

Sunbury  

Tamarack -2  S 

Towanda-1  E 

Wellsboro 

Westchester 

Wilkes-Barre  Apt.-3N. . 
Wiiliamsport  Apt.-4E.  • 

Williamstown 

york-3  SW 


Division  mean. 


Ohio  Drainage 

Blairsville-6NE 

Bradford--!  W 

Brook vllle  Apt.-1.6SVV 

Butler 

Clarion-3  8W 

Claysville 

('orry 

Coudersport 

Derry 

Donegal 

Donora 

Ebensburg 

Farrell 

Ford  City -4  S 

Franklin 

Greensburg-2  S 

Indiana-2.5  SE 

Jamestown-2  NW 

Johnstown 

Kane-1  N 

MeadvlUe-l  S 

Mercer 

Midland 

New  Castle-1.5N 

Pittsburgh  Apt.-7.5SE 
Putneyville-2. 5  SE  . . . . 

Ridgw'ay 

Somerset 

Springs-l  SW 

Tionesta-l.fi  SE 

Titusville- 2  S 

tlniont^wn 

Warren 

Waynesburg 


Division  mean... 
Lake  Drainage 

Albion 

Erie 


State  mean. 


Lehigh 

Blair 

Fulton 

Bradford  

Cumberland 

Franklin 

Chester 

Clearfield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford  

Luzerne 

Bucks 

Adams 

Schuylkill 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon     — 

Lancaster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna.   ... 

Monroe 

Carbon 

Philadelphia 

Centre   

Chester 

Schuylkill 

Bucks 

Berks 

Lackawanna 

Snyder 

Centre 

Monroe 

Northumberland.. 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming 

Dauphin 

York 


384 

1,500 

990 

1,450 

473 

600 

431 

2,215 

2,020 

2, 125 

1,100 

365 

1,020 

1,970 

184 

563 

900 

600 

,361 

980 

200 

700 

255 

996 

469 

580 

657 

12 

1,493 

1,176 

1.914 

455 

26 

1,916 

100 

407 

480 

273 

746 

476 

1,217 

440 

443 

2,260 

754 

1.319 

440 

644 

520 

775 

390 


Westmoreland. ...  12, 048 

McKean !1,680 

1,  400 

1,077 

1,114 

1,  170 

1,410 

1,653 

1,160 

1.746 

761 

X  170 

855 

950 

987 

1,160 

1,102 

1.050 

1,650 

1,760 

1,  065 
1,296 

780 

900 

1,286 

1,270 

1.385 

2,  100 
2,500 
1.200 
1.650 
1,040 
1.190 
1.100 


Jefferson . 

Butler 

Clarion 

Washington 

Erie 

Potter 

Westmoreland . . . 
Westmoreland  .  . 

Washington 

Cambria 

Mercer. 

Armstrong 

Venango 

Westmoreland. . . 

Indiana 

Mercer 

Cambria 

McKean 

Crawford 

Mercer 

Beaver 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Warren 

Greene 


Erie. 
Erie. 


900 
705 


40.3 

41.2 

40.4 

33.2 

43.2 

43.0 

41.  0 

35.8 

32.8 

39.0 

36.  0? 

44.3 

41.0 

36.2 

41.6 

45.5 

38.3 

44.0 

43  0 

36.0 

43.0 

41  .4'' 

44.2 

36.7 

41.8 

41.5 

39.6 

45.1 

40.8 

31.8 

33.6 

38.8 

44.8 

36.0 

46.6 

38.6 

41.6 

44.0 

39.0 

41.6 

40.6 


39.9 
33.8 
37.3 
33.4 
44.0 
38.0 
38.3 
42.0 
45.6 

40.0 


40.4 

34.8 

37.4 

42.6 

38.6 

43.6 

36.9 

36.4 

45.3 

38.6 

47.0 

38.9 

42.7 

41.4? 

37.2 

43.6 

42.2 

38.2 

43.5 

33.0 

37.7 

37.4 

42.8 

40.1 

43.9 

36  6 

34.8 

41.2 

39.4 

36.0 

.37.4 

47.4 

37.2 

43.8 

40.0 

34.6' 
37.1 


+2.6 
+  3.8 


+  4.4 
+  3.0 
+  1.1 


-0.7 
+4.0 
+  1.4 
+3.2 
+  1.0 
+  5.0 
-fl.5 
+2.0 
+  4.1 
+  1.6 
+  1.8 
+2.  7 
+  4.3 
+  2.0 
+2.6 

'+i."i 

+0.2 

-b.'i 

+  1.7 
+0.5 
■f4.0 


+6.3 
+0.1 
+4.1 
+3.4 
+  3.3 
+2.9 
+  4.2 


+2.1 
+1.5 
+4.7 


+3.2 
+4.7 

+1.6 


-0.2 

+3.8 
+4.5 


+2.9 
+3.9 
+2.7 
+  5.3 


+4.4 
+3.4 
+4.7 


+1.8 
+3.5 
+4.4 


+4.3 

+2.9 

"+2.'6 
+3.0 
+6.7 

+1.4 
+6.3 
+3.5 

+5.8 
-2.7 

+2.7 

+2.5 

+3.6' 
+2.1 


21 

21 

21 

21 

21 

21t 

21 

21 

■22t 

21 

21 

21 

27 

21 

21 

22 

21t 

21 

27 

21 

22 

21 

21 

22 

21 

21 

21 

22t 

21 

21 

■22t 

21 

27 

21t 

20 

21 

27t 

27 

21 

21 

22 


21 

20t 

21 

21 

20t 

21 

20 

21 

21 

21 

21 

21 

20t 


19 

21 

21 

19 

21 

21 

19 

21 

19t 

21 

21 

21 

21 

21 

21 

20 

21 

21 

21 

21 


20t 
19 

22 


7 

-  2 
-12 
-12 

10 

-  2 
1 
2 

10 

-14 


-  7 
-13 

5 

1 

-12 

-10 

11 

-  5 
7 

-16 

-18 
5 

-18 


Precipitation,  in  inches 


a 


6 

5 

6 

5i 

5t 

6 

6 
12 

6t 

5 
12 

5 

6 

5 

5 

6 

6 

5 

5 

6 

5t 

6 

6t 
12 

5 

6 
12 

5 

5 

5 

6 

6 

5 
12 

6 

6 

6-t 

5 


6 
6t 
13 


5t 
12 
12 
12 
12 
12 
12 
12 

5 

5t 
12 

51 
12 
12 
12t 
16 
12 


12 


3.76 

4.65 

1.84 

3.82 

2.44 

3.97 

3.26 

3.81 

4.64 

2.94 

4.05 

3.01  i 

3.10 

3.40 

3.88 

4.07 

3.94 

2.81 

3.34 

3.09 

2.66 

2.82 

2.91 

4.63 

3.64 

2.85 


+0  31 
+1.33 


-1.08 
+0.71 
-0.87 


3.98 
2.96 
4.36 
4.42 
3.56 
4.14 
4.47 
3.72 
3.80 
3.55 
3.94 
3  54 
3  16 
3.81 
3.36 
4.11 
3.83 
3.21 
3.13 
3.43 
3.51 
3.24 
3.33 
3.70 

3.65 


3.56 

7.36 

3.92 

1.64 

2.79 

4.10 

6.38 

3.95 

4.05 

3.97 

3.45 

4.11 

2.68$ 

2.99 

3.29 

3.50 

3.61 

4.14 

3.74 

6.11 

6.33 

4.19 

2.47 

2.91 

3.69 

3.39 

3.66 

4.03 

4.26 

4.07 

6.91 

3.42 

4.30 

2.20 

8.96 

6.03 
4.71 

3.71 


-0.04 
-0.50 
+0.41 
-0.45 
--0.  29 
-0.  56 
+0.43 
+0.74 
-0.01 
-0.59 
+0.30 
-0.10 
-0.43 
-0.73 
-0.58 
+2. 10 
+0.01 


+0.32 


+  1.56 
+0.56 
+0.47 
+0.75 

+0.07 
-0.07 
-0.10 
+0  42 
+  0.34 
-0.53 
-10.45 
-0.42 


+0.64 
+0.14 
-0.52 
+0.60 


+  0.08 
+0.40 

+0.23 


~0. 12 


+0.  65 
-2.  00 
-1.03 
+  0.47 
+2.90 
+  0.58 
-0.06 


-0.22 
+0.62 
-0.23 


-0.14 
-0. 13 
-0.41 
+1.22 
-0.48 
+2.30 
+3.13 


-1.03 
-0.18 
+0.66 


+0.42 
-0.23 
+0.55 
+0.55 


-0.68 
-1.03 
-1.75 

+0.54 


+  2.09 
+0.20 


n  * 


No.  of  days 


li 


.9o 


Observers 


1.15 
1.11 
0.52 
0.71 
0.52 
0.85 
0.68 
0.83 
0.78 
0.66 
1.41 
0.62 
0.95 
0.72 
0.94 
1.07 
1.15 
0.64 
1.48 
0.68 
0.56 
0.93 
0.69 
1.95 
0.70 
0.73 


0.75 
0.60 
0.85 
0.83 
0.81 
0.91 
1.02 
0.84 
0.88 
0.80 
1.07 
0.81 
0.77 
0.73 
0.62 
0.78 
9.77 
0.64 
0.77 
0.68 
0.74 
0.97 
0.99 
0.71 

1.96 


0.83 
2.04 
1.13 
0.46 
0.98 
1.13 
1.60 
1.24 
0.73 
0.80 
0.62 
1.05 
1.00 
0.84 
0.77 
0.63 
0.62 
1.35 
0.78 
1.86 
3.12 
1.03 
0.52 
0.88 
l.Ol 
0.69 
0.98 
1.01 
0.79 
1.33 
1.83 
0  60 
1.60 
0.56 

3.12 

2.64 
1.80 

3.12 


26-27 

19-20 

6-7 

22 

19 

6-7 

2-3 

16t 

2 

15-16 

19 

2 

23 

19 

26-27 

27 

16 

6-7 

31-1 

21 

2-3 

19 

2-3 

21-22 

27-28 

15-16 


2-3 
31 
21 
2 

16 

2-3 

19 

2-3 

19 

2 

26  27 

21 

19 

31 

16 

31 

21 

23-24 

21 

2 

19 

31 

16-16 

27 

21-22 


16 

21-22 

19 

19 

19 

15-16 

21-22 

21-22 

19 

16 

16 

19 

19 

16 

19 

15-16 

1-5-16 

19 
15-16 

21 

21-22 

19 

23 

19 

15-16 

16-16 

19 

23-24 

19 

21-22 

21-22 

19 

21 

15-16 

21-22 

21-22 
21-22 

21-22 


,3.5 

11 

1.0 

16 

1.0 

12 

13.6 

13 

2  0 

9 

2.6 

12 

1.5 

13 

3.6 

16 

18.3 

14 

4.0 

14 

5.5 

16 

11 

4.0 

13 

4.3 

14 

1.6 

15 

T. 

10 

8.0 

12 

T. 

13 

0.9 

12 

9.9 

14 

1.0 

12 

4.0 

12 

T. 

13 

15.0 

12 

1.2 

12 

4.3 

11 

9.5 

0.4 

ie 

2.4 

15 

19.5 

14 

10.1 

14 

6.4 

12 

2.2 

14 

4.2 

17 

4.6 

13 

5.0 

13 

0.6 

13 

0.9 

13  1 

7.  R 

12 

13 

5.1 

17 

7.0 

11 

8.7 

13 

10  2 

15 

12.4 

15 

10.6 

16 

2  5 

13 

R.1 

14 

10.1 

13 

10 

13 

S.6 

13 

4.0 

15 

15.1 

15 

3.0 
1.1 
2.8 
0.7 
13.3 
15.5 
3.6 
0.1 
1.0 
1.5 
4.0 
2.7 
6.0 


2.1 


0.3 
10.2 
6.2 
,5.9 
0.2 
2.6 
2.5 
2.7 
5.0 
0  5 

T. 
6.4 
6.5 

T. 

«$ 

T. 

4.0 


11 

13  I 

13 

14 

111 
13  I 

**! 

10 

6 

16, 
11  I 

9  ! 

8 
13  1 

14 : 

8  I 
15 

8  I 
15 
10 
16 
14 
12 
11 

5 
21 

9 

6 
10 

7 
12 


17 

11 

14  I     8 

12     11 


15     13 

15       4 

17 

17 

11 

13 

11 

16 

15  I 

14  I 

14 

15 

15 

14 

11 

18 

17 

14 

17 

17 

16 

12 

16 


6  7 
8  '  2 
6  I  17 


10-6 
6.0 


19 

8 

13 

16 

16 

6 

12 

1 

19 

16 

9 

9 

16 

10 

9 

16 

8 

8 

14 

10 

8 

w. 
se. 
w. 

SW. 

se. 


12 

w. 

17 

D 

22 

w. 

13 

nw. 

10 

s. 

14 

e. 

12 

s. 

17 

nw. 

7 

w. 

17 

nw. 

7 

w. 

10 

SW. 

12 

n. 

8 

e. 

13 

ne. 

6 

nw. 

20 

c. 

16 

s. 

19 

s. 

17 

nw. 

11 

ne. 

16 

s. 

21 

s. 

8 

nw. 

11 

10 

s. 

14 

se. 

14 

n. 

14 

n. 

18 

SW. 

12 

ne. 

18 

n. 

14 

W. 

12 

ne. 

15 

s. 

16 

s. 

18 

SW. 

18 

nw. 

9 

10 

nw. 

14 

s. 

22 

nw. 

13 

w. 

20 

ne. 

10 

SW. 

14 

w. 

17 

nw. 

14 

s. 

6 

ne. 

6 

w. 

6 

w. 

10 

sw. 

19 

se. 

8 

ne. 

17 

w. 

8 

s. 

16 

SW. 

9 

nw. 

12 

se. 

14 

s. 

16 

w. 

12 

s. 

17 

w. 

15 

nw. 

12 

n. 

17 

nw. 

15 

e. 

16 

s. 

19 

se. 

19 

w. 

21 

SW. 

8 

SW. 

10 

sw. 

9 

s. 

11 

w. 

13 

w. 

12 

w. 

15 

ne. 

18 

w. 

I 


U.S.  Weather  Bureau. 
City  of  Altoona. 
Penna.  Turnpike  Comm 
Mrs.  Mildred  L.  Spencer. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Philadelphia  Electric  Co. 
U.  S.  Weather  Bureau. 
Carl  E.  Bigger. 
U.  8.  Weather  Bureau. 
R.  E.  Palmateer. 
Wm.  W.  Halligan 
Penna.  Turnpike  Comm 
Andrew  B.  Kvan.sha. 
George  M.  Hart. 
Hugh  C.  Mcllhenny. 
Mi.ss  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  I'ennell. 
Penna.  Water  &  Power  Co 
J.  W.  Shilling. 
Lancaster  \\'ater  Bureau 
Carlos  P.  Darliug. 
Lebanon  Valley  Gas  Co. 
American  Viscose  Co. 
Samuel  C»Dickey,  Jr. 
Sun  Oil  Co. 
r.  S.  Weather  Bureau 
Harry  S.  Fancher 
V.  S.  Weather  Bureau. 
New  Jersey  Zinc  Co. 
U.  S.  Weather  Bureau. 
U.  S.  Weather  Bureau. 
Phila.-Suburban  Water  Co 
Earl  E.  Rarick. 
John  E.  Benner. 
U.  S.  Weather  Bureau. 
U.  8.  Weather  Bureau. 
Selinsgrove  ,\rpt 
Penna.  State  College. 
Metropolitan  Edison  Co. 
U.S.  Weather  Bureau. 
James  E.  Swartz. 
Mrs.  M.  Ordelia  Parks. 
M.  8.  Bliss. 
Clvde  T.  Savior. 
U.S.  Weather  Bureau. 
U.-<.  Weather  Bureau. 
Gordon  E.  Lower. 
York  Water  Co. 


U.  S.  Weather  Bureau. 
City  Water  Dept. 
Civil  Aeronautics  Authority 
Butlor  Eagle. 
Penna.  Electric  Co. 
Walter  B.  Paget. 
Geo.  R.  Mulderick. 
Potter  Enterprise. 
Miss  N.  Dixie  Wineman. 
Penna.  Turnpike  Coram. 
Donora  Zinc  Work:-. 
John  L.  McGough. 
Sharon  Steel  Corporation 
U.S.  Engineers. 
William  K.  Fuller 
Westmoreland  Water  Co. 
Clvmer  Water  Service  Co. 
Pa.  Dept.  Fore.'-ts  &  Waters. 
Johnstown  Tribune  Pub.  Co 
Spring  Water  Co. 
Citv  of  Meadville. 
U.  S.  Weather  Bureau. 
Perrv  P.  Campbell. 
New"Castle  Water  Co. 
U.  S.  Weather  Bureau 
U.  8.  Engineers . 
West  Penn  Power  Co. 
D.  L.  Grove. 
Allen  E.  Yoder. 
U.  8.  Engineers. 
U.  S.  Weather  Bureau 
William  W.  Marsteller. 
Merrell  L.  Jordan. 
Mfr's  Lights  Heat  Co. 


Albion  High  School 
U.  8.  Weather  Bureau. 


[See  page  24  for  explanation  of  reference  marks.] 
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Daily  Preoipltatlon  for  Blaroh  1948 


Stations 


Counties 


Day  of  month 


2       8       4       5       «       7       8       9      10     11      12     13     14     16     16     17      18     19     20     21     22     '28     24     26     26     27     28     '29     80     81 


ATLANTIC 

DRAINAGE 
Pelmcttre  Baain 

Upi'EK  Dki.awarb 
llingmaiis  Ferry *,  0.5 K 

Kqiiiimnk' 

HBwley-.O.SK 

Hollistorvlllo- 

LakeviUo'''.  IN 

Matftiuoros^ 

Milanville-   

Mouut  rocnno',  2  N. . . 

reeks  rond' 

Pleasant  Mount'. 5.  i  w 

Strnuil>burK^.2E 

Tanners  Falls'. -^  1  .SE. 

Wind  (iap',5.3SW 

Lehioh 
AlleutownApt'.^,9.4NE 

.\llento\vn^ 

Bethlehem' 

Blakeslee  Corners'.*. 

Gouldsboro- 

Lans(ord2 

New  Tripoli 

Palmerton'.  -'' 

Zionsville.  1  S\V 


SUHl'YI.KILL 

Conshohockeu- 

Fredericksville^.  1  S.  . 

Geigertown*. 

Gratersford^ 

Phoenixville^,  1.5  SE. 

Port  Clinton^ 

Pottsto\vu2.  0.5S 

Pottsville- 

Reading'.  * 

Strausstown  ' 

Virginville^ 

Wernersville 


Lower  Dei-aware 

(^oatesville' 

Doylestown 

George  School''  

Maple  Glen' 

.^larcus  Hook'-i 

Philadelphia 

Interaaticnal  Arpt.'. 

nty  Office'.  5 

.Shawmont 

Quakertown,  n..";  E 

West  Chester 

West  Grove'''.  1.5  SE... 

Siisqnehainia  Bcisin 
Che.mung 

Austinburgi.  5,  2  W 

Covnugtoni! 

Lawrenceville 


North  Branch 

Berwick 

Oanton2,  1  NW 

Danville^ 

Freeland2 

HopBottom2.  2S 

Millville'.s 

Mouroeton^.  2  S 

Montrose2,  ^E 

Orwell*.  3  N 

Park  Place'.  1  NW 

Pikes  Creek. 1.5 

Rush^  

Scrantoni.5 

Susquehanna^ 

Towanda.  1  E 

Tunkhannock  ^ 

Wilkes-Ba^re^  3N.... 

West  Branch 

Bellefonte^ 

Carrollto\vn2 

Carter  Camp^    

Cedar  Run2 

Clearfield^ 

Coalport2 

CurwensvilleApt'  6NW 

Driftwood',  * 

Diishore',  •'' 

Kagles  Mere2 

Emporium^,  IE 

English  Centerl,  5 

Galeton 


Pike 

Wayne 

Wayne 

Wayne 

W'ayne 

Pike 

Wayne 

Monroe . . . 

Pike 

Wayne  — 
Monroe. . . 

Wayne 

N'rthampton 


Lehigh  ... 

Lehigh 

N'rthampton 
Monroe.  . . 

Wayne 

Carbon. . . 

Lehigh 

Carbon ... 
Lehigh.  .. 


Montgomery 

Berks 

Berks  

Montgomery 

Che.'iter 

Schuylkill  ... 
Montgomery, 
Schuylkill... 

Berks 

Berks 

Berks 

Berks 


Chester 

Bucks 

Bucks  

Montgomery. 
Delaware 

Philadelphia 
Philadelphia 
Philadelphia 

Bucks 

Chester 

Chester 


Tioga 

Tioga 

Tioga 


Columbia. 
Bradford. . 
Montour.. 
Luzerne  . . 
Susquehanna 
Columbia,. . 
Bradford  . . . 
Susquehanna 
Bradford  . 
Schuylkill 
Luzerne.. . 
Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . . 
Wyoming.. 
Luzerne 


Centre 

Cambria 

Potter,, 

Lycoming.,. 
Clearfield  .  . 
Clearfield... 
Clearfield. .. 

Cameron 

Sullivan 

Sullivan.  . . , 

Cameron 

Lycoming. . . 
Potter 


T. 


.79 

.89 

.70 

.75 

T. 

.68 

T. 

* 

.57   T 
.07   .70 


.58 


.50 


.26 


...    .04 
.07    .07 


06   .04 


.09 


.Oi 


.06 


.03 


.20 


.02 


.07 
.26 
.10 
.05 
.05 
.07 
.28 
.26 
.23 
.,35 


.37 


.49 


.07 


.02 


T. 


35 


.70 


T. 


.01 


.25 


T. 


.03 


.30 


.07 


.35, 


.  17 

.68 
.30 
.55 
.30 
.  17 
.34 


.28 


.ag 


.52 


02 


.01 


T. 


.10 


.09 


63.... 


.59 


.07 


.27 
.94 
.30 
.78   .02 


.39 


.63 
.35 

.'iei 

.18 
.60 


.03 


T. 


T. 


.43 


T. 

.05 

f 

.89 

.80 

.'6i 

1.02 
.86 


T. 


T. 


63 
1.15 
1.95 


65 

68 

1.49 


55 
01 

1.72 
55 

1.07 
.08 


.32 


.04 


.01 

.53 

T. 

1.13 

.'28 


.28 


06 


.11 
.40 
.10 
.04 
.24 
.20 
.08 
.02 
.15 


.06 


T. 


.03    .80 


.02 


.01 


.06 


.  12  . . . 


T. 


.04 


05 


.01 


.29 


29 
.■20 
.32 
.08 
.37 
.25 
T. 
.19 

.29 


1.09  T. 
.09  .73 
.69 
.28 
.11 


.51 
.45 
1.26 


,05 


T. 
T. 

.09. 
T. 


.67 
.13 


.65 
1.05 
.49 
.72 
.45 
.64 
.61 
.40 
T 
.46 
1.10 
T 


.10 


.05 
.76 


.42 


T. 


.06 
.14 


.03 


.10. 


.01 
T. 
.01  . 


.45 


.09 
.'54 


3.06 
3.94 
8.09 
4.06 
3.40 

a.ii 

3.3.^ 
4.42 
8.67 
4.  ,50 
3.  .36 
.3.90 


3.76 
3.24 
$3.06 
3.98 
4.00 
3.69 
3.70 
3.66 
4.01 


3.88 
3.29 
2.97 
4.24 
3.72 
3.80 
$« 
3.55 
3.94 
3.56 
.3.83 
3.80 


3.26 
3.23 
3.88 

3  30 
3.98 

3.76 
4.14 

4  46 
3.  .55 
3.43 
3.98 


2.67 
3.46 
4.53 


3.22 
3.82 
3.47 
3.40 
3.41 
2.95 
3.51 
4.36 
3.60 
3.67 
4.01 
3.37 
3,54 
4.90 
3  21 
3.21 
3.61 


.65 
.62 
.63 


3.93 
3.68 
3.73 
2.73 
$3  63 
3.81 


1.07 
.46 


Continued  on  page  20. 
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March  1948 


Daily  Precipitation  for  March  1948  — Continued  from  page  19. 


Stations 

Counties 

Day  of  month 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

16     16 

17      18 

19 

20 

21 

22      23      24 

26 

26 

27 

28 

29 

30     31 

1 

West  Branch 
(continued) 

TTnrthaus^ 

Clearfield.... 
Clinton 

T. 

.32 

T. 

.03 

.21 

.04 

T. 

....   T. 

.33 

.50 

.'25 

T. 

.39 

T. 

.04 

T. 

.0' 

.. 

.If 

.08   T. 

2  44 

T  <-\nlr   TTftVPn         

Elk 

Centre 

Clinton 

Centre 

Clinton 

Ijycoming. 

tV 

T. 
T. 
T. 

.28 
.34 

".a 

.02 
.12 

'.'69 

.16 
.43 
.19 
.32 
.18 

.30 
.28 
.01 
.49 
.05 

.01 
.01 

'.'6i 

.65 
.68 
.36 
.57 
.39 

.'ii 

.25 
.03 
.11 

.92 

1.02 

]• 

.65 
T. 

'•46 

'."si 

.47 
03 
.05 
.04 
.11 

'.'64 
.46 
.03 
.66 

.1.' 
.21 
T. 

.r 

T. 

.2( 

.ov 

.■2C 
.02 

.4C 



T. 

.0: 
.18 

'.'os 

.2C 
.2- 
.IC 
.4C 
.OS 

) . 

.81 

.6e 

4  16 

Philipsburg' ,  *,7E.... 

.05 
.22 
.01 
.33 

.07 
.04 
.05 
.06 

'.'64 

'.'os 

T. 

.03 

T. 

.'63 

T. 
.27 

'.■37 

T. 

.0- 

T. 
.6'/ 

■r. 
■r'.' 

4  47 

2  78 

State  CoUegei,^ 

Tamarack^.  2  S 

'■[. ' 

.73 

3.81 
3.83 

Tyrone  ^,  ^.  4  NE 

Blair    

.28 
.03 
.26 

.04 
.25 
.02 
.61 
.40 

.09 
.02 
.'26 
.03 
.30 
.29 
.'26 
.'25 
.22 
.02 
.25 
.07 
.33 
.25 
.08 

.49 

'.'6i 

T. 

.12 

.35 

'.'i5 
.07 
.03 
.05 
.05 
.54 
.39 
.07 
.18 
.46 
.06 
.02 
.87 
.12 

'.'53 
.05 
.49 
T. 
.07 
.03 
.44 
.14 
.50 

.07 
.07 
.14 
.33 
.35 

'.'54 

.28 

'.'61 
.38 
.05 
T 

.05 
.33 

.10 
.04 
.09 

T. 

.07 
.06 

'.'61 

.08 
.14 

.11 
T. 

.29 
.17 
.23 
.38 
.51 

.43 
.18 
36 

.03 
T. 

'i"'.' 

.03 
'.'6'7 

.'62 
'.'63 

T. 

T 

.04 

.03 

.60 

".06 

T.' 

.25 
.01 
.69 

T.' 

.22 

.55 

.'40 

.02 

.65 
.14 
.44 
.46 
.45 

.73 
.16 
.16 
.08 
.56 
.'24 
.09 
.73 
.50 
.56 
.60 
.75 
.68 
.44 
.42 

.21 

'.'58 
.42 
.07 
.50 
.11 
.10 
1.15 
.73 
.07 
.31 
T. 
.32 
T. 
.06 
.56 
.31 
.50 
85 

.03 
.16 
.07 
.11 
.11 

'.'64 
.07 
.02 
.06 
.02 
.14 
T. 
T. 
T. 

;05 
.04 

.62 
'.'29 

'.'48 

.'3'? 
.44 

.57 
.'23 

'.'06 
T. 

.01 

.77 

T. 

.09 

.01 

.04 

.34 
.11 
.03 

.06 

.41 

.66 

.31 

13 

.10 
.37 
.06 
.09 
.18 

.13 

'.'56 

. . . . 
T. 

.07 

•r'.' 

.16 
.02 
.13 
.09 
.01 

.21 
.06 
.13 

.04 
.18 
.11 
.16 
.03 
.27 
.16 
.18 
.10 
.12 

'.'i4 
1 

.24 
.09 

.03 

.'06 
.07 

.'26 
.03 
T. 
.11 

.08 
.10 

'i'. 

.66 

3.  72 

Tioga 

Lycoming.... 

T. 
T. 

3  13 

WiUiamsport  Apt.'-4il; 

.97 

3  '24 

.55 
.54 

.'69 

'.'36 
.16 
.'20 
.'24 
.28 
T. 
.36 

'.'25 
.21 

.'04 

3.13 

Williamsport2,  4  SE.  . . 

JUNIATA 

Altoona,  4.5  W.  .... . . 

Breezewood',0.0  ti 

Lycoming  ... 
Blair 

.01 

T. 

.23 

.'24 

tv 

.54 

.47 

.10 

.14 

T. 

.08 

.08 

''ir'.' 

.56 
T. 

.82 

r. 

.53 

T. 

.10 

.05 

.'64 

.08 
.08 

T. 

'i'.' 

2.86 

.72 
I.  00 

'.'26 

4.85 

Bedford .    ... 

.40 

$3.92 

2  28 

BumtCab)nsl.2NE... 
EastWaterford'i,3E... 
Everett^0.5SW 

Fulton 

.34 
T. 

.02 

.06 

.01 

T. 

T. 

.05 

.01 

T. 

.03 

.05 

.05 

.13 

.07 

.'08 

T. 

.11 

.06 

.11 

.05 

.14 

.04 

.11 

.05 

.18 

.08 

.13 

.19 

.02 

.52 

.07 

".6i 

.04 
.06 
T. 
T. 

T.' 
.01 

'.'06 
'.'62 

T.' 
.04 

.17 

".62 
.04 

'.'65 

-r'.' 

* 

.35 
.53 
.67 
.45 
.41 
.46 
.18 
.53 
.39 
.30 
• 

.40 

.71 

'.'68 
.48 
.54 
.41 
.46 
.59 
.42 
.41 
.64 
.46 
.36 
.59 
.50 
.45 
.32 
.41 
.30 
.41 
.75 

.30 

.38 

.75 

.33 

.59 

T. 

.61 

.44 

.85 
.67 
.54 
.46 
.60 
.61 
.94 

.'24 
.'27 
.10 
.06 
.11 
.23 
.27 
.21 
.18 
.41 

T.' 

.26 
T. 

■.'62 
T. 

.18 

'.'30 
T. 

'.'67 

.'38 
.44 

.44 
.07 
.45 
.'28 
.51 
.46 
• 

.42 
T. 
T. 
.43 
.42 
.01 
.38 
.40 
• 

.03 

1.84 

Juniata 

Bedford  . 

.01 

.45 
.42 

.85 
.52 
.68 

.'48 

'.'60 
.50 

.67 

.'i'2 
.40 
.12 
.34 
.10 
.03 
.28 
.14 
.60 

.28 
.63 

.'io 

.65 

1.03 

.'63 
.44 
.27 
1.00 
.22 

'.'22 
.65 
.10 
.56 

.'57 

'.'48 
.35 

T. 

.05 

.'21 

.05 

T. 

.01 

.39 

.05 

.19 

.'20 

.15 

'.'32 
.28 
.35 
T. 
.31 
.37 
.16 
.24 
.08 
.24 
.02 
.06 
.30 
.34 
T. 
.,32 
.'24 
.40 
.40 
.16 
T. 
.19 
T. 
.31 
.28 
.31 

'.'48 
.01 

.39 
.57 
.68 
.28 
.15 
.26 
.12 

.02 

.37 
.80 
.32 
.03 
.03 
1.16 

.37 
.74 
.29 
.'24 
.20 
.04 
.50 
.23 
.32 
.30 

T. 
T. 

.02 

'2.94 

3.10 

Huntingdon . 

Mifflin 

T. 

.'.'61 
'.'62 

'.'io 

T. 



'.'63 
'.'67 

T. 

'.'6i 

.25 

.02 

.16 

T. 

.14 

.02 

T. 

't.' 
■i'" 

T. 

•r'.' 

.05 

.04 

T. 

T 

T. 

2.82 

Lewistown^,  1  W. 

Mapletou  Depot2 

Martinsburg',**.....^.. 
McConnenstown2,4VW 
Neffs  Mills'.  6,  3.5  NE.. 

2  85 

Huntingdon . 

Blair 

Huntingdon. 
Huntingdon . 

Perry 

Bedford 

Huntingdon . 

Adams 

Snyder 

Cumberland. 
Cumberland. 
Lancaster.. . . 

Dauphin 

Lancaster.. . . 

York.  

Schuylkill  ... 

Dauphin 

York 

T. 

.'62 

'.'60 

2  65 

T. 

T. 

■r'.' 

T. 

.04 

'16 
T. 

T. 

.22 

.02 

'.'40 
.12 
.51 
T. 
.52 
.64 
.35 
.47 
.05 
.'27 
.02 
T. 
.50 
.51 
T. 
.39 
.33 

* 

.25 

.60 

T. 

.40 

T. 

.41 

.36 

.42 

.57 
T. 

.46 
.56 

.35 

■'r' 

.57 

2  96 

T.' 
T. 
T. 

•r'.' 

'.'oi 

'.'64 
.02 

3  07 

.67 
.36 

4.04 
3  17 

'2.67 

iharGaVM;o.6  8w;: 

LwR  Susquehanna 
Arendtsville^ 

.80 

't'.' 

.06 

.'67 
'.'62 

2.94 

.40 
f.' 

■r' 

.57 

.36 

.'06 

T. 

.09 

.22 

.05 

.10 

.11 

.02 

.36 

.01 

.49 

.3'2 

.34 

.'54 
.12 
.13 
.13 
.43 
.53 
.28 
.19 
.20 
.09 
.12 
.11 
.28 
.08 
.11 
.38 
.09 
.31 
.18 
.09 
.03 
.32 
.22 
.28 
.31 
1.80 
.15 
.62 
.06 

.22 
1.07 
.28 
.14 
.26 
36 
.49 

.'25 
.27 
.26 
.17 
.47 
.30 
.37 
.36 
.36 
.08 

.36 
'.'62 

".oh 

.08 

't.' 

f.' 

3.79 

■r'.' 

T. 
T 

.65 

'."30 
.12 
.29 

.41 

.42 

.48 

.50 

T. 

.39 

r" 

.22 
.23 

'.'61 
.42 

T. 
't'.' 

■r'.' 

T. 

•r'.' 

.06 
.10 

'.'os 

■.'06 

Bloserville,  1.5  N 

Carlisle. 

3.49 
■2.44 

2  82 

2.84 

3  01 

ftiPTi  Rock*,^ 

4.03 

'.'44 

'.'35 
.39 

'.'35 

•r'.' 

'.'30 

T. 

.18 

T 

.02 

.24 

.70 

T. 

T. 

3.94 

Orantville,2SW 

3.25 
2.81 

Harrisburg  Apt' .  ^.3.5  S 

Dauphin 

Lancaster — 
Cumberland. 
Lancaster..  . . 
Lancaster, . . . 

Lebanon 

Dauphin 

Dauphin 

MiiHin 

Cumberland . 
York 

T. 

T. 

.'ii 

T. 

1.00 

3.34 

T. 

2  66 

Hnnt^fiale^ 

2.83 

Kirkwoodi,^  ISW... 

.23 

'2.78 

.10 

'.'62 

T.' 

T. 

'.'62 

.09 
.31 
.01 
.05 

.28 
.12 
.21 
.01 
.07 
.05 
.24 
.08 
.36 

.01 

T. 

.57 

.96 

.27 

.27 

.28 

.42 

.03 

.07 

1.18 

'.'6i 

.04 
.16 

2.91 

I ohnnon^    

T. 

.'06 
.09 

'.'os 

T. 

1  23 
.76 

1.'38 

3.64 

M  iddletown^ .  1 .5  W  — 

T. 

4.67 

Millersburg^^.21i  .   .. 

3. '27 

T. 

T. 

3.92 

Newburg^  3.5NW 

.04 
.33 

.as 

.04 

.03 

.13 

.12 

.05 

T. 

.15 

.03 

.14 

.12 

.01 

T. 

.10 

.10 

.06 

'.'65 
.06 
T. 
.01 
.06 

't.' 

T. 

.51 

.05 

.44 

.18 

.'50 

T. 

.35 

.71 

.34 

'.'27 

.66 

• 

.36 

T. 

T. 

.26 

T. 

.10 

• 

.49 
.08 
.74 
1.13 

.'65 
.99 
T. 

4.23 

Npw  Park 

2.15 

Pinp  Grove^.  1.5  Nh- . . . 

Schuylkill. . . 

Snyder 

N'umberland 
Cumberland. 
N'umberland 
York 

T. 

.08 

.05 

.26 

T. 

.40 

.39 

.44 

T. 

.54 

.01 

.26 
.41 
.11 

.40 

'.'50 
T. 

.82 
.68 
.82 
.27 
.65 
.10 
.90 
.03 
.13 

.28 
.08 
.18 
.12 
.28 
.30 
.'21 

.41 

• 

.83 
.64 
.90 
.40 
.45 
.'23 
.81 
.01 

T. 

'."i2 
■r'.' 

.05 

T. 

.'06 

3.06 

3.16 

.01 

.'23 

T 

'."38 

.09 

1.17 

4.09 

cihinnpn^burg 

.09 
.78 
.02 

3.22 

T. 

T 

r. 

'.(f2 

.03 
.15 

4.11 

Wallsville        

■r'.' 

4.07 

Williamstown" 

Vni-V     S  SW       

Dauphin 

York 

.02 

T. 

■r. 

.08 
.03 

'.'62 

.38 

.09 

3.33 
3.70 

York  Haven2     

Potomac  Basin 
Chambersburg".  1  SW. 

York 

Franklin..  .. 

Adams 

Bedford 

Bedford 

Fulton 

.39 
T. 

T. 

T. 

3.71 

■r'.' 

.48 

T. 

.34 

3.97 

Gettysburg 

4.07 

Hewitt, 2SW 

.... 

• 

$3.53 

Hyndman^ 

.05 
.'20 
.10 
.28 

.17 

• 

T. 

.14 
T. 

.03 
.20 

T. 

'.'65 

.57 

• 

.01 
.09 
.15 
.01 

'.'is 

T. 

* 

'.'06 

T. 

T. 

.10 

.82 

.07 

2.82 

McConnellsburg2 

T. 
'.'66 

'.'62 

'.'64 
.02 

'.'67 
.12 

.02 

.13 

T 

.01 

T. 

.30 

.07 

.01 

-r'.' 

T. 
.31 
.25 

'.'37 
.36 
.08 
.05 
.42 
.81 

• 

T. 

T.' 
.08 

.02 

. . . . 

2.86 

Franklin 

Franklin 

2.93 

South  Mt.  San't'm^  — 

.69 

.47 

• 

'.'59 
.74 

'.'93 
.17 
.68 

'  '* 

T. 

.88 
.02 

i.'35 

• 

.08 
I.  00 

.30 

.03 
2.04 

.04 

.05 
L.50 
1.24 

4.24 

GULP  DRAINAGE 
Ohio  Basin 
Alt,eqhkny 
Acmetonia^ 

Allegheny,... 

Jefferson 

Indiana 

Somerset 

McKean 

Jefferson 

Somerset 

T. 

T. 

.03 

■f. 

T. 

.37 
.08 
.02 
.20 
.31 
.33 

'128 
.39 

'^70 
.06 

■.'46 
.98 

3.08 

Aliens  Millsi.  ^ 

.03 
.13 

•r'.' 

.01 
.06 

'.'64 

3.43 

Blairsvillel,  6NE 

T. 
.17 
.18 
T. 

3.56 

Boswell^6NW 

Bradford,  4  W 

Brook  ville',  1.5  SW 

.02 

:::: 

'f.' 

4.27 
7.36 
3.92 

Buckstown^.  ^ 

M 

Clarion^  3  SW 

Clarion 

Erie 

Potter 

Potter 

".n 

.06 
.04 
.16 

.01 

T. 

.10 

T. 

2.79 

.12 
.08 

6.38 

Coudersport 

3.98 

Coudersport^,  7.5  E 

Derry              

W'moreland. 
W'moreland. 
Cambria 

.27 
.35 

.03 
.03 
.25 
.42 
.28 
.31 

.10 
.05 
.04 

T.' 
T. 

T. 

.37 
.14 

.06 
T. 

.29 

.'27 

.11 

.09 

T. 

.26 

T. 

.68 
.80 
.71 
.89 
.35 
.24 

.18 
.09 
.01 
.17 
.49 
.18 

.73 
.60 
.43 
.39 
.13 
.20 

.09 

.16 
.03 
.09 
.04 

.72 

.20 
.62 
.50 
.30 

.37 
.07 

.'69 
.31 

.12 
.07 

.27 
.36 
.50 
.'29 
.28 
.30 

T. 

.01 

.... 

.29 
.36 

.72 

4.05 

T. 

3.97 

Dunloi.5,  0.5SW 

$« 

Ebensburg2  

Cambria 

Armstrong.. . 
Venango 

.04 
T. 

* 
.07 
T. 

.08 

T. 

T. 

.45 
.25 
.16 

.01 
.08 
T. 

T 
T. 

.07 
.21 
.10 

.66 
.48 
.67 

.07 
.02 
.28 

T. 

4.11 

Ford  CitVS  4  S 

2.99 

Franklin^ 

3. '29 

Glen  Hazel^,  1  NE 

Elk 

Home*.  ^ 

Indiana 

.23 
.17 
.07 

'.'08 
.40 

'.'63 
.03 

.17 

.15 
.31 
.39 

T.' 
T. 

■r'.' 

.20 
.20 
T. 

'.'ii 

•••• 

.04 
T. 

.73 
.52 

.78 

.90 
.39 

.35 

.06 
.09 
.17 

.07 
.09 

.'28 

.01 
.31 
.36 

.11 
.13 

.20 
.34 
.20 

.47 
.36 

3.33 

Indiana 

.39 
.10 

.10 
.40 

T. 
.11 

3.51 

Johnstown'  0  5W. 

Cambria 

T. 

■1' 

T. 

3.74 

Continued  on  page  21 . 
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Daily  Precipitation  for  March  1 94S 

-Continued  from  page  20. 

Counties 

Day  of  month 

StBtlons 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

22 

28 

24 

2fi 

26 

27 

28 

29 

30 

81 

0 

Allkohbnv 
(continued) 

Kane>.lN  

Kreger'.  (..s  Sh 

Lvcippus.  1.5  E 

MarieuviUe'.* 

McKean .... 
W'moreland 
W'moreland 

Forest 

Crawford... 
Armstrong.. 
Armstrong.. 
Allegheny. . 

McKean 

Jefferson. 

.oa 
'■'r. 

T. 

.03 

.31 
.4 
.3( 
.2i 

.a 

.Of 
.26 
.0 

T. 
.11 

)    .1{ 
.K 
.28 
.30 
.46 
T. 
.2'2 
.33 
.36 
.23 
.22 
.29 
.01 

.0 

.1- 

.0( 

.Of 

T. 

T 

T. 

i'. 

.Oi 

T. 

T. 

■r. 

T. 

.06 

... 
J  ... 
i  . . . 
)    . . 

.o: 

.0( 
'.Of 

!  T. 

i   .3' 
.2S 

)    .3C 
.IE 
.2- 

.m 

,    .14 

.oa 

.26 
.80 
.02 
.31 
.21 
.26 

T. 

.08 
.Ot 
... 
.03 
.03 
T. 
■1'. 
.08 
.06 
T. 
.06 
T. 
.06 
.03 

... 

.41 
.•2" 
.If 
.■ii 
.11 
.Of 
.Of 
.l£ 
.11 
T. 
.01 
.Of 

'.'ss 

)  . . . 
1  .0'. 

i  .0;- 
» ... 

•  OS 
.16 

.... 

T. 

.23 
.31 
.25 
.29 
.23 
.12 


.r 

.08 

'.'io 

.31 

.86 
.70 

.r 

.57 
.'26 
.16 
1.06 
.41 
.46 
.35 
.27 
.52 
.62 
.41 

T. 

.05 
.2£ 
.02 
.26 
.27 
.01 

".'io 

.39 
.34 
.'22 
.56 
.12 
.06 



. . . . 

'1'. 

T. 

"."63 
.08 

1.2c 
.81 
.2f 
1.40 
.54 
.11 
.2S 
.78 
.06 
.0.5 
.10 
.02 
.11 
.04 

1.51 

1.03 
.80 
.31 
.91 
.88 
.06 
.02 

1.76 

.08 
.05 
.53 
.07 
.45 
.22 
.12 

"."60 

".k 

.58 
.87 

".k 
.71 
.68 
.96 
.52 
.68 

'.'74 
.68 

■50 
.46 

.52 
.35 

.51 
.18 
.17 
.50 

1.8f 
T. 
.0£ 

.63 
... 
.OS 

'.'06 
.02 

• 

.01 

•2.'6i 
•2.22 

.03 

T. 

.57 
2  99 

T. 

.02 
2.84 

'.'i2 
'•r'.' 

.If 

.Of 

1     !• 

.. 

.07 

.If 

... 

'."is 
.01 

.04 

.16 
.38 
.65 
.42 
.96 

T. 

.0- 
.0- 

.10 

.11 
'.'64 

.5'. 
.'28 
.If 
.2H 
.1? 
.29 
.23 
.'22 
.17 
.45 
.25 
.17 
.48 

".'34 
.34 
.37 
.36 
.46 
.20 
.16 
.41 
.42 

.12 
.19 
.34 
.31 
.22 
.46 
.11 
.48 
.'25 
.30 
.16 
.22 
.31 
.32 

.43 

.10 
.25 
.48 
.41 
.26 

.38 
.47 
.40 
.42 

.20 
.36 
.12 

.03 
.If 
.0; 

... 

.77 
.39 
.23 
.77 

';.59 

6.11 

t". 

.04 

"."6i 
.02 

T. 

.02 

.... 

... 

.05    .2f 
.09    .08 

3.82 

Meadville'''.  13 

3.15 
.01 
.04 
.06 

2.70 

'.'io 

.40 

.07 

.04 

.17 

.22 

.07 

1.33 

1.83 

.15 

.30 

1.60 

.08 

.09 

T. 

.06 

.09 

.07 

.09 

.02 

.11 

.08 

.02 

.03 

.04 

.16 

T 

.04 

T. 

'.'40 
.03 

.'63 
.06 
.06 

.'26 
.22 

T.' 

.2( 

.03 

.27 

.14 

T. 

.21 

.03 

'"r." 

.02 

r. 
r. 

'.'61 

.05 

r 

.0'. 
T. 

".bt 



fi  33 
'2.74 
2.21 
3.76 

Parkers  Landing^ .  . . . . 
Pittsburgh  Cty Of. ».  .. 

Port  Allegany* 

Punxsutawney* 

Putneyville-.2.6SE... 

'."65 

5.34 

Armstrong... 

Elk 

Indiana 

W'moreland. 

Warren 

McKean 

Indiana 

Forest 

t'.' 

T. 
T. 

.07 

3.22 
3.  .39 
3.56 
.3.56 

'."« 

8altsburg2 

T. 

T. 

."06 
.06 
.15 

'.'i4 
.11 

■r'.' 

"hi 

.06 
.38 

".'is 

Sheffield'.  5.  6  W 

Smethporti.'\  1  SW  ... 

Strongstown ' .  ■'' 

TionestaM.SSE 

Titusville.  '2  8 

.09 

■r. 

.29 
.28 

• 

T. 

.22 

.15 

T. 

.04 

.'24 

T. 

■.'65 

.01 

.■26 

.'25 

T. 

.22 

.22 

.02 

.25 

.33 

.16 

.02 

T. 
.21 
.07 
.34 
.02 
.35 
.32 
.07 

.'27 

.08 
.02 
.32 

.02 
.10 
96 

.12 

3 .  55 
6.  '.)6 

4. '29 

• 

.28 
.05 

'.'25 
.15 

.45 
.27 

'.'29 
.09 
.06 
.45 

'.'6i 

.26 
.08 
.19 
.09 
.'23 

.26 
.13 
.22 

'.'25 
T. 

'.'ii 
".n 

.26 
.02 

.01 
T. 
.03 

.47 

T. 

T. 

■r.' 
.02 

.01 

T. 

.02 

T. 

.0'2 

.02 

.04 

.04 

.03 

.'06 
.08 
.06 

T. 
.01 

.16 

.21 

.'20 

.24 

.16 

T. 

.02 

.13 

.40 
.23 
.12 
.25 
.30 
.30 
.30 
.17 
.08 
.30 
.46 
.34 
.23 
.21 

.10 

■f.' 
T. 

"t." 

.16 

T. 
T. 
T. 
.01 
T. 
.01 
.01 

T. 

.03 

.01 

.03 

T. 

T. 

.19 
.23 
.55 
.36 

'.'is 

.28 

"."is 

.05 
.07 
.26 
.34 

.14 
.21 
T. 
.24 

"."is 
".'oi 

.31 
T. 
T. 

.02 
.25 

.10 

.... 

.01 

1.04 
.23 
.85 
.'23 
.42 
.34 
.32 

.33 
.57 
.62 
.34 
.63 
.55 
.16 
.98 
.99 
.59 
.43 
.19 
.42 
.56 

.12 
.07 
.18 
.59 
.56 
.34 
.22 
.77 

.38 
.40 
.'25 
1.05 

.76 
.06 
57 

"."ig 

.08 

.36 
.01 

'.'63 
T. 
.03 

.06 

.01 
.12 

■r'.' 

.02 

.65 
.'59 

.'63 

'."64 
.02 

4.07 

Erie 

.04 

rV 

.09 

T. 

T. 

T. 

T. 

T.- 

.03 
'.'l3 

i" 

T. 

6.91 
6.32 
■2.91 
4.30 
7.49 

Vandergrift  ^ 

W'moreland. 

Warren 

Warren 

Somerset 

Fayette 

Washington.. 
Greene 

T. 

.60 
.26 

.03 

T 

.01 

.03 

.15 

.27 

.03 

.17 

.'20 
.'26 

T. 

'.'58 

'.'36 
.57 

.13 

.'io 

T. 

.12 
.10 

MONONGAHELA 

Confluence^,  1.5  NW... 
Connellsvllle2 

.20 
.25 
.32 
.28 
.21 
.13 
.30 
.40 
.43 
.23 
.42 
.78 
.32 
.14 

T. 

.57 
.12 
.06 
.26 
.15 
.16 

1.00 
.02 
.01 
.22 

1.01 
.43 
.22 
.14 

.41 
.19 

T. 
T. 

"."6i 

.11 

.02 

.03 

.10 

'1'. 

.02 

.01 

T. 
T. 

T. 

.'25 

3.  25 
■2.62 

Greensboro^ 

T. 

"•r'." 

.... 

T. 

3.45 
2.80 
.3.50 

Greeusburg.2  S 

W'moreland. 
W'moreland. 

Somerset 

W'moreland. 
Allegheny . . . 

Greene 

Somerset 

Somerset 

Fayette 

tV 

T. 
T. 
T. 

.24 
.24 

'."•ii 
.22 

.i7 

.13 
.26 

.03 
.03 
.26 
.31 
.11 
.40 
.26 
.12 

.14 
T. 
T. 
.16 

."68 
.49 

. . . . 

'.'4i 
..34 

Meyersdale^ 

.'6i 

."ii 

.06 

.... 

3.38 
3.18 

W 
3.69 
2.87 

Murrysville//'. ' 

""t".' 

.12 
.06 

r. 

.09 

.11 

.08 
T. 

".'36 
.OS 

."oe 

.06 

.68 
.58 

Pittsburgh  Arpt.  ',5... 

T. 

.07 

.07 

.06 

.06 

.05 

.05 
.33 
.21 

'.'23 
T. 

.'64 

.75 
.40 
.45 
.02 

.03 

T. 

.02 

■••• 

.62 
.05 
.21 
.45 
.43 
.01 

.04 
.28 
.48 

1.15 
.55 

1.03 
.88 
.55 

.65 
.21 
.12 
.79 

.08 
1. 10 
.75 

.'46 
.19 
.34 
17 
.26 

.42 
.18 
.52 
.06 
.80 

'.'62 
.76 

■r. 
■."06 

T. 

.03 

Rices  Landing' 

SpringsS,  1  SW  

.  02 
T. 
.01 
.01 

.03 

.02 

■."65 
.18 
.03 
T. 
.10 

.35 
..55 
.34 

4.03 

T.' 
T. 

4.25 

Waynesburg' 

Greene 

Beaver 

Butler 

.02 

T. 
T. 

3.  42 
'2.20 

2,05 

Beaver 
Beaver  Falls2 

T. 

Farrell2 

Mercer 

.09 
.21 
.12 
.09 
.05 
.11 

.24 
.13 
.10 
.09 

.13 
.13 

■r.' 

T 
.01 

■.'65 

■r". 
r. 

.12 

.04 

■r".' 

".10 

."ot 

"."'75 

".ii 

'.ib 
.11 
.96 
.11 

.08 
2.78 

.54 
.04 
.05 
.10 

2.64 
.36 
.59 

— 

.09 

'."i4 

'.'56 

.57 

1..54 

$2.58 
$3.  89 

Greenville 

Mercer 

Mercer 

Mercer 

Lawrence 

Crawford 

Washington . 
Allegheny ... 

Beaver 

Washington  . 

Erie 

'.'oi 

T. 
T. 
.01 

i'V 

T. 

T. 

T. 

'1- 

.01 

T. 

T. 
.01 
T. 

JamestownS.  2NW 

.01 
T. 
.02 
.03 

.24 

"."68 

.04 

r.' 
r. 

T. 

T. 

Mercer  Arpt.', 2.6NE.. 

.09 

T. 

.'06 

'.'i2 

.07 

••■■i 

1 

.19 
T. 

.27 
.02 

4.19 
2.91 

Newcastle',  1.5  N 

Pennline.  2,  IS 

5.82 

4.10 
2.93 

Ohio 
Claysville2 

•r'.' 

T. 

."ii 

"■r"." 

T." 

.43 

T. 

• 

.05 

"os 

.22 
.42 
.52 
.03 

.11 
'."io 

.18 

Coraopolls2,  IE 

MidlnndZ 

.44 

.23 

.38 

't.' 

.32 

1.45 
2.10 

•r"." 

T. 

Washingtonl,  5 

2.47 

.66 

4.60 
6  03 

LAKE   DRAINAGE 
Albion^ 

.18 

Raymond',  * 

Potter 

.06 
•  Ofi 

i'. 
.10 

.61 

."is 

.'67 

.03 

.07 

.05 

.13 

.48 

4.71 

[See  page  24  for  explanation  of  reference  marks.] 
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CLIMATOLOGICAL  DATA:    PENNSYLVANIA  SECTION. 


March  1948 


Daily  Temperatures  for  March  1948 


Stations 


Albion  / /  Maximum . 

\  Minimum. 
Ailentown  Arpt.'  ,9-4  NE  /  Maximum. 

\  Minimum. 

Allentown / /  Maximum. 

\  Minimum. 
Altoona-4.6  W /  Maximum. 

\  Minimum. 

Arendtsville / /  Maximum. 

\  Minimum. 
Beavertown/ ]  Maxiramii.. 

I  MiDiroum., 

Berwick /  Maximum 

\  Minimum.. 

Bethleiiem i /  Maximum ., 

\  Minimum.. 

Blairsvillei-6  NE J  Maximum. 

(Minimum.. 

Bradford-4  W /  Maximum .. 

\  Minimum.. 
Brookvillei l  Maximum.. 

(  Minimum.. 
Burnt  Cabinsi-2  NE  . . . .  /  Maximum.. 

(Minimum.. 

Butler /Maximum.. 

^  Minimum., 
canton  /  -1  N  W /  Maximum . . 

\  Minimum.. 

Carlisle /  Maximum.. 

\_  Minimum.. 
ChambersburgS-i  8W.  . .  /  Maximum.. 

\  Minimum.. 

Clarionfi-3  SW /  Maximum .. 

\  Minimum.. 

Claysvllle (Maximum.. 

'  (Minimuin.. 

Coalport/ I^?"^™"™- 

\Mimmum.. 

Coatesville/ r  Maximum.. 

\  Minimum.. 

Columbia (Maximum.. 

1  Minimum.. 

^■„rrv  /Maximum.. 

^"^ \Miuinuini.. 

Coudersport /  Maximum .. 

\  Minimum . . 
Curwensvillel-6  NW  . . . .  /  Maximum .. 

\  Minimum.. 

Derry fMaximum.. 

\  Minimum.. 

Donegall (Maximum.. 

\  Minimum.. 
Donorai (Maximum.. 

\  Minimum.. 

Eagles  Mere  / /  Maximum .. 

^Minimum.. 
East  Waterford6-3  E  . . . .  /  Maximum., 

\  Minimum.. 
Ebensburg/ /  Maximum. 

\  Minimum.. 
Emporium  /-IE /  Maximum . 

\  Minimum. 

Ephrata/ (Maximum. 

V  Minimum  . 
gjjgl (  Maximum . 

\  Minimum.. 

Everetti-0.5  8W /  Maximum. 

\  Minimum.. 
Farrell /  Maximum. 

V  Minimum.. 
Ford  City /-4S (Maximum. 

\  Mimmum. 
Franklin  / /  Maximum . 

\  Minimum. 
Fredericksville-l  8 / Maximum. 

\  Minimum.. 
Freeland /  Maximum . 

\  Minimum .. 
George  School^ (  Maximum. 

\  Minimum.. 
Gettysburg /  Maximum . 

\  Minimum. 

Gordon /  Maximum. 

V  Minimum. 
Greensburg-2  S /  Maximum . 

\  Minimum. 
Hanover / /  Maximum. 

\  Minimum. 
HarrisburgArpt.  1-3.5 S.  /  Maximum. 

\  Minimum. 
Hawley-0.6  E /  Maximum . 

\  Minimum. 
Hewitt-2  SW / Maximum. 

\  Minimum. 
Holtwoodi /  Maximum. 

\  Minimum. 


36  30 
20  21 
37 
30 
41 
22 
44 
32 
45 
29 


37  34 

15  27 

32  34 

18  26 


25 

5 

30 

8 

32 
3 

28 
-  6 

34 
5 

30 
8 

35 


37 

8 

34 

4 

31 

10 

33 

11 

28 

5 

■29 

14 

■/9 

-  2 
39 

7 

34 
4 

48 
13 
28 

-  5 
23 

3 
34 
3 

-'l 
35 
10 
22 
10 

34 
11 


7 
38 

7 
28 

5 
20 

-  4 
29 

7 
33 
13 

26 
5 
37 
7 
31 
12 
28 
11 
22 

-  5 
35 

0 
31 
14 


11   12  13 


50  41 

28  19 

54  36 

36  18 


43 
-  2 
35 
14 
36 
15 
37 
10 
44 
13 


23   23 


31   55 
10  22 


3 

33 

-  5 
34 

9 
30 

7 
37 
13 
41 
18 

37 

0 

38 

6 

40 
18 
38 
19 
32 

-  6 
41 
11 
38 
20 


16  17 


18  19  20  21 


22 


23  24 


25 


45 
61 
40 
66 
36 
62 
35 
65 
36 
70 
40 

66 
43  39 
66 

50 
58 


26  27 


28 


29  30  31 


28  43 


Continued  on  page  23, 
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Daily  Temperatures  for  March  1948— Continued  from  paRe  W. 


Stations 


10 


12 


18 


16 


16 


17     18 


19     20     21 


22     28 


24 


25 


26     27 


28     29     80 


Mean 


Huiitin^on/ /  Maximum. 


Indiana  2.6 SK. 


MinlmiUD. 

/  Maximum. 

V  Minimum. 
Irwin (  .Maximum. 

\  Minimum .. 
Jamestown/  -i  N\V /  .Maximum. 

\  Minimum. 
Johnstown/ /  Maximum. 

\  .Minimum. 
Kane'-l  N (  Maxirauni. 

\  Minimum . 
LancB-ster /  Maximum. 

\  Miniimnii . 
LftwrtincuvillB /  Maximum. 

\  Miniir 


Lttbauon 


^  Minimum. 


,  /  Maxii 
\  Minin 


mum. 
iiimum. 
l.,ewistowny-2SW »  Maximum. 

\  Minimum ., 
Lock  Haven/ /  .Maximum. 

\  .Miuimum., 
Marcus  Hook / /  Maximum. 

\  Minimum.. 
Martin.^burg^  * /  Maximum. 

\  Minimum.. 
Meadville/l  S /  .Maximum. 

\  Minimum.. 
Mercer ''2.. 5  NE /  Maximum. 

\  Minimnm.. 
Middletown'-1.5  W /  .Maximum. 

\  Minimum  . 

Midland"* (  Maximum.. 

\  .Minimum.. 
Montrose /-.S  K /  Maximum., 

\  Minimum.. 
Mt.  Pocono'-'2  N /  Maximum.. 

I  Minimum.. 
NewburfT /Maximum.. 

\  Minimum. . 
New  Castle^-LS  N I  Maximum.. 

\  Minimum.. 
Palnierton ' ,(  Maximum .. 

i  Minimum.. 
Park  Place'-l  NW /  Maximum.. 

\  Minimum.. 
Phila.  Arpt.i-7  SVV /Maximum.. 

\  Minimum.. 
Pliiladelphia  C.O.i /  Maximum.. 

\  Minimum.. 


Phila.  Shawmont / 

Philipsburg'-7  E / 

Phoemxville-1.5  SE / 

Pittsburgh  Arpt.l-7.SSE  / 
Pittsburgh  City  Officei . .  / 

Port  Clinton/ ( 

Putney ville/-2.5  SE ! 


Maximum.. 

Minimum. 

Maximum.. 

Minimum 

Maximum.. 

Minimum.. 

Maximum.. 

-Vlinimum.. 

Maximum.. 

Minimum.. 

-Maximum.. 

Minimum.. 

Maximum.. 

Minimum..! 


Quakertown-0. 

Readingl 

Ridgwa  y  /  — 

Scran  ton ' 

Selinsgrove... 
Shippensburg 

Somerset 

8prings6-lSW 


■5  E /  Maximum. 

I  Minimum. 
/  Maximum. 

\  Minimum. 
/  Maximum. 

\  .Minimum. 
/  .Maximum. 

1  Minimum. 
/  Maximum. 

\  Minimum . 
/  Maxrmum. 

\  Minimum. 
/Maximum. 

\  Minimum., 
/  Maximum. 

\  Minimum., 

State  College' /  Maximum.. 

\  Minimum.. 
Sunbury ' /  Maximum  . 

\  Minimum. . 
Tamarack/-2  S /  Maximum.. 

^  Minimum.. 
Tioue.>;ta/-i.5  SE /  Maximum . 

I  Minimum.. 
Titusville-2  S (  Maximum  . 

\  Minimum.. 
Towanda-1  E /  Maximum.. 

I  Minimum.. 
Tunkhannock/ /  Maximum.. 

\  Minimum.. 
Uniontown S  Maximum. 

'  .Minimum., 


36 


36 
27 
35 
5 

;«) 

20 
37 
10 

38 
19 
40 
20 
35 
19 
39 
23 
32 
20 
39 
14 
38 
14 
39 
20 

44 

20 
32 

5 
26 

5 
28 
16 
40 
16 
30 
15 
27 

8 
37 
21 
34 
22 

41 

21 
32 
7 
51 
20 
42 
22 
43 
24 
33 
15 
36 
16 

34 
14 
35 
21 
41 
11 
34 
14 
37 
15 
42 
22 
35 
20 
33 
21 

36 
15 
37 
16 
3! 

37 
12 
37 
12 
39 
10 
36 
10 
49 
25 


48 
28 
38 
28 
36|  45 


38  48 
30  34 


34 
12 
32 

4 
35 
14 
30 

8 
34 

6 
35 

5 
30 
11 

36 
9 
15 

-  8 
19 

-  3 
20 

2 
39 

7 
25 

6 

18 

-  1 

30 

1 

32 
12 


42  59 
32  10 
26 
0 
35 
10 
35 
9 
36 
13 
25 
8 
35 
1 


47 
23 
41 
27 
41 
29 
41 
31 

38 
17 
42 
12 
40 
30 
43 
24 
43 
28 
45 
33 
43 
29 
38 
30 

48 
33 
35 
0 
37 
24 
34 
20 
47 
33 
37 
29 
35 
22 
40 
30 
39 
19  30 


38 

9 

36 

-  3 

45 

7 
46 
21 
48 
23 
41 

5 
46 

4 

42 

5 
42 
14 
49 

1 
39 

0 
38 

5 
40 
11 
40 

9 
36 
10 

41 

9 
39 

7 

41 

-  2 

47 

4 
45 

4 
35 
11 
42 
12 
50 
23 


42 
9 
38 
24 
41 
30 
45 
33 
47 
36 
37 
15 
45 
10 

39 
26 
41 
30 
43 
4 
35 
30 
38 
28 
40 
27 
42 
29 
40 
29 

41 
28 
38 
28 
35 
13 
44 
10 
44 
30 
42 
28 
41 
0 
47 
36  28 


36 
23 
30 
17 
46 
■29 
39 
27 

42 
30 
42 
22 
39 
31 
49 
32 
36 
26 
3fi 
24 
35 
22 
42 
29 

39 
26 
34 
25 
35 
21 
36 
17 
40 
24 
40 
26 
35 
23 
45 
32 
45 
34 

44 
31 
31 

14 
45 
30 
38 
25 
39 
28 
40 
27 
36 
21 

42 

29 

43 

35 

33!  48 

23i  17 

40 

30 

40 

27 

42 

31 


50 

26 

52 

23 

53 

26 

40  53 

24!  18 

45!  49 

22  20 


36 
34 

221 

-  51 
53 
27 
32 
15 


71 
33 

67 
48 
62  66 
33  61 
60  64 


46  62 


52 
32 
39 
14 
66 
34 
39 
20 

53  32  31 

28  29i  13 


30  37 


23 
62 
31 


30|  35 
291  15 

48!  25 
18-4 


39 
36 
37 
19 
19 
15 
24 
2 
34 
20 

30 
10 
16 
13 
24 

7 
33 
131 
27 

6 
31 
15 
25 

8 
38 
24 
42 
25 

49 
30 
30 
5 
53 
28 
29 
14 
30 
14 
30 
29 
25 
18 

47 
23 
37 
21 
21 
17 
30 
14 
44 
20 
46 
26 
40 
21 
36 
17 

32 
14 
29 
15 
15 
15 
27 
16 
30 
13 
31 
13 


40  19 


40 
21 
28 
12 
25 

-11 
22 

-12 
31 
16 

28 

8 

22 

-  1 
23 

2 
26 

6 
27 

-  7 
31 
10 
25 

4 
34 
17 
35 
18 

32 
18 
23 

-  8 
35 
16 
28 

9 
30 
12 
29 
12 
26 

-  7 

31 
12 
33 
16 
31 
-13 
24 
7 
33 
12 


38 
17 
41 
16 
35 
0 
40 
22 
34 
13 
29 

-  2 
32 

0 
39 
17 

38 
14 
28 

0 
28 

5 
34 
10 
35 

2 
35 

6 
29 

9 
38 
20 
38 
22 

41 

17 
30 

4 
40 
13 
37 
14 
39 
18 
33 

8 
34 

-  7 

35 

13 

38 

20 

35 

-12 

31 

8 

37 

7 


341  42 
15  IS 
25'  35 
9  12 
34 
12 


28 

8 
33 
12 
28 
01 

29i  32 
-12-  9 
22  32 

-lo:-  1 

321  36 
-  6i-12 

271  32 
-2-9 

.32!  41 

12i  14 


50 
22 
,53 
20 
47 
19 
49 
27 
51 
21 
51 
11 
50 
14 
51 
21 

56 
20 
40 

6 
40 

9 
46 
10 
55 
16 
46 
13 
42 
16 
4,s 
24 
48 
29 

47 
41 
46 

5 
50 
16 
59 
26 
58 
26 
45 
14 
52 

3 

45 
14 
49 
22 
51 

-  4 
47 
15 
47 
20 
52 
20 
57 
14 
55 
13 

49 
19 

47 
20 
45 

5 
50 

2 
50 
13 
47 

-  3 
46 

2 
60 
22 


40  32 


52 
47 
48 
45 
55 
34 
63 
51 
50 
29 
45! 
32 
42 
30 
56 
36 

54 
33 
34 
29 
49 
26 
44 
20 
45 
29 
55 
30 
51 
28 
57 
37 
.57 
40 

65 
47 
44 
23 
76 
45 
48 
38 
49 
38 
50 
45 
41 
29 

63 

41 
58 
39 
37 
28 
52 
32 
68 
41 
63 
45 
60 
36 
53 
28 

49 
32 
50 
31 
40 
32 
44 
32 
47 
30 
51 
33 
39 
34 
63 
41 


76 
45 
67 
35 
77 
40 
51  67 
33  46 


59 
32 
65 
27 
70 
39 
62 
37 
62 
40 
70 
44 
69 
44 
61 
38 

76 
46 
56 
27 
53 
30 
50 
26 
75 
47 
56 
37 
53 
32 
62 
31 
61 
35 

58 
35 
60 
34 
65 
32 
75 
4' 
76 
51 
61 
25 
72 
22 

.53 
30 
61 
39 
63 
24 
59 
41 
55 
40 
58 
36 
66 
41 
67 
41 

64 
40 
58 
41 
57 
30 
69 
24 
66 
42 
57 
38 
62 
30 
78! 
50! 


74 
39 
62 
46 
80 
40 
73 
49 
69 
45 
67 
44 
74 
50 

76 
42 
63 
33 
63 
43 
66 
44 
72 
40 
69 
46 
65 
47 
75 
51 
75 
57 

73 
56 
68 
42 
83 
45 
79 
.50 
73 
52 
70 
39 
70 
39 

70 
51 
73 
55 
70 
45 
67 
47 
71 
50 
75 
50 
74 
50 
70 
48 

70 
51 
72 
42 
68 
34 
71 
44 
68 
42 
69 
49 
67 
36 
78 
47 


67   62 
36  82 


53  36 


59 

53  46 

52  60 

31  30 

73 

41 

53 

39 

66 
50 
53 
50 
70 
43 
62 
52 
53 
42 
57 
39 
63 
38 
60 
42 

72 
60 
47 
36 
45 
35 
50 
32 
65 
50 
52 
39 
50 
35 
63 
40 
65 
40 

71 
41 
49 
38 
84 
41 
64 
50 
66 
51 
52 
50 
69 


67  66 
40  35 


361  38 
72  64 


25  28 
.54  54 


55 
25 
78 
32 
68 
36 
70 
38 
51 
33 
65 
24 

64 

33 

61 

39 

63 

23 

57 

33 

68 

32 

72 

38 

62i  65 

26[  38 

57  i  64 

27   32 


66 

64 

22 

31 

64 

62 

25 

45 

55 

68 

29 

37 

64 

73  74 
33  55 


69 


40 
26 
31 
13 
65 
31 
58 
23 

60 

30 
44 

30 
68 
23 
42 
32 
37 
23 
34 
19 
34 
18 
48 
28 

37 
24 
28 
18 
39 
18 
36 
22 
38 
23 
46 
25 
40 
19 
49 
30 
61 
31 

38 
35 
35 
19 
81 
35 
38 
22 
38 
26 
37 
32 
37 
18 

65 
30 
49 
30 
.37 
21 
48 
26 


76 

33 

36 

18 

65 

45 

47 

20 

62 

45 

45 

19 

70 

57 

55 

25 

71 !  37 

35;  -25 

68!  46 

46  26 


52  70 
23  32 


57  65 

13.  38 

65  63 

14  29 


67 
42 

68 

41 

60 

17 

58 

30 

59 

30!  36 

62!  59i  68 
,cl  .,1    30 


16  41 

54!  65 

14j  35 

60  70 

201  44 


62 
35 
62 
29 
67 
38 
63 
29 

69 
43 
65 
31 
69 
42 
69 
46 
60 
49 
60 
31 
.59 
43 
67 
41 

64 
42 
65 
36 
63 
40 
58 
33 
63 
36 
68 
43 
62 
43 
70 
44 
69 
49 

70 
41 
58 
46 
72 
36 
64 
48 
66 
50 
67 
41 
62 
34 


56.4" 

27.4'' 

.56.0 

28.5 

.56.9 

.32.6 

50.9 

2«.« 

.54.8 

.32.  2 

47.4 

18  7 

57.2 

31.1 

49.1 

24.3 

,53  6 
30.0 
51.6 
28.4 
,52.  5 
26.6 
55.9 
34.3 
,51.6 
29.9 
48  6 
26.8 
49.3 
2.5.5 
53.4 
31.5 

54.9 
30.7 
4.3.3 
20.3 
44,8 
22.  4 
4,5.  2 
22.  3 
53.1 
27.1 
49.8 
27.7 
45.4 
24.7 
54,5 
33.2 
54.1 
36.5 

55.7 
33.  2 
47.5 
22.6 
61.6 
31.7 
54.9 
32.9 
65.6 
34.9 
49.9 
27.3 
51.3 
21.8 

63.6 
29.  7 
54.0 
34.0 
50.6 
19.2 
48.9 
28.9 
53.7 
29.5 
56.1 
32.  0 
,53.6 
28.9 
51.4 
27.6 

50.5 

30.5 

50.6 

29.3 

46.0 

21.6 

,50.1 

22.0 

49.5 

25.4 

49.9 

24.7 

44.9' 

20.4" 

59.4 

36.5 


Continued  on  page  24. 
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CLIMATOLOGICAL  DATA:   PENNSYLVANIA  SECTION. 


March  1948 


Daily  Temperatures  for  March  1 948— Continued  from  page  23 . 


Stations 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean 

Warren 

/Maximiun.. 

39 

35 

38 

31 

33 

50 

38 

35 

47 

41 

27 

28 

48 

63 

58 

63 

44 

60 

63 

60 

74 

60 

67 

64 

66 

66 

68 

36 

53 

61 

66 

50.3 

\  Minimum.. 

12 

28 

24 

13 

3 

6 

28 

23 

22 

21 

11 

-  4 

-  5 

10 

30 

41 

3C 

26 

39 

40 

44 

;^« 

39 

;^<! 

27 

44 

2C 

12 

17 

32 

36 

24.0 

Waynesburg 

/Maximum.. 

47 

57 

56 

39 

38 

48 

48 

47 

52 

60 

46 

31 

39 

60 

66 

67 

65 

65 

78 

77 

80 

79 

71 

65 

74 

73 

68 

46 

59 

69 

66 

58.9 

>  Minimum.. 

18 

32 

30 

26 

9 

14 

31 

25 

22 

25 

19 

8 

7 

lb 

22 

46 

38 

24 

36 

37 

49 

67 

50 

40 

27 

41 

39 

21 

15 

34 

32 

28.6 

Wellsboro/ 

/Maximum.. 

43 

36 

32 

25 

25 

48 

39 

38 

49 

41 

17 

34 

40 

49 

66 

63 

43 

61 

60 

77 

70 

64 

50 

64 

60 

57 

68 

35 

62 

62 

m 

49.1 

\  Minimum.. 

8 

8 

27 

22 

-  3 

-   7 

-  7 

26 

17 

17 

16 

-12 

-12 

-10 

b 

28 

33 

22 

24 

36 

34 

41 

33 

40 

24 

26 

38 

22 

13 

18 

26 

17.8 

Wellsville 

/  Maximum.. 

\  Minimum.. 

38 

3fi 

44 

40 

32 

38 

38 

47 

60 

62 

48 

39 

50 

66 

70 

63 

58 

64 

74 

83 

75 

71 

69 

63 

64 

69 

60 

51 

69 

68 

54.2' 

■28 

29 

31 

31 

10 

7 

28 

26 

22 

29 

13 

12 

16 

22 

64 

41 

23 

31 

41 

43 

52 

42 

40 

35 

31 

54 

32 

18 

39 

35 

29. 6« 

West  Chester 

f  Maximum.. 

35 
29 

35 
29 

45 
32 

36 
30 

30 
10 

41 
10 

37 
29 

44 

28 

48 
27 

52 
37 

44 
27 

33 
16 

38 
19 

48 
22 

63 
32 

68 
55 

68 
37 

58 
30 

.58 
34 

74 
50 

84 
55 

76 
64 

70 
40 

66 

38 

60 

38 

68 
33 

72 
54 

54 
32 

53 
23 

68 
34 

70 
44 

54.4 

\  Minimum.. 

33.5 

Wilkes-Barre  Arpt. 

i-SN.I  Maximum.. 

m 

32 

34 

32 

18 

38 

36 

39 

48 

41 

33 

24 

30 

43 

63 

67 

59 

53 

69 

66 

67 

68 

54 

62 

57 

69 

69 

56 

49 

63 

69 

48.7 

\  Minimum.. 

1? 

24 

29 

7 

1 

-  2 

28 

26 

23 

28 

11 

4 

4 

13 

32 

47 

27 

25 

39 

47 

47 

48 

41 

40 

32 

35 

46 

24 

20 

38 

49 

27.  2 

Williamsport  Arpt. 

-4  E  /  Maximum.. 
\  Minimum.. 

3fi 

34 

35 

30 

26 

35 

36 

38 

47 

45 

29 

32 

36 

46 

52 

69 

48 

55 

62 

70 

69 

70 

51 

69 

57 

57 

73 

44 

50 

66 

65 

49.4 

15 

29 

30 

13 

6 

1 

28 

2:^ 

23 

26 

11 

7 

1 

11 

32 

40 

28 

26 

38 

43 

42 

46 

43 

43 

32 

38 

44 

26 

18 

39 

41 

27.2 

Williamstown 

/Maximum.. 

V  Minimum .. 

35 

33 

38 

36 

28 

47 

38 

40 

62 

48 

46 

30 

37 

50 

55 

68 

65 

58 

56 

71 

77 

72 

68 

69 

67 

60 

69 

60 

61 

66 

66 

.53.  4 

13 

27 

32 

28 

7 

2 

27 

29 

23 

SO 

21 

11 

12 

16 

29 

50 

42 

25 

38 

52 

47 

65 

43 

40 

36 

31 

56 

28 

19 

82 

47 

30,5 

York-3  S\V 

/  Maximum.. 

\  Minimum.. 

42 

38 

45 

43 

35 

42 

41 

43 

51 

67 

55 

35 

40 

63 

67 

73 

64 

63 

58 

77 

86 

83 

72 

71 

71 

67 

76 

59 

65 

71 

70 

58.2 

22 

30 

32 

32 

12 

10 

31 

30 

25 

34 

30 

16 

13 

20 

27 

57 

46 

27 

37 

43 

46 

62 

44 

41 

34 

31 

64 

33 

20 

40 

47 

33.1 

[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSURE,  WIND,  HUMIDITT  AND  SUNSHINE. 


Atmospheric  pressure 

Wind" 

Relative 

s 

(reduced  to  sea  level) 

Humidity 

2 

Stations 

3 

3 
O 

t^ 

SI 

0 
O 

B 

B 

B 

a 

■a 

s 

cS 

o 

s 

1 

£ 

tc 

« 

a 

2 

Q 

<> 

-> 

Q 

a 

t^ 

'^ 

t-~ 

Ph 

Q 

Erie 

31.03 
30.96 

5 

5 

29.27 
29.  25 

27 

27 

9.7 
9.0 

37 
34 

sw. 

s. 

19 
16 

82 
76 

73 

57 

79 
60 

44 
69 

863 

Harrisburg 

681 

Philadelphia  .... 

30.88 

5 

29.  '25 

27 

9.0 

27 

s. 

161 

82 

60 

65 

55 

638 

Philipsburg 

30.91 

5 

29.  30 

27 

41 

sw. 

16 

86 

60 

67 

923 

Pittsburgh 

30.91 

5 

29.34 

27 

ii.5 

47 

w. 

22 

74 

62 

56 

46 

618 

30.93 
30.98 

5 
5 

29.24 
29.  22 

27 
27 

10.1 
7.1 

37 
29 

n 
sw. 

4t 
16 

48 
45 

655 

Scrantou 

74 

59 

807 

•  For  any  five-minute  period.  *'  Corrected  to  true  velocities, 

t  12:00  noon.  J  Also  other  dates.        •  One-minute  interval. 


RIVER  CONDITIONS 


Stations 


Rivers 


(D 

g 

?. 

a 

^ 

u 

d 

a 

a 

P 

Port  Jervls.N.  Y 

Easton 

Lehighton 

Reading  

Wllkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)  Lock  No.  6. 

Sutersville 

CharleroMnr.).  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Delaware 

Delaware 

Lehigh 

Schuylkill 

N.  Br.  Susquehanna.. 
W.  Br.  Susquehanna. 

Juniata 

Susquehanna 

Allegheny 

Youghlogheny 

Monougahela 

Ohio 

Ohio 


5.4 
7.8 
4.6 
7.0 

11.6 
6.9 
6.0 
7.1 

14.6 
5.6 

15.8 


13.1 

22.3 

7.6 

9.1 

28.8 

13.7 

7.8 

13.6 

28.8 

10.0 

23.6 

22.4 

28.2 


2.4 
3.0 
3.4 
5.5 
4.3 
3.0 
4.7 
4.3 

13.3 
4.6 

12.2 
« 

12.5 


*  Pool  stage. 


t  Also  other  dates. 


18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


ariSOELLANEOtrS   PHENOMENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
(Dates  and  number  of  stations  reporting) 


1 

2 

3 

4 

5 

6 

io 
'5 

7 
'9 

ie 
26 
'7 

8 

ig 

9 

10 

11 

i7 
26 

'4 

12 
1 

'4 

13 

14 
"4 

15 
3 

io 

16 

"6 
■3 

io 

38 

17 

i 

'2 
5 

18 
'4 

19 

io 

'i 
i 

30 

40 

20 

•2 
15 

21 

2 

1 

22 
15 

22 
6 

'2 
10 

23 
i2 

i 

24 
■9 

"i 

io 

25 
6 

26 
'4 

'5 
15 

27 

'4 

'2 
5 

i 

45 
32 

28 
25 

29 

i5 

30 

io 

31 

Auroras 

.. 

io 
26 

25 
'5 

ii 
io 

'5 

'7 
i3 

5 

io 

's 

Frost,  killing  .... 
Glaze  

Hail 

Rain,  heavy 

Sleet 

'2 
'7 

Snow,  heavy 

Thunderstorms . . 
Winds,  high 

'6 
38 

(W.  B.  0.,  Philadelphia-6-28-48-1100) 


FOOTNOTES 

Figures  and  letters  following  stations  Indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  Office. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  i)€riod 
for  stations  having  10  or  more  years  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals,  tl  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  36  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  late  in  afternoon. 

T.  .  Trace  (0.005  inch  or  less). 

•,  *■,  ',  etc.    Number  of  days  missing,  for  example,  •>  indicates  two  days  missing. 

Italics,  data  interpolated. 

5  Partly  interpolated. 

$$  Incomplete. 

t  And  other  dates. 

r  Daily  amounts  inconsistent 
Received  too  late  to  be  included  in  means  and  summaries. 

*  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is 
charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
'  Midnight  to  midnight. 

^  Measured  in  the  morning  for  the  preceding  24  hours. 
'  Data  for  24  hours  ending  at  1 :30  a.  m.  of  the  following  day. 

•  Best  available  used  for  stations  not  equipped  with  recorders. 
'  Recording  gage. 

'  At  a  fixed  hour  between  sunset  and  11 :00  p.  m. 
'  Noon  to  noon. 

8  Data  recorded  at  Altoona-Blair  County  Airport. 

9  Oflicial  Station  designation  is  AUentown-Bethlehem  Airport. 
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RKMIT  DIRRCTT.Y  to  Sl'PBRINrENDKNT  OF  DOCUMENTS  WASHINGTON,  25  D.  C. 

GSNEKAL  SUMMARY. 

Tlii.s  month  was  wet  and  warm.  li)29  is  the  only  year  of  record  that 
lad  a  fjreater  average  rainfall.  Only  1920  and  1944  averaged  more  days 
lith  O.Ol  inch  or  n\ore  of  precipitation.  There  were  live  rather  distinct 
ret  periods,  1-2,  fi-8,  11-15,  24-25,  and  27-29.  The  1st,  3d,  and  5th  spells 
irodnced  the  bulk  of  the  rainfall  total  for  the  month.  The  average  rain- 
all  over  the  west  portion  of  the  Commonwealth  was  close  to  6.5  inches 
,'hile  the  east  portion's  average  was  just  over  5.1  inches.  The  areas  of 
eaviest  rainfall  were  mainly  in  Westmoreland,  Armstrong,  and  Cambria 
onuties.  Chester  county  in  the  east  recorded  the  least  rainfall.  Tama- 
ack  recorded  measurable  precipitation  on  19  days  of  the  month,  while 
lurnt  Cabins,  Emporium,  Stroudsburg  and  Claysville  reported  measur- 
ble  precipitation  on  only  10  days  of  the  month.  Thunderstorms  were 
eported  over  the  Commonwealth  on  16  days  of  the  month,  with  hail  oc- 
urring  on  the  8th,  11th,  20th,  and  27th.  Moderate  hail  fell  for  10  to  15 
linutes  at  Pittsburgh  on  the  evening  of  the  27th. 

The  average  temperature  departure  from  normal  for  the  east  portion 
ras  an  excess  of  near  one  degree,  while  the  west  portion's  departure  was 
n  excess  of  nearly  four  degrees.  As  a  consequence  of  this  warmth  there 
re  only  three  other  Aprils  of  record  with  less  average  snowfall.  High- 
st  temperatures  were  recorded  generally  on  either  the  20th  or  26th,  with 

few  stations  reporting  other  dates.  The  lowest  temperatures  during  the 
lonth  were  recorded  generally  on  one  of  the  three  dates  —  4th,  10th,  or 
Sth.  The  warmth  of  this  April  would  normally  have  fostered  forest  fires, 
ut  the  frequent  rainy  spells  kept  forest  fire  activity  at  a  minimum. 

At  the  beginning  of  the  month,  a  slow  moving  disturbance  over  south- 
astern  Canada  with  a  trough  southwestward  along  the  Appalachians  was 
rifting  slowly  eastward.  As  the  trough  moved  across  Pennsylvania  it 
roduced  the  general  rainfall  on  the  1st  and  2d  of  the  month  with  many 
;ations  recording  over  an  inch.  During  the  night  of  the  2d,  a  vigorous 
lass  of  polar  air  moved  into  our  area  attended  by  strong  northwest  winds, 
[low  flurries,  and  temperatures  below  freezing  over  much  of  the  north 
nd  west  portions  of  the  State.  On  the  4th  and  Sth,  afternoon  temper- 
tures  rose  to  near  70  degrees  with  southwest  winds  aiding  a  brief  increase 
1  brush  fires.  From  the  6th  to  the  Sth  Pennsylvania  was  in  and  out  of 
36  active  weather  zone  with  general  showers.  The  night  of  the  Sth  saw 
le  arrival  of  another  cold  air  mass  from  the  northwe,st  with  a  return  to 
elow  freezing  temperatures  in  the  mountains.  The  westward  lobe  of  the 
;ermuda  High  Pressure  area  strengthened  as  pressures  built  up  over 
le  Atlantic  Ocean  on  the  10th.  This  produced  the  blocking  effect  on  the 
ormal  west  to  east  movement  of  weather  with  a  trough  of  Low  Pressure 
xtending  from  the  upper  St.  Lawrence  to  the  Lower  Mississippi  Valley. 
.  series  of  suiall  di.sturbances  moved  northeastward  along  this  trough  at- 
snded  by  very  moist  warm  air  which,  when  it  was  forced  upward  over 
le  cool  surface  air,  produced  general  moderate  to  heavy  rainfall  with 
iveral  stations  recording  an  inch  or  more  a  day  for  four  consecutive  days. 

The  heavy  rainfall  from  the  11th  to  the  15th  caused  rises  in  rivers 
iroughout  the  State.  The  crest  at  Pittsburgh  was  nearly  5  feet  above 
cod  stage,  but  was  not  high  enough  to  cause  great  damage  or  loss  of 
roperty,  since  in  most  cases  there  had  been  sufficient  warning  to  permit 
rotection  of  property.  Crest  stages  on  the  main  stem  of  the  Susquehanna 
id  not  reach  flood.  Slight  flooding  occurred  in  the  lower  portions  of  the 
(Continued  on  page  29.  ) 


TEMPERATURE. 

The  average  temjuMature  for  the  State  as  dediiciMi  from  the  roi)ort8  of 
84  .stations  was  50.8°,  which  is  2.1°  above  the  HI -year  normal  for  April. 
The  highest  monthly  mean  was  58.4°  at  Uniontown  and  the  lowest  was 
43.3°  at  Newburg.  M.xtremes  ranged  from  a  ma.ximum  of  89°  at  Union- 
town  and  Waynesburg  on  the  2(ith  to  a  minimum  of  15°  at  Kane  on  the 
4tli  and  10th. 

PRECIPITATION. 

The  average  jtrecipitation  for  the  State,  as  deduced  from  the  observa- 
tions at  207  stations,  was  5.55  inches,  which  is  2.10  inches  above  the  61- 
year  normal  for  April.  The  greatest  monthly  amount  was  10.10  inches 
at  C^arrolltown,  while  the  least  was  2.77  inches  at  Maple  (jlen.  The  great- 
est amount  recorded  in  any  24  consecutive  hours  was  2.87  inches  at  Ly- 
cipj)us  on  the  27-28th. 

The  average  snowfall  for  the  State  was  0.1  inch,  which  is  2.0  inches 
below  the  61-year  normal.  The  greatest  monthly  snowfall  was  2.0  inches 
at  (lordon.  The  greatest  fall  for  any  observational  day  was  2.0  inches 
at  Gordon  on  the  28th. 

COMPARATIVE    DATA  FOR  APRIL 


Year 


Temperature 


Precipitation 


a>  o 


No.  of  days. 


889. 
890. 
891. 

893. 
894. 
895 

ma. 

897. 

898. 

899. 

900. 

.901. 

902. 

903. 

904. 

905. 

906. 

907. 

908. 

909. 

910. 

911. 

912. 

913. 

9M. 

915. 

916. 

917. 

91>*. 

919. 

920. 

921. 

922. 

923. 

924. 

925. 

926. 

927. 

92H. 

929. 

930. 

9:^1. 

932. 

9:«. 

934. 

935. 

936. 

937. 

938 

939 

941. 

911. 

942. 

943.. 

944. 

945.. 

946.. 

947  . 

948  . 


Period  . 


47  2 

92 

88 

12 
14 

49.7 

48.6 

85 

12 

49.8 

87 

11 

46.9 

47  7 

85 
85 

14 
16 
5 

48.0 

83 

49  2 

go 

5 
4 

53.0 

97 

49.0 

92 

12 

46.6 

84 

4 

50.2 

92 

2 

49.2 

90 

13 

47.2 

95 

10 

48.0 

91 

20 

48.8 

90 

12 

44.7 

86 

9 

48.4 

84 

15 

50.0 

89 

12 

43.6 

84 

8 

49.8 

89 

0 

48.5 

87 

8 

52.6 

89 

13 

46.2 

84 

6 

50.2 

83 

18 

50.6 

90 

17 

47.3 

93 

5 

53.9 

98 

15 

48.0 

87 

16 

48.6 

87 

14 

48.2 

81 

12 

48.5 

90 

6 

46.0 

87 

8 

55.3 

96 

10 

60.1 

91 

11 

48.3 

89 

-5 

46.5 

82 

6 

51.3 

96 

9 

44.9 

84 

9 

47.7 

92 

17 

46.0 

88 

11 

51.4 

94 

19 

48.2 

92 

9 

48.4 

85 

16 

47.0 

86 

14 

50.9 

89 

15 

48.9 

■  8fi 

14 

47.1 

91 

12 

46.1 

90 

14 

47.7 

89 

19 

51.3 

92 

11 

46.7 

90 

9 

45.1 

82 

9 

55.1 

94 

18 

52.8 

94 

14 

4.S.t 

83 

7 

45.5 

81 

6 

52.4 

90 

18 

47.8 

88 

13 

49.1 

85 

11 

50.8 

89 

15 

48.7 

98 

-6 

2.52 

4.50  ■ 

3.46  [ 

2.08 

2.04  I 

4.74 

3.62 

3.76 

1.75 

3.30 

2.93 

1.76 

1.57 

5.41 

3.56 

3.53 

3.45 

2.84 

3.13 

2.64 

3.51 

5.39 

5.07 

3.79 

4.39 

3.82 

4.66 

1  92 

3.65 

2.08 

4.53 

2.70 

4.39 

3.11 

3.17 

2.94 

4.15 

2.32 

2.03 

3.52 

5.50 

6.12 

2.71 

3.33 

1.71 

4.49 

3.06 

2.56 

3.01 

5.53 

2.85 

3.70 

5.30 

2.02 

2.21 

3.97 

4.06 

4.17 

1.19 

3.86 

•5.55 

3.45 


1.3 
0.9 
0.4 
1.2 
1.1 
0.6 
14.7 
0.2 
0.9 
0.3 
2.6 
0.5 
0.9 
4.9 
3.0 
T. 
1.0 
2.8 
0.6 
4.0 
1.0 
2.6 
0.6 
4.4 
1.6 
0.2 
1.1 
1.6 
5.6 
2.6 
10.8 
1.2 
3.0 
0.8 
0.4 
1.9 
7.4 
0.5 
0.9 
1.0 
6.5 
1.1 
1.1 
2.3 
1.2 
0.5 
0.6 
2.9 
1.3 
0.2 
3.6 
1.0 
2.3 
T. 
4.6 
3.7 
2.5 
T. 
0.3 
0.1 
0.1 

2.1 


6 
11 

8 

8 
10 
13 
11 
12 
10 

9 
13 

6 

8 
16 
12 
12 
14 
10 

8 
13 
10 
11 
11 
12 
13 
12 
12 

7 
12 

9 
11 
10 
12 
10 


10 
8 
9 
II 
10 
13 
11 
10 
10 
10 
9 
12 
14 
13 
10 
14 
14 
6 
9 
12 
15 
12 
10 
13 
13 


/ 
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Climatologrical  Data  for  April  1948 


<;lG(4iJJi   v}  )ll 


stations 


Counties 


Atiantic  Drainage 
AUeutown  Arpt.  9-4  NE 

Altooiia-4.5  W 

Burnt  Cabins-2NE.... 

Canton-1  NW 

Carlisle......  ■■•■■:■••• 

Chambersburg-1  bW.. . 
Coatesville.     ■■■:■■-■■ 
Curweu.>viUeApt-6  NW 
Eagles  Mere............ 

Enst  \Vaterf0Td-3  E.  .  . 

Emporium  1  E 

Epiirata 

Everett-0.  6  SW 

Freeland 

George  School 

Gettysburg 

Gordon 

Hanover. ...... •.-■•••• 

llarrisburg  Arpt.-d.&  b. 

Hawley-0.5B 

Holtwood 

Huntingdon 

Lancaster 

Lawrenceville 

Lebanon... ....  ■ 

Lewistown-  1  « 

Lock  Haven 

Marcus  Hook 

Martinsburg'* 

Montrose-3  L-....-.-  ■• 
Mt.  Pocono  Arpt. -2  in  . 

Palmerton......  •■ 

Philadelphia   CO 

Philipsburg-7E.  ....... 

Phoenixville-1-  o  SE. .. . 

PortClintonlt.... 

Quakertown-0. 5  E 

Reading 

Scranton 

Selinsgrove 

State  College 

Stroudsburg-2  E 

Sunbury 

Tamarack-2  S 

Towanda-l  E 

Wellsboro 

Westchester .■•.• 

Wilkes-Barre  Apt.-3N. . 
Williamsport  Apt.-4E.  ■ 

Williamstown 

York-3  SW 


Lehigii 

Blair 

Fulton 

Bradford  

Cumberland 

Franklin 

Chester 

Cleartield 

Sullivan 

Juniata 

Cameron 

Lancaster 

Bedford  

Luzerne  

Bucks 

Adams 

Schuylkill 

York 

Dauphin 

Wayne 

Lancaster 

Huntingdon     — 

Lan(^aster 

Tioga 

Lebanon 

Mifflin 

Clinton 

Delaware 

Blair 

Susquehanna 

Monroe.   

Carbon...   

Philadelphia 

Centre   

Chester 

Schuylkill 

Bucks 

Berks 

Lackawanna 

Snyder 

Centre 

Monroe 

Northumberland. 

Clinton 

Bradford 

Tioga 

Chester 

Luzerne 

Lycoming 

Dauphin 

York 


Division  mean. 


Ohio  Drainage 

Blairsville-6  NE 

Bradford-5  W 

Brook ville  Apt.-1.5few, 

Butler 

Clarion-3  SW 

Claysville 

Corry 

Coudersport 

Derry 

Donegal 

Donora 

Ebensburg 

Farrell 

FordCity-4S 

Franklin 

Greensburg-2  S 

Indiana  2.5  SE 

Jam('Stown-2  NW 

Johnstown 

Kane-1  N 

Meadville-l  S 

Mercer — 

Midland 

New  Castle-l.SN 

Pittsburgh  Apt.-7.5  SE 
Pntni.y  ville-2. 5  SE  . . . . 

Ridgway 

Somerset 

Springs-1  SW 

Tione»ta-l..'5  8E 

Titnsville-  2  8 

ITniontown 

Warren  

Waynesburg 


Division  mean  — 
Luke  Drainage 

Albion 

Erie 


State  mean. 


384 

L600 

990 

1,  450 
473 
600 
431 

2,  215 
2,  020 
2, 125 
1,100 

1,020 

1,970 

ISl 

553 

900 

600 

351 

980 

200 

700 

255 

996 

469 

580 

657 

12 

1,193 

1,176 

1,914 

455 

26 

1,916 

100 

407 

480 

■273 

746 

476 

1,217 

440 

443 

2,  250 

754 

1.319 

440 

544 

52(1 

775 

390 


Westmoreland  — 

Mc  Kean 

Jefferson 

Butler 

Clarion 

Washington 

Erie 

Potter 

Westmoreland 

Westmoreland    . . 

Washington 

Cambria 

Mercer 

Armstrong 

Venango 

Westmoreland 

Indiana 

Mercer 

Cambria 

McKean 

Crawford . . 

Mercer 

Beaver.. 

Lawrence 

Allegheny 

Armstrong 

Elk 

Somerset 

Somerset 

Forest 

Crawford 

Fayette 

Warren 

Greene 


?j:r 


Erie. 
Erie. 


2,048 

L680 

1,400 

1,077 

1,114 

1,170 

1,410 

1,6.53 

1, 150 

L746 

761 

2,  170 

855 

9,50 

087 

1,160 

1.102 

1.050 

1,6.50 

1.750 

1,  065 

1,296 

780 

900 

1,286 

1,270 

1 .  385 

2,  100 
2. 500 
1.200 
1.  550 
I,  040 
1.190 
1.100 


900 
705 


Temperature,  in  degrees  Fahr. 


a 

o  — 


49.8 
51.5 
50.4 
45.2 
52.5 
51.6 
■50.  4 
47.0 
44.0 
48.4 
49.7 
,52  8 
.51.2 
47.  1 
49.8 
.52.8 
48,9 
52.0 
52.2 
48.4" 
51.8 
51.3' 
52.2 
50.2 
50.8 
52.0 
.51.8 
54.0 
50.8 
44.7 
44.5 
49.4 
52.4 
47.2 
55.4 
49.0 
49.6 
5-2.  3 
49.6 
52.9 
5L2 


.50.4 
45.6 
50.4 
46.0 
51-4 
49.1 
50.1 
51.6 
54.3 

50.1 


50.2 
48.3 
49.5 
54.6 
.50.4 
55.0 
51.5 
49.7 
.55.  6 
49.0 
56.6 
48.8 
57. 2 
,51.4 
50.4 
54.4 
53.0 

.53.' 6 
45.8 
50.6 
49.8 
.54.6 
.52.7 
54  7 
49.6 
48.9 
51.4 
48.9 
49.6 
.50.9 
58.4 
51.0 
54.5 

51  8 

60:7 
50.3 

50.8 


-f  1.1 
+3.4 


+  1.8 
i-1.1 
-0.1 


+  3.0 
+  1.6 
+  2.3 
+  2.6 
-0.6 
+  1.8 
+  1.3 
-0.4 
+  1.3 
+2.8 
+  0.3 
+  1.9 
-f2.  6 
+  4.2 
+  0.5 

+  1.5' 
-0.7 

+i.o' 

+2.1 
+  1.1 
HO.  3 


+3.5 
-0.5 
+  1.0 
+  1.5 
+  1.5 
+3.5 
+3.6 


+3.9 
+  1.5 
+1.4 


+  1.9 
+  3.2 

+0  9 


+3.1 
+  4.6 
+6.3 

+4!  6 
+6.4 
+4.6 
+6.0 


+4.7 
+3.6 
+8.3 


+4.3 
1  4.1 
+  3.7 

+3!  8 

+  5.0 

+  3^9 
+  4.1 
+  5.5 

+3.' 7 
+5.2 
+3.4 


+  7.0 
+6.1 
+3.6 

+3.7 

+5.'2 
+2.1 


20 
20 

20 

20 

20 

20 

20 

20 

20t 

20 

26 

20 

20 

20 

20 

20 

20 

20 

20 

20 

20 

20 

20 

26 

20 

20 

26 

12t 

20 

20 

20 

20 

20 

20 

20 

20 

20 

20 

20 

20 

20 

21 

20 

20 

20 

20 

20 

20 

20 

20 

20 

20 


26 

26t 

26 

27 

26 

26 

26 

26 

26 

24t 

26 

20t 

26t 

26 

26 

26t 

26 

26 

26 

26 

26 

26 

26 

26 

26 

26 

26 

26 

26 

26 

26t 

26 

26 

26 

26 

20 
20 

26 


Precipitation,  in  inches 


a 

o  — 

®  r 

3  a 


4 

4t 
10 

3t 
10 

4 

4 

4t 

4+ 

4 

4 

4 

4t 

4 

10 
10 

4t 

10 
4 


3.50 
7.11 
3.96 
6.6:1 
4.48 
3.90 
2.90 
8  55 
7.92 
5.72 
6.  .55 
3.41 
5. 72 
5.27 
3.59 
4.51 
5.85 
,3.15 
3.97 
4.61 
3.77 
6.84 
3.85 
3.75 
5-  .54 
6.24 
3.48 
3.57 
6.90 
6.20 
4.98 
3.52 
3.54 
7.90 
3.02 
4.61 
3.96 
3.56 
4.60 
5.58 
6.59 
4.81 
4  73 
6.13 
.5.18 
5.29 
2.99 
5.27 
5.69 
6.  35 
4.71 

5.00 


8.31 
5.81 
7.70 
6.64 
7.08 
4.93 
5.39 

5.  m 

7.21 
7.06 
6.49 
7.81 
4.99 
7.80 
5.89 
7.45 
7.92 
,5.16 
7.94 
5.55 
4.45 
5.77 
7.48 
4.33 
6.03 
9.84 
7.22 
6.36 
6.42 
7.17 
5.37 
5,93 
.5.82 
6.18 

6.50 

3.78^ 
.5.19 

5.55 


+0.10 
+3.66 


+  0.94 
+  0.  69 
-0.  83 

+3.90 
+  1  84 
+3.  03 
+  0.01 
+2.  ,52 
+  1.23 
+  0.03 
+0.86 
+  1.75 
-0.41 
+  1  28 
+  1.34 
+0.75 
+  3.  37 
+0.  34 
+  0.89 
+  2.07 


+0.  03 
0.00 

+2  84 
+  1.09 
-^0.40 
+  0.49 


-0.53 
+0.47 
+0  51 
+0.  29 
+  1.8:^ 
+2.  03 
+3. 15 
+1.11 


+2.  26 
+2.  02 
-0.77 
+2.34 


+2.79 
+1  46 


+  1.38 


+3.87 


+  4.  .58 
+3.21 
+3.  36 
+1.  42 
+  1.73 
+  1.64 
+  3.39 


+2.86 
+4.  31 
+  1.93 

+2.71 
+3.67 
+  3.95 
+  1.  75 
+  3.87 
+  1.67 
+  1.11 

+3.  fil 
+  1.26 
+3.11 


-^4.11 
+  1.87 
+2.  42 
+3.  .35 

+2. 17 
+2.29 
+2.64 

+2.95 


^13 


■S3 


No.  of  days 


+2.  46 

+2.10 


1.24 
1.60 
0.83 
0.95 
1.07 

0.  95 
1.0-1 
2.  33 
1.70 
1.03 
1.75 
1.03 

1.  29 
1.60 

2.  05 
1.32 
1.89 
0.51 
1.16 
0.91 
0,  95 
1.46 
1.09 
0.92 
1.70 
1.42 
1.32 
1.19 
l.,52 
1.05 
1.32 
1.03 
l.,56 
2.03 
1.24 
1.06 
1.22 
1.03 
1.20 
1.10 
1.19 
1.39 
1.28 
1.40 
1.28 
1.21 
1.33 
1.27 
1.36 
2.10 
1.10 

2.63 


2.69 
1.16 
1.85 
1.58 
1.88 
1.67 
1.07 
1.08 
2.06 
1.98 
1.6:^ 
2.40 
1,70 
2.45 
1..50 
1.92 
2.23 
1.77 
1.94 
1.57 
LOS 
1.96 
2.09 
1.36 
1.72 
2.74 
1.65 
1.77 
2.30 
2.  .34 
1.38 
1.98 
L30 
L39 


.87 


0.88 
1.84 


27-28 


11-12 
5-6 
11-12 
27-28 
11-12 
11-12 
13-14 

11 
11-12 

12 

12 
11-12 
27-28 
11-12 

11 
11-12 
11-12 
27-28 
11-12 
11-12 

11 

27 
11-12 
11-12 
27-28 
27-28 
11-12 
11-12 
11-12 

11 

11 
11-12 
11-12 
11-12 

27-28 

13-14 
5-6 


11-12 

0 

11-12 

T. 

12 

1-2 

T. 

13-14 

T. 

27 

0 

1 

0 

11-12 

0.4 

31 

T. 

31-1 

1.5 

11-12 

13-14 

0 

27-28 

31-1 

1.8 

I 

0 

31-1 

0 

31-1 

2.0 

14 

0 

13-14 

T. 

13  14 

0.2 

31-1 

0 

11-12 

13-14 

0 

13-14 

31-1 

0 

11-12 

T. 

11-12 

31-1 

0 

11-12 

T. 

13-14 

T. 

1 

0.3 

31-1 

T. 

31-1 

0 

11-12 

T. 

31-1 

0 

11-12 

0 

31-1 

0 

n-12 

0 

11-12 

T. 

13-14 

13 

T. 

.31-1 

0 

11-12 

r. 

11-12 

T 

13-14 

T. 

11-12 

T. 

31-1 

0 

13-14 

T. 

11-12 

T. 

31-1 

13-14 

0.1     14 


T. 
T. 

T 
0.1 
T. 


1.0 
T. 
0 
T. 
T. 
T. 
0 
T. 
T. 
T. 
T. 


■r 

1.2 
0.6 

T 

T 
0.2 

T. 
0.2 

T. 
0.3 

T. 


0.5 
T. 


T.      14 


0.1 


2.87     27-28 


T. 
0.1 


15     10 


9  o 


Observer.-: 


se. 

nw. 

nw. 

nw. 

w. 

nw. 

n. 

nw. 


nw. 
n. 

SW  . 

w. 
nw. 

3\v. 

nw. 

s. 

nw. 

s. 


nw. 
sw. 


SW. 

nw. 


nw. 

SW. 

e 


13     w. 


nw. 
nw. 


ne. 

e. 

s. 

SW. 

nw. 
se. 

SW. 

w. 

SW. 

w. 

nw. 


nw. 

sw. 

s. 

nw. 

w. 

sw. 

se. 

sw. 

se. 

w. 


U.S.  Weather  Bureau. 
City  of  Altooua. 
Penua.  Turnpike  Comm 
Mrs.  Mildred  L.  Spencer. 
Clarence  E.  Miller. 
Charles  A.  Bender. 
Philadelphia  Electric  Co 
U.S.  Weather  Bureau. 
Carl  K.  Bigger. 
v.  S.  Weather  Bureau. 
R.  E.  Palmatoer. 
Wni.  W.  Halligan 
Penna.  Turnpike  Comm 
Andrew  B.  Evausha. 
George  M.  Hart. 
Hugh  C.  Mcllhenuy. 
Mis-s  Sallie  M.  Johnson. 
Hanover  Evening  Sun. 
U.  S.  Weather  Bureau. 
Mrs.  Delia  M.  Pennell. 
Penna.  Water  &  Power  Co 
J.  W.  Shilling. 
L.incaster  Water  Bureau 
Carlos  P.  Darling. 
Lebanon  Valley  Gas  Co. 
American  Viscose  <'o. 
Samuel  C.  Dickey,  Jr. 
Sun  Oil  Co. 
1'.  S    Weather  Bureau 
Harrv  8.  Fanther. 
U.  S. 'Weather  Bureau. 
New  Jersey  Zinc  Co. 
U.  S.  Weather  Bureau. 
V.  8.  Weather  Bureau. 
Phila. -Suburban  Water  Co 
Earl  E.  Rarick. 
John  E.  Benuer. 
U.  S.  Weather  Bureau. 
U.S.  Weather  Bureau. 
Selinsgrove  .\rpt. 
I'enna.  State  College. 
Metropolitan  Edi.'on  Co. 
V.  S.  Weather  Bureau. 
James  E.  Swartz. 
Mrs.M.  Ordelia  Parks. 
M.  8.  Bliss. 
Clvde  T.  saylor 
[i.S.  Weather  Bureau. 
U.  -i.  Weather  Bureau. 
Gordon  E.  I^wer. 
York  Water  Co. 


U.  S.  Weather  Bureau. 

City  Water  Dept. 

Civil  Aeronautics  Authority 

Butler  Eagle. 

Penna.  Electric  Co. 

Walters.  Paget. 

Geo.  R.  MuMerick. 

Potter  Enterprise. 

Miss  N.  Dixie  Winemau. 

Penna.  Turnpike  Comm. 

Donora  Zinc  Works. 

John  L.  McGough. 

Sharon  Steel  Corporation 

U.S.  Engineer*. 

William  K.  Fuller 

Westmoreland  Water  Co. 

Clymer  Water  Service  Co. 

Pa.  Dept.  Forests  A  Waters: 

JohnstownTribune  Pub.  Co 

Spring  Water  Co. 

Citv  of  Mead\'ille. 

U.  .S.  Wnathor  Bureau.  , 

Perrv  P.  Campbell. 

New  Ca,«tle  ^Vate^  Co. 

U.  S.  Wi'ather  Bureau 

U  P.  Engineers. 

West  Penn  Power  Go. 

D.  L.  Grove. 

Allen  E.  Yoder. 

U.  S.  Engineers. 

1'    S.  Wcrither  Bureau 

William  W.  Marsteller 

Merrel!  L.  Jordan 

Mfr's  Light  it  Heat  Co 


Albion  High  School 
U.  S.  Weather  Bureau. 


[See  page  32  for  explanation  of  reference  marks.] 
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Daily  Prooipitation  for  April  1948 


Statlous 


Counties 


ATLANTIC 

DRAINAGE 

Dfiawarc  Hwsiii 

I'prKi!  Dki.awark 
DiiiKmans  Ferry^.  0.5E 

Eiuiiuuuk'-' 

Hawley-.0.6K 

Hollisterville^ 

Lakeville-.  IN 

Mataiiioras- 

Milun\iUo''    

Mduut  Pocouo ' , '2  N . . . 

I'ci'ks  ronrt" 

Pl.ii-ant  Mount'. 5,  i  vv 

Stroiuisl)urg^2E 

ranuors  Falls'. '\  1  SE. 
\Vmdciap',*.3S\V 

LEUKiH 

Allento\vuApt',5.^.4N'K 

Allentown2 

Bethlehein' 

Blakeslee  Corners', 

(.iouldsboro'-' 

I,ausforil2 

Ni^w  Tripoli 

I'aliiierton',  * 

ZiousvlUe.  1  SW.  . . . 


SfUl'YI.KUX 

L'onshohocken'-' 

Fie<lerick«ville2. 1  S.  . 

lieisertDWu-' 

aratersforri-  

Phoemxville-',  1.5  SE. 

I'ort  Clinton'^ 

Pottstown'-,  0.5 S , 

Pottsville'^ 

Reading'.^ 

Strausstown  ' 

Virginville* 

kVerner.-ville 


LowEK  Delaware 


.'natesville'^ 

Diiylestown,. 

ienrge  .School''  

Uaple  Glen' 

Marcus  Hook2 

r'hilarlelphia 
luteruational  Arpt. 

I'ity  Omce',5 

Sliawinont 

iuakertown,  0.5  E.. . 

/Vest  Chester 

.VestGrove'''.  1.5  SE.. 


SnsQiiefiaitiia  Basin 
Chemung 


2  W. 


lustinburg' 

yoviugton''^ 

l,awreuceville 

NoKTH  Branch 

Berwick 

Canton-'.  1  NW 

)aiiville2 

^reeland^ 

lopBottom2.  2  8 

.lillvillei.5  

Iimnieton*.  28 

iontrosc^.  3E 

)rwell2.3N 

'ark  Place'.  1  NW 

'ikes  Creek. '.5 

iush^  .      

cranton'.s 

lUsqviehaiina'- 

'owanda,  IE 

'unkhannock- 

Vilkes-Barre'.  3N.... 

Wbbt  Branch 

lellefniite^ 

Jarrolltown^  

barter  CanipS    

!edar  Run2 

'learfleld^ 

loalport.^ 

lurwensvilleApt'  6NW 

'riftwood'.  ^ 

)iishore'.  * 

lagles  Mere'''  

)mporium2,  j  e 

;ng!ifh  Center'.  ■'' 

laleton 


Pike 

Wayne 

Wayne 

Wayne 

Wavne 

Pike 

Wayne 

Monroe 

Pike 

Wayne 

Monroe 

Wayne 

N'rthampton 


Leliiglr  .. . 

Lehigh 

N'rthampton 
Monroe.  . . 

Wayne 

Carbon . . . 

Lehigh 

Carbon. . ., 
Lehigh,... 


Day  of  month 


11.18 
.SN 
.55 
.72 
.50 
.71 
.45 

1.32 

1.64 
.86 

1.39 
.40 


Montgomery 

Berks 

Berks     

Montgomery 

Chester 

Schuylkill  ... 

Montgomery. 

Schuylkill  ...  i.  ,.j 

Berks i  .  4S 

"--'-  .94 

.65 
.54 


.97 
1.12 
1.70 
1.11 
1.04 
1.25 


1.54 

.85 
1.11 

.89 
1.07 

.99 

.77 
1.75 


Berks 
Berks 
Berks 


Chester [1.04 

Bucks 

Bucks  

Montgomery 
Delaware 


1.06 
2.05 
1.43 
1.19 


Philadelphia  1.  48 
Philadelphia  i.,50 


Philadelphia 

Bucks ,. . . 

Chester 

Chester 


Tioga 

Tioga 

Tioga 


Columbia 

Bradford 

Montour 

Luzerne 

Susquehanna 
Columbia,. . . 

Bradford  

Susquehanna 

Bradford 

Schuylkill . . . 

Luzerne 

Susquehanna 
Lackawanna 
Susquehanna 
Bradford  . 
Wyoming. 
Luzerne. . . 


Centre 

Cambria. .. 

Potter 

Lycoming., 
Clearfield  . 
Clearfield  . 
Clearfield. 
Cameron.. . 
Sullivan. . . 
Sullivan.  . . 
Cameron.. . 
Lycoming. . 
Potter 


1.75 
1.22| 
1..S3 
1.65 


.04 


1.03 
.64 
.81 
.63 

.78 
.70 
.14 
.13 
.10 
1.70 
59 
32 


.85 
.18 
.32 
.51 
.12 
■I'. 
.17 
.16 
1.01 
.80 
.31 
.45 
.50 


.01 


T. 


.03 


.05 


.05 


.02 


10     11      12 


.1)2 


.94 


1.  II 

.90 
.75 
.92 
.85 
.92 


.85 
1.00 


.02 
.02    T 


T. 


T. 


.40 

.13 

.10 

.09 

T. 

.12 

.09 

T. 

.32 

T. 

.14 

.02 

.24 

.06 

T. 

.10 

'J". 

.04 

.07 

T. 

.26 

.25 

T. 

.08 

.19 

T. 

.20 

.23 

.25 

.09 

.05 

T. 

.06 

.10 

.20 

.04 

.03 

.23 

.19 

.24 

.02 

.22 

.51 

T. 

22    .11 
10 


•  03 


95 
50 
1.  43 
.18 
1.  16 
.26 
1.27 


.53 
.69 
.46 
.66 
.9,5 
1.1)4 
62 
34 


18     14     16     16     17      18     19 


.04 


.01 


.29 


.74 

.'M 

.91 

.90 

.88 

.94 

1.02 

1.09 

.82 

1.40 

80 

1.  ,■(9 

1.06 


.62    .83 
.48    .62 


.96 


.65 


1 

1.67 
55 


1.16 
.8;; 

1.  ,3, 

1.07 
.72 
.56 
.44 

1.01 
6V 
85 
.52 
96 
55 
86 
45 
58 
58 


T 
.03 

.04 
.02 

1.40 
.99 
.10 
.05 
.47 


1.32 

,92 

1.05 


72 
1.00 
.71 
.72 
.78 
.76 
.66 

,'68 


.61 


.51 

.13 
1.00 

.32 

.50 

.39 

.47 

.36 

.86 

.40 

.41 
1.15    .03 


1.55 
2.  50 
2.07 
1.41 
2,2(1 
45 
49 
20 
31 
1.23 
1.75 
1.441  .26 
1. 10    .  75 


.75 

.91 

.19 

.22 

49 

1.10 

1..30 

.91 

.59 

.42 

.43 

.74 

.47 


.59 
.47 
.65 
.32 
1.12 

33 
26 
40 
85 
.26 
1.01 


.04 


.06 


T. 


.84    .,51 
.92 


1.20 
90 
59 
50 
85 
SS 
85 

1.05 
.82 
.95 

1.48 
96 

1.04 
78 

1.28 
73 

1.20 


l.U 

1.50 

83 

92 

1.14 

1.20 

1.31 

.82 

.93 

.95 

.90 

1.26 

94 


.02 
.93 
.72 
.73 
.99 

'.'85 

1  03 

.61 

.01 
.95 


,76 


.65 
.80 
.58 
.77 
.82 
1.26 
T. 

.05 
.79 
..37 


.04 
.11  , 


.05 


20     21 


22      23 


.05 


24     26 


02 


.01 


.01 


.48 


.40 

.19 
.26 
.16 
.281 
.40 
.081 
.21 
.24 
.26 

.07    .28 

,21 


26     27     28     29     30 


81 


.01 


.09 


.09 
.17 
.06 
.09 
.11 

.07 

.15 
.15 
.09 
,09  .09 
30 


.40 
T. 

.■23 
.27 
.96 
.24 
1.19 
.78 
.09 
.15 
.42 
.26 
.01 


.10 


.02 


.07 


.04 


,09 


.23 


T. 


.06 


.32 

.'13 

'.'21 

.04 

."ii 

.'15 

.20 

T. 

T. 

T. 

.01 

.01 

.60 

2.a3 

.,54 

.39 

.87 

.60 

44 

.,54 

.10 

.34 

.12 

.24 

.43 

14 

.36 

31 

.19 

03 


.16 


22 
.14  .03 
.20 
.18 
.07 

!6i 
.10 
.02 

T 

.04 
.04 
.05 

T. 
T. 


.06 


.10 


T. 


4.74 
5.32 
4.61 
.5.  27 
4.54 
5.07 
4.61 
4.  98 
,5.49 
.5.  79 
4.81 
4.89 
3.83 


3.50 
3.88 

4.72 
5.25 
5.65 
4.52 
3.  ,52 
4.55 


3.41 
4.06 
3.94 
3.  42 
3.02 
4.61 
3.66 
5.60 
3.  ,56 
4.67 
3.41 
4.03 


2.90 
3.04 
3.. 59 
2.77 
3.57 

3.92 
3.  54 
3.41 
.3.96 
2.99 
4.09 


6.25 
3.76 


5.  45 
6.63 
5.42 
6.27 
•5.70 
4.93 
6.01 
6.20 
4.84 
5.62 
5.65 
,5.17 
4.60 
5.50 
5.18 
4.60 
.5. 27 


7.  .54 
10.10 
7.81 
6.41 
8.71 
6.09 
8.56 
5.60 
,5. 12 
7.92 
6.55 
6.15 
5.77 


Continued  on  page  28. 
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Daily  Precipitation  for  April  1948 -Continued  from  page  27. 


Stations 


West  Branch 
(continued) 

Karthaus^ 

Lock  Haven 

MedixRuni,  5  ..... 
Philipsburg',  \7E.... 

Renovo^ 

State  OoUegei,* 

Tamarack'-,  2  8 

Trout  Run.  ..•■• 

Tyrone  l,^.  4  NE 

Wellsboro '■'.... ...•;••■• 

Williamsport  Apt.'-4Ji 

Willianisport^..... 

Williamsport'i,  4  SE.  . . 

Juniata 

Altoona,  4.5  W.  ....... 

Breezewood ' .  O.o  Ji 

BuffaloMills2...  .,•■.• 
BumtCablnsl.2NE... 
EastWaterford-i.SE... 

Everett^  0.5  SW 

Huntingdon^.... 

Lewistown^.  1  W. 

Mapleton  Depot'' 

Ma^tin^burg^8...•-■■■ 
McConuenstown2,4NW 
Netts  Millsi,\3,5NE.. 

Newport^ 

Saxton^.iw..-..---- 
ShadeGapi,5.0.5SW.. 

LwB  Susquehanna 

Arendtsville^ 

Beavertown^.^ 

BloserviUe,  1-5  M  

Carlisle 

Columbia. 

Dauphin^. 3  N 

Ephrata.. 

Glen  Rock',* 

rrine:2sw;:::::: 

Hanover"''..  ■  ■ 'li  sqV'i 
HarrisburgAptl.^3.,.h 

Holtwood^  

Huntsdale ''..•••••■■  •• 
Kirkwoodi.=.  1  bw  . 

Lancaster 

Lebanon^  . . ..  ■  •  ■  •  ••  •  •  •  • 

Middletownl.l.SW.... 

Millersburg'.  ^.  li^  ■  ■■ 

Milroy'',  ,  •   ■  ,,,^ 

Newburgl.3.5NW 

NewPark..,,...-.----- 
PineGrove^,  1.5M!.... 
Selinsgrove. .  . 
Shamokin^ . . . 
Shippensburg 

Sunbury^ 

Wellsville.  ■■■• 
Williamstown' 
York.HSW.... 
York  Haven-' 

Potomnc  Ragin 
Chambersburg',  1  SW 

Gettysburg 

Hewitt.  2  SW.... 

Hyndman^ 

M<'.Connellsburg 
Mercersburg2........-' 

South  Mt.  San  tm-!.... 

GULF  DRAINAGE 

Ohio  Basin 
Allegheny 

Acmetonia'-'...  ■ 

Aliens  Mills'. 'i.. 

Blairsville'.eNE 

Bosweir-.BNW 

Bradford,4W    ....... 

BrookvineM.5SW.  .. 

Buckstownl.  6 

ClaTion2.3SW 

Corry 

Coudersport.  ...  ■■•■•■ 
Coudersport^,  7.6  E. . . 

Derry 

Donegal' 

Dunlo'.  5,0.5 SW 

Ebensburg2 

FordCity^4S 

Franklin^ 

GlenHazel2,  INE.  ... 

Home'.  5, 

Indiana 

Johnstown^0.5  W... 


Continued  on  page  29. 
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Daily  Precipitation  for  April  104a— Continued  from  page  '28 


Counties 

Day  of  month 

Stations 

' 

2 

3 

4 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

IS 

19 

20 

21 

22 

28 

24 

26 

26 

27 

28 

28 

80 

81 

Al.I.RGHRNV 

(continued) 
KBue',  1  N  

McKesn 

W'moreland . 
W'moreland. 

Forest 

Crawford  — 
Armstrong.. . 
Armstrong.. . 
Allegheny. .. 

McKeau 

Jefferson 

Armstrong... 

Klk 

ludiaua 

W'mori'Iand. 
Warren 

.15 
.-17 
.10 
.14 
.32 
.51 
.58 
.'22 
.9-' 
.68 
.78 
.88 
.50 
.37 
.08 

.11 
.17 
.62 
.12 
.02 
.32 
.06 
.09 
.46 
.41 
.48 
.42 
.47 
.33 
.09 

T. 

.03 
.10 

T. 

T.' 
.03 

.63 
.35 
.42 
.18 
.'22 
.14 

.'is 

.65 

T. 

.10 

.31 

.21 

.14 

.53 

T. 

.'63 
.02 

'.'6'7 

'."6i 

.12 
.•20 
T. 
.02 
.14 


.'20 
.06 
.05 
.18 
.25 

.16 

.04 

T. 

.■21 

.06 

.08 

.20 

.07 
.03 
.01 

1.55 
.54 
.14 

•2.12 
.11 
.02 
.01 

1.32 

'.'OS 
1.'49 

.02 
1.79 
2.  ^25 

.07 

^■2 

1.91 

1.  62 
1.0) 
1.68 

2.  3.-! 
2.  ■iS 
1.  65 
2. -26 
1.73 

.52 

1.54 

1.00 
.66 
.03 
.68 
.43 

1.32 
.05 
.61 
.61 
.23 
.96 

1.14 
.54 

.78 
1.08 
1.60 
.83 
.93 
.88 
1.18 
.70 
.61 
.86 
.85 
.76 
1.17 
.81 
.69 

T. 

.07 
.10 

".{■2 
.38 
.33 
.01 
.41 
.54 

1.11 
.54 
.44 
.87 

.63 
T. 
.  11 

'.'io 
'f.' 

'.'62 

.20 

.01 

.11 

OS 

.63 
.06 

'.'■79 
.40 
.03 

■;o3 

.33 
.03 
.03 
.37 
T. 

'.'83 

.02 

.58 
.22 

'.',32 
.11 
.57 
.06 
.09 
.08 
.09 
.77 
.10 
.21 

.03 

'.'08 
.'61 

.18 
.77 
.43 
.15 

-.m 

i'.bi 

'.'io 
.10 

.'oi 

'.is 

.34 
.40 

■2.87 
.45 
.52 

1.90 

L43 
.14 
.'28 
.82 

2.60 
.41 
.78 

1.11 
.16 

't.' 

T. 

5. 55 
8  00 

Kri'gari.  l.n  SK 

Lycippus.l..")  K 

'.'67 
.14 

.02 

.05 

.09 

.14 

T. 

.11 

't.' 

".42 

.'6i 
'.'36 

T. 

'.'24 
.13 
.14 

'.'•ii 

.15 
.20 
.41 
T. 

■r" 

T. 
'.'61 

'.05 

9.94 
6. '27 

Meadville'-i.  IS 

T. 

.05 

'.'06 
.02 
.06 
.12 
T. 
.12 

.02 

.02 

T. 

T 

T. 

T. 

.02 

T. 

T. 

.'i2 

.01 
T. 
T. 

'i'.' 

T. 
.15 
T. 
T. 

.02 
.03 

■i:'.' 
.02 

.14 

.14 

T. 

.19 

.27 

4.45 
7.  36 

i'arkers  Landing'. 
i>ittsburghCtyOfl,».  .. 

I'ort  Allegany- 

runxsutawuey'^ 

I'utneyville-.2.5SK... 
Rulgway- 

6.49 
6. '26 
5.  96 

. . 

6.88 
9.84 
7.^22 
7  26 

Saltshurg-' 

Seward- 

.... 

7.43 
5  '25 

Sheffield',  •\  6W 

8methi-'ort'.-\  1  SW  . . . 

Indiana 

Forest 

Crawford 

Erie 

W'morelaud. 

Warren 

Warren 

Somerset 

Fayette 

Washington.. 

Greene 

W'moreland. 
W'moreland. 

Somerset 

W'moreland. 
Allegheny. .. 

Greene 

Somerset 

Somerset 

Fayette 

Greene 

Beaver 

Butler 

Mercer '. 

Mercer 

Mercer 

Mercer 

Lawrence.... 
Crawford  — 

Washington  . 
Allegheny  ... 

Beaver 

Washington  . 

Erie 

.27 
.74 
.44 

.01 
.70 
.80 

.■23 
.36 

.67 
.40 
.16 
.15 
.45 
.53 
.27 
.51 

.14 
.73 

.41 
.53 
.38 
.■26 
.19 
.05 
.04 
.22 

.38 
.55 
.51 
.19 

.35 
.10 
.11 

.15 
.04 
.06 

'.'60 
.05 
.11 

.21 
.31 

.18 
.55 
.50 
.65 
.17 
.18 
.10 
.60 
.08 
.19 
.51 
.46 

.01 
.09 

'.'65 
.08 

.07 
.13 

'.'is 

.08 

.35 
.29 
.43 
.16 
.10 
.81 
.60 

.26 
.25 
.36 
.'21 
.30 
.26 
.14 
.21 
.19 
.22 
.36 
.31 
.34 
.41 

.09 

.34 

'I' 

.13 

.12 

.03 

.10 

.10 

.30 
.17 
.24 
.39 

.48 
.'24 
.53 

.... 

'.'65 
T. 

.01 
T. 

T. 
T. 

•r'.' 

.17 

.07 
.30 
.32 
.19 

■r'. 

.04 
.05 

T. 

1.39 
.13 
.76 
.60 

1.30 

•2.21 

.62 

2.60 

1.  30 

1.80 
1.55 
1.63 
•2.01 
1.92 
•2.00 
1.64 
1.14 
LOS 
1.04 
1.77 

2.  30 
1.98 
1   3') 

1.16 

.09 
.33 
.39 
.90 
.08 
.42 

.98 
1.09 
1.00 

.94 
1.00 
1.03 

.81 
L14 
1.02 

.92 
1.35 

.98 

.87 

.88 

.49 
.90 

.77 
.24 
.06 
.49 
.79 
.02 

.92 

.76 
.77 
Lll 

'.'45 
.38 

.87 
.90 
.81 
.74 
.95 
.75 
.77 

1.24 
1.  ^25 
1.03 
L52 
1.34 
L19 

.80 
1.02 

.79 
1.68 
1.12 

.62 
1.29 
L33 

.76 
.94 
.06 
.78 
.98 
.61 
.80 
.94 

.92 

.89 

1.09 

.87 

.88 
.88 
.82 

■.'35 
.06 

'.'78 
.41 
.03 

.33 

.47 

T. 

.53 

.02 

.03 

.30 

'.'6i 

.62 
.02 
.02 
.03 
.41 

.32 

.06 

.OS 

.01 

T. 

'.'6i 

.02 

■r'.' 
.43 

'.'29 
.43 

.06 
.11 

.97 
.30 
.06 

.76 

.20 
.65 
.40 

'.'08 
'.'14 

1.10 

.03 
.06 

■.'2'2 

.03 
.16 
.76 

.19 
.87 
..35 
.09 
1.00 
.25 
.06 

.51 
.5:3 
.06 
.27 
1.16 
1.38 
.72 
.30 
.15 
.48 
1.03 
.41 
.44 
.47 

1.18 
1.58 
1.70 
1.38 
1.77 
.12 
.08 
1.19 

.12 
1.58 
1.50 

.18 

.45 
.09 
.14 

8.07 
7.17 
5.  37 
3.70 
7  87 

Strougstownl,  •' 

Tiouesta2,I.5SE 

Titusville.  2S 

Union  (Mty'.'^ 

\andergrift '^ 

Warren'-'.    

T.' 

.'62 

'.'36 
.30 

T.' 
.01 

'.'64 

'.'65 
.22 

.02 
.09 

.12 

T.' 

.01 

•I'. 

T. 

T. 

T.' 

.'oi 

.01 
.01 

T. 
T. 

•r'.' 

.... 

.03 

1.17 

■r'.' 

.25 

'.'is 
.12 

i.'oo 

.71 

".i-i 
.12 
.02 

T. 

'.'06 
.01 

'.'cfi 
.02 

'.'ii 

.01 

.14 

■.'63 
.08 
.06 
.24 

— 

'.'is 

.37 

.16 

'.'i7 

.'06 
.08 

'.'67 

.42 
.62 

.01 

.'ii 

.15 

.'20 
.26 
.■23 

5.82 
4.59 

.13 
.06 

'.'06 

.'61 
.04 

'i''. 
.05 

'.'6i 

MiiNONliAHELA 

Confliieuce2, 1.5  NW... 

6.43 
6.42 

6.49 

Greensboro'^ 

Gveeiisburg.  2  S 

Irwin            

.05 
.03 
.01 

.08 

T.' 
.01 
.02 
T. 

6.76 

.01 

'.'65 

.'65 

.02 

.03 

.11 

.04 

T 

T. 

.01 
.02 

* 

.06 
.26 
.35 
.17 
.09 

.'22 
.18 
.10 
.06 
.07 

'.'08 

.'65 

.16 

.11 

.44 

.■29 

.'21 

T. 

.01 

.53 

.01 
.08 

'i''. 
'.'97 

.01 

.58 
.08 
.12 
.70 
1.59 
.10 
.15 
.86 
.21 
.02 

'.'64 
.11 
.31 

7.45 

7.^28 

Meversdale^ 

Mu"rrvsville//'.5 

Pittsburgh  Arpt.  '.*... 
Rices  Landing^ 

5.77 
6.35 

'."6i 

'.'6i 
.02 

.14 

.08 
.14 

••••' 

T. 

'.'17 
.02 
T. 

'.'64 
.24 
.23 
.11 
T. 

'.'28 

-•■'■ 

.02 

T.' 
.01 

6.03 

'.'65 
T. 

6  26 

f. 

6.36 

Springs^,  ISW 

6.42 
5  93 

.02 

T. 
.01 

.04 

.02 
.04 

'.'6i 
■i''.' 

6.18 

Beaver  Falls^ 

T. 

T. 

.01 

— 

T. 

* 

1.02 

.83 

.12 

1.46 

1.24 

.06 

.09 
.04 
T. 
.49 

.37 

.55 

1.45 

1.62 
1.85 

.1.; 

1.^24 
1.  00 
.04 
.12 
.47 

1.67 
2.16 
2.09 
L21 

.21 

'.'is 

5.30 

Butler 

6  64 

Farrell- 

4.99 

.02 
.05 
.03 
.05 
.07 

.35 
.15 

.05 
.08 

T. 
T. 
T. 
T. 

.... 

'.'63 
.06 

T.' 
T 

■|' 

'.'is 

.01 
'.'67 

.06 
.01 
.02 
.03 
.03 

.02 

.14 

T. 

.01 

.18 

■38 
.61 

.16 
.01 

.05 

f. 

.01 

'.'6i 

.03 
.03 

'69 

5.91 

Mercer  Arpt. ^  2.5  N'E.. 

Newcastle',  1.5  N 

Pennline.2,  IS 

Ohio 
Clavsville' 

5.16 

.11 
.03 

T. 

.48 
.15 

T 
T. 

1.96 
.68 

.15 
09 
.36 
.27 

'.'is 

.16 

5.77 
4. 33 
4. '25 

4.93 

('oraopolis2.  IE 

Midland'-     

.02 
.03 

.06 
.16 
.16 

T. 
T. 

■.'62 

T 

.04 

'.'63 

.'65 
.04 

T. 

.06 

'.'62 
.02 

.01 

"M 

'.'•25 
.32 

T. 
T. 

.26 

T. 

.06 

.03 
.02 
.04 

^42 
.30 

.07 
.06 

".bh 

T. 
T. 

6.92 
7.48 

Washington!,  5 

LAKE   DRAINAGE 

4.89 

.51 

S3.  78 

Kriei.s 

Erie    

.06 
.27 

T. 

1.64 

.01 

5.  19 

Potter 

4.89 

[See  page  32  for  explanation  of  reference  marks.] 


(Continued  from  page  24.) 

Wept  Branch,  and  some  flooding  occurred  in  the  headwaters  of  the  Juniata 
River.  In  these  cases,  too,  sufficient  warning  had  been  given  to  permit 
protection  of  property  and  no  reports  of  flood  damage  were  received. 
These  rains  poured  so  much  water  into  the  Sone's  Pond  near  Jakersville 
that  the  concrete  of  the  dam  cracked  under  the  pressure  of  the  water  and 
turned  over  on  its  side  all  the  way  across.  The  water  washed  out  a  bridge 
and  left  a  channel  50  feet  wide  and  25  feet  deep  where  it  crossed  the  road. 
Uprooted  trees  and  large  quantities  of  debris  were  carried  to  the  junction 
of  the  Loyalsock  and  the  added  amount  of  water  raised  the  Loyalsock  to 
such  an  extent  that  it  flooded  the  World's  End  Park,  running  over  the 


top  of  the  concrete  bridge  which  leads  to  the  cabins  and  tenting  area  in 
the  park. 

The  combination  of  the  weakening  of  the  Atlantic  High  and  the  broad 
southeastward  advance  of  cool  dry  air  on  the  16th,  ushered  in  the  gen- 
erally fair  cool  spell  with  moderating  temperatures  on  the  19th,  that  rose 
to  the  upper  seventies  on  the  20th.  The  fluctuating  intensity  of  the  cool 
High  Pressure  system  over  extreme  eastern  Canada  resulted  in  .shower 
periods  for  Pennsylvania  on  the  21st,  24th  and  25th,  and  the  27th  to 
29th  as  the  cool  air  from  the  northeast  sought  to  dominate  the  surface 
weather  and  forced  the  moist  warm  air  aloft. 

C.  L.  R. 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


April  1948 


Daily  TemperatureB  for  April  1948 


Stations 


Albion / /  Maximum. 

\  Minimum. 
Allentown  Arpt.'.MNE  /  Maximum. 

\  Minimum. 
Allentown/ /  Maximum. 

\  Minimum. 
Altoona-4..5  W /  Maximuui. 

\  Minimum. 
Areudtsville / /  Maximum. 

\  Minimum. 
Beavertown/ )  Maximum. 

I  Minimum.. 
Berwicli; /  Maximum. 

\  Minimum.. 
Bethlehem ' 


/  Ma 
\Mi 


aximuin. 
inimum.. 


Blair.svillei-6  NE t 

Bradford-4  W / 

Brookville' j 

Burnt  Cabinsi-2  NE  . . . .  / 

Butler 

Canton/-l  NW 

Carlisle 

ChambersburB6-l  SW.  . 
Clarion6-3SW / 


Maximum. 
Minimum. 
Maximum. 
Minimum. 
Maximum. 
Minimum. 
Maximum. 
Minimum. 
Maximum. 
Minimum.. 
Maximum. 
Minimum. 
Maximum. 
Minimum.. 
Maximum. 
Minimum. 
Maximum. 
Minimiuu., 


Coatesville/. 


Claysville /  Maximum. 

\  Minimum.. 

Coalport  / /  Maximum. 

\  Minimum., 

/  Maximum. 

\  Minimum.. 

Columbia /  Maximum. 

\  Minimum.. 

Cqiij  /  Maximum. 

\  Minimum., 
aximum. 
Minimum. 
Curwensvlllei-6  N  W . . . .  /  Maxim.unj . 
\  ^ 


Coudersport. 


,  /  Mii 
\Mi 


Derry. 


Minimum . 
/  Maximum 
\  Minimum . 


Donegal! 

Donorai 

Eagles  Mere  / 

East  Water£ord«-3  E  . . 

Kbensburg/ 

Emporium  /-I  E 

Ephrata/ 

Erie' 


.  )  Maximum, 

\  Minimum. 
.  /  Maximum 

\  Minimum. 
,  /  Maximum 

\  Minimum. 
.  /  Maximum, 

\  Minimum. 
,  (  Maximum, 

\  Minimum . 
,  /  .Maximum, 

V  Minimum. 
,  I  Maximum, 

\  Minimum  . 

/  Maximum, 

\  Minironrii. 


Everetti-0.5  SW /  Maximum. 

\  Minimum. 
Farrell /  Maximum. 

\  Minimum. 
Ford  City  /-4  S /  Maximum. 

\  Minimum. 
Franklin/ /  Maximum. 

\  Minimum. 
Fredericksville-l  8 /  Maximum . 

\  Minimum.. 
Freeland /  Maximum. 

\  Minimum .. 
George  School^. /Maximum. 

\  Minimum.. 
Gettysburg/ I  Maximum. 

\  Minimum.. 


Gordon 

Greeusburg-2  S 


/  .Max: 

\  Mini 

/  Maxi 

\  Minii 

/  Maximum. 

\  Minimum. 

HarrisburgArpt.  1-3.68.  (  Maxi 
\  .Hinii 

Hawley-0.6  E /  Ma  ximi 

\  Minimi 


iximum. 

imiim.. 

imum. 

imum.. 

Hanover/ /  Maximum 


mum. 

mum .. 

um. 


Hewitt-2  SW (  Maximum . 

\  Minimum., 
Holtwoodi /  Maximum. 

\  Minimum.. 


66 
45 
61 
49 
6."i 
45 
79 
53 
64 
49 
69 
51 
71 
53 
74 
52 
66 
40 

66 
45 
70 
44 
69 
51 
72 
55 
56 
49 
66 
48 
65 
43 
70 
47 

66 
40 
71 
50 
64 
48 
68 
50 
65 
46 
70 
45 
67 
55 
56 
41 

75 
43 
64 
48 

49 
60 
38 
65 
54 
61 
50 
64 
55 
72 
55 


41 
59 
39 

46 
30 
59 
32 
45 
32 
56 
38 
63 
35 
43 
40 
68 
45 
58 
43 
61 
34 

58 
34 
46 
40 
57 
54 
66 
48 
49 
34 
(,4 
34 
44 
28 
67 
34 

45 
29 
52 
37 
42 
40 
58 
37 
42 
32 
41 
41 
59 
46 
42 
35 

50 
32 
58 
39 
47 
34 
46 
35 
62 
39 
58 
34 
60 
42 
53 
51 


47 
33 
45 
34 

42 

24 
3' 
26 
41 
25 
48 
31 
49 
31 
37 
26 
54 
35 
51 
37 
41 
27 

46 
31 
44 
28 
50 
34 
52 
39 
38 
27 
43 
25 
40 
21 
47 
32 

40 
Zi 
58 
35 
40 
26 
42 
29 
43 
26 
60 
28 
53 
36 
36 
30 

48 
30 
48 
30 
47 
30 
40 
30 
45 
30 
38 
27 
50 
32 
49 
38 

46 
33 
41 
34 
51 
32 
5n 
37 
40 
30 
49 
30 
49 
39 


23 
62 
16 
63 
19 
62 
18 
65 
35 
59 
21 
61 
27 
60 
25 
64 
17 

68 
23 
65 
18 
61 
29 
64 
30 
65 
20 
62 
17 
60 
16 
71 
22 

66 
16 
70 
28 
55 
21 
58 
24 
63 
19 
60 
18 
61 
29 
59 
29 

62 
30 
67 
25 
67 
20 
64 
21 
59 
25 
55 
22 
.59 
28 
61 
29 

61 
25 
70 
19 
60 
29 
63 
32 
59 
22 
69 
19 
62 
34 


76 
27 
74 
42 

70 

4 

71 

34 

72 

47 

75 

37 

72 

20 

71 

30 

74 

38 

74 

35 

72 

33 

70 
44 
73 
36 
72 
36 
77 
38 
72 
48 
71 
37 
70 
43 
73 
54 

69 
41 
74 
49 
68 
26 
71 
43 
69 
41 
75 
34 
74 
41 
73 
57 

74 
40 
75 
51 
73 
30 
73 
25 
71 
38 
70 
39 
69 
40 
73 
43 

73 

38 
72 
35 
74 
32 
74 
44 
75 
32 
74 
30 
70 
43 


67 
47 
62 
49 

58 
48 
56 
34 
59 
45 
57 
48 
70 
50 
57 
39 
62 
4s 
61 
49 
62 
42 

69 
50 
53 
41 
65 
51 
65 
50 
64 
44 
53 
35 
49 
44 
67 
54 

57 

48 

67 

5 

58 

43 

50 

45 

57 

46 

55 

39 

64 

49 

67 

53 

56 
41 
74 
55 
65 
49 
65 
44 
61 
51 
62 
39 
62 
48 
60 
52 

61 
44 
67 
50 
62 
52 
61 
50 
66 
34 
62 
42 
62 


10  11 


52  46 


62 
35 
47 
B3 

41 
27 
38 
28 
41 
29 
58 
30 
78 
30 
38 
34 
61 
38 
65 
38 
63 
28 

67 
31 
36 
30 
50 
45 
55 
43 
58 
28 
70 
29 
37 
24 
73 
31 

44 
26 
50 
36 
40 
33 
64 
30 
40 
27 
35 
32 
51 
43 
41 
31 

54 
34 
76 
35 
40 
31 
38 
31 
54 
35 
57 
20 
53 
38 
48 
45 

43 
34 
71 
34 
49 
44 
56 
37 
54 
33 
44 
37 
55 
39 


12  13 


56 

21 

55 

24 

56 

31 

60 

32 

.54 

21 

52 

18 

50 

19 

57   67 

26  42 


15  16  17 


56 

49 

39 

39 

55 

,59 

46 

44 

59 

49 

40 

30 

55 

53 

48 

34 

51 

39 

42 

37 

63 

.5,^ 

42 

35 

65 

57 

52 

46 

57 

45 

46 

38 

61 

50 

57 

40 

Kl 

52 

47 

45 

57 

45 

43 

41 

60 

42 

46 

41 

64 

57 

50 

41 

57 

54 

44 

34 

68 

,58 

52 

44 

65 

48 

41 

47 

62 

43 

47 

38 

68 

55 

44 

43 

64 

49 

47 

46 

64 

57 

52 

41 

61 

60 

49 

39 

64 

50 

54 

39 

65 

55 

55 

41 

43 

37 
44 
36 

46 

36 
40 
32 
42 
38 
39 
34 
45 
41 
41 
31 
45 
35 
43 
36 
41 
37 

61 
47 
44 
36 
45 
36 
49 
37 
46 
38 
40 
34 
40 
33 
52 
42 

48 
35 
56 
4' 
37 
30 
37 
31 
43 
33 
,52 
36 
48 
36 
49 
41 

47 
35 
51 
45 
47 
40 
46 
39 
44 
34 
.53 
30 
44 
36 
51 
36 

40 
34 
53 
44 
47 
36 
43 
37 
40 
35 
46 
39 
44 
38 


56 
39 
63 
38 

64 
35 
5S 
32 
57 
36 
.58 
32 
53 
40 
52 
34 
58 
38 
69 
36 
60 
37 

61 
40 
59 
35 
57 
38 
60 
41 
58 
36 
58 
35 
66 
34 
68 
40 

52 
34 
61 
43 
52 
31 
53 
34 
62 
33 
68 
36 
.59 
37 
.52 
39 

58 
32 
64 

43 
60 
38 
60 
38 
,54 
37 
50 
33 
54 
39 
59 
38 

54 
37 
59 
41 
55 
38 
58 
40 
46 
36 
61 
38 
54 
41 


68 
33 
65 
35 

71 

36 

62 

31 

70 

32 

68 

31 

70 

39 

61 

33 

68 

34 

6' 

36 

74 

32 

73 
39 
72 
30 
66 
30 
67 
34 
68 
42 
68 
31 
68 
35 
74 
40 

71 
34 
76 
42 
60 
35 
62 
40 
68 
35 
72 
30 
65 
36 
66 
38 

77 
33 
73 
41 
74 
36 
72 
39 
63 
29 
,59 
33 
64 
29 


65 
34 
51 
36 

50 

26 

52 

25 

52 

28 

54 

31 

74 

30 

50 

2 

66 

36 

57 

36 

55 

26 

55 
29 
.56 
29 
54 
38 
59 
37 
4S 
27 
69 
25 
49 
25 
54 
31 

,50 
26 
56 
35 
44 
26 
52 
30 
55 
26 
74 
29 
61 
36 
38 
33 

55 
29 
60 
32 
55 
29 
53 
30 
56 
33 
53 
27 
56 
36 
54 
39 


64  49 
30  33 


46 
74 
44 
78 
46 
69 
42 
74 
48 
59 
23 
69 
40 
68 
41 
78 
40 

78 
Vi 
77 
35 
66 
31 
68 
40 
75 
49 
74 
40 
75 
40 
80 
.53 

77 
42 
80 
56 
53 
27 
63 
37 
73 
42 
72 
42 
64 
45 
79 
67 

73 

40 
80 
55 
77 
41 
78 
34 
63 
36 
56 
33 
64 
,32 
69 
42 

62 
36 
79 
47 
69 
36 
70 
41 
63 
38 
75 
35 
64 
43 


20  21  22  23  24 


80  6:3 
58  36 


77 
49 
80 
67 
88 
44 
81 
53 
78 
35 
84 
49 
81 
44 
82 
40 

81 
53 
61 
44 
79 
44 
85 
46 
78 
6X 
78 
44 
79 
51 
80 
50 

78 
49 
85 
55 
76 
35 
80 
53 
78 
41 
82 
41 
82 
49 
80 
64 

87 
44 
82 
■58 
81 
51 
81 
50 
80 
44 
78 
47 
78 
44 
83 
50 

82 
56 
82 
46 
83 
48 
83 
51 
81 
41 
86 
41 
77 
50 


77 

40 

58 

32 

72 

33 

81 

41 

50 

4 

73 

54 

71 

44 

68 

39 

76 
44 
,50 
47 
66 
55 
72 
56 
74 
38 
62 
41 
64 

78 
45 

61 

40 

69 

45 

50 

48 

70 

41 

71 

33 

72 

4 

70 

57 

54 

41 

71 
42 

80 
40 
51 
45 
49 
41 
70 
46 
71 
39 
70 
50 
62 
61 

56 
45 
78 
46 
65 
55 
70 
47 
68 
45 
75 
53 
63 
50 


34 
62 

25 
63 
28 
63 
33 
62 
29 
59 
32 
63 
42 
63 
41 
65 
27 

66 
31 
M 
■1 
63 
43 
65 
46 
67 
2 
64 
25 
58 
33 
65 
32 

60 
30 
66 
40 
60 
32 
58 
3' 
62 
32 
64 
29 
66 
44 
54 
39 

62 
35 
70 
34 
65 
29 
66 
32 
62 
37 
61 
34 
60 
37 
63 
45 

65 
35 
66 
29 
64 
46 

6:3 

46 
67 
31 


26  26 


63  76 

41  54 

62  75 

44  46 


62  64 


58i  70 

38!  32 
63 

43  39 


77 
50 
70 
44 
74 
46 
69 
45 
82 
50 
65 
42 
64 
42 
62 
45 
75 
46 

82 
61 
77 
31 
65 
42 
67 
44 
74 
48 
70 
43 
74 
43 
80 
56 

79 
46 
85 
,56 
60 
38 
64 
40 
72 
45 
74 
40 
68 
42 
71 
56 

66 
40 
81 
57 
81 
46 
77 
45 
62 
46 
59 
39 
&i 
40 
72 
4' 


78 
57 
74 
56 
78 
58 
79 
55 
81 
45 
69 
42 
78 
,52 
80 
52 
83 
52 

83 
53 
80 
46 
73 
43 
76 
55 
76 
57 
74 
41 
76 
56 
83 
60 

76 
54 
83 
60 
72 
40 
71 
56 
74 
51 
79 
56 
76 
54 
64 
51 

81 
57 
82 
63 
82 
64 
81 
52 
70 
54 
72 
.52 
70 
52 
77 
48 


27 


65  76 


5.' 
79 
46 
68 
42 
72 
45 
83 
49 
81 
44 
76 
51 
85 
52 

79 
46 
87 
,55 
75 
47 
66 
48 
78 
63 
84 
46 
70 
46 
70 
49 

76 
52 
86 
57 
85 
50 
84 
51 
68 
.52 
74 
.39 
70 
40 
72 
51 

76 
45 
85 
47 
68 
46 


28 


29  30 


65  52 


68  45 


47 

77, 

33i 

85j  66 

57 1  45 

661  59 

46  45 


57 
39 
54 
40 

51 
36 
61 
35 
55 
35 
56 
32 
54 
35 
.50 
32 
58 
35 
56 
35 
55 
34 

57 

39 

67 

34 

6 

32 

.59 

33 

54 

36 

73 

42 

,55 

,S0 

52 

39 

53 
35 
58 
43 
47 
.30 
49 
34 
49 
33 
42 
37 
57 
35 
52 
41 

55 

41 

57 

43 

67 

35 

52 

36 

53 

3 

48 

33 

64 

29 

,56 

38 

55 

31 

58 

38 

57 

37 

65 

38 

54 

40|  38i . 

591  66 

401  .32,. 

54]  66. 

37i  43. 


67 
39 
67 
42 

,59 

35 

56 

36 

61 

37 

64 

32 

60 

38 

,59 

,35 

70 

3' 

67 

34 

65 

32 

63 
31 
64 
34 
68 
31 
70 
38 
58 
38 
72 
41 
60 
33 
63 
42 

,59 
32 
65 
40 
58 
34 
,59 
38 
56 
34 
43 
36 
68 
39 
54 
44 

65 
40 

67 
43 
64 
36 
66 
37 
65 
■IS 
59 
37 
67 
36 
67 
37 

66 
38 
62 
32 
70 
36 
66 
41 
59 


64.9 
36.5 
60.6 
38.9 
61.5 
40.8 
63.3 
39.7 
6:3  0 
40.1 


64.4 
40.0 
69.5 
40.6 

61.2 
39  3 
61.2 
35.  4 
61.1 
37.  9 
6.3.0 
37.8 
68.9 
40.3 
,55.  8 
34  6 
64.6 
40.4 
63.0 
40.2 
64.8 
30.1 

68.3 
41.6 
60.4 
35.8 
61.5 
39.4 
64.8 
42.3 
62.  8 
40.2 
64,7 
34.7 
58.  5 
35.5 
67.8 
43.4 

61.2 
36.9 
67.8 
4.5.  5 
54  4 
33.7 
.58.  2 
38.7 
59.7 
37.8 
63.3 
36.1 
63.1 
42.4 
,57.9 
42.7 

63.5 

38.9 

69.4 

41.9 

6:1.  fi" 

39.2 

62.2 

38.6 

60.1 

39.5 

,59.2 

3,5.0 

60.6 

39.0 

62.4 

43.3 

,59.5 

38.3 

68.5 

40.3 

62.2 

41   8 

61.9 

42.4 

60.7 

36  O" 

66.  1» 

39. 1» 

60.  0 

4.3.7 


Continued  on  page  31. 
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AnuL  19IS 


('l.liMAT()L()(JJCAL   DATA;    PENNSYLVANIA  SIOCTION 


SI 


Dally  Temperatures  for  April  1948— Coutluued  from  page  80. 


Stations 

1 

2 

» 

4 

5 

6 

7 

8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

20 

i^> 

2-2 

28 

24 

26 

26 

27 

28 

29 

80 

81 

M  0  an 

fTiintinirdoiiy 

.  (  Maximum.. 
V  Minimum.. 

l^ 

49 

42 

"35 

64 
23 

76 

6S 
4( 

57 
45 

78 
50 

42 
41 

68 
32 

"si 

68 

45 
44 

67 
38 

61 

38 

70 
35 

"36 

60 

72 
52 

81 
47 

5- 

5Ji 

64 
36 

66 
31 

".35 

7ii 

76  6a 

49  51 

4ft  ,53!  6t 
88  381  3^ 

... 
... 

62. 8" 

n  i(ii  vi  II B  «**'**•  *•  •••'•••■ 

39.8" 

ludiaiiR  '2.58K . . 

.  (  Maximum.. 

6« 

65 

46 

68 

'73 

67 

65 

77 

73 

55 

60 

"60 

55 

47 

88 

73 

67 

"ft5 

77 

8'i 

7f 

65 

66 

7f 

"77 

8.' 

»( 

60  5f 

61 

66.9 

\  Minimum.. 

41 

34 

30 

18 

41 

54 

50 

53 

32 

21 

22 

43 

42 

39 

39 

35 

37 

26 

47 

46 

44 

28 

35 

47 

57 

4S' 

54 

43  34 

8 

39. 0 

Irwin  

.  (  .Mn.xiinum.. 

69 

68 

48 

70 

72 

7C 

65 

77 

77 

57 

04 

63 

62 

52 

6( 

72 

72 

69 

79 

82 

8(1 

67 

67 

82 

83 

8," 

86 

7C 

f)!^ 

6i 

69. 1 

\  Minimum.. 

45 

35 

32 

22 

44 

52 

49 

63 

33 

25 

41 

43 

42 

44 

38 

40 

29 

28 

48 

56 

44 

32 

41 

50 

59 

51 

58 

46 

3f- 

38 



41.8 

Jamestown/ -2  NW 

.  t  Maximinn.. 

\  Minimum.. 

.  (  Maximum.. 

57 

48 

42 

64 

77 

67 

73 

82 

38 

57 

64 

66 

46 

50 

60 

75 

51 

66 

80 

83 

48 

67 

59 

83 

80 
81 

84 

69 

58 

5.5 

m 

&J.5 

Johnst<iwn  / 

"ix 

"49 

"45 

"68 

"74 

"66 

"57 

"77 

"46 

.59 

"63 

"57 

"46 

"49 

"59 

"75 

"58 

"64 

"82 

"84 

",5f 

'  'm 

"69 

"so 

"88 

"72 

"47 

",57 

"m 

'  "64.'6' 

\  Minimum.. 

47 

38 

33 

25 

42 

57 

52 

53 

33 

31 

38 

47 

45 

39 

40 

38 

34 

30 

48 

51 

52 

36 

37 

48 

60 

5: 

58 

44 

41 

42 

43.1 

lvane»-l  N 

.  (  M.iximum.. 

5>J 

42 

36 

m 

71 

58 

58 

74 

38 

53 

59 

6« 

42 

40 

59 

69 

49 

62 

76 

78 

66 

64 

59 

73 

75 

82 

60 

51 

.51 

6! 

.59.  3 

V  Minimum.. 

41 

31 

19 

15 

33 

42 

33 

37 

24 

15 

29 

40 

34 

36 

30 

30 

23 

20 

39 

46 

27 

23 

28 

43 

49 

42 

39 

38 

30 

31 

32.2 

Lancaster 

.  1  Maximum.. 
\  Miniinum.. 

f.9 

6? 

53 

64 

74 

71 

66 

03 

58 

60 

57 

6F 

64 

50 

60 

65 

64 

58 

65 

84 

76 

63 

66 

65 

75 

74 

69 

56 

59 

72 

6.5.1 

53 

47 

33 

27 

37 

45 

45 

4ft 

42 

28 

29 

49 

45 

36 

39 

31 

36 

24 

39 

44 

56 

44 

29 

41 

61 

42 

44 

38 

32 

32 

39.4 

Ijrtwi'oiu't'.villu  

.  1  Maxiuuim.. 
\  Minimum.. 

73 

62 

40 

63 

75 

08 

59 

75 

59 

51 

49 

63 

55 

43 

53 

68 

55 

59 

61 

83 

73 

64 

62 

66 

75 

79 

68 

52 

61 

61 

62.2 

5.S 

3S 

30 

23 

45 

52 

37 

50 

35 

22 

28 

39 

38 

38 

39 

32 

30 

23 

43 

65 

43 

30 

33 

45 

40 

45 

40 

41 

35 

42 

.... 

38.1 

I  .f>ttA.1Ull1  ■  ..   

.  /  Maximum.. 
V  Minimum.. 

69 
52 

54 

52 

52 
35 

61 
29 

75 
34 

65 
49 

62 
49 

6K 
45 

46 
40 

56 
31 

59 
35 

65 
45 

48 
46 

46 
37 

57 
37 

66 

38 

53 
37 

,58 
29 

67 
41 

82 
46 

62 
42 

65 
43 

05 
35 

65 
43 

75 
44 

70 
47 

58 
47 

48 
39 

55 
37 

68 
37 

61.0 

IJC  tUMlvi  11    ■  •••  ■•■■•••-•■ 

40.7 

Lew\sti)wu/-'2  S  W 

.  (  .Maximum.. 

77 

51 

50 

67|  77 

67 

59 

76 

44 

5'J 

54 

65 

45 

46 

02 

72 

56 

60 

7(1 

86 

69 

66 

69 

66 

79 

76 

60 

45 

59 

66 



62.9 

^  Miiiiinum.. 

51 

49 

36 

27 

34 

41 

49 

50 

41 

32 

34 

46 

42 

38 

38 

36 

37 

29 

36 

47 

52 

38 

35 

40 

46 

57 

52 

39 

38 

39 

41.0 

Lock  Hftveii/ 

.  1    1,1  .Ki  mum.. 

74 

70 

72 

65 

74 

73 

62 

72 

47 

65 

71 

68 

42 

47 

63 

65 

52 

57 

67 

69 

65 

70 

73 

76 

711 

76 

72 

65 

74 

71 

66.  2 

\  >liiiinmm.. 

55 

44 

34 

30 

32 

44 

48 

48 

41 

30 

48 

45 

35 

36 

40 

34 

30 

29 

37 

39 

37 

33 

32 

34 

36 

33 

38 

32 

34 

36 

37.  5 

Marni.-i  Hook/ 

.  )  .Maximum.. 

65 

62 

55 

61 

71 

69 

66 

55 

57 

54 

64 

76 

54 

5! 

65 

66 

61 

60 

68 

76 

76 

63 

68 

65 

72 

67 

63 

50 

60 

71 

6.3.7 

\  .vliiiinmm.. 

50 

56 

40 

34 

43 

46 

52 

46 

47 

33 

42 

50 

53 

39 

41 

41 

43 

37 

39 

45 

53 

46 

40 

48 

48 

46 

47 

43 

40 

42 

44.  3 

Martimburg','* 

.  /  Maximum.. 

72 

55 

43 

62 

70 

64 

.54 

73 

49 

54 

56 

59 

52 

42 

57 

72 

54 

57 

69 

80 

68 

60 

63 

65 

76 

76 

63 

47 

51 

,59 

60.7 

\  Minimum.. 

55 

37 

29 

24 

44 

51 

49 

49 

32 

27 

41 

601  38 

35 

39 

37 

32 

28 

43 

,52 

37 

38 

39 

47 

57 

55 

46 

36 

39 

38 

40.8 

^f  AAdviltR  /-IS. 

.  (  Mnxiiiunn.. 
\  Mmimnw.. 

59 
49 

47 
34 

39 

28 

64 

20 

73 
31 

66 
50 

66 
48 

76 
54 

37 

29 

56 
19 

60 
33 

56 
46 

42 

40 

49 
38 

61 
37 

70 
40 

60 
27 

66 

26 

78 
44 

79 
57 

47 
38 

67 
28 

59 
39 

80 
50 

80 
55 

84 
47 

67 

53 

61 

48 

55 
35 

65 
36 

62.0 

LUQCbU  V  H  lO  1  l^J.- 

39.  3 

Meroer'-2  n  NE 

.  /  Maxiiinim.. 

58 

46 

39 

6::! 

71 

66 

67 

75 

39 

62 

60 

68 

44 

47 

57 

70 

60 

65 

77 

78 

51 

64 

60 

79 

80 

82 

68 

57 

53 

63 

61.  3 

\  Minimum.. 

41 

32 

19 

19i  46 

50 

47 

38 

27 

20 

43 

42 

38 

38 

36 

34 

26 

27 

48 

51 

35 

32 

41 

,52 

,57 

51 

50 

40 

33 

35 

38.  3 

Midd'.elownl-l.o  W.  ... 

.  1  Mn.^imum. 
\  Minimum  . 

70 

58 

.50 

60|  73 

66 

62 

64 

53 

57 

58 

64 

56 

43 

58 

67 

54 

57 

68 

83 

70 

64 

65 

64 

76 

68 

66 

45 

54 

68 

61.7 

54 

44 

36 

31   39 

50 

50 

46 

36 

33 

40 

52 

41 

37 

40 

37 

37 

29 

42 

52 

46 

46 

34 

44 

54 

47 

43 

39 

39 

38 

41.9 

Midland" 

.  /  Maximum.. 
\  .Minimum.. 

62 

51 

45 

70|  74 

64 

78 

80 

60 

56 

63 

62 

60 

55 

62 

73 

50 

68 

79 

83 

69 

67 

67 

82 

83 

86 

75 

55 

57 

62 

60.3 

47 

37 

31 

;;o 

42 

53 

53 

56 

30 

28 

45 

44 

42 

44 

44 

30 

35 

32 

.50 

64 

42 

38 

47 

48 

66 

53 

55 

45 

38 

37 

42.9 

Montrose  /-3  E 

.  /  Maximum.. 
\  Minimum.. 

65 

44 

35 

57 

70 

58 

63 

66 

36 

45 

60 

56 

42 

40 

44 

63 

40 

54 

59 

74 

50 

62 

60 

59 

72 

72 

65 

52 

46 

56 



.55.2 

48 

40 

25 

20 

25 

41 

39 

42 

32 

20 

25 

37 

34 

34 

30 

31 

26 

22 

30 

39 

48 

30 

38 

43 

44 

40 

38 

35 

34 

36 

34.2 

!Mt.  Pocono'-'2  N 

.  /  Maximum.. 

61 

54 

35 

56 

68 

59 

61 

61 

49 

44 

51 

64 

44 

35 

43 

58 

43 

51 

56 

76 

56 

60 

60 

63 

71 

68 

62 

50 

48 

59 

56. 2 

V  Minimum.. 

50 

32 

26 

22 

40 

45 

42 

39 

26 

20 

28 

43 

34 

30 

31 

29 

27 

26 

32 

45 

37 

31 

34 

40 

37 

32 

36 

.S3 

36 

33 

. . . . 

.33.  8 

Newburg^ 

(  .Maximum.. 

74 

58 

49 

53 

64 

60 

48 

62 

54 

50 

42 

561  48 

32 

48 

58 

48 

50 

63 

76 

66 

55 

60 

68 

72 

62 

48 

36 

50 

58 

,55.3 

\  Minimum. . 

44 

35 

24 

20 

34 

38 

38 

40 

24 

24 

28 

2S  32 

28 

30 

28 

24 

18 

33 

40 

35 

29 

24 

34 

48 

40 

34 

26 

26 

32 

31.3 

New  Castle''-1.5  N 

.  /  .Maximum.. 
\  Minimum. . 

63 

54 

45 

66 

72 

70 

70 

77 

43 

58 

62 

6ft[  47 

51 

61 

73 

54 

69 

80 

82 

62 

67 

64 

81 

82 

86 

72 

59 

55 

66 

65.  0 

45 

34 

25 

22 

45 

51 

47 

42 

.30 

23 

45 

44|  41 

42 

39 

40 

27 

27 

52 

59 

39 

29 

41 

50 

56 

49 

53 

46 

34 

34 

40.4 

Palnierton^ 

.  (  Maximum.. 
\  Minimum.. 

64 

59 

44 

60 

69 

64 

61 

57 

55 

54 

56 

63|  52 

41 

54 

63 

50 

54 

62 

79 

65 

62 

61 

63 

72 

67 

58 

51 

62 

66 

69.3 

56 

37 

33 

29 

43 

51 

47 

45 

32 

28 

29 

52 1  40 

37 

38 

33 

35 

25 

40 

47 

45 

35 

32 

45 

49 

45 

41 

38 

40 

40 

39.6 

Park  Place'-l  NW 

.  /  Maximum.. 
\  Minimum.. 

62 

55 

40 

57 

68 

56 

57 

61 

55 

48 

51 

59;  47 

35 

50 

60 

47 

51 

58 

76 

62 

59 

58 

64 

70 

72 

55 

44 

47 

69 



56.1 

51 

31 

26 

21 

38 

48 

42 

39 

25 

20 

34 

46 

34 

30 

34 

35 

28 

26 

32 

45 

38 

35 

37 

38 

42 

42 

35 

30 

33 

37 

35.1 

Phila  Arpt.'-7S\V  .. 

.  /  Maximum.. 

66 

59 

51 

61 

73 

69 

65 

56 

55 

56 

62 

71 

59 

43 

57 

65 

,55 

60 

67 

80 

70 

60 

68 

65 

70 

68 

61 

60 

56 

68 

62.  2 

\  Mininnim.. 

58 

40 

37 

32 

42 

53 

46 

45 

37 

32 

35 

59 

38 

39 

42 

36 

39 

35 

36 

49 

49 

41 

38 

46 

44 

44 

43 

39 

36 

42 

41.7 

Philadelphia  C.O.l.  .. 

.  /  Maximum.. 

64 

61 

50 

59 

70 

69 

62 

54 

56 

55 

60 

70 

59 

43 

55 

63 

66 

58 

64 

78 

69 

.59 

66 

6;^ 

69 

67 

61 

50 

55 

67 

61.1 

\  .Minimum.. 

57 

44 

39 

35 

44 

55 

46 

45 

38 

34 

42 

59 

38 

38 

43 

42 

40 

37 

40 

50 

48 

46 

44 

47 

46 

45 

42 

42 

41 

47 

43.8 

Phila.  Shawmont 

.  /  Maximum.. 
\  .Minimum.. 

65 

63 

55 

62 

72 

70 

64 

69 

54 

56 

58 

70 

65 

49 

55 

65 

64 

68 

65 

79 

75 

60 

67 

65 

70 

69 

65 

54 

55 

68 

.... 

63.5 

57 

60 

35 

34 

41 

Hi 

61 

45 

46 

38 

32 

52 

47 

39 

41 

33 

29 

30 

39 

48 

.57 

41 

33 

47 

60 

43 

45 

42 

33 

36 

42.6 

Ph!lipsburg'-7  E 

.  (  Maximum.. 

66 

48 

41 

58 

71 

61 

51 

73 

40 

61 

54 

57 

47 

40 

56 

69 

61 

54 

66 

80 

58 

59 

59 

74 

75 

73 

59 

45 

54 

,59 

58.  3 

1  Mininimn.. 

48 

31 

2.'i 

17 

44 

46 

46 

40 

26 

21 

38 

41; 

32 

32 

31 

27 

27 

27 

40 

.53 

31 

27 

33 

44 

55 

52 

43 

31 

32 

35 

36  0 

Phoenixville-l..=.SE... 

.  /  Maximum.. 
\  .^IiIlimnm.. 

75 

73 

70 

70 

78 

80 

65 

63 

56 

57 

.58 

6" 

67 

60 

69 

76 

74 

66 

76 

85 

82 

75 

71 

74 

76 

82 

76 

,52 

62 

78 

70.5 

.57 

50 

30 

28 

37 

51 

46 

45 

45 

30 

28 

■52[  48 

38 

41 

.30 

38 

24 

36 

45 

55 

36 

29 

45 

.53 

42 

43 

41 

31 

32 

40.2 

Pittsburgh  Arpt.'-7.5SE/  .M;iximum.. 

67 

49 

46 

6S 

71 

69 

67 

77 

48 

57 

69 

,59   52 

.52 

65 

74 

63 

71 

79 

82 

63 

64 

68 

81 

83 

85 

71 

64 

57 

63 

65. 5 

\  Minimum.. 

47 

36 

30 

28 

52 

55 

53 

48 

32 

29 

48 

42 

41 

43 

40 

38 

32 

36 

64 

61 

40 

37 

46 

56 

61 

60 

50 

43 

41 

38 

43.9 

Pittsburgh  City  Office' . 

.  /  Maximum.. 

69 

50 

46 

67 

73 

69 

68 

79 

45 

57 

70 

60 

62 

54 

62 

74 

66 

70 

79 

83 

62 

65 

69 

83 

84 

87 

72 

57 

68 

64 

66.1 

\  Minimum . . 

49 

38 

33 

30 

55 

57 

54 

45 

34 

33 

52 

4^i 

43 

46 

42 

41 

34 

35 

57 

62 

44 

40 

50 

56 

62 

58 

52 

46 

44 

42 

46.0 

Port  Clinton/ 

.  /  Maximum.. 
\  Minimnin.. 

65 
53 

62 
52 

46 
34 

60 

85 

73 
37 

65 

45 

62 

47 

55 
45 

46 
40 

64 

30 

57 
32 

64 

4:-: 

47 
43 

45 
36 

53 
36 

62 
32 

61 
35 

55 
25 

62 
32 

80 
40 

62 
51 

62 
36 

62 
.30 

62 
41 

68 
44 

68 
46 

57 
45 

.50 
36 

54 
34 

65 
31 

•59.  1 

38.9 

Putney  vilk-/-2.5SE.... 

.  (  Maximum.. 
\  Minimum.. 

67 

47 

48 

65 

74 

63 

60 

77 

35 

56 

61 

60 

44 

,58 

56 

59 

64 

65 

78 

80 

50 

65 

63 

76 

81 

85 

75 

47 

67 

67 

62.7 

42 

32 

34 

20 

48 

50 

43 

48 

27 

20 

.  27 

39 

36 

34 

34 

32 

24 

27 

36 

48 

40 

23 

35 

47 

53 

45 

46 

41 

31 

32 

36.4 

Quakertown-O.S  E 

.  1  Maximum., 
'i  Minimum.. 

67 

62 

47 

59 

71 

67 

61 

57 

53 

63 

•53 

64 

62 

45 

65 

62 

61 

55 

63 

77 

71 

61 

63 

64 

72 

65 

64 

50 

55 

66 

60.9 

54 

44 

36 

28 

39 

50 

41 

42 

37 

27 

26 

.5i> 

43 

36 

37 

30 

34 

25 

34 

43 

51 

32 

28 

42 

53 

40 

41 

37 

32 

36 

,38.2 

Reading' 

.  /  Maximum.. 

69 

60 

49 

62 

74 

65 

63 

57 

56 

56 

60 

66 

57 

43 

57 

66 

55 

58 

66 

81 

65 

63 

66 

63 

72 

71 

,59 

51 

56 

68 

61.8 

\  Minimum.. 

5fi 

41 

36 

32 

46 

56 

49 

44 

36 

32 

44 

67 

43 

39 

42 

36 

38 

32 

39 

52 

50 

46 

38 

45 

49 

46 

41 

40 

38 

42 

42.8 

Ridgway  / 

.  1  iMaximnm.. 

67 

45 

44 

28 

65 
16 

73 
23 

62 
53 

61 
39 

77 
51 

39 
32 

56 
16 

60 
16 

65 
42 

41 

37 

42 
35 

63 

72 
30 

52 
28 

64 
23 

78 

82 
47 

66 
46 

62 
30 

62 
30 

70 
30 

79 
47 

84 
47 

66 
46 

49 
40 

69 
36 

69 
33 

62.  5 
,35.3 

\  Minimum.. 

47 

39 

36 

37 

Scranton' 

.  /  Maximum.. 
\  Minimum.. 

69 

58 

38 

.59 

71 

60 

65 

61 

58 

49 

52 

59 

49 

42 

46 

66 

45 

56 

63 

78 

60 

65 

64 

61 

75 

75 

70 

55 

49 

61 

,59.3 

55 

37 

31 

27 

38 

50 

45 

48 

32 

26 

34 

49 

39 

37 

36 

33 

33 

28 

42 

•52 

43 

37 

38 

48 

52 

44 

45 

39 

40 

44 

. . . . 

40.0 

SelJnsgrove 

.  /  Maximum.. 
\  Minimum .. 

71 

68 

50 

60 

72 

68 

60 

62 

65 

70 

72 

65 

61 

43 

65 

66 

65 

57 

66 

83 

80 

65 

65 

64 

72 

71 

71 

53 

64 

70 

64.8 

55 

44 

34 

26 

40 

50 

41 

47 

45 

41 

•16 

41 

38 

37 

40 

33 

.35 

25 

41 

51 

51 

32 

34 

45 

55 

52 

45 

36 

35 

35 

41.0 

Shippen.sburg 

.  t  Maximum.. 
\  Minimum.. 

75 

6fi 

49 

61 

74 

68 

62 

70 

66 

60 

55 

65 

60 

43 

66 

69 

68 

60 

70 

82 

77 

68 

67 

62 

79 

72 

67 

51 

58 

63 

65.1 

53 

45 

36 

26 

36 

64 

60 

.50 

39 

40 

36 

50 

42 

36 

38 

36 

36 

27 

42 

47 

50 

40 

33 

44 

,5? 

47 

50 

35 

37 

39 

41.6 

Somerset 

.  /  Maximum.. 

68 

62 

42 

64 

70 

64 

60 

72 

65 

56 

62 

65 

49 

44 

57 

71 

65 

59 

76 

79 

74 

58 

65 

76 

78 

82 

80 

61 

55 

58 

64.6 

^  Minimum.. 

40 

33 

29 

18 

40 

,52 

49 

49 

28 

25 

38 

45 

40 

35 

38 

32 

28 

24 

45 

44 

45 

33 

31 

42 

66 

46 

49 

39 

36 

36 

38.2 

Springs6-lSW  ........ 

.  1  Maximum.. 
\  Minimum.. 

66 

55 

40 

61 

67 

61 

.53 

70 

68 

53 

62 

fir-. 

4fi 

48 

64 

67 

49 

58 

75 

78 

68 

52 

64 

75 

75 

81 

68 

50 

51 

67 

60.9 

40 

32 

28 

19 

37 

47 

47 

48 

27 

23 

34 

42 

38 

34 

34 

32 

28 

25 

34 

46 

42 

37 

34 

42 

55 

46 

50 

36 

34 

37 

36.9 

State  College' 

.  /Maximum.. 

\  Minimiim.. 

72 

53 

43 

62 

73 

62 

55 

75 

46 

54 

55 

60 

50 

39 

.58 

70 

62 

57 

67 

82 

68 

62 

64 

71 

75 

77 

62 

47 

54 

61 

60.9 

53 

37 

.32 

25 

47 

49 

47 

46 

32 

28 

44 

50 

36 

36 

38 

39 

33 

28 

46 

55 

42 

35 

44 

46 

58 

55 

47 

34 

39 

42 

41.4 

Stroudsbiirg/.2  E 

1  Maximum . 

\  Minimum.. 

.  /  Maximum  . 

71 

67 

52 

51 

61 

73 

66 

66 

62 

49 

55 

67 

65 

46 

43 

53 

65 

54 

59 

65 

81 

64 

68 

65 

67 

78 

70 

67 

58 

56 

61.9 

60 

'73 

63 

"ei 

61 

'.56 

56 

",53 

"6''; 

.5,3 

'42 

56 

"66 

51 

Sunbury' 

"72 

■58 

"46 

56 

64 

'si 

"64 

"67 

67 

"62 

"77 

"73 

",59 

""48 

"'.54 

"64 

"60.'s' 

\  Minimum. . 

48 

38 

33 

30 

40 

47 

43 

48 

34 

31 

36 

51 

39 

,38 

36 

36 

34 

26 

41 

51 

42 

35 

37 

46 

54 

52 

44 

36 

40 

.S9 

40.1 

Tamarack  /-2  S 

.  /  Ma.ximum.. 

70 
47 

40 
39 

39 
24 

60 
19 

73 
24 

55 
46 

49 
43 

74 
45 

35 
32 

53 
20 

52 
24 

62 
37 

36 
31 

38 
30 

58 
30 

69 
34 

48 
25 

54 
25 

65 
32 

81 
40 

48 
44 

60 
34 

.57 
40 

69 
40 

71 
42 

78 
51 

57 
47 

37 

32 

48 
31 

60 

35 

,56-  5 
34.8 

\  Minimum.. 

Tionesta/-t.5SE 

.  /  Maximum . 
<  Minimum.. 

62 

44 

36 

63 

72 

66 

60 

75 

56 

50 

46 

60 

49 

44 

64 

70 

54 

65 

76 

79 

58 

65 

.59 

76 

79 

83 

68 

.55 

,55 

62 

61.7 

41 

34 

28 

19 

29 

46 

44 

52 

30 

20 

42 

43 

38 

37 

37 

35 

28 

25 

41 

49 

39 

30 

31 

44 

52 

50 

50 

45 

35 

36 

37.6 

Titusville-2  S 

.  /  Maximum.. 
1  Minimum.. 

58 

58 

43 

62 

70 

66 

63 

74 

69 

53 

57 

57 

48 

43 

57 

67 

49 

62 

76 

77 

76 

66 

64 

74 

76 

79 

79 

55 

63 

,59 

63.0 

49 

32 

26 

17 

44 

50 

44 

51 

27 

17 

41 

43 

35 

37 

35 

40 

26 

29 

47 

61 

37 

24 

40 

47 

58 

47 

51 

44 

30 

34 

38.8 

Towanda-1  V, 

.  /  Maximum.. 

I  Minimum.. 
.  /Maximum.. 

\  Minimum.. 

75 

63 

41 

64 

74 

66 

67 

69 

&i 

53 

53 

66 

52 

41 

53 

66 

57 

59 

62 

8O1 

66 

65 

64 

63 

77 

78 

68 

55 

54 

62 

62.5 

53 

38 

31 

23 

40 

49 

39 

49 

34 

24 

29 

.50 

35 

37 

38 

32 

32 

21 

42 

52 

44 

32 

32 

46 

,53 

40 

37 

37 

40 

42 

38.4 

Tunkhannock/ 

72 

49 

41 

60 

76 

62 

68 

63 

43 

51 

56 

62 

44 

45 

51 

67 

47 

59 

65 

79 

52 

66 

64 

64 

77 

77 

66 

55 

51 

65 

•59.9 

52 

45 

30 

23 

34 

49 

36 

46 

34 

25 

25 

41 

36 

36 

.35 

28 

31 

20 

40 

47 

50 

30 

31 

44 

48 

40 

36 

36 

37 

38 

36  7 

Continued  on  page  32. 
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CLIMATO LOGICAL  DATA:   PENNSYLVANIA  SECTION. 


April  1948 


Daily  Temperatures  for  April  1948— Continued  from  page  31. 


Stations 


Uniontown ^  Maximum . 

I  Minimum. 
Warren /Maximum. 

\  Minimum.. 
Waynesburg /  Maximum. 

\  Minimum.. 
Wellsboro/ /  Maximum. 

V  Minimum., 
Wellsville /  Maximum. 

\  Minimum.. 

West  Ciiester /  Maximum . 

\  Minimum., 
Wilkes-Barre  Arpt.  l-3N./  Maximum. 

X  Minimum. 
Williamsport  Arpt. '-4  K  I  Maximum. 

\  Minimum.. 
Williamstown /  Maximum. 

\  Minimum .. 
York-3SW /  Maximum. 

\  Minimum., 


10 


12 


13     14 


19     20 


22 


26 


26     27 


28 


29 


30     31    Mean 


71.1 
45.8 
63.9 
38.2 
70.9 
38.1 
58.2 
.33.7 
63.8 
39.  5 

61.  S 
41.3 
.59.  n 
39.2 
6(1  A 
39.0 
63.6 
39.5 
66.9 
41.7 


[See  bottom  of  page  for  explanation  of  reference  marks.  ] 


PRESSURE,  WIND, 

HUMIDITY  AND  SUNSHINE. 

Atmospheric  pressure 

Wind** 

Relative 

a> 

(reduced  to  sea  level) 

Humidity 

15 

Stations 

3 

o 

a 

3 

o 

>, 

„ 

SI 

2>> 

a 
o 

B 

a 

s 

fl 

•e 
9i 

0) 

J3 

5 

1 

3 

a; 
1 

41 

5 

Q 

£ 

£ 

to 

a 

Erie            

30.62 
30.  62 

3 
4 

29. 47 
29.54 

11 
30 

9.8 
8.8 

26 

42 

se. 
w. 

11 
9 

76 
74 

63 
56 

72 
56 

42 
54 

444 

Harrisburg 

387 

Philadelphia  .... 

30.59 

18 

29. 51 

30 

8.9 

•25 

nw. 

17 

7b 

b4 

61 

bl 

380 

Philipsburg 

30.63 

4 

29.56 

30 

40 

sw. 

» 

79 

b; 

62 

6?8 

Pittsburgii 

30.59 

4 

29.58 

28 

ii.6 

37 

nw. 

27 

Vb 

bb 

by 

49 

339 

Reading 

Scranton  

30.  62 
30.  62 

4 
4 

29  51 

30 

12  2 

38 

q 

70 

41 

385 

29.  40 

30 

7.5 

29 

nw. 

30 

70 

57 

45 

460 

•  For  any  five-minute  period.  "  Corrected  to  true  velocities. 

t  12:00  noon.  *  Also  other  dates.        *  One-minute  interval. 


RIVER  CONDITIONS 


Stations 


Rivers 


Port  Jervls.N.Y 

Ea^ton 

Lehighton 

Reading 

Wilkes-Barre 

Williamsport 

Newport 

Harrisburg 

Schenley,(nr)  Lock  No.  5. 

Sutersville — 

CharleroKnr.),  Lock  No.  4 

Pittsburgh 

Midland,  Dam  No.  7 


Delaware 5.1       9.5 

Delaware 6.8     13.8 

Lehigh 4.8       6.9 

Schuylkill 7.0  ;  11.0 

N.  Br.  Susquehanna..      9.6     19.3 
W.  Br.  Susquehanna.      7.9  i  '20.6 

Juniata ,    7. 4  I  16.8 

Susquehanna ;    6.9     15.6 

Allegheny '  18.1     27.7 

Youghiogheny ,    6.6     17.2 

Monongahela 16.5     33.0 

Ohio 29.8 

Ohio 40.  6 


•  Pool  stage. 


t  Also  other  dates. 


15 

3.9 

lit 

16 

4.1 

30 

15 

3.8 

30 

15 

5.2 

30 

15 

5.9 

30 

15 

4.4 

11 

15 

5.1 

11 

16 

6.0 

12 

15 

15.1 

25 

15 

4.4 

;9 

14 

12.1 

26 

15 

s* 

15 

12.5 

24 

18 
22 
9 
13 
22 
20 
22 
17 
24 
20 
30 
25 
30 


MISOEIiliANEOUS   PHENOMENA 

FOR  SIXTY  REPRESENTATIVE  STATIONS 
(Dates  and  number  of  stations  reporting) 


1 
5 

2 

'5 

3 



'5 

4 

47 

5 

6 
5 

7 
'6 

8 

'7 
'2 

9 

10 

11 

'7 

12 

's 
'4 

13 

'5 
3 

'3 

's 

7 

14 

'7 
'3 

15 
'4 

16 

26 
19 

17 

•2 
11 

18 
48 

19 
'5 

20 

'3 

23 
15 

21 

'4 
10 

22 
6 

23 

24 

25 
'6 

6 

26 

27 

,, 
6 

2 
2 

ie 

6 

28 
'4 

'2 

29 
'4 

30 

'2 
25 

31 

Auroras 

Fog,  heavy 

Frost  killing    ... 

■2 

'4 
26 

Glaze  

Hail 

Rain,  heavy 

«51p(it 

Snow,  heavy 

Thunderstorms . . 
Winds,  high 

3 

8 

ie 

26 

6 

•2 

8 

"5 

i2 

26 
23 

37 

io 

20 

•• 

'3 
5 

6 

(W.  B.  O.,  Philadelphia-7-16-48-1100) 


FOOTNOTES 

Figures  and  letters  following  stations  indicate  distance  in  miles  and  half  miles 
and  direction  of  station  from  City  Post  OfiBce. 

All  departures  from  normal  are  computed  from  the  averages  of  the  entire  period 
for  stations  having  10  or  more  years  of  record,  except  that  for  First-Order  Weather  Bureau 
Stations  they  are  based  on  adopted  normals.  It  Precipitation  normals  or  "standard 
mean"  adjusted  to  a  uniform  ,%  year  period. 

Except  as  otherwise  indicated  precipitation  and  temperature  readings  are  for  24 
hours  ending  lat«  in  afternoon. 

T.  ,  Trace  (0.005  inch  or  less). 

'.  '',  ",  etc.    Number  of  days  missing,  for  example,  *■  indicates  two  days  missing. 

Italics,  data  interpolated. 

5  Partly  Interpolated. 

5$  Incomplete. 

t  And  other  dates. 

ft  Daily  p  mounts  inconsistent. 

X  Received  too  late  to  be  included  in  means  and  summaries. 

•  Included  in  next  measurement. 
//  Windshield  on  gage. 

/  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  U 
charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
'  Midnight  to  midnight. 

'  Measured  in  the  morning  for  the  preceding  24  hours. 
3  Data  for  24  hours  ending  at  1 :30  a.  m .  of  the  following  day. 

*  Best  available  used  for  stations  not  equipped  with  recorders. 
'  Recording  gage. 

'  At  a  fixed  hour  between  sunset  and  1 1 :00  p.  m. 
'  Noon  to  noon. 

8  Data  recorded  at  .\ltoona-Blair  County  Airport. 

9  Official  Station  designation  is  AUentown-Bethlehem  Airport. 
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of  the  Corps  of  Engineers,  Department  of  the  Army,  to  supplement  eSsf 
mgprecipitationstationsinorderto  provide  records  of  rainfall  TnteS  y 
which  were  essential  to  the  planning  of  flood  control  and  related  works  by 
the  Corps  of  Engineers.    This  Network,  now  numbering  about  2  000  re- 

the  We'ath'e"  r'°°°  "°"-^<=°^^^"g  ^^in  gages,  has  bfen  maintained  by 
the  Weather  Bureau  through  working  funds  transferred  annually  to  the 

lou^l^S^mn'"  ""  '^'  ''°:^'  °'  Engineers.  These  transfers  averaged 
sfnre  S  h'  T^^""  ^f.^'"  ^^^^^^"  ^^^°  ^'^'^  1944,  and  nearly  $375,000 
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and  since  947  the  Bureau  of  Reclamation  has  transferred  about  $2l°Oo6 
States  increasing  needs  of  their  program  in  the  Western 

SSh^mI^  the  introduction  of  this  bulletin  series,  data  from  Hydro- 
climatic  Network  stations  were  presented  in  bulletins  (Hydrologic  Bulle- 
ins)  which  were  issued  monthly  for  each  of  8  drainage  areas  embracing 
the  entire  Umted  States,  but  since  the  Network  was  established  to  meet 
the  internal  requirements  of  the  Federal  agencies  referred  to  above 
no  provision  was  made  for  public  dissemination  of  the  data,  distribution 
being  limited  to  cooperating  agencies  and  to  certain  public  repositories 
A  list  of  locations  where  reference  copies  of  the  Hydrologic  Bulletin 

?hief  U  s'  ri!f  ^%'°'  "^^1?"°"  "^^  ^'  "^^^"^'^  >^P-  apSicSon  to 
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PENNSYLVANIA    MAY  1948 


GENERAL  SUMMARY 

e  month  was  cool  and  wet,  delaying  agriculture  and  many  outdoor  activities.   This  coolness  is 
rectly  attributable  to  the  frequent  and  persistent  passages  of  cold  fronts  which  brought  out- 
eaks  of  cold  air  into  Pennsylvania  from  central  Canada.   Sandwiched  between  these  outbreaks  of 
lid  air  were  surges  of  warm,  moist  air  from  the  lower  Mississippi  Valley.   The  first  break  in 
le  series  of  cold  air  outbreaks  came  with  the  strengthening  of  the  Bermuda  anticyclone  which  sent 
[Seasonably  warm  air  over  the  Gulf  States  and  then  up  into  Pennsylvania  for  the  11th  and  12th. 
le  92°  maximum  temperature  at  Harrisburg  on  the  11th  set  a  new  record  high  for  that  date.   This 
rculation  was  not  sufficiently  strong  to  overcome  the  normal  coolness  of  southern  Canada.   The 
sparity  between  these  two  air  masses  was  shown  on  the  afternoon  of  the  10th  when  Erie's  maximum 
(mperature  was  only  61°  in  contrast  to  81°  at  Pittsburgh,  83°  at  Williamsport  and  88   at 
irrisburg  and  Reading. 

le  frontal  zone  between  the  warm,  moist  gulf  air  and  the  cool  Canadian  air  vacillated  across 
'nnsylvania  for  4  days,  producing  heavy  rains  on  the  eastern  slopes  of  the  Appalachians.   For 
le  24  hours  ending  the  morning  of  the  18th,  East  Waterford  reported  3.77  inches  and  Bethlehem 
sported  2.72  inches. 

•eezing  temperatures  were  reported  periodically  throughout  the  month  over  the  State.   Notable 
long  these  were  the  mornings  of  the  1st  and  2nd,  the  8th  and  9th,  the  20th,  22nd  and  24th. 
low  was  reported  at  many  stations  in  northern  Pennsylvania  on  the  8th  with  some  freezing  rain 
id  freezing  drizzle  occurring  in  Clearfield  County.   The  final  cool  spell  on  the  31st  resulted 
1  frost  in  the  Wellsboro  area. 

lundersvorms  were  rather  numerous  this  month,  accompanied  by  hail  on  7  days  of  the  month.   Many 
;ations  from  the  eastern  slopes  of  the  Appalachians  to  the  Poconos  reported  hail  on  the  17th.   A 
'opical  storm  moved  from  the  Caribbean  slowly  northeastward  to  the  west  of  Bermuda  between  the 
Jrd  and  29th.   This  produced  a  blocking  effect  on  what  had  been  a  persistent  tendency  for  cool 
Lr  outbreaks  to  move  into  Pennsylvania  from  central  Canada. 

linfall  over  the  west  portion  of  the  State  averaged  about  1.00  inch  less  for  the  month  than  over 
le  east  portion.   The  area  from  Luzerne,  Juniata  and  Adams  Counties,  east  and  south,  averaged 
rom  2  to  4  inches  more  than  any  other  sector  of  the  State.   Monthly  totals  of  over  9  inches  were 
^corded  at  several  stations  along  the  arc  from  Bethlehem  through  Lancaster  to  East  Waterford.   A 
Lash  flood  was  reported  at  Central  City,  Somerset  County,  on  the  evening  of  the  28th. 

TEMPERATURE 

tie  average  temperature  for  the  State  as  deduced  from  the  reports  of  109  stations  was  58.0°, 
tiich  is  1.6°  below  the  61-year  normal  for  May.   The  highest  monthly  mean  was  63.4°  at 
[loenixville  and  Greensburg  Filter  Station,  and  the  lowest  was  51.7°  at  Kane.   Extremes  ranged 
rom  a  maximum  of  95°  at  York  on  the  11th,  to  a  minimum  of  24°  at  Hawley  on  the  2nd. 

PRECIPITATION 

he  average  precipitation  for  the  State,  as  deduced  from  the  observations  at  315  stations,  was 
.24  inches,  which  is  1.21  inches  above  the  61-year  normal  for  May.   The  greatest  monthly  amount 
as  10.67  inches  at  Pottstown,  while  the  least  was  2.58  inches  at  Coalport. 
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1889 
1890 
1891 
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60.4 
58.5 
57.3 
58.5 
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96 
89 
93 
91 

24 
25 
23 
20 
28 
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5.91 
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0 
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54.6 
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93 
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22 
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3.50 
5.71 
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17 
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25 

5.54 
8.88 
2.68 
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14 
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60.0 
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2.79 
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3.83 
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See  reference  notes  following  Station  Index 
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GETTYSBURG 

GETTYSBURG  1  S 

GLEN  ROCK 

GOOD  SPRINGS  1  NW 

GORDON 

GOULDSBORO 

GRANTVILLE  2  SW 

GRATERFORD 

HANOVER 

HARRISBURG  3  S  WB  AIRPORT 

HARRISBURG  NORTH 

HAWLEY 

HAWLEY  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLLIDAYSBURG 

HOLLISTERVILLE 

HOLTWOOD 

IIONESDALE   4    NW   GLASS   POND 

HONESDALE  TANNERS  FALLS  // 

HOP  BOTTOM  2  S 

HUNTINGDON 

HUNTSDALE  FISH  HATCHERY 

HYNDMAN 

JACKSON  SUMMIT 

JUNIATA  HOUSE 

KARTHAUS 
KIRKWOOD  1  SW 
KRESGEVILLE  RES  3  W 
LAKEVILLE  1  N 
LAMPETER  SCS  lA 

LANCASTER  2  NE  PUMP  STN 

LANCASTER  2  NE  FILTER  PLANT 

LANCASTER  3  NE  EXP  FARM 

LANSFORD 

LANSFORD  FOREMANS  SHOP 

LAURELTON  2  N  STATE  VILLAGE 

LAWRENCEVILLE 

LEBANON 

LEBANON  3  SW 

LECONTES  MILLS  TOWER 

LEHIGHTON 
LE  ROY 
LEWISTOWN 
LOCK  HAVEN  1 
LOCK  HAVEN  2 

LONG  POND 
MAPLE  GLEN. 
MAPLETON  DEPOT 
MARCUS  HOOK 
MARTINSBURG 

MARTINSBURG  AIRPORT 

MATAMORAR 

MAUCH  CHUNK  1  SW 

MC  CONNELLSBURG 

MC  CONNELLSTOWN  TOWER 


62,2 


58.9 


61,4a 
61.4 


57.1 

52,2a 

58,7b 


61,8 


58. 9f 


61.2 


56,4 
60.8 


60,8 


63,8 

57.4 
58,4c 


0.3 


0,5 


2,0 
0,4 


0.4 


-  1.5 


-  1,6 


0,1 


1,2 
0,5 


1.0 


2.3 


1.3 


92 


91 


92 
92 


92 
78 
91 


85 


92 


12 


11 


12 
11 


11 


40 


30 


42 
39 


28 
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11 


12 


12 


37 


45 


32 


2+ 
9 


2 

2 

23+ 


3+ 


91 


91 
91 


89 


91 

86 
89 


11 


11 
11 


12 


12 
11 

im 


33 


28 
36 


33 


46 

38 
31 


22 

8+ 
9 


4.12 
5.01 
6.62 

7.43 

7.04 
7.12 
8.88 
6.15 
5.64 

6.28 
6.82 

3.73 
4.88 

5.58 
7.36 
5.78 
3.99 
3.78 

3.59 
4.74 
3.02 
4.12 
5.66 

4.74 
7.97 
6.79 
7.06 
9.12 

9.42 
8.54 
9.13 
7.57 
7.64 

5.21 
4.15 
6.55 
6.08 
4.94 

6.45 
7.49 
4.27 

4.55 

8.02 
8.42 
3.56 
6.39 
5.56 

6.42 
6.65 

4.60 
5.23 


.20 


3.19 

2.68 

5.20 
2.73 
2.20 

2.31 
3.16 


1.43 
4.54 


,56 
,13 


2.87 


6.11 


3.66 


.38 
2.71 


1.81 


2.80 

3,19 
,70 


1,25 
1.18 
1.75 

1.45 


26 
51 
41 
08 
10 


1.59 

1.66 

.67 

.71 

.88 

.93 
2.15 
.93 
.68 
.70 


.85 

.78 

1.06 


89 
72 
,92 
,65 
,99 


3.13 
2.76 
3.13 
1.17 
1.28 

1.18 
.62 
1.62 
1.52 
1.36 

1.07 

1.24 

.71 

1.15 

1.30 
2.03 
.53 
1.04 
1.29 

1.55 
1,15 

1.35 
1.19 


7 

7 

29 

13 

30 

29 

13 

5 

5 

5 

25 

6 

7 
12 

25 
30 
14 
13 


14 

3 

23 


17 
5 
13 
25 
29 

30 
29 
30 
13 
13 

29 
23 
30 
29 
17 

13 
31 
29 


13 
13 
29 
5 
28 

28 
6 

30 
29 


11 
13 
16 

16 

17 
13 
13 
16 
15 

14 
17 
12 
12 
14 

18 
16 
17 
15 
17 

12 
12 
10 
14 
8 

17 
15 

16 
17 
13 

14 
13 
17 
16 
17 

11 
14 
16 
15 
18 

15 
14 
14 

12 

19 
13 
13 
15 
13 

15 
13 
15 
11 
12 


See  reference  notes  following  Station  Index 
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TABLE   2  —  Continued 
CLIMATOLOGICAL    DATA 


PENNSYLVANIA 
MAY  1948 


TEMPERATURE,  IN  DEGREES  FAHRENHEIT 


STATION 


tu 

S  i 

<  2  s 

Q.  o  q: 

iij  q:  o 

o  li.  z 


t- 
o 


S8 


NO.    OF 
DAYS 


O 


•  < 

X 


m  ro  iij 


zo 


PRECIPITATION,   IN    INCHES 


< 
o 


UJ 

a: 

4  Z  Z 

Q.  o  oe 

ijj  q:  o 

O  li.  z 


tu 


SNOWFALL 
(UNMELTED) 


«)5 

»-  XK 
UJCO 

aciua: 

(0O(9 


O 


NO.    OF 
DAYS 


OK 
O 

z 

in  a; 


UJ 


X 

z  a: 

?  o 

o  q: 

_;  o 


MED IX   RUN 

MERCERSBURG 

MIDDLETOWN  OLMSTEAD  FIELD 

MILAN 

MILANVILLE 

MILLERSBURG  2  E 

MILLVILLE 

MILROY 

MONROE  FURNACE 

MONROETON  2  S  TOWER 

MONTROSE  3  E  HIGHWAY  SHED 

MONTROSE 

MOUNT  POCONO  2  N  WB  AIRPORT 

MOUNT  UNION  1  NW  // 

MYERSTOWN 

NEFFS  MILLS  4  ifE 
fTESHAMINY  FALLS 
NEWBURG  3  W 
NEW  PARK 
NEWPORT   • 

NnW  TRIPOLI 
NORRISTOWN 
ORWELL  3  N 
PALM 
PALMERTON 

PARK  PLACE  1  NW  WB  AIRPORT 
PAUPACK 
PECKS  POND 

PHILADELPHIA  WB  AIRPORT 
PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  SHAWMONT 

PHILADELPHIA  WB  CITY 

PHILLIPSBURG  WB  AIRPORT 

PHOENIXVILLE  1  E 
PIKES  CREEK 

PINE  GROVE 
PLEASANT  MOUNT  1  W 
PORT  CLINTON 
PORTLAND 
POTTSTOWN 

POTTSVILLE 
POTTSVILLE  BRIDGE 
QUAKERTOWN 
READING  WB  CITY 
RENOVO 

RENOVO  6  S  STATE  CAMP 

RETREAT  FARMS 

RINGTOWN  1  SW 

RUSH  6  S 

SAFE  HARBOR  DAM 

SAXTON 

SCRANTON  WB  CITY 
SELINGSGROVE  AIRPORT 
SELLERSVILLE  2  NW 
SHADE  GAP 


61.4 


-  0.5 


52.7a 
53,3 

58.0 
52,4 


2.5 
0.8 


58,2 
59.0 


62.0 
62.6 

61.8 
62.2 

63.4a 


57.9 


59.2 
62.0 


58,8 


-  1,7 


-  0.1 


1.5 
0.7 

1.1 


3.1 


0.5 
0.1 


59.5 


1.3 


90 


86 
85 

85 
82 


89 
86 


90 
88 

89 
88 

94 


90 


88 
93 


92 
90 


90 


11 


37 


12 
11 

13 


32 
30 

30 


114   30 


11 
10 


11 
11 

11 
11 

12 


12 


11 
11 


11 
11 


11 


32 
34 


40 
47 

35 
45 

31 


30 


30 

38 


32 


31 


1  + 


2  + 


2+ 


22 


9 

4  + 

8+ 
9 


8.14 
4.43 
5.43 
4.69 
5.72 

6.11 
4.74 
4.11 
4,84 
5.73 

4.86 

7.39 
4.75 
6.86 


6.30 
7.73 
7.04 

7.30 

5.56 

10.12 

4.95 

6.80 
7.25 
6.79 
7.40 
6.60 

8.15 
6.88 
3.73 
8.02 
4,68 

7,23 
4.44 
7,96 
6.32 
10,67 

6,96 
6,82 
9.66 
8,50 
4,06 

4,11 
4.49 
6,90 
4,45 
9.11 

5,80 
4.10 
4.98 
6.33 
5.74 


1.33 


.96 
3.31 


4.30 
2.72 


1.27 

3.61 

4.14 


4.78 
3.62 

4.07 


3.28 

.17 

3.82 

6.73 

2.65 

5.83 

4.83 

,23 


.83 
.94 


1.34 

.90 

1.29 


.48 
.76 
.03 
,35 
,00 

,96 


1.23 

.94 

1.53 


1.50 
2.53 
1.62 

1.52 

2.03 

2.44 

.86 

1.42 
1.42 
.90 
1.80 
1,61 

2.00 
1.82 

.67 
1.40 

.92 

1.51 
.93 
1,75 
1,40 
1,81 

1.05 
1.01 
2,96 
1,57 
.98 


02 
01 
50 
91 
96 


1.12 

.71 

.81 

1.82 

1,32 


16 

7 
5 


12 
14 
29 
12 
24 

24 

12 
12 
30 


12 
30 
13 

13 

24 

13 

5 

12 

25 
8 
5 
5 

5 

5 

12 

14 

13 

30 
17 
30 
13 
5 

13 
13 
13 
5 
17 

5 
14 

3 
24 
30 

13 

5 

7 

13 

12 


12 
13 
14 

15 

18 
13 

1 

19 
18 
16 
15 
12 

16 
14 
15 
15 
16 

16 
17 
14 
12 
13 

14 
16 
14 
15 
18 

16 
15 
9 
19 
15 

10 
17 
14 
10 
13 


7 

6 

11 

7 

10 
4 

11 
7 

11 

10 
9 
8 
7 
5 

5 
7 
9 
8 
HO 

8 
6 

tio 

6 
9 


See  reference  notes  following  Station  Index 
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PENNSYLVANIA 

TABL 

E   2- 

-  Continued 

MAY  1948 

CLIMATOLOGICAL    DATA 

I 

TEMPERATURE 

,   IN   DEGREES   FAHRENHEIT 

PRECIPITATION,  IN   INCHES                       | 

NO.   OF 

N. 

SNOWFALL 

NO.    OF      \ 

STATION 

z 
< 

UJ 

z 

DEPARTURE 

FROM 

NORMAL 

1- 

UJ 

I 

(D 

X 

UJ 

< 
a 

t- 

UJ 

_l 

UJ 

1- 
< 

DAYS 

< 

o 

1- 

DEPARTURE 

FROM 

NORMAL 

< 

Q 

UJ 

< 
UJ 
(E 
O 

UJ 

< 

Q 

(UNMELTED) 

DAYS 

Si 

ZO 

e    O 

CJ-I 

to  UI 

O 

ZO 

_i 
< 
l- 

o 

ua.O 

KUJK 

DATE 
OR  MORE 

5S^ 

ZO 

-z 
~o 

?  o 
o* 

O    IE 
_:  O 

SHAMOKIN 

7.28 

3.18 

1.20 

13 

17 

11 

2 

SHIPPENSBURG 

61.8 

91 

11 

35 

1 

1 

4.23 

.08 

.88 

7 

10 

7 

SOUTH   MOUNTAIN 

6.61 

2.86 

30 

13 

5 

2 

SPRING   GROVE 

7.55 

1.50 

13 

13 

7 

3 

SPRUCE   CREEK 

4.63 

1.07 

13 

13 

7 

1 

STATE   COLLEGE 

59.1 

0.1 

90 

11 

37 

9 

1 

4.54 

.49 

1.88 

12 

13 

6 

1 

STRAUSSTOWN 

7.22 

1.62 

30 

12 

11 

1 

STROUDSBURG   2    E   SUBSTATION 

STROUDSBURG 

6.07 

1.46 

12 

13 

8 

1 

SUNBURY 

4.93 

.64 

.86 

13 

15 

12 

SUNBURY  AIRPORT   2   N 

59,4 

89 

11 

34 

9 

5.01 

.70 

14 

15 

9 

SUSQUEHANNA 

TAMAQUA 

TAMA QUA   4    N   STILL   CREEK  DA» 

4.31 
7.18 
7.29 

.65 

1.02 

.99 

1.87 

24 
13 
13 

21 

15 
17 

6 
11 
11 

1 
1 

TAMARACK  2    S   FIRE   TOWER 

54.2a 

89 

12 

32 

9 

1 

5.00 

1.40 

24 

19 

6 

1 

rOWANDA 

57.0 

-    0.8 

90 

11 

28 

2 

1 

3 

5.88 

2.50 

1.39 

24 

21 

7 

2 

rOWER  CITY  DAM   5    SW 

6.53 

1.47 

5 

13 

7 

2 

rUNKHANNOCK  1    S   AIRPORT 

55.8c 

91 

13 

28 

2 

1 

3 

3.45 

.41 

8 

3 

16 

7 

TYRONE   4    NE   BALD   EAGLE 

4.30 

1.07 

12 

13 

6 

1 

VIRGINVILLE 

9.25 

1.96 

13 

15 

10 

3 

WATROUS   9    S   LEE   FIRE   TOWER 

5.03 

1.22 

24 

21 

7 

1 

WEBSTER   MILLS   3    SW 

WELLSBORO 

53,6 

-    2.9 

89 

11 

26 

2 

7 

4.15 

.36 

1.33 

24 

21 

5 

1 

WELLSBORO   2   E 

3.70 

1.20 

23 

12 

6 

1 

WELLSVILLE 

60.8a 

89 

11 

32 

9 

1 

5.22 

1.08 

5 

13 

6 

1 

WERNERSVILLE 

7.79 

1.60 

13 

15 

9 

3 

WEST   CHESTER 

61.1 

0.1 

90 

11 

38 

9 

1 

8.91 

4.66 

1.79 

13 

13 

8 

3 

WEST   GROVE   1    SE 

9.04 

5.14 

2.00 

5 

11 

8 

5 

fflLKES-BARRE 

57.9 

91 

11 

35 

2+ 

1 

5.30 

2.15 

1.06 

14 

16 

8 

1 

WILLIAMSPORT  4    SE   TOWER 

4.30 

,35 

5 

14 

8 

WILLIAMSPORT  4    E   WB  AIRPORT 

58.8 

92 

11 

30 

9 

1 

1 

3.91 

.90 

5 

13 

7 

WILLIAMSPORT 

3.88 

.30 

.58 

5 

16 

7 

fflLLIAMSTOWN 

55.6 

-   4.9 

90 

11 

31 

9 

1 

1 

6.44 

1.78 

1.10 

5 

14 

11 

2 

WIND   GAP   3    SW 

6.66 

1.42 

13 

12 

8 

2 

YORK  3    SW  PUMP   STATION 

63.1 

1.2 

95 

11 

35 

9 

2 

7.66 

4.20 

1.98 

30 

13 

8 

3 

YORK  2   S   FILTER  PLANT 

8.06 

1.96 

29 

14 

7 

3 

YORK  HAVEN 

6.84 

3.31 

1.09 

30 

14 

10 

2 

ZIONSVILLE   1    SW 

10.33 

6.09 

3.40 

13 

12 

8 

4 

DIVISION 

58.8 

-  1.5 

95 

11 

24 

2 

1 

2 

6.14 

2.46 

3.77 

13 

14 

7 

2 

OHIO  DRAINAGE 

ACMETONIA  LOCK   3   LOWER 

3.46 

.35 

.70 

5 

16 

5 

ALLENS   MILLS 

5.39 

1.23 

28 

17 

6 

1 

BAKERSTOWN  4   WNW 

BARNES 

5.10 

.90 

24 

16 

9 

BEAVER   FALLS 

3.00 

.39 

.96 

5 

10 

4 

BLAIRSVILLE   6   ENE 

56.6a 

84 

11 

32 

8 

1 

5,91 

.72 

.90 

5 

17 

10 

BOSWELL 

7,83 

1.73 

29 

T 

T 

8 

16 

9 

2 

BRADDOCK  LOCK  NO  2 

3,84 

.72 

17 

15 

6 

BRADFORD   CITY  HALL 

3,95 

.81 

5 

15 

6 

BRADFORD   4    W   RES   NO   1 

53.3 

-    2.1 

83 

11 

26 

2 

8 

4.99 

1.19 

.96 

5 

20 

7 

BROOKVILLE 

55.8 

84 

11 

30 

2+ 

5 

3,38 

-      .35 

.71 

7 

19 

4 

3RUCET0N 

3,90 

-      .23 

10 

7 

^^ 


See  reference  notes  following  Station  Index 
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TABLE   2  —  Continued 
CLIMATOLOGICAL    DATA 


PENNSYLVANIA 
MAY  1948 


TEMPERATURE 

,  IN  DEGREES  FAHRENHEIT 

PRECIPITATION,  IN  INCHES 

NO.  OF 

> 
< 

Q 

SNOWFALL 

NO.  OF 

iiJ 
a: 

DAYS 

UJ 

o: 

(UNMELTED) 

DAYS 

STATION 

«  UJ 

» 

?   ^ 

H 
CO 

llJ 

r 
o 

1- 

Si 

o  O 

?    - 

UJ 

^^ 

XUJ 
OK 

1- 

a:       < 

w 

ro  UJ 

-I 

°=  -  5 

t- 

_i 

ut"a 

ZO 

?  o 

z 

4  Z  Z 

lU 

(ij 

UJ 

< 

m 

< 

<  z  z 

< 

UJ 

< 

i-i« 

UJ 

"X 

z 

UJ 

Q.  o  q: 

UJ  a:  o 

4 

^ 

1- 
< 

X 

Itr 

1- 
o 

Q.  o  q: 

UJ  (T  O 

UJ 

q: 

t- 

o 

UJ0.O 

a:  ujK 

< 

p§ 

sg 

o 
o  ir 

z 

o  u.  z 

X 

O 

_j 

o 

zo 

zo 

h- 

o  u.  z 

o 

o 

h- 

(SOC9 

Q 

-  o 

BUCKSTOWN 

7.14 

1.97 

12 

16 

5 

2 

BURGETTSTOWN  3  W 

BUTLER 

58.4 

-  1.5 

88 

12 

33 

25 

3.14 

-   .46 

.99 

5 

10 

5 

BUTLER  SUBSTATION 

11 

6 

CHARLEROI 

3.79 

1.24 

12 

14 

3 

CHARLEROI  L  4  LOWER- 

3.71 

.02 

1.14 

13 

13 

5 

CLARION  DAM  3  SW 

56.8 

87 

ll^ 

29 

20 

6 

3.16 

-1.00 

.72 

5 

16 

4 

CLAYSVILLE 

58.0 

-  2.8 

86 

11 

32 

20 

1 

3.59 

-   .20 

.83 

29 

15 

5 

CONFLUENCE  DAM  1  SW 

56.9a 

88 

12 

33 

20 

3.90 

.82 

3 

15 

8 

CONFLUENCE  1  NW 

4,77 

.67 

.94 

3 

16 

8 

CONNELLSVILLE 

4.93 

1.20 

29 

14 

6 

CONNELLSVILLE  4  N 

5.01 

1.02 

28 

15 

6 

CORAOPOLIS  DAM  2 

2.89 

-   .68 

.70 

5 

11 

4 

CORRY 

56,0 

0.8 

84 

11 

31 

2H 

3 

3.97 

.10 

.64 

13 

17 

7 

COUDERSPORT 

53.  8e 

-  2.4 

86 

11 

26 

9 

5 

1.16 

23 

9 

5 

COUDERSPORT  CAMP 

5,39 

1.09 

.95 

24 

16 

10 

CREEKSIDE 

4,03 

.63 

17 

15 

8 

CRESSON  1  E 

* 

4.75 

1,98 

28 

13 

11 

CUSTER  CITY  2  W  SONGBIRD 

4,54 

.64 

23 

T 

T 

8 

19 

7 

DERRY 

59.4 

-  1.4 

85 

10-t 

36 

20 

4,79 

.83 

.89 

13 

13 

6 

DONEGAL 

54.0 

84 

11 

27 

20 

3 

5,81 

1.19 

7 

15 

9 

DONORA 

62.4 

-  0.7 

91 

11 

39 

20 

1 

3.89 

.18 

.93 

12 

16 

6 

DUNLO 

4,73 

11 

5 

EBENSBURG 

55.4a 

-  1.1 

84 

12 

32 

&+ 

2 

4,59 

.20 

.86 

3 

17 

8 

ERIE  AIRPORT 

4.27 

1.31 

10 

15 

3 

FARRELL  SHARON 

61.4 

1.4 

86 

11 

39 

20+ 

3.75 

.42 

1.06 

5 

12 

6 

FORD  CITY  DAM  4  S 

56.6a 

86 

12 

32 

20 

1 

3.67 

.81 

5 

16 

5 

FRANKLIN 

55.5a 

-  2.5 

85 

12 

33 

9 

3.42 

-   .22 

.64 

16 

16 

6 

GIFFORD 

3,90 

.58 

5 

17 

5 

GLENCOE 

2.85 

.87 

3 

10 

4 

GLENWILLARD  DAM  LOWER 

3.22 

.69 

5 

14 

5 

GREENSBORO  L  7  LOWER 

3,38 

-   .44 

.96 

3 

11 

6 

GREENSBURG  2  S  FILTER  STA 

63.4 

2.9 

87 

11 

20 

2 

1 

3,68 

-   .36 

.76 

5 

14 

7 

GREENSBURG  2  E  HWY  SHED 

3.37 

.70 

7 

14 

5 

GREENSBURG  3  SE  UNITY  RES 

9 

6 

GREENVILLE 

56.0 

-  2.2 

86 

11 

29 

204 

6 

3.45 

-   .17 

.98 

5 

15 

5 

HOME 

15 

6 

HOOVERSVILLE 

3.46 

.91 

3 

15 

4 

INDIANA  2  SE 

57.2a 

86 

11 

29 

20 

4 

3.71 

,92 

5 

16 

6 

INDIANA 

30 

6 

1 

4.26 

.07 

,89 

5 

15 

6 

IRWIN 

59.4 

-  1.0 

86 

11  + 

35 

20 

4.S9 

1.26 

1.20 

29 

15 

6 

1 

JAMESTOWN  2  NW  DAM 

55.0 

84 

12 

31 

20 

3 

3.59 

-   .41 

.62 

5 

16 

5 

JOHNSTOWN  1 

60.5 

-0.5 

91 

12 

37 

20 

1 

4.64 

.20 

.93 

29 

15 

8 

JOHNSTOWN  2 

4.34 

.87 

7 

11 

7 

KANE 

51.7 

86 

11 

25 

2 

10 

5.02 

.62 

.94 

23 

20 

5 

KANE  5  SE 

4.74 

.91 

16 

19 

5 

KREGAR  4  SE  HILL  TUNNEL 

7.50 

1.41 

28 

17 

8 

3 

LAFAYETTE  MC  KEAN  PARK 

4.64 

.82 

16 

20 

6 

LATROBE 

4.42 

.90 

29 

13 

6 

LEWIS  RUN  BIG  SHANTY 

4.75 

.60 

5 

19 

9 

LINESVILLE  6  NW  PENN  LINE 

3.86 

.21 

,58 

3 

T 

T 

7 

15 

7 

LYCIPPUS  1  E 

5.20 

.94 

1.04 

3 

14 

8 

L 

MARIENVILLE 

4.17 

.79 

16 

15 

6 

MARION  CENTER  2  SE 

5.13 

,84 

3 

17 

8 

MARSHBURG 

4.58 

.64 

5 

17 

6 

I 


See  reference  notes  following  Station  Index 
41 
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TABLE  2  —  Continued 


PENNSYLVANIA 

MAY  1948 

CLIMATOLOGICAL  DATA 

FEMPERATURE 

,  IN  DEGREES  FAHRENHEIT 

PRECIPITATION,  IN  INCHES 

HO.   OF 

> 
1- 

SNOWFALL 

NO.  OF 

STATION 

UJ 

q: 

DAYS 

UJ 

a: 

(UNMELTED) 

DAYS 

.J 

^ 

?   ^ 

l- 

'"cdImuj 

?  ^i 

UJ 

^S 

ruj 

OK 

i^ 

K    < 

<n 

-1 

0=  -  5 

(- 

_i 

ui"o 

UJ  ?i 

zo 

?  o 

z 

4  Z  Z 

UJ 

I 

Ul 

UJ 

UJ 

■  <* 

CD 

< 

<  s  z 

4 

UJ 

< 

t55 

-J 

z 

UJ 

Q.  o  o: 
UJ  q:  o 

1- 
< 

o 

1- 

K 

ia: 

1- 
o 

Q.  o  q: 
UJ  q:  o 

UJ 
IT 

1- 
< 

t- 
o 

<»-3 

ua.o 

^  nl 

o  ' 
o  <r 

z 

o  u.  z 

X 

a 

-J 

a 

SO 

so 

1- 

o  u.  z 

e> 

Q 

\- 

•  oe 

Q 

^O 

-  o 

MAYBURG 

5.04 

.80 

24 

16 

8 

MC  CORMICK 

5.62 

.75 

5 

16 

11 

MC  KEESPORT 

5.28 

1.84 

.96 

3 

13 

8 

MEADVILLE  1  S 

54.7a 

-  2.3 

64 

11 

29 

20 

3 

4.07 

.03 

.67 

5 

17 

8 

MERCER  5  NE  WB  AIRPORT 

54,9 

84 

11 

31 

8 

2 

3.96 

.87 

5 

16 

7 

MERCER 

3.92 

.83 

16 

15 

7 

MEYERSDALE 

4.24 

1.04 

30 

12 

5 

1 

MIDLAND  DAM  NO  7 

5.87 

-  2.3 

85 

11 

35 

8 

3.17 

-  1.33 

1.10 

5 

10 

5 

1 

MOSGROVE  L  8  LOWER 

3.49 

-   .65 

.93 

3 

16 

4 

MURRYSVILLE 

3.72 

.57 

28 

1 

13 

7 

NATRONA  L  4  LOWER 

3.56 

-   .56 

.75 

5 

15 

4 

NEW  CASTLE  1  N 

57.6 

-  2.1 

87 

11 

32 

25 

1 

3.39 

-   .08 

1.13 

5 

14 

5 

1 

NEWELL 

60.6a 

-  0.6 

89 

11 

35 

19+ 

3.89 

.68 

1.43 

13 

8 

4 

2 

PARKERS  LANDING 

3.56 

-   ,30 

.72 

3 

14 

7 

PARKERS  LANDING  1  E 

3.17 

.69 

5 

14 

6 

PINE  GROVE  MILLS  1  S 

4.15 

.86 

12 

15 

8 

PITTSBURGH  7  SE  WB  AIRPORT 

59.8 

-  0.4 

89 

11 

38 

8 

3.17 

.50 

7 

14 

6 

PITTSBURGH  WB  CITY 

61.9 

-  0.7 

89 

11 

40 

8 

2.82 

-   .39 

.57 

2 

14 

4 

PORT  ALLEGHANY 

4.21 

.71 

24 

22 
13 

5 

PORT  ALLEGHANY  HATCHERY 

4.34 

.84 

23 

7 

PUNXSUTAWNEY  1 

3.46 

-   .80 

,49 

17 

19 

6 

PUNXSUTAWNEY  2 

3.21 

,65 

7 

14 

6 

PUTNEYVILLE  DAM  2  SE 

54.1b 

85 

12 

29 

^ 

8 

4.03 

19 

6 

REW 

4.16 

.64 

24 

T 

T 

8 

18 

7 

RICES  LANDING  L  6  LOWER 

4.36 

2.01 

13 

14 

6 

1 

RIDGWAY 

54.6 

-  1.3 

87 

12 

28 

9 

4 

4.32 

.37 

.80 

16 

20 

6 

ROCHESTER  1  N 

3.10 

.62 

5 

15 

5 

SAGAMORE  1  SE 

3.47 

.51 

3 

16 

5 

SALTBURG 

4.07 

.35 

.71 

29 

16 

7 

SCANDIA 

3,67 

,78 

5 

15 

6 

SCHENLEY  L  5  LOWER 

X 

3.07 

-   .82 

.78 

5 

14 

5 

SEWARD 

3.77 

.78 

17 

13 

7 

SHARPSVILLE 

4.18 

1.05 

5 

15 

6 

1 

SHEFFIELD  6  W  CHERRY  GROVE 

4.78 

.67 

28 

17 

7 

SMETHPORT  HIGHWAY  SHED 

3.75 

.77- 

23 

17 

4 

SOMERSET  WATER  WORKS 

56,3 

-  0.4 

86 

11 

31 

2-t 

3 

5.05 

.21 

.68 

3 

16 

8 

SOMERSET  2  E  SUBSTATION 

5.02 

1.10 

3 

11 

9 

1 

SPRINGS  1  SW 

54.2 

-  1.3 

84 

11 

32 

24 

3 

5.56 

1.36 

.80 

28 

15 

10 

STRONGTOWN 

3.14 

.70 

7 

15 

5 

STUMP  CREEK 

2.92 

.54 

8 

14 

5 

SUTERSVILLE 

3.42 

.72 

13 

14 

5 

TIONESTA  2  SE  DAM 

54.0a 

84 

12 

32 

9 

1 

4.22 

-   .60 

.89 

29 

21 

7 

TITUSVILLE  2  S 

53.6 

84 

11 

29 

25 

7 

15 

6 

TITUSVILLE 

. 

3.59 

.73 

5 

16 

4 

TUNNELTON  // 

3.47 

,48 

5 

16 

6 

UNION  CITY  1  W 

3,95 

,61 

17 

15 

6 

UNIONTOWN 

60.8 

-  1.3 

90 

11 

36 

20 

1 

4.47 

.36 

.91 

3 

14 

4 

VANDERGRIFT 

3.62 

1.00 

17 

11 

6 

1 

VANDERGRIFT  2  W 

3.48 

.77 

16 

14 

5 

WARREN 

55.2 

-  1.4 

88 

11 

31 

2 

3 

4.22 

.02 

.60 

5 

18 

9 

WASHINGTON 

4.40 

.86 

28 

17 

6 

WAYNESBURG  2  W 

58.7 

-  2.3 

89 

11 

31 

20 

1 

4.37 

.22 

1.00 

3 

14 

6 

1 

WAYNESBURG  1  E 

4,85 

1.90 

12 

11 

6 

1 

WEST  NEWTON 

5.24 

1.61 

1.81 

29 

12 

7 

1 

WHITESBURG 

4.22 

.85 

3 

14 
17 

5 
7 

YOUNGS V I LLE 
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TABLE   2  -  Continued 
CLIMATOLOGICAL    DATA 


PENNSYLVANIA 
MAY  1948 


TEMPERATURE,  IN  DEGREES  FAHRENHEIT 


STATION 


E  i 

<  5  S 

Q.  O  K 

UJ  q:  O 

o  u.  z 


^'  m  t^  i.i 


UJ 

o> 


NO.    OF 
DAYS 


X 


00  lo  UJ 


m 


SO 


PRECIPITATION,   IN    INCHES 


q: 

<  z  z 

Q.  o  q: 

UJ  a:  o 

o  u.  z 


SNOWFALL 
(UNMELTED) 


«)§ 


<l-3 
UICLO 

Kuja: 

(BOO 


NO.    OF 
DAYS 


XUJ 
OK 
ZO 

z 


£  o 

O   tt 

-  o 


DIVISION 
LAKE  DRAINAGE 


ALBION 

ERIE  W  B  CITY 

RAYMOND 


DIVISION 


57.0 


53,0 
54.3 


53.6 


1.9 


91 


81 
73 


81 


11 


15+ 
27 


15 


25 


30 
30 


30 


25 

7  + 


4  .17 


3.83 
3.79 


3.81 


.32 


,39 


2.01 


.51 
1.02 


1.02 


13 


5 
10 


10 


14 


15 


See  reference  notes  following  Station  Index 
-  43  - 


/ 


PENNSYLVANIA 
MAY  1948 


TABLE    3 
DAILY    PRECIPITATION 


DAY    OF    MONTH 

< 
O 

STATION 

j 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

2! 

22 

23 

24 

25  1  26 

27 

28 

29 

30 

31 

ACMETONIA  L  3  LOWER 

.55 

.04 

.70 

.04 

.20 

.63 

.03 

.10 

T 

.10 

.02 

.49 

.17 

.01 

.31 

.03 

.04 

3.46 

ALBION                  z 

.19 

.51 

.38 

.33 

.10 

.28 

.11 

.01 

.09 

.31 

.21 

.51 

.48 

.10 

.22 

3.83  1 

ALLENS  MILLS            r 

.14 

.30 

.06 

.64 

.05 

.95 

.13 

.04 

.03 

.10 

.30 

.61 

.22 

.43 

.13 

L.23 

.03 

5.39  1 

ALLENTOWN  WB  AIRPORT    z 

T 

.08 

.62 

T 

1.18 

.75 

T 

1.14 

1.70 

.29 

.53 

.02 

T 

.13 

.13 

.01 

.87 

.43 

T 

T.SSI 

ALLENTOWN  GAS  CO 

T 

.33 

.30 

.35 

1.12 

T 

.30 

2.23 

.99 

.23 

.56 

.01 

T 

.23 

.01 

1.84 

.09 

9.09 

ALTOONA  HORSESHOE  CURVE 

.18 

.74 

.86 

.72 

.07 

1.73 

.34 

.27 

.28 

.03 

1. 00 

.06 

7.28 

ARENDTSVILLE 

.71 

.07 

.34 

.03 

1.00 

.03 

.09 

.41 

.59 

.02 

1.75 

5.04 

AUSTINBURG  2  W          r 

.06 

.64 

.12 

T 

.06 

.06 

.10 

.49 

T 

.63 

.07 

.09 

.■.11 

.01 

.60 

- 

- 

- 

- 

_ 

- 

_ 

AVOCA  WILKES-BARRE  AP 

.06 

.53 

.63 

.01 

T 

T 

.31 

.45 

1.06 

T 

.47 

.01 

.13 

.23 

.09 

.18 

.31 

.64 

.19 

5.30 

BAKEHSTOWN  4  WNW 

BARNES 

.27 

.47 

.08 

.20 

.28 

.35 

.14 

.18 

.10 

.50 

.50 

.62 

.18 

.08 

.90 

.25 

5.10 

BEAR  GAP 

_ 

_ 

_ 

_ 

.55 

.62 

1.18 

1.12 

.S3 

.30 

.16 

.10 

.25 

.13 

.08 

.49 

_ 

BEAVER  FALLS 

.57 

.03 

.96 

.07 

.21 

.65 

.10 

T 

.01 

T 

T 

T 

.26 

.14 

T 

T 

T 

3.00 

BELLEFONTE  PRISON  FARM 

.22 

.12 

.50 

.18 

.32 

.10 

3.50 

.15 

.38 

.08 

T 

T 

.07 

.35 

5.97 

BERWICK 

.48 

.30 

.59 

.01 

.37 

.58 

.86 

.16 

.47 

.03 

.45 

.14 

T 

.53 

.40 

5.37 

BETHLEHEM  RIVER  STATION 

T 

.37 

.17 

.41 

.92 

T 

.86 

2.72 

i.o-^ 

.2d 

.67 

.24 

.03 

1.96 

.03 

9.68 

BETHLEHEM  LEHIGH  VALLEY 

.OS 

.50 

1.24 

.71 

1.08 

2.26 

.13 

.63 

.09 

.11 

.12 

1.6S 

.27 

.02 

8.87 

BLAIN                   r 

* 

.90 

.02 

.79 

.70 

2.50 

.29 

.04 

.21 

.06 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

BLAIRSVILLE  6  ENE 

.47 

.57 

.33 

.90 

.06 

.73 

T 

T 

.18 

.45 

.17 

.42 

.56 

.45 

.10 

T 

.01 

.31 

.08 

.12 

5.91 

BLAKESLEE  CORNERS       r 

.01 

.31 

.47 

.70 

.02 

1.80 

.70 

.74 

.53 

.38 

.18 

.17 

.13 

1.20 

.30 

.35 

.13 

8.12 

BLOSERVILLE  1  N 

T 

.87 

1.15 

.97 

.07 

.97 

.34 

.20 

T 

.01 

T 

T 

T 

.22 

.62 

.40 

5.82 

BOSWELL                 z 

1.30 

.46 

.65 

.24 

.43 

.93 

.55 

.16 

.08 

.02 

.53 

.44 

.03 

.13 

1.73 

.15 

7.83 

BRADDOCK  LOCK  NO  2 

.57 

.05 

.67 

.05 

.28 

.39 

.18 

.29 

.07 

.17 

.72 

.24 

.01 

.13 

.02 

3.34 

BRADFORD  CITY  HALL 

.81 

.23 

.04 

.05 

.02 

.44 

.07 

.55 

.05 

.42 

.12 

.13 

.17 

.55 

.30 

3.95 

BRADFORD  4  W  RES  NO  1 

.01 

.96 

T 

.16 

.10 

.03 

.20 

.04 

.07 

.28 

.03 

.02 

.51 

.53 

.09 

.02 

.16 

.11 

.76 

.34 

.57 

4.99 

BREEZEWOOD 

OROOKVILLE 

.18 

.08 

.93 

.53 

.02 

.71 

.11 

.02 

.07 

.07 

.23 

.02 

.24 

.33 

T 

.01 

.15 

.06 

.47 

.95 

3.38 

BRUCETON 

* 

.66 

.04 

.57 

.26 

• 

* 

.30 

.43 

.23 

• 

* 

.40 

.18 

* 

• 

• 

* 

• 

.83 

3.90 

BUCKSTOWN               r 

.60 

.34 

.24 

.11 

.01 

.58 

.01 

1.97 

.08 

.05 

.45 

.23 

.10 

1.31 

.87 

.19 

7.14 

BUFFALO  MILLS 

.95 

.02 

.29 

.39 

.14 

.15 

.10 

.32 

.12 

.06 

.28 

.43 

3.25 

BURGETTSTOWN  3  W 

BURNT  CABINS  2  NE 

.10 

.75 

.05 

.26 

.03 

.69 

.38 

.62 

.09 

.37 

.06 

.03 

.09 

.96 

4.48 

BUTLER 

.68 

.99 

.32 

.15 

.11 

.02 

.02 

.45 

.39 

.01 

3.14 

BUTLER  SUBSTATION       r 

.30 

.29 

.28 

.71 

.40 

.04 

.09 

.22 

.46 

.04 

.03 

- 

- 

- 

- 

- 

- 

- 

- 

CAMP  HILL 

• 

.46 

1.70 

.88 

.46 

.30 

.44 

.03 

.13 

.45 

T 

T 

4.85 

CANTON  1  NW             z 

.05 

.05 

.02 

.21 

.17 

.11 

.17 

.02 

.03 

.40 

.10 

.15 

.03 

.58 

.23 

.34 

.59 

.10 

.02 

1.56 

.25 

.14 

5.32 

CARLISLE 

.03 

.60 

1.08 

.88 

T 

.01 

1.00 

.08 

.30 

.03 

T 

T 

.34 

.15 

.43 

4.93 

CARTER  CAMP             z 

.34 

.14 

.40 

.38 

.21 

.13 

.03 

.08 

.28 

.15 

T 

.03 

1.25 

.10 

.07 

.32 

.09 

.03 

1.00 

.38 

.20 

5.61 

CARROLLTOWN 

.91 

.19 

.21 

.49 

.13 

.32 

.29 

T 

.03 

.09 

.03 

.45 

.14 

.13 

.31 

.06 

3.78 

CEDAR  RUN 

.34 

.08 

.43 

.15 

.19 

.12 

.04 

.12 

.02 

.18 

.66 

.05 

.38 

.04 

.03 

1.65 

.28 

4.76 

CHADDS  FORD 

.36 

.13 

1.S7 

.11 

.25 

.74 

.81 

.68 

.98 

.04 

.22 

.02. 

1.15 

.38 

7.74 

CHAMBERSBURG            ■■ 

.17 

.69 

T 

.38 

T 

.99 

T 

T 

.38 

.05 

.45 

.05 

T 

T 

T 

T 

.52 

.12 

3.80 

CHARLEROI               r 

.79 

.19 

.26 

.12 

.02 

.58 

.03 

1.24 

.06 

.18 

.13 

.02 

.14 

.03 

3.79 

CHARLEROI  L  4  LOWER 

.94 

.02 

.36 

.03 

.32 

.23 

.03 

1.14 

T 

.06 

.27 

.12 

.04 

.15 

3.71 

CLARION  DAM  35  W        z 

.35 

.72 

.07 

.14 

.21 

.14 

.13 

.11 

.03 

T 

.38 

.12 

.15 

.01 

.01 

.57 

.02 

3.16 

CLAUSSVILLE 

.32 

i.OO 

1.58 

2.00 

1.25 

.25 

.72 

8.12 

CLAYSVILLE 

.07 

.60 

.01 

.47 

.55 

.04 

.13 

.03 

.16 

.04 

.19 

.32 

.04 

.11 

.33 

T 

3.59 

CLEARFIELD 

.28 

.04 

.42 

.21 

.27 

.34 

.03 

.17 

.18 

.43 

.17 

.02 

.01 

T 

.02 

.21 

T 

2.80 

COALDALE  GREENWOOD  RES 

.01 

.32 

.36 

.34 

.79 

.01 

.91 

.01 

1.31 

.33 

.22 

.57 

.33 

.05 

.27 

.33 

1.20 

.52 

8.48 

COALPORT                z 

.20 

.45 

.40 

• 

.40 

♦ 

.10 

.42 

.41 

.20 

T 

T 

2.58 

COATESVILLE  1  SW        z 

.52 

.09 

1.41 

.60 

.21 

.96 

.02 

.61 

.59 

T 

.79 

.21 

T 

.23 

.01 

.07 

T 

T 

1.44 

1.38 

9.14 

COATESVILLE 

.51 

.10 

1.48 

.51 

.29 

.89 

.65 

.61 

.76 

.17 

.22 

T 

.06 

.01 

1.50 

1.63 

9.29 

COLUMBIA 

T 

.81 

T 

1.39 

.97 

1.27 

.02 

.53 

.09 

.18 

.56 

T 

.12 

1.06 

7.00 

CONFLUENCE  DAM  1  SW     z 

.82 

.03 

.41 

.05 

.25 

.45 

.31 

.05 

T 

T 

.55 

.25 

.15 

.04 

.08 

T 

.09 

.37 

3.90 

CONFLUENCE  1  NW 

.94 

.04 

.50 

.07 

.27 

.64 

.31 

.05 

.02 

.59 

.54 

.15 

.04 

.04 

.09 

.48 

4.77 

CONNELLSVILLE 

.93 

.12 

.46 

.07 

.22 

.61 

.38 

.05 

.53 

.06 

.03 

1.20 

.06 

.21 

4.93 

CONHELLSVILLE  4  N       r 

.62 

.50 

.44 

.13 

.54 

.03 

.79 

.05 

.03 

.43 

.02 

.07 

k.02 

.09 

.15 

5.01 

CONSHOHOCKEN 

.50 

.17 

1.90 

.30 

.25 

.79 

1.48 

.60 

.16 

.51 

.27 

.19 

.01 

.03 

1.19 

.54 

9.09 

CORAOPOLIS  DAM  2 

.67 

.70 

.02 

.23 

.16 

.03 

T 

.05 

.10 

.08 

.43 

.42 

2.89 

CORRY 

.02 

.17 

.43 

.37 

.39 

.02 

.18 

.14 

.06 

.34 

.01 

.35 

.41 

.06 

.15 

.46 

.21 

3.97 

COUDERSPORT 

.30 

.51 

.22 

.35 

.26 

_ 

_ 

_ 

- 

- 

.16 

.01 

.24 

.16 

- 

COUDERSPORT  CAMP 

.58 

.32 

.40 

.15 

.11 

.09 

.52 

.34 

.29 

.35 

.33 

.11 

.19 

.95 

.11 

.45 

5.39 

COVINGTON 

T 

.03 

T 

.25 

.09 

.21 

.08 

.03 

.28 

.12 

.34 

.12 

.08 

.38 

.04 

.07 

1.55 

.25 

.05 

3.97 

CREEKSIDE 

.45 

.09 

.50 

.19 

.25 

.36 

.26 

.43 

.31 

.21 

.63 

.13 

.03 

.04 

.15 

4.03 

CRESSON  IE             r 

.43 

.57 

.17 

.46 

.29 

.27 

.25 

.35 

.35 

.25 

.03 

1.08 

.25 

4.75 

CURWENSVILLE  6  NW 

.15 

.09 

.09 

.68 

.03 

.82 

.21 

T 

.02 

T 

.05 

.08 

.32 

.58 

.29 

T 

.02 

.04 

T 

.02 

T 

T 

.20 

.04 

3.73 

CUSTER  CITY  2  W  SONGBIRD 

.03 

.25 

.61 

.36 

.13 

.08 

.05 

.23 

.07 

T 

.37 

.10 

.57 

.17 

.45 

.04 

.14 

.12 

.64 

T 

.13 

4.54 

DANVILLE 

.45 

.20 

.40 

.11 

.48 

.46 

.70 

.33 

.83 

.36 

.95 

.34 

.09 

.06 

.37 

5.23 

DAUPHIN  3  N 

.18 

.07 

.70 

.16 

.52 

.30 

2.11 

.55 

.Oi 

.26 

.02 

.18 

T 

.37 

.40 

1.06 

6.89 

DERRY 

.16 

.70 

.79 

.40 

.14 

.04 

.89 

.18 

.35 

.23 

.07 

.60 

.24 

T 

T 

4.79 

DINGMANS  FERRY          z 

.13 

.06 

.36 

.57 

T 

.68 

1.22 

.72 

.17 

.50 

.09 

.10 

.15 

T 

.31 

.04 

.53 

T 

5.83 
5.81 

DONEGAL 

.47 

.88 

.32 

.63 

.03 

1.19 

.08 

.88 

.06 

.03 

.35 

.2E 

.02 

.50 

.09 

T 

DONORA 

.75 

.08 

.20 

.29 

.41 

.38 

.01 

.06 

.93 

.03 

.07 

.20 

.34 

.01 

.11 

.02 

3.89 

DOYLESTOWN 

T 

.58 

.01 

1.47 

.96 

2.20 

.02 

.08 

.98 

.04 

.04 

.15 

T 

.13 

T 

.02 

1.10 

.23 

8.01 
4.98 

DRIFTWOOD               r 

• 

.50 

* 

• 

1.15 

.11 

.07 

.12 

.60 

.25 

.01 

.10 

.65 

.62 

.70 

.04 

DU  BOIS  7  E             z 

.40 

.55 

.54 

.29 

.06 

.15 

.06 

.45 

.49 

.88 

.04 

T 

.13 

.10 

.15 

4.29 
4.73 

DUNLO                   r 

.57 

.29 

.15 

.19 

.01 

.47 

.01 

« 

• 

• 

• 

1.41 

.10 

.89 

.64 

DUSIIORE                 ^ 

.09 

.11 

.34 

.35 

.09 

.18 

.39 

.43 

.02 

.07 

.40 

.06 

.06 

.08 

2.67 

EAGLES  MERE             z 

T 

.02 

.10 

.07 

.19 

.16 

.06 

.44 

T 

.15 

.16 

.22 

.22 

.62 

.05 

.15 

.63 

.03 

T 

.04 

.17 

.05 

3.54 

EAST  WATERFORD 

.73 

.34 

.33 

.47 

.33 

.18 

T 

3.77 

.23 

.07 

.27 

.11 

T 

.06 

.01 

1.08 

1.31 

.44 

.18 

9.73 
4.59 
6.70 
4.40 
3.83 

EBENSBURG 

.86 

.09 

.57 

.04 

.3! 

.44 

.05 

T 

.26 

.23 

.01 

.30 

.07 

.41 

.06 

.02 

.68 

ELIZABETHTOWN 

.65 

.25 

.97 

.12 

.22 

.72 

.39 

.63 

.59 

.13 

.22 

1.16 

.59 

.06 

EMPORIUM                z 

.02 

.27 

T 

.66 

.19 

.24 

.15 

.02 

.06 

.16 

T 

.12 

.34 

.31 

.17 

.14 

.05 

.15 

.03 

.04 

.53 

.13 

.02 

ENGLISH  CENTER         r 

.04 

.41 

.60 

.36 

.14 

.04 

.11 

.79 

.12 

.09 

.40 

.03 

.01 

.02 

.08 

.08 

.51 

EPHRATA 

EQUINUNK 

ERIE  WB  CITY            z 

.11 

.74 

1.36 
.08 

.38 

.98 
.02 

.68 

.01 

1.16 
.20 

.23 

.39 

.60 
.02 

.09 

.SO 

.20 

.07 

.26 
.40 

.15 

.75 

.28 
.15 

1.30 
.09 

.08 

6.85 
4.53 
3.79 
4.27 
3.80 

.01 

T 

.25 

.06 

.23 

.21 

.20 

1.02 

.01 

.12 

.21 

.05 

.40 

.25 

T 

T 

.01 

.01 

.75 

ERIE  AIRPORT 

T 

T 

.21 

.10 

.22 

.08 

.23 

1.31 

.04 

.15 

.08 

.06 

T 

.80 

.18 

T 

.02 

T 

.08 

.71 

.36 

EVERETT                 z 

.67 

.08 

.22 

T 

.50 

.17 

.67 

.36 

.42 

.12 

.23 

FARRELL  SHARON 

.51 

1.06 

.42 

.37 

.03 

.13 

.03 

.11 

.01 

.30 

.56 

.22 

.02 

3.75 
3.67 
3.42 
9.83 
6.90 

FORD  CITY  DAM  4  S       z 

.51 

.03 

.81 

.06 

.20 

.45 

T 

.17 

.12 

.11 

.17 

.26 

.60 

.01 

T 

T 

.07 

.08 

FRANKLIN                z 

.13 

.04 

.52 

.09 

.25 

.26 

T 

.10 

.23 

.01 

.14 

T 

.64 

.3S 

.35 

T 

.02 

.02 

.24 

1.53 
.05 

.12 

FREDERICKSVILLE  1  SE 
FRE ELAND 

.48 

.25 

.24 

.28 

2.13 

.06 

.23 
.86 

.77 

.08 

.96 

2.13 
.46 

1.00 
.64 

.04 

.70 
.56 

.14 

.07 

.01 

.2S 
.57 

.52 

.04 
.74 

T 

.79 

GALETON 
GEIGERTOWN 
GEORGE  SCHOOL 

.22 

.02 
.99 
.70 

.50 
1.93 
2.01 

.02 

.22 
1.02 
1.06 

T 

.03 

.27 

T 
1.86 
1.81 

.68 

.02 
.16 

.72 
.36 

.20 
.67 
.09 

.02 

T 

T 

.04 

.26 
.23 
.10 

T 
T 

.30 

.40 

.15 
.41 
.15 

T 

.10 

.05 

1.82 

1.05 

.34 

.03 

.13 
.24 
.03 

3.39 
9.48 
8.49 
4.12 
5.01 

GETTYSBURG 

1  .11 

.60 

T 

.42 

1.25 

.40 

.18 

.02 

.60  1  .02 

T 

.83 

.38 

GETTYSBURG  IS         r 

.31 

.82 

.34 

1.18 

.05 

.50 

.02 

.50 

.04 

.01 

Se 

B   ret 

srenc 

e  not 

ss  to 

11  owl 

ag  Sti 

tion 

Indei 
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STATION 


IIKFORII 

iLENCOl; 

ILEN    RtXK 

^LEimiLLARD    DAU    LOWER 

KIOD    SPRINGS    1    N* 

lORDON 
OULDSBORO 
IRANTVILLE    2    SW 
IRATERFORD 
IREENSBORO   L    7    LOWER 


.08 

.11 
T 


.58 
.41 


IREENSBURG  2 
IREENSBURC  i 
IREENSBURG  3 
iREENVILLE 
^NOVER 


S  FLTR  STA 
E  HWY  Sl[EDr 
SE  UNITY  REIl 


:arrisburg  3  s  wb  ap 

lARRISBURG   NORTH 

:A»n,EY 

J4WLEY  1  S  WALLEN  DAM 
XWITT  2  S 

OLLIDAYSBURG 

OLLISTERVILLE 

OLTWOOD 

OME 

ONESDALE  4  NW  GLAS  PONI 

ONESDALE  TANNERS  FALLS  r 

OOVERSVILLE 

OP  BOTTOM  -i    S 

UNTINGDON 

UNTSDALE   FISH    HATCHERY  z 

YNBMAN 

NDIANA  2  SE  z 

NDIANA 

RWIN 

ACKSON  SUMMIT  r 

AMESTOWN  2  NW  DAM      z 

OHNSTOWN  1 

OHNSTOWN  2  r 

UNIATA  HOUSE 

ASE 

ANE  5  SE  r 

ARTHAUS 

IRKWOOD  1  SW  r 

REGAR  4  SE  HILL  TUNNEL 

RESGEVILLE  RES  3  W 

AFAYETTE  MC  KEAN  PARK 
AKEVILLE  1  N 
AMPETER  SCS  lA         r 
ANCASTER  2  NE  PUMP  STN 
4NCASTER  2  NE  FLTR  PLT  I 

ANCASTER  3  NE  EXP  FARM 

ANSFORD 

ANSFORD  FOREMANS  SHOP 

ATROBE 

AUHELTON  2  N  ST  VLGE 

AWRENCEVILLE 
EBANON 
EBANON  3  SW 
ECONTES  MILLS  TOWER 
EHIGHTON 

E  ROY 

EWIS  RUN  BIG  SHANTY 

EWISTOWN 

INESVILLE   6    N¥   PENN  LINl 

OCK  HAVEN    1 

OCK   HAVEN   2  r 

ONG   PONT) 
YCIPPUS    1    E 
APLE   GLEN 
IPLETON   DEPOT 

IKCUS   HOOK 

4RIENVILLE  r 

ARION   CENTER   2    SE 

ARSHBURG 

AHTINSBURG 

SRTINSBURG   AIRPORT 

4TAM0RAS 

AUCH   CHUNK   1    SW 

AYBUBG 

C   CONNELLSBUKG 

C   CONNELLSTOWN   TOWER 

C  CORMICK 

C    KEESPORT 

EADVILLE    IS  z 

EDIX   RUN  r 

ERCER   WB   AIRPORT 

ERCER  r 

ERCERSBURG 

EYERSDALE 

IDDLETOWN  OLMSTEAD  FLD 

IDLAND 
I  LAN 

ILANVILLE 

ILLERSBUHG  2  E         r 

ILLVILLE  r 

ILROY 

ONROE  FURNACE  r 

ONROETOWN  2  S  TOWER 
ONTROSE  3  E  HWY  SHED 
ONTROSE  r 


.02 
T 


.IS 
.61 


.20 
.06 


.33 
.09 


.34 
.05 


.01 
.48 


.70 
.15 


.03 
.60 
.49 


.24 
.90 
.22 
.84 
.23 

.22 
.40 
.42 
1.30 
.35 

.50 

.60 
.81 
.69 

.53 
.35 

.27 


.05 

.03 


.19 
.07 
.03 
.10 


.38 
.19 


1.41 

1.31 

.39 

.76 
.31 
.33 
.98 
1.08 

1.10 

1.59 
.18 


.34 
.12 
1.34 
.49 
.37 

.27 
.22 
.10 
.12 
.46 


.52 
.12 
.05 
.51 


.44 

.90 
.29 
.64 

.70 
.04 
."92 
.88 


.10 
.46 
.85 

.84 
.85 
.02 

.71 

.49 


.05 
.18 


.28 
.30 


.43 

.09 
.09 


.92 
.99 
.72 


.62 
.28 
.37 
.37 
.85 

.85 
.52 
1.72 
.53 
.57 

.60 

.14 

1.20 

1.50 

1.30 

1.32 
.44 
.30 
.48 

1.16 

.40 
.90 
.81 

.57 
.62 

.49 
.60 


.01 
.23 


.44 

.15 
.10 
.36 
.81 

.45 
.60 
.58 
.34 
.15 

.39 
.29 

.87 
.61 
.45 

.37 

.35 

1.00 

1.33 

.22 

.13 

.04 

1.10 

1.04 

1.02 

.72 


10 


.23 

T 

.05 


.55 
.35 
1.04 
.58 
.49 

.44 

.84 

.60 

.41 

.53 


.15 
.04 


.14 
.14 


.32 
.40 

.13 
.33 
.02 


.13 
.11 
.17 


.14 
.03 


1.15 
.35 
.85 

1.53 
.12 


.64 
.64 
.30 

.30 
.09 
.87 
.50 
.35 

.34 
.75 
.78 
.67 
1.09 

.87 
.79 
.44 
.20 
1.29 

1.10 
.39 

.64 
.83 
.69 


.30 
.10 
.57 
.92 
.40 

.14 
.49 
.32 
.17 
.64 


.04 
1.15 


.16 
.11 


.38 
.20 


1.04 
.25 
.67 

.42 
.34 
.69 
.48 
.65 

.39 

.40 
.90 
.20 
.82 


.56 
.04 
.06 
.60 


.53 
.02 

.06 
.12 

.07 
.04 

T 

.62 
.37 

.89 


.50 
.02 
.39 
.58 


.02 
1.43 


1.48 
.65 


1.35 
.07 


.24 
.74 
.67 
.23 

.18 
.40 

1.69 
.14 

.13 
.31 
1.03 
.13 
.92 

.23 

.45 

.82 

1.09 

1.10 


.69 

.01 

1.07 

.49 
.35 


DAY    OF    MONTH 

16 


14 


15 


2.03 
.52 


.05 
.38 
.28 
.81 

1.03 

.72 

1.50 

.13 

.83 


.50 


17 


IS 


.19 


.35 
1.34 


.16 
1.08 


.10 

.64 

.08 

1.36 


1.00 
.02 


20 


.07 

.34 

.36 

.01 

.07 

.40 

.02 

.33 

.09 

.89 

.35 

.01 

.0) 

.44 

.06 

.56 

.17 

.40 

.62 

.01 

.30 

.29 

.59 

.03 

.72 

.15 

See  reference  notes  following  Station  Inde 


22 


23 


24 


1.06 
.05 


1.00 
.12 


25 


.74 
1.66 


26 


2.50 
.54 


1.00 
.96 

.47 


1.55 
90 


27 


28 


29 


16 
1.29 


1.55 

T 


.11 

1.75 

.04 

.96 

.45 

l.Sl 

.05 

.26 

.50 


.33 
.07 
.06 
1.20 
35 


.93 

.30 

1.58 

.08 


.06 

.39 

1.00 

.15 


2.99 

.05 

2.76 


.90 
1.18 


1.52 
.91 


30 


.02 

.M 
1.26 

.52 
1.28 

.10 

.91 


1.19 
.27 


.03 
1.30 

.63 

.05 

.77 

.39 

3.13 

-.11 

3.13 
.50 
.50 
.05 


1.36 
.34 

.40 

.04 

.06 

.01 
.56 
.53 
.50 
1.35 

.24 


.14 

.77 

.38 

1.04 

1.10 

.08 

.03 

T 

.35 

.41 

.90 

.44 

.20 

.10 

1.03 

.49 

.71 

.76 

.14 

.36 

2.85 
6.r,2 
3.22 


6.28 
6.82 

3.73 

4.3S 
5.58 
7.36 

5.78 

3.99 
3.46 
3.78 
3.59 

4.74 

3.02 
3.71 
4.^6 
4.69 
4.12 

3.69 
4.64 


4.74 
4.74 
7.97 
7.50 
6.79 

4. 04 
7.06 
9.12 
9.42 
8.54 

9.13 
7.57 
7.64 
4.42 
5.21 

4.15 

6.55 
6.08 
4.94 
6.45 

7.49 
4.75 
4.27 
3.86 


4.35 
3.02 
5.20 
8.42 
3.56 

6.39 
4.17 
5.13 
4.58 
5.56 

6.42 
6.65 

5.04 
4.60 

5.23 
5. 62 
5.28 
4.07 
8.14 

3.96 
3.92 
4.43 
4.24 
5.43 

3.17 
4.69 
5.72 
6.11 
4.74 

4.11 
4.84 
5.73 
4.86 


/ 
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TABLE    3 -Continued 
DAILY    PRECIPITATION 


DAY    OF    MONTH 

_l 
< 

o 

1- 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

?7 

28 

29 

30 

3! 

MOSGROVE  L  8  LOWER 

.93 

.03 

.71 

.05 

.23 

.28 

.01 

.15 

.02 

T 

.02 

.14 

T 

.19 

.22 

.24 

T 

T 

.02 

.25 

T 

3.49 

MOUNT  POCONO  2  N  WB  AP  z 

.01 

.12 

.79 

.93 

T 

1.23 

.92 

.79 

.60 

.22 

.06 

.10 

.09 

.98 

.16 

T 

.24 

.15 

T 

7.39 

MOUNT  UNION  1  NW  //     r 

.32 

.62 

.05 

.11 

.64 

.03 

.9< 

.38 

.05 

.14 

.66 

.78 

4.75 

MURRYSVILLE            r 

.51 

.15 

.40 

.29 

.01 

.36 

.16 

.16 

.39 

.48 

.21 

.57 

.03 

3.72 

MYERSTOWN 

.41 

.21 

1.01 

.39 

.48 

.41 

.81 

.39 

.70 

.22 

.15 

1.53 

.15 

6.86 

NATRONA  L  4  LOWER 

.49 

.04 

.75 

.05 

.13 

.50 

.07 

.16 

.23 

T 

.66 

.16 

.01 

T 

.09 

.15 

.02 

3.56 

NEFFS  MILLS  4  NE        z 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1.51 

.64 

.41 

.22 

.07 

- 

- 

- 

.06 

- 

- 

- 

- 

- 

- 

- 

.11 

.71 

- 

- 

NESHAMINY  FALLS 

NEWBURGH  3  W 

.11 

.55 

T 

.30 

.85 

1.50 

.80 

.08 

.45 

.07 

.04 

1.50 

.05 

6.30 

NEW  CASTLE  IN          z 

.34 

.67 

.02 

1.13 

.06 

.44 

.02 

T 

.12 

.03 

.04 

.26 

.20 

.04 

.02 

3.39 

NEWELL 

i.ao 

.42 

.55 

1.43 

.02 

.17 

.10 

.20 

T 

T 

3.89 

NEW  PARK 

.03 

.60 

1.45 

.76 

.94 

.10 

.53 

.03 

.12 

.04 

.40 

T 

2.53 

.20 

7.73 

NEWPORT 

.22 

.06 

.92 

.30 

.71 

.18 

1.62 

.52 

.02 

.33 

.20 

.08 

T 

.32 

.38 

1.18 

7.04 

NEW  TRIPOLI 

.83 

.01 

1.35 

.01 

1.10 

.03 

.12 

1.52 

.09 

.09 

.49 

.14 

T 

.19 

T 

.73 

.60 

7,30 

NORRISTOWN 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

.19 

- 

- 

- 

.02 

- 

- 

- 

- 

1.10 

.70 

- 

ORWELL  3-N 

.12 

T 

.22 

.20 

.24 

.22 

.08 

.07 

.12 

.36 

.13 

.14 

.33 

.20 

.11 

.34 

.16 

2.03 

.44 

5.56 

PALM 

.52 

.27 

1.15 

.80 

.13 

.90 

2.44 

1.04 

.15 

.70 

.25 

1.55 

.22 

10.12 

PALMERTON               z 

.03* 

.43 

.86 

.84 

.02 

.35 

.70 

.30 

.28 

.02 

T 

.06 

.11 

.02 

.74   .19 

T 

4.95 

PARKERS  LANDING 

.72 

.72 

.20 

.40 

.06 

.26 

.05 

.05 

.27 

.01 

.40 

.01 

.27 

.14 

3.56 

PARKERS  LANDING  1  E     r 

.35 

.41 

.07 

.69 

.29 

.15 

.18 

.09 

.10 

.27 

.33 

.20 

.01 

.03 

3.17 

PARK  PLACE  1  NW  WB  AP 

T 

.06 

.48 

.03 

.59 

.77 

.04 

1.42 

.85 

.41 

T 

.45 

.16 

T 

.40 

.04 

.29 

.11 

.11 

.01 

.49 

.09 

6.80 

PAUPACK 

.10 

.05 

.05 

.S3 

.60 

.02 

.34 

.74 

.64 

.02 

.64 

.20 

.12 

.20 

.40 

1.42 

.86 

.02 

7.25 

FECKS  poiro 

.18 

.05 

25 

.65 

T 

.90 

.86 

.80 

.50 

T 

.65 

.20 

.05 

T 

.15 

T 

.33 

.03 

T 

.38 

.20 

6.79 

PHILADELPHIA  WB  AIRPORT 

.04 

.54 

!03 

1.80 

.85 

T 

.01 

1.40 

T 

.61 

.11 

T 

.05 

.18 

.17 

T 

T 

.14 

1.40 

.07 

7.40 

PHILADELs'.ifA  PT  BREEZE  z 

.05 

.49 

1.61 

.91 

T 

1.35 

.63 

.18 

.19 

.21 

.10 

.82 

-.06 

6.60 

PHILADELPHIA  SHAWMONT 

T 

.60 

.02 

2.00 

.02 

1.00 

T 

1.59 

.04 

.68 

.40 

.40 

.20 

.04 

T 

.04 

.10 

.82 

.20 

8.15 

PHILADELPHIA  WB  CITY 

.03 

.53 

.01 

1.82 

.83 

T 

1.31 

T 

.69 

.13 

.03 

.17 

.32 

T 

T 

.12 

.81 

.03 

6.88 

P1ULLIPS3UKG  WB  AP      r 

.13 

.30 

T 

.48 

.04 

.50 

.03 

T 

.01 

T 

.07 

.13 

.24 

.30 

.03 

T 

T 

.11 

T 

T 

.54 

.17 

3.73 

PHOENIXVILLE  IE        z 

.51 

.31 

1.11 

.86 

.06 

.98 

.40 

1.40 

.01 

.6G 

.10 

.28 

.01 

.87 

.46 

8.02 

PIKES  CREEK            r 

.06 

.78 

.82 

.02 

.34 

.92 

.35 

.50 

.03 

.02 

.22 

.10 

.31 

.02 

.11 

.08 

4.68 

PINE  GROVE 

T 

.34 

.41 

1.24 

.17 

.43 

.41 

1.11 

.53 

.02 

.48 

.12 

.04 

.30 

T 

.02 

T 

.10 

1.51 

7.23 

PINE  GROVE  MILLS  IS    r 

.11 

.31 

.05 

.43 

.02 

.54 

.86 

.22 

.46 

.27 

.16 

.07 

.34 

.30 

.01 

4.15 

PITTSBURGH  7  SE  WB  AP   z 

.43 

.13 

.32 

.18 

.01 

.50 

T 

.12 

.39 

T 

.41 

.32 

.11 

T 

T 

T 

T 

.14 

.02 

.04 

3.17 

PITTSBURGH  WB  CITY      z 

.57 

.09 

.41 

.18 

.15 

.34 

.04 

.01 

T 

.15 

.24 

.50 

T 

T 

T 

.11 

.01 

.02 

2.82 

PLEASANT  MOUNT  1  W      z 

.13 

.08 

.50 

.04 

.80 

.04 

.15 

.20 

.24 

.93 

.16 

.17 

.18 

.04 

.03 

.63 

.12 

4.44 

PORT  ALLEGIWNY 

.22 

.03 

.43 

.21 

.11 

.08 

.02 

.08 

.07 

.30 

.22 

.01 

.64 

.18 

.21 

.09 

.15 

.04 

.09 

.71 

.01 

.31 

4.21 

PORT  ALLEGHANY  HATCHERY 

.27 

.75 

.10 

.09 

.16 

.29 

.32 

.33 

.31 

.19 

.05 

.84 

T 

.09 

4.34 

PORT  CLINTON            z 

.33 

.47 

1.05 

.54 

.42 

.52 

1.05 

.77 

.13 

.02 

.57 

.03 

.31 

1.75 

7.96 

PORTLAND 

.17 

.24 

.19 

.33 

.97 

1.40 

.72 

.27 

.59 

.04 

.16 

1.24 

T 

6.32 

POTTSTOWN 

.37 

.54 

1.81 

.53 

.54 

1.76 

.94 

T 

.77 

.02 

.33 

.04 

1.58 

1.44 

10.67 

POTTSVILLE 

.60 

.59 

.48 

.20 

.41 

.44 

1.05 

.78 

.16 

. 

.55 

.15 

T 

.38 

.12 

1.05 

6.96 

POTTSVILLE  BRIDGE 

.58 

.22 

.82 

.20 

.27 

.53 

1.01 

.73 

.14 

.54 

.15 

.01 

.34 

T 

.24 

.08 

.96 

6.82 

PUraSUTAWNEY  1 

.24 

.02 

.41 

.05 

.31 

.42 

.04 

■  .06 

.02 

.44 

.03 

.11 

.49 

.44 

.01 

.01 

.10 

.24 

.02 

3.46 

PUNXSUTAWNEY  2          r 

.12 

.12 

.05 

.38 

.02 

.65 

.09 

.39 

.02 

.43 

.44 

.35 

.11 

.04 

3.21 

PUTNEYVILLE  DAM  2  SE   z 

.58 

.19 

.60 

.14 

• 

.32 

.04 

.20 

.05 

.04 

.07 

.04 

.02 

.48 

.27 

T 

.06 

.02 

T 

.02 

.09 

.30 

T 

4.03 

QUAKERTOWN 

T 

.71 

1.74 

.04 

1.03 

2.96 

.04 

.16 

.59 

.28 

.18 

.04 

.04 

1.44 

.41 

9.66 

RAYMOND               r 

_ 

_ 

.03 

.54 

.05 

_ 

_ 

- 

.01 

.10 

.59 

.37 

• 

* 

• 

• 

* 

- 

- 

- 

- 

- 

- 

- 

- 

READING  WB  CITY         z 

.10 

.54 

.03 

1.57 

1.00 

1.23 

1.47 

T 

.54 

.20 

T 

.15 

.12 

.06 

.01 

1.24 

.24 

8.50 

RENOVO 

T 

.23 

.19 

.34 

.22 

.26 

.16 

T 

T 

.04 

.18 

.14 

.17 

.93 

.10 

.02 

.27 

.03 

.56 

.12 

.05 

4.06 

RENOVO  6  S  STATE  CAMP   r 

.04 

.39 

1.02 

.04 

.39 

.06 

.04 

.10 

.54 

.37 

.13 

.03 

.21 

.07 

.13 

.05 

4.11 

RETREAT  FARMS 

T 

.31 

.43 

T 

.85 

.03 

T 

T 

.11 

.51 

1.01 

.12 

.53 

.03 

.03 

.04 

.09 

.15 

.25 

4.49 

REW 

.10 

.63 

.32 

.17 

.10 

.02 

.26 

.09 

.34 

.12 

T 

.60 

.01 

.38 

.06 

.09 

.12 

.64 

.11 

4.16 

RICES  LANDING  L  6  LOWER 

.79 

.07 

.37 

T 

.29 

.23 

2.01 

.04 

.01 

.05 

.40 

.18 

.08 

.38 

.06 

4.96 

RIDGWAY               z 

.20 

T 

.44 

.12 

.20 

.31 

.05 

.07 

.10 

.02 

.10 

.19 

.02 

.80 

.32 

.10 

T 

.10 

.06 

.04 

.51 

T 

.57 

4.32 

RINGTOWN  1  SW 

1.50 

.80 

.40 

.90 

.60 

.60 

.60 

.40 

1.30 

6.90 

ROCHESTER  IN           r 

.45 

.08 

.35 

.62 

.17 

.49 

.02 

.01 

.17 

.06 

.01 

.23 

.36 

.04 

.04 

3.10 

RUSH  6  S 

.08 

.08 

.28 

.20 

.42 

.27 

T 

.06 

T 

.14 

.20 

.11 

.31 

.39 

.10 

.40 

.01 

.10 

.91 

.33 

.06 

4.45 

SAFE  HARBOR  DAM 

.55 

.11 

1.25 

.10 

.42 

.54 

.26 

.40 

T 

.63 

.73 

.21 

.17 

T 

.65 

T 

T 

2.96 

.13 

9.11 

SAGAMORE  1  SE 

T 

.51 

.14 

.44 

.19 

.15 

.48 

T 

T 

.21 

.97 

.14 

.37 

.24 

.01 

.03 

.03 

.43 

.03 

3.47 

SALTSBURG 

.54 

.07 

.54 

.03 

.19 

.17 

.04 

.47 

.13 

.27 

.29 

.15 

.43 

.03 

T 

.71 

.01 

4.07 

SAXTON                z 

.55 

.27 

.27 

.16 

.40 

.33 

1.12 

1.05 

.33 

.08 

.16 

.43 

5.80 

SCANDIA                 r 

.16 

.78 

.32 

.12 

.05 

.02 

.29 

.OS 

.40 

.42 

.13 

.11 

.10 

.56 

.05 

3.67 

SCHENLEY  L  5  LOWER 

.42 

.01 

.78 

.04 

.22 

.30 

.09 

.06 

.17 

T 

.14 

.37 

.01 

T 

.14 

.02 

3.07 

SCRANTON  WB  CITY        r 
SELINSGROVE  AIRPORT 

.06 
.53 

.71 

.51 

.66 

.81 

.02 

.02 

.22 
.36 

.33 
.76 

.59 
.43 

.31 
.28 

.0.6 
.07 

.05 
.03 

.07 

.20 

.07 
.34 

T 

.16 

.08 
.03 

.39 
•■35 

.12 
.41 

4.10 
4.98 

SELLEHSVILLE  2  NW       r 
SEWARD 

.06 
.57 

.28 

1.41 
.34 

.18 

.74 
.11 

.36 

.38 

1.82 

.10 
.02 

.23 

.90 

.78 

.24 

.04 

.03 

.07 

■ 

.51 

.82 
.06 

6.33 
3.77 
5.74 
7.28 
4.18 

SHADE  GAP               r 
SHAMOKIN 

.30 

.37 
.63 

.09 
.37 

.25 
.45 

.08 

.58 
.30 

.27 

1.32 

.58 
1.20 

.19 
1.10 

.76 

.34 

.17 
.27 

.19 

.05 

.35 

.05 

.20 

.81 

.61 
.14 

.03 
.87 

SIIARPSVILLE 

.51 

1.05 

.15 

.40 

.24 

.05 

.05 

.39 

.05 

.10 

.02 

.40 

.50 

.12 

.15 

SHEFFIELD  CHERRY  GROVE  r 

.09 

.21 

.61 

.48 

.09 

.29 

.11 

.03 

.11 

.01 

.59 

.60 

.03 

.11 

.09 

.63 

.67 

.84 

.55 
.75 

.28 

.22 
.45 

4.78 
4.23 
3.75 
5.05 
5.02 

SHIPPENSBURG 

SMETHPORT  HIGHWAY  SHED  r 

SOMERSET  WATER  WORKS 

T 

.17 

.37 

.71 
.17 
.38 

.02 

.39 
.73 
.37 

T 
.02 

.88 
.36 
.35 

.04 

.17 

.09 

.10 

.04 

.39 
.09 
.70 

.22 
.04 
.02 

.42 

.70 
.55 

.06 
.20 
.40 

.08 
.09 

T 
.06 

.11 
.04 

T 

.77 

.02 

.23 

.09 

SOMERSET  2  E  SUBSTATION 

1.10 

.10 

.35 

.50 

.15 

.35 

.75 

.55 

.30 

SOUTH  MOUNTAIN 

SPRING  GROVE           ^ 

SPRINGS  1  3« 

SPRUCE  CREEK 

STATE  COLLEGE           z 

T 
.43 

.08 

.80 
.85 
.47 
.58 
.18 

.12 
.03 

.22 

T 

.35 
1.31 
.46 
.30 
.62 

.04 

T 

.09 

.01 

1.17 
.81 
.59 
.48 
.44 

.17 

.11 
.16 
T 

T 

T 

T 

T 
1.88 

.08 
1.50 

.63 
1.07 

.16 

.20 
.16 
.25 
.47 
.36 

.02 
.08 

.06 

.67 
.35 
T 
.36 

.64 

.10 
.27 
.26 
.04 

.08 
.24 
T 

T 

.23 
.04 

.11 
T 

T 

.14 
.67 

T 

.80 
.30 

65 
.57 
.07 

2.85 

1.15 

.15 

.13 

T 

.02 
.11 
.04 

6.61 
7.55 
5.56 
4.63 
4.54 

STRAUSSTOWN 

STRONGSTOWN             r 

.32 

.38 
.38 

.33 
.13 

.94 
.60 

.48 

.29 
.70 

.78 

.09 

.04 

.83 
.01 

.58 
.21 

.30 

.62 
.10 

.03 

.23 
.03 

.09 

.14 

.06 

1.62 

7.22 
3.14 

STROUDSBURG  2  E  SUBSTA 
STROUDSBURG             r 
STUMP  CREEK 

.19 
.15 

.21 

.36 
.35 

.36 
.07 

.28 

.91 
.64 

.04 

1.46 

.58 
.22 

.32 
.12 

.05 

.10 

.58 
.35 

T 
.40 

.16 

.06 

.03 

.03 

.12 

.85 

6.07 
2.92 

SUNBURY               z 

SUNBURY  AIRPORT  2  N 

SUSQUEHANNA 

SUTERSVILLE 

TAMAQUA 

T 
.14 

.08 

.28 
.54 

.64 

.44 

.29 

.06 
.29 

.52 
.51 
.16 
.54 
.40 

.03 

T 

.28 
.04 
.76 

.41 
.65 
.10 
.28 
.12 

.42 

T 

.47 

.16 

.88 

T 
T 
.05 

.06 

.07 
.03 

.59 

.36 
.38 
.09 
.72 
.99 

.25 
.70 
.32 

.24 
.85 

.36 

.17 
.06 
.22 

T 

.35 
.03 
.07 

.35 
.09 
.50 
.32 
.59 

T 

.05 

.16 

.12 

.11 

.06 
.06 

.28 

.35 
.04 
.25 

.29 

.02 
.05 

.03 
.05 

T 
1.02 
.57 

.16 

.28 
.62 
.04 
.14 

.45 
.10 
.19 

.53 

4.93 
5.01 
4.31 
3.42 
7.18 

TAMAQUA  4  N.STL  CK  DAM  2 
TAMARACK  2  S  FIRE  TOWER 
TIONESTA  2  SE  DAM       2 
TITUSVILLE  2  S 
TITUSVILLE              I 

.02 
.03 

.08 

.48 
.31 

.13 
.IS 
.12 

.32 

.15 
.01 

.01 

.38 
.49 
.39 
.73 
.38 

.50 
.34 
.03 

.10 

.05 
.35 
.16 
.42 
.30 

.83 
.10 
.39 

.11 
.10 

T 
.03 

.12 

.04 

.15 
.40 
.10 

.03 
.27 

.01 

.08 
.09 

1.87 
.13 
.15 
.23 
.21 

.66 

.07 

T 

.02 

.03 

.27 

.02 
.01 

T 

.75 
.44 
.44 

.63 
.74 
.02 
.41 
.12 

.15 
.07 
.31 
.01 

.10 
.03 
.03 

.29 
.23 
T 
.05 

.05 
.02 
.03 
.01 
.04 

T 

.06 
.35 
.48 

.34 

1.40 

.28 

.14 

.07 

.39 
.89 

.48 

T 

.12 

.06 

7.29 
5.00 
4.22 
3.59 
2.72 

TOWANDA                 2 
TOWER  CITY  DAM 
TUNKHANNOCK  1  S  AP      2 

.10 
.18 

.02 

.02 
.46 

.02 

.17 

1.47 

.28 

.30 
.31 

.04 
.86 
.21 

.33 
.41 

T 

.06 

.06 

.12 
.31 

.19 

1.40 

.11 

.17 
.21 
.27 

.25 
.25 

.02 
.39 

.22 

.66 
.11 
.19 

.03 
.12 

.06 

.54 

.33 
.01 

T 

.01 

1.39 
.04 
.41 

.02 

.03 
.25 

1.24 
.97 

.02 

.12 
.24 
.12 

.06 

5.88 
6.53 
3.15 
3.47 

TUNNELTON  //            I 

.17 

.3£ 

.14 

.48 

.02 

.44 

.15 

.23 

.04 

.40 

.4^ 

.2< 

.65 

.22 

4.30 

TYRONE  4  NE  BALD  EAGLE  I 

.04 

.4£ 

.01 

.51 

.02 

.53 

1.07 

.05 

.15 

.40 

.16 

'   It./Ho 

F 

TABLE    3 -Continued 
DAILY    PRECIPITATION 


PENNSYLVANIA 
MAY  1948 


STATION 


DAY    OF    MONTH 


10       II       12      13      14      15      16      17      le      19     20     21     22     23     24     25    26     27     28     29     30      31 


UNION  CITY  1  W         r 

imiONTOWN 

VANDKRGRIPT 

VANDKRaRIFT  2  W         r 

VIRGINVILLE 

WARREN 

WASHINGTON  r 

WATROUS  9  S  L£E  FIRE  TWR 
WATOHSBURG  2  W 
WAYNKSBURG  IE  r 

WEBSTER  HILLS  3  SW      r 

WELLSBOBO 

WELLSBOHO  2  B  r 

WELLSVILLE 

WERNERSVILLE 

WEST  CHESTER 
WEST  GROVE  \    SE 
WEST  NEWTON 
WHITESBDRG 
WILKES- BARRE 

WILLIAJISPORT  4  SE  TOWER 

WILLIAMSPORT  4  E  WB  AP 

WILHAMSPORT  z 

WILLIAHSTOWN 

WIND   GAP   3    SW  r 

YORK  3  SW  PUHPING  STA 
YORK  2  S  FILTER  PLANT   r 
YORK  HAVEN 

YODUGSVILLE  r 

ZIONSVILLE  1  SW 


.45 
.91 
.30 
.03 
.47 

.47 
.12 
.22 
1.00 
.28 

.26 


.46 
.14 
.65 
.49 
1.05 

.60 
.17 
.42 
.50 
.02 


19 

36 

1.08 

50 

1.73 

2.00 

.60 

.73 

.25 

.85 
.90 
.58 
1.10 
91 

1.30 
1.07 
1.01 
52 
2.15 


.36 
.20 
.35 
.62 

1.00 
.09 
.15 
.95 
.96 

.97 

.26 
.32 
.07 

.18 
.30 
.23 
.42 

.85 

.52 
.98 
.53 
.41 

1.02 


1.30 
.37 
.56 
.43 

.04 


.47 

1.00 

.7i 


.19 

.13 

1.00 


.37 
1.22 


82 

.16 

.01 

.15 

.06 

IS 

.34 

1.76 

86 

.05 
.33 

.52 

.03 

.41 

.14 

.48 

1.60 

1.79 


.90 
1.42 


1.47 
1.68 


T 
1.88 


.17 

.12 

1.25 


07 
1.20 


1.81 
.18 

T 

.54 
.57 
.32 


.78 
1.06 

1.67 
1.09 

.04 

T 
1.05 


.04 
1.05 
1.03 

1.98 

.20 

1.09 


.41 
1.06 


3.95 
4.47 
3.52 
3.48 
9.25 

4.22 
4.40 
5.03 
4.37 
4.85 


4.15 
3.70 
5.22 
7.79 

8.91 
9.04 
5.24 
4.22 
5.60 

4.30 
3.91 
3.88 
6.44 
6.66 

7.66 
8.03 
6.84 


See   reference  notes   foilowing  :statlon    Index 
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PENNSYLVANIA 
MAY  1948 


TABLE    4 
HOURLY    PRECIPITATION 


A.  M.    HOUR  ENDING 

P. 

M.  HOUR  ENDING 

-J 
< 

1- 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

o 

h- 

1st 

ERIE  WB  CITY 

.01 

.01 

JACKSON  SUMMIT 

.01 

.02 

2 

d 

. 

.03 

ALLENS  MILLS 

.09 

.02   .02   .01 

.14 

ALLENTOWN  WB  AIRPORT 

.01   .01 

.05 

.01 

.08 

BETHLEHEM  LEHIGH  UNIV 

.02 

.03 

.01 

.06 

SLAIN 

* 

* 

* 

*    « 

*     »     * 

« 

* 

* 

* 

BIAl6S"£  .LE  6  ENE  6x 

• 

* 

*     •     »     .17   * 

« 

* 

* 

.57 

BLAKESLEE  CORNERS 

.01 

.01 

BOSWELL 

.07 

.12 

.04 

.02 

.05 

.34 

.10 

.74 

BROOKVILLE  6x 

♦ 

• 

*          * 

»     .15   * 

* 

* 

* 

.19 

BUCKSTOWN 

.10 

.17 

.05 

.02 

.26 

.60 

BUTLER  SUBSTATION 

.08 

.05 

.03                  .01 

.05 

.08 

.30 

CANTON  1  NW 

* 

• 

.02 

.02 

.04 

CARTER  CAMP 

.02   .10 

.04 

.16 

CHAMBERSBURG 

.08 

.04   .01 

.32 

.45 

CHARLEROI 

• 

.17 

.02 

.11 

.07 

.42 

.79 

CLARION  DAM  3  SW 

.04 

.08   .13 

.02   .01 

.02 

.30 

COALPORT 

.01 

.08   .02 

.03   .02   .01 

.01 

.18 

COATESVILLE  1  SW 

.02   .05 

.02   .01 

.10 

CONFLUENCE  DAM  1  SW 

.15 

.17 

.05 

.03 

.26 

.02 

.68 

CONNELLSVILLE  4  N 

.03 

.26 

.02 

.03 

.15 

.13 

.62 

CBESSON  1  E 

.08 

.04 

.01 

.10 

.20 

.43 

DRIFTWOOD 

« 

* 

« 

•     ♦ 

*     *     * 

« 

♦ 

* 

4> 

DU  BOIS  7  E 

.01 

.10   .02 

.09 

.22 

DUNLO 

.09 

.06 

.03 

.07 

.32 

.57 

DUSHORE 

.02 

.06 

.01 

.09 

EAGLES  MERE 

.01        .02 

.02 

.02 

.07 

EMPORIUM 

.02   .01   .01 

.04 

ENGLISH  CENTER 

• 

.01 

.02 

.01 

.04 

EVERETT 

.01 

.06 

.14 

.21 

FORD  CITY  DAM  4  S  // 

.01 

.07 

.01 

.01 

.07 

.07 

.24 

FRANKLIN 

.05 

.12   .03 

.20 

GETTYSBURG  1  S 

.07   .02 

.07 

.15 

.31 

GLENCOE   • 

. 

.08 

.30 

.09 

.28 

.09 

.84 

GLEN  ROCK 

.02 

.06   .04'  .03 

.15 

GREENSBURG  2  E  HWY  SHED 

.06 

.05 

.07 

.16 

.26 

.01 

.61 

HARRISBURG  3  S  WB  AIRPORT 

.05!  .01 

.06 

HEWITT  2  S 

.21 

.09 

.03 

.12 

.21 

.66 

HOLLIDAYSBURG 

.09 

.04 

.03 

.17 

.33 

HOLTWOOD 

.04 

.02   .04 

.10 

HOME 

.04 

.05 

.09 

HUNTSDALE  FISH  HATCHERY 

' 

.02 

.06   .01 

.11 

.20 

INDIANA  2  SE 

.07 

.03 

.02 

.14 

.07 

.33 

JAMESTOWN  2  NW 

.03 

.10   .02 

.01 

.16 

JOHNSTOWN  2 

.14 

.05 

.01 

.03 

.11 

.25 

.59 

KANE  5  SE 

.03   .06 

.09 

KIRKWOOD  1  SW 

.03 

.05   .01 

.09 

LANCASTER  2  NE  FILTER  PLANT 

.01   .02   .03 

.02 

.08 

LAURELTON  2  N  STATE  VILLAGE 

.04 

.02   .06 

.01 

.01 

.14 

LEBANON  3  SW 

.01 

.01 

.02 

LEHIGHTON 

.01 

.01 

.02 

LEWISTOWN 

.01   .03 

.04   .02 

.10 

LOCK  HAVEN  1 

.02 

.01 

,03 

MARIENVILLE 

.02 

.02   .01 

.01 

.06 

MARTINSBURG 

.04 

.06   .02 

.08 

.20 

MARTINSBURG  AIRPORT  6x 

. 

* 

* 

*     * 

•     .12   * 

« 

* 

« 

.64 

MEADVILLE  1  S 

.08   .05 

.13 
.02 

MEDIX  RUN 

.02 

MERCER  WB  AIRPORT  6x 

* 

« 

*     • 

•     .23   * 

* 

* 

« 

.31 

MERCER 

.03 

.10 

.05   .01 

.01 

.04 

.05' 

.01 

.30 

MILLVILLE 

1            .02 

.03 

.05 

MONROE  FURNACE 

.021  .04   .03   .01 

\ 

.01 
.01 

' 

.11 
.01 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

MOUNT  UNION  1  NW 

.01 

.03 

.01 

.01 

.04 

.18 

■0^ 

.32 

MURRYSVILLE 

.04 

.04 

.02 

.01 

.01 

.13 

.25 

.01 

.51 

NEFFS  MILLS  4  NE 

.01   .02 

.07 

.10 

NEW  CASTLE  1  N 
PALMERTON 

.02 

.09 

.10   .01 

.02 

.09 
.01 

.04 

.01 

.36 
.03 

PARKERS  LANDING  1  E 

.02 

.02 

.02 

.07 

.08   .04 

.09 

.01 

.35 

PHILADELPHIA  WB  AIRPORT 

.01 

.01   .01   .01 

.04 
.05 
.03 

PHILADELPHIA  POINT  BREEZE 

• 

.02   .02 

.01 

PHILADELPHIA  WB  CITY 

.01   .02 

PHILLIPSBURG  WB  AIRPORT 

.02 

.04   .03 

.03   .03   .01 

.01 

.01 

.18 

PHOENIXVILLE  1  E 

^ 

.04   .04 

.01 

.01 

.10 

PINE  GROVE  MILLS  1  S 

.01 

.05   .04 

.01 

.03 

.11 
.48 

PITTSBURGH  7  SE  WB  AIRPORT  // 

.03 

.04 

.01 

.08 

.29 

PITTSBURGH  WB  CITY 

.05 

.09 

.04 

.11 

.25 

.03 

.57 

PORT  CLINTON 

.02 

.04   .02   .01 

.09 
.12 
.18 

PUNXAUTAWNEY  2 
PUTNEYVILLE  DAM  2  SE 

.06 
.07 

.05   .01 
.07   .01 

.01 

.02 

READING  WB  CITY 
RENOVO  6  S  STATE  CAMP 
RIDGWAY 
ROCHESTER  1  N 

.03 

.10 

.01 

.01 
.01 
.01 

.04   .03   .03 

.01 

.02 

.01 
.24 

.06 

.01 

.10 
.04 
.03 
.45 

SAXTON 

SCANDIA 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HIGHWAY  SHED 

.02   .01 

♦    ♦ 
.11   .01 

*     *     * 

♦     * 

* 

* 
.02 

*     * 
.01   .01 

*     *     * 

.01 

.04   .05 

.01   .02   .08 

.03 

.06 
.02 

• 

.20 
.01 

.16 
.30 
.09 
.17 
.15 
.08 
.32 
.06 
.08 
.08 
.17 
.04 
.03 

SPRING  GROVE 

STATE  COLLEGE 

STRONGSTOWN 

SUNBURY 

TIONESTA  2  SE  DAM 

• 

.03 
.06 

.05   .03 
.01   .04 
.04   .05 
.02 
.02   .04 

.04 

.02   .01 

.03   .01 
.02 

.02 

.15 

TITUSVILLE 

TUNNELTON 

TYRONE  4  NE   BALD  EAGLE 

UNION  CITY  1  W 

.01 
.04 

.01 

.03   .03 

.05   .01 

.01 

.01   .01 

.01 

.01   .01   .01 

.07 

See  reterence  notes  following  Station  Index 
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HOURLY     PRECIPITATION 


PENNSYLVANIA 
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A. 

M. 

HOUR   ENDING 

p.   M.    HOUR    ENDING 

-1 
< 

STATION 

1- 
O 

(- 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

VANDERCRIFT  2  W 

.02 

.03   .02 

.06   .19   .08 

.40 

WASHINGTON 

.10   .01 

.01 

.06 

.18   .27 

.63 

WAYNESBURC  1  E 

.05 

.20   .04 

.01 

.13   .19 

.62 

WEBSTER  MILLS  3  SW 

.03 

.15   .07   .03 

.33 

.61 

WILLIAMSPORT  4  E  WB  AIRPORT  6x 

0 

*     *     • 

.04 

WIND  GAP  3  SW 

.01   .01 

.02 

YORK  2  S  FILTER  PLANT 

.01 

.01 

.01 

.01 

.05   .01 

.01 

.11 

YOUNGSVILLE 

3 

d 

.01 

.01 

ALBION 

.02 

.14 

.01 

.17 

ALLENS  MILLS 

.15 

.01 

.01 

.01 

.07 

.05 

.30 
.62 
.06 
.47 
.90 
.47 
.31 
.97 
.07 
.34 
.29 
.05 
.34 
.32 
.19 
.07 
.60 
.49 
.07 

ALLENTOWN  WB  AIRPORT 

.09 

.09 

.07 

.08 

.03 

.01 

.05 

.12 

.08 

AUSTINBURG  2  W 

.03 

.01 

.01 

.01 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAIRSVILLE  6  ENE  6x 

• 
* 

.40 

* 

.03 

.09 

* 
* 

.06 

♦ 
♦ 

.09 

* 

.04 

.16 

.01 

* 

.03 

.05 

* 

.05 

* 

.02 

* 
« 

*     * 
.31 

*    «    « 

•     .90 

BLAKESLEE  CORNERS 

.02 

.03 

.07 

.15 

.03 

.01 

BOSWELL 

.02 

.18 

.11 

.15 

.06 

.02 

.16 

.04 

.08 

.02 

.07 

.01   .01 

.01   .03 

BROOKVILLE  6x 

* 

.04 

* 

♦ 

• 

* 

* 

.07 

BUCKSTOWN 

.01 

.01 

.16 

.05 

.01 

.01 

.03 

.03 

.01 

.01   .01 

BUTLER  SUBSTATION 

.07 

.09 

.06 

.05 

.02 

CANTON  1  NW 

.02 

.01 

.01 

.01 

CARTER  CAMP 

.02 

.04 

.16 

.10 

.02 

.01 

CHAMBERSBURG 

.20 

.01 

.02 

.05 

.01 

.02 

CHARLEROI 

.01 

.06 

.02 

.07 

.01 

.01 

.01 

CLARION  DAM  3  SW 

.01 

.01 

.02 

.02 

.01 

COALPORT 

.02 

.01 

.01 

.05 

.30 

.06 

.08 

.01 

.01 

.05 

COATESVILLE  1  SW 

.37 

.04 

.01 

.03 

.02 

.02 

CONFLUENCE  DAM  1  SW 
CONNELLSVILLE  4  N 

.02 

.01 

.01 
.02 

.01 
.22 

.02 
.04 

.01 

.01 

.01 

.03 

.04   .10 

.01 

.01 

.50 
.57 
.50 

CRESSON  1  E 

.03 

.02 

.05 

.27 

.07 

.03 

.03 

.04 

.02 

.01 

DRIFTWOOD 

« 

* 

* 

« 

♦ 

* 

* 

* 

.50 

.01 

.12 

DU  BOIS  7  E 

.02 

.03 

.01 

.02 

.02 

.01 

^29 
.11 
.  13 

DUNLO 

.02 

.05 

.03 

.05 

.03 

.01 

.03 

.03 

.01 

.01 

.02 

DUSHORE 

.01 

.01 

.02 

.01 

.04 

.01 

.01 

EAGLES  MERE 

.03 

.01 

.05 

.03 

.01 

!l8 
.41 
.16 
.  25 

EMPORIUM 

.04 

.06 

.02 

.04 

.02 

ENGLISH  CENTER 

.06 

.04 

.08 

.10 

.08 

.04 

.01 

EVERETT 

.03 

.02 

.01 

.04 

.01 

.03 

.02 

FORD  CITY  DAM  4  S  // 

.01 

.16 

.02 

.02 

.02 

.02 

.04 

FRANKLIN 
GETTYSBURG  1  S 

.28 

.05 

.01 

.02 

.01 

.01 

.06 

.01 

.01 

.01 

.02   *     * 

*     •     * 

»    »    ♦ 

.  16 

GLENCOE 

.03 

.03 

.07 

.02 

.01 

iso 

.15 

GLEN  ROCK 

.15 

.25 

.01 

.01 

.01 

.03 

.01 

.01   .02 

GREENSBURG  2  E  HWY  SHED 

.08 

.04 

.02 

.01 

.45 

HARRISBURG  3  S  WB  AIRPORT 
HEWITT  2  S 

.11 

.16 
.02 

.02 

.09 

.04 
.02 

.01 
.01 

.01 

.01 
.01 

.01   .01 

^08 
.66 
.37 
.69 

HOLLIDAYSBURG 

.09 

.01 

.01 

.06 

.22 

.17 

.01 

.02 

.02 

.02 

.01 

.01   .01 

HOLTWOOD 

.03 

.26 

.02 

.01 

.02 

.01 

.01 

.01 

HOME 

.01 

.03 

.21 

.08 

.17 

.08 

.09 

.01 

.01 

.39 
.08 

HUNTSDALE  FISH  HATCHERY 

.24 

.01 

.01 

.02 

.07 

.02 

.02 

INDIANA  2  SE 

.02 

.01 

.03 

.01 

.01 

!o5 

JACKSON  SUMMIT 

.03 

.02 

.04 

JAMESTOWN  2  NW 

.01 

.01 

.02 

.22 

JOHNSTOWN  2 

.01 

.01 

.01 

.08 

.02 

.01 

01 

.01 

.04 

.01 

.01 

.07   .08 

.05   .01   .01 

!22 

KANE  5  SE 

.42 
.60 
.69 
.33 

KIRKWOOD  1  SW 

LAMPETER  SCS  1  A 

LANCASTER  2  NK  FILTER  PLANT 

.18 

.30 

.32 

.08 

.30 

.20 

.02 

.01 

.01 
.05 
.01 

.01 
.03 
.08 

.01 
.01 

.01 
.01 
.01   .02 

.01   .01 

.01   .01 

LAURELTON  2  N  STATE  VILLAGE 

.02 

.01 

.04 

.02 

.02 

.04 

.05 

.02 

.08 

.01 

.01 

.01 

.56 

LEBANON  3  SW 

.03 

.17 

.07 

.01 

.10 

.12 

.05 

.01 

!48 
.23 

LEHIGHTON 

.07 

.05 

.06 

.10 

.02 

.05 

.10 

.03 

LEWISTON 

.O'i 

.04 

.03 

.10 

.01 

.01 

!55 
.60 
.  29 

LOCK  HAVEN  2 

.01 

.IC 

.03 

.05   .OS 

.02 

.11 

.05 

.05 

.03 

.01 

MARTINSBURG 

.3C 

.02 

.04 

.01 

.03 

.04 

.04 

.03 

.02 

.03 

.02 

.01 

.01 

*     .03 

HARTINSBURG  AIRPORT  6x 

« 

.52 

* 

♦ 

* 

* 

* 

.14 

♦ 

* 

* 

• 

« 

.12   * 

♦     *     ♦ 

.  12 

MEADVILLE  1  S 

.04 

.06 

.02 

.  51 

MED  IX  RUN 

.1£ 

)   .02 

.08 

.12 

.10 

.  17 

MERCER  WB  AIRPORT  6x 

* 

■  OS 

• 

* 

« 

* 

* 

.16 

• 

* 

* 

* 

* 

.01 

.30 

MERCER 

.16 

.14 

.32 

MILLERSBURG  2  E 

.01 

.0' 

.02 

.01 

.01 

.05 

.01 

.05 

.08 

.01 

.40 

MILLVILLE 

.03 

.04   .06 

.10 

.07 

.02 

.08 

.33 

MONROE  FURNACE 

.0] 

.03 

.02 

.10 

.12 

.02 

.01 

.01 

.01 

.12 

MOUNT  POCONO  2  N  tfB  AIRPORT  // 

.05 

.05 

.02 

.62 

MOUNT  UNION  1  NW  '/ 

.02 

.18   .18 

.13 

.02 

.04 

.01 

.02 

.01 

.01 

.15 

MURRYSVILLE 

.01 

.03   .0-! 

.04 

.02 

.01 

.37 

NEFFS  MILLS  4  NE 

.o: 

!  .Oi 

.   .02 

.01 

.11 

.10 

.01 

.01 

.03 

.61 

NEW  CASTLE  1  N 

.o: 

I       .0] 

L   .46 

.07   .04   .01 

.42 

PALME RTON 

.01 

.05   .06   .06 

.06   .O'^ 

.02 

.05 

.05 

.02 

.41 

PARKERS  LANDING  1  E 

.01 

.24   .09   .03 

.04 

.54 

PHILJUJELPHIA  WB  AIRPORT 

.o: 

!   .20 

.05   .04   .03 

.01 

.01 

.04 

.07 

.03 

.01 

.01   .01 

.49 

PHILADELPHIA  POINT  BREEZE 

.18   .06   .01 

.04 

.01 

.03 

.01 

.05 

.04 

.01 

.04   .01 

.53 

PHILADELPHIA  WB  CITY 

.17 

.08 

.03 

.01 

.03 

.01 

.07 

.03 

.04 

.01 

.05 

.30 

PHILLIPSBURG  WB  AIRPORT 

.0 

L  .o: 

!   .03 

.03   .03   .03 

.o: 

.03 

.02 

.02 

.02 

.01 

.01 

.01 

.89 

PHOENIXVILLE  1  E 

.o: 

i   .37 

.10 

.01 

.02   .06 

.IC 

.18 

.02 

.06 

PIKES  CREEK 

.01 

.02 

.01 

.01 

.01 

.31 

PINE  GROVE  MILLS  1  S 

.0 

2   .0 

I   .01 

.07 

.11   .02   .01 

.03 

.13 

PITTSBURGH  7  SE  WB  AIRPORT  // 

.01   .06   .01 

.03   .01 

.01 

.09 

PITTSBURGH  WB  CITY 

.02   .05   .01 

.01 

.71 

PORT  CLINTON 

.0 

t   .0 

3   .06 

.06   .02   .01 

.20   .19   .04 

.03   .02 

.01 

.12 

PUNXSUTAWNEY  2 

.0 

J 

.07 

.01 

.01 

.52 

PUTNEYVILLE  DAM  2  SE 

.0 

2 

.01 

.08   .20   .02 

.09   .10 

.54 

READING  WB  CITY 

.0 

2  .i: 

.09   .02   .01 

.01   .04   .09 

.07   .04   .01 

.01 

.39 

RENOVO  6  S  STATE  CAMP 

.0 

L   .0( 

3   .03 

.06   .04   .02 

.06   .10   .01 

.17 

RIDGWAY 

.01 

.08   .06   .01 

.01 

.08 

ROCHESTER  1  N 

.0 

L   .01 

.02   .02   .01 

.01 

.58 

SAXTON 

* 

* 

# 

* 

* 

.58 

.06 

SCRANTON  WB  CITY 

.02   .03 

.01 

.06 

SELLERSVILLE  2  NW 

.01 

.0] 

.01 

.01 

.02 

.37 

SHADE  GAP 

.0 

1 

.02 

.02   .05 

.11   .07   .03 

.01   .01 

.03 

.01 

.21 

SHEFFIELD  6  W  CHERRY  GROVE 

.04   .13   .03 

.01 

.17 

SMETHPORT  HIGHWAY  SHED 

.0 

1 

.01   .05   .09 

.01 

See  reierence  notes  following  Station  Index 
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TABLE    4 -Continued 
HOURLY    PRECIPITATION 


A. 

M. 

HOUR   ENDING 

P.   M.    HOUR    ENDING 

_l 
< 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

o 

1- 

SPRING  GROVE 

.30 

.24 

.01 

.01 

.01 

.06 

.01   .01 

.05 

.02 

.72 

STATE  COLLEGE 

.01 

.02 

.03 

.02 

.06   .02 

.02 

.18 

STRONGSTOWN 

.12 

.01 

.02 

.01 

.01 

.09 

.04   .07 

.01 

.38 

STROUDSBUBG 

.06 

.08   .10 

.07 

.01 

.32 

SUNBURY 

.01 

.09 

.03 

.07 

.03 

.08   .10 

.03 

.02 

.46 

TAMAQUA  4  N  STILL  CREEK  DAM 

.05 

.07 

.07 

.03 

.03   .07 

.05 

.05   .01 

.01   .01 

.45 

TIONESTA  2  SE  DAM 

.01 

.01 

.02 

.04 

TITUSVILI.E 

.01 

.01 

.01 

.05 

.04 

.12 

TOWANDA 

.02 

.02 

TUNKHANNOCK  1  S  AIRPORT 

.02 

.02 

TUNNELTON 

.20 

.03 

.01 

.03 

.02   .05 

.02 

.03 

.39 

TYRONE  4  NE  BALD  EAGLE 

.03 

.05 

.01 

.02 

.20 

.17 

.01 

.49 

UNION  CITY  1  W 

.04 

.28 

.13 

.45 

VANDERGRIFT  2  W 

.01 

.01 

.01 

.03 

WASHINGTON 

.03 

.02 

.06 

.01 

.12 

WAYNESBURG  1  E 

.08 

.15 

.03 

.02 

.28 

WEBSTER  MILLS  3  SW 

.15 

.02 

.02 

.01 

.02 

.01 

.02   .01 

.26 

WILLIAMSPORT  4   WB  AIRPORT  6x 

* 

.04 

* 

* 

* 

* 

* 

.32   * 

♦ 

*     * 

*     .16 

.48 

WIND  GAP  3   SW 

.05 

.07 

.05 

.08   .08 

.04 

.06   .04 

.01 

.48 

YORK  2  S  FILTER  PLANT 

.48 

.10 

.01 

.01 

.07 

.01 

.68 

YOUNGSVILLE 

.04 

.27 

.09 

4 

th 

.40 

ALLENS  MILLS 

.01 

.05 

.06 

BLAIN 

.<,■? 

.02 

BLAIRSVILLE  6  ENE  6x 

* 

* 

« 

« 

.44 

BOSWELL 

.08 

.13 

.09 

.12 

.42 

BROOKVILLE  6x 

* 

* 

* 

* 

.11 

BUCKSTOWN 

.05 

.14 

.02 

.03 

.24 

BUTLER  SUBSTATION 

.01 

.01       .01 

.10 

.15 

.28 

CHAMBERSBURG 

.08 

.08 

.06 

.22 

CHARLEROI 

.08 

.08 

.07 

.03 

.26 

CLARION  DAM  3  SW 

.02 

.04 

.06 

COALPORT 

.02 

.07 

.09 

COATESVILLE  1  SW 

.03 

.07 

.10 

CONFLUENCE  DAM  I  SW 

.11 

.20 

.03 

.02 

.36 

CONNELLSVILLE  4  N 

.01 

.01 

.01   .01 

.01 

.14 

.14 

.05 

.06 

.44 

CRESSON  1  E 

.02 

.03 

.12 

.17 

DRIFTWOOD 

♦    « 

« 

* 

♦ 

* 

DU  BOIS  7  E 

.01 

.03 

.07 

.11 

DUNLO 

.04 

.07 

.04 

.15 

EVERETT 

.01 

.05 

.06 

.05' 

.17 

FORD  CITY  DAM  4  S 

.04 

.12 

.16 

FRANKLIN 

.06 

.06 

GETTYSBURG  1  S 

* 

* 

♦ 

* 

* 

* 

♦ 

*     * 

* 

*       * 

*    •    * 

.22 

.05 

.10 

.82 

GLENCOE 

.01 

.13 

.10 

.07 

.31 

GLEN  ROCK 

.04 

.07 

.11 

GOOD  SPRINGS  1  NW 

.02 

.02 

GREENSBURG  2  E  HWY  SHED 

.09 

.20 

.12 

.08 

.49 

HARRISBURG  3  S  WB  AIRPORT 

.05 

.05 

HEWITT  2  S 

.02 

.16 

.07 

.02 

.27 

HOLLIDAYSBURG 

.02 

.07 

.10 

.19 

HOLTWOOD 

.04 

.04 

HOME 

.04 

.06 

.10 

HUNTSDALE  FISH  HATCHERY 

.01 

.06 

.07 

INDIANA  2  SE 

.01 

.06 

.02 

.14 

.23 

JOHNSTOWN  2 

.01 

.07 

.06 

.14 

KIRKWOOD  I  SW 

.02 

.14 

.16 

LEBANON  3  SW 

.02 

.07 

.09 

MARIENVILLE 

.01 

.01 

MARTINSBURG 

.01 

.03 

.09 

.13 

MARTINSBURG  AIRPORT  6x 

* 

* 

• 

♦ 

.26 

MERCER  WB  AIRPORT  6x 

« 

* 

» 

* 

.31 

MERCER 

.01 

.10 

.11 

MILLERSBURG  2  E 

.03 

.03 

MONROE  FURNACE 

.01 

.01 

MOUNT  UNION  I  NW 

.01 

.04 

.03 

.08 

MURRYSVILLE 

.11 

.14 

.15 

.40 

NEW  CASTLE  1  N 

.02 

.09 

.30 

.41 

PARKERS  LANDING  1  E 

.01   .01 

.01 

.04 

.07 

PHILADELPHIA  WB  AIRPORT 

.01 

.02 

.03 

PHILADELPHIA  WB  CITY 

.01 

.01 

PHOENIXVILLE  1  E 

.10 

.10 

PINE  GROVE  MILLS  I  S 

.01 

.04 

.05 

PITTSBURGH  7  SE  WB  AIRPORT 

.02 

.09 

.09 

.12 

.32 

PITTSBURGH  WB  CITY 

.04 

.14 

.16 

.07 

.41 

PORT  CLINTON 

.02 

.02 

PUNXSUTAWNEY  2 

.05 

.05 

PU'^NEYVILLE  DAM  2  SE 

.01 

.02 

.03 

RAYMOND 

.01 

.01 

.01 

.03 

READING  WB  CITY 

.03 

.03 

RIDGWAY 

.05 

.05 

ROCHESTER  1  N 

.03   .05   .02 

.03 

.17 

.05 

.35 

SHADE  GAP 

.04 

.05 

.09 

SPRING  GROVE 

.01 

.05 

.10 

.16 

STRONGSTOWN 

.05 

.08 

.13 
.02 
.01 

TIONESTA  2  SE  DAM 

.02 

TITUSVILLE 

.01 

TUNNELTON 

.04 

.10 

.14 
.01 

TYRONE  4  NE  BALD  EAGLE 

.01 

VANDERGRIFT  2  W 

.01 

.12 

.18 

.31 

WASHINGTON 

.01 

.01   .04   .03 

.07 

.11 

.09 

.36 

WAYNESBURG  1  E 

.10   .11 

.09 

.05 

.04 

.39 

WEBSTER  MILLS  3  SW 

♦     ♦ 

* 

* 

* 

.15 

YORK  2  S  FILTER  PLANT 

.04 

.11 

5 

th  • 

ALBION 

.02 

.09 

.10 

.04 

.04 

.07 

.06 

.03   .01 

.46 

ALLENS  MILLS 

.10 

.oe 

.06 

.07 

.07 

.08 

.05 

.05   .04 

.01 

.01 

.03   .01 

.64 

ALLENTOWN  WB  AIRPORT 

.01 

.02 

.07 

.04 

.02 

.02 

.11 

.14   .28 

.11 

.12   .07 

.04        .01 

.03   .08   .01 

1 .18 

AUSTINBURG  2  W 

.11 

.11 

.08 

.09 

.04 

.01   .06 

.04 

.01   .03 

.02   .02 

.01   .01 

.64 

BETHLEHEM  LEHIGH  UN IV 

.02 

.06 

.06 

.06 

.04 

.10 

.18   .25 

.15 

.06   .09 

.05   .02   .01 

.03   .05   .01 

1.24 
.79 

BLAIN 

.04 

.06 

.08 

.05 

.06 

'  .10 

.20   .01 

.01   .03 

.12   .02   .01 

i 

See  reference  notes  following  Station  Index 
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TABLE    4  — Continued 
HOURLY     PRECIPITATION 


PENNSYLVANIA 
MAY  1948 


A. 

M. 

HOUR  ENDING 

P. 

M.  HOUR  ENDING 

< 

O 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

BLAIRSVILLE  6  ENE  6x 

♦ 

.44 

* 

* 

* 

* 

« 

.45 

* 

• 

* 

* 

« 

.34 

.79 

BLAKESLEE  CORNERS 

.01 

.02 

.05 

.01 

.03 

.05 

.08 

.03 

.03 

.07 

.02 

.02   .04 

.01 

.il 

BOSWELL 

.02 

.03 

.03 

.01 

.04 

.09 

.08 

.09 

.01 

.02 

.01 

.43 

BROOKVILLE  6.x 

« 

.11 

* 

• 

* 

* 

• 

.41 

* 

* 

* 

« 

* 

.04 

.45 

BUCKSTOWN 

.01 

.02 

.02 

.01 

.01 

.02 

.01 

.01 

.11 

BUTLER  SUBSTATION 

.13 

.16 

.11 

.10 

.06 

.07 

.05 

.01 

.01 

.01 

.71 

CANTON  1  NW 

.03 

.08 

.08 

.02 

.02 

.02 

.04 

.02 

.03 

.02 

.36 

CARTER  CAMP 

.12 

.12 

.10 

.08 

.05 

.04 

.07 

.03 

.02 

.03 

.02 

.02 

.01 

.01 

.72 

CHAMBERSBURG 

.06 

.02 

.01 

.02 

.01 

.03 

.15 

CHARLEROI 

.07 

.03 

.01 

.01 

.12 

CLARION  DAM  3  SW 

.05 

.09 

.07 

.21 

.22 

.04 

.01 

.04 

.01 

.01 

.75 

COALPORT 

.05 

.05 

.07 

.06 

.02 

.06 

.01 

.01 

.01 

.02 

.02 

.16 

.02 

.01 

.57 

COATESVILLE  1  SW 

.08 

.16 

.24 

.24 

.26 

.24 

.33 

.28 

.06 

.02 

.01 

1 .92 

CONFLUENCE  DAM  1  SW 

.01 

.01 

.01 

.01 

.01 

.01 

.06 

CONNELLSVILLE  4  N 

.01 

.02 

.01 

.02 

.03 

.04 

.13 

CRESSON  1  E 

.08 

.01 

.06 

.03 

.04 

.05 

.01 

.08 

.01 

.07 

.01 

.01 

.46 

DRIFTWOOD 

« 

* 

« 

♦ 

• 

« 

* 

* 

« 

* 

* 

♦ 

* 

* 

* 

« 

*    * 

•   .,* 

« 

DU  BOIS  7  E 

.08 

.01 

.08 

.02 

.01 

.01 

.01 

.01 

.03 

.03 

.10 

.02 

.01 

.01   .02 

.45 

DUNLO 

.01 

.02 

.07 

.01 

.01 

.01 

.01 

.01 

.03 

.01 

.19 

DUSHORE 

.01 

.02 

.03 

.04 

.02 

.02 

.04 

.06 

.02 

.02 

.01 

.02 

.03 

.34 

EAGLES  MERE 

.03 

.10 

.05 

.03 

.01 

.04 

.01 

.01 

.28 

EMPORIUM 

.04 

.08 

.08 

.12 

.16 

.14 

.10 

.02 

.01 

.01 

.02 

.02 

.01 

.01 

.82 

ENGLISH  CENTER 

.04 

.11 

.13 

.13 

.02 

.03 

.06 

.02 

.01 

.02 

.02 

.01 

.60 

ERIE  WB  CITY 

.11 

.07 

.02 

.04 

.01 

.25 

ERIE  AIRPORT  6x 

« 

* 

* 

♦ 

* 

.21 

.21 

EVERETT 

.02 

.04 

.06 

FORD  CITY  DAM  4  S  ,  . 

.19 

.15 

.06 

.02 

.07 

.07 

.04 

.01 

.02 

.01 

.64 

FRANKLIN 

.13 

.08 

.07 

.12 

.05 

.01 

.01 

.03 

.03 

.01 

.01 

.55 

GETTYSBURG  1  S 

.03 

.06 

.06 

.10 

.04 

.03 

.02 

.34 

GLENCOE 

.03 

.06 

.01 

.02 

.12 

GLEN  ROCK 

.23 

.12 

.12 

.03 

.03 

.11 

.11 

.05 

.01 

.01 

.82 

GOOD  SPRINGS  1  NW 

.12 

.20 

.20 

.24 

.12 

.14 

.16 

.03 

1 .21 

GREENSBURG  2  E  HWY  SHED 

.10 

.01 

.01 

.03 

.08 

.06 

.01 

.01 

.31 

HARRISBURG  3  S  WB  AIRPORT 

.12 

.10 

.07 

.08 

.22 

.17 

.09 

.12 

.10 

.01 

.01 

.01 

1 .10 

HAWLEY  1  S  WALLEN  DAM 

.01 

.02 

.04 

.06 

.06 

.04 

.09 

.10 

.09 

.07 

.04 

.01 

.01   .03 

.04 

.71 

HEWITT  2  S 

.03 

.01 

.04 

HOLLIDAYSBURG 

.07 

.05 

.01 

.06 

.05 

.01 

.03 

.02 

.03 

.01 

.34 

HOLTWOOD 

.06 

.17 

.39 

.14 

.13 

.19 

.15 

.16 

.04 

1  .43 

HOME 

.06 

.08 

.13 

.08 

.02 

.06 

.03 

.02 

.01 

.49 

HONESDALE  TANNERS  FALLS 

.07 

.10 

.05 

.01 

.03   .01 

.27 

HUNTSDALE  FISH  HATCHERY 

.04 

.03 

.08 

.15 

.02 

.01 

.18 

.14 

.07 

.01 

.08 

.10 

.04 

.95 

INDIANA  2  SE 

.13 

.08 

.13 

.01 

.01 

.03 

.06 

.08 

.05 

.10 

.02 

.01 

.01 

.72 

JACKSON  SUMMIT 

.03 

05 

.12 

.04 

.02 

.03 

.07 

.05 

.01 

.01 

.43 

JAMESTOWN  2  NW 

.14 

.10 

.10 

.06 

.09 

.05 

.05 

.59 

JOHNSTOWN  2 

.05 

.Ok 

.05 

.02 

.02 

.06   .13   .02 

.37 

KANE  5  SE 

.07 

.06 

.07 

.08 

.09 

.04 

.06 

.02 

.06 

.02 

.05 

.02 

.11 

.06 

.03 

.01 

.85 

KIRKWOOD  1  SW 

.08 

.36 

.20 

.22 

.10 

.22 

.40 

.14 

1  .72 

LAMPETER  SCS  1  A 

.09 

.06 

.25 

.16 

.14 

.10 

.18 

.18 

.04 

1.20 

LANCASTER  2  NE  FILTER  PLANT 

.01 

.05 

.04 

.13 

.18 

.12 

.16 

.18 

.30 

.13 

1 .30 

LAURELTON  2  N  STATE  VILLAGE 

.07 

.14 

.16 

.16 

.11 

.17 

.18 

.05 

.05 

.01 

.01 

.01 

.01 

.02 

.01 

1 .16 

LEBANON  3  SW 

.13 

.27 

.13 

.07 

.12 

.05 

.01 

.02 

.01 

.81 

LEHIGHTON 

.06 

.02 

.02 

.07 

.08 

.04 

.10 

.25 

.20 

.13 

.04 

.03 

.02 

.01 

.02 

.02   .01 

1.12 

LEWISTOWN 

.09 

.12 

.07 

.08 

.11 

.06 

.15 

.10 

.08 

.01 

.01 

.08 

.96 

LOCK  HAVEN  2 

.02 

.16 

.15 

.14 

.20 

.17 

.10 

.12 

.04 

.01 

.01 

.01 

.01 

.01 

1.15 

MARIENVILLE 

.07 

.07 

.04 

.12 

.18 

.10 

.04 

.04 

.02 

.70 

MARTINSBURG 

.08 

.01 

.01 

.01 

.07 

.02 

.01 

.07 

.02 

.30 

MARTINSBURG  AIRPORT  6x 

♦ 

.26 

* 

* 

« 

« 

« 

.09 

« 

* 

« 

* 

* 

.02 

* 

*     « 

•     .10 

.21 

MEADVILLE  1  S 

.08 

.12 

.25 

.03 

.03 

.05 

.05 

.04 

.01 

.02 

.68 

MED IX  RUN 

.20 

.08 

.08 

.08 

.14 

.20 

.12 

.03 

.04 

.02 

.02 

.02 

.03 

.02 

.01 

1  .09 

MERCER  WB  AIRPORT  6x 

« 

.31 

* 

* 

* 

* 

* 

.65 

* 

* 

* 

* 

« 

.04 

.69 

MERCER 

.12 

.17 

.24 

.09 

.06 

.03 

.07 

.01 

.79 

MILAN 

.04 

.09 

.06 

.05 

.05 

.01 

.01 

.05 

.01 

.01 

.01 

.39 

MILLERSBURG  2  E 

.03 

.04 

.09 

.06 

.20 

.14 

.14 

.03 

.06 

.02 

.01 

.01 

.83 

MILLVILLE 

.07 

.14 

.13 

.15 

.10 

.04 

.01 

.02 

.02 

.01 

.69 

MONROE  FURNACE 

.07 

.03 

.01 

.01 

.03 

.05 

.08 

.01 

.01 

.02 

.05 

.01 

.38 

MONTROSE 

.02 

.03 

.10 

.08 

.04 

.07 

.06 

.03 

.01 

.44 

MOUNT  POCONO  2  N  WB  AIRPORT 

.01 

.04 

.05 

.07 

.06 

.05 

.11 

.09 

.05 

.03 

.03 

.03 

.03 

.03 

.05 

.03   .01 

.02 

.79 

MOUNT  UNION  1  NW 

.03 

.01 

.02 

.02 

.01 

.02 

.11 

MURRYSVILLE 

.10 

.05 

.02 

.04 

.01 

.01 

.03 

.02 

.01 

.29 

NEFFS  MILLS  4  NE 

.05 

.05 

.01 

.01 

.02 

.02 

.07 

.01 

.01 

.01 

.01 

.27 

NEW  CASTLE  1  N 

.09 

.15 

.17 

.09 

.08 

.02 

.06 

.02 

.01 

.69 

PALMERTON 

.02 

.02 

.07 

.04 

.05 

.09 

.14 

.16 

.11 

.03 

.04 

.02 

.01 

.02 

.05 

.02 

.89 

PARKERS  LANDING  1  E 

.10 

.09 

.16 

.14 

.08 

.02 

.01 

.04 

.01 

.01 

.03 

.69 

PHILADELPHIA  WB  AIRPORT 

.03 

.13 

.13 

.14 

.13 

.17 

.29 

.20 

.30 

.15 

.05 

.01 

.02 

.02 

.01 

1 .80 

PHILADELPHIA  POINT  BREEZE 

.01 

.05 

.06 

.11 

.13 

.18 

.16 

.29 

.28 

.12 

.19 

.01 

.01 

.01 

1  .61 

PHILADELPHIA  WB  CITY 

.05 

.05 

.09 

.11 

.15 

.16 

.23 

.27 

.36 

.28 

.02 

.01 

.02 

.01 

.01 

1 .82 

PHILLIPSBURG  WB  AIRPORT 

.06 

.04 

.04 

.04 

.04 

.04 

.04 

.02 

.02 

.02 

.01 

.01 

.02 

.02 

.02 

.01 

.01   .01 

.01 

.48 

PHOENIXVILLE  1  E 

.04 

.07 

.16 

.16 

.24 

.33 

.40 

.50 

.44 

.04 

.01 

.01 

.01 

.03 

.03   .01 

2.48 

PIKES  CREEK 

.04 

.12 

.08 

.06 

.13 

.13 

.09 

.03 

.01 

.05 

.02 

.01 

.01 

.78 

PINE  GROVE  MILLS  1  S 

.06 

.01 

.01 

.01 

.03 

.03 

.08 

.04 

.01 

.01 

.05 

.02 

.03 

.03 

.01 

.43 

PITTSBURGH  7  SE  WB  AIRPORT 

.09 

,02 

.01 

.01 

.02 

.03 

.18 

PITTSBURGH  WB  CITY 

.05 

.05 

.04 

.02 

.02 

.18 

PLEASANT  MOUNT   1  W 

.02 

.06 

.11 

.09 

.08 

.05 

.06 

.06 

.06 

.02 

.01 

.62 

PORT  CLINTON 

.03 

.10 

.15 

.15 

.20 

.25 

.28 

.20 

.12 

.02 

.01 

1 .51 

PUNXSUTAWNEY  2 

.05 

.08 

.07 

.11 

.02 

.01 

.01 

.03 

.38 

PUTNEYVILLE  DAM  2  SE 

.05 

.16 

.11 

.06 

.02 

.10 

.02 

.04 

.04 

.01 

.61 

RAYMOND 

.02 

.02 

.10 

.09 

.07 

.03 

.01 

.04 

.05 

.01 

.01 

.02 

.01 

.04   .01 

.01 

.54 

READING  WB  CITY 

.05 

.06 

.10 

.11 

.28 

.16 

.33 

.23 

.17 

.01 

.01 

.02   .02 

.02 

1.57 

RENOVO  6  S  STATE  CAMP 

.06 

.11 

.18 

.13 

.14 

.14 

.10 

.04 

.01 

.03 

.04 

.02 

.01 

.01 

1.02 

RIDGWAY 

.02 

.05 

.04 

.04 

.08 

.09 

.03 

.06 

.01 

.01 

.01 

.05 

.02 

.01 

.52 

ROCHESTER  1  N 

.16 

.14 

.16 

.08 

.02 

.02 

.01 

.02 

.01 

.62 

SAXTON 

.07 

.02 

.01 

.01 

.11 

SCANDIA 

.01 

.09 

.21 

.16 

.15 

.08 

.02 

.01 

.01 

.03 

.01 

.78 

SCRANTON  WB  CITY 

.01 

.03 

.08 

.10 

.07 

.08 

.11 

.08 

.04 

.02 

.01 

.02 

.02 

.01 

.03 

.71 

SELLERSVILLE  2  NW 

.01 

.10 

.22 

.37 

.32 

.09 

.10 

.09 

.01 

.01 

.02 

.06   .01 

1.41 

SHADE  GAP 

.05 

.10 

.02 

.03 

.02 

.01 

.01 

.01 

.25 

SHEFFIELD  6  W  CHERRY  GROVE 

.08 

.11 

.12 

.11 

.09 

.06 

.02 

.01 

.01 

.61 

SMETHPORT  HIGHWAY  SHED 

.04 

.10 

.15 

.10 

.08 

.10 

.05 

.02 

.05 

.01 

.02 

.01 

.73 

SPRING  GROVE 

.19 

.08 

.09 

.05 

.27 

.19 

.12 

.01 

.02 

.02 

.02 

.01 

1.07 

STATE  COLLEGE 

.01 

.04 

.02 

.05 

.05 

.06 

.05 

.09 

.10 

.03 

.04 

.04 

.01 

.02 

.01 

.62 

STRONGSTOWN 

.07 

.08 

.11 

.16 

.01 

.01 

.01 

.07 

.05 

.03 

.60 

STROUDSBURG 

.01 

.01 

.08 

.14 

.08 

.06 

.04 

.08 

.09 

.01 

.01 

.01 

.04 

.05 

.02 

.01 

.74 

SUNBURY 

.04 

.12 

.16 

.06 

.06 

.07 

.07 

.58 

TAMAQUA  4  N  STILL  CREEK  DAM 

.03 

.02 

.08 

.08 

.05 

.07 

.12 

.19 

.09 

.06 

.02 

.01 

.82 

See  reference  notes  following  Station  Index 
51 
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PENNSYLVANIA 

MAY  1948 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


A. 

M. 

HOUR  ENDING 

p. 

M. 

HOUR  ENDING 

_J 
< 

STATION 

1- 

1 

2 

3 

4 

5 

6 

7 

6 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

o 

1- 

TIONESTA  2  SE  DAM 

.07 

.07 

.08 

.05 

.06 

.02 

.03 

.02 

.40 

TITUSVILLE 

.09 

.11 

.07 

.02 

.01 

.05 

.03 

.38 

TOWANDA 

.02 

.08 

.06 

.05 

.09 

.04 

.03 

.02 

.01 

.01 

.01 

.42 

TUNKHANNOCK  1  S  AIRPORT 

.02 

.06 

.02 

.10 

.07 

.08 

* 

« 

* 

.02 

.01 

.01 

.02 

.01 

.42 

TUNNELTON 

.11 

.11 

.06 

.10 

.02 

.02 

.01 

.01 

.03 

.01 

.48 

TYRONE  4  NE  BALD  EAGLE 

.04 

.09 

.05 

.02 

.06 

.02 

.01 

.07 

.05 

.01 

.05 

.04 

.51 

UNION  CITY  1  W 

.01 

.10 

.15 

.01 

.03 

.03 

.05 

.06 

.01 

.01 

.46 

VANDERGRIFT  2  W 

.15 

.14 

.01 

.01 

.08 

.02 

.05 

.01 

.02 

.49 

WASHINGTON 

.02 

.02 

.01 

.05 

.01 

.03 

.02 

.01 

.17 

WAYNESBURG  1  E 

.01 

.01 

.02 

WEBSTER  MILLS  3  SW 

* 

* 

♦ 

* 

* 

« 

* 

* 

* 

* 

* 

* 

* 

* 

* 

♦ 

* 

* 

* 

« 

* 

• 

• 

* 

* 

WELLSBORO  2  E 

.07 

.08 

.03 

.03 

.03 

•.06 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.0) 

.38 

WILLIAMSPORT  4  E  WB  AIRPORT  6x 

♦ 

♦ 

♦ 

* 

* 

.72 

• 

* 

* 

* 

* 

.17 

* 

• 

♦ 

* 

* 

.01 

.90 

WIND  GAP  3  SW 

.08 

.07 

.05 

.04 

.03 

.20 

.12 

.08 

.08 

.08 

.01 

.01 

.03 

.01 

.01 

.01 

.91 

YORK  2  S  FILTER  PLANT 

.24 

.10 

.15 

.04 

.09 

.13 

.18 

.06 

.04 

.01 

.02 

.01 

1.07 

YOUNGS V I LLE 

.06 

* 

* 

.38 

.01 

.02 

.01 

.04 

6 

th 

.52 

ALBION 

.01 

.03 

.04 

.03 

.11 

ALLENS  MILLS 

.01 

.01 

.01 

.01 

.01 

.05 

BETHLEHEM  LEHIGH  UNIV 

.01 

.01 

BLAIRSVILLE  6  ENE  6x 

* 

* 

« 

* 

.06 

BOSWELL 

.01 

.01 

BROOKVILLE  6x 

* 

* 

* 

* 

.03 

BUCKSTOWN 

.01 

.01 

CHAMBERSBURG 

.02 

.01 

.01 

.01 

.05 

CHARLEROI 

.01 

.01 

.02 

CLARION  DAM  3  SW 

.01 

.01 

COALPORT 

.01 

.01 

.02 

CONFLUENCE  DAM  1  SW 

.03 

.03 

DU  BOIS  7  E 

.01 

.01 

.01 

.03 

DUNLO 

.01 

.01 

ERIE  WB  CITY 

.02 

.03 

.01 

.06 

ERIE  AIRPORT  6x 

* 

* 

* 

* 

.10 

FRANKLIN 

.03 

.06 

.09 

GLENCOE 

.01 

.06 

.04 

.11 

HAWLEY  1  S  WALLEN  DAM 

.01 

.01 

.01 

.03 

HOME 

.01 

.02 

.01 

.01 

.05 

INDIANA  2  SE 

.01 

.02 

.01 

.04 

JAMESTOWN  2  NW 

.03 

.07 

.06 

.04 

.20 

LEWISTOWN 

.01 

.04 

.05 

MARTINSBURG  AIRPORT  6x 

* 

* 

• 

* 

.04 

MEADVILLE  1  S 

.01 

.01 

.10 

.08 

.02 

.01 

.23 

MERCER  WB  AIRPORT  6x 

♦ 

* 

* 

• 

* 

.06 

* 

* 

♦ 

» 

.17 

MERCER 

.02 

.03 

.05 

.01 

.11 

MONROE  FURNACE 

.01 

.01 

.02 
.01 
.03 

MURRYSVILLE 

.01 

NEFFS  MILLS  4  NE 

.01 

.02 

NEW  CASTLE  1  N 

.01 

.01 

.03 

.04 

.09 

PHILLIPSBURG  WB  AIRPORT 

.02 

.01 

.01 

.04 
.02 

PINE  GROVE  MILLS  1  S 

.02 

PITTSBURGH  7  SE  WB  AIRPORT 
PITTSBURGH  WB  CITY 

.01 

.04 
.01 

.01 
.06 

.04 
.01 

.01 
.15 
.02 

PUNXSUTAWNEY  2 

PUTNEYVILLE  DAM  2  SE 

RAYMOND 

RENOVO  6  S  STATE  CAMP 

.01 

.01 
.02 

.01 
.05 
.02 

.03 
.05 
.04 

ROCHESTER  1  H 

.01 

.01 

.01 

.01 

.01 

.02 

.02 

.01 

.01 

.01 

.01 

.01 

.03 

.17 
.11 

SAXTON 

.11 

SMETHPORT  HIGHWAY  SHED 

.01 

.01 

.01 

.02 
.01 

STATE  COLLEGE 

TITUSVILLE 

.01 

.09 

.02 
.02 

.10 
.02 
.02 

TUNNELTON 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 
VANDERGRIFT  2  W 
WASHINGTON 

.02 
.01 

.07 

.01 
.01 

.07 
.01 
.03 

.01 
.03 

.01 

.17 
.02 
.08 
.01 

WAYNESBURG  1  E 

WEBSTER  MILLS  3  SW 
YOUNGSVILLE 

7 

th 

.02 

.03 

.05 

ALBION 

.01 

.02 

.09 

.01 

.02 

.02 

.01 

.03 

.01 

.01 

.01 

.02 

.05 

.05 

.07 

.02 

.01 

.02 

.48 

ALLENS  MILLS 

* 

.06 

.09 

.12 

.10 

.08 

.01 

.08 

.04 

.04 

.20 

.11 

.01 

.01 

.95 

ALLENTOWN  WB  AIRPORT 

.02 

.17 

.18 

.24 

.12 

.01 

.01 

.75 
.12 

AUSTINBURG  2  W 

.04 

.06 

.02 

BETHLEHEM  LEHIGH  UNIV 

.01 

.18 

.17 

.20 

.13 

.01 

.01 

.71 

BLAIN 

.15 

.28 

.08 

.11 

.02 

.04 

.02 

.70 

BLAIRSVILLE  6  ENE  6x 

* 

.06 

* 

* 

* 

* 

• 

.26 

• 

» 

« 

* 

* 

.13 

« 

* 

« 

• 

* 

.28 

* 

* 

• 

• 

.73 

BLAKESLEE  CORNERS 

.01 

.03 

.21 

.13 

.16 

.02 

.06 

.07 

.01 

.70 

BOSWELL 

.01 

.13 

.15 

« 

* 

« 

.08 

.01 

.01 

.31 

.02 

.04 

.15 

.16 

.04 

.07 

.01 

.02 

.05 

.01 

1 .27 

BROOKVILLE  6x 

« 

.03 

* 

* 

♦ 

* 

» 

.28 

* 

* 

♦ 

♦ 

• 

.06 

* 

* 

* 

* 

* 

.30 

* 

* 

• 

* 

.72 

BUCKSTOWN 

.03 

.12 

.04 

.07 

.01 

.01 

01 

.01 

.01 

.06 

.04 

.01 

.01 

.01 

.06 

.07 

.01 

.58 

BUTLER  SUBSTATION 

.06 

« 

.06 

.01 

.01 

.11 

.01 

.01 

.01 

.02 

.04 

.03 

.01 

.01 

.01 

.40 
.28 
.35 
.  .95 
.58 
.39 

CANTON  1  NW 

.10 

.06 

.02 

.02 

.01 

.03 

.02 

.01 

.01 

CARTER  CAMP 

.07 

.13 

.08 

.05 

.02 

CHAMBERSBURG 

.03 

.01 

.06 

.24 

.33 

.08 

.12 

.01 

.01 

.06 

.02 

CHARLEROI 

.10 

.05 

.12 

.07 

.01 

.06 

.06 

.04 

.05 

CLARION  DAM  3  SW 

.01 

.01 

.07 

.04 

.02 

.09 

.02 

.01 

.04 

.01 

.01 

.02 

.04 

COALPORT 

.01 

.07 

.09 

.06 

.02 

.01 

.01 

.10 

.01 

.02 

.01 

.01 

.42 

1.13 

.58 

COATESVILLE  1  SW 

.06 

.24 

.24 

.43 

.13 

.01 

.02 

CONFLUENCE  DAM  1  SW 

.01 

.03 

.05 

.05 

.06 

.07 

.09 

.01 

.04 

.02 

.06 

.05 

.03 

.01 

CONNELLSVILLE  4  N 
CRESSON  1  E 

♦ 

.09 

.03 

.01 

.12 
.03 

.22 
.14 

.02 
.06 

.05 
.03 

.02 

.05 
.01 

.03 

.01 

.01 

.64 
.29 

DRIFTWOOD 

« 

« 

* 

♦ 

* 

* 

* 

* 

* 

^  * 

♦ 

''' 

* 

* 

* 

* 

* 

* 

* 

* 

• 

* 

* 

* 

DU  BOIS  7  E 

DUNLO 

DUSHORE 

^ 

* 

* 

.20 

.02 
.03 

.07 
.04 
.08 

.01 
.01 
.10 

.01 
.04 

.07 

.01 

.01 

.01 

.05 

.01 

.03 
.11 

.17 
.12 

.03 
.03 

.01 
.04 

.01 
.02 

.02 
.01 

.03 

.03 

.61 
.47 
.35 
.43 
.30 
.36 
.23 

EAGLES  MERE 

.10 

.15 

.03 

.05 

.04 

.02 

.03 

.01 

EMPORIUM 

.01 

.01 

.06 

.07 

.03 

.01 

.09 

.02 

ENGLISH  CENTER 
ERIE  WD  CITY 

.01 

.03 

.10 

.08 

.08 

.01 

.01 
.01 

.01 

.01 

.04 

.06 
.06 

.01 
.03 

.01 

.01 

.02 

See  reference  notes  following  Station  Index 
52 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


PENNSYLVANIA 
MAY  1948 


STATION 


s  // 


HWY  SHED 
WB  AIRPORT 


ERIE  AIRPORT  6X 

EVERETT 

FORD  CITY  DAM  4 

FRANKLIN 

GETTYSBURG  1  S 

CLENCOE 

GLEN  ROCK 

GOOD  SPRINGS  1 

GREENSBURC  2  E 

HARRISBURG  3  S 

HAWLEY  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLLIDAYSBURG 

HOLTWOOD 

HOME 

HONESDALE  TANNERS  FALLS  // 

HUNTSDALE  FISH  HATCHERY 

INDIANA  2  SE 

JACKSON  SUMMIT 

JAMESTOWN   2   NW 

JOHNSTOWN  2 

KANE  5  SE 

KIRKWOOD  1  SW 

LAMPETER  SCS  1  A 

LANCASTER  2  NE  FILTER  PLANT 

LAURELTON  2  N  STATE  VILLAGE 

LEBANON  3  SW 

LEHIGHTON 

LEWISTOWN 

LOCK  HAVEN  2 

MARIENVILLE 

MARTINSBUHG 

MARTINSBURG  AIRPORT  6x 

MEADVILLE  1  S 
MED IX  RUN 

MERCER  WB  AIRPORT  6x 

MERCER 

MILAN 

MILLERSBURG  2  E 

MILLVILLE 

MONROE  FURNACE 

MONTROSE 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

MOUNT  UNION  1  NW  // 

MURRYSVILIxE 

NEFFS  MILLS  4  NE 

NEW  CASTLE  1  N 

PALMERTON 

PARKERS    LANDING    1    E 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHILLIPSBURG  WB  AIRPORT 

PHOENIXVILLE  1  E 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

PITTSBURGH  7  SE  WB  AIRPORT// 

PITTSBURGH  WB  CITY 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUNXSUTAWNEY  2 

PUTNEYVILLE  DAM  2  SE 

RAYMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

RIDGWAY 

ROCHESTER  1  N 

SAXTON 

SCANDIA 

SCRANTON  WB  CITY 

SELLERSVILLE  2  NW 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HIGHWAY  SHED 

SPRING  GROVE 

STATE  COLLEGE 

STRONGSTOWN 

STROUDSBURG 

SUNBURY 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TOWANDA 

TUNKHANNOCK  1  S  AIRPORT 

TUNNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VANDERGRIFT  2  W 

WASHINGTON 

WAVNESBURG  1  E 

WEBSTER  MILLS  3  SW 

WELLSEORO  2  E 

WILLIAMSPORT  4  E  WB  AIRPORT  6x 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 

YOUNGS V I LLE 


ALBION 

ALLENS  MILLS 
BLAIRSVILLE  6  ENE  6x 
BLAKESLEE  CORNERS 


A.   M.    HOUR    ENDING 


.10 
.07 
.02 
.01 
.03 
.05 


.05 
.08 


.03 
.02 
.01 


.02 
.11 


.05 
.02 
.04 


.02 
.02 


.03 
.02 
.01 


.01 
.02 


.01 
.01 


.01      .01 


.09 


.01 
.01 
.06 


.23 

.06 

* 

.10 

.17 

.03 

.03 
.01 

.18 
.08 


.09 
.08 
.02 


.04 
.07 
.02 


.10 
.10 
.02 


.05 
.01 
.01 
.04 
.02 
.02 


.01 


.06 
.05 

• 

.15 

.04 

.02 

.02 


.15 
.08 


.07 
.25 


.12 
.13 
.03 


.05 
.08 


.07 
.02 

« 

.01 
* 
.01 

.02 


.15 
.03 
.11 
.11 


.13 
.06 
.03 


.09 
.08 
.01 
.02 

.03 
.01 
.10 
.03 


.17 
.06 
.01 
.01 
.02 
.12 


.07 
.05 


.05 
.04 


.05 
.27 


.05 
.05 


.01 

.01 


.09 
.03 
.10 
.37 
.06 

.04 


.10 
.04 


.30 
.18 

.01 
.03 
.05 


.01 
.03 
.15 

.22 
.05 
.19 

.16 

.01 
.10 


.20 
.06 
.13 

.01 

.17 
.05 
.15 


.13 
.02 
.02 

.01 
.10 
.05 
.04 

.14 
.02 

.12 
.05 
.01 

.10 
.05 
.01 
.03 
.14 
.06 
.05 


.02 
.05 


.08 
.03 


.01 
.01 


.04 
.01 

.28 
.02 
.45 
.17 
.05 
.21 

.05 
.08 


.14 
.02 

.02 

.06 

.06 

.10 

• 

.01 

.27 

.21 

.10 
.07 
.04 
.07 

.01 
.08 


.10 
.09 


.02 
.17 

.02 
.02 
.02 
.08 
.07 


.01 
.08 

.12 
.07 
.02 
.33 
.07 
.03 
.08 
.13 

.02 

.01 
.07 
.02 
.07 
.01 
.03 


.01 
.01 


.01 
.01 
.01 
.18 

.25 
.17 

.20 
.02 

.02 

.12 


.06 
.01 
.01 
.06 

.14 


.06 
.18 
.02 
.07 
.03 
.01 
.09 

.06 
.05 


.19 
.14 
.11 
.08 


.01 
.05 
.08 
.12 
.03 


.10 
.25 

.01 
.01 
.23 
.05 
.02 
.08 
.01 


.02 
.02 
.09 
.19 
.07 

.03 
.27 
.10 
.01 
.02 
.09 
.06 
.02 
.08 
.01 
.01 
.09 


.01 
.23 
.01 


.05 
.01 


.04 
.06 


.10 
.10 


.07 

.01 

.02 
.40 

.02 

.14 

.12 

.20 

.01 

.05 

.04 

.01 

.40 

.02 

.02 

.12 

.11 

* 

.10 

.10 

.05 

.08 

.24 


.03 
.09 
.21 
.01 
.18 
.01 
.17 
.01 
.28 
.18 


.05 
.18 


.27 
.03 


.04 
.05 

.01 
.02 
.12 
.04 

.01 
.10 
.28 
.03 
.02 
.02 
.06 
.01 


.01 
.20 
.06 
.12 
.01 


.01 
.01 


.01 
.10 
.01 
.03 


.02 
.06 

.01 
.26 

.30 
.03 
.02 
.27 


.01 
.07 


.08 
.18 

.12 
.24 
.09 

.28 
.13 


.01 
.11 
.21 


.06 
.01 


.20 
.15 
.13 
.03 
.03 
.06 
.12 
.01 

.03 
.01 


.27 
.07 
.01 


.08 
.29 

.02 
.01 
.03 
.18 

.20 
.09 
.28 

.58 
.09 


.15 
.02 
.01 


.17 
.01 


.15 
.24 


.14 
.08 
.25 

.04 
.02 
.10 
.01 

.05 
.01 


.08       .01 


.03 
.02 
.01 
.06 


.04 
.06 


.01 
.01 

.30 
.01 
.01 
.18 


.01 
.01 
.05 
.01 
.12 


.30 
.01 
.02 
.23 


.12 
.02 


.16 
.08 
.30 
.24 
.30 
.01 
.02 
.09 


.20 
.06 
.01 

.06 


.14 
.24 


.02 

.01 


.29 
.01 
.02 
.07 
.03 


.03 
.11 


.29 
.01 


.01 
.02 


P.   M.    HOUR    ENDING 


.02 
.03 


.08 
.16 


.22 
.01 
.02 


.02 
.14 


.02 
.05 


.03 
.02 


.01 
.08 


.01 
.01 


.06 

.07 

,01 

.01 
.03 
.03 
.01 


8th 


.18      .03 

.01       .01 

.03       .02 

.01 

.02       .23 

.15 

.01 

.14 

.01       .01 

♦  • 

.01 

.08 


.01 
.05 


.12 
.01  .13 
.10       .06 


.03       .04 
.01 

.01 

.01       .01 
.10 


.04 
.02 


.04 
.07 


.16 
.05 


.01 


.01 

.25 

.03 

.03       .01 


.08 
.03 


See  reference  notes  following  Station  Index 
-  53  - 


.01 
.01 


.01 
.01 
.03 
.16 


.02 
.01 


.03 
.03 


.01 
.02 


.04 
.01 
01 


.01 
.01 

.02 
.01 
.01 


.01 

.02 

.01 

.01 

.01 

.03 

.06 

.01 

.01 

.09 

.03 

.15   .02 
.50   .01 


.15 
.01 
.02 


.01 
.04  .11 
.01   .02 


.08 
.03 
.09   .01 


8   9  I  10 


II   \2 


*     .04   • 
.04   .01   .01 


01 

.01 

.01 

.01 
.01 

05 

.01 

.08 

.01 

01 

.05 

.01 

.01 

.02 

.01 


.01 
.03 


.02 

.03   .03   .02 
.01 


.01   .03   .03  i  .01 
.08 

•     .01   »     » 


02 

.06 

.01 

04 

02 

.02 

02 

.08 

.05 
.04 

.01 


.01 
.01 


.02 
.01 
.01 


.09 
.04 


.02 
.01 
.01 


.01 
.02 
.01 


.02 
.01 


.01 
.01 


.03   .02 
.02 


.04 
.03 
.03 
.02 
1.00 
.02 
.01 


.01 
.03 


.02 
.01 


.03   .01 
.01 


.03 
.11   .12 


*     * 


.01 

.02 

.02 

.01 

.01 

* 

* 

« 

« 

.01 

.01 

.02 

.01 

.01 

.04 

.01 

.01 

.01 

.01 

01 

.01 

01 

01 

< 
o 


.22 
.52 
.58 
.32 
1.18 
.54 
.90 
.64 
.70 
.84 
.56 
.61 
.49 
.78 
.71 
.44 
.89 
.63 
.15 
.37 
.87 
.37 
1  .00 
1.10 
1.02 
.55 
.76 
1.10 
.51 
.30 
.49 
.64 
.54 
.53 
.65 
.42 
.40 

« 

.65 
.70 
.56 
.60 
.93 
.64 
.36 
.68 
.35 
.84 
.29 
.85 
.91 
.88 
.50 

1.34 
.82 
.54 
.50 
.34 
.91 
.90 
.65 

1.03 

1.00 
.39 
.35 
.49 
.45 
.32 
.66 
.74 
.58 
.48 
.36 
.75 
.44 
.70 

1.00 
.74 
.88 
.49 
.30 
.30 
.55 
.44 
.53 
.41 
.70 
.36 
.62 

1.00 
.15 
.30 
.85 
.98 
.41 


.05 
.13 


/ 


PENNSYLVANIA 

MAY  1948 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


STATION 


BOSWELL 

BROOKVILLE  6x 

DUCKSTOWN 

BUTLER  SUBSTATION 

CANTON  1  NW 

CARTER  CAMP 

CHARLEROI 

CLARION  DAM  3  SW 

CONNELLSVILLE  4  N 

DRIFTWOOD 

DU  BOIS  7  E 

DUNLO 

EMPORIUM 

ERIE  WB  CITY 

ERIE  AIRPORT  6x 

FORD  CITY  DAM  4  S  // 

GREENSBURG  2  E  HWY  SHED 

JAMESTOWN  2  NW 

KANE  5  SE 

MARIENVILLE 

MEADVILLE  1  S 

MED IX  RUN 

MERCER  WB  AIRPORT  6x 

MERCER 

MILAN 

MONROE  FURNACE 

MOUNT  UNION  1  NW  // 

NEW  CASTLE  1  N 

PALMERTON 

PARKERS  LANDING  1  E 

PHILLIPSBURG  WB  AIRPORT 

PIKES  CREEK 

PUTNEYVILLE  DAM  2  SE 

RENOVO  6  S  STATE  CAMP 

RIDGWAY 

ROCHESTER  1  N 

SCRANTON    WB   CITY 

SHEFFIELD  6  W  CHERRY  GROVE 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

UNION  CITY  1  W 

WASHINGTON 

WILLIAMSPORT  4  E  WB  AIRPORT  6x 

YOUNGSVILLE 


ALBION 

ALLENS  MILLS 

AUSTINBURG  2  W 

BROOKVILLE  6x 

CANTON  1  NW 

CARTER  CAMP 

CLARION  DAM  3  SW 

ERIE  WB  CITY 

ERIE  AIRPORT  6x 

FRANKLIN 

GREENSBURG  2  E  HWY  SHED 

JAMESTOWN  2  NW 

KANE  5  SE 

MARIENVILLE 

MEADVILLE  1  S 

MERCER  WB  AIRPORT  6x 

MERCER 

MONTROSE 

PLEASANT  MOUNT  1  W 

RIDGWAY 

ROCHESTER  1  N 

SCANDIA 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HIGHWAYS  SHED 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

UNION  CITY  1  W 

WASHINGTON 

WELLSBORO  2  E 

YOUNGSVILLE 


ALBION 

ALLENS  MILLS 

AUSTINBURG  2  W 

BLAIRSVILLE  6  ENE  6x 

BROOKVILLE   6x 

BUTLER  SUBSTATION 

CANTON  1  NW 

CARTER  CAMP 

CLARION  DAM  3  SW 

COALPORT 

DRIFTWOOD 

DU  BOIS  7  E 

EMPORIUM 

ERIE  WB  CITY 

ERIE  AIRPORT  6x 

FRANKLIN 

HOME 

INDIANA  2  SE 

JAMESTOWN  2  NW 

KANE  5  SE 

MARIENVILLE 

MEADVILLE    1    S 

MEDIX    RUN 


A.   M.    HOUR    ENDING 


.01 
.01 


.01 

.11 

♦ 
.01 

.01 
.02 
.01 
.01 
.02 


.03 
.01 


.01 
.08      * 


.01 


.01       .01 
.01       .01 


.02       .02 
.09      » 


.02      .01 

.01       .03 

.01 


03 

.01 

.01 

01 

.03 

.02 


4        5        6        7        8       9       10       II       12 


.03       .02 
.08      * 
.01 


.01 

.02      .02 

.02 


♦  ♦ 


.01 


.01 
.01 


*  *  * 

.05  .01 


.03      .01       .01 

*  *  ♦ 


.03       .01 
.01 

.01 

♦  *  * 
.01       .01 

*  •  * 


.01 


.04 
.02 


.01 
.01       .01 


.02 
.01 
.01 


♦  *  * 


.01      .01 

*  *  * 


.01 


*         «         * 


.01       .01       .01 
.01 


.01 


.06 
.01 


.01 
.02 


.01 
.02 
.07 


.01 


.01 
.01 


.34      .12 
.01 


.01 

.01      .02 


.02 
.01 
.07      » 


.03 
.01 


.01 

.01 

.01 

.01 
.01 


.02 
.02 


*  .04 


.03 


.01 


.09      .03       .12 
*  .94      * 

.20 


.11  .02 
.10 
.44 

.02       .02 


*  *  * 


.01      .01 


*  ♦  * 
.01 

.02  .02 

*  *  * 


.04 
.01 


.01 

.01 
.01 


.01 

.01      .01 

.01       .01 


.03 
.02 


.02 
.01 


.01      .01 
.01      .01 


.01       .01 


p.   M.    HOUR    ENDING 


2       3 


.01 
.01 
.01 


.01 


9th 


4        5       6        7        8       9       10       II       12 


.01      .01 


.01  .01 


.01 


10th 


.01 


.07 
.13       .01 


.02 

.10      .07      .01 

.04 


.09      .01 
.18       .04 


.01       .01       .02 
.06      .01 


.02       .08       .03 


.18 
.05 


.03 

* 
.01 


.09 


.01       .01 


,02 


.02 


.12 
.01 


.01 


.01 


.01      .01 


.01 


.06 
.01 


.01 
.01 

.02      .03 

.04 

.01       .01 

.05 


.04 


.02 
.03 


.01 
.02 
.01 


.01      .01       .01 


.12 

.01 
.01 

.04 
.05 

.04 
.01 

.01 

.01 

.01 

.03 

.01 

.15 

.01 

.02 

.11 

* 

« 

* 
.06 

.01 

,02 

.03 

.01 

.02 
.01 

.03 
.05 
.02 

.01 


.05       .05 


.08 


See  reference  notes  following  Station  Index 
-  54  - 


TABLE    4  — Continued 


HOURLY 

PRECIPITATION 

PENNSYLVANIA 
MAY  194H 

^\  ^r*  A  ^^  I  ^\  ft  1 

A.   M.    HOUR   ENDING 

P.   M.    HOUR    ENDING 

-1 
< 

O 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

MERCER  WB  AIRPORT   6x 

* 

.03 

♦ 

•        * 

• 

*           .44 

.44 
.33 
.01 
.16 
.10 
.18 
.01 
.12 
.04 
.02 
.09 
.15 

MERCER 

.19      .11 

.01      .01 

.01 

MONTROSE 
MURRYSVILLE 

.01 

.03 

.13 

NEW  CASTLE   1    N 
PARKERS   LANDING    1    E 

.10 
.04 

.06       .05 

.03 

.01 

PHILLIPSBURG  WB   AIRPORT 

PITTSBURGH    7    SE    WB   AIRPORT// 

.04 

.08 

PITTSBURGH   WB  CITY 

.01 

.03 

PLEASANT  MOUNT   1    W 

.01      .01 

PUNXSUTAWNEY  2 

.07 

.01 

.01 

PUTNEYVILLE   DAM   2    SE 

.13 

.02 

RAYMOND 

_ 

_ 

_           -           - 

- 

.08      .01 

.10 
.17 
.05 
.02 
.11 
.10 
.09 
.31 
.10 
.15 
.10 
.35 

RIDGWAY 

.05      .05 

ROCHESTER    1    N 

.01 

.10      .05 

.01 

SCANDIA 

.01 

.01      .01 

.01 

.01 

SCRANTON  WB  CITY 

.01      .01 

SHEFFIELD  6   W  CHERRY  GROVE 

.01 

.05 

.02      .01 

.01 

.01 

• 

SMETHPORT  HIGHWAY   bUJiU 

.01 

.01 

.01 

.03      .04 

.02 

STRONGSTOWN 

.07 

TIONESTA   2    SE   DAM  // 

.02 

.01 

.24 

.04 

TITUSVILLE 

.09 

.01 

TUNNELTON  // 

.13 

.01       .01 

UNION  CITY  1   W 

.03       .03      .02 

.01       .01 

.35 

WASHINGTON 

!05 

YOUNGSVILLE 

.01 

.01 

.01       .02 

nth 

ALBION 
CANTON   1    NW 

.02 
.02 

.10 

.12 
.02 

.01 

ERIE  WB  CITY 

.01 

!04 
.09 
.03 

ERIE   AIRPORT   6x 

* 

.23 

HONESDALE    TANNERS    FALLS  // 

.08 

.01 

.01 

.01 

.01 

INDIANA   2    SE 

^ 

^ 

LOCK   HAVEN    2 
NEW    CASTLE    1    N 
RAYMOND 

.01 
.01 

.01 

.02 
.01 
.03 
.10 
.06 
.05 

SHEFFIELD   6   W  CHERRY   GROVE 
TOWANTA 

.02 

.01 

.10 

UNION  CITY   1    W 
WASHINGTON 

.06 

i; 

th 

.02       .01 

.01 

.01 

ALBION 

.01 

.01       .01 

.02      .01 

.01 

.06 

.04 

.17 
.10 

1.14 
.10 

1.08 

ALLENS   MILLS 
ALLENTOWN  WB  AIRPORT 

.10 

.17 

.01       .04 

.06 

.45 

,23 

.18 
.02 

.32 

AUSTINBURG 

BETHLEHEM   LEHIGH   UNIV 

,01      .04 

.01 

.04      .10 

.08       .01 

.03 

.  02 
.14 

.36 

BLAIN 

- 

.58 

.04       .04       .36 

.58      .02 

.18 

.50 

.30 

* 

^ 

2.60 
.45 

BLAIRSVILLE  6    ENE    6x 
BLAKE SLEE    CORNERS 
BOSWELL 

1.00 

.48      .01 

.41 

.10 

.02 
.02 

.09 
.01 

.10 
.02 

1.80 
.46 

BROOKVILLE    6x 

* 

*           *           * 

*           .06      * 

*           * 

* 

*            .01 

* 

* 

* 

* 

.08 

BUCKSTOWN 

1.40      .38      .04 

.01 

.13 

.01 

1.97 

CANTON  1    NW 

.03       .02 

.26 

.31 
.21 
.03 
1.24 
.17 
.06 
.28 
.79 
.27 
.11 
.19 

CARTER  CAMP 

.04 

.03      .10 

.04 

.03 

CHAMBERSBURG 
CHARLEROI 

.96 

.06       .13 

.08 

.01 

CLARION  DAM   3    SW 

.04 

.09      .01      .03 

.06 
.14 
.01 
.02 

COATESVILLE   1    SW 

.02 
.06 
.01 

.12 

CONFLUENCE   DAM    1    SW 
CONNELLSVILLE  4   N 
CRESSON   1   E 

.38 

.12 

.02      .10 

.34 

DRIFTWOOD 
DU   BOIS   7   E 

.02       .02 

.01       .01 
.16 

.03 

.01 

.02 

.02 

DUNLO 
DUSHORE 
EAGLES  MERE 

.08 

.43      .12 

.06 
.10 

.03 
.03 

* 

* 

.09 
.13 
.07 

EMPORIUM 

.01       .01      .01 

.02      .02 

ENGLISH  CENTER 

.01 

.03 

.04 

.06 
.04 

.02 

.14 
.12 
.15 

ERIE   WB  CITY 

.01 

.01 

.04 

ERIE   AIRPORT  6x 

* 

.04      * 

*          *          *     . 

*            .04 

* 

* 

• 

* 

EVERETT 

FORD  CITY  DAM  4    S  // 

FRANKLIN 

.01 

.32 

.01 

.02 

.01 

.02 
.12 
.01 

.02 
.01 
.02 

.40 
.13 
.04 

GETTYSBURG   1    S 

.01 

.01 

.01 

.01 

.01 

.05 

GOOD    SPRINGS    1    NW 

.01 

.11       .01 

.18       .46 

.33 

.10 

.21 

.01 

1.43 

GREENSBURG   2    E   HWY    SHED 

.03       .13 

.05 

.02 
.02 

.01 
.03 

.23 
.83 
.06 

HARRISBURG    3    S    WB   AIRPORT 

.80 

.03 

HAWLEY    1    S    WALLEN   DAM 

HOLLIDAYSBURG 

.04      .01 

.65 

.04       .11 

.13 

.01 

.03 
.01 
.05 
.01 

.88 
.03 
.66 
.05 
.02 
.28 

HOLTWOOD 

HOME 

HONESDALE  TANNERS  FALLS  // 

.05 

.57 

.03 

.01 

HUNTSDALE   FISH  HATCHERY 

INDIANA    2    SE 

.01 

.01 

.03 

.02      .01 

.11 

.  09 

JACKSON   SUMMIT 
JAMESTOWN   2   NW 
JOHNSTOWN   2 

.01      .02      .05 

.02 

.06      .07 

.07 

.40 

.02 
.01 

.03 
.01 

.04 

.03 
.01 

.23 
.20 
.42 

KANE   5    SE 
KIRKWOOD   1    SW 
LAMPETER   SCS   lA 

.03 

.03      .03      .01 

.01 

.01 
.10 

.01 
.18 
.02 

.11 
.02 
.28 
.02 

LANCASTER   2   NE   FILTER  PLANT 

LAURELTON   2    N   STATE  VILLAGE 

.04      .03 

.15 

.17 

.03 

.02 

.44 

LEBANON    3    SW 

.01       .15 

.11 

.02 

.01 

.30 

LEHIGHTON 

.33 

.05      .03 

.03 

.07 

.07 

.07 

.06 

.71 

LEWISTOWN' 

.10      .01 

.01 

.01       .03 

.08 

.01 

.11 

.02 

.38 

LOCK  HAVEN   2 

♦ 

*           * 

*          ♦   *      * 

♦           *           * 

*           « 

* 

*           *           * 

*           *            .12 

.10 

.28 

.09 

.01 

.60 

MARIENVILLE 

.01                  .02 

.02 

.01 

.02 

.01 

.09 

MARTINSBUTIG 

.03      .03 

.30 

.07      .03 

.01 

.01 

.48 

MARTINSBUEG  AIRPORT  6x 

♦ 

*           *           * 

*            .63 

* 

* 

.68 

1 

See  reference  notes  following  Station  Index 
55 
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PENNSYLVANIA 
MAY  1948 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


A. 

M. 

HOUR   ENDING 

P. 

M. 

HOUR  ENDING 

_J 
< 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1- 

o 

I- 

MEADVILLE  1  S 

.01 

.01 

.02 

.04 

.01 

.04 

.01 

.  14 

MED  IX  RUN 

.10 

.10 

.07 

.01 

.28 
.06 
.01 

MERCER  WB  AIRPORT  6x 

+ 

* 

* 

* 

* 

.02 

* 

* 

* 

* 

MERCER 

.01 

MILAN 

* 

* 

* 

♦ 

* 

♦ 

♦ 

* 

* 

♦ 

* 

« 

* 

* 

« 

* 

* 

* 

MILLERSBURG  2  E 

.38 

.46 

.45 

.03 

.10 

.06 

1.48 

MILLVILLE 

.02 

.40 

.10 

.10 

.02 

.01 

.65 

MONROE  FURNACE 

.08 

.02 

.01 

.34 

.80 

.10 

1.35 

MONTROSE 

.07 
.10 

!07 
1.23 

MOUNT  POCONO  2  N  WB  AIRPORT 

.74 

.20 

.12 

.07 

MOUNT  UNION  1  NW  // 

.72 

.02 

.01 

.11 

.02 

.06 

.94 

MURRYSVILLE 

.07 

.04 

.04 

.01 

.16 

NEFFS  MILLS  4  NE 

.01 

.01 

.02 

.01 

1.35 

.11 

.01 

1.52 

NEW  CASTLE  1  N 

.01 

.01 

.01 

.03 

PALMERTON 

.09 

.02 

.03 

.04 

.11 

.06 

.35 

PARKERS  LANDING  1  E 

.01 

.08 

.09 
.01 

PHILADELPHIA  WB  AIRPORT 

.01 

PHILLIPSBURG  WB  AIRPORT 

.30 

.20 

.10 

.04 

.02 

!oi 

.67 

PHOENIXVILLE  1  E 

.04 

.46 

.03 

.02 

.55 

PIKES  CREEK 

.05 

.07 

.17 

.03 

.02 

.34 

PINE  GROVE  MILLS  1  S 

.07 

.02 

.16 

.01 

.28 

.15 

.17 

.86 

PITTSBURGH  7  SE  WB  AIRPORT 

.35 

.03 

.01 

.39 

PITTSBURGH  WB  CITY 

.01 

.01 

PLEASANT  MOUNT  1  W 

.04 

.03 

.07 

PORT  CLINTON 

.02 

.06 

.03 

.14 

.06 

.17 

.01 

.49 

PUNXSUTAWNEY  2 

.39 

.39 

RAYMOND 

.02 

.03 

.01 

.01 

.02 

.01 

.10 

READING  WB  CITY 

.47 

.05 

.17 

.03 

.12 

.39 

1.23 

RENOVO  6  S  STATE  CAMP 

.04 

.04 

RIDGWAY 

.01 

.01 

.02 

ROCHESTER  1  N 

.02 

.01 

.01 

.01 

.01 

.06 

SAXTON 

.22 

.51 

.23 

.01 

.97 

SCANDIA 

.02 

.02 

SCRANTON  WB  CITY 

.01 

.02 

.04 

.01 

.09 

.01 

.04 

.22 

SELLERSVILLE  2  NW 

.02 

.08 

.04 

.24 

.38 

SHADE  GAP 

.04 

.01 

.02 

.01 

.02 

1.14 

.07 

.01 

1.32 

SHEFFIELD  6  W  CHERRY  GROVE 

.01 

.01 

.01 

.02 

.01 

.05 

.11 

SMETHPORT  HIGHWAY  SHED 

.01 

.01 

.01 

.01 

.04 

STATE  COLLEGE 

.03 

.01 

.55 

1.01 

.27 

.01 

1.88 

STRONGSTOWN 

.02 

.01 

.01 

.04 

STROUDSBURG 

.01 

.25 

.10 

.03 

.01 

.10 

.12 

.12 

.74 

SUNBURY 

.17 

.02 

.01 

.05 

.25 

.13 

.01 

.11 

.06 

.81 

TAMAQUA  4  N  STILL  CREEK  DAM 

.87 

.01 

.09 

.09 

.20 

.23 

.16 

.03 

1.68 

TIONESTA  2  SE  DAM  // 

.01 

.01 

.03 

.01 

.01 

.07 

TITUSVILLE 

.01 

.02 

.01 

.05 

.09 

TOWANDA 

.02 

.10 

.01 

.13 

TUNKHANNOCK  1  S  AIRPORT 

.01 

.01 

.03 

.05 

TUNNELTON  // 

.19 

.02 

.01 

.01 

.23 

TYRONE  4  NE  BALD  EAGLE 

.07 

.41 

.57 

.01 

.01 

1.07 

UNION  CITY  1  W 

.03 

.01 

.01 

.05 

.02 

.04 

.16 

VANDERGRIFT  2  W 

.01 

.01 

WASHINGTON 

.19 

.01 

.29 

.20 

.05 

.74 

WAYNE SBURG  1  E 

1.30 

.09 

.32 

.16 

.02 

.01 

1.90 

WELLSBORO  2  E 

.12 

.01 

.12 

.01 

.01 

.27 

WILLIAMSPORT  4E  WB  AIRPORT  6x 

• 

» 

« 

* 

.16 

WIND  CAP    3  SW 

.09 

.04 

.04 

.02 

.12 

.20 

.51 

YORK  2  S  FILTER  PLANT 

.02 

.01 

.03 

YOUNGS V I LLE 

.03 

i; 

th 

.01 

.04 

ALBION 

.01 

.04 

.07 

.02 

.01 

.04 

.01 

.20 

ALLENS  MILLS 

.01 

.01 

.01 

.01 

.17 

.01 

.01 

.01 

.03 

.02 

.01 

.30 

ALLENTOWN  WB  AIRPORT 

.26 

.14 

.13 

.06 

.06 

.08 

.09 

.10 

.18 

.09 

.07 

.08 

.09 

.14 

.04 

.01 

.05 

.03 

1.70 

AUSTINBURG  2  W 

.04 

.02 

.01 

.02 

.02 

.01 

.03 

.01 

.01 

.04 

.05 

.03 

.01 

.01 

.01 

.01 

.16 

.49 

BETHLEHEM  LEHIGH  UNIV. 

.17 

.33 

.16 

.05 

.02 

.01 

* 

* 

♦ 

* 

* 

* 

» 

* 

* 

* 

* 

* 

1.32 

.05 

.02 

2.14 

BLAIN 

.01 

.01 

.01 

.02 

.05 

.02 

.03 

.06 

.08 

.29 

BLAIRSVILLE  6  ENE  6X 

* 

.45 

» 

• 

» 

* 

« 

.17 

.17 

BLAKESLEE  CORNERS 

.05 

.04 

.07 

.04 

.04 

.03 

.03 

.07 

.06 

.07 

.04 

.06 

.02 

.07 

.01 

.70 

BOSWELL 

.01 

.01 

BROOKVILLE  6x 

* 

.01 

♦ 

♦ 

* 

* 

« 

.01 

* 

* 

* 

* 

* 

.19 

« 

* 

* 

* 

* 

.02 

.22 

BUCKSTOWN 

* 

.01 

.07 

.08 

CANTON  1  NW 

.01 

.01 

.01 

.01 

.04 

CARTER  CAMP 

.01 

.01 

.01 

.03 

.01 

.05 

.01 

.01 

.01 

.15 

CHAMBERSBURG 

.04 

.02 

.02 

.02 

.02 

.10 

.07 

.01 

.02 

.01 

.33 

CHARLEROI 

.01 

.01 

.01 

.01 

.01 

.01 

.06 

CLARION  DAM  3  SW 

.02 

.02 

COALPORT 

.02 

.01 

.01 

.01 

.02 

.09 

.06 

.09 

.01 

.08 

.40 

COATESVILLE  1  SW 

.02 

.12 

■  16 

.14 

.07 

.08 

.30 

.02 

.03 

.07 

.09 

.01 

.01 

1.12 

CONFLUENCE  DAM  1  SW 

.01 

.01 

.03 

.05 

CONNELLSVILLE  4  N 

.01 

.01 

.02 

.01 

.05 

CRESSON  1  E 

.02 

.20 

.03 

.25 

DRIFTWOOD 

.01 

.01 

.01 

.01 

.01 

.02 

.07 

DU  BOIS  7  E 

.01 

.01 

.01 

.01 

.02 

.06 

DUNLO 

♦ 

♦ 

* 

♦ 

* 

♦ 

* 

♦ 

* 

* 

* 

» 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

DUSHORE 

.01 

.02 

.02 

.01 

.02 

.08 

.02 

.18 

EAGLES  MERE 

.01 

.15 

.01 

.17 

EMPORIUM 

.01 

.01 

.01 

.02 

.06 

.22 

.33 

ENGLISH  CENTER 

.01 

.01 

.01 

.01 

.04 

ERIE  WB  CITY 

.03 

.08 

.04 

.02 

.04 

.21 

ERIE  AIRPORT  6x 

♦ 

.11 

* 

* 

* 

* 

♦ 

.07 

* 

* 

* 

* 

.08 

EVERETT 

.03 

.01 

.04 

.03 

.11 

FRANKLIN 

.06 

.01 

.01 

.01 

.05 

.01 

.01 

.01 

.17 

GETTYSBURG  1  S 

.02 

.02 

.01 

.23 

.05 

.01 

.01 

.01 

.06 

.01 

.02 

.04 

.01 

.50 

GLENCOE 

.05 

.05 

.05 

.15 

GLEN  ROCK 

.02 

.03 

.06 

.09 

.05 

.17 

.05 

.08 

.05 

.01 

.03 

.64 

GOOD  SPRINGS  1  NW 

.03 

.02 

.02 

.10 

.12 

.15 

.04 

.32 

.02 

.01 

.83 

GREENSBURG  2  E  HWY  SHED 

.01 

.01 

.02 

HARRISBURG  3  S  WB  AIRPORT 

.01 

.02 

.02 

.02 

.01 

.01 

.02 

.04 

.05 

.01 

.02 

.01 

.01 

.01 

.01 

.27 

HAWLEY  1  S  WALLEN  DAM 

.03 

.03 

.05 

.05 

.05 

.02 

.02 

.02 

.04 

.02 

.02 

.06 

.01 

.09 

.04 

.01 

.01 

.03 

.01 

.62 

HEWITT  2  S 

- 

- 

- 

- 

- 

_ 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

HOLLIDAYSBURG 

.01 

.01 

.02 

.40 

.11 

.01 

.02 

.58 

HOLTWOOD 

.03 

.10 

.12 

.02 

.05 

.12 

.06 

.13 

.05 

.06 

,10 

.05 

.01 

.90 

See  reference  notes  following  Station  Index 
-  56  - 
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C*  "P  A  T"  1  rt  Kl 

A. 

M. 

HOUR   ENDING 

P. 

M. 

HOUR    ENDING 

_l 
< 

t- 

O 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10  j 

II  1  12 

lioio: 

,01 

.09 

.10 

HONESDALE  TANNERS  FALLS  // 

.03 

.06 

.02 

.04 

.01 

.03 

.03 

.08 

.03 

.02 

.01 

.08 

.10 

.05 

.02 

.03 

.02   .02 

.68 

HUNTSDALE  FISH  HATCHERY 

.02 

.01 

.01 

.04 

.40 

.03 

.02 

.12 

.01 

.02 

.01 

.01 

.70 

INDIANA  2  SE 

.01 

.01 

.01 

.01 

.01 

.05 

.10 

JACKSON  SUMMIT 

.02 

.01 

.03 

.01 

.01 

.01 

.03 

.02 

.01 

.01 

.01 

,01 

.01 

.01 

.01 

.02 

.23 

JAMESTOWN  2  NW 

.02 

.03 

.01 

.06 

KANE  5  SE 

.03 

.01 

.01 

• 

.04 

.01 

.02 

.01 

.13 

KIRKWOOD  1  SW 

.01 

.04 

.03 

.05 

.06 

.07 

.10 

.48 

.04 

.10 

.02 

.03 

1.03 

LAMPETER  SCS  1  A 

.02 

.02 

.06 

.02 

.02 

.20 

.20 

.02 

.18 

.02 

.06 

.82 

LANCASTER  2  NE  FILTER  PLANT 

.07 

.03 

.04 

.05 

.01 

.01 

.03 

.05 

.06 

.04 

.30 

.22 

.08 

.02 

.01 

.05 

.03 

1.10 

LAURELTON  2  N  STATE  VILLAGE 

.04 

.03 

.03 

.04 

.01 

.15 

.10 

.02 

01 

.01 

.44 

LEBANON  3  SW 

.07 

.02 

.01 

.01 

06 

.15 

.12 

.06 

.04 

.07 

.05 

.03 

.69 

LEHIGHTON 

.02 

.09 

.09 

.08 

.02 

.01 

.06 

.05 

.08 

.08 

.09 

.14 

.01 

.07 

.01 

.90 

LEWISTOWN 

.01 

,01 

.02 

.02 

.01 

.06 

.09 

.10 

.32 

LOCK  HAVEN  2 

.10   .01 

.11 

MARIENVILLE 

.01 

.01 

.03 

.05 

MARTINSBURG 

.01 

.30 

.27 

.11 

.01 

.02 

.02 

.01 

.81 

MARTINSBURG  AIRPORT  6x 

* 

.05 

» 

♦ 

« 

* 

* 

.01 

* 

♦ 

* 

♦ 

* 

.01 

♦ 

* 

« 

• 

♦ 

,9C 

♦ 

« 

•    • 

1.03 

MEADVILLE  1  S 

.06 

.07 

.01 

.06 

.20 

MERCER  WB  AIRPORT  6x 

« 

.04 

* 

* 

« 

« 

* 

.03 

* 

« 

* 

* 

* 

.01 

.04 

MERCER 

.04 

.01 

.01 

.06 

MILAN 

* 

* 

* 

♦ 

* 

# 

* 

♦ 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

♦ 

* 

* 

«    * 

* 

MILLERSBURG  2  E 

.01 

.03 

.06 

.01 

.02 

.18 

.23 

.03 

.01 

.02 

.04 

.02 

.66 

MILLVILLE 

.07 

.01 

.02 

.10 

.01 

.01 

.01 

.27 

.02 

.52 

MONROE  FURNACE 

.01 

.05 

.15 

.04 

.05 

.30 

MONTROSE 

.04 

.01 

.01 

.01 

.01 

.02 

.01 

.01 

.01 

.10 

.23 

MOUNT  POCONO  2  N  WB  AIRPORT 

.03 

.05 

.03 

.06 

.08 

.06 

.06 

.02 

.04 

.10 

.09 

.04 

.06 

.05 

.01 

.01 

.01 

.05 

.07 

.92 

MOUNT  UNION  1  NW  // 

.05 

.05 

.22 

.02 

.01 

.01 

.02 

.38 

NEFFS  MILLS  4  NE 

.01 

.07 

.20 

.21 

.01 

.50 

NEW  CASTLE  1  N 

.03 

.01 

.01 

.01 

.01 

.07 

PALMERTON 

.05 

.06 

.07 

.03 

.01 

.03 

.02 

.01 

.01 

.04 

.05 

.11 

.08 

.12 

.01 

.01 

.71 

PARKERS  LANDING  1  E 

.03 

.04 

.02 

.01 

.10 

PHILADELPHIA  WB  AIRPORT 

.01 

.02 

.02 

.07 

.18 

.20 

.27 

.13 

.02 

.04 

.08 

.08 

.22 

.01 

.01 

.01 

.01 

.01 

.01 

1.40 

PHILADELPHIA  POINT  BREEZE 

.02 

.01 

.02 

.06 

.10 

.20 

.22 

.31 

.11 

.06 

.17 

.03 

.01 

.01 

.01 

.01 

1.35 

PHILADELPHIA  WB  CITY 

.01 

.02 

.01 

.07 

.14 

.16 

.23 

.26 

.10 

.06 

.17 

.04 

.01 

.01 

.01 

.01 

1.31 

PHILLIPSBURG  WB  AIRPORT 

.05 

.03 

.02 

.01 

.01   .01 

.13 

PHOENIXVILLE  1  E 

.06 

.11 

.02 

.18 

.30 

.14 

.10 

.20 

.08 

.08 

.15 

.15 

.17 

.01 

.01 

1.76 

PIKES  CREEK 

.06 

.02 

.01 

.01 

.16 

.09 

.02 

.10 

.22 

.04 

.02 

.01 

.01 

.13 

.02 

.92 

PINE  GROVE  HILLS  1  S 

.01 

.08 

.13 

.22 

PLEASANT  MOUNT  1  W 

.03 

.05 

.02 

.01 

.01 

.05 

.03 

.01 

.01 

.09 

.01 

.03 

.03   .01 

.39 

PORT  CLINTON 

.14 

,28 

.04 

.03 

.01 

.02 

.02 

.02 

.10 

.18 

.20 

,10 

.07 

.01 

.07 

1.29 

PUNXSUTAWNEY  2 

.02 

.02 

PUTNEYVILLE  DAM  2  SE 

.02 

.02 

RAYMOND 

.08 

.02 

.01 

.02 

.02 

.03 

.01 

.01 

.01 

.01 

.13 

.04 

.01 

,01 

.01 

.17 

.59 

READING  WB  CITY 

.46 

.05 

.04 

.02 

.02 

.05 

.05 

.07 

.05 

.14 

.28 

.11 

.05 

.04 

.03 

.01 

1.47 

RENOVO  6  S  STATE  CAMP 

.01 

.01 

.01 

.01 

.06 

.10 

RIDGWAY 

.01 

.02 

.01 

.03 

.01 

.08 

.01 

.01 

.18 

ROCHESTER  1  N 

.01 

.01 

SAXTON 

.01 

.01 

.01 

.11 

.20 

.25 

.07 

.11 

.10 

.17 

1.04 

SCANDIA 

.01 

.09 

.05 

.04 

.01 

.02 

.02 

.01 

.01 

.03 

.29 

SCRANTON  WB  CITY 

.05 

.03 

.01 

.02 

.01 

.11 

.02 

.04 

.02 

.01 

.02 

.01 

.01 

.02 

.38 

SELLERSVILLE  2  N* 

.12 

.35 

.15 

.08 

.10 

.12 

.10 

.13 

.15 

.03 

.06 

.30 

.05 

.04 

.01 

.02 

.01 

1.82 

SHADE  GAP 

.10 

.30 

.10 

.14 

.04 

.68 

SHEFFIELD  6  W  CHERRY  GROVE 

.01 

♦ 

.02 

.01 

.04 

SMETHPORT  HIGHWAY  SHED 

.01 

.01 

.04 

.01 

.01 

.01 

.09 

SPRING  GROVE 

.01 

.02 

.02 

.05 

.25 

.03 

.02 

.18 

.30 

.55 

.05 

.03 

.04 

.05 

1.60 

STATE  COLLEGE 

.02 

.13 

.01 

.16 

STRONGSTOWN 

.01 

.01 

STRODDSBURG 

.12 

.13 

.09 

.05 

.03 

.09 

.09 

.03 

.07 

.08 

.08 

.06 

.06 

.03 

.01 

.05 

1.07 

SUNBURY 

.03 

.01 

.01 

.01 

.01 

.02 

.02 

.01 

.04 

.06 

.04 

.26 

TAMAQUA  4  N  STILL  CREEK  DAM 

.03 

.04 

.04 

.05 

.01 

.01 

.01 

.04 

.02 

.14 

.08 

.04 

.03 

.15 

.09 

.78 

TIONESTA  2  SE  DAM  // 

.03 

.04 

.07 

TITDSVILLE 

.01 

.02 

.01 

.08 

.04 

.03 

.01 

.01 

.21 

TOWANDA 

.01 

.01 

.02 

.01 

.01 

.01 

.01 

.01 

.09 

TUNKHANNOCK  1  S  AIRPORT 

.04 

.01 

.02 

.02 

.01 

.01 

.01 

.07 

.01 

.20 

TUNNELTON  // 

.03 

.01 

.04 

TYRONE  4  NE  BALD  EAGLE 

.01 

.01 

.01 

.01 

.01 

.05 

UNION  CITY  1  W 

.04 

.25 

.04 

.02 

.15 

.02 

.01 

.01 

.54 

VANDERGRIFT  2  W 

.17 

.02 

.01 

'.20 

WASHINGTON 

.02 

.01 

.01 

.04 

WAYNESBURG  1  E 

.01 

.02 

.01 

.01 

.05 

WELLSBORO  2  E 

.02 

.03 

.01 

.01 

.01 

.01 

.02 

.01 

.01 

.01 

.14 

WILLIAMSPORT  4  E  WB  AIRPORT  6x 

* 

.16 

* 

« 

* 

♦ 

* 

.01 

« 

* 

* 

* 

« 

.02 

* 

* 

* 

« 

* 

.09 

* 

* 

•     ♦ 

.25 

WIND  GAP  3  SW 

.23 

.14 

.08 

.07 

.03 

.03 

.06 

.06 

.11 

.07 

.15 

.11 

.07 

.07 

.10 

.04 

1.42 

YORK  2  S  FILTER  PLANT 

.04 

.03 

.01 

.01 

.12 

.25 

.05 

.05 

.42 

.35 

.26 

.05 

.02 

.01 

.01 

1.68 

YOUNGS  V I LLE 

.03 

.11 

.03 

.01 

.01 

.10 

.04 

.04 

.01 

14 

.01 

th 

,39 

ALBION 

.01 

.01 

.01 

.01 

.04 

ALLENTOWN  WB  AIRPORT 

.07 

.01 

.05 

.16 

.29 

BETHLEHEM  LEHIGH  UNIV 

.02 

.01 

.05 

.05 

.13 

BLAIN 

.04 

.04 

BLAIRSVILLE  6  ENE  6x 

* 

* 

* 

* 

* 

.42 

.42 

BLAKESLEE  CORNERS 

.17 

.08 

.24 

.18 

,06 

.01 

.74 

BOSWELL 

.04 

I 

.03 

.06 

.01 

.01 

.15 

BROOKVILLE  6x 

* 

* 

* 

* 

* 

.01 

« 

* 

♦ 

♦ 

* 

.01 

.02 

BUCKSTOWN 

.04 

.01 

.05 

CANTON  1  NW 

.02 

.0] 

.02   .01 

.01 

.08 

.03 

.01 

.19 

CARTER  CAMP 

.0] 

L 

.02   .01 

.04 

CHAMBER  SBURG 

.05 

.02 

.07 

COALPORT 

.02 

.09 

.02 

.13 

CONNELLSVILLE  4  N 

.01 

.01 

.01 

.03 

CRESSON  1  E 

.05 

.27 

.03 

.35 

DRIFTWOOD 

.14 

.03 

.01 

.18 

DU  BOIS  7  E 

* 

« 

.03 

.i: 

.OE 

.19 

.01 

,41 

DUNLO 

* 

« 

* 

* 

* 

* 

* 

* 

« 

« 

* 

* 

« 

* 

* 

DUSHORE 

.15   .08   .06 

.01 

.01 

.02 

.05 

.01 

.39 

EAGLES  MERE 

.01 

.03  .01  .o: 

.01 

.06 

.05 

.05 

.25 

ENGLISH  CENTER 

.08 

.01 

.01 

.01 

.11 

ERIE  WB  CITY 

.01 

.02   ,01 

.01 

.05 

ERIE  AIRPORT  6x 

* 

.0 

L 

* 

* 

* 

* 

* 

.06 

.06 

EVERETT 

.01 

.01 

.18   .04 

• 

.24 

See  reference  notes  following  Station  Index 
57 
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^%  ^^  A  "^   I  ^^  k  ■ 

A. 

M. 

HOUR  ENDING 

P. 

M.  HOUR  ENDING 

< 

1- 
O 

»- 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

FORD  CITY  DAM  4  S// 

.01   .15 

.02 

.16 
.02 

GETTYSBURG  1  S 

.09 

.01 

.10 

GLENCOE 

.02 

.01 

.01 

.17 

.21 

GLEN  ROCK 

GOOD  SPRINGS  1  NW 

.04 

.01 

!o4 

.02 

.01 

.02 

.01 

.14 
.14 
.05 

GREENSBURG  2  E  HWY  SHED 

* 

* 

.09   .02 

.01 

.01 

.01 

.12 

HARRISBURG  3  S  WB  AIRPORT 
HAWLEY  1  S  WALLEN  DAM 

.04 
.02 

.03 

.01 

.01 

.06 

.01   .01 

.06 

.08   .06 

.05 

.08   .03 

.01   .01   .01 

!66 

HEWITT  2  S 

- 

- 

- 

- 

- 

- 

- 

~ 

.07 
.01 

~ 

~ 

" 

" 

.07 

HOLLIDAYSBURG 

HOME 

HONESDALE  TANNERS  FALLS  // 

INDIANA  2  SE 

.01   .07 

.10 

.01 

!20 

.01 

.02 

.09   .16 
.15 

.01 
.16 

.01 

.02 

.01 

.02   .02 

.04 

.01   .01 

.01 

.41 
.32 
.10 
,08 

JACKSON  SUMMIT 

.01 

.04 

.02 

.01 

JOHNSTOWN  2 

.07 

.01 

.08 

KANE  5  SE 

LAURELTON  2  N  STATE  VILLAGE 

LEHIGHTON 

LEWISTOWN 

LOCK  HAVEN  2 

MARTINSBURG 

.02 

.04 

.02 

.01 

.12 

.01 
.02 

.C2 

• 

.15 

.10 
.28   .30 

♦    * 

.03 

.01 
.12 

« 

,08 

,10 

* 

.05 

.02 
.07 
.23 

.01 

.01 
.01 

.07 
.01 

.05 

.20 

!33 
.34 
,12 
,84 
,22 
,34 

MARTINSBURG  AIRPORT  6x 

• 

.05 

« 

* 

* 

* 

»     .11 

♦ 

*    ♦ 

.40 

* 

♦ 

!40 

MEDIX  RUN 

.01 

HERCER  WB  AIRPORT  6X 

♦ 

* 

* 

* 

*     .01 

.03 

MERCER 

MILAN 

MILLERSBURG  2E 

♦ 

.01 
.02 

.01 

4< 

.01 

* 

♦ 

« 

♦     ♦ 

.01 

* 

.01   .01 

* 
.01 

* 

,01 

,25 

.23 

* 

.03 

.14 

* 
.06 

*     * 
.01   .07 

♦ 

« 

.10 
,76 

MILLVILLE 

MONROE  FURNACE 

MONTROSE 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

.03 
.01 

.01 

.01 

.02 

.03 
.02 

.01 
.05 

.04   .04 

.11 

.01 

.24   .16 
.01 

.03   .01 

.04 

.04 

.08 

.07 

.01 
.15 

.03   .04 
.12   .10 

.01 
.09 

.04 

,50 
.32 
.79 
.05 

MOUNT  UNION  1  NW  // 

.39 

MURRYSVILLE 
NEFFS  MILLS  4  NE 

.02 

.02 

.01 

.02 

.10 
.01 

.13   .14 

.06 
.01   .02 

.02 
.01 

.21   .18 

.02 

.01 

.01 

.06   .03 

.04 

.10 

isi 

.30 

PALMERTON 

PHILLIPSBURG  WB  AIRPORT 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

.02 

.02 

.02 

.02 

.11 
.02 

.01 
.04 

.02 
.01 

.02   ,02 

.01 

.31   .08 

.02 
.04 

.02 

.02 
.06 

.04 

.04 

.05 

.24 
.35 
.46 
.41 

PITTSBURGH  7  SE  WB  AIRPORT  // 

.13 

.14   .08 

.06 

.15 

PITTSBURGH  WB  CITY 

.06 

.05   .03 
.08   .08 

.01 
.01 

.01 

.01 

.07 

.02 

.01 

.29 

PLEASANT  MOUNTAIN  1  W 

.02 

.05 

.07 

PORT  CLINTON 

.06 

PUTNEYVILLE  DAM  2  SE 

.03 

.01   .02 

.24   .12 
.01 

.10 

.08 

,54 

RENOVO  6  S  STATE  CAMP 

.03 
.37 

,04 

RIDGWAY 

.37 

SAXTON 

.05 

.01   .02 

,08 

SCANDIA 
SCRANTON  WB  CITY 

.01 

.01 

.11   .01 
.05 

.04 

.08 

.04 

.07 

.04   .17 

.01 

.05 

,59 
.10 

SELLERSVILLE  2  NW 
SHADE  GAP 

.01 

.13   .01 

.01 

.01 

.01 

.01 

.19 
.04 

SMETHPORT  HIGHWAY  SHED 

.01   .01 

.01 

.01 

.03 

.04 

.07 

.15 

SPRING  GROVE 
STATE  COLLEGE 

.0] 

.03 

.06 
.04 

.01 

.02 

.01 
.01 

.04   .01 
.25 

.14 

.04   .20 
.01 

.03 

.07 

.36 
.21 

STRONGSTOWN 

.12 

.05   ,05 

,02 

.28 

STROUDSBURG 

SUNBURY 

TAMAQUA  4  N  STILL  CREEK  DAM 

.03 

.01 
.01 

.16 
.01 

.05 

.02 
.02   .01 

.02 
.01 

.02 
.06 

.08 
.01 

.02 

.10 

,03   ,02 
,07 

.01 
.03 

,41 
,30 
,03 

TITUSVILLE 

TOWANDA 

TUNKHANNOCK  1,  S  AIRPORT 

.01 

.02   .07   .01 
.01   .04 

.10 

.02 

.07 
.01 

.02 

.07 
.02 

,04 

,13   ,03 

.02 

.32 
.33 
.40 

TUNNELTON  // 

.06 

.15 

TYRONE  4  NE  BALD  EAGLE 

.01   .01   .01 

.04 

.06   .07 

.16 

VANDERGRIFT  2  W 

.0] 

* 

.10 

WELLSBORO  2  E 

WILLIAMSPORT  4  E  WB  AIRPORT  6x 

* 

.13   » 

* 

.01   .uo 

*     ♦ 

•     .06 

* 

*     * 

« 

.20   » 

* 

*     * 
,02   .04 

.02 

.05 

.02   .05 

.01   .01 

.31 
.17 

WIND  GAP  3  SW 

IE 

th 

.01 

.01 

ALBION 

.01 

.01 

HOLTWOOD 

le 

Ith 

.01   .28 

.76 

ALBION 
ALLENS  MILLS 

.02   .30 

.15 

.36   .10 

.10 

.05 

.06 

.05   -12   .14 

.07   .02   .04 

.01 

.01 

.61 
.53 

ALLENTOWN  WB  AIRPORT 

,63 

AUETINBURG  2  W 

.01   .03   .12 

.23   .07 

.17 

*    * 

* 

,09   .08   .14 

.11   .06   .04 

.02 

.01 

,55 

BETHLEHEM  LEHIGH  UNIV 

* 

♦ 

* 

* 

.05   .05   .01 

,01 

.03 

.05        .01 

,21 

BLAIN 

BLAIRSVILLE  6  ENE  6x 

♦ 

* 

* 

« 

»     .17 

* 
.03 

*     *     * 
.IS   .03   .17 

*     ,39 
.03   .07 

.01   .01 

,56 
,53 

BLAKESLEE  CORNERS 
BOSWELL 

* 

.07   .06 
*     .10 
.04   .01 

!02 

!05   .01   .01 

*    *    * 

.02   ,08   .06 

«     .14   » 

♦ 

.01   .01 

*    * 

» 

,40 
,24 

BROOKVILLE  6x 
BUCKSTOWN 

.01 

.01 
.01 
.07 

.05 

.02   .01   .05 

.19   .11 

.45 
,22 

BUTLER  SUBSTATION 
CANTON  1  NW 
CARTER  CAMP 

.10 

.07 

.06 

.05   .23 

.35   .20 

.04   .09   .01 
.03   .01 
.01   .0? 

.07 

.02 

.54 
.24   .05 

.03 

.02 

,53 

1.28 

.39 

CHAMBERSBURG 

.09 
.26 

.01 

.45   .05 
.05 

.02 

-01 

.01  ,01  !oi 

.01 

.18 

CHARLEROI 
CLARION  DAM  3  SW 
COALPORT 

!oi 

.14 

.10   .03   .01 
.05 

.01 
.05   .07   .20 

.01 
.16   .18   .08 

.01 

.48 
.35 
.79 

COATESVILLE  1  SW 

.07 

.08   .09 

.07   .12 

.23   .14 

!   .17   .13 

.02 

.03   ,02   .0^ 

.08   .14   .05 

.02 

.47 

CONFLUENCE  DAM  1  SW 

.0] 

[ 02   .01   -  06 

.08   .03   .04 

.01 

.43 

CONNELLSVILLE  4N 
CRESSON  1  E 
DRIFTWOOD 
DU  BOIS  7  E 

.OJ 

!08 
•  IC 
.02 

.01 
.03 

.01 

* 

.03   .01 

»     *     * 

* 

.02 
.07 
.21 

*    * 

.03 
.48 

* 

* 

.01 

.35 

.60 

1.10 

* 

DUNLO 
DUSEORE 

.02 

.22 
.20 

.0£ 
.If 

.10   .01 

.11   .07   .02 

.03 

.03   .01 

.01 

.43 
.63 

EAGLES  MERE 
EMPORIUM 
ENGLISH  CENTER 

.3; 

i   .25   '.12 
.22   .13 

.OS 
.15 

i   .01 

.08   .02   .01 

.07   .08 

.01 
.11 

.08   .02 

.11 

.89 
.79 
.40 

ERIE  WB  CITY 

.05   .2! 

!   .01   .01 

1 
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P. 

M. 

HOUR    ENDING 
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< 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

-  1— 
O 

(- 

ERIK  AIRPORT  6x 

« 

* 

« 

• 

« 

.42 

« 

* 

*   ♦   ♦ 

.80 

EVERKTT 

.10 

.02 

.12 

FORD  CITY  DAM  4  S  // 

.19 

.03 

.05 

.27 

FRANKLIN 

.35 

.20 

.19 

.01 

.01 

.01 

.03 

.17 

.97 

GETTYSBURG  1  S 

.07 

.05  1  .01 

.07 

.09 

.16 

.05 

.50 

CLENCOE 

.02 

.08 

.14 

.06 

.01 

.31 

GLEN  ROCK 

.02 

.02 

.12 

.12 

.08 

.10 

.04 

.02 

.52 

GOOD  SPRINGS  1  N¥ 

.06 

.14 

.10 

.10 

.01 

.07 

.48 

GREENSBCRG  2  E  HWY  SHED 

.12 

.02 

.06 

.02 

.01 

.02 

.01 

.01 

.01 

.28 

HARRISBURG  3  S  WB  AIRPORT 

.06 

.10 

.07 

.02 

.01 

.04 

.04 

.01 

.35 

HAWLEY  1  S  WALLEN  DAM 

.05 

.20 

.06 

.06 

.04 

.02 

.02 

.01 

.01 

.47 

HEWITT  2  S 

.07 

.48 

.01 

.56 

HOLLIDAYSBURG 

.07 

.08 

.01 

.01 

.01 

.04 

.22 

HOLTWOOD 

.03 

.13 

.16 

.08 

.22 

.04 

.66 

HOME 

»       • 

* 

« 

* 

* 

* 

« 

* 

* 

* 

♦ 

« 

* 

* 

* 

* 

•     .33 

.33 

HONESDALE  TANNERS  FALLS  // 

.20 

.11 

.10 

.11 

.03 

.05 

.02 

.02 

.64 

HUNTSDALE  FISH  HATCHERY 

.04 

.06 

.02 

.02 

.10 

.07 

.01 

.32 

INDIANA  2  SE 

.15 

.20 

.10 

.45 

JACKSON  SUMMIT 

.01 

.05 

.23 

.06 

.01 

.01 

.01 

.12 

.07   .01 

.58 

JAMESTOWN  2  N1» 

.40 

.15 

.01 

.01 

.01 

.17   .18 

.93 

JOHNSTOWN  2 

.03 

.10 

.02 

.06 

.05 

.01 

.01 

.28 

KANE  5  SE 

.01 

.30 

.26 

.13 

.16 

.03. 

.02 

.91 

KIRKWOOD  1  SW 

* 

♦ 

* 

* 

« 

* 

* 

* 

* 

.98 

.98 

LAMPETER  SCS  lA 

.06 

.02 

.08 

.08 

.14 

.20 

.58 

LANCASTER  2  NE  FILTER  PLANT 

.03 

.07 

.02 

.08 

.10 

.15 

.11 

.56 

LAURELTON  2  N  STATE  VILLAGE 

, 

■ 

.18 

.07 

.05 

.02 

.02 

.34 

LEBANON  3  SW 

.08 

.15 

.07 

.06 

.07 

.04 

.05 

.01 

.53 

LEHIGHTON 

.02 

.06 

.02 

.02 

.02 

.04 

.01 

.01 

.20 

LEWISTOWN 

.02 

.17 

.01 

.17 

.01 

.38 

LOCK  HAVEN  2 

.10 

.12 

.15 

.02 

.02 

.19 

.60 

MARIENVILLE 

.01 

.35 

.24 

.10 

.08 

.01 

.79 

MARTINSBURG 

.10 

.04 

.01 

.02 

.17 

MARTINSBURG  AIRPORT  6x 

* 

* 

* 

* 

* 

.15 

« 

♦ 

* 

« 

*     .06 

.21 

MEADVILLE  1  S 

.01   .01 

.28 

.02 

.02   .04 

]38 

MED  IX  RUN 

.65 

.23 

.17 

.05 

.01 

.01 

.01 

.03 

.18 

1.34 

MERCER  WB  AIRPORT  6.x 

* 

♦ 

* 

♦ 

* 

.49 

« 

*    *    * 

.79 

MERCER 

.36 

.19 

.01 

.23   .04 

!83 

MILAN 

*    * 

* 

* 

* 

* 

♦ 

* 

* 

* 

♦ 

* 

* 

♦ 

* 

* 

♦ 

*    1 .08 

1 .08 

MILLERSBURG  2  E 

.10 

.07 

.05 

.02 

.02 

.01 

.27 

aiLLVILLE 

.20 

.04 

.09 

.01 

.02 

.01 

.02 

.39 

MONROE  FURNACE 

.02 

.18 

.03 

.03 

.01 

.27 

MONTROSE 

.05 

.18 

.14 

.10 

.12 

.02 

.01 

.62 

MOUNT  POCONO  2  N  WB  AIRPORT 

.02 

.20 

.08 

.10 

.10 

.02 

.06 

.02 

.60 

MOUNT  UNION  1  NW  // 

.06 

.03 

.01 

.03 

.01 

.14 

MURRYSVILLE 

.02 

.28 

.13 

.05 

.48 

NEFFS  MILLS  4  NE 

.04 

.15 

.01 

.02 

.02 

.02 

.26 

NEW  CASTLE  1  N 

«    « 

* 

PALMERTON 

.01 

.02 

.05 

.07 

.10 

.03 

.01 

.29 

PARKERS  LANDING  1  E 

.09 

.13 

.04 

.01 

.27 

PHILADELPHIA  WB  AIRPORT 

.01 

.09 

.20 

.09 

.07 

.12 

.02   .01 

.61 

PHILADELPHIA  POINT  BREEZE 

.07 

.20 

.18 

.06 

.10   .02 

.63 

PHILADELPHIA  WB  CITY 

.01 

.08 

.20 

.18 

.06 

.08 

.07        .01 

.69 

PHILLIPSBURG  WB  AIRPORT 

.02 

.04 

.04 

.04 

.04 

.04 

.04 

.03 

.01 

.30 

PHOENIXVILLE  1  E 

.10 

.10 

.09 

.30 

.17 

.05 

.03 

.01 

.85 

PIKES  CREEK 

.12 

.08 

.12 

.04 

.04 

.02 

.04 

.03 

.01 

.50 

PINE  GROVE  MILLS  1  S 

.08 

.15 

.03 

.01 

.27 

PITTSBURGH  7  SE  WB  AIRPORT  // 

.01 

.14 

.13 

.04 

.32 

PITTSBURGH  WB  CITY 

.02 

.18 

.04 

.24 

PLEASANT  MOUNT  1  W 

.01 

.26 

.15 

.09 

.15 

.06 

.13 

.03 

.02 

.90 

PORT  CLINTON 

.01 

.10 

.08 

.10 

.10 

.03 

.06 

.02 

.90 

PUNXSUTAWNEY  2 

.13 

.21 

.07 

.01 

.01 

.43 

PUTNEYVILLE  DAM  2  SE 

.22 

.12 

.04 

.02 

.01 

.41 

RAYMOND 

.02 

.07 

.38 

.18 

.12 

.05 

.04 

.01 

.87 

READING  WB  CITY 

.05 

.06 

.11 

.08 

.10 

.07 

.05 

.01 

.01 

.54 

RENOVO  6  S  STATE  CAMP 

.33 

.09 

.08 

.04 

.01 

.01 

.30   .01 

.87 

RIDGWAY 

.21 

.40 

.17 

.03 

.01 

.02 

.01 

.21 

.01 

1.07 

ROCHESTER  1  N 

.15 

.04 

.01 

.01   .01 

.01 

.23 

SAXTON 

.01 

.07 

.05 

.05 

.01 

.19 

SCANDIA 

.02   .01 

.04 

.24 

.16 

.01 

.48 

SCRANTON  WB  CITY 

.19 

.09 

.01 

.04 

.01 

.31 

SELLERSVILLE  2  NW 

.15 

.18 

.20 

.20 

.08 

.02   .01 

.03   .03 

.90 

SHADE  GAP 

.07 

.01 

.01 

.08 

.12 

.05 

.34 

SHEFFIELD  6  W  CHERBY  GROVE 

.12 

.29 

.09 

.09 

.59 

SMETHPORT  HIGHWAY  SHED 

.21 

.27 

.11 

.10 

.01 

.70 

SPRING  GROVE 

.03 

.03 

.02 

.05 

.07 

.14 

.24 

.01   .01   .02 

.62 

STATE  COLLEGE 

.05 

.22 

.06 

.02 

.01 

.36 

STRONGSTOWN 

«     * 

if 

* 

* 

* 

* 

* 

* 

* 

.30 

.30 
.60 

STROUDSBURG 

.01 

.14 

.09 

.13 

.11 

.07 

.03 

.01   .01 

SUNBURY 

.03 

.12 

.10 

.03 

.02 

.30 

TAMAQUA  4  N  STILL  CREEK  DAM 

.05 

.07 

.10 

.13 

.15 

.01 

.51 

TIONESTA  2  SE  DAM  // 

.01 

.30 

.25 

.15 

.08 

.79 

TITUSVILLE 

.09 

.23 

.01 

.01 

.01 

.09 

.44 

TOWANDA 

.14 

.28 

.03 

.05 

.07 

.01 

.58 

TUNKHANNOCK  1  S  AIRPORT 

.06 

.19 

.03 

.06 

.01 

.01 

.36 

TUNNELTON  // 

.03 

.22 

.12 

.03 

.01 

.01 

.01 

.43 

TYRONE  4  NE  BALD  EAGLE 

.04 

.15 

.11 

.04 

.03 

.02 

.01 

.40 

UNION  CITY  1  W 

.03 

.08 

.05 

.05 

.01 

.22 

VANDERGRIFT  2  W 

.14 

.06 

.13 

.05 

.01   .35 

.03 

.77 

WASHINGTON 

.03 

.13 

.01 

.01 

.01 

.02 

.01 

.01 

.01 

.24 

WAYNESBURG  1  E 

.02, 

.17' 

.01 

.03 

.01 

.01 

.06 

.03 

.01 

.01 

.36 

WELLSBORO  2  E 

.07 

.24 

.15 

.02 

.01 

.01 

.02 

.52 

WILLIAMSPORT  4  E  WB  AIRPORT  6x 

* 

* 

* 

♦ 

* 

.02 

* 

* 

« 

* 

* 

.30 

.32 

WIND  GAP  3  SW 

.01 

.03 

.01 

.08 

.12 

.11 

.03 

.01 

.02 

.42 

YORK  2  S  FILTER  PLANT 

.02 

.07 

.02 

.11 

.13 

.17 

.01 

.02 

.02 

.57 

YOUNGSVILLE 

.07 

.19 

.13 

.01 

.01 

17 

th 

.41 

ALBION 

.12 

.03 

.06 

.07 

.01 

.03 

.01 

.03 

.36 

ALLENS  MILLS 

.10 

.08 

.01 

.03 

.22 

ALLENTOWN  WB  AIRPORT 

.02 

.02 
.07 
.09 

AUSTINBURG  2  W 

.07 

BETHLEHEM  LEHIGH  UNIV 

.01 

.08 

BLAIN 

.01 

.01 

.01 

.03 

.06 

BLAIRSVILLE  6  ENE  6x 

c 

* 

* 

* 

* 

* 

.10 

* 

* 

* 

* 

*     .34   * 

*     *     * 

.46 
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O 

h- 
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' 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

BLAKESLEE  CORNERS 

.01 

.03 

.03 

.01 

.23 

.06 

.01 

1 

^ ' 1 ■ 

j   .38 

.46 

1    oi 

BOSWELL 

.08 

* 

.01 

.05 

.03 

.07 

.03 

.15 

.04 

BROOKVILLE  6x 

* 

« 

• 

* 

* 

.01   * 

* 

« 

* 

« 

.10 

• 

« 

• 

* 

* 

.22 

BUCKSTOWN 

.06 

.07 

.01 

.09 

.23 
.46 

BUTLER  SUBSTATION 

.01 

.01 

.06 

.01 

.01 

.03 

.23 

.01 

.01 

.02 

.04 

.01 

.01 

CANTON  1  NW 

.03 

.01 

.01 

.01 

.01 

.03 

.03 

.03 

.01 

.17 

CARTER  CAMP 

.02 

.01 

.03 

.06 
.06 

.13 
.  17 

CHAMBERSBURG 

.02 

.01 

.01 

.01 

.01 

CHARLEROI 

.02 

.01 

.08 

.01 

.01 

CLARION  DAM  3  SW 

.02 

.08 

.02 

.02 

.03 

COALPORT 

.01 

.01 

.01 

.01 

.14 

.01 

.01 

.01 

.01 

.22 

COATESVILLE  1  SW 

.01 

.01 

.04 

.02 

.13 

.21 
.26 
.02 
.25 

CONFLUENCE  DAM  1  SW 

.04 

.01 

.05 

.03 

.13 

CONNELLSVILLE  4  N 

.01 

.01 

CRESSON  1  E 

.03 

.08 

.■08 

.03 

.01 

.02 

DRIFTWOOD 

* 

• 

• 

*     * 

« 

« 

* 

• 

• 

♦ 

« 

* 

♦ 

« 

.25 

!25 
.20 

DU  BOIS  7  E 

.02 

.03 

.05 

.07 

.01 

.01 

.01 

DUNLO 

•     * 

« 

• 

• 

♦ 

* 

• 

• 

* 

• 

.78 

1.41 

DUSHORE 

.01 

.01 

.02 

EAGLES  MERE 

.03 

.01 

.04 

EMPORIUM 

.01   .03 

.02 

.01 

.04 

.01 

.01 

.13 

ENGLISH  CENTER 

.03 

.01 

.04 

.02 

.01 

.01 

.  12 

ERIE  WB  CITY 

.16 

.03 

.06 

.25 

ERIE  AIRPORT  6x 

* 

.38 

* 

* 

« 

* 

• 

.16   • 

* 

. 

* 

« 

.02 

.18 
.11 

EVERETT 

.02 

.03 

.05 

.01 

FORD  CITY  DAM  4  S  // 

.08 

.01 

.01 

.01 

.17 

.03 

.29 

.01 

.01 

.07 

.01 

.70 

FRANKLIN 

.02 

.01 

.01 

.01 

.01 

.17 

.12 

.01 

.04 

.40 

GETTYSBURG  1  S 

.01 

.01 

.01   .01 

.04 

GLENCOE 

.02 

.05 

.02 

.05 

.05 

.19 

GLEN  ROCK 

.05 

.05 

GOOD  SPRINGS  1  NW 

.01 

.01 

.01 

.01 

.12 

.03 

.19 

GREENSBURG  2  E  HWY  SHED 

.02 

.03 

.02 

01 

.09 

.17 

HARRISBURG  3  S  WB  AIRPORT 

.08 

.08 

HAWLEY  1  S  WAI.I.FN  DAM 

.01 

.01 

.02 

.10 

.18 

.32 

HEWITT  2  S 

.05 

.01 

.01 

.07 

HOLLIDAYSBURG 

.02 

.01 

.01 

.02 

.06 

HOLTWOOD 

.02 

.02 

.04 

HOME 

.13 

.01 

.05 

.01 

.01 

.01 

.09 

.01 

.01 

.02 

.35 

HONESDALE  TANNERS  FALLS  // 

.01   .02 

.05 

.02 

.05 

.15 

INDIANA  2  SE 

.01 

.01 

.02 

.02 

.03 

.09 

JAMESTOWN  2  NW 

.01 

.01 

.02 

.02   .01 

.07 

JOHNSTOWN  2 

* 

• 

.05 

.02 

.03 

.01 

.01 

.01 

.05 

.16 

.01 

.01 

.36 

KANE  5  SE 

.01 

.01 

.12 

.05 

.01 

.07 

.05 

.01 

.33 

KIRKWOOD  1  SW 

.01 

.01 

LAMPETER  SCS  lA 

.30 

.30 

LEBANON  3  SW 

.01 

.01 

.06 

.08 

LEHIGHTON 

.18 

.18 

MARIENVILLE 

.10 

.01 

.03 

.03 

.02 

.05 

.24 

MARTI NSBURG 

•     • 

« 

• 

* 

• 

• 

* 

• 

* 

* 

• 

•     * 

*     «     * 

• 

MARTINSBURG  AIRPORT  6x 

* 

m 

* 

* 

* 

.07 

* 

« 

« 

• 

« 

.19 

.26 

MEADVILLE  1  S 

.22 

.04 

.02 

.04 

.01 

.06 

.02 

.41 

MED IX  RUN 

.12 

.24 

.16 

.22 

.18 

.06 

.98 

MERCER  WB  AIRPORT  6x 

• 

.30 

* 

* 

* 

* 

* 

.05   • 

• 

« 

* 

« 

.16 

.21 

MERCER 

.07 

.03 

.01 

.30 

.41 

MILAN 

• 

« 

• 

* 

* 

* 

*     * 

*     •     • 

* 

MILLERSBURG  2  E 

.01 

.13 

.02 

.01 

.17 

MONROE  FURNACE 

.02 

.01 

.01 

.04 

MONTROSE 

.12 

.02 

.01 

.02 

.17 

MOUNT  POCONO  2  N  WB  AIRPORT 

.03 

.02 

.02 

.13 

.02 

.22 

MURRYSVILLE 

.02 

.01 

.01 

.01 

.04 

.03 

.07 

.01 

.01 

.21 

NEW  CASTLE  1  N 

♦ 

* 

* 

* 

* 

* 

* 

*     * 

. 

* 

« 

« 

. 

* 

* 

* 

* 

* 

•     • 

.26   •    • 

« 

PALMERTON 

.02 

.02 

PARKERS  LANDING  1  E 

.01 

.01 

.01 

- 

.26 

.03 

.01 

.33 

PHILADELPHIA  WB  AIRPORT 

.07 

.01 

.01 

.02 

.11 

PHILADELPHIA  POiNT  BREEZE 

.03 

.02 

.04 

.08 

.01 

.18 

PHILADELPHIA  WB  CITY 

.02 

.03 

.01 

.07 

.13 

PHILLIPSBURG  WB  AIRPORT 

.01 

.01 

.01 

.03 

PHOENIXVILLE  1  E 

.01 

.01 

.08 

.10 

PIKES  CREEK 

.01 

.01 

.01 

.03 

PINE  GROVE  MILLS  1  S 

.11 

.05 

.16 

PITTSBURGH  7  SE  WB  AIRPORT  // 

.04 

.01 

.02 

.01 

.01 

.02 

.11 

PITTSBURGH  WB  CITY 

.11 

.01 

.02 

.01 

.03 

.06 

.09 

.03 

.11 

.03 

.50 

PLEASANT  MOUNT  1  W 

.03   .01 

.01 

.18 

.23 

PUNXSUTAWNEY  2 

.20 

.03 

.08 

.04 

.05 

.02 

.02 

.44 

PUTNEYVILLE  DAM  2  SE 

.01 

.04 

.04 

.05 

.02 

.01 

.05 

.22 

READING  WB  CITY 

-«» 

.19 

.01 

.20 

RENOVO  6  S  STATE  CAMP 

.03 

.05 

.02 

.01 

.02 

.13 

RIDGWAY 

.03 

.04 

.01 

.08 

ROCHESTER  1  N 

.06 

.05 

.04 

.08 

.02 

.10 

.01 

.36 

SAXTON 

.05 

.05 

SCANDIA 

.04 

.06 

.01 

.03 

.01 

.01   .01 

.01 

.09 

.01 

.01 

.06   .05 

.01   .01 

.42 

SCRANTON  WB  CITY 

.03 

.03 

.06 

SHADE  GAP 

.14 

.03 

.17 

SHEFFIELD  6  W  CHERRY  GROVE 

.13 

.02 

.01 

.01 

.01 

.04 

.02 

.09 

.07 

.02 

.10 

.08 

.60 

SMETHPORT  HIGHWAY  SHED 

.05 

.06 

.07 

.01 

.01 

.20 

SPRING  GROVE 

.03   .01 

.04 

STATE  COLLEGE 

.01 

.03 

.04 

STRONGSTOWN 

.04 

.01 

.01 

.02 

.01 

.01 

.10 

STROUDSBURG 

.01 

.01 

SUNBURY 

.02 

.02 

TAMAQUA  4  N  STILL  CREEK  DAM 

.08 

.05 

.09 

.01 

.23 

TIONESTA  2  SE  DAM  // 

.02 

.08 

.10 

.08 

.04 

.32 

TITUSVILLE 

.11 

.01 

.12 

TUNKHANNOCK  1  S  AIRPORT 

.03 

.01 

.04 

TUNNELTON  // 

.05 

.02 

.16 

.01 

.24 

TYRONE  4  NE  BALD  EAGLE 

.16 

.16 

UNION  CITY  1  W 

.11 

.02 

.34 

.14 

.61 

VANDERGRIFT  2  W 

.11 

.01 

.02 

.03 

.01 

.03 

.21 

WASHINGTON 

.04 

.03 

.03 

.01 

.10 

.21 

WAYNESBURG  1  E 

.04 

.01 

.01 

.12 

.01 

.19 

WILLIAMSPORT  4  E  WB  AIRPORT  6x 

« 

* 

* 

* 

« 

.01   « 

• 

» 

* 

« 

.08 

» 

* 

* 

* 

» 

.02 

.11 

YORK  2  S  FILTER  PLANT 

.32 

.32 

YOUNGSVILLE 

.13 

.01 

.01 

.01 

.01 

.01 

.07 

.05 

i 

1 

.30 

\ 
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STATION 


AUSTINBURG    2   W 

BUIN 

BLAIRSVIIXE   6    EME    6x 

BUUCESLEE   CORNERS 

BUTLER  SUBSTATION 

CANTON  1  NW 

CARTER    CAin> 

CHARLEROI 

CONTLUENCE  DAJi  1  SW 

CONNELLSVILLE  4  K 

CRESSON  1  E 

DUWLO 

DUSHORE 

EAGLES  HERE 

ENCLISE  CENTER 

FORD  CITY  DAM  4  S  // 

GOOD   SPRINGS  1  NW 

HAWLEY  1  S  WALLEN  DAH 

JACKSON  SDHMIT 

JOHNSTOWN  2 

KANE  5  SE 

KIRTWOOD  1  SW 

LEBANON  3  SW 

LEWISTOWN 

LOCK  HAVEN  2 

MARTINSBURG 

MILAN 

MONTROSE 

MOUNT  POCONO  2 

NEW  CASTLE  1  N 

PIKES  CREEK 

PLEASANT  MOUNT 


A.   M.    HOUR    ENDING 


2        3 


N    WB   AIRPORT  // 


1    W 


RENOVO  6  S  STATE  CAMP 

SCANDIA 

SCRAJfTON  WB  CITY 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HIGHWAY  SHED 

STRONGSTOWN 

SUNBURY 

TAMAQDA  4  N  STILL  CREEK  DAM 

TIONESTA    2    SE   DAJI   // 

TUNKHAXNOCK  1  S  AIRPORT 

WASHINGTON 

WELLSBORO  2  E 

WILLIAMSPORT   4    E   WB   AIRPORT  6x 

YOnUGSVILLE 


BLAIN 
MONTROSE 


ALLENTOWN  WB  AIRPORT 

AUSTINBUEG  2  W 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAIRSVILLE   6    ENE  6x 

BLAXESLEE   CORNERS 

BOSWELL 

CANTON   1    NW 

CARTER   CAMP 

COATESVILLE    1    SW 

DRIFTWOOD 

DUSHORE 

EAGLES   MERE 

EMPORIUM 

ENGLISH   CENTER 

ERIE   AIRPORT  6x 

FRANKLIN 

GLEN    ROCK 

GOOD   SPRINGS    1    NW 

HARRISBURG  3    S   WB  AIRPORT 

HAWLEY   1    S   WALLEN  DAM 

HOLTWOOD 

HOKE 

!hoNESDALE   TANNERS   FALLS   // 
[  JACKSON   SUMMIT 
[KANE   5  SE 

:  lampeter  scs  1  a 
!  lancaster  2  ne  filter  plant 
laurelton  2  n  state  village 
lebanon  3  sw 
lehighton 
[lock  haven  2 
martinsburg  airport  6x 
medix  run 

MERCER  WB   AIRPORT   6x 
MILAN 

iMILLERSBURG   2   E 
MILLVILLE 
MONROE   FURNACE 
MONTROSE 

MOUNT   POCONO  2    N    WB   AIRPORT   // 
PALMERTON 

PHILADELPHIA   WB  AIRPORT 
PHILADELPHIA   WB   CITY 
PHOENIXVILLE    1    E 
PIKES    CREEK 
PLEASANT  MOUNT    1    W 
PORT   CLINTON 
RAYMOND 


.01 


.03 

.08      .01      .01 


.01 
.01 


.01 
.02 


.03       .04 
.01       .03 


.25 
.03 


.03 
.02 


10         II  12 


P.  M.    HOUR    ENDING 


18th 


.02 
.01 


.05 
.01 


.01       .02       .01 

.01       .02       .01 

.01 


.04       .02 
.01 


.01 

.01 

.01 
.02 

.01 

01 

.02 

.01 

.08 
.01 

.01 

01 

.01 

.01 
.02 

.01 

.01       .03 
.03       .05 


.02 
.01 


.01 
.03 


.02 
.04 

.03 

.01 

.01 


.02 
.03 
.13 


.10 
.02 


.01 
.07 


.02 
.09 
.01 


.03 
.03 


.02 
.03 


.01 
.01 


.02 
.01 


.03 
.01 


8       9      10       II       12 


.09 
.01 


.01 
.04 


.08 

.06 
.01       .06 

.02 
.01 


19th 


20th 


.02 
.01      .01 

.01       .03       .02 

.01 

.01 

.01  .01 

.01      .01 


.01      .01 
.05 


.10 
.03 
.03 


.01 
.10 


.03 
.05 


.08 
.04 


.05 
.07 


.15 
.01 


.12 
.17 


.02 
.07 
.04 


.15 
.02 


.06 
.08 


.02 
.08 


,02       .01       .01 

.02 

.01       .10       .12  i    .10 
I    .02 
.02       .04 
I 

.13      .01 

.08  I    .02 
.01 
.07       .03       .01       .01 
*  .02 


.08 
.05 
.06 

.02 
.08 
.06 
.01 


.01 
.06 

.06 
.07 
.01 
.02 
.06 
.02 
.02 
.01 
.04 


.05 
.04 
.09 
.04 
.02 
.01 
.10 
.11 
.03 
.07 


.04 
.04 
.07 
.01 
.02 
.02 
.01 
.07 
.07 

.06 


See  reference  notes  follorlng  Station  Index 
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.11 
.01 


.01 

.11 

.07 

.10 

.01 

.05 

.01 

.04 

.01 

.02 

.07 

.09 

.05 

.04 

.08 

.03 

.06 

.05 

< 
»- 
o 


.09 


.01 
.18 
.04 
.31 
.08 
.02 
.10 
.07 
.03 
.10 
.07 
.11 
.09 
.03 
.15 
.03 
.39 
.01 
.09 
.01 
.03 
.03 
.03 
.21 


.06 
.51 
.02 
.20 
.03 
.13 
.05 
.03 
.08 
.03 
.06 
.10 
.02 
.09 
.03 
.13 
.08 
.03 


.03  .13 
.02  .31 
.08    .11 


.17 

.04 

.57 

.28 

.10 

.01 

.40 

.58 

.09 

.40 

.02 

.04 

.04 

.23 

.04 

.05 

.06 

.07 

.12 

.46 

.10 

.09 

.08 

.22 

.13 

.09 

.23 

.02 

.06 

.01 

« 

.13 

.13 

.01 

.25 

.10 

.06 

.05 

.03 

.16 

.22 

.12 

.11 


/ 


PENNSYLVANIA 

MAY  1948 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


A.   M.    HOUR    ENDING 

P.   M.    HOUR    ENDING 

^ 

STATION 

O 

1- 

» 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2   3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

READING  WB  CITY 

.02 

.10 

.03 

.15 

RENOVO  6  S  STATE  CAMP 

.08 

.04 

.09 

.21 

RIDGWAY 

.01 

.01 

SCANDIA 

.01 

.03 

.01 

.06 

.11 

SCRANTON  WB  CITY 

.01 

.11 

.08 

.20 

SELLERSVILLE  2  NW 

.02 

.01 

.03 

SHEFFIELD  6  W  CHERRY  GROVE 

.02   .01 

.01 

.06 

.01 

.11 

SMETHPORT  HIGHWAY  SHED 

.02   .01 

.03 

.06 

SPRING  GROVE 

.04 

.04 

STROUDSBURG 

.02   .06 

.01   .01   .05 

.15 

SUNBURY 

.08   .08 

.03 

.02 

.06 

.27 

TAMAQUA  4  N  STILL  CREEK  DAM 

.01 

.08 

.07 

.07 

.23 

TOWANDA 

' 

.06   .03   .18 

.05 

.07 

.03 

.42 

TUNKHANNOCK  1  S  AIRPORT 

.04 

.10 

.10 

.01 

.25 

WELLSBORO  2  E 

.06 

.04   .04   .06 

.03 

.05 

.28 

WILLIAMSPORT  4  E  WB  AIRPORT  6x 

* 

«    *    * 

•     .02   * 

* 

• 

« 

.38 

WIND  GAP  3  SW 

.07 

.07 

YOUNGSVILLE 

2] 

St 

.02 

.02 

.02 

.06 

ALLENTOWN  WB  AIRPORT 

.02 

.02 

.09 

.13 

AUSTINBURG  2  W 

.01 

.01 

BETHLEHEM  LEHIGH  UNIV 

.02 

.02 

.03 

.05 

.12 

BLAIN 

- 

- 

- 

-    -    - 

-   -   - 

_   _ 

_    _    _ 

_    _    _ 

-    -    - 

~ 

~ 

~ 

~ 

BLAIRSVILLE  6  ENE  6x 

* 

.01 

BLAKESLEE  CORNERS 

.03 

.03 

.05 

.02 

.13 
.06 

BOSWELL 

.06 

BROOKVILLE  6x 

« 

*    *    * 

*     .01 

.01 

BUCKSTOWN 

.06 

.01 

.01 

.01 

.01 

.10 

CANTON 

.01 

.06 

.01 

.02 

.06 

.16 

CARTER  CAMP 
CLARION 

.01 

.01   .01   .01 

.02 

.01   .07 
.01 

.01       .02 

.17 
.01 
.11 
.10 
.10 
.01 
.03 
.01 

COATESVILLE  1  SW 

.04 

.03 

.04 

DRIFTWOOD 

.07 

.03 

EAGLES  MERE 

.02 

.06 

.01 

.01 

EMPORIUM 
ENGLISH  CENTER 

.01 
.01 

.01 

.01 

ERIE  WB  CITY 

.01 

■ 

- 

ERIE  AIRPORT  6x 

* 

.02 

- 

-    -    - 

-    -    - 

-   -    - 

.01 

GETIYSBURG  1  S 

.01 

GLENCOE 

.08   .05 

.02   .03 

.18 
.06 
.11 
.09 
.10 

GLEN  ROCK 

.01 

.01 

.01 

.01 

.02 

GOOD  SPRINGS  1  NW 

.08 

.02 

.01 

HARRISBURG  3  S  WB  AIRPORT 

.03 

.06 

HAWLEY  1  S  WALLEN  DAU 

.02 

.01 

.05 

.02 

HEWITT  2  S 

- 

- 

- 

-     -     - 

-    -    - 

_   _   - 

.03 

.02   .03 

.03 
.11 
.06 
.05 
.03 
.07 
.09 
.08 
.10 
.08 
.05 
.13 
.05 
.06 

HOLLIDAYSBURG 

HOLTWOOD 

.04 

.01   .01 

HONESDALE  TANNERS  FALLS  // 
INDIANA  2  SE 

.01 

.02 

.02 

.01 

.01 
.04   .01 

.03       .01 

.01 

JACKSON  SUMMIT 
KANE  5  SE 

.01   .01 

.01 

.01 

KIRKWOOD  1  SW 

.03 

.03 

.03 

LAMPETER  SCS  lA 

.02 

.06 

LANCASTER  2  NE  FILTER  PLANT 

.02 

.01 

.05   .02 

LAURELTON  2  N  STATE  VILLAGE 

.08 

LEBANON  3  SW 

.02 

.02 

.01 

LEHIGHTON 

.02 

.02 

.05 

.04 

LEWISTOWN 

.01 

.04 

.06 

MARIENVILLE 

.12 

MEDIX  RUN 

.12 

MERCER  WB  AIRPORT  6x 

* 

.01 

MILAN 

* 

* 

* 

*    *    * 

*     * 

.13 
.08 
.14 
.09 
.09 

MILLERSBURG  2  E 

.08 

.01 

.01       .03 

MONROE  FURNACE 

.06 

.01 

.01 

MONTROSE 

.04 

.05 

.04 

.01 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

.03 

.05 

.01 

NEFFS  HILLS  4  NE 

.06 

.02 

.01 

.11 

PALMERTON 

.03 

.02 

.05 

.01 

.01   .04 
.01 
.03 

.01 

!l8 

PHILADELPHIA  WB  AIRPORT 

.04 

.03 

.02 

.02   .01 

.03 

.19 

PHILADELPHIA  POINT  BREEZE 

.03 

.04 

.04 

.03   .01 

.17 

PHILADELPHIA  WB  CITY 

.04 

.05 

.04 

.01 

.11 

PHILLIPSBURG  WB  AIRPORT 

.10 

.01 

.19 

PHOENIXVILLE  1  E 

.04 

.08 

.07 

.10 

PUCES  CREEK 

.05 

.05 

.07 

PINE  GROVE  MILLS  1  S 

.07 

.08 

PLEASANT  MOUNT  1  W 

.02 

.02 

.03 

.01 

.19 

PORT  CLINTON 

.02 

.06 

.03 

.02   .05   .01 

• 

.03 

PUTNEYVILLE  DAM  2  SE 

.02 

.01 

« 

RAYMOND 

* 

♦ 

* 

*          *          * 

*    • 

.12 

READING  WB  CITY 
RENOVO  6  S  STATE  CAMP 

l05 
.01 

.07 

.03 

.02 

.02 

.02   .01 

.01 

.07 
.11 

RIDGWAY 

.07 

.02 

.01 

.04 

ROCHESTER  1  N 

.01   .05   .02 

.01   .01 

.10 

SCANDIA 

.07 

SCRANTON  WB  CITY 

.01 

.03 

.02 

.01 

.07 

SELLERSVILLE  2  NW 

.01 

.01 

.01 

.01 

.01   .02 

.01   .08 

.04   .01 

.09 

SHEFFIELD  6  W  CHERRY  GROVE 

.01 

.01 

.11 

SMETHPORT  HIGHWAY  SHED 

.01 

.01 

.01 

.01 

.06 

.07 

SPRING  GROVE 

.01 

.04 

STATE  COLLEGE 

.03 

.01 

.03 

STRONGSTOWN 

.02 

.01 

.11 

SUNBURY 

.11 

.06 

TAMAQUA  4  N  STILL  CREEK  DAM 

.06 

.01 

.01 

.01 

TIONESTA  2  SE  DAM  // 

.03 

TOWANDA 

.03 

.07 

TUNKHANNOCK  1  S  AIRPORT 

.05 

V   01 

.01 

.01 

TUNNELTON  // 

.01 

.01   .02 

.03 

UNION  CITY  1  W 

.02 

VANDERQRIFT  2  W 

.01 

.01 

.01 

WILLIAMSPORT  4  E  WB  AIRPORT  6x 

* 

.36 

* 

♦     *     * 

•     .01 

.07 

WIND  GAP  3  SW 

: » 

.02 

.01 

.03 

.01 

See  reference  notes  following  Station  Index 
62  - 
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STATION 

A.   M.    HOUR   ENDING 

P. 

M. 

HOUR    ENDING 

_l 
< 

o 

1 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

e 

9 

K) 

II 

12 

YORK  2  S  FILTER  PLANT 

.01 

.01 

.03 

.01 

.01 

.03 

.02 

.07 

.07 

YOUNGS V I LLE 

.01 

.01 

22 

d 

' 

BLAIN 

- 

- 

- 

. 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

.02 
.01 

EMPORIUM 

.01       .01 

ENGLISH  CENTER 

.01 

.01 

.01 

ERIE  WB  CITY 

« 

• 

• 

« 

.08 

ERIE  AIRPORT  6x 

.04 
.04 

KANE  5  SE 

.01 

.01 

.01 

.01 

.01 

.02 

.01 

TITUSVILLE 

.01 

.01 

.01 

.03 

YOUNGSVILLE 

23 

d 

ALBION 

.04 

.12 

.09 

.03 

.07 

.02 

.01 

.03 

.01 

.03 

.23 

.25 
.43 

ALLENS  MILLS 
AUSTINBURG  2  W 

.01 

.03   .03   .06 

.07 

.08 

.06 

.11 

.07 

.07 

.01 

.60 

BLAIN 

BLAKESLEE  CORNERS 

<¥ 

.12 

* 

.35 

4i 

.10 

* 

.17 

* 

.06 
.05 

.33 

* 

.06 

* 

« 

.01 

1.20 
.21 

BROOKVILLE  6x 
CANTON  1  NW 
CARTER  CAMP 
CLARION  DAM  3  SW 
DRIFTWOOD 
DU  BOIS  7  E 
DUSHORE 
EAGLES  MERE 
EMPORIUM 

.01 

.01   .02   .01 

.02   .01   .01 
.01 

.01 

.01 

.01 

.02 

.05 
.01 

.09 
.19 

.04 

.01 

.07 
.05 

.05 
.01 
.04 
.02 

.01 

.01 

.05 
.03 
.19 
.06 

.02 

.02 
.08 
.03 
.12 

.02 

.10 

.09 
.07 
.03 
.10 

.01 

.07 

.04 
.10 

.01 
.06 

.15 
.12 
.12 
.10 

.08 

.15 
.12 
.06 
.10 

.15 

.29 
.05 
.03 
.14 

.02 

.93 
.92 
.58 
.65 
.10 
.06 
.04 
.50 
.02 
.75 
.71 
.01 
.16 

ENGLISH  CENTER 

.02 

ERIE  WB  CITY 

.02 

.03 

.05   .05   .04 

.09   .15   .26 

.05 

.01 

ERIE  AIRPORT  6x 

* 

.08 

* 

*     »     * 

*     .25   * 

* 

♦ 

* 

* 

.46 

FORD  CITY  DAM  4  S  // 

.01 

.02 

.02 

.02 

.02 

.08 

FRANKLIN 

HAWLEY  1  S  WALLEN  DAM 

HONESDALE  TANNERS  FALLS  // 

JACKSON  SUMMIT 

JAMESTOWN  2  NW 

KANE  5  SE 

LEHIGHTON 

MARIENVILLE 

.04 

.01 
.05   .02 

.08   .08   .04 
.03 

.06 

.09 

.01 
.02 

.11 
.02 
.10 

.07 
.18 
.10 

.01 

.09 
.05 
.15 

.01 

.02 
.04 

.14 

.06 
.05 
.04 

.03 

.01 
.01 
.01 
.06 
.07 

.02 

.04 
.09 
.03 
.09 
.05 
.01 
.04 

.02 
.04 
.05 

.11 
.11 
.11 

.06 
.05 
.06 

.13 
.01 
.08 

.07 
.01 
.06 

.01 
.03 
.10 

.02 
.18 
.03 

.37 
.41 

1.06 
.49 
.84 
.13 
.37 
.37 

1.25 
.27 

MEADVILLE  1  S 
MEDIX  RUN 

.02 

.06 

.10 

.11 

.01 

.05 

.04 

.03 
.05 

* 

.01 
.23 

.03 
.17 

4i 

.01 
.10 

.14 

* 

.05 

.08 

* 

.43 

MERCER  WB  AIRPORT  6x 

.01 

.09 

.10 

MERCER 
MILAN 

* 

■* 

* 

*     «     * 

«     »     * 

# 

* 

* 

* 

* 

* 

* 
^ 

* 
4t 

* 
* 

* 
* 

« 

« 
* 

* 
* 

« 

* 
* 

MILLVILLE 

MONTROSE 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

NEW  CASTLE  1  N 

.01   .07   .10 

^ 

4i 

.01 

* 

.02 
.12 
.02 

.08 
.22 
.01 

.04 
.15 

.04 
.02 

.04 
.10 

• 

.08 
.32 
.01 

.06 
.05 

* 

.07 

* 

.61 
.98 
.05 

* 

PALME  RTON 

.03 

.08 

.06 

.03 

.20 

PARKERS  LANBING  1  E 
PIKES  CREEK 
PLEASANT  MOUNT  1  W 
RAYMOND 
RIDGWAY 

.01 
.01 

.01   .02 

*     * 

.01 

* 

* 

* 

.01 

.03 

* 

.01 

* 

.02 
.05 

* 

.15 
.10 

.02 

!o5 
.06 

.09 

.01 
.08 

« 

.09 

.01 
.02 

.03 

.01 
.06 

* 
.21 

.01 
.10 

* 
.05 

.02 

* 

.31 

.53 

* 

.51 

.56 

.16 

.63 

SCANDIA 

SCRANTON  WB  CITY 
SHEFFIELD  6  W  CHERRY  GROVE 

.06 

.02   .02 

.03   .01   .08 

.08 

.13 

.09 
.10 

.02 
.13 

.01 

.16 

.01 
.01 
.02 

.04 

.03 

.02 
.01 

.09 
.04 

.08 

.01 
.02 

.03 

SMETHPORT  HICBWAY  SHED 

.01   .03 

.01   .04 

.01 

.01 

.09 

.14 

.16 

.04 

.03 

.01 

.01 

.02 

.03 

.08 

.04 

.01 

.77 
.08 
.33 
.31 
.48 
1.04 

STROUDSBUHG 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

.01   .01   .04 

.08 

.01 

.03 

.01 

.03 

.02 

.14 
.05 

.03 
.02 

.06 
.07 

.10 
.01 

TITUSVILLE 

TOWANDA 

TUNKHANHOCK  1  S  AIRPORT 

.07 

.09 

.12 

.04 
.06 

.02 
.02 

.01 
.08 

.01 
.03 

.02 
.05 

.04 
.09 

.05 
.12 

.01 
.09 

.10 

.18 

.22 

.20 

.02 

.07 

.06 

.01 

.01 

.01 

.05 

.43 
.39 
.01 
1.20 
.36 

UNION  CITY  1  W 

.02 

.02 

.01 

.01 

.02        .06 

.15 

.08 

.02 

VAITOERGRIFT  2  W 
WELLSBORO  2  E 

.01 

.02 

.01   .03 

.01 

.03 

.15 

.01 

.01 

.09 

.12 

.18 

.23 

.15 

.16 

YOUNGSVILLE 

.01 

.01 

.01 

.01   .01   .01 

.01       .04 

.14 

.02 

.07 

.01 

.01 

2^ 

:th 

ALLENS  HILLS 

.07 

.OS 

.02 

.02 

.13 

AUSTINBURG  2  W 

- 

- 

- 

-    -    - 

-    -    - 

- 

- 

- 

- 

- 

~ 

~ 

~ 

~ 

" 

" 

BLAIN 

BLAKESLEE  CORNERS 

~ 

~ 

" 

- 

. 

.02 

.18 

.01 

.08 

.01 

.30 

BROOKVILLE  6x 

* 

.le 

.03 
.52 
.12 
.62 
.02 
.06 
.05 

BUTLER  SUBSTATION 

.03 

CANTON  1  NW 

.1' 

.ic 

>   .14 

.08   .03 

CARTER  CAMP 

.02 

i   .0£ 

)   .01 

DRIFTWOOD 

.IJ 

>  .2' 

I   .12 

.08 

DU  BOIS  7  E 

.o: 

DUSHORE 

.0] 

L   .0] 

L   .04 

EMPORIUM 

.o; 

!  .o: 

!   .01 

.03 

FRANKLIN 

.o: 

i 

.70 

.12 

.01 

.83 

GETTYSBURG  1  S 

.52 

.15 

.03 

.70 

GLEN  ROCK 

.40 
.34 

.40 

2.17 

.21 

HARRISBURG  3  S  WB  AIRPORT 
HAWLEY  1  S  WAI.I.EN  DAM 

.i( 

.02 

■  .25 

.01 

.65 

.38 

.30 
.05 

.06 
.16 

HOLTWOOD 

HONESDALE  TANNERS  FALLS  // 

.0 

I 

.05 

.05 

.10 

.22 

.03 

.04 

* 

.68 

.50 

.09 

JACKSON  SUMMIT 

KIRKWOOD  1  SW 

LAMPETER  SCS  1  A 

LANCASTER  2  NE  FILTER  PLANT 

LEBANON  3  SW 

.0 

I      .0 

L 

* 

* 

♦ 

* 

* 

.02   .02 

*    * 

.42 
.45   .05 

* 
.10 

.09 

.10 

.02 

* 
.04 

LEHIGHTON 

.66 

MEDIX  RUN 

.2 

7   .2 

D   .17 

.01 

.01 

MERCER  WB  AIRPORT  6x 

* 

.1 

7 

2.50 

MILAN 

* 

2.5 

[) 

.15 

MILLVILLE 

.1 

5 

See  reference  notes  following  Station  Index 
-  63  - 
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PENNSYLVANIA 
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HOURLY    PRECIPITATION 

A.   M.    HOUR    ENDING 

p. 

M. 

HOUR    ENDING 

-I 
< 
1- 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1        2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

o 

MONTROSE 

.07       .13       .07 

.12       .04       .01 

.03 

.47 

MOUNT   POCONO  2    N    WB   AIRPORT 

.03 

.03 

.08 

.02 

.16 

PALMERTON 

•         ♦ 

* 

* 

• 

• 

* 

* 

« 

« 

.02 

.02 

PARKERS    LANDING    1    E 

.01 

.01 

PLEASANT    MOUNT    1    W 

.13 

.13 

RAYMOND 

*         1.55      - 

-           -           - 

-           -           - 

_         _         - 

-        _        _ 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

READING   WB   CITY 

.01 

.04 

.01 

.06 

RIDGWAY 

.01 

.01 

.02 

SCRANTON   WB   CITY 

.08 

.08 

SMETHPORT    HIGHWAY    SHED 

.01       .01 

.02 

SPRING  GROVE 

.46 

.10 

.03 

.05 

.64 

STROUDSBURC 

.02 

.08 

.10 

TAMAQUA    4    N    STILL    CREEK    DAM 

.03 

.03 

TOW  AN  DA 

.10       .10       .04 

.06       .01 

.01 

.32 

TUNKHANNOCK    1    S    AIRPORT 

.01 

.01 

WELLSBORO   2    E 

.03       .04       .07 

.01 

.15 

YORK   2    S    FILTER   PLANT 

25 

th 

.05 

.07 

.08 

.02 

.01 

.23 

ALLENTOWN   WB   AIRPORT 

.01 

.01 

AUSTINBURG   2   W 

_           _           - 

-       ■     - 

-         -         - 

-      ■  - 

-        -        - 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

BLAIN 

_           _           _ 

_           _           _ 

-           -           - 

_        _        _ 

_        _        _ 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

COATESVILLE    1    SW 

.09 

.09 

GLEN    ROCK 

.01 

.01 

.01 

.03 

HAWLEY    1    S    WALLEN    DAM 

.01 

.01 

.02 

HOLTWOOD 

.05       .01 

.06 

HONESDALE    TANNERS    FALLS    // 

.10 

.10 

LAMPETER    SCS    1    A 

*           *           * 

*           *           • 

«           *           * 

•           •           * 

»           .90 

.90 

LANCASTER    2    NE    FILTER   PLANT 

.01       .01 

.01       .01 

.04     - 

PHILADELPHIA    WB   AIRPORT 

.02 

.15 

1 

.17 

PHILADELPHIA   POINT   BREEZE 

.05       .01       .14 

.01 

.21 

PHILADELPHIA    WB    CITY 

.21 

.09       .01 

.01 

.32 

RAYMOND 

_           _           _ 

_           _           - 

-            _           - 

_         -         _ 

-           -           _ 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

READING    WB   CITY 

.01 

.01 

STROUDSBURG 

.02 

.02 

YORK    2    S      FILTER   PLANT 

.01 

26 

Ih 

.01 

AUSTINBURG   2    W 

_ 

_           _           _ 

_           _           _ 

-        _        _ 

_           _           _ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

BLAIN 

_           _           _ 

_           _           _ 

_           _           _ 

_        _        _ 

_           _           _ 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

ENGLISH   CENTER 

.01 

.02       .04       .01 

.08 

flOLTWOOD 

.01 

.01 

.02 

KIRKWOOD    1    SW 

.10 

.10 

RAYMOND 

2-j 

th 

AUSTINBURG    2    W 

-           _           - 

.        "    - 

_ 

_ 

. 

- 

- 

- 

- 

-    . 

- 

- 

- 

- 

- 

BLAIN 

_           _           _ 

_           _           _ 

-           -           - 

-        -        - 

-           -           - 

- 

- 

- 

- 

- 

- 

- 

- 

- 

ENGLISH    CENTER 

.08 

* 

.08 

LEWISTOWN 

.02 

.02 

RAYMOND 

-           -           - 

-           -           - 

-           -           - 

-        -        - 

-           -           - 

- 

- 

- 

- 

- 

- 

- 

- 

- 

" 

* 

28th 

ALLENS    MILLS 

.68 

.32 

.01 

.18 

.04 

1.23 

AUSTINBURG    2   W 

_           _           _ 

_           _           _ 

-           -           - 

-        -        - 

-           -           - 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

BLAIN 

_           _           _ 

_           _           _ 

_           _           _ 

_        _        _ 

-           -           - 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

BLAIRSVILLE   6    ENE    6x 

* 

* 

* 

* 

« 

.26 

* 

* 

« 

« 

.31 

BOSWELL 

.95 

.22 

.30 

.11 

.02 

.01 

.01 

1.62 

BROOKVILLE    6x 

* 

*           *           * 

•            .05 

• 

* 

♦ 

« 

« 

.40 

« 

* 

« 

« 

.48 

BUCKSTOWN 

.04 

.01 

.01 

.21 

.18 

.20 

.22 

.16 

.17 

.11 

1.31 

CANTON    1    NW 

.03 

12 

.15 

CARTER   CAMP 

.27 

.05 

.03 

.02 

.37 

CHARLEROI 

.02 

.05 

.03 

.02 

.01 

.01 

.14 

CLARION   DAM   3    SW 

.02 

.02 

COALPORT 

.03 

.01 

.01 

.05 

.01 

.01 

.01 

.13 

CONFLUENCE   DAM    I    SW 

.02       .01 

.01                    .01 

.01 

.01 

.01 

.01 

.01 

.10 

CONNELLSVILLE    4    N 

.17       .04       .01 

.04 

.55 

.09 

.08 

.01 

.02 

.01 

1.02 

CRESSON    1    E 

.60 

.18 

.08 

.16 

.06 

1.08 

DRIFTWOOD 

.01 

.01                    .34 

.29 

.05 

.70 

DU   BOIS   7   E 

.05 

.01       .01 

.03 

.01 

.02 

.02 

.15 

DUNLO 

.07 

.02       .01 

.19 

.10 

.32 

.08 

.10 

.89 

EMPORIUM 

.04 

.02 

.06 

FORD   CITY   DAM  4    S    // 

.07 

.03 

.02 

.02 

.14 

GLENCOE 

.09 

.01 

.10 

GREENSBURG   2    E   HWY   SHED 

.02 

.05       .01 

.03 

.05 

.01 

.01 

.01 

.01 

.20 

HEWITT    2    S 

.02 

.01 

.08 

.08 

.03 

.22 

HOLLIDAYSBURG 

.15 

.15 

.23 

.17 

.12 

.05 

.87 

HOME 

.01 

.01       .03 

.01       .01 

.02 

.03 

.01 

.01 

.01 

.01 

.01 

.01 

.18 

INDIANA    2    SE 

.02 

.04 

.01 

.01 

.08 

JOHNSTOWN    2 

.40 

.10 

.10 

.01 

.01 

.08 

.70 

KANE    5    SE 

.01 

.01 

.02 

LEWISTOWN 

.30 

.32 

.62 

LOCK   HAVEN    2 

.03 

.07 

.10 

MARIENVILLE 

.32 

.32 

MARTINSBURG 

.03 

.02 

.04 

.50 

.45 

.17 

.08 

1.29 

MARTINSBURG   AIRPORT   6x 

* 

• 

* 

« 

* 

.30 

♦ 

« 

• 

1.55 

MED  IX   RUN 

.04       .01 

.02 

.01 

.08 

.12 

.12 

.40 

MILAN 

* 

• 

• 

* 

* 

MONROE   FURNACE 

.02 

.07 

.12 

.13 

.03 

.37 

MOyNT    UNION    1    NW 

.37 

.14 

.15 

.66 

MURRYSVILLE 

.53 

.01 

.02 

.01 

.57 

NEFFS    MILLS    4    NE 

.01 

.04 

.15 

.15 

.11 

.01 

.47 

PARKERS    LANDING    1    E 

.02       .01 

.03 

PHILLIPSBURG   WB   AIRPORT 

.10       .05       .05 

.01 

.01 

.08 

.08 

.06 

.05 

.05 

.54 

PIKES    CREEK 

a 

.02 

.02 

PINE   GROVE   MILLS    1    S 

.01 

.07 

.11 

.12 

.03 

.34 

PITTSBURGH   7    SE   WB   AIRPORT   // 

.04 

.02 

.02 

.03 

.03 

.14 

PITTSBURGH   WB   CITY 

.04 

.02 

.04 

.01 

.11 

PLEASANT   MOUNT    1    W 

.02 

.02 

PUNXSUTAWNEY    2 

.09      .01 

.01 

.30 

.02 

.01 

.01 

.35 

Sc 

e  reJ 

^erenc 

e   not 

es   fc 

Howl 

ng  St 

ation 

Index 
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O  ^  A  T  1  rt  fcl 

A. 

M.  HOUR  ENDING 

p. 

M. 

HOUR  ENDING 

< 
1- 

o 

1- 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

PUTNKYVILLE  DAM  2  SE 

.03 

.06 

, 

.01 

.24 

.01 

.01 

.36 

RAYMOND 

- 

- 

- 

- 

-         - 

- 

-   - 

- 

- 

- 

- 

- 

- 

- 

- 

- 

" 

- 

- 

- 

~ 

- 

~ 

RENOVO  6  S  STATE  CAMP 

.01   .06 

.01 

.01 

.01 

.03 

.13 

RIDGWAY 

.30 

.20 

.01 

.02 

.01 

.54 

ROCHESTER  1  N 

.01 

.01 

.01 

.01 

.04 

SAXTON 

.22 

.05 

.01 

.28 

SHADE  GAP 

.05 

.30 

.46 

.81 

SHEFFIELD  6  W  CHERRY  GROVE 

.55 

.08 

.03 

.01 

.67 

STATE  COLLEGE 

.04 

.06 

.09 

.09 

.02 

.30 

STRONGSTOWN 

.01 

.01 

.06 

.03 

.02 

.01 

.14 

TIONESTA  2  SE  DAM  // 

.10 

.76 

.86 

TOWANDA 

.08 

.08 

TUKNELTON  // 

.06 

.10 

.02 

.06 

.01 

.25 

TYRONE  4  NE  BALD  EAGLE 

.21 

.14 

.13 

.13 

.04 

.65 

VAJIDERGRIFT  2  W 

.01 

.01 

.10 

.01 

.01 

.01 

.15 

WASHINGTON 

.12 

.15 

.01 

.01 

.02 

.01 

.01 

.25 

.25 

.02 

.01 

.86 

WAYNESBURG  1  E 

.09 

.18 

.05 

.02 

.03 

.04 

.41 

WKLLSBORO  2  E 

, 

* 

* 

« 

♦ 

« 

« 

WILLIAMSPORT  4  E  WB  AIRPORT  6x 

2S 

th 

• 

* 

* 

• 

.47 

ALLENS  MILLS 

.01 

.01 

.01 

\ 

.03 

ALLENTOWN  WB  AIRPORT 

.10 

.04 

.Oo 

.01 

.02 

.02 

.47 

.15 

.87 

AUSTINBURG  2  W 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

BETHLEHEM  LEHIGB  UNIV 

*    * 

* 

* 

* 

* 

* 

« 

* 

* 

* 

* 

* 

* 

* 

* 

* 

« 

BLAIN 

- 

- 

- 

- 

-     - 

- 

-    - 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

~ 

~ 

BLAIRSVILLE  6  ENE  6x 

* 

.05 

« 

* 

*     ♦ 

* 

.03 

* 

* 

* 

* 

* 

.05 

.08 

BLAKESLEE  CORNERS 

.01 

.01 

.02 

.09 

.08 

.04 

.10 

.35 

BOSWELL 

.02 

.02 

.04 

.01 

.01 

.02 

.01 

.01 

.02 

.01 

.17 

BROOKVILLE  6  k 

* 

.03 

* 

* 

»     * 

» 

.02   * 

* 

* 

* 

♦ 

.02 

.04 

BUCKSTOWN 

.11 

.07 

.08 

.07 

.06   .05 

.05 

.05   .04 

.06 

.01 

.01 

.03 

.02 

.02 

.02 

.01 

.01 

.01 

.02 

.02 

.02 

.01 

.02 

.87 

CANTON  1  NW 

.06 

.04 

♦ 

♦ 

* 

* 

• 

* 

« 

* 

« 

* 

* 

* 

CARTER  CAMP 

.01 

.01 

.01 

.12 

.06 

.21 

CHAMBERSBURG 

.01 

.03 

.06 

.06 

.14 

.08 

.02 

.06 

.06 

.08 

.01 

.61 

CHARLEROI 

.01 

.01 

.01 

.03 

COALPORT 

.01 

.01 

.01 

.01 

.04 

COATESVILLE  1  SW 

.47 

.01 

.01 

.04 

.27 

.18 

.07 

1.05 

CONFLUENCE  DAM  1  SW 

.01 

.01 

.05 

.07 

.02 

.01 

.01 

.03 

.09 

.03 

.02 

.02 

.37 

CON»ELLSVILLE  4  N 

.01 

.01 

.01 

.03 

.01 

.09 

CRESSON  1  E 

.01 

.01   .07 

.01 

.01 

.05 

.02 

.01 

.01 

.03 

.01 

.01 

.25 

DRIFTWOOD 

.03 

.01 

.04 

DU  BOIS  7  E 

.02 

.01 

.01 

.01 

.05 

DUNLO 

.03 

.07 

.15 

.19 

.02 

.01 

.01 

.03 

.04 

.04 

.03 

.01 

.01 

.64 

DUSHORE 

.04 

.03 

.01 

.08 

EAGLES  HERE 

.05 

.07 

.03 

.15 

ENGLISH  CENTER 

.01 

.01 

.18 

.13 

.07 

.06 

.05 

.51 

EVERETT 

.02 

.01 

.04 

.01 

.08 

FORD  CITY  DAM  4  S  // 

.02 

.01 

.03 

GETTYSBDRG  1  S 

.01 

.10 

.14 

.08 

.03 

.02 

.38 

GLEHCOE 

.10 

.05 

.07 

.07 

.08 

.03 

.40 

GLEN  ROCK 

.02 

.45 

.33 

.25 

.19 

.24 

.01 

.21 

.05 

1.75 

GOOD  SPRINGS  1  NW 

.02   .10 

.02 

.38   .20 

.05 

.01 

.01 

.05 

.04 

.06 

.02 

.96 

HARRISBURG  3  S  WB  AIRPORT 

.02 

.04 

.01 

.19 

.04 

.01 

.01 

.06 

.04 

.06 

.08 

.33 

.09 

.98 

HAWLEY  1  S  WALLEN  DAM 

.01 

.01 

.01 

.08 

.01 

.02 

.06 

.01 

.01 

.22 

HEWITT  2  S 

.07 

.23 

.04 

.06 

.03 

.02 

.02 

.01 

.48 

HOLLIDAYSBURG 

.02 

.01 

.02 

,05 

.01 

.02 

.13 

HOLTWOOD 

.04 

.27 

.03 

.54 

.51 

.26 

1.65 

HONESDALE  TANKERS  FALLS  // 

.09 

.04 

.05 

.02 

.05 

.25 

HTJNTSDALE  FISH  HATCHERY 

.02 

.02 

.05 

.02 

.02 

.02 

.15 

.11 

.03 

.06 

.02 

.52 

JACKSON  SUMMIT 

.26 

.06 

.01 

.01   .01 

.35 

JOHNSTOWN  2 

.19 

.01 

.03 

.03 

.02 

.02 

.30 

KANE  5  SE 

.05 

.01 

.06 

KIRKWOOD  1  SW 

.35 

.37 

.06 

.22 

1.00 

LAMPETER  SCS  1  A 

.15 

.44 

.01 

.78 

.44 

.50 

.43 

.17 

.07 

2.99 

LANCASTER  2  NE  FILTER  PLANT 

.27 

.20 

1.40 

.22 

.18 

.30 

.14 

.05 

2.76 

LAURELTON  2  N  STATE  VILLAGE 

.32 

"   .05 

.01 

.01 

.60 

.03 

.04 

.03 

.02 

.01 

.06 

1.18 

LEBANON  3  SW 

.01 

.18 

.17 

.08 

.06 

.01 

.07 

.05 

.38 

.38 

.06 

.06 

.01 

1.52 

LEHIGHTON 

.12 

.09 

.01 

.10 

.08 

.03 

.14 

.57 

LEWISTOWN 

.0£ 

.01 

.02 

.01 

.01 

.12 

.10 

.08 

.02 

.01 

.02 

.04 

.02 

.55 

LOCK  HAVEN  2 

.01 

.01 

MARIENVILLE 

.01 

.01 

.01 

.05 

.10 

.18 

MARTINSBURG 

.14 

.04 

.02 

.02 

.06 

.02 

.06 

.07 

.02 

.45 

MARTINSBURG  AIRPORT  6x 

* 

.2£ 

* 

* 

*     « 

• 

.02 

* 

* 

* 

* 

« 

.15 

« 

• 

* 

« 

.34 

MEDIX  RUN 

.14 

.01 

.02 

.OS 

.01   .01 

.21 

MILAN 

« 

* 

* 

* 

*     * 

* 

.35 

.35 

MILLERSBURG  2  E 

.02 

.40 

.17   .01 

.01 

.01 

.03 

.05 

.11 

.09 

.90 

MILLVILLE 

.08 

.01 

.01 

.02 

.08 

.20 

MONROE  FURNACE 

.01 

.03   .01 

.28 

.05 

.01 

.01 

.02 

.02 

.03 

.01 

.01 

.49 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

.02 

.01 

.01 

.05 

.04 

.11 

.24 

MOUNT  UNION  1  NW   ' 

.0] 

L 

.02 

.08 

.01 

.02 

.47 

.09 

.01 

.01 

.01 

.04 

.01 

.78 

MURRYSVILLE  ■ 

.0] 

L   .0] 

.01 

.03 

NEFFS  MILLS  4  NE 

.o: 

.01 

.01 

.21 

.04 

.01 

.01 

.01 

.04 

.02 

.01 

.40 

PALMERTON 

♦     * 

* 

* 

* 

* 

* 

* 

* 

* 

• 

* 

* 

* 

* 

* 

« 

• 

PHILADELPHIA  WB  AIRPORT 

.08 

.04 

.02 

.14 

PHILADELPHIA  POINT  BREEZE 

.06 

.04 

.10 

PHILADELPHIA  WB  CITY 

.07 

.04 

.01 

.12 

PHILLIPSBURG  WB  AIRPORT 

.0] 

L 

.05 

.03 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.17 

PHOENIXVILLE  1  E 

.08 

.02 

.04 

.16 

.28 

.20 

.78 

PIKES  CREEK 

.02 

.07 

.02 

.11 

PINE  GROVE  MILLS  1  S 

.03 

.01 

.01 

.14 

.01 

.01 

.01 

.01 

.02 

.01 

.03 

.01 

.30 

PITTSBURGH  7  SE  WB  AIRPORT  // 

.0] 

I 

.01 

.02 

PITTSBURGH  WB  CITY 

.01 

.01 

PLEASANT  MOUNT  1  W 

.08 

.02 

.10 

PORT  CLINTON 

.02 

.18   .31 

.19 

.02 

.01 

.05 

.03 

.01 

.09 

.44 

.06 

.02 

.17 

.03 

1.63 

PUNXSUTAWNEY  2 

.0 

I   .0 

I 

.02   .01 

.01 

.01 

.01 

.01 

.01 

.01 

.11 

RAYMOND 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

READING  WB  CITY 

.05 

.17 

.10 

.20 

.47 

.21 

.04 

1.24 

RENOVO  6  S  STATE  CAMP 

.0 

2   .0 

L 

.01 

.01 

.05 

SAXTON 

.02 

.04 

.10 

.03 

.01 

.10 

.30 

SCRANTON  WB  CITY 

.06   .01 

.04 

.09 

.03 

.01 

.03 

.06 

.06 

.39 

SHADE  GAP 

.02   .01 

.01 

.01 

.01 

.01 

.26 

.20 

.04 

.01 

.01 

.01 

.01 

.61 

SPRING  GROVE 

.04 

.50 

.10 

.18 

.07 

.03 

.13 

.02 

1.07 

STATE  COLLEGE 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.07 

STRONGSTOWN 

.0 

I 

.01 

.01   .01   .01 

.01 

.06 

See  reference  notes  follovlng  Station  Index 
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PENNSYLVANIA 

MAY  1948 


STATION 


STROUBSBURG 

SUNBURY 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TOWANDA 

TUNKHANNOCK  1  S  AIRPORT 

TUNNELTON , 

TYRONE  4  NE  BALD  EAGLE 

WASHINGTON 

WELLSBORO  2  E 

WILLIAMSPORT  4  E  WB  AIRPORT  6x 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 


ALLENTOWN  WB  AIRPORT 

AUSTINBURG    2    W 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAKESLEE  CORNERS 

BUCKSTOWN 

CANTON  1  NW 

COATESVILLE  1  SW 

GETTYSBURG  1  S 

GLEN  ROCK 

GOOD  SPRINGS  1  NW 

HARRISBURG  3  S  WB  AIRPORT 

HAWLEY  1  S  WALLEN  DAM 

HOLLIDAYSBURG 

HOLTWOOD 

HONESDALE  TANNERS  FALLS  // 

HUNTSDALE  FISH  HATCHERY 

KIRKWOOD  1  SW 

LAMPETER  SCS  1  A 

LANCASTER  2  NE  FILTER  PLANT 

LEBANON  3  SW 

LEHIGHTON 

MARTINSBURG 

MARTINSBURG  AIRPORT  6x  ■ 

MILLERSBURG  2  E 

MILLVILLE 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

PALMERTON 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHOENIXVILLE  1  E 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUNXSUTAWNEY  2 

RAYMOND 

READING  WB  CITY 

SAXTON 

SCANDIA 

SCRANTON  WB  CITY 

SELLERSVILLE    2    NW 

SHADE    GAP 

SPRING  GROVE 

STROUDSBURG 

SUNBURY 

TAMAQUA  4  N  STILL  CR'EEK  DAM 

WILLIAMSPORT  4  E  WB  AIRPORT   6x 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 


AUSTINBURG  2  W 

BLAIN 

BLAIRSVILLE  6  ENE  6x 

CONFLUENCE  DAM  1  SW 

CONNELLSVILLE  4  N 

GLEN  ROCK 

GREENSBURG  2  E  HWY  SHED 

LAMPETER  SCS  1  A 

MARTINSBURG  AIRPORT  6x 

PHILADELPHIA  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHOENIXVILLE  1  E 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

RAYMOND 

SAXTON 

TUNNELTON  // 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


A.   M.    HOUR    ENDING 


.12        .11        .01 


.44       .30       .30 
.01 


.06 
.01 


.04 
.01 
.03 
.05 


.03 
.01 
.10 
.01 

.01 
.02 


.05 

.04 

.07 

* 

.01 

.02 

.05 
.03 
.01 

.05 
.01 


.07 
.10 


.03 
.02 


.04 
.02 
.04 
.04 

.01 
.01 


.02 
.01 


.01 
.01 


.17 
.05 
.01 
.06 


.04 
.05 


.01 
.05 


.01 
.01 


.02 
.02 
.02 
.75 


.04 
.02 
.02 


.01 
.01 
.02 


.01 
.12 


.01 
.08 


.19 
.02 


.06 
.01 


.02 
.01 


.01 
.02 


.02 
.01 


.05 
.09       .03       .01 


.01 
.01 
.03 


.36 
.08 


.02 

.01       .01 


P.   M.    HOUR    ENDING 


.04 
.03 


.02       .02 
.01 


.02       .30       .30 
.02       .03       .02 


.01       .08 
.01       .01 


II  12 


.09  .12  .04 
.03  .09  .09 
»  •  .40 


30th 


.01       .01       .02 
.01 


.01 

.01 

.03       .03 


.07 
.01 


.04 
.03 


.93 

.02 


.01  .01 

.03       .04       .01 


.01 

.08       .04       .14 


.02 

.01 


.30 

.01 

.06 

.44 

.29 

.10 

.07 

.03 

.01 
.18       .06 


.03       .35       .22 
.82       .39       .01 


.12       .05       .02 
.02       .03       .03 


.02 
.01 


.01 
.05 


.03 
.02 


.05 
.05 
.08 
.10 


31st 


.02 

.01       .01 

.02       .02 
.01 

.02 

.01 


.13       .02 


.04  .05  .05  .04 

.06  .02  .06  .05 

.01  .06  .06  02 

.18  .06  .04  .01 


.05       .02 
.01       .04 


.03 
.02 


.01 

.01 

.02 

« 

* 

« 

• 

04 

.01 

12 

.06 

.03 

.10 
.05 

.01 
.01 

.03 
.02 
.01 
.07 


< 

o 


.97 
.74 
.40 
.11 

1.13 
.08 
.02 
.22 
.05 
.36 
.10 
.71 

1.96 


.03 
.01 
.02 


.02       .03       .03 


1.94 


.13 
.19 

.14 
1.75 
.03 
.11 
.02 
.05 
.40 
.03 
.50 
.10 
.01 
1.30 
.09 
.11 
.01 
.04 
.06 
.01 
.44 
.10 
.15 
.93 
1.40 
.82 
.81 


.01       .17       .01       .01 


See  reference  notes  following  Station  Index 
-  66  - 


am 


TABLE   5 
DAILY    TEMPERATURES    (°  FAHRENHEIT ) 


PENNSYLVANIA 
MAY  194b 


STATION 

DAY 

OF  MONTH 

Z 
< 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

2 

ALBION 

HAS. 
HIN 

56 
35 

67 
35 

62 
36 

65 
42 

65 
43 

68 
38 

67 
45 

56 
34 

70 
40 

67 
43 

66 
48 

62 
48 

66 
42 

66 
45 

81 
43 

7n 
45 

61 
47 

62 
46 

57 
33 

73 
32 

65 
35 

62 
38 

57 
38 

64 
36 

64 
30 

63 
34 

72 
38 

81 
36 

79 
40 

68 
38 

70 
40 

66.5 
39.4 

ALLENTOWN  WB  AIRPORT 

MAX 
HIN 

67 
46 

72 
38 

55 
47 

68 
42 

55 
47 

67 
41 

52 
45 

53 
40 

76 
33 

86 
54 

90 
59 

89 
58 

63 
50 

55 
48 

69 
48 

58 
50 

74 
55 

64 
52 

66 
45 

68 
42 

76 
46 

62 
41 

81 
42 

78 
52 

69 
57 

75 
52 

79 

54 

80 
58 

76 
61 

76 
63 

69 
59 

69.9 
49.2 

ALLKHTOWN  GAS  CO 

MAX 

HIN 

69 
46 

68 
39 

73 
43 

55 
44 

69 
45 

57 
43 

67 
46 

51 

45 

55 
34 

72 
41 

87 
60 

90 
62 

89 
59 

67 
48 

59 
49 

70 
49 

64 
52 

75 
52 

64 
47 

66 
43 

69 
48 

78 
43 

63 
44 

78 
52- 

77 
57 

69 
53 

72 
55 

80 
58 

79 
62 

76 
64 

71 
60 

70.3 
49.8 

ALTOONA  HORSESHOE  CURVE 

HAX 

HIN 

64 
41 

65 
34, 

54 
50 

63 
45 

62 
45 

60 
46 

56 
45 

56 
37 

80 
34 

83 
56 

90 
57 

84 
57 

66 
56 

60 
53 

69 
42 

66 
49 

64 
47 

63 
46 

63 
40 

64 
36 

73 
50 

64 
37 

79 
48 

75 
42 

74 
43 

72 
44 

74 
52 

75 
60 

70 
58 

74 
56 

69 
53 

68.7 
47.1 

ARENDTSVILLE 

MAX 

MIN 

46 

68 
44 

67 
52 

55 
41 

64 
45 

54 
44 

63 
45 

52 
43 

64 
36 

81 
50 

87 
55 

92 
57 

88 
63 

69 
50 

71 
45 

74 
49 

64 
52 

75 
51 

68 
47 

69> 
43 

69 
51 

79 
42 

6d 
43 

82 
49 

78 
58 

79 
54 

71 
53 

76 
59 

81 
63 

71 
63 

76 
57 

71.9 
50.0 

AVOCA  WILKES-BAHRE  AP 

MAX 
MIN 

61 
37 

70 
35 

58 
47 

68 
39 

55 
46 

70 
41 

51 
45 

45 
41 

75 
35 

79 
60 

91 
57 

80 
59 

59 
50 

53 
46 

66 
47 

57 
51 

72 
54 

56 
48 

58 
43 

64 
42 

73 
44 

60 
42 

75 
44 

73 
54 

71 
52 

75 
45 

79 
50 

79 
63 

74 
63 

74 
58 

78 
52 

67.7 
48.1 

BELLEFONTE  PRISON  FARM 

MAX 
MIN 

69 
46 

59 
42 

58 
45 

,65 
48 

55 
52 

63 
51 

52 
52 

62 
37 

80 
45 

81 
54 

84 
66 

90 
66 

55 

71 
54 

66 
51 

61 
43 

64 
40 

61 
42 

68 
42 

67 
36 

73 
49 

66 
41 

79 
45 

75 
51 

75 
45 

75 
49 

76 
49 

79 
56 

76 
59 

76 
59 

75 
59 

70.0 
49.3 

BERWICK 

HAX 
MIN 

R9 
44 

72 
36 

71 
48 

69 
43 

69 
49 

71 
40 

69 
45 

53 
42 

77 
32 

82 
58 

92 
57 

91 
62 

70 
57 

59 
48 

70 
49 

70 
50 

73 
57 

68 
51 

66 
45 

67 
40 

77 
47 

76 
41 

80 
42 

74 
54 

74 
55 

79 
48 

79 
40 

81 
63 

79 
64 

76 
61 

79 
51 

73.6 
49.3 

BETHLEHEM  LEHIGH  UNIV 

MAX 
HIN 

67 
48 

70 
42 

54 
46 

67 
44 

54 
45 

67 
45 

49 
43 

52 
42 

77 
36 

88 
61 

93 
60 

89 
65 

64 
48 

55, 
47 

70 
49 

59 
51 

V4 
57 

61 
52 

65 
46 

67 
46 

78 
46 

62 
42 

77 
47 

79 
54 

66 
59 

72 
55 

79 
56 

78 
58 

77 
62 

74 
63 

65 
62 

69.3 
50.9 

BLAIRSVILLE  6  ENE 

MAX 
MIN 

61 
42 

66 
42 

57 
46 

66 
38 

59 
43 

65 
42 

58 
37 

54 
32 

76 
42 

77 
64 

84 
60 

77 
60 

67 

56 
48 

65 
42 

63 
53 

60 
47 

60 
44 

59 
41 

66 
56 

69 
40 

61 
33 

75 
46 

64 
42 

66 
48 

72 
43 

77 
52 

76 
58 

69 
58 

72 
54 

67 
49 

66. S 
46.7 

BRADFORD  4  W  RES  NO  1 

MAX 
MIN 

60 
31 

67 
26 

66 
47 

64 
28 

62 
48 

64 
42 

62 
40 

52 
33 

70 
27 

73 
53 

83 
49 

82 
53 

62 
51 

54 
48 

67 
38 

69 
50 

69 
44 

56 
46 

55 
31 

61 
30 

64 
42 

58 
36 

59 
43 

61 
38 

63 
29 

71 
30 

76 
37 

76 
49 

78 
55 

72 
49 

70 
36 

66.0 
40.6 

BROOETILLE 

MAX 
MIN 

66 
38 

69 
30 

65 
44 

67 
35 

63 
43 

65 
43 

54 
40 

51 
32 

75 
30 

77 
60 

84 
58 

75 
52 

67 
56 

59 
46 

68 
35 

69 
55 

61 
49 

59 
47 

60 
38 

66 
32 

70 
41 

62 
35 

70 
48 

65 
41 

68 
32 

74 
34 

75 
45 

78 
55 

75 
57 

75 
52 

74 
50 

67.9 
43.6 

BURNT  CABINS  2  NE 

MAX 
MIN 

72 
40 

68 
33 

54 
42 

64 
40 

52 
43 

65 
40 

55 
43 

62 
39 

80 
32 

89 
54 

91 
50 

89 
58 

74 
52 

66 
48 

72 
44 

61 
50 

73 

45 

66 
45 

66 
44 

68 
31 

80 
47 

68 
40 

80 
43 

82 
44 

77 
40 

76 
44 

77 
48 

83 
58 

79 
61 

76 
59 

77 
47 

72.3 
45.3 

BUTLER 

MAX 
HIN 

64 
41 

70 
40 

70 
34 

69 
34 

62 
46 

66 
35 

70 
52 

60 
37 

78 
40 

76 
34 

83 
57 

88 
55 

79 
60 

69 
52 

69 
39 

75 
48 

65 
49 

63 
47 

65 
43 

66 
34 

73 
60 

74 
37 

77 
43 

78 
45 

65 
33 

70 
35 

79 
46 

84 
60 

80 
50 

85 
43 

82 
41 

72.7 
44.2 

CANTON  1  NW 

HAX 

MIN 

33 

61 
31 

67 
37 

60 
35 

66 
41 

50 
36 

63 
41 

48 
37 

60 
30 

70 
31 

77 
51 

87 
56 

74 
50 

61 
46 

54 
42 

68 
42 

57 
48 

65 
46 

54 
36 

57 
35 

58 
39 

62 
38 

58 
39 

58 
47 

67 
45 

65 
39 

72 
44 

78 
42 

69 
46 

70 
47 

72 
43 

64.3 
41.1 

CARLISLE 

HAX 
MIN 

72 
49 

70 
36 

60 
48 

67 
42 

63 
48 

65 
45 

60 
43 

62 
42 

80 
34 

90 
51 

92 
55 

89 
59 

78 
54 

65 
48 

72 
46 

65 
54 

75 
54 

68 
49 

70 
45 

70 
43 

80 
48 

76 
42 

82 
42 

78 
50 

75 
53 

74 
51 

77 
52 

81 
60 

75 
63 

74 
60 

78 
53 

73.6 
49.0 

CHAMBERSBURG 

MAX 
MIN 

71 
44 

69 
41 

55 
48 

62 
42 

56 
43 

65 
39 

55 
45 

63 
42 

78 
38 

87 
54 

87 
53 

85 
62 

70 
54 

69 
51 

73 
48 

62 
54 

73 
50 

70 
51 

70 
46 

72 
36 

78 
50 

70 
42 

80 
45 

80 
50 

78 
52 

76 
52 

77 
52 

81 
56 

79 
61 

76 
62 

79 
55 

72.5 
49.0 

CLAEION  DAM  3  SW 

MAX 

MIN 

68 
38 

69 
31 

70 
50 

66 
31 

63 
46 

67 
35 

59 
39 

54 
34 

78 
30 

81 
55 

87 
50 

75 
50 

67 
54 

62 
49 

72 
55 

73 
55 

66 
50 

63 
53 

61 
34 

70 
29 

71 
44 

65 
34 

70 
42 

64 
38 

70 
31 

77 
32 

87 
42 

77 
53 

76 
58 

80 
49 

74 
49 

70.4 
43.2 

CLAYSVILLE 

MAX 

MIN 

61 
39 

63 
39 

65 
50 

66 
34 

65 
33 

71 
37 

63 
44 

60 
35 

78 
37 

82 
54 

86 
54 

83 
55 

68 
61 

65 
53 

67 
42 

69 
51 

67 
50 

66 
49 

62 
44 

71 
32 

75 
58 

64 
34 

78 
51 

67 
38 

68 
35 

73 
35 

83 
51 

79 

60 

73 

60 

75 
49 

71 
46 

70.5 
45.5 

COALPORT 

MAX 
MIN 

37 

66 
29 

68 
30 

57 
32 

66 
48 

54 
43 

65 
44 

56 
37 

55 
29 

78 
38 

80 
52 

88 
51 

84 
52 

70 
55 

58 
37 

71 
37 

68 
47 

64 
43 

62 
38 

63 
30 

65 
31 

74 
35 

67 
35 

78 
40 

72 
34 

74 
32 

76 
34 

77 
48 

78 
56 

76 
55 

79 
49 

69.6 
55.1 

COATKSVILLE  1  SW 

MAX 
MIN 

68 
38 

70 
38 

54 
49 

68 
39 

53 
46 

68 
46 

51 
46 

59 
44 

73 
32 

85 
44 

90 
54 

87 
56 

67 
65 

66 
49 

70 
45 

68 
45 

76 

58 

65 
52 

67 
47 

66 
42 

79 
49 

65 
40 

78 
42 

77 
48 

69 
57 

68 
58 

78 
58 

80 
58 

85 
58 

72 
58 

72 
59 

70.8 
49.0 

COLnHBIA 

MAX 
MIN 

70 
45 

71 
41 

67 
49 

69 
43 

63 
50 

70 
47 

64 
46 

64 
40 

78 
35 

88 
52 

93 
55 

92 
59 

78 
58 

66 
50 

74 
46 

65 
53 

75 
57 

67 
52 

72 
48 

69 
49 

82 
50 

68 
45 

82 
46 

79 
54 

74 
55 

70 
57 

80 
59 

81 
60 

76 
63 

76 
64 

80 
58 

74.3 
40.6 

CONFLUENCE  DAM  1  SW 

MAX 
MIN 

60 
42 

61. 
36 

67 
40 

56 
43 

65 
47 

61 
39 

65 
40 

60 
38 

60 
38 

79 
44 

83 
51 

88 
53 

87 
57 

72 
56 

60 
45 

69 
48 

62 
49 

64 
48 

65 
46 

62 
33 

67 
36 

72 
38 

64 
39 

80 
42 

74 
41 

72 
40 

75 
44 

45 

80 
56 

72 
58 

75 
52 

6S.2 
44.6 

CORRT 

HAX 
MIN 

64 
40 

73 
31 

65 
46 

66 
31 

65 
45 

70 
34 

64 

41 

44 
33 

71 
41 

75 
55 

84 
50 

82 
57 

68 
52 

58 
48 

70 
38 

72 
54 

71 
49 

57 
46 

57 
36 

68 
36 

68 
44 

65 
36 

69 
50 

60 
43 

62 
32 

72 
34 

80 
42 

80 
57 

78 
56 

74 
44 

70 
45 

68.5 
43.4 

COUDERSPORT 

HAX 
HIN 

63 
36 

58 
31 

64 
44 

68 
28 

64 
47 

66 
45 

65 
43 

49 
32 

74 
26 

76 
52 

86 
36 

85 
48 

49 
40 

59 
33 

60 
28 

69 
33 

58 
34 

61 
38 

67 
43 

68 
34 

75 
35 

77 
40 

77 
51 

77 
58 

75 
53 

73 
44 

67.8 
39.7 

CUSWENSVILLE  6  NW 

MAX 
MIN 

65 
35 

65 
37 

54 

41 

61 
41 

51 
43 

61 
43 

48 
36 

48 
31 

74 
30 

77 
61 

84 
51 

75 
54 

63 
52 

55 
41 

66 
39 

64 
50 

60 
43 

56 
41 

61 
35 

64 
30 

71 
37 

61 
32 

71 
46 

67 
42 

69 
40 

71 
43 

71 
48 

70 
56 

71 
55 

74 
54 

73 
50 

65.2 
43.1 

DERRT 

HAX 

MIN 

64 
44 

68 
39 

61 
55 

69 
54 

62 
46 

67 
37 

63 
45 

59 
38 

80 
38 

85 
55 

85 
61 

81 
59 

72 
62 

66 
53 

70 
44 

66 
57 

65 
52 

66 
49 

63 
45 

69 
36 

66 
50 

67 
38 

70 
38 

69 
37 

71 
40 

77 
40 

80 
53 

79 
65 

71 
61 

77 
57 

75 
53 

70.4 
48.4 

DONEGAL 

MAX 

HIN 

58 
38 

65 
32 

53 
44 

64 
42 

58 
39 

62 
32 

58 
36 

54 
33 

75 
34 

80 
50 

84 
48 

80 
52 

68 
55 

57 
47 

65 
40 

62 
44 

62 
44 

60 
44 

58 
40 

64 
27 

72 
40 

60 
33 

76 
40 

65 
37 

65 
36 

72 
37 

75 
46 

74 
54 

69 
56 

72 
50 

63 
49 

66.1 
41.9 

DONORA 

MAX 

HIN 

64 
45 

69 
42 

60 
53 

69 
41 

68 
49 

71 
42 

64 
56 

73 
40 

87 
44 

85 
57 

91 
58 

86 
60 

74 
63 

67 

55 

72 
48 

70 
58 

67 
53 

69 
52 

66 
46 

74 
39 

78 
50 

66 
41 

82 
52 

71 
46 

72 
43 

77 
47 

83 
56 

84 
67 

74 
64 

82 
56 

74 
55 

73.8 
50.9 

EAGLES  MEKE 

MAX 
MIN 

35 

64 
35 

35 

55 
40 

69 
40 

48 
39 

63 
39 

46 
34 

41 
33 

69 
36 

76 
38 

86 
57 

80 
51 

62 
45 

50 
40 

67 
40 

57 
51 

66 
45 

53 
35 

59 
34 

59 
34 

70 
35 

56 
37 

70 
47 

67 
45 

68 
44 

72 
44 

73 
52 

69 
59 

69 
51 

68 
48 

63.9 
41.9 

EAST  WATERFORD  3  E 

HAX 
MIN 

64 
.47 

61 
44 

50 
44 

56 
44 

52 
44 

56 
41 

51 
40 

52 
36 

73 
44 

83 
61 

88 
68 

85 
60 

62 
50 

53 
46 

65 
44 

58 
52 

65 
50 

56 
45 

61 
42 

62 
38 

70 
45 

62 
36 

76 
49 

72 
50 

70 
48 

71 
49 

71 
54 

72 
58 

67 
58 

69 
58 

72 
52 

65.3 
48.3 

EBENSBURG 

HAX 
MIN 

40 

59 
37 

60 
50 

53 
44 

63 
43 

54 
39 

60 
44 

53 
32 

65 
34 

75 
57 

77 
55 

84 
58 

80 
59 

69 
49 

54 
40 

65 
49 

62 

45 

59 
43 

59 
38 

57 
33 

61 
48 

69 
32 

65 
43 

73 
40 

67 
38 

69 
42 

72 
50 

74 
55 

72 
57 

72 
53 

74 
47 

65.9 
45.0 

EMPORIUM 

MAX 
MIN 

66 
42 

71 
28 

65 
36 

67 
32 

53 
37 

67 
45 

53 
45 

50 
35 

80 
30 

82 
36 

88 
52 

75 
51 

67 
54 

61 
52 

73 
41 

72 
52 

68 
48 

58 
42 

65 
33 

68 
27 

72 
38 

66 
33 

65 
43 

71 
44 

73 
36 

78 
35 

80 
42 

76 
47 

78 
58 

78 
58 

77 
40 

69.8 
41.7 

EPHRATA 

MAX 
MIN 

68 
48 

70 
43 

55 
49 

67 
43 

66 
49 

68 
46 

53 
45 

58 
43 

77 
37 

85 
58 

93 
59 

89 
62 

71 
55 

65 
49 

73 
48 

63 
53 

76 
58 

65 
48 

70 
46 

69 
45 

77 
43 

68 
41 

78 
46 

77 

55 

74 
56 

69 
56 

80 
59 

81 
61 

75 
62 

77 
62 

78 
54 

72.1 
50.9 

ERIE  WB  CITY 

MAX 
MIN 

58 
45 

63 
46 

58 
45 

59 
43 

57 
44 

70 
48 

70 
30 

49 
30 

63 
44 

61 
44 

69 
49 

54 
49 

55 
48 

60 
48 

68 
45 

73 
52 

58 
51 

59 
48 

54 
44 

68 
44 

62 
43 

61 
42 

58 
49 

56 
47 

61 

44 

65 
46 

73 

52 

73 

61 

66 
55 

63 
49 

67 
51 

62.3 
46.3 

See  reference  notes  f 

allowing  Station  Index 

-  6 
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5- 

-Co 

ntlnued 

PENNSYLVANIA 
MAY  1948 

DAILY 

TEMPERATURE    ^FAHRENHEIT) 

DAY  OF  MONTH 

Z 
< 
liJ 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

EVERETT 

MAX 
MIN 

68 
41 

69 
33 

59 
44 

61 
45 

55 
41 

63 
42 

53 
44 

60 
40 

83 
35 

87 
46 

92 
51 

91 
57 

77 
55 

77 
53 

74 
49 

72 
48 

70 
42 

66 
47 

65 
48 

67 
43 

78 
47 

65 
41 

84 
43 

80 
47 

76 
47 

78 
47 

75 
54 

82 
52 

75 
60 

75 
60 

74 
52 

72.6 
46.9 

FARRELL  SHARON 

MAX 
MIN 

70 

47 

72 
43 

67 
51 

68 
40 

67 
49 

71 
43 

71 
49 

59 
40 

76 
42 

80 
64 

86 
60 

85 
63 

71 
57 

69 
55 

73 
47 

76 

57 

75 

55 

65 
51 

65 
45 

77 
39 

85 
49 

70 
42 

72 
49 

66 
39 

68 
39 

75 
41 

81 
51 

81 
65 

81 
60 

76 
52 

71 
52 

73.2 
49.5 

FORD  CITY  DAM  4  S 

MAX 
MIN 

40 

66 
38 

68 
.39 

63 
35 

67 
39 

64 
36 

68 
41 

60 
37 

58 
34 

78 

41 

81 
53 

86 
53 

79 
57 

70 
52 

63 
41 

70 
45 

71 

47 

62 
47 

64 
39 

62 
32 

70 
39 

66 
35 

66 
41 

76 
44 

65 
35 

69 
35 

77 
43 

80 
52 

78 
59 

75 
50 

79 
53 

70.2 
43.0 

FRANKLIN 

MAX 
MIN 

40 

66 
34 

70 
36 

68 
35 

66 
37 

66 
38 

67 
38 

61 
37 

52 
33 

71 
39 

80 
53 

85 
54 

72 
57 

64 
51 

63 
40 

71 
40 

74 
50 

60 
49 

62 
40 

59 
34 

72 
37 

70 
37 

65 
41 

67 
41 

62 
34 

65 
37 

75 
39 

78 
48 

79 
59 

79 
49 

76 
48 

68.9 
42.1 

FREDERICKSVILLE  1  SE 

MAX 
MIN 

65 
49 

68 
51 

65 
46 

66 
49 

62 
46 

65 
48 

58 
40 

54 
40 

74 
32 

85 
69 

89 
73 

85 
69 

69 
54 

56 
50 

63 
47 

60 
44 

78 
57 

61 
50 

64 
44 

65 
37 

75 
46 

70 
38 

76 
40 

74 
50 

68 
55 

74 
52 

76 
54 

76 
58 

73 
57 

74 
63 

68 
56 

69.5 
50.5 

FREELAND 

MAX 
MIN 

62 
39 

66 
37 

64 
37 

59 
41 

62 
39 

59 
39 

52 
34 

69 
36 

79 
57 

89 
58 

83 
60 

63 
48 

57 
42 

64 
41 

63 
47 

67 
50 

63 
45 

58 
38 

70 

41 

65 
37 

60 
38 

66 
35 

72 
47 

70 
48 

70 
46 

70 
45 

72 
52 

72 
57 

72 
57 

71 

54 

73 
67 

67.2 
45.5 

GEORGE  SCHOOL 

MAX 
HIN 

68 
43 

70 
38 

59 
45 

67 
38 

59 
45 

66 
41 

60 
43 

56 
44 

76 
30 

85 
59 

89 
58 

87 
60 

76 
50 

59 
46 

70 

45 

67 
45 

77 
57 

66 
51 

67 
44 

69 
42 

77 
48 

65 
41. 

75 
47 

78 
49 

69 
55 

65 
55 

76 
55 

80 
55 

80 
57 

74 
61 

75 
60 

71.2 
48.6 

GETTYSBURG 

MAX 
MIN 

67 
52 

68 
45 

68 
53 

53 
45 

65 
48 

55 
45 

64 
46 

54 
45 

64 
40 

81 
56 

88 
58 

92 
63 

88 
66 

70 
51 

69 
50 

73 
57 

62 
56 

74 
53 

68 
49 

69 
46 

69 
55 

80 
44 

69 
48 

80 
51 

80 
58 

73 
56 

56 

76 
62 

80 
65 

76 
65 

76 
57 

71.6 
52.9 

GORDON 

MAX 
HIN 

66 

42 

76 
30 

63 

47 

69 
44 

61 
47 

69 
39 

61 
44 

53 
40 

76 
38 

84 
53 

91 
51 

87 
59 

67 
54 

57^ 
47 

71 
45 

67 
43 

71 
55 

65 
48 

65 
43 

65 
36 

77 
46 

70 
39 

80 
36 

75 
50 

74 
50 

74 
44 

78 
45 

78 
55 

73 

58 

75 
58 

78 
50 

71.5 
46.3 

GREENSBUEG  2  S  FILTER  STA 

MAX 
MIN 

64 
33 

69 
35 

60 
53 

70 
42 

65 
48 

70 
35 

64 
47 

60 
39 

80 
33 

82 
48 

87 
50 

86 
52 

80 
59 

70 
54 

70 
39 

67 
51 

67 
48 

67 
48 

65 
42 

69 
31 

75 
51 

65 
38 

78 
44 

73 
38 

71 
33 

76 
37 

81 
41 

80 
56 

72 
60 

78 
52 

78 
49 

72.2 
54.7 

GREENVILLE 

MAX 
HIN 

66 
34 

71 
34 

65 
49 

64 
30 

65 
43 

70 
34 

65 
42 

56 
34 

75 
30 

80 
56 

86 
49 

74 
54 

66 
53 

64 
47 

72 
34 

75 
53 

69 
47 

63 
46 

61 
35 

73 
29 

73 
50 

66 
33 

67 
45 

62 
32 

64 
29 

73 
31 

82 
41 

80 
54 

74 
54 

73 
50 

71 
53 

69.8 
42.  J 

HANOVER 

MAX 
MIN 

44 

69 
42 

70 
45 

55 
43 

67 
45 

55 
43 

56 
46 

54 
43 

64 
42 

80 
52 

89 
61 

92 
65 

88 
65 

68 
50 

67 
48 

71 
54 

69 
56 

74 
51 

66 
47 

69 
43 

69 
50 

79 
42 

68 
46 

80 
52 

78 
58 

72 

58 

67 
58 

76 
61 

79 
61 

77 
64 

75 
55 

71.4 
51.3 

HARRISBURG  3  S  WB  AIRPORT 

MAX 
MIN 

68 
53 

68 
42 

56 
45 

66 
42 

55 
47 

64 
46 

51 
46 

60 
43 

80 
39 

88 
58 

92 
57 

88 
64 

67 
52 

64 
50 

74 
52 

63 
57 

71 
56 

64 
51 

68 
49 

66 
45 

77 
50 

68 
44 

80 
48 

75 
54 

75 
57 

71 
55 

76 
56 

80 
60 

71 
64 

76 
64 

78 
57 

71.0 
51.7 

HAWLEY 

MAX 
MIN 

63 
30 

73 
28 

65 
49 

73 
35 

59 
45 

71 
35 

57 
45 

48 
42 

74 
34 

81 
55 

92 
53 

85 
62 

65 
49 

52 
45 

68 
44 

53 
40 

73 
51 

62 
47 

61 
37 

65 
36 

74 
45 

58 
42 

74 
37 

75 
52 

69 
51 

76 
41 

80 
46 

80 
58 

70 
58 

73 
58 

67 
54 

68.9 
45.3 

HAWLEY  1  S  WALLEN  DAM 

MAX 
MIN 

30 

57 
24 

68 
26 

59 
32 

67 
37 

49 
32 

67 
35 

48 
37 

45 
34 

69 
36 

78 
48 

88 
48 

78 
50 

55 
40 

51 
40 

64 
38 

55 
45 

69 
46 

57 
36 

55 
36 

59 
38 

70 
36 

55 
38 

72 
47 

69 
46 

68 
36 

73 
39 

76 
42 

76 
57 

69 
55 

71 
51 

64.6 
39.8 

HEWITT  2  S 

MAX 

MIN 

69 
39 

63 
48 

62 
42 

63 
47 

63 
51 

61 
40 

60 
47 

62 
42 

84 

88 
50 

91 
50 

89 
53 

78 
57 

68 
50 

72 
42 

61 
45 

71 
45 

69 
50 

68 
41 

76 
41 

66 
40 

84 
37 

76 
39 

75 
39 

74 
38 

75 
37 

81 
50 

80 
51 

70 
48 

71 
49 

72.3 
45.1 

HOLTWOOD 

MAX 
MIN 

62 
52 

66 
46 

55 
51 

66 
46 

55 
50 

64 
50 

53 
48 

63 

46 

76 
45 

84 
55 

82 
57 

85 
61 

67 
55 

64 
52 

72 
52 

65 
57 

72 
57 

65 
55 

68 
48 

64 
46 

77 
52 

64 
48 

75 
50 

77 
61 

72 
58 

66 
60 

76 
63 

77 
64 

75 
64 

72 
64 

75 
61 

69.5 
54.0 

HUNTINGDON 

MAX 
MIN 

63 
47 

70 
32 

55 
46 

65 
49 

54 
46 

63 
47 

53 
43 

83 
32 

86 
50 

92 
56 

89 
54 

69 
53 

63 
44 

73 

45 

70 
49 

65 
49 

67 
34 

69 
35 

76 
42 

83 
43 

80 
42 

77 
44 

77 
49 

77 
55 

78 
62 

71.9 
45.9 

INDIANA  2  SE 

MAX 
MIN 

65 
36 

69 

59 
51 

68 
42 

62 
46 

66 
37 

61 
43 

58 
37 

79 
31 

79 
50 

86 
51 

80 
52 

71 
60 

66 
52 

69 
38 

66 
49 

67 
45 

64 
46 

63 
38 

68 
29 

73 

47 

64 
34 

78 
42 

70 
30 

70 
38 

75 
32 

79 
46 

79 
57 

74 
59 

79 
52 

75 
50 

70.4 
44.0 

INDIANA 

MAX 

HIN 

64 
40 

67 
42 

58 
53 

43 

46 

30 

47 

36 

37 

59 

57 

57 

54 

50 

42 

54 

47 

47 

42 

33 

34 

33 

78 
43 

69 
41 

69 
40 

75 
43 

79 
65 

80 
60 

72 
61 

76 
54 

87 
52 

46.5 

IRWIN 

MAX 

MIN 

61 
40 

68 
38 

58 
53 

68 
37 

67 
46 

67 
37 

66 
49 

60 
38 

79 
38 

82 
54 

86 
55 

86 
57 

79 
60 

70 
52 

67 
42 

69 
55 

68 
50 

63 
50 

63 
44 

70 
35 

71 
56 

70 
38 

77 
48 

72 
41 

70 
37 

77 
39 

82 
50 

82 
61 

76 
61 

74 
55 

73 
51 

71.6 
47.3 

JAMESTOWN  2  NW  DAM 

MAX 
MIN 

37 

65 
38 

70 
47 

63 
32 

65 
40 

65 
38 

67 
41 

59 
36 

55 
33 

75 
48 

78 
51 

84 
55 

66 
53 

66 
49 

S3 
37 

72 
47 

76 
49 

59 
47 

62 
38 

57 
31 

72 
43 

69 
33 

68 
43 

65 
32 

60 
33 

64 
34 

71 
42 

80 
52 

79 
54 

70 
45 

69 
46 

67.8 
42.1 

JOHNSTOWN  1 

MAX 

MIN 

64 
48 

69 
39 

68 

55 

57 
45 

67 
48 

63 
42 

65 
46 

59 
39 

58 
39 

82 
53 

85 
55 

91 
59 

87 
64 

77 
56 

60 
50 

72 
52 

67 
50 

66 
50 

65 
47 

64 
37 

70 

53 

75 
41 

66 
43 

82 
46 

75 
44 

76 
44 

78 
52 

78 
57 

80 
61 

76 
60 

79 

55 

71.6 
49.4 

KANE 

MAX 
MIN 

63 
30 

69 
25 

68 
35 

62 
26 

55 
43 

69 
41 

55 
36 

42 
28 

73 
26 

78 
52 

86 
48 

68 
49 

59 
51 

54 
45 

68 
34 

71 
48 

59 
43 

55 
43 

52 
29 

62 
26 

66 
37 

62 
36 

57 
43 

64 
32 

68 
29 

75 
31 

77 
35 

77 
37 

78 
54 

73 
42 

72 
35 

65.7 
37.7 

LANCASTER  2  NE  PUMP  STN 

MAX 
MIN 

71 
40 

70 
35 

67 
49 

67 
41 

67 
48 

66 
41 

63 
44 

63 
42 

77 
33 

88 
51 

91 

51 

88 
55 

87 
57 

65 
49 

74 
45 

70 
47 

75 
56 

66 
50 

73 
43 

71 
41 

80 
48 

74 
43 

78 
42 

76 
52 

74 
52 

71 
53 

77 
58 

78 
56 

76 
60 

76 
62 

76 
53 

74.0 
48.3 

LAWRENCEVILLE 

MAX 
HIN 

64 
30 

71 
28 

66 
47 

70 
31 

64 
50 

68 
38 

61 
46 

51 
40 

72 
30 

77 
54 

91 
51 

77 
55 

59 
52 

56 
50 

68 
46 

66 
48 

70 
45 

60 
50 

59 
40 

60 
32 

70 
44 

60 
40 

58 
44 

70 
50 

69 
43 

76 
40 

80 
45 

78 
54 

77 
59 

73 
57 

74 
40 

68.2 
44.5 

LEBANON 

MAX 

MIN 

68 
46 

70 
40 

52 
50 

68 
42 

55 
45 

66 
47 

53 
45 

59 
44 

77 
36 

87 
43 

91 
59 

89 
61 

67 
60 

63 
49 

71 
49 

63 
52 

73 
58 

64 
50 

69 
48 

67 
43 

79 
50 

67 
43 

80 
46 

77 
53 

75 
57 

72 
53 

75 
58 

80 
60 

71 
60 

80 
62 

79 

58 

71.2 

50.5 

LOCK  HAVEN  1 

MAX 

MIN 

71 
34 

75 
36 

72 
33 

70 
37 

72 
39 

80 
44 

82 
42 

74 
35 

78 
37 

84 
43 

87 
40 

89 
48 

83 
49 

76 
45 

79 
46 

83 
40 

80 
43 

78 
40 

75 
45 

78 
36 

76 
45 

75 
37 

79 
48 

83 
47 

81 
44 

80 
42 

82 
52 

87 
54 

84 
62 

81 
35 

79.1 
42. S 

MARCUS  HOOK 

MAX 
HIN 

71 
48 

76 
50 

74 
51 

55 
48 

69 
50 

55 
50 

72 
48 

55 
47 

65 
52 

78 
52 

82 
61 

91 
63 

85 
65 

66 
53 

65 
53 

76 
55 

71 
61 

81 
56 

71 
52 

69 
50 

75 
49 

72 
46 

72 
52 

77 
53 

80 
62 

71 
60 

68 
62 

81 
59 

82 
62 

82 
62 

74 
66 

73.0 
54.7 

HARTINSBUHG  AIRPORT 

MAX 
MIN 

63 
45 

65 
39 

54 
46 

62 
45 

51 
45 

60 
44 

51 
41 

55 
38 

79 
38 

80 
57 

86 
56 

83 
60 

69 
55 

60 
50 

67 
45 

62 
50 

63 
49 

63 
46 

61 
44 

62 
39 

70 
43 

60 
38 

77 
49 

75 
44 

72 
45 

73 
47 

74 
51 

76 
59 

73 

58 

75 
57 

66 
51 

67.3 
47.5 

MAUCH  CHUNK  1  SW 

MAX 
MIN 

65 
40 

68 
32 

67 
48 

67 
39 

67 
47 

66 
40 

66 
44 

46 
42 

68 
31 

85 
49 

89 
53 

89 
54 

82 
50 

55 
46 

68 
45 

62 
42 

73 
53 

68 
48 

67 
38 

75 
47 

73 
38 

77 
36 

77 
61 

75 
52 

70 
42 

77 
45 

77 
58 

74 
55 

71.2 
45.5 

MEADVILLE  1  S 

MAX 

MIN 

35 

64 
34 

70 
47 

65 
32 

56 

41 

66 
36 

69 
48 

61 
34 

50 
31 

72 
44 

78 
51 

84 
57 

68 
55 

66 
49 

64 
39 

71 
42 

75 
49 

66 
47 

63 
36 

58 
29 

73 
44 

69 
34 

65 
43 

61 
37 

61 
33 

63 
34 

72 
39 

79 
53 

78 
55 

75 
45 

71 
37 

67.8 
41.6 

MERCER  WB  AIRPORT 

MAX 
HIN 

63 
42 

67 
40 

65 
40 

63 
33 

62 
42 

67 
39 

59 
38 

54 
31 

73 
33 

78 
60 

84 
52 

69 
56 

62 
50 

61 
47 

69 
36 

73 
51 

60 
48 

61 
45 

56 
37 

69 
35 

68 
40 

63 
39 

67 
40 

60 
32 

63 
35 

70 
37 

77 
48 

78 
58 

74 
52 

72 
47 

68 
46 

66.9 
42.9 

MIDDLETOWN  OLMSTED  FLD 

MAX 
MIN 

68 
51 

69 
41 

56 
43 

68 
43 

55 
46 

65 
47 

52 
45 

54 
40 

80 
37 

87 
61 

90 
57 

88 
66 

70 
51 

63 

50 

71 
52 

63 

58 

71 
57 

67 
52 

69 
50 

68 
47 

79 
50 

67 
45 

79 

51 

78 
52 

73 
57 

70 
54 

76 
57 

79 
60 

72 
65 

76 
64 

79 
60 

71.0 
51.8 

MIDLAND  DAM  NO  7 

MAX 
MIN 

65 
42 

68 
44 

66 
46 

67 
40 

65 
42 

71 
40 

63 
38 

58 
35 

79 
38 

80 
56 

85 
55 

75 
56 

70 
56 

65 
52 

71 
45 

73 
58 

63 
48 

66 
46 

61 
43 

73 
37 

72 
47 

65 
38 

77 
50 

65 
43 

65 
38 

73 

53 

81 
47 

80 
60 

75 
60 

75 

51 

71 
53 

70.4 
47.0 
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TABLE    5  — Continued 
DAILY    TEMPERATURE    (^'FAHRENHEIT) 


PENNSYLVANIA 
MAY  1948 


" 

STATION 

DAY 

OF  MONTH 

Z 
< 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

MONTROSE  3  E  HIGHITAT  SHED 

MAX 
HIN 

32 

56 
32 

67 
36 

65 
37 

67 
41 

49 
37 

66 
40 

46 
39 

41 
33 

70 
37 

72 
54 

86 
56 

69 
53 

54 
43 

50 
40 

64 
41 

54 
45 

68 
48 

57 
36 

53 
35 

56 
39 

69 
36 

55 
39 

59 
45 

67 
45 

68 
39 

74 
44 

77 
52 

75 
56 

73 
53 

70 
45 

63.: 

42.: 

HOUVT  POCONO  2  N  WB  AP 

MAX 
MIN 

58 
31 

65 
30 

57 
41 

65 
38 

49 
40 

65 
34 

46 
40 

44 
37 

69 
31 

79 
56 

85 
54 

80 
54 

54 

44 

49 
41 

63 
42 

52 
41 

69 
50 

55 
43 

55 
37 

60 
35 

70 
38 

54 
37 

72 
39 

70 
47 

64 
46 

72 
44 

73 
44 

73 
56 

70 
57 

70 
56 

66 
50 

63. C 
43. ( 

NKITS  MILLS  4  NE 

MAX 

MIN 

65 
48 

68 
30 

68 
48 

54 
44 

66 
49 

53 
46 

62 
45 

52 
41 

58 
30 

82 
46 

83 
50 

71 
55 

85 
61 

65 

52 

62 
47 

72 
47 

62 
51 

70 
50 

63 
45 

66 
31 

69 
48 

76 
40 

67 
39 

82 
39 

77 
45 

75 

44 

75 
44 

76 
54 

76 
59 

77 
59 

79 
53 

69.; 
46.5 

NETOURG  3  W 

MAX 
MIN 

62 
38 

60 
30 

44 
38 

56 
36 

46 
40 

56 
34 

46 
38 

50 
34 

70 
30 

80 
43 

82 
49 

82 
53 

61 
44 

62 
42 

68 
44 

53 

44 

63 
40 

58 
42 

58 
38 

60 
36 

70 
38 

60 
32 

72 
34 

70 
40 

70 
44 

68 
44 

70 
46 

74 
54 

66 
56 

68 
52 

72 
42 

63.8 
41.1 

KEW  CASTLE  1  N 

MAX 
HIN 

66 
SS 

68 
36 

67 
46 

65 
34 

66 
45 

70 
38 

62 
41 

58 
37 

77 
35 

82 
62 

87 
54 

72 
58 

69 
54 

63 
51 

72 
40 

76 
56 

63 
51 

66 
49 

61 
39 

73 
37 

76 
45 

68 
34 

72 
47 

65 
36 

67 
32 

75 
34 

81 
43 

83 

58 

78 
57 

75 
46 

69 
48 

70.7 
44.5 

KEWEU. 

MAX 
MIN 

68 
41 

69 
56 

60 

54 

69 
42 

66 
48 

73 

63 
40 

60 
41 

82 
40 

85 
61 

89 

55 

86 
61 

73 
61 

60 
48 

70 
56 

68 
46 

60 
51 

68 
48 

64 
35 

67 
35 

75 
40 

75 
40 

79 
45 

72 
45 

71 
45 

82 
45 

82 
59 

81 
62 

70 
62 

78 
55 

70 
52 

72.1 
49.0 

PALMEHTON 

MAX 
HIN 

66 
44 

67 
35 

55 
47 

67 
43 

55 
46 

65 
45 

52 
45 

51 
38 

76 
32 

85 
58 

89 
58 

86 
60 

60 
48 

51 
46 

69 
47 

55 
51 

74 
54, 

60 
51 

63 
41 

65 
39 

75 
46 

61 
42 

77 
41 

74 
54 

70 
53 

70 
48 

76 
52 

76 
62 

69 
62 

73 
62 

71 
56 

67.8 
48.6 

PARK  PLACE  1  NW  WB  AP 

MAX 

MIN 

62 
41 

65 
41 

48 
43 

64 
41 

55 
41 

63 
39 

47 
38 

45 
36 

70 
37 

81 
56 

86 
61 

84 
59 

61 
45 

52 
42 

65 
42 

56 
46 

66 
49 

55 
46 

60 
39 

62 
39 

72 
38 

56 
34 

75 
45 

70 
49 

69 
48 

69 
46 

72 
52 

72 
58 

68 
57 

71 
56 

73 
49 

69.4 
48.7 

PHILADELPHIA  WB  AIRPORT 

MAX 
MIN 

70 
45 

72 
46 

53 
48 

69 
43 

55 
48 

68 
49 

53 
46 

61 
44 

78 
40 

85 
60 

90 
58 

87 
64 

68 
51 

63 

50 

72 
50 

70 
52 

79 
59 

67 
55 

68 
50 

68 
48 

81 
51 

64 
45 

78 
50 

79 
53 

66 
59 

66 
60 

78 
59 

83 
58 

81 
60 

72 
64 

68 
63 

71.4 
52.5 

PHILADELPHIA  POINT  BREEZE 

MAX 
HIN 

68 
51 

73 
52 

54 
48 

67 
47 

57 
49 

67 
49 

53 
47 

59 
48 

77 
48 

82 
62 

88 
64 

84 
65 

71 
52 

62 
50 

69 
51 

70 
55 

76 
60 

66 
56 

67 
52 

67 
51 

79 
52 

63 
47 

76 
53 

80 
57 

66 
61 

67 
60 

77 
61 

81 
58 

81 
62 

72 
66 

67 
55 

70.5 
54.8 

PHILADELPHIA  SHAWMONT 

MAX 

MIN 

67 
40 

72 
40 

70 
48 

68 
40 

68 
49 

67 
45 

65 
46 

52 
35 

78 
35 

85 
59 

89 
56 

88 
61 

84 
55 

60 
49 

70 
46 

69 
47 

77 
59 

68 
54 

67 
48 

69 
40 

79 
50 

75 
45 

77 
50 

78 
51 

76 
60 

66 
60 

77 
58 

79 
57 

80 
62 

71 
67 

69 
62 

72.9 
50.8 

PHILADELPHIA  WB  CITY 

MAX 
HIN 

68 
51 

71 
50 

55 
48 

67 
49 

55 
49 

66 
48 

53 
46 

59 
48 

77 
45 

83 
61 

88 
65 

84 
65 

68 
52 

62 
50 

70 
53 

70 
55 

77 
61 

66 
55 

67 
50 

68 
50 

79 
51 

64 
46 

76 
52 

79 
53 

66 
60 

66 
60 

76 
59 

79 
57 

80 
60 

£9 
64 

67 
63 

70.2 
54.1 

PHOENIXVILLE  1  E 

MAX 
HIN 

72 
42 

72 
35 

66 

48 

70 
40 

65 
48 

68 
42 

59 
44 

79 
31 

88 
59 

93 
54 

94 
59 

86 
55 

66 
50 

79 
43 

78 
44 

85 
59 

78 
51 

75 
46 

74 
39 

85 
49 

79 
40 

85 
49 

83 
49 

78 
60 

69 
59 

79 
57 

81 
57 

82 
60 

74 
64 

70 
58 

77.0 
49.7 

PITTSBURGH  7  SE  WB  AP 

HAX 
HIN 

64 
45 

65 
42 

63 
51 

65 
42 

65 
46 

69 
46 

60 
41 

60 
38 

80 
47 

81 
60 

89 
61 

82 
61 

70 
58 

60 
52 

69 
46 

69 
56 

63 
49 

66 
50 

63 
45 

70 
40 

74 
43 

65 
38 

78 
49 

68 
45 

69 
42 

75 

44 

81 
56 

79 
62 

72 
60 

79 
53 

72 
52 

70.5 
49.0 

PITTSBURGH  WB  CITY 

MAX 
MIN 

66 
48 

67 
47 

65 
52 

66 
44 

66 
48 

71 
45 

62 
44 

62 
40 

81 
44 

84 
63 

89 
64 

82 
64 

71 
58 

62 
54 

72 
50 

71 
59 

67 
53 

67 
53 

63 
47 

74 
43 

66 
45 

68 
41 

80 
52 

68 
48 

70 
45 

77- 
48 

81 
57 

80 
66 

76 
65 

79 
55 

74 
57 

72.2 
51.6 

68.2 
47.6 

PORT  CLINTON 

HAX 
HIN 

65 
45 

68 
34 

50 
49 

52 
42 

65 
45 

52 
42 

65 
42 

50 
45 

59 
30 

74 
45 

87 
55 

90 
58 

85 
60 

61 
48 

57 
46 

70 
45 

60 
54 

72 
51 

62 
46 

66 
39 

66 
43 

77 
43 

63 
39 

77 
42 

75 
56 

72 
46 

70 
50 

76 
60 

76 
60 

75 
60 

76 
56 

PUTNKTVILLE  DAM  2  SE 

MAX 

HIN 

36 

65 
32 

60 
39 

65 
33 

69 
35 

63 
37 

66 
43 

64 
32 

55 
29 

76 
39 

80 
51 

85 
51 

78 
53 

70 
48 

59 
46 

57 
51 

72 
44 

63 
43 

63 
36 

62 
29 

69 
31 

72 
32 

53 
35 

74 
39 

65 
29 

70 
32 

76 
39 

78 
56 

74 
49 

78 
47 

68.3 
39.9 

QUAKESTOWN 

MAX 
HIN 

66 
42 

70 
33 

67 
45 

68 
35 

65 
44 

66 
39 

63 
43 

53 
44 

74 
30 

85 
51 

88 
53 

85 
59 

74 
51 

57 
45 

68 
41 

67 
44 

74 
57 

66 
50 

64 
44 

67 
47 

76 
46 

72 
39 

75 
42 

79 
47 

77 
55 

69 
52 

80 
50 

77 
56 

79 
57 

74 
63 

69 
54 

71.4 
47.0 

RFADING  WB  CITY 

HAX 

HIN 

69 
51 

70 
43 

55 
48 

68 
44 

54 
48 

69 
49 

52 
46 

57 
46 

78 
38 

90 
65 

93 
61 

90 
66 

66 
52 

62 
50 

70 
52 

65 
52 

75 
58 

63 
54 

68 
49 

68 
47 

79 
49 

64 
43 

78 
53 

77 
55 

72 
60 

70 
57 

78 
59 

80 
62 

75 
63 

77 
64 

72 
60 

71.1 
53. C 

RETREAT  FARMS 

MAX 

HIN 

65 
39 

70 
32 

65 
47 

70 
40 

65 
47 

70 
41 

64 
44 

51 
41 

75 
38 

83 
55 

92 
55 

88 
58 

63 
54 

55 
47 

70 
46 

71 
46 

72 
53 

62 
50 

62 
41 

64 
38 

65 
38 

72 
41 

76 
41 

73 
52 

72 
50 

77 
43 

78 
47 

78 
57 

75 
60 

72 
5^ 

77 
59 

70.7 
47. C 

RIDGWAY 

MAX 
MIN 

48 
37 

69 
29 

72 
39 

68 
32 

66 
37 

54 
42 

66 
37 

54 
34 

49 
28 

77 
34 

80 
51 

87 
49 

74 
54 

63 
53 

61 
35 

72 
49 

74 
47 

64 
43 

60 
33 

62 
31 

67 
41 

72 
38 

65 
42 

64 
42 

68 
34 

72 
35 

78 
42 

79 
50 

76 
58 

77 
55 

78 
40 

«8.3 
41.0 

EIKGTOWN  1  SW 

HAX 

MIN 

62 

74 

52 

47 

46 

76 

50 

72 

74 

86 

90 

82 

72 

61 

70 

60 

62 

59 

65 

80 

62 

63 

80 

74 

74 

72 

76 

80 

66 

71 

84 

69.1 

HAX 
HIN 

69 
47 

70 
33 

57 
50 

66 
41 

65 
51 

67 
46 

63 
45 

55 
43 

76 
31 

83 
57 

90 
53 

89 
63 

72 
57 

61 
51 

70 
50 

71 
47 

69 
56 

69 
49 

66 
45 

65 
42 

78 
49 

75 
41 

79 

44 

75 
51 

73 
55 

76 
46 

78 
45 

80 
60 

79 
62 

76 
60 

78 
49 

70.0 
49.0 

SHIPPEKSBURG 

MAX 

HIN 

70 
35 

68 
40 

56 
50 

65 
42 

59 
49 

67 
43 

57 
45 

60 
42 

SO 
39 

88 
56 

91 
56 

88 
65 

83 
56 

67 
50 

75 
48 

63 
55 

74 
51 

68 
50 

68 
45 

68 
40 

77 
52 

75 
42 

82 
50 

83 
50 

78 
54 

78 
52 

79 
53 

82 
58 

79 
63 

76 
62 

81 
54 

73.7 
49.9 

SOMERSET  WATER  WORKS 

MAX 

HIN 

62 
37 

64 
31 

58 
49 

64 
42 

58 
44 

63 
31 

59 
44 

56 
35 

76 
32 

80 
43 

86 
45 

83 
50 

78 
60 

68 
50 

66 
43 

63 
47 

61 
46 

62 
47 

60 
42 

65 
34 

70 
55 

63 

35 

76 
45 

75 
38 

74 
39 

73 
38 

74 
46 

74 
52 

72 
56 

75 
55 

72 
49 

68.7 
43.9 

SPRINGS  1  SW 

MAX 

HIN 

56 
38 

59 
32 

55 
45 

60 
37 

55 
42 

60 
32 

54 
39 

54 
33 

75 
32 

79 
47 

84 
48 

82 
52 

68 
58 

60 
48 

63 
46 

59 
48 

61 
45 

59 
46 

58 
42 

63 
51 

67 
44 

59 
34 

74 
38 

72 
38 

68 
37 

67 
36 

71 
50 

72 
51 

65 
58 

70 
49 

66 
49 

65.0 
43.4 

STAtE  CQLLE*^ 

MAX 
HIN 

67 
47 

69 
39 

53 
49 

64 
44 

54 
49 

62 
47 

51 
42 

54 
38 

79 
37 

79 
63 

90 
56 

86 
57 

60 
53 

60 
51 

70 
46 

65 
54 

68 
52 

60 
48 

65 
45 

64 
40 

72 
48 

64 
39 

78 
52 

75 
46 

74 
47 

78 
49 

76 
51 

76 
63 

75 
50 

76 
58 

77 
52 

69.1 
49.1 

SmiBDRY  AIRPORT 

MAX 
HIN 

66 
43 

70 
37 

54 
45 

66 
43 

56 
48 

67 
44 

54 
47 

54 
38 

76 
34 

81 
58 

89 
56 

85 
61 

62 
54 

58 
51 

68 
48 

61 
47 

69 
55 

62 
53 

67 
48 

65 
40 

75 
46 

66 
42 

76 
46 

75 
51 

73 
54 

78 
46 

78 
49 

78 
60 

78 
62 

77 
59 

80 
51 

69. £ 
48.9 

TAMARACK  2  S  FIRE  TOWER 

MAX 
HIN 

36 

66 
38 

66 
40 

53 
41 

63 
45 

48 
42 

62 
40 

45 
33 

42 
32 

76 
38 

79 
57 

89 
62 

73 
49 

56 
47 

56 
41 

69 
41 

65 
48 

68 
44 

52 
36 

60 
35 

60 
36 

70 
34 

62 
35 

75 
43 

71 
39 

72 
40 

75 
45 

75 
53 

70 
57 

72 
53 

74 

46 

65.5 
42.8 

TIONESTA  2  SE  DAM 

MAX 
MIN 

36 

65 
36 

70 
44 

69 
33 

67 
36 

62 
37 

62 
40 

58 
36 

56 
32 

72 
37 

76 
54 

84 
56 

70 
54 

61 
50 

60 
43 

70 
45 

64 
40 

62 
40 

56 
38 

55 
41 

57 
40 

58 
39 

60 
40 

62 
41 

62 
34 

66 
35 

76 
38 

76 
44 

76 
58 

76 
50 

76 
52 

66.1 
41.9 

TITUSVILLE  2  S 

HAX 
HIN 

63 
35 

70 
30 

65 
49 

62 
30 

62 
44 

68 
35 

52 
33 

46 
32 

72 
31 

77 
55 

84 
50 

81 
51 

67 
54 

59 
48 

66 
34 

70 
33 

69 
47 

60 
45 

56 
34 

66 
30 

65 
43 

61 
33 

62 
49 

59 
37 

63 
29 

70 
30 

76 
40 

76 
58 

78 
53 

74 
40 

70 
41 

66.7 
40.4 

TOWAHDA 

HAX 

HIN 

64 
30 

69 
28 

67 
49 

70 
33 

65 
49 

71 
37 

64 
45 

50 
40 

74 
31 

77 
54 

90 
51 

73 

58 

60 
53 

55 
47 

70 
46 

64 
45 

71 
54 

63 
50 

60 
37 

63 
37 

73 
45 

60 
42 

60 
39 

66 
51 

70 
48 

76 
40 

82 
44 

77 
59 

78 
60 

75 
55 

76 
42 

68. S 
45.1 

TUNKHANNOCK  1  S  AP 

MAX 
HIN 

31 

62 
26 

71 
41 

6S 
34 

71 

4S 

53 
36 

71 
43 

51 
43 

47 
30 

74 
37 

81 
52 

91 
55 

60 
46 

54 
46 

69 
42 

64 
50 

73 
50 

59 
39 

59 
37 

63 
51 

75 
41 

64 
38 

72 
52 

71 
51 

72 
40 

77 
45 

80 
56 

80 
56 

75 
48 

68. ( 
43.7 

UNIONTOWN 

MAX 
HIN 

64 
47 

7C 
4C 

60 
51 

69 
41 

63 
47 

71 
4C 

63 
45 

64 
40 

81 
41 

84 

55 

90 

55 

87 
60 

72 
62 

62 

55 

70 
46 

64 
54 

68 
52 

69 
50 

65 
47 

71 
36 

76 
58 

67 
40 

82 
50 

73 
46 

71 
44 

79 
44 

84 
53 

84 
62 

70 
61 

77 
57 

65 
54 

72.1 
49.: 

WABREH 

MAX 
Mid 

67 
39 

7! 
31 

69 
48 

66 
32 

62 
4i 

6£ 
4C 

61 
39 

Hi 
34 

7E 
3C 

78 
43 

88 
51 

70 
56 

63 
53 

59 

50 

65 
51 

75 
40 

65 
48 

64 

47 

60 
33 

66 
33 

69 
43 

61 
39 

65 
36 

63 
41 

66 
34 

75 
37 

82 
42 

81 
35 

80 
48 

83 
46 

74 
42 

68. < 
41.6 

See  reference  notes  following  Station  Index 
69 
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PENNSYLVANIA 
MAY  1948 


TABLE    5  — Continued 
DAILY    TEMPERATURE    ^FAHRENHEIT) 

DAY  OF  MONTH 


STATION 


WAYNESBURG  2  W 

WELLSBORO 

WELLSVILLE 

WEST  CHESTER 

WILLIAMSPORT  4  E  WB  AP 

WILLIAMSTOWN 

YORK  3  SW  PUMPING  STATION 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


10 


12 


13 


14 


15 


16 


17 


18 


19 


20 


21 


Bee  reference  notes  tollowing  station  Index 
-  70  - 


22 


23 


24 


25 


26 


27 


28 


29 


30 


73 
55 


70 
39 


69 
59 


80 

55 


72 
53 


80 
40 


81 
50 


84 
51 


74 
45 


79 
57 


73 
55 


75 
63 


\ 


TABLE   6 
DAILY  EVAPORATION  (INCHES)   AND  WIND  MOVEMENT  (MILES) 


PENNSYLVANIA 
MAY  1948 


STATION 

DAY    OF   MONTH 

TOTAL 

Of»*rf- 
f«cm 

1 

2 

J 

4 

5 

6 

7 

8 

9 

10 

II 

IS 

13 

14 

IS 

16 

17 

18 

19 

20 

21 

22 

23 

24 

29 

26 

27 

28 

29 

30 

31 

CONFLUENCE   DMI    1    SW 
rORll   CITY    DAM   4    S 
lAIlXY    1    S  (ALLEN  DAH 
JAMESTOWN    2    N¥   DAII 

KVAP. 
HIND 

EVAP. 
WIND 

EVAP. 
WIND 

EVAP. 
WIND 

1.581 

.206 
80 

.I0« 

56 

.131 
34 

.17( 
3< 

.18( 
3S 

.03H 
76 

.101 
32 

.173 

92 

.09< 
37 

.010 
60 

.079 
38 

.log 

69 

.17( 
5! 

.07; 
U 

.121 

44 

.17< 
8! 

.09! 
3< 

.060 
55 

.111 
58 

.024 
49 

.136 
54 

.149 

lo: 

16i 
.18! 

7; 

.13( 

8: 

.100 
95 

.308 
22 

.013 
77 

.060 
9( 

.201 
95 

.210 
81 

.101 
194 

.044 
5( 

.242 
58 

.22( 

5: 

.182 
16t 

.125 
4S 

.186 
49 

.154 
37 

.213 
115 

.085 
50 

.256 
32 

.213 
26 

.391 
11! 

.204 
51 

.228 
42 

.177 
3S 

.076 

75 

.066 
30 

.056 
27 

.07( 
2! 

.00; 

6S 

.07! 
2! 

.050 
48 

41 

.024 
61 

.091 
45 

.121 
47 

.135 
64 

.163 
9! 

.162 
44 

.053 
38 

.189 
22 

.023 
27 

.198 
10 

.112 
71 

.098 
21 

.140 
86 

.043 
28 

.006 
93 

.164 
72 

.088 
208 

.157 
67 

.216 
93 

.224 

09 

.253 
118 

.217 
31 

.130 
35 

.148 
41 

.214 
156 

.139 
49 

.154 
157 

.297 
117 

.173 
151 

.222 
90 

.158 
50 

.143 
51 

.085 
139 

.146 
32 

.234 

46 

.165 
55 

.068 
60 

.059 
23 

.208 
42 

.195 
42 

56 

.141 
29 

.194 
31 

.221 
35 

19 

.180 
37 

.118 
24 

.164 
13 

34 

.198 
34 

.072 
48 

.186 
22 

.170 
37 

.133 
29 

.114 
16 

.064 
10 

.177 
72 

.127 
28 

.286 
9 

.060 
17 

.038 

22 

.186 
41 

.128 
19 

.200 
31 

.099 
28 

.198 
47 

5.540 
1724 

4.556 
1384 

3.534 
2575 

4.300 
1432 

TABLE    7 
DAILY    RIVER    STAGES    (FEET) 


8S 

DAY    OF    MONTH 

kS 



RIVER   AND   STATION 

UJ    !t^        u^ 

"1 

< 
a 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

13 

14 

15 

16 

17 

IS 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

tD              O 
''I 

§ 

-t 

LEHIGH 

"^ 

LEHIGHTON 

9 

3.7 

3.6 

3.7 

3.8 

3.8 

4.1 

4.0 

4.8 

4.5 

4.4 

4.1 

3.9 

4.8 

5.2 

6.0 

5.4 

5.8 

5.4 

4.8 

4.8 

4.6 

4.6 

4.4 

4.0 

5.4 

5.0 

4.8 

4,4 

4.3 

4.7 

4.5 

6.0,  15 

3.6 

2 

SCHUYLKILL 

READING 

13 

5.7 

4.9 

5.0 

6.0 

5.8 

9.1 

8.2 

9.9 

8.9 

8.0 

7.4 

6.9 

7.6 

9.8 

9.2 

8.3 

9.0 

8.2 

7.7 

7.2 

7.1 

6.8 

6.4 

6.1 

5.9 

5,7 

5.5 

5,4 

5.2 

8.1 

6.8 

9.9 

7 

4.9 

2 

PHILADELPHIA 

6.3 

6.3 

6.3 

6.5 

6.6 

8.1 

7.4 

8.2 

7.6 

7.2 

7.0 

6.8 

6.8 

8.9 

7.8 

7.4 

8.3 

7.5 

7.2 

7.0 

6.9 

6.9 

6.7 

6.6 

6.6 

6.6 

6.5 

6.5 

6.4 

6.5 

8.1 

8.9 

14 

6.3 

1+ 

DELAWARE 

EASTON 

22 

3.9 

3.7 

3.6 

3.8 

3.5 

4.3 

4.3 

5.6 

5.8 

5.2 

4.7 

4.2 

5.8 

7.6 

7.8 

7.4 

7.8 

8.8 

8.7 

7.7 

6.9 

6.4 

5.7 

5.2 

6.1 

8.2 

7.1 

6.2 

5.4 

5.6 

5.6 

8.8 

18 

3.5 

5 

WEST   BRANCH 

RENOVO 

16 

5.0 

4.5 

4.1 

4.0 

4.5 

5.2 

5.6 

5.7 

5.8 

5.2 

4.8 

4.3 

4.0 

3.7 

3.9 

3.6 

4.8 

5.4 

5.1 

4.5 

4,1 

3.8 

3.4 

3.4 

4.1 

3.7 

3.3 

2.9 

2.8 

2.7 

2.4 

5.8 

9 

2.4 

31 

WILLIAMSPORT 

20 

6.6 

6.0 

5.4 

5.4 

5.2 

7.0 

7.6 

7.8 

7.7 

7.1 

6.5 

5.9 

5.4 

5.8 

5.7 

5.5 

5.8 

7.6 

7.6 

6.9 

6,2 

5.8 

5.1 

4.7 

6.4 

5.9 

5.1 

4.6 

4.2 

4.0 

3.8 

7.8 

8 

3.8 

31 

PINE   CREEK 

CEDAR   RUN 

12 

3.2 

3.1 

3.1 

3.0 

3.0 

3.3 

3.2 

3.4 

3.3 

3.2 

3.2 

3.0 

3.1 

3.1 

3.1 

3.0 

3,8 

3,9 

3,8 

3.6 

3,7 

3.4 

3.3 

5.5 

4.6 

4.2 

3,8 

3.5 

3.5 

3.3 

3.0 

5.5 

24 

3.0 

4+ 

JUNIATA 

NEWPORT 

22 

7.0 

6.4 

6.0 

6.2 

7.3 

8.1 

8.0 

8.4 

8.5 

7.8 

7.1 

6.5 

8.2 

8.9 

9.1 

8.2 

7.4 

7,0 

6,5 

6.1 

5,8 

5.5 

5.3 

5.1 

5.0 

5.0 

4.7 

8.6 

4.7 

5.9 

5.8 

9.1 

15 

4.7 

27t 

SUSQUEHANNA 

TOWANDA 

16 

3.6 

3.6 

3.5 

3.3 

3.0 

3.1 

3.3 

3.3 

3.7 

3.6 

3.4 

3.8 

3.6 

3.9 

6.3 

6.7 

7.1 

7,2 

6,5 

6.1 

5.5 

6.1 

5.3 

9.6 

10.2 

7.3 

5.8 

4.9 

4.4 

4.4 

4.0 

10.2 

25 

3.0 

5 

SUNBURY 

16 

4.1 

3.8 

3.6 

3.6 

3.4 

3.9 

4.2 

4.6 

4.6 

4.4 

4.2 

3.9 

3.0 

4.1 

4.6 

5.0 

5.4 

5,8 

6,0 

5.4 

5.0 

4.7 

4.6 

4.2 

5.6 

6.7 

5.3 

4.4 

3.9 

3.6 

3.6 

6.7 

26 

3.0' isl 

WILKES-BARRE 

22 

5.8 

5.6 

5.5|    5.4 

5.1 

5.1 

5.1 

6.0 

5.9 

6.0 

5.8 

5.5 

5.9 

5.8 

7.1 

9.2 

1.0 

10,8 

1,00 

9.4 

8,6 

8.7 

8.4 

7.8 

15.2 

12.4 

9.7 

8.1 

7.1 

7.3 

7.0 

15.2 

25 

1  .Oi  I'l 

HARRISBUHG 

17 

5.4 

5,2 

5.0 

4.9 

5.1 

5.4 

5.6 

6.1 

6.1 

5.8 

5.6 

5.3 

5.4 

5.8 

5.9 

6.1 

6.3 

6,4 

6.6 

6.3 

5,9 

5.6 

5.4 

5,3 

5.1 

7.0 

6.1 

5.5 

5.1 

5.0 

5.0 

7.0 

26 

4.9 

4 

CONEMAUGH 

SEWARD 

18 

4.6 

4.2 

4.1 

4.9 

4.6 

4.6 

4.7 

5.2 

4.7 

4.5 

4.4 

4.0 

4.2 

4.2 

4.4 

4.4 

4.0 

4.2 

4.0 

4.0 

3,9 

3.7 

3.7 

3.5 

3.9 

3.3 

3.2 

3.2 

4,7 

4.7 

3.9 

5.2 

8 

3.2 

27» 

ALLEGHENY 

WARREN 

12 

4.6 

4.4 

4.0 

4.1 

3.8 

4.5 

4.8 

4.8 

4.9 

4.8 

5.5 

5.2 

4.8 

5.4 

5.3 

4.8 

5.7 

6,3 

6.5 

6.1 

5.7 

5.5 

5.1 

7.0 

6.8 

6.0 

5.5 

4.9 

4,9 

4.7 

4.5 

7.  0 

24 

3  .8 

5 

FRANKLIN 

17 

5.9 

5.4 

5.2 

5.2 

5.1 

5.8 

5.9 

6.5 

6.6 

6.7 

6.7 

7.1 

6.6 

6.2 

6.6 

6.3 

6.6 

7,6 

7.9 

7.5 

7.0 

6.5 

6.2 

6.0 

7.4 

6.8 

6.1 

5.6 

5,4 

5.8 

5.2 

7.9 

19 

5  .1 

5 

PARKERS    LANDING 

20 

5.8 

5.0 

4.7 

4.6 

4.7 

5.3 

5.5 

6.2 

6.4 

6.3 

6.3 

6.4 

6.0 

5.5 

5.8 

5.5 

5.8 

6,8 

7.1 

6.8 

6.3 

6.0 

5.4 

5.5 

6.4 

6.1 

5.5 

4.8 

4,4 

4.5 

4.6 

7.1 

19 

4  .4 

29 

LOCK   NO    5    SCHENLEY 

24 

16.4 

15.6 

15.0 

15.2 

15.4 

16.4    16.2 

16.7 

17.2 

16.7 

16.3 

16.0 

15.8 

15.6 

15.3 

15.1 

15.1 

15,8 

16.2 

16,2 

15,7 

15.2    14.9 

14.5 

14.4 

15.2 

14.6 

14.2 

13,9 

13.9 

14.2 

17.2 

9 

13.9 

29 

LOCK   NO   8    MOSGROVE 

24 

15.6 

14.6 

14.5 

14.2 

14.0 

14.9 

15.0 

15.8 

16.1 

15.6 

15.8 

15.5 

15    5 

15.0 

14.9 

14.7 

15.0 

15,8 

16,1 

16.1 

15.5 

14.8 

14.5 

14.0 

14.7 

15.0 

14.2 

13.8 

13,5 

13.5 

13.6 

16.1 

9+ 

13  .5 

29 

LOCK   NO   4    NATRONA 

24 

15.5 

14.5 

13.9 

14.3 

14.4 

15.2 

15.1 

15.6 

16.3 

15.8 

15.3 

15.0    14.9 

14.6 

14.4 

14.2 

14,1 

14,8 

15,4 

15.3 

14.8 

14.2 

13.9 

13.4 

13.4 

14  .2 

13.5 

13.1 

12,8 

12.7 

13.0 

ifi    S 

9 

12  .7 

30 

LOCK   NO   3    ACMETONIA 

25 

16.0 

15.3 

14.5 

14.8 

15.0 

16.0 

15.8 

16.2 

16.8 

16.3 

15.9 

15.6 

15.4 

15.0 

14.8 

14.8 

14,7 

15,3 

15,7 

15.7 

15.3 

14.9 

14.6 

14.2 

14.1 

14.8 

14.3 

14    0 

13,5 

13.4 

13.7       J. 8 

9 

13.4 

30 

KISKIUINETAS 

' 

SALTSBURG 

16 

3.9 

3.5 

3.2 

4.4 

4.4 

5.0 

4.4 

5.1 

4.6 

4.2 

3.8 

3.3 

3.3 

3.4 

3.3 

2.8 

3.0 

3.4 

3,2 

2.9 

2.7 

2.5 

2.4 

2.2 

2.1 

2.0 

2.0 

1  .8 

1,9 

3  .0 

2.5 

5  .1 

8 

1  .8 

28 

VANBERGRIFT 

8.2 

7.6 

6.7 

8.2 

8.9 

10.4 

9.4 

9.5 

9.7 

8.7 

8.1 

7.2 

7.0 

7.4 

7.2 

6.4 

6.6 

7,2 

7,3 

6.7 

6.4 

6.2 

5.8 

5.5 

5.3 

5.1 

5,0 

4.9 

4,9 

6.4 

6.0 

10.4 

6 

4.9 

28 

YOUGHIOCHENY 

CONFLUENCE 

12 

3.2 

3.0 

3.7 

4.8 

5.3 

5.3 

6.4 

6.2 

5.7 

5.2 

4.0 

3.7 

4.0 

3.7 

3.2 

3.1 

3.9 

4,1 

3.8 

3.6 

3.6 

3,6 

3.5 

3.0 

3.0 

2.7 

2.7 

2.4 

2.9 

3.5 

3.2 

6.4 

7 

2.4 

28 

SUTERSVILLE 

20 

4.9 

4.5 

5.2 

7.9 

7.6 

7.9 

8.2 

8.6 

7.8 

7.1 

5.9 

5.4 

5.6 

5.5 

5.1 

4.8 

5.0 

5.6 

5.5 

5.1 

5.0 

4.9 

4.9 

4.6 

4.3 

4.2 

4.0 

4.0 

4.6 

4.7 

4.5 

8.6 

8 

4.0 

271 

CONNELLSVILLE 

16 

3.3 

3.2 

3.7 

5.6 

5.7 

5.9 

6.5 

6.9 

6.1 

5.5 

4.3 

4.0 

4.0 

4.0 

3.5 

3.3 

3.9 

4.4 

4.1 

3.8 

3-7 

3.6 

3.5 

3.1 

3.0 

2.8 

2.7 

2.5 

2.7 

3.0 

3.2 

6.9 

8 

2.5 

28 

MONONGAHELA 

LOCK   NO   4    CHARLEROI 

30 

13.2 

13.2 

13.4 

20.0 

18.0 

18.1 

18.3 

16.7 

17.4 

16.2    15.0 

15.7 

15.5    15.3'l4.4    15.o!l3.5 

15.1 

14.3 

13.9 

13.3 

12.9 

12.7 

12.3 

12.4 

12.2 

11.7 

11  ,6 

11  .8 

12.9 

11.9 

20  .0 

4 

11 .6 

28 

LOCK   NO   7   GREENSBORO 

30 

12.1 

12.6 

15.4 

20.7 

17.5 

18.7 

17.3 

16.9 

16.8 

13.8 

13.9 

14.7 

14.1 

13.5 

15.0 

13.2 

12.8 

13,7 

12.5 

12.2 

12.0 

11.9 

12.0 

11.6 

11.3 

11.1 

10.9 

10.9 

11.0 

11.4 

11.2 

20.7 

4 

10.9 

y-T 

UC    KEESPORT 

20 

3.0 

3.0 

3.6 

7.1 

6.4 

6.0 

5.8 

6.8 

5.7 

5.6 

4.6 

4.6 

4.6 

4.6 

4.6 

4  .0 

3.6 

4.0 

4.0 

3.6 

3.0 

3.0 

3.0 

2.5 

2.6 

2.0 

2.0 

1.9 

2.0 

2.6 

2.0 

7.1 

4 

1.9 

2>i 

BEAVER 

BEAVER   FALLS 

15 

5.5 

5.1 

5.1 

6.0 

5.8 

8.1 

7.1 

7.1 

6.9 

6.2 

5.8 

5.5 

5.3 

5.2 

5.1 

4.8 

4.9 

5.7 

5.6 

5.3 

4.9 

4.6 

4.4 

4.3 

4.2 

4.2 

4.1 

4.0 

3.9 

3.8 

3.7 

8.1 

6 

3.7 

31 

OHIO 

CORAOPOLIS 

26 

12.8 

12.3 

12.0 

13.7 

13.9 

14.3 

14.5 

14.0 

14.6 

14.0 

13.4 

13.0 

13.1 

13.0 

12.5 

12.6 

12.1 

13.0 

13.2 

12.8 

12.5 

12.2 

11.9 

11  .5 

11.6 

11.9 

11.4 

11.2 

11.0 

11.3 

11 .4 

14.6 

9 

11 .0 

29 

PITTSBURGH 

25 

16.5 

16.5 

16.6 

16.7 

16.7 

16.7 

16.7 

16.7 

16.7 

16.7 

16.5 

16.6 

16.6 

16.7 

16.6 

16.6 

16.5 

16.9 

16.7 

16.7 

16.6 

16.5 

16.6 

16.6 

16.7 

16.7 

16,6 

16.7 

16.6 

16.7 

16.7 

16.9 

18 

16  .5 

i! 

DAM   NO   7    MIDLAND 

30 

14.1 

12.8 

14.2 

15.9 

17.0 

19.0 

18.6 

17.9 

18.8 

17.9 

15.7 

14.8 

14.4 

13.9 

12.8 

13.2 

14.3 

13.7 

14.2 

13.6 

12.6 

15.2 

14.7 

15.0 

15.5 

15.3 

15,4 

15.4 

15.5 

15.5 

15.4 

19.0 

6 

12.6 

21 

The  following  reference  notes  apply  only  to  Table  7  -  Daily  River  Stages- 
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er  Stages  -  Principal  Rivers  of  the  United  State 

a.  Oljstructed  by  rough  ice. 
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c.  Upper  surface  o:   smooth  ice. 

d.  Ice  gorge  above  gage. 
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STATION     INDEX 
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TIME,_ 

OF 

YEARS  OF 

STATION 

d 

X 

UJ 
Q 

Z 

COUNTY 

DRAINAGE 

h- 
< 

_l 

o     r 

z 
o 

_l 

O  f 

1— ■ 
U. 

> 

LlI 

_l 
LlI 

OBSERVATION 

RECORD 

OBSERVER 

REFER 

TO 
TABLES 

LlJ 

z 
o 

N 

UJ 

1- 

a: 
o 

LlI 

o: 
a. 

Q.' 

s 

LlJ 

1- 

Q.' 

O 
UJ 
(T 
Q. 

a. 
< 

> 

UJ 

ACMETONIA  LOCK  3 
ALBION 
ALLENS  MILLS 
ALLENTOWN  WB  AIRPORT 
ALLENTOWN  GAS  CO 

0022 
0062 
0099 
0106 
0111 

ALLEGHENY 

ERIE 

JEFFERSON 

LEHIGH 

LEHIGH 

ALLEGHENY 
LAKE  ERIE 
ALLEGHENY 
LEHIGH 
LEHIGH 

40  32 

41  53 
41  12 
40  39 
40  36 

79  49 

80  22 
78  54 
75  26 
75  28 

748 
900 
1590 
385 
254 

EST 
EST 
EST 

EST 
EST 

7A 

MID 

7A 

7A 

7A 

MID 

MID 

7A 

4 

10 
27 

44 
4 

10 
8 

37 

U  S  E  P  B  G 

ALBION  HIGH  SCHOOL 

CHARLES  H  ALLEN 

U  S  WEATHER  BUREAU 

ALLENTOWN-BETH  GAS  CO 

2 
2 
2 

2 
2 

3 
3 
3 
3 
3 

7 

4   5 

4 

4   5 

5 

ALTOONA  HORSESHOE  CURVE 

ARENDTSVILLE 

AUSTINBURG  2  MI  W 

AVOCA  WILKES-BARRE  SCRANTON  AP 

BAKEESTOWN 

0134 
0229 
0313 
0319 
0355 

BLAIR 
ADAMS 
TIOGA 
LUZERNE 

JUNIATA 
SUSQUEHANNA 
CHEMUNG 
SUSQUEHANNA 

40  30 

39  55 
42  00 

41  21 

40  40 

78  29 
77  18 
77  32 
75  43 

79  60 

1500 
710 

1590 
950 
843 

EST 
EST 
EST 
EST 

6P 
8A 

MID 

6P 

8A 

MID 

MID 

53 
26 

1 

64 

26 

12 

1 

ALTOONA  WATER  BUREAU 
PA  STATE  COL  EXP  STA 
USE  BALTO  MD 
C  A  A 

2 
2 
2 
2 
2 

3 
3 
3 
3 
3 

5 
5 
4 
5 

BARNES 

BEAR  GAP 

BEAVER  FALLS 

BELLEFONTE  ROCKVIEW  FARM 

BERWICK 

0403 
0457 
0475 
0530 
0611 

WARREN 

NORTHUMBERLAND 

BEAVER 

CENTER 

COLUMBIA 

ALLEGHENY 
SUSQUEHANNA 
BEAVER 
WEST  BRANCH 
SUSQUEHANNA 

41  40 
40  50 
40  46 

40  52 

41  03 

79  01 

76  30 

80  19 

77  47 
76  14 

1310 
843 
760 

1060 
570 

EST 
EST 
EST 
EST 
EST 

8A 
6P 

7A 
MID 
7A 
8A 
6P 

20 
3 

8 

3 

40 

32 

3 

U  S  E  P  B  G 
ROARING  CREEK  WATER  00 
HOWARD  J  KEMP 
WESTERN  STATE  PEN 'TRY 
AMER  CAR  &  FOUNDRY  CC 

2 
2 
2 
2 

2 

3 
3 
3 
3 
3 

7 
5 
5 

BETHLEHEM  RIVER  STATION 

BETHLEHF"  LEHIGH  UNIV 

BLAIN 

BLAIRSVILLi  6  MI  ENE 

BLAKESLEE  CORNERS 

0629 
0634 
0725 
0736 
0743 

NORTHAMPTON 

NORTHAMPTON 

PERRY 

IlrtllANA 

MONROE 

LEHIGH 
LEHIGH 

SUSQUEHANNA 

ALLEGHENY 

LEHIGH 

40  37 
40  36 
40  20 

40  27 

41  06 

75  22 
75  23 
77  31 
79  09 
75  36 

390 

450 

720 

2048 

1670 

EST 
EST 
EST 
EST 
EST 

MID 
MID 

7A 
MID 
MID 
MID 
MID 

8 
47 

3 

8 
64 
11 
12 
11 

BETHLEHEM  STEEL  CORP 
LEHIGH  UNIVERSITY 
PENNA  DEPT  F  &  W 
U  S  WEATHER  BUREAU 
HAROLD  WILDRICK 

2 
2 
2 
2 
2 

3 
3 
3 
3 
3 

4   5 

4 

4   5 

4 

BLOSERVILLE  1  MI  N 
BOSWELL 

BRADDOCK  LOCK  2 
BRADFORD  CITY  HALL 
BRADFORD  4  MI  W  RESERVOIR  1 

0763 
0820 
0861 
0867 
0868 

CUMBERLAND 
SOMERSET 
ALLEGHENY 
MC  KEAN 
MC  KEAN 

SUSQUEHANNA 

ALLEGHENY 

MONONGAHELA 

ALLEGHENY 

ALLEGHENY 

40  16 
40  11 

40  24 

41  58 
41  57 

77  22 
79  08 
79  52 

78  39 
78  44 

650 
2684 

725 
1500 
1680 

EST 
EST 
EST 
EST 
EST 

4P 

5P 
MID 
7A 
8A 
4P 

22 

36 
11 
14 
1 
31 

BESSIE  H  WILLDERS 
FRANK  J  HOUPT 
U  S  E  P  B  G 
BRADFORD  DIS  FLD  COM 
BRADFORD  WATER  DEPT 

2 
2 
2 
2 
2 

3 
3 
3 
3 

3 

4 

3 

BREEZEWOOD 
BROOKVILLE 
BRUCETON 
BUCKSTOWN 
BUFFALO  MILLS 

0905 
1002 
1033 
1073 
1087 

BEDFOFB 

JEFFERSON 

ALLEGHENY 

SOMERSET 

BEDFORD 

JUNIATA 

ALLEGHENY 

OHIO 

CONEMAUGH 

JUNIATA 

40  00 

41  09 
40  19 
40  04 
39  58 

78  14 

79  06 
79  59 
78  51 
78  39 

1352 
1407 
1000 
2480 
1318 

EST 

EST 
EST 
EST 
EST 

HID 
MID 

HID 
MID 

7A 
MID 

7A 

7 
36 

7 
57 
13 
11 
24 

PA  TURNPIKE  COMM 
C  A  A 
RAY  WILSON 
RUSSELL  L  LAHBERT 
NELLIE  R  BROWN 

2 
2 
2 
2 
2 

3 
3 
3 
3 
3 

4   5 

4 

BURGETTSTOWN  3  Ml  W 

BURNT  CABINS  2  MI  NE 

BOTLER 

BUTLER  SUBSTATION 

CAMP  HILL 

1105 
1115 
1130 
1135 
1198 

WASHINGTON 

HUNTINGDON 

BUTLER 

BUTLER 

CUMBERLAND 

JUNIATA 
BEAVER 
BEAVER 
SUSQUEHANNA 

40  23 
40  05 
40  52 
40  51 
40  15 

80  26 
77  52 
79  54 
79  53 
76  56 

980 

990 

1100 

1140 

461 

EST 
EST 
EST 
EST 
EST 

MID 
4P 

MID 
4P 

MID 
8A 

7 
25 

7 
35 
11 

3 

LANGLOTH  WATER  CO 
PA  TURNPIKE  COMM 
BUTLER  EAGLE 
WEST  PENN  POWER  CO 
JOSEPH  N  HOBART 

2 
2 

2 
2 
2 

3 
3 
3 
3 
3 

5 
5 
4 

CANTON   1  MI  NW 
CARLISLE 
CARROLLTOWN 
CARTER  CAMP 
CEDAR  RUN 

1215 
1234 
1255 
1262 
1301 

BRADFORD 

CARLISLE 

CAMBRIA 

POTTER 

LYCOMING 

SUSQUEHANNA 
SUSQUEHANNA 
WEST  BRANCH 
WEST  BRANCH 
WEST  BRANCH 

41  40 
40  12 

40  36 

41  38 
41  31 

76  52 

77  11 

78  42 
77  45 
77  23 

1450 

473 

2165 

800 

EST 
EST 
EST 
EST 
EST 

8A 
6P 

8A 

6P 

7A 

MID 

7A 

5 
80 

9 
60 

5 
10 
30 

MILDRED  L  SPENCER 
PROF  CHAS  E  MILLER 
NED  R  WESTRICK 
IRVING  E  GRESSEL 
CHAS  R  NIVISON 

2 
2 
2 
2 
2 

3 
3 
3 
3 
3 

4   5 
5 

4 

7 

CHADDS  FORD 
CHAHBEESBURC 
CHABLEROI 
CHAELEROI  LOCK  4 
CLAEION  DAM  3  MI  SW 

1342 
1354 
1372 
1377 
1485 

DELAWARE 

FRANKLIN 

WASHINGTON 

WASHINGTON 

CLARION 

DELAWARE 

POTOMAC 

MONONGAHELA 

MONONGAHELA 

ALLEGHENY 

39  52 

39  56 

40  08 

40  09 

41  12 

75  35 
77  39 
79  55 
79  54 
79  26 

180 
640 

1040 
740 

1114 

EST 
EST 
EST 
EST 
EST 

8P 
8P 

8A 

lOP 

HID 

7A 

7A 

48 
6 

3 
53 
11 
63 
41 

HERBERT  W  GUEST 
CHAS  A  BENDER 
WEST  PENN  POWER  CO 
U  S  E  P  B  G 
PA  ELECTRIC  CO 

2 
2 
2 
2 
2 

3 
3 
3 
3 
3 

4   5 

4 

7 

4   5 

CLAUS6VILLE 
CLAYSVILLE 
CLEARFIELD 
COALDALE  2  MI  NW 
COALPORT 

1505 
1512 
1519 
1572 
1581 

LEHIGH 

WASHINGTON 

CLEARFIELD 

SCHUYLKILL 

CLEARFIELD 

LEHIGH 

OHIO 

WEST  BIfANCH 

SCHUYLKILL 

WEST  BRANCH 

40  37 

40  07 

41  01 
40  50 
40  45 

75  39 
80  25 
78  27 
75  56 
78  32 

670 
1170 
1140 
1026 
1480 

EST 
EST 
EST 
EST 
EST 

7P 

9A 
7P 
7A 
7A 
7A 

45 
32 

3 
45 
40 
26 

4 

VERNA  A  DOTTERER 
WALTER  B  PAGET 
WM  H  WITHEROW 
PANTHER  VALLEY  IffRCO 
ADAM  I  NEFF 

2 
2 
2 
2 
2 

3 
3 
3 
3 
3 

5 

4   5 

COATESVILLE  1  MI  SW 
COATESVILLE 
COLUMBIA 

CONFLUENCE  1  MI  SW 
CONFLUENCE  1  MI  NW 

1589 
1594 
1675 
1705 
1710 

CHESTER 

CHESTER 

LANCASTER 

SOMERSET 

SOMERSET 

DELAWARE 

DELAWARE 

SUSQUEHANNA 

YOUGHIOGHENY 

YOUGHIOGHENY 

39  58 

39  59 

40  02 
39  48 
39  50 

75  50 

75  54 

76  30 
79  22 
79  22 

342 

300 
1490 
1331 

EST 
EST 
EST 
EST 
EST 

8A 

ss 
8A 

8A 
7A 
ss 
8A 
7A 

61 

6 
3 

61 
2 
6 
3 

74 

3 

PHILA  ELECTRIC  CO 
EDW  0  BEIDEMAN 
JAMES  H  RUST 
•  U  S  E  P  B  G 
JOHN  L  REID 

2 
2 
2 
2 
2 

3 
3 
3 
3 
3 

4   5 

5 
4   6 

7 

CONNELLSVILLE 
CONNELLSVILLE  4  MI  N 
CONSHOHOCKEN 
CORAOPOLIS  1  MI  E  DAM 
CORRY 

1723 
1728 
1737 
1773 
1790 

FAYETTE 

FAYETTE 

MONTGOMERY 

ALLEGHENY 

ERIE 

MONONGAHELA 

MONONGAHELA 

DELAWARE 

OHIO 

ALLEGHENY 

40  01 
40  04 
40  04 

40  31 

41  55 

79  36 

79  34 
75  19 

80  10 
79  38 

990 

1145 

70 

720 
1427 

EST 
EST 
EST 
EST 
EST 

6P 

7A 
HID 
8A 
7A 
6P 

33 

10 
11 
25 
40 
33 

EMERY  C  STEWART 
GEORGE  BAER 
PHILA  ELECTRIC  CO 
U  S  E  P  3  G 
GEO  P  MULDERICK 

2 
2 
2 
2 
2 

3 
3 
3 
3 
3 

7 
4 

7 
5 

COUDERSPORT 
COUDERSPORT  8  MI  E 
COVINGTON 
CREEKSIDE 
CRESSON  1  MI  E 

1804 
1809 
1832 
1881 
1894 

POTTER 

POTTER 

TIOGA 

INDIANA 

CAMBRIA 

ALLEGHENY 
ALLEGHENY 
SUSQUEHANNA 
ALLEGHENY 
WEST  BRANCH 

41  46 
41  46 
41  45 
40  41 
40  28 

73  01 
77  53 

77  05 
79  12 

78  34 

1653 
2425 
1193 
1035 
2300 

EST 
EST 
EST 
EST 
EST 

5P 

5P 
8A 
7A 
7A 
HID 

18 

23 
2 

10 
8 

11 

POTTER  ENTERPRISE 
ROBT  B  KEITH 
GROVER  D  CLEVELAND 
U  S  E  P  B  G 
PENNA  EDISON  CO 

2 
2 
2 
2 
2 

3 
3 
3 
3 
3 

5 

CURW3NSVILLE  6  MI  NW 
CUSTER  CITY  2  MI  W 
DANVILLE 
DAUPHIN  3  MI  N 
DERRY 

1966 
1978 
2013 
2029 
2108 

CLEARFIELD 
MC  KEAN 
MONTOUR 
DAUPHIN 
WESTMORELANB 

WEST  BRANCH 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

CONEMAUGH 

41  03 
41  55 
40  58 
40  25 
40  20 

78  35 

78  41 
76  37 
76  56 

79  18 

2215 
2120 
460 
1300 
1150 

EST 
EST 
EST 
EST 
EST 

MID 
6P 

MID 
8A 
7A 
7A 
6P 

6 
51 

6 
1 
8 
8 
51 

U  S  WEATHER  BUREAU 

BRADFORD  DIS  FLD  COM 

JAMES  A  BRYAN 

JOHN  HEPFORD 

N  DIXIE  WINEMAN 

2 
2 
2 
2 
2 

3 
3 
3 
3 
3 

4   5 
5 

DINGMANS  FERRY 

DONEGAL 

DONORA 

DOYLESTOWN 

DRIFTWOOD 

2160 
2183 
2190 
2221 
2245 

PIKE 

WESTMORELAND 

WASHINGTON 

BUCKS 

CAMERON 

DELAWARE 
CONEMAUGH 
MONONGAHELA 
DELAWARE 
WEST  BRANCH 

41  13 
40  06 
40  11 

40  IS 

41  20 

74  52 
79  23 
79  51 

75  08 
78  08 

360 
1746 
761 
370 
820 

EST 
EST 
EST 
EST 
EST 

MID 
MID 

7A 
MID 
MID 

5P 
MID 

5 
22 

11 
5 
22 
58 
11 

A  JORGENSON 
PENNA  TURNPIKE  COMM 
DONORA  ZINC  WORKS 
GEORGE  HART 
SIDNEY  KENNEDY 

2 
2 
2 
2 

2 

3 
3 
3 
3 
3 

4 
5 
5 

4 

DU  BOIS  7  MI  E 
DUNLO 
DU SHORE 
EAGLES  MERE 
EASTON 

2265 
2298 
2323 
2343 
2423 

CLEARFIELD 
CAMBRIA 
SULLIVAN 
SULLIVAN 

WEST  BRANCH 
CONEMAUGH 
WEST  BRANCH 
SUSQUEHANNA 
DELAWARE 

41  06 

40  17 

41  32 
41  24 
40  42 

78  38 
78  44 
76  24 
^6  35 
75  12 

1670 
2440 

2020 

EST 
EST 
EST 
EST 

7A 

7A 
MID 
MID 

7A 

6 

11 
11 
11 
12 

CITY  OF  DU  BOIS 
MRS  D  L  WHITE 
KENNETH  HOSIER 
CARL  E  BIGGER 

2 
2 
2 
2 

7 

3 
3 
3 
3 

4 
4 
4 
4   5 

EAST  WATERFORD  3  MI  E 

EBENSBURG 

ELIZABETHTOWN 

EMPORIUM 

ENGLISH  CENTER 

2459 
2466 
2560 
2633 
2644 

PERRY 

CAMBRIA 

LANCASTER 

CAMERON 

LYCOMING 

JUNIATA 
CONEMAUGH 
SUSQUEHANNA 
WEST  BRANCH 
WEST  BRANCH 

40  21 
40  29 

40  08 

41  30 
41  26 

77  33 

78  44 

76  36 
78  13 

77  17 

2125 
2170 

460 
1100 

881 

EST 
EST 
EST 
EST 

EST 

8P 

8A 

8A 

7A 
8A 
8A 
8A 
HID 

5 
31 

60 

12 
31 

3 
60 

9 

U  S  WEATHER  BUREAU 
JOHN  L  MC  GOUGH 
MASONIC  HOME 
RUSSEL  E  PALMETEER 
WM  SUBERS 

2 

2 
2 

2 

3 
3 
3 
3 
3 

5 
5 

4   5 
4 
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EPHRATA 
EQl'INUNK 
ERIE  WB  CITY 
ERIE  AIRPORT 
EVERETT 

2G62 

LANCASTER 

SUSQUEHANNA 

40  11 

76  10 

365 

EST 

8A 

6P 

46 

55 

WM  W  HALLIGAN 

2 

3 

5 

2669 
2677 

WAYNE 
ERIE 

DELAWARE 
LAKE  ERIE 

41  51 

42  07 

75  13 

80  05 

920 
714 

EST 

EST 

MID 

7A 
MID 

74 

3 
74 

ROSE  H  NEILSON 

U  S  WEATHER  BUREAU 

2 
2 

3 

3 

4   5 

2682 

ERIE 

LAKE  ERIE 

42  05 

80  12 

737 

EST 

MID 

MID 

4 

4 

C  A  A 

2 

3 

4 

2721 

BEDFORD 

JUNIATA 

40  00 

78  23 

1020 

EST 

MID 

7A 

28 

28 

PENNA  TURNPIKE  COMM 

2 

3 

4   5 

FARRELL  SHARON 

2814 

MERCER 

BEAVER 

41  14 

80  30 

855 

EST 

5P 

8A 

36 

37 

CARNEGIE  ILL  STL  CORP 

2 

3 

5 

FOiU)  CITY  4  MI  S 

2942 

ARMSTRONG 

ALLEGHENY 

40  43 

79  30 

950 

EST 

8A 

8A 

5 

5 

3 

U  S  E  P  B  G 

2 

3 

4  5  6 

FRANKIjIN 

3028 

VENANGO 

ALLEGHENY 

41  23 

79  49 

987 

EST 

7A 

7A 

54 

75 

WM  K  FULLER 

2 

3 

4  5  7 

FREDERICKSVIL.L.K  1  MI  SE 

3047 

BERKS 

SCHUY-LKILL 

40  27 

75  41 

800 

EST 

SS 

8A 

6 

11 

HENRY  H  ROHRBACK 

2 

3 

5 

FREELAND 

3056 

LUZERNE 

SUSQUEHANNA 

41  01 

75  54 

1970 

EST 

6P 

8A 

54 

34 

ANDREW  B  EVANSHA 

2 

3 

5 

CAT  FTON 

3130 

POTTER 

WEST  BRANCH 

41  44 

77  39 

1330 

EST 

6P 

18 

W  GALE  LUSH 

2 

3 

GEIGERTOWN 

31S9 

BERKS 

SCHUYLKILL 

40  12 

75  50 

380 

EST 

8A 

3 

WALTER  C  WOLF 

2 

3 

GEORGE  SCHOOL 

3200 

BUCKS 

DELAWARE 

40  13 

74  56 

160 

EST 

7P 

7P 

42 

42 

GEO  M  HART 

2 

3 

5 

GETTYSBURG 

3218 

ADAMS 

POTOMAC 

39  50 

77  14 

500 

EST 

8A 

8A 

72 

74 

HUGH  C  MC  ILHENNY 

2 

3 

5 

GETTYSBURG  1  MI  S 

3223 

ADAMS 

POTOMAC 

39  48 

77  14 

570 

EST 

MID 

11 

NATL  MILITARY  PARK 

2 

3 

4 

GIFFORD 

3237 

MC  KEAN 

ALLEGHENY 

41  51 

78  36 

2220 

EST 

8A 

1 

BRADFORD  DIS  FLD  COM 

2 

3 

GLENCOE 

3298 

SOMERSET 

POTOMAC 

39  49 

78  51 

1620 

EST 

8A 

11 

C  E  SANDERS 

2 

3 

4 

GLEN  ROCK 

3330 

YORK 

SUSQUEHANNA 

39  43 

76  44 

620 

EST 

MID 

7 

MRS  E  C  MC  WILLIAMS 

2 

3 

4 

GLEN  WILLARD 

3343 

ALLEGHENY 

OHIO 

40  33 

80  14 

1025 

EST 

7A 

4 

WM  H  MC  CONNELL 

2 

3 

GOOD  SPRINGS  1  MI  NW 

3372 

SCHUYLKILL 

SUSQUEHANNA 

40  38 

76  30 

1500 

EST 

MID 

11 

PENNA  POWER  t  UCETCO 

2 

3 

4 

GORDON 

3379 

SCHUYLKILL 

SUSQUEHANNA 

40  45 

76  20 

900 

EST 

5P 

5P 

45 

45 

SALLIE  M  JOHNSON 

2 

3 

5 

GOULDSBORO 

3394 

WAYNE 

LEHIGH 

41  15 

75  27 

1350 

EST 

7A 

17 

33 

L  H  ELLENBERGER 

2 

3 

GilANTVILLE  2  MI  SW 

342:: 

DAUPHIN 

SUSQUEHANNA 

40  22 

76  41 

520 

EST 

SS 

11 

EDW  N  RHOADS 

2 

3 

GRATERFORD 

3435 

MONTGOMERY 

SCHUYLKILL 

40  14 

75  27 

160 

EST 

7A 

33 

CLAUDE  K  KULP 

2 

3 

GREENSBORO  LOCK  NO  7 

3503 

GREENE 

MONOHGAHELA 

39  47 

79  55 

808 

EST 

7A 

67 

U  S  E  P  B  G 

2 

3 

7 

GREENSBURG  2  MI  S  FILTER  STA 

3510 

WESTMORELAND 

MONONGAHELA 

40  16 

79  33 

977 

EST 

6P 

6P 

41 

41 

WESTMORELAND  WATER  CO 

2 

3 

5 

GREt'NSBURG  2  MI  E  HWY'  SHED 

3515 

WESTMORELAND 

MONONGAHELA 

40  13 

79  30 

1225 

EST 

MID 

10 

PENNA  DEPT  HIGHWAYS 

2 

3 

4 

GREENSBURG  3  MI  SE  UNITY  RES 

3516 

WESTMORELAND 

MONONGAHELA 

40  1? 

79  30 

1245 

EST 

6P 

35 

40 

WESTMORELAND  WATER  CO 

2 

3 

GREENVILLE 

3526 

MERCER 

BEAVER 

41  25 

80  23 

930 

EST 

6P 

6P 

50 

50 

C  EARL  MILLER 

2 

3 

5 

HANOVER 

3662 

YORK 

SUSQUEHANNA 

39  48 

76  59 

600 

EST 

8A 

8A 

45 

45 

HANOVER  EVENING  SUN 

2 

3 

5 

HARRI3BURG  3  MI  S  WB  AP 

3699 

YORK 

SUSQUEHANNA 

40  13 

76  51 

351 

EST 

MID 

MID 

60 

60 

U  S  WEATHER  BUREAU 

2 

3 

4  5  7 

HARRIS3URG  NORTH 

3704 

DAUPHIN 

SUSQl'EHANNA 

40  16 

76  53 

350 

EST 

9A 

31 

GEO  S  BEAL 

2 

3 

HAWLEY 

3758 

WAYNE 

DELAWARE 

41  29 

75  10 

980 

EST 

SP 

8A 

30 

39 

BELLA  M  PENffELL 

2 

3 

5 

HAWLEY  1  HI  S  WALLEN  DAM 

3G59 

WAYNE 

DELAWARE 

41  28 

75  11 

1180 

EST 

SA 

8A 

13 

17 

13 

PENNA  POWER  &  LIGHT  CO 

2 

3 

4  5  6 

HEWITT  2  MI  S 

3897 

BEDFORD 

POTOMAC 

39  44 

78  32 

840 

EST 

SS 

SS 

4 

8 

MARIE  E  ROLAND 

2 

3 

4   5 

HOLLIDAYSBURG 

4001 

BLAIR 

JUNIATA 

40  26 

78  24 

1000 

EST 

MID 

11 

JOHN  M  RINGLER 

2 

3 

4 

HOLLISTERVILLE 

4008 

WAYNE 

DELAWARE 

41  23 

75  26 

1360 

EST 

8A 

21 

PENNA  POWER  &  LICaiTCO 

2 

3 

UOLTWOOD 

4019 

LANCASTER 

SUSQUEHANNA 

39  50 

76  20 

200 

EST 

MID 

8A 

29 

34 

PENNA  WTR  &  POWER  CO 

2 

3 

4   5 

HOME 

4027 

INDIANA 

ALLEGHENY 

40  45 

79  06 

1260 

EST 

MID 

11 

H  J  MC  ELHOES 

2 

3 

4 

HONESDALE  4  MI  NW 

4043 

WAYNE 

DELAWARE 

41  37 

75  19 

1445 

EST 

9A 

3 

GEO  C  WILLIAMS 

2 

3 

KONESDALE  6  MI  N  TANNERS  FLS 

4044 

WAYTJE 

DELAWARE 

41  39 

75  17 

1100 

EST 

MID 

7 

LESLIE  E  WALTER 

2 

3 

4 

IIOOVERSVILLE 

4058 

SOMERSET 

CONEMAUGH 

40  10 

78  53 

1660 

EST 

7A 

10 

PENNA  ELECTRIC  CO 

2 

3 

HOP  BOTTOM  2  MI  S 

4066 

SUSQUEHANNA 

SUSQUEHANNA 

41  43 

75  43 

EST 

7A 

4 

JOSEPH  J  SANAUSKAS 

2 

3 

HUNTINGDON 

4159 

HUNTINGDON 

SUSQUEHANNA 

40  29 

78  01 

620 

EST 

8A 

8A 

61 

61 

HUNTINGDON  BROADTOPRR 

2 

3 

5 

HUNTSDALE 

4166 

CUMBERLAND 

SUSQUEHANNA 

40  06 

77  19 

620 

EST 

7A 

8 

T  J  DINGLE 

2 

3 

4 

HYTrtlMAN 

4190 

BEDFORD 

POTOMAC 

39  49 

78  43 

900 

EST 

7A 

36 

W  J  EMERICK 

2 

3 

INDIANA  2  MI  SE 

4214 

INDIANA 

CONEMAUGH 

40  36 

79  07 

1102 

EST 

6P 

6P 

46 

49 

CLYMER  WATER  CO 

2 

3 

4   5 

INTIIANA 

4219 

INDIANA 

CONEMAUGH 

40  37 

79  10 

,  1300 

EST 

STATE  TEACHERS  COLL 

2 

3 

5 

IRWIN 

4276 

WESTMORELAND 

MONONGAHELA 

40  20 

79  42 

1090 

EST 

5P 

5P 

46 

52 

WESTMORELAND  WATER  CO 

2 

3 

5 

JACKSON  SUMMIT 

4304 

TIOGA 

SUSQUEHANNA 

41  57 

77  01 

1700 

EST 

MID 

12 

ARCHIE  LAIN 

2 

3 

4 

JAMESTOWN  2  MI  NW 

4325 

MERCER 

BEAVER 

41  30 

80  28 

1050 

EST 

8A 

8A 

7 

9 

7 

PA  DEPT  FRST  &  WTRS 

2 

3 

4  5  6 

JOHNSTOWN  1 

4385 

CAMBRIA 

CONEMAUGH 

40  20 

78  55 

1214 

EST 

9A 

9A 

55 

67 

JOHNSTOWN  TRIBUNE 

2 

3 

5 

JOKNSTOWN  2 

4390 

CAM3RI4 

CONEMAUGH 

40  19 

78  55 

1130 

EST 

MID 

10 

CITY  OF  JOHNSTOWN 

2 

3 

4 

JUNIATA  HOUSE 

4425 

HUNTINGDON 

JUNIATA 

40  22 

77  49 

560 

EST 

8P 

3 

J  EARL  MC  VEY 

2 

3 

KANE 

4432 

MC  KEAN 

ALLEGHENY 

41  41 

78  43 

1750 

EST 

MID 

MID 

5 

33 

SPRING  WATER  CO 

2 

3 

5 

kant:  5  MI  SE 

4437 

ELK 

ALLEGHENY 

41  36 

78  46 

2010 

EST 

MID 

7 

U  S  FOREST  SERVICE 

2 

3 

4 

KARTHAUS 

4450 

CLEARFIELD 

WEST  BRANCH 

41  07 

78  07 

860 

EST 

7A 

8 

EMMA  M  SHULTZ 

2 

3 

KIRKWOOD  1  MI  SW 

4597 

LANCASTER 

SUSQUEHANNA 

39  51 

76  05 

430 

EST 

MID 

8 

SOIL  CONSERV  SERVICE 

2 

3 

4 

KREGAR  4  MI  SE 

4667 

WESTMORELAND 

YOUGHIOGHENY 

40  06 

79  14 

2470 

EST 

MID 

7 

PENNA  TURNPIKE  C0M51 

2 

3 

KRESGEVILL£  3  MI  W 

4672 

CARBON 

LEHIGH 

•50  54 

75  34 

825 

EST 

8A 

6 

CITY  OF  BETHLEHEM 

2 

3 

LAFAYETTE 

4706 

MC  KEAN 

ALLEGHENY 

41  48 

78  40 

2130 

EST 

8A 

1 

BRADFORD  DIS  FLD  COMJ 

2 

3 

LAKEVILLE  1  MI  N 

4733 

WATNE 

DELAWARE 

41  27 

75  16 

1480 

EST 

8A 

21 

REVEL  JENKINS 

2 

3 

LAMPETER  SCS  lA 

4750 

LAHCAS;'E;l 

SUSQUEHANNA 

39  59 

75  14 

405 

EST 

MID 

8 

SOIL  CONSERV  SERVICE 

2 

3 

4 

LANCASTER  2  NE  PUMP  STATION 

4758 

LANCASTER 

SUSQUEHANNA 

40  03 

76  17 

255 

EST 

5P 

5P 

47 

61 

LANCASTER  WATER  BUR 

2 

3 

5 

LANCASTER  2  NE  FILTER  PLANT 

4763 

LANCASTER 

SUSQUEHANNA 

40  03 

76  17 

270 

EST 

MID 

11 

LANCASTER  WATER  BUR 

2 

3 

LANCASTER  3  MI  NE 

4768 

LANCASTER 

SUSQUEHANNA 

40  04 

76  17 

360 

EST 

8A 

8A 

3 

3 

DR  ORMAN  E  STREET 

2 

3 

LANSFORD 

4804 

CARBON 

SCHUYLKILL 

40  50 

75  53 

1030 

EST 

8A 

43 

LEHIGH  NAVIG  COAL  CO 

2 

3 

LANSFORD  FOREMANS  SHOP 

4809 

CARBON 

SCHUYLKILL 

40  50 

75  53 

1040 

EST 

7A 

15 

PANTHER  VALLEY  WTR  CO 

2 

3 

LATROBE 

4832 

WESTMORELAND 

CONEMAUGH 

40  19 

79  23 

1030 

EST 

7A 

6 

WEST  PENN  POWER  CO 

2 

3 

LAURELTON  2  MI  N  STATE  VILL 

4853 

UNION 

SUSQUEHANNA 

40  54 

77  13 

820 

ESI 

MID 

£ 

PENNA  DEPT  OF  WELFARE 

2 

3 

4 

LAWRENCEVILLE 

4873 

TIOGA 

SUSQUEHANNA 

42  00 

77  08 

996 

EST 

6P 

6P 

51 

51 

CARLOS  P  DARLING 

2 

3 

5 

LEBANON 

4891 

LEBANON 

SUSQUEHANNA 

40  20 

76  26 

469 

EST 

8A 

8A 

60 

65 

LEBANON  VALLEY  GAS  CO 

2 

3 

5 

LEBANON  3  MI  SW 

4896 

LEBANON 

SUSQUEHANNA 

40  19 

76  29 

490 

EST 

MID 

11 

LEBANON  COUNlRY  CLUB 

2 

3 

4 

LECONTES  MILLS  5  NW 

4904 

CLEARFIELD 

WEST  BRANCH 

41  09 

78  20 

2320 

EST 

7A 

6 

PENNA  DEPT  FRST  &  WTR 

2 

3 

LEHIGHTON 

4934 

CARBON 

LEHIGH 

40  50 

75  43 

580 

EST 

7A 

14 

GOODWIN  DE  FREHN 

2 

3 

4   7 

LE  ROY 

4972 

BRADFORD 

SUSQUEHANNA 

41  40 

76  43 

EST 

6P 

12 

DIMMIS  M  BAILEY 

2 

3 

LEWIS  RUN  3  MI  S 

4984 

MC  KEAN 

ALLEGHENY 

41  50 

78  39 

1700 

EST 

7A 

1 

BRADFORD  DIS  FLD  COMM 

2 

3 

LEWISTOWN 

4992 

MIFFLIN 

JUNIATA 

40  35 

77  35 

480 

EST 

7A 

7A 

10 

10 

AMERICAN  VISCOSE  CO 

2 

3 

4 

LINESVILLE  6  MI  tffl 

j050 

CRAWFORD 

BEAVER 

41  42 

80  31 

1015 

EST 

8A 

31 

RETA  M  CRUMB 

2 

3 

LOCK  HAVEN  1 

5104 

CLINTON 

WEST  BRANCH 

41  08 

77  28 

680 

EST 

7A 

7A 

57 

57 

SAMUEL  C  DICKEY  JR 

2 

3 

5 

LOCK  HAVEN  2 

5109 

CLINTON 

WEST  BRANCH 

41  08 

77  27 

620 

EST 

MID 

11 

HUGH  F  PARKER 

2 

3 

4 

LONG  POND 

5160 

MONROE 

LEHIGH 

41  03 

75  30 

1860 

EST 

8A 

2 

THOMAS  MECKES 

2 

3 

LYCIPPUS  1  MI  E 

5259 

WESTMORELAND 

YOUGHIOGHENY 

40  14 

79  24 

1380 

EST 

5P 

53 

57 

WESTMORELAND  WATER  CO 

2 

3 

MAPLE  GLEN 

5368 

MONTGOMERY 

DELAWARE 

40  11 

75  11 

370 

EST 

8A 

3 

L  F  SCHEIBNER  JR 

2 

3 

MAPLETON  DEPOT 

5381 

HUNTINGDON 

JUNIATA 

40  24 

77  56 

580 

EST 

7A 

10 

IVY  S  BUCHANAN 

2 

3 

I 
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MARCUS  HOOK 

MARIENVILLE 

MARION  CENTER  2  MI  SE 

MARSHBURG 

MARTINSBURG 

53 

5400 

5408 

5435 

5453 

DELAWARE 
FOREST 
INDIANA 
MC  KEAN 
BLAIR 

DELAWARE 

ALLEGHENY 

CONEMAUGH 

ALLEGHENY 

JUNIATA 

39 
41 
40 
41 
40 

48 
28 
45 
51 
18 

75 
79 
79 
78 
78 

25 
07 
02 
4G 
20 

12 
1780 
1610 
2120 
13C0 

EST 
EST 

EST 
EST 
EST 

SA 

SA 

MID 

7A 

SA 

MID 

22 

22 
9 
6 
1 

11 

SUN  OIL  CO 

U  S  FOREST  SERVICE 

U  S  E  P  B  G 

BRADFORD  DIS  FLD  COMM 

BLUE  MT  CANNERIES 

2 
2 
2 
2 

3 
3 
3 
3 
3 

5 
4 

4 

MARTINSBURG  BLAIR  CO  AIRPORT 

MATAMORAS 

MAUCH  CHUNK  1  MI  SW 

MAYBURG 

MC  CONNELLSBURG 

5454 
5470 
5479 
5490 
5526 

BLAIR 

PIKE 

CARBON 

FOREST 

FULTON 

JUNIATA 

DELAWARE 

LEHIGH 

\LLEGHENY 

POTOMAC 

40 
41 
40 
41 
39 

19 
22 
51 
36 
56 

78 
74 
75 
79 
78 

19 
42 
4G 
13 
00 

1460 
455 
800 

1150 
910 

EST 
EST 
EST 
EST 
EST 

MID 
4P 

MID 
8A 
4P 
7A 
7A 

6 
56 

6 
44 
56 

3 

16 

C  A  A 

HARRY  :1  ISLAND 
HENRY  S  HAAK 
OPAL  LITTLEFIELD 
RUTH  L  ROETTGER 

2 
2 
2 
2 

2 

3 
3 
3 
3 
3 

4 
5 

5 

MC  CONNELLSTOWN  4  MI  NW 
MC  CORMICK 
MC  KEE SPORT 
MEADVILLE  1  MI  S 
MED IX  RUN 

5534 
5541 
5573 
5606 
5627 

HUNTINGDON 

INDIANA 
ALLEGHENY 
CRAWFORD 
ELK 

JUNIATA 
ALLEGHENY 
ALLEGHENY 
ALLEGHENY 
WEST  BRANCH 

40 
40 
40 
41 
41 

30 
50 
21 
37 

17 

78 
79 
79 
80 
78 

08 
07 
52 
10 
23 

2340 
1180 
800 
1065 
1125 

EST 
EST 
EST 
EST 
EST 

GA 

7A 
7A 
7A 
8A 
MID 

54 

8 

8 

20 

55 

7 

PA  DEPT  FRST  &  WATER 
U  S  E  P  B  G 
NATL  TUBE  CO 
CITY  OF  MEADVILLE 
ELVA  H  SNYDER 

2 
2 

2 

3 
3 
3 
3 
3 

7 
4 
4 

5 

MERCER  5  MI  NE  WB  AIRPORT 

MERCER 

MERCERSBURG 

MEYERSDALE 

MIDDLETOWN  OLMSTED  FIELD 

5649 
5654 
5662 
5684 
5703 

MERCER 

MERCER 

FRANKLIN 

SOMERSET 

DAUPHIN 

BEAVER 
BEAVER 
POTOMAC 
YOUGHIOGHENY 

SUSQUEHANNA 

41 
41 
39 
39 

"0 

17 
14 
50 
49 
12 

80 
80 
77 
79 
76 

12 

15 
54 
02 
46 

1296 
1240 

605 
1980 

303 

EST 
EST 
EST 
EST 
EST 

MID 
MID 

MID 
MID 

8A 

8A 

MID 

9 

18 

9 
9 

10 
18 

U  S  WEATHER  BUREAU 
PENNA  DEPT  HIGHWAYS 
ROLLIN  P  GILBERT 
LOUIS  M  WELD 
U  S  AIR  FORCE 

2 
2 
2 
2 
2 

3 
3 
3 
3 
3 

4 
4 

5 

5 

MIDLAND  DAM  NO  7 

MILAN 

MILANVILLE 

MILLERSBURG  2  Ml  E 

MILLVILLE 

5710 
5731 
5738 
5775 
5816 

BEAVER 

BRADFORD 

WAYNE 

DAUPHIN 

COLUMBIA 

OHIO 

SUSQUEHANNA 

DELAWARE 

SUSQUEHANNA 

SUSQUEHANNA 

4  J 

41 
41 
40 
41 

38 
55 
40 
32 

OS 

80 
76 
75 
76 
76 

23 
32 
04 
56 
32 

780 
820 
750 
54.-, 
820 

ESI 
EST 
EST 
EST 
EST 

IIP 

7A 
MID 

8A 
MID 
MID 

11 

12 
11 
3 
U 
11 

PERRY  P  CAMPBELL 
W  S  ROBERTS 
CHAS  W  DAVI^ 
WM  H  NOVINGER 
RUSSELL  SHEPLEY 

2 
2 
2 
2 

3 
3 
3 
3 
3 

5 
4 

4 
4 

7 

MILROY 

MONROE  FURNACE 

MONROETON  2  MI  S  TOWER 

MONTROSE  3  MI  E  HIGHWAY  SHED 

MONTROSE 

5825 
5884 
5889 
5915 
5920 

MIFFLIN 

HUNTINGDON 

BRADFORD 

SUSQUEHANNA 

SUSQUEHANNA 

JUNIATA 

JUNIATA 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

40 
40 
41 
41 
41 

43 
42 
42 
50 
50 

77 
77 
76 
75 
75 

35 
54 
2S 
49 
52 

770 
1200 
2200 
1175 

EST 
EST 
EST 
EST 
EST 

8A 

SA 

MID 

7A 

SA 

MID 

43 

6 

7 

8 

43 

11 

DAVID  S  NACE 
PENNA  STATE  COLLEGE 
PA  DEPT  FRST  &  WATERS 
HARRY  S  FAUCHER 
CONSUMERS  WATER  CO 

2 
2 
2 
2 
2 

3 
3 
3 
3 
3 

4 

5 
4 

MOSGROVE  L  8 

MOUNT  POCONO  2  MI  N  WB  AP 

MOUNT  UNION  1  MI  NW 

MURRYSVILLE 

MYERSTOWN 

5987 
6055 
6067 
6111 
6126 

ARMSTRONG 

MONROE 

MIFFLIN 

WESTMORELAND 

LEBANON 

ALLEGHENY 

DELAWARE 

JUNIATA 

MONONGAHELA 

SCHUYLKILL 

40 
41 
40 
40 
40 

52 
08 
24 
23 
23 

79 
75 
77 
79 
76 

29 

2 

53 

42 

18 

80S 
1914 
SOO 
903 
520 

EST 
EST 
EST 
EST 
EST 

MID 

7A 
MID 
HID 

MID 

3A 

41 

24 

43 

11 

3 

8 

U  S  E  P  B  G 
U  S  WEATHER  BUREAU 
HT  UNION  WATER  WORKS 
WM  MC  WILLIAMS 
JOHN  W  WANDELL 

2 
2 
2 
2 

3 
3 
3 
3 
3 

7 
4 
4 

4 

5 

NATRONA  LC  ..^  NO  < 

NEFFS  MILLS  4  NE 

NESHAMINY  FALLS 

NEWBURG  3  MI  W 

NEW  CASTLE  1  MI  N  PUMP  STA 

6151 
6174 
6194 
6225 
6233 

ALLEGHENY 

HUNTINGDON 

BUCKS 

FRANKLIN 

LAWRENCE 

ALLEGHENY 

JUNIATA 

DELAWARE 

SUSQUEHANNA 

BEAVER 

40 
40 
40 
40 
41 

37 
40 
09 
09 
01 

79 
77 

74 
77 
SO 

43 
55 
57 
37 
2-' 

GOO 
960 
40 
745 
900 

EST 
EST 
EST 
EST 
EST 

SA 

HID 
IIP 

7A 

SA 

3P 

MID 

IIP 

8 

U7 

7 

65 

21 

8 

33 

7 
62 

8 

U  S  E  P  Li  G 
PENNA  STATE  COLLEGE 
PHILA  SUB  WATER  CO 
PENNA  TURtfPIKE  COMM 
NEW  CASTLE  WATER  CO 

2 
2 

2 

2 

3 
3 
3 
3 
3 

7 
4 

5 
4 

S 
S 

NEWELL 
NEW  PARK 
NEWPORT 
NEW  TRIPOLI 
NORRISTOWN 

6246 
6289 
6297 
6326 
6370 

FAYETTE 

YORK 

PERRY 

LEHIGH 

MONTGOMERY 

MONONGAHELA 

SUSQUEHANNA 

JUNIATA 

LEHIGH 

SCHUYLKILL 

40 
39 
40 
40 

40 

05 
44 
29 

41 
07 

73 
76 
77 
75 
75 

53 
31 
OS 
46 
20 

800 
780 
400 
5S0 
43 

EST 
EST 
EST 
EST 
EST 

MID 

7A 

NOON 
6P 
7A 
6P 
8A 

35 
1 

27 

24 
18 
10 

GENERAL  CHEMICAL  CO 
CLINTuN  J  ALLEN 
FRANCES  FRY 
FRED  C  OSWALD 
GEORGE  H  BOONE 

2 
2 

2 
2 
2 

3 
3 
3 
3 
3 

5 

7 

ORWELL  3  MI  N 

PALM 

PALMERTON 

PARKERS  LANDING 

PARKERS  LANDING  1  MI  E 

6621 
6681 
6689 
6719 
6724 

BRADFORD 

MONTGOMERY 

CARBON 

ARMSTRONG 

CLARION 

SUSQUEHANNA 

SCHUYLKILL 

LEHIGH 

ALLEGHENY 

ALLEGHENY 

41 
40 
40 
41 
41 

55 
26 
48 
06 
06 

76 
75 
75 
79 
79 

16 
32 
37 
41 
40 

1620 
380 
435 
870 

1100 

EST 
EST 
EST 
EST 
EST 

MID 

6P 
8A 

MID 
7A 

MID 

31 

5 

7 

32 

64 

10 

WM  I  BROWN 
FRED  C  ESCHBACK 
NEW  .lERSEY  ZINC  CO 
JANNETTE  E  SCHULTZ 
PAUL  M  NEELY 

2 
2 
2 

2 
2 

3 
3 
3 
3 
3 

4 

7 
4 

5 

PARK  PLACE  1  NW  WB  AIRPORT 

PAUPACK 

PECKS  POND 

PHILADELPHIA  FRANKLIN  INST 

PHILADELPHIA  WB  AIRPORT 

6734 
6762 
6786 
6884 
6889 

SCHUYLKILL 

PIKE 

PIKE 

PHILADELPHIA 

PHILADELPHIA 

SCHUYLKILL 

DELAWARE 

DELAWARE 

DELAWARE 

DELAWARE 

40 
41 
41 
39 
39 

51 
24 
17 
58 
53 

76 

75 
75 

75 
75 

06 
12 
05 
10 
14 

1952 

1523 

1380 

100 

20 

EST 
EST 
EST 
EST 
EST 

MID 

lOA 
MID 

MID 

3A 

8A 

lOA 

MID 

5 

7 
7 

5 

32 

3 

7 
7 

U  S  WEATHER  BUREAU 
LOUISE  VETTERLINE 
CARRIE  NESS 
FRANKLIN  INSTITUTE 
U  S  WEATHER  BUREAU 

2 
2 

7 
2 

3 
3 
3 

3 

4 
4 

S 
5 

PHILADELPHIA  POINT  BREEZE 
PHILADELPHIA  SHAWMONT 
PHILADELPHIA  WB  CITY 
PHILLIPSBURG  WB  AIRPORT 
PHOENIXVILLE  1  MI  E  PUMP  STA 

6899 
6904 
6909 
6916 
6927 

PHILADELPHIA 

PHILADELPHIA 

PHILADELPHIA 

CENTRE 

CHESTER 

DELAWARE 

DELAWARE 

DELAWARE 

JUNIATA 

SCHUYLKILL 

39 
40 
39 

40 
10 

55 
02 

57 
54 
07 

75 
75 
75 
73 
75 

12 
15 
09 
05 
30 

85 
70 

174 
1914 

105 

EST 
EST 
EST 
EST 
EST 

MID 

7P 

MID 

HID 

3S 

MID 

7P 

MID 

MID 

SA 

24 
32 
77 
8 
37 

2i 
53 
77 
6 
39 

ATLANTIC  REFINING 
SCHUYLKir.i,  '(AVIG  CO 
U  S  WEATHER  BUREAU 
U  S  WEATHER  BUREAU 
PHILA  SUB  WATER  CO 

2 

2 
2 

2 

3 

3 
3 

3 

4 

'j 
4 

4 
4 

5 
5 

5 

PIKES  CREEK 
PINE  GROVE  POWER  PLANT 
PINE  GROVE  MILLS  1  MI  S 
PITTSBURGH  7  MI  SE  WB  AP 
PITTSBURGH  W3  CITY 

6939 
6954 
6962 
6992 
6997 

LUZERNE 

SCHUYLKILL 

HUNTINGDON 

ALLEGHENY 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

JUNIATA 

MONONGAHELA 

OHIO 

41 
40 
40 
40 
40 

IS 
34 
43 
21 
26 

76 
76 
77 
79 
80 

06 
22 
54 
56 
00 

1250 

515 

2050 

1273 

914 

EST 
EST 
EST 
EST 
EST 

MID 
MID 

MID 

SA 

Min 

HID 
MID 

IS 
7>j 

11 
24 

18 
78 

ANDREW  STELTZ 
PA  POWER  St  Li'lHT  CO 
PENNA  STATE  COLLEGE 
U  S  WEATHER  BUREAU 
U  S  WEATHER  BUREAU 

2 
2 

2 
2 

3 
3 
3 
3 
3 

4 

4 

4 

5 
5  7 

PLEASANT  MOUNT  1  MI  W 

PORT  ALLEGHANY 

PORT  ALLEGHANY  3  MI  SW  HCHRY 

PORT  CLINTON 

PORTL,"  T) 

7029 
7103 
7108 
7116 
7127 

WAYNE 
MC  KEAN 
MC  KEAN 
SCHUYLKILL 
NOaTHAMPTON 

DEL.'\WARE 

ALLEGHENY 

ALLEGitENY 

SCHUYLKILL 

DELAWARE 

41 
41 
41 

40 
40 

44 
48 
47 
35 

55 

75 
78 
78 
76 
75 

27 
17 
19 
02 
OS 

ISIO 

1500 

15S0 

430 

297 

EST 
EST 
EST 
EST 
EST 

SA 

7A 
7A 
7A 
8A 
SA 

10 

27 
6 
6 

10 
5 

PENNA  GAME  COMM 
RALPH  MC  CONNELL 
CRYSTAL  SPG  TROUT  HCY 
EARL  E  RARICa 
JOINT  BRIDGE  COMM 

2 
2 

2 

3 
3 
3 
3 
3 

4 
4 

3 

POTTSTOWN 
POTTSVILLE 
POTTSVILLE  BRIDGE 
PUNXSUTAWNEY  1 
PUNXSUTAWNEY  2 

7149 
7156 
7161 
7217 
7222 

MONTGOMERY 

SCHUYLKILL 

SCHUYLKILL 

JKFFERSON 

JEFFERSON 

SCHUYLKILL 

SCHUYLKII.L 

SCHUYLKILL 

ALLEGHENY 

ALLEGHENY 

40 
40 
40 
40 
40 

14 
41 

41 
57 

5u  j 

75 
76 
76 
7S 
7C 

39 

12 
11 
59 

5S 

180 

820 

640 

1220 

1360 

EST 
EST 
EST 
ESI 
EST 

SA 
8A 
7A 
7A 
MID 

57 
66 

5 
28 

8 

MILES  E  SMITH 
POTTSVILLE  WATER  CO 
JOKN  M  SMITH 
JOHN  VOLANSKY 
•PENNA  ELEC  CO 

2 

2 
2 
2 
2 

3 
3 
3 
3 
3 

PUTNEYVILLE  2  SE  DAM 

QUAKERTOWN 

RAYMOND 

READING  WB  CITY 

RE  NOVO 

7229 
7239 
7310 
7313 
7409 

ARMSTRONG 

DUCKS 

POTTER 

BERKS 

CLINTON 

ALLEGHENY 
DELAWARE 
ST  LAWRENCE 
SCHUYLKILL 
WEST  BRANCH 

40 
40 
41 
40 
41 

55 
26 
52 
20 
19 

79 
75 
77 

75 
77 

17 
20 
52 
58 
46 

1270 
430 

2220 
289 
645 

EST 
EST 
EST 
EST 
EST 

3A 
5P 

MIJ 

SA 

5P 

MID 

MIO 

7A 

5 
62 

51 

5 
64 
IC 
79 
51 

U  S  E  P  B  G 

JOHN  Z    BENNKR 

ARTHUR  LENGAN 

U  S  WEATHER  SUREAU 

CAROL I  ire  W  BAIRD 

2 
2 
2 
2 
2 

3 
3 
3 
3 
3 

4 
5 
4 

4 

7 

5 
5  7 

RENOVO  6  MI  S  STATE  CAMP 

RETREAT  FARMS 

REW 

RICES  LANDING  LOCK  NO  6 

RIDGWAY 

7410 
7417 
7425 
7443 
7477 

CLINTON 
LUZERNE 
MC  KEAN 
GREENi: 
ELK 

WEST  BRANCH 

SUSQUEHANNA 

ALLEGHENY 

MONONGAHELA 

ALLEGHENY 

41 
41 
41 
39 

41 

14 
11 
54 
57 
26 

77 
76 
78 
SO 
78 

46 
06 
32 

00 
44 

2035 
560 

2250 
775 

1385 

EST 
EST 
EST 
EST 
EST 

6P 
7A 

HID 
6P 

8A 
7A 
7A 

1 

16 
33 

11 
16 
1 
14 
42 

PA  DEPT  FRST  &  WATERS 

THEO  J  s^aPSON 

BRADF J    DIS  FLD  COMM 

U  S  E  P  3  G 

WEST  PENN  POWER  CO 

2 
2 

3 
3 
3 
3 
3 

4 
5 

4 

5 

STATION    INDEX -Continued 


PENNSYLVANIA 

MAY  1948 


STATION 


RINGTOWN  1  MI  SK 
ROCHESTER  1  MI  N 
RUSH  6  MI  S 
SAFE  HARBOR 
SAGAMORE  1  MI  SE 

SALTSBURG 
SAXTON 

SCANDIA 

schenley 
scranton  to  city 

selings:;rove  airport 

SELLERSViLLE  2  MI  NW 

SEWARD 

SHADE  GAP 

SHAMOKIN 

SHARPSVILLE 

SHEFFIELD  6  MI  W  CHERRY  GROVE 

SHIPI'El^SBURG 

SMETHPORT  HIGHWAY  SHED 

SOMERSET  WATER  WORKS 

SOMERSET  2  MI  E  SUBSTATION 
SOUTH  MOUNTAIN 
SPRING  GROVE 
SPRINGS  1  MI  SW 
SPRUCE  CREEK 


STATE  COLLEGE 
STRAUSSTOWN 
STRONGSTOWN 
STROUDSBURG  2 
STROUDSBUBG 


JI  E  SUBSTATION 


X 

UJ 
Q 


STUMP  CREEK 

3UNBURY 

SUNBURY  AIRPORT  2  MI  N 

SUSQUEHANNA 

SUTERSVILLE 

TAMAQUA 

TAMAQUA  4  MI  N  STILL  CRK  DAM 
TAMARACK  2  MI  S  FIRE  TOWER 
TIONESTA  2  MI  3E  DAM 
TITUSVILLE  2  MI  S 

TITUSVILLE 

TOWANDA 

TOWER  CITY  5  SW  DAM 

TUNKHANNOCK  1  MI  S  AIRPORT 

TUNNELTON 

TYRONE  4  MI  NE  BALD  EAGLE 

UNION  CITY  1  MI  W 

UNIONTOWN 

VANDERGRIFT 

VANDERGRIFT  2  MI  W 

VIRGINVILLE 

WARREN 

WASHINGTON 

WATROUS  9  MI  S  LEE  FISE  TOWEil 

WAYNE SBURG  2  MI  W 

WAYNESBURG  1  MI  E 
WEBSTER  MILLS  3  MI  SW 
WELLSBORO 
WELLSBORO  2  MI  E 
WELLSVILLE 

WERNERSVILLE 
WEST  CHESTER 
WEST  GROVE  1  MI  SE 
WEST  NEWTON 
WHITESBURG 

WILKES-BARRE 

WILLIAMSPORT  4  SE  TOWER 

WILLIAMSPORT  4  E  WB  AIRPORT 

WILLIAMSPORT 

WILLIAMSTOWN 

WIND  GAP 

YORK  3  MI  SW  PUMP  STATION 

YORK  2  MI  S  FILTER  PLANT 

YORK  HAVEN 

YOUNGSVILLE 

ZIONSVILLE  1  MI  SW 


7497 
7540 
7694 
7732 
7739 

7796 
7846 
7855 
7863 
7902 

7931 
7938 
7956 
7965 
7978 

8000 
8026 
8073 
8190 
8249 

S-354 
8308 
3379 
8395 
8405 

8449 
8570 
8589 
8596 
8601 

8610 
8668 
8673 
8692 
8699 

8758 
8763 
8770 
8873 
8880 

8885 
8905 
8910 
8982 
89S9 


COUNTY 


9781 
9933 
9938 
9950 
9966 

9994 


SCHUYLKILL 

BEAVER 

SUSQUEHANNA 

LANCASTER 

INDIANA 

INDIANA 

BEDFORD 

WARREN 

ARMSTRONG 

LACKAWANNA 

SNYDER 

BUCKS 

WESTMORELAND 

HUNTINGDO\- 

■NORTHUMBERLAND 

MERCER 
WARREN 
CUMBERLAND 
MC  KEAN 
SOMERSET 

SOMERSET 

FRANKLIN 

YORK 

SOMERSET 

HUNTINGDON 

CENTER 

BERKS 

INDIANA 

MONROE 

MONROE 

JEFFERSON 

NORTHUMBERLAND 

NORTHUMBERLAND 

SUSQUEHANNA 

WESTMORELAND 

SCHUYLKILL 

SCHUYLKILI, 

CLINTON 

FOREST 

VENANGO 

CRAWFORD 

BRADFORD 

DAUPHIN 

WYOMING 

IIIDiAIW 


9024 

BLAIR 

9041 

ERIE 

9050 

FAYETTE 

9128 

WESTMOHEI.'.ND 

9133 

WESTMOftfiLA?rD 

9196 

BERKS 

9298 

WARREN 

9312 

WASHINGTON 

9340 

TIOOA 

9362 

GREENE 

9367 

GREENE 

9380 

FULTON 

9407 

TIOGA 

9412 

TIOGA 

9420 

YORK 

9430 

BERKS 

9464 

CHESTER 

9503 

CHESTER 

9555 

WESTMORELAND 

9655 

ARMSTRONG 

9702 

LUZERNE 

9723 

LYCOMING 

9728 

LYCOMING 

9733 

LYCOMING 

9741 

DAUPHIN 

NORTHUMBERLAND 

YORK 

YORK 

YORK 

WARREN 

LEHIGH 


DRAINAGE 


SUSQUEHANNA 

BEAVER 

SUSQUEMANNA 

SUSQUEHANNA 

ALLEGHENY 

KISKIMINETAS 
WEST  BRANCH 
ALLEGHENY 
ALLEGHENY 
SUSQUEHANNA 

SUSQUEHANNA 

SCHUYLKILL 

CO.«rEMAUGH 

JUNIATA 

SUSQUEHANNA 

BEAVER 

ALLEGHENY 

SUSQUEHANNA 

ALLEGHENY 

YOUGHIOGHENY 

YOUGHIOGHENY 

I'OTOMAC 
SUSQUEHANNA 
YOUGHIOGHENY 
JUNIATA 

WEST  BRANCH 

SCHUYLKILL 

CONEMAUGH 

DELAWARE 

DELAWARE 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

YOUGHIOGHENY 

SCHUYLKILL 
SCHUYLKILL 

WEST  BRANCH 

ALLEGHENY 

ALLEGHENY 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

CONEMAUGH 

JUNIATA 

ALLEGHENY 

MONONGAHELA 

KISKIMINETAS 

KISKIMINETAS 

SCHUYLKILL 

ALLEGHENY 

OHIO 

WEST  BRANCH 

MONONGAHELA 

MONONGAHELA 
POTOMAC 

WEST  BRANCH 
WEST  BRANCH 
SUSQUEHANNA 

SCHUYLKILL 

DELAWARE 

DELAWARE 

MONONGAHELA 

ALLEGHENY 

SUSQUEHANNA 
WEST  BRANCH 
WEST  BRANCH 
WEST  BRANCH 
SUSQUEHANNA 

DELAWARE 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

ALLEGHENY 

SCHUYLKILL 


_l 

o  r 


40  51 

40  43 

41  i'i 

39  56 

40  46 

40  29 

40  13 

41  55 

40  41 

41  25 

40  48 
40  23 

40  25 
40  11 

40  47 

41  16 
41  42 

40  03 

41  48 
40  01 

40  01 
39  51 
39  52 

39  44 

40  36 

40  48 
40  30 
40  33 
40  60 

40  59 

41  01 
40  51 

40  54 

41  57  • 
40  14 

40  48 

40  51 

41  24 
41  29 
41  36 

41  38 
41  43 

40  32 

41  32 
40  27 

40  43 

41  54 

39  54 

40  36 
40  36 

40  31 

41  50 

40  11 

41  37 
39  54 

39  54 

39  49 
41  45 
41  45 

40  03 

40  20 
39  57 

39  48 

40  13 

40  45 

41  15 
41  13 
41  14 
41  14 
40  35 

40  49 
39  55 

39  56 

40  06 

41  51 

40  28 


Z 

o 
o  t 


76  15 
80  18 
76  03 
76  23 
79  14 

79  27 

78  15 

79  02 
79  40 

75  40 

76  52 

75  20 

79  01 

77  52 

76  34 

80  29 
79  09 

77  32 
73  27 
79  05 

79  03 

77  30 

76  52 
79  10 

78  08 

77  52 
76  11 

78  55 
75  09 

75  11 

78  50 

76  48 
76  47 
75  36 

79  48 

75  58 

76  00 

77  51 
79  26 
79  40 

79  40 
76  26 

76  37 
75  57 
79  23 

78  11 

79  52 
79  44 
79  33 
79  36 

75  52 

79  09 

80  14 

77  33 
80  13 

80  10 

78  05 
77  17 
77  15 

76  57 

76  05 
75  36 
75  49 

79  46 
79  24 

75  52 

76  57 
76  55 
76  59 
76  38 

75  20 

76  45 
76  44 
76  43 
79  19 

75  31 


> 


1080 
935 

180 
1320 

849 
800 
2040 
783 
805 

460 
530 
1122 
940 
750 

951 
1940 

709 
1510 
2100 

2280 
1500 

470 
2500 

760 

1175 
600 

1880 
327 
390 

1320 
400 
454 

1000 
770 

800 
1120 
2200 
1200 
1550 

1200 
755 
725 
639 
900 

lOBO 

1280 

1040 

800 

995 

230 
1190 
1200 
2425 

980 

940 

920 

1319 

1610 

500 

400 
440 
452 
771 
1530 

700 
1990 
525 
540 
775 

730 
390 
640 
300 
1205 

820 


TIME   OF 
OBSERVATION 


EST 
EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
KST 

EST 
EST 
EST 
ESI 
ESI 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

ESI 


YEARS  OF 
RECORD 


ss 

Mil 

8A 

NOON 

7A 

8A 
7A 

MID 
7A 

MID 

5P 
MID 

7A 
MID 

8A 

7A 
MID 

4P 
HID 

6P 

7A 
7A 
4P 
8P 
7A 

MID 
8A 

MID 
9A 

MID 

7A 
7A 
MID 
7A 
7A 

7A 
7A 
7A 
8A 
5P 

MID 
7P 

ss 

9A 

MID 

MID 
MID 

6P 

7A 

MID 

8A 
7A 
MI 
7A 


MID 
MID 

7A 
MID 

5P 

7P 
7P 

8A 
7A 
7A 

7A 
7A 
MID 
7A 
7A 

MID 
5P 

MID 
8A 

MID 

6P 


OBSERVER 


BORO  SHENA^a)OAI^  2 

DUQUESNE  LIGHT  CO  2 

M  MAUDE  MC  CAIN  2 

PA  WATER  &  POWER  CO  2 
U  S  E  P  B  G 

WALTER  B  SULLIVAN  2 
HUNTINGDON  BROADTOP  RR  2 
U  S  E  P  B  G  2 

U  S  E  P  B  G  2 

U  S  WEATHER  BUREAU 

EUGENE  H  STEESE  MGR  2 
SELLERSVILLS  WATER  CO  2 
EDW  L  STUTZMAN  2 
HELEN  L  PYLE  2 

ROARING  CREEK  WTR  CO   2 

MRS.  :J  J  KELLEY  2 

L  N  HANSON  2 
STATE  TEACHERS  COLL 

PENNA  DEPT  OF  HWYS  2 

D  L  GROVE  2 

PENNA  ELEC  CO  2 

PENNA  DEPT  OF  HEALTH  2 

P  H  GLATFELTEH  CO  2 

ALLEN  E  YODER  2 
MRS  C  E  SEIBER 

PENNA  STATE  COLLEGE  2 

ROBT  B  HIESTER  2 

HARRY  F  BENNETT  2 

METROPOLTN  EDISON  CO  2 

SEWAGE  TREATMENT  WKS  2 

U  S  E  P  B  G 
CHAS  W  BAYLER 
C  A  A 

LAURA  BENSON 
J  H  CRUMRINE 

MARY  L  ROBERTS 

PANTHER  VALLEY  WTR  CO 

JAMES  E  SCHWARTZ 

U  S  E  P  B  G 

U  S  WEATHER  BUREAU 

PENNA  ELECTRIC  CO 
M  ORDELIA  PARKS 
HARRISBURG  WATER  DEPT 
J  D  CHAMBERS  MGR 
D  WEIMER 


REFER 

TO 
TABLES 


3  7 

3  4 

3  4 

3  7 

3  4 


FRED  L  FRIDAY 
PENNA  ELECTRIC  CO 
WM  W  MARSTELLAR 
UNITED  ENG  &  FNDRY  CO 
EUGENE  R  YOUNG 

IRENE  M  WERLEY 
MERRELL  L  JORDAN 
PENNA  DEPT  OF  HWYS 
PA  DEPT  FRST  &  WATERS 
MFRS  LIGHT  b   HEAT  CO 

RALPH  M  AMOS 
WM  D  COVER 
M  S  BLISS 
IDA  S  MAYNARD 
D  D  HOOVER 

J  H  THOMPSON 
CLYDE  T  SAYLOR 
CONRAD-PYLE  CO 
A  B  ADAMS 
U  S  E  P  B  G 

MARY  G  MIRMAK 
PA  DEPT  FRST  &  WATERS 
U  S  WEATHER  BUREAU 
SAMUEL  W  PURSELL 
GORDON  E  LOWER 

GEO  R  HARTZ 
CLAYTON  L  BOTT 
YORK  WATER  CO 
METROPOLTN  EDISON  CO 
HIRAM  C  LYONS 

HORACE  MILLER 


3 

3  4 

3  5 

3  4 

3  5 

3 
3 

3  4 
3  5 
3 

3  4 
3 

3   4 
3 
3  4 

2  3 

2  3   4 

2  3   5 

2  3 

2  3   7 

2  3 

2  3  4 

2  3  5 

2  3  5 

2  3  5 


4 

4  5  7 

4   5 
4 

4 
4 
5 
7 
4 


2  3  4 

2  3  4 

2  3  5 

2  3  4 

2  3  5 


/ 


m. 


REFERENCE  NOTES 


The  four  digit  identification  niimbers  in  the  index  number  column  of  the 

Station  Index  are  assigned  on  a  state  basis.   There  will  be  no  duplication  of 
numbers  within  a  state. 

Delayed  dai:a  and  corrections  will  be  carried  only  in  the  June  and  December 
issues  of  this  bulletin. 

Dpta  in  Tables  3,  5  and  6  are  for  the  24  hours  ending  at  time  of  observation. 

Se^  the  Station  Index  for  observation  time. 


+ 

// 

6 

a, 

ss 


No  record. 

And  also  on  later  dates. 

Amount  included  in  following  measurement,  time  distribution  unknown. 
Gage  is  equipped  with  a  windshield. 

Precipitation  measured  at  6-hourly  intervals,  n  >   recording  gage, 
b,  c,  through  i.   Number  of  days  missing,   a  inc  .cates  one  day 
missing,  b  indicates  two  days  missing,  etc. 

This  entry  in  time  of  observation  column  in  St  hion  Index  means 
sunset. 

Total  includes  snow  which  accumulated  in  collar  of  the  gage  during 
previous  period,  and  fell  into  gage  for  this  measurement. 
Station  equipped  with  recording  gage  only.   All  amounts  in  Table  3 
are  from  non-recording  gages,  except  for  stations  with  this 
reference. 

Daily  totals  are  for  the  24  hours  ending  at  1:30  A,M. ,  E,S.T. ,  of 
the  following  day. 

Hourly  amounts  from  recording  gage  at  the  same  ^ite  may  be  found 
in  Table  4. 

Trace,  precipitation  less  than  .005  inch,  or  snow  depth  less  than 
.05  inch. 


Data  in  Table  4  were  formerly  published  in  the  Hydrologic  Bulletins  for  North 
Atlantic  District  and  Ohio  River  District,   Amounts  in  this  table  are  from 
recording  gages.   Traces  are  not  shown. 
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ACKNOWLEDGMENTS 

In  addition  to  the  climatological  data  from  some  6,000  Weather  Bureau 
and  cooperative  weather  stations,  this  bulletin  series  contains  records 
from  Hydroclimatic  Network  Stations  which  were  formerly  reproduced 
in  the  Hydrologic  Bulletin  Series .  The  Hydroclimatic  Network  is  a  nation- 
wide net  of  rain  gages --  mostly  of  the  recording  type  which  produce  con- 
tinuous records  of  pi'ecipitation.  It  was  established  in  1939  at  the  request 
of  the  Corps  of  Engineers,  Department  of  the  Army,  to  supplement  exist- 
ing precipitation  stations  in  order  to  provide  records  of  rainfall  intensity 
which  were  essential  to  the  planning  of  flood  control  and  related  works  by 
the  Corps  of  Engineers.  This  Network,  now  numbering  about  2,000  re- 
cording, and  1,000  non-recording  rain  gages,  has  been  maintained  by 
the  Weather  Bureau  through  working  funds  transferred  annually  to  the 
Weather  Bureau  by  the  Corps  of  Engineers.  These  transfers  averaged 
about  $250,000  per  year  between  1940  and  1944,  and  nearly  $375,000 
since  that  date.  For  the  years  1940-42,  the  Department  of  Agriculture 
transferred  about  $100,000  per  year  to  provide  data  required  in  its  work, 
and  since  1947  the  Bureau  of  Reclamation  has  transferred  about  $25,000 
per  year  to  meet  the  increasing  needs  of  their  program  in  the  Western 
States. 

Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydro- 
climatic Network  stations  were  presented  in  bulletins  (Hydrologic  Bulle- 
tins) which  were  issued  monthly  for  each  of  8  drainage  areas  embracing 
the  entire  United  States,  but  since  the  Network  was  established  to  meet 
the  internal  requirements  of  the  Federal  agencies  referred  to  above, 
no  provision  was  made  for  public  dissemination  of  the  data,  distribution 
being  limited  to  cooperating  agencies  and  to  certain  public  repositories. 
A  list  of  locations  where  reference  copies  of  the  Hydrologic  Bulletin 
Series  are  availabje  for  inspection  may  be  obtained  upon  application  to 
Chief,  U.S.  Weather  Bureau,  Washington  25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
individuals  as  listed  in  the  Station  Index. 


PENNSYLVANIA  -  JUNE  1948 
L,  F.  Conover,  Section  Director  -  Harrlsbiirg 

GENERAL  SUlOfART 

This  was  the  second  consecutive  cool  and  wet  month.   Rainfall  for  the  first  six  months  Is 
now  3  Inches  In  excess  of  average  and  the  temperature,  despite  a  fairly  warm  March  and 
April,  has  averaged  about  1.5°  below  normal  each  day. 

The  month  opened  under  favorable  conditions;  a  few  showers  were  recorded  and  cool  nights 
offset  warm  afternoons.   In  contrast  to  the  favorable  conditions  experienced  during  the 
first  week,  the  second  week  was  cool,  beginning  with  a  near  record  minimum  of  28°  on  the 
6th  at  Phllllpsburg,  and  more  than  normal  precipitation.   After  the  first  5  days  there 
were  thunderstorms  reported  some  place  In  Pennsylvania  on  21  of  the  following  25  days. 

Heavy  rains,  winds  and  hall  damaged  property  and  crops  to  various  degrees,  and  fxirther 
Interrupted  their  growth,  hampered  by  wet  fields  and  low  temperatures.   Phllllpsburg 
reported  a  minimum  of  32°  on  the  17th,   Lightning  resulted  In  a  loss  of  $10,000  when 
a  home  was  burned  to  the  ground  near  Hawley  on  the  7th.   Broken  window  panes  and  other 
minor  property  damage  was  reported  in  the  south-central  portion  of  the  State  on  the  12th. 
Hall  stones,  2  Inches  In  diameter,  fell  In  Bloservllle. 

Summer  came  abruptly  by  the  24th  and  was  all  the  more  pronounced  due  to  the  cool  and  wet 
period  prevailing  until  the  last  week  of  the  month.   A  thtinder  squall  on  the  evening  of 
the  24th  at  Philadelphia,  resulted  In  an  observed  wind  velocity  of  46  miles  per  hour 
from  the  southwest  and  a  short  tlae  later,  the  airport  reported  a  velocity  of  70  miles 
per  hour  with  gtists  to  90  miles  per  hour.   Lightning  again  was  active  in  the  Hawley 
area,  hail  did  crop  and  property  damage  in  Chambersburg .   The  most  notable  storm  oc- 
curred on  the  27th  when  a  tornado  was  reported  to  have  caused  $100,000  worth  of  damage 
in  Hazeltcno 

At  the  close  of  the  month,  fields  were  weedy  but  crops  were  making  good  recovery, 
apparently  not  being  affected  materially  by  the  comparatively  severe  weather  of  the 
month.   The  winter  wheat  yield  will  be  above  average;  potatoes  are  in  good  condition 
under  the  ideal  weather  combination  of  cool  nights  and  ample  molstvire;  corn,  oats  and 
hay  were  not  as  well  favored  by  the  elements, 

TEMPERATURE 

The  average  temperature  for  the  State  as  deduced  from  the  reports  of  114  stations  was 
66.7°,  which  is  1.4°  below  the  61-year  normal  for  June.   The  highest  monthly  mean  was 
73.0°  at  Marcus  Hook,  and  the  lowest  was  59.9°  at  Putnajrville  2  SE,   Extremes  ranged 
from  a  maximum  of  100°  at  Putneyvllle  2  SE  on  the  27th  to  a  minimum  of  28°  at  Kane  1  NW 
on  the  6th. 

PRECIPITATION 

The  average  precipitation  for  the  State,  as  deduced  from  the  observations  at  312  sta- 
tions, was  5.39  inches,  which  is  1.41  inch  above  the  61-year  normal  for  June.   The 
greatest  monthly  amount  was  8.38  Inches  at  Indiana  2  SE,  while  the  least  was  2,20 
Inches  at  Rlngtown  1  SW,   The  greatest  amount  I'ecorded  in  any  24  consecutive  hours 
was  4,07  inches  at  Indiana  2  SE  on  the  19th. 
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PRESSURE.   WIND,    HUMIDITY.    SUNSHINE.    DEGREE     DAYS 
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STATIONS 

SEA    LEVEL    PRESSURE 
EXTREMES-INCHES 

WIND 

RELATIVE  HUMIDITY 
AVERAGES 

SUN- 
SHINE 

DEGREE  DAYS 
65»  BASE 

1- 

UJ 

X 

X 

UJ 
< 

W 
UJ 

o 

-1 

UJ 

< 
O 

X 

CL 

UJ    5 

<  Q 

cr  UJ 

UJ    UJ 

^  °^ 

<  w 

X 

q; 
Z  o 

—    UJ 
X    UJ 

<  0- 

Z 

o 

1- 
o 

UJ 
CC 

o 

UJ 

1- 
< 

1- 
w 

UJ 

< 
o 

V> 

UJ 

<t 
o 
ro 

UJ 
Q. 

o 

UJ 
Q. 
O 

PERCENT  OF 
POSSIBLE 

ERIE 

HAERISBDBG 

PHILADELPHIA 

PHILLIPSBUHG 

PITTSBURGH 

READING 

SCRA1«T0N 

30.19 
30.21 
30.25 
30.20 
30.15 
30.22 
30.24 

1 
22 
22 
21 

1 
23 
22 

29.41 
29.47 
29.48 
29.46 
29.50 
29.47 
29.46 

8 
8 
8 
8 
8 
8 
8 

6.8 
5.9 
6.7 

8.8 
8.7 
5.6 

25 
37 
23 

36 
34 
26 

sw 
sw 
sw 

sw 
w 

NW 

29 

8 

24 

29 

8 

24 

88 
81 
88 
92 
78 

80 
79 
82 
85 
79 
76 
77 

64 

52 
57 
57 
51 

55 

67 
67 
71 
70 
64 

47 
62 

51 

52 
53 
63 

54 
10 

3 

143 

11 

8 
47 

TABLE    1 
COMPARATIVE    DATA 
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TEMPERATURE         | 

PRECIPITATION 

TEMPERATURE 

PRECIPITATION 

O 

q 

_j 

X 

-I 

X  .  . 

YEAR 

z 

V> 
UJ 

X 

(0 
UJ 

UJ 

o 

< 

<  t 

1-  u 

^  o 

(0  z 

YEAR 

z 

W 

UJ 

X 

UJ 

o 

< 

CC 

(9  < 
CC  > 

*  o 

< 

^ 

UJ 

bJ   O 

> 

< 

o 

» 

ill 

UJ    O 

>:    fy 

ill 

%D 

o 

> 

>  z 

<  oc 

UJ 

o 

> 

>  z 

^  ^ 

2 

X 

_l 

< 

<  w 

o  o 

Z 

X 

_l 

< 

<   (0 

o  o 

1888 

68.4 

100 

30 

3.04 

9 

1920 

67.0 

99 

32 

4.97 

13 

1889 

66.7 

95 

33 

5.43 

15 

1921 

70.6 

101 

26 

3.12 

8 

1890 

70.1 

97 

33 

3.42 

9 

1922 

69.5 

96 

30 

5.11 

13 

1891 

68.2 

100 

30 

4.50 

11 

1923 

70.9 

103 

32 

2.73 

9 

1892 

71.8 

99 

40 

5.64 

13 

1924 

65.8 

98 

26 

5.57 

15 

1893 

69.8 

100 

38 

3.12 

9 

1925 

71.9 

104 

^t 

3.04 

9 

1894 

69.6 

102 

30 

2.57 

10 

1926 

64.1 

94 

23 

3.63 

12 

1895 

71.4 

104 

32 

3.50 

9 

1927 

63.8 

99 

25 

3.72 

9 

4  n 

1896 

67.4 

98 

32 

4.64 

11 

1928 

65.5 

93 

30 

7.96 

17 

1897 

64.8 

96 

28 

3.38 

11 

1929 

67.8 

98 

28 

3.56 

10 

1898 

69.6 

100 

33 

2.79 

9 

1930 

69.1 

100 

22 

4.20 

9 

1899 

69.9 

101 

32 

3.51 

9 

1931 

68.5 

102 

28 

3.71 

9 

1900 

69.9 

97 

35 

3.60 

10 

1932 

68.5 

98 

26 

3.15 

11 

1901 

69.1 

103 

32 

3.47 

10 

1933 

70.9 

107 

28 

2.58 

9 

1902 

66.0 

97 

32 

5.97 

13 

1934 

72.9 

104 

35 

3.64 

9 

1903 

63.5 

90 

34 

6.53 

15 

1935 

67.4 

96 

33 

4.22 

12 

1904 

67.9 

96 

32 

4.06 

13 

1936 

68.5 

100 

33 

3.80 

10 

1905 

68.0 

99 

30 

4.39 

13 

1937 

69.5 

99 

38 

4.37 

12 

1906 

69.3 

97 

28 

5.43 

13 

1938 

67.1 

99 

32 

5.14 

11 

1907 

63.6 

98 

30 

4.99 

T 

12 

1939 

69.9 

101 

35 

4.46 

13 

1908 

68.8 

102 

28 

2.36 

7 

1940 

67.8 

95 

31 

4.11 

13 

1909 

68.8 

96 

34 

4.48 

13 

1941 

68.6 

99 

31 

4.95 

12 

1910 

65.4 

95 

32 

4.31 

11 

1942 

69.0 

96 

34 

3.82 

13 

1911 

68   3 

99 

38 

4.71 

12 

1943 

73.0 

101 

35 

3.33 

10 

1912 

65.6 

96 

29 

3.36 

8 

1944 

69.3 

100 

29 

4.53 

12 

1913 

68.2 

99 

20 

2.26 

7 

1945 

66.7 

103 

27 

4.07 

T 

14 

1914 

68.6 

101 

25 

3.71 

9 

1946 

65.8 

100 

28 

6.05 

13 

1915 

65.6 

92 

31 

4.00 

11 

1947 

66.0 

98 

29 

4.04 

12 

1916 

63.7 

89 

28 

6.14 

15 

1948 

67.3 

100 

28 

5.19 

12 

1917 

66.8 

92 

32 

5.38 

14 

Period 

68.1 

107 

20 

4.18 

T 

11 

1918 

66.0 

98 

29 

3.46 

T 

10 

1919 

71.2 

102 

32 

3.90 

10 

^ 

TABLE    2 
CLIMATOLOGICAL    DATA 
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TEMPERATURE 

,    IN    DEGREES   FAHRENHEIT 

PRECIPITATION,   IN    INCHES 

NO.    OF 

> 
o 

1- 

UJ 
H 
< 
UJ 

SNOWFALL 

NO.    OF       1 

STATION 

2 
< 
hi 

UJ 

<  z  s 

Q.    O   (K 
UJ    K    O 

a  ti.  z 

1- 

(0 

UJ 

X 

o 

X 

UJ 

t- 
< 

1- 

(0 

UJ 

o 

_l 

Ul 

i- 
< 

Q 

DAYS 

_i 
< 

H 
O 

UJ 

i    i 

<   S   S 

a  o  q: 
UJ  tc  o 
o  u.  z 

Ul 

i- 
< 

Q 

(UNMELTED) 

DAYS 

Si 

<ltt: 
20 

CM  _I 

ro  UJ 

CD 

?a: 
SO 

_i 
< 

o 

1- 

UJ      Q 
UJOlO 

tc  uja: 

<90(9 

UJ 

< 

Q 

tUJ 

xuj 

OK 
20 

~o 

?  o 

o^ 
o  (r 
_;  O 

ATLANTIC   DRAINAGE 

ALLENTOWN  WB  AIRPORT 
ALLENTOWN  GAS  CO 
ALTOONA  HORSESHOE  CURVE 
ARENDTSVIT.T.E 
ADSTINBURG  2   W 

68.3 
68.2 
66.8 
69.8 

-  1.5 

-  1.6 
0.0 

-  0.9 

96 
94 
89 
95 

28 
30 
24+ 
30 

44 
43 
37 
42 

6 
6 
6 
6 

3 
3 

4 

4.56 
6.31 
7.15 
5.37 

.56 
2.41 
3.05 
1.26 

1.19 
1.38 
3.11 
2.49 

7 
19 
19 
13 

18 
16 
16 
13 
4 

7 
8 
6 
6 
3 

1 
3 
1 
1 

AVOCA  WILKES-BARRE   SCRANTOJ 

BEAR  GAP 

BELT.E?ONTE  ROCKVIEW  FARM 

BERWICK 

BETHI.KHEM  RIVER  STATION 

67.0 

67.6b 
60.0 

92 
90 
90 
93 

29 

28+ 
28+ 
24 

44 

43 
42 

6 

17 
6 

2 
2 
2 
4 

7.20 
2.62 
3.34 
4.73 
7.58 

-    .89 

1.78 
.93 
1.03 
1.24 
1.70 

27 
19 
19 
19 
29 

13 
11 
10 
14 
16 

9 
2 
3 
6 
7 

3 

1 
2 
3 

BETHT.KHEM  LEHIGH  UNIV 

BLAIN 

BLAKESLEE  CORNERS 

BLOSERVILLE   1   N 

BREEZEWOOD 

69.2 

-   1.5 

96 

29 

50 

6 

3 

7.26 
4.72 
4.96 
5.11 
4.91 

3.19 
.37 

2.03 
1.98 
1.70 
2.10 
2.15 

19 
19 
19 
18 
19 

16 
16 
13 
12 
12 

5 
3 
5 
5 
5 

3 
2 
1 
2 

1 

BUFFALO   MILLS 
BURNT  CABINS   2   NE 
CAMP  HILL 
CANTON   1   Nff 
CARLISLE 

67.1b 

63.0 
69.9 

-    1.2 

95 

87 
96 

24 

30 
29 

32 

40 
42 

6 

6 
6 

4 
5 

1 

5.16 
6.59 
4.12 
2.85 
5.32 

1.63 
1.37 

2.41 
2.83 
1.23 
.67 
1.77 

30 
19 

19    ^ 
19 
19 

12 
13 
10 
12 
13 

5 
6 
5 
4 
4 

1 
2 

1 

3 

CARROLLTOWN 
CARTER   CAMP 
CEDAR   RUN 
CHADDS   FORD 
CHAMBERSBURG 

69.8 

-   0.5 

94 

24 

40 

6 

4 

8.05 
4.48 
2.86 
4.42 
5.62 

-    .88 
1.67 

3.24 

.82 

.52 

1.71 

1.28 

19 

24 

8 

19 

12 

12 
13 
14 
13 
14 

7 
7 
7 
6 
6 

3 

1 
3 

CLAUSSVIT.T.E 
CLEARFIELD 
COALDAI.E    2    NW 
COALPORT 
COATESVIT.I.E   1    SW 

64.0 
69.6 

-   0.8 

92 
94 

30 
29 

29 
39 

6 
6 

1 
3 

2 

6.95 
4.30 
4.32 
5.68 
6.58 

-    .22 
2.37 

1.50 
.81 
1.27 
1.85 
1.24 

23 
9 
28 
19 
19 

8 
11 
14 
10 
14 

7 
4 
5 
8 
10 

4 

1 
1 
2 

COATESVIT.T.E 
COLUMBIA 
CONSHOHOCKEN 
COVINGTON 
CURWENSVIT,T,K  6   NW 

71.4 
63.4 

95 
85 

28 
23 

43 
38 

6 
6 

7 

6.21 
5.48 
3.93 
3.18 
6.09 

.19 

1.20 
1.95 
1.10 
.68 
1.45 

19 
19 
13 
4 
19 

15 
14 
13 
11 
12 

10 
4 
6 
8 
6 

2 
2 
1 

2 

DANVILLE 
DAUPHIN  3   N 
DINGMANS  FERRY 
DOYLESTOWN 
DRIFTWOOD 

4.47 
4.55 
5.15 
5.63 
5.83 

1.62 

.85 
1.50 

.92 
1.12 
1.27 

19 
19 
28 
13 
18 

13 
15 
17 
16 
14 

8 
3 
9 
7 

8 

2 

1 

1 

DU  BOIS   7  E 

DUSHORE 

EAGLES  MERE 

EASTON 

EAST  WATERFORD   3   E 

62.2 
66.4 

85 
88 

30 
29 

40 
47 

7 
6 

7.02 
4.51 
3.99 

5.09 

2.58 

-    .57 

.04 

1.83 

1.34 

.91 

1.91 

13 
27 
19 

19 

13 
12 
17 

17 

7 
5 

7 

3 

2 

1 

2 

ELI7ARETHT0WN 
EMPORIUM 
ENGLISH  CENTER 
EPHRATA 
EQUINUNK 

65.9 
70.5 

-   0.1 
0.6 

90 
96 

30 
29 

32 
45 

6 
6 

1 
4 

1 

4.80 
4.41 
2,96 
5.57 
4.15 

.03 
1.20 

1.31 
.63 
.78 

1.17 
.58 

13 
28 
27 
19 

7 

15 
15 
11 
13 
13 

5 
8 
4 
5 
9 

3 
2 

EVERETT 

FREDERICKSVIT.LK   1   SK 

FREELAND 

GALETON 

GEIGERTOWN 

67.4 

66.6a 

65.0 

-  0.1 

-  0.1 

93 
91 
89 

24 
29 
25+ 

36 
39 
42 

6 
6 
5 

3 

2 

6.06 
4.68 
3.70 
4.70 
7.03 

1.39 

-1.15 
1.05 

1.70 
1.78 
.77 
1.01 
1.38 

20 
20 
19 
23 
13 

15 
13 
12 
12 
14 

5 
3 
6 
7 
7 

3 

1 

1 
2 

SC 

se  ret* 

renc 

e   note 

s   fc 

Tn 

wi£ 

i^  Sta^ 

ion   xnc 

lex 
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TEMPERATURE 

,  IN  DEGREES  FAHRENHEIT 

PRECIPITATION,  IN  INCHES 

NO.  OF 

>- 
4 
O 

1- 
10 
UJ 
H 
< 
UJ 

a: 
o 

SNOWFALL      NO.  OF 

z 
< 
lij 

DEPARTURE 

FROM 

NORMAL 

1- 
w 

UJ 

I 
o 

X 

UJ 

t- 
< 

Q 

UJ 

i 
( 
( 

UJ 

l- 
< 

DAYS 

_j 
< 

o 

DEPARTURE 

FROM 

NORMAL 

UJ 

1- 
< 

Q 

(UNMELTED) 

DAYS 

STATION 

SO 

>  o 

\j_j 

OUJ 

m 

z'q: 
SO 

_i 
<x 

t- 
o 

1- 

mo 
»-xz 

iiJa.o 

ooo 

DATE 

.61    iM6h 
OR  MORE 

XUJ 

Ott: 
zo 

-s 

in-v 
=^o 

?  O 

o== 

O  (E 
_:  O 

GEORGE  SCHOOL 
GETTYSBURG 

68.1 
71.0 

-  1.5 
0.6 

94 
96 

29 
30 

41 
46 

6 
6 

4 
4 

5.57 
3.50 

1.80 
-  .28 

2.43 
.93 

13 
14 

18 
10 

6 
5 

1 

GETTYSBURG  1  S 

2.62 

1.10 

19 

9 

3 

1 

GLEN  ROCK 

3.84 

.91 

12 

12 

7 

GOOD  SPRINGS  1  NW 

3.86 

1.32 

19 

14 

5 

1 

GORDON 

66.1 

-  0.2 

94 

29 

37 

6 

3 

2.87 

-1.55 

.97 

19 

11 

4 

GOULDSBORO 

6.88 

2.13 

1.79 

28 

16 

10 

1 

GRANTVILLE  2  SW 

4.24 

1.44 

19 

15 

4 

1 

GRATERFORD 

6.13 

2.32 

1.62 

13 

15 

9 

1 

SANOVER 

70.2 

-  1.4 

94 

30 

48 

6 

4 

5.48 

1.53 

1.42 

30 

17 

8 

1 

HARRISBURG  3  S  WB  AIRPORT 

70.4 

0.1 

97 

29 

46 

6 

4 

3.26 

-  .33 

1.46 

19 

13 

3 

1 

EIARRISBURG  NORTH 

5.08 

1.09 

1.51 

13 

17 

5 

2 

HAWLEY 

65.2 

-  1.0 

94 

29 

37 

6 

3 

5.68 

1.78 

.82 

28 

18 

8 

HAWLEY  1  S  WALLEN  DAM 

60.4a 

89 

30 

36 

6 

5.01 

.61 

28 

15 

10 

HEWITT  2  S 

67.6b 

91 

29 

34 

6 

1 

3.59 

1.30 

18 

13 

6 

1 

HOLLIDAYSBURG 

4.72 

2.71 

19 

11 

5 

1 

BOLLISTERVILLE 

6.86 

2.54 

2.40 

28 

18 

9 

1 

BOLTWOOD 

71.6 

-  1.2 

91 

28d- 

55 

17 

3 

3.89 

.54 

1.22 

19 

15 

5 

1 

BONESDALE  4  NW 

6,24 

1.09 

19 

13 

10 

1 

aONESDALE  6  N  TNRS  FLS  // 

4.41 

1.24 

19 

9 

7 

1 

BOP  BOTTOM  2  S 

5.28 

1.03 

24 

13 

6 

3 

BUNTINGDON 

68.2a 

-  0.5 

97 

30 

41 

18 

4 

6.56 

13 

6 

2 

HUNTSDALE 

4.06 

1.65 

19 

13 

4 

1 

HYNDMAN 

3.36 

1.18 

20 

12 

5 

1 

JACKSON  SUMMIT 

4.10 

1.56 

7 

12 

7 

1 

JUNIATA  HOUSE 

3.73 

1.93 

19 

10 

3 

1 

KARTHAUS 

4.20 

.80 

19 

11 

7 

KIRKWOOD  1  SW 

3.84 

1.48 

19 

9 

4 

1 

KRESGEVILLE  3  W 

4.99 

1.49 

8 

13 

7 

1 

LAKEVIIJiE  1  N 

7.06 

2.61 

1.57 

28 

17 

10 

1 

LAMPETER  SCS  1  A 

LANCASTER  2  NE  PUMP  STN 

69.2 

-  1.1 

93 

29 

41 

6 

3 

4.43 

.43 

1.82 

19 

17 

4 

2 

LANCASTER  2  NE  FILTER  PLT 

4.05 

1.75 

19 

12 

5 

1 

LANCASTER  3  NE  EXP  FARM 

4.27 

1.66 

19 

17 

3 

1 

LANSFORD 

5.38 

.82 

1.50 

28 

11 

6 

3 

LANSFORD  FOREMANS  SHOP 

5.36 

1.65 

28 

13 

6 

1 

LAURELTON  STATE  VILLAGE 

2.35 

1.35 

19 

8 

2 

1 

LAWRENCEVILLE 

66.4 

0.1 

91 

29 

38 

6 

2 

3.61 

-  .19 

1.05 

7 

8 

6 

1 

LEBANON 

69.7a 

-  0.3 

96 

30 

45 

6 

4 

3.98 

-  .20 

1.37 

19 

20 

4 

1 

LEBANON  3  SW 

3.23 

1.58 

19 

14 

2 

1 

LECONTES  MILLS  5  NW 

4.32 

.72 

8 

12 

8 

LEHIGHTON 

5.70 

.86 

1.70 

8 

13 

5 

3 

LE  ROY 

3.47 

6 

5 

LEWISTOWN 

69.4a 

94 

25 

40 

6 

4 

3.25 

.88 

19 

15 

5 

LOCK  HAVEN  1 

67.6 

96 

30 

37 

6 

4 

LOCK  HAVEN  2 

2.99 

-1.12 

1.13 

19 

13 

4 

1 

LONG  POND 

5.04 

1.84 

20 

17 

5 

1 

UAPLE  GLEN 

5.73 

2.13 

13 

17 

6 

2 

UAPLETON  DEPOT 

5.20 

2.06  i  \9 

14 

4 

2 

MARCUS  HOOK 

73.  Og 

-  2.3 

97 

30 

53 

6 

6 

4.11 

.33 

.72 

19 

18 

6 

HARTINSBURG 

4.89 

2.69 

19 

13 

5 

1 

tfARTINSBURG  BLAIR  CO  AP 

66.8 

88 

24 

41 

6 

5.51 

2.81 

19 

18 

5 

1 

HAMAMORAS 

5.41 

1.38 

.72 

29 

15 

10 

HAUCH  CHUNK  1  SW 

67.0 

-  0.9 

91 

29 

42 

14 

1 

5.30 

.88 

1.96 

28 

13 

8 

1 

IK  CONNELLSBURG 

4.82 

.26 

2.00 

27 

10 

4 

1 
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PENNSYLVANIA 
JUNE  1948 


STATION 


TEMPERATURE,  IN  DEGREES  FAHRENHEIT 


UJ 

q: 

E    i 

<  Z  2 
Ql  O  CC 
tU    K   O 

o  a. 


UJ 

I 
o 

z 


UJ 

o 


gs 


NO.   OF 
DAYS 


X 
<a: 


(\j  _i 
m  to  ui 


o 


SO 


PRECIPITATION,   IN    INCHES 


< 
»- 
o 


UJ 

a: 

<  z  z 

Q.  o  q: 

UJ  q:  o 

O  liL  z 


o 

t- 
</) 

UJ 

I- 
< 

UJ 

q: 


SNOWFALL 
(UNMELTEO) 


«5 

UJ      p 

t-zi 


NO.    OF 
DAYS 


XUJ 
OK 

zo 

-z 

to, 

CVJ 


?  o 

O   (E 
^   O 


IC  CONNELLSTOWN  4    N 

lEDIX   RUN 

IIERCERSBURG 

IIIDDLETOWN   OLMSTED   FIELD 

mLAN 

IILANVILLE 

IIILLERSBDRG   2    E 

ilLLVILLE 

ilLROY 

lONKOE   FURNACE 

lONROETON   2    S 

JONTROSE    3   E   HIGHWAY   SHED 

iONTROSE 

JOUNT  POCONO  2   N  WB  AIRPORTl 

lOUNT  UNION   1   NW  // 

JTERSTOWN 
JEFFS   MILLS   4   NE 
inESHAMINY  FALLS 
fEWBURG   3   W 
fEW  PARK 

reWPORT 

JEW  TRIPOLI 

JORRISTOWN 

)RWELL   3   N 

>ALM 

>ALMERTON 

>ARK  PLACE   1   NW  WB  AIRPORT 

>AUPACK 

'ECKS   POND 

>HILADELPHIA  FRANKLIN   INST 

>HILADELPHIA  WB  AIRPORT 
>HILADELPHIA  POINT  BREEZE 
>HILADELPHIA   SHAWMONT 
>HILADELPHIA   WB   CITY 
>HILLIPSBURG    7   E   WB   AIRPORT 

'HOENIXVILLE   1   E   PUMP   STN 
>IKES  CREEK 
'INE  GROVE    1   NE 
'LEASANT  MOUNT   1   W 
>ORT  CLINTON 

PORTLAND 
'OTTSTOWN 
'OTTSVILLE 
'OTTSVILLE  BRIDGE 
JUAKERTOWN 

lEADING  WB  CITY 

lENOVO 

iENOVO  6  S  STATE  CAMP 

lETREAT  FARMS 

IINGTOWN  1  SW 

lOSH  6  S 

SAFE  HARBOR 

3AXT0N 

5CRANT0R  WB  CITY 

3ELINSGR0VE  AIRPORT 


70,6 


64.4 
66.7 


61.6 


0.1 


0.7 
5.0 


66.4 
64.0 


71.1 
72.0 
71.4 
71.4 


71.4 


66.2 


67.0 
71.0 

65.6b 


66.7 
68.8 


■2.4 


■1.1 
0.0 


-0.3 


-3.0 


■1.5 
0.7 


•1.1 
0.3 


96 


29 


46 


88 
87 


90 


92 
88 


97 
96 
97 
95 


96 


94 


93 
96 

90 


93 
93 


30 
29 


28 


40 
38 


34 


29 
29 


29 
29 
30 
29 


29 


25+ 


30 
29 

29 


29 
29 


40 
43 


48 
55 
43 
56 


40 


39 


40 
48 

41 


45 
41 


6 

tl6 

6 

6 


6.64 
5.97 
4.87 
3.57 
3.43 

5.78 
2.21 
3.52 
4.12 
4.03 

4.76 
4.76 

6.55 
5.42 

3.61 
4.06 
5.44 
4.96 
4.94 

3.31 
3.17 
4.87 
4.24 
5.24 

5.31 
2.69 
6.33 
6.19 


4.94 
4.10 
3.35 
4.88 
5.06 

5.25 
3.65 
5.07 
4.80 
4.54 

4.22 
4.86 
4.31 
3.88 
6.49 

3.95 
4.61 
3.63 
4.08 
2.20 

4.30 
4.09 
6.08 
7.68 
3.63 


,59 


,78 


1.39 


,90 


.46 


.99 
2.25 

1.70 

.21 
1.64 

1.36 

.28 
.36 
.08 


1.03 
.11 

2.55 

.40 

.47 


4.01 
.29 


2.06 
1.50 
1.04 
1.30 


1.33 
1.13 
.20 
1.15 
1.86 

2.04 
.76 

1.71 
2.08 

1.32 
1.76 
1.58 
3.10 
1.46 

1.15 
.91 
1.30 
2.03 
1.58 

1.75 

.80 

1.45 

1.13 


1.32 
1.05 
.93 
1.27 
1.05 

1.20 

1.02 

2.00 

.89 

.95 

.80 
.91 

1.42 
2.15 

1.42 

.78 

1.25 

1.00 

.90 

1.31 
1.25 
1.44 
2.20 
1.04 


19 
19 
20 
19 


18 
19 
12 
19 
19 

28 
28 

27 
19 

19 
19 
13 
19 
30 

19 
19 
13 
28 
20 

7 
19 
28 
28 


19 
30 
13 
30 
19 

13 
19 
8 
19 
19 

25 
13 

8 
20 

19 
8 

19 
7 

19 

28 
13 
20 
27 
20 


See  reference  notes  following  Station  Index 
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13 
15 
13 
14 
7 

16 

10 

7 

8 

12 

15 
15 
5 
15 
12 

12 
10 
13 
10 
16 

14 
14 
16 
11 
12 

12 
13 
16 
17 


16 
16 
13 
17 
15 

13 
15 
17 
14 
15 

18 

9 

9 

15 

13 

16 
14 
13 
12 
4 

15 
13 
15 
13 
13 


5 
7 

7 
4 
6 

10 
3 
2 
5 
3 

5 
8 
5 
8 

4 

5 
3 
7 
3 
7 

3 

5 
5 
5 
7 

6 
4 

tio 

8 
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See  reference  notes  following  Station  Index 
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PENNSYLVANIA 

CLIMATOLOGICAL 

DATA 

JUNE  1948 

TEMPERATURE 

IN   DEGREES   FAHRENHEIT 

PRECIPITATION,   IN    INCHES 

NO.   OF 

SNOWFALL 

NO.   OF 

STATION 

UJ 

a: 

DAYS 

UJ 

4 
O 

(UNMELTED) 

DAYS 

ujI 

» 

1 

r  .  . 

^           _! 

1- 

H 

o>°  o 

^           i 

Ul 

Si 

X  Ul  XUJ   , 
gcc  OCE  " 

E          < 

co 

(0 

""oDkouj 

_i 

"^    ^    ^ 

H 

_l         Ul     o 

^OZO 

?  O 

z 

4    Z   S 

UJ 

til 

UJ 

UJ 

■  <\ 

m 

< 

<  s  s 

< 

UJ 

<       t;?S 

UJ    : 

:5- 

-s 

^  S 

4 

Q.    O   (E 
LlI    K    O 

< 

o 

1-      "X       -^ 

o 

Q.    O    CC 

UJ  tt:  O 

UJ 
CE 

2     ^ 

UQ.O 

<    o"^!-?^! 

O   (E 

Z 

Q    U.    Z 

r 

Q 

_I 

Q     50S0 

H 

Q    U.    2 

O 

O 

1-     < 

30(9 

a    ^ 

'.  O 

.o 

-J   O 

SELLERSVILLE   2    NW 

3.90 

1.53 

19 

10 

4 

1 

SHADE   GAP 

5.43 

2.63 

19 

13 

5 

2 

SHAMOKIN 

77 

30 

2.32 

-   2.20 

.75 

19 

10 

4 

SHIPPENSBURG 

70.5 

-   0.9 

95 

29 

43 

6 

4 

3.13 

-      .41 

1.51 

19 

11 

2 

1 

SOUTH  MOUNTAIN 

6.56 

1.51 

27 

16 

5 

3 

SPRING  GROVE 

5.70 

1.20 

12 

13 

6 

1 

SPRUCE  CREEK 

5.37 

1.44 

19 

10 

5 

2 

STATE  COT.T.KGE 

68.2 

1.2 

91 

29 

42 

6 

1 

3.33 

-      .76 

1.38 

19 

14 

5 

1 

STRAUSSTOWN 

5.14 

1.48 

19 

14 

5 

2 

STROUDSBURG   SUBSTATION 

69.4 

2.0 

98 

30 

52 

3+ 

3 

4.89 

.12 

•  .99 

20 

19 

8 

STROUDSBURG 

4.68 

1.47 

19 

16 

5 

1 

SUNBURY 

3.39 

-       .53 

1.00 

19 

12 

5 

1 

SUNBURY  2   N  AIRPORT 

68.0 

91 

24+ 

43 

6 

2 

3.90 

1.57 

19 

13 

5 

1 

SUSQUEHANNA 

3.90 

-      .18 

.63 

25 

16 

7 

TAMAQUA 

3.09 

.74 

19 

8 

5 

TAMAQUA  4    N   STILL  CREEK  DAI 

3.74 

.90 

20 

12 

6 

TAMARACK  2    S   FIRE   TOWER 

63.6 

86 

29 

44 

17 

5.44 

1.49 

19 

14 

9 

1 

TOWANDA 

66.0 

0.0 

92 

29 

38 

6 

2 

4.33 

.62 

1.54 

28 

15 

6 

1 

POWER  CITY   5   SW 

3.91 

1.11 

19 

10 

7 

1 

rUNKHANNOCK   1    S 

66. 5h 

93 

24 

37 

6 

2 

5.45 

1.92 

28 

13 

6 

2 

TYKONE   4    NE   BALD   EAGLE 

4.97 

2.24 

19 

12 

6 

1 

VIRGINVILLE 

4.99 

1.48 

19 

15 

5 

2 

ffATROUS   9   S   LEE  FIRE   TOWER 

4.28 

1.01 

8 

15 

8 

1 

WEBSTER  MILLS   3   SW 

5.69 

1.50 

19 

11 

6 

2 

(fELLSBORO 

63.0 

-    1.6 

91 

30 

33 

6 

1 

3.69 

-       .10 

.66 

8 

15 

7 

ffELLSBORO  2   E 

3.15 

.70 

7 

12 

6 

SnELLSVITiT.E 

68.6 

93 

29 

38 

6 

3 

6.77 

3.41 

9 

14 

5 

1 

ffERNERSVIT.T.E 

3.66 

1.26 

19 

16 

3 

1 

WEST  CHESTER 

69.8 

0.1 

95 

29 

45 

6 

4 

7.19 

2.94 

1.25 

19 

16 

8 

3 

fTEST  GROVE    1   SE 

4.28 

.20 

1.77 

19 

11 

5 

1 

fflLKES-BARRE 

5.30 

1.32 

.95 

25 

16 

9 

WILLIAMRPORT  4   SE 

3.31 

.87 

19 

14 

4 

WILLIAMSPORT  4   E   WB  AIRPORT 

67.2 

95 

29 

41 

6 

3 

3.52 

1.40 

19 

13 

3 

1 

WILLIAMRPORT 

3.47 

-      .24 

1.09 

19 

15 

3 

1 

WILLIAMSTOWN 

67.9 

-    0.4 

94 

29 

40 

6 

3 

3.52 

-      .95 

.74 

19 

14 

5 

WIND   GAP   3    SW 

3.43 

.86 

19 

14 

4 

YORK  3   SW  PUMP   STATION 

71.8 

1.3 

99 

29 

42 

6 

6 

5.58 

1.83 

1.62 

19 

16 

6 

2 

YORK  2   S   FILTER  PLANT 

5.24 

2,09 

19 

15 

5 

2 

YORK  HAVEN 

4.43 

.43 

1.57 

13 

15 

4 

2 

ZIONSVILT.K   1    SW 

6.60 

2.05 

2.60 

20 

12 

7 

2 

DIVISION 

67.6 

~    1.0 

99 

29 

29 

6 

3 

1 

4.72 

.65 

3.41 

19 

13 

6 

1 

OHIO  DRAINAGE 

ACMETONIA  LOCK  3   LOWER 

6.07 

1.53 

20 

13 

9 

1 

ACMETONIA  LOCK  3  UPPER 

ALLENS  MILLS 

6.45 

1.50 

19 

14 

6 

1 

BAKERSTOWN  4   WNW 

BEAVER  FALLS 

6.32 

.94 

19 

13 

9 

3LAIRSVIT.T.E   6   ENE 

66.2 

87 

29 

43 

6 

7.02 

1.38 

1.64 

19 

18 

8 

2 

30SWELL 

7.02 

1.56 

20 

18 

8 

2 

3RADD0CK  LOCK  NO  2 

5.28 

1.75 

13 

14 

8 

1 

3RADD0CK  UPPER  LOCK  2 

3RADF0RD  CITY  HALL 

4.84 

1.73 

23 

16 

7 

1 

BRADFORD  4   W  RES   NO   1 

62.6 

-   2.5 

87 

23+ 

31 

6 

1 

5.33 

.67 

2.09  '  23 

16 

6 

1 

BRADFORD   5   S 

' 

... 

. 

J 

■1 

J 
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PENNSYLVANIA 
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STATION 


TEMPERATURE,  IN  DEGREES  FAHRENHEIT 


a: 

i  i 

<  5  5 

Q.  O  CE 

uLi  a:  O 

Q  0.  z 


(/) 
UJ 

o 


NO.    OF 
DAYS 


Si 

X 

<tt: 
50 


o    O 

OJ 
to  UJ 

m 

±a: 
SO 


PRECIPITATION,   IN    INCHES 


UJ 
(T 

3 

<  5  5 

a  o  q: 

UJ  q:  o 

o  u.  z 


SNOWFALL 
(UNMELTED) 


UJ  D 
I-  12 
«tt-3 
UJOlO 

ac  ixio: 


Ul 


< 

Q 


NO.    OF 
DAYS 


^Z 


lUJ 

zo 


o 


UJ 


^  O 

o^ 
o  q: 

-  o 


BRADFORD  14  SW 
BROOKVILLE  AIRPORT 
BRUCETON 
BUCKSTOWN 
BURGETTSTOWN  3  W 

BUTLER 

BUTLER  SUBSTATION 

CHARLEROI 

:hABLER0I  LOCK  4  LOWER 

:harleroi  lock  4  upper 

:larion  3  SW 
:laysville 
:0nfluence  1  sw 
:0nfluence  1  nw 
:0nnellsville 

:0nnellsville  4  n 
:0ra0p0lis  dam  2 

:0RRY 

:0UDERSP0RT 
:0UDERSP0RT  8   E 

:RESS0N   1   E   SUMMIT 

:USTER  CITY  2   W   SONGBIRD 

DERRY 

30NEGAL 

)ONORA 

DUNLO 
EBENSBURG 
ERIE  AIRPORT 
FARRELL    SHARON 
FORD  CITY  4   S 

FRANKLIN 

GIFFORD 

GLENCOE 

GLENWILLARD  DASHIELDS  DAM 

GLENWILLARD  DAM  UPPER 

GREENSBORO  LOCK  7 
GREENSBORO  LOCK  7  UPPER 
GREENSBURG  2   S   FILTER  STA 
GREENSBURG  2   E  HIGHWAY  SHED 
GREENSBURG  3   SE  UNITY  RES 

GREENVILLE 
HOME 

QOOVERSVILLE 
INDIANA  2  SE 
INDLANA 

IRWIN 

JAMESTOWN  2  NW 
JOHNSTOWN  1 
JOHNSTOWN  2 

KANE  1  NW 

KANE  5  SE 

KREGAR  4  SE 

LAFAYETTE  MC  KEAN  PARK 

LATROBE 

t^WIS  RUN  3  S 

MNESVILLE  6  NW  PENN  LINE 


64.6 


66.2 
68.4 


65.3 
70.2 
66.9 


65.2 
63.0 


68.7 
65.2 
72.4 


64.8 

72.0 
67.7 

65.5 


0.6 


-0.2 


1.0 


■0.2 
•1.2 


•0.3 
•0.4 

■0.1 
2.4 

-0.8 


67.0a 


65.0 


66.6 
69.2 

69.3 
65.2 
69.5 


66.0 


-1.9 

-2.3 

1.2 
0.8 
0.1 


89 

91 

93 


91 
90 
92 


90 
88 


91 
88 
93 


87 

93 
90 

90 


89 


93 


89 
89 

92 
90 
94 


23 

24 
30 


23 
22 
29 


23 
29 


29 
29 
27 


30 

23+ 
24 

24 


29 


23 


29 
27-f 

27 
24 
30 


88   23 


32 

34 
36 


34 
38 
42 


35 
30 


39 
33 

45 


37 

45 
38 

39 


35 


33 


34 
40 

39 
38 
41 


28 


6 

5+ 

6 


7.24 
7.25 
6.12 
5.71 

6.54 
6.26 
7.03 
7.69 


5.30 
4.69 
6.11 
6.98 
6.40 

5.56 
4.88 
6.06 
9.00 


6.06 
5.13 
8.28 
6.13 
7.80 

6.71 
9.61 
6.10 
5.29 
5.54 

6.07 
4.83 
5.85 
6.39 


4.98 

6.65 
8.38 
6.88 

5.56 
5.95 
5.52 
8.38 
8.17 

7.39 
5.48 
8.14 
7.93 

5.12 
4.87 
4.92 
6.24 
8.04 

5.12 
4.10 


3.00 


2.11 


.69 
.26 

2.35 


.78 
1.27 
4.42 


3.48 
4.02 

5.02 
1.83 

1.77 


.37 
2.25 

1.62 

3.26 
2.98 
3.13 

.38 


1.48 

1.74 
1.68 

1.37 
1.51 
2.44 
2.07 


1.07 
.99 
1.17 
1.32 
2.01 

1.71 
1.39 
1.68 
3.46 


3.27 
1.12 
2.22 
1.62 
2.27 

3.00 
3.64 
1.93 
1.02 
1.57 

.99 
1.00 
1.68 
1.12 


.99 

.99 
1.80 
1.47 

1.16 
1.32 
1.78 
4,07 
3.60 

1.34 
1.04 
1.41 
2.30 

1.44 
1.39 
1.02 
1.55 
1.90 

1.00 
.70 


19 

19 
12 

19 
19 
19 
20 


13 
19 
16 
20 
20 

19 

13 

23 

8 


19 
25 
19 
19 
19 

19 
19 
7 
13 
19 

19 
23 
20 
13 


13 

7 
19 
19 

19 
19 
20 
19 
19 

12 
19 
20 
19 

7 

7 

26 

23 

20 

23 
8 


See  reference  notes  following  Station  Index 


16 
15 
15 
16 
17 

15 
13 
13 
12 
11 

13 

14 
13 
13 


18 

17 
15 
15 

17 
15 
18 
14 
12 

15 
13 
15 
17 

17 
18 
18 
16 
16 


5 
8 
9 
tlO 
7 

6 
6 
6 
10 
8 

9 
8 
8 
9 


8 

tlO 
9 
9 

7 

7 
5 
8 
8 

11 
7 
9 
7 

8 
7 
7 
9 
8 


13  11 


13 


8 
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PENNSYLVANIA 
JUNE  1948 

1 

CLIMATOLOGICAL 

DATA 

' 

TEMPERATURE, 

IN    DEGREES   FAHRENHEIT 

PRECIPITATION,   IN    INCHES 

1 

NO.    OF 

SNOWFALL 

NO.    OF 

STATION 

UJ 

a: 

<            Q.    O   OC 

UJ          UJ  q:  O 
S          Q  u.  z 

to 

UJ 

I 
o 

X 

UJ 

H 
< 
O 

H 
V) 
UJ 

o 

_l 

DAYS 

_j 
< 

:       o 
)       1- 

UJ 

a: 

<  s  s 

Q.  O  Q: 
UJ  q:  O 
O    U-    z 

< 

o 

1- 
cn 

UJ 

< 
UJ 

(UNMELTED) 

DAYS 

DATE 

MAX.    90° 
OR    ABOVE 
MIN.    32° 
no   nri  nw 

UJ 

< 
o 

(no 
_j         uj'-'o 

rr        iija.o 
O        (Eujo: 
t-         taoo 

DATE 

6l    INCH 
OR   MORE 
.25    INCH 
OR  MORE 
1.00   INCH 
OR   MORE 

LYCIPPDS   1   E 
MARIENVILLE 
MARSHBURG 
MC   KEESPORT 
MEADVILLE   1    S 

65.2      - 

■0.7 

91      2 

!4 

37 

1 

1 

4.63   - 

6.35 

5.36 

6.65 

5.11 

.22 
1.07 

1.10 

1.72 
1.89 
1.03 

13 

23 
13 
28 

15 
11 
14 
13 
13 

8 
8 
8 
8 
8 

1 
2 

1 

1 
1 

MERCER  5   NE  WB  AIRPORT 

MERCER  HIGHWAY   SHED 

MEYERSDALE 

MIDLAND  DAM  NO   7   LOWER 

MIDLAND  DAM   NO  7   UPPER 

65.0 
68.8      - 

-1.3 

90  2 

91  : 

>3 
23 

37 
44 

6 

1+ 

1 
4 

6.66 
5.25 
4.55 
4.18 

.20 

1.38 

1.26 

1.12 

.81 

19 

7 

20 

20 

16 
13 
17 
11 

9 
7 
7 
7 

1 
1 

1 

MOSGROVE   LOCK  8 
MOSGROVE   LOCK  8  UPPER 
MURRYSVILLE 
NATRONA   LOCK  4 
NATRONA  LOCK  4   UPPER 

4.49 

7.75 
4.28 

.47 
-    .30 

.84 

2.39 
1.05 

13 

12 
13 

14 

15 
12 

8 

7 
7 

2 

1 

NEW  CASTLE   IN 

NEWELL 

PARKERS   LANDING 

PARKERS   LANDING  1   E 

PINE   GROVE   MILLS   1    S 

67.4 
70.1 

-1.7 
0.7 

95 
95 

29 
29 

38 
44 

1 
6 

2 
5 

5.02 
7.62 
6.34 
5.80 
4.34 

.82 
3.56 
2.17 

1.21 
2.03 
1.48 
1.43 
2.23 

12 
23 
13 
12 
19 

16 
13 
12 
15 
14 

5 
9 
8 
8 
4 

1 
2 
1 

1 
1 

PITTSBURGH   7   SE  WB  AIRPORT 
PITTSBURGH  WB  CITY 
PORT  ALLEGANY 
PORT  ALLEGANY  3    SW 
PUNXSUTAWNEY   1 

70.0 
71.8 

1.1 

90 
92 

22+ 
28 

50 
40 

1 
6 

3 
6 

6.05 
5.26 
5.98 
4.72 
6.94 

1.45 
2.68 

2.31 
1.76 
1.42 
1.33 
2.15 

12 
12 
25 
10 
13 

15 
15 
16 
8 
12 

7 
7 
9 
6 
7 

1 
1 

1 
2 
1 

PUNXSUIAWNEY  2 

PUTNEYVILLE   2    SE 

EtEW 

RICES   LANDING  LOCK  6 

RICES  LANDING  LOCK  6   UPPER 

59.9c 

100 

27 

37 

1+ 

1 

6.62 
5.35 
5.81 
4.50 

1.89 

1.03 

1.26 

.58 

12 
13 
23 

7+ 

14 
15 
15 
17 

7 
8 
9 
9 

2 
1 
1 

RIDGWAY 
ROCHESTER   1   N 
SALTSBURG 
SCANDIA 
SCHENLEY  LOCK  5 

64.7 

0.3 

91 

24 

33 

6 

2 

4.63 
5.16 
7.62 
6.33 
5.17 

.42 
.87 

.59 
1.77 
1.38 
2.47 
1»64 

19 
19 
13 
23 
19 

13 
13 
15 
14 
12 

9 
8 
10 
5 
7 

1 
2 

2 

1 

SCHENLEY  LOCK  5  UPPER 
SEWARD 
SHARPSVILLE 

SHEFFIELD  6   W  CHERRY  GROVE 
pMETHPORT  HIGHWAY   SHED 

8.05 
4.61 
5.01 
4.73 

1.81 
.85 
.98 

1.17 

13 

13 

7 

23 

17 
16 
16 
13 

10 
9 
8 
5 

3 
2 

SOMERSET  WATER  WORKS 
SOMERSET   2   E   SUBSTATION 
SPRINGS    1   SW 
STRONGSTOWN 
SUTERSVILLE 

65.2 
62.4 

-0.1 
-1.6 

88 
87 

29 
29 

32 
35 

6 
6 

1      5. 89 
5.74 
6.52 

5.05 

.87 
.27 

1.25 
1.45 
1.14 

1.40 

22 
20 
16 

20 

17 
13 
19 
11 
13 

9 
10 
9 
6 
5 

2 
2 

1 

1 
2 

nONESTA  2   SE  DAM 
riTUSVIT.T.E   2   S 
riTUSVIT.T.E 
rUNNELTON  // 
UNION  CITY   1   W 

64.3 
63.3 

86 
87 

29 
23 

37 
33 

5 
6 

5.92 
5.47 
4.23 
7.03 
4;48 

1.81 

1.05 
1.48 
.82 
1.56 
1.43 

19 
7 
7 

19 
7 

14 
14 
14 
15 
14 

10 

10 

6 

8 

5 

1 

1 

2 
1 

UNIONTOWN 
VANDERGRIFT 
VANDERGRIFT   2   W 
WARREN 
WASHINGTON 

70.4 
65.6 

0.1 
-0.1 

92 
93 

29 
24 

44 
38 

1 
5 

5 
2 

6.75 
5.30 
5.38 
5.73 
5.92 

nsr   sxax 

2.00 
.83 

1.29 

raft  LKS 

.95 
1.25 
1.20 
1.29 
1.75 

55 

23 
13 
19 
22 
19 

20 
11 
12 
18 
15 

11 
8 
8 
6 
8 

1 
1 
2 
1 

\ 
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TABLE   2  —  Continued 
CLIMATOLOGICAL    DATA 


PENNSYLVANIA 
JUNE  I'MH 


TEMPERATURE,  IN  DEGREES  FAHRENHEIT 


STATION 


WAYNE SBUKG  2  W 
WAYNESBURG  1  E 
WEST  NEWTON 
YOUNGSVILLE 

DIVISION 


LAKE  DRAINAGE 

ALBION 

ERIE  WB  CITY 

RAYMOND 

DIVISION 

STATE 


67.8 


66.7 


64.5 
66,6 


65.6 
67.3 


Hi 

a: 

E  =; 

4  2  2 

Q.  o  q: 

(ij  K   O 

Q  U.   Z 


-2.3 


-0.7 


0.4 


0.9 


0) 

UJ 

I 
e> 


94 


100 


91 
92 


92 
100 


28 


27 


23 
23 


23 
27 


UJ 

o 


37 


28 


34 
48 


34 
28 


UJ 

(T) 


4 
X 

4  0: 
zo 


NO.   OF 
DAYS 


m  lo  UJ 


SO 


PRECIPITATION,   IN    INCHES 


4.70 
3.98 
7.37 


6.01 


4.75 
6.12 


5.44 
5.19 


UJ 

4  2  2 

a.  o  (T 

UJ  o:  o 

o  u.  z 


•    .30 
3.26 


1.66 


2.78 


1.03 


4 
o 

V- 

cn 

UJ 

h- 
4 
UJ 

(r 


1.17 

.72 

1.38 


4.07 


2.00 
1.88 


2.00 
3.64 


29 

7 

20 


19 


9 
23 


9 
19 


SNOWFALL 
(UNMELTED) 


«)5 

Ui   O 

uiao 

Suae 


2 


NO.  OF 
DAYS 


14 


51^ 
ZO 


?  o 

o* 
o  ac 

-  o 


See  reference  notes  following  Station  Index 
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PENNSYLVANIA 
JUNE  1948 


TABLE    3 
DAILY    PRECIPITATION 


DAY    OF    MONTH 

_l 
< 

STATION 

1 

o 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

?7 

28 

29 

30 

31 

l- 

ACMETONIA  L  3  LOWER 
ALBION                  z 
ALLENS  MILLS           t 
ALLEtlTOHN  WB  AIRPORT    z 
ALLENTOTO  GAS  CO 

.01 

T 

.05 

.07 
.01 

.06 
T 

.29 
.10 
.71 
L.19 
.10 

.40 

.80  ' 
.01 
1.30 

.25 
!.00 
.17 
.02 
.02 

T 

T 

.75 

.11 

.97 

.11 
.17 
.31 

.02 

.35 
.27 

.03 

.05 

T 

.12 

.23 

.71 

.14  1.50 

.98 

1.38 

1.53 

.03 
.13 
1. 00 

.20 
.25 
T 

.60 

.33  1.01 

.82 

.29   .20 

.46   .03 

.45 
.12 

.68 

.22 
.40 
.17 

.30 
.41 

.60 
.70 
.01 
.52 

.53 

.23 
.08 
.08 

6.07 

6.45 
4.56 
6.31 

ALTOONA  HORSESHOE  CURVE 
ABENDTSVILLE 

.02 

.07 

.35 
.06 

.29 
.09 

.20 
.03 

.40 
.01 

.87 
2.49 

.20 
.07 

.18 

3.11 
.71 

.20 
.50 

.05 
.26 

.10 
.54 

.12 

.05 
.51 

.88 

.32 
.25 

.14 
.04 

.12 
.38 

7.15 
5.37 

ATSTINBUEG  2  W          r 
AVOCA  WILKES-BARRE  AP 
BAKERSTOWN  4  WN¥ 

.17 

. 

1.11 
.50 

.29 

.58 

.01 
.28 

.03 

.35 

.19 

.42 
.07 

.06 

T 

1.34 
.03 

T 
.09 

.46 

.61 
.04 

.41 

T 
.07 

T 
.01 

1.78 

.05 

7.20 

BEAR  GAP 

BEAVER  FALLS 

BELLEFONTE  ROCKVIEU  FARM 

T 

.03 
.03 

.06 
.14 

.39 
.34 
.10 
.12 

.18 
.31 
.17 
.37 

.07 
.35 

T 
.11 

.13 
.50 

.13 
.81 

.37 

.16 
.01 

.09 

T 

.97 

.93 

.94 

1.03 

1.24 

.23 
.92 
T 
1.00 

.02 

.13 

.21 
.20 

.89 

T 

.05 

.01 

.85 
.17 
.30 

.03 

.22 
.16 

.81 

.05 
T 

.65 
.03 

2.62 
6.32 
3.34 
4.73 

BERWICK 

BETHLEHEM  HIVEB  STATION 

T 

T 

.09 

1.69 

.21 

.29 

.01 

.23 

.08 

1.47 

.67 

T 

.48 

.01 

.05 

.13 

.38 

1.70 

.09 

7.58 

BETHLEHEM  LEHIGH  URIV 
BLAIN                   r 
BLAIRSVILLE  6  ENE 
BLAKESLEE  CORNERS       r 
BLOSERVILLE  1  N 

.02 

T 
.09 

.03 

1.35 
.50 

.17 
.12 

.07 

.02 

.34 

1.07 

.07 
.07 

.04 

.24 

.09 
.14 

2.03 
1.98 

.11 

.02 

.23 
.10 

.22 

.07 
.17 

.14 

.88 

1.31 

.09 
.16 

.04 

7.26 
4.72 

.31 
.04 
.05 

.18 

.39 
.60 
.04 

.62 
.53 
.35 

.06 
.04 
.04 

.01 
.10 

1.56 
.17 

.32 

.11 

1.68 

T 
.02 

.10 
.16 

.07 
2.10 

1.64 
1.70 

T 

.08 
.22 
.02 

.05 
.45 

.62 
.78 

T 

.01 
.25 

.18 
T 

T 

.20 

.05 

.07 

.73 
.30 

.09 

7.02 
4.96 
5.11 

BOSWELL                 z 
BRADDOCK  LOCK  NO  2 
BRADFORD  CITY  HALL 
BRADFORD  4  W  RES  1 
BHEEZEWOOD 

.03 

.03 
T 

.07 
.08 

.16 

.11 

.35 
.38 
.37 
.81 
.20 

.17 
.51 
.74 
.32 
.55 

.54 
.31 
.08 
.06 
.10 

.07 
.10 

.20 
.08 

T 
.04 

.93 
1.75 
.33 
.31 
.20 

.01 

T 
T 

.38 
.10 

.22 

.14 
.40 
.13 
.15 
2.15 

1.56 

.01 
.05 
.27 

.10 
T 

.05 
.10 

.12 

1.73 
2.09 

.05 

.26 
.49 
.04 

.46 
.62 
.06 
.08 

.09 
.02 

1.04 
.53 

.18 
.14 
.65 

.07 

.14 

.07 

.28 
.08 
.45 

.66 
.35 
.31 
.48 
.04 

7.02 
5.28 
4.84 
5.33 
4.91 

BROOKVILLE  AIRPORT 

BRUCETON 

BDCKSTOWN               r 

BUFFALO  MILLS 

BURGETTSTOWN  3  W 

.83 

.11 

.03 
.06 

.05 

♦ 

.42 

.92 
.65 
.20 
.11 

T 

.97 
.64 
.23 
.45 
.30 

.21 
.41 
.17 
.15 

.01 

T 

.76 

.37 

1.68 

.22 
* 

.23 
.18 

T 
2.51 

.01 
.01 

T 

.16 
.50 
.26 

.12 

.40 

T 
.21 

.03 

1.48 

1.74 

.13 

1.57 

* 

.04 

.43 

T 
.81 

T 

.30 

T 

.08 
.32 

.87 
.07 
.40 
.12 
.72 

T 
.34 

.08 

T 

.72 

.03 

.04 
.72 

.30 
.02 

.82 
.94 
.74 

.20 
.43 
.01 
2.41 
.03 

7.24 
7.25 
6.12 
5.16 
5.71 

BURNT  CABINS  2  NE 

BUTLER 

BUTLER  SUBSTATION      r 

.06 
.07 

.12 
.85 

.32 
.30 

.05 
.45 

.01 

.52 
.03 

.10 
1.25 

.02 

.28 

2.83 
1.37 

.75 

.03 
.13 

.06 

.03 

.67 

1.68 
.06 

.09 

.56 

.44 

6.59 
6.54 

.08 

!02 

.07 

.87 

.35 

.02 
.73 

.21 

1.10 

.09 
.73 

.04 

.27 

.69 

1.51 
1.23 

.23 

.21 

.01 
.21 

.72 

.09 

T 

.30 

.32 
.17 

.11 

6.2fe 
4.12 

CAMP  HILL 

CANTON  1  NW             z 

.09 

.03 

.06 

.60 

T 

!06 

.16 

.18 

.67 

.29 

.09 

.40 

.22 

2.85 

CARLISLE 

CAKROLLTOWN 

CARTER  CAMP             z 

CEDAR  RUN 

CHADDS  FORD 

.17 

.22 
.11 
T 
.03 

.02 
.01 

.21 
.18 
.40 
.27 
.06 

.06 
.20 
.58 
.52 
.15 

.04 
.44 
.17 
.06 

.08 
.02 
.02 

1.28 

1.01 

1.03 

.42 

.32 

.23 

.26 

.27 
.16 

.36 

1.77 

3.24 

.67 

.38 

1.71 

.18 
1.10 
.02 
.07 
.34 

.03 
.05 

.20 
.04 
.05 

.08 

.82 
.32 

.40 
.19 
.28 
.40 

.08 

.60 
T 

.58 
.48 
.04 

.02 
.51 

.10 
.45 
.54 

.03 

5.32 
8.05 
4.48 
2.86 
4.42 

CHAMBERSBURG           z 
CHASLEROI              r 
CHAKLEROI  L  4  LOWER 
CLARION  3  SW            z 
CLAUSSVILLE 

.06 

.04 
.26 
T 
.03 

T 

.29 

.26 

1.00 

.26 
.19 
.41 
.60 
.76 

.12 
.49 
.24 
.48 
1.24 

.07 

* 

.61 

.62 

.55 

• 

1.28 
.30 
T» 

.31 

.65 

1.07 

.60 

T 

T 

.17 
.37 
.31 

.16 

.03 

T 

1.22 

2.44 

.04 

.79 

1.15 

.12 

.03 

2.07 

.47 

T 
.11 

.21 

1.02 
.15 
.08 

1.50 

.07 

.46 

1.14 

.45 
.62 

1.22 
• 
.0^ 

.16 
• 

.26 
.03 

.18 
.07 
.08 

.52 
.77 

.12 
.98 
.32 

5.62 
7.03 
7.69 
6.30 
6.95 

CLATBVILLE 

CLEARFIELD 

COALDALE  2  NW 

COALPORT                z 

COATESVILLE  1  SW       z 

T 

.14 

.14 
.02 

.10 

T 

.05 
.04 

T 

.67 
.18 
.06 

.11 

.22 
.22 
.60 
.45 
.26 

.28 
.81 

.41 

T 

.17 

.43 

.78 

.24 

.96 

1.02 

.01 
T 

.09 
.30 

.25 

.01 

.42 

.99 

.74 

.76 

l.SS 

1.24 

.38 
.64 

.38 

.34 

.80 
T 

.08 
.02 

T 

.12 
.07 
.82 
.20 

.11 
.01 
.05 

.61 
.01 
.30 
.41 

.03 

.01 
.30 

T 
1.27 

.76 

.23 
.02 
.62 

.54 

.21 

.31 
.90 

4.89 
4.30 
4.32 
5.68 
6.58 

COATESVILLE 

COLUMBIA 

CONFLUENCE  1  SW         z 

CONFLUENCE  1  NW 

CONNELLSVILLE 

.02 
.01 
.21 

T 

.12 
.07 

.05 

T 

T 

.17 
.16 
.21 

.06 

.58 
.52 
.56 

.27 
.18 
.55 
.38 
.10 

.13 
.54 
.62 
.49 

.01 
.03 

.54 
.42 

.28 

1.10 
1.54 

.97 
1.03 

.50 

.01 
.12 

.30 

.06 
.01 
.03 

.36 
1.17 
1.01 

.30 

.41 

.07 
.06 

T 
T 

.03 

1.20 

1.95 

.06 

.06 

.30 

.15 

.85 

1.32 

2.01 

.02 

.02 

.05 
.12 
.13 

.01 
.05 
.03 
.03 

.34 

.14 
.15 
.68 

T 
.08 

.56 
.01 
.04 
.09 

.90 
.14 
.14 
.63 
.04 

.30 

T 

.87 
.22 
.20 
.24 
.69 

6.21 
5.48 
6.11 
6.98 
6.40 

CONNELLSVILLE  4  N 
CONSHOHOCKEN 
CORAOPOLIS  DAM  2 
CORRY 
COUDERSPORT  8  E 

.11 

.23 

.04 
.17 

.46 
.01 
.06 

.23 

.40 
1.62 
1.97 

.37 
.21 
.35 
.66 
3.46 

.12 
.21 
.32 
.10 

.16 

.38 
.50 
.07 

T 

.11 

.75 
.76 

.15 

1.10 

1.39 

.12 

.66 

.61 

.30 
T 

.30 
.03 

.01 

.10 

1.71 
.68 
.37 
.15 
.32 

.35 

.06 
.33 
.58 
.24 

.16 

.15 

.10 
.08 

.02 

.13 

1.68 

1.10 

1.13 

.31 

.10 
.32 

.03 

.09 
.44 

.38 

.10 

.04 

.03 

.15 
.45 
.11 

.02 
.12 

.46 
.76 

.28 
.33 

.31 

.55 
.32 
.64 

5.56 
3.93 
4.S8 
6.06 
9.00 

COUDERSPORT 

COVINGTON 

CRESSON  1  E  SUMMIT     r 

CUHWENSVILLE  6  NW  AP 

CUSTER  CITY  2  W  SONGBIRD 

.68 
.04 
.06 
.05 

.15 
T 

.17 
.18 
.68 
.31 

.32 
.36 
.74 
.80 

.05 
.10 
.08 
.12 

.02 
.01 

T 

.07 
.27 
.16 
.33 

.15 

.15 
T 

.48 
3.27 
1.45 

.18 

.03 

T 

.06 
.19 
.06 

.35 

T 
.74 

.30 
.15 
.73 
.52 

.41 

T 
1.12 

.05 

T 

.03 
.24 

.35 
.29 

.44 

1.04 

.04 
.05 
.33 

3.18 
6.06 
6.09 
5.13 

DANVILLE 

DAUPHIN  3  N 

DEKRy 

DINGHAMS  FERRY          z 

DONEGAL 

.06 

.06 

.01 

.24 

T 

.16 

.06 

T 

.10 
.32 

.07 
.13 
.26 
.27 
.14 

.41 
.44 
.71 
.38 
.70 

.29 
.13 
.51 

.07 

.09 

T 

.05 

1.12 
.05 
.37 

.43 
1.43 
.60 
.46 
.12 

T 
.09 

.12 
.15 

.25 

.04 

.05 
.32 

.18 

.18 
T 

.85 
1.50 
2.22 

.47 
1.62 

.80 
.13 
.11 
.74 

.29 
.01 
.69 

.28 

.08 
.20 

.51 

T 

.14 
.42 
.48 

.36 
,08 

.34 

.74 
.38 

.02 
.14 

.OS 

.62 
.92 

.51 
.17 
.63 

.10 
.11 
.07 
.24 

4.47 
4.55 
8.28 
5.15 
6.13 

DONORA 

DOYLESTOWH 

DRIFTWOO)               r 

DU  BOIS  7  E             z 

DUNLO                  r 

.02 

T 

.19 
.03 
.03 
.04 
.19 

.22 
.13 
.04 

.71 
.05 
.39 
.85 
.24 

.72 
.77 
.55 
.73 
.36 

.02 
T 

.03 
.13 

.02 

.01 

T 

.75 
.75 

.02 
1.12 

.21 
1.83 
1.29 

,88 
T 

.26 
.14 

.27 

T 
T 
1.27 

.13 

2.27 

.95 

.50 

l.lb 

3.00 

.51 

.43 

.06 

.14 
.10 
.16 
.13 
.04 

1.39 
.10 
.04 
.08 
.21 

.15 
.02 
.57 
.74 
.32 

T 

.11 
.03 

.45 

.05 
.57 
.26 
.14 
.01 

.27 

.62 
.94 
.10 

.17 
.07 

.80 

7.80 
5.63 
5.83 
7.02 
6.71 

DUSHORE                 T 
EAGLES  MERE            z 
EAST  WATEEFORD  3  E 
EBENSBUEG 
ELIZABETHTOWN 

T 

.01 
.03 

.20 
.04 
T 
.17 

.05 
.08 

.32 
.24 
.01 
.17 
.09 

.13 
.56 
.19 
.18 
1.07 

.40 
.20 
.48 
.12 

T 

.01 
.02 
.05 

.03 

.08 
.25 

.12 

.25 

1.38 

1.45 

1.31 

.02 
.01 

.07 

.04 
.09 

.07 
.19 
.02 

.12 
.25 

.75 

.91 

1.91 

3.64 

1.21 

.01 
.38 
.49 
1.15 
.26 

T 

.61 
.07 
.01 

.54 
.09 
.09 
.18 
.12 

.38 
.15 

.10 
.18 
.30 
.01 

1.34 
.02 
.15 
.13 

.42 

T 

.18 

1.55 

.10 

4.51 
3.99 
5.09 

».ei 

4.80 

EMPORIUM                2 

ENGLISH  CENTER         i 

EPHRATA 

EQUINUNK 

ERIE  WB  CITY            z 

.06 
T 

T 

.01 

.02 

.15 

.0£ 

.23 
.08 

.51 
.50 

.58 
1.72 

.36 
.15 
.67 
.32 
.62 

.18 

.07 
.26 

T 

.01 

T 

.23 

.13 
.12 

.60 
.07 
1.12 
.32 
T 

T 

T 
.44 

T 

.24 

.17 
.09 

.38 
.50 
1.17 
.43 
.36 

.17 
.37 

T 

.18 
.08 
.15 

.27 

.35 
.28 

.53 
1.88 

.10 
.21 

.43 

T 

.37 

.23 

T 

.03 
.78 
.32 

.35 

.63 

.84 
.26 

T 

.06 

.28 
.58 

.48 
.10 

T 

4.41 
2.96 
5.57 
4.15 
6.12 

ERIE  AIRPORT 

EVERETT                 2 
FARHELL  SHARON 
FORD  CITY  4  S           2 
FEAilKLIN                2 

T 

.04 

.OS 

T 

.14 

.58 

1.93 
.06 
.6E 
.26 
.8] 

.63 
.45 

.68 
.86 

.23 
.06 
.40 
.66 

.•01 

.01 

.i: 

.0{ 

.11 
l.OS 

.86 

.7: 

T 
.03 

I 
T 

.01 
T 

.17 

.08 

.10 

.37 

1.44 

.45 

1.57 
.9S 

1.7« 
.32 
.56 
.15 

T 

.40 
.32 
.36 

1.73 
.03 
.34 
.10 
.09 

T 
T 

.25 
.54 

.23 

T 

T 

.16 

.at 

.31 

T 

.15 

.92 

.06 

.51 

.43 
.06 

.03 
1.21 
.37 
.38 
.34 

6.10 
6.06 
5.29 
5.54 
6.07 

FREDEBICKSVILLE  1  SB 

FREELAND 

GALETON 

GEIGERTOWN 

GEORGE  SCHOOL 

.0] 

T 
.01 

.0] 
T 

.21 

T 

.3( 
.7f 
.0. 

.4: 

.46 
)  T 
)   .0£ 
>   .7C 
)   .05 

T 

.12 

.09 

.03 

.01 

T 

.IC 

T 

T 

.0! 

.1' 

.5: 

1  .le 

.5- 

1.3i 

2.4: 

.o: 

r 

.04 
1   .0] 

.14 

.i: 

t   .5( 

L  .4: 

.OS 

)  .18 

.n 

.2C 

.04 

.95 

.77 
.3i 
.85 
.22 

1.76 
.52 

.95 
.31 

T 

.12 
.06 
.14 

.02 

.12 

1.01 

.14 

1  •" 

T 

.25 

.43 

.10 

.47 
T 

.05 
.05 

T 

.42 

.40 

.64 
T 

.94 
.02 

.0« 

1.01 
.08 

.83 
.14 

4.68 
3.70 
4.70 
7.03 
5.57 

GETTYSBURG 
GETTYSBURG  1  S 
GIFFORD 
GLENCOE 
GLEN  BOCK 

r 

.04 
.U 

.04 

T 
.0 

5   • 

.0^ 

.4 

.3 
.2 

1   T 

)   .7. 
3   .2( 
3   .0 

.07 
>   .2£ 

i  .2: 

.0! 

) 

T 
.6 

.0 
.9 

.9; 

J   .0! 

5   .6( 
1   * 

*- 

1 
> 

)   .0 

* 

.o; 

.01 
.2! 

.5C 

.71 

J  ^„11 

.1' 
.1( 

1 !.-)  „, 

) 

.8( 
l.lt 

.3; 
.4: 

.56 

1.6( 
.2< 

n,1ox 

( 

.08 

l.OC 
.82 

.03 
.2C 
.4( 
.26 

.23 

.61 
.06 

.23 
.01 

.52 

.IS 

.i: 

.45 

.2C 
.31 

.28 

.10 
.41 
.80 
.38 

3.50 
2.62 
4.33 

5.85 
3.84 

\ 


TABLE    3  -  Continued 
DAILY    PRECIPITATION 


PENNSYLVANIA 
JUNE  1948 


OTA  X  1  rt  M 

DAY    OF    MONTH 

_l 
<t 
»- 
O 

1- 

SI  A  1  lUN 

1 

2 

3 

4 

5 

6 

7 

6 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

GLKmiLLARD   DASH  I  ELDS   DM 

.01 

.10 

.46 

.46 

.41 

.03 

1.12 

.01 

T 

.97 

T 

.86 

.98 

.28 

T 

.69 

6.39 

GOOD  SPRINGS   1   NTf               r 

.03 

.42 

.OG 

.40 

.10 

.25 

.01 

1.32 

.73 

.13 

.15 

.10 

.09 

.08 

3.86 

GOKDON 

.04 

.08 

.56 

.05 

.40 

.09 

.02 

.97 

.40 

.14 

.12 

2.87 

G0nj)SBaB0 

.09 

.42 

.26 

.11 

T 

.70 

.29 

.05 

.02 

.69 

.77 

.18 

.25 

.46 

.66 

.14 

1.79 

6.88 

GRANTVILiK    2    SW 

T 

.05 

.65 

.03 

.08 

.36 

.87 

.04 

.2? 

1.44 

.10 

.20 

.02 

.04 

T 

.10 

.03 

4.24 

GRAlTarORD 

.12 

.51 

.18 

.04 

1.62 

.12 

.54 

.07 

.09 

.76 

.47 

.27 

.61 

.32 

.41 

6.13 

GRKKNSBORO    L    7 

.12 

.87 

;37 

.31 

.06 

.99 

.01 

.01 

.17 

.09 

.04 

.31 

T 

.07 

.37 

.38 

.01 

.10 

.70 

4.98 

GJiEKNSBURG  2   S  FILTKS  SIA 

.15 

.33 

.99 

.16 

.45 

.88 

.14 

.41 

.30 

.57 

.02 

.23 

.23 

.48 

.44 

.01 

.86 

6. 65 

GREENSBURG    2    S   HTT   SHED  r 

.11 

.11 

.48 

.50 

1.48 

.13 

.11 

.10 

1.80 

.93 

.45 

1.03 

.03 

.71 

.41 

8.38 

GRKKKSBURC   3    SE    UNITY   RES 

.42 

.20 

.35 

.85 

.45 

.13 

1.47 

.10 

.81 

.35 

.20 

.85 

.05 

.50 

.15 

6.88 

GREENVILLE 

.02 

.81 

.55 

.10 

T 

.15 

.50 

.04 

1.16 

.06 

.01 

.57 

.24 

.04 

T 

.09 

.88 

.09 

.25 

5.56 

H\NOVER 

.10 

.03 

.05 

T 

.05 

T 

.05 

.57 

.69 

.10 

.31 

.24 

.40 

.28 

.05 

T 

.80 

.34 

1.42 

5.48 

HARRISBOKG   3    S   WB   AP         z. 

T 

T 

.04 

T 

.29 

.01 

.13 

.82 

.03 

.12 

.18 

T 

1.46 

T 

.09 

T 

T      . 

T 

.01 

.07 

.01 

3.26 

HARRISBDRG   NOBTH 

T 

.09 

T 

.03 

.85 

.15 

.16 

T 

1.51 

.01 

.10 

.15 

1.23 

.30 

.27 

.02 

.04 

T 

.02 

.04 

.11 

5.08 

HAWLBY 

.06 

.12 

.50 

.38 

.08 

.04 

.09 

.64 

.04 

.13 

.64 

.24 

.06 

.42 

.51' 

.11 

T 

.51 

.82 

.29 

5.68 

RAITLST  1  S  VAUQDI  DAH     z 

.13 

.39 

.47 

.08 

.05 

.31 

.48 

.12 

.60 

.27 

.40 

.57 

.03 

.50 

.61 

5.01 

HETTTTr   2    S                                   z 

T 

.30 

.40 

.03 

.03 

.27 

.40 

1.30 

.30 

.12 

.18 

.08 

.06 

.12 

3.59 

HOLLTnAySBUBG                          r 

.02 

.17 

.28 

.44 

.18 

.18 

2.71 

.27 

.12 

.30 

.05 

4.72 

HOLLISTEHVTLLE 

.01 

.05 

.12 

.57 

.14 

.12 

.34 

.25 

.03 

.13 

.64 

.43 

.05 

.60 

52 

.34 

.12 

2.40 

6.86 

HOLrwoaB                           z 

.12 

.02 

.05 

.20 

.02 

T 

.22 

T 

.05 

.51 

.43 

1.22 

.41 

T 

T 

.21 

.02 

.10 

.31 

3.89 

HOME                                                  r 

.10 

.03 

.51 

.42 

.05 

.03 

.82 

.15 

.95 

1.32 

.14 

.84 

.01 

.55 

.03 

5.95 

HONKSD&LE   4   KW 

.15 

.49 

.30 

•.01 

.73 

1.09 

.31 

.19 

.40 

.48 

.84 

.73 

.52 

6.24 

BONESDALE   6    N   TANKS   FLS  I 

.95 

.51 

1.24 

.02 

.40 

.46 

.52 

.60 

.61 

4.41 

HOOVKHSVILLE 

.06 

.03 

.24 

.11 

.51 

.06 

.09 

.16 

.56 

.05 

.24 

1.78 

.07 

.28 

.04 

1.02 

.04 

.18 

5.52 

BOP   BOTTOM   2    S 

.08 

.22 

.56 

.25 

.04 

.19 

.10 

1.00 

.15 

1.03 

.63 

1.00 

.03 

5.28 

HUNTmODON 

.03 

.02 

.36 

.11 

.01 

.11 

.12 

2.45 

.71 

.06 

.33 

1.42 

.03 

6.56 

T 

T 

.07 

.04 

.07 

.04 

.55 

T 

.08 

.07 

.19 

1.65 

.49 

T 

.14 

.07 

.60 

4.06 

HTMDMAN 

T 

.20 

.25 

.12 

T 

.04 

.33 

.40 

.10 

T 

1.18 

.20 

.05 

.17 

T 

.32 

3.36 

INDIAJfA   2    SE                             z 

.13 

.56 

.47 

.13 

.58 

.81 

T 

4.07 

.25 

.06 

.59 

.03 

.02 

.08 

.06 

8.38 

INDIANA 

.14 

.59 

.22 

.43 

1.26 

3.60 

.28 

.29 

.64 

.02 

.63 

.07 

8.17 

IRWIN 

.08 

.40 

.74 

.49 

1.34 

.63 

.10 

.61 

.37 

.49 

.05 

.29 

.50 

.05 

1.25 

7.39 

JACKSON    SDimiT                        r 

.06 

.38 

1.56 

.12 

.14 

.18 

.28 

.42 

.30 

.06 

.30 

.30 

4.10 

JAKTSTOIN    2   HI                        z 

.01 

.01 

.57 

.70 

.15 

T 

.39 

T 

.07 

1.04 

.23 

T 

.87 

.05 

T 

T 

.93 

.46 

5.48 

JOHNSTOWN    1 

T 

.24 

T 

.16 

.33 

1.00 

T 

.14 

1.35 

.20 

T 

T 

.90 

1.41 

T 

.11 

.34 

.52 

.08 

.40 

T 

.96 

8.14 

JOHNSTOWN    2                                r 

.23 

.11 

.08 

.80 

.13 

1.30 

.21 

.17 

.06 

2.30 

.11 

.39 

.60 

.09 

.40 

.86 

.09 

7.93 

JDTflATA  HOUSE 

.09 

.03 

.16 

.48 

.23 

.13 

1.93 

.30 

.20 

.18 

3.73 

EANE   1   N 

.13 

.10 

1.44 

.58 

.03 

T 

,42 

.32 

.03 

.04 

.39 

.21 

.42 

.32 

T 

.11 

.15 

.16 

.27 

5.12 

SANE    5    SE                                     r 

.12 

.12 

1.39 

.81 

.01 

.02 

.51 

.14 

.31 

.11 

.02 

.20 

.40 

.27 

.10 

.14 

.12 

.28 

4.87 

KARTHAUS 

.03 

.11 

,39 

.68 

.03 

.64 

.80 

.59 

.04 

.08 

.56 

.25 

4.20 

KIRCTOOD    1    SW                           r 

.13 

.40 

.14 

.49 

1.48 

.12 

,18 

• 

.70 

.20 

3.84 

KREGAR  4   SE 

T 

.13 

.15 

.25 

.26 

.08 

.04 

.24 

.07 

.35 

.10 

.95 

.06 

.13 

T 

.34 

1.02 

.04 

.53 

.18 

4.92 

KRESGEVILLE   3    W 

.14 

1.49 

.27 

.20 

.90 

.35 

.10 

.12 

T 

.28 

.02 

.75 

.32 

.05 

4.99 

LATATETTE   IK    KKAN   PABK 

.03 

T 

.53 

.90 

.45 

.03 

.30 

.92 

.30 

.05 

.12 

1.55 

.04 

.58 

.48 

.22 

.64 

6.24 

LAKETILLE    1    N 

.07 

.12 

.55 

.27 

.07 

.07 

.41 

.72 

T 

.04 

.64 

.39 

.16 

.35 

.56 

.15 

.92 

1.57 

7.06 

LANCASTER   2    KE   PUMP   STA 

T 

.04 

.03 

.02 

.04 

.11 

.01 

1.32 

.24 

.28 

1.82 

.11 

.05 

.03 

.01 

.91 

.25 

.06 

4.43 

LAUCABTEH.  2  SE  FLTB  PLT  r 

.05 

.04 

.12 

.93 

.30 

.28 

1.75 

.02 

.25 

.16 

.15 

4.05 

LANCASTER   3   HE   EXP   PARI! 

.10 

.03 

.01 

.20 

.16 

.01 

T 

.98 

.03 

.26 

.03 

.24 

1.66 

.19 

.12 

.03 

.02 

.20 

4.27 

LAHSTOID 

.03 

» 

.15 

.43 

• 

.25 

.10 

• 

* 

1.17 

.18 

.43 

T 

.03 

1.50 

1.11 

5.38 

LANSFDHD   rOHEMANS    SHOP 

.04 

.15 

.37 

T 

T 

T 

.22 

.05 

.12 

.85 

.35 

T 

.59 

.02 

.03 

1.65 

.92 

T 

5.36 

LATROBE 

.05 

.03 

.12 

.19 

.39 

.69 

.19 

1.19 

.16 

.02 

.30 

1.90 

1.00 

.43 

1.20 

T 

.18 

8.04 

LADRELTON   2    N   ST   VLGE      r 

.02 

.50 

.06 

.19 

.18 

.01 

1.35 

.04 

2.35 

LAWRENCEVILLE 

.56 

1.05 

T 

T 

T 

.45 

.39 

.35 

.39 

.12 

.30 

T 

3.61 

LEBANON 

T 

.02 

.04 

.15 

.29 

.10 

.01 

T 

.91 

.05 

.11 

.02 

.29 

1.37 

.09 

.01 

.20 

.01 

.17 

.01 

.07 

.06 

3.98 

LEBANON   3    SW                             r 

.05 

.05 

.05 

.07 

.35 

.05 

.14 

.24 

1.58 

.18 

.26 

.13 

.06 

.02 

3.23 

LECONTES   MILLS    5    NW 

.04 

T 

.26 

.72 

.42 

.80 

.69 

.51 

.05 

.05 

.03 

.37 

.38 

4,32 

LEEKSTON                                     z 

.02 

.04 

1.70 

T 

.21 

T 

.15 

1.06 

.24 

.29 

.12 

.04 

.08 

.61 

1.14 

5.70 

LE   ROT 

.28 

.20 

.22 

T 

.88 

.55 

.48 

.86 

3.47 

LEWIS   RUN   3    S 

.41 

.58 

.53 

.26 

.33 

T 

.34 

.03 

T 

1.00 

.40 

.46 

.20 

.32 

T 

.28 

5.12 

LEWISTOWN                                     z 

,03 

.10 

.49 

.33 

.01 

.07 

.03 

.02 

.88 

.35 

.01 

.21 

.18 

.05 

.49 

3.25 

LINESVILLE   6    NW   PEKN   LINI 

T 

.35 

.70 

.21 

.12 

.01 

.43 

.25 

.61 

.37 

.14 

.02 

.48 

.41 

4.10 

LOCK  HAVEN   2                             r 

.ee 

.02 

.02 

.50 

.31 

.18 

.21 

.05 

.05 

1.13 

.03 

.06 

.35 

2.99 

LONG  POND 

.06 

.01 

.08 

.17 

.01 

.15 

.42 

.02 

.15 

.70 

1.84 

.07 

.10 

.38 

.75 

.10 

.03 

5.04 

LYCIPPDS    1    E 

.14 

.40 

.33 

.45 

.30 

1.10 

.22 

T 

.30 

.12 

.07 

.40 

.10 

.15 

T 

.12 

.43 

4.63 

MAPLE   GLEN 

T 

.05 

.07 

.08 

.15 

.11 

.31 

2.13 

.29 

.07 

.07 

1.10 

.37 

.20 

.01 

.04 

.23 

.45 

5.73 

MAPLETON   DEPOT 

T 

.03 

.01 

.14 

.13 

T 

1.14 

T 

.03 

.10 

2.06 

,60 

.04 

.04 

.36 

.43 

.09 

5.20 

MARCUS   HOOK 

.01 

T 

.17 

.35 

.02 

.04 

,23 

.09 

.01 

.19 

T 

.18 

T 

.55 

.72 

.30 

.96 

T 

.34 

.06 

.67 

.12 

4.11 

MASIESVILLE                                r 

.30 

1.41 

.51 

.07 

♦ 

* 

.62 

,83 

.42 

.04 

* 

* 

* 

1.64 

.32 

.19 

6.35 

MARSHBURC 

.06 

.18 

.68 

.36 

.08 

.38 

.01 

.28 

.07 

.09 

1.72 

.78 

.28 

.39 

5.36 

MAETINSBUHG                                r 

.06 

.27 

.96 

.03 

.13 

.03 

2.69 

.03 

.03 

.03 

.26 

.07 

.30 

4.89 

MAETINSBUBG   BLAIR  CO  AP 

T 

.01 

.03 

.17 

.27 

.01 

T 

T 

.96 

.06 

T 

.20 

.01 

2.81 

T 

.02 

.09 

.07 

.38 

.08 

T 

.30 

.04 

5.51 

MATAMORAS 

.12 

.34 

.49 

.51 

.12 

.44 

.07 

.13 

.44 

.47 

.36 

.58 

.24 

.38 

.72 

5.41 

MADCH  CHUNK   1    SW 

• 

* 

T 

* 

.25 

.49 

.02 

T 

.28 

.18 

* 

.78 

.26 

.40 

.05 

.01 

.02 

• 

,60 

1.96 

5.30 

MC   COKNELLSBCRG 

.07 

.15 

.15 

.44 

.11 

T 

.83 

.71 

.23 

2.00 

.20 

4.82 

MC   CONNELLSTOWN  4    NW 

.01 

.05 

.24 

.24 

T 

1.37 

.12 

.09 

2.06 

.61 

T 

.11 

T 

.26 

1.45 

.03 

6.64 

MC    KTiERPOBT 

.50 

.03 

.46 

.68 

.73 

1.89 

.13 

.94 

.06 

.24 

.60 

.05 

,34 

6.65 

MEADVILLE    IS                          z 

.01 

T 

.90 

.78 

.26 

.37 

.02 

,38 

.13 

.65 

.06 

.14 

.04 

1.93 

.34 

5.11 

MEDIK  RUN                                  r 

.05 

.02 

.65 

.45 

.24 

1,04 

.29 

.18 

1.50 

.15 

.13 

.58 

.15 

.52 

.02 

5.97 

MERCER  5  NE  HB  AIRPORT 

,04 

.23 

.96 

.59 

T 

T 

.72 

.34 

.02 

.06 

1.38 

T 

.42 

T 

.20 

.02 

T 

.23 

.45 

.30 

.70 

6.66 

MEKCER  HIGHWAY   SHED           r 

.02 

.16 

1.26 

.25 

.92 

.23 

* 

.51 

.23 

.26 

.04 

.75 

.39 

.23 

5.25 

MERCESSBDBG 

.01 

.10 

.37 

.10 

.93 

* 

.22 

.08 

.25 

1.04 

.22 

.56 

.31 

.68 

4.87 

METERSDALB 

.16 

.33 

.28 

.18 

.02 

.24 

.29 

.33 

.66 

.15 

.04 

1.12 

.04 

.34 

.22 

.05 

.10 

4.55 

T 

T 

.04 

T 

.51 

.10 

.12 

.62 

.03 

.07 

.19 

T 

1.30 

.01 

.13 

T 

.08 

T 

T  ■ 

,36 

.01 

3.57 

MIDLAND  DAM   NO   7    LOWER 

.04 

.05 

.46 

.27 

.30 

.70 

T 

.02 

.81 

.76 

.02 

.75 

4,18 

MILAN                                           r 

.80 

* 

« 

.85 

.40 

.40 

.15 

.53 

.30 

3.43 

MILANVILLE 

.10 

.14 

.89 

.30 

.05 

.15 

.04 

.41 

.25 

1.33 

.12 

T 

.41 

.45 

.54 

.33 

.27 

5.78 

MILLESSBDRG   2   E                      r 

.03 

.03 

.36 

.07 

1.13 

.17 

.26 

.03 

.10 

.03 

2.21 

MILLVILLE                                     r 

.05 

.14 

.19 

.20 

.06 

• 

1.48 

* 

* 

♦ 

1.40 

3.52 

MILROT 

T 

.05 

.75 

.15 

T 

.83 

1.15 

.56 

.57 

.07 

T 

4.12 

MONROE   FURNACE                        r 

.02 

■  .80 

.02 

.03 

.80 

.05 

1.86 

.22 

.12 

,01 

.J)5 

.05 

4.03 

MONBOETON   2    S 

.06 

.17 

.12 

.20 

.10 

.09 

.12 

.20 

T 

.43 

.04 

.36 

.18 

.40 

.25 

2.04 

4.76 

MONTROSE    3   E   HWY   SHED 

.07 

.36 

.35 

.40 

T 

.03 

.23 

,06 

.18 

.42 

.08 

.59 

.46 

,08 

.76 

.69 

4.76 

MONTROSE                                    r 

.38 

.76 

* 

* 

.43 

.60 

,25 

- 

MOSISOVE   L   8 

.04 

.16 

,40 

.41 

,05 

.04 

.02 

T 

.70 

.51 

.04 

.34 

.58 

T 

T 

.02 

.38 

4.49 

MOUNT   POCONO   2    N   WB   AP   z 

.05 

.49 

.10 

T 

.43 

.24 

.18 

.17 

1.46 

T 

.33 

.38 

.66 

T 

T 

1.71 

.32 

.02 

.01 

6.55 

MOUNT   UNION    1    NW    //           r 

.14 

.03 

.06 

1.04 

.11 

.05 

.60 

2.08 

.07 

.03 

.23 

.98 

5.42 

MURHYSVILLE                                r 

.10 

.11 

.80 

.35 

.04 

2.39 

.06 

.12 

.06 

.88 

.59 

.56 

1.25 

.23 

.11 

7.75 

MTEHSTOWH 

.05 

.02 

.42 

.06 

.70 

T 

.28 

T 

.30 

1.32 

.10 

.22 

T 

.12 

.02 

3.61 

NATRONA   L  4 

.08 

.02 

.18 

.42 

.31 

T 

1.05 

.01 

.69 

.62 

.16 

.42 

T 

.32 

4.28 

NEFES  MILLS  4  NE                 z 

.80 

.91 

.03 

.86 

.04 

1.76 

.14 

.07 

.16 

.19 

4.06 

NESBAMINT  FALLS 

.05 

.39 

.47 

T 

T 

.27 

1.58 

.40 

.21 

.02 

.89 

.12 

.17 

.17 

.14 

.56 

5.44 

See   referenco   notes   following  Station   ][Qdex 
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TABLE    3 -Continued 
DAILY    PRECIPITATION. 


/'inif. 


STATION 


NEWBUBG  3  » 
NEW  CASTLE  1  N 
NEWELL 
NEW  PARK 
NEWPORT 

NEW  TRIPOLI 
NORKISTOWN 
ORWELL  3  N 
PALIl 
PALBERTON 

PARKERS  LANDING 

PARKERS  LANDING  IE 

PARK  PLACE  1  N  WB  AIRP<KI 

PAUPACK 

PECKS  POND  .16 

PHILADELPHIA  WB  AIRPORT 
PHILADELPHIA  PT  BREEZE  z 
PHILADELPHIA  SHAWMONT 
PHILADELPHIA  WB  CITY    z 
PHILLIPSBUHG  7  E  WB  AP  r 

PHOENIXVILLE  1  E  PUMP 
PIKES  CREEK 
PINE  GROVE  1  NE 
PINE  GROVE  MILLS  1  S 
PITTSBUSGH  7  SE  WB  AP 

PITTSBURGH  WB  CITY 
PLEASANT  MOUNT  1  W 
PORT  ALLEGANY 
PORT  ALLEGANY  3  SW 
PORT  CLINTON 

PORTLAND 
POTTSTOWN 
POTTSVILLE 
POTTSVILLE  BRIDGE 
PUUXSUTAWNEY  1 

PUNXSUTAWNEY  2 

PUTNEYVILLE  DAM  2  SE 

QUAKERTOWN 

RAYMOND 

READING  WB  CITY 

RENOVO 

RENOVO  6  S  STATE  CAMP 

RETREAT  FARMS 

RICES  LANDING  L  6 

RIDGWAY 
RINGTOWN  I  SW 
1 OCHESTER  1  N 
RUSH  6  S 
SAFE  HARBOR 

SALTSBURG 
SAXTON 
SCANDIA 
SCHENLEY  L  5 
SCRANTON  WB  CITY 

SELINGSGROVE  AIRPORT 

SELLERSVILLE  2  NW 

SEWARD 

SHADE  GAP 

SRAMOKIN 

SHARPSVILLE 

SHEFFIELD  6  W  CHRV  GRV  r 

SHIPPENSBURG 

SMETHPORT  HIGHWAY  SHED  r 

SOMERSET  WATER  WORKS 

SOMERSET  2  E  SUBSTATION 
SOUTH  MOUNTAIN 
SPRING  GROVE  z 

SPRINGS  1  SW 
SPRUCE  CHEEK 

STATE  COLLEGE 
STRADSSTOWN 
STRONGSTOWN 

STROUDSBURG  2  E  SUBSTA 
STROUDSBURG 

SUNBURY 

SUNBURY  AIRPORT  2  N 

SUSQUEHANNA 
SUTERSVILLE 
TAMAQUA 

TAMAQUA  4  N  STL  CR  DAM 
TAMARACK  2  S  FIRE  TOWER 
TIONESTA  2  SE  DAM 
TITUSVILLE  2  S 
TITUSVILLE 

TOWANDA 

TOWER  CITY  5  SW 

TUNKBANNOCK  1  S 

TDNNELTON  // 

TYRONE  4  NE  BALD  EAGLE  r 

UNION  CITY  1  W 
UNIONTOWN 
VANDERGRIFT 
VANDERGRIFT  2  W 
VIRGINVILLE 

WARREN 

WASHINGTON 

WATROUS  9  S  LEE  FIRE  TWR 

WAYNESBURG  2  W 

WAYNESBURG  1  E 


See  reference  notes  following  Station  Index 
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TABLE    3 -Continued 
DAILY    PRECIPITATION 


PENNSYLVANIA 
JUNE  1948 


STATION 


DAY    OF    MONTH 


10 


I       12      13      14      IS      16      17      18      19     20     21      22     23     24     25     26     2?     28     29     30      31 


WSBaTEB   yiLLS    3    SW 
ISLLSBCaO 
WKLLSBOBO   a    E 

WKLLSVILLS 

nK&irKssviLus 

WKST  CHKSTKH 
TCST  GROVK  1  SX 
WSST  KKWTCW 
IILKES  BARRE 
tlLLIAMSPOXT  4  SS 

IILLIAMSPQRT  4  E  WB  AP 

IILLIAVSPOBT 

IILLIAKSTOIK 

WIND  GAP  3  SW 

TOM  3  SW  Pimp  I  NO  STA 

TOM  2  S  riLTKH  PUUIT 
TOEK  HAVEN 
TODNGSYILLB 
ZIOWSTILLE 


.05 

.13 

2.00 


1.13 
.02 


.56 

.84 
.13 
1.30 
.30 
.32 

.75 
.22 
.58 
.13 
1.19 


1.57 
.95 


06 

18 

17 

.05 

15 

02 

.46 

17 

.37 

08 

.04 

.32 

3.41 

.12 

1.26 

.10 

1.25 

.17 

1.77 

.44 

1.38 

.77 

.43 

.■87 

.67 

1.40 

T 

1.09 

.46 

.74 

.36 

.86 

.10 

1.62 

.17 

2.09 

.01 

1.52 

.27 

1.33 

1.15 

2.50 

1.17 
T 


.05 
.04 

1.23 
.06 
.06 
.72 
.17 


.21 

1.17 
.26 
.68 
.02 
.05 

.10 
.03 
.13 


3.89 
3.89 
3. IS 
6.77 
3,66 

7.19 
4,28 
7.37 
S.30 
3.31 

3.52 
3.47 
3.52 
3.43 
5.58 

5.24 
4.43 


DELAYED  DATA 


DICEMBKB  1947 


DV  BOIS 
BATMOHD 


tiee  reference  notes  tollowing  station  index 
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PENNSYLVANIA 
JUNE  1948 


TABLE    4 
HOURLY    PRECIPITATION 


A. 

M.    HOUR   ENDING 

P. 

M. 

HOUR    ENDING 

_l 
< 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

O 

3d 

ALLENTOWN  WB  AIRPORT 

.01 

.01 

AUSTINBURG  2  W 

_          _         _ 

- 

- 

_      _ 

- 

-      -      - 

-   -   - 

- 

- 

- 

- 

- 

- 

- 

- 

BETHLEHEB  LEHIGH  UNIV 

.02 

.02 

CHAMBERSBDHG 

.01 

.02 

.01 

.04 

COAXESVILLE  1  SW 

.01 

.03 

.03 

.03 

.10 

DINGMANS  FERRY 

-          _         _ 

.- 

-       - 

-       - 

— 

_       _      - 

_    -    — 

- 

- 

- 

- 

-    - 

- 

-     - 

- 

GETTYSBURG  1  S 

.02 

.02 

.04 

GLEN  ROCK 

.04 

.04 

.01 

.04 

.01 

.14 

HEWITT  2  S 

_         -         . 

— 

—      — 

—      — 

. 

_       -       - 

_    _    - 

- 

- 

- 

- 

-     - 

- 

-     - 

- 

HOLTWOOD 

.02 

.04 

.03 

.02   .01 

.12 

HONESDALE  6  N  TANNERS  FALLS  // 

_          _         _ 

- 

- 

- 

- 

-       -       - 

-    -    - 

- 

- 

- 

- 

- 

- 

- 

- 

LAMPETER  SCS  1  A 

_          _         _ 

_ 

—      _ 

_      _ 

— 

-       -       - 

_    _    - 

- 

- 

- 

- 

-     - 

- 

-     - 

- 

PHILADELPHIA  ?rB  AIRPORT 

.03 

.03 

.03 

.03 

.03 

.10 

.25 

PHILADELPHIA  POINT  BREEZE 

.01 

.08 

.02 

.06 

.02   .04 

.23 

PHILADELPHIA  WB  CITY 

.03 

.17 

.07 

.01 

.02 

.07 

.07 

.44 

PIKES  CREEK 

.05 

.05 

SPRING  GROVE 

.01   .01 

.03 

.02 

.01 

.01 

.01   .01 

.01 

.12 

YORK  2  S  FILTER  PLANT 

.01 

.01 

.02 

4th 

AUSTINBURG  2  W 

_ 

_ 

_ 

_    -    _ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

BUTLER  SUBSTATION 

.01 

.01 

.01 

.01   .01 

.01 

.01 

.01 

.08 

DINGMANS  FEBBY 

_     _     _ 

- 

- 

- 

- 

-   -   - 

-    -    - 

- 

- 

- 

- 

- 

- 

- 

- 

HEWITT  2  S 

_     _     _ 

- 

- 

- 

- 

-   -   - 

-    -    - 

- 

- 

- 

- 

- 

- 

- 

~ 

HONESDALE  6  N  TANNERS  FALLS  // 

-     _     _ 

- 

- 

- 

- 

- 

-    -    - 

- 

- 

- 

- 

- 

- 

- 

JACKSON  SUMHIT 

.03 

.03 

.06 

LAMPETER  SCS  1  A 

_     _     - 

— 

-      - 

-   - 

— 

-   -   _ 

_     _     - 

- 

- 

— 

- 

-    - 

- 

-    - 

- 

LOCK  HAVEN  2 

.04 

.03 

.01 

.08 
.01 
.06 
.02 
.07 
.06 

PHILADELPHIA  POINT  BREEZE 

.01 

SPRING  GROVE 

.06 

STHOUDSBUBG 

.02 

WELLSBORO  2  E 

.07 

YORK  2  S  FILTER  PLANT 

.02   .04 

YOUNGS  V I LLE 

*    . 

* 

*        ♦ 

^ 

5th 

ALLENS  MILLS 

.01 

.06 

.07 
.01 

AT.T.F.NTGIN  WB  AIRPORT 

.01 

AUSTINBURG 

_     -     _ 

- 

- 

- 

- 

-   -   - 

-    -    - 

- 

- 

- 

- 

- 

■ 

"        " 

.17 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

♦ 

* 

*          * 

*     .15 

* 

*   *   * 

*     .02 

SLAIN 

.03   .01 

.01 

.01 

.01 

.01   .01 

.09 
.31 
.04 

BLAIRSVILLE  6  ENE  6 

* 

* 

*          * 

*     .31 

BLAKESLEE  CORNERS 

.02   .01 

.01 

BOSWELL 

.01 

.08   .08 

.17 
.03 
.02 
.08 
.03 
.03 
.26 
.03 
.02 
.15 
.23 
.04 
.06 

BROOKVILLB  AIRPORT  6 

♦ 

* 

*    ♦ 

*     .03 

BUTLER  SUBSTATION 

.02 

CANTON  1  NW 

.03 

.01 

.04 

CARTER  CAMP 

.01   .01 

.01 

CHAMBERSBURG 

.01 

.01   .01 

CHARLEBOI 

.14   .11 

.01 

CLARION  3  SW 

.02 

.01 

COALPORT 

.02 

CONFLUENCE  1  SW 

.03 

.10 

.02 

CONNELLSTILLE  4  N 

.10 

.11 

.02 

CRESSON  1  E  SUMMIT 

.03 

.01 

CURWENSVILLE  6  NW  6 

* 

♦ 

*    * 

*     .06 

DINGMANS  FERRY 

_     —     . 

- 

-     - 

-    - 

- 

_    _    _ 

-    —    - 

- 

- 

~ 

~ 

~    ~ 

~ 

—     ~ 

.03 

DRIFTWOOD 

.01 

.01   .01 

DU  BOIS  7  E 

.01   .01 

.01       .01 

.01 

,01 

.06 
.19 
.20 
.01 
.05 
.04 
.09 
.03 
.11 
.04 
.14 

DUNLO 

.09 

.03   .07 

BUSHORE 

.04       .01 

.01 

.04 

.03 

.06 

.01 

ENGLISH  CENTER 

.01 

ERIE  WB  CITY 

.01 

.01   .03 

ERIE  AIRPORT  6x 

« 

* 

♦    * 

»     .04 

FORD  CITY  4  S  // 

.05   .01 

.02   .01 

GOOD  SPRINGS  1  NW 

.01 

.02 

GREENSBURG  2  E  HIGHWAY  SHED 

.10   .01 

HflHRISBDHG  3  S  WB  AIRPORT 

.01   .03 

HAWLEY  1  S  WALLEN  DAM 

.03   .03 

.06 

.02 

HEWITT  2  S 

_    _    _ 

- 

- 

- 

- 

-    -    - 

-    -    - 

- 

- 

- 

- 

~    ~ 

~ 

~     ~ 

.02 
.03 
.10 

HOLLIDAYSBUBG 

.01 

.01 

HOLTWOOD 

.02   .01 

HOME 

.01   .01 

.03 

.03 

.01   .01 

HONESDALE  6  N  TANNEHS  FALLS  // 

_    _    - 

- 

- 

- 

- 

_     _     - 

-    -    - 

- 

- 

- 

- 

- 

- 

" 

.02 
.21 
.38 
.02 
.23 
.12 

HUNTSDALE 
INDIANA  2  S£ 

.10 

.01   .01 
.02   .01 

.02 

.01 

.01 

.01 

.03 

.01   .01 

JACKSON  SUMMIT 

.03   .02 

.02 

.17   .13 

.01 

JAMESTOWN  2  NW 

.01   .01 

JOHNSTOWN  2 

.01   .10 

.05   .07 

KANE  5  SE 

.01   .10 

.01 

LAMPETER  SCS  1  A 

_     _     - 

- 

- 

- 

- 

-    -    - 

-    -    - 

- 

- 

- 

- 

" 

~ 

■"     ~ 

.05 
.02 
.05 
.05 
.02 
.06 
.01 
.02 
.05 
.04 
02 

LANCASTER  2  NE  FILTER  PLANT 

.01 

.02 

.02 

LAUEELTON  STATE  VILLAGE 

.02 

LEBANON  3  SW 

.03 

.01 

.01 

LEWISTOWN 

.03 

.01   .01 

LOCK  HAVEN  2 

.01 

.01 

UABTINSBURG 

.03   ,01 

.02 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

* 

* 

*    * 

•     .01 

HEADVILLE  1  S 

.01 

.01 

MEDIX  RUN 

.01 

.01   .01 

.02 

MERCER  5  NE  WB  AIRPORT  6x 

* 

* 

*    * 

»     .04 

MERCER 

.01 

.01 

'.80 
.05 
.02 
.38 
.05 
.10 

MILAN 

•    * 

* 

*    * 

*    * 

* 

*     »     • 

•     .80 

MILLVILLE 

.01   .02 

.01   .01 

MONROE  FURNACE 

*    * 

. 

♦    * 

•     .02 

MONTROSE 

.01   .02 

.01   .23 

.08 

.03 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

.04   .01 

MURRYSVILLE 

.10 

06 

NEW  CASTLE  1  N 

.04 

.01 

.01 

# 

.04 

PARKERS  LANDING  1  E 

.03   .01 

.OJ 

PARK  PLACE  1  NW  WB  AIRPORT  6 

* 

* 

*    * 

*     .OE 

]oi 

PHILADELPHIA  WB  AIRPORT 

.01 

nl 

PHILADELPHIA  WB  CITY 

.01 

1 

1    •"! 

See  reference  notes  following  Station 
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TABLE 

4  —  Continued 

HOURLY 

PRECIPITATION 

PENNSYLVANIA 
JUNE  1948 

STATION 

A.   M.    HOUR   ENDING 

P.   M.    HOUR    ENDING 

-1 

< 

-     H 

O 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

6 

9 

10 

II 

12 

- 

PHILLIPSBUBG   7   E   WB   AIRPORT 

.01      .02 

.02       .01 

PIKES   CRSEK 

.03 

.06 

PINB   GROVE    MILLS    1    S 

.01 

.01 

.03 

PITTSBURGH   7    SE   WB    AIRPORT   // 

.06      .04 

.02 

PITTSBURGH   WB  CITY 

.06      .02 

.10 

PLEAS  AKT    MOUNT    1    W 

.02       .07 

.05      .10 

.04 

.08 

PnraSDTAWNEY   2 
RAYVONS 

.02 

.01       .02       .02 

.01 

.02      .01 

.01 

.28 
.04 

READING   WB  CITY 

.01 

.  08 

RENOVO   6    S    STATE   CAMP 

.03       .01 

.01 

.01 

.01 

RIDGWAY 

.01      .01      .01 

.01 

.06 

ROCHESTER    1    N 

.04      .01 

.01 

.04 

SCRANTON   WB   CITY 

.01 

.07      .03 

.01 

.06 

SHADE   GAP 

.02      .01 

.01 

.01 

.01 

.12 

SHEFFIELD   6    W   CHERRY    GROVE 

.01 

.01      .01 

.01 

.01                  .01 

.01      .01 

.  06 

SMETHPORT   HIGHWAY  SHED 

.08 

SPRING  GROVE 

.02 

.08 

.01      .01 

.01 

.01 

.01 

.01 

.01 

.01 

.05 

STATE   COLLEGE 

.02      .02 

.13 

STRONCSTOWN 

.03      .07 

.04 

.04 

SUNBURY 

.01 

.01 

.14 

SUNBURY   AIRPORT   2    N   6 

« 

»           »           * 

*           .04 

.02 

TAMAQUA   4    N   STILL  CREEK  DAM 

.02 

.01 

.04 

TOWANDA 

.02      .01      .01 

.11      .06 

.01 

.03 

TUNKHANNOCK   1    S 

.02      .03 

.01      .04 

.05 

.22 

TUNNELTON   // 

.05      .02 

.12      .03 

.15 

TYR0N:E   4    NE   BALD   EAGLE 

.01      .02 

.22 

UNION  CITY   1    W 

.10 

.03 

VANDERGRIFT   2   W 

.01      .08 

.01      .03 

.01 

.10 

WASHINGTON 

.05      .10 

.03 

.02 

.14 

WAYNESBURG    1    E 

.09 

.03 

.01      .01 

.01 

.20 

WELLSBORO   2    E 

.02 

.01      .07 

.15 

WILLIAMSPORT  4    E   WB   AIRPORT   6 

* 

*           *           » 

*           .04 

.10 

WILLIAMSPORT 

*          * 

*           *           * 

*           .04 

.04 

WIND   GAP   3    SW 

.02      .01 

.01 

.04 

YORK   2    S   FILTER    PLANT 

.02 

.07 

.03      .01      .01 

.01      .01 

.04 

YOUNGS V I LLE 

*           •           • 

*           *           * 

*           * 

♦ 

»           *           » 

*         *         » 

»         *         « 

»         » 

* 

* 

«        « 

.16 

* 

• 

6th 

ALBION 

AHSTINBDRG   2   W 

-          -           _ 

.01 

.02 

.03      .01 

.07 

BLAIN 

.01      .01      .01 

-         _         _ 

-            —            - 

"            ~ 

- 

- 

- 

- 

BLAIRSVILLE   6    ENE   6 

.03 

BOS WELL 

« 

* 

*           .18 

.18 

BROOKVILLE   AIRPORT   6 

.09 

.03 

.02 

.14 

BUTLER   SUBSTATION 

* 

* 

*           .05 

.05 

CARTER  CAMP 

.04 

.03 

.07 

CHARLEROI 

.04 

.04 

CLARION   3    SW 

.03      .09 

.08 

.01 

.08 

.29 

COALPORT 

.02 

.04 

.10 

.06      .01 

.23 

CONFLUENCE    1    SW 

.01 

.01 

.01 

.05 

.01 

.09 

CONNELLSVILLE   4    N 

.03      .01 

.12 

.17 

.13 

.03 

.49 

CURWEKSVILLE   6    NW  AIRPORT  6 

.09 

.18 

.16 

.03 

.46 

DINGMANS   FERRY 

_         _         _ 

* 

* 

*           .15 

.15 

DRIFTWOOD 

—        ~        ~ 

-          —          - 

—            _            _ 

-          - 

- 

- 

-          - 

- 

DU   BOIS    7    E 

.01 

.01 

.01 

.01 

.01      .01 

.01 

.01 

.07      .01 

.13 

DUNLO 

.01      .01 

.05 

EMPORIUM 

.02      .02 

.04 

ERIE   WB  CITY 

.04      .12 

.16 

ERIE   AIRPORT   6x 

.03 

.03      .02 

.08 

FORD   CITY  4    S    // 

* 

« 

*           ♦ 

.14 

FRANKLIN 

.01 

.01 

.02 

GLENCOE 

.01      .01 

.09 

.06 

.12      .01 

.30 

GREENSBURG   2   E   HIGHWAY   SHED 

.02 

.01      .08 

.03 

.08 

.02 

.24 

HEWITT  2    S 

-          -          _ 

.11 

.11 

HOKE 

~ 

-        -        _ 

_          _          _ 

-          -          - 

- 

- 

- 

- 

- 

EONESDALE   6    N  TANNERS   FALLS   // 

_         _         _ 

.01 

.01      .01 

.03 

INDIANA   2    SE 
JAMESTOWN   2    NW 

.01      .01 

.01 

.02 

.01 

.01      .01 

.03 

.04 

~ 

.15 

JOHNSTOWN   2 

.05      .05 

.11 

.02 

.02      .03 

.28 

KANE   5    SE 

.07 

.02      .02 

.11 

LAMPETER   SCS    1    A 

_         _         _ 

.03 

.09 

.12 

LOCK  HAVEN   2 

-        -        _ 

—          -          — 

-          _          _ 

- 

- 

- 

- 

- 

MARIENTILLE 

.02 

.02 

MASTINSBDRG  BLAIR  CO   AIRPORT   6 

.13 

.12 

.30 

MEADVILLE    1    S 

* 

* 

»           .03 

.03 

MED  IX   HUN 

.01      .05 

.12 

.04 

.02      .04 

.28 

MERCER    5    NE   WB  AIRPCHJT   6x 

.01 

.01 

.02 

MERCER 

* 

*          ♦          * 

•           .03 

* 

* 

»           .20 

.23 

MILLEHSBCSG   2    E 

.04 

.07 

.01 

.02 

.01      .01 

.16 

MURRYBVILLE 

.03 

.03 

NEW  CASTLE    1    N 

.01 

.04 

.05 

.01 

.11 

PARKERS   LANDING    1    E 

.09 

.02 

.11 

PHILLIPSBORG   7   E   WB   AIRPORT 

.03      .02 

.02 

.09 

.01      .01 

.18 

PITTSBURGH   7    SE   WB   AIRPORT   // 

.01      .01 

.02 

PITTSBURGH   WB   CITY 

.03 

.14 

.17 

.01 

.35 

PONISUTAWNEY   2 

.01 

.02 

.02 

,22      .01 

.28 

PUTNEYVILLE    2    SE 

.01 

.01 

.01 

.01 

.02 

RAYMOND 

.02 

EIDGWAY 

"         "        ." 

~            ~ 

" 

-        -        _ 

-          -          - 

-          -          - 

- 

- 

- 

- 

- 

ROCHESTER    1    N 

.02 

.05      .01 

.08 

SCANDIA 

.01 

.08 

.14 

.07 

.30 

SHEFFIELD   6    W  CHKHHY   GROVE 

.01      .03 

.04 

SMETHPORT  HIGHWAY   SHED 

.01      .01 

.01                  .01 

.10 

.10     ! 

SraONGSTOWN 

.04 

TIONESTA    2    SE   DAM   // 

.21 

.05 

.26 

TITUSVILLE 

.01 

.02 

.18 

.14 

.35 

TUNNELTON    // 

.01 

.01 

.01 

.01 

.04 

UNION  CITY    1    W 

.05 

.04 

.01 

.10 

VANDERGRIFT   2    W 

.09 

.13      .03 

.25 

WASHINGTON 

.05 

.05 

01 

.11 

WAYNESBURG    1    E 

.01 

.03 

.09      .08 

53 

.13 

01 

.87 

WEBSTER   MILLS    3    SW 

.01 

.01      .24 

.19      .10 

07 

.01 

.10 

.74 

WELLSBORO   2   E 

01      .03 

.04 

YOUNGSVILLE 

*         *         » 

*           *           * 

*         *         t 

»       *       * 

**»♦** 

•          *           * 

.04 

*           *           » 

.04 

* 

See  reference  notes 

following  Station  Index                                                       ' 
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TABLE    4  — Continued 
HOURLY    PRECIPITATION 


fi 

STATION 

A.   M.    HOUR    ENDING 

p. 

M.    HOUR    ENDING 

_J 
< 

O 

1 

1 

[ 

1 

1 

2 

3 

4    5 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

1- 

II  . 

12 

7th 

uh' 

ALBION 

.03 

.10   .04 

.04   .09   .35 

.01 

.02 

.22 

.04 

.01 

.31 

.07 

1.33 

I 

AI.l.KNS  MILLS 
ALLENTOWW  WB  AIRPORT 

.01 
.02 

.05   .06   .03 
.06 

.01 

.49 

.65 

.10   .22 

.14 

.06 

.71 
1.19 

|Hlj 

ADSTINBURG  2  W 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

BETHLEHEM  LEHIGH  UNIV 

* 
.01   .01 

*     *     « 
.01   .04 

*     .63   * 
.01 

• 

* 

* 

* 

.35 

.57 

.33 

.50 

* 
.03   .04 

* 

.29 

.02 

.13 

1.11 

1.36 

.50 

BLAIN 

BLAIRSVILLE  6  ENE  6 

* 

.02   » 

*     *     * 

*     .17 

♦ 

♦ 

«     * 

* 

.19  * 
.04 

«     * 
.25  * 

.02 
.12 

* 

* 

.01 

.39 

.60 

.92 
.20 
.87 
.55 
.81 
.25 
.19 
.72 
.59 
.36 
.17 

ii 

BLAKESLEE  CORNERS 

BOSWELL 

BROOKVILLE  AIRPORT  6 

BUCKSTOWN 

BUTLER  SUBSTATION 

CANTON  1  N¥ 

CARTER  CAMP 

CHAHBERSBURG 

.13 

* 
* 

.15 

.04 

*     * 
.02   * 

.01 
.05   .32 

.01 

.01   .01   .18 
«     *     * 
*     *     * 
.01   .03 
.06   .01   .01 

.18 
.02 

.16   .01 

*  *     * 

•  .20   * 

.05 
.01   .01   .03 
.03   .07   .03 
.07   .03   .01 

* 

.01 
.08 
.03 
.01 

* 

.01 

.01 

* 
* 

.09 
.06 

* 
* 

.03 

.10 
.03 

* 

.40 

.07 

.05 

* 
* 

.01 
.01 

» 

.07 
.09 

*     * 

.22   .05 
.10 

.02 

* 
* 

.01 

* 

* 

.01 

.04 

.02 

.06 

.01 
.05 

* 
.09 

.02 
.01 

.15 

* 

.05 
.01 
.03 

CHARLEROI 
CLARION  3  SW 
COALPORT 
COATESVILLE  1  SW 

.05 
.01 
.01 

.05 

.01   .07 

.01   .01 

.10 

.01 

.09   .07   .04 

.01   .03   .02 

.01 

.07   .01   .01 
.03 

.03 
.01 

.01 

.28 

.32 

.04 

.01   .01 

.01 

.01   .01 

.09 

.01 
.  10 

CONFLUENCE  1  SW 

.05   .01 

.01 

/AO 

.01 

!02 

.  23 

CONNELLSVILLE  4  N 

.01 

.08   .03 

.05   .01 

,\J£. 

!l8 

.68 

.32 

.39 

.87 

.24 

.32 

.58 

.50 

1.72 

1.93 

90 

CRESSON  1  E  SUMMIT 

.03 

.01   .04   .02 

.01 

.01 

.01 

.04 

.01 

.32 
.02 

11 

CURWENSVILLE  6  NW  AIRPORT  6 

DINGMANS  FEHRY 

DRIFTWOCM) 

DU  BOIS  7  E 

DUHLO 

DUSHORE 

EMPORIUM 

* 
* 

.01 
.03 

.01 

.01   » 
*          * 
.01 

.01   .06 
.06 
.15   .06 
.01 

*     *     * 
»     *     « 
.01   .04   .05 
.11   .05   .05 
.05   .02 
.01       .03 
.03   .07   .15 

*  .30   * 

♦  ♦     * 
.08   .01   .01 

.01       .02 

.03   .02   .01 

• 
• 

.03 
.02 
.01 

* 
* 

.20 

.01 
.02 

« 
.10 

* 
* 
.01 

.05 

.05 

.01 
.15 

.02 

« 

.08 
.05 
.04 

.14 

* 

.22 
.07 

.01 

•     * 
.08 

•  01 
.01 

.03 

.06 

"^1 

ENGLISH  CENTER 
ERIE  WB  CITY 
ERIE  AIRPORT  6x 

.02 
.14 

* 

.12   .03 
.14   » 

.01 
.04   .04   .35 

*     *     * 

.03   .04   .03 

.16 

*     .98   » 

.01 
.01 

* 

.01 
.05 

♦ 

.01 
.06 

* 

.01 

.14 

.01 

• 

.31 

* 

.02 

* 

.02   » 

.01 

« 

.52 
♦ 

.04 
.26 

.01 

.18 

« 

.10 

.03 

.09 

FORD  CITY  4  S  // 

FRANKLIN 

GLENCOE 

.01 
.01 

.06   .12 
.14   .04 
.08 

.02   .02   .01 
.03   .06   .01 

.13       .13 

.08 

.44 

.05 

.32 

.02 
.01 
.05 

.06 

.03 

.91 

.21 

1^30 
.25 
.23 

GLEN  ROCK 

GOOD  SPRINGS  1  NW 

.02 

.03   .01 

.02 

.02 

.20 

.05 

.07 

.23 

.09 

.42 
.48 

GREENSBUEG  2  E  HIGHWAY  SHED 

.08   .08 

.01 

.16 

.11 

.29 

HARRISBUHG  3  S  WB  AIRPORT 

.01 

.02 

.02 

.02 

83 

HAWLEY  1  S  WALLEN  DAM 

.18 

.08   .12   .01 

.10   .24   .03 

.01 

HEWITT  2  S 

- 

-     - 

_     _     - 

-     -     - 

- 

- 

■" 

~ 

~ 

~ 

~ 

~     ~ 

.17 
.22 

HOLLIDAYSBBRG 

.02   .01   .02 

.02 

.01 

.03 

.06 

.01 

.01 

.22 

.01 

.16 

n 

HOLTWOOD 

HOME 

HONESDALE  6  N  TANNERS  FALLS  // 

INDIANA  2  SE 

JACKSON  SUMMIT 

JAMESTOWN  2  NW 

.01 

.10 
.07 

.01   .10 

.01   .09 
,20   .02 
.01   .07 

.02   .02 

.11   .10   .01 

.12   ,08 

.03   .01 
.03   .05   .01 

.01 

.01   .01 

.06   .08   .02 

.03   .05 

.03 
.01 

.26 

.01 
.02 
.01 

.01 

.01 
.01 

.03 
.02 
.01 

.02 
.02 
.17 
.76 
.03 

.02 
.03 
.01 

.02 

.06 

.05 

.12 

.10 
.10 

.03 

.51 
.16 
.65 
1.56 
.80 
.08 

Hi 

JOHNSTOWN  2 
KANE  5  SE 

.01 
.02   .08 

.01   .03 
.09   .11 

.08   .02 

.10 

.18 

.52 

.10 

.30 

.10 

.09 

1.39 
.40 

HIH!  11 

KIIKWOOD  1  SW 

1 

LAMPETER  SCS  1  A 

- 

- 

-     -     - 

-     -     - 

- 

~ 

~ 

~ 

" 

" 

" 

.03 

.01 

.04 

(',: 

LANCASTER  2  NE  FILTER  PLANT 

.24   .02 

.50 
.05 

LAURELTON  STATE  VILLAGE 

.01 

.05   .04   .01 

.01 

.02 

.01 

.04 

.05 

.01   .04 

LEBANON  3  SW 

.01   .01 

.01   .08 
.01 

.10 

.60 

.20 

.30   .33 

.10 

.02 

1.67 

LEHIGHTON 
LEWISTOWN 
LOCK  HAVEN  2 

.11 

.03   .04   .02 

.01 

.01 

.02 

.2£ 

.09   .03 
.10   .01 

.12 

.01 

.21 

.45 

.50 

1.41 

MARIENVILLE 

MARTINSBUEG  BLAIR  CO  AIRPORT  6 

.08 

* 

.01   .01 
.01   * 

.20   .12   .06 

»     «     * 

.02 

*     .01   * 

.18 

* 

.02 

♦ 

.5C 

* 

.01 

* 

* 

*     * 

* 

.14   • 

• 

• 

.24 

* 
.01 

!l7 
1.40 

MEADVILLE  1  S 

.10 

.04   .04 

.08   .16   .20 

.02   .02   .07 

.11 

.30 

.01 

!65 
.96 

MED IX  RUN 

.15   .08 

.03   .01   .01 

.01 

.03 

.03 

.10   .01 

.14 

.0] 

.04 

« 

* 

» 

.25 

MERCER  5  NE  WB  AIRPORT  6x 

* 

*     *     * 

*     .13   * 

* 

* 

* 

* 

.  ^o 

.01 

* 

.30 

1.26 

MERCER 

MILAN 

MILLVILLE 

MONROE  FURNACE 

MONTROSE 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

.03   .03 

♦     * 

»     » 
.09   .06 

.04   .01   .02 

•  *     ♦ 

.03 

•  .34   .01 
.01       .10 

.12   .05 
*     *     * 
.04   .02   .01 
.02   .03 
.03 
.13 

.65 

»    *     .35 
.01   .01   .01 
.01   .01   .05 
.05   .02   .01 

* 

.15 
.01 

* 

.15 

.03 

*     ♦     * 

.04 

.11   .22   .02 
.01 

.02 

.01 

.22   .08 
.01 

.26 

*     *     « 

.03   .07   .18 
.05 

.14 
.10 

* 
.31 

* 

.14 

.80 

.76 

.49 

.80 

MUERYSVILLE 
NEFFS  MILLS  4  NE 

.01 

.11   .12 
.01   .01 

.02 

.01   .05   .06 

.01   .01 
.08   .02   .01 

.01        .04 
.04   .02   .03 

.01 

.01   .10   .05 

.18 

.80 
.60 

NEW  CASTLE  1  N 

.01   .06 

.01   .01 

.01 

.01   .20 

ft7 

.27   .12   .20 

!oi 

1.79 

PAI.MFJITON 

.05 

• 

.03 

.07 

.77 

PARKERS  LANDING  1  E 

.05   .14 

.16   .01   .01 

.2»   .^ix 

* 

*     * 

* 

.17   * 

* 

« 

.01 

.25 

PARK  PLACE  1  NW  WB  AIRPORT  6 

* 

*     *     * 

«     .07 

.21   .06 

.01 

.34 

PHILADELPHIA  WB  AIRPORT 

.04   .02 

1^ 

.27 

PHILADELPHIA  POINT  BREEZE 

.07   .01 

m    'yK 

1   • 

.28 

PHILADELPHIA  WB  CITY 

.01 

.01 

.04   ! 03 

n9   nfi 

.35 

PHILLIPSBURG  7  E  WB  AIRPORT 

.01   .04   .04 

.04   .04   .04 

.04        .01 

.01    . UA 

.04 

.06 

.18 

PHOENIXVILLE  1  E  PUMP  STATION 

.06 
.15   .01 

0*^ 

.41 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

« 

*     .17 
.02 

.01   .01 

.01   .06 

.01   .01   .03 
.04   .08 

.07 

.02   .02 
.02        .05 
.05   .01   .15 

.01 

.07 

.03 

.01 
.47 

.50 
.64 

PITTSBURGH  7  SE  WB  AIRPORT  // 
PITTSBURGH  WB  CITY 

.01   .03   .01 
.02   .04 

•  Ul     *  UjL 

.05   .02 
2        .35 

.21 

.05 

.53 
.85 

PLEASANT  MOUNT  1  W 

.24 

.12   .19 

.02   .10 

.04   .06   .01 

.14 

.0^ 

,1 

.73 

PORT  CLINTON 

.01 

.01   .01 

.02   .01 

.10 

.73 

PUNXSUTAWNEY  2 

.01   .02 

.10   .17   .04 

.04   .lu   .ua 

.Oz   .XI 
.01  '.38 

.18   .17 

.05 

.72 

PUTNEYVILLE  2  SE 

.01   .12 

.04   .02   .06 

.01 

.01   .01 

.14 

RAYMOND 

~ 

~     ~ 

_     -     - 

_     -     - 

.02   .01 

.05 

.10 

READING  WB  CITY 

.02 

.18 

C 

.01 

.43 

RENOVO  6  S  STATE  CAMP 

.07 

.10   .03   .01 

.18 

.88 

RIDGWAY 

.01   .06 

.10   .03   .08 

.02 

.0« 

.2u   ,i.z 

.05 

.35 

ROCHESTER  1  N 
SCANDIA 

.03   .03   .04 
.01   .05   .05 

.05   .05   .10 

.01   .02   .07 
.01   .14   .01 

.OS    . U3 

.04   .16 

.28   .01   .04 

.01 

^Ql      O**     1^ 

.01 

1.02 
.71 

SCRANTON  WB  CITY 

.03   .18 

.10   .01 

.12   .01 

.01   .02 

* 

.26 

.98 

SHEFFIELD  6  W  CHERRY  GROVE 

.02   .05 

.05   .11   .05 

.05   .09 

.04   .05   .11 

.  lu 

fl 

.01 

.01 

1.00 

SSJETHPORT  HIGHWAY  SHED 

.01 

.03   .05   .05 

.10   .01   .10 

.01   .HJ 

.06   . 3u 

.  Uo 

.37 

.37 

SPRING  GROVE 

.03 

.26 

STATE  COLLEGE 

.01 

.03   .12 

.03   .01 

.02 

,  Oj. 

r\ 

.21 

STRONGSTOWK 

.02   .01   .02 

.05   .04   .05 

in 

.17   .02 

.02 

.70 

STROUDSBURG 
SUKBURY 

.04 

.01   .01 

.02   .06   .01 

.01 

.01 
.05   ♦ 

f 

.02 

*     * 

* 

.14  •   !  • 

* 

* 

.13 
.21 

SUNBUHY  AIRPORT  2  N  6 

* 

.01   * 

«     *     * 

*     .01   • 

*         "^ 

C4-n-t-i^ 

-n   Tn 

1 

\ 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


PENNSYLVANIA 
JUNE  1948 


A. 

M. 

HOUR   ENDING 

P. 

M. 

HOUR    ENDING 

-1 
< 

STATION 

1 

2 

3 

4 

5 

6 

7 

e 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1— 

O 

TAUAQUA  4  N  STILL  CREEK  DAH 

.02 

.10 

.01 

.45 

.03 

.02 

.01 

.64 

TIONBSTA  2  SE  DAM  // 

.04 

.01 

.01 

.04 

.20 

.03 

.14 

.02 

.01 

.28 

.04 

.17 

.13 

.01 

.22 

1.35 

TITUSVILLE 

.01 

.05 

.10 

.11 

.05 

.14 

.08 

.16 

.12 

.82 

TOWANDA 

^03 

.06 

.02 

.01 

.02 

.03 

.03 

.01 

.03 

.01 

.02 

.27 

TUNKHANHOCK  1  S 

.21 

.11 

.02 

.01 

.01 

.02 

.03 

.04 

.02 

.47 

TUN HELTON  // 

.01 

.02 

.12 

.15 

.05 

.01 

.01 

.01 

.01 

.01 

.22 

.62 

TYRONE  4  NE  BALD  EAGLE 

.07 

.03 

.04 

.06 

.02 

.10 

.05 

.17 

.54 

UNION  CITY  1  W 

.04 

.10 

.10 

.01 

.09 

.20 

.10 

.02 

.30 

.18 

.21 

.08 

1.43 

vanhergrift  2  w 

.22 

.06 

.01 

.10 

.22 

.01 

.01 

.06 

.11 

.80 

WASHINGTON 

.03 

.02 

.05 

.01 

.05 

.05 

.21 

WAYNESBURG  1  E 

.01 

.01 

.03 

.02 

.07 

WEBSTER  MILLS  3  SW 

.01 

.17 

.03 

.21 

WELLSBORO  2  E 

.18 

.01 

.01 

.05 

.01 

.10 

.03 

.01 

.25 

.04 

.01 

.70 

WILLIAMSPORT  4  E  WB  AIRPORT  6 

* 

.09 

« 

* 

* 

* 

* 

.02 

* 

• 

* 

♦ 

* 

.02 

* 

• 

• 

« 

* 

.23 

.36 

WILLIAMSPORT 

* 

* 

* 

* 

« 

♦ 

« 

♦ 

* 

* 

♦ 

* 

* 

* 

« 

« 

* 

* 

.19 

.19 

WIND  GAP  3  SW 

.05 

.07 

.04 

.01 

.08 

.01 

.03 

.10 

.26 

.04 

.69 

YORK  2  S  FILTER  PLANT 

.01 

.01 

.01 

.09 

.12 

YOUNGS  V I LLE 

4 

* 

* 

* 

* 

4< 

♦ 

* 

* 

« 

* 

♦ 

* 

* 

« 

* 

« 

* 

• 

* 

* 

♦ 

• 

« 

* 

8th 

ALBION 

.01 

.05 

.10 

.05 

.02 

.18 

.14 

.21 

.10 

.86 

ALLENS  HILLS 

.24 

.05 

.06 

.14 

.10 

.02 

.08 

.05 

.03 

.02 

.01 

.80 

ALLENTOWN  WB  AIRPORT 

.01 

.01 

AUSTINBURG  2  W 

- 

- 

- 

_ 

_ 

- 

- 

_ 

_ 

_ 

- 

- 

_ 

_ 

_ 

_ 

. 

_ 

_ 

_ 

_ 

_ 

_ 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

* 

* 

* 

* 

* 

.15 

* 

* 

* 

.01 

.16 

BETHLEHEM  LEHIGH  UN IV 

.13 

.04 

.17 

BLAIN 

.05 

.01 

.05 

.01 

.12 

BLAIRSVILLE  6  ENE  6 

.03 

* 

* 

« 

* 

* 

.37 

« 

« 

« 

.22 

.62 

BLAKESLEE  CORNERS 

.52 

.01 

.53 

BOS WELL 

* 

* 

* 

* 

* 

* 

* 

.31 

.05 

.25 

.01 

.01 

.05 

.68 

BROOKVILLE  AIRPORT  6 

* 

.30 

* 

* 

* 

* 

* 

.02 

* 

* 

* 

* 

* 

.50 

* 

* 

* 

.15 

.97 

BUCKSTOWN 

.01 

.01 

.01 

.03 

.05 

.03 

.07 

.01 

.01 

.23 

BUTLER  SUBSTATION 

.01 

.01 

.01 

.02 

.06 

.10 

.02 

.02 

.09 

.01 

.35 

CANTON  1  NW 

.01 

.01 

CARTER  CAMP 

.05 

.01 

.01 

.01 

.01 

.03 

.08 

.01 

.21 

CHAMBERSBURG 

.01 

.01 

.05 

.07 

CHARLEROI 

.10 

.24 

.01 

.01 

.11 

.01 

.01 

.49 

CLARION  3  SW 

.08 

.09 

.05 

.02 

.14 

.08 

.02 

.11 

.05 

.06 

.01 

.71 

COALPORT 

.06 

.04 

.12 

.10 

.32 

CONFLUENCE  1  SW 

.23 

.18 

.01 

.01 

.15 

.03 

.07 

.05 

.02 

.75 

CONNELLSVILLE  4  N 

.04 

.04 

.02 

.04 

.16 

.03 

.04 

.37 

CRESSON  1  E  SUMMIT 

.11 

.03 

.01 

.02 

.02 

.14 

.01 

.01 

.01 

.36 

CURWENSVILLE  6  NW  AIRPORT  6 

* 

.10 

* 

* 

* 

* 

* 

.01 

* 

* 

* 

* 

* 

.01 

* 

♦ 

* 

* 

* 

.58 

* 

* 

« 

.04 

.74 

DRIFTWOOD 

.12 

.06 

.02 

.09 

.23 

.01 

.01 

.01 

.55 

DU  BOIS  7  E 

.06 

.01 

.10 

.03 

.30 

.17 

.03 

.01 

.71 

DUNLO 

* 

* 

.03 

.05 

.15 

.04 

.01 

.05 

.03 

.36 

DUSHORE 

.01 

.02 

.02 

.05 

.03 

.13 

EMPORIUM 

.04 

.05 

.03 

.01 

.01 

.11 

.01 

.26 

ENGLISH  CENTER 

.10 

.01 

.01 

.01 

.01 

.01 

.15 

ERIE  WB  CITY 

.05 

.04 

.15 

.06 

.05 

.05 

.05 

.04 

.08 

.04 

.01 

.62 

ERIE  AIRPORT  6x 

* 

79 

• 

* 

* 

* 

« 

.07 

* 

* 

* 

* 

* 

.37 

* 

« 

« 

* 

* 

.02 

* 

* 

* 

* 

.63 

EVERETT 

.10 

.15 

.01 

.01 

.27 

FORD  CITY  4  S  // 

.01 

.02 

.02 

.04 

.05 

.04 

.05 

.10 

.02 

.35 

FRANKLIN 

.19 

.09 

.05 

.03 

.03 

.01 

.01 

.01 

.43 

GLENCOE 

.06 

.08 

.02 

.02 

.01 

.02 

.01 

.09 

.01 

.32 

GLEN  ROCK 

.01 

.01 

GREENSBURG  2  E  HIGHWAY  SHED 

.09 

.19 

.05 

.02 

.02 

.02 

.01 

.09 

.01 

.50 

HARRISBUHG  3  S  WB  AIRPORT 

.01 

.01 

HAWLEY  1  S  WALLEN  DAM 

.01 

.05 

.01 

.04 

.11 

HEWITT  2  S 

. 

_ 

. 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

HOLLIDAYSBURG 

.10 

.04 

.03 

.01 

.01 

.09 

.28 

HOME 

.08 

.11 

.02 

.04 

.03 

.03 

.11 

.42 

INDIANA  2  SE 

.02 

.01 

.02 

.02 

.18 

.11 

.93 

.05 

.03 

.47 

JACKSON  SUMMIT 

.07 

.01 

.01 

.93 

.12 

JAMESTOWN  2  NW 

.03 

.01 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

« 

♦ 

* 

* 

JOHNSTOWN  2 

.33 

.01 

.01 

.05 

.28 

.02 

.10 

.80 

KANE  5  SE 

.01 

.01 

.03 

.01 

.01 

.01 

.01 

.02 

.01 

.03 

.34 

.10 

.01 

.01 

.61 

LAMPETER  SCS  1  A 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

LAURELTON  STATE  VILLAGE 

.01 

.02 

.01 

.01 

.01 

.06 

LEBANON  3  SW 

.03 

.01 

.01 

.05 

LEWISTOWN 

.01 

.06 

.28 

.05 

.02 

.01 

.43 

LOCK  HAVEN  2 

,03 

.01 

.20 

.02 

.01 

.02 

.01 

. 

.01 

.31 

MARIENVILLE 

.03 

.01 

.01 

.01 

.01 

.03 

.09 

.01 

.02 

.01 

.21 

.05 

.01 

.01 

.51 

MARTINSBURG 

.02 

.10 

.01 

.01 

.01 

.05 

.02 

.05 

.27 

MAHTINSBURG  BLAIR  CO  AIRPORT  6 

* 

.01 

* 

♦ 

* 

* 

* 

.12 

* 

* 

* 

# 

* 

.14 

.27 

MEADVILLE  1  S 

.02 

.03 

.04 

.01 

.04 

.03 

.03 

.01 

.01 

.01 

.01 

.24 

MEDIX  RUN 

.02 

.15 

.01 

.01 

.01 

.04 

.01 

.02 

.01 

.02 

.09 

.06 

.45 

MERCER  5  NE  WB  AIRPORT  6x 

* 

* 

• 

* 

* 

.24 

« 

* 

* 

* 

* 

.34 

• 

* 

» 

.01 

.59 

MERCER 

.09 

.01 

.05 

.02 

.03 

.05 

.25 

MILAN 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

*■ 

* 

* 

MILLVILLE 

.01 

.05 

.02 

.10 

.01 

.19 

MONROE  FURNACE 

.01 

.01 

.02 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

.08 

.02 

.10 

MOUNT  UNION  1  NW  // 

.06 

.02 

.06 

.14 

MDRRYSVILLE 

.02 

.01 

.09 

.07 

.05 

.01 

.06 

.01 

.01 

.02 

.35 

NEFFS  MILLS  4  NE 

.01 

.01 

NEW  CASTLE  1  S 

* 

* 

* 

* 

* 

* 

« 

* 

* 

* 

* 

* 

« 

* 

* 

• 

♦ 

* 

* 

4 

* 

* 

.40 

.40 

PARKERS  LANDING  1  E 

.01 

.02 

.01 

.06 

.10 

.20 

.03 

.06 

.03 

.06 

.02 

.60 

PARK  PLACE  INW  WB  AIRPORT  6 

* 

* 

* 

* 

* 

.01 

.01 

PHILADELPHIA  WB  AIRPORT 

.01 

.01 

.02 

PHILADELPHIA  POINT  BREEZE 

.02 

.01 

.03 

PHILADELPHIA  WB   CITY 

.01 

.01 

.02 

PHILLIPSBURG  7  E  WB  AIRPORT 

.01 

.04 

.03 

.04 

.04 

.04 

.05 

.05 

.03 

.03 

.02 

.01 

.39 

PHOENIXVILLE  1  E  PUMP  STATION 

.01 

.20 

.01 

.22 

PIKES  CREEK 

.03 

.04 

.01 

.01 

.02 

.01 

.01 

.13 

PINE  GROVE  MILLS  1  S 

.01 

.01 

.01 

.03 

PITTSBURGH  7  SE  WB  AIRPORT// 

.07 

.10 

.06 

.03 

.01 

.01 

.01 

.29 

PITTSBURGH  WB  CITY 

.01 

.02 

.04 

.04 

.04 

.01 

.01 

.02 

.01 

.20 

PLEASANT  MOUNT  1  W 

.01 

.01 

.18 

.20 

PUNXSUTAWNEY  2 

.01 

.01 

.13 

.04 

.01 

.05 

.03 

.02 

.01 

.31 

PUTNEYVILLE  2  SE 

.02 

.01 

.04 

.20 

.07 

.03 

.05 

.05 

.04 

.01 

.52 

RAYMOND 

.10 

.10 

.20 

READING  WB  CITY 

.02 

.04 

.06 

RENOVO  6  S  STATE  CAMP 

.13 

.01 

.01 

.01 

.01 

.01 

.02 

.12 

.03 

.08 

.01 

.07 

.07 

.58 

See  reference  notes  following  Station  Index 
95 
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^ffllfi 


PENNSYLVANIA 
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STATION 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


RIDGWAY 

ROCHESTER  1  N 

SCANDIA 

SCRANTON  WB  CITY 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GH07E 

SMETHPORT  HIGHWAY  SHED 

STATE  COLLEGE 

STRONGSTOim 

STOBURY 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TOWANDA 

TUNNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VANDEHGRIFT  2  W 

WASHINGTON 

WAYNESBURG  1  E 

WEBSTER  MILLS  3  SW 

WELLSBORO  2  E 

WILLIAMSPORT  4  E  WB  AIRPORT  6 

WILLIAliSPORT 

YORK  2  S  FILTER  PLANT 

YOUNGSVILLE 


ALLEHS  HILLS 

ALLENTOWN  WB  AIRPORT 

ADSTINBURG  2  W 

BLAIN 

BLAIRSVILLE  6  ENE  6 

BLAKESLEE  CORNERS 

BOS WELL 

BROOKVILLE  AIRPORT  6 

BDCKSTOWN 

BDTLEB  SUBSTATION 

CANTON  1  NW 

CARTER  CAMP 

CHAMBERSBURG 

CHARLEROI 

CLARION  3  SW 

COALPORT 

CONFLUENCE  1  SW 

CONNELLSVILLE  4  N 

CRE3S0N  1  E  SUMMIT 

CURWENSVILLE  6  NW  AIRPORT  6 

DRIFTWOOD 

DU  BOIS  7  E 

DUNLO 

ERIE  AIRPORT  6x 

EVERETT 

FRANKLIN 

GLENCOE 

GOOD  SPRINGS  1  NW 

HARRISBURG  3  S  WB  AIRPORT 

HAWLEY  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLTWOOD 

HOME 

HDNTSDALE 

INDIANA  2  SE 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

KANE  5  BE 

LAMPETER  SCS  1  A 

LANCASTER  2  NE  FILTER  PLANT 

LAURELTOK  STATE  VILLAGE 

LEBANON  3  SW 

LEWISTOWN 

LOCK  HAVEN  2 

MABIENVILLE 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

KEADVILLE  1  S 

MEDIX  RUN 

UILLERSBURG  2  E 

MONROE  FURNACE 

MOUNT  UNION  1  NW  // 

MURHYSVILLE 

NEFFS  HILLS  4  NE 

PHILADELPHIA  WB  CITY 

PHILLIPSBURG  7  E  WB  AIRPORT 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PUNXSUTAWNEY  2 

PUTNEYVILLE  2  SE 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SPRING  GROVE 

STATE  COLLEGE 

STRONGSTOWN 

STROUDSBURG 

SUNBURY  AIRPORT  2  N  6 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TUNNELTON  // 

WASHINGTON 

WAYNESBURG  1  E 


A.   M.    HOUR    ENDING 


02 

37 

.01 

.01 

.03 

.10 

02 

02 

.04 
.03 

23 

.02 

.08 


.10 
.04 


.01 
.02 


.01 
.01 


.01      .07 


.02 


.01 


10 


.10      .01 


.01 

.02      .08 


01      .01 


.07       .04       .01 
,01       .01       .01 


.01       .01       .01 
.07      .01 


.09 


P.   M.    HOUR    ENDING 


.0,1      .08      .01 
.01 


.08       .07       .01 
.01 


.05 
.19 


.15       .15 


»  »  » 

«  •  * 


9th 


.05 

* 

.01 


.03 


.01 
.01 


.01 

.01 
.02 

.01 

.03 

.01 

.13 

.01 

.03 

.01 

.08 

♦ 

.04 

* 

♦ 

« 

.01 

.01 

.01 

.01 

.02 

.01 

* 

.10 
.17 

.04 

.03 

.01 

.01 

.02 

.02 

.06 

.03 

.06 

.02 

.02 

.01 
.05 

.04 
.01 

.02      .03 


.08 
.01 


.01 
.01 


.01 
.03 
.04 
.01 


.01 
.02 
.01 


.02 
.01 


.01 
.02 


.01 
.01 
.01 

.01 
.03 
.01 


.01 
.01 


.01 
.02 


.04 
.04 


.01 
.02 


.01 


.10 
.01 


.10 

.03 
.05 
.02 


.03 


.01 

•  .06 

.01 
.03       .02 

•  .20 

.05  .05 


.04 
•  .04 

.01       .03       .02 


.01 
.06 
.07 


.05 
.01 


.05 


.01       .04 


.01 


.12 
.01 


.03 

.01 

.01 

.11 
.02 

* 
.03 


.12 
.01 


.01 
.09 


.02 

* 
.03 


.01 
.01 


.03 


.02 


.04 


.02 


.01      .01 


.02 
.12 
.03 

.06 
.07 


.15 
.10 
.03 


.08 
.01 
.01 

.02 
.01 


.10 
.03 


.11 
.01 
.10 


.01 

.13 

.07 
.01 


.08       .02       .08 
.06      .01 


.03 


.01 
.01 


.01 


.15 

.01 


.02 
.05 


.02 
.01 


.15 
.06 


.09 
.03 


.16 
1.07 


.01 


II       12 


< 

o 


.03      .05      .01 

.01      . 
.05 

.10      .01 

.07 

.01 
.05 

.01      .01 


.42 
.21 
.57 
.08 
.27 
.15 
.18 
.07 
.65 
.23 
.44 
.03 
.35 
.21 
.08 
.51 
.18 
.57 
.29 
.31 
.49 
.33 
.12 
.16 
1.07 
.06 


06       .02 


•  •  * 


.01 


.01 
.01 


.01 
.01 


.01 


.01 
.01 


.02       .01 
•  .07 


.01      .04 
.01  .01 


.02       .02 


.04 


.19 


See  reference  notes  following  Station  Index 
-  96  - 


.17 
.02 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


PENNSYLVANIA 
JUNE  1948 


STATION 


WILLIAMSPiffiT 

YORK  2  S  FILTKB  PLANT 

YOUNGS V I LLE 


AUSTINBUBG  2  W 

BLAIN 

CKESEON    1    E   SSmiT 

DDlfLO 

HAVLET  1  S  WALLEN  DAM 

HB»ITT  2  B 

LAMPSTKB  SCS  1  A 

■OUNT  iraiOll   1    NTf 


ADSTINBOEC  2  W 

AVOCA   WILKEB-BARRE   SCtlANTON   AP  6 

BLAIBSYILLE  6  ENE  6 

BLAKESLEE  C08HEBS 

CANTON  1  NW 

CHARLEBOI 

CONTLnEKCK    1    SW 

CORNELLSVILLE  4  H 

DINGMANS   FEBSY 

DDSHOKE 

ERIE   AISP<WT  6x 

GLENCQE 

HAWLEY  1  S  WAUuEN  DAM 

HEWITT  2  S 

HOME 

KANE  5  SE 

LAHPETEH  SCS  1  A 

MABIENYILLE 

MOUNT  POCQHO  2  N  WB  AIRPORT  // 

PARKERS  LANSING  1  E 

PIKES  CREEK 

RAYMOHD 

SCRARTON  WB  CITT 

SHADE  GAP 

STEODDSBOBG 

WASHINGTON 

WIND  GAP  3  SW 


ALBION 

ALLEHS  HILLS 

ALLEFTCTre  WB   AIRPMIT 

AUSTINBDHG  2  W 

ATOCA  WILKES-BAKRE  SCRANTON  AP  6 

BETHLESEM  LEHIGH  DNIV 

BLAIN 

BLAIBSYILLE  6  ENE  6 

BLAKESLSE  COBMEBS 

BOaWELL 

BR00K7ILLE   AIBPtffiT  6 

BUCK6T0WN 

BUTLEB  BUBSTATIMr 

CANTON  1  NW 

CARTER  CAMP 

CHAMBERSBOBG 

CHARLEBOI 

CLARI(H«  3  SW 

COALPC«T 

CQATESVILUE  1  SW 

COHFHTENCE  i  SW 

COVNELLSYILLE  4  N 

CHESSOH  1  E  SUMMIT 

CDBWENSVILLE  6  NW  AIRPORT  6 

DINGMANB  FEHBY 

DRIFTWOOD 

DU  BOIS  7  E 

DTOLO 

DUSHOBE 

EKPOaiDM 

ENGLISH  OENTEH 

ERIE  WB  CITY 

ERIE  AIBPOBT  6x 

EVERETT 

FORD  CITY  4  3// 

FRANKLIN 

GETTYSHJHG  1  8 

GLENCOE 

GLEN  BOCK 

GOOD  SPRINGB  1  NW 

GBEENBBOEG  2  E  HIGHWAY  SHED 

HASRJSBORG  3i  S  WB  AIRPORT 

HAWLEY  1  S  WALLEN  BAM 

HEWITT  2  B 

HOLLIDATSBDHG 

HOLTWOQD 

HOME 

HONESDALB  6  K  TANNEX8  FAIA£   // 

HDNTSDALE 

INDIANA  2  S£ 

JACKSON  SUMMIT 

JAMESTCarN  2  NW 

JOHNSTOWN  2 

KAHE  5  SE 

KIREWOOD  1  SW 

LAMPETEB  SCS  1  A 

LANCASTEB  2  NE  FILTER  PLANT 

LADRELTON  STATE  VILLAGE 


A.   M.    HOUR    ENDING 


.02 
♦        2.00 


.02 


.01 


.01 


.01 


.03  .03 


.01 


.11      .01 


.03 


.04 
.04 


.09      .01 


.01 


.01      .01 


10 


12 


P.  M.    HOUR   ENDING 


.16 


10th 


nth 


01      .01      .01 


.01      .09      .01 


*  .08 


*  *  » 


.02 


.04 


.03 


8 


12 


O 


.14 


.09 

.03 

* 

.01 


*  *  * 


.20 


12th 


.01 


♦         »         * 


.03  .01 


.02      .10      ,23 
.02 


.40      .60 

*  * 


.01      .01 


*  * 


.02 


.02  ,03 
.39 
.23 


See  reference  notes  following  Station  Index 
-  97  - 


.24   .15   .05 

*    *    « 


.07 

*    »    * 


,10   ,50   ,24 


*    *    *  . 

.28   .18 
.12        .12 


.04 


,42 
,06 


.04 
.15 


.35 

.01 
.06 


.01 
.03 


.01 


.01 


.27 
.01 
.07 


.22 
.07 


.04 
.20 


.14   ,02 


.02   .03 
.08 


.05   .04 


.01 

.23   .03 
.02 


.12 


.17 
1.04   .16 

*    * 


.06   .14 
.06   .01   .12 
.01 


.01   .30   .06 
.07 


.06 

.07   .05 

.03   .12   .28 


.60   .02 
.01 


.47 
.20 
.14 


.17 
.10 


.10 


.26 
,20 


.10 
.04 


.10 
.10 


.01 
.21. 


.03 
.82   * 

.11 

.38 
.60   » 

.28 
.12 

.01 
.10   .05 

.10 
.30 

.09  .11 
.23  .10 
.32   .08 

.11 

.26 
,20  ,30 
.54   » 

.20  .05 
.10   .04 


.09  .05 

.13  .03 
.02 

,06  * 

.20   .14 

.10   .10 

.39 

.01 
.03  .27 
.20   .30 

.27 


.01 
.09 
.03 


.04 
.06 


.45 
,28 


.04 
.05 


.01 
.05 
.02 

.01 
.10 
.30 
.16 
.06 
,03 


,05 

.04 

* 

.04 

.05 

.02 

.02 


.01 

.05 
.10 
.14 
.02 
.05 
.44 


.12 

* 
.01 


.01 

.22 


.10 
.03 


.18 
.01 


.01 
.02 
.02 
.03 


.05 
.02 
.25 


.18 


.16 


.05 
.01 
.03 


.05 


.22 
.02 
.01 


.01 
.01 


.13 
.07 
.08 
.05 
.08 
.01 
.04 


.18   .10 
.22   .12 


.11   .38 
.27   .03 


.19   .01 
.04   .02 


.03 

.06 
.01 
.05 

* 
.08 

.10 


.01 
.14 


.01 
.01 


.04 
.01 
.01 
.04 


.13 
.02 


.58   .02 
.06   .03 


.19 

.05 
2.00 


.02 
.02 


.02 
.06 


.35 

.01 

.10 

.14 

* 

.42 

.16 

.04 

.03 

.01 

.05 

.19 


.03 
.02 


.43 
.01 
.07 
.11 
.69 
.06 
.30 
.10 
,09 


,06 
.75 
.11 


.19 

* 

1.07 

1.56 
.17 
.82 
.76 
.37 

1,10 
,08 
.21 

1.37 
.30 
.84 
.77 
.85 
.39 
.38 
.75 
.76 
.20 
.75 

1.58 
* 

.08 
.32 
.21 
,12 
.13 
,19 
,fi5 
.62 
.62 
.23 
.91 
.40 
1.48 
.82 
.04 


.44 
.20 

.82 
.05 
.49 

1.07 
.14 
* 

1.30 
.51 
.14 


.93 
.18 


/ 


i 


PENNSYLVANIA 
JUNE  1948 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


STATION 


A.   M.    HOUR    ENDING 


LEBANON   3    SW 

LEHIGHTON 

LEWISTOWN 

LOCK  HAVEN   2 

MARIENVILLE 

MARTINSBDHG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MEADVILLE  1  S 

BEDIX  RUN 

MERCER  5  NE  WB  AIRPORT  6x 

UERCER 

MILAN 

MILLERSBUBG  2  E 

MILLVILLE 

MONROE  FURNACE 

MONTROSE 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

MOUNT  UNION  1  NW  // 

MURRYSVILLE 

NEFFS  MILLS  4  NE 

NEW  CASTLE  1  N 

PALMERTON 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHILLIPSBURG  7  E  WB  AIRPORT 

PHOENIXVILLE  1  E  PUMP  STATION 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

PITTSBUKGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUNXBUTAWNEY  2 

PUTNEYVILLE  2  SE 

RAYMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

RIDGWAY 

ROCHESTER  1  N 

SCANDIA 

SCRANTON  WB  CITY 

SELLERSVILLE  2  NW 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROTE 

SPRING  GROVE 

STATE  COLLEGE 

STRONGSTOWN 

STRODDSBUEG 

SUNBURY 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TOWANDA 

TUNKHANNOCK  1  S 

TUKNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VANDEECRIFT  2  W 

WASHINGTON 

WAYNESBUHG  1  E 

WEBSTER  MILLS  3  SW 

WELLSBORO  2  E 

WILLIAMSPORT  4  E  WB  AIRPORT  6 

WILLIAMSPORT 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 

YOUBGBVILLE 


ALLENS  MILLS 

ALLENTOWN  WB  AIRPORT 

AUSTINBUHG  2  W 

AVOCA  WILKES-BAHRE  SCRANTON  AP  6 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAIRSVILLE  6  ENE  6 

BLAKESIiE  CORNERS 

BOSWELL 

BROOKVILLE  AIRPORT  6 

BUCKSTOWN 

BUTLER   SUBSTATION 

CANTON    1    NW 

CARTER  CAMP 

CHAMBERSBURG 

CLARICW  3  SW 

COALPOHT 

coatesville  1  sw 
confluence  1  sw 
connellsville  4  n 
cresson  1  e  summit 
curwensville  6  nw  airport  6 
dingmans  ferry 
driftwood 

DU  BOIS  7  E 

DUNLO 

DUSHORE 

EMPORIUM 

ENGLISH  CENTEB 

ERIE  AIRPORT  6x 

EVERETT 


.01 


.02 
.05 


.01 
.02 


10         II 


.01      .01 


.01      .01 


.02 


P.   M.    HOUR    ENDING 


.03 


.13 


.02 


.01 


.01 


.01 


.02 


.04 

* 
.03 


.08 
.79 


.16 


.01 
.01 


.17      .08 


.30      .01 


.33 
.41 


.05 
.29 


.19 


.33 
.19 


.05 


.01 
.01 


.01 


.06 


.07 
.01 

.03 
.01 
.02 

.05 
.02 
.01 


.02 
.01 


.01 
.10 


.15 


.03 
.05 

.03 
.01 

.01 
.01 
.07 

.07 

.03 
.02 
.01 
.10 
.02 


.02 
.04 


.07 


.10 


.01      .03 


.01      .01 


.14 


.40 


.20      .20 


.83 
.27 


.30 
.29 

.11 


.67 
.14 


.95 


.10 
.06 


.04 
.60 


.08 


.75 
.29 
.10 


.20 


.09 
.34 
.39 


.48 
.28 


.05 
.06 


.48 

.10 

.19 

.59 

.05 

* 

.23 

.05 

.05 


.25 

.09 

* 

.01 

.11 

.03 


.02 
.12 
.10 

.06 

.13 
.26 


12 


.12 


.02 
.02 


.02 
.05 


.01 


.01 
.08 


.02 
.10 
.15 
.02 
.10 
.10 
.10 


.08 
.01 
.13 
.02 

.10 

* 

.02 

.06 


.22 
.10 


.05 
.02 
.04 

* 
.05 

.04 

* 

.07 

* 

.07 

.10 

.08 

« 

.01 

.05 

.04 
1.21 


_i 
< 


.59 


.02 


.02 


.01 


.07 

.11 
.01 
.15 
.03 
.01 
.01 

.02 

* 

.10 
.05 
.12 


.18 


.04 


.02 
.04 


.04 

.01 
.03 
.01 
.02 

.05 


.10 
.01 


.01      .04 
*  » 

.13 


.06 

.01 

.04 

.01 

.11 

* 

.02 

.07 


.25 
.07 
.05 


.07 


.03      .04 


.28 


.01 
.01 


.01 


.02 


.15 
.02 
.01 


.01 


.04 
.07 


.14 
.03 

.47 

.12 
.01 

.08 
.03 

.10 
.06 

.09 

.33 
.31 

.28 


13th 


.01 
.01 


.03      .02 


.01 


.01 


.01 
.01 


.16 
.01 


.05 
.13 


.10 
.13 


.46 
.04 


.11 
.18 


.10 
.10 


.09 
.10 


.30 
.01 
.04 

.06 
.27 

.16 
.02 
.02 

.10 
.11 


.09 
.15 
.01 
.17 
.30 
.07 


.04 


.14 
.02 


.06 

.03 

.28 
.15 
.12 
.30 
.01 


.10 
.07 
.02 

.01 
.21 
.10 
.02 
.09 

.26 
.10 


.04 
.01 


.10 
.30 


.02 


.15 
.03 


.03 

.10 

.05 
.12 
.07 
.14 

.02 

* 

.01 


.03 
.01 
.05 
.03 
.01 

.01 
.05 


.01 
.16 


.03 
.05 
.60 

.05 
.01 


.01 
.01 


.33 
.04 

.13 

.06 

* 

.06 

.05 

.01 


.01 
.02 
.01 

.01 

.18 
.01 


.27 
.12 


.03 


1.01 


See  reference  notes   following  Station   Index 


.04 

.03 


.01 
.01 
.12 
.16 


.06 
.01 


.09 


.03 
.02 
.02 
.01 


.01 
.02 


.06 
.01 


.03 
.03 
.02 
.01 
.20 
.44 


.18 
.02 
.25 
.07 
.18 
.14 
.06 
.05 


.23 
.03 
.01 
.14 


.35 
.06 
.48 
.21 
* 

.96 
.96 
.28 
1.04 
.72 
.92 
« 

.36 
.20 
.80 
* 

.24 

1.04 

2.39 

.86 

1.21 

.07 

1.43 

.21 

.27 

.01 

.23 

1.07 

1.42 

.19 

.74 

2.31 

1.76 

.05 

* 

1.89 

.89 

.45 
.38 


.19 
.04 
.57 
.42 
.58 
1.16 
.43 
.92 
.19 
.29 
.27 
.19 
.63 
.45 
.08 
.10 

1.13 
.92 
.06 
.90 
.91 
.35 
.78 
* 

.23 
.14 
.05 

1.13 


.U 
.17 

.24 
.43 

.07 
.32 
.11 
.15 
.22 
,23 
.09 
.10 
.18 
.07 
.25 

.14 
.15 
.62 
.15 
.27 
.16 
.34 
.21 
.20 
1.01 
.12 
.23 
.07 

.09 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


STATION 


// 


HIGHWAT  SEED 


FORD  CITY  4 

FRANKLIN 

CiKTTYSBUlWi    1    S 

GLENCOE 

GLEN   ROCK 

GOOD  SPRINGS  1 

GREENSBUSG  2  E 

HARRISBURG  3  S  WB  AIRPORT 

HAWLET  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLTWOOD 

HOME 

HONKSDALE  6  N  TANMKBS  PALLS  // 

HUNT  SD  ALE 

INDIANA  2  SE 

JACKSON  SUMMIT 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

KANE  5  SE 

LAMPETER  SCS  1  A 

LANCASTER  2  NE  FILTER  PLANT 

LADRELTON  STATE  VILLAGE 

LEBANON  3  SW 

LEHIGHTON 

LKWISTOWN 

LOCK  HAVEN  2 

MARIENVILLE 

MARTINSBDRG 

MARTI KSBORG  BLAIR  CO  AIRPORT  6 

MEADVILLE  1  S 

MZDIX  RUN 

MERCEK  5  NK  WB  AIRPORT  6x 

MERCER 

MILAN 

MILLEHSBURG  2  E 

MILLVILLE 

MONROE  FURNACE 

MONTROSE 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

MOUNT  UNION  1  NW  // 

MURRYSVILLE 

NEFFS  MILLS  4  NE 

NEW  CASTLE  1  N 

PALMERTON 

PARKERS  LANDING  1  E 

PARK  PLACE  ).  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  SB  CITY 

PHILLIPSBURG  7  E  WB  AIRPORT 

PHOENIXVILLE  1  E  PUMP  STATION 

PIKES  CREEK 

PINE  GROTE  MILLS  1  S 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBOBGH  WB  CITY 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUNXSUTAWNEY  2 

PUTNETVILLE  2  SE 

RAYMOND 

READING  WB  CITY 

RENOTO  6  S  STATE  CAMP 

RIDGWAY 

ROCHESTER  1  N 

SCANDIA 

SCRANTON  WB  CITY 

SELLERSVILLE  2  NW 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPCRT  HICfflWAY  SHED 

SPRING  GROVE 

STATE  COLLEGE 

STHONGBTOWN   . 

STRODDSBURG 

SUNBURY 

SUNBDBY  AIRPC«T   2    N   6 

TAMAQDA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TUNKHANSOCK  1  S 

TUNNELTON  // 

TYRONE  4  NE  BALD  EACLE 

VANDEEGHIFT  2  W 

WASHINGTON 

WAYNKSBDRG  1  E 

WEBSTER  MILLS  3  SW 

WELLSBORO  2  E 

WILLIAMSPQHT  4  E  WB  AIRPORT  6 

WILLIAMSPQRT 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 

YOUNGSVILLE 


AUSTINBDHG  2  W 

BLAIN 

GLEN  ROCK 

HEWITT  2  S 

JAMESTOWN  2  KW 

lAJIPETieH   SCS    1   A 

PHIUJ)ELPHIA  WB  AIRPORT 


AU.ENTOWN  WB  AIRPORT 
AUSTINBURG  2  W 


PENNSYLVANIA 
JUNE  1948 


A.   M.    HOUR    ENDING 


.03 
.06 


.27 
.02 


.01 
.03 


.01 
.05 

* 

.01 

.14 

.01 
.01 
.05 


.11      .01 
.02 


.01  .01 

.03  .03 

.14  .08 

.02 

.05  • 

.16  .03 

.12  .13 

.06  .05 

*  * 

.01  .07 

.19 


.04 
.22 

.07 
.07 

.01 

* 
.08 

♦ 
.15 


.02 
.07 

.01 
.01 
.10 


.18 
.02 


.02 
.20 


.01 


.03 
.02 
.05 


.01 
.03 


.07      .03 

.01 

.01      ,01 


.01 

.05      .09 


.01  .01 

.01  .02 

.01  .06 
.01 

.09  .02  .03 

.01 

*  »  » 

.03  .01  .11 

.03  .05  .01 
.02 

»  *  * 

.02  .04  .06 

.01  .04  .01 


.01 
.01 
.01      .01 


.01 


.01 

.01 
.03 
.08 

.02 
.03      .02 


.02 


.02 
.08  .02 
.13 


.01 

.01      .05 


.35      .05 
.01      .01 


.01 
.07      .07 


.08 

.01 
.01      .01 

.39 


.01 
.10 


10         II         12 


P.   M.    HOUR    ENDING 


.01 


.01      .01      .01 
.01 


.62 

.06 

.01  .01 
.01  .02 
.34 


.01      .01 
.01      .01 


.01 

.01      ,02 


.01 


*  *  •  » 


8 


.01      .03      .03 

.04      .01   I 
.02      .01  .01 


.03 
.02  .07 


,50 


.04 

.01 


.01 


.13 


.04 

r 

.02 


.01 

.02      .01 


.01 

.02       .03 


.01 

.21      .04 

.06 


.09 


.02 


.07      .01 
.04 


.13      .11 
.01 


.01      .01 


,03      ,02 


.02 


.02      .06 
.01      .01      .01 
.02 

.05  .04 

*  *  » 

.01      .01  .04 
.08      .01 

.01 
.03      .02 


.01      .02      .02 


.02 

.02 

.20      .20      .08 

,01      ,01      ,02 

.03      .03 


.07      .04 

.02      ,01      ,01 

.01 

.01 

.02      .07      ,02 


.05 
.01  .01  .01 
.02 


.02 


.01 


.01 
.02 
.04 


.01      .01 

*  .58 

*  .39 

.03 

.03 
.01      .02      .04 


10 


.02 
.03 
,01 


.01 
.03      .01 


.01 
.13 


.01 


.01 


*  .30 

*  .75 
.02  .02 
.05 

.03  .03      .02 


.01 


.01      .01 


.02 


14th 


,01      .01 


15th 


See  reference  notes  following  Station  Index 
-  99  - 


.01 


< 

o 


.15 

.08 

,05 

.42 

* 

,10 

,13 

,03 

,55 

,06 
.15 
,51 
.01 
.37 
.18 
,39 
,21 
.14 

.30 
.01 
.05 
.15 
.02 
.05 
.62 
.03 
.06 
.09 
.29 
,34 
.23 
.85 
.07 
.06 
.05 

* 

.18 

.11 

,06 

.04 

.08 

.11 

.13 

.08 

.01 

.15 

.15 

.07 

.12 

.30 

.05 

.04 

.05 

.24 

.45 

.20 

.09 

.22 
,12 
.58 
.39 
,03 
.53 
.06 
.03 
.21 
.10 
.02 
.59 
.11 
.09 
.07 
.03 
.02 
.13 
.15 
.05 
.26 
.06 
.18 
.07 
.30 
.75 
.09 
.13 
.10 


.04 


.35 


/ 


n 


PENNSYLVANIA 
JUNE  1948 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


STATION 


A.   M.    HOUR    ENDING 


AVCCA  WILKES-BAKHE  SCRANTON  AP  6 

BETHLEHEM  LEHIGH  UNIV 

BLAKESLEE  CORNERS 

BROOKVILLE  AIRPORT  6 

COATESVILLE  1  SW 

CONFLUENCE  1  SW 

DINGltANS  FERRY 

GLENCOE 

GLEN  ROCK 

GOOD  SPRINGS  1  NU 

KARRI SBURG  3  S  WB  AIRPORT 

HEWITT  2  S 

HOLTWOOD 

HUNTSDALE 

JAMESTOWN  2  NW 

LAMPETER  SCS  1  A 

LEBANON  3  SW 

LEHIGHTON 

MEADVILLE  1  S 

MERCER  5  NE  WB  AIRPORT  6x 

MONTROSE 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

NEW  CASTLE  1  N 

PALMEKTON 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHOENIXVILLE  1  E  PUMP  STATION 

PIKES  CREEK 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

READING  WB  CITY 

SCRANTON  WB  CITY 

SELLERSVILLE  2  NW 

SPRING  GROVE 

STROUDSBURG 

SUNBURY 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TUNKHANNOCK  1  S 

WILLIAMSPORT  4  E  WB  AIRPORT  6 

WILLIAMS  PORT 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 


ALLENTOWN  WB  AIRPORT 

AUSTINBUHO  2  W 

BETHLEHEM  LEHIGH  UNIT 

BLAIN 

BLAIRSVILLE  6  ENE  € 

BOS WELL 

BUCKSTOWN 

CHAMBERS  BURG 

CHARLEROI 

COATESVILLE  1  SW 

CONFLUENCE  1  SW 

CONNELLSVILLE  4  N 

CRESSON  1  E  SUMMIT 

DUNLO 

GETTYSBUEG  1  S 

GLENCOE 

GLEN  ROCK 

GOOD  SPRINGS  1  NW 

GREENSBURG  2  E  HIGHWAY  SHED 

HARRISBURG  3  S  WB  AIRPORT 

HEWITT  2  S 

HOLLIDAYSBURG 

HOLTWOOD 

HUNTSDALE 

JOHNSTOWN  2 

KIRKWOOD  1  SW 

LAMPETER  SCS  1  A 

LANCASTER  2  NE  FILTER  PLANT 

LEBANON  3  SW 

MARTINSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MONTROSE 

MOUNT  UNION  1  NW 

MORBTSTILLE 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHOENIXVILLE  1  E  PUMP  STATION 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PORT  CLINTON 

READING  WB  CITY 

SELLERSVILLE  2  NW 

SHADE  GAP 

SPRING  GROVE 

STRONGSTOWN 

TUNNELTON  // 

WASHINGTON 

WAYNEBBURG  1  E 

WEBSTER  MILLS  3  SW 

YORK  2  S  FILTER  PLANT 


AUSTINBDRG  2  W 
COATESVILLE  1  SW 
HEWITT  2  S 


.01 


.18 
.11 


.01 
.01 


6 


.17 
.01 


.05 
.01 


.08 


.01      .02 


8 


.06 


.01 


P.   M.    HOUR    ENDING 


.20 
.05 


.01 

* 

.10 


.05 
.14 


.12 
.13 


.01 
.16 


.18 
.05 
.02 
.02 


.06 
.02 


.02 


.02 
.03 


.02 
.23 

.03 
.0] 
.04 

.02 

.10 


.06 
.01 
.03 
.28 

.02 


.02 


.10 
.18 


.03 


.29 
.02 


.01 

* 

.02 


.24 
.15 


.04 
.02 
.04 
.01 


.02 


.02 
.33 


.08 
.10 
.04 
.08 


8 


10 


12 


.01      .01 


.01 

.01 

.02 

.02 

.03 

.15 

.01 

.01 

.01 

.01       .01       .01 


.12 
.21 
.01 
.06 

.20 
.02 
.01 
.05 

.14 

* 

.03 


.09 
.10 
.01 
.05 

.07 
.07 

.05 
.05 
.06 


.09 
.09 
.01 
.01 

.09 
.02 
.07 
.05 
.05 
.05 


.02 


.03 


.02 


.03 
.01 


.13      .01 


.06      .01 


.03 
.01 
.05 
.07 


.01      .02 


.01 


.03 
.15 


.03      .04 


.02 
.06 

.02 

.06 
.02 
.05 
.03 

.09 


.03 


.01 
.10 
.02 
.04 
.01 
.02 
.18 
.02 


.03 
.03 


.02 


.01 
.03 

.01 

.04 
.01 
.10 
.01 


.01 
.03 
.07 

• 
.01 

.04 


16th 


.06       .04 

.01       .13  .17      .01       ,02 

.04       .01  .10      .03       .01 
.06  .01 

.05  .20       .09       .03 


.03 
.05 


.03 
.01 

.01 
.01 
.07 
.01 


.06 


.01 
.05 


.07 
.01 


.01 
.01 


.01 
.02 


.08  .08  .02 

.04  .04  .06 

.05  .05  .01 

♦  .11  • 


.01 
.03 


.05 


.06 


.05 
,06 
.01 


.05 
.04 


.01 
.01 

.40 


.01 


.04 


.03 


.02 
.01 


.01 


.04 
.03 
.07 
.01 


.05 
.02 


.01 

.01 
.05 
.02 
.07 
.03 


.04 
.03 
.02 
.03 
.04 
.01 
.02 


.93 


.01 
.01 


.03 
.10 


.01 
.02 
.10 


.01 
.10 


.04 
.01 


.01 
.09 


.03 
.07 


.03 

.02 
.04 


.01      .01 


.08 
.12 
.05 
.05 


.03 
.04 
.03 
.01 
.01 


.01 
.02 
.06 


.01 
.03 
.06 
.03 
.03 


.05 
.04 


.01 
.02 
.03 
.02 
.02 


.10      .04 


.05      .04 


.05  .04 

.04  .04 

.04  .04 
.04 


.01 
.01 


17th 


.01 
.04 
,01 


.02 


See  reference  notes  following  Station  Index 
-  100  - 


o 

,06 

,24 

.02 

.01 

.30 

.03 

.03 

.03 

* 

.25 

.12 


.61 
,01 
,09 


,14 

.13 

.02 

.02 

.43 

.17 

.01 

.19 

.08 

.20 

.13 

.17 

.60 

.03 

.05 

.39 

.14 

.04 

.10 

.01 

.16 

.10 

.17 

.19 

.02 

.06 

.22 

.15 

.17 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


PENNSYLVANIA 
JUNE  1948 


STATION 


LAMPETER  SCS   1    A 
MONTROSK 


ALBION 

ALLENS  MILLS 

AUSTINBURG  2  W 

BLAIRSVILLE  6  ENE  6 

BOS WELL 

BROOKVILLE  AIRPORT  6 

BUCKSTOWN 

BUTLER  SUBSTATION 

CARTER  CAMP 

CLARION  3  SW 

COALPORT 

CONFLUENCE    1    SW 

COKNELLSVILLE  4  N 

CRESSON  1  E  SUMMIT 

DRIFTWOOD 

DUNLO 

EMPORIUM 

ENGLISH  CENTER 

ERIE  WB  CITY 

ERIE  AIRPORT  6x 

FORD  CITY  4  S  // 

FRANKLIN 

GREENSBURG  2  E  HIGHWAY  SHED 

HEWITT  2  S 

HOLLIDAYSBURG 

HOLTWOOD 

HOME 

INDIANA  2  SE 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

KANE  5  SE 

LAMPETER  SCS  1  A 

LOCK  HAVEN  2 

MARIENVILLE 

MARTINSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MEADVILLE    1    S 

MED  IX   RUN 

MERCER   5   NE   WB  AIRPORT  6x 

MERCER 

MONTROSE 

MOUNT  UNION   1    NW 

MURRYSVILLE 

NEW  CASTLE    1    N 

PARKERS  LAMDING  1  E 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PUNXSUTAWNEY  2 

PUTNEYVILLE  2  SE 

RIDGWAY 

ROCHESTER  1  N 

SCANDIA 

SHEFFIELD  6  W  CHERRY  GROVE 

STRONGSTOWN 

STROUDSBURG 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TUNNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VANDEHGRIFT  2  W 

WAYNESBURG  1  E 

YOUNGSVILLE 


ALBION 

ALLENS   MILLS 

ALLENTOWN  WB   AIRPORT 

AVOCA  WILKES-BARRE   SCRANTON   AP   6 

BETHLEHEM  LEHIGH   UNIV 

BLAIN 

BLAIRSVILLE  6   ENE  6 

BLAKESLEE   CORNERS 

BOSWELL 

BROOKVILLE    AIRPORT   6 

BUCKSTOWN 

BUTLER   SUBSTATION 

CANTON   1    NW 

CARTER  CAMP 

CHAMBERSBORG 

CHARLEEOI 

CLARION   3    SW 

COALPORT 

COATESVILLE    1    SW 

CONFLUENCE    1    SW 

CONNELLSVILLE  4   N 

CRESSON   1   E   SUMMIT 

CURWENSVILLE    6      NW   AIRPORT   6 

DINGMANS   FERRY 

DRIFTWOOD 

DU  BOIS   7   E 

DUKLO 

DUSHORE 

EMPORIUM 

ENGLISH   CENTER 

ERIE  WB  CITY 


A.   M.    HOUR    ENDING 


10      II      12 


P.   M.    HOUR    ENDING 


18th 


.45      .03 
.01      .01 

.02 
. 04  . 38 
*  .03 


.01  .74 
.29  .31 
.58 


.16 
.97      .26 


.55      .60 
*  .47 


.05      .05 


.10 

.38      .01 


.30 
.25 


.15 
.40 


.40 


.19 
.04 
.04 


.13 
.36 


.01 

* 
.52 


.10 
.44 


.96 
.40 


.02 


.15      .02 
.30      .03 


.33      .07 


.08 
.50 


.35 
.02 


.60      .20 


.04 
.06 


,22      .20 
.01       .01 


1.07      .03 


.03 

*  1.02 
.03 

.07      .10 

*  1.04      * 
.01 

*  .40      * 
.01       .01 

.01       .01 


.01 
.15      .02      .10 


.25       .20 
'  .39      ♦ 


.01 


10  II  12 


.12       .11 


.03 


19th 


.01 
.04 

*  ♦ 

.02      .06 


.09 


.01      .01 


.25 
.01      .15 


.02 

♦ 
.01 


.03      .07 


»  .15      * 

.01      .64 
•  .20     » 

.11 
.13      .06      .02 


.01 


.70 
.01      .03 


.01      .04      .30 
•  .01      * 

.01      .01 


.58 


Bferenco  notes  following  Station  Index 
-  101  - 


.03   .03 


.03 
.40 


.02 
.25 
.05 
.02 


.98 
.05 


.01 
.18 


.10 
.10 


.29 
.25 


.01   .06 

.55   .05 

.01   .01 

.25 


.09 
.10 
.20 


.23 
.10 


.07 
.02 


.01 


.04 


.07 

.40 
.21 
.04 
.10 
.49 
.08 


.10 

.15 

.07  1.20 

.01   .12 

.18 

.17 

.02   .06   .01 

«     #     * 

.06  .10 
.14  .64  .07 
.07   .03 


.18 

.95 
.03 
.20 
.06 
.09 


.10 


.13   .08 


.05 
.73 
.03 
.01 
.12 
.18 
.06 


.04 


.01 
.02 


.02 
.03 
.01 
.20 
.14 
.17 


.03 
.26 


.02 
.42 
.01 
.40 
.80 


.01 
.01 


.01 
.35 


.02 
.01 


.01 
.02 


.44 
.02 


.14 
.01 


.02   .09   .01 


.04 
.07 


03 

.04 

.07 

32 

.04 

.01 
.02 


.01 
.11 


.01 

.08 

.10 

.05 
.52 

.01 

.01 

.10 

* 

.05 

.08 

.04 

.03 


.04 
.02 


.01 
.03 


.02 
.05 


.90 
.18 
.01 
.02 
.09 
.43 

.12 


.23 
.12 


.04 
.01 


.37 
.01 


.05 
.32 
.64 


.03 


.18 
.02 


.20 
.05 


.02 
.01 


.23 
.29 


< 
I- 

o 


.24 
.14 


.07 
.03 
.40 
.21 
.69 
.10 
.49 
.08 
,03 
.10 
.15 
L.27 
.13 
.18 
.17 
.09 
.10 
.16 
.85 
.10 


.18 
.01 
.95 
.03 
1.00 
.06 
.31 


.05 
.83 
.03 
.01 
.33 
.18 
.06 


.60 
.06 
.10 
.50 
.08 
.05 
.05 
.05 
.02 
.28 
.44 
.53 
.29 
.15 
.20 
.01 
.23 
.96 
.21 
.14 
.04 
.20 
.58 
.03 
.20 


.40 

1.50 

.98 

1.34 

2.03 

1.98 

1.64 

1.70 

1.56 

1.48 

1.74 

1.51 

.64 

.58 

1.30 

2.44 

.76 

2.41 

1.56 

.80 

1.71 

3.27 

1,45 

.98 

.50 

3.00 
.75 
.22 
.50 
.36 


/ 


PENNSYLVANIA 
JUNE  1948 


STATION 


ERIE  AIRPORT  6x 

EVERETT 

FORD  CITY  4  S  // 

FRANKLIN 

GETTYSBURG  1  S 

GLENCQE 

GLEN   ROCK 

GOOD  SPRINGS  1  NW 

GREENSBURG  2  E  HIGHWAY  SHED 

HARRISBUHG  3  S  WB  AIRPORT 

HAWLEY  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLLLDAYSBURG 

HOLTWOOD 

HOME 

HONESDALE  6  N  TANNERS  FALLS  // 

HUNTSDALE 

INDIANA  2  SE 

JACKSON    SUIOIIT 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

KANk.  5  SE 

KIRKWOOD  1  SW 

LAMPETER  SCS  1  A 

LANCASTER  2  NE  FILTER  PLANT 

LAURELTON  STATE  VILLAGE 

LEBANON  3  SW 

LEHIGHTON 

LEWISTOWN 

LOCK  HAVEN 

MARIENVILLE 

MARTINSBUKG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MEADVILLE  1  S 

MEDIX  RUN 

MERCER  5  NE  WB  AIRPORT  6x 

MERCER 

MILAN 

MILLERSBUHG  2  E 

MILLVILLE 

MONROE  FURNACE 

MONTROSE 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

MOUNT  UNION  1  NW  // 

MURRYSVILLE 

NEFFS  MILLS  4  NE 

NEW  CASTLE  1  N 

PALMEHTON 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPC»T 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHILLIPSBURG  7  E  WB  AIRPORT 

PHOENIXVILLE  1  E  PUMP  STATION 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUNXSUTAWNEY  2 

PUTNEYVILLE  2  SE 

RAYMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

RIDGWAY 

ROCHESTER  1  N 

SCAM)  I A 

SCRANTON  WB  CITY 

SELLERSVILLE  2  NW 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HIGHWAY  SHED 

SPRING  GROVE 

STATE  COLLEGE 

STRONGSTOWN 

STROUDSBURG 

SUNBURY 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TOWANDA 

TUNKHANNOCK    1    S 

fUNNELTON   // 

TYRONE    4    NE   BALD   EACLE 

UNION   CITY   1    W 

VANDEHGRIFT  2  W 

WASHINGTON 

WAYNESBUHG  1  E 

WEBSTER  MILLS  3  SW 

WELLSBORO  2  E 

WILLIAMSPORT  4  E  WB  AIRPORT  6 

WILLIAMSPOHT 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 

YOUNGSVILLE 


ALLENS  MILLS 
ALLENTOWN  WB  AIRPORT 
AUSTINBURG  2  W 
BETHLEHEM  LEHIGH  UNIV 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


A.   M.    HOUR    ENDING 


►  .10 

.32       .09       .78 
.07       .05       .01 


.45 
.10 


.01 


.55 
.11 


.20   1.88 
.18      .10 


.01 


.87 
.06 

.35 

.52 
.86 
.75 
.07 


.10   1.10      .03 
.20 

.30      .20 


.01 


.40 
.52 
.06 


.40  .03 
1.06 
.82 
.15 
.01 
.01 
.22 


.10 
.10 
.04 
.34 

.30 

.08 
.29 
.25 
.45 


.22 
.17 


.60 
.20 


8 


.01       .01       .01 
.07       .01 


.04       .01 


.77       .06 


.15 
.01 
.03 
.01  1.08 
»  .02 

.03 
.03 


.52 


.33  * 

*  * 

.  20  . 30 

*  * 
.59  .10 


.68 

.59      .32 


.18 
.52 
.03 
.09 

.02  .08 
.12 

.09      .10 


.20 

.40 
.24 
.08 
.20 
.15 
.08 

.50 


.04 


.10 

.22 

.45 
.02 
.01 
.20 


.13       .62 


.70 
.03 


.24       .10 
.01 


.09       .01 


.01 


.01 
.38 


.03 


.20 


.02 
.03 


.06 
.01 


.02 
.19 


.01 
.01 


.04 
.05 


.01 


.03 


P.   M.    HOUR    ENDING 


.01 
.03 


.01      .29 


1.07 


.01 
.02      .19 


.01 
.01 


.01 


.25 
.02 


.91 
.04 
.03 


.11 
.02 

.25 


10      .25      .01      .54      .26      .04      .01      .17 
.01 

.08 


.57      .15      .10 


.20 
.11 


.01 
.09 


13 
08       .01 


.60      .02 


.42 


.03 

.01 

.09       .01 

*  1.96 
.01 

*  .97 

*  * 

*  .40 


.01 
.01       ,02 


.10 
.49 


.05 
.02 


.45 
.03 
.01 


.55 
.02 


.08 
.04 


.03 
.07 


.35 
.12 
.17 
.23 

.03 
.01 


.22 


.04   1.08 


.02 

* 

.02 

.04 

« 

* 

.23 

.11 

.32 

.04 

1.11 

1.25 

.28 

.42 

.01 

.01 

* 

« 

.80 

.04 
.03 
.01 

.01 
.88 

.08 


.02 
.01 
.11 

.19 


.18 

.16 

1.18 


.67 
.03 
.05 
.16 

.05 
.34 

.31 


.04 
.03 


.02 

.04      .07 


.03      .06      .01 


.05 
.02 

.10 
.02 
.01 
.12 
.60 
.03 
.01 

.82 
.02 
.01 
.02 

.30 
.52 


.37 
.26 

.41 
.01 
.05 

* 
.17 


.04 
.20 
.40 
.11 

.01 


.45 
.05 
.54 


.01 
.08 
.01 


.63 
.50 
.11 

.20 

.01 


.21      .03 
*        1.93 


.08 
.11 
.16 


.57 
.02 


.01 


.15 
.08 
.29 

.20 


.06 


.02 
.07 


.04 
.34 
.02 


.17 
.05 


.18 
.02 

.16 
.30 
.01 

.12 


.05 
.31 
.02 
.02 


.18 


.14 
.05 
.01      .01      .06 

.01       .09 
.63      .03      .16 


.01 


.01 

.03       .03 


.01 

«  •  « 

.01      .01 

»         »         * 
.01       .03 

.08      .02      .02 
.21 
.04 


.01 

.01      .01 

.02      .01      .03 


.02      .01 


.12      .02      .25 
*  .25      * 


.01      .02 


.06  .06 
.43      .10 

.01  .02 

.04      .18  .10 


.10      .01 

.05 

,05      ,05 


.10 
.03 


.10 
.07 

.17 
.15 
.07 
.01 
.16 
.01 


.01 
,02 
.20 

.05 
.06 

.03 
.03 


.03 
.07 
.20 
.05 


.10 

.08 
.01 
.30 
.01 
.05 

.01 


10         II         12 


.11 
.01      .08 


.06      .03 

.22 

.01 
.01  .06 
.10 


.25      .02 


.17      .01 


.01      .01 


.05 


.05 


.03 


.01 
.02 


.96 
.01 


.01 


.01 

.01 
.06      .08      ,40 

,01 


.01 
.46 


,03 
.04 


.03 
.15 
.02 


.10 

.18       .01 


.01 
.01 
.18       .14       .06 


.01  .01 

.20       .10      ,01 


,01       ,08 

*  » 

.02      .01 

.02  .10 
.09  .06 
,03 

,01 

.01 

,01 


,30 
.01 


,03 
,01 


.01 
.16 
.14 


.01 

* 

.02 

.01 
.03 
.04 
.08 


.21 
.01 

.65 
.04 
.01 


.04 


.05 


.13 
.10 


.02 


.01 
.40 


.14 
.01 


.01 


.20 
.06 
.03 


.05 
.14 
.03 
.04 

.05 
.05 

,56 
.11 
.05 
.03 
.18 


.12 


.01 
.15 


.01 
,04 


.07 


.01 


.05 


.01 


.04 
.10 


.04 
.01 


< 

o 


.37 
2.82 

i.es 

.24 
1.10 
1.65 


.01 

.43 
1.32 

1.80 

.01 

1.46 

.06 

.80 

"" 

2.71 

1.66 

1.32 

.08 

1.34 

2.10 

4.09 

.28 

.27 

2.30 

.11 

.14 

1.48 

.13 
.02 


.50 


.04 
.03 


.12 
.05 


.25 


,27 
,03 
.03 
.02 
.10 


04 

• 

25 

.05 

.21 

06 

.02 

14 

.12 

.05 

.04 


.02 


.38 


.03 


.33 


.18 
.16 


.03      .02 


.02 
,06 


,01       . 
.07 
.15 
.02 

.06      .03 


,02       ,01       ,09 
.01  .16 

.14       .04 

.07  . 20 

.02 

.30 


.02 
.23 
.20 


.01      .01 


.01 


.01 


.58 
,96 


.10 
.26 
.28 


,58 
.01 


.01 

.01 
.26 


.78 


.01 
.01 


.01 


,02 
.16 


,02 


,17 


.01 
.01 


.14 
.01 


.60 

.01      .02 


.14 


,03 


,10 
,23 


,01 

,08       .01 


.06 


.02       .03 


20th 


.01 
.01 


.34 


.10       .24 
.05       .47 


.16 


,37 
,30 


,16 
.24 


.01       ,17       ,03       .01 


.02       .02 


.01 


See  reference  notes  folloT»lng  Station  Index 
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.08 


.08 
.20 
,03 
,40 
.05 


.03 
.20 


.01 


.02 
.17 
.02 
.29 
.08 
.07 
.37 

.21 


,01 
,12 
,02 

.13 
.07 
.04 


.01 
.07 


.02 

.03 

,07 

* 

,06 

,29 

.39 

.05 


.02 


.10 
.02 


.06 

.01   .01 

.27 


.10 


.05   ,28 


,06 


.09 


.01 
.68 
.14 


.03 
.06 
.01 
.02 
.18 

.04 
.03 


.04 


.10 


.01 
.07 


,25 
.05 


,40 


,20 

.05 
.08 


.01 


.12 
.05 

.03 
.16 
.01 


.03 


.09 
.18 
.01 


.01 
.01 


.13 
.16 


,03 
.04 

,02 


75 

35 

58 

21 

20 

,13 

.42 

2.69 

2.81 

.17 

1.50 

1.38 

.51 

.40 

1.13 

1,86 

1.46 

2.08 

.88 

1.76 

.77 

.93 

.60 

.80 

1.32i 

1.03' 

.96 

2.09 

1.32 

1.02 

2.23 

.68 

.76 

.89 

1.08 

1.25 

.80 

1.42 

1.25 

.44 

1.77 

.10 

1.78 

1.53 

2.63 

.3C 

.22 

.9: 

1.38 
4.11 
1.4i 
1.6< 
1.5^ 
1.0! 

.5: 

.3: 

1.11 

1.51 
2.2' 

.0; 

1.21 
1.7 

,2 
1,5 

,3 
1,4 
1.6 

,8 
2.0 
1,3 


TABLE    4 -Continued 
HOURLY    PRECIPITATION 


STATION 


PENNSYLVANIA 
JUNE  1948 


A.   M.    HOUR    ENDING 


BOSWSLL 

BUCKSTOWH 

CARTER   CAMP 

CHARLEROI 

CONKKIXSVILUE  4  N 

DINGUANS  FERRY 

DU  BOIS  7  E 

DUNLO 

DDSHORE 

ERIE  AIRPORT  6i 

rRANKLIN 

GLEN  ROCK 

GOCm  SPRINGS  1  NW 

HATLEY  1  S  WALLEN  DAK 

HEWITT  2  S 

HOLTWOOD 

H0NKSDA1.E  6  N  TAJfNEHS  FALLS  // 

JAMESTOWN  2  NW 

KANE  5  SE 

KIRKWOGD  1  SW 

LAMPETEB  SCS  1  A 

LADRELTON  STATE  VILLAGE 

LEHIGHTON 

LEWISTOWM 

LOCK  HAVES  2 

MARIENVILLE 

MERCEB 

MILLEBSBURG  2  £ 

DILLVILLE 

MONTROSE 

MOUNT  UNION  1  NW  // 

PALMERTON 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITT 

PHOENIXVILLE  1  E  PUMP  STATION 

PINE  GROVE  MIU^  1  S 

PORT  CLINTON 

PUNXSUTAWNEY  2 

RATHOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

SCRANTON  WB  CITY 

SELLEESVILLE  2  NW 

SPRING  GROVE 

STRODDSBURG 

SUNBURY 

SUNBURY  AIRPORT   2    N   6 

TAMAQDA   4    N   STILL   CREEK  DAM 

WIND   GAP   3    SW 

YORK  2  S  FILTER  PLANT 


ADSTINBDRG  2  W 

BLAIN 

CLARION  3  SW 

EVERETT 

FRANKLIN 

HEWITT  2  S 

LAMPETER  SCS  1  A 

MAETINSBlfRG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MERCER 

MONTROSE 

SHADE  GAP 

TITUSVILLE 


ALBION 

ALLENS   MILLS 

ALLEKTOWN  WB   AIRPORT 

ACSTINBURG   2   W 

AVOCA   WILKES-BAREE    SCRANTON   AP   6 

BETHLEHEM   LEHIGH  UNIV 

BLAIN 

BLAIRSVILLE   6    ENE   6 

BL.1EESLEE   CORNERS 

BOSWELL 

BROOKVILLE  AIRPORT  6x 

BUTLER  SUBSTATION 

CANTON  1  NW 

CARTER  CAMP 

CHARLEROI 

CLARION  3  SW 

COALPOBT 

CONFLUENCE  1  SW 

CONNELLSVILLE  4  N 

CRESSON  1  E  SUMMIT 

CURWENSVILLE  6  NW  AIRPORT  6 

DINGMANS  FERRY 

DRIFTWOOD 

DU  BOIS  7  E 

DUNLO 

DUSHORE 

EMPORIUM 

ENGLISH  CENTER 

ERIE  WB  CITY 

ERIE   AIRPORT  6x 

EVERETT 

FORD  CITY  4    S   // 

FRANKLIN 


.13      .04 
•        1.53 


.37 


.66       .06 
.04       .01 


.01 

.01 

.01 

.01 

.02 

* 

.09 

.01 


.02 
.01 


.19 
.01 


.01 


.04      .01 


.01      .01 
.01      .01 


.01 
.01 


.01 
.06 
.01 


.01 
.06 


.01 
.01 


.17 


.06 

.03 

.01 

* 

.22 

* 

« 

*           * 

.01 

.05 

.01 

.01 

.04 

.01 

.10 

, 

.02 

.11 

.04 

.02 

.02 

.01 

.01 

.12 

.30 

.20      .48      .02 


.01 
.03 
.02 
.08 


.02 

.58 


.01 
.02 


.01 


♦  * 


.01      .01 
.11      .01 


.01      .01 
.01 


.02 


.01      .01      .01 
.01 


10 


II 


.01 

.01 

.01  .02 


.01      .01 

.01       .01 


p.   M.    HOUR    ENDING 


.01 


.01      .01 


.01      .01 

.01 
.02 


.01 
.01 


.01 
.01 


,03 


.01 


.01 
.01 


.01  .01 

.01 

.03      .01      .01 


.05 


6 


.01 


12 


.03 


.01      .06 


21st 


.02      .02 


.07      .03      .06 
.13      .01      .03 


.07 
.01 


.01      .02 


.10      .12 


.10      .11      .05 
.01 


.01 

.01      .01      .01 


.04  .30 
.10 
.04 


.04 

.10 
.03 

•  .33      • 

.02      .08      .01 


.03  .04 

*  .12      • 

.02  .10 

.03  .02      .01 
.01 


.03      .01 


.02 


.11      * 
.03       .11 


.10  .08       .02 

.02 

.02  .01       .01 

.01  .06 

*  .07      * 


22d 


.01      .01 


.01 


.32 


.01      .02 
.01  .01 


.01 


.07 


.01 


.02      .07      .02 


.01      .14 


.06      .01 

.08      .03  .01 
.02       .02 

*  .08  » 

.04      .06  .01 

.05  .01 


.01 


.04 


.01 


.03      * 
.01 


.01 


•  .08 

.01      .03      .02 


.02 


.18 


.04 


See   reference   notes   following   Station   Index 
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.01 


*  * 


.02 


.04 

* 
.03 


.02 
♦  * 

.01      .05 


.05      .06 


.08 


.03 


.04 


.03 


• 

.05 

* 

.08 

.06 

* 

.01 

.15 

.01 

.04 

.03 
.18 

.02 


.01 
.01 


.06      .08 


.02 


< 
I- 

o 


.02 
.04 
.03 
.03 
.06 
.17 
1.S3 
.06 
.01 

.04 
.29 
.73 
.06 


.21 
.02 
.02 
.02 
.12 


.04 
.14 
.01 
.03 
.04 


.17 
1.48 


.02 
.01 


.04 


.53 

.20 

.25 

.26 

.46 

.23 

.10 

.08 

.22 

.08 

.30 

.21 

.36 

,03 

.11 

.29 

.24 

,05 

.15 

.06 

.19 

.35 

.16 

« 

.04 

.61 

.12 

,08 

,27 

,40 

.03 

.07 

.42 


/ 

fill 


PENNSYLVANIA 
JUNE  1948 


STATION 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


A.   M.    HOUR    ENDING 


GLENCOE 

GOOD  SPRINGS  1  NW 

GEEEHSBDRG  2  E  HIGHWAY  SHED 

HAHBISBUEG  3  S  HB  AIRPORT 

HAWLEY  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLLIDATSBURG 

HOUE 

HONESDALE  6  N  TANNERS  FAUiS  // 

INDIANA  2  S£ 

JACKSON  SmOJIT 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

KANE  5  SE 

LAMPETER  SCS  1  A 

LANCASTER  2  NE  FILTER  PLANT 

LEBANON  3  EW 

LEHIGHTON 

LEWISTOWN 

LOCK  HAVEN  2 

MARIENVILLE 

MARTIHSBUKG 

MAETINSBDEG  BLAIR  CO  AIRPORT  6 

MEADVILLE  1  S 

MEDIX  Rim 

MERCER  5  NE  WB  AIRPORT  6x 

UERCER 

MILAN 

MILLERSBURG  2  E 

MILLYILLE 

MONROE  FURNACE 

MONTROSE 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

MDHRYSVILLE 

NEFFS  MILLS  4  NE 

NEW  CASTLE  1  N 

PALMEBTON 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHILLIPSBDBG  7  E  WB  AIRPORT 

PHOENIXVILLE  1  E  PCMP  STATION 

PIKES  CHEEK 

PINE  GROVE  MILLS  1  S 

PITTSBOBGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUNXSUTAWNEY  2 

PUTNEYVILLE  2  SE 

RAYMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

RIDGWAY 

ROCHESTER  1  N 

SCANDIA 

SCRANTON  WB  CITY 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPOBT  HIGHWAY  SHED 

STATE  COLLEGE 

STRONGSTOWN 

STROODSBUHG 

SUNBURY 

SUNBURY  AIRPC«T  2  N  6 

TAMAQDA  4  N  STILL  CREEK  DAM 

TIOHESTA  2  BE  DAM  // 

TITUSVILLE 

TOWANDA 

TUNKHANNOGK  1  S 

TUNNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VANDEBGRIFT  2  W 

WASHINGTON 

WAYNESBUHG  1  E 

WELLSBORO  2  E 

WILLIAMSPORT  4  E  WB  AIRPORT  6 

WILLIAMSPOHT 

WIND  GAP  3  SW 

YOUNGSVILLE 


ALBION 

ALLENTOWN  WB  AIRPORT 

AUSTINBURG  2  W 

AVOCA  WILKES-BARHE  SCRANTON  AP  6 

BETHLEHEM  LEHIGH  UNIV 

BLAIRSVILLE  6  ENE  6 

BLAKBSLEE  CCHNERB 

BOSWELL 

BUCKSTOWH 

BUTLER  SUBSTATION 

CANTON  1  NW 

CARTER  CAMP 

CHAHLEROI 

DINGMANS  FERRY 

DRIFTWOOD 

DU  BOIS  7  E 

DUNLO 

DUSHOEE 

EMPORIUM 

ENGLISH  CENTER 


.09       .35 


.01 
.30 


.17 
.05 


.04       .06       .06 


8 


.05       .01 

.02       .04       .07 


.03 

.07      .06      .07 


.10      .28      .21      .01 

.05       .05 


.11 
.03      .12 


.01 


.01      .02 

»  » 


.06  .01 

.10      .02      .03 


.03 


.02      .01 
,05      .23 


.04 


10 


.01       .03 


.07 
.04       .03       .02 


P.   M.    HOUR    ENDING 


.02 
.04 


.02 
.05 


.30 
.01 
.01 


.12      .07      .02 


.01  .01 
.04  .04 
.01      .01 


.03 

.07      .01 


.07 
.02 
.01 


.02      .08 


.02 
.02      .01 


.01      .05 
.01      .03 


.05 
.01 


.01 


.50      .18 

.93 

.04      .03 


.10 


.01 


.01 

.01  .04 
.01  .01 
.10 


.03 

.02  .24 

.01    I  .01  .02 

*  *  .36      » 


.05 
.03      .07 


.01 
.05 


.07 
.01 

.03 


.08 
.20 
.03 


.03 


.02 


.01 

.02 

.02 

* 

* 

.03 

.02 

.08 

.11 

.04 

.07 

.08 

.02 

.04 

.03 

.10 


.01 


.02 


.10 

.07  .01 

.20  .30 

.01  .27 


.01 
.01 


.07 


.32      .02 
.27      .01 


.02      .01 


.08    .05  .oe 

.05      .05 

.09 

.01      .01  .04 

*  *  « 

.01 

.06      .01  .01 

.08  .02 

.30       .28  .02 
.01 


.02  .05  .04 

.02 

*  .07  * 

.44  .06 

.02  .01 

. 10  .03  .01 

.30  .02  .05 


.02      .01 

.06      .01 
.01 
.01      .03      .01 


.05  .05      .05 

.15  .02 

.05  .04 

.01 

»  *  * 

.01 


.04      .12 

*  * 

.14 


.01  .03 

.06      .01 

.01 

»  .22      • 

.03 

.03 
.06  .06 
.01      .01 

.02 
.08      .04 


.02      .04      .04 
.     .03 


.02      .01 


10 


12 


.20 
.09 


.02 


.07 
.01 


.01 


.03 
.06 


.12 


.03 
.01 


.02 


.01 


.01 
.68 


.01 


.01 
.07 


.08 
.07 


.93 

.01 


.11 


.05      .01      .01 
I  .02 
.13   I 


.01 


.19 


.01      .03 

*  » 


.01 
.01 


,04      .02 


.01      .03 


.04 

*  .06      » 

.02      .06      .04 

.15 

.18      .20 


.10      .27      .06 


.01  .01 

.03  .03      .05    !  .04 

.01  .03      .02    I  .01      .03      .01 
.06 


,05      .05      .01 
,01 


.01 


.01 


.10 


►  .07 

.02      .01 


.02 
.03      .03 


.02 
.10 


23d 


.01 

.40 

.05 

.01 

.01 

.22 

.10 

.03 

.01 

.10 

.50 

.15 

.05 

.03 

.01 

* 

.01 

.21 
.01 

.04 

.01 

.13 

.23 

.14 

.33 

.04 

.35 

.05 
.26 

.02 

.03 
.32 


.10 
.25 
.01 


.43 


.01 


,29      .04 


< 

o 


.60 


.39 


.01 


.01 
.05 


See  reference  notes  following  Station  Index 
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.90 
.13 
.93 
.09 
.34 

.27 
.14 
.40 
.20 
.42 
.84 
.11 
.20 


.02 

.18 

.39 

.21 

.06 

* 

.03 

.09 

.67 

.15 

.42 

.23 

.40 

.26 


.22 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


STATION 


ERIE   WB   CITY 

ERIK    AIRPORT   6x 

GLKNCOE 

HAWLKY  1  S  WALLEN  DAH 

HEWITT  2  S 

HONBSDALE  6  N  TANNERS  FALLS  // 

JACKSON    SUIOIIT 

JOHNSTOlfN   2 

KANE    5    SE 

LAMPETER    SCS    1    A 

LKHIGHTON 

MARIKNVILLE 

HARTINSBDRG 

MARTINSBOBG  BLAIR  CO  AIRPORT  6 

MEADVIIXE  1  S 

ICSDIX  RUN 

ILAN 
MILLVILLE 
MONTROSE 

MOITNT  POCONO  2  N  WB  AIRPORT  // 
MOnNT  UNION  I  NW  // 
PARK  PLACE  1  NW  WB  AIRPORT  6 
PIKES  CREEK 
PINE  GROVE  MILLS  1  S 
PLEASANT  MOUNT  1  W 
PORT  CLINTON 
RAYMOND 

READING  WB  CITY 
RENOVO  6  S  STATE  CAMP 
RIDGWAY 
SCANDIA 

SCRANTON  WB  CITY 
SELLKRSVILLE  2  NW 
SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 
SMETHPORT  HIGHWAY  SHED 
STRONGSTOWN 
STRODDSBURG 
TOWANDA 

TUNKHANNOCK  1  S 
ONION  CITY  1  W 
WAYNESBUBG  1  E 
WELLSBOBO  2  E 
WILLIAMSPORT  4 
WILLIAMSPORT 
WIND  GAP  3  SW 
YOUNGSVILLE 


PENNSYLVANIA 
JUNE  1948 


A.   M.    HOUR    ENDING 


.01      .24    1.29 

•  .15      * 


.01       .04 


.34 


.01 

•  * 


*  *  « 


.02      .01 
.17 

»  * 

.01 


10 


.02 
.01      .03 


.01      .05      .06 

*  *  » 


*        1.73 

.01       .02 


.01      .17 
.09      .06      .05 


.17      .18 


*  «  * 


.03 


.05      .06 

*  « 

.01 


P.  M.    HOUR    ENDING 


.01  .04 

.02       .24       .26 


.15      .06 
.08 


*  ♦  • 


.01      .01 


.09      .28 


.12       .09      .01 


.08      .02      .18 
.02       .01 


•  •  * 


E    WB  AIRPORT   6 


ALBION 

ALLENS   MILLS 

ALLENTOWN  WB   AIRPORT 

AVOCA   WILKES-BAHRE    SCRANTON   AP  6 

BETHLEHEM   LEHIGH    UNIV 

BLAIN 

BLAIHSVILLE   6    ENE   6 

BLAKESLEE   CORNERS 

BOSWELL 

BROOKTILLE   AIRPORT   6 

BUCKSTOWN 

BUTLER   SUBSTATION 

;ANT0N  1  NW 

:AHTKR  CAMP 

:hambkrsburg 
;hahleroi 
;larion  3  SW 

;0ALP08T 
;OATESVILLE    1    SW 

;onfluence  i  sw 

:0NNELLSVILLE  4  N 
;RESS0N  1  E  SUMMIT 

rurwensville  6  nw  airport  6 

)ingmans  ferry 

jriftwogd 

>D   BOIS    7   E 

lUNLO 

lUSHORE 

:mporiom 

:NGLISH   CENTER 

'ORD   CITY  DAM  4 

■RANKLIN 

lETTYSBUHG    1    S 

iLENCOE 

LEN  ROCK 

OOD   SPRINGS    1 

REENSBUEG   2   E 

AWLEY    1    S   WALLEN  DAM 

EfITT   2    S 

OLLIDAYSBUEG 

OLTWOOD 

OME 

ONE  SD ALE  6  N  TANNERS  FALLS  // 

UNTSDALE 

NDIANA  2  SE 

ACKSON  SUMMIT 

OHNSTOWN  2 

ANE  5  SE 

IRKWOOD  1  SW 

IMPETEH  SCS  1  A 

EBANON  3  SW 

EHIGHTON 

EWISTOWN 

IRIENVILLE 

IBTINSBURG 


.02   .03 

.01   .04 


.07   .10   .12 

.01   .01 


.04 


.05   .20  1.01 

.01 
.01 
.01   .01   .06 


.27   .20 


13 
L,03   .13 


.02 


.01   .16 
.12 


.02 


.77   .38   .02 

.01 

.02   .12 

.01 

.01 

.02   .18   .22 


.12   .01 


.02   .02 
.05   .31   .02 


.01  .20  .06 
.09  .02  .01 
.20   .08 


.13   .01 
»    •    » 
.08   .03 

.12 


.01 


.01 


12 


»    »    • 
.02   .01 

*    *    » 


•    * 
.01 


.02 


.07 


•    •    • 


.01 


•    »    » 


.01 


.12 
.01 
.01 


.01 


.03 


.07 


s  // 


NW 

HIGHWAY  SHED 


24th 


.02 


.01 


.01 


.43 
.10 
.17 
,09 


.03 

.01 


.64 


.20 


.08 
.13 


.01 


.05   .06 


.03 


.08 
.07 


.03 
.07 


,05 
,20 


.08 
.05 


.05 
.02 


.70 

* 

.04 

.15 

.12 

* 

.05 

.60 
.01 

4 

.02 

* 

.01 

.01 
.02 

.02 
.05 

.07 

.02 
.38 

* 

♦ 

.50 

* 

.23 
.05 

♦ 

.18 
.04 
.04 


.07 


.05   .06 
.03 

.01 

.01   .14 
.01 


,10 
,50 
,12 
,47 

,20 
,01 


.01 
.01 


.01 


.01 
.01 
.08 


See  reference  notes  following  Station  Index 
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.01 
.03 


.20 
.02 


.01 
.01 


.01 
.08 

.01 
.01 


.01 
.01 
.41 
.01 

.10 
.01 

.84 
.01 


.09 


.11 

.69 

.01 
.74 
.10 


.02 


.10 


.15 
.21 


.01 
.07 


.05 


.37 
.03 


,04 


.17   .04 


,17 
,18 


.92 


.05 


.01 


,01   .01 


,07 


.26 

.15   .03 
►    *    • 
.20   .03   .01  I ,01       .01 


< 

o 


1.88 

1.73 

,36 

.57 

,46 
.30 
.39 
.40 


.01 

* 

.03 

,07 

.02 

,13 

.15 


.38 
.03 
.01 
.22 
.02 
.33 
.17 
1,21 
.01 
,12 
,17 
2.47 
.4« 
.06 
.02 
.08 
1.17 
.03 
.40 
.27 
.30 
.76 
.03 
.56 
.07 
.11 
.19 


.02 

.82 

.20 

.41 

.07 

.17 

.62 

.78 

.40 

.87 

.40 

.72 

.19 

.15 

.02 

,46 

,63 

.34 

.40 

.10 

,31 

.15 

,73 

.27 

,57 

.74 

^2 

.38 

.22 

.21 

.50 

.19 

.03 

.10 

.28 

.15 

.45 

.02 


.12 
,23 
.84 
.52 
.12 
.53 
.06 
.60 
.27 
.18 


/• 


jiynyil 

™PI! 

■  'I 
Mill 

naUJI 


5V 
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TABLE    4  — Continued 
HOURLY    PRECIPITATION 


STATION 


MABTINSBDRG  BLAIR  CO  AIRPORT  6 

HEADVILLE  1  S 

MED  IX  RUN 

MERCER  5  NE  WB  AIRPORT  651 

MERCER 

MILLERSBUBG  2  E 

MILLVILLE 

MONROE  FURNACE 

MONTBOBE 

MOUNT  POCOHO  2  N  WB  AIRPORT  // 

MOUNT  UNION  1  NW 

MURRYSVILLE 

NEFFS  MILLS  4  NE 

NETT  CASTLE  1  N 

PALMEETON 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHILLIPSBBRG  7  E  WB  AIRPORT 

PHOEUIXVILLE  1  E  PUMP  STATION 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUNXSUTAWNEY  2 

POTNEYVILLE  2  SE 

RAYMOND 

RENOYO  6  S  STATE  CAMP 

RIDGWAY 

ROCHESTER  1  N 

SCANDIA 

SCRANTON  WB  CITY 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HIGHWAY  SHED 

SPRING  GROVE 

STATE  COLLEGE 

STRONGSTOWN 

STROUDSBDHG 

SUNBURY 

SUNBURY  AIRPORT  2  N  6 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TOWANDA 

TUNKHANNOCK  1  S 

TUNNELTON  // 

TYRCaiE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VANDERGRIFT  2  W 

WASHINGTON 

WAYNESBURG  1  E 

WEBSTER  HILLS  3  SW 

WELLSBORO  2  E 

WILLIAMSPORT  4  E  WB  AIRPORT  6 

WILLIAMSPORT 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 

YODNGSVILLE 


BLAIRSVILLE  6  ENE  6 

BOS  WELL 

CANTON  1  NW 

COALPORT 

CONNELLSVILLE  4  N 

EMPORIUM 

HEWITT  2  S 

JOHNSTOWN  2 

LAMPETER  SCS  1  A 

MONROE  FURNACE 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILLIPSBURG  7  E  WB  AIRPORT 

PINE  GROVE  HILLS  1  S 

RIDGWAY 

SMETHPORT  HIGHWAY  SHED 

STATE  COLLEGE 

TYRONE  4  NE  BALD  EAGLE 

WASHINGTON 


ALBION 

SLAIN 

BLAIRSVILLE  6  ENE  6 

BOSWELL 

BUCKSTOWK 

BUTLER  SUBSTATION 

CHAMBERSBURG 

CHARLEROI 

CLARION  3  SW 

COALPORT 

CONFLUENCE  1  SW 

CONNELLSVILLE  4  N 

CRESSON  1  E  SUMMIT 

DUNLO 

EVERETT 

GETTYSBURG  1  8 

GLENCOE 

GLEN  ROCK 

GREENSBURC  2  E  HIGHWAY  SHED 


A.  M.    HOUR   ENDING 

4        5       < 


8 


10 


P.   M.    HOU«    ENDING 


.02    .01    .01 


.01 


.01 
.01 


.19 
.01 


.02      .20 


.01      .01 
.61 


.48 
.70      .03      .02 

.33      .08 

* 

.01      .02 


.43 
.11 
.06 

.63 

.24 

.23      .05      .21 


.25      .05 
.25      .01      .02 


.02 

.03      .07      .01 

.02 

.04 


.11 

.42      .15 


.01      .01  .01 

*  *  * 

.06  .01 

.30  .33 

.21  .01 

.01 

.01      .02 


8 


.12 


.02 


.16 


.20 


.04      .12 


.13 

.21      .09      .02 

.40 

.19      .03 

.02 

.16      .17      .03 


.05      .06 

.12 
.21      .20      .02 
.03 


.13 

.04 

.09 

.02      .02 

.15      .04 

*  *  * 

.10 
.08      .15 
.02       .22      .07 

.17  .01 
.30 
.06 

.24      .19 

.04      .02 
.23      .10 

.20      .02 
.12      .15      .01 


10 


.01 


.20 
.25 


.06 


.02 

.09      .11 


.32      * 
.20      • 


.01      .01      .01 

.01 

.01      .03 

.01      .17 
.23      .01 

.01 
*  .04 

.02      .32 

.32      .10 
.21      .12 


.22 
.07      .03      .08 


.01      .04 

*  •  » 

.01  .14 

.01 


.01 


*  .06 

*  .02 

*  * 
.05 


.03 


.09 


< 

o 


.02 


03 

.01 

.13 

06 

.06 

23 

.03 

01 

.01      .01      .01 
.04 


.01 


.01 


.02 


.35 
.01 


25th 


.01     .01     .01 


•  .07 

.13 

.02 

.01      .10      .14 

.10  .08 

.10 

.01 
*  .06 

.13      .02 


.02 


.02 

.02      .02 


26th 


.01      .02 


.01      .01 


.01 


.03      .01      .01 


.01       .01 


.01      .08 
.04 


.01      .01 


.01 
.20      .06      .01 


.02      .01 


.02 


.01 

.05      .05 


.01 
.06 


.02 


.66 
.22 


.50      .30 

»  » 

.03 


,32       .02 

»  * 

.02 


* 

.10 

.01 

.08 
.10 
.13 

.01 
.36 

« 

•            .1 

* 

.30 

* 

.02 

.08 

.02 

* 

«           * 

.03 

.07 

.02 

* 
.06 

.02 

* 

.01 

.09 
.28 
.12 

.02 

.31 

.01 

See  reference  notes  following  Station  Index 
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TABLE    4  — Continued 


HOURLY 

PRECIPITATION 

PENNSY 

.VA,.  ,■. 

HO 

JUNE  1!-'4H 

STATION 

A.   M. 

\ 1 1 1 1 

UR   ENDING 

P. 

M.    HOUR    ENDING 

< 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7        T 

9 

10 

II       12 

-      h- 
O 

HARRISBURG  3   S  WB  AIRPORT 

1 1 

HAWLKY    1    S    WALLEN    UAH 

.01 

.01 

HEwrn-  2  S 

-       -       _ 

.18 

.01 

.01      .021    ;22 

BOl.LIDAYSBURG 

-                -                - 

-                -                _ 

- 

- 

-        -        - 

_ 

HOUE 

.30 

.30 

HUNTSDALE 

.01 1 

.01 

JOHNSTOWN   2 

.02      .01 

.03 

UUJPETER   SCS    1    A 

-       _       - 

.10      .13      .02 

.05      .10 

.40 

LEW  I STOWN 

~        ~        ~ 

-                -                _ 

"        -       - 

- 

- 

-        -       _ 

_           _           _ 

MARTINSBURG 

.03|    ,01 

.04 

MARTINSHURG   BLAIR   CO   AIRPORT   6 

.04      .01|     .02 

.07 

MONROE    FURNACE 

* 

* 

*           • 

•            ..08 

.08 

MOUNT    UNION    1    NW    // 

.03 

.02 

,05 

ICURRYSVILLE 

.8S|    .10 

.98 

NEFFS   MILLS   4   NE 

.51 

.45      .201    .01                  .061     .02 

1.25 

PARKERS   LANDING    1    E 

, 10 1    ,04 

.01 

.01 

.16 

PINE   GROVE   MILLS    1    S 

.01       .02      .0] 

.01 

.05 

PITTSBURGH    7   SE   WB  AIRPORT   // 

.04      .06 

.10 

PITTSBURGH  WB  CITY 

.30      .06 

.01       .02 

.39 

RIDGWAY 

.38 

.19      .01 

.01       .02 

.61 

ROCHESTER    1   N 

*           « 

* 

*           * 

♦            .08 

.08 

SHADE    GAP 

.02 

-02 

.02      .01 

.07 

SPRING  GROVE 

.50 

.40      .17 

.01                   .01 

.01 

1.10 

STATE  COLLEGE 

.02      .14       .02 

.18 

STRONGSTOWN 

_       _       _ 

.06 

.24 

.30 

TUNKHANNOCK   1    S 

~        ~        ~ 

-                _                _ 

-           -           - 

- 

- 

-           _           _ 

_           _           _ 

TirNNELTON   // 

-        -        - 

-                _                _ 

-           -          - 

- 

- 

-           -           _ 

-           -           - 

TYRONE    4    NE    BALD   EAGLE 

,05 

.09      .02 

.01                   .02 

.28 

.47 

WEBSTER    MILLS    3    SW 

.35 

.35 

WILLIAMSPORT   4   E   WB  AIRPORT  6 

1.12      .05 

1.17 

WILLIAMSPORT 

.01                   .01 

* 

•           * 
.01 

*           .01 

.01 
.03 

27th 

ALBION 

ALLENS   MILLS 

.21 

.01 

.02 

.01 

.03 

ALLENTOWN   WB   AIRPORT 

.02      .02      .01 

.22 

AUSTINBURG    2    W 

.4V0CA   WILKES-BAHRE   SCRANTON  AP   6 

.09 

.16 

.35 

.40 

.25 

BETHLEHEM  LEHIGH   UNIV 

.11      .01 

* 

♦           ♦           # 

*           ,89      » 

* 

*           * 

*           .41      * 

*          *           .48 

1.78 

BLAKESLEE  CORNERS 

.36 

.48 

BOSWELL 
BUCKSTOWN 
CANTON    1    NW 

.04 
.01                  .02 

.01 

.03      .17 

.20 
.04 
.04 
.83 

CARTER   CAMP 

.01 
.28      .05      .22 

.27      .25      .05 

.05 

CHAJJEERSBURG 

.55 

CHARLEROI 

*           *           * 

*        *        * 

»           *           * 

.17 

.17 

COATESVILLE    X    SW 

*           *           * 

*           *           * 

* 

•           * 

*           *           * 

*           *           * 

* 

CONFLUENCE    1    SW 

.01      .22 

,01 

.04      .50 

.78 

CONNELI.SVILLE  4   N 

.06 

.07 

,13 

CRESSON   1    E   SUMMIT 

.01 

.01      .01 

.03 

DINGMANS    FERRY 

,03 

.03 

DRIFTWOOD 
DU   BOIS    7   E 
DUNLO 

.20 

*           * 

.01 
.06 

*           *           * 

.01      .10      .15 
*           .14 

.02 

.01      .01 

.50      .02 

.33 
.26 
.14 

DUSHOBE 

.01 

.01 

1.34 

.63 

EMPORIUM 

.40      .80 

.10      .02       .01 

.01 

ENGLISH  CENTER 

.60 

.01      .01      .01 

ERIE   WB  CITY 

.76 

.02 

.78 

ERIE  AIRPORT  6x 

.02 

.03      .20      .10 

.35 

EVERETT 

* 

•           ♦           * 

.16 

FORD  CITY  4    S   // 

.05 

.15 

.15 

FRANKLIN 

.29 

.05 

3LENC0E 

.29 

3LEN   ROCK 

.09 

.01 

.03      .01 

.05 

MOD   SPRINGS    1    NW 

.04 

.13 

JHEENSBURG   2   E   HIGHWAY  SHED 

.01 

.10 

.10 

lAWLEY    1    S    WALLEN   DAM 

.25      .01 

.01      .01 

.03 

lEWITT    2    S 

.02      .18      .04 

.01 

.01 

.18      .07 

.77 

lOLTWOOD 

.02 

~           ~           ~ 

-           _           _ 

-           -           - 

- 

- 

_          _          _ 

JONESDALE   6   N  TANNERS   FALLS   // 

.01 

.03 

lACKSON   SUMMIT 
r.UtESTOWN    2    NW 

.01 

.02      .10      .05 

.40 
.10      .01       .01 

.05      .03 

.08      .02      .02 

.60 
.30 

CANE    5    SE 
-AMPETER   SCS    1   A 

.01      .09 

.19 

.14 

.33 
.10 

j;highton 

-          -           _ 

-           _           _ 

-           -           - 

-          -          - 

_ 

_ 

_          _          _ 

^W I  STOWN 

.56       .02 

.58 

,0CK  HAVEN   2 

.46      .01      .01 

.48 

lARIENVILLE 

*           *           * 

*           •           * 
.02 

.34      .01 

.35 

(EADVILLE    1    S 

*           *           ♦ 

*           *           * 

*           *           * 

* 

«          * 

*           *           * 

•           *           » 

* 

ED IX   RUN 

.40 

.10 

.52 
.15 
.23 
.04 
.53 
1.40 
.05 
.60 

lERCER   5   NE  WB  AIRPORT  6x 

lERCER 
ILAN 

* 

*           •           * 
.04 

.13 
*           .22 

.01       .01 

» 

*          •           .01 

ILLVILLE 

*           *           * 

*          *          * 

.01 

.03      .21       .06 

,01 

.07 

.01      .01 

.12 

ONROE    FURNACE 

*           *           * 

•           *           * 

*         1.40 

ONTROSE 

.04 

.01 

OUNT  POCONO   2    N  WB  AIRPORT   // 

.16 

.14 

.15 

.05                 .10 

lEFFS   MILLS   4    NE 

.23      .12      .11 

.14 

.05   1.06 

1.71 
.19 
.63 

ALMERTON 

.01      .17 

.01 

ARK  PLACE    1  NW  WB  AIRPORT  6 

.63 

HILADELPHIA   WB  AIRPORT 

.06 

* 

*           ♦           * 

*           .15      * 

* 

t         * 

•           .15 

.30 

HILADELPHIA  POINT  BREEZE 

.02      .03 

.02      .01 

.09 

HILADELPHIA  WB  CITY 

.03 

.01 

.06 

HILLIPSBURG   7  E   WB  AIRPORT 

.01 

!o4 
.10 

HOENIXVILLE    1    E    PUMP    STATION 

.10 

IKES  CREEK 

.23 

16      .01 

.01 

.41 

.50 

.01 

.65 

.02 

.35 

.78 

.03 

* 

.06 

INE   GROVE   MILLS  1    S 

.23 

.19      .08 

LEASANT   MOUNT   1    W     . 

.20 

.01 

ORT  CLINTON 

.01 

.01      .22 

.01                 .01 

.17 

.02 

AYMOND 

EADING   WB  CITY 

.07      .01      .27 

.01      .01 

ENOVO  6   S   STATE  CAMP 

.20 

.58 

IDGWAY 

.03 

CANDIA 

.05 
See  refe 

>renrA    nntt^a    -Pr»l 

Invilntr     R-t-a4-4».. 

*          * 

*         *         • 
.01 

/ 


m^ 
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TABLE    4  — Continued 
HOURLY    PRECIPITATION 


STATION 


SCEAMTOH  WB   CITY 

SHEFFIELD  6  W  CHEEBT  GSOTE 

SMETHPORT  HIGHWAY  SHED 

SPRIHG  GBOVE 

STATE  COLLEGE 

STROHGSTOmi 

STEODDSBUBG 

SUNBURY  AlBPOET  2  N  6 

TAMAQUA  4  N  STILL  CHEEK  DAM 

TIONESTA  2  SE  DAJJ  // 

TITUSVILLE 

TOWAHDA 

TONKHAMHOCK  1  S 

nSION  CITY  1  W 

WAYUESBDEG  1  E 

WEBSTEB  HILLS  3  SW 

WELLSBOaO  2  E 

WILLIAMSPORT  4  E  WB  AIRPORT  6 

WILLIAIKPORT 

WIND  GAP  3  SW 

YOUNGS  V I LLE 


ALLENTOWN  WB  AIRPtHlT 

BETHLEHEM  LEHIGH  UHIV 

CHARLEEOI 

CLARION  3  SW 

COATEBVILLE  1  SW 

CONNELLSVILLE  4  N 

DINGMANB  FERRY 

EHPORIDV 

ERIE  AIRPORT  6x 

FRANKLIN 

GOOD  SPRINGS  1  NW 

HAJfLEY  1   S  WALLEN  DAM 

HEWITT  2  S 

HDLTWOOD 

HORESDALE  6  N  TANNERS  FALLS  // 

JACKSON  SinOlIT 

JAMESTOITN  2  NW 

KANE  5  SE 

LAMPETER  SCS  1  A 

LANCASTER  2  NE  FILTER  PLANT 

LEBANON  3  SW 

LEHIGHTON 

MAEIENVILLE 

MEADVILLE  1  S 

MERCER  5  NE  WB  AIRPORT  6x 

MERCER 

MILAN 

MONTROSE 

MOnNT  POCONO  2  N  WB  AIRPORT  // 

HEW  CASTLE  1  N 

PALMEBTON 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHOENIXVILLE  1  E  PITMP  STATION 

PIKES  CREEK 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

READING  WB  CITY 

RIDGWAY 

ROCHESTER  1  N 

SCANDIA 

SELLERBVILLE  2  NW 

SHEFFIELD  6  W  CHERRY  GROVE 

STROKGSTOWN 

STROODSBUBG 

TIOSEBTA  2  SE  DAM  // 

TITUSVilLLE 

TOWANDA 

TUNKHANKOCK  1  9 

UNION  CITY  1  W 

WIND  GAP  3  SW 

YOUNGSVILLE 


ALBION 

ALLENS  MILLS 

ALLENTOWS  WB  AIKPOHT 

AUSTINBDEG  2  W 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAIRSVILLE  6  ENE  6 

BOSWELL 

BROOKVILLE  AIRPORT  6 

BDCKSTOWH 

BUTLER  SUBSTATION 

CARTER  CAMP 

CHAMBERSBURG 

CHARLEBOl 

CLARION  3   SW 

COALPORT 

COATEBVILLE    1    SW 

CONFLUENCE    1    SW 

CONNELLSVILLE   4   N 

CRESSON    1   E   SDHMIT 

CUHWENSVILLB  6   NW  AIRPORT  6 

DRIFTWOOD 

DD   BOIS    7   E 

DUNLO 

EJCPORIUH 


A.   M.    HOUR    ENDING 


8 


.01      .01      .48 


.03 


.02      .01 


.13 


.36 


10 


.01 
.03 


.19      .10 


.11      .04      .26      .01 

*  *  * 


P.   M.    HOUR    ENDING 


I        2       3 


.17      .10 
.49 


.15      .05 


.16 

.01      .48 


.08 
,01 


.09 


.01 

.03      .05 


.07      .01 
.01      .01 


.01 


.18      .02 
.56      .16 


,02      .03      .04 
.09      .03      .01 


»  *  ,18 

.01      .01 
.05  .01 


.28 

.01 


.25 


28tll 


.10 

.01 

* 

.12 

.09 

.28 

4       5       6 


7        8        9 


.03      .44 


.01      .03 


.02 

.03       .02 


.30 
.20      .09      .01 


.10 
.08      .10 


.04      .01      .01 


.01 

*  *  * 


LOO 

.01      .19 
*  .43 


.01 
.01 


.18 
.46      .07 


.92 
.01 


.03      .05 
.16      .01 


.08 
.01 


.30 
1.28      .02 


.01 


12 


.49 
.10 


.39 


,75       .28       .22 


,40       .70 


.12       .07 


.06 


29th 


.56       .01 


.22      .03 

*  »  * 

.27      .01 

.32 

.20 

.05 

.16 
1.00      .02 
.02 

.10 

.11 

2 

.08      .40 


.01 


*  .02 

.10      .14 


.01 
.08 


.38      .30 


.07      ,04 
.40 


.10 


.05 


.02 
.03 


.10 
.72 


.04 
.25 

.10 


.06 

* 

.54 

* 

.06 

.09 

.10 
.05 
.09 
.01 

.13 
.03 

.10 


O 


.20 
.02 

.08 
.06 


.01 
.73 


.01 
.01 


.20      .23 
.08      .01 


.07 
.26 


.23  ,01 
•  1.90 
.66      .23 

* 
.04 
.25      .10 


.73 


,05 

* 

.02 


.37 

.01 

.01 

.06 

.03 

* 

.02 

.18 

.15      .02      .01 
.01      .01 


See  reference  notes  following  Station  Index 
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TABLE    4-Continued 
HOURLY    PRECIPITATION 


STATION 


NW 

HIGHWAY  SHED 

WB  AIRPORT 


ERIK  WB  CITY 

ERIE  AIRPORT  6x 

EVERETT 

FORD  CITY  4  S  // 

FR-^UKLIN 

GETTYSBURG  1  S 

GLENCOE 

GLEN  ROCK 

GOOD  SPRINGS  1 

GREENSBURG  2  E 

HARRISBURG  3  S 

HEWITT  2  S 

HOLLIDAYSBORG 

HOLTWOOD 

HOUE 

HUNTSDALK 

INDIANA    2    SE 

JAMESTOWN    2    NW 

JOHNSTOWN    2 

KANE    3    SE 

KIRKWOOD    1    SW 

LAMPETER    SCS    1    A 

LANCASTER    2    NE    FILTER   PLANT 

LEBANON   3    SW 

tiRIENVILLE 

«ARTINSBURG 

4ARTINSBURG   BLAIR   CO  AIRPORT   6 

£EADVILLE    1    S 

lEDIX    RUN 

ffiRCER    5   NE    WB   AIRPORT   6x 

(ERCER 

IILLERSBURG  2  E 

lOUNT  POCONO  2  N  WB  AIRPORT  // 

nJRRYSVILLE 

fEW  CASTLE  1  N 

>ALMERTON 

'ARKERS  LANDING  1  E 

'HILLIPSBDBG  7  E  WB  AIRPORT 

'HOENIXVILLE  1  E  PUMP  STATION 

•ITTSBURGH  7  SE  WB  AIRPORT  // 

'ITTSBURGH  WB  CITY 

'UNXSUTAWNEY  2 

OTNEYVILLE  2  SE 

ArVIOND 

EADING   WB   CITY 

ENOVO  6    S    STATE   CAMP 

IDGWAY 

OCHESTEE   1    N 

CANDIA 

ELLERSVILLE    2    NW 

HADE   GAP 

HEFFIELD   6    W   CHERRY  GROVE 

HETHPOBT  HIGHWAY   SHED 

PRING   GROVE 

TATE   COLLEGE 

TRONGSTOWN 

rRODDSBURG 

DNBURY 

IWBURY   AIRPORT   2   N  6 

lONESTA   2    SE   DAM   // 

ITtJSVILLE 

3NKHANN0CK   1    S 

WNELTON   // 

raONE   4   NE   BALD   EAGLE 

<ION  CITY   1    W 

UTOEEGRIFT   2    W 

ISHINGTON 

lYNESBURG    1    E 

iBSTER   MILLS    3    SW 

iLLSBORO  2   E 

:ND   gap    3    SW 

)RK  2    S    FILTER  PLANT 

)nNGSVILUE 


£ION 

■LENS   MILLS 

iENTOWK   WB   AIRPORT 

THLEHEM  LEHIGH   CNIV 

JIRSVILLE   6    ENE   6 

IS  WELL 

OOKVILLE   AIRPORT   6 

CKSTOWN 

TLER  SDBSTATION 

ARLEROI 

AfilON  3  SW 

ALPORT 

ATESVILLE  1  SW 

NFLOENCE  1  SW 

NNELLSVILLE   4    N 

ESSON    1    E    SniDlIT 

RWENSVILLE   6    NW   AIRPORT  6 

NGMANS    FERRY 

BOIS    7    E 
IE  AIRPORT   6x 
ERETT 

KD  CITY  4    S   // 
INKLIN 


A.   M.    HOUR    ENDING 


10 


12 


PENNSYLVANIA 
JUNE  1948 


P.  M.    HOUR    ENDING 


.63      .07 


.38      .12 


.10      .01      .01 
.09 


.15      .10      .02 
.65      .06 


.30 


.04 


.23      .10      ,05 

.50 

,21      .09      .02 

.03      .73 


8 


.11 


.19 


.11 
.10 


.08 


.08 
.08 


10 


12 


,01      ,04 


.23 


.12 

*  * 

.03      .03 


.01 
.01 


.20 


01 

07 

10 

.02 

14 

.02 

01 

.01 

01 

*        *        « 


.04 


HIGHWAY  SHED 
WB  AIRPORT 


.24 
.91 


.01 
.09 


,03   .18   .03 


.10   ,12 
.03   .07 

.31 
.02 

.09   ,12 

.17   .10 

.15 

.54 


.02 
,02   .06   .01 


.47 
.05 
.11 

.10 
.08 


.07 
.02 


,03 


.01 
,08 

,02 


.01 
.21 


.11 
.01 


.10   .08 


< 
I- 

O 


.58 
.43 
.82 
.21 
.21 
.20 
.80 
.31 
.08 
.71 
.07 


.01   ,03 


.01 


.05   .01 
.07   .01 


.03 


,37   .14   .01 
►     .05   * 


.01   .09 
.01 


.01 

.93   .05   .05 


.38   .02 
.15   .02 

.11   .03 

.03   .02   .02 
.01   .23 

.57   .02 

.01 

.22  .05 

,67   .05  .08 

.05  .01 


.08 
.07 


.07 
.26 


.05 
.02 


.01 


.25 
.01 

.02 

.07 
.02 
.22 


.09 


.02 
.07 


,07 
,20 


.42 
.02 


.39 
.09 


30th 


.03  • 
.80 


.01   .01   .01 


,10 
,03 
1.04 
,75   .08 


,11 


.82 
,02 
.21 
.13 
.01 
.08 
.02 


.04 

.01 


.02 
.01 


,13 
,25 


.05 
.02 


.01 


.02 
.03 


.01 
.08 


.10   .03 
.31 

.16 


01 

.01 

25 

.05 

.04 
.32 
.01 

01 
.02 


.03 


,03 

.10   ,94 


.07 


,11 


,01 
.02 


.05 
.13 
.20 
.05 


.12 
.04 


.06 
.31 


.01 
,01 


See  reference  notes  following  Station  Index 
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.08   .38   ,04   ,05 


,05 
.29 
,55 
.48 
,61 
.40 
.86 
.12 
.70 

.16 

.06 

.32 

.30 

.30 

.24 

.52 

.30 

.39 

.10 

.02 

.23 

.22 

.04 

.54 

.15 

.18 

.21 

.36 

.55 

.71 

.16 

.16 

.09 

.31 

.59 

.59 

.22 

.38 

.62 

.28 

.83 

.06 

.08 
.05 
.40 
.63 
.24 


.95 
.32 
.27 
.42 
.42 
1.17 
.85 
.03 
.05 
.30 
.11 


.28 

.23 

,08 

.94 

,09 

.03 

,20 

.01 

.11 

.12 

.22 

.02 

.22 

.13 

.31 

.04 

.05 

.16 

.80 

.03 

.06 

.14 

.41 

.10 

.39 

.41 

.01 


.55 


/ 


PENNSYLVANIA 
JUNE  1948 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


STATION 


HOME 

INDIANA  2   SE 

JAMESTOWN  2  Nf 

JOHNSTOWN  2 

KANE  5  SE 

EIREWOOD  1  SW 

LAHPETEB  SCS  1  A 

LANCASTEH  2  NE  FILTER  PLANT 

LEBANON  3  SW 

MARIENVILLE 

HABTINSBDRG  BLAIB  CO  AIRPORT  6 

UEADVILLE  1  6 

UEDIZ  RUN 

MERCER  5  NE  WB  AIRPORT  6 

MERCER 

HILLERSBDBG  2  E 

HODNT  POCONO  2  N  WB  AIRPORT  // 

MTORYSVILLE 

PARKERS  LANDING  1  E 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHILLIPSBURG  7  E  WB  AIRPORT 

PHOENIXVILLE  1  E  PUMP  STATION 

PITTSBURGH  7  SE  ?m  AIRPORT  // 

PITTSBURGH  WB  CITY 

PUNXSDTAWHEY  2 

PUTNEYVILLE  2  SE 

RAYMOND 

READING  WB  CITY 

RIDGWAY 

ROCHESTER  1  N 

SCANDIA 

SELLERSVILLE  2  NW 

SHEFFIELD  6  W  CHERRY  GROVE 

SHETHFORT  MIDWAY  SHED 

SPRING  GROVE 

STATE  COLLEGE 

STR0NGST0W9 

TIONESTA   2  SE  DAM  // 

TITUSVILLE 

TDNKHANNOCK  1  S 

TDNNELTON  // 

UNION  CITY  1  W 

VAKDERGRIFT  2  W 

WASHINGTOX 

nknasBsaa  i  e 

WILLIAMBPORT  4  E  WB  AIRPORT  6 
YORK  2  S  FILTER  PLANT 
YODNGSVILLE 


A.   M.    HOUR    ENDING 


.01 
.01 


.02 
.07 


.01 
.10 


.02      .09 
.15 


,02  .11 
,10  .05 
,12 

,10      .02 
.05 


,01 
.06 


.01 
.05 


08      .01 
.01 


.01 


.11      .01 
.04      .01 


.02 
.01 


.01      .01      .01 


.01      .01      .01 


.01      * 
.01      .02 


.02 
.01      .01      .01 


.01 
,01  .01 


.01 


.06 


P.   M.    HOUR    ENDING 


.01 


.01 


.03 
.20 


f  .22      * 

.13  ,01 


,29 
,05 


.10      .03 


.02 

.03      .01 


.37 

.18 

.04 
.03 

.01      .01 


.06 


.01      .11      .02 


.06 


.05      * 
.09 


.65 
.22 
.92 


.01 


.04 
.64 
.04 
.04 
.05 


.06 
.03 
.07 
.04 


12 


.02 

* 

.01 


.04  .08 
.08  .01 
.01      .07 


< 
I- 

O 


.03      .01      .01 
.10 


.01 

.05 


.10 


.09 
.01 


.15 
.02 
.19 
.04 
.92 
.02 
.70 
.23 
.03 
.01 
.11 
.15 
1.26 
1.05 
1.27 
.08 
.22 
.16 
.15 
.20 
.13 
.05 
.11 
.18 
.11 
.21 
.12 
.21 
.13 
.08 
.01 


DELAYED  DATA 


DECEMBER  1947 
RAYMOND 
RAYMOND 


DD  BOIS  7  E 
RAYMOND 


DU  BOIS  7  E 
RAYMOND 


DO  BOIS  7  E 
RAYMOND 


DU  BOIS  7  E 
RAYMOND 


DD  BOIS  7  E 
RAYMOND 


DU  BOIS  7  E 


DU  BOIS  7  E 
RAYMOND 


DD  BOIS  7  E 
RAYMOND 


DU  BOIS  7  E 
RAYMOND 


,04      .01      .01 
.01      .02      .01 


.01 


01      .01 


.01 
01      .01      .01 


.05      .04      .04 


.01 


.01      .06      .01 
.01      .01 


02      .01 

05      .01      .01 


.01      .01 


,02      .01      .01 


2d 


3d 


4tli 


Sth 

,04       .05      .03    I .06 


.01 


01 

.01 

.01      .01 

6th 

.01 

.02 

7tli 

.01 

.01 

.01 

.05 
.01 

.08 
.03 

.04 
.03 

.01 
.02 

.01 

.01 
.01      .03      .01 


8th 

10th 

I 

nth 

I 

14th 


.02      .01      .02 


.01      .03 
.01 


.01 


.02      .01 


15th 


16th 


26th 


.01      .02      .01 
.02      .01 


.01 


.01 


.01 


.03 
.01      .01 


.10      .05 
.02      .01 


.07      .07      .12 


.07 


.01      .08      .03      .13 


.10      .09 

.07      .16 


See  reference  notes   following  Station  Index 
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STATION 


DECEHBER  1947 


I 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


A.   M.    HOUR    ENDING 


10 


12 


PENNSYLVANIA 
JUNE  1948 


P.   M.    HOUR    ENDING 


8 


10   j    II    I   12 


< 

I- 
O 


DELAYED  DATA 


01   .01 


01   .01   .03 


.03   .03 

.01       .01 


.01   .01 
.01 


.01 


.01 


27th 

.0.1 

28th 

.ox  .01  I  .01 

30th 

.01  j  .01 

31st 

.01 
.01       .01 


.01 


.01 


.01 


.01    .01  .01 


See  reference  notes  following  Station  Index 
-  Ill  - 


.01 


/ 


PENNSYLVANIA 
JUNE  1948 


TABLE  5 
DAILY    TEMPERATURES    (<»  FAHRENHEIT) 


See  reference  notes  following  Station  Index 
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TABLE    5  — Continued 
DAILY    TEMPERATURE    (**FAHRENHE 


T) 


PENNSYLVANIA 
JUNE  1948 


STATION 


DAY  OF  MONTH 


EMPORIUM 

EPHRATA 

ERIE   WB   CITY 

EVERETT 

rARREIX  SHARON 

FORD  CITY  4   S 

FRANKLIN 

FR£DERICESVILL£   1   SE 

FREELAND 

^ORGE   SCHOOL 

KTTTSBURO 

X>RDON 

IREENSBURG  2   SW  FILTER  ST 

SREENVILLE 

lANOVER 

lARRISBURG  3    S   WB  AIRPORT 

lAWLEY 

lAWLEY  IS  W ALLEN  DAM 

EWITT  2  S 

lOLTWOOD 

[UNTINGDON 

XDIANA  2  S£ 

MDIANA 

RWIN 

AMESTOWN  2  NW 

OHNSTOWN  1 

ANE  IN 

AHCASTER  2  NE  POMP  STN 

AWRENCEVILIE 

EBANON 

BWISTOWN 

OCK  HAVEN  1 

ARGUS  HOOK 

ARTINSBURG  BLAIR  CO  AP 

AUCH  CHUNK  1  SW 


MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

HAX 

MIN 

MAX 
MIN 

MAX 
MIN 

MAX 

MIN 

MAX 
MIN 

MAX 

MIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 

HAX 
MIN 

HAX 
MIN 

HAX 

UIN 

MAX 
UIN 

HAX 

UIN 

HAX 
UIN 

MAX 
UIN 

HAX 
MIN 

MAX 
UIN 

MAX 
HIN 

HAX 
HIN 

HAX 
UIN 

HAX 
HIN 

MAX 
HIN 

HAX 

UIN 

UAX 
HIN 

UAX 
UIN 

HAX 
UIN 

HAX 

UIN 

UAX 
HIN 

UAX 
MIN 

UAX 
UIN 

UAX 
UIN 


6   7 


72   84 
32   54 


78   77 
63   42 


80   75 
60   54 


60   66 
55   55 


10 


75   72 

46  I  47 


78   82 
48   49 


13 


14 


79   75 
56   48 


80   74 
58   53 


81   79 
45   59 


15 


75   82 
63   60 


82   79 
62   48 


83   68 
60   45 


76   74 
51   53 


78   85 
54   62 


17 


79   77 
59   50 


77   71 
60   51 


73   67 
47   38 


74   75 
58   49 


74   80 
49   58 


18 


19 


20 


77   73 
56   62 


74   78 
45   41 


72   78 
55   51 


79   80 
52   54 


See  reference  notes  followirg  Station  Index 
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22 


77   82 
63   61 


23 


24 


68   91 
54   58 


88 
63 

88 
67 

75 
59 

86 
65 

86 

59 

85 
69 

77 
54 

88 
63 

79 
61 

71 
59 

71 
58 

81 
61 

82 
63 

68 
60 

85 
60 

72 
63 

79 

60 

78 
63 

83 
68 

75 
63 

78 
64 

84 
63 

78 
58 

25 


86   82 
65   66 


82   93 
63   68 


26 


27 


28 


83   75 
56   61 


93   88 
62   65 


85   87 
62   65 


29 


30 


80.2 
51.6 


82.3 
58.7 


74.0 
59.2 


80.3 
54.4 


82.9 

61.0 


82.9 
52.5 


78.5 
52.5 


78.2 
54.9 


75.1 
55.0 


79.3 
56.9 


81.7 
60.4 


79.2 
53.0 


80.3 
53.8 


78.9 
51.0 


80.2 
60.3 


81.0 
59.9 


77.9 
52.6 


73.8 
46.9 


80.7 
54.3 


80.4 
62.9 


82.1 
54.2 


79.7 
53.4 


80.5 
58.0 


82.0 
56.6 


77.1 
53.3 


81.4 
57.6 


75,7 
46.3 


81,6 
56.7 


78.9 
53.8 


80,6 
58,8 


82.4 
56.3 


81.9 
53.4 


>?2.2 
63.9 


77.5 
56.1 


79.3 
54.6 


PENNSYLVANIA 
JUNE  1948 


TABLE    5  — Continued 
DAILY    TEMPERATURE    rFAHRENHEIT) 


DAY 

OF  MONTH 

Z 
< 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

2 

ICEADVILLE  1  S 

(AX 

mN 

68 
37 

75 
41 

82 
42 

81 
43 

86 
58 

70 
40 

71 
47 

66 
53 

61 
53 

71 
44 

77 
47 

80 
54 

79 
54 

75 
49 

79 
58 

77 
49 

70 
42 

73 
48 

75 
55 

78 
50 

77 
46 

74 
55 

85 
62 

91 
72 

85 
63 

83 
59 

78 
62 

87 
66 

89 
68 

89 
64 

77.7 
52.7 

MERCER  5  HE  WB  AIRPORT 

MAX 

mN 

74 
40 

80 
46 

81 
52 

82 
47 

68 
47 

72 
37 

69 
55 

60 
51 

69 
52 

75 
41 

79 
48 

79 
56 

71 
53 

77 
48 

74 
58 

68 
50 

70 
40 

74 
51 

74 
55 

75 
51 

75 
50 

83 
60 

90 

68 

86 
68 

82 
63 

79 
59 

86 
65 

86 
65 

86 

65 

79 
55 

76.8 
53.2 

HIDDLETOWM  OLHSTED  FLD 

VAX 
UIN 

80 
60 

84 
59 

76 
59 

82 

55 

76 
57 

77 
46 

78 
63 

80 
57 

72 
55 

79 

55 

82 
56 

83 
63 

76 
64 

81 
55 

80 
63 

68 
53 

77 
51 

73 
57 

78 
64 

78 
62 

84 
62 

73 
63 

72 
62 

94 
64 

87 
70 

85 
64 

90 
68 

92 
71 

96 
70 

88 
71 

80.7 
50.6 

HIDLAin)  DAM  NO  7  LOWER 

MAX 
UIN 

78 
44 

84 
47 

83 
50 

84 
53 

71 
54 

76 

44 

70 
61 

74 
53 

72 
54 

78 
51 

82 
54 

78 
60 

75 
57 

80 
54 

77 
62 

73 
56 

74 
45 

77 
57 

70 
59 

77 
57 

83 
55 

89 
64 

91 
67 

89 
67 

84 
64 

85 
65 

90 
66 

90 
68 

90 

69 

82 
65 

80.2 
57.4 

MONTROSE  3  E  HIGHWAY  SHED 

MAX 
MIN 

74 
48 

74 
51 

84 
51 

76 
50 

80 
53 

61 
40 

68 
44 

65 
53 

70 
48 

64 
49 

71 
49 

75 
55 

74 
53 

70 
49 

75 
52 

74 
46 

68 
46 

71 
47 

72 
50 

70 
52 

74 
54 

74 
54 

61 
54 

65 
55 

86 
63 

78 
57 

80 
59 

76 
62 

83 
64 

88 
64 

76.3 
52.4 

HODHT  POCONO  2N  WB  AP 

MAX 
MIN 

75 
50 

78 
51 

69 
49 

78 
49 

62 
44 

68 
38 

67 
50 

71 
47 

64 
46 

69 
48 

77 
47 

73 
54 

67 
47 

73 
45 

72 
53 

65 
43 

69 
44 

70 
41 

70 
55 

71 
47 

72 
46 

64 
54 

64 
53 

86 
58 

78 
59 

79 

56 

76 
59 

84 
62 

87 
66 

81 
64 

72.6 
50.8 

NEWBHRG  3  W 

MAX 

MIN 

73 
43 

78 
48 

70 
48 

78 
43 

72 
50 

72 
34 

70 
50 

70 
42 

64 
40 

72 
44 

76 
44 

78 
50 

70 
48 

74 
44 

76 
52 

64 
44 

70 
38 

68 
40 

68 
52 

72 
50 

79 
47 

70 
54 

74 
52 

88 
53 

80 
58 

80 
54 

85 
55 

90 
60 

86 
56 

80 
56 

74.9 
48.3 

NEW  CASTLE  1  N 

MAX 
MIN 

78 
38 

85 
43 

84 
44 

86 
46 

72 
51 

75 
39 

70 
57 

68 
52 

73 
53 

79 
45 

83 
50 

82 
59 

76 

55 

81 
51 

78 
60 

72 
52 

74 
42 

76 
51 

74 

55 

80 
51 

80 
51 

86 
61 

92 
68 

87 
69 

84 
66 

83 
65 

89 
65 

89 

68 

95 
69 

79 
61 

80.3 
54.6 

NEWELL 

MAX 
MIM 

78 
50 

85 
47 

84 
53 

86 
55 

78 
47 

76 
44 

75 
64 

70 
54 

70 
49 

77 
50 

80 
62 

82 
62 

79 
49 

81 
62 

79 
60 

79 
60 

75 
48 

81 
60 

80 
64 

77 
58 

86 
56 

90 
63 

88 
66 

91 
63 

87 
66 

87 
65 

91 
65 

92 
68 

95 
69 

84 
65 

82.1 
58.1 

PALMERTON 

MAX 
MIN 

82 
58 

81 
51 

71 
52 

78 
55 

69 
48 

72 
40 

71 

55 

77 
54 

69 
52 

74 
51 

79 
49 

79 
59 

74 
53 

77 
47 

77 
58 

68 
52 

76 
44 

74 
50 

75 
62 

77 
59 

81 

52 

62 
59 

63 
59 

90 
61 

85 
67 

83 
60 

78 
67 

87 
68 

92 
66 

87 
70 

76.9 
55.9 

PABK  PLACE  1  N  WB  AP 

MAX 
MIN 

75 
52 

78 
57 

70 
57 

73 
54 

65 
46 

69 
43 

70 
51 

71 
49 

64 
48 

70 
48 

75 
55 

76 
57 

69 
56 

73 
52 

74 
55 

67 
52 

71 
47 

70 
52 

70 
56 

73 
52 

74 
56 

63 
54 

62 
53 

85 
60 

79 
64 

80 
61 

79 
60 

81 
66 

88 
66 

80 
64 

73.1 
54.8 

PHILADELIQIA  WB  AIRPORT 

MAX 
MIN 

78 
62 

82 
60 

70 
53 

81 
56 

76 
57 

78 
48 

80 
60 

83 
62 

73 
59 

78 
55 

83 
59 

85 
63 

76 
60 

81 

57 

81 
60 

70 
54 

78 
54 

70 
60 

83 
62 

77 
60 

84 
60 

72 
61 

77 
62 

95 
65 

89 
70 

89 
69 

89 
68 

92 
72 

97 
71 

90 
71 

81.2 
61.0 

PHILADELPHIA  POINT  BREEZE 

MAX 
MIN 

78 
63 

82 
64 

71 
-7 

78 
57 

75 
63 

75 
56 

79 
67 

81 
64 

73 
61 

75 
58 

81 
61 

84 
67 

77 
68 

80 
62 

81 
61 

72 
55 

77 
55 

72 

62 

82 
63 

78 
60 

84 
60 

73 
62 

78 
62 

89 
66 

86 
70 

88 
74 

87 
69 

90 
74 

96 
74 

91 
70 

80.4 
63.5 

PHILADELPHIA  SBAWMONT 

MAX 
MIN 

79 
60 

83 

55 

82 
56 

80 
53 

78 
60 

76 
43 

80 
60 

82 
60 

80 
55 

75 
52 

82 
52 

85 
64 

85 
65 

80 
55 

82 
61 

77 
57 

76 

51 

77 
57 

81 
60 

79 
62 

83 
58 

82 
63 

73 
61 

94 
63 

93 
70 

87 
71 

88 
67 

92 

70 

96 
69 

97 
72 

82.8 
60.1 

PHILADELPHIA  WB  CITY 

MAX 
MIN 

77 
61 

82 
64 

71 
54 

77 
57 

75 
62 

74 
56 

80 
60 

80 
64 

72 
61 

76 
59 

82 
61 

84 
67 

74 
65 

80 

58 

81 
61 

74 
58 

78 

57 

70 
62 

81 
63 

77 
60 

81 
62 

71 
61 

73 
61 

93 
64 

89 
72 

88 
69 

87 
67 

91 

71 

95 
74 

88 
69 

80.0 
62.7 

PHOENIXVTI.I.F  1  E  PDMP  STA 

MAX 
MIN 

84 
50 

84 
50 

77 

52 

80 
55 

77 
59 

78 
40 

81 
60 

81 
59 

81 
54 

82 
50 

88 
52 

91 

58 

85 
64 

82 
54 

85 
58 

82 
58 

85 
45 

78 
55 

86 
62 

81 
61 

85 
55 

85 
63 

79 
61 

96 
63 

90 
68 

89 
63 

90 
66 

93 
68 

96 
68 

91 
70 

84.7 
58.0 

PITTSBURXiH  7  SE  WB  AP 

MAX 

MIN 

78 
50 

84 
58 

80 
57 

86 
60 

76 
56 

76 
51 

71 
57 

69 
54 

72 
53 

79 
55 

82 
59 

78 

61 

76 
59 

82 
56 

78 
62 

74 
57 

75 
51 

76 
56 

74 
63 

77 
57 

84 
58 

90 
65 

88 
68 

90 
65 

83 
63 

85 
67 

89 
68 

89 
67 

90 
67 

82 
64 

80.4 
59.5 

PITTSBURGH  WB  CITY 

MAX 
MIN 

80 
52 

87 
55 

83 
58 

87 
67 

75 
58 

76 
40 

74 
64 

73 
58 

73 
56 

80 
53 

85 
58 

80 
65 

76 
59 

82 
57 

79 
65 

75 
60 

76 
54 

78 
61 

74 
32 

78 
57 

85 
59 

90 
67 

90 
71 

91 
70 

86 
67 

85 
76 

91 
72 

92 
71 

90 
69 

84 
69 

81.8 
61.7 

PORT  CLINTON 

MAX 
MIN 

77 
50 

80 
49 

81 
50 

75 
50 

82 

57 

72 
39 

75 
50 

74 
50 

79 
48 

70 
48 

77 
48 

80 
52 

82 
59 

76 
47 

83 
50 

80 
57 

68 
43 

75 
45 

73 
60 

77 
59 

77 
50 

83 
53 

65 
58 

65 
59 

94 
62 

85 
59 

86 
62 

85 
67 

90 
65 

94 

67 

78.7 

53.8 

PUTNEYTILLE  DAM  2  SE 

MAX 
MIN 

75 
37 

78 
40 

83 
42 

82 
48 

49 

43 

71 
42 

68 
42 

70 
42 

72 
40 

70 
42 

82 
47 

80 
53 

75 
43 

78 
47 

76 

47 

75 
37 

42 

76 
47 

76 
49 

78 
45 

79 

50 

81 
58 

89 
63 

88 
59 

82 
53 

100 
55 

89 
60 

87 
64 

89 
59 

71.6 
48.2 

QUAKERTOWN 

rAX 
MIN 

77 
55 

81 
48 

77 
49 

79 
49 

75 
56 

72 
40 

78 
53 

77 
57 

75 
50 

72 
49 

81 
47 

81 
56 

78 
63 

80 
47 

78 

54 

76 
54 

75 
42 

76 
49 

79 
51 

75 
56 

82 

52 

76 
56 

65 
56 

90 
59 

89 

65 

89 
58 

84 

61 

90 
64 

92 
64 

93 
67 

79.7 
54,2 

READING  WB  CITY 

MAX 
MIN 

83 
59 

85 
57 

73 
57 

83 
56 

76 
60 

77 
48 

79 
60 

81 
59 

73 
56 

80 

57 

82 
60 

85 
64 

77 
61 

83 

56 

82 
60 

70 
56 

77 
51 

75 
58 

77 

63 

78 
62 

83 
62 

70 
61 

67 
60 

95 
62 

88 
72 

88 
67 

91 
67 

93 
69 

96 
70 

90 
72 

81.2 
60.7 

RETREAT  FAMIS 

MAX 
MIN 

78 
52 

81 
48 

80 
52 

79 
50 

77 

55 

69 
41 

72 

74 
46 

73 
50 

73 
54 

76 
48 

76 

74 
53 

77 
46 

76 
57 

74 
55 

74 

45 

74 
47 

72 
57 

75 
56 

76 
48 

70 
58 

68 
59 

88 
63 

81 
65 

81 
58 

78 
64 

85 
64 

90 
65 

86 
66 

76, S 
54,4 

RIDGWAY 

MAX 
MIN 

76 
39 

80 

41 

83 
40 

83 
49 

87 
55 

74 
33 

78 
40 

70 
55 

64 
53 

72 

48 

79 
44 

82 
49 

79 
55 

78 
43 

78 
48 

78 
47 

75 
38 

76 
42 

75 
50 

71 
48 

80 
45 

75 
49 

81 
60 

91 
67 

88 
61 

83 
54 

78 
55 

89 
63 

89 
67 

90 
61 

79,4 
50,0 

SCRANTON  WB  CITY 

MAX 
MIN 

80 
56 

82 
53 

77 
55 

83 

55 

66 
49 

69 
45 

69 
52 

74 
56 

66 
53 

73 
55 

78 
50 

78 
61 

73 

56 

79 
49 

78 
61 

70 
55 

74 
47 

76 
49 

70 
61 

76 
57 

74 
51 

64 
58 

69 

61 

90 
65 

82 
67 

83 
60 

78 
67 

88 
64 

93 
67 

85 
69 

76.6 
56.6 

SELINSGROVE  AIRPORT 

MAX 
MIN 

81 
53 

86 
48 

85 
51 

82 
52 

81 
60 

75 
41 

76 
60 

77 
57 

70 
50 

79 
52 

78 
52 

80 
57 

78 
60 

80 

47 

81 
60 

80 
57 

76 
43 

76 
49 

75 
59 

79 
60 

81 
53 

76 
62 

71 
61 

91 
67 

92 
67 

84 
59 

88 
65 

89 
67 

93 
66 

87 
66 

80.6 
56.1 

SBAMOKIN 

MAX 
MIN 

64 

66 

67 

64 

65 

63 

66 

59 

61 

60 

62 

67 

62 

59 

63 

64 

66 

65 

65 

72 

73 

68 

76 

76 

77 

66  .C 

SHIPPENSBURG 

MAX 
MIN 

82 

51 

86 
53 

84 
56 

86 
52 

78 
53 

79 
43 

79 
60 

80 

58 

71 
53 

82 
53 

83 
52 

84 
65 

83 
62 

83 
50 

84 
61 

80 
54 

79 
46 

77 
52 

76 
60 

80 
59 

85 
58 

79 

64 

83 
61 

94 
63 

36 
69 

87 
62 

92 
64 

92 
63 

95 
70 

88 
68 

83,2 
57.6 

SOMERSET  WATER  WORKS 

MAX 
MIN 

75 
38 

80 
41 

78 
43 

81 

51 

78 
55 

74 
32 

70 
58 

69 
52 

«7 
51 

76 
41 

78 
44 

80 
59 

73 
59 

79 
41 

78 
55 

71 
54 

72 
36 

75 
47 

74 
58 

75 
57 

83 

47 

83 
60 

86 
64 

85 
65 

79 
62 

81 
57 

85 
59 

84 
62 

88 
64 

76 
63 

77.6 
52.; 

SPRINGS  1  SW 

MAX 

MIN 

70 
40 

75 
42 

69 
44 

77 
48 

69 
52 

70 
35 

67 
50 

66 
50 

62 
49 

71 
46 

75 
44 

78 
58 

70 
52 

75 
41 

75 
52 

66 
47 

69 
38 

72 
44 

76 
54 

71 
50 

81 
48 

82 
57 

82 
62 

82 
64 

77 
61 

79 
58 

83 
53 

82 
57 

87 
59 

73 
61 

74.4 
50.; 

STATE  COLLEGE 

MAX 

MIN 

80 
51 

83 
52 

78 

55 

86 
53 

75 
56 

76 
42 

71 
58 

72 
52 

68 
53 

78 
53 

81 

54 

80 
63 

76 
59 

79 
50 

78 
64 

72 
56 

74 

45 

76 
56 

71 
59 

77 
58 

81 
53 

68 
61 

81 
63 

89 
70 

81 
65 

81 
61 

89 
64 

87 
68 

91 
69 

82 
65 

78.' 
57.« 

STROUDSBDRG  SUBSTATION 

MAX 
MIN 

57 

83 
54 

87 
52 

79 
60 

84 
56 

73 
56 

76 
56 

75 
57 

80 
54 

70 
54 

79 
52 

80 
61 

84 
61 

79 
56 

80 
58 

79 
58 

70 
56 

77 
59 

79 
62 

79 
60 

82 
57 

82 
59 

64 
59 

65 
60 

93 
64 

85 
62 

85 
63 

80 
66 

90 

67 

98 
68 

79. S 
58. f 

SPNBURY  AIRPORT  2  N 

MAX 
MIN 

81 

55 

83 
52 

78 
53 

82 

55 

74 
50 

75 
43 

74 
60 

74 
52 

70 
53 

79 
52 

79 

52 

78 
59 

77 

55 

80 
51 

80 
60 

72 
51 

75 
44 

76 
51 

75 
60 

79 
58 

79 

55 

69 
62 

71 
63 

91 
67 

85 
65 

82 
62 

86 
66 

88 
68 

91 
68 

84 
68 

78.! 
57.t 

TAMARACK  2  S  FIRE  TOWER 

MAX 
MIN 

74 
47 

77 
4C 

79 
52 

77 
54 

83 
5E 

70 
.   43 

73 
43 

64 
53 

66 
49 

65 
49 

75 
4S 

78 
54 

73 
53 

75 
50 

75 
52 

76 
48 

69 
44 

71 
47 

68 
51 

65 
51 

75 
51 

71 
54 

65 
54 

74 
58 

85 
61 

79 
59 

73 
61 

85 
62 

86 
66 

85 
62 

74,4 
52.' 

TIONESTA  2  SE  DAM 

MAX 
MIN 

76 

40 

82 
42 

84 
!   4f 

8S 
47 

6£ 
3' 

)   82 

82 
51 

62 

54 

6S 
53 

76 
46 

78 
48 

83 
47 

74 
50 

76 
50 

74 
49 

68 
51 

72 
43 

75 
43 

74 
51 

76 
48 

76 
50 

80 
53 

80 
60 

84 
68 

80 
65 

80 
50 

85 
50 

85 
64 

86 
65 

78 
64 

77,' 
50.i 

See  reference  notes  following  Station  Index 


TABLE    5-Continued 
DAILY    TEMPERATURE    (^'FAHRENHEIT) 


STATION 


ITUSVILLE    2    S 

DWANDA 

UNKHANNOCK    1    S 

MIONTOWN 

ARItEN 

ATNESBURG    2    W 

ELLSBORO 

ELLSVILLE 

EST   CHESTER 

ILLIAMSPORT  4E  WB  AP 

ILLIAMSTOVN 

3RK  3  SW  PUMP  STA 


HAX 
KIN 


MAX 
HIN 


UAX 
MIN 


llAX 
UIM 


UAX 
HIN 


HAX 

HIN 


UAX 
HIN 


MAX 

UIN 


UAX 

UIN 


UAX 
HIN 


HAX 
HIN 


HAX 
UIN 


PENNSYLVANIA 
JUNE  1948 


DAY  OF  MONTH 


57      56 


8      9 


75     76 
38      60 


73      73 
41      59 


76      76 
52      56 


10 


76 

54      47 


85 
60 


84      86 
52      63 


19 


20 


See  reference  notes  follnwing  Station  Index 


21 


22 


23 


24 


25 


26   27 


75      89 
60      57 


28 


29 


^0 


88      91 
62      64 


75.5 
51.1 


78.7 
53.3 


79.8 
78.3 


81.7 
59.1 


79.5 
51.8 


82.4 
53.3 


77.8 
48.3 


80.2 
57.0 


81.2 
58.3 


79.3 
55.1 


80.5 
55.3 


84.9 
58.6 


JHHHI 


/ 


PENNSYLVANIA 


TABLE   6 
DAILY  EVAPORATION  (INCHES)  AND  WIND  MOVEMENT  (MILES) 


JUNE  1948 

1 

DAY    OF   MONTH 

OCPART- 

STATION 

TOTAL 

fflOM 
NORMAL 

1 

2 

J 

4 

5 

6 

7 

8 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

COllFLnitlCS  1  sw 

EVAP 
WIND 

.09< 
19 

.22^^ 
31 

.204 
2S 

.08C 
17 

.111 
8 

.229 
50 

.110 
27 

.110 
55 

.186 
61 

.042 
25 

.164 
31 

.180 
21 

.211 
40 

.146 
33 

.184 
18 

.190 
24 

.116 
24 

.174 
23 

.136 
28 

.148 
35 

.082 

5 

.200 
31 

.126 
15 

.142 
17 

.198 
50 

.154 
30 

.138 
29 

.218 
8 

.234 
53 

.226 
44 

4.757 
877 

FOBD   CITT    4    S 

EVAP. 
fflND 

.264 
47 

.312 
37 

.172 
22 

.212 
26 

.220 
26 

.130 
33 

.086 
56 

.152 
55 

.138 
44 

.202 
16 

.141 
9 

.143 
26 

.222 
33 

.150 
16 

.154 
27 

.254 
54 

.224 
16 

.258 
27 

.054 
37 

.181 
5 

.170 
23 

.093 
15 

.188 
37 

.229 
45 

.223 
36 

.050 
14 

.228 
134 

.248 

41 

.191 
28 

985 

BAWLET   1   S  WiUill  DAM 

EVAP. 
HIND 

.173 
21 

.166 
4B 

.211 
32 

1 

.174 

31 

.219 
24 

.063 
120 

.095 
40 

.045 
71 

.264 
105 

.069 
50 

.253 
50 

.102 
68 

.157 
34 

.082 
28 

.241 
118 

.140 
52 

.151 
22 

.217 
50 

.230 
67 

.074 
23 

.222 
26 

.149 
35 

.115 
8 

.071 
19 

.230 
116 

.226 
64 

.131 
17 

.194 
22 

.105 
26 

.187 
64 

4.756 
1451 

JAUXSTOWN   2   XW 

EVAP 
HIND 

.184 
24 

.20S 
27 

.272 
49 

.237 
29 

.156    .174 
38        35 

.112 
11 

.075 
27 

.022 
43 

.172 
27 

.163 
16 

.098 
13 

.094 
32 

.229 
33 

.184 
7 

.214 
31 

.227 
37 

.204 
28 

.152 
39 

.166 
31 

.221 
21 

.100 
26 

.190 
46 

.316 
60 

.186 
37 

.205 
36 

.082 
6 

.289 
37 

.249 
45 

.270 
64 

5.448 
955 

TABLE    7 
DAILY    RIVER    STAGES    (FEET) 


RIVER   AND   STATION 


DAY    OF    MONTH 


SCHUYKILL 
B£ADING 
PBILnDELPHIA 


ireST  BRANCH 

RENOVO  16 

WILLIAMSPORT  pO 


SUSQUEHANNA 
TONANDA 
SUNBUHT 
WILKES-BARKE 
HARRISBURG 


ALLEGHENY 
«ARR£N 
FRANXLIN 
PARKERS  LANDING 
LOCK  NO  5  SCHENLEY  L 
LOCK  NO  5  SCHENLEY  U 
LOCK  NO  8  MOSGHOVE  L 
LOCK  NO  8  HOSGROVE  U 
LOCK  NO  4  NATRONA   L 
LOCK  NO  4  NATRONA   U 
LOCK  NO  3  ACMETONIA  L 
LOCK  NO  3  ACMETONIA  U 

XISKIMINETAS 
SALTSBURG 
VANDERGRIFT 

YOUGHIOGHENY 
CONTLDENCE 
SUTERSVILLE 
CONNELLSVILLE 


LOCK  NO  4  CHARLEROI  U  | 
LOCK  NO  7  GREENSBORO  tiSO 
LOCK  NO  7  GREENSBORO  U 
MC  KEESPORT 

BEAVER 

BEAVER  FALLS 

OHIO 

COHAOPLIS 

PITTSBORGH 

DAM  NO  7  MIDLAND  L 

DAM  NO  7  MIDLAND  U 


3.9 
13.6 
13.0 
13.0 
15.9 
12.4 
11. 1 


3.7 
4.5 
3.5 
3.3 
12.8 
12.8 


10.8 
13.1 
13.7 


3.4 
4.2 
3.2 
13.0 
12.6 
12.6 
15.7 
11.8 
10.7 
12.8 
13.5 


3.2 
4.1 
3.0 
L3.0 
12.4 
12.4 
15.5 
11.6 
10.4 
12.6 
13. 4 


2.2 

4.2 

2.9      3.2      3.0 


11.6 
11. 7 
2.0 


12.7 
16.1 


11. 0 

16  .5h  16 .7htl6  .6h|l6 .6h|l6 . 

10.3 

L5.5 


12.4 
15,7 
11.4 
11.5 
4.8 


10. 0 
15.6 


3.9 
2.9 
12.7 
12.2 
12.3 
15.4 
11.5 
10.3 
12.4 


11.3 
11.6 
2.0 


8   9   10   II   12   13   14   15   16   17   18   19   20 


2.9 

2.8 
12.5 
U.9 

11.9  tl2.3 
15.1 


11.8 

15.2 
11.1 


2.9 
L2.6 
12.1 


11.3 
10.2 


10.6  10,4  10.6  111.3    12.0    12.0 
5hl6.6hl6.7hl6.8hl6.7hl6 

L0.9    LI. 6    12.2 

15.7  15.5  15.5   15.3   f.i.9   |l4.8 


15.4 
11.3 
10.2 
12.3 
13.1 


6.0 
4.4 
13.1 
12.7 
12.9 
15.9 
11.9 
10.7 


4.2 
6.3 
5.5 
14. 2 
13.8 
L4.2 
16.2 
13.2 
11.7 


,14.0 
L6.4 


11.5  12.5 
14.9  16.0 
1.1  12.1 
1.6  12.4 
1.9      2.0 


14.0 
16.9 
13.1 
13.0 
3.0 


13.7 
13.2 
13.2 
16.0 
12.4 
11.1 
13.3 
13.9 


14.5 
17.3 
13.3 
13.0 
3.9 


3.3 
4.6 
4.0 
14.1 
13.6 
13.3 
16.3 
12.7 
11.3 


13.4 
13.5 
16.2 
13.3 
11.7 
14.0 
14.0  |l4.4 


13.4 


14.1 
17.0 
13.0 

12.7  12.0 
3.3 


14.1 
16.8 
12.1 


.6ha6. 

11.2  12.2 

15.3  15.0 


12.8 
16.0 
12.2 
12.4 
3.3 


3.1 
4.1 
3.2 
13.8 
13.0 
13.0 
15.8 
12.6 
11.2 


13.3 
16.8 
14.0 
13.3 
3.6 


2.9 
4.0 
3.0 
13.3 
12.6 
12.6 
15.6 
12.1 
10.6 
13.0 
13.6 


17.6 
13.3 
12.9 


11.4    11 
6hll6.7hll6.8htl6.5hl6.7hl6. 
12.0    12.0    11.3    10.7    10.9 
14.6  15.1   \l5.1  tl5.2  (15.1 


2.8 
3.8 
2.8 
13.0 
12.4 
12.4 
15.5 
12.0 
10.6 
12.6 
13.4 


2.7 
3.7 
2.6 
12.8 
12.2 
12.3 
15.4 
11.6. 
10.4 
12.5 
13.3 


2.6  2.6 
3.8  4.0 

2.7  3.2 
12.9  116.6 

12.2  13 

12.3  |l3.2 
15.4 
11.6 


4.6 
5.3      5.4 

4a 


14.0 
16.7 
12.2 
12.3 
3.6 


14.1 
17.0 
12.8 
12.6 
3.6 


10.5 
12.5 
3.3 


16.0 
15.7 
13.3 
15.8 
15.6 


14.1 
16.9 
13.0 
12. B 
3.6 


2.6 
3.8 
3.6 
15.6 
13.4 
13.2 
16.0 
14.8 
12.6 
15.4 
15.2 


22 


24 


26 


1.9  1.8 
2.7  2.4 
3.3      3.4 


2.6 
3.4 

3.0 
14.6 
13.1 
12.9 
15.8 


13.8  14.9 

16.6  17.4 

12.4  |l2.6 

12.4  12.5 


3.5 


11.2 


5.0 


3.1 

3.4 
2.9 
14.0 
12.8 
12.7 
^  .  15.7 
13.5  ll2.8 
11.8  ,11.3 
14.3  13.6 
14.5    14.0 


13.4  13 
16.6    16.3 

12.5  12.0 
12.4  |l2.1 

4.0 


13.4    12.8 
.6hl7.4hl6. 
11.0   13.0 
15.4   |14.4   |l4-3 


3.5 


27     28 


29 


5.1 
2.4 
13.6 
12.5 
12.4 
15.4 
12.3 
11.0 
13.3 
13.8 


13.0 
15.9 
11.4 


6.5hl6.i 
2.0  11.3 
15.3   15.3 


5,3 
6.8 
5.7 
14.6 
13.5 
14.4 
16.7 

1.?.6 
13.5 
14.1 


12.8 
16.0 

11.4 
11.6 
3.0 


6.0 
5.4 
15.3 
14.3 
14.6 
16.8 
14.4 
12.4 
15.0 
15.0 


13.8 
16.4 
13.6 
11.9 
14.3 
14.6 


3.7 
4.5 
3.5 
14.2 
13.0 
12.8 
15.8 
13.2 
11.6 
14.0 
14,4 


30 


4.3 
3.7 
13,7 
12,8 
13,0 
15,9 
12,6 
11,2 
13,4 


3,4 
5.1  5.0 
3.7      3.5 


12.8 
16.0 


11.7 
3.0 


6146 ,  8tl  16 ,  76 16 ,  41J16 ,  5b  16 ,  5b  16 .  5b 


12,5 
14. 


11.8 


3.3 
13.7 
12,8 
12,8 
15,7 
12.5 
11. 1 
13.4 


11.8 
14.9 
11.0 


til. 5 


11.6 
15.2 
11.0 
11,4 
2.0 


11.0 


22.5 
15.6 


11,9 
2,0 


11,2 


10,6 
15.1    15.3 


2.9     1*:   2.0 
6,0   20      3.9 


29 


5.3    25 
6.8   25 


14.6 
16.8 
15.7 


15.8   20 
15.6    20 


8.3 
15.7 


22.5 
17.6 
14.0 
13.3 
5.0 


1.8  23' 

1.9  19 
3.3  22 
3.9   17- 


2.6.19 
3.4   22 

2.4 


11.9 
11.9 
15,1 
11,3 
10,2 
12,3 
13,1 


14,9 

11,0 

11,3 

1.9 


The    following   reference   notes   apply   only    to    Table   7    -  Dally   River    Stages:  ^,,.k„H    i„   th.   annual   DUbllcation   •D.lly   River    Stages- 

Readings  are  »a.e   at   approximately  7  a,.,    (local   ti.e, .      They  are  provisional  an.  suh.ect   to  correction.      Final   an.  corrected  stages  .111  he   puMlshe. 
Principal   Rivers   of    the   United   States". 


Obstructed   by   rough   ice. 
Frozen  but    open   at    gage. 
Upper   surface   of    smooth   ice. 
Ice    gorge    above   gage . 
Ice  gorge  below  gage. 


t  Shore    Ice. 

g  Floating   ice. 

h  Pool    stage. 

1  Dry  at  gage. 

J  Interpolated. 


STATION     INDEX 


lETHLEHEM  RIVER  STATION 

fTHLEHEM  LEHIGH  UNIV 

LAIN 

LAIRSVILLE  6  MI  EKE 

LAKESLEE  CORNERS 

LOSERVILLE  1  KI  N 

OSWELL 

RADDOCK  LOCK  2 

RADFORD   CITY  HALL 

RADFORD   4    MI    W    RESERVOIR   1 

REEZEWOOD 
ROOKVILLE    AIRPORT 
RUCETON 
UCKSTOWN 
JFFALO   MILLS 

raCETTSTOlTN   3 

JRNT   CABINS    2 

JTLER 

JTLER   SUBSTATION 

JfP   HILL 

INTON  1  MI  NW 
LRLISLE 
lRROLLTOWN 
IRTER  CAMP 
a)AR  RON 


PENNSYLVANIA 
JUNE  1948 


OBSERVER 


U  S  E  P  B  G 
ALBION  HIGH  SCHOOL 
CHARLES  H  ALLEN 
U  S  WEATHER  BUREAU 
ALLENTOWN-BETH  GAS  CO 

ALTOONA  WATER  BUREAU 
PA  STATE  COL  EXP  STA 
USE  BALTO  MD 
CIVIL  AERO  ADM 
A  H  BURKE 

U  S  E  P  B  G 
ROARING  CREEK  WTR  CO 
HOWARD  J  KEMP 
WESTERN  STATE  PEN 'TRY 
AMER  CAR  &  FOUNDRY  CO 

BETHLEHEM  STEEL  CORP 
LEHIGH  UNIVERSITY 
PENNA  DEPT  F  &  W 
U  S  WEATHER  BUREAU 
HAROLD  WILDRICK 

MRS  B  M  WILLDERS 
FRANK  J  HOUPT 
U  S  E  P  B  G 
BRADFORD  DIS  FLD  COM 
BRADFORD  WATER  DEPT 

PA  TURNPIKE  COMM 
CIVIL  AERO  ADM 
RAY  WILSON 
RUSSELL  L  LAMBERT 
NELLIE  R  BROWN 

LANGLOTH  WATER  CO 
PA  TURNPIKE  COMM 
BUTLER  EAGLE 
WEST  PENN  POWER  CO 
JOSEPH  N  HOBART 


REFER 

TO 
TABLES 


[ADDS  FORD 
[AMBERSBURG 
lARLEROI 

lARLEROI  LOCK  4 
.ARION  3  MI  SW 

AUSSVILLE 

AYSVILLE 

EARFIELD 

ALDALE  GREENWOOD  RESERVOIR 

ALPORT 


ATESVILLE 

ATESVILLE 

LUMBIA 

WLUENCE  1  MI  SW 

WLUENCE  1  MI  NW 


«NELLSVILLE 
*NELLSVILLE 
ISHOHOCKEN 
lAOPOLIS  DAM  2 
«Y 


JDERSPORT 

JDERSPORT  8  MI  E 

fINGTON 

iEKSIDE 

iSSON  1  MI  E  SUMMIT 

IWENSVILLE  6  MI  NW  AIRPORT 

ITER  CITY  2  MI  W  SONGBIRD 

IVILLE 

rPHIN  3  MI  N 

IRY 

IGMANS  FERRY 

EGAL 

ORA 

LSTOWN 

FTWOOD 


BOIS  7 
LO 
HORE 

LES  MERE 
TON 

T  WATERFORD  3 

NSBURG 

ZABETHTOWN 

OHIUM 

LISH  CENTER 


MILDRED  L  SPENCER 
PROF  CHAS  £  MILLER 
NED  R  WESTRICK 
IRVING  E  GRESSEL 
CHARLES  R  NIVISON 


HERBERT  W  GUEST 
CHARLES  A  BENDER 
WEST  PENN  POWER  CO 
U  S  E  P  B  G 
PA  ELECTRIC  CO 

VERNA  A  DOTTERER 
WALTER  B  PAGET 
WILLIAM  H  WITHEROW 
PANTHER  VALLEY  WTR  CC 
ADAM  I  NEFF 


2  3  7 

2  3  4  5 

2  3  4 

2  3  4  5 

2  3  5 

2  3  5 

2  3  5 

2  3  4 

2  3  5 

2  3 

2  3 

2  3 

2  3  7 

2  3  5 

2  3  5 

2  3 

2  3  4  5 

2  3  4 

2  3  4  5 

2  3  4 

2  3 

2  3  4 

2  3 

2  3 

2  3  5 

2  3 

2  3  4  5 

2  3 

2  3  4 

2  3 

2  3 

2  3  5 

2  3  5 

2  3  4 

2  3 


2  3  4  5 

2  3  5 

2  3 

2  3  4 

2  3  7 

2  3 

2  3  4  5 

2  3  4 

2  3  7 

2  3  4  5 


PHILA  ELECTRIC  CO 
EDWARD  0  BE I DEM AN 

JAMES  H  RUST 

U  S  E  P  B  G 

JOHN  L  RE ID 

EMERY  C  STEWART 
GEORGE  BAER 
PHILA  ELECTRIC  CO 
U  S  E  P  B  G 
GEORGE  P  MULDERICK 

POTTER  ENTERPRISE 
ROBERT  B  KEITH 
GROVER  D  CLEVELAND 
U  S  E  P  B  G 
PENNA  EDISON  CO 

U  S  WEATHER  BUREAU 
BRADFORD  DIS  FLD  COM 
JAMES  A  BRYAN 
JOHN  HEPFORD 
MRS  N  D  WINEMAN 

A  JORGENSON 
PENNA  TURNPIKE  COMM 
DONORA  ZINC  WORKS 
GEORGE  HART 
SIDNEY  KENNEDY 

CITY  OF  DU  BOIS 
MRS  D  L  WHITE 
KENNETH  MOSIER 
CARL  E  BIGGER 


U  S  WEATHER  BUREAU 
JOHN  L  MC  GOUGH 
MASONIC  HOME 
RUSSEL  E  PALMETEER 
WILLIAM  SUDERS 


2  3 

2  3  5 

2  3 

2  3 

2  3  4  5 

2  3  4  5 
2  3 

2  3  5 

2  3  4  6 

2  3  7 

2  3  7 

2  3  4 

2  3 

2  3  7 

2  3  5 

2  3  5 

2  3 

2  3 

2  3 

2  3 

2  3  4  5 

2  3 

2  3 

2  3 

2  3  5 

2  3  4 

2  3  5 

2  3  5' 

2  3 

2  3  4 

2  3  4 

2  3  4 

2  3  4 

2  3  4  5 
7 

2  3  5 

2  3  5 

2  3 

2  3  4  5 

2  3  4 


I 


/ 
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STATION    INDEX  -  Continued 


STATION 


X 

Q 


COUNTY 


EPHRATA 
EQUINUNK 
EHIE  WB  CITY 
ERIE  AIRPORT 
EVERETT 

FARRELL  SHARON 
FORD  CITY  4  MI  S 
FRANKLIN 

FREDERICKSVILLE  1  MI  SE 
FREELAND 

GALETON 
GEIGERTOWN 
GEORGE  SCHOOL 
GETTYSBURG 
GETTYSBURG  1  MI  S 

GIFFORD 

GLENCOE 

GLEN  ROCK 

GLEN  WILLARD  DASHIELDS  DAM 

GOOD  SPRINGS  1  MI  NW 

GORDON 
GOULDSBORO 
GRANTVILLE  2  MI  SW 
GRATERFORD 
GREENSBORO  LOCK  NO  7 

GREENSBURG  2  MI  S  FILTER  STA 
GREENSBURG  2  MI  E  HWY  SHED 
GREENSBURG  3  MI  SE  UNITY  RES 
GREENVILLE 
HANOVER 

HARRISBURG  3  MI  S  WB  AP 

HARHISBURG  NORTH 

HA?fLEY 

HAWLEY   1    MI    S   W ALLEN  DAM 

HEWITT    2    MI    S 

HOLLIDAYSBURG 

HOLLISTERVILLE 

HOLTWOOD 

HOME 

HONESDALE  4  MI  NW 

HONESDALE  6  MI  N  TANNERS  FLS 

HOOVERSVILLE 

HOP  BOTTOM  2  MI  S 

HUNTINGDON 

HUNT  SD  ALE 

EYNDHAN 

INDIANA  2  MI  SE 

INDIANA 

IRWIN 

JACKSON  SUMMIT 

JAMESTOWN  2  MI  NW 
JOHNSTOWN  1 
JOHNSTOWN  2 
JUNIATA  HOUSE 
KANE  1  MI  N 

KANE  5  MI  SE 
KARTHAUS 

KIRKWOM)  1  MI  SW 
KREGAR  4  MI  SE 
KRESGEVILLE  3  MI  W 

LAFAYETTE  MC  KEAN  PARK 

LAKEVILLE  1  MI  N 

LAMPETER  SCS  lA 

LANCASTER  2  NE  PUMP  STATION 

LANCASTER  2  NE  FILTER  PLANT 

LANCASTER  3  MI  NE  EXP  FARM 

LANSFORD 

LANSFORD  FOREMANS  SHOP 

LATHOBE 

LAURELTON  2  MI  N  STATE  VILL 

LAWREHCEVILLE 
LEBANON 

LEBANON  3  MI  SW 
LECONTES  MILLS  5  NW 
LEHIGHTON 

LE  ROY 

LEWIS  RUN  3  MI  S 

LEW I STOWN 

LINESVILLE  6  MI  NW  PENH  LINE 

LOCK  HAVEN  1 


LOCK  HAVEN  2 
LONG  POND 
LYCIPPUS  1  MI  E 
MAPLE  GLEN 
MAPLETON  DEPOT 


2862 
2669 
2677 
2682 
2721 

2814 
2942 
3028 
3047 
3056 

3130 
3189 
3200 
3218 
3223 

3237 
3298 
3330 
3343 
3372 

3379 
3394 
3422 
3435 
3503 

3510 
3515 
3516 
3526 
3662 

3699 
3704 
3758 
3859 
3897 

4001 
4008 
4019 
4027 
4043 

4044 
4058 
4066 
4159 
4166 

4190 
4214 
4219 
4276 
4304 

4325 
4385 
4390 
4425 
4432 

4437 
4450 
4597 
4667 
4672 

4706 
4733 
4750 
4758 
4763 

4768 
4804 
4809 
4832 
4853 

4873 
4891 
4896 
4904 
4934 

4972 
4984 
4992 
5050 
5104 

5109 
5160 
5259 
5368 
5381 


LANCASTER 

WAYNE 

ERIE 

ERIE 

BEDFORD 

MERCER 

ARMSTRONG 

VENANGO 

BERKS 

LUZERNE 

POTTER 

BERKS 

BUCKS 

ADAMS 

ADAMS 

HC  KEAN 

SOMERSET 

YORK 

ALLEGHENY 

SCHUYLKILL 

SCHUYLKILL 

WAYNE 

DAUPHIN 

MONTGOMERY 

GREENE 

WESTMORELAND 

WESTMORELAND 

WESTMORELAND 

MERCER 

YORK 

YORK 

DAUPHIN 

WAYNE 

WAYNE 

BEDFORD 

BLAIR 

WAYNE 

LANCASTER 

INDIANA 

WAYNE 

WAYNE 

SOMERSET 

SUSQUEHANNA 

HUNTINGDON 

CUMBERLAND 

BEDFORD 

INDIANA 

INDIANA 

WESTMORELAND 

TIOGA 

MERCER 
CAMBRIA 
CAMBRIA 
HUNTINGDON 
MC  KEAN 

ELK 

CLEARFIELD 

LANCASTER 

WESTMORELAND 

CARBON 

HC  KEAN 

WAYXZ 

LANCASTER 

LANCASTER 

LANCASTER 

LANCASTER 

CARBON 

CARBON 

WESTMORELAND 

UNION 

TIOGA 

L^ANON 

LEBANON 

CLEARFIELD 

CARBON 

BRADFORD 
MC  KEAN 
MIFFLIN 
CRAWFORD 
CLINTON 

CLIHTON 

MONROE 

WESTMORELAND 

MONTGOMERY 

HUNTINGDON 


DRAINAGE 


SUSQUEHANNA 
DELAWARE 
LAKE  ERIE 
LAKE  ERIE 
JUNIATA 

BEAVER 

ALLEGHENY 

ALLEGHENY 

SCHUYLKILL 

SUSQUEHANNA 

WEST  BRANCH 

SCHUYLKILL 

DELAWARE 

POTOMAC 

POTOMAC 

ALLEGHENY 

POTOMAC 

SUSQUEHANNA 

OHIO 

SUSQUEHANNA 

SUSQUEHANNA 

LEHIGH 

SUSQUEHANNA 

SCHUYLKILL 

MONONGAHELA 

MONONGAHELA 

MONONGAHELA 

MONONGAHELA 

BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

DELAWARE 

DELAWARE 

POTOMAC 

JUNIATA 

DELAWARE 

SUSQUEHANNA 

ALLEGHENY 

DELAWARE 

DELAWARE 

CONEMAUGH 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

POTOMAC 
CONEMAUGH 
CONEMAUGH 
MONONGAHELA 

SUSQUEHANNA 

BEAVER 

CONEMAUGH 

CONEMAUGH 

JUNIATA 

ALLEGHENY 

ALLEGHENY 
WEST  BRANCH 
SUSQUEHANNA 
YOUGHIOGHENY 
LEHIGH 

ALLEGHENY 

DELAWARE 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

SCHUYLKILL 

SCHUYLKILL 

CONEMAUGH 

SUSQUEHANNA 

SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
WEST  BRANCH 
LEHIGH 

SUSQUEHANNA 
ALLEGHENY 
JUNIATA 
BEAVER 
WEST  BRANCH 

WEST  BRANCH 

LEHIGH   

YODOHIOGaiSSY 

DELAWARE 

JUNIATA 


< 

_l 

O  ! 


O 


O 

_l 


40  10 

41  51 

42  07 
42  05 

40  00 

41  14 

40  43 

41  23 

40  27 

41  01 

41  44 
40  12 

40  13 
39  50 
39  48 

41  51 
39  49 

39  48 

40  33 
40  38 

40  45 

41  15 
40  22 
40  14 

39  47 

40  16 
40  18 

40  17 

41  25 

39  48 

40  13 

40  16 

41  29 
41  28 

39  44 

40  26 

41  23 

39  50 

40  45 

41  37 

41  39 

40  10 

41  43 
40  29 
40  06 

39  49 

40  36 
40  37 

40  20 

41  57 

41  30 
40  20 
40  19 

40  22 

41  41 

41  36 
41  07 

39  51 

40  06 

40  54 

41  48 

41  27 

39  59 

40  03 
40  03 

40  04 
40  50 
40  50 
40  19 
40  54 

42  00 
40  20 

40  19 

41  09 

40  50 

41  40 
41  50 

40  35 

41  42 
41  08 

41  08 
41  03 
40  14 
40  11 
40  24 


-  118  - 


> 

UJ 


LU 


76  10 
75  13 
80  05 
80  12 

78  23 

80  30 

79  30 

79  49 
75  41 
75  54 

77  39 

75  50 

74  56 
77  14 

77  14 

78  36 

78  51 

76  44 

80  14 
76  30 

76  20 

75  27 

76  41 

75  27 

79  55 

79  33 
79  30 

79  30 

80  23 

76  59 

76  51 
76  53 
75  10 
75  11 
78  32 

78  24 

75  26 

76  20 

79  06 
75  19 

75  17 
78  53 

75  43 

78  01 

77  19 

78  43 

79  07 

79  10 

79  42 

77  01 

80  28 

78  55 
78  55 

77  49 

78  48 

78  46 

78  07 
76  05 

79  14 
75  34 

78  40 

75  16 

76  14 
76  17 
76  17 

76  17 
75  5^3 

75  53- 

79  23 

77  13 

77  08 

76  26 
76  28 

78  20 

75  43 

76  43 

78  39 

77  35 

80  31 
77  28 

77  27 
75  30 

79  24 
75  11 
77  56 


TIME  OF 
OBSERVATION 


470 
920 
655 
732 
1020 

855 
950 
987 
800 
1970 

1330 
380 
160 
500 
570 

2220 
1620 
620 
1025 
1500 

900 
1850 
520 
160 
808 

977 

1225 

1245 

930 

600 

335 
350 
980 
1180 
840 

1000 
1360 
200 
1260 
1445 

1100 
1660 

620 
620 

900 
1102 
1300 
1090 
1700 

1050 
1214 
1130 
560 
1750 

2010 
860 
430 

2470 
825 


EST 
EST 
EST 
EST 
EST 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


HID 
MID 
MID 

5P 

8A 
7A 
SS 
6P 


YEARS  OF 
RECORD 


2130 

1480 

405 

255 

270 

360 
1030 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

ESI 
EST 
ESI 
ESI 
ESI 

ESI 
EST 


6P 

7A 
HID 
MID 

7A 

8A 

8A 
7A 
8A 
8A 

6P 
8A 
7P 
SA 
MID 

8A 

8A 
MID 

7A 
MID 

5P 
7A 

SS 

7A 
7A 

6P 
MID 
6P 
6P 
8A 

MID 
9A 
8A 
8A 

SS 

MID 
8A 
8A 

HID 
9A 

HID 
7A 
7A 
8A 
7A 

7A 
6P 
5P 
5P 
MID 

8A 
9A 

MID 
8P 

MID 


HID 

7A 
MID 
MID 


1040  ESI 

lOSq  EBl 

880  ESI 


996 
469 
490 
2320 
580 


1700 
480 

1015 
680 

620 

1860 

1380 

370 

580 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

ESI 
EST 
EST 
EST 
EST 


HID 
5P 

HID 

8A 
8A 
7A 
74 
HH 

6P 

8A 

HID 

7A 
7A 

6P 
7A 
7A 
8A 
7A 

MLD 
8A 
5P 
8A 
7A 


55 

3 
74 

4 
28 

37 
5 
75 
11 
34 

18 
3 
42 
74 
11 

1 
11 

7 

4 
11 

45 
33 
11 
33 
67 

41 
10 
40 
50 
45 

60 
31 
39 
17 
8 

11 
21 
34 
11 
3 

7 
10 

4 
61 

8 

36 
49 
10 
52 
12 

9 
67 
10 

3 
33 

7 

8 
8 

7 


OBSERVER 


WM  W  HALLIGAN 

ROSE  H  NEILSON 

U  S  WEATHER  BUREAU 

C  A  A 

PENNA  TURNPIKE  COMM 


REFER 

TO 
TABLES 


2  3  5 

2  3 

2  3  4      5 

2  3  4 

2  3  4      5 


51 
65 
11 
6 
14 

12 
1 
10 
31 
57 

11 

a 

57 

3 
10 


CARNEGIE  ILL  STL  CORP  2   3 

USEPBG  23 

WM  K  FULLER  2   3 

HENRY  H  ROHRBACK  2   3 

ANDREW  B  EVANSHA  2   3 

W  GALE  LUSH  2   3 

WALTER  C  WOLF  2   3 

GEO  M  HART  2   3 

HUGH  C  MC  ILHENNY  2   3 

NATL  MILITARY  PARK  2   3 

BRADFORD  DIS  FLD  COM  2   3 

C  E  SANDERS  2   3 

MRS  E  C  HC  WILLIAMS  2   3 

WM  H  MC  CONNELL  2   3 

PA  POWER  &  LIGHT  CO  2   3 

MRS  S  H  JOHNSON  2   3 

L  H  ELLENBERGER  2   3 

EDW  N  RHOADS  2   3 

CLAUDE  K  KULP  2   3 

USEPBG  23 

WESTMORELAND  WATER  CO  2   3 

PENNA  DEPT  HIGHWAYS  2   3 

WESTMORELAND  WATER  CO  2   3 

C  EARL  MILLER  2   3 

HANOVER  EVENING  SUN  2   3 


U  S  WEATHER  BUREAU 

GEO  S  BEAL 

MRS  D  H  PEKKELL 

PA  POWER  &  LIGHT  CO 

MISS  M  E  ROLAND 

JOHN  M  RINGLER 

PA  POWER  &  LIGHT  CO 

PA  WATER  t  POWER  CO 

H  J  MC  ELBOES 

GEO  C  WILLIAMS 

LESLIE  E  WALTER 
PENNA  ELECTRIC  CO 
JOSEPH  J  SANAOSKAS 
HUNTINGDON  BROADTOPRR 
T  J  DINGLE 

W  J  EHERICK 
CLTMER  WATER  CO 
STATE  TEACHERS  COLL 
WESTMORELAND  WATER  CO 
j  ARCHIE  LAIN 

PA  DEPT  FRST  it  WTRS 
JOHNSTOWN  TRIBUNE 
CITY  OF  JOHNSTOWN 
J  EARL  HC  VET 
SPRING  WATER  CO 

U  §   FOREST  BKRVICE 
MRS  E  H  SHULTZ 
SOIL  C0RSEB7  SERVICE 
PENNA  TOHNPIBE  COMM 
CITY  OF  BETHLEHEM 

BRADFORD  DIS  FLD  COMI 

MRS  REVEL  JENKINS 
SOIL  CONSERV  SERVICE 
LANCASTER  WATER  BUR 
LANCASTER  WATER  BOB 

DB  OBUAN  E  STREET 
LEHIGH  NAVIG  COAL  CO 
PANTHER  VALLEY  WT8  CC 
WEST  PENN  POWER  CO 
PENNA  DEPT  OF  WELFARi 

CARLOS  P  DARLING 
LEBANON  VALLEY  GAS  CO 
LEBANON  COUNTRY  CLUB 
PA  DEPT  FRST  b  WTRS 
eO(fflWIN  DE  FREHN 

DIHMIS  M  BAILEY       . 
BRADFORD  DIS  FLD  COMM 
AMERICAN  VISCOSE  CO 
HRS  R  H  CRUMB 
SAMUEL  C  DICKEY  JR 

HD(ffl  F  PARKER 
THCWAS  MECKES 
WESTMORELAND  WATER  CG 
L  F  SCHEIBHER  JR 
MRS  I  S  BUCHANAN 


5 

4  5  6, 

4  5  7| 

5 

5 


2 

3 

4   5  7 

2 

3 

2 

3 

5 

a 

3 

4   5  < 

2 

3 

4      5 

2 

3 

4 

2 

3 

2 

3 

4      5 

2 

3 

4 

2 

3 

2 

3 

4 

2 

3 

2 

3 

2 

3 

5 

2 

3 

4 

2 

3 

2 

3 

4      5 

2 

3 

5 

2 

3 

5 

2 

3 

4 

2 

3 

4   5 

2 

3 

5 

2 

3 

4 

2 

3 

2 

3 
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2 

3 

4 

2 

3 

2 

3 

4 

2 

3 

2 

3 

2 

3 

2 

3 

2 

3 

4 

2 

3 

5 

2 

3 

2 

3 

2 

3 

2 

3 

2 

3 

2 

3 

4 

2 

3 

5 

2 

3 

5 

2 

3 

4 

2 

3 

2 

3 

4      1 

2 

3 

2 

3 

2 

3 

4 

2 

3 

2 

3 

5 

( 


STATION    INDEX -Continued 


STATION 


JtCUS   HOOK 

iRIKNVILLK 

£ION   CENTEB   2   MI    SE 

.BSHBURG 

BTINSBURG 

BTINSBCTBG   BLAIR  CO   AIRPOKT 
TAMQRAS 

DCH  CHUK5   1    MI    SW 
YBDRG 
COnTELLSBURG 

CONNKLLSTOTO  4    MI    NIT 

C<HMICE 

K££J5P0BT 
ADTILLE  1  MI  S 
DIX  BON 

RCEH  5  MI  NE  ITB  AIRPORT 

RCKR  HIGHWAY  SHED 

RCEBBBDBG 

rSBSSALE 

DDLETOWM  OLMSTED  FIELD 

DliASS  1>AM   NO   7 

UN 

LANVILLE 

[J.£RfiBintG  2   MI   E 
LLTILLE 

UlOY 

JROE   FURNACE 

mOETOH   2    MI    S 

«THOSE   3   MI    K  HIGHWAY  SHED 

(TROBE 

iGROVE   L   8 

WT  POCOKO  2  MI   N  WB  AP 

mr   ITNIOK   1   MI    NW 

DITBTTLLE 

iHSTOWN 

■HONA   LOCK  NO  4 

TS  MILLS   4    NE 

IHAMINY   FALLS 

(BURG   3   MI    W 

'   CASTLE  1  MI  N  PUMP  STA 

'ELL 

'  PARK 

TORT 

'  TRIPOLI 

KISTOWN 

ELL  3  MI  N 

M 

MERTON 

KERS  LANDING 

KERS  LANDING  1  MI  E 

K  PLACE  1  NW  WB  AIRPORT 

PACK 

KS  POND 

LADELPHIA  FRANKLIN  INST 

LADELPHIA  WB  AIRPORT 

LADELPHIA  POINT  BREEZE 
LADELPHIA  SHAWMONT 
LADELPHIA  WB  CITY 
LLIPSBURG  WB  AIRPORT 
ENIXVILLE  1  MI  E  PUMP  STA 

ES  CREEK 

E  GR07E  1  MI  NE 

E  GROVE  MILLS  1  MI  S 

rSBURGH  7  MI  SE  WB  AP 

rSBURGH  WB  CITY 

ISANT  MOUNT  1  MI  W 

r  ALLEGANY 

r  ALLEGANY      3   MI    SW 

r  CLINTON 

OAND 

rSTOWN 

rSTILLE 

rSVILLE   PALO  ALTO  BRIDGE 

ISUTAWNEY   1 

CSUTAWNEY   2 

(EYVILLE    2    SE  DAM 

QSRTOWN 

lOND 

)ING  WB  CITY 

)TO 

TO  6    MI    S    STATE   CAMP 
lEAT   FARMS 

S   LANDING   LOCK  NO   6 

IWAY 


X 

LU 
Q 

Z 


5390 
5400 
5408 
5435 
5453 

5454 
5470 
5479 
5490 
5526 

5534 

5541 
5573 
5606 
5627 

5649 
5654 
5662 
5684 
5703 

5710 
5731 
5738 
5775 
5816 

5825 
5884 
5889 
5915 
5920 

5987 
6055 
6067 
6111 
6126 

6151 
6174 
6194 
6225 
6233 

6246 
6289 
6297 
6326 
6370 

6621 
6681 
6689 
6719 
6724 

6734 
6762 
6786 
6884 
6889 

6899 
6904 
6909 
6916 
6927 

6939 
6954 
6962 
6992 
6997 

7029 
7103 
7108 
7116 
7127 

7149 
7156 
7161 
7217 
7222 

7229 
7239 
7310 
7318 
7409 

7410 
7417 
7425 
7443 
7477 


COUNTY 


DELAWARE 
FOREST 
INDIANA 
HC  K£AN 
BLAIR 

BLAIR 

PIKE 

CARBON 

FOREST 

FULTON 

HUNTINGDON 

INDIANA 

ALLEGHENY 

CRAWFORD 

ELK 

MERCER 

MERCER 

FRANKLIN 

SOMERSET 

DAUPHIN 

BEATER 

BRADFORD 

WAYNE 

DAUPHIN 

COLUMBIA 

MIFFLIN 

HUNTINGDON 

BRADFORD 

SUSQUEHANNA 

SUSQUEHANNA 

ARMSTRONG 

MONROE 

MIFFLIN 

WESTMORELAND 

LEBANON 

ALLEGHENY 

HUNTINGDON 

BUCKS 

FRANKLIN 

LAWRENCE 

FAYETTE 

YORK 

PERRY 

LEHIGH 

MONTGOMERY 

BRADFORD 

MONTGOMERY 

CARBON 

ARMSTRONG 

CLARION 

SCHUYLKILL 

PIKE 

PIKE 

PHILADELPHIA 

PHILADELPHIA 

PHILADELPHIA 

PHILADELPHIA 

PHILADELPHIA 

CENTRE 

CHESTER 

LUZERNE 

SCHUYLKILL 

HUNTINGDON 

ALLEGHENY 

ALLEGHENY 

WAYNE 
MC  KEAN 
HC  KEAN 
SCHUYLKILL 
NORTHAMPTON 

MONTGOMERY 

SCHUYLKILL 

SCHUYLKILL 

JEFFERSON 

JEFFERSON 

ARMSTRONG 

BUCKS 

POTTER 

BERKS 

CLINTON 

CLINTON 
LUZERNE 
MC  KEAN 
GREENE 
ELK 


DRAINAGE 


DELAWARE 

ALLEGHENY 

CONEMAUGH 

ALLEGHENY 

JUNIATA 

JUNIATA 

DELAWARE 

LEHIGH 

ALLEGHENY 

POTOMAC 

JUNIATA 
ALLEGHENY 
ALLEGHENY 
ALLEGHENY 
WEST  BRANCH 

BEAVER 

BEAVER 

POTOMAC 

YOUGHIOGHENY 

SUSQUEHANNA 

OHIO 

SUSQUEHANNA 

DELAWARE 

SUSQUEHANNA 

SUSQUEHANNA 

JUNIATA 

JUNIATA 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

AliEGHENY 

DELAWARE 

JUNIATA 

MONONGAHELA 

SCHUYLKILL 

ALLEGHENY 

JUNIATA 

DELAWARE 

SUSQUEHANNA 

BEAVER 

MONONGAHELA 

SUSQUEHANNA 

JUNIATA 

LEHIGH 

SCHUYLKILL 

SUSQUEHANNA 

SCHUYLKILL 

LEHIGH 

ALLEGHENY 

ALLEGHENY 

SCHUYLKILL 

DELAWARE 

DELAWARE 

DELAWARE 

DELAWARE 

DELAWARE 

DELAWARE 

DELAWARE 

JUNIATA 

SCHUYLKILL 

SUSQUEHANNA 

SUSQUEHANNA 

JUNIATA 

MONONGAHELA 

OHIO 

DELAWARE 

ALLEGHENY 

ALLEGHENY 

SCHUYLKILL 

DELAWARE 

SCHUYLKILL 

SCHUYLKILL 

SCHUYLKILL 

ALLEGHENY 

ALLEGHENY 

ALLEGHENY 
DELAWARE 
ST  LAWRENCE 
SCHUYLKILL 
WEST  BRANCH 

WEST  BRANCH 

SUSQUEHANNA 

ALLEGHENY 

MONONGAHELA 

ALLEGHENY 


39  48 
41  28 

40  45 

41  51 
40  18 

40  19 

41  22 

40  51 

41  36 

39  56 

40  30 
40  50 

40  21 

41  37 
41  17 

41  17 
41  14 
39  50 

39  49 

40  11 

40  38 

41  55 
41  40 

40  32 

41  08 

40  43 

40  42 

41  42 
41  50 
41  50 


40  26 

40  48 

41  06 
41  06 

40  51 

41  24 
41  17 
39  58 
39  53 

39  55 

40  02 

39  57 

40  54 

40  07 

41  18 
40  34 
40  43 
40  21 

40  26 

41  44 
41  48 
41  47 
40  35 
40  55 

40  15 
40  41 
40  41 
40  57 
40  56 

40  55 

40  26 

41  52 

40  20 

41  19 

41  14 
41  11 
41  54 
39  57 
41  26 


Z 

o 


40 

52 

41 

08 

40 

24 

40 

26 

40 

23 

40 

37 

40 

40 

40 

09 

40 

09 

41 

01 

40 

05 

39 

44 

40 

29 

40 

42 

40 

41 

07 
5S 

75  25 

79  07 

79  02 

78  46 

78  20 

78  19 

74  42 

75  46 

79  13 
78  00 

78  08 

79  07 

79  52 

80  10 

78  23 

80  12 
80  15 
77  54 

79  02 

76  46 

80  28 
76  32 

75  04 

76  56 

76  32 

77  35 
77  54 

76  28 
75  49 
75  52 

79  29 

75  22 

77  53 
79  42 

76  18 

79  43 

77  55 

74  57 
77  37 

80  22 

79  53 

76  31 

77  08 

75  46 

75  20 

76  16 
75  32 

75  37 
79  40 
79  41 

76  06 
75  12 
75  05 
75  10 
75  14 

75  12 

75  15 

75  09 

78  05 

75  30 

76  06 

76  22 

77  54 

79  56 

80  00 

75  27 

78  17 
78  19 

76  02 
75  06 

75  39 

76  12 
76  11 


78 
78 

59 
58 

79 

17 

75 

20 

77 

52 

75 

56 

77 

46 

77 

46 

76 

06 

78 

32 

80 

00 

78 

44 

> 

LlI 


LJ 


12 
1780 
1610 
2120 
1360 

1460 
455 
800 

1150 
910 

2340 
1180 
800 
1065 
1125 

1296 
1240 

605 
1980 

303 

780 
820 
750 
545 


PENNSYLVANIA 
JUNE  1948 


TIME  OF 
OBSERVATION 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 

EST 
EST 


HID 
4P 


MID 


820  EST 


770 
1200 
2200 
1175 


808 
1914 
800 
903 
520 

800 
960 
40 
745 
900 

800 
780 
400 
580 
48 

1620 
380 
435 

1100 
870 

1952 

1523 

1380 

100 

20 

85 
70 

174 
1914 

105 

1250 

515 

2060 

1273 

914 

1810 
1500 
1580 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
430  EST 
297  EST 


8A 


MID 
IIP 


MID 
7A 


180 

820 

640 
1220 
1360 

1270 

480 
2220 

266 

645 

2035 

560 
2250 

775 
1385  EST 


lOA 
HID 

MID 

7P 

MID 

MID 

ss 


HID 
MID 


8A 

MID 

7A 

8A 

HID 

MID 
8A 
4P 
7A 
7A 

7A 
7A 
7A 
8A 
MID 

HID 

HID 

8A 

8A 

HID 

7A 
HID 

8A 
HID 
MID 

8A 

HID 

7A 

8A 

HID 

7A 
HID 
HID 
HID 

8A 

7A 

8A 

5P 

HID 

IIP 

NOON 
6P 
7A 
6P 
8A 

6P 
8A 

HID 
7A 

HID 

HID 

8A 

8A 
lOA 
MID 


YEARS  OF 
RECORD 


EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 


MID 

7P 

HID 

MID 

8A 

MID 
8A 
HID 
MID 
HID 

7A 
7A 
7A 
8A 
8A 

8A 
8A 
7A 
7A 
MID 

8A 

5P 

MID 

MID 

7A 

MID 

6P 
8A 
7A 
7A 


10|  10 
5 


OBSERVER 


SUN  OIL  CO 

U  8  FOREST  SERVICE 

U  S  E  P  B  G 

BRADFORD  DIS  FLD  COMM 

BLUE  MT  CANNERIES 

C  A  A 

HARRY  BISLAND 
HENRY  S  HAAK 
OPAL  UTTLEFIELD 
RUTH  L  ROETTGER 

PA  DEPT  FRST  &  WTRS 
U  S  E  P  B  G 
NATL  TUBE  CO 
CITY  OF  MEADVILLE 
MRS  E  M  SNYDER 

U  S  WEATHER  BUREAU 
PENNA  DEPT  HIGHWAYS 
ROLL IN  P  GILBERT 
LOUIS  M  WELD 
V   S  AIR  FORCE 

PERRY  P  CAMPBELL 
W  S  ROBERTS 
CHAS  W  DAVIS 
WM  H  NOVINGER 
RUSSELL  SHEPLEY 

DAVID  S  NACE 
PENNA  STATE  COLLEGE 
PA  DEPT  FRST  8i  WATERS 
HARRY  S  FANCHER 
CONSUMERS  WATER  CO 

U  S  E  P  B  G 
U  S  WEATHER  BUREAU 
HT  UNION  WATER  WORKS 
WH  HC  WILLIAMS 
JOHN  W  WANDELL 

U  S  E  P  B  G 
PENNA  STATE  COLLEGE 
PHILA  SUB  WATER  CO 
PENNA  TURNPIKE  COMM 
NEW  CASTLE  WATER  CO 

GENERAL  CHEMICAL  CO 
CLINTON  J  ALLEN 
HRS  FRANCES  FRY 
FRED  C  OSWALD 
GEORGE  H  BOONE 

WM  I  BROWN 
FRED  C  ESCHBACK 
NEW  JERSEY  ZINC  CO 
JANNETTE  E  SCHULTZ 
PAUL  H  NEELY 

U  S  WEATHER  BUREAU 
HISS  L  VETTERLINE 
CARRIE  NESS 
FRANKLIN  INSTITUTE 
U  S  WEATHER  BUREAU 

ATLANTIC  REFINING 
SCHUYLKILL  KAVIG  CO 
U  S  WEATHER  BUREAU 
U  S  WEATHER  BUREAU 
PHILA  SUB  WATER  CO 


REFER 

TO 
TABLES 


ANDREW  STELTZ 
PA  POWER  &  LIGHT  CO 
PENNA  STATE  COLLEGE 
U  S  WEATHER  BUREAU 
U  S  WEATHER  BUREAU 

PENNA  GAME  COMH 
RALPH  HC  CONNELL 
CRYSTAL  SPG  TROUT  HCY 
EARL  E  RARICK 
JOINT  BRIDGE  COMM 

MILES  E  SHITH 
POTTSVILLE  WATER  CO 
JOHN  M  SMITH 
JOHN  VOLANSKY 
PENNA  ELEC  CO 

U  S  E  P  B  G 

JOHN  E  BENNER 

ARTHUR  LENGAN 

U  S  IfEATHER  BUREAU 

MRS  C  W  BAIRD 

PA  DEPT  FRST  &  WATERS 
THEO  J  SAMPSON 
BRADFORD  DIS  FLD  COMM 
U  S  E  P  B  G 
WEST  PENN  POWER  CO 


2  3  7 

2  3  4   5 

2  3 

2  3  5 

2  3  4   5 


4   5 
4  5  7 


2  3   4 

2  3 

2  3 

2  3   4 

2  3 


2  3  4 

2  3  5 

2  3  4 

2  3  4  5  7 

2  3  7 

2  3  4 

2  3  5 

2  3 

2  3 

2  3  4   5 
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STATION    INDEX -Continued 


STATION 


X 

UJ 
Q 


RINGTOWN  1  MI  SW 
ROCHESTER  1  MI  N 
RUSH  6  MI  S 
SAFE  HARBOR  DAM 
SAGAMORE  1  MI  SE 

SALTSBURG 
SAXTON 
SCANDIA 

SCHENLEY  LOCK  5 
SCRANTOR  WB  CITY 

BELINGSGROVE  AIRPORT 

SELLERS V I LLE  2  MI  NW 

SEWARB 

SHADE  GAP 

SHAMOKIN 

SHARPSVILLE 

SHEFFIELD  6  MI  W  CHERRY  GROVE 

SHIPPENSBURG 

SMETHPORT  HIGHWAY  SHED 

SOMERSET  WATER  WORKS 

SOMERSET  2  MI  E  SUBSTATION 
SOUTH  MOUNTAIN 
SPRING  GROVE 
SPRINGS  1  MI  SW 
SPRUCE  CREEK 

STATE  COLLEGE 

STRAUSSTOWN 

STRONGSTOWN 

STROUDSBURG  2  MI  E  SUBSTATION 

8TH0DDSBURG 

STUMP  CREEK 

SUNBURY 

SUNBURY  AIRPORT  2  MI  N 

SUSQUEHANNA 

SUTERSVILLE 

TAMAQUA 

TAMAQUA  4  MI  N  STILL  CRK  DAB 
TAMARACK  2  MI  S  FIRE  TOWER 
TIOKESTA  2  MI  SE  DAM 
TITUSVILLE  2  MI  S 

TITUSVILLE 

TOWANDA 

TOWER  CITY  5  SW 

TUNKHANNOCK  1  MI  S  AIRPORT 

TUNNELTON 

TYRONE  4  MI  NE  BALD  EAGLE 
UNION  CITY  1  MI  W 
UNIONTOWN 
VANDERGRIFT 
VANDEHGRIFT  2  MI  W 


VIHGINVILLE 

WARREN 

WASHINGTON 

WATROUS  9  MI  S  LEE  FIRE  TOWER 

WAYNESBURG  2  HI  W 

WAYNESBURG  1  MI  E 
WEBSTER  MILLS  3  MI  SW 
WELLSBORO 
WELLSBORO  2  MI  E 
WELLSVILLE 

WERNERSVILLE 
WEST  CHESTER 
WEST  GROVE  1  MI  SE 
WEST  NEWTON 
WHITESBURG 

WILKES-BARRE 

WILLIAMSPORT  4  SE 

WILLIAMSPORT  4  E  WB  AIRPORT 

WILLIAMSPORT 

WILLIAMSTOWN 

WIND  GAP  3  MI  SW 

YORK  3  MI  SW  PUMP  STATION 

YORK  2  MI  S  FILTER  PLANT 

YORK  HAVEN 

YOUNGSVILLE 


ZIONSVILLE  1  MI  SW 


7497 
7540 
7694 
7732 
7739 

7796 
7846 
7855 
TS63 
7902 

7931 
7938 
7956 
7965 
7978 

8000 
8026 
8073 
8190 
8249 

8254 
8308 
8379 
8395 
8405 

8449 
8570 
8589 
8596 
8601 

8610 
8668 
8673 
8692 
8699 

8758 
8763 
8770 
8873 
8880 

8885 
8905 
8910 
8982 
8989 

9024 
9041 
9050 
9128 
9133 

9196 
9298 
9312 
9340 
9362 

9367 
9380 
9407 
9412 
9420 

9430 
9464 
9503 
9555 
9655 

9702 
9723 
9728 
9733 
9741 

9781 
9933 
9938 
9950 
9966 

9994 


COUNTY 


SCHUYLKILL 

BEAVER 

SUSQUEHANNA 

LANCASTER 

INDIANA 

INDIANA 

BEDFORD 

WARREN 

AHMSTRONG 

LACKAWANNA 

SNYDER 

BUCKS 

WESTMORELAND 

HUNTINGDON 

NORTHUMBEBLAND 

MERCER 
WARREN 
CUMBERLAND 
MC  KEAN 
SOMERSET 

SOMERSET 

FRANKLIN 

YORK 

SOMERSET 

HUNTINGDON 

CENTER 

BERKS 

INDIANA 

MONROE 

MONROE 

JEFFERSON 

NORTHUMBERLAND 

NORTHUMBERLAND 

SUSQUEHANNA 

WESTMORELAND 

SCHUYLKILL 

SCHUYLKILL 

CLINTON 

FOREST 

VENANGO 

CRAWFORD 

BRADFORD 

DAUPHIN 

WYOMING 

INDIANA 

BLAIR 

ERIE 

FAYETTE 

WESTMORELAND 

WESTMORELAND 

BERKS 

WARREN 

WASHINGTON 

TIOGA 

GREENE 

GREENE 

FULTON 

TIOGA 

TIOGA 

YORK 

BERKS 

CHESTER 

CHESTER 

WESTMORELAND 

ARMSTRONG 

LUZERNE 

LYCOMING 

LYCOMING 

LYCOMING 

DAUPHIN 

NORTHUMBERLAND 

YORK 

YORK 

YORK 

WARREN 

LEHIGH 


DRAINAGE 


SUSQUEHANNA 

BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 

ALLEGHENY 

KISKIMINETAS 
WEST  BRANCH 
ALLEGHENY 
ALLEGHENY 
SUSQUEHANNA 

SUSQUEHANNA 

SCHUYLKILL 

CONEMAUGH 

JUNIATA 

SUSQUEHANNA 

BEAVER 

ALLEGHENY 

SUSQUEHANNA 

ALLEGHENY 

YOUGHIOGHENY 

YOUGHIOGHENY 

POTOMAC 

SUSQUEHANNA 

YOUGHIOGHENY 

JUNIATA 

WEST  BRANCH 

SCHUYLKILL 

CONEMAUGH 

DELAWARE 

DELAWARE 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

YOUGHIOGHENY 

SCHUYLKILL 
SCHUYLKILL 
WEST  BRANCH 
ALLEGHENY 
ALLEGHENY 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

CONEMAUGH 

JUNIATA 

ALLEGHENY 

MONONGAHELA 

KISKIMINETAS 

KISKIMINETAS 

SCHUYLKILL 

ALLEGHENY 

OHIO 

WEST  BRANCH 

MONONGAHELA 

MONONGAHELA 
POTOMAC 
WEST  BRANCH 
WEST  BRANCH 
SUSQUEHANNA 

SCHUYLKILL 

DELAWARE 

DELAWARE 

MONONGAHELA 

ALLEGHENY 

SUSQUEHAHNA 
WEST  BRANCH 
WEST  BRANCH 
WEST  BRANCH 
SUSQUEHANNA 

DELAWARE 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

ALLEGHENY 

SCHUYLKILL 


< 


CD 

Z 

o 

_J 

o  r 


40  51 

40  43 

41  42 

39  56 

40  46 

40  29 

40  13 

41  55 

40  41 

41  25 

40  49 
40  23 
40  25 
40  11 

40  47 

41  16 
41  42 

40  03 

41  48 
40  01 

40  01 
39  51 
39  52 

39  44 

40  36 

40  48 
40  30 

40  33 

41  00 

40  59 

41  01 
40  51 

40  54 

41  57 
40  14 

40  48 

40  51 

41  24 
41  29 
41  36 

41  38 
41  46 

40  32 

41  32 
40  27 

40  43 

41  54 

39  54 

40  36 
40  36 

40  31 

41  50 

40  11 

41  37 
39  54 

39  54 

39  50 
41  45 
41  45 

40  03 

40  20 
39  57 

39  48 

40  13 

40  45 

41  15 
41  13 
41  14 
41  15 
40  35 

40  49 
39  55 

39  56 

40  06 

41  51 

40  28 


76  15 
80  18 
76  03 
76  23 
79  14 

79  27 

78  15 

79  02 
79  40 

75  40 

76  52 

75  20 

79  01 

77  52 

76  34 

80  29 
79  09 

77  32 

78  27 

79  05 

79  03 

77  30 

76  52 
79  10 

78  08 

77  52 
76  11 

78  55 
75  09 

75  11 

78  50 

76  48 
76  47 
75  36 

79  48 

75  58 

76  00 

77  51 
79  26 
79  40 

79  40 
76  26 

76  37 
75  57 
79  23 

78  11 

79  52 
79  44 
79  33 
79  36 

75  52 

79  09 

80  14 

77  33 
80  13 

80  10 

78  05 
77  17 
77  15 

76  57 


> 

UJ 

_J 
UJ 


TIME  OF 
OBSERVATION 


76 

05 

75 

36 

75 

49 

79 

46 

79 

24 

75 

52 

76 

57 

76 

56 

77 

01 

76 

38 

1080 
935 

180 
1320 

849 
800 
2040 
783 
805 

460 
530 
1122 
940 
750 

951 
1940 

709 
1510 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 


2100   EST 


75  20 

76  45 
76  44 
76  43 
79  19 

75  31 


2280 
1600 

470 
2500 

760 

1175 

600 
1880 

327 

390 

1320 

440 

454 
1000 

770 

800 
1120 
2200 
1200 
1550 

1200 
755 
725 
639 
900 

1080 

1280 

1040 

800 

995 

230 
1190 
1200 
2425 

980 

940 

920 

1319 

1610 

500 

400 
440 
452 
771 
1530 

700 
1990 
580 
540 
775 

730 
390 
640 
300 
1205 

820 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 
ESI 

EST 
EST 
EST 
ESI 
EST 

EST 

EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
ESI 
EST 
EST 


4P 
6P 

8P 

MID 

9A 


YEARS  OF 
RECORD 


MID 
5P 


EST 

ESI   5P 

ESI 

ESI 

ESI 


Mil 

8A 

NOON 

7A 

8A 

7A 
MID 

7A 
KID 

5P 
MID 

7A 
MID 

8A 

7A 
HID 

4P 
HID 

6P 

7A 
7A 
4P 
8P 
7A 

MID 
8A 

HID 
9A 

HID 

7A 
7A 
HID 
7A 
7A 

7A 
7A 
7A 
8A 
5P 

MID 
7P 

3S 

9A 
HID 

HID 

HID 

6P 

7A 

HID 

8A 
7A 
MID 
7A 
7A 

HID 
HID 

7A 
HID 

5P 


7P 
7P 
8A 
7A 
7A 

7A 

74 

MID 

7A 

7A 

HIE 
5P 

MID 
8& 


8 
70 
48 

58 
11 
10 
10 
44 

10 
11 
20 
11 
65 

13 
9 
8 

29 

2 

64 

3 

8 

31 

10 


7 
16 

8 
12 

5 

10 

54 

3 

7 
8 

11 
11 
60 
9 
10 

3 
60 
10 

5 
21 

10 

7 

78 

12 

2 

11 
98 
19 


OBSERVER 


BORO  SHENANDOAH 
DUQUESNE  LIGHT  CO 
M  MAUDE  MC  CAIN 
PA  WATER  «>  POWER  CO 
U  S  E  P  B  G 


REFER 

TO 
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WALTER  B  SULLIVAN  2 
HUNTINGDON  BROADTQP  RR  2 
U  S  E  P  B  G  2 

U  S  E  P  B  G  2 

U  S  WEATHER  BUREAU    2 


EUGENE  H  STEKSl  MGH    2  3  5 

SELLERSVILLE  WATER  CO  2  3  4 

EDW  L  STUTZMAN        2  3  7 

MRS  HELEN  L  PYLE      2  3  4 

ROARING  CREEK  WTR  CO   2  3 


MRS.  H  J  KELLEY 

L  N  HANSON 

STATE  TEACHERS  COLL    2 

PENNA  DEPT  OF  HWYS     2 

D  L  GROVE  2 

PENNA  ELECTRIC  CO  2 

PENNA  DEPT  OP  HEALTH  2 

P  H  GLATFELTER  CO  2 

ALLEN  E  YODER  2 

MRS  C  E  SEIBER  2 

PENNA  STATE  COLLEGE 
ROBT  B  HIESTEH 
HARRY  F  BENNETT 
KETROPOLTN  EDISON  CO 
SEWAGE  TREATMENT  WKS 

U  S  E  P  B  G 
CHAS  W  BAYLER 
C  A  A 

LAURA  BENSON 
J  H  CRUMRINE 

MARY  L  ROBERTS 

PANTHER  VALLEY  WTR  CO 

JAMES  E  SCHWARTZ 

U  S  E  P  B  G 

U  S  WEATHER  BUREAU 

PENNA  ELECTRIC  CO 
MRS  M  O  PARKS 
HARRISBURG  WATER  DEPT 
J  D  CHAMBERS  HGR 
W  D  TEIJCER 

FRED  L  FRIDAY 
PENNA  ELECTRIC  CO 
WM  W  MARSTELLAR 
UNITED  ENG  &  FNDRY  CO 
EUGENE  R  YOUNG 

IRENE  H  WERLEY 
MERRELL  L  JORDAN 
PENNA  DEPT  OF  HWYS 
PA  DEPT  FHST  &  WTRS 
MFRS  LIGHT  h   HEAT  CO 


RALPH  M  AMOS 
WM  D  COVER 
U  S  BLISS 
IDA  S  HAYNARD 
D  D  HOOVER 

J  H  THOMPSON 
CLYDE  T  SAYLOR 
CONRAD-PYLE  CO 
A  B  ADAHS 
U  S  E  P  B  G 


HRS  MARY  G  MIRMAK 
PA  DEPT  FRST  b  WATERS 
V   S  WEATHER  BUREAU 
SAMUEL  W  PURSELL 
GORDON  E  LOWER 

GEO  R  HARTZ 
CLAYTON  L  BOTT 
YORK  WATER  CO 
METROPOLTN  EDISON  CO 
EIRAM  C  LYONS 

HORACE  MILLER 


3 
3 
3 
3 
3 

3 
3 
3 
3 
3 

3 
3 
3 
3 
3 

3 
3 
3 
3 
3 

3 
3 
3 
3 
3 

3 
3 
3 
3 
3 

3 
3 
3 
3 
3 

3 
3 
3 
3 
3 

3 
3 
3 
3 
3 

3 
3 
3 
3 
3 

3 
3 
3 
3 
3 

3 
3 
3 
3 
3 


4 

5 
5 
5 

4 
4  5 

4   5 

4 

4 
4 
5 

7 
4 
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REFERENCE  ROTES 
«?hln"  ^iKjt  l<l-'"l'ic.tlon  nurtTs  In  the  Index  nu-ber  colu-n  of  the  Station  Index  are  .sslgned  on  a  state  baale.   There  .ill  be  no  duplication  of  n>mb.r. 
Delayed  diita  and  corrections  will  be  carried  only  In  the  June  and  Decenber  Issues  of  this  bulletin. 
Data  In  Tables  3,  5  and  6  are  for  the  24  hours  ending  at  time  of  observation.   See  the  Station  Index  for  observation  tlae. 

No  record .  , 

-I-  And  also  on  later  dates. 

•  Aaount  Included  In  following  neasureaent ,  tine  distribution  unknown. 

//  Gage  is  equipped  with  a  windshield 

6  Precipitation  measured  at  6-hourly  Intervals,  and  at  midnight.   No  recording  gage. 

'■  ""i^*^  through  i.   Number  of  days  missing,   a  indicates  one  day  missing,  b  Indicates  two  days  missing   etc 

ss  This  entry  in  time  of  observation  column  In  Station  Index  means  sunset. 


k   Total  Includes  snow  which  accumulated  In  collar  of  the  gage  during  previous  period,  and  fell  Into  gage  for  this  measurement 

x   lllirUXTrt  Tol\llTr.lLir..rnl\.   J^^oT«!rB!s.?!r:f%h"rf^li:wing-Sr"""^  ^'^'^'  •'''=-*  ^or'tlUToir^tTl;,..  r...r. 
z       Hourly  amounts  from  recording  gage  at  the  same  site  may  be  found  In  Table  4, 
T   Trace,  amount  too  small  to  measure. 

Sices°are"ot''sho;n.""'°'"'^  published  in  the  Hydrologic  Bulletin  for  North  Atlantic  District.   Amounts  in  this  table  are  fro.  recording  gage 


\ 


I 


» 


I 


/ 


I 


I 


i\ 


/ 


U.  S.  Department  of  Commerce 

WEATHER  BUREAU 

Official  Business 


Penalty  for  private  u»e  to  avoid 
payment  of  postage.  $300 


Permit  No.  1024 


UNIVERSITY  OF  ILLINOIS. 
LIBRARY.  PERIODICAL  DIVISION. 
URBANA,  ILLINOIS. 
CDF  12  18 


I 


*\ 


'5'/,  Ot^ 


U.  S.  DEPARTMENT  OF  COMMERCE 

CHARLES  SAWYER,  Secretary 

WEATHER  BUREAU 

F.  W.  REICHELDERFER,  Chief 


CUMATOLOGICAL  DATA 


PENNSYLVANIA 


JULY  194b 


Volume  LIII    No.  7 


rwf 


^  is<:: 


0/V/ 


^tfis/ry 


Of 


/i.u^o/s 


NEW  YORK  CITY:  1948 


/ 


ACKNOWLEDGMENTS 

In  addition  to  the  climatological  data  frona  some  6,000  Weather  Bureau 
and  cooperative  weather  stations,  this  bulletin  series  contains  records 
from  Hydroclimatic  Network  Stations  which  were  formerly  reproduced 
in  the  Hydrolo^c  Bulletin  Series .  The  Hydroclimatic  Network  is  a  nation- 
wide net  of  rain  gages --  mostly  of  the  recording  type  which  produce  con- 
tinuous records  of  precipitation.  It  was  established  in  1939  at  the  request 
of  the  Corps  of  Engineers,  Department  of  the  Army,  to  supplement  exist- 
ing precipitation  stations  in  order  to  provide  records  of  rainfall  intensity 
which  were  essential  to  the  planning  of  flood  control  and  related  works  by 
the  Corps  of  Engineers.  This  Network,  now  numbering  about  2,000  re- 
cording, and  1,000  non-recording  rain  gages,  has  been  maintained  by 
the  Weather  Bureau  through  working  funds  transferred  annually  to  the 
Weather  Bureau  by  the  Corps  of  Engineers.  These  transfers  averaged 
about  $250,000  per  year  between  1940  and  1944,  and  nearly  $375,000 
since  that  date.  For  the  years  1940-42,  the  Department  of  Agriculture 
transferred  about  $100,000  per  year  to  provide  data  required  in  its  work, 
and  since  1947  the  Bureau  of  Reclamation  has  transferred  about  $25,000 
per  year  to  meet  the  increasing  needs  of  their  program  in  the  Western 
States. 

Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydro- 
climatic Network  stations  were  presented  in  bulletins  (Hydrologic  Bulle- 
tins) which  were  issued  monthly  for  each  of  8  drainage  areas  embracing 
the  entire  United  States,  but  since  the  Network  was  established  to  meet 
the  internal  requirements  of  the  Federal  agencies  referred  to  above, 
no  provision  was  made  for  public  dissemination  of  the  data,  distribution 
being  limited  to  cooperating  agencies  and  to  certain  public  repositories. 
A  list  of  locations  where  reference  copies  of  the  Hydrologic  Bulletin 
Series  are  available  for  inspection  may  be  obtained  upon  application  to 
Chief,  U.S.  Weather  Bureau,  Washington  25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
individuals  as  listed  in  the  Station  Index. 


y 


PENNSYLVANIA  -  JULY  1948 
L.  F.  Conover,  Section  Director  -  Harrisburg 

GENERAL  SUMMARY 

rhe  second  vacation  month  was  generally  on  good  behavior.  Most  nights  were  comfortably  cool 
for  sleeping  and  very  few  days  saw  the  mercury  rising  into  the  90's.  Precipitation  was  near 
Qormal  despite  a  number  of  areas  in  the  west  and  north  having  monthly  totals  to  6.00  inches, 
rhe  bulk  of  this  precipitation  fell  in  two  periods ;  that  of  the  13-14  and  the  21-24. 

rhe  first  6  days  of  the  month  the  State  was  being  criss-crossed  by  a  series  of  weak  pressure 
ridges  and  troughs.   Each  alternation  caused  another  outbreak  of  showers  or  thunderstorms  in 
3ome  section  of  the  State.   Damage  reports  were  numerous  and  on  the  5th  a  consolidated 
school  building  near  Wilkes-Barre  was  struck  by  lightning  and  burned  to  the  ground  at  a  loss 
3f  a  quarter  million  dollars.   The  following  day,  Philadelphia  was  'it  by  storm  winds  and 
leavy  hail.   The  7th  ushered  in  a  cool  spell  that  caused  temperatures  to  drop  to  near  record 
ainiraa  on  the  following  days.   A  minimum  of  37°  was  reported  from  Pnillipsburg  while 
larrisburg  reported  a  record  low  maximum  of  71°, 

rhe  second  decade  of  the  month  opened  with  more  seasonable  warmth  and  humidity  but  was  re- 
Jlaced  on  the  13th  by  a  second  push  of  cool  Canadian  air  that  dominated  the  State  until 
:he  17th.   For  a  week  an  east-west  frontal  system  with  minor  waves,  (low  pressure  systems), 
loving  along  the  front,  produced  unsettled  weather  and  locally  severe  storms.   A  man  was 
tilled  near  Monroeton  on  the  19th  by  lightning  during  one  of  these  storms.   A  series  of  them 
m  the  22-24,  produced  heavy  amounts  of  rainfall  in  most  parts  of  the  State.   A  large  Ohio 
Galley  high  pressure  system  caused  a  displacement  of  the  frontal  system  and  produced  gene- 
rally fair  weather  for  several  days. 

?he  first  20  days  of  the  month  favored  harvesting  of  hay  and  winter  grains  and  the  cultiva- 
-lon  of  row  crops o   In  fact,  some  areas  reported  that  the  soil  became  too  dry  for  the  best 
growth  of  crops.   Wheat  yields  were,  however,  disappointingly  low;  some  hay  was  damaged  but 
lost  stored  m  good  shape  and  quality,  and  good  oat  yields  were  reported  as  harvesting  pro- 
:ressed  towards  the  close  of  the  month. 

TEMPERATURE 


'he  average  temperature  for  the  State  as  deduced  from  the  reports  of  114 
'hich  IS  0.1   below  the  61-year  normal  for  July.   The  highest  monthly  me^^  „c.o  ,^.^  c^ 
larcus  Hook  and  the  lowest  was  65.0°  at  Tunkhannock.   Extremes  ranged  from  a  maximum  of  97° 
t  Holtwood  on  the  1st  and  Columbia  on  the  5th,  to  a  minimum  of  38°  at  Kane  1  NW  on  the  8th 


stations  was  72.2' 
y  mean  was  79.1°  at 


PRECIPITATION 

o®  average  precipitation  for  the  State,  as  deduced  from  the  observations  at  308  stations, 
as  4  04  inches,  which  is  .27  inch  below  the  61-year  normal  for  July.   The  greatest  monthly 
mount  was  8.27  inches  at  Avoca  Wilkes-Barre  Airport,  while  the  least  was  .50  inch  at 


b 
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PRESSURE,    WIND,    HUMIDITY,    SUNSHINE,    DEGREE     DAYS 


SEA    LEVEL 

PRESSURE 
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SUN- 
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a: 
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< 

Vi 

UJ 

< 

O 
ro 

V) 

UJ 

< 
o 
to 

W 

UJ 

Q. 
O 
rO 

H_     UJ 
UJ    OD 
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(T   en 
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O    0 
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X 

Q 

_I 

Q 

<  (f> 

2   (/) 

Q 

a 

- 

r^ 

- 

r- 

a.  a. 

Q    <S> 

ALLENTOWN 

30.33 

9 

29.56 

6 

90 

84 

54 

70 

0 

ERIE 

30.31 

2 

29.66 

30 

7.0 

20 

w 

30 

83 

79 

64 

69 

54 

3 

HARRISBURG 

30.34 

9 

29.58 

6 

6.1 

21 

w 

6 

83 

79 

53 

64 

64 

0 

PHILADELPHIA 

30.32 

9 

29.57 

6 

6.3 

24 

sw 

6 

85 

84 

56 

68 

64 

0 

PHILLIPSBURG 

30.37 

9 

29.69 

6 

_ 

_ 

_ 

_ 

96 

91 

62 

74 

65 

PITTSBURGH 

30.33 

2 

29.69 

23 

8.7 

35 

NTT 

27 

82 

83 

56 

63 

48 

0 

READING 

30.33 

9 

29.57 

6 

8.5 

31 

N¥ 

6 

_ 

75 

51 

0 

SCRANTON 

30.35 

9 

29.58 

6 

5.4 

31 

NW 

6 

78 

55 

70 

1 

^V 
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COMPARATIVE    DATA 


TEMPERATURE 
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o 

q 

-1 

I 

_J 

X 
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•- 
(0 

1- 

UJ 
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1- 

UI 

e> 
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z 

X 

UJ 

a: 
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1888 

69.2 

97 

38 

3.45 

8 

1920 

69.5 

96 

33 

4.37 

11 

1889 

71.6 

96 

39 

6.80 

13 

1921 

75.9 

104 

45 

4.13 

10 

1890 

70.7 

101 

33 

3.52 

8 

1922 

71.9 

98 

38 

3.68 

9 

1891 

67.8 

97 

34 

6.32 

13 

1923 

71.0 

100 

32 

4.24 

11 

1892 

73.1 

103 

38 

3.93 

10 

1924 

69.7 

97 

34 

3.42 

9 

1893 

72.1 

102 

36 

3.15 

10 

1925 

70.5 

101 

32 

5.57 

12 

1894 

73.8 

103 

31 

2.32 

7 

1926 

71.8 

105 

35 

3.82 

10 

1895 

69.1 

102 

34 

3.24 

9 

1927 

71.7 

100 

29 

4.97 

12 

1896 

72.8 

98 

40 

6.89 

14 

1928 

72.8 

96 

40 

5.44 

13 

1897 

73.4 

103 

41 

6.26 

14 

1929 

71.8 

99 

33 

2.81 

8 

1898 

74.8 

107 

33 

3.36 

9 

1930 

73.0 

106 

33 

2.23 

7 

1899 

72.3 

101 

35 

3.91 

10 

1931 

75.2 

105 

39 

5.28 

12 

1900 

74.0 

104 

35 

4.86 

11 

1932 

72.0 

100 

36 

3.39 

10 

1901 

76.4 

107 

45 

3.88 

11 

1933 

72.5 

104 

35 

4.26 

8 

1902 

71.8 

99 

41 

6.04 

15 

1934 

75.5 

107 

40 

4.01 

9 

1903 

71.2 

98 

35 

5.36 

12 

1935 

75.0 

104 

42 

5.63 

12 

1904 

70.6 

99 

34 

4.68 

13 

1936 

73.5 

111 

37 

2.88 

8 

1905 

72.6 

99 

39 

4.87 

15 

1937 

72.4 

101 

37 

4.47 

12 

1906 

71.3 

95 

38 

4.31 

10 

1938 

73.2 

100 

40 

4.81 

12 

1907 

71.5 

96 

34 

3.84 

10 

1939 

71.7 

100 

36 

3.12 

9 

1908 

73.9 

104 

39 

4.81 

11 

1940 

72.3 

105 

33 

3.25 

10 

1909 

69.7 

98 

34 

2.14 

7 

1941 

73.1 

104 

29 

5.11 

12 

1910 

72.8 

99 

41 

2.42 

7 

1942 

72.5 

102 

35 

5.16 

13 

1911 

73.7 

105 

36 

2.81 

8 

1943 

72.6 

100 

31 

4.47 

12 

1912 

71.3 

100 

36 

5.29 

11 

1944 

72.2 

100 

37 

2.39 

8 

1913 

71.8 

101 

40 

4.16 

11 

1945 

70.4 

103 

32 

5.75 

14 

1914 

71.3 

101 

38 

4.19 

12 

1946 

70.7 

101 

34 

4.05 

9 

1915 

70.7 

98 

40 

5.28 

15 

1947 

69.5 

100 

38 

6.23 

16 

1916 

74.3 

98 

37 

4.45 

10 

1948 

72.2 

97 

38 

4.04 

12 

1917 

72.1 

105 

40 

4.33 

13 

PERIOD 

72.1 

111 

29 

4.31 

11 

1918 

70.1 

99 

35 

3.05 

9 

1919 

72.6 

104 

34 

5.90 

11 

- 
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CLIMATOLOGICAL 
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PENNSYLVANIA 
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ATLANTIC   DRAINAGE 

ALLENTOWN  WB   AIRPORT 
ALLENTOWN   GAS   CO 
ALTOONA   HORSESHOE   CURVE 
ARENDTSVILLE 
AUSTINBURG   2    W 

74.5 
74.4 
71.2 
73.8 

0.3 

0.4 

0.3 

-    0.6 

94 
93 
90 
93 

5  + 
6 

30 

6  + 

52 
55 
48 
53 

8 

2  + 
2  + 
8  + 

8 
5 

1 
4 

2.41 
3.20 
2.30 
2.22 
3.30 

-  2.20 

-  1.64 

-  1.64 

-  1.56 

.19 

.74 
1.40 
.71 
.58 
.90 

23 

22 

24 

7 

5 

10 
13 

8 

8 

11 

3 
4 
3 
3 

5 

1 

AVOCA   WILKES-BARRE    SCRANTOI 

BELLEFONTE   ROCKVIEW   FARM 

BERWICK 

BETHLEHEM  RIVER   STATION 

BETHLEHEM   LEHIGH   UN IV 

72.2 

72.8a 

74.6 

74.8 

-    0.2 

90 
91 
94 

95 

5+ 

5 

5 

5 

51 
47 
51 

57 

8 
8 
8 

8 

2 
4 
7 

6 

8.27 
2.93 
5.15 
3.21 
2.98 

-  .93 

-  1.68 

3.91 
.77 
3.05 
1.31 
1.23 

13 
22 
13 
22 
21 

10 
12 
9 
10 
11 

6 
4 
3 
6 
4 

3 

2 

1 
1 

BLAIN 

BLAKESLEE   CORNERS 

BLOSERVILLE    1    N 

BREEZEWOOD 

BUFFALO  MILLS 

2.68 
5.18 
3.90 
1.19 
1.93 

-  1.07 

-  1.56 

1.29 

1.98 

1.15 

.25 

.78 

22 
13 
23 
12 

4 

8 
9 
9 
8 
9 

4 
5 

1 
3 

1 
2 

1 

BURNT   CABINS    2    NE 
CAMP  HILL 
CANTON   1    WH 
CARLISLE 
CARROLLTOWN 

71.9 

68.5 
74.2 

-    0.8 

95 

87 
95 

30 

5 
30 

44 

48 
50 

2f 

8 
8+ 

11 
9 

2.70 
3.36 
3.72 
4.42 
5.59 

.52 

1.12 
2.32 
.94 
2.70 
1.14 

19 
23 
24 
23 
14 

11 
3 

10 
6 

10 

4 
2 
6 
3 
7 

1 
1 

1 
2 

CARTER  CAMP 
CEDAR   RUN 
CHADDS   FORD 
CHAMBERSBURG 
CLAUSSVILLE 

74.2 

-    0.6 

96 

30 

50 

25 

8 

3.73 
5.82 
5.14 
1.85 
3.56 

2.25 
-    1.91 

1.18 
1.93 
2.64 
.87 
1.18 

22 
14 
15 
13 
22 

11 
12 

9 
10 

5 

4 
6 
4 
2 

4 

1 
2 
1 

1 

CLEARFIELD 
COALDALE    2    NIV 
COALPORT 

COATESVILLE    1    SW 
COATESVILLE 

68.5 
73.7 

-    1.2 

90 
92 

5 

7 

43 
53 

25 
10 

1 
4 

3.83 
3.72 
2.51 
4.77 
5.38 

-       .31 
.11 

.93 
1.43 

.60 
1.68 
1.47 

23 
14 
23 
15 
14 

13 
11 
8 
11 
13 

6 
4 
5 
5 

7 

1 

2 
2 

COLUMBIA 
CONSHOHOCKEN 
COVINGTON 
CURWENSVILLE   6    NW 
DANVILLE 

76.6 
66.6 

97 
85 

5 
4 

54 
45 

8 
2 

12 

3.49 
4.84 
2.54 
5.65 
5.47 

.39 

1.90 
1.45 
.78 
1.32 
2.00 

22 
27 
24 
22 
22 

9 
11 
10 
13 

8 

3 
5 
5 
8 
7 

1 
2 

2 
2 

DAUPHIN   3    N 
DINGMANS   FERRY 
DOYLE STOWN 
DRIFTWOOD 
DU  BOIS    7    E 

2.53 
2.63 
3.25 
4.09 
6.01 

-    1.68 
1.64 

.97 
1.12 
1.02 
1.93 

14 
15 
13 
23 

12 
10 
11 
9 
12 

3 
3 
6 
5 

1 
1 
2 

DUSHORE 

EAGLES   MERE 

EAST  WATERFORD   3   E 

ELIZABETHTOWN 

EMPORIUM 

67.4 
70.6 

70.1b 

0.3 

83 

87 

90 

12 

5+ 

30 

50 
52 

46 

2+ 
2 

8 

1 

5.22 
6.02 
3.99 
1.93 
5.00 

.64 
.60 

1.70 
1.70 
1.13 
.90 
2.24 

13 
24 
18 
23 
22 

10 

9 

9 

11 

10 

5 
6 
6 
2 
5 

3 
3 
2 

•  1 

ENGLISH  CENTER 

EPHRATA 

EQUINUNK 

EVERETT 

EREDERICKSVILLE    1    S 

75.2 

71.9 
73.4 

0.2 
0.2 

94 

94 
91 

6 

30 
14 

55 

47 
50 

8+ 

1+ 
18 

6 

4 
2 

4.46 
2.70 
1.39 
2.64 

-  .18 

-  2.52 

1.12 

1.97 

.75 

.38 

.82 

13 
23 
24 
6 
23 

7 
11 
10 
11 
13 

5 
6 
3 
3 
2 

1 

1 

FREELAND 
JALETON 
3EIGERT0WN 
3E0RGE   SCHOOL 
jETTYSBURG 

71.2 

73.9 
75.4 

2.1 

-    0.4 
0.8 

87 

92 
94 

5+ 

5 
6 

51 

53 

54 

2 

8+ 
9. 

4 
6 

. 

7.72 
3.26 
3.85 
4.20 
1.61 

2.51 

-  .57 

-  .43 

-  2.21 

3.47 
1.03 
1.73 
1.37 
.66 

14 
13 
14 
27 
23 

. 

8 

9 

8 

12 

11 

5 
3 
4 
5 
2 

3 

1 
2 
1 
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GETTYSBURG  1  S 

2.38 

.78 

22 

10 

GLEN  ROCK 

3.90 

1.24 

22 

9 

5 

GOOD  SPRINGS  1  NW 

2.71 

1.11 

13 

8 

4 

GORDON 

70.9 

-  0.3 

91 

5+ 

42 

8 

2 

4.96 

.05 

2.68 

13 

9 

5 

GOULDSBORO 

4.62 

.27 

1.65 

14 

11 

6 

GRANTVILLE  2  SW 

4.23 

2.00 

23 

8 

4 

GRATERFORD 

4.70 

-   .39 

1.14 

13 

13 

8 

HANOVER 

75.1 

-  0.7 

92 

6 

56 

25 

4 

3.29 

-1.07 

1.26 

27 

16 

3 

HARRISBURG  3  S  WB  AIRPORT 

75.3 

0.5 

92 

5+ 

55 

8+ 

5 

2.02 

-  1.81 

1.40 

22 

10 

2 

HARRIS BURG  NORTH 

4.45 

.42 

3.07 

23 

10 

3 

HAWLEY 

70.7 

0.3 

92 

30 

47 

8 

4 

2.84 

-  1.41 

.89 

7 

11 

4 

HAWLEY  1  S  WALLEN  DAM 

66.0 

86 

6  + 

45 

2  + 

2.50 

.77 

14 

7 

5 

HEWITT  2  S 

71.4a 

92 

5+ 

44 

2 

5 

1.93 

.70 

6 

10 

22 

HOLLIDAYSBURG 

1.61 

.57 

23 

7 

3 

HOLLISTERVILLE 

5.28 

.02 

1.11 

14 

12 

8 

2 

HOLTWOOD 

77.0 

-  0.1 

97 

1 

61 

9+ 

5 

3.12 

-   .81 

1.24 

15 

12 

4 

1 

HONE SD ALE  4  NW 

3.04 

.81 

19 

9 

5 

HONESDALE  6  N  TNRS  FLS  // 

2.97 

1.10 

18 

7 

5 

1 

HOP  BOTTOM  2  S 

4.64 

2.05 

22 

12 

5 

1 

HUNTINGDON 

72.2 

-  0.3 

93 

6  + 

42 

10 

6 

3.76 

-   .17 

2.22 

23 

8 

3 

1 

HUNTSDALE 

4.42 

2.95 

23 

9 

2 

1 

HYNDMAN 

2.87 

-   .40 

1.30 

4 

6 

4 

1 

JACKSON  SUMMIT 

3.23 

.71 

13 

11 

5 

JUNIATA  HOUSE 

2.63 

.86 

17 

8 

3 

KARTHAUS 

6.46 

1.35 

7 

13 

8 

3 

KIRKWOOD  1  SW 

2.59 

.73 

27 

7 

KRESGEVILLE  3  W 

2.73 

1.22 

22 

9 

4 

1 

LAKEVILLE  1  N 

3.12 

-2.09 

.96 

13 

9 

LAMPETER  SCS  1  A 

3.20 

11 

LANCASTER  2  NE  PUMP  STA 

73.4 

-  0.8 

92 

5 

50 

10 

3 

3.22 

-  1.19 

1.28 

23 

11 

3 

1 

LANCASTER  2  NE  FLTS  PLT 

2.58 

1.06 

23 

9 

1 

LANCASTER  2  NE  FLTR  PLT 

3.26 

1.48 

23 

12 

3 

1 

LANSFORD 

3.92 

-   .64 

1.22 

22 

10 

5 

2 

LANSFORD  FOREMANS  SHOP 

3.75 

1.21 

22 

11 

5 

2 

LAURELTON  STATE  VILLAGE 

4.06 

1.59 

20 

7 

5 

2 

LAWRENCEVILLE 

71.0 

0.4 

94 

12 

48 

8 

6 

3.69 

-   .39 

1.75 

13 

9 

5 

1 

LEBANON 

75.1 

0.9 

95 

6 

52 

8+ 

7 

4.92 

.47 

2.07 

23 

10 

5 

2 

LEBANON  3  SW 

5.21 

2.11 

22 

7 

4 

2 

LECONTES  MILLS  5  NW 

4.50 

1.32 

21 

11 

5 

2 

LEHIGHTON 

3.66 

-  2.45 

2.10 

22 

9 

4 

2 

LE  ROY 

3.62 

1.25 

23 

6 

5 

1 

LEWISTOWN 

74.0 

95 

30 

52 

9 

10 

2.47 

.81 

23 

11 

4 

LOCK  HAVEN  2 

1.51 

13 

8 

5 

1 

LONG  POND 

3.98 

1.06 

14 

13 

6 

2 

MAPLE  GLEN 

4.61 

1.80 

15 

10 

5 

1 

MAPLETON  DEPOT 

3.32 

.81 

23 

10 

6 

MARCUS  HOOK 

79.1 

0.1 

95 

5+ 

62 

8 

12 

2.30 

-1.93 

.64 

24 

13 

3 

MARTINSBURG 

1  =  82 

.64 

13 

11 

3 

MARTINSBURG  BLAIR  CO  AP 

70.6 

89 

30 

48 

2+ 

2.12 

.62 

13 

11 

3 

MATAMORAS 

5.18 

1.31 

2.23 

14 

6 

5 

2 

MAUCH  CHUNK  1  SW 

70. Of 

2.1 

90 

5+ 

44 

8 

2 

4.14 

1.03 

1.65 

22 

8 

6 

1 

MC  CONNELLSBURG 

.93 

-3.07 

.60 

22 

3 

1 

MC  CONNELLSTOWN  4  N 

1.90 

.46 

23 

9 

3 

MED IX  RUN 

5.52 

1.46 

13 

11 

5 

3 

MERCERSBURG 

1.65 

1.08 

18 

8 

2 

1 

See  reference  notes  following  Station  Index 
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TABLE   2  —  Continued 
CLIMATOLOGICAL    DATA 


PENNSYLVANIA 
JULY  1948 


STATION 


HERWINSBURG 

HIDDLETOWN    OLMSTED   FIELD 

II I  LAN 

HILANVILLE 

aiLLERSBURG   2    E 

ilLLVILLE 

ilLROY 

iIONROE    FURNACE 

dONROETON   2    S 

iONTROSE    3    E    HIGHWAY   SHED 

iONTROSE 

iOUNT   POCONO   2    N   WB   AP 

JOUNT   UNION    1    NW   // 

fifERSTOWN 

rtlFFS    MILLS    4    NE 

reWBURG   3    W 
rew   PARK 
NEWPORT 

n:w  TRIPOLI 

TORRISTOWN 


)RWELL   3    N 
>ALM 

'ALMERTON 
'ARK   PLACE 
>AUPACK 


1    NW   WB   AP 


'ECKS   POND 

'HIL   DREXEL    INST   OF   TEC 
'HILADELPHIA   WB   AIRPORT 
PHILADELPHIA   POINT   BREEZE 
>HILADELPHIA   SHAWMONT 

'HILADELPHIA   WB   CITY 
'HILLIPSBURG   7   E   AIRPORT 
'HOENIXVILLE    1    E    PUMP    STA 
'IKES   CREEK 
'INE  GROVE   1   NE 

'LEASANT  MOUNT   1   W 
'CRT   CLINTON 
'ORTLAND 
'OTTSTOWN 
'OTTSVILLE 

'OTTSVILLE    BRIDGE 

JUAKERTOWN 

ffiADING   WB  CITY 

lENOVO 

tENOVO   6    S    STATE   CAMP 

tETREAT   FARMS 
IINGTOWN   1    SW 
tUSH   6    S 
SAFE   HARBOR 
JAXTON 

iCRANTON   WB   CITY 
iELINSGROVE    AIRPORT 
JELLERSVILLE    2    NW 
SHADE   GAP 
iHIPPENSBURG 


TEMPERATURE,    IN    DEGREES   FAHRENHEIT 


75.6 


68.6 

67.2 

70.4 
66.0 
72.8 


72.5 
69.3 


77.4 
76.4 
77.2 
76.2 

76.8 

76.0 


71.8 


72.2 
76.2 


71.1 


73.4 


75.4 


0.7 


0.3 


1.4 


-0.3 
a.G 
0.2 

-1.6 


-0.5 
1.0 


0.7 


93 


86 

84 

92 
86 
94 


91 
88 


93 
93 
92 
93 

91 

95 


92 


93 
94 


89 


92 


93 


30 


6  + 

4  + 

31 
30 
6  + 


5+ 
5 


5 
5 

4+ 
5  + 

5 

5+ 


6  + 


4+ 


55 


49 

47 

43 
44 
48 


50 
51 


60 
58 
59 
55 

61 

54 


50 


50 
58 


50 


50 


52 


25 


7+ 

9 

8+ 
25 


NO.    OF 
DAYS 


UJ 

X 

50 


o    O 

to  UJ 
CD 

SO 


11 


2+   12 


8+ 


2  + 


13 


PRECIPITATION,   IN    INCHES 


2.35 
1.47 

2.17 
3.09 


2.64 
3.91 
3.91 
4.18 

4.37 
3.82 
2.83 
2.77 
3.12 

1.12 
2.21 
3.83 
2.17 
4.60 


-  2.25 


2.27 
4.44 
4.14 

6.36 
3.90 
1.90 
2.49 
5.14 

3.40 
2.29 
6.18 
3.35 
1.91 

2.09 
3.76 
2.17 
4.75 
2.76 

2.75 
2.71 
2.51 
6.89 


4.84 
3.80 
4.25 
3.26 
.88 

7.07 

2.85 

.50 

.91 

2.49 


,13 


1.32 


2.04 
.44 


.21 

2.25 

.56 

.75 

1.32 

2.97 

2.91 
1.14 

.16 
2.25 


2.23 
1.75 
2.83 


3.04 
1.19 


-1.24 


1.17 

1.91 

.56 

.89 


1.09 

1.10 
1.28 


1.13 
.63 

1.02 

.32 
1.20 
1.10 

.70 
1.17 

1.30 
1.15 
c86 
1.89 
1.78 

2.61 
.90 
.47 
.56 

1.58 

.79 
.60 
1.93 
.93 
.'77 

.39 
2.10 

.92 
1.88 
1.00 

1.09 

1.14 

.93 

1.40 

1.96 

1.46 
1.80 
1.20 
1.16 
.37 

3.12 
1.32 

.44 
1.05 


See  reference  notes  following  Station  Index 
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22 
13 
14 
22 


20 

22 
24 


13 
22 

14 

17 

23 
14 
13 
15 

22 
23 
21 
13 
14 

13 
23 
23 
27 
27 

23 
22 
14 
13 
23 

24 
22 
22 
23 
22 

22 
13 
13 
21 
13 

13 

22 
22 
27 
23 

13 
23 

19 
23 


SNOWFALL 
(UNMELTED) 


UJ   O 
I-  X2 

ujolO 
oruio: 


NO.  OF 
DAYS 


6 

9 

13 

10 

10 

10 

9 

8 

11 

7 
7 
9 
10 
9 

11 

9 

8 

8 

12 

11 
7 
8 
9 

10 

9 
9 
11 
8 
6 

9 
12 
10 
10 

7 

9 
10 

8 
10 


ooc 

20 


^o 


/ 


PENNSYLVANIA 
JULY  1948 


TABLE  2  —  Continued 
CLIMAT0L06ICAL    DATA 


STATION 


SOUTH  CANAAN  1  E 
SOUTH  MOUNTAIN 
SPRING  GROVE 
SPRUCE  CREEK 
STATE  COLLEGE 

STRAUSSTOWN 

STROUDSBURG  SUBSTATION 

STROUDSBURG 

SUNBURY 

SUNBURY  2  N  AIRPORT 

TAMAQUA 

TAMAQUA  4  N  STL  CRK  DAM 

TAMARACK  2  S  FIRE  TOWER 

TOWANDA 

TOWER  CITY  5  SW 

TUNKHANNOCK  1  S 

TYRONE  4  NE  BALD  EAGLE 

VIRGINVILLE 

WATROUS  9  S  LEE  FIRE  TOWER 

WATSONTOWN 

WEBSTER  MILLS  3  SW 
WELLSBORO 
WELLSBORO  2  E 
WELLSVILLE 
WERNERSVILLE 

WEST  CHESTER 
WEST  GROVE  1  SE 
WILKES -BARRE 
WILLIAMSPORT  4  SE 
WILLIAMSPORT  4  E  WB  AP 

WILLIAMSPORT 

WILLIAMSTOWN 

WIND  GAP  3  SW 

YORK  3  SW  PUMP  STATION 

YORK  2  S  FILTER  PLANT 

YORK  HAVEN 
ZIONSVILLE  1  SW 

DIVISION 


OHIO  DRAINAGE 

ACMETONIA  L  3  LOWER 
ALLENS  MILLS 
BAKERSTOWN  4  WNW 
BEAVER  FALLS 
BLAIRSVILLE  6  ENE 

BOSWELL 

BRADDOCK  LOCK  NO  2 
BRADFORD  CITY  HALL 
BRADFORD  4  W  RES  NO 
BROOKVILLE  AIRPORT 

BRUCETON 

BUCKSTOWN 

BURGETTSTOWN  3  W 

BUTLER 

BUTLER    SUBSTATION 


TEMPERATURE,   IN   DEGREES   FAHRENHEIT 


72.3 
75.2 
73.5 


67.8 
71.4 


65.0 


67.4 
73.2 

74.7 

72.1 

72.7 
76.0 


72.6 


66.6 
69.6 


66.4 
68.5 


70.6 
72.8 


^  ! 

<  5  S 

a.  o  a: 

lu  q:  o 

Q  u.  z 


1.3 


3.2 


0.8 


-1.4 


0.3 


05 
(iJ 

X 


0.1 
1.3 


-0.3 


-1.7 
0.4 


0.4 


90 


94 


92         5 


87 
92 


93 


91 
92 

93 

93 

91 
95 


97 


86 

87 


86 
88 


92 
94 


4+ 


31 


6 

5+ 


o 


6  + 
5 


1+ 


4 
30 


12+ 
4 


50 


50 


53 


49 
48 


48 


44 
50 

55 

51 

49 
52 


42 


51 
51 


40 
46 


45 
48 


o    O 

'J*   «ft    ^rf^   ..I 


25 


21 

9 


2  + 
8+ 

8 

8+ 

8 
25 

8+ 


NO.   OF 
DAYS 


UJ 


< 

X 

<tr. 
SO 


OQ  ro  iij 


11 


m 


zo 


2+ 
8 


1 
8+ 


PRECIPITATION,   IN    INCHES 


3.56 
2.23 
3.13 
2.49 
3.03 

2.57 
1.87 
2.05 
3.74 
4.07 

3.95 
4.27 
6.46 
5.31 
2.76 

3.87 
4.67 
2.76 
3.17 
6.47 

.60 
3.52 
3.01 
3.30 
1.82 

3.46 
2.75 
4.91 
4.01 
4.27 

4.52 
2.92 
3.22 
2.66 
2.90 

2.53 
3.67 

3.51 


4.79 
6.92 
4.55 
4,43 
3.41 

4.00 
2.39 
4.08 
3.43 
3.76 

4.72 
3.88 
3.12 
2.65 
2.69 


q: 

4  S  S 

o.  O  q: 

lu  q:  o 

o  li.  z 


-  .82 

-  3.25 

-  .27 


1.60 


.12 


1.31 

2.31 

.84 


.77 
2.07 

-    1.62 


1.52 
1.42 

.76 


.68 


.09 
-    1.45 


.65 
.59 

1,04 


1.59 


.56 

1.43 

.94 

.82 

.78 
1.01 
1.03 

.76 
1.16 

1.69 
1.33 
1.78 
1.37 
1.01 

1.07 

1.54 

.74 

.90 

2,73 

.25 
.79 
.82 
1.30 
.62 

1.25 
1.16 
1.67 
1.01 
1.19 

1.18 
1.04 
1.10 
1.10 
1.45 

1.45 
1.10 

3.91 


1,30 
2.38 
2.00 
1,36 
.84 

.82 
.58 
.83 
.80 
1.18 


1.20 
.73 
.72 


14 

23 
14 
22 

23 
22 
21 
7 
21 

22 
22 
21 
23 
23 

24 
22 
22 
22 
13 

13 
24 
13 
23 

23 

27 
1 
13 
13 
13 

13 
23 
21 
23 
22 

23 
23 

13 


24 

22 

23 

4 

6 

4 
23 
22 
13 
23 


17 
23 
23 


SNOWFALL 
(UNMELTED) 


O 

t- 


»>o 

UJ        O 

y-  IX 

UJ(1.0 
<900 


See  reference  notes  following  Station  Index 
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NO.  OF 
DAYS 


TABLE   2  —  Continued 
CLIMATOLOGICAL    DATA 


PENNSYLVANIA 
JULY  1948 


STATION 


CHARLEROI 

CHARLEROI    L  4   LOWER 
CLARION   3    SW 
CLAYSVILLE 
CONFLUENCE    1    SW 

CONFLUENCE    1    NW 
CONNELLSVILLE 
CONNELLSVILLE   4    N 
CORAOPOLIS  DAM  2 
CORRY 

COUDERSPORT 
COUDERSPORT   8   E 
CRESSON  1   E   SUMMIT 
CUSTER  CITY  2   W   SONGBIRD 
DERRY 

DONEGAL 
DONORA 
DUNLO 
EBENSBURG 
ERIE   AIRPORT 

FARRELL   SHARON 
FORD   CITY  4    S 
FRANKLIN 
jIFFORD 
JLENCOE 

jLenwillard  dashields  dam 
jreensboro  l  7 
irennsburg  2  s  filter  sta 
sreensburg  2  e  hwy  shed 
ireensburg  3  se  unity  res 

}reenville 

lOME 

lOOVERSVILLE 
INDIANA  2  SE 
[NDIANA 

[RWIN 

FAMESTOWN  2    NW 
rOHNSTOWN   1 
rOHNSTOWN  2 
lANE   1   NTT 

LANE   5    SE 

KEGAR  4    SE 

AFAYETTE  MC   KEAN  PARK 

STROBE 

JIWIS  RUN  3    S 

.INESVILLE   6    NW  PENN  LINE 

.YCIPPUS   1   E 

lARIENVILLE 

lARSHBURG 

IC  KEESPORT 

EADVILLE  1  S 

ERCER  5  NE  WB  AIRPORT 

EYERSDALE 

IIDLAND  DAM  NO  7   LOWER 

lOSGROVE   L   8 


TEMPERATURE,    IN    DEGREES   FAHRENHEIT 


2 
LlI 


69.4 
72.3 
70.9 


75.0 
67.4 

73.2 

67.4 
75.9 

68.5 


70.4 
70,4 


71.3 


71.1 


69.9 
73.0 

73.5 
70.6 
78.5 

65.2 


70.5 
69.4 

73.0 


-0.6 


5.9 
0.6 

0.5 

0.2 

-  0,3 

-1.2 

-0.3 

1.3 
1.1 
5,5 


0.8 
0,2 


90 
92 
88 


90 

86 
94 

85 


89 
90 
90 


88 


90 


89 
89 

92 
89 
93 

87 


90 
89 

92 


4 
4 

5+ 


89      10  44 

89      11+        42 


12+ 

5+ 
4  + 


4+ 

5 

5 


4  + 


4+ 


4 
4+ 

3 

5+ 
12 


0) 

111 
o 


45 
47 
50 


49 

42 
53 

47 


48 
50 


47 


45 


44 
50 

49 
46 
50 

38 


45 
45 

53 


2+ 

2 

8+ 


25 
2 


2+ 


25 
25 

2+ 
8 
25 


NO.    OF 
DAYS 


111 

o> 


o 

0Q(tO  U 

m 


SOSO 


ecc 


PRECIPITATION,   IN    INCHES 


4.76 
5.57 
4.87 
6.20 

6.06 
4.21 
3.65 
3,81 
5,28 

4.15 
2.79 
3,62 
4.15 
5.91 

7.55 
5.30 

4.08 
4.33 

6.78 
5,54 
4,28 
3.75 
3.18 

5.22 
4.16 
6,68 
5.50 
5.25 


q: 

3 
(- 
CE 

a.  o 
UJ  ct 
Q    U. 


> 

< 

O 

l- 

_1 
< 

Ui 

1- 

3: 

< 

LC 

LU 

O 

q: 

2 

(3 

4.42 
4.06 
3.38 
2.81 
5.11 

4.84 
6.77 
3.25 
4.50 
4.11 

4.32 
4.53 

4.33 
2.85 

3.87 
6,11 
3,53 
2.54 
2.56 


.80 

1.03 

.65 


1.31 


,18 
2.16 


-  .32 

1.32 

1.85 

-  .04 

3.19 

-  .15 


.45 
2.88 


,39 


-    1.85 

.55 

.18 

-1.10 

.94 


,19 


.67 


,28 


1.13 
1.18 


1,45 
1,58 
1.06 
.98 
2.49 

2.21 

.75 

.82 

1.29 

1.36 

2.41 
.89 
.92 
.89 

2.10 

1.99 
1.48 
.63 
1.70 
2.05 

2.55 
1.20 
.95 
1.18 
1.40 


5 

6 

23 

28 

4 

4 

7 

13 

17 

13 

13 
22 
23 
13 
13 

4 
13 
13 
23 
21 

13 
23 
23 
14 
4 


1.95 

23 

1.10 

14 

2,62 

13 

2.07 

13 

2.49 

13 

1.49 

13 

.96 

4 

.87 

13 

.92 

23 

1.17 

13 

1,13 

23 

.86 

4 

.54 

6 

1.78 

13 

1.59 

13 

1.34 

6 

.96 

22 

1.00 

14 

1.48 

13 

.95 
1.70 
1.20 
..95 

.59 

,88 

2.01 

1.04 

.89 

.82 


1 


13 
4 
23 
13 
23 

1 
22 
31 
23 
14 


See  reference   notes   following   Station   Index 
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SNOWFALL 
(UNMELTED) 


ai     o 
t-  iz 

UJClO 

Kuio: 


NO.    OF 
DAYS 


20 


13 
14 
14 
14 
18 

19 
14 
14 
10 
10 

7 

7 

10 

10 

14 

18 
16 
9 
11 
12 

10 
12 
12 
10 


11 
18 
13 
14 
9 

13 
13 
14 
12 
13 

15 
13 
12 
9 
13 

13 
20 
11 
12 
10 

9 

9 

11 

12 

12 

12 
13 
15 
10 
12 


?  o 

O  q: 
_:  O 


/ 


PENNSYLVANIA 

JULY  1948 


TABLE  2  —  Continued 
CLIMATOLOGICAL    DATA 


TEMPER 

tATURE 

,  IN  D 

E6R 

EES  FAHRENHEIT 

PRECIPITATION,  IN  INCHES 

NO.  OF 

■w 

SNOWFALL 

NO.  OF   1 

STATION 

< 

UJ 

2 

DEPARTURE 

FROM 

NORMAL 

1- 
<n 

UJ 

I 

CD 

I 

UJ 

< 

Q 

1- 
co 

UJ 

o 

_l 

UJ 

1- 
< 

Q 

DAYS 

_l 
< 
1- 
o 

DEPARTURE 

FROM 

NORMAL 

< 
o 

1- 

V) 

Ul 

1- 
< 

UJ 
(T 
O 

UJ 
H 
<t 
Q 

(UNMELTED) 

DAYS 

■  < 

X 

50 

o  O 
<\J  _l 
lO  UJ 

m 

Iq: 
SO 

_i 
< 

(- 
o 

1- 

mo 

HIZ 
41-=) 
IUQ.O 

UJ 

< 

o 

xUJ 

XUJ 

oq: 

ZO 

-s 
<^o 

is 

?  o 
o^ 

O  (T 

-;  O 

MURRYSVILLE 

4.08 

.77 

22 

11 

6 

NATRONA  L  4 

5.42 

1.40 

1.43 

23 

9 

7 

2 

NEW  CASTLE  1  N 

72.0 

-0.6 

92 

4 

50 

2  + 

3 

3.14 

-1.04 

.93 

23 

13 

4 

NEWELL 

75.0 

1.6 

92 

30 

52 

2 

5 

2.79 

-   .71 

1.10 

14 

8 

3 

1 

PARKERS  LANDING 

4.69 

.59 

1.75 

23 

11 

4 

2 

PARKERS  LANDING  1  E 

4.97 

1.36 

22 

11 

4 

2 

PINE  GROVE  MILLS  1  S 

3,22 

-1.13 

1.21 

13 

9 

3 

2 

PITTSBURGH  7  SE  WB  AIRPORT 

73.8 

91 

4 

54 

8 

1 

2.83 

.67 

16 

13 

4 

PITTSBURGH  WB  CITY 

75.6 

1.0 

93 

4 

56 

2 

4 

3.49 

-   .56 

1.12 

16 

11 

6 

1 

PORT  ALLEGANY 

4.20 

1.20 

13 

13 

5 

1 

PORT  ALLEGANY  3  SW 

4.25 

1.06 

14 

9 

5 

2 

PUNXSUTAWNEY  1 

3.58 

-   .50 

1.13 

23 

14 

5 

1 

PUNXSUTAWNEY 

3.09 

.70 

23 

12 

5 

PUTNEYVILLE  2  SE 

68.6 

90 

5 

44 

2+ 

1 

4.83 

1.35 

23 

16 

4 

2 

REW 

3.79 

1.01 

13 

10 

5 

1 

RICES  LANDING  L  6 

4.96 

1.24 

14 

14 

7 

1 

R IDG WAY 

69.8 

1.9 

92 

5 

44 

8+ 

6 

4.60 

.35 

1.64 

23 

10 

6 

1 

ROCHESTER  1  N 

4.82 

1.02 

23 

13 

7 

1 

SALTSBURG 

4.81 

.77 

1.77 

13 

12 

7 

1 

SCANDIA 

3.92 

.94 

12 

9 

6 

SCHENLEY  L  5 

5.75 

1.72 

2.03 

23 

12 

7 

1 

SEWARD 

6.64 

2.13 

23 

12 

7 

1 

SHARPSVILLE 

6.99 

2.12 

13 

13 

8 

2 

SHEFFIELD  6  W  CHERRY  GROVE 

4.24 

1.50 

13 

10 

5 

1 

SMETHPORT  HIGHWAY  SHED 

3.58 

1.06 

13 

12 

5 

1 

SOMERSET  WATER  WORKS 

68. 2 

-0.4 

86 

4+ 

42 

25 

5.05 

.43 

1.60 

4 

15 

4 

2 

SOMERSET  2  E  SUBSTATION 

4.15 

1.50 

4 

6 

SPRINGS  1  SW 

66.4 

-1.0 

84 

5 

42 

2 

7.60 

3.16 

2.21 

4 

21 

9 

2 

STRONGSTOWN 

4.16 

1.77 

22 

9 

6 

1 

SUTERSVILLE 

4.62 

1.00 

14 

13 

6 

1 

TIONESTA  2  SE  DAM 

70.2 

88 

5+ 

50 

2+ 

5.16 

1.36 

1.40 

13 

12 

6 

2 

TITUSVILLE  2  S 

68.1 

86 

4+ 

43 

2+ 

3.70 

1.15 

23 

9 

5 

1 

TITUSVILLE 

3.45 

.73 

23 

10 

6 

TUNNELTON  // 

3.59 

.80 

22 

8 

5 

UNION  CITY  1  W 

3.33 

.94 

21 

12 

5 

UNIONTOWN 

73.9 

0.5 

91 

5 

51 

2 

4 

2.79 

-2.02 

1.00 

13 

17 

2 

1 

VANDERGRIFT 

5.01 

.92 

1.55 

14 

9 

7 

2 

VANDERGRIFT  2  W 

4.77 

1.27 

13 

11 

5 

2 

WARREN 

71.4 

1.6 

91 

11+ 

47 

8 

9 

4.18 

-   .24 

.95 

13 

10 

7 

WASHINGTON 

2.42 

.90 

16 

9 

3 

WAYNE SBURG  2  W 

4.53 

.17 

1.54 

13 

13 

4 

1 

WAYNESBURG 

72.4 

-0.7 

95 

21 

47 

2 

3 

5.14 

.78 

1,41 

14 

15 

6 

2 

WEST  NEWTON 

6.52 

2.54 

1.81 

14 

13 

8 

2 

YOUNGSVILLE 

DIVISION 

70.9 

-0.3 

95 

21 

38 

8 

3 

4.40 

.40 

2.62 

13 

12 

5 

1 

LAKE  DRAINAGE 

ERIE  WB  CITY 

73.0 

2.0 

90 

30 

56 

2 

1 

4.22 

1.21 

1.48 

6 

11 

4 

1 

STATE 

72.2 

-0.1 

97 

1+ 

38 

8 

3 

4.04 

-   .27 

3.91 

13 

12 

6 

1 

See  reference  notes  following  Station  Index 
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TABLE    3 
DAILY    PRECIPITATION 


STATION 


ACKETONIA   L   3   LOWER 
ALLKNS   MILLS  r 

/UXENTOIN   WB    AIKPORT         z 
ALLENTOWK  GAS  CO 
ALTOONA   HORSESHOE   CURVE 

ARENDTSVILLE 

AUSTINBURG    2    W  r 

AVOCA    WILKES-BARRE   AP 
BAKERSTOm    4    INT 
BEAVER    FALLS 

8ELLKF0NTE    ROCKVIKW    FARH 

BERWICK 

BETULEHEM  RIVER  STATION 

BETHLEHEH  LEHICB  UNIV   z 

BL.\IN  r 

BLAtRSVILLE   6    ENE 
BLAEESLEE   CORNEKS 
BLOSERVILLE    1    N 
BOS  WELL 
BRADOOCK   LOCK   NO   2 

BRADFORD   CITY   HALL 
BR.\DFORD    4    W   RES    NO   1 
BREEZEWOOD 
BROOKVILLE   AIRPORT 
BRUCETON 

BDCKSTOWN 
BUFFALO   MILLS 
BURGilTSTOWN   3   W 
BURNT  CABINS  2  NE 
BUTLER 

butler  substation 
:amp  hill 
:anton  1  NW 
;ahlisle 
;ahrolltown 

;arter  camp 
:kdar  run 
;hadds  ford 
:bambersburg 
:harleroi 
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:harleroi 
:larion  3 
ilaussville 
:laysville 
:learfibld 


sw 


NW 


:0ALDAL£ 

ioalport 

oatesville  1  sw 
oatesville 

OLUKBIA 

ONFLUENCE  1  SW 
ONFLUENCE  1  NW 
ONNE-iSVILLE 

onnellsville  4  n 
onshohocken 

oraopolis  dam  2 

ORRY 

OUDERSPORT 
ODDERSPORT  8    E 
OVINGTON 

RESSON   1   E  StlUlIT 
URWENSVILLE   6    NW   AP 
OSTER  CITY  2   W  SONGBIRD 
ANVILLE 
4UPHIN   3    N 

ERRY 

INGKANS   FE8RY 

ONEGAL 

ONORA 

OYLESTOWN 

RIFTWOOD 
B  BOIS    7    E 
[mLO 
DSHORE 
&GLES   MERE 

»ST   WATEKFORD   3    E 

3ENSBURG 

LIZABETHTOWN 

CORIOTJ 

JCLISH   CENTER 

?HHATA 

JOINUNE 

ilE    WB   CITY 

ilE   AIRPORT 

riRETT 

UlRELL   SHARON 
MD   CITY   4    S 
lANKLIN 

lEDERICKSVILLE   1    SE 
tEELAND 

ILETON 
ilGERTOWN 
iORGE    SCHOOL 
iXTYSBURG 
fITYSBURG    1    S 

IFFORD 

iHCOE 

.EN   ROCK 

.ENWILLARD   DASHIELDS  DaI 

)0D   SPRINGS    1    NW 


2.36 
.78 
.06 


.10 

T 

T 


2.49 
2.21 


T 
I     .20 

.21 
.45 

1.58 
.07 
.30 
.63 
.44 


.05  1.05 
.12 
.81 
.50 

.11 


.14 


1.4(^ 
.65 


.07 


.12 
.10 
1.48 
.23 
.38 

.06 

.02 
.23 
.88 


.07 
.11 
.47 


.05 
.01 


.07 
.52 


10 


.18 
3.91 


.33 

3.05 


.71 
1.98 


.67 
1.05 


DAY    OF    MONTH 

16 


14 


.96 


.13 

.21 

1.35 

1.01 

.06 


15 


17 


.05 
1.11 


.24 
.54 


.60 
1.08 


T 

1.36 

2.41 

.42 

.27 

.56 
.56 


2.10 

T 
1.36 
1.48 


1.02 
1.43 
.63 
1.70 
1.21 


.34 
1.12 

.69 
.43 
.12 
.25 
.04 

2.55 
.43 
.57 

.20 

1.03 

.35 


.15 

1.93 

.15 


.20 

.01 

1.11 


.50 
1.02 
.95 
.08 
.04 

1.43 

.30 

1.47 

1.47 

.11 

.64 
.60 
.70 

.50 


1.20 
.03 
.35 


18 


.31 


20 


35 
1.04 


22 


T 

.07 


1.68 
1.39 


1.40 
T 


1.12 
.19 
.71 

3.47 


.03 

.13 

.03 

T 

.10 

.44 

.04 

.18 

.29 

.56 

.08 

.01 

.01 

.30 

.41 

.01 

.02 

.01 

.02 

.10 

.11 

.19 

.03 

.25 

.01 

.26 

.24 

.25 

.09 

.03 

.03 

1.29 

.29 

.01 

.91 

1.60 
.02 


2.38 
.09 

1.40 
.13 


.06 

.77 
1.03 
1.31 

.14 
1.29 

.09 

.66 
.02 


1.18 
.92 

.20 
.07 

.09 

1.04 

1.18 

.77 

.47 

.95 
.20 
.02 
.02 
1.90 

.19 
.19 
.06 


23 


.04 
1.34 
.74 
.32 
.18 

.48 
.50 
.73 
2.00 
.61 

.02 
.08 
.36 
.70 
.03 

.38 
.27 
1.15 
.47 
.58 

.10 


1.18 
.72 


.72 
2.32 


24 


26 


.63 
1.32 


.07 
.14 

.64 

.61 

I     .39 

1.25      .28 

1.35 

.56 


.29 
2.24 


.94 
2.05 


.09 
.16 
.03 
.03 
.11 

.26 
.48 
.68 
.20 
1.00 


.30 
.12 
.02 
.11 
.96 

.77 
1.93 

.03 

1.18 

.82 

1.10 

1.70 

.90 

.56 


1.97 
.04 
.01 
.10 
.01 

1.54 

1.20 

.95 

.82 

.23 


.84 
1.10 
1.67 


.70 

1.17 

.92 

.66 

.781      .02 


55      .18 


See  reference  notes  following  Station  Index 
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.30 

1.24 

.01 

.60 


1.95 

.39 


.34 

.18 
.04 


26 


27 


28 


29  30   31 


.08   .02 

.05 

T 

.22 

.24 


.22 

.34   .04 


T 

.03 

.15 


.57 
.22 
.02 

.86 
.01 
T 


.05 
1.37 
T 


.56 
.02 


.30 
.03 


.05 

.50 
.30| 

.09 
.07 
.07 


.74 
.66 


.10 
.02 

T 

.05 

.06 

.16 

.28 


4.79 
6.92 
2.41 
3.20 
2.30 


2.22 
3.30 
8.27 
4,35 
4.43 

2.93 
S.13 
3.21 
2.98 
2.68 

3.41 
S.18 
3.90 
4.00 
2.39 

4.08 
3.43 

1.19 
3.76 
4.72 

3.88 
1.93 
3.12 
2.70 
2.S5 

2.69 
3.36 
3.72 
4.42 
5.59 

3.73 
5.82 
5 
1.85 


4.76 
5.57 
3.56 
4.87 
3.83 

3.72 
2.51 
4.77 
5.38 
3.49 

6.20 
6.06 
4.21 
3.65 
4.84 

3.81 

5.28 

4.15 

2 

2.54 

3.62 
5. 65 
4.15 
5.47 
2.53 

5.91 
2.63 
7.55 
5.30 
3.25 


5.22 
6.02 


3.99 
4.08 


4.46 
2.70 
4.22 
4.33 
1.39 

6.78 

5 

4.28 

2.64 

7.72 

3.26 
3.85 
4.20 
1.61 
2.38 

3.75 
3.18 
3.90 
5.22 
2.71 


/ 
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TABLE    3  -  Continued 
DAILY    PRECIPITATION 


STATION 


S  FLTS  STA 
E  HWY  SHED  I 
SE  UNITY 


GORDON 
GOULDSBORO 
GRANTVILLE 
GRATERFORD  2 
GREENSBORO  L 

GREENSBURG  2 
GREENSBURG  2 
GREENSBURG  3 
GREENVILLE 
HANOVER 


HARRISBURG  3  S  WB  IP 

HARRISBURG  NORTH 

HAWLEY 

HAWLEY  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLLIDAYSBURG 
HOLLISTERVILLE 
HOLTWOOD 
HOME 
HONESDALE  4  NW 

HONESDALE  G  N  TNS  FL  //  r 

HOOVERSVILLE 

HOP  BOTTOM  2  S 

HUNTINGDON 

HUNTSDALE 

HYTiDMAN 

INDIANA    2    SE 

INDIANA 

IRWIN 

JACKSON    SUMMIT 


DAY    OF    MONTH 


NW 


.JAMESTOWN 
JOHNSTOWN  1 
JOHNSTOWN  2 
JUNIATA  HOUSE 
KANE  1  NW 

KANE  5  SE 
KARTHAUS 
KIRKWOOn  1  SW 
KREGAR  4  SE 
KRESCEVILLE  3 


NW 


LAFAYETTE  MC  KEAN  PARK 
LAKEVILLE  1  N 
LAMPETER  SCS  1  A 
LANCASTER  2  NE  PUMP  STA 
LANCASTER  2  NE  FLTR  PLT  i 

LANCASTER  3  NE  EXP  FARM 

LANSFORD 

LANSFORD  FOREMANS  SHOP 

LATROBE 

LAURELTON  STATE  VLGE    I 

LAWRENCEVILLE 

LEBANON 

LEBANON  3  SW  I 

LECONTES  MILLS  5  NW 

LEHIGHTON  i 


LE  ROY 
LEWIS  RUN  : 
LEWISTOWN 
LINESVILLE 
LOCK  HAVEN 


6  NW  PENN  LINE 


LONG  POND 
LYCIPPUS  1  E 
MAPLE  GLEN 
MAPLETON  DEPOT 
MARCUS  HOOK 

MARIENVILLE  i 

MARSHBURG 

MARTINSBURG  1 

MARTINSBURG  BLAIR  CO  AP 

MATAMOHAS 


SW 


MAUCH  CHUNK 

MC  CONNELLSBURG 

MC  CONNELLSTOWN  4  NW 

MC  KEESPORT 

MEADVILLE  1  S 

MEDIX  RUN 

MERCER  5  NE  WB  AIRPORT 

MERCERSBURG 

MERWINSBURG 

MEYERSDALE 

MIDDLETOWN  OLMSTED  FLD 
MIDLAND  DAM  NO  7  LOWER 
MILAN 

MILANVILLE 
MILLERSBURG  2  E 

MILLVILLE 

MILROY 

MONROE  FURNACE 

MONROETON  2  S 

MONTROSE  3  E  HWY  SHED 

MONTROSE 

MOSGROVE  1,  8 

MOUNT  POCONO  2  N  WB  AP 

MOUNT  UNION  1  NW  // 

MURRYSVILLE 

MEYERSTOWN 
NATRONA  L  4 
NEFFS  MILLS  4  N'E 
NEWBURG  3  W 
NEW  CASTLE  1  N 


:.14 
.28 


.43 

.55< 


1.01 
.05 


.08 

.50 
.45 
.12 

.06 

.69 

.09 

.11 

.26 

.09 

.03 

.14 

.04 

.22 

.63 

.54 

.15 

.05 

.04 

.22 

1.35 

.41 

1.34 

.05 

.56 

.27 

.04 

.07 

.04 

.08 

.91 

.02 

10 


.47 
1.10 


12       13       14      15      16       17       18       19      20      21      22     23     24      25 


2.68 
.56 
.92 

1.14 
.03 

2.62 
2.07 
2.49 
1.49 


.57 
.49 
.08 

.38 
.99 

1.61 
.43 


1.17 
.71 


1.S9 
.55 


1.05 
.05 


.28 

.25 

.92 

1.02 

1.75 

.70 

.31 
.10 

.85 
1,48 

T 

.95 
1.51 

.20 
.75 


.40 
.48 

1.46 
.65 
T 

.27 
.04 

.16 
.01 
1.91 
.13 
.58 


1.11 
.03 


1.11 
.05 
.01 


1.70 
.34 
.37 


.09 

.68 
l.OS 
1.05 
1.00 


1.06 
.35 


.45 

2.23 

.20 

.55 
.12 
.03 


1.19 
1.02 


1.10 
.04 
.05 


.02 
1.59 


.04 
1.07 


1.03 
.30 


.31 

1.32 


2.00 
.76 
.15 

.25 
.20 
.20 
1.30 
.77 


.32  .57 

.49  .01 

. 01 ;  .  26 

.69  .18 
.49 


.04 

2.05 

.05 

.03 

.45 
.72 
.10 
.02 


.35 
.16 
.39 
.69 
.19 

.15 
.19 
.30 
.14 
1.22 

.96 


.22 

.11 

1.22 

1.21 

.09 

.33 

.20 

.27 

2.11 

.47 

12.10 

.55 


.41 

1.00 
T 

.15 
.44 
.04 

.45 
.32 
.29 
.56 
.92 

1.65 
.60 

I  .04 


.38 


.231 1.20 
.69  2.01 


I  1.10 

!  .10 


1.09 
.00 


1.00 
.53 


.23 

1.17 

T 

.53 
.18 
.89 

.04 
.32 
.41 
1.10 
.41 


.04 
.56 
.18  .31 
.25   .20 


.37 

.18 

.07 

2.22 

2.95 

T 
.29 


.70 
1.25 


1.28 
1.06 

1.48 
.40 
.40 
.24 
.45 

.42 
2.07 
1.70 
1.07 

.50 

1.25 
.15 
.81 
.70 
.75 

.26 
.10 
.60 
.91 
.10 


.89 
.02 
.07 
.77 

.34 
.45 
.31 
.11 
.07 

1.50 
.69 
.22 
.31 
.12 

1.54 

1.43 

.27 

.14 

.93 


.20 
.03 


26  27  28  29  30   31 


.23 
1.26 


.06 
.03 


.11 
.02 


.02 
.11 
.16 


.12 
.08 

.05 

.07 
.53 
.14   .04 


.01 
.52 


.30 

.02 


.22 
.14 


.021 
.02! 


.13 
1.04 


.16 
.01 


.22 
.10 


See  reference  notes  following  Station  Index 
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TABLE    3  -  Continued 


DAILY    PRECIPITATION 


STATION 


nWILL 
m  PARE 
NBTPORT 
»»  TRIPOLI 
NORXISTOWN 

ORVELL  3   N 
PALM 

PALMERTON 
PAKQRS   LAUDING 
PARKKRS   LANDING 


1    E 
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PARI   PLACE    1    N«   WB  AP 

PAUPACK 

PECKS   POND 

PBIL  DREXEL    INST   OF  TEC 

PBILADELPBIA  WB   AIRPORT  3 

PHILADELPHIA  PT  BREEZE  z 
PHILADELPHIA  SBAmONT  I 
PHILADELPHIA  WB  CITY  z 
PHILLIPSBURG  7  E  WB  AP  r| 
PHOENIXVILLE  1  E  PUMPSTAz 

PIKES  CREEK 
PINE  GROVE   1    NE 
PINE  GROVE    HILLS    1    S 
PITTSBURGH   7    SE   WB  AP 
PITTSBURGH   WB   CITY 

PLEASANT   MOUNT   1    W 
PORT  ALLEGANY 
PORT  ALLEGANY  3  SW 
PORT  CLINTON 
PORTLAND 

POTTSTOWN 
POTTSVILLE 
POTTSVILLE  BRIDGE 
PONXSUTAWNEY    1 
PONISUTAWNEY  2 

PDTKKYVILLE    2    SE 

(JOAKERTOWN 

READING  WB  CITY 

RENOVO 

SENOVO  6  S  STATE  CAMP 

RETREAT  FARMS 

SEW 

BICES  LANDING  L  6 

RIDGWAY 

BINGTOWN   1    SW 


BOCHESTEH   1    N 

RUSH  e  s 

SAFI    HARBOR 

SALTSBURG 

SAXTON 

5CANDIA 
3CHENLEY  L  5 
SCRAl-roN  WB  CITY 
SELINSGROVE    AIRPORT 
SELLERSVILLE    2    NW 

SEWARD 

SHADE  GAP  : 

3HARPSVILLE 

SHEFFIELD   6    W  CHY  GRV 

3HIPPENSBCRG 

3METHP0RT   HIGHWAY   SHED   i 
SOMERSET   WATER   WORKS 
SOMERSET   2    E    SUBSTATION 
SOCrn   CANAAN    1    E  1 

SOUTH  MOUNTAIN 

SPRING  GROVE 

SPRINGS    1    SW 

SPRUCE   CREEK 

STATE   COLLEGE  : 

JTRAUSSTOWN 

JTRONGSTOWN  1 

iTROUDSBURG   SUBSTATION 
iTROUDSBURG  I 

iUNBURY  a 

iUNBURY  2    N  AIRPORT 

iUTERSVILLE 

FAMAQUA 

fAMAQUA  4    N   STL  CR  DAM    z 

rAMARACK  2   S   FIRE  TWE 

nONESTA   2   SE  DAM 

fITUSVILLE    2    S 

:ITDSVILLE 

rOWANDA 

rOIER  CITY   5    SW 

rUNKBANNOCK   1    S 

rUNNELTON   // 

rYHONE   4    NE   BALD   EAGLE 

INION  CITY   1    W 

raiONTOWN 

'ANDERGRIFT 

^ANDERGRIFT  2  W 

'IRGINVILLE 

lASREN 

rASHINGTON 

lATHOUS  9  S  LEE  FIRE  TWI 

rATSONTOWN 
rAYNESBURG  2  W 
rAYNESBURG  1  E 
(EBSTER  MILLS  3  SW 
lELLSBORO 

FELLSBORO  2  E 
gLLSVILLE 


.03 
.04 

T 


.16 
.10 
.10 


.10 

.02 
.05 


.48      .60 
.28 


.01 

1.40 

.35 

.05 


.40 
.04 


.09 

T 

.02 


1.60 
1.50 


.05 
.10 
.04 


.21 

T 
.15 


1.45 
.10 
.53 


.01 
.05 
.95 

.02 
1.58 


.76 
.22 
.05 


.45 
.02 

.35 

.40 
.33 
.23 
.58 
.37 

.49 
.41 
.02 
.05 


.06 
.29 


.03 
1.45 
1.40 


.60 
.04 


10 


.31 

1.26 

.74 

1.89 

.50 

2.61 


DAY    OF    MONTH 
15 


14 


1.10 
.10 

1.10 
.01 
.69 

.71 

.80 


1.21 
.04 
,35 

.38 
1.20 
1.04 

.06 


.65 
3.12 
.07 
.08 


.20 

1.23 
.30 

.21 
.55 


.05 

.18 

1.24 

.03 


.20 
.94 


1.00 
1.27 


16 


.17 
1.55 


.63 
.10 


1.41 

.sd 


1.57 
.04 


1.26 

T 


.67 
1,12 


17 


1.18 
.55 


.01 
.10 
.01 
T 


18 


.08 
1.16 


.03 
.65 


.03 

T 
.27 


20 


.02 
.13 


.60 
.05 
.12 


22 


.01 
1.40 

.60 

.06 

T 

.22 


.80 
.03 


1.03 

.52 

1.16 


1,30 
.28 
.10 
,13 

1.36 

,78 
.35 
.52 
.48 
.08 

.12 
.10 
.49 
.60 
.32 


.56 

.56 

2.10 

.92 

.14 

1.00 

1.09 

.40 

.38 

,09 
.24 
.31 

1.38 
.44 

.58 

.71 
.13 


.61 
1.20 


23 


1,20 
,60 
.41 

,67 


.04 
.21 
.21 
.62 
.07 

1.88 
.82 
.78 

1.13 
.70 

1.35 
.75 
.86 
.61 


.93 

.13 

.05 

1.64 


1.02 

.23 

1.13 


24 


.36, 
2.03 

.52 
1.32 

.32 

2.13 
.06 
.25  1.64 
.24      .35 
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.15 


.28 
T 

.82 
.01 

1.77 

1.01 

.28 

.38 

.44 


1.33 

1.43 

.84 


.34 

.80 
1.54 
.14 
.03 
.08 

1.01 
.74 
.71 
.44 
.90 


1.05 

.85 
.11 
.95 
.40 
.48 


.29 

.05 
.78 

.35 
.26 

.56 
.52 


.48 

.44 

1.07 

1.15 

.73 

1.37 

1.01 

,06 

.70 
.20 


25  26 


1.04 
.19 


.76 
1.30 


.23 
1.07 


.03 
.48 


.21 
.79 


27 


T 
1,11 


.02 
.57 
.38 
.36 

.56 

1.S8 

.53 


28 


1.16 
.01 


29 


30 


.50 
.02 
.19 


.01 
.12 


.22 

T 


T 
.07 


2.79 
2.21 
3.83 
2.17 
4.60 

5.12 
3.43 
2.27 

4,es 

4.97 

4.44 

4.14 
6,36 
3.90 
1.90 

2.49 
5.14 
3.40 
2.29 
6.18 

3.35 
1.91 
3.22 
2.83 
3.49 

2.09 
4.20 
4.25 
3.76 
2.17 

4.75 
2.76 
2.75 
3.58 
3.09 

4,83 
2.71 
2.51 
6.89 


4.84 
3.79 
4.96 
4.60 
3.80 

4.82 
4.25 
3.26 
4.81 
.88 

3.92 
5.75 
7.07 
2.85 
.50 


.91 
6.99 
4.24 
2.49 

3.58 
5.05 
4.15 
3.56 
2.23 

3 

7.60 
2.49 
3.03 
2.57 

4. 16 
1.87 
2.05 
3.74 
4.07 

4.62 

3.9 

4.27 

6.46 

5.16 

3.70 
3.45 
5.31 
2.76 
3.87 

3.59 
4.67 
3.33 
2.79 

5.01 

4.77 
2.76 
4.18 
2.42 
3.17 

6.47 

4.53 

5.14 

.60 


3.01 
3.30 


/ 


PENNSYLVANIA 
JULY  1948 


TABLE    3 -Continued 
DAILY    PRECIPITATION 


STATION 


WELLSBORO  2  I 
WELLSVILU: 
WERNERSVILLE 
WEST  CHESTER 
WEST  GROVE  1 


SE 


WEST  NEWTON 
WILKES-BARRE 
WILLIAMSPORT  4  SE 
WILLIAMSPORT  4  E  WB  AP 
WILLIAMSPORT 

WILLIAMSTOWN 

WIND  GAP  3  SW 

YORK  3  SW  PUMPING  STA 

YORK  2  S  FILTER  PLANT 

YORK   HAVEN 


DAY    OF    MONTH 


.30 

.03 

.03 

1.16 

.15 

.03 


.47 
.46 


.24 
.11 


.29 
.23 


.05 
.22 
.34 
.57 
.32 


10         II         12        13        14        15 


1.46    1.81 

1.67 

1.01 

1.19 

1.1 

.18 
.94 

.14 


.57 
T 

.24 


17       18       19      20      21      22     23     24     25     26     27     28     29     30      31 


.18 
.06 


1. 01 
.06 


.11 
.06 


.76 
1.30 
.62 
.83 
.31 

.24 
T 

.63 

.74 

1.01 

1.04 

.16 

1.10 


.18 

T 


.02 
.17 


.04 
.47 
.63 


1.25 
.39 


.06 
.20 


.31 

T 

.08 


3.01 
3.30 

1.82 
3.46 
2.75 

6.52 
4.91 
4.01 
4.27 
4.52 

2.92 
3.22 
2.66 
2.90 
2.53 


n 
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STATION 


N  ra  AIRPORT  // 
E  PUMP  STATIOK 


ALLENTOWN  WB  AIRPORT 

BETHLEHEM  LEHIGH  ITNIV 

CHARLEROI 

CRKSSON  1  E  SUMMIT 

GLEN  ROCK 

HAWLEY   1    S  WALLEN   DAM 

HOLTWOOD 

LEBANON    3    SW 

LEHICHTON 

MOUNT   POCONO  2 

PHOENIXVILLE    1 

PORT  CLINTON 

READING  WB  CITY 

SCRANTON  WB  CITY 

SHEFFIELD  6  W  CHERRY  GROVE 

SOUTH  CANAAN  1  E 

SPRING  GROVE 

TAUAQUA  4  N  STILL  CREEK  DAM 

WAYNESBURG  2  W 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 


ALLENS  MILLS 

BLAIN 

CLARION  3  SW 

COALPORT 

CURWENSVILLE  6 

ERIE  AIRPORT  6 

KANE  5  SE 

LEWISTOWN 

LOCK  HAVEN 

M-WIENVILLE 

MERCER    5    NE    WB    AIRPORT   6 

MILLVILLE 

MONROE  FURNACE 

NEFFS  MILLS  4  NE 

PHILLIPSBURG  7  E  WB  AIRPORT 

PINE  GROVE  MILLS  1  S 

STATE  COLLEGE 

TITUSVILLE 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

WELLSBORO  2  E 


NW  AIRPORT  6 


HIGHWAY  SHED 
WB  AIRPORT 


ALLENS  MILLS 

BLAIRSVILLE  6  ENE  6 

BOS WELL 

BUCKSTOWN 

BUTLER  SUBSTATION 

CHARLEROI 

CONFLUENCE    1    SW 

CONNELLSVILLE   4    N 

CURWENSVILLE   6    NW   AIRPORT   6 

DUNLO 

ERIE  WB  CITY 

GETTYSBURG   1    S 

GLENCOE 

GREENSBURG  2  E 

HARRISBURG  3  S 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

KANE  5  SE 

LAMPETER  SCS  1  A 

LEWISTOWN 

LOCK  HAVEN  2 

MARIENVILLE 

MARTINSBURG 

MED IX  RUN 

MERCER    5    NE    WB   AIRPORT   6 

MILLVILLE 

MOUNT  UNION  1  NW 

MURRYSVILLE 

PARKERS  LANDING  1  E 

PHILLIPSBURG  7  E  WB  AIRPORT 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

ROCHESTER  1  N 

SHEFFIELD   6   W  CHERRY  GROVE 

SOUTH  CANAAN   1    E 

STATE   COLLEGE 

TYRONE   4   NE   BALD   EAGLE 

UNION  CITY   1    W 

WASHINGTON 

WAYNESBURG  2  W 


BLAIRSVILLE  6  ENE  6 

BUCKSTOWN 

CHARLEROI 

CONFLUENCE  1  SW 

CRESSON  1  E  SUMMIT 

DUNLO 

EVERETT 

GLENCOE 

HEWITT  2  S 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

LOCK  HAVEN  2 

MERCER  5  NE  WB  AIRPORT  6 

MILLVILLE 


TABLE    4 
HOURLY    PRECIPITATION 


A.   M.    HOUR    ENDING 


.01 


.01 


.01 


.01 


.01      .02 


10       II 


IS 


PENNSYLVANIA 
JULY  1948 


P.  M.    HOUR   ENDING 


1st 


.01 


.03 

.27      .02      .02 
.02 


.17      .07 


.08 
.12 


.18      .07 

.10 

.02      .02 


.10 
.02 


.04 


.03 
.20 


2cl 


.03 


*  » 

.01       .05 


.03      .03 
.03       .04 


.01 


.01 

.01 
.04 


.01 


.03 


.01      .01 


.01 


10 


3d 


.05      .02 

.04 

*  .03 


.01      .01 


.01      .01      .01 


.01 
.02 


*  .02      * 

*  «  * 


.10      .01       .01 


.30 
.57 


.01 
.04 


.04      .01 


*  *  * 

*  *  * 


*  .05 


.01 


.01 


.Ic       .01       .01 
.32 


.03      .03 


•°^ 


.01      .01 


.10      .01 


.01 
.02 


.17      .15 


.09 

.01      .02 
*  .13 

.02      .02 


.01 


.01 
.03 


.41 


.01 


.25      .35      .23 


.08 


*  *  »  ♦  .04 


.03 

.05 
.05 
.05 
.01 
.01 
.02 


.04 
.04 

.02 
.02 
.01 


.25 
.11 


.38 

.13 


.30      .20 
.42      .10 


4th 


.0] 


See  reference  notes  followini;  Station  Index 
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2.36 


.1 


.03   .04 
.03 


< 

o 


.02 
.01 
.15 
.06 
.64 
.02 
.04 
.24 
.08 
.27 
.03 
.25 
.10 
.04 
.07 
.10 
.04 
.02 
.09 
.06 
.20 


.11 
.03 
.02 
.09 


.01 
.04 


.01 


•    *     .30 
.16   .21   .39 


.07 
.10 
.09 
.07 
.03 
.03 
.03 
.03 
.02 


2.27 
.37 


.0? 


.01 


.01 
.10  .OJ 
.02 


.OS 


.03 
.04 
.75 
.80 
.01 
.08 
.41 
.01 


.06 


.10 
.04 
.07 


.11 
.40 
.03 
.03 
.01 
.12 
.48 
.06 
.05 
.05 
.05 
.03 
.40 
.09 


.30 

.65 


.22 
.32 


/ 


^^^ 

^^_ 

-, 

^^H 

^^1 

^H 

^^1 

^^H 

^^H 

■^1 

^B 

TABLE    4  — Continued 

< 

PENNSYLVANIA                                    HOURLY    PRECIPITATION 

JULY  1948 

A.   M.    HOUR    ENDING 

P. 

M. 

HOUR    ENDING 

-J 
< 
1- 

STATION 

1 

2       3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

o 

taum  UNION  1  Nw  // 

.03 

.03 
.38 
.09 
.09 
.60 

rew  CASTLE    1    N 

.20                   .18 

PITTSBURGH   7    SE   WB  AIRPORT  // 

.02      .04       .03 

PITTSBURGH  WB  CITY 

.04 

.05 

JOCHESTER   1    N 

.20 

.40 

5th 

ILLENS   MILLS 

.01 

.27 

.28 

dLLENTOWN  WB  AIRPORT 

.02 

.02 

IDSTINBURG   2   W 

.83 

.07 

.90 

WOCA   WILKES-BARRE   SCRANTON   AP  6 

» 

* 

* 

* 

•            .15      » 

* 

* 

.10 

3LAKESLEE   CORNERS 

.11 

.01 

.33 

.03 

.4'8 

3R00KVILLE   AIRPORT  6 

* 

* 

* 

.04 

;hambersburg 

.10 

.18 

.28 

:harleroi 

1.10 

.35 

1.45 

;i^rion  3  sw 

.02 

.02 

rOALPORT 

.24      .07      .01 

.32 

:onfluence  i  sw 

.04 

.01 

.05 

:RESS0N   1    E   SUMMIT 

.06 

;URWENSVILLE   6    NW  AIRPORT  6 

• 

* 

* 

.30 

.30 

» 

dingmans  ferry 

*           * 

* 

* 

* 

*           *           * 

« 

♦ 

* 

dunlo 

.11 

.14 

.25 

dushore 

.03 

.03 
.07 

3AGLES    MERE 

.04 

.02 

.01 

JMPORIUM 

.07      .07 

.14 

SNGLISH  CENTER 

.16       .02 

.08 

.01 

.01 

.02 

.30 

SVERETT 

.21 

.05 

.10 

.02 

.38 

lETTYSBURG    1    S 

*           • 

* 

♦ 

;lencoe 

.04 

.06 

.01 

.11 

KX)D    SPRINGS    1    NW 

.05 

.05 

}REENSBURG   2   E   HIGHWAY  SHED 

.01 

!oi 

lARRISBURG   3    S   WB  AIRPORT 

.02 

.04 

06 

ffiWITT   2   S 

_          _          _ 

_           _           _ 

_           _           - 

_                _                _ 

_           _           _ 

1 

ffONESDALE   6    N  TANNERS   FALLS    // 

.02 

.31 

.02 

.35 

.26  . 

.21 

.24 

JACKSON   SUMMIT 

.26 

JOHNSTOWN   2 
KANE    5   SE 

.23      .01 

.14 

.07 

LAURELTON  2   N   STATE   VILLAGE 

.01 

.32 

.33 

LEHIGHTON 

.06 

.02       .01 

.10 

.17 

.36 

LOCK  HAVEN  2 

.          .          - 

-           _           _ 

.           —           . 

-                -                - 

_          _           _ 

__ 

HARTINSBURG 

.06 

.01 

4ARTINSBURG  BLAIR  CO  AIRPORT   6 

* 

.07 

.07 
.08 
.14 

MED  IX   RUN 

.08 

HERWINSBURG 

.01 

.07 

.06 

aiLLVILLE 

.          -          - 

_           _           _ 

-           -           _ 

_                _                _ 

_           _           _ 

_ 

(CUNT  POCONO  2   N  WB   AIRPORT   // 

.08 

.01 

.10 

.  19 

aURRYSVILLE 

.04 

PARK  PLACE    1    NW   WB  AIRPORT  6 

* 

« 

« 

,  29 

.29 
.25 

PHILLIPSBURG   7   E   WB  AIRPORT 

.10 

.10 

.05 

PIKES   CREEK 

.06      .02 

.04 

.05 

.01                  .08 

.12 

.38 

'LEASANT   MOUNT   1    W 

.10      .17 

.04 

.01 

.02 

.34 

PORT  CLINTON 

.01 

.98 

.09 
.01 
.12 

PUNXSUTAWNEY  2 

.  01 

PUTNEYVILLE   2   SE 

.10 

.02 

3AXT0N 

.01 

.  19 

,  20 

SCRANTON  WB  CITY 

.16 

.05 

.01 

.22 

SHADE   GAP 

.06 

.02 

!o8 

SPRING  GROVE 

.02 

.02 
.04 

3TATE  COLLEGE 

.04 

STROUDSBURG 

.16 

.01      .03 

.08 

!28 

TAMAQUA   4    N   STILL  CREEK  DAM 

.01 

.01 

.02 

.19 

.20 

.43 

rOWANDA 

.07 

.07 

rUNKHANNOCK    1    S 

.01 

.34 

.01 

.36 

(AYNESBURG  2   W 

.21 

.21 

(EBSTER   MILLS   3    SW 

.15 

.  15 

rELLSBORO   2   E 

.13 

riLLIAMSPORT  4    E   WB  AIRPORT   6 

* 

* 

* 

* 

•           .38      • 

*  • 

* 

.09 

.47 

ULLIAMSPORT 

.26 

.14 

.02       .02 

.01 

.01 

.46 

WIND   GAP   3    SW 

.01 

.05 

.48 

.54 

6th 

ALLENS   MILLS 

.01                  .08 

.06       .20 

.22 

.57 

ALLENTOWN  WB  AIRPORT 

.02 

.01      .08 

.12 

.23 

AUSTINBURG   2   W 

.01      .03 

.01 

.05 

AVOCA   WILKES-BARRE   SCRANTON  AP  6 

* 

* 

, 

* 

*           .14      * 

« 

* 

.01 

BETHLEHEM  LEHIGH   UNIV 

.01                  .04 

.22       .01 

.04 

.14 

.46 

3LAIN 

.25      .02 

.27 

3LAIRSVILLE   6   ENE   6 

* 

»           *           » 

*            .35      * 

* 

* 

* 

*            .49 

3LAKESLEE  CORNERS 

.58      .01 

.04 

.63 

JOS  WELL 

.54                   .01 

.01 

.91 

BROOKVILLE   AIRPORT  6 

* 

«           *           « 

♦           .02      * 

*           *           * 

*            .07 

.09 

BUCKSTOWN 

.79 

[79 

BUTLER   SUBSTATION 

.39 

.39 

CANTON   1    NW 

.05 

.02 

.02 

!09 

CARTER   CAMP 

.06 

.05 

.11 

:harleroi 

.45 

.  45 

:larion  3  SW 

.05 

.01 

!o6 

:oalport 

.10 

.10 

:0ATESVILLE    1    SW 

.20 

.02 

.01 

.03 

.26 

:0NFLUENCE    1    SW 

.02 

.02 

;ONNELLSVILLE  4   N 

.60 

.10 

I7O 

;RESS0N   1   E   SUMMIT 

.06 

.06 

.12 

;uhwensville  6  nw  airport  6 

* 

*           *           * 

*           .04      * 

*           »           * 

*           .48 

JINGMANS   FERRY 

*            •            * 

♦           ♦           * 

*           *           * 

«           *           * 

*           * "         ♦ 

* 

* . 

♦ 

*           *           * 

* 

* 

* 

, 

3RIFTW00D 

.01      .01 

.01      .04 

.07 

3UNL0 

.02      .01      .01 

.20 

.24 

DUSHORE 

.52 

.52 

ERIE   WB  CITY 

.77 

.71 

1.4S 

ERIE   AIRPORT  6 

* 

*           *           * 

*            .23 

EVERETT 

*           * 

« 

* 

* 

*           *           * 

* 

» 

* 

* 

FORD  CITY  4    S   // 

.20      .03 

.04       .27 

.54 

See  reference  notes  following  Station 
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TABLE    4  — Continued 
HOURLY    PRECIPITATION 


STATION 


1    IfW 

E    HIGHWAY   SEED 

S   WB   AIRPOBT 

S   WALLEM   DAM 

S 


FRANKLIN 

GETTYSBURG    1 

GLENCQE 

GLEN    ROCK 

GOOD    SPRINGS 

GREENSBURG    2 

HARRISBURG    3 

HA»LEY    1 

HEWITT    2 

HOLTWOOO 

BOHE 

HONESDALE   6   N  TANNERS    FALLS    // 

HOTiTSnALE 

INDIANA    2    SK 

JACKSON   SUmilT 

JAICESTOWK    2    NW 

JOHNSTOWN   2 

KAJTE    5    SE 

KIRKWOOD    1    SW 

LAURELTON   2    N   STATE   VILLAGE 

LEBANON    3    SW 

LEHIGHTON 

LEW  IS  TOWN 

LOCK   HAVEN    2 

HARIENVILLE 

UARTINSBURG   BLAIR   CO   AIRPORT   6 

HEADVILLE    1    S 

HEDIX    RUN 

iERCER   5   NE   WB   AIRPORT  6 

(ERWINSBURG 

HILAN 

IILLVILLE 

WNTROSE 

lOUNT  POCONO  2  N  WB  AIRPORT  // 

(OUNT  UNION  1  NW 

(URRYSVILLE 

»EFFS  MILLS  4  NE 

fEW  CASTLE  1  N 

PARKERS  LANDING  1  E 

>ARK  PLACE  1  NW  WB  AIRPORT  6 

>HILADELPHIA  WB  AIRPORT 

>HILADELPHIA  POINT  BREEZE 

>HILADELPHIA  WB  CITY 

>HILLIPSBURG  7  E  WB  AIRPORT 

'HOENIXVILLE  1  E  PUJIP  STATION 

'ICES  CREEK 

'INE  GROVE  MILLS  1  S 

'ITTSBUHGH  7  SE  WB  AIRPORT  // 

'ITTSBURGH  WB  CITY 

'LEASANT  MOUNT  1  W 

'ORT  CLINTON 

'UNXSUTAWNEY   2 

'DTNETVILLE   2    SE 

SADING   WB  CITY 

:ENOVO   6    S   STATE   CAJIP 

IDGWAY 

OCHESTEH    1    N 

CANDIA 

CRANTON   WB   CITY 

ELLERSVILLE    2    NW 

HE  FF I ELD   6    W  CHERRY   GROVE 

METHPORT   HIGHWAY   SHED 

OUTH  CANAAN   1    E 

PRING   GROVE 

TATE   COLLEGE 

TRONGSTOWN 

TROODSBURG 

(JNBURY 

UNBDRY  AIRPORT  2  N  6 

AMAQUA  4  N  STILL  CREEK  DAM 

lONESTA  2  SE  DAM  // 

ITUSVILLE 

OWANDA 

DNKHANNOCK  1  S 

UNNELTON  // 

YRONE  4  NE  BALD  EAGLE 

NION  CITY  1  W 

ANDERGRIJT  2  W 

ASHINGTON 

AYNESBURG  2  W 

ELLSBORO  2  E 

INE  GAP  3  SW 

ORK  2  S  FILTER  PLANT 

ODNGSVILLE 


ETHLEHEM  LEHIGH  DNIV 

LAKESLEE  CORNERS 

DSWELL 

INGMANS    FERRY 

illE   WB   CITY 

JIE   AIRPORT  6 

re  RETT 

iWLEY    1    S   W ALLEN   DAM 

iCKSON   SUMMIT 

SADVILLE    ]    S 

[LLVILLE 

5NTR0SE 

SUNT   POCONO   2    N   WB   AIRPOBT   // 

UIK   PLACE    1    NW   WB   AIRPORT   6 

IILADELPHIA   WB   AIRPORT 

IILADELPHIA   POINT   BREEZE 

>DTH  CANAAN    1    E 


PENNSYLVANIA 
JULY  1948 


A.   M.    HOUR    ENDING 


I        2 


.05      .01 


,03 


4        5        6 


*        *        * 


7       8       9 


.08 

*  • 


10       II       12 


•        •        • 


.02 
.03 


.01      .01 


.01      .01      .01 


.01      .02      .07 
.02      .01 


.12 

.04 


.01 


.01       .02      .17 


.07 


.47 


P.   M.    HOUR    ENDING 


.10 
.01      .04 


.41 
.38 
.19 
.09 


.04      .02 
*  .05 


.02 


.02      .07 


.01      .13 


.01      .05 
.01 


.05 


.02      .01 


.01 

* 

.01 


.01 


.34 


.23 

.01      .17 
.07 

.19 


.02 


.01 

.21 


.18 
.06 


.01 


.01 


.20 
.02 


.01 
.63 


.10 


.04 

.06 

.10 

.02 

.01 
.21 
.04 


.03 

.01 


.18 
.40 

.05 


8 


9 


•  .50 


.02 


.24 

.01 


.20 
.01 
.01 


.36      .66 


.02      * 


.08      .01 


.03 
.01 


.02 


.10 
.01      .01 


.02 
.05 


.01 


.01 
.01 


.02 


.01 


.04      .01 
.02 

.01      .01 


.01 
.08  .27 
.32 


.01      .01 


.01 
.27 


.01 


.01 

.38      .02 


.01 
.01 


.04 

26 
33 

.If) 
.19 

.15 
.01 
.02 

,29 

.01 

.01 

.01 

.01 

,02 
,16 
.09 


.30      ,03 


.02      .03 


.01 


.01 


.01 


.01 


.01      .01      .01 

'  .30 

'  .02 

.02      . 
,01 


.14 

.02 

,01 
,58 

* 

* 

« 

* 
,01 

.38 
.35 

.07 

.03 
.28 

.02 
.01 

.02 

.02 

.30 

.10 

.14 

,26 

.25 

.25 

.09 

.03 

.06 

.41      .04 
.03      .01 


.67 
.03 


.01      .01      .02 
.06 


.02 

*  *  * 

.46 
.49 

.02 


12 


.18      .18      .13 


,01 


*  *  * 


.18 

t  * 


.02      .04 

.07 


.69 


.Oi! 

.091 
.08      .05 


.01      ,01 

*  *  * 


7th 


,01 
.01 


.04 


.02 
.01 


.06      ,01 


,03 


.02 
.55 
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o 


,08 
,50 

,61 
.47 
,44 

,10 
.01 
,54 
,63 
.03 
.70 
.40 
.10 
.10 
-.09 
.10 
.54 
,04 
.41 
,24 
,06 
,11 
.09 
,57 
.16 

.04 
.14 

,34 
,08 


1.06 
.06 
.43 
.42 
,10 
.03 
.19 

.35 
.49 
.57 
,11 
.18 
.09 
.04 
.50 
,34 
,35 
.14 
,20 
,25 
.23 
.33 
.16 
.11 
.10 
.94 
.10 
.05 
.02 

.76 
.17 
.03 
.03 
.30 

.39 
.35 
.33 
.14 
.35 
.49 
.41 
.02 
,69 
.24 
,69 
.03 
.22 
.57 
.42 


.03 
.15 
.03 
.30 
.01 

,27 
,05 
.03 

.01 


.01 

.94 

1.40 
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JULY  1948 

- 

A.   M.    HOUR   ENDING 

P. 

M. 

HOUR    ENDING 

-I 
< 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

o 

8tli                       1 

UILLVILLE 

-       -       - 

_        _        _ 

-           -           - 

-                -                - 

-           _           _ 

- 

- 

- 

- 

- 

_ 

_ 

. 

_ 

_ 

HONTROSE 

♦       ♦       * 

*        *         ♦ 

♦           *          ♦ 

♦                •                * 

*           .33 

.33 

nth 

CHARLEROI 

.01      .01 

.02 

IIILLVILLE 

' 

' 

' 

' 

ALLENS   MILLS 

.10 

.11 

.10 

.07 

.01 

.01 

.40 

AUSTINBURG    2    W 

.14 

.14 

BLAIRSVILLE    6    EBE   6 

* 

« 

* 

* 

« 

.19 

4 

* 

• 

.12 

BOSWELL 

.11 

.14 

.22 

.01 

.48 

BROOKVILLE   AIRPORT   6 

* 

* 

« 

.22 

BUCKSTOWN 

.05 

.03 

.02 

.03 

.13 

BUTLER    SUBSTATION 

.13 

.13 

CANTON    1    NW 

.01 

.01 

.01 

.03 

CARTER  CAMP 

.03 

.03 

CHARLEROI 

.10 

.38 

.48 

CLARION   3    SW 

.07 

.03 

.10 

.20 

COALPORT 

.35 

.01 

.01 

.04 

.01 

.04 

.13 

.03 

.62 

CONFLUENCE    1    SW 

.17 

.17 

.08 

.09 

.01 

.52 

CONUELLSVILLE    4    N 

.20 

.53 

.01 

.01 

.75 

CRESSON    1    E    SUMMIT 

.01 

.03 

.01 

.05 

CURWENSVILLE    6    NH   AIRPORT   6 

« 

* 

* 

* 

* 

.90 

* 

* 

• 

.21 

DRIFTWOOD 

.01 

.01 

.23 

.01 

.05 

.31 

DUNLO 

.08 

.04 

.12 

EMPORIUM 

.02 

.05 

.07 

ENGLISH   CENTER 

.01 

.34 

.35 

ERIE   WB   CITY 

.02 

.01 

.03 

.10 

.08 

.24 

ERIE   AIRPORT   6 

* 

• 

• 

« 

FORD   CITY   4    S    // 

.13 

.23 

.36 

FRANKLIN 

.10      .01 

.20 

.09 

.05 

.45 

3REENSBURG    2    E   HIGHWAY    SHED 

.58 

.08 

.02 

.01 

.69 

HEWITT    2    S 

.35 

.35 

HOLLIDAYSBURG 

.01 

.05 

.01 

.07 

HOME 

.04 

.06 

.16 

.02 

1.04 

.08 

1.40 

INDIANA    2    SE 

.05 

.01 

.25 

.22 

.05 

.02 

.60 

JACKSON   SUMMIT 

.30 

.30 

JAMESTOWN   2    NW 

.01                  .01 

.01 

.02 

.04 

.09 

JOHNSTOWN    2 

.08 

.10 

.01 

.02 

.21 

KANE    5    SE 

.04 

01 

.01 

.10 

.10 

.11 

.37 

LOCK   HAVEN    2 

.20 

.01 

.21 

MARIENVILLE 

*       *       • 

«        «        * 

*           *           * 

*           *           * 

«           *           « 

« 

* 

* 

♦ 

• 

* 

• 

.72 

.72 

MARTINSBURG 

.01 

.01 

.02 

.02 

• 

.06 

MARTINSBURG  BLAIR   CO   AIRPORT   6 

* 

* 

.04 

MEADVILLE    1    S 

.02 

.07 

.04 

.11 

.03 

.05 

.32 

MEDIX   RUN 

.02 

.01 

.05 

.08 

MERCER    5   NE   WB   AIRPORT   6 

* 

« 

* 

« 

* 

.20 

• 

* 

.19 

MILAN 

.01 

.01 

.01 

.03 

.06 

MILLVILLE 

_       -       _ 

_        _        _ 

-           -           - 

-           -           - 

-          -          - 

- 

- 

- 

- 

- 

- 

- 

- 

MONROE    FURNACE 

*           • 

* 

• 

* 

« 

* 

* 

* 

* 

• 

MURRYSVILLE 

.32 

.40 

.01 

.73 

NEFFS   MILLS    4    NE 

.01       .01 

.01 

.01 

.03 

.07 

NEW   CASTLE    1    N 

.02 

.38 

.20 

.09 

.01 

.70 

PARKERS    LANDING    1    E 

.01 

.01 

.01 

1.27 

.02 

.01 

.01 

1.34 

PHILLIPSBURG    7    E   WB  AIRPORT 

.06      .05 

.01 

.04 

.04 

.03 

.23 

PINE    GROVE    MILLS    1    S 

.01       .01 

.01 

.01 

.01 

.01 

.06 

PITTSBURGH   7    SE   WB   AIRPORT  // 

.01 

.01 
.16 

PITTSBURGH   WB   CITY 

.16 

PUNXSUTAWNEY    2 

.12 

.17 

.01 

.30 

PUTNEYVILLE    2    SE 

.03 

.20 

.01 

.24 

RENOVO   6    S    STATE   CAMP 

.30 

.07 

.03 

.40 

RIDGWAY 

.03 

.01 

.01 

.06 

.08 

.03 

.01 

.23 

ROCHESTER   1    N 

.02      .08 

.01 

.01 

.12 

SAXTON 

.01 

.01 

.02 

SCANDIA 

.16 

.01 

.48 

.18 

.11 

.94 

SHEFFIELD   6   W   CHERRY   GROVE 

.48 

.11 

.02 

.09 

.70 

SMETHPORT   HIGHWAY   SHED 

.01 

.01 

.01 

.30 

.12 

.45 
.02 

SPRING  GROVE 

.02 

STATE    COLLEGE 

.01 

.01 

.01 

.03 

STRONGSTOWN 

.19 

.27 

.15 

.04 

.65 
.24 

STROUDSBURG 

.20       .04 

TIONESTA    2    SE    DAM    // 

.03       .04 

.0] 

.16 

.03 

.10 

.17 

.08 

.01 

.02 

.63 

TITUSVILLE 

.40 

.01 

.01 

.23 

.05 

.70 

TUNNELTON 

.5] 

.i: 

.04 

.68 

TYRONE    4    NE    BALD   EAGLE 

.07                  .01 

.02 

.02 

.01 

.01 

.14 

UNION   CITY    1    W 

.1£ 

.09 

.02 

.21 

.47 

VANDERGRIFT    2    W 

.89 

.05       .01 

.95 
.03 
.34 

WAYNESBURG    2   W 

.02 

.01 

.34 
.06 

WELLSBORO    2    E 

WILLIAMEOORT   4    E   WB    AIRPORT   6 

* 

* 

♦ 

YOUNGS  V I LLE 

13 

th            • 

.04 

.25 

.16 

.10 

.16 

.71 

ALLENS    MILLS 

.04 

.01 

.09      .21 

.01 

.36 

ALLENTOWN   WB   AIRPORT 

.08 

.02       .15       .02 

.07       .01 

.35 

AUSTINBURG    2    W 

.08 

.01       .05 

.06       .01 

.18 

AVOCA   WILKES-BARRE    SCRANTON   AP   6 

* 

♦            ♦           » 

•        3 .  58      » 

*           *           * 

*            .27      • 

« 

* 

* 

• 

.ot 

* 

« 

* 

1.35 

BETHLEHEM   LEHIGH   UNIV 

.2: 

.01 

.04        .01 

.01 

.28 

BLAIN 

.06 

.13       .01 

.20 

BLAIRSVILLE    6    ENE    6 

»           .02      * 

*           ♦           « 

*            .34      * 

*           *           * 

•            .10      • 

* 

* 

« 

« 

.1] 

* 

« 

* 

.14 

BLAEESLEE   CORNERS 

.02                  .0- 

.07      .17      .96 

.48                   .01 

.01       .02       .04 

.04       .07       .02 

1.98 

BOSWELL 

.02 

.0£ 

.04       .14 

.10       .06       .01 

.01                    .02 

.01 

.26 

.0] 

.01 

.07 

.85 

BROOKVILLE   AIRPORT   6 

»            .01 

•            .18      * 

« 

* 

* 

• 

.14 

BUCKSTOWN 

.02 

.o: 

.01 

.02       .01       .01 

.o: 

.13 

BUTLER   SUBSTATION 

.03 

.01 

.04 

CANTON    1    NW 

.22       .05 

.07       .01 

.09       .01 

.30       .33       .01 

.09       .01 

.89 

CARTER   CAMP 

.03       .01 

.11     .05     .o: 

.01 

.01       .02 

.09 

.01 

.01 

.01 

.39 

CHAMBERSBURG 

.70 

.08 

.78 

CHARLEROI 

.22 

.10 

.10 

.20 

.20 

.82 

CLARION   3    SW 

.02 

.12      .05      .11 

.55 

.32 

1.17 

COALPORT 

.01       .01 

.01 

.19       .05       .03 

.05 

.32 
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TABLE    4 -Continued 
HOURLY    PRECIPITATION 


STATION 


COATKSVILLE    1    SW 

CONFLUENCE    1    SW 

CONNELLSVILLE    4    N 

CRESSON    1    E    SUimiT 

Cl'RWENSVILLE   6    NT»   AIRPORT  6 

DINGMANS    FERRY 

DRIFTWOOD 

DITNLO 

DUSHORE 

EAGLES   ICERE 

EHPORIUH 

ENGLISH  CENTER 

ERIE  WB  CITY 

ERIE   AIRPORT  6 

EVERETT 

FORD  CITY  DAM  4   S  // 

FR.A\KLIN 

GETTYSBU5G  1  S 

GLENCOE 

GLEN  ROCK 

GOOD  SPRINGS  1  NW 

GREENSBURG  2  E  HIGHWAY  SHED 

HARRISBURG  3  S  WB  AIRPORT 

HAWLEY  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLLIDAYSBURG 

HOLTWOOD 

HOME 

SONESDALE   6   N  TANNERS   FALLS   // 

HUNTSDALE 

INDIANA    2    SE 

JACKSON   SUMMIT 

JAMESTOWN   2   NW 

JOHNSTOWN   2 

KANE   5    SE 

LAMPETER   SCS    1   A 

LANCASTER   2   NE   FILTER  PLANT 

LAURELTON   STATE   VILLAGE 

LEBANON  3    SW 

LEHIGHTON 

LEWISTOWN 

LOCK  HAVEN  2 

KARIENVILLE 

HARTINSBURG 

tARTINSBURG  BLAIR  CO  AIRPORT   6 

IIEADVILLE    1    S 

ffiDIX    RUN 

(ERCER   5   NE   WB  AIRPORT  6 

iERWINSBURG 

(ILAN 

JILLERSBURG   2   E 

IILLVILLE 

lONROE   FURNACE 

lONTROSE 

lOUNT  POCONO  2   N  WB  AIRPORT  // 

lOUNT   UNION   1    NW   // 

lURRYSVILLE 

lEFFS   MILLS   4    NE 

lEW  CASTLE    1    N 

>ARKERS   LANDING   1   E 

'ARK  PLACE  1  NW  WB  AIRPORT  6 

'HILADELPHIA  WB  AIRPORT 

'HILADELPHIA  POINT  BREEZE 

'HILADELPHIA  WB  CITY 

'HILLIPSBURG  7  E  WB  AIRPORT 

'HOENIXVILLE  1  E  PUMP  STATION 

'IKES  CREEK 

'INE  GROVE  MILLS  1  S 

'ITTSBURGH  7  SE  WB  AIRPORT  // 

'ITTSBURGH  WB  CITY 

'LEASANT  MOUNT  1  W 

'ORT  CLINTON 

'UNXSUTAWNEY  2 

'UTNEYVILLE    2    SE 

SADING  WB  CITY 

ENOVO  6    S    STATE   CAMP 

:IDGWAY 

;OCHESTER   1    N 

AXTON 

CANDIA 

CR ANTON  WB  CITY 

ELLERSVILLE   2   NW 

HADE   GAP 

HEFFIELD  6   W  CHERRY  GROVE 

METHPORT  HIGHWAY   SHED 

OUTH   CANAAN    1    E 

PRING  GROVE 

TATE  COLLEGE 

TRONGSTOWN 

TROUDSBURG 

UNBURY 

UNBURY  AIRPORT   2   N   6 

AMAQUA   4    N    STILL   CREEK   DAM 

lONESTA    2    SE    DAM    // 

OWANDA 

UNKHANNOCK   1    S 

UNNELTON    // 

ifRONE   4    NE   BALD   EAGLE 

NION  CITY   1   W 

ANDERGRIFT    2    W 

4YNESBURG    2    W 

EBSTER  MILLS   3    SW 

ELLSBORO  2   E 

ILLIAMSPORT  4    E   WB  AIRPORT  6 

ILLIAMSPORT 


A.  M.    HOUR   ENDING 


.01 
.04 


.02 
.05 

.07 
.01 
.03 
.02 


.05 
.02 

.10 
.03 


.01 
.02 


.88 
.92 
.08 

.06 
.54 


.05 
.01 


02 
10 
01 

.06 
.02 

.02 

04 

.02 

.23 

01 

.01 

04 

.19 

01 

.02 

.01 

.03 

.01 

.06 


.70 
.34 
.01 


.02 


.05 


.03 


.01 
.30 


.01 
.01 


.01 
.13 


.02 
.05 


.02 
.02 


.30      .10 


.01 
.02 


.01 
.01 


.30       .08 
.02       .02 


.01 
.01 


.01 
.05 


.16 
.20 


.04 
.03 


.02 
.01 


.05 
.16 


.32 
.05 


.20 
.02 
.01 
.02 


.03 
.03 


.03 
.14 


.05 

.01 
.09 
.07 


.01 
.01 
.10 

.05 
.20 

.07 
.18 

.06 


.57 
.01      .03 


.05 

.01 

.15 

* 

.21 

.03 
.03 
.06 
.01 
.07 
.01 


.01       .38 
.01 


.08 

.01      .34 


.18 
.07 

.07 
.04 


.06 
.14 
.05 

.01 
.01 


.25 


.01 
.10 


.10 
.05 


.69 
.13 


.02 


.05 
.01 


.06 
.01 
.06 


.03 


10 
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P.  M.    HOUR    ENDING 


.01 
.01 


.01 


.08 

.02 

.09 

* 

.01 

.12 
.02 
.01 


.03 
.49 
.08 
.13 
.01 


.01      .07 


.02      .01 


.13      .37  .03 

.05      .01  .02 

.21  .01 

*  .04  * 
.12  .02 

*  .40 


.16 
.03 


.01 
.05 


.03 


.14 
.03 
.02 


.20      .52 


.01 


.01 
.01 


.10 


.05      .02 


.01      .01 


.01 

.20 

* 

♦ 

.13 

.02 

.60 

.09 

.04 

.07 

.01 

.01 

.01 
.02 

.08 

.01 

.02 

.10 

.15 

.05 

.01 

.09 
.08 


.02 
.10 


.01 

.06       .02 

.22      .71 

.02 


.04 


.04      .09 

.07      .03  .11 

.03  .02 

.16  .16 
.10 

.01      .57  .02 

*  .56  * 


.10      .22 

.05      .07 
.01 

.57      .01 


.02 
.62 
.02 

.01 

.01 


.01 


.01 
.01 
.01 

.02 
.16 
.02 


.02 
.57 


.36 
.20 
.07 

.18 
.38 


.02 
.07 


.14 
.03  .04 
.01 

.03 


.07 

* 
.32 


.13      .01 
.15      .10 


.02 
.05 


.09 
.01 


.45 
.01 


.02 
.03 


.11 
.04 


.08 


.06      .29      • 


.23 


.01       .02       .01 
.10 
.02 

.07  .01 

.07 

.40 


.38 
.56 
.01 


.01 
.03 


1.25      .03      .04 
.02 


.04      .01      .40 
.24       .21 


.27 

.03 
.10 
.02 

.30 
.27 

.85 


L 


.05 
.06 
.08 
.02 
.12 


.30 


.01 

* 

.02 

.01 

.04 

.05 

.02 


.01 

.01 

.58 

.13 

.16 

.04 

.01 

.01 

.08 
.01 


.14 
.19 


.05 
.07 


.01 
.01 
.19 


.04 
.02 
.02 
.37 

.04 
.03 
.04 


.03 

.05 

.01 
.56 
.02 


.01 
.05 
.13 

.02 
.02 


.02 
.01 


.01 


.03 
.04 


.13 
.01       .19 


.05 
.02 


.11      .61 


.97  .04 
.46  ,20 
.02      .08 


.02 

.05 
.06 
.02 

* 

.06 
.10 


.01 

.01 


•  ,93 

.13 

.22      .01 

»  .39 

.02 
.04 


10 


.08 

.10      .06 


.08 
.29 


.09 
.04 


.36 
.37 


.12 
.40 
,11 
.03 


.01 

* 
.04 

.39 


.02 
.02 


.29  .01 
.09  .01 
.01      .01 


.35 

*  + 

.08       .04 

.03       .02 


.01 

.05      .05 


.01 
.01 


.15      .06 
.27 
.13      .02 


.35 

.42      .06 

.15      .05 
.01 

.01 

,04 
.01 


.10      .01 


.10 
.01 


,02 
.05 


.29 


.01 


.01 


.02      .01 


.06 
.07 


.03 
.52 
.04 
.01 

.90  1.02 
.01 

.16 

.10 
.01 

.15 

.03 

.11 

.41 

.41 

.01 
.02 


.28 

.24 


1.70 


.01 
.01 


.05 
.92 


.10      .09 
.12 


.15 


.07 


.02 
.01 


.01 
.07 


.22 
.04 


,03      .10 


.05 
.02 


.03 
.01 


See  reference 


.02 
.05 


.04 
.15 


.01 
.60 


.01 
.01 


01 
19 

.03 
.03 
.03 

06 
20 

.04 

* 

.43 

02 
14 

.56 
.03 

.10 
.01 


.03 
.10 


.11 
,16 


03  .04 
.07 
.10   .04 

.02 


.01 
.01 


.28   .02 


.33  * 
.30   .25 
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.01 

.02   .05 


.05   .03 

♦     * 
.04   .01 


.01 

.01   .03 


.40   .47 
.25 


,08 


.01 
.04 
.07 


.32 


.10   .05 


•     .29 


.01 
1.01 


.05 
.02 
,04 


.04 


.04   .05 


< 
I- 

o 


.01 
.02 


.09 


.06   .04 


.07 


.19 


.02 

.05   .01 

.01 

.04   .02 


1.42 
.58 
.82 
.56 

.86 
1.02 

.63 
1.70 
1.86 

.66 
1.12 

.12 

.09 

1.19 
.28 
.60 
.43 
.20 

1.11 

2.07 
.02 

1.18 
.11 
,38 
,02 

1.61 
.49 
.16 
.67 
.71 
.10 
.48 

1.59 
* 
.65 

1.02 
.70 
.46 
.37 

1.51 
.87 
.64 

.18 
1.46 

.27 

1.91 

.58 

1T70 
.98 

1.13 
.11 
.76 
.94 
.10 
.74 

.35 

.42 

.30 
1.20 
2.71 

.93 
1.21 

.04 

.35 

.56 

.28 

.60 

.84 

,93 
1,96 

,09 

,30 

.16 

.52 
3.12 

.08 

.08 
1.50 
1.06 
1.01 

.10 

.61 

.33 

.19 

.50 


1.35 
.82 
.75 

1.30 
.69 
.86 
.35 

1.27 

1.54 
.25 
.82 

1.18 


/ 


PENNSYLVANIA 
JULY  1948 


TABLE    4 -Continued 
HOURLY    PRECIPITATION 


A.  M.  HOUR  ENDING 

P. 

M. 

HOUR  ENDING 

_J 
< 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1— 
O 

h- 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 

.09 

.23 
.  10 

.07 

.13 

.07 
.02 

.95 
.03 

.08 

.22 

.94 

YOUNGSVILLE 

.05   .02   .26 

.03 

.01   .01   .02 

.01 

.07 

.15 
.48 

14th 

BETHLEHEM  LEHIGH  UNIV 

.02 

COATSVILLE  1  SW 

_    _    _ 

_     _     _ 

_    _    _ 

-    _    _ 

.02 

CONFLUENCE  1  SW 

.03   .02 

.01 

.04 

" 

" 

~ 

-   _    - 

- 

GLEN  ROCK 

GREENSBURG  2  E  HIGHWAY  SHED 

.01 

.01       .01 

.02 

.01 

.01 

.01 

.04 

.33 

.10 
.42 

HARRISBURG  3  S  WB  AIRPORT 

.01 

.03 

HOLTWOOD 
HOME 

.01     * 

.01 

1.08 

.12 

.01 
1.21 

HUNTSDALE 

.  01 

KIRKWOOD  1  SW 
LAMPETER  SOS  1  A 

*    ♦ 

# 

^ 

* 

* 

* 

* 

m 

.53 

.09 

.03 

.03 
.62 

LANCASTER  2  NE  FILTER  PLANT 

.09 

.09 

aiLLVILLE 

_    -    _ 

-     _     _ 

_    _    _ 

PARKERS  LANDING  1  E 

.06   .02 

~ 

" 

~ 

_     _     _ 

.08 

.13 
.23 

PHILADELPHIA  WB  AIRPORT 
PHILADELPHIA  POINT  BREEZE 

.01 

.01 

.01 

.09 
.11 
.11 

.01 

.01 

.10   .02 

.03   .02 

PHILADELPHIA  TO  CITY 

.44 
.06 

PHOENIXVILLE  1  E  PUMP  STATION 

.30 

.96 

.60 
1,33 
.04 
.27 
.13 
.13 

3METHP0RT  HIGHWAY  SHED 

.01 

.01        .01 

.01 

SPRING  GROVE 

.07   .20 

IfAYNESBURG  2  W 

.04   .06 

.01 

.01 

.01 

ifORK  2  S  FILTER  PLANT 

.01 

.10 

.02 

15th 

:OATESVILLE  1  SW 

-     _     _ 

- 

GLEN  ROCK 

.05 

.04 

.01 

.05 

.02 

.03 

_     -     _ 

.20 

HOLTWOOD 

.03 

!03 
.01 

HUNTSDALE 

.01 

MILLVILLE 

_    _    _ 

-    _    _ 

PHILADELPHIA  WB  CITY 

,04 

_     -     _ 

.04 

16th 

3LAIRSVILLE  6  ENE  6 

* 

*    *     .%2 

3R00KVILLE  AIRPORT  6 

* 

« 

« 

* 

^ 

« 

.03 
.06 

3UTLER  SUBSTATION 

.16 

.01 

.23 

;harleroi 

.05 

.15 

.14   .06 

.40 

;larion  3  SW 

.03 

.03 
.13 
.29 

;ONFLUENCE  1  SW 

.12 

.01 

;onnellsville  4  n 

,26 

.03 

SRIE  AIRPORT  6 

* 

* 

• 

* 

« 

.01 
.03 

'ORD  CITY  DAM  4  S  // 

.01 

.01 

.05 

FRANKLIN 

.27 

[27 
.06 

IREENSBURG  2  E  HIGHWAY  SHED 
lOME 

« 

* 

.06 

*    *    * 

JAMESTOWN  2  NW 

.51 

.06 

.01 

.58 

MRIENVILLE 

-    _    _ 

-    -    _ 

-     _     _ 

_   _   _ 

_ 

HEADVILLE  1  S 

.04 

.50 

.07 

.61 

ffiRCER  5  NE  WB  AIRPORT  6 

* 

* 

* 

* 

* 

.  17 

aiLLVILLE 

_    _    _ 

_    _    _ 

_    _    _ 

UURRYSVILLE 

.04   .01 

.01        .01 

.02 

.03 

.03 

.03 

.02 

.04 

.24 

fEW  CASTLE  1  N 

* 

« 

* 

* 

* 

*    *     * 

'ITTSBURGH  7  SE  WB  AIRPORT  // 

.12 

.22 

.03 

.05 

.21 

.02   .02 

.67 

PITTSBURGH  WB  CITY 

.05 

.21 

.38 

.09 

.12 

.07 

.20 

1. 12 

PUTNEYVILLE  2  SE 

.03 
.04 

.03 
.87 

ROCHESTER  1  N 

.06 

.38 

.38 

.01 

riONESTA  2  SE  DAM  // 

.05 

.04 

!o9 

riTUSVILLE 

.01 

.11 

.01 

.01       .01 

.15 

rUNNELTON  // 
UNION  CITY  1  W 

.01 

.03 

.01 

.04 
.01 
.21 

VANDERGRIFT  2  W 

.02 

.02 

.17 

WASHINGTON 

.01 

.02 

:72 

.15 

.90 

17th 

ALLENTOWN  WB  AIRPORT 

.01 

.04 

.06 

.04 

.15 
.09 

BETHLEHEM  LEHIGH  UNIV 

.01 

.05   .02 

.01 

BLAIN 

.44 

.44 

BLAIRSVILLE  6  ENE  6 

* 

*     *     * 

*     .24   « 

*    ♦     ♦ 

* 

.04 

* 

» 

* 

« 

* 

.03 

BLAKESLEE  CORNERS 

*    «    * 

♦ 

* 

• 

* 

* 

* 

* 

* 

*    «    * 

* 

BOSWELL 

* 

*    ♦    * 

* 

* 

* 

* 

, 

* 

* 

* 

* 

*    *    • 

* 

3R00KVILLE  AIRPORT  6 

♦ 

*    *    * 

* 

.08 

BUCKSTOWN 

.10 

.10 
.11 
.02 

BUTLER  SUBSTATION 

.10  .01 

:arter  camp 

.02 

;OALPORT 

.10   .10 

.10 

.06 

.04 

.30 

^70 

:oatesville  i  sw 

+     * 

♦   *   * 

* 

.03 

03 

;ONFLUENCE  1  SW 

.03 

.03 

:onnellsville  4  n 

.02 

.23 

.25 

:resson  1  E  summit 

* 

*    *     .88 

.01 

.02 

!91 

:urwensville  6  nw  airport  6 

* 

*    «     ♦ 

*     .06   * 

*     *     * 

♦ 

.02 

« 

♦ 

* 

» 

^ 

.01 

driftwood 

.08 

.04 

.02 

.14 

3USH0RE 

.06 

.06 

5AGLES  MERE 

.03   .01 

.04 

rORD  CITY  4  S  // 

.24 

,24 

JETTYSBURG  1  S 

.06 

,06 

.12 

KXJD  SPRINGS  1  NW 

.01 

.01 

!o2 

IREENSBURG  2  E  HIGHWAY  SHED 

.06        .06 

.01   .01 

.01   .59   .01 

.02 

!77 

lARRISBURG  3  S  WB  AIRPORT 

.07 

.04 

.01 

.02 

.05 

.19 

lOLLIDAYSBURG 

.11   .02 

.01   .01 

.05 

.01 

.21 

lOME 

*           *           * 

*    *    * 

*     *     * 

*     *     * 

1.70 

1.70 

lUNTSDALE 

*           * 

*     *    * 

*     *     * 

*     *     * 

* 

♦ 

* 

* 

* 

* 

* 

« 

~* 

*    *    » 

[NDIANA  2  SE 

.08   .28 

.01       .01 

.01 

.01   .01 

.41 

JACKSON  SUMMIT 

.24 

.24 

JAMESTOWN  2  NW 

.06 

.06 

JOHNSTOWN  2 

.07       .01 

.01   .01 

.01 

.02 

.13 

JIMPETER  SCS  1  A 

*     ♦ 

♦     *     * 

* 

See  reference  notes  following  Station  Index 
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HOURLY    PRECIPITATION 


STATION 


LANCASTER  2  NE  FILTER  PLANT 

LAURELTON  STATE  VILLAGE 

LEWISTOWN 

LOCK  HAVEN  2 

IWRIENVILLE 

kARTINSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

HILLVILLE 

MONROE  FURNACE 

MONTROSE 

MOUNT  UNION  1  NW  // 

MURRYSVILLE 

NEFFS  MILLS  4  NE 

NEW  CASTLE  1  N 

PHILADELPHIA  WB  AIRPORT 

PHIL.U)ELPHIA   TO  CITY 

PHILLIPSBURG  7  E  WB  AIRPORT 

PHOENIXVILLE  1  E  PUMP  STATION 

PINE  GROVE  MILLS  1  S 

PITTSBURGH  7  SE  TO  AIKPORT  // 

PITTSBURGH  WB  CITY 

PUNXSUTAWNEY  2 

PUTNEYVILLE  2  SE 

RE.U)ING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

SAXTON 

SHADE  GAP 

SMETHPORT  HIGHWAY  SHED 

SPRING  GROVE 

STATE  COLLEGE 

STRONGSTOWN 

SUNBURY 

SUNBURY   AIRPORT   2    N   6 

TOWANDA 

TUNNELTON    // 

TraONE    4    NE    BALD    EAGLE 

VANDERGRIFT    2    W 

WILLIAMSPORT   4    E    TO   AIRPORT   6 

IHLLIAMSPORT 

»IND    GAP   3    SW 

rORK   2    S   FILTER   PLANT 


lUSTINBURG    2    W 

IVOCA    WILKES-BARRE    SCRANTON   AP    6 

JLAIRSVILLE    6    ENE    6 

3LAKESLEE   CORNERS 

JOSWELL 

iUCKSTOWN 

:ANT0N    1    NW 

:ARTER   CAMP 

:harleroi 
:onfluence  1  sw 
:onnellsville  4  n 
iingmans  ferry 

lUNLO 

lUSHORE 

:AGLES  MERE 

iLENCOE 

BNESDALE  6  N  TANNERS  FALLS  // 

UNTSDALE 

EBANON  3  SW 

ARIENVILLE 

ARTINSBURG 

ARTINSBURG  BLAIR  CO  AIRPORT  6 

ILLERSBURG  2  E 

ILLVILLE 

OUNT   POCONO   2    N  WB   AIRPORT   // 

IKES   CREEK 

IDGWAY 

CRANTON   WB   CITY 

METHPORT    HIGHWAY    SHED 

OUTH   CANAAN    1    E 

DNKHANNOCK    1    S 

iYNESBURG   2    W 


reTINBURG   2   W 

fOCA    WILKES-BARRE    SCRANTON   AP    6 

JilN 

VNTON    1    NW 

VRTER   CAMP 

lAMBERSBURG 

)NFLUENCE    1    SW 

)NNELLSVILLE   4    N 

tNGMANS    FERRY 

fERETT 

-ENCOE 

X)D    SPRINGS    1    NW 

!WITT   2    S 

)NESDALE    6    N   TANNERS    FALLS    // 

JtlENVILLE 

iRTINSBURG 

RTINSBURG    BLAIR   CO   AIRPORT    6 

LLERSBURG    2    E 

INTROSE 

lUNT   UNION    1    NW    // 

KES   CREEK 

EASANT    MOUNT    1    W 

DGWAY 

RANTON    WB   CITY 


PENNSYLVANIA 
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A.   M.    HOUR    ENDING 


.03 


.04 
.08      .02 


.07 


.01 


.34 

.01      .01  .30 

♦  »  * 

.02  .01 

.03  .01 

.01  .05 

.01  .38 

.01  .01 
.03 

*  *  ^ 

.07  .25 
.09 

.03       .44 


8       9 


.01 

.05      .03      .02 

.10 


10 


.01 


.01 
.05 
.01       .03 


.01 


.01 


.16       .30 

.01       .02       .01 


P.   M.    HOUR    ENDING 


.17 


.55 
.45 


.03 
.01 


.07 


.55 
.43  .09 
.01       .30 

.10      .07 
.79 


.01       .01 


.08 


.02 


.37 


.01 


.15 
.01      .03      .01 


.05 


.01 


.01      .07 


.02 
.01      .02 


.47 
.33       .02 


.05 
.01 


.03 


.20  .01 
.01  .01 
.14 


.45 


.10 
.08 


.62       .02 
.01 


.01 


.05 


18th 

.65 


.01 


.01 
.20      .01 


.22 


.02 


.03 


.05 
.01 


.07 


.11       .06 


.01 


.07      .01 

.05 

.08       .02 


.01 


.11 


.05      .01 
.12      .20      .78 
.08       .01 


.03 
.10 


.84      .31 


.30       .01 


19th 


.05       .05 
.06 


.06 
.03 
.04 


.05       .02 


.53 
.20 


.10 
.20 


.13 
.20 


.05 
.07 


.02 

* 

* 

* 

.10 

.02 

.38 

.0?. 

.03 

.15 

.10 

.01 
.11       .05 


.02 


See  reference  notes  following  Station  Index 
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.37   .03   .02 


.05 
.27 


< 

o 


.04 
.10 
.75 
.10 


.27 


.01 


.90 
.48 
.52 
.47 
.68 
.15 
.15 
.05 
.28 
.04 
1.18 
.55 
.45 
.17 
.08 
.01 
.07 
.05 
.03 
.05 
.45 
.80 
.45 
.03 

.22 
.12 
.70 
.31 

.18 
.06 
.04 


.65 


10 

45 

07 

11 

.05 

.10 

.02 

.09 

.08 

.26 

.10 

.06 

.12 

1.10 

1.00 

.09 


.37 


.66 
.60 
.66 
1.16 
.01 
.11 
.20 
.27 


.02 

.12 
.40 
.03 
.29 
.43 
.07 
.23 
.03 
.10 
.06 
.10 
.06 


.12 

.43 
.01 
.16 
.10 
.05 
.02 
.40 


/ 
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TABLE    4  — Continued 
HOURLY    PRECIPITATION 


A.   M.    HOUR    ENDING 

P. 

M.    HOUR    ENDING 

-1 
< 

STATION 

1- 

1 

1 

2 

3 

4 

5 

6 

7 

8 

■ 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

o 

SHADE   GAP 

.42 

.01 

.01 

.44 

SOUTH   CANAAN   1    E 

.04 

.09 

.13 

STATE   COLLEGE 

.12 

.12 

STOBOTY 

.05 

.05 

.10 

SUNBURY   AIRPORT   2    N   6 

* 

* 

*           * 

* 

.19 

TOWANDA 

.25 

.60 

.10 

.01 

.96 

TUNKHANNOCK   1    S 

.04 

.04 

WILLIAMSPORT  4  E  WB  AIRPORT  6 

* 

* 

«           * 

* 

,06 

20tfa 

ALLENS   MILLS 

.02 

.02 

.08 

.12 

ALLENTOWN   WB   AIRPORT 

.10 

.10 

BETHLEHEM   LEHIGH   UNIV 

.01 

.01 

CANTON   1    NW 

.03 

.03 

CARTER  CAMP 

.02 

.01 

.02 

.05 

CLARION   3    SW 

.05 

.22 

.27 

CONFLUENCE    1    SW 

.07      .10 

.17 

CONNELLSVILLE   4    N 

.01 

.01 

.02 

CURWENSVILLE   6    NW   AIRPORT   6 

* 

*           * 

* 

.28 

DUNLO 

.09 

.01 

.10 

ENGLISH  CENTER 

.11 

.01 

.12 

HEWITT   2    S 

_           _          _ 

_         _         _ 

_           _           - 

_           _          _ 

- 

- 

- 

- 

- 

- 

- 

_ 

. 

_ 

_ 

HOME 

*           .18 

.18 

LAURELTON   STATE   VILLAGE 

1.19 

.39 

.01 

1.59 

LOCK   HAVEN   2 

.18 

.18 

MEDIX   RUN 

.02 

1.10 

.08 

1.20 

MONROE   FURNACE 

.06 

.06 

PARK   PLACE    1    NW   WB   AIRPORT   6 

* 

* 

*           « 

* 

.04 

* 

« 

* 

.12 

PHILLIPSBURG   7    E   WB  AIRPORT 

.09 

.10 

.19 

PINE   GROVE    MILLS    1    S 

.05 

.05 

PUNXSUTAWNEY   2 

.09      .03 

.12 

PUTNEYVILLE    2    SE 

.50      .S7 

.03 

.01 

.01 

1.22 

lENOVO   6    S    STATE   CAMP 

.06 

.02 

.01      .01 

.10 

STATE  COLLEGE 

.03 

.03 

SUNBURY 

.38       .12 

.50 

SUNBURY   AIRPORT   2    N  6 

* 

* 

*           « 

* 

.50 

TAMAQUA   4    N   STILL   CREEK  DAM 

.05 

.01 

.06 

riTUSVILLE 

.01 

.01 

.01 

.03 

rUNKHANNOCK   1    S 

.02 

.02 

FYRONE   4    NE   BALD   EAGLE 

.02 

.02 

»AYNESBURG   2   W 

.10 

.08      .02 

.01 

.21 

IfELLSBORO   2    E 

.01 

.02 

.03 

IflLLIAMSPORT   4    E    WB   AIRPORT   6 

* 

♦ 

*           * 

* 

.08 

IHLLIABSPORT 

.08 

.08 

21st 

ULLENS   MILLS 

.20 

.32 

.52 

iLLENTOWN   WB   AIRPORT 

t 

.10 

.01 

.50 

.03 

.06 

.70 

IDSTINBURG   2    W 

.01 

.08       .22       .03 

.01 

.35 

AVOCA   WILKES-BARRE    SCRANTON   AP   6 

« 

* 

•           ♦ 

» 

.12 

* 

* 

.92 

3ETHLEIIEM   LEHIGH   UNIV 

.02 

.05 

1.13 

.03 

1.23 

JLAIN 

.25 

.05 

.30 

3LAKESLEE   CORNERS 

' 

.01       .08 

.01 

.85 

.53 

.01 

.01 

1.50 

30SWELL 

*         * 

*        *        * 

* 

* 

* 

» 

*           * 

« 

♦ 

* 

* 

* 

* 

3R00KVILLE    AIRPORT   6 

* 

* 

«           * 

* 

.20 

» 

* 

.50 

SUCKS  TOWN 

.05 

.05 

.10 

JUl'LER   SUBSTATION 

.05 

.05 

.25 

.03 

.38 

:anton  1  NW 

.01       .03 

.22 

.05 

.31 

:ARTER  CAMP 

.03 

.18 

.14       .46 

.02 

,20 

.10 

.03 

1.16 

;hambersburg 

.02 

.02 

;harleroi 

.10 

.10 

;larion  3  SW 

.02 

.02 

.07 

.01 

.30 

.52 

1.04 

:OALPORT 

.01 

.01       .02 

.02 

.06 

CONFLUENCE    1    SW 

.12                  .03 

.01 

.05 

.02 

.02 

.01 

.01 

.27 

;RESS0N    1    E    SUMMIT 

.18 

.18 

CURWENSVILLE    6    NW   AIRPORT   6 

♦ 

* 

*           * 

* 

.13 

* 

* 

* 

.35 

DINGMANS   FERRY 

.06 

.32 

.38 

DRIFTWOOD 

.49 

.14 

.03       .07 

.01 

.02 

.76 

DUSHORE 

.15      .47 

.43 

.18 

.02 

1.25 

EAGLES   HERE 

.26       .20 

.70 

.29 

.01 

1.46 

EMPORIUM 

.45 

.03 

.60 

.06 

.02 

.97 

.04 

2.17 

ENGLISH   CENTER 

.09 

.05 

.01 

.03       .01 

.01 

.21 

.02 

.02 

.10 

.60 

ERIE    WB   CITY 

.02 

.04 

.19 

.13 

.25 

.12       .03 

.07 

.08 

.01 

.94 

ERIE   AIRPORT   6 

* 

*           »           » 

♦ 

.21 

* 

* 

*            ♦ 

* 

1.72 

* 

* 

* 

» 

EVERETT 

* 

* 

* 

*           * 

* 

* 

* 

* 

* 

* 

• 

FORD   CITY   4    S    // 

• 

.01 

.34 

.35 

FRANKLIN 

.06 

.10 

.15 

.05 

.29 

.65 

GETTYSBURG   1    S 

.06 

.06 

GLENCOE 

~ 

.25 

.03 

.03 

.03 

.34 

GOOD    SPRINGS    1   NW 

.01 

.03 

.04 

GREENSBURG   2    E   HIGHWAY   SHED 

.07 

.07 

HARRISBURG   3    S   WB   AIRPORT 

.29 

.29 

HAWLEY    1    S    WALLEN   DAM 

.15 

.07 

.01 

.23 

HEWITT   2    S 

_           _          _ 

_          _          _ 

_           _           _ 

_           _           _ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

HOLLIDAYSBURG 

1     .01 

.01 

.02 

HOME 

.10 

.05 

.25 

.05 

.45 

HONESDALE   6    N    TANNERS    FALLS   // 

.05 

.08 

.07 

.20 

HUNTSDALE 

.02 

.02 

INDIANA    2    SE 

.01 

.01 

.08 

.01 

.20 

.01 

.02 

.34 

JACKSON    SUMMIT 

.18 

.17 

.07       .07 

.10 

.59 

JAMESTOWN   2    NW 

,01      .01 

.01      .01 

.02 

.02 

.02       .23 

.33 

KANE    5    SE 

.04 

.10 

.02 

.08 

.30 

.45 

.01 

.02 

.01 

1.03 

LEBANON   3    SW 

.31 

.31 

LEHIGHTON 

.01    1.29 

.05 

.60 

.03 

.02 

2.00 

LEWISTOWN 

.22 

.01 

.23 

LOCK   HAVEN   2 

.11 

.01 

.16 

1    .03 

.31 

HARIENVILLE 

.02 

.06 

.14 

.01 

.09 

.11 

.16 

1 

.01 

.60 

HARTINSBURG 

.11 

.11 

IIARTINSBURG   BLAIR  CO   AIRPORT   6 

* 

* 

* 

.18 

HEADVILLE    1    S 

.04 

.96 

.04       .12 

.11 

.37 

aEDIX   RUN 

.01 

.01 

.09 

.01 

.07 

.02 

.01 

I    .01 

.23 

«ERCER   5    NE   WB   AIRPORT   6 

* 

*           *           * 

* 

.03 

* 

* 

*           * 

* 

.66 

HERWINSBURG 

1 

.15 

.03 

.10 

.82 

i 

1.10 

^\ 
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HOURLY    PRECIPITATION 


STATION 


MILAN 

MILLERSBURG   2   E 

NILLVILLE 

MONROE  FURNACE 

MONTROSE 

IKWWT   POCOHO   2    N  WB  AIRPORT   // 

■OUNT   tmiON    1    N¥   // 

HSFFS    HILLS   4    NE 

KEW   CASTLE    1    N 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILLIPSBURG  7  E  WB  AIRPORT 

PIKES  CREEK 

PINK  GROTE  MILLS  1  S 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUNXSUTAWNET  2  . 

PUTNETYILLE  2  SE 

iEADING  WB  CITY 

iKNOVO  6  S  STATE  CAMP 

ilDGWAT 

lOCHESTER  1  N 

iCANDIA 

iCRANTON  WB  CITY 

SHEFFIELD  6  W  CHERRY  GR07E 

iMETHPORT  HIGHWAY  SHED 

iOUTH  CANAAN  1  E 

JTATE  COLLEGE 

ITRONGSTOWN 

ITROUDSBURG 

;UNBURY 

iUNBURY  AIRPORT   2   N  6 

•AMAQDA   4    N   STILL  CREEK  DAM 

'lONESTA   2    SE   DAM   // 

'ITUSVILLE 

•ow.uroA 

tTtKHANNOCK  1  S 
YRONE  4  NE  BALD  EAGLE 
NION  CITY  1  W 
ANDERGRIFT  2  W 
ASHINGTON 
AYNESBURG  2  W 
EBSTER  MILLS  3  SW 
ELLSBORO  2  E 


E  WB  AIRPORT  6 


ILLIAMSPORT  4 
ILLIAMSPORT 
IND  GAP  3  SW 
ODNGSVILLE 


ILESS  MILLS 

LLENTOWN  WB  AIRPORT 

ETHLEHEM   LEHIGH   UN IV 

LAIN 

LAIRSVILLE   6    ENE   6 

JSrELL 

lOOKVILLE   AIRPORT   6 

JCKSTOWN 

3TLER   SUBSTATION 

UTTON   1    NW 

IRTER  CAMP 

lAMBEHSBDRG 

lARLEROI 

-AEION   3    SW 

)ALPORT 

)ATESVILLE    1    SW 

)NFL[IENCE    1    SW 

LESSON    1   E    SUMMIT 

mWENSYILLE   6    NW   AIRPORT   6 

IIFTWOOD 

INLO 

ISHORE 

iGLES   MERE 

[PORIUM 

rCLISH  CENTER 

!IE   WB  CITY 

ilE   AIRPORT   6 

■ERETT 

I8D  CITY  4    S   // 

ANKLIN 

S 


1    NW 

E  HIGHWAY  SHED 

S  WB  AIRPORT 


TTYSBDRG  1 

EN  ROCK 

OD  SPRINGS 

EENSBURG  2 

BBISBURG  3 

»LEY  1  S  WALLEN  DAM 

WITT  2  S 

LLIDAYSBURG 

LTWOOD 

ME 

NTSDALE 

DIANA  2  SE 

MESTOWN  2  NW 

HNSTOWN  2 

NE  5  SE 

RKWOOD  1  SW 

UPETER  SCS  1  A 

NCASTER  2  NE  FILTER  PLANT 

CRELTON  STATE  VILLAGE 

BANON  3  SW 

aiGHTON 

"ISTOWN 


PENNSYLVANIA 
JULY  1948 


A.   M.    HOUR    ENDING 


12 


.05      .10 


.01 


.01 


P.   M.    HOUR    ENDING 


6 


.07 
.01 


.02 
.05 


.10 


.04      .03 
.06      .03 


.01 
.02 


«  *  * 


.02 


.35 


.02 

.02 

.02 

.09 
.01 


.10 
.12 


.01 
.02 


.03 
.06 


.34 

.16 


.01 


.03 


.05 
.11 


.08 
.07 


.03 
.06 


.05 
.30 


.28 
.13 


.05      .02      .04 


*  .12 

*  * 


.03      .01 
.02 


.02 
.01 


.10      .05 


.01 


.01       .01       .02 


22d 


.03 

* 

.07 


.23 
.44 


.06 
.43 


.05 


.08 

♦ 

.12 

.02 

.03 

.40 


.34 


.10 
.08 


.10 
.02 


.31 
.30 


.02      .02 


.01 


.02 


.01 


.25   2.05 


.03      .01 


.07 

.33      .09 


.02      .06 


.10      .10 

.01      .01 
.12 


.08  .02 
.39 

.48 

.03  .04 
.02 


.57 
.08 
.08 
.17 
.09 
.20 

.02 
.07 
.12 


.04 


.07 
.78 


10 


II       12 


.45 
.01 
.32 
.08 


.25 


.18 
.70 


.01 
.63 


.01 
.03 


.05      .01 


.11      .68 
«  .09 


.19 

.25 
.48 


.36 
.02 
.25 


.07 
.02 


.19 
.22 
.35 

.07 

.01 


.66 
.01 


.12 
.37 


.08 
.03 


.19 

.02 


.14 

.10 


.38 


< 

o 


.01 
.06 


.20 
.04 


.03 
.59 
.24 


.05 
.01 


.97 


.37      .01 
.01  .12 


.01 


.32      .04 


.03 


.62      .06 
.48      .02 


.01 


.18 

.55      ,14 

.42 

.03      .04 
.10 


.03      .16 
.13      .05 


.15      .05 


.40      .12 

*        1.32 

.03      .56 

.01 


45      .03 


.02       .03 
.10 

.01 


.11 
.02 


.01 
.03 


.26 


.10      .50 


.01 


.18 
.05 
.02 


.89 
.05 
.62 
.43 
.30 
1.00 
.53 
.50 
.27 
.08 

.68 
.85 
.39 
.09 
.38 

1.87 
.36 
.05 
.01 
.SO 
.55 
.07 
.75 
.66 
.80 
.58 
.36 
.22 
.39 

1.03 
.56 

1.22 
.85 
.43 

1.25 
.28 
.66 
.94 
.09 
.14 
.93 
.18 
.61 


1.01 
1.10 


.01 


.15 
.68 


2.38 
.09 
.14 

1.29 


.05 
.05 
.05 
.29 
.19 
.07 
.42 
.22 
.34 
.09 
.63 

.64 
.39 
.28 
.73 
.43 


1.13 
11 


.12 

.10 


.06 
.23 


.05 


.20 


See  reference  notes  following  Station  Index 
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.12   .02 

2.70 
.04 

.33 
.08  .03 
.03 

* 
.05 

*     * 
.18   .23 


.37 
.02 


.23 
.10 


.22 


.03 
.03 


.02 
.50  1 


.01 
.10 

.02 
.03 
,45 


.03 


.85 
.60 
.78 

1.24 
.60 
.18 

1.40 
.01 


.32 
.25 
.69 

2.77 
46 

1.07 
.39 
.15 
.30 
* 

.22 
.33 

2.11 


/ 
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TABLE    4  — Continued 
HOURLY    PRECIPITATION 


^\ 


A. 

M.    HOUR   ENDING 

P. 

M. 

HOUR    ENDING 

_l 
< 
1- 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

^9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

o 

LOCK  HAVEN  2 

.05 

.30 

.04 

.02 

.41 

MAHIENVILLE 

.01 

.01 

.01 

.32 

.10 

.45 

BJARTINSBUKG 

.20 

.03 

.05 

.01 

.29 

HARTINSBURG  BLAIR  CO  AIRPORT  6 

* 

.02 

* 

* 

* 

« 

« 

.53 

* 

« 

* 

.01 

MEADVILLE  1  S 

.01 

.02 

.10 

.01 

.17 

.31 

.02 

.02 

.66 

MEDIX  RUN 

.01 

.89 

.30 

1.20 

MERCER  5  NE  WB  AIRPORT  6 

« 

♦ 

* 

• 

* 

1.75 

« 

* 

« 

.26 

HERWINSBURG 

.03 

.03 

MILAN 

.10 

.01 

.02 

.08 

.19 

.02 

.11 

.53 

MILLERSBURG  2  E 

.02 

.01   .02   .05 

.07 

.13 

.55 

.04 

.89 

MILLVILLE 

.03 

.01 

.04 

MONROE  FURNACE 

.09 

.02 

.01 

.29 

.41 

MONTROSE 

* 

* 

« 

* 

*       « 

*    *  ,  « 

* 

*    * 

* 

* 

• 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

MOUNT  UNION  1  NW  // 

.01 

.24 

.06 

.22 

.10 

.63 

MURRYSVILLE 

.75 

.02 

.77 

NEFFS  MILLS  4  NE 

.01 

.01 

.01 

.08 

.03 

.02 

.07 

.23 

NEW  CASTLE  1  N 

.16 

.01 

.15 

.32 

PARKERS  LANDING  1  E 

.01 

.01 

1.08 

.26 

1.36 

PARK  PLACE  1  NW  WB  AIRPORT  6 

* 

.32 

* 

* 

*       « 

•     .02   * 

* 

*    « 

* 

.02 

* 

4 

• 

* 

* 

.01 

* 

* 

• 

.41 

PHILADELPHIA  WB  AIRPORT 

.01 

.07 

.08 

PHILADELPHIA  POINT  BREEZE 

.12 

.12 

PHILADELPHIA  WB  CITY 

.43 

.05 

.01 

.49 

PHILLIPSBURG  7  E  WB  AIRPORT 

.30 

.25 

.06 

.03 

.64 

PHOENIXVILLE  1  E  PUMP  STATION 

.34 

.02   .01 

.01   .01 

.01 

.02 

.42 

PINE  GROVE  MILLS  1  S 

.01 

.03 

.03 

.06 

.04 

.17 

PITTSBURGH  7  SE  WB  AIRPORT  // 

.52 

.52 

PITTSBURGH  WB  CITY 

.36 

.36 

PORT  CLINTON 

.08 

.05 

.03 

.07 

.40 

.63 

PUNXSUTAWNEY  2 

.02 

.34 

.02 

.38 

PUTNEYVILLE  2  SE 

.01 

.04 

.40 

.01 

.01 

.13 

.60 

READING  WB  CITY 

.14 

.05 

.61 

.03 

.08 

.31 

RENOVO  6  S  STATE  CAMP 

.08 

.34 

.02 

.44 

RIDGWAY 

.02 

.55 

.42 

.01 

1.00 

ROCHESTER  1  N 

.01   .01 

.01 

.06 

.43 

.01 

.01 

.04 

.03 

.61 

SAXTON 

.19 

.19 

SCANDIA 

.01 

.09 

.31 

.41 

SELLERS V I LLE  2  NW 

« 

* 

* 

* 

» 

* 

SHADE  GAP 

.20 

.01 

.01 

.22 

SHEFFIELD  6  W  CHERRY  GROVE 

, 

.10 

.03 

.01 

.01 

.05 

.04 

.24 

SMETHPORT  HIGHWAY  SHED 

.10 

.10 

SPRING  GROVE 

.02 

1.25 

.09 

1.36 

STATE  COLLEGE 

.02 

.79 

.01 

.82 

STRONGSTOWN 

.01 

1.15 

.60 

.01 

1.77 

STROUDSBURG 

.21 

.07 

.28 

SUNBURY 

.02 

.19 

.20 

.10 

.51 

SUNBURY  AIRPORT  2  N  6 

* 

.01 

* 

* 

*    * 

* 

.02 

* 

* 

« 

* 

* 

.50 

• 

* 

* 

.43 

TAMAQUA  4  N  STILL  CREEK  DAM 

.05 

.07 

.03 

.10 

.25 

TIONESTA  2  SE  DAM  // 

.60 

.02 

.01 

.01 

.64 

TITUSVILLE 

.05 

.05 

.56 

.04 

.70 

TOWANDA 

.02 

.02 

.02 

.02 

.08 

TUNKHANNOCK  1  S 

.02 

.02 

TUNNELTON  // 

.79 

.01 

.80 

TYRONE  4  NE  BALD  EAGLE 

1.21 

.25 

.03 

.05 

1.54 

UNION  CITY  1  W 

.04 

.08 

.02 

.14 

VANDERGRIFT  2  W 

.19 

.69 

.02 

.10 

.01 

1.01 

WASHINGTON 

.38 

.02 

.04 

.44 

WEBSTER  MILLS  3  SW 

.01 

.01 

.02 

WELLSBORO  2  E 

.01 

.04 

.02 

.07 

WILLIAMSPORT  4  E  WB  AIRPORT  6 

* 

* 

* 

.36 

WILLIAMSPORT 

.01 

.16 

.12 

.01 

.30 

WIND  GAP  3  SW 

.01 

.02 

.03 

.06 

YORK  2  S  FILTER  PLANT 

.05 

1.33 

.07 

1.45 

YOUNGSVILLE 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

23cl 

ALLENS  MILLS 

.06 

.31 

.51   .01 

.01   .03 

.59 

.01 

.01 

1.54 

ALLENTOWN  WB  AIRPORT 

.19 

.11 

.01 

.40 

.03 

.74 

AUSTINBURG  2  W 

.21   .03 

.26 

.50 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

* 

* 

«    * 

« 

.56 

* 

* 

« 

♦ 

* 

.17 

BETHLEHEM  LEHIGH  UNIV 

.08 

.30 

.29 

.02 

.01 

.70 

BLAIN 

.01 

.01 

.01 

.03 

BLAIRSVILLE  6  ENE  6 

« 

« 

*    ♦ 

*     .36 

* 

* 

* 

* 

* 

.02 

BLAKESLEE  CORNERS 

.09 

.04 

.01 

.01 

.01 

.01 

.01 

.04 

.05 

.27 

BOSWELL 

* 

♦ 

* 

* 

^^             * 

•     .47 

.49 

BROOKVILLE  AIRPORT  6 

* 

♦ 

*    * 

*    1.04   * 

» 

•    ♦ 

♦ 

.10 

* 

* 

« 

♦ 

* 

.04 

BUCKSTOWN 

.01 

.01 

.03 

.05 

BUTLER  SUBSTATION 

* 

* 

.18 

.48 

.04 

.01 

.01 

.72 

CANTON  1  NW 

.01 

.16 

.16   .11 

.05       .53 

.03 

, 

.28 

.02 

1.35 

CARTER  CAMP 

.07 

.10 

.13   .34   .01 

.01 

.01 

.25 

.01 

.06 

.99 

CHAMBERSBURG 

.01 

.01 

.02 

CHARLEROI 

.07 

.07 

CLARION  3  SW 

.27   .36 

.01 

.59 

.26 

1.49 

COALPORT 

.01 

.02 

.12 

.04   .04 

.15 

.45 

.06 

.01 

.90 

COATESVILLE  1  SW 

.03 

.30 

.33 

CONFLUENCE  1  SW 

.01 

.04 

.01 

.06 

CONNELLSVILLE  4  N 

.02 

.01 

.03 

CRESSON  1  E  SUMMIT 

.03   .04 

.01 

.17 

.20 

.47 

.92 

CURWENSVILLE  6  NW  AIRPORT  6 

* 

.02 

« 

* 

*    * 

*     .47   • 

* 

*    * 

* 

.09 

* 

* 

* 

* 

* 

.03 

DINGMANS  FERRY 

.07 

.01 

.01 

.01 

.01   .01   .01 

.02 

.01 

.01 

.06 

.23 

DRIFTWOOD 

.04 

.01 

.02 

.15   .10   .01 

.01 

.01   .Ol 

.01 

.40 

.77 

DUNLO 

.01 

.02 

.03 

DUSHORE 

.01 

.01   .01   .45 

.50 

.06   .01 

.01 

.01 

.01 

.10 

1.18 

EAGLES  MERE 

.01 

.01 

.04 

.02 

.01       .08 

1.15 

.27 

.26 

.02 

1.87 

EMPORIUM 

.05 

.01 

.48 

.09   .01 

.01 

.10 

.04 

.02 

.01 

.82 

ENGLISH  CENTER 

_ 

_ 

_ 

_ 

_ 

_    _    - 

_ 

_ 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

ERIE  WB  CITY 

.01 

.01 

ERIE  AIRPORT  6 

♦ 

.01 

* 

♦ 

*     * 

* 

.10 

EVERETT 

* 

* 

* 

* 

«     * 

*     .14 

.14 

FORD  CITY  DAM  4  S  // 

.07 

.03 

.08 

.01   .17 

.07 

.43 

FRANKLIN 

.28 

.40 

.02 

.03 

.16 

.89 

GETTYSBURG  1  S 

.02 

.02 

GOOD  SPRINGS  1  NW 

.01 

.01 

.03 

.33 

.01 

.39 

GREENSBURG  2  E  HIGHWAY  SHED 

.10 

.01 

.09 

.20 

HARRISBURG  3  S  WB  AIRPORT 

.02 

.02 

See  reference  notes  following  Station  Index 
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STATION 


lAWLEY    1    S    WALLEN    DAM 

lEWITT   2   S 

lOLLIDAYSBUEG 

lOUK 

lONBSDALE  6   N   TANNERS   FALLS   // 

lUNTSDALE 

INDIANA   2   SE 

tACKSON   SUimiT 

tAMESTOWN   2   NH 

:AN£   5   SE 

AMPETER   SCS    1   A 

ANCASTER   2    NE   FILTER  PLANT 

■AURELTON   STATE   VILLAGE 

■EBANON   3    SW 

£HIGHTON 

^WISTOWN 

OCK   HAVEN   2 

ARIENVILLE 

ARTINSBURG 

ARTINSBURG  BLAIR  CO  AIRPORT  6 

EADVILLE  1  S 

ED IX  RUN 

ERCER  5  NE  WB  AIRPORT  6 

ERWINSBURG 

ILAN 

ILLERSBTOG   2   E 

ILLVILLE 

ONROE    FURNACE 

ONTROSE 

OUNT  POCONO  2  N  WB  AIRPORT  // 

DUNT  UNION  1  NW  // 

TORTSVILLE 

EFFS  MILLS  4  NE 

EW  CASTLE  1  N 

UIKERS  LANDING  1  E 

UIK  PLACE  1  NW  WB  AIRPORT  6 

3ILADELPHIA  WB  AIRPORT 

3ILADELPHIA  POINT  BREEZE 

JILADELPHIA  WB  CITY 

JILLIPSBURG  7  E  WB  AIRPORT 

lOENIXVILLE  1  E  PUMP  STATION 

[KES  CREEK 

[NE  GROVE  MILLS  1  S 

[TTSBURGH  7  SE  WB  AIRPORT  // 

^ASANT  MOUNT  1  W 

)RT  CLINTON 

INXSUTAWNEY   2 

ITNEYVILLE   2    SE 

;ADING   WB  CITY 

inovo  6  s  state  camp 

:dgway 

chester  1  n 

:andia 

^ranton  wb  city 

illersville  2  nw 

lADE   GAP 

DEFFIELD  6   W  CHERRY  GROVE 

ETHPORT  HIGHWAY   SHED 

IDTH   CANAAN    1    E 

'RING  GROVE 

'ATE   COLLEGE 

'RONGSTOWN 

■NBURY 

MAQUA   4    N   STILL  CREEK  DAM 

ONESTA  2    SE   DAM   //     ' 

TUSVILLE 

WANDA 

NKHANNOCK   1    S 

NNELTON    // 

RONE   4    NE   BALD  EAGLE 

ION  CITY   1    W 

NDERGRIFT    2    W 

YNESBUHG   2   W 

LLSBORO  2   E 

LLIAMSPORT  4   E   WB  AIRPORT  6 

LLIAMSPORT 

ND  GAP  3    SW 

RK  2  S  FILTER  PLANT 

BNGSVILLE 


rLER   SUBSTATION 

SLISH  CENTER 

»ITT  2   S 

UPETER  SCS    1    A 

ILADELPHIA   POINT  BREEZE 

KES  CREEK 

novo   6    S    STATE    CAMP 


liNTOWN      WB   AIRPORT 

XA  WILKES-BARRE   SCRANTON  AP  6 

iKESLEE    CORNERS 

SWELL 

X)KVILLE   AIRPORT  6 

VRLEROI 

IRION   3    SW 

ITESVILLE    1    SW 

WLUENCE    1    SW 

TOELLSVILLE   4    N 

[E  WB  CITY 

IE  AIRPORT  6 

iRETT 


PENNSYLVANIA 
JULY  1948 


A.  M.    HOUR   ENDING 


.03      .03 
.04       .01 

.09 

.01 


.01 


.09 


.05      .10      .02 
.01 


.01      .13 

*  * 

.01 


.01      .01      .01 
.01       .01 


.01      .31 
.01      .01 


.01 


.01      .08 
.01 
.08      .01      .02 

.31 

*  .21 

.13 

.14       .02 
.13      .01 

.02      .02 
.12       .88      .02 


.04 


.02 


.02 

.09  .11  .01 
.05  .01  .01 
.52 


.04      .01 
*  .32 


.04 
.75 


.01       .02 

.01       .02      .01 


.01  .01 

*  ♦  ♦ 

.03 

.01 
.02      .01 
.12 
.43      .10 


.02      .02      .02 
.01 


.06  .42 

.01      .20      .35 


.50 
.40      .20 

.01      .05 


7       8 


.01 

.01  .01 

.04  .08      .01 

.02 

*  *  t 

.01 

*  .40 

.01  .02 

.01  .05      .27 
.05 

*  .03 

.25  .05      .01 

*  .29      « 

.03 


10 


.06      .16 
.01  .01 

.01 
.01      .01 

.40 
.01  .01 
•  •  * 

.01      .01 


.01 
.03      .01 


.01       .13 
.02      .01      .01 


.01       .01      .02 


P.   M.    HOUR    ENDING 


.10      .04      .02 


.42      .02 
.12 
.49      .02 


.01       .02 


.02 


.01       .01       .01 

.01      .03 

♦ 

.01      .15 


.04       .06 
.02 


.01 


.01      .01 

.04       .10      .01 


.33      .07 
.10  .08 

.17      .03 

*  »  * 

.05      .04 


.03       .06      .02 

.01 

.01 


.01 


.01 

.02      .01 


.10      .22 


.04      .02      .04 

.16 
*  .19 


.01 
.02 


.01 


.21 
.03 


.02 


.31      .07      ,01 
.01   1.08 


8 


.01       .02 
.18      .12 


.02 


.60      .01 


10         II         12 


.08 
.30      .10 


.01 
.10      .50      .05 


.02 


.01 

.17 

.34 

* 

» 

.02 

* 

.01 

.02 

.24 

.08 


.27 

.20      .10 

*  .02      * 

.02      .01 
.02 
.01      .02 

.02 
.10 
.01 


.01 
.08 


.01      .02      .01 
.01      .02 


.12      .62 
.08      .20 
.20      .02 


.10 


.04 


.01 

*        1.20 

.09      .01 


.01      .02 


.37 

.42 

.25 

.01 

.24 

.01 

.01 

.01 

.01 

.01 

.21 

.01 
.10 

.60 

.04 

.18 

.10 

.01 

.01 

.03 

.05 

.10      .75      .11 


.22 

.72 


.30 
.01 


.02 


.16      .09 
.02 

.01      .02 

.02 

*  .63 

.19 


.03      .03 
.01      .02      .05 
.01 


.04 


.31 
.61 
.24 


.07      .24      .01 


.01      .03  .02 

.12  .06 

.04  .16 

*  .44  » 

.03 


24th 


26th 


.01      .02      .01 


.01 

* 
.40 


.01      .01 

.20 
.01 


.49 


See  reference  notes  following  Station  Index 
-  149  - 


.20 


.28 


.40   .01 


.01 
.07 


.02   .09 


.08 
.02 


< 


.20 

.57 
.18 
.37 
.03 
.23 
.70 
.52 
.70 
* 

1.06 
.45 

1.70 
.50 
.04 
.75 

1,20 
.02 

.48 

.60 

.47 
.02 
.77 
.34 
.31 
1.50 
.22 
.31 
.12 
.21 
.80 
.83 

.47 
.18 
.79 
.25 
1.45 
.35 
.05 
.06 
.40 
.02 
.70 
.64 
.86 

1.01 

1.02 
.36 
.52 
.32 
.06 
.35 
.85 
.40 
.04 
.05 
.35 
.63 
.32 
.77 
.73 

1.26 

1.08 
.70 
.20 
.60 
.12 
.19 
.76 

1.01 
16 
02 


.03 


.41 
.05 


.07 
.02 


.11 
.01 
.02 
.02 
.05 


/ 


PENNSYLVANIA 
JULY  1948 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


A.   M.    HOUR    ENDING 

P.   M.    HOUR    ENDING 

_l 
< 

STATION 

»- 
O 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2   3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

FORD  CITY  4  S  // 

.01 

.01 

GLEN  ROCK 

.02   .03 

.07 

.12 

HOLTWOOD 

.04 

.05   .02 

.11 

HUNTSDALE 

_       —       _ 

-    -    - 

-      -       - 

-      -      - 

-       -       - 

—   —   - 

-    -    _ 

- 

- 

- 

JAMESTOWN  2  NW 

.01   .01   .01 

.01   .01 

.04 

.06 

.15 

KANE  5  SE 

.08 

.08 

LAMPETER  SCS  1  A 

*     * 

*     * 

* 

LANCASTER  2  NE  FILTER  PLANT 

.01 

.02 

.03 

MARIENVILLE 

.03 

.03 

IIEADVILLE  1  S 

.01 

.05 

.06 

MERCER  5  NE  WB  AIRPORT  6 

* 

♦    *    * 

*     .03  • 

*    «    * 

•     .04   • 

•     .10 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

.06 
.04 

.08 

.04 

.18 
.04 
.19 

NEW  CASTLE  1  N 

PARKERS  LANDING  1  E 

.19 

RENOVO  6  S  STATE  CAMP 

-       -       - 

-   -   - 

-      -      - 

-         -         - 

_    -    _ 

.01 

-    -    _ 

~ 

~    - 

.01 

ROCHESTER  1  N 

SMETHPORT  HIGHWAY  SHED 

.01   .01 

.15 

.15 
.02 
.03 
.02 
.34 

SPRING  GROYE 

.03 

TIONESTA  2  SE  DAM 
WASHINGTON 

.01 

.01 

YORK  2  S  FILTER  PLANT 

.34 

# 

27th 

ALLENS  MILLS 

.39   .01 

.40 
.03 

AUSTINBURG  2  W 

.03 

* 

* 
.01 

.07 
.01   .02 
.26   .39 

* 

* 

.25 

.05 

•  .02 
.01   .02 

•  .06 
.09   .05 

.01   .09 
.02   .05 

BLAIRSVILLE  6  ENE  6 

BOSWELL 

BROOKVILLE  AIRPORT  6 

BUTLER  SUBSTATION 

CARTER  CAMP 

CHARLEROI 

CLARION  3  SW 

.01 

.01 

.01 
.01 

.03 

.42 
.12 

.14 
.73 
.05 
.61 
.11 
.34 
.13 
.57 

COALPORT 

.02 

.03 

COATESYILLE  1  SW 

.19  .16    .12 

.10   .02 

.01   .01 

.08   .03 
.03   .01 
.01 
.01   ,02 

CONNELLSVILLE  4  N 
DRIFTWOOD 
EMPORIUM 
ERIE  WB  CITY 

.08 
.12 
.17 

.22 
.37 

ERIE  AIRPORT  6 

.34   .03 

.37 
.23 
.56 
.11 
.05 
.60 
.19 

FORD  CITY  DAM  4  S  // 

.23 

FRANKLIN 

GLEN  ROCK 

.12   .08   .34 

.01 

.01 

.11 

GREENSBURG  2  E  HIGHWAY  SHED 

HAWLEY  1  S  WALLEN  DAM 

.05 

HOLTWOOD 

.30   .04   .14 

.12 

.19 

HOME 

HUNTSDALE 
JACKSON  SUMMIT 

*    *    * 

»    »    « 

*          *          * 

*   *   * 

»    »    * 

*     ♦    • 

.23   .01 

*    *     * 

» 

»     * 

* 

.24 
.52 

JAMESTOWN  2  NW 

.24 

.28 

KANE  5  SE 

!03 

.73 

KIRKWOOD  1  SW 

.38   .22 

.10 

LAMPETER  SCS  1  A 

*    *    * 

*          *          * 

«    * 

.05 
.30 

LANCASTER  2  NE  FILTER  PLANT 

.03 

.01 

.01 

.10   .20 

.36 

MARIENVILLE 
MEADTILLE  1  S 

.11       .02 

.01 

!l4 
.36 

MED  IX  RUN 

MERCER  5  NE  WB  AIRPORT  6 

MILAN 

* 
.01   .01 

*    *    * 
.01   .02   .01 

•     .51   • 

.02   .01 

* 

•     .01 

.09 
.01 

MONTROSE 

.01 

-  07   .01 

!o8 

MURRYSVILLE 

.01   -11 

.14 

NEW  CASTLE  1  N 
PARKERS  LANDING  1  E 

.07 

.01   .02 

.10 
.36 

PHILADELPHIA  WB  AIRPORT 

.24 

.02   .10 

!56 

.53 

1.30 

.19 

PHILADELPHIA  POINT  BREEZE 

.45   .08   .03 

PHILADELPHIA  WB  CITY 
PHOENIXVILLE  1  E  PUMP  STATION 

.04   .35 

.12   .02 

.10   .32 

.08   .32 

.38   .10 

.18   .0] 

PITTSBURGH  7  SE  WB  AIRPORT  // 

!l3   !02 
.2C 

.15 

PITTSBURGH  WB  CITY 

[20 

PUNXSUTAWNEY  2 

n«i   n<; 

!lO 

PUTNEYVILLE  2  SE 

.02 
.52   .08 

.0*^ 

.07 

RENOVO  6  S  STATE  CAMP 

.60 

RIDGWAY 

.16   .09   .21 

.46 

ROCHESTER  1  N 

.01   .05 

.03   .02 

.36   .15 

.62 

SCANDIA 

.08 

.36   .01 

.45 

SHEFFIELD  6  W  CHERRY  GROVE 

.01 

SMETHPORT  HIGHWAY  SHED 

.01 

.07 

SPRING  GROVE 

.02   .02   .02 

.01 

.05 

!o5 

STRONGSTOWN 

^ 

.55   .01 

.02 

.58 

TIONESTA  2  SE  DAM  // 

.02   .07 

.01 

.10 

TITUSVILLE 

.5*   ■^*' 

.66 

UNION  CITY  1  W 

.09 

.09 

VANDERGRIFT  2  W 

!o8   .11 

.19 

WASHINGTON 

.1! 

.19 

WAYNESBURG  2  W 

.53   .01 

.54 

YOUNGS V I LLE 

28th 

.02 

ALLENS  MILLS 

.01   .01 

.30 

AUSTINBURG  2  W 

.29   .01 

.01 

BETHLEHEM  LEHIGH  UNIV 

.01 

.03 

BOSWELL 

.02   .01 

.05 

BUTLER  SUBSTATION 

.03 

.02 

.20 

CANTON  1  NW 

,20 

.28 

CARTER  CAMP 

.27 

.01 

.14 

CHARLEROI 

.14 

.47   .01 

.48 

CONFLUENCE  1  SW 

.09 

.09 

CONNELLSVILLE  4  N 

CURWENSVILLK  6  NW  AIRPORT  6 

*     .04   • 

*    *    * 

*     .01 

.04 

DRIFTWOOD 

.01   .01 

.01   .01 

.02 

EMPORIUM 

.02 

ERIE  AIRPORT  6 

*     .22 

! 

.04 

FORD  CITY  4  S  // 

.03   .01 

i              1              1 

See  reference  notes  following  Station  Index 
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TABLE    4 -Continued 
HOURLY    PRECIPITATION 


STATION 


GETTYSBURG    1    S 

GREENSBUKG    2    E   HIGHWAY   SHED 

HOLTWOOD 

HOHE 

HUNTSDALE 

INDIANA    2    SE 

JACKSON   SUMMIT 

lANE    5    SE 

HEOIX   Run 

BURRYSVILLE 

PITTSBURGH    7    SE    TO   AIRPORT  // 

PirrSBURGH   WB  CITY 

PUNXSUTAWNEY    2 

PUTNEWILLE    2    SE 

ROCHESTER    1    N 

SCANDIA 

SHEFFIELD   6    W   CHERRY  GROVE 

5METHP0RT   HIGHWAY   SHED 

rOWANDA 

rUNNELTON    // 

JNION   CITY    1    W 

fAfTOERGRIFT    2    W 

rASHINGTON 

lAYireSBURG   2    W 

FELLSBORO   2    E 

rOUNGSVILLE 


1,LENS   MILLS 

■USTINBURG    2    W 

,VOCA    WILKES-BARRE    SCRANTON  AP   6 

lOSireLL 

UCKSTOWN 

UTLER   SUBSTATION 

ANTON    1    NW 

ARTER   CAMP 

HARLEROI 

LARION    3    SW 

OALPORT 

ONFLUENCE    1    SW 

ONNELLSVILLE   4    N 

URWENSVILLE    6    NW   AIRPORT    6 

UNLO 

[JSHORE 

IIPORIUM 

SOL I SB  CENTER 

SIE   WB   CITY 

JIE   AIRPORT   6 

DRD   CITY  4    S   // 

JANKLIN 

iEENSBURG   2    E   HIGHWAY   SHED 

)LLIDAYSBURG 

>ui: 

JNTSDALE 
IDIANA  2  SE 
ICKSON  SUMMIT 
)HNSTOWN  2 

LNE  5  SE 

:rkwood  1  SW 

iMPETER  SCS  1  A 

JICASTER  2  NE  FILTER  PLAMT 

BIGHTON 

;WISTOWN 

RIENVILLE 

RTINSBURG 

RTINSBURG  BLAIR  CO  AIRPORT  6 

ADVILLE  1  S 

RCER  5  NE  WB  AIRPORT  6 

LAN 

NROE  FURNACE 

FFS  MILLS  4  NE 

W  CASTLE  1  N 

RKERS  LANDING  1  E 

ILLIPSBURG  7  E  WB  AIRPORT 

TTSBURGH  7  SE  WB  AIRPORT  // 

TTSBURGH  WB  CITY 

NXSUTAWNEY  2 

TNETVILLE  2  SE 

DGWAY 

:hester  1  N 
uroiA 

SANTON  WB  CITY 

ITE   COLLEGE 

SONGSTOWN 

3NESTA   2    SE   DAM   // 

fANDA 

WELTON   // 

lONE   4    NE    BALD   EAGLE 

ION  CITY   1    W 

TOERGRIFT   2    W 

SHINGTON 

fNESBURG   2    W 

J-SBORO   2   E 

-LIAMSPORT   4 

AIAMSPORT 

ID   GAP   3    SW 

IfGSVILLE 


A.   M.    HOUR    ENDING 


.06 
.01 


.08 
.05 
.08 
.01 

.02 
.03 
.08 
.01 


.03 
.01 
.01 
.02 
.01 


.01 
.01 


.01 
.02 
.01 


.07 
.01 


.01 


.01 

.02 
.26 


.01 


.01 


.01 


.20 

.01      .01 


.01 


10 


PENNSYLVANIA 
JULY  1948 


P.   M.    HOUR    ENDING 


6 


.02      .10 


8 


9 


.02 


30th 


E    WB  AIRPORT   6 


:kstown 

■LER   SUBSTATION 

■MBERSBURG 

ilLEROI 


10 


12 


.02 


*  *  * 


.02 


.39       .31 


.07 
.12 


.05 


.10 
.06 


.18 

« 

.01 
.02      .06 
.07      .01 
.02 
.01       .26 


.01       .01       .02 
.02 


.08 


.06      .05 


* 

.66 
.75 

.08 

.05 

.22 

.02 

.17 

.12 

.03 

* 

.11 

.01 
.02 

.03 
.03 


.02 


.01 
.02 


.16 
.01 


.04 


.07 


.01 


.43 


.01       .02 


31st 


.01 


.01 


.01      .01 


.07 


.01 


.01 

.02 
.10 
.12 
.02 
.11 


.01 
.07 


.04 
.01 


.01 


.04 
.07 


.01 


.01 
.03 


.02 


.02 


.07 


.03 

,15 


.02 
.02 


.28 
.01 


.03 
.02 


.01 
.01 
.02 


See  reference  notes  following  Station   Index 
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.06 
.02 


.01 
.02 


.02 


.02 
.01 
.01 


< 
»- 

O 


.12 
.06 
.02 
.01 


.02 
.20 
.05 
.10 
.05 
.08 
.02 
.02 
.05 
.03 
.11 
.02 
.26 
.07 
.04 
.01 
.01 
.02 
.01 
.18 
.03 


.12 

.18 

.03 
.08 
.08 
.03 
.28 

.02 
.04 
.03 
.04 

.07 

* 
.11 


.66 
.82 
.12 

.35 
.04 
.31 


.07 
.11 
.12 
.05 


.02 
.10 
.02 


.03 

.10 

.03 

.03 

.33 

.02 

.33 

.03 

.12 

.19 

.14 

.11 

.01 

.06 

.14 

.07 

.02 

.03 

.06 

.07 

.02 

.07 

.04 

.02 

.30 
.02 


.02 

.02 
.02 


/ 


PENNSYLVANIA 
JULY  1948 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


STATION 


CONFLnENCE  1  SW 

DnSHORE 

ENGLISH  CENTER 

GETTYSBURG  1  S 

GLEN  ROCK 

HARRISBTOG   3    S   WB   AIRPORT 

EEiriTT    2    S 

HUNTSDALE 

KIRKWOOD    1    SW 

LAMPETER  SCS  1  A 

LANCASTER  2  NE  FILTER  PLANT 

LEHIGHTON 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHOENIXVILLE  1  E  PUMP  STATION 

READING  WB  CITY 

SPRING  GROVE 

WIND   GAP    3    SW 


A.   M.    HOUR    ENDING 


.04 


.01 


.01 
.10 
.28 
.06 
.01 


.01      .05 


.01 

.03      .02 


.04      .04 
.01 


.01 
.01 


^\ 


II       12 


.06 


P.   M.    HOUR    ENDING 


.53 

3.20 

.44 


II    I    12 


See  reference  notes  following  Station  Index 
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TABLE   5 


DAILY 

TEMPERATU 

RES 

(''FAHRENHEIT) 

PE 

NNSYLVANIA 
JULY  1948 

STATION 

f  OF  MONTH 

Z 
4 
bJ 

Z 

1    2 

'r 

5 

6 

7 

8   9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

1 

29 

30 

31 

ILLtNTOWN  WB  AIRPORT 

MAX 
MIN 

84 
62 

81 

56 

83 
64 

90 
62 

94 
64 

88 
67 

76 
60 

86 
52 

87 
56 

86 
58 

90 
61 

91 
66 

87 
70 

85 
68 

84 
62 

84 
57 

72 
63 

90 
68 

87 
63 

86 
63 

92 
67 

85 
67 

83 
67 

82 
59 

83 

54 

86 
59 

87 
72 

87 
69 

90 
62 

94 
64 

86 

72 

86.0 
63.0 

ILL£NT0WN  GAS  CO 

MAX 

MIN 

88 
69 

83 
55 

80 
63 

82 
62 

89 
63 

93 
69 

88 
62 

74 

55 

84 
57 

86 
57 

85 
61 

90 

65 

91 
71 

88 
69 

85 
59 

84 
58 

84 
62 

75 
66 

89 
68 

86 
59 

86 
68 

91 

68 

84 
68 

83 
67 

81 
56 

82 
59 

85 
57 

87 
72 

87 
63 

88 
65 

92 
69 

85.5 
63.3 

kLTOONA  HORSESHOE  CURVE 

MAX 

MIN 

75 

58 

75 
48 

83 
60 

89 
66 

89 
68 

80 
67 

71 
59 

77 
48 

80 
48 

84 
49 

86 
57 

87 
60 

80 
66 

77 
61 

80 
60 

80 
60 

88 
66 

85 
66 

84 
58 

86 
62 

84 
67 

87 
67 

85 
66 

74 
56 

79 
51 

83 

52 

85 

65 

84 

62 

87 
56 

90 
60 

85 
65 

82.5 
59.8 

IRENDTSVILL£ 

MAX 
MIN 

87 
63 

84 
55 

83 
61 

84 
64 

89 
65 

93 
68 

91 
63 

69 
53 

80 
53 

83 
53 

85 
59 

89 
62 

90 
69 

86 
68 

83 

68 

80 
59 

81 
67 

84 
64 

88 
64 

85 
65 

83 
63 

89 
71 

88 
67 

86 
59 

81 
53 

82 
53 

87 
62 

81 
64 

89 
63 

89 
64 

93 

71 

85.2 
62.4 

VOCA  WILKES-BARRE  AIRPOK 

r  MAX 
MIN 

79 
63 

77 
58 

78 
62 

86 
59 

90 
62 

82 
66 

73 
56 

80 
51 

83 
54 

85 
60 

88 
60 

90 

65 

81 
67 

81 
66 

83 
59 

82 
61 

75 
66 

86 
67 

83 
61 

86 
57 

89 
66 

85 
67 

78 
64 

77 
61 

78 
54 

79 
60 

85 
70 

82 
67 

84 
61 

89 
62 

84 
69 

82.5 
62.0 

lAKERSTOWN  4  WNW 

MAX 
MIN 

84 
54 

76 
51 

72 
52 

86 
54 

82 
53 

85 
60 

79 
55 

72 

52 

74 
53 

74 
53 

77 
54 

80 
56 

81 
64 

81 
52 

76 
57 

75 
55 

74 
57 

79 
65 

79 
56 

81 
52 

SO 
51 

77 
55 

75 
64 

79 
53 

77 
52 

75 

52 

75 
51 

74 
57 

78 
53 

77 
56 

79 
57 

78.2 
55.0 

lELLEFONTE  ROCKVIEW  FARM 

MAX 
MIN 

83 
62 

78 
50 

73 
57 

84 
61 

91 
66 

90 
70 

84 

60 

89 
47 

82 
50 

81 
51 

86 
60 

88 
62 

88 
69 

80 
64 

90 

58 

83 
64 

82 
68 

85 
67 

88 
63 

87 

84 
63 

85 
67 

86 
69 

83 
59 

84 
54 

82 
54 

82 
64 

87 
64 

84 

61 

87 
60 

90 
67 

84.7 
61.0 

ERWICK 

MAX 
MIN 

85 
63 

81 
54 

83 
62 

89 
63 

94 
62 

91 
65 

82 
60 

82 
51 

85 
53 

87 
56 

90 
60 

92 
64 

89 
68 

84 
68 

84 
62 

85 
60 

85 
68 

90 
69 

89 
61 

87 
62 

88 
65 

86 
68 

85 
72 

84 
63 

82 
53 

84 
58 

88 
69 

87 
68 

86 
60 

92 
62 

91 
69 

86.7 
62.5 

(ETHLEHEK  LEHIGH  UN IV 

MAX 
MIN 

84 
62 

81 
58 

84 
64 

91 
63 

95 
65 

87 
66 

74 
59 

84 
57 

87 
62 

85 
63 

89 
63 

90 
68 

87 
70 

83 
70 

82 
62 

83 
58 

70 
62 

88 
67 

86 
67 

87 

65 

91 
69 

83 
66 

80 
66 

80 
65 

81 
58 

84 
61 

88 
73 

87 

71 

90 
64 

92 
66 

84 
71 

85.1 
64.5 

ILAIRSVILLE  6  ENE 

MAX 
MIN 

69 
55 

72 
52 

80 

62 

84 
63 

82 
67 

74 
62 

68 
53 

76 
51 

72 
56 

83 
58 

82 
62 

86 
65 

74 
66 

78 
63 

81 
58 

80 
62 

81 
64 

81 
65 

79 
63 

80 
65 

79 
66 

80 
66 

79 
60 

70 
56 

78 

54 

76 
60 

81 
61 

78 
60 

81 
60 

87 
64 

78 
65 

78.5 
60.8 

KADFORD  4W  RES  NO  1 

MAX 
MIN 

69 
48 

68 
45 

80 
57 

85 
54 

83 
56 

77 
65 

69 
53 

76 
40 

79 
44 

85 
47 

85 
51 

86 
54 

80 
65 

80 
60 

80 
41 

80 

52 

83 
65 

82 

55 

80 
55 

83 
48 

83 
56 

80 
60 

80 
62 

71 
52 

76 
46 

75 
52 

82 
61 

77 
59 

82 
47 

86 
54 

82 
52 

79.5 
53.4 

SOOKVILLE  AIRPORT 

MAX 
MIN 

70 
49 

72 
47 

84 

60 

88 
60 

87 

64 

79 

62 

72 
52 

77 
46 

81 

47 

85 
47 

86 
54 

85 
58 

84 
66 

80 
61 

80 
53 

80 
57 

84 
67 

85 

59 

83 
56 

84 
57 

81 
61 

85 
66 

80 
62 

72 
50 

79 
47 

76 
52 

82 
62 

78 
56 

83 
50 

87 
56 

80 
56 

80.9 
56.1 

DRGETTSTOWN  3  W 

MAX 
MIN 

82 
45 

75 

52 

77 
52 

87 
58 

92 
66 

84 
52 

84 
46 

77 
50 

81 
50 

85 
52 

87 
61 

89 
63 

89 
66 

85 
60 

81 
62 

86 
65 

83 
69 

89 
58 

87 
62 

86 
62 

84 
66 

82 

68 

86 
52 

82 
46 

76 
52 

81 
61 

81 
59 

85 
52 

84 
56 

87 
59 

89 

51 

84.0 
57.2 

ORNT  CABINS  2  NE 

MAX 

MIN 

83 
54 

82 
44 

86 
60 

90 
62 

94 
63 

90 
63 

67 

56 

82 
46 

82 

44 

85 

46 

91 
56 

89 
62 

87 

65 

82 
64 

85 
63 

82 
60 

90 
67 

90 
62 

85 
56 

85 
60 

90 
59 

90 
68 

88 
64 

80 
54 

84 
44 

89' 
52 

88 
52 

89 
54 

90 
55 

95 
58 

90 
63 

86.5 
57.3 

UTLER 

MAX 

MIN 

84 
51 

75 
49 

83 
64 

85 
65 

94 
66 

90 
66 

83 
62 

79 
48 

82 

50 

87 
52 

91 
54 

88 
56 

90 
67 

87 

64 

84 
60 

86 
63 

84 
70 

83 
68 

89 
61 

89 
60 

88 
67 

83 
69 

88 
67 

85 
57 

83 
50 

85 
48 

82 
69 

87 
61 

85 
51 

89 
61 

91 
60 

85.8 
59.9 

AKTON  1  NW 

MAX 
HIN 

81 

fl 

85 
50 

86 
54 

84 
56 

87 
57 

87 
63 

81 
52 

72 
48 

80 
51 

80 
54 

83 
59 

82 
62 

85 
64 

79 

60 

79 
50 

81 
58 

78 
60 

86 
58 

83 
56 

81 
53 

82 
57 

84 
63 

82 
63 

74 
51 

74 

49 

72 
52 

72 
60 

83 
59 

79 
54 

83 
55 

85 

81.0 
56.0 

ARLISLE 

MAX 
MIN 

86 
62 

77 

54 

84 
60 

90 
63 

94 
65 

91 
67 

81 
61 

82 
50 

86 
51 

87 

51 

91 
58 

92 
61 

90 
71 

84 
66 

82 
65 

84 
57 

82 
65 

88 
68 

87 
60 

85 
63 

91 
64 

87 
67 

86 
67 

80 
60 

84 
50 

88 

54 

88 
67 

89 
66 

88 
63 

95 
63 

90 
72 

86.7 
61.6 

BAUBERSBURG 

MAX 

MIN 

82 
61 

80 
52 

83 
62 

91 
65 

92 
66 

87 
66 

73 
63 

82 
52 

83 
51 

86 
52 

91 
60 

90 
65 

87 
69 

83 
68 

82 
67 

81 

60 

88 
68 

89 

64 

84 
62 

81 
64 

89 
63 

90 
72 

87 
67 

81 
59 

85 
50 

88 

55 

87 
67 

91 

63 

92 
61 

96 
65 

87 
70 

86.1 
62.2 

LARION  3  SW 

MAX 
MIN 

72 
49 

75 
45 

85 
59 

90 
58 

87 
60 

82 

62 

75 
56 

80 
46 

83 
45 

86 
47 

89 
55 

87 
58 

85 
64 

82 
60 

83 
53 

80 

56 

S8 
65 

85  85 
65   55 

84 
55 

82 
61 

85 
65 

81 
63 

74 
53 

81 
47 

77 
54 

86 
64 

81 
56 

87 
49 

89 
55 

82 

57 

82.8 
56.0 

LAYSVILLE 

MAX 
MIN 

74 
56 

77 
47 

88 
57 

92 
63 

90 
60 

85 
66 

76 

59 

81 
50 

82 
55 

85 
56 

86 
59 

87 
65 

84 
71 

81 
67 

83 
62 

84 
63 

88 
67 

87 
69 

86 
61 

83 
65 

81 
66 

81 
70 

81 
70 

75 

54 

81 
50 

81 

56 

85 
66 

82 
60 

87 
56 

88 

64 

83 
67 

83.4 
61,2 

OALPORT 

MAX 
MIN 

80 
53 

75 
45 

75 
47 

83 
58 

90 
62 

89 
62 

80 
60 

69 
47 

79 
44 

82 

44 

87 
44 

89 

57 

85 
58 

82 
60 

82 
53 

81 

53 

80 
58 

85 

55 

85 
55 

84 

55 

58 

83 

62 

88 

66 

83 
57 

76 
43 

80 

44 

82 
50 

85 
60 

82 
54 

87 
52 

89 
57 

82.7 
54.3 

OATESVILLE  1  SW 

MAX 
MIN 

88 
67 

83 

55 

80 
60 

83 
62 

90 
65 

92 
70 

89 
65 

70 
55 

85 
55 

85 
53 

82 
59 

87 
61 

88 
68 

86 
71 

83 
66 

82 

54 

82 
63 

75 

63 

86 

61 

84 
64 

84 
66 

90 
70 

88 
70 

83 

65 

80 

54 

81 

55 

85 
66 

88 
70 

87 
65 

87 
66 

90 
62 

84.6 
62.8 

OLUMBIA 

MAX 
MIN 

85 
67 

82 
59 

87 
60 

92 
65 

97 
67 

90 
72 

82 
65 

85 

54 

87 
57 

87 
56 

93 
63 

93 
66 

89 
74 

85 
71 

85 
65 

84 

56 

SI 
66 

88 
71 

85 

60 

87 
63 

93 
66 

90 
71 

87 

71 

85 
67 

85 
55 

90 
58 

90 
69 

92 
72 

92 
74 

95 

69 

84 
72 

88.1 
65.2 

ONFLUENCE  1  SW 

MAX 
MIN 

59 

74 
52 

76 
53 

86 
63 

88 
64 

88 
65 

82 
61 

74 
50 

76 
50 

86 
50 

87 
53 

86 
60 

88 
64 

SO 
-66 

76 
65 

77 
60 

78 
63 

85 
65 

85 
63 

82 
63 

79 
64 

81 
67 

82 
68 

82 
60 

74 
53 

80 
52 

84 

56 

83 
60 

83 
62 

87 
62 

87 
65 

81.9 
59.9 

ORRY 

MAX 
MIN 

69 
53 

71 
47 

S3 
58 

88 
56 

87 
60 

82 
64 

75 
57 

81 
44 

83 

49 

89 

55 

88 
56 

86 
60 

83 
67 

80 
54 

85 

49 

82 

62 

85 
63 

82 
64 

81 
59 

87 
55 

84 
64 

81 
61 

81 
65 

70 
57 

80 
53 

78 
64 

85 
67 

78 
61 

65 

50 

88 
60 

82 
58 

81.9 
58.0 

OUDEESPORT 

MAX 
MIN 

78 
52 

76 
45 

81 
56 

86 
59 

88 
58 

76 
56 

74 

42 

76 
46 

80 

43 

86 

46 

89 
58 

88 
52 

81 
64 

80 
61 

82 
44 

80 
48 

86 
55 

85 
57 

84 
52 

85 

51 

85 
60 

89 

61 

81 

48 

78 
44 

84 
61 

83 

58 

83 

48 

81 
52 

80 
54 

86 

46 

79 
51 

82.3 

52.5 

DRWENSVILLE  6  NW  AIRPORT 

MAX 

MIN 

69 
49 

69 
45 

77  85 
55  61 

83 
60 

76 
61 

64 
50 

74 

48 

79 
50 

81 
50 

82 

58 

81 
59 

76 
64 

75 

58 

76 

55 

78 
59 

79 
63 

81 
56 

80 
56 

80 
59 

79 
62 

80 

62 

78 
59 

70 
47 

75 
47 

75 

55 

78 
59 

77 
57 

79 
52 

83 
61 

77 
55 

77.3 
55.9 

ERRY 

MAX 

MIN 

75 
60 

74 
49 

84 
64 

89 
65 

89 
67 

82 
62 

72 

66 

82 
50 

85 
57 

89 
55 

88 
61 

90 
65 

82 

67 

81 
66 

84 
60 

82 

6S 

86 
69 

86 
69 

84 
60 

82 
66 

83 
64 

84 

70 

83 

70 

80 
60 

84 
61 

81 
63 

82 

65 

85 
61 

85 
56 

90 

62 

84 
70 

83.5 
62.8 

DMEGAL 

MAX 
MIN 

69 
52 

72 
42 

82 
57 

84 
60 

86 
59 

77 
58 

69 
49 

74 
46 

78 
49 

84 

48 

86 
56 

85 
60 

77 
64 

77 
62 

78 
58 

78 
62 

81 
63 

80 
58 

80 
56 

77 
60 

79 
62 

80 
64 

80 
59 

71 
50 

78 

44 

80 
49 

81 
59 

80 

56 

84 
51 

85 
58 

81 
60 

79.1 

55.8 

ONORA 

MAX 
MIN 

77 
62 

80 
53 

92 
66 

94 
67 

94 
67 

85 
66 

79 
64 

85 
56 

86 
59 

88 
61 

88 
66 

90 

65 

86 
71 

86 
69 

84 
65 

83 

69 

91 
72 

91 
70 

89 
66 

83 
71 

84 
71 

82 

73 

85 
71 

79 
62 

84 
57 

83 
63 

88 
68 

87 

64 

92 
61 

93 
61 

89 
72 

86.4 
65,4 

4GLES  MERE 

AST  WATERFORD  3  E 

MAX 
MIN 

MAX 
MIN 

76 
56 

76 
60 

73 
50 

70 
52 

73 
50 

77 
60 

73 
58 

84 
65 

81 
64 

87 
69 

82 
62 

77 
65 

76 
52 

66 
56 

78 
53 

76 
55 

75 
55 

77 
59 

76 

55 

79 
60 

78 
58 

85 
64 

83 

61 

81 
67 

82 
65 

75 
68 

71 
62 

75 
63 

75 

55 

74 
61 

75 

55 

74 
60 

73 

61 

79 

64 

71 
61 

81 
66 

80 
66 

81 
65 

75 
59 

77 

67 

78 
61 

82 
65 

80 
63 

81 
65 

77 

65 

78 
66 

72 
55 

73 
58 

71 

50 

76 
55 

73 
52 

79 
62 

79 
58 

83 
65 

75 
62 

80 
64 

78 
60 

82 
63 

80 

60 

87 
68 

78 
62 

82 
68 

76.4 
58.3 

78,5 
62.7 

BENSBURG 

MAX 
MIN 

75 
56 

69 
47 

73 
59 

77 
63 

85 
65 

83 
63 

75 
56 

66 
48 

78 
49 

79 
51 

84 
57 

84 
62 

84 
65 

76 
61 

79 
54 

79 
58 

78 
65 

80 
65 

81 
58 

79 
62 

80 

62 

80 
66 

82 
65 

79 
56 

69 
49 

75 

52 

77 
62 

80 

58 

79 

56 

82 

61 

84 
65 

78,4 
58.6 

MPORIUM 

MAX 

MIN 

83 
57 

75 
48 

73 
55 

84 
54 

89 
64 

88 
63 

82 
57 

77 
46 

81   84 
48   50 

87 
58 

89 
59 

89 
60 

89 
63 

84 

47 

84 
55 

82 
62 

86 
59 

88 
55 

86 
57 

86 
63 

86 
65 

86 
67 

84 
54 

77 
47 

81 
52 

76 
57 

82 

86 
53 

90 

83 
61 

83.8 
56.4 

PHRATA 

MAX 
MIN 

88 
67 

88 

56 

81 
61 

88 
65 

90 
62 

94 
71 

87 
63 

79   85 1  86 
55   56!  55 

84 
64 

89 
66 

90 
72 

87 
56 

86 
63 

84 
57 

83 

86   86   85 

7n   fi9   R.c: 

85 

R7 

90  89 

86   82 

83 

86 

87 

em 

88 

90 

92 

86.6 

See  reference  notes  fc 
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TABLE    5  — Continued 
DAILY    TEMPERATURE    ^FAHRENHEIT) 


STATION 

DAY 

OF  MONTH 

2 
< 

s 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

ERIE  WB  CITY 

MAX 
MIN 

68 
58 

72 
56 

78 
65 

86 
67 

86 
73 

78 
67 

72 
62 

77 
57 

82 
64 

86 
66 

88 
73 

89 
71 

80 
70 

75 
63 

78 
57 

85 
68 

86 
72 

80 
71 

79 
67 

86 
66 

80 
67 

81 
67 

76 
66 

71 
65 

77 
63 

74 
68 

85 
68 

76 
66 

82 
63 

90 
70 

77 
68 

80.0 
65.9 

EVERETT 

MAX 
MIN 

80 
47 

78 
50 

87 
60 

87 
64 

92 
64 

87 
63 

70 
57 

79 
47 

80 
49 

84 
48 

89 
57 

88 
62 

85 
66 

81 

64 

81 
64 

83 
60 

88 
68 

88 
63 

84 
59 

82 
61 

89 
62 

91 
64 

87 
65 

79 
54 

83 
49 

90 
51 

89 
62 

88 
59 

89 
58 

94 

58 

88 
63 

85.2 
58. « 

FORD  CITY  4  S 

MAX 

MIN 

82 
55 

73 
50 

74 
52 

85 
64 

90 
61 

88 
65 

82 
59 

75 
50 

80 
50 

82 

51 

86 
55 

86 
58 

87 
61 

80 
63 

80 
58 

83 
52 

82 
63 

85 
70 

86 
59 

85 
61 

85 
64 

82 
67 

87 
66 

84 
56 

75 
48 

80 
52 

81 
55 

85 
60 

83 

54 

86 
55 

88 
63 

82.8 
58.0 

FRANKLIN 

MAX 
MIN 

80 
55 

73 
50 

74 
53 

85 
64 

90 
64 

88 
64 

81 
59 

76 
50 

80 
51 

82 
53 

87 
55 

87 
58 

84 
63 

85 
65 

81 
55 

83 
59 

78 
65 

86 
67 

85 
61 

85 
60 

88 
61 

80 
68 

83 
69 

79 
59 

74 
52 

80 
54 

74 
62 

84 
61 

81 
53 

85 
53 

88 
61 

82.1 
58.8 

FREDERICKSVILLE  1  BE 

MAX 
MIN 

80 
64 

76 
51 

80 
58 

86 
59 

90 
60 

84 
69 

75 
62 

81 
58 

83 
64 

82 
64 

85 
63 

87 
53 

85 
65 

91 
66 

87 
70 

80 
59 

79 
60 

85 
50 

82 
64 

83 
68 

86 
70 

82 
68 

80 
66 

79 
64 

89 
62 

83 
66 

84 
70 

84 
69 

85 
70 

84 
72 

81 
72 

83.2 
63.1 

FREELAND 

MAX 

MIN 

80 
61 

74 
51 

74 
57 

84 
61 

87 
67 

83 
52 

81 
65 

80 
74 

80 
67 

82 
.59 

84 
61 

84 
66 

80 
65 

80 
63 

81 
57 

78 
58 

74 
60 

84 
64 

81 
61 

81 
60 

82 
65 

81 
63 

77 
65 

76 
58 

74 
52 

78 
60 

83 
66 

81 
66 

83 
60 

87 
65 

82 
67 

80.5 

61. S 

GEORGE  SCHOOL 

MAX 
MIN 

84 
68 

80 
55 

82 
63 

87 
61 

92 
63 

88 
68 

75 
59 

82 
53 

86 
55 

83 
57 

88 
60 

90 
65 

88 
70 

83 
69 

80 
62 

83 
53 

73 
60 

86 
67 

86 
63 

85 
62 

90 
65 

84 
68 

85 
65 

85 
71 

82 
55 

84 
57 

87 
68 

86 
70 

88 
65 

91 
66 

83 
73 

84.7 
63.1 

GETTYSBURG 

MAX 

MIN 

87 
65 

83 
57 

82 
63 

85 
66 

91 
70 

94 
70 

89 
66 

70 
55 

83 
54 

84 
54 

85 
63 

89 
66 

90 
72 

86 
70 

82 
69 

82 
61 

82 
68 

85 
66 

88 
64 

85 
68 

84 
64 

89 
74 

90 
70 

86 
65 

82 
55 

84 
59 

88 
69 

86 
69 

90 
65 

89 
67 

91 
7.2 

85. « 
65.0 

GORDON 

MAX 

MIN 

81 
57 

79 
47 

82 
57 

89 
57 

91 

58 

85 
63 

77 
58 

82 
42 

85 
46 

86 
46 

89 
55 

89 
60 

81 
66 

81 
66 

82 
58 

82 
55 

78 
58 

87 
67 

85 
55 

84 
60 

87 
62 

82 
67 

82 
68 

81 
58 

80 
47 

82 
52 

86 
65 

85 
63 

87 
57 

91 
57 

86 
67 

84.0 
57.8 

GREENSBUKG  2  S  FILTER  STA 

MAX 
MIN 

78 
57 

74 
47 

85 
60 

88 
63 

87 
61 

82 
65 

81 
59 

80 

47 

84 
49 

87 
49 

86 
56 

88 
61 

78 
66 

82 
68 

82 
60 

81 
59 

84 
69 

85 
68 

85 
59 

83 
63 

81 
62 

84 
72 

83 
69 

76 
58 

80 
48 

80 
50 

84 
62 

84 
60 

86 

55 

88 
59 

84 
69 

82.9 
59.7 

GREENVILLE 

MAX 

MIN 

75 
51 

76 
45 

86 
61 

90 
63 

87 
60 

84 
65 

76 
60 

82 
47 

86 
49 

88 
52 

88 
55 

84 
60 

86 
66 

82 
63 

88 
56 

80 
62 

88 
68 

86 
66 

84 
59 

89 
57 

85 
65 

83 
66 

79 
67 

73 
55 

82 
50 

75 
59 

87 
65 

84 
59 

86 
50 

90 
60 

83 
56 

83.6 

58.6 

HANOVER 

MAX 
MIN 

87 
66 

81 
57 

80 
60 

82 
63 

91 
67 

92 
66 

88 
65 

68 
57 

83 

58 

83 
61 

83 
66 

88 
70 

89 
72 

85 
70 

81 
68 

81 
61 

82 
65 

83 
69 

86 
65 

82 
69 

83 
67 

90 
70 

89 
70 

84 
65 

87 
56 

83 
60 

87 
69 

83 
70 

87 
67 

87 
70 

91 
73 

84.7 

65.5 

KARRISBURG  3  S  WB  AP 

MAX 
MIN 

82 
63 

76 
58 

85 
62 

90 
66 

92 
68 

88 
70 

71 
60 

84 
55 

84 
55 

85 
57 

91 
64 

90 
67 

86 
73 

83 
72 

84 
67 

83 
62 

80 
67 

88 
69 

86 
64 

85 
67 

89 
68 

88 
70 

86 
70 

80 
64 

82 
58 

87 
63 

88 
71 

86 
70 

89 
65 

92 
68 

85 

71 

85.3 

65.3 

HAWLEY 

MAX 

MIN 

83 
59 

80 
48 

79 
53 

84 
54 

91 
54 

85 
63 

77 
54 

82 
47 

86 
50 

89 
54 

90 
53 

90 
59 

79 
67 

81 
64 

83 
54 

83 

53 

76 
58 

88 
61 

85 
58 

87 
55 

88 
61 

86 
64 

74 
62 

82 
57 

83 
48 

80 
51 

89 
66 

86 
64 

89 
56 

92 

55 

88 
64 

84.4 
57.0 

HAWLEY  1  S  WALLEN  DAM 

MAX 
MIN 

81 
58 

76 
45 

73 
49 

76 
47 

84 
50 

86 
53 

78 
54 

70 

45 

78 
45 

82 

■io 

82 

'■4 

85 
56 

86 
64 

78 
61 

78 
48 

81 
47 

78 
49 

74 
58 

81 
56 

81 
50 

83 

51 

84 
59 

83 
61 

75 
57 

75 
48 

75 
47 

77 
49 

83 
63 

79 
50 

80 
50 

86 
50 

79.6 
52.3 

HEWITT  2  S 

MAX 

MIN 

80 
59 

79 
44 

80 
58 

90 
58 

92 
61 

88 
62 

74 
58 

79 
59 

81 
58 

85 
45 

88 
59 

90 
60 

81 
60 

78 
60 

80 
59 

79 
58 

78 
69 

85 
58 

79 
63 

86 
62 

89 
65 

87 
65 

78 
55 

81 
49 

89 
56 

87 
60 

88 
56 

90 
56 

92 
60 

86 
69 

84.0 
58.7 

HOLTWOOD 

MAX 
MIN 

97 
70 

81 
63 

84 
64 

90 
70 

91 
72 

86 
72 

73 
64 

84 
63 

85 
61 

84 
61 

90 
66 

84 
68 

88 
75 

81 
70 

84 
70 

81 
63 

81 
70 

88 
73 

82 
70 

86 
72 

88 
70 

88 
74 

88 
74 

79 
68 

84 
63 

89 
63 

86 
72 

86 
72 

88 
70 

92 
72 

79 
72 

85.4 
68.6 

HUNTINGDON 

MAX 
MIN 

83 
53 

80 
49 

74 
50 

89 
60 

90 
68 

93 
67 

85 
64 

79 
54 

81 
49 

82 
42 

8g 
50 

90 

61 

90 
65 

83 
65 

83 
63 

82 
59 

83 
63 

87 
67 

88 
60 

92 
61 

85 
63 

86 
65 

88 
69 

87 
58 

79 
51 

82 
56 

85 
56 

89 
63 

87 
59 

88 
59 

93 
63 

85.4 
59.1 

INDIANA  2  SE 

MAX 

MIN 

73 
54 

75 
45 

83 
61 

89 
67 

86 
62 

82 
64 

73 
58 

80 
46 

82 
48 

86 
47 

87 
50 

88 
55 

79 
65 

82 
61 

82 
58 

82 
58 

85 
62 

86 
67 

85 
57 

83 
59 

81 
62 

86 
68 

82 
67 

74 
53 

81 
44 

75 
48 

84 
55 

82 
57 

86 
52 

88 
57 

83 
64 

82.3 
57.5 

INDIANA 

MAX 
MIN 

81 
58 

75 
59 

84 
64 

89 
67 

89 
66 

86 
65 

79 
60 

80 
52 

83 
55 

87 
56 

86 
60 

87 
66 

83 
63 

80 
64 

85 
67 

87 
65 

84 
68 

85 
68 

85 
60 

84 
64 

83 
66 

85 
68 

83 
66 

77 
57 

80 
50 

83 
57 

85 
66 

84 
58 

84 
57 

89 
63 

88 
66 

83. S 
62.0 

IRWIN 

MAX 
MIN 

82 
59 

75 
49 

92 
64 

86 
65 

90 
66 

81 
65 

83 
62 

83 
49 

86 
53 

87 
55 

87 
61 

90 
67 

88 
67 

84 
64 

85 
59 

85 
60 

87 
69 

88 
67 

86 
62 

86 
65 

82 
67 

84 
70 

82 
67 

82 
60 

82 
52 

83 
55 

85 
66 

85 
61 

88 
57 

89 
64 

88 
68 

85.2 
61.8 

JAMESTOWN  2  NW 

MAX 
MIN 

80 
52 

70 
47 

79 
53 

85 
63 

89 
63 

88 
68 

81 
60 

74 
46 

79 
52 

83 
57 

86 
58 

88 
60 

83 
67 

84 
64 

80 
56 

84 
63 

80 
67 

87 
65 

85 
60 

85 
59 

87 
61 

80 
67 

81 
66 

80 
55 

76 

51 

82 
62 

73 
60 

86 
59 

82 
51 

84 

61 

89 
57 

82.3 
59.0 

JOHNSTOWN  1 

MAX 
MIN 

81 
60 

75 
52 

78 
66 

85 
65 

90 
66 

90 
67 

80 
63 

71 
52 

81 
52 

84 
52 

91 
60 

93 
54 

91 

68 

81 
68 

80 
62 

83 
62 

84 
69 

87 
70 

88 
60 

87 
65 

87 
65 

85 
71 

90 
70 

86 
63 

79 
50 

82 

54 

85 
65 

89 
63 

87 
60 

91 
62 

87 
72 

84.8 

62.2 

KANE  1  NW 

MAy 

MIN 

69 
45 

68 
40 

82 
56 

87 
53 

85 
53 

78 
61 

72 
45 

79 
38 

81 
41 

86 
44 

86 
49 

86 
50 

80 
61 

77 
52 

81 
44 

77 
51 

84 
58 

82 
54 

81 
53 

83 
48 

82 
58 

82 

57 

79 
59 

71 
46 

79 
42 

72 
52 

82 
61 

78 
51 

84 
44 

85 
52 

79 
50 

79.9 
50.6 

LANCASTER  2  NE  PDMP  STA 

MAX 
UIN 

82 
64 

78 
54 

82 
52 

88 
62 

92 
63 

89 
69 

80 
61 

84 
51 

84 
52 

83 
50 

88 
59 

89 
61 

86 
71 

84 
68 

82 
63 

81 
56 

79 
63 

88 
67 

86 
60 

84 
62 

90 
63 

88 
68 

86 
69 

83 
62 

82 
62 

86 
55 

86 
68 

87 
66 

88 
63 

90 
64 

80 
71 

85.0 
61.9 

LAWRENCEVILLE 

MAX 
MIN 

78 
56 

80 
49 

81 
60 

90 
60 

92 
60 

84 
63 

73 
55 

84 
48 

85 
50 

90 
53 

91 
56 

94 
60 

84 
67 

79 
62 

85 
50 

80 
56 

88 
63 

89 
61 

84 
57 

89 
57 

88 
61 

86 
55 

82 
65 

78 
55 

82 
50 

76 
55 

88 
63 

84 
60 

87 
54 

91 
58 

85 
59 

84.7 

57.4 

LEBANON 

MAX 
MIN 

89 
67 

84 
56 

80 
63 

85 
67 

91 
67 

95 
70 

90 
63 

72 
52 

82 
55 

87 
56 

86 
63 

90 
65 

91 
73 

87 
69 

86 

64 

85 
60 

84 
64 

79 
64 

89 
52 

87 
65 

87 
65 

91 
69 

89 
70 

85 
63 

81 
55 

83 
58 

89 
69 

87 
69 

88 
63 

89 

68 

93 
72 

86.5 
63.7 

LEWISTOWN 

MAX 
MIN 

85 
62 

81 
53 

75 
57 

86 
61 

91 
67 

93 
68 

86 
64 

72 
54 

83 
52 

86 
53 

88 
54 

94 
62 

92 

65 

85 
66 

83 

66 

85 
62 

86 
64 

87 
68 

89 
61 

88 
64 

87 
65 

90 
66 

90 
71 

85 
62 

81 
53 

85 
54 

87 
55 

90 
67 

88 
59 

90 
59 

95 
63 

86.7 
61.2 

MARCUS  HOOK 

MAX 
HIN 

94 
72 

92 
64 

87 
67 

84 
69 

95 

72 

91 
75 

95 
71 

72 
62 

90 
66 

87 
66 

87 
70 

87 
70 

91 
73 

89 
73 

84 
71 

86 
63 

86 
66 

78 
67 

91 
72 

88 
72 

88 
73 

92 
76 

86 
72 

82 
72 

89 
64 

89 
67 

82 
74 

88 
75 

94 
74 

93 
73 

92 
76 

88.0 
70.2 

MARTINSBURG  BLAIR  CO  AP 

MAX 
HIN 

74 
56 

76 
48 

81 
60 

88 
64 

88 
68 

80 
64 

67 
54 

78 
48 

80 
52 

84 
52 

87 
59 

86 
62 

78 
68 

78 
65 

78 
61 

80 
62 

85 
67 

83 
63 

81 
58 

80 
62 

83 
61 

86 
68 

83 
63 

73 
57 

77 
50 

84 
56 

84 
62 

82 
62 

85 
57 

89 
62 

84 
65 

81.4 
59. ( 

MAUCH  CHUNK  1  SW 

MAX 

HTN 

82 
61 

78 
51 

90 
58 

90 
55 

83 
50 

79 
4"4 

82 
46 

83 
49 

85 
53 

87 

59 

86 
71 

82 
65 

80 
57 

80 
51 

86 
65 

86 
55 

83 
55 

86 
61 

86 
64 

79 
67 

77 
48 

80 
50 

84 
54 

88 
55 

86 
68 

83. S 
56.; 

MEADVILLE  1  S 

MAX 
HIN 

87 
52 

72 
49 

74 
61 

86 
62 

90 
60 

86 
66 

80 
59 

74 
45 

80 

48 

83 
52 

87 
56 

88 
61 

84 
67 

85 
63 

81 
54 

86 
63 

80 
66 

88 
64 

85 
60 

84 
57 

88 
64 

81 
63 

81 
67 

78 
54 

74 

51 

81 
59 

73 
66 

86 
62 

82 
52 

81 
60 

89 

55 

82.4 
58.6 

MERCER  5  NE  WB  AIRPORT 

MAX 
MIN 

70 
47 

73 

45 

84 
61 

89 
63 

85 
62 

79 
62 

74 
56 

77 
50 

81 
54 

85 
56 

84 
57 

81 
64 

84 
66 

SO 
61 

82 
55 

80 
63 

85 
68 

83 
61 

82 
60 

85 
60 

79 
64 

82 
64 

77 
60 

72 
52 

79 
50 

73 
60 

82 
62 

78 
55 

82 
50 

87 
63 

80 
54 

80.5 
58.2 

MIDDLETOWN  OLMSTED  FIELD 

MAX 
MIN 

81 
63 

76 
60 

84 
63 

89 
68 

92 
68 

86 
71 

71 

58 

82 
63 

84 
57 

85 
57 

89 
65 

90 
70 

86 
73 

84 
71 

84 
67 

84 
60 

80 
68 

88 
70 

85 
64 

85 
68 

91 
67 

87 
72 

86 
71 

80 
65 

82 
55 

86 
65 

87 
73 

86 
72 

88 
66 

93 
69 

84 
72 

85.0 
66.5 

MIDLAND  DAM  NO  7  LOWER 

MAX 
HIN 

73 
58 

75 
53 

89 
63 

92 
66 

90 
65 

82 
67 

76 
63 

81 
55 

85 
57 

86 
58 

87 
59 

87 
65 

83 
67 

82 
68 

87 
63 

83 
66 

86 
68 

86 
66 

85 

64 

85 
65 

83 

68 

87 
67 

83 
66 

69 
62 

80 
55 

80 
59 

84 
64 

82. 
61 

86 
57 

91 

65 

83 
62 

83.5 
62.6 

See  reference  notes  following  Station  Index 


TABLE    5  — Continued 
DAILY    TEMPERATURE    ^FAHRENHEIT) 


PENNSYLVANIA 
JULY  1948 


STATION 


ONTROSE    3   E   HIGHWAY   SHED 

BUNT   POCONO   2    N   WB   AP 

EFFS    HILLS   4    NE 

SVBUKG   3   W 

SW  CASTLE    1    N 

nrELL 

iWPORT 

LUIERTON 

lHK  PLACE    1    NW   WB   AIRP0R1 

IlLA   DREXEL    INST   OF    TECH 

[ILADELPEIA   WB   AIRPORT 

!ILADEU>HIA  POINT  BREEZE 

ILADELPEIA   SHAVHONT 

ILADELPHIA   WB  CITY 

QENIXVILLE   1   E  PUMP  STA 

rrSBURGH   7    SE   WB   AIRPORT 

rrSBUEGH  WB  CITY 

IT  CLINTON 

njETVILLE    2    SE 

lEERTOWN 

U)ING  WB  CITY 

rREAT  FARMS 

IGWAY 

.insgroye  airport 

:ppensburg 

ikeset  water  wckks 

tlNGS    1    SW 
TE  COLLEGE 
:ODDSBCBG   SUBSTATION 
BUSY  2   N  AIRPORT 
\iSACK  2    S    FIRE   TOWER 
WESTA   2    SE   DAM 
IISVILLE   2    S 
ANDA 
KHANNOCK  1    S 


See  reference  notes   following  Station  Index 
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PENNSYLVANIA 
JULY  1948 


TABLE    5  — Continued 
DAILY    TEMPERATURE    ^FAHRENHEIT) 


STATION 


UNIONTOWN 

WARREN 

WAYNHSBURG    1    E 

WELLSBORO 

WELLSVILLE 

WEST  CHESTER 

WILLIAMSPORT  4  E  WB  AP 

WILLIAMSTOWN 

YORK  3  SW  PUMPING  STATION 


MAX 
MIN 


MAX 
HIN 


MAX 
MIN 


MAX 
MIN 


MAX 
HIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


DAY  OF  MONTH 


^\ 


10     II     12     13     14     15     16     17     18    19    20    21    22   23   24  25   26   27    28  29   30    31 


80   87 
48   48 


90   88 
67   62 


84   79 
68   68 


See  reference  notes  following  Station  Index 
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85  85 
65  62 


73   88 
59  63 


81. 
53. 


TABLE    6 
DAILY  EVAPORATION  (INCHES)   AND  WIND  MOVEMENT  (MILES) 


PENNSYLVANIA 


STATION 

1 

DAY    OF   MONTH 

JULY  1948 

OCAAITT- 

•omul. 

1 

i 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

13 

14 

IS 

16 

17 

18 

19 

ao 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

OfffU/KKCK    1    SW 

JRD   CITY    4    S 

IWUY    1    S    WALLKK   DAli 

UOSSTOWX    2    KI 

IV  AP. 
HMD 

EVAP. 
IIND 

EVAP. 
•  IKD 

EVAP. 
IIND 

.130 
27 

.173 
32 

.260 
84 

.200 
31 

.306 
40 

.188 
42 

.174 
40 

.089 
18 

.034 
22 

.108 
11 

.324 
56 

.147 
28 

.340 
3S 

.188 
21 

.169 
13 

.168 
19 

.145 
34 

.188 
9 

.229 
20 

.216 
14 

.221 
25 

.212 
25 

.209 
110 

.166 

IS 

.118 
74 

.245 
56 

.213 
91 

.222 
61 

.164 
38 

.208 

40 

.111 
27 

.227 
45 

.234 

42 

.258 

15 

.199 
23 

.267 
31 

.279 
40 

.232 
17 

.226 
SS 

.196 
36 

,223 
25 

.180 
14 

.176 
61 

.230 

21 

,244 

24 

,144 

8 

,101 
69 

,205 

14 

,219 

25 

,156 
25 

.292 
72 

.101 
19 

029 
30 

,060 
17 

.083 
13 

.201 
30 

.042 
12 

.202 
24 

.185 
25 

.207 
49 

104 
20 

212 
16 

,244 
25 

.204 
27 

076 
39 

130 

30 

263 
51 

121 
40 

188 
22 

124 
30 

070 
49 

208 
20 

.160 
40 

.248 
22 

.132 
46 

.273 
11 

.138 
21 

.204 
16 

.261 
32 

.207 
19 

.068 
24 

.168 
31 

.198 
46 

.213 
23 

.116 

42 

.188 
22 

.154 
.  78 

.042 
18 

.146 
40 

.164 
22 

.199 
19 

.090 
22 

.172 
47 

.200 
36 

.038 
57 

.236 
25 

.160 
60 

.210 
39 

.195 
S« 

.274 
33 

.188 
28 

.162 
25 

.199 
47 

.213 
15 

.140 
52 

.078 
30 

.181 

135 

.024 
28 

.190 
51 

.202 
13 

.219 
74 

.238 
40 

.141 
21 

.177 
37 

.313 
49 

.237 
19 

.151 
IS 

.205 
7 

.126 
22 

.200 
31 

.105 
48 

.240 
32 

.214 
102 

.190 
42 

4.936 
1063 

5.654 
764 

6.807 
1647 

5.815 
844 

TABLE    7 
DAILY    RIVER    STAGES    (FEET) 


RIVER   AND    STATION 


iBIGH 

lehighton 
:buyli!iu, 

KEADINC 
PBIUADSLPHIi 


:ST    BRANCH 
RENOVO 
WILLIAMSPORT 

NB   CREEK 
CEDAR    RUN 


SQUEHANNA 
TOWANDA 
SUNBURY 
WILKES-BARRE 
HARHISBUHG 


NEUAUGH 
SEVARD 

LEGHENY 
WARREN 
FRANKLIN 
PAHKEH5 
LOCK  NO 
LOCK  NO 
LOCK  NO 
LOCK  NO 
LOCK  NO 
LOCK  NO 
LOCK  NO 
LOCK    NO 


DAY    OF   MONTH 


LANDING 
5    SCHENLET    L 
5    SCHENLEY    D 
8    MOSGROVE    L 
8    HOSGROVE    U 
4    NATRONA    L 
4    NATRONA    D 
3    ACKETONIA    L 
3   ACMETONIA   U 


SKIMINETAS 
SALTSBUHG 
VANDERGRIFT 

JGHIOGHENY 
CONFLUENCE 
SUTERSVILLE 
CONNELLSVILLE 

fONGAHELA 

LOCK  NO  4  CHAHLEROI  L 
LOCK  NO  4  CHARLEBOI  U 
LOCK  NO  7  GREENSBORO  L 
LOCK  NO  7  GREENSBORO  0 
HC  KEESPORT 

,VEH 

BEAVER  FALLS 


CORAOPOLIS 

PITTSBURGH 

DAU  NO  7  MIDLAND  L 

DAH  NO  7  MIDLAND  U 


3.8 
4.3 
3.4 

13.8 
12.8 
12.9 
15.8 
12.6 
11.2 
13.4 
13.9 


3.6 
4.3 
3.3 
13.4 
12.6 
12.6 
15.7 
12.2 
10.9 
13.2 
13. S 


11.2 
hl6.7 
10.6 
15.3 


3.4 

4.0 
3.2 
13.3 
12.5 
12.7 
15.7 
12.1 
10.8 
13.0 


2.7     2.2 
6.2      5.5 


12.5 
15.9 
11.5 
11.4 
2.6 


12.1 
15.5 
11.2 
11.4 
2.0 


11.8 
16.6 
10.6 
15.5 


2.9 
3.5 
2.6 
13.0 
12.2 
12.1 
15.3 
11.7 
10.5 
12.6 
13.4 


2.7 
3.4 
2.4 
12.8 
11.9 
11.9 
15.1 
11.7 
10.5 
12.6 
13.4 


7.7  5.4 
4.1 
5.2      6.1 


11.7 
15.3 
12.1 
13.1 
2.6 


13.8 
16.9 
12.9 

12.7 
2.6 


2.7 
3.6 
2.4 
12.8 
11.8 
11.9 
15.1 
11.5 
10.3 
13.3 
12.5 


2.7      2.9 
6.3      6.3 


11.2 
U16. 
10.7 
15.3 


2.6 
3.8 
2.6 
12.8 
11.8 
12.0 
15.2 
11.6 
10.4 
13.3 
12.5 


2.6 
12.8 
12.0 
12.1 
15.3 
11.6 
10.4 


5.6  4.3 

6.7  6.2 

5.8  4.5 


12.4 
16.1 
12.3 
12.0 
3.0 


13.3 
16.5 


11.4 

116.6 
10.8 
14.8 


13.2 
16.3 
11.9 
12.0 
3.0 


2.5 
3.3 
2.3 
12.6 
11.8 
11.8 
15.1 
11.4 
10.3 
13.2 
12.4 


12.6 
15.9 
11.6 
11.7 
3.0 


2.4 
3.0 
2.2 
12.5 
11.5 
11.8 
15.0 
11.2 
10.1 
13.1 
12.2 


10.0 
13.0 
12.1 


2.6 
2.9 
2.9 
12.2 
11.5 
11.5 
14.9 
11.0 
9.3 
12.9 
12.6 


1.6 
2.2 
3.9  3.2 
3.6      4.0 


2.7 
3.7 
2.4 
13.2 
12.0 
12.9 
15.2 
11.9 
10.7 
13.5 
13.4 


2.0      3.7 
5.3      7.8 


3.1  3.0 
4.5  4.6 
3.1      3.2 


12.0   11.4 

15.5  15.0 
10.8 

11.6  11.3 
2.0 


11.3 
14.9 

10.7 


10.2 

U6.6 

9.7 

15.6 


2.7 
3.9 
2.8 
13.2 
12.0 
12.1 
15.3 
12.0 
10.7 
13.6 


2.5 
3.4 
2.8 
13.1 
12.3 
12.4 
15.4 
12.0 
10.7 
13.6 
13.5 


3.2|     2.6 
7.2 


12.9 
15.6   16 
11.2    12 
11.5   12.1 
3.0 


11.0 


Ill6.71ll6.7hl6.7hl6.7  1116.7ll6.5»16.6lfl6.8 


2.4 
12.5 
12.1 
11.9 
15.1 
11.6 
10.4 
13.4 
13.3 


16.4  16.9 
12.9 
12.1   12.8 


11.2 


1.1      1.0 
1.4      1. 


3.1 

2.2 
12.7 
12.0 
11.7 
15.0 
11.5   11. 
10.31  10.3 
13.2   13.2 
13.2   13. 


20 


3.2     3.0     4.2 


23     24     25     26     27     28     29     30     3 


15.1 
17.6 
13.4 
13.0 
3.5 


11.4 


13.4 

16.7 
12.8 
12.7 
3.6 


11.1 


10.7 


1.2 
1.9 
2.7  2.8 
3.S      3.5 


2.1 
2.7 
1.8 
12.2 
11. S 
11.7 
15.0 
11.0 
9.9 
13.0 
12.7 


10.9 
15.6 


IS. 6 
18.2 
16.8 


2.3 
12.5 
11.9 


3.7  3.7 
6.0  5.0 
3.7 


15.7 
18.0 
15.7 
14.4 
4.8 


11.6 

mo. 6 

11.5 


3.9 
4.8 
4.1 

14.3 
13.  s| 
13. 8| 
16.3 
13.1 
11.7 
14.3 
16.0 


18.1 
19.4 
18.5 
16.8 
5.6 


12.3 

me. 8 


17.9 
16.6 
5.6 


3.7 
4.6 
4.1 
14.3 
13.3 
13.6 
16.3 
13. 
11.7 
14.4 
16.2 


17.0 
18.6 
16.3 
15.4 
5.5 


3.1 
4.1 

3 
13.6 
13.0 
12.9 
15.8 
12.5 
11.1 
14.0 
14.7 


14.2 
14.1 
4.0 


2.8 
3.8 

3.0 
13.4 
12.9 
12.8 
15.7 
12.3 
11.0 
13.8 
14.5 


3.4 
4.6 
3.3      3.2 


3.1 
3.4 
2.9 
13 

12.5 
12.5 
15.5 
11.8 
10.6 
13.5 
14.0 


13.1 
la6.6 


13.4 


11.9 

a6.s 

11.4 
14.4 


14.0 
13.9 
3.6 


14.3 
17.1 


11.7   11.4 
Iie.6lta6 
11.7   11.3   10 
15.4   15.3   15.4 


12.7 
12.2 
12.1 
15.3 
11.5 
10.3 
13.3 
12.7 


3.3 
4.1 
3.0 
12.3 
12.0 
12.2 
15.4 
11.3 


4.7!4 
6.915 


4.0!4 
5.2i5 


2.0 
3.7 
2.8 
12.7 
12.2 
12.3 
15.5 
11.6 
10.4 
13.4 
13.8 


3.612 
6.010* 


.712 
1.010* 


4.124 
14.3 i5 
13.625 
13 . 8  S4 
16.324 
13.325 
11.724 
14.425 
15.225 


13.9  13.1 
16.9  16.8  16.2 
13.5   13.9 

3.5  12.9 

3.6  3.3 


11.1 
1116. 6 
10.9 
15.7 


10.9 
U6.7 
10. e 
15.4 


2.011 
2.721 

i.ezi 

12.122 
11.513 
11.512* 
14.812 
10.922 

9.813* 
12.6  5 
12.112 


18.123 
19.423 
18.5  23 
16.8  23 
5.623 


13.124 
16.8 
12.523 
15.7 iO 


7+ 


10.713 
11.213 


10.213 
16.5 
9. 712* 


following   reference    notes    apply   only   to   Table   7   -   Dally   River   Stagei 
dings    are   made 


^pL^Rlv^rforthrE^unJltL-:"-    "°"'   """'•      "■"'  ""  -"''"""'   ""  -"J-*   "  -rrectlon.      Final   and  corrected  stages  ,iu   be  published  in  the 


annual   publication    "Dally   Blver   Stages 


Obstructed   by   rough    Ice. 
Frozen   but    open   at    gage. 
Upper   surface   of   SBOoth    ic 
Ice   gorge   above   gage. 
Ice   gorge   below   gage. 


f  Shore  Ice  • 

g  Floating  Ice. 

b  Pool  stage  ' 

1  Dry   at    gage  • 

J  Interpolated. 


/ 


PENNSYLVANIA 
JULY  1948 


STATION     INDEX 


STATION 


X 

LU 
Q 


ACMETONIA  LOCK  3  LOWER 
ALBION 

ALLENS  MILLS 
ALLENTOWN  WB  AIRPORT 
ALLENTOffN  GAS  CO 

ALTOONA  HORSESHOE  CURVE 

ARENDTSVILLE 

AUSTINBURG  2  MI  W 

AVOCA  WILKES-BARRE  SCRANTON  AJ 

BAKERSTOWN  4  MI  WNW 

BARNES 

BEAR  GAP 

BEAVER  FALLS 

BELLEFONTE  ROCKVIEW  FARM 

BERWICK 

BETHLEHEM  RIVER  STATION 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAIRSVILLE  6  MI  ENE 

BLAKESLEE  CORNERS 

BLOSERVILLE  1  MI  N 
BOSWELL 

BRADDOCK  LOCK  2 
BRADFORD  CITY  HALL 
BRADFORD  4  MI  W  RESERVOIR  1 

BREEZEWOOD 
BROOKVILLE  AIRPORT 
BRUCETON 
BUCKSTOWN 
BUFFALO  MILLS 

BURGETTSTOWN  3  MI  W 

BURNT  CABINS  2  MI  NE 

BUTLER 

BUTLER  SUBSTATION 

CAMP  HILL 

CANTON  1  MI  NW 
CARLISLE 
CARROLLTOWN 
CARTER  CAMP 
CEDAR  RUN 

CHADDS  FORD 
CHAMBERSBURG 
CHARLEROI 
CHARLEROI  LOCK  4 
CLARION  3  MI  SW 

CLAUSSVILLE 

CLAYSVILLE 

CLEARFIELD 

COALDALE  GREENWOOD  RESERVOIR 

COALPORT 

COATESVILLE  1  MI  SW 
COATESVILLE 
COLUMBIA 

CONFLUENCE  1  MI  SW 
CONFLUENCE  1  MI  NW 

CONNELLSVILLE 
CONNELLSVILLE  4  MI  N 
CONSHOHOCKEN 
CORAOPOLIS  DAM  2 
CORRY 

COUDERSPORT 

COUDERSPORT  8  MI  E 

COVINGTON 

CREEKS  IDE 

CRESSON  1  MI  E  SUMMIT 

CURWENSVILLE  6  MI  NW  AIRPORT 

CUSTER  CITY  2  MI  W  SONGBIRD 

DANVILLE 

DAUPHIN  3  MI  N 

DERRY 

DINGMANS  FERRY 

DONEGAL 

DONORA 

DOYLSTOWN 

DRIFTWOOD 

DU  BOIS  7  MI  E 
DUNLO 
DUSHORE 
EAGLES  MERE 
EASTON 

EAST  WATERFORD  3  MI  E 

EBENSBURG 

ELIZABETHTOWN 

EMPORIUM 

ENGLISH  CENTER 


0022 
0062 
0099 
0106 
0111 

0134 
0229 
0313 
0319 
0355 

0409 
0457 
0475 
0530 
0611 

0629 
0634 
0725 
0736 
0743 

0763 
0820 
0861 
0867 
0868 

0905 
1002 
1033 
1073 
1087 


COUNTY 


1804 
1809 
1832 
1881 
1894 

1966 
1978 
2013 
2029 
2108 

2160 
2183 
2190 
2221 
2245 

2265 
2298 
2323 
2343 
2423 

2459 
2466 
2560 
2633 
2644 


ALLEGHENY 

ERIE 

JEFFERSON 

LEHIGH 

LEHIGH 

BLAIR 

ADAMS 

TIOGA 

LUZERNE 

ALLEGHENY 

WARREN 

NORTHUMBERLAND 

BEAVER 

CENTER 

COLUMBIA 

NORTHAMPTON 

NORTHAMPTON 

PERRY 

INDIANA 

MONROE 

CUMBERLAND 
SOMERSET 
ALLEGHENY 
MC  KEAN 
MC  KEAN 

BEDFORD 

JEFFERSON 

ALLEGHENY 

SOMERSET 

BEDFORD 


1105 

WASHINGTON 

1115 

HIWTINGDON 

1130 

BUTLER 

1135 

BUTLER 

1198 

CUMBERLAND 

1215 

BRADFORD 

1234 

CARLISLE 

1255 

CAMBRIA 

1262 

POTTER 

1301 

LYCOMING 

1342 

DELAWARE 

1354 

FRANKLIN 

1372 

WASHINGTON 

1377 

WASHINGTON 

1485 

CLARION 

1505 

LEHIGH 

1512 

WASHINGTON 

1519 

CLEARFIELD 

1572 

SCHUYLKILL 

1581 

CLEARFIELD 

1589 

CHESTER 

1594 

CHESTER 

1675 

LANCASTER 

1705 

SOMERSET 

1710 

SOMERSET 

1723 

FAYETTE 

1728 

FAYETTE 

1737 

MONTGOMERY 

1773 

ALLEGHENY 

1790 

ERIE 

POTTER 

POTTER 

TIOGA 

INDIANA 

CAMBRIA 

CLEARFIELD 
MC  KEAN 
MONTOUR 
DAUPHIN 
WESTMORELAND 

PIKE 

WESTMORELAND 

WASHINGTON 

BUCKS 

CAMERON 

CLEARFIELD 

CAMBRIA 

SULLIVAN 

SULLIVAN 

NORTHAMPTON 

PERRY 

CAMBRln 

LANCASTER 

CAMERON 

LYCOMING 


DRAINAGE 


ALLEGHENY 
LAKE  ERIE 
ALLEGHENY 
LEHIGH 
LEHIGH 

JUNIATA 

SUSQUEHANNA 

CHEMUNG 

SUSQUEHANNA 

ALLEGHENY 

ALLEGHENY 
SUSQUEHANNA 
BEAVER 
WEST  BRANCH 
SUSQUEHANNA 

LEHIGH 

LEHIGH 

SUSQUEHANNA 

ALLEGHENY 

LEHIGH 

SUSQUEHANNA 

ALLEGHENY 

MONONGAHELA 

ALLEGHENY 

ALLEGHENY 

JUNIATA 

ALLEGHENY 

OHIO 

CONEMAUGH 

JUNIATA 

OHIO 

JUNIATA 

BEAVER 

BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 
SUSQUEHANNA 
WEST  BRANCH 
WESl'  BRANCH 
WEST  BRANCH 

DELAWARE 

POTOMAC 

MONONGAHELA 

MONONGAHELA 

ALLEGHENY 

LEHIGH 

OHIO 

WEST  BRANCH 

SCHUYLKILL 

WEST  BRANCH 

DELAWARE 

DELAWARE 

SUSQUEHANNA 

YOUGHIOGHENY 

YOUGHIOGHENY 

MONONGAHELA 

MONONGAHELA 

DELAWARE 

OHIO 

ALLEGHENY 

ALLEGHENY 
ALLEGHENY 
SUSQUEHANNA 
ALLEGHENY 
WEST  BRANCH 

WEST   BRANCH 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

CONEMAUGH 

DELAWARE 
CONEMAUGH 
MONONGAHELA 
DELAWARE 
WEST  BRANCH 

WEST  BRANCH 
CONEMAUGH 
WEST  BRANCH 
SUSQUEHANNA 
DELAWARE 

JUNIATA 
CONEMAUGH 
SUSQUEHANNA 
WEST  BRANCH 
WEST  BRANCH 


40  32 

41  53 

41  12 
40  39 
40  36 

40  30 

39  55 

42  00 

41  21 

40  40 

41  40 
40  50 
40  46 

40  52 

41  03 

40  37 

40  36 

40  20 

40  27 

41  06 

40  16 

40  11 

40  24 

41  58 
41  57 

40  00 

41  09 
40  19 
40  04 

39  58 

40  23 
40  05 
40  52 
40  51 

40  15 

41  40 
40  12 

40  36 

41  38 
41  31 

39  52 

39  56 

40  08 

40  09 

41  12 

40  37 

40  07 

41  01 

40  50 

40  45 

39  58 

39  59 

40  02 
39  48 

39  50 

40  01 
40  04 
40  04 

40  31 

41  55 

41  46 
41  46 
41  45 
40  41 

40  28 

41  03 
41  55 
40  58 
40  25 

40  20 

41  13 
40  06 
40  11 

40  18 

41  20 

41  06 

40  17 

41  32 
41  24 
40  42 

40  21 
40  29 

40  08 

41  30 
41  26 


O 

o 


79  49 

80  22 
78  54 
75  26 
75  28 

78  29 
77  18 
77  32 

75  43 
80  00 

79  01 

76  30 

80  19 

77  47 

76  14 

75  22 
75  23 

77  31 
79  09 

75  36 

77  22 
79  08 
79  52 

78  39 

78  44 

78  14 

79  06 

79  59 
78  51 

78  39 

80  26 
77  52 

79  54 
79  53 

76  56 

76  52 

77  11 

78  42 
77  45 
77  28 

75  35 

77  39 

79  55 
79  54 

79  26 

75  39 

80  25 

78  27 
75  56 

78  32 

75  50 

75  48 

76  30 

79  22 
79  22 

79  36 

79  34 

75  19 

80  10 
79  38 

78  01 

77  53 

77  05 

79  12 

78  34 

78  35 

78  41 

76  37 
76  56 

79  18 

74  52 
79  23 
79  51 

75  08 
78  08 

78  38 
78  44 

76  24 

76  35 

75  12 

77  33 

78  44 

76  37 
78  13 

77  17 


> 

UJ 


748 
900 
1590 
381 
254 

1500 
710 

1590 
950 

1200 

1310 
843 
760 

1060 
570 

390 

450 

720 

2048 

1670 

650 
2684 

725 
1500 
1680 

1352 
1407 
1000 
2480 
1318 

980 

990 

1100 

1140 

461 

1450 

473 

2165 

800 

180 
640 

1040 
740 

1114 

670 
1170 
1140 
1026 
1480 

342 

431 

300 

1490 

1331 

990 

1145 

70 

720 
1427 


TIME  OF 
OBSERVATION 


2425 
1193 
1035 
2300 

2215 
2120 
460 
1300 
1150 

360 
1746 
761 
370 
820 

1670 
2440 


2125 
2170 

460 
1100 

881 


MID 
7A 


MID 
7A 


EST 
EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 

EST 
EST 


EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 


EST 

EST 
EST 
EST 
EST 
EST 


EST  7A 
EST  MID 
EST 
EST 
EST 


MID 
MID 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


1653      EST       5P 


EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 


EST 
EST 
EST 
EST 
EST 


MID 
MID 


YEARS  OF 
RECORD 


7A 

7A 
HID 
MID 

7A 

6P 

8A 
HID 
MID 

7A 

7A 
MID 
7A 
8A 
6P 

7A 
HID 
MID 
MID 
MID 

5P 
MID 
7A 
8A 
4P 

MID 
HID 

7A 
MID 

7A 

7A 
MID 

4P 

MID 

8A 

8A 
6P 
7A 
MID 
7A 

8A 

lOP 

HID 

7A 

7A 

9A 
7P 
7A 
7A 
7A 

8A 
7A 
ss 
8A 
7A 

7A 
MID 
8A 
7A 
6P 

5P 
8A 

7A 

7A 

HID 

MID 

8A 
7A 
7A 
6P 

7A 
MID 
MID 

5P 
MID 

7A 
HID 
HID 

7A 


7A 
8A 
8A 
8A 
MID 


.   OBSERVER 


REFER 

TO 
TABLES 


U  S  E  P  B  G 

ALBION  HIGH  SCHOOL 

CHARLES  H  ALLEN 

U    S    WEATHER   BUREAU 

ALLENTOWN-BETH  GAS  CO 

ALTOONA  WATER  BUREAU 
PA  STATE  COL  EXP  STA 
USE  BALTO  MD 
CIVIL  AERO  ADM 
A  H  BURKE 

U  S  E  P  B  G 
ROARING  CREEK  WTR  CO 
HOWARD  J  KEMP 
WESTERN  STATE  PEN 'TRY 
AMER  CAR  &  FOUNDRY  CO 

BETHLEHEM  STEEL  CORP 
LEHIGH  UNIVERSITY 
PENNA  DEPT  F  &  W 
U  S  WEATHER  BUREAU 
HAROLD  WILDRICK 

MRS  B  M  WILLDERS 
FRANK  J  HOUPT 
U  S  E  P  B  G 
BRADFORD  DIS  FLD  COM 
BRADFORD  WATER  DEPT 

PA  TURNPIKE  COMM 
CIVIL  AERO  ADM 
RAY  WILSON 
RUSSELL  L  LAMBERT 
NELLIE  R  BROWN 

LANGLOTH  WATER  CO 
PA  TURNPIKE  COMM 
BUTLER  EAGLE 
WEST  PENN  POWER  CO 
JOSEPH  N  HOBART 

HILDRED  L  SPENCER 
PROF  CHAS  E  MILLER 
NED  R  WESTRICK 
IRVING  E  GRESSEL 
CHARLES  R  NIVISON 

HERBERT  W  GUEST 
CHARLES  A  BENDER 
WEST  PENN  POWER  CO 
U  S  E  P  B  G 
PA  ELECTRIC  CO 

VERNA  A  DOTTERER 
WALTER  B  PAGET 
WILLIAM  H  WITHEROW 
PANTHER  VALLEY  WTR  CO 
ADAM  I  NEFF 

PHILA  ELECTRIC  CO 
EDWARD  O  BEIDEMAN 
JAMES  H  RUST 
U  S  E  P  B  G 
JOHN  1m  RE  ID 

EMERY  C  STEWART 
GEORGE  BAER 
PHILA  ELECTRIC  CO 
U  S  E  P  B  G 
GEORGE  P  MULDERICK 

POTTER  ENTERPRISE 
ROBERT  B  KEITH 
GROVER  D  CLEVELAND 
U  S  E  P  B  G 
PENNA  EDISON  CO 

U  S  WEATHER  BUREAU 
BRADFORD  DIS  FLD  COM 
JAMES  A  BRYAN 
JOHN  HEPFORD 
MRS  N  D  WI NEMAN 

A  JORGENSON 
PENNA  TURNPIKE  COMM 
DONORA  ZINC  WORKS 
GEORGE  HART 
SIDNEY  KENNEDY 

CITY  OF  DU  BOIS 
MRS  D  L  WHITE 
KENNETH  HOSIER 
CARL  E  BIGGER 


U  S  WEATHER  BUREAU 
JOHN  L  MC  GOUGH 
MASONIC  HOME 
RUSSEL  E  PALMETEER 
WILLIAM  SUDERS 


2  3  7 

2  3  4  5 

2  3  4 

2  3  4  5 

2  3  5 

2  3  5 

2  3  5 

2  3  4 

2  3  5 

2  3 

2  3 

2  3 

2  3  7 

2  3  5 

2  3  5 

2  3 

2  3  4  5 

2  3  4 

2  3  4  5 

2  3  4 

2  3 

2  3  4 

2  3 

2  3 

2  3  5 

2  3 

2  3  4  5 

2  3 

2  3  4 

2  3 


2  3 

2  3  5 

2  3  5 

2  3  4 
2  3 

2  3  4  5 

2  3  5 
2  3 

2  3  4 

2  3  7 

2  3 

2  3  4  5 

2  3  4 

2  3  7 

2  3  4  5 

2  3 

2  3  5 
2  3 
2  3 

2  3  4  5 

2  3  4  5 
2  3 

13  5 

2  3  4  6 

2  3  7 


2  3  7 

2  3  4 

2  3 

2  3  7 

2  3  5 

2  3  5 

2  3 

2  3 

2  3 

2  3 

2  3  4 

2  3 

2  3 

2  3 

2  3  5 


2  3  5 

2  3  5 

2  3 

2  3  4  5 

2  3  4 


i 
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STATION 


"HRATA 

IVINUNK 

HE   ire   CITY 

tIE   AIRPORT 

'KRETT 

JIRELL   SHARON 

IRD  CITY   4    III    S 

JINKLIN 

£DERICKSVILLE  1  MI  SE 

3KLAND 

LETON 
ICERTOWN 
ORCE  SCHOOL 
TTYSBURG 
TTYSBURG  1  MI  S 

FFORD 

ENCOE 

EN  ROCK 

EN  HILLARD  DASH I ELDS  DAM 

CD  SPRINGS  1  MI  Nil 

RDON 

ULDSBORO 

ANTV'ILLE  2  MI  SW 

ATERFORD 

EENSBORO  LOCK  NO  7 

EENSBURG  2  MI  S  FILTER  STA 
EENSBURG  2  MI  E  HWY  SHED 
EENSBURG  3  MI  SE  UNITY  RES 
EENVILLE 
NOVER 

RRISBURG  3  MI  S  WB  AP 

EIRISBURG  NORTH 

n-EY 

»LEY  1  MI  S  WALLEN  DAM 

»ITT  2  MI  S 

LLIDAYSBURG 

LLISTERVILLE 

WWOOD 

HE 

WESDALE  4  MI  NW 

NESDALE  6  MI  N  TANNERS  FLS 

DVERSVILLE 

P  BOTTOM  2  MI  S 

UTINGDON 

UTSDALE 

UDMAN 

DIANA  2  MI  SE 

3 1  ANA 

»IN 

;kson  summit 
(estgwh  2  mi  nw 

nJSTOWN    1 
INSTOWN   2 
«IATA   HOUSE 
*E     1    MI    N 

SE   5    Ml    SE 

ITHAUS 

IKWOOD    1    MI    SW 

SGAR   4    MI    SE 

iSGEVILLE    3    MI    W 

?AYETTE     MC   KEAN  PARK 

SEVILLE   1    MI    N 

lIPETER    SCS    lA 

FASTER    2    NE    PUMP    STATION 

TCASTER    2    NE    FILTER   PLANT 

<CASTER    3    MI    NE     EXP    FARM 

«SFORD 

«SFORD  FOREMANS  SHOP 

rHOBE 

JRELTON  2   MI   N   STATE   VILL 

TIENCEVILLE 

lANON 

lANON  3   MI    SW 

PONTES   MILLS    5    NW 

IIGHTON 

ROY 

'IS   RUN    3    MI    S 

'ISTOWN 

lESVILLE   6    MI    NW   PENN   LINE 

K  HAVEN  1 

^K  HAVEN  2 
IG  POND 
IPPUS  1  MI  E 
'LE  GLEN 
'LETON  DEPOT 


X 

LU 
Q 
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COUNTY 


2662 
2669 
2677 
2682 

2721 

2814 
2942 
3028 
3047 
3056 

3130 
3189 
3200 
3218 
3223 

3237 
3298 
3330 
3343 
3372 

3379 
3394 
3422 
3435 
3503 

3510 
3515 
3516 
3526 
3662 

3699 
3704 
3758 
3859 
3897 

4001 
4008 
4019 
4027 
4043 

4044 
4058 
4066 
4159 
4166 

4190 
4214 
4219 
4276 
4304 

4325 
4385 
4390 
4425 
4432 

4437 
4450 
4597 
4667 
4672 

4706 
4733 
4750 
4758 
4763 

4768 
4804 
4809  I 
4832 
4853 

4873 
4891 
4896 
4904 
4934 

4972 
4984 
4992 
5050 
5104 

5109 
5160 
5259 
5368 
5381 


LANCASTER 

WAYNE 

ERIE 

ERIE 

BEDFORD 

MERCER 

ARMSTRONG 

VENANGO 

BERKS 

LUZERNE 

POTTER 

BERKS 

BUCKS 

ADAMS 

ADAMS 

MC  KEAN 

SOMERSET 

YORK 

ALLEGHENY 

SCHUYLKILL 

SCHUYLKILL 

WAYNE 
DAUPHIN 
MONTGOMERY 
GREENE 

WESTMORELAND 

WESTMORELAND 

WESTMORELAND 

MERCER 

YORK 

YORK 

DAUPHIN 

WAYNE 

WAYNE 

BEDFORD 

BLAIR 

WAYNE 

LANCASTER 

INDIANA 

WAYNE 

WAYNE 

SOMERSET 

SUSQUEHANNA 

HUNTINGDON 

CUMBERLAND 

BEDFORD 

INDIANA 

INDIANA 

WESTMORELAND 

TIOGA 

MERCER 
CAMBRIA 
CAfffiRIA 
HUNTINGDON 
MC    KEAN 

ELK 

CLEARFIELD 

LANCASTER 

WESTMORELAND 

CARBON 

MC  KEAN 

WAYN? 

LANCASrE:! 

LANCASTER 

LANCASTER 

LANCASTER 

CARBON 

CARBON 

WESTMORELAND 

UNION 

TIOGA 

LEBANON 

LEBANON 

CLEARFIELD 

CARBON 

BRADFORD 
MC  KEAN 
MIFFLIN 
CRAWFORD 
CLINTON 

CLINTON 

MONROE 

WESTMORELAND 

MONTGOMERY 

HUNTINGDON 


DRAINAGE 


SUSQUEHANNA 
DELAWARE 
LAKE  ERIE 
LAKE  ERIE 
JUNIATA 

BEAVER 

ALLEGHENY 

ALLEGHENY 

SCHUYLKILL 

SUSQUEHANNA 

WEST  BRANCH 

SCHUYLKILL 

DELAWARE 

POTOMAC 

POTOMAC 

ALLEGHENY 
POTOMAC 

SUSQUEHANNA 

OHIO 

SUSQUEHANNA 

SUSQUEHANNA 

LEHIGH 

SUSQUEHANNA 

SCHUYLKILL 

MONONGAHELA 

MONONGAHELA 

MONONGAHELA 

MONONGAHELA 

BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

DELAWARE 

DELAWARE 

POTOMAC 

JUNIATA 
DELAWARE 

SUSQUEHANNA 

ALLEGHENY 

DELAWARE 

DELAWARE 

CONEMAUGH 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

POTOMAC 

CONEMAUGH 
CONEMAUGH 
MONONGAHELA 
SUSQUEHANNA 

BEAVER 

CONEMAUGH 

CONEMAUGH 

JUNIATA 

ALLEGHENY 

ALLEGHENY 
WEST  BRANCH 
SUSQUEHANNA 
YOUGHIOGHENY 
LEHIGH 

ALLEGHENY 

DELAWARE 

liUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

SCHUYLKILL 

SCHUYLKILL 

CONEMAUGH 

SUSQUEHANNA 

SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
WEST  BRANCH 
LEHIGH 

SUSQUEHANNA 
ALLEGHENY 
JUNIATA 
BEAVER 
WEST  BRANCH 

WEST  BRANCH 

LEHIGH 

YOUGHIOGHENY 

DELAWARE 

JUNIATA 


Z 

o 


40  lU 

41  51 

42  07 
42  05 
40  00 


41 

14 

40 

43 

41 

23 

40 

27 

41 

01 

41 

44 

40 

12 

40 

13 

39 

50 

39 

48 

41 

51 

39 

49 

39 

48 

40 

33 

40 

38 

40 

45 

41 

15 

40 

22 

40 

14 

39 

47 

40  16 
40  18 

40  17 

41  25 

39  4S 

40  13 

40  16 

41  29 
41  28 

39  44 

40  26 

41  23 

39  50 

40  45 

41  37 

41  39 

40  10 

41  43 
40  29 
40  06 

39  49 

40  36 
40  37 

40  20 

41  57 

41  30 
40  20 
40  19 

40  22 

41  41 

41  36 
41  07 

39  51 

40  06 

40  54 

41  48 

41  27 

39  59 

40  03 
40  03 

40  04 
40  50 
40  50 
40  19 
40  54 

42  00 
40  20 

40  19 

41  09 

40  50 

41  40 
41  50 

40  35 

41  42 
41  08 

41  08 
41  03 
40  14 
40  11 
40  24 


76  10 
75  13 
80  05 
80  12 

78  23 

80  30 

79  30 

79  49 
75  41 
75  54 

77  39 

75  50 

74  56 
77  14 

77  14 

78  36 

78  51 

76  44 

80  14 
76  30 

76  20 

75  27 

76  41 

75  27 

79  55 

79  33 
79  30 

79  30 

80  23 

76  59 

76  51 
76  53 
75  10 
75  11 
78  32 

78  24 

75  26 

76  20 

79  06 
75  19 

75  17 
78  53 

75  43 

78  01 

77  19 

78  43 

79  07 

79  10 

79  42 

77  01 

80  28 

78  55 

78  55 

77  49 

78  48 

78  46 

78  07 

76  05 

79  14 
75  34 

78  40 

75  16 

76  14 
76  17 
76  17 

76  17 
75  53 

75  53 

79  23 

77  13 

77  08 

76  26  ' 
76  28 

78  20 

75  43 

76  43 

78  39 

77  35 
80  31 
77  28 

77  27 
75  30 

79  24 
75  11 
77  56 


470 
920 
655 
732 
1020 

855 
950 
987 
800 


1330 
380 
160 
500 
570 

2220 
1620 
620 
1025 
1500 

900 

1850 

520 

160 
808 


TIME    OF 

OBSERVATION 


1225 

1245 

930 

600 

335 
350 
930 
1180 
840 

1000 
1360 
200 
1260 
1445 

1100 
1660 

620 
620 

900 
1102 
1300 
1090 
1700 

1050 
1214 
1130 
560 
1750 

2010 
860 
430 

2470 
825 

2130 

1480 

405 

255 
270 


EST 
EST 
EST 

EST 
EST 

EST 
EST 
EST 
EST 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


MID 
MID 
MID 

5P 
8A 
7A 
SS 
6P 


EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
ESI 
EST 
EST 
ESI 


1030 
1040 
1030 


996 
469 
490 
2320 
580 


1700 
480 

1015 
680 

620 

1860 

1380 

370 

580 


EST 
ESI 

ESI 


EST 
EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 

EST 
ESI 
EST 
EST 
EST 


6P 

7A 

MID 

MID 

7A 

8A 
8A 

7A 
8A 
8A 

6P 
8A 
7P 
8A 
MID 

8A 
8A 

HID 
7A 

MID 

5P 
7A 

SS 

7A 
7A 

6P 

MID 

6P 

6P 

8A 

MID 
9A 

8A 
8A 

SS 

MID 
8A 
8A 

MID 
9A 

MID 
7A 

7A 
8A 
7A 


YEARS  OF 
RECORD 


7A  36 

6P        6P      46|     49 
5P        5P,     10      10 


5P 
MID 

8A 
9A 

MID 

8P 

MID 

MID 

7A 

MID 

MID 

8A 

8A 
8A 

MID 
5P 

MID 

8A 
8A 
7A 
7A 
MIX 

6P 
8A 
MID 
7A 
7A 

6P 
7A 
7A 
8A 
7A 

MID 
8A 
5P 
8A 
7A 


61 
11 

3 

43 

IE 

6 

t 

51 
65 
11 
6 
14 

12 
1 
10 
31 
57 

11 
2 

57 
3 

10 


OBSERVER 


REFER 

TO 
TABLES 


WM    W    HALLIGAN 

ROSE  H  NEILSON 

U  S  WEATHER  BUREAU 

A  A 
PENNA  TURNPIKE  COMH 

CARNEGIE  ILL  STL  COHP 
U  S  E  P  B  C 
WM  K  FULLER 
HENRY  H  ROERBACK 
ANDREW  B  EVANSHA 

W  GALE  LUSH 
WALTER  C  WOLF 
GEO  M  HART 
HUGH  C  MC  ILHENNY 
NATL  MILITARY  PARK 

BRADFORD  DIS  FLD  COM 

C  E  SANDERS 

MRS  E  C  MC  WILLIAMS 

WM  H  MC  CONNELL 

PA  POWER  &  LIGHT  CO 

MRS  S  M  JOHNSON 
L  H  ELLENBERGER 
EDW  N  RHOADS 
CLAUDE  K  KULP 
U  S  E  P  B  G 

WESTMORELAND  WATER  CO 
PENNA  DEPT  HIGHWAYS 
WESTMORELAND  WATER  CO 
C  EARL  MILLER 
HANOVER  EVENING  SUN 


U  S  WEATHER  BUREAU 

GEO  S  BEAL 
JMES  D  M  PENNELL 
13   PA  POWER  &  LIGHT  CO 
: MISS  M  E  ROLAND 


2  3 

2  3 

2  3 

2  3 

2  3 


2  3 

2  3 

2  3 

2  3 

2  3 


4   5 

4 

4   5 

S 

4  5  6 

4  5  7 


5 

4  5  8 

4   5 


I  JOHN  H  RINGLER 
PA  POWER  &  LIGHT  CO 
PA  WATER  &  POWER  CO 
H  J  MC  ELHOES 
GEO  C  WILLIAMS 

LESLIE  E  WALTER 
PENNA  ELECTRIC  CO 
JOSEPH  J  SANAUSKAS 
HUNTINGDON  BROADTOPHH 
T  J  DINGLE 

W  J  EMERICK 
CLYMER  WATER  CO 
STATE  TEACHERS  COLL 
WESTMORELAND  WATER  CO 
ARCHIE  LAIN 

PA  DEPT  FRST  &  WTRS 
JOHNSTOWN  TRIBUNE 
CITY  OF  JOHNSTOWN 
J  EARL  MC  VEY 
SPRING  WATER  CO 

U  S  FOREST  SERVICE 
MRS  E  M  SHULTZ 
SOIL  CONSERV  SERVICE 
PENNA  TURNPIKE  COMM 
CITY  OF  BETHLEHEM 

BRADFORD  DIS  FLD  COW 
MRS  REVEL  JENKINS 
SOIL  CONSERV  SERVICE 
LANCASTER  WATER  BUR 
LANCASTER  WATER  BUB 

DR  ORMAN  E  STREET 
LEHIGH  NAVIG  COAL  CO 
PANTHER  VALLEY  WTR  CC 
WEST  PENN  POWER  CO 
PENNA  DEPT  OF  WELFARE 

CARLOS  P  DARLING 

LEBANON  VALLEY  GAS  CO 

LEBANON  COUNTRY  CLUB 

PA  DEPT  FRST  &  WTRS   i   2   3 

GOODWIN  DE  FREHN        2   3   4 

DIMMIS  M  BAILEY  2  3 

BRADFORD  DIS  FLD  COMM  2  3 

AMERICAN  VISCOSE  CO  2  3   4 

MRS  R  M  CRUMB  2  3 

SAMUEL  C  DICKEY  JR  2  3   5 

HUGH  F  PARKER  2  3   4 

THOMAS  MECKES  2  3 

WESTMORELAND  WATER  CO  2  3 

L  F  SCHEIBNER  JR  2  3 

MRS  I  S  BUCHANAN  2  3 


4   5 
5 
S 
4 

4  5  6 

5 

4 
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TIME  OF 

YEARS  OF 

STATION 

d 

Z 

X 

LU 
Q 

■z. 

COUNTY 

DRAINAGE 

< 

_l 

o   / 

15 

O 

_l 

O  1 

H 

> 

UJ 

_1 

OBSERVATION 

RECORD 

OBSERVER 

R 

T4 

EFER 

UJ 
2 
O 
M 

a 

•s. 

UJ 

H 

0 

UJ 
CE 
Q. 

5 
UJ 

1- 

Q.' 

0 
UJ 

< 
> 

UJ 

TO 

^BLES 

MARCUS  HOOK 

MARIENVILLE 

MARION  CENTER  2  MI  SE 

MARSHBURG 

MARTINSBURG 

5390 
5400 
5408 
5435 
5453 

DELAWARE 
FOREST 
INDIANA 
MC  KEAN 
BLAIR 

DELAWARE 

ALLEGHENY 

CONEMAUGH 

ALLEGHENY 

JUNIATA 

39  48 
41  28 

40  45 

41  51 
40  18 

75  25 
79  07 
79  02 
78  46 
78  20 

12  EST 
1780  EST 
1610  EST 
2120  EST 
1360  EST 

8A 

8A 

MID 

7A 

8A 

MID 

22 

22 
9 
6 
1 

11 

SUN  OIL  CO 

LI  S  FOREST  SERVICE 

tt  S  E  P  B  G 

BRADFORD  DIS  FLD  COMH 

BLUE  MT  CANNERIES 

2 
2 
2 
2 
2 

3   5 
3   4 
3 
3 
3   4 

MARTINSBUHG  BLAIR  CO  AIRPORT 

MATAMORAS 

MAUCH  CHUNK  1  HI  SW 

MAYBURG 

MC  CONNELLSBURG 

5454 
5470 
5479 
5490 
5526 

BLAIR 

PIKE 

CARBON 

FOREST 

FULTON 

JUNIATA 

DELAWARE 

LEHIGH 

ALLEGHENY 

POTOMAC 

40  19 

41  22 

40  51 

41  36 
39  56 

78  19 

74  42 

75  46 

79  13 
78  00 

1460 
455 
800 

1150 
910 

EST 
EST 
EST 
EST 
EST 

MID 
4P 

MID 

8A 
4P 
7A 
7A 

6 
56 

6 
44 
56 

3 

16 

C  A  A 

EURRY  B ISLAND 
HENRY  S  HAAK 
OPAL  LITTLEFIELD 
RUTH  L  ROETTGEH 

2 
2 
2 
2 
2 

3   4   5 

3 

3   5 

3 

3 

MC  CONNELLSTOWN  4  MI  NW 
MC  CORMICK 
BC  KEESPORT 
MEADVILLE  1  MI  S 
MED IX  RUN 

5534 
5541 
5573 
5606 
5627 

HUNTINGDON 

INDIANA 

ALLEGHENY 

CRAWFORD 

ELK 

JUNIATA 
ALLEGHENY 
ALLEGHENY 
ALLEGHENY 
WEST  BRANCH 

40  30 
40  50 

40  21 

41  37 
41  17 

78  08 

79  07 

79  52 

80  10 
78  23 

2340 
1180 
800 
1065 
1125 

EST 
EST 
EST 
EST 
EST 

8A 

7A 
7A 
7A 
8A 
HID 

54 

8 

8 

20 

55 

7 

PA  DEPT  FRST  &  WTRS 
U  S  E  P  B  G 
NATL  TUBE  CO 
CITY  OF  MEADVILLE 
MRS  E  M  SNYDER 

2 
2 

2 

2 

3 

3 

3   7 

3   4   5 

3   4 

MERCER  5  MI  NE  WB  AIRPORT 

MERCER  HIGHWAY  SHED 

MERCERSBUHG 

MEYER SD ALE 

MIDDLETOWN  OLMSTED  FIELD 

5649 
5654 
5662 
5684 
5703 

MERCER 

MERCER 

FRANKLIN 

SOMERSET 

DAUPHIN 

BEAVER 
BEAVER 
POTOMAC 
YOUGHIOGHENY 

SUSQUEHANNA 

41  17 
41  14 
39  50 

39  49 

40  11 

80  12 
80  15 
77  54 
79  02 
76  46 

1296 
1240 

605 
1980 

303 

EST 
EST 
EST 
EST 

EST 

HID 
MID 

MID 

HID 

8A 

8A 

HID 

9 
18 

9 
9 

10 
18 

U  S  WEATHER  BUREAU 
PENNA  DEPT  HIGHWAYS 
ROLL IN  P  GILBERT 
LOUIS  M  WELD 
U  S  AIR  FORCE 

2 
2 
2 
2 
2 

3   4   5 

3   4 

3 

3 

3   5 

MIDLAND  DAM  NO  7 

MILAN 

MILANVILLE 

MILLERSBURG  2  MI  E 

MILLVILLE 

5710 
5731 
5738 
5775 
5816 

BEAVER 

BRADFORD 

WAYNE 

DAUPHIN 

COLUMBIA 

OHIO 

SUSQUEHANNA 
DELAWARE 
SUSQUEHANNA 
SUSQUEHANNA 

40  38 

41  55 
41  40 

40  32 

41  08 

80  28 
76  32 

75  04 

76  56 
76  32 

780 
820 
750 
545 
820 

EST 
EST 
EST 
EST 
EST 

IIP 

7A 
HID 

8A 
MID 
HID 

11 

12 
11 
3 
11 
11 

PERRY  P  CAMPBELL 
W  S  ROBERTS 
CHAS  W  DAVIS 
WM  H  NOVINGER 
RUSSELL  SHEPLEY 

2 
2 

2 
2 
2 

3   5   7 
3   4 
3 

3   4 
3   4 

MILROY 

MONROE  FURNACE 

MONROETON  2  MI  S 

MONTROSE  3  MI  E  HIGHWAY  SHED 

MONTROSE 

5825 
5884 
5889 
5915 
5920 

MIFFLIN 

HUNTINGDON 

BRADFORD 

SUSQUEHANNA 
SUSQUEHANNA 

JUNIATA 

JUNIATA 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

40  43 

40  42 

41  42 
41  50 
41  50 

77  35 
77  54 
76  28 
75  49 
75  52 

770 
1200 
2200 
1175 

EST 
EST 
EST 
EST 
EST 

8A 

8A 
HID 

7A 

8A 

HID 

43 

6 

7 

8 

43 

11 

DAVID  S  NACE 
PENNA  STATE  COLLEGE 
PA  DEPT  FRST  &  WATERS 
HARRY  S  FANCHER 
CONSUMERS  WATER  CO 

2 
2 
2 
2 
2 

3 

3   4 

3 

3   5 

3   4 

MOSGROVE  L  8 

MOUNT  POCONO  2  MI  N  WB  AP 

MOUNT  UNION  1  MI  NW 

HDHHTSTILLE 

MYEHSTOWN 

5987 
6055 
6067 
6111 
6126 

ARMSTRONG 

MONROE 

MIFFLIN 

WESTMORELAND 

LEBANON 

ALLEGHENY 

DELAWARE 

JUNIATA 

MONONGAHELA 

SCHUYLKILL 

40  52 

41  08 
40  24 
40  26 
40  23 

79  29 

75  22 
77  53 
79  42 

76  18 

808 
1914 
800 
903 
520 

EST 
EST 
EST 
EST 
EST 

MID 

7A 
HID 
HID 

MID 
8A 

41 

24 

43 

11 

8 

8 

U  S  E  P  B  G 
U  S  WEATHER  BUREAU 
MT  UNION  WATER  WORKS 
WM  HC  WILLIAMS 
JOHN  W  WANDELL 

2 
2 
2 
2 
2 

3   7 
3   4   5 
3   4 
3   4 

3 

NATRONA  LOCK  NO  4 

NEFFS  MILLS  4  NE 

NESHAMINY  FALLS 

NEWBURG  3  MI  W 

NEW  CASTLE  1  MI  N  PUMP  STA 

6151 
6174 
6194 
6225 
6233 

ALLEGHENY 

HUNTINGDON 

BUCKS 

FRANKLIN 

LAWRENCE 

ALLEGHENY 

JUNIATA 

DELAWARE 

SUSQUEHANNA 

BEAVER 

40  37 
40  40 
40  09 

40  09 

41  01 

79  43 

77  55 
74  57 
77  37 

80  22 

800 
960 
40 
745 
900 

EST 
EST 
EST 
EST 
EST 

8A 

MID 

IIP 

7A 

8A 

5P 

HID 

IIP 

8 
27 

7 
65 

21 
8 

33 
7 

62 

8 

U  S  E  P  B  G 
PENNA  STATE  COLLEGE 
PHILA  SUB  WATER  CO 
PENNA  TURNPIKE  COMM 
NEW  CASTLE  WATER  CO 

2 
2 
2 

2 

3   7 

3   4   5 

3 

3   5 

3   4   5 

NEWELL 
NEW  PARK 
NEWPORT 
NEW  TRIPOLI 
NORRISTOWN 

6246 
6289 
6297 
6326 
6370 

FAYETTE 

YORK 

PERRY 

LEHIGH 

MONTGOMERY 

MONONGAHELA 

SUSQUEHANNA 

JUNIATA 

LEHIGH 

SCHUYLKILL 

40  05 

39  44 

40  29 
40  42 
40  07 

79  53 

76  31 

77  08 
75  46 
75  20 

800 
780 
400 
580 
48 

EST 

EST 
EST 
EST 
EST 

MID 

7A 

NOON 
6P 

7A 
6P 
8A 

35 
1 

27 
24 
18 
10 

GENERAL  CHEHICAL  CO 
CLINTON  J  ALLEN 
MRS  FRANCES  FRY 
FRED  C  OSWALD 
GEORGE  H  BOONE 

2 
2 
2 
2 
2 

3   5 

3 

3   7 

3 

3 

ORWELL  3  MI  N 

PALM 

PALMERTON 

PARKERS  LANDING 

PARKERS  LANDING  1  MI  E 

6621 
6681 
6689 
6719 
6724 

BRADFORD 

MONTGOMERY 

CARBON 

ARMSTRONG 

CLARION 

SUSQUEHANNA 

SCHUYLKILL 

LEHIGH 

ALLEGHENY 

ALLEGHENY 

41  55 
40  26 

40  48 

41  06 
41  06 

76  16 
75  32 
75  37 
79  40 
79  41 

1620 
380 
435 

1100 
870 

EST 
EST 
EST 
EST 
EST 

HID 

6P 
8A 

MID 
7A 

HID 

31 

5 

7 

32 

64 

10 

WM  I  BROWN 
FRED  C  ESCHBACK 
NEW  JERSEY  ZINC  CO 
JANNETTE  E  SCHULTZ 
PAUL  H  NEELY 

2 
2 
2 
2 

2 

3 

3 

3   4   5 

3   7 

3   4 

PARK  PLACE  1  NW  WB  AIRPORT 

PAUPACK 

PECKS  POND 

PHILADELPHIA  FRANKLIN  INST 

PHILADELPHIA  WB  AIRPORT 

6734 
6762 
6786 
6884 
6889 

SCHUYLKILL 

PIKE 

PIKE 

PHILADELPHIA 

PHILADELPHIA 

SCHUYLKILL 

DELAWARE 

DELAWARE 

DELAWARE 

DELAWARE 

40  51 

41  24 
41  17 
39  58 
39  53 

76  06 
75  12 
75  05 
75  10 
75  14 

1952 

1523 

1380 

100 

20 

EST 
EST 
EST 
EST 
EST 

MID 

lOA 
HID 

HID 

8A 

8A 

lOA 

HID 

5 

7 
7 

5 
32 
3 
7 
7 

U  S  WEATHER  BUREAU 
HISS  L  VETTERLINE 
CARRIE  NESS 
FRANKLIN  INSTITUTE 
U  S  WEATHER  BUREAU 

2 

2 

2 
7 
2 

3   4   5 

3 

3 

3   4   5 

PHILADELPHIA  POINT  BREEZE 
PHILADELPHIA  SHAWMONT 
PHILADELPHIA  WB  CITY 
PHILLIPSBURG  WB  AIRPORT 
PHOENIXVILLE  1  MI  E  PUMP  STA 

6899 
6904 
6909 
6916 
6927 

PHILADELPHIA 

PHILADELPHIA 

PHILADELPHIA 

CENTRE 

CHESTER 

DELAWARE 

DELAWARE 

DELAWARE 

JUNIATA 

SCHUYLKILL 

39  55 

40  02 

39  57 

40  54 
40  07 

75  12 
75  15 
75  09 
78  05 
75  30 

85 
70 

174 
1914 

105 

EST 
EST 
EST 
EST 
EST 

MID 

7P 

HID 

MID 

ss 

MID 

7P 

MID 

MID 

8A 

24 
32 
77 
6 
37 

24 
53 
77 

3I 

ATLANTIC  REFINING 

scrr'".:ciLL  navig  co 

U  S  WEATHER  BUREAU 
U  S  WEATHER  BUREAU 
PHILA  SOB  WATER  CO 

2 
2 
2 
2 
2 

3   4   5 
3   5 
3  4  5 
3   4 
3   4   5 

PIKES  CREEK 
PINE  GROVE  1  MI  NE 
PINE  GROVE  MILLS  1  MI  S 
PITTSBURGH  7  MI  SE  WB  AP 
PITTSBURGH  WB  CITY 

6939 
6954 
6962 
6992 
6997 

LUZERNE 

SCHUYLKILL 

HUNTINGDON 

ALLEGHENY 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

JUNIATA 

MONONGAHELA 

OHIO 

41  18 
40  34 
40  43 
40  21 
40  26 

76  06 

76  22 

77  54 

79  56 

80  00 

1250 

515 

2060 

1273 

914 

EST 
EST 
EST 
EST 
EST 

MID 
MID 

HID 
8A 
HID 
HID 
MID 

18 
78 

1- 

1  K 

!  78 

ANDREW  STELTZ 
PA  POWER  &  LIGHT  CO 
PENNA  STATE  COLLEGE 
U  S  WEATHER  BUREAU 
U  S  WEATHER  BUREAU 

2 
2 
2 
2 
2 

3   4 

3 

3 

3   4   5 

3   4  5 

PLEASANT  MOUNT  1  MI  W 

PORT  ALLEGANY 

PORT  ALLEGANY   3  MI  SW 

PORT  CLINTON 

PORTLAND 

7029 
7103 
7108 
7116 
7127 

WAYNE 
MC  KEAN 
MC  KEAN 
SCHUYLKILL 
NORTHAMPTON 

DELAWARE 

ALLEGHENY 

ALLEGHENY 

SCHUYLKILL 

DELAWARE 

41  44 
41  48 
41  47 
40  35 
40  55 

75  27 
78  17 
78  19 

76  02 
75  06 

1810 

1500 

1580 

430 

297 

EST 
EST 
EST 
EST 
EST 

8A 

7A 
7A 
7A 
8A 
8A 

10 

27 
6 
6 

10 
5 

PENNA  GAME  COMM 
RALPH  MC  CONNELL 
CRYSTAL  SPG  TROUT  HCY 
EARL  E  RARICK 
JOINT  BRIDGE  COMH 

2 
2 
2 
2 
2 

3   4 

3 

3 

3   4   5 

3 

POTTSTOWN 

POTTSVILLE 

POTTSVILLE  PALO  ALTO  BRIDGE 

PUNXSUTAWNEY  1 

PUNXSUTAWNEY  2 

7149 
7156 
7161 
7217 
7222 

MONTGOMERY 

SCHUYLKILL 

SCHUYLKILL 

JEFFERSON 

JEFFERSON 

SCHUYLKILL 

SCHUYLKILL 

SCHUYLKILL 

ALLEGHENY 

ALLEGHENY 

40  15 
40  41 
40  41 
40  57 
40  56 

75  39 

76  12 

76  11 
78  59 
78  58 

180 

820 

64C 

1220 

136C 

ESI 
ESI 
ESI 
ESI 
ESI 

8A 
8A 
7A 
7A 
HIE 

57 
66 

5 
28 

8 

HILES  E  SHITH 
POTTSVILLE  WATER  CO 
JOHN  M  SMITH 
JOHN  VOLANSKY 
PENNA  ELEC  CO 

2 
2 
2 
2 
2 

3 
3 
3 
3 
3 

PUTNEYVILLE  2  SE  DAM 

QUAKERTOWN 

RAYMOND 

READING  WB  CITY 

RENOVO 

7229 
7239 
7310 
7318 
7409 

ARMSTRONG 

BUCKS 

PCITER 

BERKS 

CLINTON 

ALLEGHENY 
DELAWARE 
ST  LAWRENCE 
SCHUYLKILL 
WEST  BRANCH 

40  55 

40  26 

41  52 

40  20 

41  19 

79  17 
75  20 
77  52 
75  56 
77  46 

127C 
48C 

222C 
26t 
64J 

ESI 
ESI 
ESI 
ESI 
ESI 

8/ 

51 

HII 

8^ 

5F 

HIE 

Mil 

7JI 

65 
5] 

5 
64 
IC 
79 
51 

U  S  E  P  B  G 

JOHN  E  BENNER 

ARTHUR  LENGAN 

U  S  WEATHER  BUREAU 

MRS  C  W  BAIRD 

2 

2 
2 
2 
2 

3   4   £ 
3   5 
3   4 
3   4  5 
3   7 

RENOVO  6  MI  S  STATE  CAMP 

RETREAT  FARMS 

REW 

RICES  LANDING  LOCK  NO  6 

RIDGWAY 

7410 
7417 
7425 
7443 
7477 

CLINTON 
LUZERNE 
MC  KEAN 
GREENE 
ELK 

WEST  BRANCH 

SUSQUEHANNA 

ALLEGHENY 

MONONGAHELA 

ALLEGHENY 

41  14 
41  11 
41  54 
39  57 
41  26 

77  46 
76  06 

78  32 
80  00 
78  44 

2035 
560 

2250 
775 

1385 

EST 
ESI 
ESI 
ESI 
ESI 

6P 

7; 

HID 

6P 

8A 

7A 

I    7A 

16 
32 

11 
16 
1 
14 
42 

PA  DEPT  FRST  &  WATERS 
THEO  J  SAMPSON 
BRADFORD  DIS  FLD  COMM 
U  S  E  P  B  G 
WEST  PENN  POWER  CO 

2 
2 
2 
2 
2 

3   4 

3   5 

3 

3 

3   4  5 

STATION    INDEX  -Continued 


STATION 


UNGTOWN    1    HI    SW 
lOCHESTER   1    MI    N 
JUSIl   B    HI    S 
SAFE   HARBOR    DAM 
SAGAMORE     1    HI    SE 

iALTSBURG 
iAXTON 

SCANBIA 

SCHENLEY     LOCK   5 
iCRANTON   WB   CITY 

IELINGS:J30VE   AIRPORT 

!ELLERSViLLE   2   HI    NW 

iEWARD 

mADE    GAP 

IHAMOKIM 

IHARPSVILLE 

IHEFFIELD    6    MI    W   CHERRY   GROVE 

1HIP"E:<SBURG 

iMETHPORT   HIGHWAY   SHED 

OMERSET    WATER   WORKS 

OMERSET   2    MI   E   SUBSTATION 
OUTH   MOUNTAIN 
PRING  GROVE 
PRINGS    1    MI    SW 
PRUCE   CREEK 

TATE   COLLEGE 

TRA'JSSTOWN 

TRONGSTOWN 

TROITDSBURG    2    MI    E    SUBSTATION 

TROUDSBURG 

TUMP   CREEK 

UNBURY 

UNBURY  AIRPORT  2  MI  N 

USQUE  HANJJA 

UTERSVILLE 

AMAQUA 

4MAQUA  4  MI  N  STILL  CRK  DAM 
AMARACK  2  MI  S  FIRE  TOWER 
lONESTA  2  MI  SE  DAM 
ITUSVILLE  2  MI  S 

ITUSVILLE 

DWANDA 

DWER  CITY  5  SW 

MKHANNOCK  1  MI  S  AIRPORT 

UNNELTON 

reONE   4   HI    NE   BALD  EAGLE 

KION  CITY   1    MI    W 

'JIONTOWN 

iNDERGRIFT 

VNDERGRIFT   2   MI    W 

[RGINVILLE 

VRREN 

VSHINGTON 

\TROUS   9    MI    S   LEE   FIRE   TOWEH 

iYNESBUHG   2   MI    W 

.YNESBURG   1    MI   E 
IBSTER    MILLS    3    MI    SW 
ILLSBORO 
XLSBORO   2   MI    E 
XLSVILLE 

iRNERSVILLE 

IST  CHESTER 

;ST  GROVE   1    MI    SE 

;ST  NEWTON 

IITESBURG 


LKES-BARRE 
LLIAMSPORT  4 
LLIAMSPORT   4 
LLIAJISPORT 
LLIAMSTOWN 


SE 

E   WB   AIRPORT 


ND  GAP    3   MI    SW 

'RK  3   MI    SW  PUMP   STATION 

«K  2   MI    S   FILTER  PLANT 

'RK  HAVEN 

'UNGSVILLE 

ONSVILLE    1    MI    SW 


PENNSYLVANIA 
JULY  1948 


X 

UJ 

Q 


7497 
7540 
7694 
7732 
7739 

7796 
7846 
7855 
7863 
7902 

7931 
7938 

7956 
7965 
7978 

8000 
8026 
8073 
8190 
8249 

8254 
8308 
8379 
8395 
8405 

8449 
8570 
8589 
8596 
8601 

8610 
8668 
8673 
8692 
8699 

8758 
8763 
8770 
8873 
8880 

8885 
8905 
8910 
8982 
8989 

9024 
9041 
9050 
9128 
9133 

9196 
9298 
9312 
9340 
9362 

9367 
9380 
9407 
9412 
9420 

9430 
9464 
9503 
9555 
9655 

9702 
9723 
9728 
9733 
9741 

9781 
9933 
9938 
9950 
9966 

9994 


COUNTY 


SCHUYLKILL 

BEAVER 

SUSQUEHANNA 

LANCASTER 

INDIANA 

INDIANA 

BEDFORD 

WARREN 

ARMSTRONG 

LACKAWANNA 

SNYDER 

BUCKS 

WESTMORELAND 

HUNTINGDON' 

NORTHUMBERLAND 

MERCER 
WARREN 
CUMBERLAND 
MC  KEAN 
SOMERSET 

SOMERSET 

FRANKLIN 

YORK 

SOMERSET 

HUNTINGDON 

CENTER 

BERKS 

INDIANA 

MONROE 

MONROE 

JEFFERSON 

NORTHUMBERLAND 

NORTHUMBERLAND 

SUSQUEHANNA 

WESTMORELAND 

SCHUYLKILL 

SCHUYLKILL 

CLINTON 

FOREST 

VENANGO 

CRAWFORD 
BRADFORD 
DAUPHIN 
WYOMING 

india:w 

BLAIR 

ERIE 

FAYETTE 

WESTMORELAND 

WESTMORfiLAND 

BERKS 

WARREN 

WASHINGTON 

TIOGA 

GREENE 

GREENE 

FULTON 

TIOGA 

TIOGA 

YORK 

BERKS 

CHESTER 

CHESTER 

WESTMORELAND 

ARMSTRONG 

LUZERNE 

LYCOMING 

LYCOMING 

LYCOMING 

DAUPHIN 

NORTHUMBERLAND 

YORK 

YORK 

YORK 

WARREN 

LEHIGH 


DRAINAGE 


SUSQUEHANNA 
BEAVER 

susque::1anna 
susquehanna 
allegheny 

kiskiminetas 
west  branch 
allegheny 
allegheny 
susquehanna 

susquehanna 

schuylkill 

conemaugh 

JUNIATA 
SUSQUEHANNA 

BEAVER 

ALLEGHENY 

SUSQUEHANNA 

ALLEGHENY 

YOUGHIOGHENY 

YOUGHIOCHENY 

P>)T0M.1C 
SUSQUEHANNA 
YOUGHIOGHENY 
JUNIATA 

WEST  URANCH 

SCHUYLKILL 

CONEMAUGH 

DELAWARE 

DELAWARE 

ALLEGHENY 

SUSQlrEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

YOUGHIOGHENY 

SCHUYLKILL 
SCHUYLKILL 
WEST  BRANCH 
ALLEGHENY 
ALLEGHENY 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

CONEMAUGH 

JUNIATA 

ALLEGHENY 

MONONGAHELA 

KISKIMINETAS 

KISKIMINETAS 

SCHUYLKILL 

ALLEGHENY 

OHIO 

WEST  BRANCH 

MONONGAHELA 

MONONGAHELA 
POTOMAC 
WEST  BRANCH 
WEST  BRANCH 
SUSQUEHANNA 

SCHUYLKILL 

DELAWARE 

DELAWARE 

MONONGAHELA 

ALLEGHENY 

SUSQUEHANNA 
WEST  BRANCH 
WEST  BRANCH 
WEST  BRANCH 
SUSQUEHANNA 

DELAWARE 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

ALLEGHENY 

SCHUYLKILL 


OBSERVER 


-REFER 

TO 
TABLES 


BORO  SHENANDOAH 
DUQUESNE  LIGHT  CO 
U  MAUDE  MC  CAIN 
PA  WATER'S!  POWER  CO 
U  S  E  P  B  G 

WALTER  B  SULLIVAN 

HUNTINGDON  BROADTCP  RR 

U  S  E  P  B  G 

U  S  E  P  B  G 

U  S  WEATHER  BUREAU 

EUGENE  H  STEESE  HGR 
SELLERSVILLE  WATER  CO 
EDW  L  STUTZMAN 
MRS  HELEN  L  PYLE 
ROARING  CREEK  WTR  CO 

MRS.  M  J  KELLEY 
L  N  HANSON 
STATE  TEACHERS  COLL 
PENNA  DEPT  OF  HWYS 
D  L  GROVE 

PENNA  ELECTRIC  CO 
PENNA  DEPT  OF  HEALTH 
P  H  GLATFELTER  CO 
ALLEN  E  YODER 
MRS  C  E  SEIBER 

PENNA  STATE  COLLEGE 
ROBT  B  HIESTER 
HARRY  F  BENNETT 
METROPOLTN  EDISON  CO 
SEWAGE  TREATMENT  WKS 

U  S  E  P  B  G 
CHAS  W  BAYLER 
C  A  A 

LAURA  BENSON 
J  H  CRUMRINE 

MARY  L  ROBERTS 

PANTHER  VALLEY  WTR  CO 

JAMES  E  SCHWARTZ 

U  S  E  P  B  G 

U  S  WEATHER  BUREAU 

PENNA  ELECTRIC  CO 
MRS  M  0  PARKS  2 
HARRISBURG  WATER  DEPT  2 
J  D  CHAMBERS  MGR  2 
W  D  WEIMER  2 

FRED  L  FRIDAY  2 
PENNA  ELECTRIC  CO  2 
WM  W  MARSTELLAR  2 
UNITED  ENG  &  FNDRY  CO  2 
EUGENE  R  YOUNG 


2  3  7 

2  3  4 

2  3  4 

2  3  7 

2  3  4 

2  3  5 

2  3  4 

2  3  7 

2  3  4 

2  3 

2  3 

2  3  4 

2  3  5 

2  3  4 

2  3  5, 

2  3 

2  3 

2  3  4 

2  3  5 

2  3 

2  3  4 

2  3 

2  3  4 

2  3 

2  3  4 


IRENE  M  WERLEY 
MERRELL  L  JORDAN 
PENNA  DEPT  OF  HWYS 
PA  DEPT  FRST  &  WTRS 
MTRS  LIGHT  6  HEAT  CO 

RALPH  M  AMOS 
WM  D  COVER 
M  S  BLISS 
IDA  S  MAYNARD 
D  D  HOOVER 

J  H  THOMPSON 
CLYDE  T  SAYLOR 
CONRAD-PYLE  CO 
A  B  ADAMS 
U  S  E  P  B  G 

MRS  MARY  G  aiRMAK 
PA  DEPT  FRST  &  WATERS 
U  S  WEATHER  BUREAU 
SAMUEL  W  PURSELL 
GORDON  E  LOWER 

GEO  R  HARTZ 
CLAYTON  L  BOTT 
YORK  WATER  CO 
METROPOLTN  EDISON  CO 
HIRAM  C  LYONS 

HORACE  HILLER 


4 
5 
5 
5 

4 

4  5  7 

4   5 
4 

4 
4 
5 
7 

4 


2  3 

2  3 

2  3 

2  3 
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REFERENCE  NOTES 

The  four  digit  identification  numbers  in  the  index  number  column  of  the  Station  Index  are  assigned  on  a  state  basis.   There  will  be  no  duplication  of  numbers 
within  a  state. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  for  inclusion  in  this  issue. 

Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  Issues  of  this  bulletin. 

Data  in  Tables  3,  5  and  6  are  for  the  24-hours  ending  at  time  of  observation.   See  the  Station  Index  for  observation  time. 

No  record, 

+  And  also  on  later  dates. 

*  Amount  included  in  following  measurement,  time  distribution  unknown. 

//  Gage  is  equipped  with  windshield. 

S  No  recording  gage,  precipitation  is  measured  at  6-hourly  intervals. 

a  b  c  ■  through  1   Number  of  days  missing.   a  indicates  one  day  missing,  b  indicates  two  days  missing,  etc, 

ss  This  entry  in  time  of  observation  column  in  Station  Index  means  sunset. 

r  Station  equipped  with  recording  gage  only.   All  amounts  In  Table  3  are  from  the  non-recording  gages,  except  for  stations  with  this  reference. 

X  Daily  precipitation  totals  in  Table  3  are  for  the  24-hours  ending  at  1:30  A.M.,  E.S.T.,  of  the  following  day. 

z  Hourly  amounts  from  recording  gage  at  the  same  site  may  be  found  In  Table  4. 

T  Trace,  an  amount  too  small  to  measure. 

Data  in  Table  4  were  formerly  published  in  the  Hydrologic  Bulletins  for  the  North  Atlantic  District  and  the  Ohio  River  District.   Amounts  in  this  table  are 
from  recording  gages.   Traces  are  not  shown. 

Subscription  Price:  15«i  per  copy;'  $1.50  a  year.  (Yearly  subscription 
Includes  Annual  Summary.  Correspondence  regarding  subscriptions  should 
be  addressed  to  the  Weather  Records  Processing  Center,  Federal  Building, 
Albany  1,  N.V.) 
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In  addition  to  the  climatological  data  from  some  6,000  Weather  Bureau 
and  cooperative  weather  stations,  this  bulletin  series  contains  records 
from  Hydroclimatic  Network  Stations  which  were  formerly  reproduced 
in  the  Hydrologic  Bulletin  Series .  The  Hydroclimatic  Network  is  a  nation- 
wide net  of  rain  gages--  mostly  of  the  recording  type  which  produce  con- 
tinuous records  of  precipitation.  It  was  established  in  1939  at  the  request 
of  the  Corps  of  Engineers,  Department  of  the  Army,  to  supplement  exist- 
ing precipitation  stations  in  order  to  provide  records  of  rainfall  intensity 
which  were  essential  to  the  planning  of  flood  control  and  related  works  by 
the  Corps  of  Engineers.  This  Network,  now  numbering  about  2,000  re- 
cording, and  1,000  non-recording  rain  gages,  has  been  maintained  by 
the  Weather  Bureau  through  working  funds  transferred  annually  to  the 
Weather  Bureau  by  the  Corps  of  Engineers.  These  transfers  averaged 
about  $250,000  per  year  between  1940  and  1944,  and  nearly  $375,000 
since  that  date.  For  the  years  1940-42,  the  Department  of  Agriculture 
transferred  about  $100,000  per  year  to  provide  data  required  in  its  work, 
and  since  1947  the  Bureau  of  Reclamation  has  transferred  about  $25,000 
per  year  to  meet  the  increasing  needs  of  their  program  in  the  Western 
States. 

Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydro- 
climatic Network  stations  were  presented  in  bulletins  (Hydrologlc  Bulle- 
tins) which  were  issued  monthly  for  each  of  8  drainage  areas  embracing 
the  entire  United  States,  but  since  the  Network  was  established  to  meet 
the  Internal  requirements  of  the  Federal  agencies  referred  to  above, 
no  provision  was  made  for  public  dissemination  of  the  data,  distribution 
being  limited  to  cooperating  agencies  and  to  certain  public  repositories. 
A  list  of  locations  where  reference  copies  of  the  Hydrologlc  Bulletin 
Series  are  available  for  Inspection  may  be  obtained  upon  application  to 
Chief,  U.S.  Weather  Bureau,  Washington  25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
Individuals  as  listed  In  the  Station  Index. 
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PENNSYLVANIA   AUGUST  1948 
L.  F.  Conover,  Section  Director  -  Harrisburg 

GENERAL  SUMMARY 

a  month  of  sharp  contrast.   The  first  three  weeks  were  unusually  cool  and  the 
have  been  notable  for  its  low  mean  temperature  had  the  pattern  persisted 
days.   However,  there  was  a  major  change  in  the  pressure  systems  affecting 
ted  States  that  caused  the  last  decade  to  be  one  of  the  hottest  in  several 
t  of  the  temperature  deficiency  accumulated  in  the  first  three  weeks  was  wiped 
latter  period  of  blistering  heat.   The  excess  of  precipitation  which  had  accu- 
the  first  half  of  the  month,  was  wiped  out  in  most  areas  by  the  dry  weather 
with  the  heat. 


During  those  first  twenty  odd  days  of  the  month,  the  daily  maximum  temperature  rarely 
reached  the  mid-eighties  in  any  part  of  the  State.   High  pressure,  which  dominated  the 
weather  map,  was  reenforced  by  polar  air  to  produce  the  coolest  period  of  the  month  in  the 
irery  heart  of  summer  -  from  the  5th  to  10th.   Here  and  there  record  low  maximum  tempera- 
tures were  recorded;   Pittsburgh  had  a  daytime  maximum  of  only  63°  on  the  5th,  just  2° 
above  the  all-time  record.   Nighttime  minima  were  uainly  in  the  low  fifties  on  the  8th  and 
lOth,  with  mountain  stations  reporting  values  in  the  low  forties,  and  Phillipsburg  and 
iCane  -  the  low  for  the  month  -  34°. 

rhe  hot  period  was  fully  underway  by  the  24th  and  from  that  date  it  was  a  general  rule  to 
lave  ninety  degree  temperatures  reported  on  the  next  5  to  7  days.   The  counties  in  the 
southern  half  of  the  State  experienced  1  to  3  days  with  the  thermometer  exceeding  the 
:entury  mark,  although  Bakerstown,  Eagles  Mere  and  Mount  Pocono  only  reported  2  days  with 
)0°  or  more  during  the  month.   The  last  of  August  is  rather  late  for  so  high  temperatures, 
Dut  their  occurrence  is  by  no  means  unknown.   Many  earlier  records  show  more  days  with 
ligh  temperatures,  but  the  suddenness  and  duration  of  the  heat,  which  was  accompanied  by 
aoderately  high  humidity,  was  of  more  interest  than  its  arrival  so  late  in  the  season. 

Practically  all  of  the  precipitation  of  the  month  fell  between  the  3rd  and  22nd  on  about 
line  dates.   Heavy  showers  on  the  3rd  and  5th  established  reasonably  large  accumulation 
Ln  excess  of  normal,  but  these  were  not  substantial  enough  to  hold  the  gains  against  the 
Iry  weather  that  started  to  get  a  foothold  about  the  15th,  and  the  month's  total  averaged 
I  half  inch  below  normal.   Southeastern  and  west-central  counties  generally  fared  better 
uhan  elsewhere;  Conshohocken  reported  15  days  with  measurable  rain  and  Palraerton  four  days 
vith  one  inch  or  more.   Adequate  rainfall  in  the  previous  months  helped  carry  crops 
through  the  dry  period,  although  some  soils  were  too  dry  for  corn.   Cobblers  exceeded  the 
100  bushel  mark  in  the  southeast,  but  on  the  other  hand,  the  early  subnormal  temperatures 
favored  the  spread  of  blight. 

rhe  Summer  averaged  about  one  degree  below  and  precipitation  one-half  inch  below  normal. 

TEMPERATURE 

rhe  average  temperature  for  the  State  as  deducted  from  reports  of  118  stations  was  70.1° 
/hich  is  0.2°  below  the  61-year  normal  for  August.   The  highest  monthly  mean  was  77.9°  at 
larcus  Hook,  and  the  lowest  62.5°  at  Kane.   Extremes  ranged  from  a  maximum  of  106°  at 
larcus  Hook  on  the  27th,  to  a  minimum  of  34°  at  Phillipsburg  on  the  8th  and  Kane  on  the 
-Oth. 

PRECIPITATION 

'he  average  precipitation  for  the  State,  as  deduced  from  observations  at  319  stations, 
!as   3.62",  which  is  0.52"  below  the  61-year  normal  for  August.   The  greatest  monthly 
imount  was  7.18"  at  Chadds  Ford,  while  the  least  was  1.53"  at  Lewistown.   The  greatest 
imount  recorded  in  any  24  consecutive  hours  was  4.44  inches  at  Claysvilie  on  the  5th. 
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1 

ERIE 

30.27 

23 
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12 
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17 

w 

17 

86 

85 

65 

73 

62 

5 

HARRISBURG 

30.24 

23 
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5 

5.3 

19 

NW 

6 

87 

86 

56 

70 

61 

2 
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30.25 

23 
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6.3 

18 

NW 

6 

90 

87 

58 

73 
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27 
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33 

7.05 

10 
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70.2 

95 

37 

4.66 

15 

9 

10 

1889 

67,4 

100 

37 

3.24 

8 

1921 

68.4 

97 

35 

3.83 

1890 

68.8 

98 

34 

5.76 

12 

1922 

69.1 

100 

31 

3.14 

1891 
1892 

69.6 
71.4 

99 
99 

35 
42 

5.09 
3.77 

12 
9 

1923 
1924 

69.2 
70.1 

96 
102 

30 
31 

3.10 

3.78 

9 
9 

1893 

70.4 

99 

30 

4.50 

8 

1925 

69.7 

97 

26 
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7 

1894 

69.4 

98 

32 

1.84 

6 

1926 

71.9 
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32 

5.69 

15 

1895 

72.3 

101 

32 

3.23 

9 

1927 

65.5 

92 

34 

4.12 

12 

1896 

71.2 

101 

35 

2.22 

8 

1928 

73.4 

99 

35 

4,60 
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7 

1897 

67.9 

97 

34 

3.17 

9 

1929 

67.7 

98 

31 

2.52 

1898 

72.3 

99 

37 

6.60 

12 

1930 

70.3 

108 

29 

1.47 

7 
12 

8 
12 
11 

1899 

71,2 

101 

38 

4.01 

7 

1931 

71.1 

104 

40 

4.01 

1900 

75.0 

103 

38 

3.33 

9 

1932 

71.6 

103 

34 

2.82 

1901 

72.0 

99 

42 

6.81 

11        1 

1933 

70.8 

104 

38 

7.61 

1902 

67.8 

100 

34 

2.62 

8 

1934 

68.6 

98 

30 

4.94 

1903 

67.2 

99 

36 

5.29 

14 

1935 

71.3 

98 

31 

3.91 

11 

12 

12 

8 

8 

1904 

68.0 

96 

34 

4.36 

9 

1936 

73,2 

102 

37 

4.96 

1905 

69.6 

95 

36 

5.71 

12 

1937 

73.5 

101 

40 

5.43 
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68.0 
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97 

39 
32 

5.62 
2.94 
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10 
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98 

36 
41 
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2.98 
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69.4 
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30 

3.22 

7 
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68.8 

98 

30 

4.57 
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8 

11 
8 
9 
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69.4 

100 

34 

2.31 

7 

1941 

68.8 

101 

31 

4.35 

1910 

69.8 

98 

35 

2.61 

6 

1942 

69.5 

96 

27 

4.53 
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71.4 
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36 

7.63 

13 

1943 

70.8 

101 

33 

2.72 
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67.1 

93 

36 

5.02 

14 
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71.5 
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30 

2.56 

1913 

70.4 
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38 

2.69 

8 
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69.3 

99 

34 

3,79 
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10 
10 

8 
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34 

3.85 

11 
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66.9 

94 

30 

3.87 
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68.0 

99 
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6.71 

15 
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74.0 

100 

37 

3.85 

1916 

71.9 
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8 
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70.1 
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34 

3.62 
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71.2 
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38 

6.69 

10 

10 

Period 

70.3 

108 

26 

4.14 

1918 

73.6 

108 

32 

4.12 

11 

1919 

68.2 

94 

35 

5,43 

12 
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ATLANTIC   DRAINAGE 

ALLENTOWN   WB   AIRPORT 

72.5   " 

0.4 

99 

26 

51 

8 

6 

4.33 

-      .07 

1.77 

5 

9 

6 

1 

ALLENTOWN   GAS   CO 

73.2 

1.3 

100 

27 

53 

8 

5 

4.04 

-      .52 

1.87 

6 

11 

5 

1 

ALTOONA   HORSESHOE   CURVE 

68.8 

-    0.3 

96 

28 

47 

8+ 

4 

4.07 

.63 

1.10 

19 

11 

6 

1 

ARENDTSVILLE 

72.4 

-    0.1 

100 

29 

52 

7+ 

6 

6.16 

2.15 

1.70 

23 

10 

7 

3 

AUSTINBURG   2    W 

2.79 

.18 

1.58 

5 

6 

2 

1 

AVOCA   WILKES-BARRE    SCRANTO^ 

70.4 

98 

26 

50 

8 

5 

1.55 

.49 

20 

8 

3 

BEAR   GAP 

3.61 

1.25 

5 

9 

4 

1 

BEAVERTOWN 

104 

27 

6 

1.21 

5 

11 

3 

1 

BELLEFONTE    ROCKVIEW   FARM 

70.1 

98 

28 

47 

8 

5 

4.22 

.69 

.72 

4  + 

10 

7 

BERWICK 

72.6 

99 

26  + 

48 

10 

6 

1.94 

.70 

5 

9 

4 

BETHLEHEM   RIVER   STATION 

3.56 

2.00 

6 

10 

3 

1 

BETHLEHEM   LEHIGH   UNIV 

72.8 

-    0.4 

100 

26+ 

52 

8 

5 

3.54 

-      .76 

2.06 

5 

9 

3 

1 

BLAIN 

2.02 

.58 

12 

7 

3 

BLAKESLEE   CORNERS 

3.29 

2.07 

5 

9 

3 

1 

BLOSERVII.T.F,   1   N 

3.03 

-    2.25 

1.02 

3 

7 

4 

1 

BREEZEWOOD 

4.07 

1.70 

3 

8 

5 

1 

BUFFALO   MILLS 

6.60 

3.41 

2.83 

4 

8 

5 

3 

BURNT  CABINS    2    NE 

69.2 

101 

27 

42 

10 

6 

4.60 

2.32 

3 

8 

6 

1 

CAMP   HILL 

4.07 

1.23 

4 

9 

CANTON    1    NW 

69.8 

97 

29 

50 

10+ 

4 

2.65 

1.87 

6 

8 

1 

1 

CARLISLE 

71.8 

-    1.0 

102 

28 

50 

8  + 

7 

3.30 

-    1.10 

.96 

5 

7 

4 

CARROLLTOWN 

3.81 

1.47 

5 

9 

5 

1 

CARTER  CAMP 

3.70 

1.20 

6 

8 

6 

1 

CEDAR   RUN 

3.41 

.35 

1.37 

6 

8 

4 

1 

CHADDS   FORD 

7.18 

3.46 

13 

, 

11 

7 

1 

CHAMBERSBURG 

71.8 

0.6 

98 

26+ 

49 

10 

6 

5.23 

1.35 

1.81 

19 

12 

5 

2 

CLEARFIELD 

2.73 

-1.32 

.91 

6 

7 

4 

COALDALE    2    NW 

2.75 

1.42 

6 

10 

3 

1 

COALPORT 

66.0 

97 

28 

41 

11 

4 

4.01 

7 

COATESVILLE    1    SW 

71.7 

-    1.1 

97 

27+ 

52 

10 

5 

4.05 

-      .53 

.73 

19 

13 

8 

COATESVILLE 

3.78 

.71 

19 

11 

8 

COGAN   STATION  2   N 

1.76 

.66 

6 

6 

2 

COLUMBIA 

74.4 

102 

28 

52 

8 

8 

4.38 

2.05 

3 

8 

6 

CONSHOHOCKEN 

5.25 

.89 

.98 

6 

15 

8 

COVINGTON 

3.01 

2.20 

6 

6 

3 

CURWENSVILLE    6    NW 

65.7 

92 

27 

44 

7+ 

3 

3.40 

2.01 

5 

9 

4 

DANVILLE 

2.00 

.87 

6 

7 

3 

DAUPHIN   3    N 

3.69 

1.44 

6 

7 

DINGMANS   FERRY 

4.15 

1.97 

6 

8 

4 

DOYLESTOWN 

5.76 

.76 

1.64 

21 

12 

7 

- 

DRIFTWOOD 

2.66 

1.62 

5 

4 

3 

DU  BOIS   7   E 

3.20 

-      .16 

1.89 

5 

8 

2 

DUSHORE 

2.63 

9 

EAGLES   MERE 

66.5 

91 

27 

48 

6  + 

2 

3.00 

-    1.44 

.89 

12 

Q 

4 

EAST  WATERFORD   3   E 

69.2 

95 

28 

49 

6 

3 

2.34 

-1.79 

.90 

6 

9 

4 

ELIZABETHTOWN 
EMPORIUM 

68.8 

1.2 

98 

27 

44 

8+ 

5 

4.36 
3.67 

-      .06 

1.30 
1.30 

6 
6 

12 
5 

5 
4 

1 
2 
1 

ENGLISH  CENTER 

2.89 

1.16 

5 

8 

T 

EPHRATA 

72.9 

0.4 

100 

28 

52 

8 

6 

4.77 

.13 

1.63 

5 

12 

6 

1 

EQUINUNK 

46 

10 

2.02 

1.43 

6 

9 

1 

1 

EVERETT 

69.0 

-    0.7 

98 

27+ 

49 

7 

6 

3.65 

-      .17 

1.58 

4 

8 

3 
7 

1 
2 

FREDERICKSVILLE    1    S 

72.7 

96 

26 

58 

6 

5 

5.67 

1.33 

6 

12 

FREELAND 

69.0 

2.2 

94 

26+ 

50 

5+ 

2.14 

-    2.01 

8 

3ALET0N 
5EIGERT0WN 

3.84 
6.27 

-      .12 

1.95 
1.57 

5 
23 

o 

7 
9 

3 

2 
2 

/ 


PENNSYLVANIA 
AUGUST  1948 


TABLE  2  —  Continued 
CLIMATOLOGICAL    DATA 


TEMPERATURE,  IN  DEGREES  FAHRENHEIT 


STATION 


GEORGE  SCHOOL 

GETTYSBURG 

GETTYSBURG  1  S 

GLEN  ROCK 

GOOD  SPRINGS  1  NW 


GORDON 
GOULDSBORO 
GRANTVILLE  2 
GRATERFORD 
HANOVER 


SW 


HARRISBURG  3  S  WB  AIRPORT 

HARRISBURG  NORTH 

HAWLEY 

HAWLEY  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLLIDAYSBURG 

HOLLISTERVILLE 

HOLTWOOD 

HONESDALE  4  NW 

HONESDALE  6  N  TNRS  FLS  // 

HOP  BOTTOM  2  S 
HUNTINGDON 
HUNT SD ALE 
HYNDMAN 
JACKSON  SUMMIT 

JUNIATA  HOUSE 
KARTHAUS 
KIRKWOOD  1  SW 
KRESGEVILLE  3  W 
LAKEVILLE  1  N 

LANCASTER  2  NE  PUMP  STA 

LANCASTER  2  NE  FILTER  PLT 

LANCASTER  3  NB  EXP  STA 

LANSFORD 

LANSFORD  FOREMANS  SHOP 

LAURELTON  STATE  VILLAGE 

LAWRENCEVILLE 

LEBANON 

LEBANON  3  SW 

LEHIGHTON 

LE  ROY 
LEWISTOWN 
LOCK  HAVEN  2 
LONG  POND 
MAPLE  GLEN 

MAPLETON  DEPOT 
MARCUS  HOOK 
MARTINSBURG 

MARTINSBURG  BLAIR  CO  AP 
MATAMORAS 

MAUCH  CHUNK  1  SW 
MC  CONNELLSBURG 
MC  CONNELLSTOWN  4  N 
MED IX  RUN 
MERCERSBURG 


72.6 
73.0 


68.9 


73.0 

73.1 

68.9 

64.2a 

72.9b 


74.7 


70.4 


UJ 

q: 

I- 
%^ 

a.  o 
UJ  q: 
o  u. 


0.4 
0.6 


0.5 

0.6 
0.5 
0.9 


0.4 


0.3 


UJ 

I 


98 
100 


27 
28 


97   26+ 


70.6 
71.8a 


69.0 
73.2 


72.5 
67.7 

77.9 
68.7 

68.6b 


99 

100 

100 
94 
99 


99 


100 


1.8 


0.6 
1.0 


1.3 


-  1.3 


29 

28 

26 
28 
27+ 


28 


27+ 


92   26  + 
98   28 


100 
100 


103 
88 

106 
97 

93 


26 
28 


27 

27 

27 
28 

27 


co 

UJ 

o 

_J 


50 
54 


42   10 


NO.  OF 
DAYS 


UJ 

•  < 

X 

<q: 
SO 


54 

54 

44 
39 
50 


59 


48 


8 
10+ 


10 

10 

8 

8+ 
8  + 


9 

0  O 
<M  _l 
lO  UJ 

m 

ecr 
SO 


10 


49 
51 


45 
52 


44 
52 

61 
47 

42 


10 
8 


8+ 
8 


3 

6 

6 
10 


PRECIPITATION,  IN  INCHES 


3.29 
4.57 
4.85 
3.15 
2.81 

3.56 
3.82 
4.44 
4.58 
3.71 

3.70 
3.91 
3.31 
3.09 
2.44 

3.73 
3.92 
4.49 
2.79 
2.81 

2.91 
1.80 
3.39 
3.77 
3.76 

2.56 
5.17 
3.90 
5.63 
3.17 

5.02 
4.60 
5.31 
3.87 
4.19 

2.11 
3.19 
6.73 
4.22 
4.46 

2.92 
1.53 
2.14 
5.28 
4.41 

2.76 
5.79 
2.03 
2.21 
3.47 

6.49 
2.74 
2.36 
3.65 
2.51 


1.30 


.84 
.59 

.42 
.60 

.34 
.18 
.81 


V) 
UJ 
H 
< 
UJ 

a: 


,20 
,27 


2.07 
.08 


-1.06 


.67 


.87 


-  .61 
2.39 

-  .23 


1.91 


,23 


.40 

1.71 
1.61 


.71 

.87 
1.16 

.93 
1.10 

1.63 
2.17 
1.12 
1.03 
.67 

1.21 
1.26 
2.43 
2.27 
.98 

1.10 
2.02 
1.23 
1.55 
1.37 

.85 

.62 

1.12 

1.79 

2.05 

.68 
2.25 

.92 
3.06 
1.81 

1.44 
1.50 
1.61 
1.55 
1.62 

.80 
1.35 
2.65 
1.38 
1.60 

1.09 
.71 
1.40 
2.30 
1.63 

.66 

1.34 

.67 

.79 

1.72 

1.87 

.63 

.78 

1.88 

1.01 


SNOWFALL 
(UNMELTED) 


1 
5 
5 
18 
5 

5 
6 
5 
4 
19 

3 
4 
6 
6 
5 

19 

6 
21 

6 

5 

6 
6 
4 
20 
5 

18 

20 

12 

6 

6 

5 
5 
4 
6 
6 

5 
5 
23 
5 
6 

5 
6 
5 
6 
23 

19 

20 

11 

5 

6 

22 

12 

6 

5 

12 


\ 


See  reference  notes  following  Station  Index 
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<no 
UJ  o 

)-XZ 
<l-3 

uiao 
ceuja: 

(900 


NO.  OF 
DAYS 


XUJ 

oq: 
:o 

■s 

in 


,  <M 


a: 


10 
11 
11 

9 

7 

8 

9 
11 
12 
12 

9 
10 
5 
5 
7 

8 

9 

13 

7 
9 

8 
9 
12 
6 
8 

8 

7 
7 
8 
7 

11 
8 

12 
7 

11 

6 
5 
13 
9 
9 

6 

7 

8 

12 

11 

10 
14 
7 
9 
5 

10 
6 
9 

7 
8 


5 
8 

5 
4 

5 
4 
5 
8 

7 

4 
5 
3 
2 


2 
3 
5 
5 
6 

3 
3 
1 
5 
4 

5 
9 
2 
2 
4 

6 
6 
4 
4 
4 


TABLE   2  —  Continued 
CLIMATOLOGICAL    DATA 


PENNSYLVANIA 
AUGUST  1948 


STATION 


lERWINSBURG 

IIDDLETOWN   OLMSTED   FIELD 

ULAN 

IILANVILLE 

IILLVILLE 

lONROE    FURNACE 

lONROETON   2    S 

lONTROSE    3    E    HIGHWAY   SHED 

lONTROSE 

lOUNT   POCONO   2    N   WB   AP 

lOUNT   UNION    1    NW   // 

lYERSTOWN 

fEFFS   MILLS    4    NE 

iE  SHAM  I  NY   FALLS 

lEWBURG   3    W 

lEW   PARK 

ffiWPORT 

lEW   TRIPOLI 

fORRISTOWN 

IRWELL   3   N 


TEMPERATURE,    IN    DEGREES   FAHRENHEIT 


'ALM 

'ALMERTON 
'ARK  PLACE  1 
'AUPACK 
'ECKS  POND 


NW  WB  AIRPORT 


filLA  DREXEL  INST  OF  TECH 
'HILADELPHIA  FRANKLIN  INST 
filLADELPHIA  WB  AIRPORT 
HILADELPHIA  POINT  BREEZE 
HILADELPHIA  SHAWMONT 

HILADELPHIA  WB  CITY 
HILLIPSBURG  7  E  AIRPORT 
HOENIXVILLE  1  E  PUMP  STA 
IKES  CREEK 
INE  GROVE  1  NE 

LEASANT  MOUNT  1  W 
CRT  CLINTON 
ORTLAND 
OTTSTOWN 
OTTSVILLE 

OTTSVILLE  BRIDGE 

UAKERTOWN 

EADING  WB  CITY 

ENOVO 

ENOVO  6  S  STATE  CAMP 

ETREAT  FARMS 
INGTOWN  1  SW 
USH  6  S 
AFE  HARBOR 
AXTON 

CRANTON  WB  CITY 
ELINSGROVE  AIRPORT 
ELLERSVILLE  2  NW 
HADE  GAP 
HAMOKIN 


73.1 


67.0 
65.6 

68.8 
64.4 

71.0 


71.0 
68.0a 


75.7 

76.11 

74.6 

75.9 

74.4 

75.9 
63.7 


70.3 


69.4 
73.8 


70.0 


70.8 
70.8 


0.3 


0.2 
1.6 


0.4 


0.1 


1.1 


0.9 


1.0 
0.9 


1.0 
0.6 


100 


95 
93 

100 
94 

102 


98 
92 


101 
100 
100 
101 
99 

101 

92 

100 


99 


97 
101 


95 


98 
98 


28 


27 
26 

28 
26+ 

29 


26 

27+ 


26 
27 
26 
27 
28 

26 
26  + 
26  + 


27 


27 
27 


26  + 


26 
28 


54 


46 
46 

40 
42 

45 


49 
50 


58 
60 
58 
60 
55 

60 
34 


47 


45 
54 


46 


49 
46 


8+ 


7 

7+ 

10 
10 

10+ 


10 

5+ 


8 
10 


NO.  OF 
DAYS 


Si 

X 

O 


o  O 
CVJ  _l 
ro  uj 

CD 

?q: 
SO 


10 


11 


8+ 
10 


PRECIPITATION,  IN  INCHES 


5.84 
2.78 
2.66 
4.60 
2.09 

1.83 
2.99 
2.67 
3.31 
5.57 

1.86 
4.63 
2.02 
3.37 
3.01 

3.96 
3.14 
7.04 
5.15 
3.73 

4.03 
7.08 
4.30 
3.52 
5.30 

6.00 
6.15 
5.95 
5.22 
4.34 

5.39 
2.88 
3.88 
1.78 
3.52 

1.48 
5.71 
5.48 
5.16 
3.20 

3.62 
3.87 
5.15 
3.24 


2.12 
3.70 
2.46 
4.52 
4.03 

2.14 
2.24 
2.29 
3.89 
4.46 


iLl 

q: 

K  -I 

a:  < 

<  S  S 

Q.  o  q: 

iij  q:  O 

Q  u.  H 


1.56 


1.42 
1.06 


1.09 
1.01 


2.97 
1.00 

1.33 
.54 
.77 

1.02 

.60 

2.83 
.54 

1.31 
1.78 


,64 
.94 
.28 


1.55 
1.70 


.48 


2.67 
1.27 
2.10 
2.44 
1.05 

1.19 
1.85 
1.13 
.90 
2.17 

.87 

1.10 

.66 

1.12 

1.35 
1.46 
2.48 
1.14 
2.30 

1.20 
2.64 
1.63 
2.5q 
2.93 

1.30 
1.30 
1.87 
1.58 
.90 


1.31  20 


5 
5 
5 
6 
23 

5 
6 
6 
5 
5 

5 
8 
5 


19 

19 

5 

4 

6 

6 
5 
20 
6 
6 

20 
20 
20 
20 
20 


1.90 

1.00 

.50 

1.49 


,92 
,88 
,59 
04 
55 


1.57 
.89 
1.66 
1.66 
2.03 

.57 
1.60 

.94 
1.00 
1.03 

.81 

.73 

.50 

1.58 

1.21 


See  reference  notes  following  Station  Index 
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5 

5 

12 

6 

6 
21 
6 
4 
6 

6 
12 
5 
6 
5 

22 
5 
6 
4 

12 

5 
5 
7 
3 
6 


SNOWFALL 
(UNMELTED) 


UJ        ( 

I-  rz 

UJCLO 


NO.    OF 
DAYS 


8 
9 
5 
8 
10 

6 

10 

6 

8 

12 

7 
8 
7 
11 
9 

7 
9 
7 
12 
9 

10 
8 
8 
5 
6 

11 
13 
10 
12 
13 

11 
8 

10 
7 

10 

6 
12 

6 
13 

7 

8 
10 
11 

8 

7 

10 

5 

6 
11 

8 

8 
9 
9 
8 
8 


Xtu 

ott 

HO 

-s 

If) 

CVJ 


£  o 


o 

K  o  a: 

'O  _j  o 


/ 


TABLE  2  —  Continued 


PENNSYLVANIA 

CLIMATOLOGICAL 

DATA 

AUGUST  1948 

TEMPERATURE,   IN   DEGREES  FAHRENHEIT 

PRECIPITATION,  IN   INCHES 

— — — 

NO.   Of| 

^ 

SNOWFALL 

NO.   OF 

STATION 

DAYS 

UJ 

< 

Q 

1- 

(UNMELTEO) 

DAYS 

ujI    * 

1 

=          _. 

h- 

t- 

SBfej^ 

?    ^ 

UJ 

»S 

gS5l^< 

T    UI 

?  0 

r.       < 

(0 

(0 

"♦oqKuj 

_i 

0:  -  5 

1- 

_i        ui°o 

^ozo 

z 

^  z  z 

UJ 

UJ 

UJ 

UJ 

.*t\ 

m 

< 

<  z  z 

< 

UJ 

<       »:-** 

UJ   r 

:z- 

-z 

^  z 

< 
ill 

CL    O  K 
[iJ   K  O 

X 

o 

1- 
< 

g 

1-     X   '^-' 
4    <a:^x 

o 

0.  0  a; 
UJ  cc  0 

UJ 

q: 

< 

^  r 

iia.o 

\    o-lSd 

0 

0   K 

z 

o  u.  z 

I 

o 

_i 

a    zozo 

1- 

0  u.  z 

e> 

Q 

t-  ( 

•  oo 

Q 

-.  0 

:w 

—  0 

SHIPPENSBURG 
SOUTH  CANAAN    1    E 
SOUTH  MOUNTAIN 
SPRING   GROVE 
SPRUCE  CREEK 

73.6 

0.5 

102 

26 

50 

10 

7 

2.71 
2.85 
4.37 
3.71 
3.17 

-1.46 

.75 

1.22 

1.60 

.96 

.83 

12 
5 

12 
5 

21 

9 

8 

12 

10 

9 

4 
3 
5 
5 
5 

1 
1 

STATE   COLLEGE 

70.6 

1.7 

98 

26 

49 

10 

5 

3.25 
4    71 

-      .22 

1..27 
1.07 

5 
4 

9 
12 

5 
5 

1 

3 

STRAUS STOWN 

STROUDSBURG   SUBSTATION 

SUNBURY 

SUNBURY   2   N  AIRPORT 

73.9 
71.8 

3.9 

102 
98 

27 
28 

52 
51 

8 
10+ 

6 
5 

5.72 
2.77 
2.67 

.86 
-       .98 

1.92 
1.06 
1.05 

6 

6 

18 

10 
11 
10 

5 
5 
3 

3 

1 
1 

SUSQUEHANNA 

1.53 
3.61 

-    2.15 

.51 
1.40 

6 
6 

8 
5 

2 

4 

1 

TAMAQUA 

TAMAQUA  4   N   STILL  CREEK 

TAMARACK  2    S   FIRE   TOWER 

TOWANDA 

66.3 
69.2 

0.6 

92 
99 

27 
26 

47 
43 

6  + 
9 

3 
6 

2!  84 
3.00 
2.31 

-1.03 

1.54 
1.35 
1.07 

6 
6 
5 

9 
8 
8 

3 
4 
2 

1 
1 

1 

TOWER  CITY   5   SW 

4.31 

1.03 

22 
6 
5 
6 
6 

8 

5 

9 

11 

10 

5 
3 
5 
6 
6 

1 

,, 

TUNKHANNOCK   1    S 

TYRONE   4    NE   BALD   EAGLE 

VIRGINVILLE 

WATROUS   9   S   LEE   FIRE   TOWER 

69.2 

101 

27 

44 

10 

7 

1.65 
3.77 
6.50 
4.34 

.96 
1.23 
1.94 
1.55 

2 
3 

1 

WATSONTOWN 
WAYNESBURG  2   W 

2.31 
3.69 
1.66 
3.22 
3.27 

-       .24 

.70 
1.64 

.95 
1.75 
1.99 

19 
4 

11 
6 
5 

12 

10 

4 

4 
3 
2 

2 

f 

TOBSTER  MILLS   3    SW 
WELLSBORO 
WELLSBORO   2   E 

67.4 

1.0 

98 

27+ 

40 

8 

6 

-       .31 

9 

7 

3 
3 

1 
1 

WELLSVILLE 

70.9 

97 

26+ 

48 

10 

5 

3.63 
5.41 

.96 
1.57 

5 

5 

20 

0 

11 
11 

6 

7 

2 

ITERNERSVILLE 

8 
11 

6 
5 

WEST  CHESTER 

73.7 

1.5 

99 

27+ 

54 

7 

7 

4.11 

.62 

.94 

1.10 

.88 

1 

WEST   GROVE    1    SE 
WILKES-BARRE 

2.09 

-    1.69 

6 

6 

3 

WILLIAMSPORT  4    SE 

3.03 

1.51 
-1    -10 

6 
5 

6 
9 
9 

2 
2 

1 
1 

WILLIAMSPORT  4   E  WB  AP 

70.6 

98 

26  + 

46 

8 

5 

2.32 
2.35 

-    1.62 

1. 12 

£* 

WILLIAMSPORT 

1.00 
1.86 

6 
5 

Q 

Q 

1 

WILLIAMSTOWN 
WIND  GAP   3    SW 

71.1 

0.4 

99 

26  + 

45 

9 

6 

2.65 
5.78 

-    1.57 

0 

8 

5 

X 

2 

YORK  3   SW  PUMP   STATION 

73.5 

0.8 

101 

28 

51 

8 

8 

4.36 
4.41 
3.93 

.05 

1.10 
1.50 
1.30 

3 
3 

4 

12 
10 

6 
7 

1 
1 

YORK  2    S   FILTER  PLANT 

-      .08 

10 

4 

1 

YORK  HAVEN 
ZIONSVILLE    1    SW 

3^72 

-       .95 

1.45 

5 

8 

5 

1 

DIVISION 

70.9 

0.1 

106 

27 

34 

8 

5 

3.71 

-       .47 

3.46 

13 

9 

4 

1 

OHIO  DRAINAGE 

ACMETONIA  LOCK  3   LOWER 

4.96 
3.67 

1.11 

1.89 
1.48 

5 
11 

12 
10 

3 

3 

2 

2 

ALLENS   MILLS 
BAKERSTOWN  4   WNW 

64.8 

98 

28 

45 

8+ 

2 

4!72 
3.55 

1.96 
.93 

11 
6 

6 
8 

3 
5 

2 

BARNES 

5.84 

2.52 

3.05 

12 

7 

4 

2 

BEAVER  FALLS 

BLAIRSVILLE   6   ENE 

BOSWELL 

BRADDOCK  LOCK   NO   2 

68.0 

94 

27 

47 

5+ 

3 

3.55 
2.55 
3.38 
3.38 

-       .44 

1.62 
1.03 
1.95 
1.05 
>      1.5S 

5 
5 
5 
a, 

8 
9 
7 

10 

4 
4 
3 

5 

BRADFORD  CITY  HALL 

5 

1  0 

3 

BRADFORD  4   W  RES   NO  1 

64.6 

-    2.C 

93 

27 

37 

10 

4 

3.24 

.ic 

xu 

BROOKVILT.E  AIRPORT 

66.2 

0.1 

95 

28 

42 

10 

4 

5.82 
S    11 

2.12 
.27 

t      2.51 
'      1.5£ 

11 
>      5 

IC 

11 

4 
4 

2 

1 

BRUCETON 
BUCKSTOWN 

0 .  X  -1 

2.61 

.79 

)    18 

13 

4 

1    - 

See  reference  notes  following  Station  Index 
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TABLE   2  —  Continued 
CLIMATOLOGICAL    DATA 


PENNSYLVANIA 
AUGUST  1948 


STATION 


BURGETTSTOWN   3   W 

BUTLER 

BUTLER  SUBSTATION 

CHARLEROI 

CHARLEROI  LOCK  4  LOWER 

:larion  3  SW 

DLAYSVILLE 
:0NFLUENCE  1  SW 
:0NFLUENCE  1  NW 
:0NNELLSVILLE 

:0NNELLSVILLE  4  N 

:0RA0P0LIS  DAM  2 

:0RRY 

:  REEKS IDE 

:RESS0N  1  E  SUMMIT 

:USTER  CITY  2  W  SONGBIRD 

DERRY 

jONEGAL 

DONORA 

)UNLO 

2BENSBURG 
SRIE  AIRPORT 
?ARRELL  SHARON 
rORD  CITY  4  S 
?RANKLIN 

iirrORD 

JLENCOE 

}LEN  HAZEL 

ILENWILLARD  DASHIELDS  DAM 

}REENSBORO  LOCK  7  LOWER 

IREENSBURG  2  S  FILTER  PLT 
IREENSBURG  2  E  HWY  SHED 
IREENSBURG  3  SE  UNITY  RES 
JREENVILLE 
lOME 

lOOVERSVILLE 
INDIANA  2  SE 
INDIANA 

:rwin 

rAMESTOWN  2  NW 

rOHNSTOWN  1 
rOHNSTOWN  2 

:ane  1  NW 

:ANE  5  SE 
KEGAR  4  SE 

■AFAYETTE  MC  KEAN  PARK 

■ATROBE 

lEWIS  RUN  3  S 

■INESVILLE  6  NW  PENN  LINE 

■YCIPPUS  1  E 

[ARIENVILLE 

lARION  CENTER   2    SE 

[ARSHBURG 

lAYBURG 

IC   KEE  SPORT 


TEMPERATURE,    IN    DEGREES   FAHRENHEIT 


67.9 
70.4 


67.3 
69.8 
69.0 


67.2 


70.3 
65.2 
73.7 


66.6a 

73.8 
68.1 
68.8 


UJ 

a: 

t- 

q: 
<  s 

Q.    O 
llI  q: 


0.4 


1.5 


UJ 

I 
o 


68.5 


68.2 


67.8 
70.6a 
71.0 
67.9 

71.2 

62.5 


0.2 

1.0 

0.1 
2.7 
0.4 


2.3 


0.8 


0.7 
0.2 


0.1 


99 
101 


97 
98 
98 


96 


97 

98 

100 


95 

91 
97 
96 


98 


96 


95 
98 
99 
95 

101 

92 


28 
27 


26  + 

27 

28 


27 


27+ 

27 

27+ 


26 

26 
28 
29 


26  + 


26  + 


26+ 
28 
27 
27+ 

27 

26+ 


36 
44 


40 
48 
46 


40 


47 
38 
52 


44 

53 
46 
46 


45 


42 


43 
43 
47 
41 

46 

34 


31 
10 


10 


8  + 

6 

6 


6  + 
6  + 
8 


NO    OF 
DAYS 


UJ 

Si 

X 

50 


0    O 
CM 

ro  LiJ 

OD 


10 


6  + 


6 
6 

6  + 
10 

6 

10 


SO 


PRECIPITATION,   IN    INCHES 


3.46 
6.04 
6.88 
3.40 
3.06 

4.43 
5.37 
2.85 
3.55 
3.41 

3.85 
3.97 
2.07 
3.55 
1.98 

2.59 
2.66 
1.64 
3.91 


2.17 
2.22 
2.18 
4.07 
3.11 

2.99 
3.39 
3.42 
4.19 
5.24 

4.22 

3.30 
3.23 
2.92 

2.08 
3.30 
3.22 
2.35 
3.81 

3.05 
2.93 
4.37 
4.06 
3.82 

3.95 
2.78 
3.01 
5.45 
2.88 

2.76 
2.50 
2.74 
3.03 
3.28 


2.19 


.61 

.52 
.49 

.63 


.61 
1.41 


1.56 
.14 

1.87 

1.50 

.55 


1.51 


.03 


,34 


-      .82 

-1.58 

.09 

-1.34 

.76 


-    1.51 


,50 


2.01 
2.30 
3.27 
2.70 
1.90 

1.49 

4.44 

.99 

.92 

1.60 

1.27 
1.95 

.60 
1.25 

.88 

1.02 
1.58 
1.14 
2.35 
1.24 

.78 
1.08 

1.55 
.95 

,80 
1.57 

.93 
1.88 
3.50 

2.20 
1.44 
2.00 
1.62 
1.64 

.65 
1.92 
2.03 
1.26 
1.40 

.77 

.88 

1.68 

1.51 

1.77 

1.03 
1.19 
1.00 
2.31 
1.70 

1.42 
1.04 
.95 
1.00 
1.56 


See  reference  notes  following  Station  Index 
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12 
12 
11 

5 

5 

5 
5 
5 

5+ 
5 

5 
12 
18 

5 

5 

6 
5 
5 
5 
20 

5 
12 

12 
12 

6  + 

3 

6 

5 

5 

5 
5 
5 
11 
5 

5 
5 
5 
5 
13 

20 
5 
5 
5 
5 

6 
5 
6 
13 
5 

5 
5 
5 
6 
5 


SNOWFALL 
(UNMELTED) 


i-z 

UJ   ( 
1-  xz 

UJQ.O 
KUJOC 


NO.  OF 
DAYS 


O 


X 

OQC 

20 

in 

<M 


8 

"11 

10 

7 

8 

8 
6 
9 
10 
6 

9 
6 
10 
7 
4 

8 
7 
8 
8 


8 

6 

7 

10 

13 

10 

9 

6 

10 

11 
10 
13 
13 
11 

10 
8 

11 
9 
9 

6 

7 
7 
6 
8 


O 
o  a: 

-  o 


M  11  III  I 


TABLE  2  — Continued 


\ 


PENNSYLVANIA 

■ 

AUGUST  1948 

CLIMATOLOGICAL    DATA 

TEMPERATURE,    IN    DEGREES   FAHRENHEIT 

PRECIPITATION,   IN    INCHES 

NO.    OF 

SNOWFALL 

NO.    OF 

STATION 

UJ 

q: 

■z.       <  z  s 
<3.         CL  o  a: 
UJ         lij  q:  o 

S            Q    U.   2 

LU 

X 

X 

UJ 

< 

Q 

t- 

o 

_i 

DAYS 

< 

1- 
o 

lij' 

I     i 

<  S   2 
0.  0  q: 

LU    (E    0 
0    li.    H 

< 

a 

(fl 
UJ 

h- 
< 
UJ 

0: 
0 

(UNMELTED) 

DAYS 

DATE 

MAX.  90° 
OR  ABOVE 
MIN.  32° 
OR  BELOW 

UJ 

H 

Q 

l-Z 

_l         UJ     0 

<I            K  IZ 

U            UIOuO 

p         (euiq: 
y-         000 

DATE 

.01  INCH 
OR  MORE 
.25  INCH 
OR  MORE 
1.00  INCH 
OR  MORE 

MEADOW   RUN  PONDS 

MEADVILLE    1    S 

MERCER   5   NE  WB  AIRPORT 

MERCER  HIGHWAY   SHED 

MEYERSDALE 

68.0a 
66.9 

0.3 

97 
94 

27 
28 

42 
43 

10 
8 

5 
4 

3.47 
2.31 
3.79 
3.45 
2.72 

-1.34 

1.34 
.63 
1.14 
1.38 
1.11 

5 
12 
11 
11 

4 

9 
9 
12 
9 
8 

4 
4 
4 
4 
3 

1 

1 

1 
1 

MIDLAND  DAM  NO  7   LOWER 

MOSGROVE   L   8   LOWER 

MURRYSVILLE 

NATRONA   L  4    LOWER 

NEW  CASTLE    1    N  PUMP   STA 

70.6 
69.6 

-  1.6 

-  0.9 

95 
97 

27+ 
26 

52 
46 

6  + 
10 

4 
6 

5.07 
4.22 
3.87 
4.52 
3.85 

1.53 
.32 

.87 
.51 

2.43 
1.82 
1.52 
2.00 
1.99 

12 
12 
5 
12 
11 

8 
7 
7 
6 
10 

4 
4 
5 
3 
4 

2 
2 
2 
2 

1 

NEWELL 

PARKERS   LANDING 

PARKERS   LANDING   1   E 

PINE   GROVE   MILLS    1    S 

PITTSBURGH   7    SE   WB  AIRPORT 

73.4 
72.2 

1.5 

100 
99 

28 
27 

50 
50 

7 
9 

7 
6 

3.87 
4.58 
4.32 
2.23 
2.90 

.35 
.76 

2.40 
1.97 
1.88 
1.27 
1.71 

5 

12 

11 

5 

5 

7 
7 

12 
6 

10 

4 
5 
5 
2 
3 

1 
2 
2 

1 
1 

PITTSBURGH  WB  CITY 
PORT   ALLEGANY 
PORT  ALLEGANY   3    SW 
PUNXSUTAWNEY   1 
PUNXSUTAWNEY   2 

73.3 

0.4 

100 

27 

54 

8 

6 

3.30 
2.69 
2.57 
3.53 
3.18 

.07 
-      .83 

.90 
1.09 
1.37 
1.63 
1.55 

11 

6 

5 

12 

11 

8 
10 
5 
6 
5 

4 
4 
3 
3 
2 

1 

1 
1 
2 

PUTNEYVILLE   2    SE 

REW 

RICES   LANDING  L   6   LOWER 

RIDGWAY 

ROCHESTER   1   N 

66.8a 
67.8a 

1.3 

95 

98 

27+ 
27+ 

38 
40 

6 

8 

5 
6 

5.22 
2.73 
3.68 
3.16 
6.00 

-      .04 

3.00 
.67 
2.08 
1.02 
2.89 

12 

6 

5 

12 

11 

7 
8 
8 
6 
10 

3 

5 
4 
4 
5 

2 

1 
1 
2 

SAGAMORE    1    SE 

SALTSBURG 

SCANDIA 

SCHENLEY  L   5   LOWER 

SEWARD 

3.66 
3.75 
2.67 
4.35 
2.01 

-      .31 
.67 

1.34 
1.48 
1.38 
2.28 
.76 

5 
5 
5 
12 
5 

7 
9 
8 
8 
10 

4 
4 
3 
2 
,    3 

1 
2 
1 
2 

SHARPSVILLE 

SHEFFIELD   6   W  CHERRY  GROVE 
SMETHPORT  HIGHWAY   SHED 
SOMERSET  WATER  WORKS 
SOMERSET  2   E   SUBSTATION 

66.0 

-    0.9 

97 

26  + 

40 

23 

4 

2.39 
2.52 
2.14 
2.09 
1.85 

-    2.40 

1.05 
1.06 
1.00 
1.22 
1.05 

12 
5 
5 
5 
5 

9 
11 

8 
10 

4 

3 

3 
1 
3 

1 
1 
1 
1 
1 

SPRINGS    1    SW 

STRONGSTOWN 

STUMP   CREEK 

SUTERSVILLE 

T I ONE STA   2    SE   DAM 

65.6 
67.6 

-    0.1 

92 
94 

27 
28+ 

44 
45 

10 

8+ 

3 
4 

4.02 
3.05 
3.29 
3.06 
3.28 

-      .59 
.28 

1.18 
1.54 
1.41 
1.88 
1.00 

19 
5 

12 
5 

12 

13 
9 
5 
9 

12 

6 
3 
3 
3 
5 

1 
1 
1 

1 
1 

TITUSVILLE   2    S 
TITUSVILLE 
TUNNELTON  // 
UNION  CITY   1   W 
UNIONTOWN 

65.7 
71.9 

O.C 

94 
99 

26  + 
27 

40 
51 

10 
6 

4 
6 

2.63 
2.35 
3.63 
4.52 
4.99 

.47 

.61 

.82 

1.59 

1.05 

1.69 

18 
18 

5 
12 

5 

10 

9 

8 

11 

11 

3 
3 

8 
7 

1 
1 
2 

VANDERGRIFT 
VANDERGRIFT   2   W 
WARREN 
WASHINGTON 
WAYNESBURG   1   E 

69.8 
70.0 

2.C 

)        99 
100 

28 
27 

46 
46 

84 

6 

6 
8 

3.38 
3.3£ 
2.73 
3.12 
4.4C 

.63 
5 
-    1.00 

1.50 
1.42 
.63 
1.56 
2.25 

5 
5 
13 
5 
5 

5 
6 
8 
6 
9 

4 
4 
6 
3 
4 

1 
2 

2 
1 

WHITESBURG 
YOUNGSVILLE 

4.1£ 

! 

1.75 
l.OC 

12 

18 

6 

8 

3 
4 

2 

1 

DIVISION 

68.6 

-    0.£ 

)      101 

274 

34 

10 

C 

3.4; 

'   -      .38 

i      4,4-^ 

[     5 

8 

4 

2 

See  reference  notes  following  Station  Index 
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TABLE   2  —  Continued 
CLIMATOLOGICAL    DATA 


PENNSYLVANIA 
AUGUST  1948 


STATION 


LAKE   DRAINAGE 


ERIE   WB   CITY 
KAYUOmi 


DIVISION 
STATE 


TEMPERATURE,    !N    DEGREES   FAHRENHEIT 


< 

UJ 

z 


71.4 

71.4 
70.1 


UJ 

<  z  z 

a  o  q: 

UJ  (E   o 

o  u. 


1.8 

1.8 
0.2 


92 

92 
106 


26  + 

26 
27 


V) 
UJ 

o 


56 

56 
34 


gs 


10 

10 

8+ 


NO.   OF 
DAYS 


.1 


OQ  lO  Ul 


zo 


PRECIPITATION,   IN    INCHES 


1.71 

1.71 
3.62 


tr 

K  -I 

o:  -  "* 

<  z  z 

a.  o  q: 

UJ  q:  o 

o  u.  z 


1.56 

1.56 
.52 


CO 
UJ 
K 
< 
UJ 
K 


SNOWFALL 
(UNMELTED) 


.60 
2.24 

2.24 

3.50 


18 
5 

5 

5 


WOlO 
•CUK 
•  5<B 


See  reference  notes  following  Station  Index 
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NO.  OF 
DAYS 


51^ 

-z 


o 

o  ir 
-:  O 


TABLE    3 


PENNSYLVANIA 
AUGUST  1948 


DAILY    PRECIPITATION 


STATION 

DAY    OF    MONTH 

-I 
< 
t- 
0 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

\z 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

?7 

28 

29 

30 

31 

h- 

ACMBTONIA  L  3  LOWER 
ALLENS  MILLS            r 
ALLBNTOWN  WB  AIRPORT    z 
ALLENTOWN  GAS  CO 
ALTOONA  HORSESHOE  CtmVE 

.04 
.02 

T 
.01 

.28 

I 

I 
.30 

.89 

♦ 

.77 
.01  ] 
.83 

.21 

.87 

.01 

•   1 

.08 
.21 

.03 

] 

1 
.48 
.28 

.30 

.55 
.04 
.62 
.66 
.03 

.03 
.03 

.07 
.04 

T 

.02 

.03 

.02 

.19   .21 
.71 

.84   .01 

.64 

.60  1.10 

.70 

.45 
.07 
.49 

.03 

T 

.37 

.59 

.04 

T 

.02 
.03 

.09 

.04 

.02 

.04 

T 

.03 

4.96 
3.67 
4.33 

4.04 
4.07 

AKKNDTSVILLE 

AnSTINBTOG  2  W 

AVOCA  WILKES-BAHEE  AP 

r 

.31 

.02 

1 

.54   .28 

1.58 

.42 

.16 
.05 

.10 

T 

1.04 
.20   .64 
.04   .23 

T 

.07 

T 

.20 

.30 
.29 

.13 
.49 

.02 

.68  ] 
.01 

.70 

.20 

T 

6.16 
2.79 
1.55 
4.72 

BAKBRSTOWN  4   WNW 
BARNES 

.55 

.19 

1.87 
.52 

.11 
.93 

.10 

T 

1.96 

!55 

.74 

.15 

.37 

3.55 

BEAS  GAP 

BEATER  FALLS 

BEATERTOWM 

BELLEEONTE  ROCKVIEW  FARM 

BERWICK 

- 

- 

.16 
.01 

.72 

1.25 

1.48 

1.21 

.52 

.70 

.02 
.61 

.72 
.08 

.16 

T 

.06 

T 

T 
.28 

T 

.01 

.43 
J. 05 
.35 
.40 
.25 

.08 
.05 
.03 

T 

.15 

.93 

.36 
.14 
.63 
.45 

.51 
.20 

.15 
T 

.13 
.11 

.22 

.31 
.02 

.77 
.69 

.05 

T 

T 

.05 

.04 

T 

.03 

.04 

3.61 

5.84 

4.22 
1.94 

BETFI.RHEM  RIVER  STATION 
BETHLEHEM  LEHIGH  DNIV   z 
BLAIN                   r 
BLAIRSVILLE  6  ENE 

.05 
.13 

.08 

.19 
.38 

.22 
.02 

T 
2.06 

.57 
1.62 

2.00 
.03 

.08 

.03 

.11 
.19 

.31 

.51 
.52 
.58 

.42 

.03 

T 

T 

T 

.34 
.23 
.67 
.27 

.44 

.01 
.04 
T 
.01 

.08 
.12 

T 
.21 

.08 

.80 
..03 

T 
.06 

.07 

.07 

T 

T 
.02 

3.56 
3.54 
2.02 
3.55 
3.29 

BLAKBSLEE  CORNERS 

r 

.18 

.03 

2.07 

BLOSERTILLE  1  N 

BOSWELL 

BRADDOCK  LOCK  NO  2 

BRADFORD  CITY  HALL 

BRADFORD  4  W  RES  NO  1 

z 

T 

.11 
.03 

1.02 

.60 
1.03 
1.95 

.40 
1.58 

.25 

.24 

1.05 

.13 

.05 
T 

.07 
T 

.24 
.19 
.27 
.10 
.10 

.12 
.05 

.14 
.57 
.25 
.57 

.10 
.41 
.24 

.01 
.03 

.33 

.68 
.41 
.22 
.81 
.18 

.03 
.23 

.32 
.03 

.01 

T 
.36 

.07 
T 

3.03 
2.55 
3.38 
3.38 
3.24 

BRADFORD  5  S 
BREEZEWOOD 
BROOKTILLE  AIRPORT 
BRDCETON 
BBCKSTOWN 

r 

T 

.13 

1.70 
.30 

.08 

1.30 

.72 

1.75 

1.59 

.11 

.30 
.05 

.10 
.02 

.01 

.04 
.20 
.03 

.48 
2.51 

.60 

.26 
.07 
.39 
.02 

T 

.02 

.63 
.45 
.03 
.79 

.03 

.26 
.04 

.13 
.44 

.21 
.03 

.86 

.02 

.04 
T 

.08 
.16 

4.07 
5.89 
3.11 
2.61 

BUFFALO  MILLS 

BURCBTTSTOWN  3  W 

BHRNT  CABINS  2  NE 

BUTLEB 

BDTLER  SUBSTATION 

r 

2.32 
.08 

2.83 
.43 

1.19 
1.07 

.78 
1.33 

.91 

.13 
.02 

.11 
.03 

.07 

* 

.27 
.54 

.47 

.51 

3.27 

1.02 
2.01 

.38 
2.30 

.11 

.14 

.12 

.01 
.01 

.34 
.42 
.35 

.13 
.12 
.27 
.25 
1.09 

.39 
.07 

.71 

.82 
.02 

.02 

.09 

.02 
.01 

6.60 
3.46 
4.60 
6.04 
6.88 

CAMP  HILL 

. 

.09 

1.23 

• 

1.15 
1.87 

.45 
1.20 

T 

.12 

T 

.78 
.19 

.51 
.75 

T 
.04 

.62 
.19 

.10 

.15 

T 
.04 

.08 
.07 

T 

4.07 
2.65 

CANTON  1  NW 
CARLISLE 
CAJIROLLTOWN 
CABTER  CAMP 

z 
z 

.69 

.96 

1.47 

.27 

.18 
.04 

.02 

.06 
.43 

.02 

.93 

.07 
T 

.33 

.14 
.70 
.53 

.51 

T 

.11 

.37 

.07 

3.30 
3.81 
3.70 

CEDAR  RUN 
CHADDS  FORD 

.10 

.87 

.08 

.54 

.17 
.15 
.60 

1.37 
.13 

.89 

.08 

.38 
.54 
1.03 
.05 
.03 

3.46 

.67 

.33 

.58 
1.81 

.03 
.29 
.20 

.11 
.06 

.16 

.13 
.44 

T 

.12 

.02 

3.41 
7.18 
5.23 

CHAMBEKSBURG 

z 

.19 

.29 

.29 

.21 

.09 

.04 

.02 

3.40 

CHABLEHOI 
CHARLEBOI  L  4  LOWER 

r 

♦ 

2.70 
1.90 

.37 

.01 

.20 

.38 

.16 

.01 

3.06 

CLARION  3  SW 

z 

1.49 

.61 

.06 

1.30 

.07 

.04 

.39 
1.20 

.30 

.47 
1.95 

.80 

.02 

. 

_• 

_ 

_ 

4.43 

CLAUSSVILLE 
CLAYSVILLE 

~ 

' 

" 

4.44 

.32 

.28 

.69 
.36 

.20 

.11 

.02 
.28 
.54 

12 

.08 

5.37 
2.73 

CLEARFIELD 
COALDALE  2  NW 

.10 

.58 
.01 

.91 
1.42 

T 

.07 

.03 

.17 

.01 

.10 

.01 

2.75 

COALPORT 
COATESVILLE  1  SW 
COATESVILLE 

z 

.44 
.50 

.46 
.40 

.30 
.25 

« 

.08 

.14 

1.55 
.55 
.55 

1.00 
.36 
.37 

.50 
.56 
.41 

.05 

T 

.30 
.73 
.71 
.20 
.54 

.10 
.02 
.01 

T 

.45 
.40 
.  12 

T 

.56 
.01 
T 

.04 
.04 

4.01 
4.05 
3.78 

1.76 

COGAN  STATION  2  N 
COLUMBIA 

.46 

2.05 

T 

.20 

T 

.66 

.16 
.03 

.50 

.42 
.27 

.02 

T 

.51 

T 

4.38 

CONFLUENCE  1  SW 
CONFLUENCE  1  NW 

- 

.99 
.92 

.17 
.15 

.22 
.35 

T 

.56 
.92 
.47 

T 
.05 

.53 
.53 
.77 
.08 

.12 
.39 

T 

.07 
.04 

.09 
.07 

.10 
.13 

.12 

2.85 
3.55 
3.41 

CONNELLSVILLE 

1.60 

.15 

.30 

.82 
.03 

.03 

.09 

3.85 

CONNELLSVILLE  4  N 
CONSHOBOCKEN 

r 

.50 

.49 

.24 

.75 
.82 

1.27 
.04 

.98 

.01 

.16 

.10 

.70 
.24 

.01 

.33 

.41 

.53 

.09 

.38 

5.25 

3.97 
2.07 

CORAOPOLIS  DAM  2 
CORRY 

.03 

1.56 
.57 

.07 

.06 

.02 

.06 

.21 
.14 

1.95 
.47 

.12 

.02 

T 

.60 

.07 

.09 

COUDERSPORT 

COVINGTON 

CREEKSIDE 

.97 

.08 

1.25 

1.86 

2.20 

.74 

.20 

.10 

.31 
.37 
.77 

.52 
.04 
.10 

.07 
.39 

.25 

1.01 
3.55 

CRESSON  1  E  SUMMIT 

r 

.88 

.02 
.23 
.40 
.45 

T 
.24 

.76 
.27 

.04 
.02 

.30 
T 

T 

T 

.01 

T 

1.98 
3.40 

CURWENSVILLE  -6  NW  AP 

.01 

2.01 

.04 

.25 

T 
.04 

.77 

T 

.37 

.08 

T 

T 

2.59 

CUSTER  CITY  2  W  SONGBIRD 

.19 

.42 

1.02 

.50 

.02 

.08 

.09 

.04 

2.00 

DANVILLE 

T 

,87 

.71 

T 

T 

T 

.38 

3.69 

DAUPHIN  3  N 

T 

.70 

.01 

1.44 

• 

DERBY 

DINGMAMS  FERRY 
DONEGAL 
DONORA 
DOYLESTOWN 

.65 

.44 

.07 
.31 
.06 

1.58 

1.14 

2.35 

.38 

1.97 

.25 
.07 

.75 

.07 
.02 

.03 

.31 

.13 

.13 

.11 
.90 
.03 
.02 
.91 

.30 
.02 

.14 

T 

T 

.07 
.30 

.19 

.07 
.54 

.17 
.09 
T 

.06 

T 
T 

.70 

.05 
.59 

.24 
1.64 

.12 

.09 

T 
.06 

T 
T 

T 
T 

2.66 
4.15 
1.64 
3.91 
5.76 

DRIFTWOOD 
DU  BOIS  7  E 
DDNLO 
DUSHORE 

1.62 

1.89 

.91 

* 

.0; 
.o: 

.7( 

> 

i   .03 

) 

.07 
.02 

.01 

.56 
.17 
.4C 

* 

.28 
.7£ 

.8< 

.02 

.8C 
.30 

.02 

.20 
.21 
.27 

« 

.33 

« 
.88 

.04 
1.24 

* 

T 

.19 

1.13 

.22 

.06 

- 

- 

2.66 
3.20 

2.63 
3.00 

EAGLES  MERE 

.6 

> 

EAST  WATERFORD  3  E 
EBENSBURG 
ELIZABETHTOWH 
EMPORIUM 
ENGLISH  CENTER 

.OS 

.If 

.45 

.7: 

.01 
.7( 
.0< 

.6< 

i.ie 

.9 

.2 

1.3 

1.3 

) 

2   .08 

3 

3 

T 

.10 

.04 

.06 

T 

.4C 

.0] 

« 

.6: 

.6( 

.5; 

1.1' 

.8 

.1< 

) 

.0. 

.IS 

.2S 
.25 
.55 
.42 
.29 

T 
.01 

.0] 
.07 
.02 
.17 

T 
T 

.0] 
.69 

T 

T 
T 

T 

.03 

2.34 
2.17 
4.36 
3.67 
2.89 

4.77 
2.02 
1.71 
2.25 
3.6; 

EPHRATA 
EQUINUNK 
ERIE  WB  CITY 
ERIE  AIRPORT 

.4( 

.0; 

! 

.44 

.0: 

.Of 

.1 

1.6. 

>  .1 

r  .1 

i   T 
1.4 

) 
5 

3   .0! 

.11 
.1! 

.IS 

.o: 

.i< 

.2i 

)   .6( 

.1 

)   .3 

3  1.0 

.9 

> 

i   .0. 

1   T 

>   .0 

2   .0 

.o; 

2 

.1] 
.04 

.6( 
.2- 

.84 
.12 

) 

r 
.12 

.3f 
.Of 

i 

.If 

i   .0: 

.05 

.1] 

.0! 

.1- 
.0: 

T 

r 

! 

.04 

EVERETT 

2 

1.5 

i   .8 

1   .0 

4 

3 

2. If 

FARRELL  SHARON 
FORD  CITY  4  S 
FRANXLIN 

E 

.0 
.1« 

i 

.4 

1.4- 
.8 

t 

r  .3 

L   .2 

3 
7 

.0. 
.OS 

.2: 

T 

• 
.0! 

1.1 

1.5 
.9 
.8 
T 

9  .i' 

>  .14 

J  .2; 

J   .01 

1 

T 

.0] 

,0< 

.23 
.39 

,4  = 

.2f 

.2£ 
.0« 

T 

.7' 

T 

4.' 07 
3.11 
5.67 
2.14 

FREDERICKBTILLK  1  SE 

.1( 

)   .H 

i     T 

1.1- 

r  .0" 

!  1.3 

3 

.4: 

.5: 

.2f 

>   .0£ 

.0; 

>   .04 

FREELAHD 

.0! 

>  ♦ 

1.1 

D 

3  84 

GAI.ETON 

1.9 

5   .0 

B 

.2( 

)   .1( 

) 

1.0 
.5 
.1 
.5 

7      .5 

3 

.2: 

)   .2: 

T 

1.1' 

T 

1.5- 

r 

6.27 

3.29 
4.57 
4.85 

GEIGERTOWN 

.5( 

! 

.8 

)  * 

.7 

5 

.2. 

5 

1  "ne 

.7 

) 

GEORGE  SCHOOL 

.7 

I 

.5f 

i   .0 

r    .5 

.3' 

r    .o< 

>   .0 

L 

.8 

.6' 

.S') 

.2f 

! 

.0, 

GETTYSBURG 

.4 

5   .0 

J 

.   .3 

3   .8 

'   .2 

3 

1 

.9 

1   .6] 

.0 

2   .1< 

)   .40 

.21 

) 

GETTYSBURG  1  S 

r   • 

.8' 

1.1 

3 

„      C+n 

FnHAT 
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STATION 

DAY    OF    MONTH 

-1 
4 

1 

2 

3 

4 

5 

6 

7 

B 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

?7 

28 

29 

30 

31 

"    o 

OIFTORD 

OLKNCOK                                      r 

CLKN   HAZEL 

GLKN  ROCK                                  r 

GtENVIlXARD   DASH I ELDS  DAI 

.02 
.57 

.08 

.30 

1.57 
.47 

.05 

.33 
.80 
.70 
.61 
1.88 

.80 
.93 
.14 

T 
.02 

.02 

.07 
.03 
.15 
.07 

.20 
.27 

.03 

.90 

.31 

1.69 

.29 
.02 
.24 

T 

.30 
.93 

.80 
.16 
.50 
.04 
.17 

.01 

T 

.04 

I 

.49 

.04 

.10 

T 

2.99 
3.39 
3.42 
3.19 
4.19 

GOOD   SPRINGS    1    NH                 r 

GORDON 

GOULDSBORO 

GRANTVILLE   2   SW 

GR.*TKRrORD 

.03 
.26 

.16 

.10 
.12 

.88 
.02 

1.03 

1.10 
1.63 

1.12 

2.17 
.94 

.04 
T 

.30 
.34 

.04 

.06 

.50 
.53 
.41 
.69 
.29 

.05 
.31 

.08 

.57 
.83 

.53 
.22 
.15 
.28 

.20 
.02 

.01 
.12 

.37 
.44 

.19 

.04 
.34 

.08 
.55 

.38 
.64 

T 

.02 

.03 

T 

2.81 
3.96 
3.82 
4.44 
4. 98 

GREENSBORO   L    7    LOWER 
GREENSBURC    2    S    FLTR    STA 
GREENSBURG    2    E    HWY    SHED 
GREENSBUSG   3    SE    UNITY  RE. 
GREENVILLE 

T 

.06 

.35 

T 

3.50 
2.20 
1.44 
2.00 
.44 

.14 
.06 

T 

.10 
.05 

.12 
.38 

.30 

.09 
.74 

1.62 

.35 
.50 

.60 

.23 
T 

.45 
.03 

.29 
.07 

.15 
.08 

.43 

T 

.45 
.04 
.34 

T 
T 

.19 
.11 

.90 
.16 

9.24 
4.22 

3.30 
3.23 

EUNOVER 

HARHISBURG   3    S    WB   AP         z 

HARRISBimC   NORTH 

HAWLEV 

HAILEY    1    S   WALLEN   DAU      z 

.XO 
.08 
.02 

.41 

1.21 

.64 
1.26 

.27 
.73 
.47 

.27 

.67 
2.43 
2.27 

T 

T 
.12 

.05 
.17 

.57 
.01 

.05 

.40 
.67 
.75 
.34 

.18 

.20 

T 

.08 

.23 

T 

.74 

.67 
.05 
.48 
.08 
.06 

.06 

T 

.07 

T 

.01 

.38 

.35 

T 

.05 
.07 

T 

'  T 

3.71 
3.70 
3.91 
3.31 
3.09 

HEWITT   2    S                                  z 

BOLLIDAYSBURG                          r 

BOLLISTERVILLE 

HOLTWOOD                                       z 

BOUE 

.38 

.42 

.04 

.07 
.10 

.98 
.70 

.59 
1.64 

2.02 
.61 
.01 

.01 

.07 
.08 

T 
.02 

T 

T 
.06 

.52 
.40 

.48 

.21 
.23 

.19 
.02 

T 

.03 

.61 

.22 

.56 

.27 
1.10 
.90 
.68 
.01 

.06 
.58 
.10 
.05 
.07 

.02 

.40 

1.23 

.53 
.01 

T 

.08 
.08 

T 
.06 

2.44 
3.73 
3.92 
4.49 
2.92 

HONESDALE    4    NW 
aONESDALE    6    N   TNRS    FLS    r 
HOOVERSVILLE 
BOP   BOTTOM   2    S 
HUNTINGDON 

.05 

1.37 
.65 

.20 

1.55 
.10 
.19 
.85 
.62 

T 

.05 

.08 

.02 

.06 

.09 

.39 
.69 
.13 
.47 

.61 

.20 

.57 
.09 

.02 

.11 
.04 

.15 
.05 
.05 
.22 
.08 

T 

.15 
.02 
.48 

.24 
.04 
.46 

.05 

.06 
T 

.01 
.02 

.21 

.25 
.28 

.06 

.26 
.05 

2.79 
2.81 
2.08 
2.91 
1.80 

HUNTSDALE                                     z 

HTNDMAN 

INDIANA    2    SE                             z 

INDIANA 

IRWIN 

T 

.09 

.60 

1.12 
.18 

.16 

.68 

1.92 

2.03 

1.26 

.43 

T 

.01 

.23 
T 

.08 

.02 
.05 

T 

.02 
.05 

.16 

.18 
.21 
.34 

.64 
.48 
.39 
.58 
.60 

.01 
.02 
.06 

T 

.45 
.28 

T 

.42 

T 

.01 

.17 

1.79 

.03 

T 
T 

.07 

.02 

T 

.08 

T 

T 

.04 

.02 

.03 

.02 

3.39 
3.77 
3.30 
3.22 
2.35 

JACKSON    SUMMIT                        r 
JAMESTOWN    2    NW                        z 
JOHNSTOWN   1 

JOHNSTOWN   2                                r 
JUNIATA   BOUSE 

.15 

.40 

.02 

2.05 
.34 
.66 
.88 
.53 

.05 
.19 

.01 
.36 

.01 

.01 
.06 

♦ 
.01 

.50 

1.07 

1.25 

.61 

.09 

.45 

1.40 
.09 
.01 

.03 
.01 
T 

.04 
.34 

.30 
.68 

.28 
.31 
.72 

.02 
.77 
.33 

.25 
.34 

.27 

.01 
.03 

T 

T 

.04 

.05 
.05 
.04 

3.76 
3.81 
3.05 
2.93 
2.56 

KANE    1    NW 

KANE   5   SE                                  z 

KARTHAUS 

KIP.KWOOD    1    SW 

KREGAR  4   SE 

.14 
.12 

.50 

.02 

.30 

.01 
.02 

.10 

1.68 

1.51 

.40 

.67 

1.77 

1.34 

T 
T 

.21 
.14 

.11 

T 

.26 
.30 

.26 

.11 
.05 
.62 
.92 
.12 

.12 
.10 

T 

.06 

1.27 
1.22 

.06 

.20 
.20 

.74 
.25 

.05 
.05 
.33 

.16 

.14 

.14 

2.25 

.35 

.54 

T 
.18 

.42 

T 

.16 
.15 
.05 

.41 

T 
.04 

4.37 
4.06 
5.17 
3.90 
3.82 

KRESGEVILLE    3    W 
LAFAYETTE    MC    KEAN   PARK 
LAKEVILLE    1    N 
LAMPETER    SCS    1    A                   r 
LANCASTER    2    NE   PUMP   STA 

T 

.18 
.52 

.12 

1.30 
1.30 

.04 

.40 
1.44 

3.06 
1.03 
1.81 

.01 

- 

- 

.11 
T 

- 

.11 

.89 
.30 
.45 

.43 

T 

.13 

.04 

.05 

T 

T 

" 

.12 

- 

.53 
.90 
.12 

.82 

.41 
.31 

.34 
.71 

.05 
.01 
.02 

.70 
.03 
.01 

_ 

. 

- 

_ 

_ 

.43 

. 

.02 

5.63 
3.95 
3.17 

5.02 

LANCASTER   2    NE    FLTR    PLTr 

LANCASTER   3    NE   EXP   FARM 

LANSFORD 

LANSFORD   FOREMANS    SHOP 

UTROBE 

.51 
.38 

.10 

1.46 
T 

1.61 
.10 
.12 

1.50 
.83 
.04 
.02 

1.19 

.46 
1.55 
1.62 

.32 

T 
.02 

.11 

T 
.04 

.10 

.60 
.71 
.35 
.35 
.25 

.08 

.02 
.02 

.01 

.01 
T 

.03 
.88 
.60 
.60 
.18 

.37 

.01 

.67 

.19 
.17 

.03 

.05 
1.23 
1.25 

T 

T 
.01 

4.60 
5.31 
3.87 
4.19 
2.78 

LAUSELTCW   STATE   TILLAGE r 

LAWRENCEVILLE 

LEBANON 

LEBANON   3    SW                             r 

LECONTES   MILLS    5    NW 

.06 
.08 

.03 
.04 

.56 

.80 

.80 
1.35 

.09 
1.38 

.42 

.56 
1.41 

1.36 

T 

T 
.15 

.10 
.03 

.12 
.04 

.19 
1.20 
.62 
.56 
.77 

.77 
.05 

.50 

.85 
.31 

.03 
.02 
.06 

.05 

.18 

.01 
.93 

2.65 
.03 

.02 

.05 

T 

2.11 
3.19 
6.73 
4.22 

LEHIGHTON                                     z 

LE   ROY 

LEWIS   RUN   3    S 

LEWISTOWN                                     z 

LINESVILLE   6    NW   PENN  LINl 

.10 

.01 

T 

.10 

.44 
1.09 
.33 
.01 
.64 

1.60 
.75 

1.00 
.71 

T 

T 
.01 

T 

.02 
.03 

T 

.16 

.55 

.31 
.37 
.72 

.15 
2.31 

T 

.08 

T 
.74 

.52 
.24 
.52 
.32 

.84 

.05 
.10 
.40 

.62 
.50 

T 

T 

.24 

.02 

.53 

T 
.06 

T 

T 

T 

.08 

.05 

.03 
.02 

4.46 
2.92 
3.01 
1.53 
5.45 

LOCK   HAVEN   2                             r 
LONG  POND 
LYCIPPUS    1    E 
MAPLE   GLEN 
MAPLETON   DEPOT 

.85 

.02 

.10 

.03 

.53 
.22 

1.40 
.10 

1.70 
.05 
.31 

2.30 

.17 
.57 

.08 
.06 

.13 
.05 

.01 
.24 

.23 
.07 

.14 
.44 
.14 
.15 
.36 

.01 
.02 

T 

.20 
.13 

.30 
.27 
.12 
.66 

.01 
.66 

.56 
.35 

.17 
1.40 

1.63 

.26 

T 
.09 

.04 
.05 

.09 

2.14 
5.28 
2.88 
4.41 
2.76 

MARCUS   HOOK 

MARIENVILLE                                r 

MARION   CENTER   2    SE 

MARSHBURG 

MARTINSBURG                                r 

.39 

.15 

1.05 
.93 

.01 
.16 

.86 
.16 

.28 

1.42 

1.04 

.95 

.66 

.44 

.56 
.70 

T 

.09 
.03 

.72 
.67 

.18 

.48 
.38 

.02 

.03 

T 

.12 

T 

.28 

.13 
.20 

.52 

.28 
.36 
.12 

1.34 

.17 
.12 

.27 
.02 

.03 

.28 

.10 

6.79 
2.76 
2.50 
2.74 
2.03 

MARTINSBURG   BLAIR  CO   AP 

MATAMORAS 

MAUCH  CHUNK    1    SW 

MAYBURG 

MC  CONNELLSBURG 

T 

.15 

T 

.20 

.10 

.29 

.79 

1.00 
.55 
.50 

T 
1.72 

.75 
1.00 

T 

T 

.69 

T 

.64 

.81 

.80 

.63 

.41 
.03 

.18 

T 

.07 

.66 
.50 
.60 

.16 

1.19 

.45 

.02 
.52 
.05 

.01 

1.87 

.27 

.18 
.01 

T 

.09 
.05 

2.21 
3.47 
6.49 
3.03 
2.74 

MC  CONNELLSTOWN   4    NW 
MC   KEESPOHT 
MEADOW   RUN   PONDS 
KEADVILLE    1    S                          z 
MEDIX   RUN                                     r 

.10 

.28 
1.56 
1.34 

.35 
1.88 

.78 
.36 
.01 
.02 

T 

.01 

.09 
.20 

.01 
.83 

.45 
.42 
.33 
.63 
.25 

T 
.10 

.46 

.14 
.94 
.31 
.35 

.17 
.13 
.03 
.03 

.01 

.16 
.21 

.58 
.07 
.10 

.01 

.48 

.58 

T 

.18 

.06 

T 

.07 

2.36 
3.28 
3.47 
2.31 
3.65 

MERCER   5    NE   WB   AIRPORT 

MERCER   HIGHWAY   SHED           r 

HERCERSBURG 

MERWINSBURG                                r 

MEYERSDALE 

.14 
.11 
.32 

.06 

.23 
.30 
.02 

1.11 

.34 
.19 
.37 
2.67 
.70 

.18 

.22 
.28 

.03 
.01 

.04 

1.14 
1.38 

.29 

.93 

.90 

1.01 

1.17 

.15 

T 
.19 

.05 

.28 
.23 

.43 

.20 

.41 
.03 
.30 

.12 
.46 

.07 
.16 

.06 
.73 

.21 

.01 

.08 

3.79 
3.45 
2.51 
5.84 
2,72 

MIDDLETOWN   OLMSTED   FLD 

MIDLAND   DAM   NO   7    LOWER 

MILAN                                              r 

MILANVILLE 

MILLERSBURG   2    E                      r 

.07 

.75 

1.27 
1.48 
2.10 

.86 

.27 

.09 

2.44 

T 
.02 

.14 
T 

.01 
.07 

T 

* 

.10 
2.43 
.37 
.41 
.32 

.23 
.74 

.37 
.03 
.10 

.02 
.22 

.07 

T 
.34 

.81 

.05 
.40 

.09 

.02 

T 
T 

2.78 
5.07 
2.66 
4.60 

MILLVILLE                                     r 
MONROE    FURNACE                        r 
MONROETON    2    S 
MONTROSE    3    E   HWY   SHED 
MONTROSE                                       r 

' • L 

.50 
1.19 
T 

.90 

1.85 

1.13 

.02 

.04 

T 

.38 

* 

.06 

.17 

.2f 

.41 

.31 
.41 

.20 

.01 
.08 

T 

* 
.13 

... 

* 

.31 
.39 

.70 

.46 

.13 
.37 

.02 
.04 

.58 

1.05 

.12 
.09 

.07 

.01 

.01 

.05 

2.09 
1.83 
2.99 
2.67 
3.31 

See  reference  notes  following  Station  Index 
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PENNSYLVANIA 
AUGUST  1948 


TABLE    3 -Continued 
DAILY    PRECIPITATION 


STATION 


DAY    OF    MONTH 


MOSGROTE  L  8  LOWER 
MOONT  POCONO  2  N  TO  AP  z 
MOUNT  nUION  1  i™  //     r 
MHRRTSVILLE  r 

MYERSTOWN 

NATRONA  L  4  LOWER 

NEFFS  HILLS  4  N£        z 

MESEAUINY  FALLS 

NEWBDRG  3  W 

NEW  CASTLE  1  N  PUMP  STAz 

NEWELL 
NEW  PARK 
NEWPORT 
NEW  TRIPOLI 
NORRISTOWN 

ORWELL  3  N 

PALM 

PALMERTON  z 

PARKERS  LANDING 

PARKERS  LANDING  IE     r 


PARK  PLACE  1  NW  WB  AP 

PAUPACK 

PECKS  POND 

PHIL  DREXEL  INST  OF  TECH 

PHILA  FRANKLIN  INST 

PHILADELPHIA  WB  AIRPORTz 

PHILADELPHIA  PT  BREEZE 

PHILADELPHIA  SHAWMONT 

PHILADELPHIA  WB  CITY 

PBILLIPSBDRG  7  E  AP 

PHOENIXVILLE  1  E  PUMP 
PIKES  CREEK 
PINE  GROVE  1  NE 
PINE  GROVE  HILLS  1  S 
PITTSBURGH  7  SE  WB  AP 

PITTSBURGH  WB  CITT 
PLEASANT  MOUNT  1  W 
PORT  ALLEGAN? 
PORT  ALLEGANY  3  SW 
PORT  CLINTON 

PORTLAND 
POTTSTOWN 
POTTSVILLE 
POTTSVILLE  BRIDGE 
PUNXSUTAWNEY  1 

PDNXSITTAWNEY  2  I 

PUTNEYVILLE  2  SE  2 

QUAKERTOWN 

RAYMOND  1 

READING  WB  CITY  ! 

RENOVO 

RENOVO  6  S  STATE  CAMP   i 

RETREAT  FARMS 

REW 

RICES  LANDING  L  6  LOWER 

RIDGWAY  : 

RINGTOWN  1  SW 
ROCHESTER  1  N  1 

RUSH  6  S 
SAFE  HARBOR 

SAGAMORE  1  SE 

SALTSBDRG 

SAXTON 

SCANDIA 

SCHENLEY  L  5  LOWER 

SCRANTON  WB  CITY 
SELINSGROVE  AIRPORT 
SELLERSVILLE  2  NW 
SEWARD 
SHADE  GAP 

S&AMOKIN 

SHARPSVILLE 

SHEFFIELD  6  W  CHRY  GRV 

SHIPPENSBURG 

SMETHPORT  HIGHWAY  SHED  r 

SOMERSET  WATER  WORKS 
SOMERSET  2  E  SUBSTATION 
SOUTH  CANAAN  1  E 
SOUTH  MOUNTAIN 
SPRING  GROVE 

SPRINGS  1  SW 
SPRUCE  CREEK 
STATE  COLLEGE 
STRAUSSTOWN 
STRONGSTOWN 

STROUDSBURG  SUBSTATION 

STROUDSBURG 

STUMP  CREEK 

SUNBURY 

SUNBURY  2  N  AIRPORT 

SUSQUEHANNA 

SUTKRSVILLE 

TAMAQDA 

TAMAQUA  4  N  STL  CRK  DAM  2 

TAMARACK  2  S  FIRE  TOWER 

TIONKSTA  2  SE  DAM 

TITUSVILLE  2  S 

TITUSVILLE 

TOWANDA 

TOWER   CITY    5    SW 


.55 
1.12 


1.11 

1.12 

.42 


.49 
.45 


.08 
.31 


2.17 

.87 

1.52 


.32 
.04 
.74 

2.40 
.79 

2.48 
.05 


2.64 
1.23 
1.12 


1.10 
.21 

.81 
.60 
.36 
.28 
1.90 

1.00 

.04 
1.27 
1.71 


.34 

1.37 

.12 


2.30 
1.20 


2.50 
2.93 


1.04 
.15 


.03 
.90 

1.42 
1.32 
.04 
2.24 
1.66 

.33 

2.03 

.55 

.38 

2.08 

.56 
1.60 
1.30 


.07 
T 
1.07 
.02 

.05 
.16 


1.34 
1.48 
.38 
1.38 
1.57 

.81 
.73 
.38 
.76 


1. 

.50 
1.00 

1.22 

1.05 

1.22 

.09 

.96 

.60 

.38 

1.27 


1.82 
.79 


1.88 
.19 

.01 
.30 

.62 

.54 

.48 

1.07 


.37 
1.49 


.92 
1.09 

T 
1.56 

2.59 

.55 

1.55 

1.57 

.72 

.50 
.02 

1.66 

.02 
.67 
.30 

.76 

.94 
.40 

.85 
.56 
.50 


.04 
1.10 


1.21 
.02 


.01 

1.06 

.05 


1.92 

.91 
1.06 


.51 

.30 

1.40 

1.54 

1.35 

.56 


.03 
.02 


.01 

.10 
.02 


10 


II       12       13       14       15      16       17       18       19      20      21      22     23     24     25     26     ?7     28     29     30      31 


.62 

2.00 
.38 
.46 
.78 
.03 

.53 
.40 
.48 
.66 
.31 

.36 

.62 

1.02 

1.97 

.03 

.51 
.47 
1.79 
.41 
.25 

.20 
.12 
.10 
.35 


.45 

.43 

1.63 

.01 

3.00 

.89 


.07 
.01 


.02 

.85 

.02 
.32 
.32 
.16 

.19 

.37 


1.01 

1.03 

.52 

2,28 

.42 
.25 


1.05   .40 
.03 
.75 
.21 

.09 
.30 
.69 
1.60 
.34 

.09 


.12 
.48 


1.59 

1.20 

1.41 

.28 

.37 

.46 
.23 
.39 
.27 


.24 

.53 


.09 

.08 


T 

.40 

.49 


.20 
.05 


1.87 
1.58 


1.05 
.11 


.43 
.65 

1.18 
.40 
T 

1.06 
.10 

.29 


.06 
.10 
.64 

.56 


.01 

.05 
.35 
.16 

.35 

.12 

T 

.01 

.48 

1.10 


.10 


1.15 
.08 


.06 

1.03 

.01 
T 
57 


See  reference  notes  following  Station  Inde:i 
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T 
.03 


.07 
.01 


3.37 
3.01 
3.85 

3.87 
3.96 
3.14 
7.04 

5.15 

3.73 

4.03 

7.08 

4. 

4.32 

4.30 
3.62 
5.30 
6.00 
6.15 

5.95 
5.22 
4.34 


.01 
.43 


.02 
.05 


1.78 
3.52 


5.71 

5.48 

5. 

3.20 

3.62 

3.53 

3.18 
5.22 
3.87 


2.12 

2. 

3.68 

3.16 
3.70 


3.6 

3.75 

4.03 

2.67 

4.35 

2.14 
2.24 
2.29 
2.01 
3.89 

4.46 


2.09 
1.85 
2.85 
4.37 
3.71 

4.02 
3.17 
3.25 
4.71 
3.05 

5.72 

3.29 
2.77 
2.67 

1.53 
3.06 

3.61 
2.84 
3.00 

3.28 
2.63 
2.35 
2.31 
4.31 


^m^> 


^>vVv 


TABLE    3  -  Continued 


DAILY    PRECIPITATION 


STATION 


TtmiHAKNOCt   IS  z 

THKKKLTON    //  r 

TTKONE  4   NS  BAU)  SAGL£  r 

ni(tON  CITY  1   W  r 
imiOKTOni 

VATOKKORirr 

VAKPKRGRirr   3    1  r 

YIRGINTILLK 

lAIREN 

lASHINGTON  r 

lATKOCS  9  S  LEE  FIRE  TWX 
WATSOHTOm 
WATKKSBDKO  2  W 
WATNBSBURG  1  E 
lEBSTER  MILLS  3  SW 

(ELLSBOBO 
(ELLSBOBO  2  E 
KLLSVILLE 
RRKERSTILLE 
RST  CHESTEB 

WEST  GBOYE  1  SE 
IHITESBDKG 
VILEES-BARBE 
IILLIAMSPOBT  4  SE 
IILLIAHSPOBT  4  E  WB  AP 

WILLIAllSPOKT 

flLLlAKSTOWH 

HMD  GAP  3  SW 

TOM  3  SW  PUMP  STATION 

TORE  2  S  FILTER  PLANT 

YORK  HAVEN 
YODNGSyiLLE 
2I0NSVILLE  1  SW 


PENNSYLVANIA 
AUGUST  1948 


DAY    OF    MONTH 


.39 
1.51 


.06 
1.10 
1.50 


.02 
.02 

1.30 

.03 

1.45 


10 


.92 
.58 
.70 
.41 

1.08 

.10 


13 


14 


18 


1.00 
.15 


20 


.15 
.58 
.53 

1.08 


See  reference  notes  following  Station  Index 
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21 


22 


23 


24 


25 


26  Z7     2S  29  30   31 


3.38 
3.46 
6.90 
2.73 
3.12 

4.34 
2.31 
.3.69 
4.40 
1.66 

3.22 
3.27 
3.63 
5.41 
4.11 


4.18 
2.09 
3.03 
2.32 

2.35 
2.65 
5.78 
4.36 
4.41 

3,93 

3.72 


/ 


\ 


PENNSYLVANIA 
AUGUST  1948 


TABLE    4 
HOURLY    PRECIPITATION 


STATION 


3  S  WB  AIRPORT 


ALBION 

ALLE>fTOWN  WB  AIRPORT 

BETHLEHEM  LEHIGH  UNIV 

CHAMBERSBURG 

COATESVILLE  1  SW 

ERIE  AIRPORT  6 

FRANKLIN 

GETTYSBURG  1  S 

GLENCOE 

GLEN  ROCK 

HARRISBURG 

HEWITT  2  S 

HOLTWOOD 

HUNTSDALE 

INDIANA  2  SE 

KANE  5  SE 

KIRKWOOD  1  SW 

LAMPETER  SCS  1  A 

LANCASTER  2  NE  FILTER  PLANT 

LEBANON  3  SW 

MARIENVILLE 

MEADVILLE  1  S 

MERCER  5  NE  WB  AIRPORT  6 

MERCER  HIGHWAY  SHED 

NEW  CASTLE  1  N 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHOENIXVILLE  1  E  PUMP  STATION 

READING  WB  CITY 

SCANDIA 

SHEFFIELD  6  W  CHERRY  GROVE 

SPRING  GROVE 

TITUSVILLE 

WASHINGTON 

WAYNESBURG  2  W 

YORK  2  S  FILTER  PLANT 

YOUNGS V I LLE 


BLAKESLEE  CORNERS 

JAMESTOWN  2  NW 

MARIENVILLE 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

SUNBURY  AIRPORT  2  N  6 


ALLENTOWN  WB  AIRPORT 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAKESLEE  CORNERS 

BUCK3T0WN 

BUTLER  SUBSTATION 

CHAMBERSBURG 

COATESVILLE  1  SW 

EVERETT 

GETTYSBURG  1  S 

GLENCOE 

GLEN  ROCK 

GOOD  SPRINGS  1 

HARRISBURG  3  S 

HEWITT   2    S 

HOLTWOOD 

HUNTSDALE 

KIRKWOOD   1    SW 


A.   M.    HOUR    ENDING 


.04       .06 
.02       .05 

.04 
♦  * 

.02 


.01 
.01 
.04 
.05  .02  .06 
.03 


.02       .04       .05 


.08       .03 


.10 
.09 


.03 
.02 
.09 


.06 


.02 
.03 


.01 
.03 
.04 


.02 
.05 
.05 
.13 


.03      .01 


.03 


NW 

WB  AIRPORT 


LAMPETER   SCS    1   A 

LANCASTER   2    NE   FILTER  PLANT 

LEBANON  3  SW 

LEHIGHTON 

MARTINSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MERWINSBURC 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

MOUNT  UNION  1  NW  // 

PALMERTON 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  C  i  .'Y 

PHOENIXVILLE  1  E  PUMP  STATION 

PORT  CLINTON 

READING  WB  CITY 

SAXTON 

SELLERSVILLE  2  NW 

SHADE  GAP 

SPRING  GROVE 

STATE  COLLEGE 

STROUDSBURG 

SUNBURY 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TYRONE  4  NE  BALD  EAGLE 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 


BLAIRSVILLE  6  ENE  6 

BOSWELL 

BROOKVILLE  AIRPORT  6 


.04 
.03 
.07 
.30 
.03 


.16 
.07 
.18 
.04 
.06 


.05 
.06 


.06 
.04 


.09      .02 


.02 
.04 


.04 
.02 

.03 

* 
.01 

.02 
.02 
.01 
.08 


.03  ,10 

.04  .03 

.04  .10 

.06  .03 


.01      .13 


.02      .07 


.10 
.01 


.04 


.18 
.11 


10 


12 


P.   M.    HOUR    ENDING 


-1st- 


.70 
*  * 

.19      .41      .19 

.01 


»  *  » 


.02 
.08 


.14 


.09 
.13 


.18 
.08 
.11 


.23 
.09 
.18 
.16 
.02 


.14      .02 
•  » 

.01 


.02 
.07 


.23 
.12 
.21 
.16 


.04 
.22 
.04 

.01 


.01      .03 
.36 


.04      .02      .02 


.05 
.05 
.03 


.05 
.03 
.04 


.05  .05  .03  .01 
.04  .06  .08  .02 
.05      .05      .03 


.10 


-2d- 


-3d- 


.08      .16 


.48      .12 
»  •  » 

.59      .09 

.15 

.43 


.01      .09 


.82 


.16 


.03      .13 

*  »  * 


.08      .03      .03 


.08       .20       .23 
.78       .44       .24 


.02      .58 


.14 


.06 


.10 
.62 


.18 
.09 


.02      .01 


.15  .04 
.03  .05 
.76 


.05      .25 

*  * 
.24   1.10 
.38      .02 

.05 

*  .20 


.06 
.06 
.04 

.15 
.27      .01 


-4th- 


See  reference  notes  following  Station  Indes 
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.07   .03 


.07 

.03 

.04 

.03 

* 

* 

.04 

* 

.01 

.02 

.02 

.05 

.05 
.10 


10    I 


12 


*     .08   .02 
.01   .01 


.01   .07 


.12 


.09 


.12 
.09 


.12 
.01 

.18 

* 

.09 

.06 

.06 
.01 

.08 

* 

.48 

.15 

.36 

.15 

.05 

.35 

.05 

.40 

.04 
.01 

.02 

.03 


.06 
.09 


.01   .01 


.66   .24 


.01 

.01 

.01 

.02 

* 

.03 


.01   .02 


.08 


.04 


.03   .01 
.01   .03 


.18 
.21 
.50 

.05 

.20 

.05 


.03 


.39  .05 

.22  .12 

.09  .02 
.20 


.02 


.02   .04 
•    1.30 


*  .11 
.09 

.11  .10 

.08  .01 

.01  .01 


.09   .06 

.16 

.01  I  .01 


.02 
.01 


.37   .02 


.05 


*     ,02 

.10 

«     .08 


< 

o 


TABLE    4 -Continued 


HOURLY    PRECIPITATION 

PENNSYLVANIA 

AUGUST  1948 

A. 

M. 

HOUR   ENDING 

P. 

M. 

HOUR 

ENDING 

-1 

< 

-     1- 

O 

1- 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

BUTLER   SUBSTATION 
CHARLEROI 

.01 

.02 

.10 

.10       .20 

.43 

CLARION    3    SW 

*           * 

* 

CONFLUENCE    1    SW 
CONNELLSVILLE    4    N 
CURWENSVILLE   6    NW   AIRPORT   6 

.20 

.01 

.03 

.01 
.09 

.08 
.04 
.10 

.29       .19 
.05      .03 
.20      .15 

.56 
.16 
.75 

DU    BOIS    7    E 

• 

* 

♦            .01 

ERIE   WB  CITY 

.  10 

.10 

ERIE   AIRPORT  6 

,02 

* 

.01      .03 

.06 

FORD   CITY   4    S   // 

* 

FRANKLIN 

.02 

.27      .11 

.40 

GLEN    ROCK 

.04 

.01 

.10 

.10      .10 

.30 

GREENSBURG   2    E   HIGHWAY   SHED 

.03  . 
.01 

.05 

HAWLEY    1    S    WALLEN   DAM 
HOLTWOOD 

.04       .01 

.02 

.01 

.01 

.02 

.01 

.13      .19 

.35 
.07 
.06 

HOKE 

INDIANA    2    SE 

.02       .08 

.10 

JABESTOWN   2    NW 
JOHNSTOWN   2 

.01 

.01 

.02 

.02 

.01 

.01 

.07 

.08       .05 
.02       .01 

.13 
.18 

KANE    5    SE 

.02 

,02 

KARIENVILLE 

.02 

.02 

MEADVILLE    1    S 

.01 

.03       .12 

.16 

MERCER   5    NE   WB   AIRPORT   6 

.02 

.01 

.01 

.04 

.06       .02 

.16 

MERCER   HIGHWAY   SHED 

1* 

•            .23 

MURRYSVILLE 

.01 

.09 

.10 

.05      .05 

.30 

NEW   CASTLE    1    N 

.06 

.09      .13 

.28 

PARKERS    LANDING    1    E 

.01 

.10 

.20 

13      .16 

.60 

PHILADELPHIA   WB   AIRPORT 

.01 

.02 

.01 

.02 

.03 

.04 

.04 

.03 

.04 

.02 

.11 

19      .18 

.48 

PHILADELPHIA   POINT   BREEZE 

.01 

.01 

.03 

.02 

.05 

.03 

.04 

.02 

.26 

PHILADELPHIA   WB   CITY 

.03 

.03 

.03 

.03 

.03 

.04 

.01 

.21 

PHILLIPSBURG   7    E    AIRPORT 

.01 

.  20 

PITTSBURGH    7    SE    WB   AIRPORT   // 

.01 

.01 

.03 

PITTSBURGH   WB   CITY 

.01 

01 

.10 

09      ,09 

.30 

PUNXSUTAWNEY   2 

.02 

.04 

24 

.34 

18      .06 

.88 

PUTNEYVILLE    2    SE 

,10 

.10 

RIDGWAY 

08      ,17 

.25 

ROCHESTER    1    N 

05      ,04 

.09 

SHEFFIELD   6   W  CHERRY   GROVE 

.02 

26 

.12 

18      ,13 

.71 

SMETHPOHT  HIGHWAY   SHED 

01       ,06 

.07 

STRONGSTOWN 

,01 

.01 

TIONESTA    2    SE   DAM   // 

.02 

.02 

TITUSVILLE 

.05 

05      ,10 

.20 

TUNNELTON   // 

.01 

01 

.06 

01       ,01 

.10 

TYRONE   4    NE   BALD   EAGLE 

.01 

.01 

06      .06 

.12 

UNION   CITY   1    W 

.02 

V.1NDERGRIFT   2   W 

.01       . 

09      .04 

.14 

WASHINGTON 

.01 

.  01 

.01 

01 

.15      . 

14      .09 

.39 

WAYNESBURG   2   W 

.01       . 

39 

.29      . 

15      .15 

1.02 

YORK   2    S   FILTER  PLANT 

.01 

01 

• 

35 

.76      . 

35      .18 

1.84 

YOUNGS  V I LLE 

-5 

th- 

.01 

.01 

01 

.02 
.03 

ALLENS   MILLS 

, 

* 

♦ 

*           * 

* 

k           * 

*           *           * 

*           *           ^ 

* 

ALLENTOWN   WB   AIRPORT 

.24 

07 

.17 

16 

21 

.24 

14 

46 

.08 

* 

AUSTINBUKG   2    W 

AVOCA   WILKES-BARRE    SCRANTON  AP   6 

.01 

.01 

.01 

.06 

.06 

.06 

.07      .11      .07 

* 

.11      .04      .19 

*          *          * 

.08 

* 

23       .11 
06      * 

.14 

09      . 

04 

.04 

* 

.02      . 
.36 

01 

.01      . 

01 

1.77 
1.58 

BETHLEHEM   LEHIGH   UNIV 

.13       .09 

05 

.07 

23 

16 

.27 

52 

50 

.04 

2.06 

BLAIN 

.04 

.03 

.08       .32 

06 

.01 

02 

01 

BLAIRSVILLE   6    ENE   6 

* 

.02 

4> 

* 

* 

* 

*            .96      * 

*          *          * 

* 

58      * 

*                4 

4 

.06 
.02 

.57 

BLAKESLEE   CORNERS 
BOSWELL 

.06 

.12 

.33 

.40 

.01 

.02      .18 
.01 

08 
08 

.17 
.01 

32 
07 

33 
11 

.40 
.08 

34 

16 
01 

.05 

2.07 

BROOKVILLE   AIRPORT  6 

BUCKSTOWN 

BUTLER    SUBSTATION 

.19 

.36 
.11 

.21 

* 
.17 

.01 

* 
.01 

*            .72      » 

.01 
.01       .01       .05 

.04      ,01 

08 
01 

♦ 

.01 

.07 

65      1 

01 

01 

*           4 

* 

* 

.02 

1.29 
.11 

CANTON    1    NW 
CARTER   CAMP 
CHAMBERSBURG 

.01 

* 

.01 
.12 
.02 

.01 
.16 
.09 

.08 
.03      .03 
.40      .05 

05 
04 

.30 
.12 

18      . 
03      . 

12 
07 

.05 
.05 

12      . 
20      . 

08 
15 

.03      . 
.22      . 

12       . 
18       . 

05 
10 

.03 
.04 

.32       . 

.04       . 

10 
02 

.02       . 

03      .05 

.91 

1.76 
1.60 

CHARLEROI 

* 

* 

^t 

* 

t 

*          *           * 

*                *                i 

*        2. 
.16      . 
.22      . 
.49      . 
.01       . 

70 

05      . 
14       . 
03 
01 

.56 

CLARION    3    SW 
COALPORT 

COATESVILLE    1    SW 
CONFLUENCE    1    SW 
CONNELLSVILLE   4    N 

.19 
.10 

.02 
.57 

.15 

» 

.15 
.32 

.09 

.55 
.02 

.11 

* 

.04 
.09 

.15 
.50 

.01 
.01 

.20 
.20 
.05 
.05 
.01 

.03      .03 
.10      .02 
.02      .01 
.01      .04 
.14      .01 

06 
03 
01 

01 

.14 

.01 
.01 
.08 

08      . 

05  . 
01 

06  . 
01 

06 
08 

02 

02 
04 

.01 
.02 

01 

.03 

.01       . 

01 

2.70 

1.53 

1.56 

.63 

.98 

CRESSON    1    E    SUMMIT 

.01 

.04 

.01 

.21 

.16 

22 

.02 

03 

04 

.06 

05      . 
88      • 

03 

1.27 

CURWENSVILLE   6    NW   AIRPORT  6 

* 

.11 

* 

*     ;     1 

*           ,63      * 

«          1 

] 

*          * 

.88 

DINGHANS   FERRY 

• 

* 

* 

.39 

DRIFTWOOD 
DU   BOIS   7   E 
DUNLO 
DUSHORE 

.10 
.05 

.03 
.20 
.04 

.11 
.05 
.01 

.03 
.25 
.21 

.15 
.04 
.33 

10 
07 
03 

.06       .05 
.02 

.01 

05 
01 
01 

.08      . 
.06       . 
.02       . 

02  . 
21       . 

03  . 

02 
30 
05 

.27      . 
.10      . 
.15      . 
.07      . 

03  . 
26       . 
18      . 

04  . 

04 
19 
17 
01 

.02      . 
.15      . 
.01 

49       . 
15      . 

70 
05 

.17 

.01       '. 

03 
01 

.01 

.09 

1.85 

1.62 

1.82 

.91 

EAGLES   MERE 

.18       . 

04       . 

06 

.10      . 

02       . 

01 

.04      . 

05      . 

05 

* 

*           * 

*          * 

« 

* 

EMPORIUM 
ENGLISH  CENTER 
ERIE   WB  CITY 

.03 
.01 

.06 
.01 

.14 
02 

.10 

.12 
.03 

08 
02 

.06       .01       . 

.03                  '. 

08 
10 
01 

.15      . 
.05      . 
.05      . 

10      . 
01       . 
07      . 

03 
09 
14 

.07      . 
.17      . 
.24      . 

04       . 
28      . 
08      . 

01 
17 
12 

.04      . 
.18      . 
.16       . 

06       . 
10      . 
14       . 

01 
02 
06 

.03 
.04 

.02      . 
.02      . 

01 
01 

.01      . 
.01 

01       .01 

.60 
1.83 
1.16 

ERIE   AIRPORT  6 

EVERETT 

FORD   CITY   4    S   // 

FRANKLIN 

GETTYSBURG    1    S 

* 

.18 
.10 

.17 

.17 
.10 
.01 

.25 
,09 

* 

* 

.32 

.11 

.03 

►           * 

¥               * 

05      .07 
10      .06 
14      ,54 

*           .14      » 
.73 

.06      .09      . 
.02      . 
.14      .30 

02 
02 

*           * 

.04      . 
.04      . 

* 

08      '. 
05      . 

01 
04 
10 

♦ 

.01      . 
.02      . 
.01 

01 

03      . 
01 

03 

.01 

.13 

.82 

1.40 

.80 

GLENCOE 

GLEN  ROCK 

GOOD    SPRINGS    1    NW 

.01 

.06 
.01 

.13 

.50 
.03 

03 

04 

.01      . 
.16      .04      . 

02 
01 

.26       '. 

04      . 
03 

02 

.01 

1.16 
.80 
.61 

GREENSBURG   2    E   HIGHWAY   SHED 
HARRISBURG    3    S   WB    AIRPORT 

.21 

.45 

19 

.05 

03 

03 

.05      .09      '. 
.19      . 

20 
10 
42 

.30 

.09      . 
.11       . 

35      . 
06      . 
01 

11 
07 

.04 
.01       . 

01 

01 

.03      . 

04      . 

01 

.01 

1.10 
1.44 

HAWLEY    1    S    WALLEN   DAM 

.73 

HEWITT    2    S 

HOLLIDAYSBUKG 

HOLTWOOD 

HOME 

HONESDALE   6    N   TANNERS   FALLS   // 

.14 

.04 
08       .02 

f           * 

.18 

.01 
.02 

* 

63 
09 
27 
77 

30 
17 

.13      .01 
.04      .03      . 

.14      .01      . 

02 
24 

.06 

.16      . 
.03      . 

01      . 
09      . 

01 
01 

♦                        * 

.01       . 
.02       . 
.33       . 
.04 

01 
02 

15 

02 

*          * 
.01      . 

* 
01 

»          * 

*        2. 

21 

2.21 

.87 

.70 

1.09 

1.64 

HUNTSDALE 

K               Ik 

^                     ^                     «                 1 

07 

10 

.10 

20      . 

38 

.26      . 

09      . 

01 

.01 

. 

03 

.04      . 

04       .01 

1.37 

INDIANA   2    SE 
JACKSON   SUMMIT 

.30 

36 

34 

.25 
.06 

10 
12 

01 
02 

.02      .04       . 
.11       .06       . 

04 
02 

.12       . 
.10      . 

♦ 
09      . 
06       . 

07 
06 

.07      '. 

* 
02 
03      . 

27 

*          * 
.03      . 
.11      . 

03 
15       . 

19 

* 
.13 

* 

.12       . 

28 

.06      . 

02       .01 

1 

1.82 
2.05 

I 
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TABLE    4  — Continued 
HOURLY    PRE3IPITATI0N 


A. 

M. 

HOUR    ENDING 

p.   M.    HOUR    ENDING 

_l 
< 
1- 
O 

1- 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

JAMESTOira  2  NW 

JOHNSTOTTN  2 

KAlffi  5  SE 

KIRKWOOD  1  SW 

LANCASTER  2  NE  FILTER  PLANT 

LAUHELTON  STATE  VILLAGE 

LEBANON  3  SW 

.02   .02 
.07   .01 
.01 

.03 
.13 

.04 

.01 
.29 
.02 
.05 

.05 
.18 
.13 
.06 
.02 

.01 

.05 
.12 
.08 
.04 

.01 

.03   .05 

.04 

.20   .40 

.11   .50 
.10 

.11 

.08 
.10 
.12 
.27 
.35 

.02   .08   .05 
.02   .12   .20 

.10   .05   .01 
.20   .20   .08 
.16   .28   .01 
.30   .35   .35 

.04 
.17 
.40 
.14 
.08 

.25 

.01 
.21 

.40 
.03 

.18 

.22 

.07 
.14 

.01   .03   .03 
.02 

.02   .01 

.19 

.88 
1.51 

.67 
1.50 

.80 
1.38 
2.02 

LEHIGHTON 

.12 

.16   .22 

.10 

.06   .03   .01 

.01 

.01 

.72 

LEWISTOWN 

.01 
.11   .10 

.01 
•     .02 

.03 

.01 

.10 

.08   .22 

.10 

.12   .16   .17 

.11 

.09 

.12 

.03   .01   .01 

.01   .01   .01 

1.40 

LOCK  HAVEN  2 

MARIENVILLE 

MARTINSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

!08 
.02 

.04 

.02 

♦ 

.20 
.05 

.09 
.10 

* 

.14   .06 
.38   .02 
♦     .72 

.10 

* 

.11   .10   .08 

*    *    * 
.07   .06   .18 

.05 
.02 

* 
.24 

.11 
.01 
.04 
.31 

.02 
.02 
* 
.19 

.02   .01 
.01 

»    »    « 
.13   .02 

*     .01 

.01 

.07   .05   .01 

1.42 
.66 

1.34 

MEADOW  RUN  PONDS 

.20 

BEADVILLE  1  S 
MEDIX  RON 

.03   .03 
.03   .10 

.05 
.12 

.03 
.07 

.04 
.16 

.09 

.91 

.09   .04 

.01 
.03 

.02   .01   .04 

.20 

.23 
.06 

.19 

.21   .17   .07 

.01 

1.88 

IIEECEB  5  NK  WB  AIBPOHT  6 

*     .06 

* 

« 

* 

* 

»     .22 

* 

*    *    • 

* 

.19 

HERCER  HIGHWA7  tiiUiU 

.09   .02 

.05 

.02 

.02   .05 

.01 
.36 

.27   .26   .20 

.24 

.14 

.75 

.28       .10 

2.67 

BERWINSBURG 

.01 

.01 

.01   .01 

.26 

.28   .22   .13 

.17 

.15 

.09 

.06   .28   .07 

.14   .14   .06 

.01 

2.10 

MILAN 

.06 

.35 

.25   .10   .02 

.02 

.01 

.04   .01 

.86 

MILLERSBURG  2  E 

.02 

.28   .05   .05 

.02 

.02   .03   .01 

,01       .01 

.50 

MILLVILLE 
MONROE  FURNACE 

.04 

.01 

.10 

.24 

.25   .05 

.20   .09   .04 
.08   .12 

.09 
.03 

.07 
.05 

.01 
.12 

.20   .10 

.01   .01   .06 

.03   .07   .02 

1.19 
.90 

MONTROSE 

MOONT  POCONO  2  N  WB  AIRPOET  // 

MOUNT  UNION  1  NW  // 

MURRYSVILLE 

NEFFS  MILLS  4  NE 

.20   .31 
.01   .06 

.34 
.01 

.06 
.14 

.24 
.13 
.07 

.40 
.05 
.20 

.02 
.03 

.07   .08 
.25   .08 

.09 
.01 
.07 
.01 

.08   .18   .39 
.03   .03 
.05   .03 
.01   .10   .01 

.35 
.03 

.04 

.36 
.03 
.01 
.05 
.01 
.12 
.01 
1.14 

.25 
.01 
.04 

.30   .01   .07 

.01 

.04   .01 

»    •    * 

.04   .02 

.01 

2.17 
.87 

1.52 
.90 
.47 

NEW  CASTLE  1  N 

PALMERTON 

PARKERS  LANDING  1  E 

.10   .19 
.15   .12 

.12 
.06 

.10 

.01 
.11 

.02 
.04 

.01   .01 

.11 

.04   .01 
*     .01 

.37 
.01 

.45   .42   .34 
.08   .08   .18 

«    *    * 

.36 
.13 

* 

.43 

« 

•     .08  • 

*    *     .03 

2.65 
1.12 

PARK  PLACE  1  NW  WB  AIRPORT  6 

* 

^ 

.01 

* 

.05 

.38 

!oi 

.35 

.01 

.81 

PHILADELPHIA  WB  AIRPORT 

.01   .01 

02 

.06 

.06 

.09   .37 

.62 

PHILADELPHIA  POINT  BREEZE 

!o3 

.15 

.01 

.23 

.28 

PHILADELPHIA  WB  CITY 
PHILLIPSBURG  7  E  AIRPORT 

.07 

.08 

.02 

.10 

.01 
.15 

.29   .22 

.16 

.08       .10 

.25 

!l3 
1.05 

* 

*.07   ,07 
.12 

1.94 
1.17 

PHOENIXVILLE  1  E  PUMP  STATION 

*    * 
.35   .15 
.02   .04 
.06   .01 

*        *        * 

« 

« 

*     *     » 

*    •    * 

•    •    • 

* 

PIKES  CREEK 
PINE  GROVE  MILLS  1  S 
PITTSBURGH  7  SE  WB  AIRPORT  // 
PITTSBURGH  WB  CITY 

* 

.05 
.35   .33 
.06   .08 

* 

.02 
.35 
.06 

.29 
.22 

* 

.10 
.02 
.10 

.10 
.06 
.09 

.03 
.02 

.05   .15   .14 
.05   .07   .02 
.01   .02   .02 
.03   .07   .05 

.09 
.04 
.02 
.17 

.07 
.04 
.01 
.18 

,10 

.10   .10 

.01   .04 

1.27 

1.71 

.78 

.85 

PLEASANT  MOUNT  1  W 
PORT  CLINTON 
PUNXSUTAWNEY 
PUTNEYVILLE  2  SE 
RAYMOND 

READING  WB  CITY 
RENOVO  6  S  STATE  CAMP 
RIDGWAY 

.18   .14 

.13   .22 

.01 

.11   .10 

.18 
.20 
.04 

.04 
.05 

.17 
.34 
.05 

.04 
.06 

.04 
.08 

.03 
.12 
.14 

.04 
.08 
.10 
.04 
.10 
.02 

.15   .10 
.03   .03 
.10   .10 
.08   .09 
.24   .41 
.06   .24 
.01   .01 

.55 
.26 
.11 
.04 
.08 
.10 

!30   !22   .08 
.11   .02   .11 
.04   .06   .04 
.09   .01   .02 
.29   .11   .32 
.12   .03   .25 
.02   .15   .15 

.28 
.02 

.10 

.25 
.10 

.02 
.01 

.30 
.10 
.32 
.13 

.01 
.04 
.30 
.03 
.23 
.14 

.07 
.01 
.23   .12   .25 

.10   .03 
.02   .01 

.18   .13   .07 
.01 

.03 

1.7(1 
1.42 
1.55 
2.24 
1.6€ 
2.03 
1.25 
1.3C 

ROCHESTER  1  N 

.19   .42 

.29 

.02 

.03 

.02 

.02   .01 

.06 

.08   .06   .10 

.8( 

SAXTON 
SCANDIA 

.01 
.01   .09 

.01 
.12 

.10 
.08 

.23 
.09 

.40 
.06 

.01 

.08   .10 

.01 
.07 

.02   .01 
.08   .11   .09 
03   .11   .13 

.08 
.29 

.13 
.07 

.11 
.11 

.03   .03   .01 
.03   .03 

.01 

.01 

1.3J 

.8] 

SCRANTON  WB  CITY 

SELLERSVILLE  2  NW 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SHETHPORT  HIGHWAY  SHED 

* 
.02   .01 

* 

.11 
.01 

.10 
.07 

.15 
.10 
.17 

.50   .08 
.10   .08 
.02 

.04 
.02 

.16   ,05 

.01 

.11   .18   .02 
.01        .09 
.01   .07   .12 

.01 
.09 
.05 
.12 

.02 
.10 
.14 
.23 

.10 

.02 
.11 
.33 

.03 

.01 

.01   .02 

.10   .10   .02 

.17   .10 

.06   .01   .01 

.05   .01   .01 

.3J 
.71 

1.0« 
1.0( 
1.2; 

SOUTH  CANAAN  1  E 
SPRING  GROVE 
STATE  COLLEGE 
STRONGSTOWN 
STROUDSBURG 
SUNBURY 

.02 
.15   .26 

.07 
.20 

.04 
.27 

.03 
.15 

.13 
.05- 

.35 
.13   .32 

.02 
.03   .07 

.05 

.10 
.08 
.06 
.13 
.35 

ids   .37   .01 
.01   .03   .09 
.10   .02   .09 
.25   .15   .30 
.20   .17   .06 
*    *    * 

.19 
.09 
.25 
.03 

« 

.11 
.07 
.10 

.65 

.05 
,35 

* 

.01  . 

.01 
,11 
,01   .03 

»    »    * 

.04   .04 
*     .07  • 

*    *     .02 

.9; 

1.2' 

1.5- 

1.8 

.9 

SUNBURY  AIRPORT  2  N  6 
TAMAQUA  4  N  STILL  CREEK  DAM 
TIONESTA  2  SE  DAM  // 
TITUSVILLE 

.05   .04 
.01 

.06 
.10 

.06 
.06 

.09 
.06 

.02 
.08 
.02 

.01   .08 
.01   .01 
.03 

.01 

.32 
.10 

.16 

.40   .29   .12 
.11   .10   .07 
.02   .08   .01 
.17   .24   .06 

.02 
.Ob 
.03 
.02 

.07 
.05 
.04 
.12 

.01 
.02 
.01 

.03 
.02   .09   .08 

.09   .07   ,09 

.02   .04   .01 

1.3 
.9 
.4 

1.3 

TOWANDA 

.08   .09   .06 

.12 

.10 

.17 

.02   .01   .01 

,09   ,05   ,05 

.01   .01 

.8 

TUNKHANNOCK  1  S 

TUNNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

.12   .20   .31 

* 

.27   .14 
*     .27 

.13 
.10 

.02   .03 
.20   .20 

.06 
.10 

!o9   !07   .05 
.02   .13 

.05 
.05 

.05 

.01 

.09 

.04 
.02 

1.5 

1.2 

.2 

UNION  CITY  1  W 
VANDERGRIFT  2  W 
WASHINGTON 

.03   .03   .01 
.11   .35   .34 
.50   .60   .16 

.05   .07 
.10   .17 
.07   .05 

.06 
.03 
.01 

.01 

.08   .03 
.01 

.03 
.07 
.09 

.03   .06   .01 
.06 

.03 

.01 
.01 

.01 

.01   .01 

1.4 
1.51 
1.0 

WAYNESBURG  2  W 

.60   .10   .01 

.07   .01 

.02  .Oi 

.01 

.09   .01   .01 
.  12 

.0: 

01 

.01 

.1 

WEBSTER  MILLS  3  SW 
WELLSBORO  2  E 

.05   .13   .07 

.06   .02   .06 
.02   .18 

.18   .04   !06 
.20   .10   .10 

!06 
.06 

.32   ]ll 
.09   .10 

.10   .10   .19 
.15   .08   .02 

.24   .11   .04 
.01 

.04       .01 
.01   .01   .02 

1.9 
1.1 

WILLIAMSPORT 
WIND  GAP  3  SW 

!09   !l5 

.16   .19   .13 

.30   .32   .37 

.13   .02 

1.8 
.5 

YORK  2  S  FILTER  PLANT 
YOUNGS  V I LLE 

.10 

.01   .03   .07 
.10   .08   .02 

.15        .10 
.02   .04   .03 

.18 

.01   .08   .07 

.05   .01   .09 

.02 

.7 

-6th- 

- 

AVOCA  WILKES-BARBE  SCRAHTON  AP  6 

*     .03  « 

* 

* 

* 

•    .02 

« 

*    «    * 

*     .03 

BLAIRSVILLE  6  ENE  6 

.05 

.0 

BUCKSTOWN 

.01 

.01   .01 

.0 

BUTLER  SUBSTATION 

.0 

CANTON  1  NW 

.01   .01   .01 

.01  .01  .01 

.01 

.01   .01 

.0 

CARTER  CAMP 

.04   .01   .01 

.01 

,1 

DINGMANS  FERRY 
DUNLO 

.05 

.01 

!oi 

.01 

,0 
.7 

DU SHORE 

*    * 

* 

* 

* 

* 

*     .15 

.0 

EAGLES  MERE 

.02 

.01 

.02 

.06 

.0 

GREENSBUEG  2  E  HIGHWAY  SHED 

.01 

.0 

HOME 

.1 

HONESDALE  6  N  TANNERS  FALLS  // 

.03   .07 

.01   .01 

.0 

JACKSON  SUMMIT 

.01 

.01 

•  Oj. 

.0 

MEADOW  RUN  PONDS 

.01 

.02 

.0 

MEADVILLE  1  S 

.0 

MILAN 

.03 

.02   .02   .02 

.0 

MONTROSE 

.02 

.01 

.01 

.0 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

.01 

.07 

.03 

.1 

MOUNT  UNION  1  NW  // 

1 

See  reference  notes  following  Station  Index 
-  182 


^S;V: 


TABLE    4 -Continued 
HOURLY    PRECIPITATION 


STATION 


PARK  PLACE  1  NW  WB  AIRPORT  6 
PIKES  CREEK 

PLEASANT  uamrr  i  w 

RAlillOiro 

SCRAKTON  WB  CITY 

SHEFFIELD  6  W  CHERRY  GROVE 

SOUTH  CANAAN 

STATE  COLLEGE 

STRONG  STOWN 

TOWANDA 

TUNKHANNOCK  1  S 

UNION  CITY  1  W 

lELLSBORO  2  E 

WILLIAMSPORT 


ALLENS  MILLS 

BLAIRSVILLE  6  ENE  6 

BOSWELL 

BROOKVILLE   AIRPORT   6 

BUCKSTOWN 

BUTLER  SUBSTATION 

CONNELLSVILLE  4  N 

CURWENSVILLE  6  NW  AIRPORT  6 

DD  BOIS  7  E 

DUNLO 

FRANKLIN 

GLEN  ROCK 

GOOD  SPRINGS  1  NW 

GREKNSBURG  2  E  HIGHWAY  SHED 

HOLTWOQD 

HUNTSBAUE 

INDIANA  2  SE 

MOUNT  UNION  1  NW  // 

MURRYSVILLE 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHOENIXVILLE  1  E  PUMP  STATION 

READING  WB  CITY 

RIDGWAY 

HOCHESTKB  1  N 

SELLKESVILLE  2  NW 

SHEFFIELD  6  W  CHERRY  GROVE 

SPRING  GROVE 

STRONGS TOWN 

UNION  CITY  1  W 

VANDERGBIFT  2  W 

YORK  2  S  FILTER  PLANT 

YOUNGSVILLE 


ALLENS  MILLS 

AUSTINBURG  2  W 

BLAIN 

BOSWELL 

BROOKVILLE  AIRPORT  6 

BUTLER  SUBSTATION 

CARTER  CAMP 

CLARION  3  SW 

CONFLUENCE  1 

CURWENSVILLE 

DU  BOIS  7  E 

DUNLO 

EAGLES  HERE 

ENGLISH  CENTER 

ERIE  WB  CITY 

ERIE  AIRPORT  6 

FRANKLIN 

GLENCOE 

GOOD  SPRINGS  1  NW 

HARHISBUBG  3  S  WB  AIRPORT 

HOKE 


SW 

6  NW  AIRPORT  6 


HUNTSDALE 

JAMESTOWN  2  NW 

KANE  5  SE 

LEBANON  3  SW 

LEW  I  STOWN 

MEADVILLE  1  SW 

MERCER  5  NE  WB  AIRPORT  6 

MERCER  HIGHWAY  SHED 

MURRYSVILLE 

PARKERS  LANDING  1  E 

PHILLIPSBURG  7  E  AIRPORT 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PUTNEYVILLE  2  SE 

RAYMOND 

READING  WB  CITY 

RIDGWAY 

SCANDIA 

SUNBURY  AIRPORT  2  N  6 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TUNNELTON  // 

UNION  CITY  1  W 

WAYNESBURG  2  W 

WELLSBORO  2  E 

WILLIAMSPORT 


ALLENS  BILLS 
BOSWELL 


PENNSYLVANIA 
AUGUST  1948 


A.   M.    HOUR    ENDING 


•  .01 

.03       .03 

.01 

.03 
.01 

.02       .01 
.01       .02 

.01 
.01 


.01 
.01 


.08       .02 
.27 


.01 
.01 


10 


12 


.10 

.01      .01 


.01 
.01 


.01  .01 


p.  M.    HOUR    ENDING 


-7th- 


*       »       * 


»       *       « 


.01 
.05 


10 


12 


.02 


.05 


.01 

.01       .01 


.03       .01 
.01 

.10 


.12       .01 
.22 


01      .03 
.18 


-8th- 


.01 


.17 


.21 


.01 
.02 


.01 
.26 


.05 


.38 

.05 


.06       .03       .02 

*  *  • 

.01       .01 


. 

* 

.17 

* 

.19 

* 

* 

* 

* 

.01 

.03 

.15 

* 

.17 

.03 

.06 

.28 

.05 

* 

.05 

.03       .01 


.01 
.01 


.04 
03 


.16 
.40 
.01 


.02 

*  * 

.01 

.11 
.05 
.15      .08 


22       .20 


.01 

*  «  » 


.19 


.06 


.08       .11 
.01       .01       .01 


.02 
,10      .02       .01 


-9th- 


See  reference  notes  following  Station  Index 
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.10 
01       .13 


.01 

*     • 


.10 
.02 


.01 
.01 

.01 


♦     * 

.04 

.03 

.01 

.03 


*     * 
.02 


•     * 


.01   .02 
.15 


.18   .01 

*     * 


.05 


*     * 


.16 
.08 


.11 
.01 


.09   .01 


.01   .03 


< 

o 


.37 
.09 
.02 
.02 
.02 
.03 
.01 
.05 
.04 
.03 
.19 
.02 
.01 


.02 
.07 
.01 

.02 
.03 
,02 
.02 


.06 

* 

.25 

.07 

.10 

.11 

.16 

.45 

.27 

.80 

.15 

.50 

.11 

.34 

.04 

.27 

.18 

.39 

.02 


.10 
.03 
.19 


.50 
.05 
.14 

.02 
.02 
.01 

« 
.11 

.22 
.02 
.30 
.12 
.08 

.01 
.14 
.15 
.02 
.19 

.28 
.04 
.25 
.07 
.16 
.09 
.10 
.58 
.01 
.10 
.01 

.05 
.02 
.11 
.33 
.13 
.07 
.01 


1.21 
.01 


PENNSYLVANIA 
AUGUST  1948 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


STATION 


BROOKVILLE  AIRPORT  6 

BUCKSTOWH 

BUTLER  SUBSTATION 

CONFLUENCE  1  SW 

CONHELLSVILLE  4  N 

DUKLO 

EAGLES  HERE 

ENGLISH  CENTER 

FORD  CITY  4  S  // 

FRANKLIN 

GLENCOE 

GLEN  ROCK 

GREENSBURG  2  E  HIGHWAY  SHED 

HARRISBURG  3  S  WB  AIRPORT 

HOLTWOOD 

HOME 

HUNTSDALE 

INDIANA  2  SE 

JIERCER  5  NE  WB  AIRPORT  6 

MERCER  HIGHWAY  SHED 

NEW  CASTLE  1  N 

ROCHESTER  1  N 

SELLERSVILLE  2  NW 

WAYNESBUKG  2  W 

YORK  2  S  FILTER  PLANT 


ROCHESTER  1  N 

STROUDSBURG 

TITUSVILLE 


ALLENS  MILLS 

ALLENTOWN  WB  AIRPORT 

AUSTINBURG  2  W 

AVOCA  WILKES-BARRE   SCRANTON  AP  6 

BETHLEHEM  LEHIGH  UN IV 

BLAIN 

BLAIRSVILLE  6  ENE  6 

BOSWELL 

BROOKVILLE  AIRPORT  6 

BUCKSTOWN 

BUTLER  SUBSTATION 

CANTON  1  NW 

CARTER  CAMP 

CHAMBERSBURG 

CLARION  3  SW 

CO ALPORT 

COATESVILLE  1  SW 

CONFLUENCE  1  SW 

CONNELLSVILLE  4  N 

CURWENSVILLE  6  NW  AIRPORT  6 

DINGMANS  FERRY 

DRIFTWOOD 

DU  BOIS  7  E 

DUNLO 

DUSHORE 

EAGLES  MERE 

EMPORIUM 

ENGLISH  CENTER 

ERIE  WB  CITY 

ERIE  AIRPORT  6 

EVERETT 

FORD  CITY  4    S   // 

FRANKLIN 

S 


A.   M.    HOUR    ENDING 


»       *       * 


*       *       * 

.04      .01      .01 


*  *  * 

»  .03 


01      .01 


.04 
01      .01 


.01      .01 
.06      .01 


.02 

*  .60 

.01      .01      .01 


E  HIGHWAY  SHED 
S  WB  AIRPORT 


GETTYSBURG  1 

GLENCOE 

GREENSBURG  2 

HARRISBURG  3 

HAWLEY  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLLIDAYSBURG 

HOME 

HONESDALE  6  N  TANNERS  FALLS  // 

HUNTSDALE 

INDIANA  2  SE 

JACKSON  SUMMIT 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

KANE  5  SE 

LANCASTER  2  NE  FILTER  PLANT 

LAURELTON  STATE  VILLAGE 

LEBANON  3  SW 

LEHIGHTON 

LEWISTOWN 

LOCK  HAVEN  2 

MARIENVILLE 

MARTINSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MEADOW  RUN  PONDS 

MEADVILLE  1  S 

MEDIX  RUN 

MERCER  5  NE  WB  AIRPORT  6 

MERCER  HIGHWAY  SHED 

MERWINSBURG 

MILAN 

MILLVILLE 

MONROE  FURNACE 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

MOUNT  UNION  1  NW  // 

MURRYSVILLE 

NEFFS  MILLS  4  NE 

NEW  CASTLE   1    N 


.29 


P.   M.    HOUR    ENDING 


.54 
.10 


.01 


01       .01 


.05 
.13 


.30 


-10th- 
-11th- 

,11      .09      .01 


,14      .01 


,01      .01 


10 


12 


< 
o 


.10 


.01      .01 
.18      .20 

.07      .01      .06 


.06 


.05 
.36 


.11 
.09 


.05 
.08 


.01 
.12 


.06 
.01 


.11 
.60 


.08 
.34 

.05 


.38 
.14  .01 
.01      .08 


.05 


.03 


.12 
.30 


.02 
.02 


.16 
.01 


.05      .01 


.52 


«  « 


*  • 

.20    1.45 


.01       .01 


,01       .01 

,01       .01       .03 


,09      .20      .31 
>  .04 


,06 

"  .74      * 

.05 
.30      .24      .38 


.04 
.02 


.01 
.03 


'  .06 


.03 


.01 


.08 


.06       .01 


*  .06      » 

.04      .14      .08 


.09      .08 


.02 

.13      .02 


.14      .06 

.09 

.30 
.04      .03 


.01      .01 


.01 


.01 
.03      .08 


.06       .01 


.24      .06 

.05 


.02 


.25 
.10 


.10 
.01 


.12 
.03 


.01       .01 
.01 


.06 


.01       .03 


.01 


.16 
.28 


.02 
.01 


.29  .24 

.03  .10 
.16 

.02  .02 

.08  .01 

.01  » 

.11  .01 

.39  .06 


.19 

.01 


.01 
.09 


.12 
.06 


.01 
.12 
.15 


.01 
.04 


.06 

«     ^ 
.01 


.01 
.03 
.07 


.10 
.02 


.03 
.01 


.07 


.14 
.05 
.01 
.01 
.61 


.33 

.01 


.08      .01 

.04 

.15 

.09 


.04 
.02 


.01 
.01 


.01 


,01 
,01 


.08 

.13 
.22 

.02 
.01 

.03 

.37 

.01 
.02 

.09 

.12 

.17 
.04 

.10 
.13 

.09 

.03 

.07 

.03 

.04 

.01 
.10 

• 

.01 

.07 

* 
.16 

.13 

.16 

* 

.15 

.20 

* 
.20 

* 

* 
.04 

* 

.01 

.01 

.25 

.90 

.22 

.06       .52 
.18      .02 


.01 

.09      .01 


.04  .06 

.18  .01 

*  * 

.01  .01 
.02 

.05  .07 


.20 
.02 
.09 
.57 


.01 


.01 
.19 


.14 
.05 
.01 
.01 


.03 
.08 

.08 
.02 

.01 
.02 


.10 
.06 


.21       .27 
.06       .13 


•  .01 

»         1.76 
.02 

.03 
.02  .05 
.01  .24 
,03  .24 
.20 

.03      .02 
.01 

.01 

«  .60 

.03  .06 

.24  .06 

.10  .01 
.01 

*  « 

.29  .20 

.20  .27 


.31 
.19 
.01 
.04      .02 


.05 


.05 
.01 


.25      .09 

*        :  » 
.20 


.06 


.06 
.05 


.25 


.01 

.01 

* 

.01 

.01 

.09 


.04 
.02  .01 
.06 

.01      .02 
*  .96 


.24 

.18 


.03      .02 
.16      .20 


.02 
.07 
.06 


.03 
.01 
.05 

.01 
.03 


.10 

.07 
.08 


See  reference  notes  following  Station  Index 
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TABLE    4  — Continued 
HOURLY    PRECIPITATION 


PENNSYLVANIA 
AUGUST  1948 


reference  notes  following  Station  Index 
185  - 


A. 

M. 

HOUR   ENDING 

P. 

M. 

HOUR    ENDING 



[ 
_l 
< 

o 

1- 

STATION 

1 

2 

3 

4 

5 

6 

7 

6 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

PAUISBTON 

.21 
.19 

PARKERS   LANDING    1    E 
PHILADELPHIA   WB   AIRPORT 

.22      .16 

.14 

.06 

.11      .55      .06 

.  12 
.39 

.33 
1.88 

PHILADELPHIA    POINT   BREEZE 

.04 

.01 

.05 

PHILADELPHIA   WB  CITY 

.02 

.02 

PHILLIPSBURG   7   E   AIRPORT 

.27 

.01 

.01 

.02 

.02 

PHOENIXVILLK    1    E 

.01 
.01 

.22 

.05 

.57 

PICKS   CREEK 

.01 

.02 

.01 

.01 

.  13 

.01 

PINE   GROVE    MILLS    1    S 

.17 

.  10 

.03 

.18 

PITTSBURGH    7    SE   WB   AIRPORT   // 
PITTSBURGH   WB   CITY 
PORT   CLINTON 

.03 
.15 

.11 
.11 

!07 
.08 

!oi 

.02 

.02 
.01      .07 
.08      .25 

.05 
.10 

.01 
.06 
.11 

.09 

.47 
.36 
.90 

PUNXSnTAWNEY   2 
PUTNEYTILLK   2    SE 
RAYMOND 

.30 
.03 

.09 
.18 

.07 
.14 

.04 

.01      .02 

.07 

.06 
.54      .10      .19 
.29      .59      .76 

.11 
.32 

.05 
.19 

.35 

.06 
1.55 
2,89 

READING   WB  CITY 

.01 
.01 

.01 

.01      .01      .02 

.01 

.03 

.20 

.30 

RENOVO  6    S    STATE   CAMP 

.01 

RIDCWAY 

*           * 

♦ 

* 

* 

* 

*           « 

* 

^ 

.03 

.13 

.03 

.11 

.30 

ROCHESTKB   1    N 
SAXTON 
SCANDIA 
SCRANTON   WB   CITY 

.13 
.10 

.26 
.05 

.01 
.01 

.77 
.01 

.06 

.01 

.07 

.75 
.01 

.54 

.45      .25      .50 
.01      .02      .05 

* 

.08 
.02 

.07 
.04 

* 
.08 

* 
2.89 
1.00 

.39 

SHADE   GAP 

SHEFFIELD   6    W   CHERRY  GROVE 

.01 

.08 

•  01 

.65      .05 

.10 

.01 

.04 

.07 
.85 

SMETHPORT   HIGHWAY   SHED 

.10      .03 

.02 

.06 

.01 

.32 

SOUTH   CANAAN   1    E 

.07 

.30 

.01       .01 

.01 

.01 

.12 

.16 

SPRING   GROVE 

.01 
,01 

.01 

.37 

STATE   COLLEGE 

.08 
.04 

.19 
.02 

' 

.02 

.04 

STRONGSTOWN 

.34 

.02 

.04 

.02 

.03 

.39 

STROUDSBURG 

.03 

.92 

.04 

.05 

.54 

TIONESTA   2    SE   DAM 
TITUSVILLE 

.03 

.26      .12 
.12 

.03 

.01 

.01 

.04 

.01 

.20 

.01 

.01 
.02 

.03      .02 
,20      .18      .03 

.01 
.05 

.03 

.28 
.99 

TUNNELTON   // 

.16 

.08 
.38 

.01 
.02 

.01 

.15 

.09      .05 

.45 

TYRONE   4    NE    BALD   EAGLE 

.01 

.30      .20      .17 

.92 

UNION  CITY   1    W 

.49      .01 
.21      .01 

.01      .04 

.03 

.01 

.08 

.58 

VANDERGBIFT   2   W 
WASHINGTON 

.09 

.11 
.02 

.02 

.06 
.02 

.07      .03      .01 
.29      .19 

.02 
.01 

.01 
.05 

.70 
1.00 

WAYNESBUBG   2    W 

.01 

.02 

.02 

.03 

.10 

WEBSTER   MILLS    3    SW 

.15 

.01 

.04 

.04 

.09 

WELLSBORO   2    E 

.01 

.01 

.01 

.77 

.95 

WILLIAMSPORT 

,05 

.02 

.04 

.11 

WIND   GAP   3    SW 

.03 

.01 

.04 

YORK   2    S   FILTER   PLANT 

.04 

.21 

.41 

.12 

.74 

YOUNGSVILLE 

.06 

.02 

.01 

.01 

.05      .05 

.01 
.08 

.05 
.28 

- 

-12th- 

AT.LKNS   MILLS 

.02 

ALLENTOWN  WB   AIRPORT 

.06 

.05 

.10 

.10 

.29 

.02 

.01 

.01 

.04 

AUSTINBURG   2   » 

.14 

.07 

.07 

.35 

.01 

.62 

AVOCA   WILKES-BARRE    SCRANTON  AP   6 

* 

»  * 

* 

* 

* 

.20      * 

* 

* 

* 

^ 

.03 

.64 

BETHLEHEM   LEHIGH   UNIV 

* 

♦ 

^ 

♦ 

* 

♦ 

* 

*           * 

* 

^ 

.63 

BLAIN 

.58 

.63 

BLAaESLEE   CORNERS 

.10 

.02 

.22 

.07 

.01 

.58 

BROOKVILLE   AIRPORT   6 

* 

.02 

* 

* 

* 

* 

* 

.02 

* 

.42 

BUCKSTOWN 

.02 

* 

* 

* 

*           .03 

BUTLEB   SUBSTATION 

.02 

CANTON   1    NW 

.03 

.03 

.01 

.11 

.11 

CARTER   CAMP 

.08 

.22 

.05 

.04 

.06 

.07 

CHAMBEBSBURG 

.36 

.20 

.15 

.05 

.45 

CHARLEBOI 

.76 

CLARION   3    SW 

.01 

.05 

.05 

COALPOHT 

.01 

.02 

.05 

.08 

COATESVILLE   1    SW 
CONFLUENCE    1    SW 

.01 
.07 

.01 
.03 

.01 

.17 

.02 

.01 

.01 

.01 

,01 

.01 

.01 

.40 

.04 

.36 

.06 

.47 
.68 

CURWENSVILLE   6    NW  AIRPORT  6 

« 

* 

* 

* 

* 

.02 

.10 

DINGMANS   FEKRY 

.04 

.50 

.06 

.06 

.20      .02 

.01 

DRIFTWOOD 

.08 

.06 

.02 

.02 

.08 

.01 

.01 

.89 

DUSHORE 
EAGLES   MERE 

* 
.02 

* 
.05 

* 
.05 

* 
* 

* 
* 

* 
.17 

* 
.02 

*           • 
.01 

* 

* 

* 

• 

*           * 

* 

* 

* 

*           *           » 

* 

* 

* 

.28 

* 

EMPORIUM 

.26 

.04 

.02 

.02 

.03 

* 

.32 

ENGLISH   CENTER 
ERIE   WB   CITY 

* 

* 

* 

* 

* 

« 

* 

♦           * 

* 

* 

* 

» 
.03 

*           * 

* 

* 

*           .80 

.37 
.80' 

ERIE  AIRPORT  6 

* 

.03 

* 

.31 

.34 

FORD   CITY   4    S   // 

* 

* 

4> 

* 

.03      » 

* 

* 

* 

»           .93      » 

* 

* 

* 

FRANKLIN 

.01 

.01 

.01 

.01 

.01 

.11 

.01 

.12 

GETTYSBURG   1    S 

.08 

.14 

.01 

.10 

!20 

.03 

.08 

.07 

.01       .03 

.24 

GLENCOE 

.03 

.56 

GLEN   ROCK 

.01 

.05 

.06 

.01 

.15 

.02 

.01 

.03 

GOOD    SPRINGS    1    NW 

.26 

.14 

.10 

.31 

HARRISBURG   3    S   WB   AIRPORT 

.01 

.23 

.23 

.16 

.01 

.50 

HAWLEY   1    S   WAI.I.EN   DAM 

.01 

.07 

.10 

.05 

.03 

.67 

HEWITT   2    S 

.05 

.05 

.04 

.23 

HOLTWOOD 

.01 

.01 

.02 

.  15 

.02 

.14 

HONESDALE   6    N  TANNERS   FALT„S   // 
HUNTSDALE 

.14 

.15 

.16 

.01 

.02 
.01 

.01 

.11 
.01 

.12       .03 

.38 

.03 

.01 

.22 
.69 

JACKSON   SUMMIT 

* 

« 

* 

« 

^ 

* 

.49 

JAMESTOWN   2    NW 

* 

* 

¥ 

* 

*          * 

* 

k 

•        1.07 

1.07 

JOHNSTOWN   2 

1.19 

12 

1.31 

KANE    5    SE 

.09 

.09 

KIRKWOOD    1    SW 

LANCASTER   2    NE   FILTER  PLANT 

.02 

.11 

.10 

.10 
.07 

.05 
.22 

.03      .01 
.06       .02 
.01 

.01 

.72 

.01 

04 

.05 
.92 

LAURELTON   STATE    VILLAGE 

.10 

.07 

.01 

.60 

LEBANON   3    SW 

.01 

.25 

.10 

.18 

.02 

.19 

LEHIGHTON 
LEWISTOWN 

.03 

.01 

.04 
.04 

.08 
.03 

.10 

.18 

.04 

.03 

.56 
.47 

LOCK  HAVEN   2 

.02 

.01 

.04 

.11 

MEADOW   RUN   PONDS 
MEADVILLE    1    S 

.02 

.06 

.03 

.08 

.10 

.04 

.06 

.01 

.14 
.33 

MED  IX   RUN 

.20 

.01 

.04 

.02 

.12 

.30 

06 

.01 

.01 

.52 

MERCER   5    NE   WB  AIRPORT  6 

* 

.02 

.25 

MERCER   HIGHWAY   SHED 

* 

*           *           *        [   *            .91                1 

MERWINSBURG 
MILAN 

* 

.01 

* 

.25 

* 

.42 

* 

.08 

.25 

.10 

.06 
.37 

.10 

34 

46 

.90 
1.17 

MILLERSBDRG  2    E 

.12 

.15 

.02 

.02 

.01 

.37 

.32 

<Sa^ 

■fi^i  ^ 

^ 

1 

/ 
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A. 

M. 

HOUR  ENDING 

P.  M. 

HOUR    ENDING 

_l 
< 

STATION 

H 
O 

»- 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7   8 

9 

10 

II 

12 

MILLVILI^ 

* 

* 

* 

• 

« 

* 

* 

* 

MONROE  FUHNACE 

.02 

.02   .02 

.06 

MONTROSE 

.01 

.01 

.01 

.02 

.26 

.10 

.41 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

.05 

.08 

.08 

.15 

.08   .03 

.47 

NEFFS  HILLS  4  NE 

.01 

.01 

.02 

PALMERTON 

.16 

.31 

.10 

.18 

.23 

.04 

1.02 

PARKERS  LANDING  1  E 

.01 

.02 

.03 

PARK  PLACE  1  NW  WB  AIRPORT  6 

* 

* 

* 

♦ 

* 

.51 

PHILADELPHIA  WB  AIRPORT 

.01 

.01 

.05 

.04 

.03 

.01 

.05 

.20 

PHILADELPHIA  POINT  BREEZE 

.04 

.03 

.01 

.01 

.03 

.12 

PHILADELPHIA  WB  CITY 

.01 

.14 

.03 

.01 

.01 

.02   .01 

.09   .03 

.35 

PHILLIPSBURG  7  E  AIRPORT 

.03 

.01 

.01 

.01 

.01 

.07 

.14 

PHOENIXVILLE  1  E  PUMP  STATION 

.01 

.01 

.01 

.01 

.05 

.10 

.19 

PIKES  CREEK 

.10 

.25 

.10 

.01 

.04 

.50 

PINE  GROVE  MILLS  1  S 

.02 

.01 

.01 

.01 

.03   .09 

.17 

PITTSBURGH  7  SE  WB  AIRPORT 

.04   .04 

.08 

PITTSBURGH  WB  CITY 

.01   .03   .09 

.13 

PLEASANT  MOUNT  1  W 

.07 

.03 

.10 

.03   .04 

.03   .02 

.32 

PORT  CLINTON 

.14 

.10 

.40 

.10 

.05 

.05 

.84 

PUNXSUTAWNEY  2 

.01 

.01 

PUTNEYVILLE  2  SE 

.05   .02 

.07 

RAYMOND 

.19 

.10 

.01 

.19 

.04 

.02 

.02 

.02 

.02 

.36 

.01   .01 

.99 

READING  WB  CITY 

.07 

.18 

.03 

.16 

.01 

.25 

.70 

RENOVO  6  S  STATE  CAMP 

.01 

.02 

.02 

.03 

.08 

RIDGWAY 

* 

* 

* 

« 

* 

* 

1.02 

1.02 

ROCHESTER  1  N 

.02 

.03   .03   .01 

.09 

SCANDIA 

.01 

.01 

.01 

.48   .01 

.52 

SCRANTON  WB  CITY 

.02 

.03 

.03 

.08 

.08   .18 

.42 

SELLERS V I LLE  2  NW 

.05 

.10 

.10 

.25 
.09 

SHADE  GAP 

.09 

SHEFFIELD  6  W  CHERRY  GROVE 

.01 

.01       .01 

.03 

SMETHPORT  HIGHWAY  SHED 

.06 

.01 

.01 

.03 

.01 

.01 

.01 

.02 

.04 

.01 

.21 

SOUTH  CANAAN  1  E 

.01 

.01 

.47 

.07   .13 

.69 

SPRING  GROVE 

.07 

.07 

.08 

.05 

.02 

.01 

.17 

.03 

.50 
.12 

STATE  COLLEGE 

.12 

STROUDSBURG 

.62 

.10 

.10 

.20 

.10 

.08 

1.20 

SUNBURY 

.05 

.12 

.03 

.07 

.01 

.01 

.01 

.30 

SUNBURY  AIRPORT  2  N  6 

» 

* 

* 

* 

* 

.37 

.25 
.03 
.20 

TAMAQUA  4  N  STILL  CREEK  DAM 

.02 

.10 

.10 

.02 

.01 

TIONESTA  2  SE  DAM  // 

.02   .01 

TOWANDA 

.03 

.03 

.01 

.03 

.04 

.01 

.01 

.04 

TUNKHANNOCK  1  S 

.02 

.08 

.04 

.17 

.40 

.31 
.40 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 
WASHINGTON 
WAYNESBURG  2  W 

.01 

.01       .84 

.07   .03 

.25 

.09 
.01 
.17   .31 

1.05 
.26 
.48 
.21 
.34 
.05 

1.38 
.35 
.62 

WEBSTER  MILLS  3  SW 

.07 

.08 

.04 

.02 

WELLSBORO  2  E 

.03 

.02 

.06 

.02 

.19 

.02 

.04 

WILLIAMSPORT 

.01 

WIND  GAP  3  SW 

.82 

.13 

.12 

.24 

.07 

YORK  2  S  FILTER  PLANT 

.05 

.05 

.03 

.02 

.05 

.01 

.01 

.03 

.05 

.05 

.60 

YOUNGSVILLE 

.01 

.01 

-13 

th- 

ALLENS  MILLS 

.01 

.01 

.01 

.03 
.13 
.80 
.25 

DINGMANS  FERRY 

.08 

.05 

DUSHORE 

* 

» 

* 

* 

« 

* 

* 

.80 

EAGLES  MERE 

.23 

.02 

ERIE  AIRPORT  6 

* 

.12 

.08 
.01 
.10 
.20 
.03 
.01 
.07 
.01 

JAMESTOWN  2  NW 

.08 

JOHNSTOWTi  2 

.01 

KANE  5  SE 

.10 

MONTROSE 

.10 

.10 

SCANDIA 

.02 

.01 

SCRANTON  WB  CITY 

.01 

SHEFFIELD  6  W  CHERRY  GROVE 

.06 

.01 

WILLIAMSPORT 

.01 

-14th- 

JACKSON  SUMMIT 

.03 

.03 
.08 

MONTROSE 

PARKERS  LANDING  1  E 

.01 

.01 

.08 

.01   .01 

!04 

-15th-  . 

ALLENS  HILLS 

.01   .01 

.02 
.02 
.06 
,02 

DUNLO 

.01 

.01 

KANE  5  SE 

.01 

.02 

.03 

PARKERS  LANDING  1  E 

.01 

.01 

-16th- 

.01   .01   .01 

.03 

ALLENS  MILLS 

.04 

.01   .01        .01        .01 

.08 

COATESVILLE  1  SW 

.01 

.02             .01   .01 

.05 

ENGLISH  CENTER 

.03   .01 

.01 

01      ^ 

.06 

HAWLEY  1  S  WALLEN  DAM 

.03 
1.22 

HOME 

.01 

.01 

.01 

1.13 

.06 

.03 

KANE  5  SE 

.05 

MERCER  HIGHWAY  SHED 

.01   .01 

.03 

-17th- 

ALLENS  HILLS 

.01 

.01 

.02 

.02 
.02 

BUCKSTOWN 

.28   .01 

.29 

CHARLEROI 

.01 

.01 

CLARION  3  SW 

.02 

COATESVILLE  1  SW 
CONFLUENCE  1  SW 

.01 

.01 

.08 

.01   .18   .14 
.40   .42 

.05   .03 

.49 
.82 

CONNELLSVILLE  4  N 

.03 

DINGUANS  FERRY 

.02 

.01 

.01 

.11 

ERIE  WB  CITY 

.09 

.01 

* 

*     .04 

ERIE  AIRPORT  6 

.02 

FRANKLIN 

.01 

.01 

See  reference  notes  following  Station  Index 
-  186  - 
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HO 

Ul 

RL^ 

^ 

PF 

^ECIPITATION 

PENNSYLVANIA 

AUGUST  1948 

A.   M.    HOUR   ENDING 

P. 

M. 

HOUR    ENDING 

_l 

STATION 

< 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

-     h- 
O 

GRESNSBUHG   2    E   HIGHWAY    SHSD 

.07 

.07 
.02 
,02 
.02 
.03 
.17 
.02 
.17 
.04 
.05 

HAITLEY    1    S   WAI.I.KN   DAU 

.01 

.01 

INDIANA    2    SE 

.01 

.01 

PARKERS    LANDING    1    E 

.01 

.01 

PITTSBURGH   7    SE    WB   AIRPORT   // 

.03 

PITTSBURGH    WB   CITY 

.03      .14 

RAYMOND 

.01 

.01 

SHEFFIELD   6    W   CHERRY   GROVE 
TIONESTA    2    SE   DAM   // 

.01 

.01 

.01 

.01 

.15 

.02 

TITUSVILLE 

.04 

.01 

TOUUGSVILLE 

.02 

-IE 

th- 

.02 

AI.I.RNS   MILLS 

.05 

.05 

.30      .01 

.01 

.29 

.71 
.84 
.07 
.33 

AM.ENTOWN  WB   AIRPORT 
AUSTINBURG    2    W 

.02 

.05 

.68 

.14       .02 

BJiTHI.KmM   LEHIGH   CNIV 

.14 

,  17       . 02 

BLAIN 

.11 

.11 

.01 

.23 

BLAIRSVILLE   6    ENE   6 

* 

*           *          * 

* 

.25 

• 

* 

* 

♦ 

« 

.  42 

BLAKESLEE   CORNERS 
BOSWELL 

.18 

.02 

.20 

.10 

.10 

.05       .02 

.27 
.40 

BROOKVILLE   AIRPORT   6 

* 

*          *           * 

* 

.16 

* 

* 

^ 

* 

* 

.29 

BUCKSTOWN 

.03 

.76 

.79 
.35 
.15 
.54 
.62 
.21 
.45 
.26 
.71 
.09 
.08 
.76 

BUTLER    SUBSTATION 

.06 

.09 

.20 

CANTON    1    NW 

.01 

.07 

.07 

CARTER  CAMP 

.07 

.17 

.30 

CHAMBERSBURG 

.47 

.13 

.02 

CHARLEBOI 

.11 

.10 

CLARION   3    SW 

.04 

.09 

.01 

.30 

.01 

COALPORT 

.05  ■   .01 

.10 

.09 

.01 

COATESVILLE    1    SW 
CONFLUENCE    1    SW 

.08 

.01 

.55 

.13 

.02       .01 

connt;i.i,.sville  4  N 

.08 

CRESSON   1    E   SUMMIT 

.23 

.17 

.25 

.03 

.08 

CURWEUSVILLE   6    NW   AIRPORT  6 

* 

*           *           * 

* 

.27 

DRIFTWOOD 

.05 

.03 

.12 

.20 
.20 
.27 

DD   BOIS   7   E 

.01 

.03       .12 

.01 

.03 

DUNLO 
DUSHORE 

.08 

* 

* 

* 

.01 

♦ 

.12 

* 

.06 

* 

*           * 

* 

«           ^ 

EAGLES    MERE 

-       _       _ 

_.           _           _ 

_ 

_          _ 

_           _           _ 

EMPORIUM 

.01       .03       .02 

.01 

.01 

.28 

.02 

" 

.38 
.19 
.60 

ENGLISH  CENTER 
ERIE   WB  CITY 

.11 

.22      .02 

.01 

.01 

.16       .05 

.02 

.17 

.02 

ERIE   AIRPORT  6 

* 

*           *           * 

* 

.14      * 

*           •           * 

* 

.11 

* 

« 

* 

* 

* 

.02 

EVERETT 

.10 

.02 

.12 
.?1 
.41 
,91 
,30 
,93 
,57 
.08 

FORD   CITY  4    S    // 

.01. 

.01 

.11                   .02 

.04 

.02 

FRANKLIN 

.01 

.01 

.12 

.16 

.11 

GETTYSBURG   1    S 

GLENCOE 

GLEN  ROCK 

GOOD    SPRINGS    1    NW 

GREE^SBURG   2   E   HIGHWAY   SHED 

.08 

.27 

.03 

.60 
.02 

.25 

.53 
.35 

.05       .CI 

.17       .15 
.15       .06 

.06 
.01 

HAHRISBURG   3    S   WB   AIRPORT 

.28 

.33 

.13 
.01 

HAWLEY   1    S   WALLEN  DAM 
HEWITT   2    S 

.55 
.07 

.02 

.74 
.03 

BOLL IDA YSBDRG 
HOLTWOOD 

.12 

.01 

.02 

.55 
.22 

HOME 

.26 

.28                  .02 

.48 

.03 

.16      .03 

.70 
.56 
.11 
.36 
.51 

HONESDALE   6    N   TANMERS   FALLS    // 
HUNT  SD  ALE 
INDIANA   2    SE 
JACKSON   SUMMIT 

.07 

.13 

.03 

.28 

.17 

.17 

.01 

.01 

.04 
.23 

.20 

.03 

.06       .02 

JAMESTOWN   2    NW 

.20      .10 

.01 

.01      .01 

.01 

.04 
.57 
.30 

.20 

JOHNSTOWN   2 
KANE   5    SE 

*       * 

*          *          * 

* 

*           «      • 

*           *           * 

.15 

* 

.03 

* 

* 

* 

* 

.12 

* 

If 

KIRKWOOD    1    SW 

LANCASTER   2    NE   FILTER   PLANT 

.48       .10 
.46       .05 

.12 
.12 

.04 
.04 

.74 

LAUBELTOR  STATE   VILLAGE 
LEBANON   3    SW 

.02 

.70 

.05 

.67 
.77 

LEHIGHTON 

.30 

.18       .02 

.50 

LEWISTOWN 
LOCK  HAVEN  2 

.20 
.  10 

.12 

.14 

.04 

.15       .17 

.14 

.04       .04 

.54 
.30 

MARIENVILLE 

.09 

.09 

.20 
.28 
.20 

MARTINSBURG 

MARTINSBURG   BLAIR  CO  AIRPORT  6 

.17 

.03 

K 

[ 

.18 

MEADOW   RUN   PONDS 

MEADVILLE    1    S 

.01 

.01       .20      .08 

.04 

.01 

.65 

20      .09 

.94 
.35 
.35 

MED  IX   RUN 

.01 

.11       .08 

.01 

.01 

.12 

ni 

MERCER   5    NE   WB   AIRPORT   6 

« 

*           *           * 

* 

.16      » 

*           «           * 

* 

.11 

* 

♦ 

It           * 

# 

01 

MERCER  HIGHWAY   SHED 

.01       .02 

.03      .01 

.01 

.01       .14 

MERWINSBURG 

.23 

MILAN 

.01      .09 

.22 

.09 

10      .02 

.43 

MILLERSBUHG   2    E 

-           _           _ 

.10 

MILLVILLE 
MONROE   FURNACE 
MONTROSE 

*           * 
.03      .05 

*          *          * 
.03       .01       .01 

*           *           * 

*          * 

* 

* 
.13 

MOUNT  POCONO   2    N  WB  AIRPORT   // 

07      .30 

.05 

.42 

MOUNT  UNION   1    NW   // 

MURRYSVILLE 

NEFFS   MILLS   4    NE 

.07                  .07 

20 
10 

.32 
.09 

08 
01 

.12 

05       .03 

.20 
.40 
.44 

NEW  CASTLE    1    N 

.13 

,02 

.19 

.10 

PALMERTON 

.34 

PARKERS   LANDING   1    E 

.05 

13 

.01 

21 

.26 

.14       . 

13       .05 

.58 

PARK  PLACE    1    NW   WB   AIRPORT  6 

* 

.40 

PHILADELPHIA   WB  AIRPORT 

* 

*             i 

.63 

PHILADELPHIA   POINT  BREEZE 

• 

30      .05 

.35 

PHILADELPHIA   WB   CITY 

.18 

.18 

PHILLIPSBURG   7    E  AIRPORT 

08 

.01       . 

01 

■ 

12       .08 

.20 

PHOENIXVILLE    1    E   PUMP    STATION 

.10 

PIKES    CREEK 

.04      . 

17      .01 

.22 

PINE   GROVE   MILLS    1    S 
PITTSBURGH   7   SE   HB   AIRPORT   // 

.04 

01       01        m 

01      . 

17 

.05       ! 

17 
01 

10 

.01 

.28 
.24 

PITTSBURGH   WB   CITY 
PLEASANT   MOUNT    1    W 

[08 

.01                   .02 

07      . 

03 

.05 

.10      . 

04       .01 

.09 
.26 

/ 


*! 
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HOURLY    PRECIPITATION 


STATION 


PORT  CLINTON 

PUNXSUTAWNEY  2 

POTNEYVILLE  2  SE 

RAYMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

RIDGWAY 

ROCHESTER  1  N 

SAXTON 

SCANT)  I A 

SCRANTON  WB  CITY 

SELLERS V I LLE  2  NW 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HIGHWAY  SHED 

SOUTH  CANAAN  1  E 

SPRING  GROVE 

STATE  COLLEGE 

STRONGSTOWN 

STROUDSBHRG 

SUNBURY 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TOWANDA 

TUNKHANNOCK  1  S 

TUNNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VANDERGRIFT  2  W 

WASHINGTON 

WAYNESBURG  2  W 

WEBSTER  MILLS  3  SW 

WELLSBORO  2  E 

WILLIAMSPORT 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 

YOUNGSVILLE 


ALLENTOWN  WB  AIRPORT 

AVOCA   WILKES-BARRE    SCRANTON  AP  6 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAKESLEE   CORNERS 

BUCKSTOlfN 

BUTLER  SUBSTATION 

CANTON  1  NW 

CHAMBERSBURG 

COALPORT 

COATESVILLE  1  SW 

CRESSON  1  E  SUMMIT 

CURWENSVILLE  6  NW  AIRPORT  6 

DINGMANS  FERRY 

DUNLO 

DUSHORE 

ENGLISH  CENTER 

EVERETT 

GETTYSBURG  1  S 

GLENCOE 

GLEN   ROCK 

HARRISBURG 

HAWLEY  1  S 

HEWITT  2  S 

HOLLIDAYSBURG 

HOLTWOOD 

HOME 

HONESDALE  6  N  TANNERS  FALLS  // 

HUNTSDALE 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

KANE  5  SE 

LANCASTER  2  NE  FILTER  PLANT 

LEHIGHTON 

MARTINSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MEADOW  RUN  PONDS 

MEADVILLE  1  S 

MERCER  5  NE  WB  AIRPORT  6 

MERWINSBURG 


A.   M.    HOUR    ENDING 


3  S  WB  AIRPORT 
WALLEN  DAM 


MILLVILLE 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

MURRYSVILLE 

PALMERTON 

PHILADELPHIA  POINT  BREEZE 

PHOENIXYILLE  1  E  PUMP  STATION 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

RAYMOND 

READING  WB  CITY 

ROCHESTER  1  N 

SAXTON 

SCANDIA 

SHADE  GAP 

SHEFFIELD   6   W  CHERRY  GROVE 

SMETHPORT  HIGHWAY  SHED 

SOUTH  CANAAN  1  E 

SPRING  GROVE 

STRONGSTOWN 

SUNBURY 

TIONESTA  2  SE  DAM  // 

TUNKHANNOCK  1  S 

TUNNELTON  // 


.11 
.01      .01 


.05 


,05  .05 

,05      .05      .02 


.01 

*  .29 

.01 

.03      .01 

.01 


*  .02 

.05      .01 

.01       .01 

.01       .02      .01 


.04 
.01      .01      .01 


.03 
.03 
.01 


.01 

.01      .02 

.03 
.04 


.01 
.01 


.01 
.07 


.06  .01 

«  .09 

.10 

.02  .02 


.01 
.04 


.04       .01 
,09      .10      .01 


.13 


10 


.01 
.01 


.10 


.01 


p.   M.    HOUR    ENDING 


.02 
.01 


.18      .02 
•  .70 

.39 


.01      .03 


.10      .20 


.20       .23 


.27 
.57 


.01 

.13      .21      .04 

.30      .03      .01 

.09 


.10 

.07 
.06  .01 
.11 

.05 


,01  .01  .01      .17 

-19th- 


1.00      .05 


.46 
.24 


.?0 
.06 


.02 
.02 


.01 
.28 


.04 
.15 


.01      .01      .02      .01       .01 


.01 
.01 


.01 


.01 


.01 


.01 


.01 


.01 


.03 


.50 
.02 


.27 


,50 


10 


12 


.15      .48      .17 


.29 


.07      .07      .01 


.01 


.01 

1.03 

.36 


.14      .02 
.18 


.01 
.06 


.08 
.62 


1.16 
.01 


,25      .18      .14 


.05      .01 
.10 


.15      .07 


.08 

.03 
.01 


.33 
.03 


•  .02 

.02 


.01 


.04 
.04 


,57   1.20      .02 
.10 


.26 

.03 
.20 

.03 

.03 

.02 

.19 
.03 

.04 

,23 

.01 
,60 

.01 
.50 

>         »         * 
.01      .01 


.01 


.01 


*         *         * 


.40 


,02      ,05 


,18      ,02 
,20 


.02      ,10 
,09      .21 


.01      .01      .02 


,01      .01      .01 


.05      .02 


.40       .02 


.01 


.10 


03 
01 

.08 

01 

» 

*           * 

01 

.02 

14 

.01 

.01 

.01 

.09 

.01 

.03 

,05 


,01 


*  *  * 


,01 


,14      .02 


See  reference  notes  following  Station  Index 
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TABLE    4  — Continued 
HOURLY    PRECIPITATION 


PENNSYLVANIA 
AUGUST  1948 


STATION 


TTROHE   4    NE   BALD   EAGLE 
DJilOK  CITY   1   W 
tELLSBORO   2    E 
RIND   GAP   3    SW 


ALLENTOWN   WB  AIRPORT 

A?OCA   WILKES-BARRE    SCRANTON   AP  6 

BKTHLKHKK   LEHIGH   UNIV 

BUKESLEB   CCBWERS 

BUCKSTOWN 

CAJTTON    1    NW 

CARTER   CAKP 

CHAKBERSBURG 

CHARLEHOI 

CLARION   3    SW 

COALPORT 

COATESVILLE    1    SW 

COKFUTENCE    1    SW 

CRESSON    1    E    SDIDIIT 

DINGMANS   FERB7 

DU   BOIS   7   E 

DUNLO 

DUSHORE 

EAGLES    HERE 

EKFORIDH 

BTERETT 

TOED   CITY  4    S    // 

SETTTSBDEG    1    S 

[n^NCQE 

500D    SPRINGS    1   NW 

SAWLEY   1    S   WALLEN   DAM 

aEWITT   2    S 

aOLLIDAYSBUHG 

aOLTWOOD 

aOHE 

aONESDALE   6   N  TANNERS   FALLS   // 

SE 

2 


A.   M.    HOUR    ENDING 


.28 
.02 


IMJIANA    2 

JOroiSTOWN 

KANE    5    SE 

KIEKWOOD   1    SW 

LANCASTER   2   NE   FILTER  PLANT 

LEBANON   3    SW 

LEBIGHTON 

LOCK  HAVEN   2 

lARTINSBUBG 

lARTINSBURG  BLAIE  CO  AIRPORT  6 

KEADOW   RUN   PONDS 

lERWINSBURG 

ilLLVILLE 

IIONTEOSE 

KODV-   POCONO   2   N  WB   AIRPORT   // 

PALMEETON 

PARKERS   LANDING    1   E 

PARK   PLACE    1    NW   WB   AIRPORT   6 

PHILADELPHIA   WB   AIRPORT 

PHILADELPHIA   POINT   BREEZE 

PHILADELPHIA   WB  CITY 

PHOENIXVILLE    1    E   PUMP   STATION 

PIKES   CREEK 

PLEASANT  MOUNT   1   W 

PORT  CLINTON 

iAYMOND 

SEADING  WB  CITY 

SENOVO  6  S  STATE  CAMP 

3AXT0N 

SCRANTON   WB   CITY 

3ELLEHSVILLE    2    NW 

SOIITH  CANAAN   1   E 

3TR0NGST0WN 

SUNBDRY 

5UNBDRY  AIRPORT   2    N  6 

FAILAQDA   4    N   STILL  CREEK  DAM 

roWANDA 

rUNKHANNOCK   1    S 

rYBONE   4    NE   BALD   EAGLE 

fANDEHGRIFT   2   W 

•ILLIAMSPORT 

UND   GAP   3    SW 


iVOCA   WILKES-BARRE   SCRANTON  AP   6 

5LAIHSVILLE   6    ENE   6 
3LAEESLEE   CORNERS 
SUCKS  TOWN 
:ANT0N   1    NW 

:aeter  CAMP 
:hambeesbdrg 
::hahleboi 
oinguans  ferry 

DUNLO 
OUSHORE 

eagles  mere 

jETTYSBUEG   1    S 

3LENC0E 

IAWLEY   1    S   WALLEN  DAM 

aOLLIDAYSBURG 

BONESDALE   6    N  TANNERS   FALLS   // 

INDIANA    2    SE 

JACKSON   SUMMIT 

LEWISTOWN 

LOCK  HAVEN   2 

HAETINSBUKG  BLAIR  CO  AIRPORT  6 


01       .25      .09       .05 


.01 


*  « 


.02 
.03 
.03 


.01 


.01 
.01 


12 


-20th- 


.02 


.02      .01 


.02      .01 
.01       .01       .01 
.20 


,01       .02 


.33       .02 
.03      .15 


.17 


.01 
.48 


,03      .21   1.05 

.10 

.10      .24 

.06 


.01 


.01 
.02 


.02 

.03      .01 


.02 


.01 


*  .57  * 

.06      .47  .05 

.57      .58  .29 

.79      .17  .01 
.02      .01 

.07 

.10  .40 

.06  .04 


.05 


.01 


P.   M.    HOUR    ENDING 


.06 


.08 
.01 


.01      .14 


.02 
.06 


,03 

,01      .02 


.02 


.01 


.10      .02      .01 
.15      .15 


.22      .25 


.01  .01 

.01 


.01 
.01 


.01 
.01 


.02 


.14 


1.07     .09 
37      .12 


.04 

.04 

.06      .06 

.20      .19 

*  * 

.04 


.01 
.01 


.07 


.02 


.01 
,02      .01      .03 


.06 


.02 


.30 


.05 
.06 
.02       .06 

.08      .98 


.06 

.01      .04 


02      .07 


.02 
03 


.14 

.05      .03 


.05      .02 


.02 


.01 
.03 


.04 
.01 


.01 
.12 


.01 

*  *  * 

.06 

*  .07      * 

.01 
.01 
.01       .02 

.04  .03 

*  *  * 

.03 


.01      .01 


,02      .23      .21 

-21st- 


.01  .02 

.01 


.01 


.01 


.08      .02 


.01 
.50 


.01       .09 


.01 
.01 


.02 
.02 


.16 
.03 


.01 
.30 
.02 


.20      .02 


10 


12 


.01      .01 


03      .02 
.03 


08  .02 

09  .05 


.01 
.01 


.10 
.18 


.03 
.02 

.03 
.01 

.03 
.01 

.03 

.01 
.01 

.42 

.05 

.03 

.02 

.02 

.06 

.04 

.01 

.01 
.01 


.01 


.03 
.04 
.01 


.01 
.02 


.01 
.02 


See  reference  notes  following  Station  Index 
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.01 

.01 
04 

.02 

* 

.02 


*    * 

.01 
.06 


.01   .01 
.02   .05 


.01 
.01 


.04 
.07 


.02   .75 
.10 


.01 


.12 

»     • 
.02   .01 


.06   .03 
.04   .06 


.01 


.98 


.03 
.01 
.80   .50   .05 


►    »     .03 

,05 

,02   .01   .03 

,25 

,04   .01 


.24   .01 


o 

I- 


.06 
.28 
.58 
.02 


.45 

.12 
.21 
.44 
.11 
.04 
.20 
.09 
.52 
.06 
.45 
.05 
.30 
.50 
.03 
1.24 


.12 
.01 
.22 
.02 
.01 
.20 
.24 
.03 
.58 
1.16 
.07 
.15 
.03 
.33 
.14 
.35 
.37 
.02 
.62 
* 
.12 

.16 

.46 

* 

.70 
1.35 
1.20 

.01 

1.87 

1.58 

1.31 

.09 

.20 

.13 

2.02 

.02 

.63 

.02 

* 

.45 
.10 
.05 
.48 
.11 

.08 
.11 
.02 
1.02 
.10 
.05 
.93 


.03 
.03 
.06 
.05 
.04 
.04 
.02 
.19 
1.13 


.10 
.04 
.07 
.02 
.04 
.04 
.25 
.02 


/ 


PENNSYLVANIA 
AUGUST  1948 


TABLE    4  — Continued 
HOURLY    PRECIPITATION 


STATION 


BIEADOW   RUN  PONDS 

MEDIX   RUN 

HILLERSBURG  2  E 

UILLVILLE 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

NEFFS  MILLS  4  NE 

PARKERS  LANDING  1  E 

PHILLIPSBURG  7  E  AIRPORT 

PITTSBURGH  7  SE  WB  AIRPORT  // 

RAYMOND 

RENOVO  6  S  STATE  CAMP 

ROCHESTER  1  N 

SAXTON 

SCRANTON  WB  CITY 

SELLERSVILLE  2  NW 

SOUTH  CANAAN  1  E 

STATE  COLLEGE 

STRONGSTOWN 

SUNBURY 

TYRONE  4  NE  BALD  EAGLE 

WIIxLIAMSPORT 


ALLENTOWN  WB  AIRPORT 

AVOCA  WILKES-BABRE  SCRANTON  AP  ( 

BETHLEHEM  LEHIGH  UNIV 

BLAKESLEE  CORNERS 

CANTON  1  NW 

CARTER  CAMP 

CHAMBERSBUHG 

COALPORT 

DINGMANS  FERRY 

GETTYSBURG    1    S 

GOOD  SPRINGS  1  NW 

HOLLIDAYSBURG 

HOLTWOOD 

JACKSON  SUMMIT 

JOHNSTOWN  2 

KIRKWOOD  1  SW 

LANCASTER  2  NE  FILTER  PLANT 

LAURELTON  STATE  VILLAGE 

LEBANON  3  SW 

LEHIGHTON 

LOCK  HAVEN  2 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MEADOW  RUN  PONDS 

MEDIX  RUN 

MERCER  5  NE  WB  AIRPORT  6 

HERWINSBURG 

MILLERSBURG  2  E 

MONROE  FURNACE 

MONTROSE 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

PALMERTON 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHOENIXVILLE  1  E  PUMP  STATION 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

PLEASANT  MOUNT  1  W 

RAYMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

SELLEKSVILLE  2  NW 

SMETHPORT  HIGHWAY  SHED 

SPRING  GROVE 

STATE  COLLEGE 

STROUDSBURG 

SUNBURY 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 


ALBION 

COALPORT 

COATESVILLE  1  SW 

LOCK  HAVEN  2 

HILLVILLE 

PHILADELPHIA  WB  AIRPORT 

SMETHPORT  HIGHWAY  SHED 


A.   M.    HOUR    ENDING 


.01 

.06 

.05 

.03 

.01 

* 

* 

* 

* 

*           * 

.21 

.01 

.05 

.01 

.01 

.01 

.01 

.02 

.03 

.01 

* 

1.20 

.03 

.02 

.01 
.01 

.19 

.01 

.02 

.01 

.04 

.01 


10 


.01 


.01 
01      .01 


p.   M.    HOUR    ENDING 


-22d- 


»     *     *     •     * 


ALLENS  HILLS 

AUSTINBURG  2  W 

BROOKVILLE  AIRPORT  6 

HONESDALE  6  N  TANNERS  FALLS  // 

MEDIX  RUN 

MERCER  5  NE  WB  AIRPORT  6 

MOUNT  UNION  1  NW  // 

PARKERS  LANDING  1  E 

RAYMOND 


.01   .01 


.03 


.01   .04 


.01   .01 


.05   .10   .02 
.03 


.01 


*     *     *     *     * 
«     •     •     «     .12 
.12   .04   .04 


.01 


.04 


.01 


02 

01   .01   .01 


.05 
.07 


.09 


02   .01   .01   .02 
07 


02   .02 


.40 


.40 


.10  .02 
.05  .30 
.53 


.46  .10  .01 
.08 
* 

.58  .10  .05 
.02 

,55 
.10   .05   .02 
1.13   ,08 
»     .10 


.17 

.01   .02 

.01   .01   .01 


.20   .02 


03 
.01 


.20 


.14 


.03 


,30 
,10 


.03   .01   .01 
.50   .08 


.01 

.09   .01 


.10   .26   .02 
.02   .01 


,03   .01 

.01 
.38   .05 
.01   .40   ,07 


.04   .01 

.38 
,07   .05 
.01   .01   .01 


-23d- 


-25th- 
-26th- 

-28th- 


.03   .01 


.01   .01 


.08   .01   .01 


.02   .01 


.02 
.01 


.01   .01 


.30 
.01 


.53 


.26   .01 
.03 


.01 


10    II    12 


.01 


.02 


.28   .04 


.20 
.03 


,65   .09   .01 
,01 


.01 


.01 


,06 

.01 

.01 

.01 

* 

.60 

* 

* 

« 

.26 

.20 

» 

.01 
.21 

.06 

.01 

.01 

See  reference  notes  following  Station  Index 
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TABLE    4  — Continued 
HOURLY    PRECIPITATION 


STATION 


RIDGWAY 

SlUUE   GAP 

SUNUURY 

SUNBURY  AIRPORT  2  N  6 

TITUSVILLE 


ALLENS  HILLS 

BOSWELL 

CHAHBERSBURG 


A.   M.    HOUR    ENDING 


sw 
s 

E   HIGHITAY   SHED 


7    SE   WB  AIRPORT  // 
STATE  CAMP 


CONFLUENCE 
GETTYSBURG 
GREENSBURG 
HUNTSDALE 
KANE    5   SE 
PITTSBURGH 
RENOVO   6    S 
SHADE    GAP 
rUNNELTON    // 
UNION   CITY    1    W 
ITAYNESBURG    2    W 
YOUNGS V I LLE 


ILBION 

BOSWELL 

3R00KVILLE   AIRPORT  6 

:ONFLUENCE    1    SW 

:ONNELLSVILLE   4   N 

;nRWENSVILLE  6   NW  AIRPORT  6 

)UNLO 

JRIE   WB  CITY 

SRIE   AIRPORT  6 

3REENSBUSG   2   E   HIGHWAY  SHED 

(ERCER    5    NE    WB    AIRPORT   6 

lENOVO   6    S    STATE   CAMP 

.NION   CITY    1    W 

»AYNESBURG    2    W 


LLBION 

JLAIRSVILLE   6   ENE   6 

iOSWELL 

juckstown 
;hambersburg 
:harleroi 
:0npluence  1  sw 
:0nnellsville  4  n 

WNLO 

!RIF    AIRPORT  6 

iVERETT 

iLENCOE 

lOLLIDAYSBURG 

rOHNSTOWN   2 

JVMPETER   SCS    1   A 

JIURELTON   STATE   VILLAGE 

jmiGHTON 

lARTINSBURG 

lARTINSBCRG  BLAIR  CO  AIRPORT  6 

lONROE   FURNACE 

lOUNT  POCONO   2   N  WB   AIRPORT   // 

'ARK  PLACE    1    NW   WB  AIRPORT  6 

'HILADELPHIA   POINT   BREEZE 

'HILADELPHIA   WB   CITY 

'INE   GROVE   MILLS    1    S 

lAXTON 

ITATE  COLLEGE 

lUNBURY 

lUNBURY   AIRPORT    2    N   6 

•UNNELTON  // 


.04 


.01      .01 


.10 


10 


12 


-29th- 


.01 


.02 


.02 
.01 
.02 


.02 


.02      .01      .01 


.06 
.02 


.01       .01 
.01 


.02       .01 


.02      .02       .02 
,04       .01      .01 


.02      .01 
.01       .06 

.05      .01 

.05 


.01 

.01  .03      .06 

*  *  « 

.03  .01 

.01       .01 

«  *  * 

.10 
.01 
.03 

.02  .08 

.03       .01      .01 


PENNSYLVANIA 
AUGUST  1948 


P.   M.    HOUR    ENDING 


.18 
.14      .02 


.38 


.03 

.02 

.04 

.06 

.05 

.03 

.10 

.02 

.01 

,04       .02 


.01 
•  11 


.20 


8 


.14 


.03 


10 


12 


-30th- 


.15 


.06      .16      .01 


.02 
.03 


-31st- 


.16 
.01 


.01 
.01 


.01 

,02      .01 


.02  .01 

*  .09 

.01 

»  .05 


.02      .01 
*  .05 


.02 

.01 


.15      .02 

•  * 

►  .01 


.34       .01 


See  reference  notes  following  Station  Index 
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< 

o 


.14 
.03 
.24 

.16 


.04 
.39 
.11 
.05 
.20 
.04 
.06 
.15 
.08 


.05 
.10 
.10 
.03 
.06 


PENNSYLVANIA 
AUGUST  1948 


TABLE   5 
DAILY    TEMPERATURES    (°  FAHRENHEIT) 


STATION 


ALLENTOWN  WB  AIRPORT 

ALLENTOWN  GAS  CO 

ALTOONA  HORSESHOE  CURVE 

ARENDTSVILLE 

AVOCA  WILKES-BARRE  AP 

BAKEESTOira  4  WNW 

BEAVERTOITN 

BELLEFONTE  ROCKVIEW  FARM 

BERWICK 

BETHLEHEM  LEHIGH  UNIV 

BLAIRSVILLE  6  ENE 

BRADFORD  4  W  RES  NO  1 

BROOKVILLE  AIRPORT 

BURGETTSTOWN  3  W 

BURNT  CABINS  2  NE 

BUTLER 

CANTON  1  NW 

CARLISLE 

CBAUBERSBURG 

CLARION  3  SW 

CLAYSVILLE 

COALPORT 

COATESVILLE  1  SW 

COLUMBIA 

CONFLUENCE  1  SW 

CORRY 

CURWENSVILLE  6  NW  AP 

DERBY 

DONEGAL 

DONORA 

EAGLES  MERE 

EAST  WATERFORD  3  E 

EBENSBCRG 

EMPORIUM 

EPHRATA 


MAX 
MIN 


MAX 
MIN 


MAX 

UIN 


MAX 
MIN 


MAX 

HIN 


MAX 
MIN 


DAY  OF  MONTH 


MAX 
MIN 

MAX 

•BIN 

MAX 

MIN 

MAX 
MIN 

MAX 
HIN 

MAX 
MIN 

MAX 
MIN 

MAX 
HIN 

MAX 
MIN 

MAX 
MIN 

MAX 

MIN 

MAX 
MIN 

MAX 

HIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 

HIN 

MAX 
MIN 

MAX 
HIN 

MAX 
MIN 

MAX 
MIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 


3   4 


82 
50 

83 
56 

87 
62 

87 
54 

85 
60 

83 
67 

80 
65 

84 
60 

83 
58 

84 
55 

80 
64 

77 
68 

83 
61 

82 
51 

78 

56 

84 
61 

80 
56 

88 
64 

78 
58 

80 
64 

78 
57 

86 
54 

82 
67 


87 
55 

82 
60 

90 
64 

87 
65 

81 
56 

82 
55 

85 
52 

72 
65 

90 
67 

82 
56 

78 
53 

76 
57 

82 
59 

80 
51 

87 
62 

76 
58 

81 
62 

79 
57 

82 
60 

7 
64 


6      7      8      9     10     II     12     13     14    15     16     17     18    19    20 


78 
46 

78 
59 

84 
56 

80 
54 

87 
62 

78 
59 

70 
63 

79 

55 

83 
52 

82 
67 


63 
53 

78 
54 

79 

52 

74 
40 

73 
48 

58 
46 

75 
59 

81 
57 

61 
46 

71 
48 

69 
46 

75 
48 

68 
38 

78 
52 

58 
48 

70 
49 

57 
44 

75 
49 

73 
55 


77 
53 


71 
52 

70 
44 

74 
52 

74 
44 

79 

55 

68 
49 

70 
55 

69 
49 

74 
50 

79 
55 


77 

82l 

80| 

47 

52 

47 

75 

73 

78 

44 

49 

42 

83 

82 

84 

55 

58 

53 

68 

70 

70 

48 

49 

54 

74 

72 

74 

52 

57 

56 

67 

72 

73 

47 

51 

47 

76 

77 

79 

44 

52 

44 

75 

82 

82 

52 

56 

54 

60   62 


82 
60 

80 
61 

73 
56 

80 
60 

83 
50 

82 
64 

85 
62 

82 
64 

71 
59 

70 
52 

80 
59 

71 
58 

80 
64 

75 
59 

74 
63 

77 
50 

73 
60 

82 
62 


73 
53 


21 


22 


23 


24 


25 


26 


27 


28 


29 


30 


31 


82 
53 

80 

55 

75 

55 

84 
51 

75 
52 

79 
63 

74 
59 

75 
60 

81 
52 

83 
54 

861 

59 


80 
50 

80 
54 

82 
60 

78 
54 

71 
59 

68 
54 

79 
65 

73 
50 

79 
64 

74 
58 

73 
59 

76 
53 

73 
50 

82 
59 


72 
66 

78 
54 

76 
52 

78 
53 

81 
55 

79 
51 

81 

52 

78 
60 

75 
62 

80 
59 

82 
53 

81 
52 

80 
54 

77 
60 

77 
65 

81 
56 

76 
57 

75 
54 

83 

55 

80 
51 

85 
59 

71 
59 

72 
61 

77 
49 

80 
55 

77 
65 


86 
60 


83 
58 


86 
63 


83 
62 


87 
61 


82 
56 


84 
60 


92 
65 


99 
70 


100 
68 


80 
60 

83 
61 

85 
54 

80 
55 

80 
54 

73 
58 

85 
59 

81 
57 

84 
53 

76 
56 

75 
6 

78 
52 

83 
62 

69 
60 

74 
60 

79 
56 

81 
58 

70 
58 


85 
60 


89 
60 


82 
64 


85 
61 


88 
58 


84 
64 


86 
56 


79 
60 


88 
63 


98 
70 


94 
62 


83 
62 


85 
55 


83 
63 


100 
78 


99 
70 


.90 
60 


99 
65 


100 
70 


98 
68 


89 
69 


100 
73 


94 
68 


88 
60 


87 
61 


92 
72 


91 
56 


94 
62 


94 
61 


99 
60 


94 
71 


100 
67 


98 
70 


92 
61 


95 
64 


99 
60 


100 
59 


89 
66 


80 
67 


84 
59 


83.5 
61.5 


83.4 
63.0 


80.6 
57.0 


84.1 
60.8 


80.5 
60.4 


76.8 
52.9 


98 


85.4 


97 
68 


93 
77 


101 
63 


100 
66 


85 
68 


100 
63 


90 
64 


81 
50 


78 
55 


90 
61 


90 
59 


93 
59 


82.0 
58.2 


84.8 
60.4 


82.7 
63.0 


77.5 
58.6 


77. « 
51. •! 


79. ( 
52.! 


93 
57 


93 
62 


88 
56 


89 
67 


95 
74 


98 
65 


96 
59 


94 
60 


102 
67 


96 
65 


96 
69 


87 
63 


83.: 
52. < 


84.^ 
54.: 


85.1 
55.1 


79. 
60. 


83. 
60. 


96 
66 


101 
70 


80 
58 

83 
56 

79 

57 

85 

57| 

83 
49 

85 
61 

71 
60 

77 
61 

79 

56 

84 
60 

82 
63 


83 
59 

86 
53 

82 
57 

87 
61 

84 
51 

88 
64 

73 
60 

77 
63 

84 
56 

87 
58 

85 
61 


85 
60 

90 
56 

83 
59 

88 
59 

86 
55 

94 
65 

75 
60 

84 
65 

85 
62 

90 
59 

85 
63 


88 
61 


101 
68 


102 
69 


98 
63 


88 
64 

96 
64 

88 
56 

96 
69 

79 
63 

89 
69 

87 
66 

94 
61 

89 
66 


95 
58 

91 
63 

93 
64 

94 
56 

99 
70 

86 
66 

93 
73 

95 
64 

97 
63 

94 
71 


100 
68 


91 
67 


97 
67 


93 
60 


100 
72 


91 
72 

93 
75 

94 
65 

98 
64 

99 
66 


90 
73 

95 
78 

93 
66 

97 
65 

100 
68 


97 
81 

95 
64 

86 
68 

84 
63 

88 
69 

86 
58 

93 
69 

88 
67 

87 
74 

85 
62 

89 
64 

97 
73 


91 
63 

78 
54 

84 
66 

89 
57 

93 
64 

94 
67 

88 
61 

80 
56 

77 
57 

84 
65 

80 
60 

89 
69 

85 
61 

85 
67 

80 
58 

84 
58 

95 
67 


84. 
59. 

81. 
53, 

82. 
56. 

81. 
51. 

82. 
61. 

85. 
62. 

81. 
56. 

80. 
54. 

76, 

55, 

82, 

57. 

79 
51 

85 
61 

74 
58 

76 
61 

78 
55 

82 
55 

83 
62 


See  reference  notes  following  Station  Index 
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TABLE    5  — Continued 
DAILY    TEMPERATURE    ^FAHRENHEIT) 


STATION 


ERIE    WB  CITY 

BVERETT 

rARSElX   SHARON 

rORD   CITY  4    S 

niANELIN 

fREDERICESVILLE    1    SE 

'REELAND 

rEORGE   SCHOOL 

iETTYSBURG 

»RDON 

(REENSBURG  2  S  FILTER  STA 

iREENVILLE 

AKOVSR 

[ARRISBURG  3  S  WB  AP 

AWLEY 

AWLEY  1  S  WALLEN  DAM 

KWITT  2  S 

OLTWOOD 

UirriNGDON 

NDIANA  2  SE 

NDIANA 

RWIN 

AHESTOWN  2  NW 

OHNSTOWN  1 

ANE  1  NW 

AMCASTER  2  NE  PUMP  STA 

iHCASTER  3  NE  EXP  FARM 

AWRENCEVILLE 

EBANON 

EWISTOWN 

ONG  POND 

flRCns  HOOK 

4RTINSBURG  BLAIR  CO  AP 

dUCH  CHUNK  1  SW 

EADVILLE  1  S 


MAX 
HIN 

MAX 
MIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 

MAX 

MIN 

MAX 

MIN 

MAX 
HIN 

MAX 
MIN 

MAX 

MIN 

MAX 
MIN 

UAX 
HIN 

MAX 

MIN 

MAX 
MIN 

UAX 
MIN 

MAX 
MIN 

MAX 
UIN 

UAX 
HIN 

UAX 
UIN 

UAX 
MIN 

MAX 
MIN 

UAX 
UIN 

MAX 

MIN 

UAX 

UIN 

MAX 
MIN 

UAX 

MIN 

UAX 

MIN 

UAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
UIN 

UAX 

MIN 

UAX 
UIN 

UAX 

MIN 

MAX 
MIN 


PENNSYLVANIA 
AUGUST  1948 


DAY  OF  MONTH 


74   77 
62   60 


85   85 
57   57 


82   78 


76 
64 

67 
60 

79 
67 

84 
54 

80 
52 

73 
66 

72 
57 

71 
67 

80 
66 

72 
59 

82 
52 

7« 
52 

80 
67 

74 
62 

73 
56 

79 
51 

79 
63 

74 
68 

81 
59 

81 
51 

83 
58 

85 
55 

79 
54 

88 
59 

76 
49 

75 
66 

82 
65 

81 
55 

75 
67 

83 
65 

70 
60 

84 
71 

76 
62 

76 
60 

79 

54 


74 
56 

74 
46 

69 
55 

74 
42 

74 
63 

68 
•55 

67 
59 

77 
57 

64 
56 

75 
55 

73 

53 

63 
52 

75 
58 

76 
60 

73 
63 

77 
61 

79 
60 

65 
52 

70 
55 

73 
43 

75 
45 

73 

45 

77 
56 

73 
47 

70 
60 

70 
49 

79 
63 

73 
48 

74 
54 

78 
60 

74 
50 

76 
53 

78 
56 

74 
46 

75 
46 

75 
50 

77 
55 

76 
58 

73 
49 

70 
46 

87 
62 

77 
63 

78 
50 

72 
45 

72 
51 

75 
52 

75 
51 

75 
51 

70 

41 

77 
52 

77 
54 

72 
47 

78 
54 

79 

54 

68 
54 

82 
62 

73 
49 

73 

52 

75 
46 


82 


74 
59 

81 
51 

83 
53 

79 
47 

76 
47 

79 
62 

73 
53 

80 
55 

83 
57 

80 
46 

78 
50 

77 
52 

80 
57 

77 
56 

77 
49 

72 
44 

81 
50 

77 
63 

80 
53 

77 
50 

78 
53 

79 
51 

78 
52 

81 
54 

72 
43 

79 
54 

80 
55 

75 
50 

80 
55 

81 
51 

70 
58 

88 
64 

78 
53 

76 
47 

77 

49 


81 


12 


13 


79 
62 

79 
66 

76 
65 

83 
62 

82 
66 

80 
58 

78 
67 

86 
67 

83 
60 

75 
41 

81 
55 

84 
70 

76 
54 

80 
62 

81 
62 

84 
63 

73 
57 

79 
64 

79 
58 

81 
65 

80 
63 

85 
62 

79 
62 

76 

57 

74 
60 

83 
69 

80 
64 

78 
63 

73 
49 


14 


82   74 
59   51 


80  80 
60  69 


15 


79  72 
58   56 


78  82 
63  67 


16 


80   81 
51   50 


17 


84   84 
57   58 


81  84 
50  52 


83  80 
51   51 


18 


84   80 
62   59 


82  80 
58   55 


85  82 
54   60 


19 


80   80 
53   60 


79   74 
50   52 


20 


83  84 
56   55 


83   83 
65   65 


77 
64 

82 
59 

81 
64 

80 
53 

78 
57 

70 
62 

74 
60 

76 
65 

SO 
63 

75 
60 

81 
54 

80 
55 

78 
64 

73 
63 

71 
63 

77 
57 

80 
64 

75 
68 

80 
61 

82 
52 

80 
54 

84 
59 

78 
55 

83 
58 

77 
48 

77 

63 

77 
65 

80 
57 

79 
64 

78 
62 

68 
62 

84 
66 

78 
57 

77 
60 

79 
56 


22 


81 
64 

79 
60 

81 
65 

83 
55 

82 
58 

79 
65 

76 
59 

81 
63 

75 
63 

80 
60 

80 
52 

85 
55 

76 
63 

79 
61 

83 
61 

70 
56 

84 
68 

82 
64 

82 
60 

79 
56 

80 
60 

80 
58 

80 
55 

79 
60 

77 

52 

79 
54 

67 
57 

83 
61 

72 
58 

80 
62 

74 
58 

77 
65 

80 
59 

76 
62 

79 
56 


23 


24 


87 


?.5 


26 


27 


60  62 


reference  notes  following  Station  Index 
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100 
62 


28 


29 


30 


61   62   66 


99 
67 

83 
57 

90 
67 

96 
71 

91 
63 

99 
72 

102 
67 

80 
70 

104 
79 

90 
68 

87 
70 

95 
65 


93 
75 

90 
69 

93 
63 

83 
59 

91 
59 

86 
57 

94 
59 

90 
65 

91 
77 

90 
72 

100 
64 

94 
59 

88 
61 

84 
58 

95 
67 

86 
64 

93 
67 

87 
66 

95 
66 

89 
54 

78.3 
64.5 

81.9 
56.2 

82.4 
65.3 

81.7 
54.5 

81.3 
56.4 

80.6 
64.8 

79.4 
58.7 

83.4 
61.9 

83.5 
62.5 

81.7 
56.1 

82.5 
54.5 

82.2 
54.1 

82.7 
63.4 

82.8 
63.4 

82.0 
55.8 

78.0 
50.4 

85.1 
60.7 

82.8 
66.6 

84.3 
56.6 

81.4 
54.1 

82.9 
58.4 

84.7 
57.4 

81.0 
54.8 

84.5 
57.8 

77.4 
47.6 

82.1 
59.2 

82.1 
61.4 

82.5 
55.6 

84.4 
62.1 

86.0 
59.0 

73.3 
62.1 

87.9 
67.9 

80.7 
56.7 

80.0 
57.2 


/ 


PENNSYLVANIA 
AUGUST  1948 


TABLE    5 -Continued 
DAILY    TEMPERATURE    (*»FAHRENHEIT) 


I 


STATION 


MAX 
MIN. 


MERCER    5    NE    WB   AIRPORT 

HIDDLETOWN  OLMSTEAD  FIELD 

MIDLAND  DAM  NO  7  LOWER 

MONTROSE  3  E  HIGHWAY  SHED 

MOUNT  POCONO  2  N  WB  AP 

NEFFS  MILLS  4  NE 

NEWBURG  3  W 

NEW  CASTLE  1  n   PUMP  STA 

NEWELL 

NEWPORT  • 

PALMERTON 

PARK  PLACE  1  NW  WB  AP 

PHIL  DREXEL  INST  OF  TECH 

PHILA  FRANKLIN  INST 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  SHAWMONT 

PHILADELPHIA  WB  CITY 

PHILLIPSBURG  7  E  AIRPORT 

PHOENIXVILLE  1  E  PUMP  STA 

PITTSBURGH  7  SE  WB  AP 

PITTSBURGH  WB  CITY 

PORT  CLINTON 

PUTNEYVILLE  2  SE 

QUAKERTOWN 

READING  WB  CITY 

RETREAT  FARMS 

RIDGWAY 

SCRANTON  WB  CITY 

SEHNSGROVE  AIRPORT. 

SHIPPENSBURG 

SOMERSET  WATER  WORKS 

SPRINGS  1  SW 

STATE  COLLEGE 

STROCDSBURG  SUBSTATION 


DAY  OF  MONTH 


MAX" 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 

MIN 

MAX 
MIN 

MAX 

MIN 

MAX 

MIN 

MAX 

MIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 


83 


86 


79 


65  64 


82 
57 

76 
65 

77 
67 

85 
61 

83 
49 

83 
61 

85 
61 

82 
67 

81 
57 

78 
65 

84 
62 

89 
66 


82 
47 

84 
61 

87 
66 

83 
63 

85 
51 

84 
65 

86 
75 

90 
65 

82 

51 

80 
60 

84 
62 

84 
70 


85 
61 

85 
62 

87 
64 

80 

51 

81 
62 

77 
69 

81 
59 

82 
49 

80 
62 

81 
58 

86 
63 

80 
52 

77 
53 

83 
59 

88 
63 


74 
63 

83 
55 

74 
64 

77 
65 

74 
58 

84 
52 

76 
63 

78 
62 

77 

63 

77 
52 

72 
54 

75 
61 

84 
64 


75 
58 

75 
57 

73 
60 

68 
59 

73 
59 

78 
56 

67 
56 

73 
56 

74 
61 

68 
53 

65 
50 

64 

54 

80 
60 


79 


84 


10 


74 
56 

76 
54 

78 
55 

70 
41 

67 
45 

73 
53 

65 
58 


74 
52 

77 
57 

75 
50 

75 
47 

75 
48 

77 
58 

74 
51 

75 
49 

72 
55 

77 
54 

79 
55 

72 

45 

71 
47 

75 
55 

78 

5( 


83 


84 


12 


76 


77 
45 

80 
54 

75 
48 

76 
40 

77 
49 

80 
47 

84 
52 

76 
43 

73 
45 

78 
50 

78 
52 


81 
51 

78 
52 

79 
49 

82 
58 

74 
58 

72 
44 

76 
55 

80 
51 

83 
55 

76 
50 

72 
52 

77 
56 

82 

56 


14 


80 
55 

82 
55 

79 
47 

76 
43 

77 
46 

81 
56 

78 
59 

77 
42 

77 
49 

79 
46 

85 
50 

80 
42 

77 
44 

80 
49 

83 
55 


76 
63 

74 
64 

82 
51 

78 
55 

80 
49 

81 
58 

76 
46 

82 
45 

78 
52 

78 
52 

82 
57 

80 
49 

75 
54 

74 
59 

84 
53 


15 


16 


82 
62 

84 
64 

80 
56 

76 

57 

80 
63 

84 
68 

81 
65 

79 
61 

82 
65 

85 
66 

89 
66 

80 
63 

77 
60 

81 
63 

80 
68 


77 
62 

77 
63 

85 
60 

80 
51 

82 
61 

83 
66 

79 
61 

83 
59 

77 

64 

83 
59 

85 
64 

74 
61 

70 
60 

74 
59 

71 
61 


85 


78 
57 

80 
57 

73 
50 

78 
52 

82 
62 

78 
56 

75 
51 

75 
61 

80 
53 

83 
58 

74 
47 

71 
50 

76 
55 

83 
66 


65 


89 


94 
67 

80 
57 

79 
55 

76 
46 

82 
54 

85 
62 

82 
54 

79 

48 

82 
60 

83 
50 

87 
58 

79 
43 

75 
45 

82 
54 

82 
65 


17 


18 


76 

48 


19 


20 


82 
61 

82 
58 

86 
53 

78 
47 

83 
53 

85 
63 

82 
53 

82 
50 

S3 
54 

85 
51 

83 
55 

80 
45 

77 
55 

82 
60 

88 
56 


82 
61 

77 
66 

83 
55 

80 
54 

78 
52 

81 
62 

81 
57 

84 
50 

80 
59 

83 
56 

85 
56 

76 
49 

72 
58 

80 
58 

87 
57 


21 


83 


22 


80 
56 

78 
55 

85 
53 

80 
61 

79 
55 

83 
52 

79 
60 

80 
53 

84 
58 

77 

47 

76 
61 

75 
61 

83 
59 


77 
60 

75 
55 

82 
60 

76 
63 

79 
55 

74 
54 

80 
63 

77 
61 

82 
62 

81 
50 

76 
57 

78 
64 

80 
65 


82 


23 


24 


25 


26 


27 


28 


29 


30 


31 


79 

58 


88 
60 


89 
63 


83 
58 


67 


78 
53 


89 
58 


90 
65 


86 
55 


83 
60 


79 
60 


81 
67 


85 
63 


80 
SO 


92 
62 


89 
64 


99 
72 


92 
62 


93 

71 


93 
67 


100 
70 


87 
55 


82 
52 


91 
59 


87 
61 


86 
61 


83 
64 


86 
68 


85 
67 


88 
59 


89 
66 


95 
68 


95 
66 


92 

64 


99 

58 


93 
67 


89 
64 


100  I 
60 


94 
62 


94 
59 


96 
64 


99 
70 


101 
63 


93 
60 


96 
68 


100 
67 


100 
61 


94 
67 


85 
60 


88 
60 


102 
64 


101 
75 


85 
73 


95 
65 


92 
71 


100 
76 


100 
75 


84 
61 

86 
63 

80 
59 

81 
53 

72 
60 

80 
64 

79 
61 

82 
57 

75 
62 

80 
62 

84 
59 

84 
52 

80 
52 

84 
59 

85 
67 


88 
64 


89 
68 


85 
69 


82i 
501 


100 
74 


100 
72 


98 
72 


94 
66 


92 
74 


87 
60 


93 

57 


85 
50 


86 
63 


80 
62 


93 
68 


101 
78 


100 
76 


101 
77 


88 
40 


100 


100 
79 


92 
57 


100 


88 
64 


83 
58 


84 
59 


87 
40 

81 

52 

83 
63 

80 
59 


92 
66 


87 
60 


86 
53 


86 
56 


88 
64 


88 
55 


87 
61 


88 
59 


89 
61 


87 
52 


84 
55 

86 
60 

89 
61 


94 
67 

96 
68 

78 
61 

90 
57 

90 
61 

94 
70 

92 
63 

91 

55 

95 
65 

94 
65 

95 
66 

90 
53 

86 
54 

92 
68 

90 
66 


95 
72 


97 
73 


94 
63 


93 
60 


95 
66 


100 
72 


95 
57 


97 
60 


101 
70 


99 
68 


100 


98 
73 


95 
67 

95 
56 

98 
73 

97 
62 

102 
67 

97 
54 

91 

57 

98 
69 

95 
67 


98 
59 


97 
53 


102 
80 


99 
74 

98 
63 

95 
61 

94 
61 

99 
72 

94 
65 

98 
61 

95 
68 

98 
63 

101 
66 

94 
55 

90 
56 

96 
67 

99 

671 


95 
79 


91 
74 


89 
72 

90 
75 

96 
67 

94 
60 

92 
62 

95 
78 

931 
68 

98 
62 

91 
72 

92 
62 

98 
74 

88 
60 

83 
60 

90 
70 

98 
72 


93 
77 


79.2 
54.6 

83.1 
63.1 

81.6 
59.6 

78.4 
55.6 

76.0 
55.3 

83.6 
53.9 

77.3 

51.4' 

83.0 
56.3 

85.4 
61.3 

85.5 
56.5 

81.4 
60.6 

76.7 
59.3 

83.6 
67.8 

83.6 
68.6 

83.9 
65.3 

84.7 
67,1 

84.6 
64.3 

83.4 
68.4 

76. £ 
50. S 

85. S 


84 
66 

85 
69 

91 
60 

89 
53 

86 
60 

91 
70 

85 
62 

91 
53 

81 
66 

86 
60 

92 
66 

84 
63 

79 
57 

87 

66 

95 

65 


74 
57 

77 
58 

87 
60 

84 
54 

77 
61 

83 
60 

79 
59 

82 
54 

76 
54 

82 
61 

86 
63 

79 
59 

70 
53 

76 
52 

89 
62 


82.6 
61.7 

83.2 
63.: 

82.1 
58. S 

81.1 
52. C 

81.! 
57.< 

83.! 

64.: 
81.; 

58.i 

83.! 
52.1 

80.! 
60.1 

83.: 
58.: 

86.: 

60.! 
80.1 

51.: 

76.! 
54.' 

81.' 
59.' 

84.! 
62.! 


See  reference  notes  following  Station  Index 
-  194  - 


TABLE    5  — Continued 
DAILY    TEMPERATURE    (** FAHRENHEI-T) 


STATION 


IKBUKT  2  N  AIRPORT 

LMARACK  2  S  FIRE  TOWKR 

[ONESTA  2  SE  DAH 

[TUSVILLE  2  S 

WANDA 

WKHANNOCK  1  S 

tlONTOWN 

lRREN 

lTXESBURG  1  E 

JiLSBORO 

ILLSVILLE 

;ST  CHESTER 

LLIAMSPORT  4  E  WB  AP 

LLIAMSTOWM 

IRK  3  SW  PUMPING  STATION 


MAX 

UIN 


UAX 

UIN 


UAX 

UIN 


UAX 
UIN 


UAX 
UIN 


UAX 

UIN 


UAX 
UIN 


UAX 
UIN 


UAX 
UIN 


MAX 
MIN 


MAX 
MIN 


UAX 
UIN 


UAX 
UIN 


UAX 
MIN 


UAX 
UIN 


PENNSYLVANIA 
AUGUST  1948 


DAY  OF  MONTH 


88      77 
681     68 


77      79 
54      52 


71      56 
54      47 


70      77 
60      56 


77      79 
49      49 


80 


82 


52      51 


79      79 
S3      48 


82      83 


55 


53 


12 


13 


14 


15 


84, 


16 


17 


19 


20 


66      76 
55      55 


21 


81      83 
53      55 


82      82 

55      58 


80 
60 


22 


80      84 
54      53 


23 


24 


25 


See  reference  notes  following  Station  Index 
-  195  - 


26 


27 


61 

62 

86 
59 

84 
60 

88 
56 

92 
63 

90 
56 

95 
59 

87 
58 

91 
60 

91 
63 

94 
64 

93 
58 

97 
60 

92 
58 

94 
57 

88 
56 

90 
57 

86 
63 

93 
62 

100 
67 


28 


29 


30 


82.7 
60.9 


76.2 
56.4 


80.7 
54.5 


78.0 
53.4 


82.8 
55.6 


82   82.9 
59   55.6 


83.5 
60.3 


77  84.1 
57    55.6 


84.8 
55.2 


82.0 
52.8 


82.0 
59.8 


84.0 
63.4 


82.5 
58.7 


83.5 
58.6 


86.1 
60.9 


PENNSYLVANIA 
AUGUST  1948 


TABLE   6 
DAILY  EVAPORATION  (INCHES)  AND  WIND  MOVEMENT  (MILES) 


DAY 

OF   MONTH 

DEPflRT- 

STATION 

. 

TOTAL 

1 

2 

3 

4 

5 

6 

7 

e 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

NORMAt 

CONFLUENCE    1    SW 

EVAP 
WIND 

.290 
63 

.115 
13 

.297 
26 

.077 
14 

.078 
30 

.016 
46 

.166 
59 

.125 
32 

.176 
36 

.138 
18 

.142 
16 

.083 
41 

.191 
54 

.168 
43 

.130 
38 

.133 
30 

.162 
29 

.065 
16 

.101 
37 

.235 
37 

.025 
7 

.093 
12 

.102 
13 

.123 
21 

.114 
14 

.178 
27 

.167 
33 

.179 
9 

.192 
27 

.116 
45 

.095 
18 

4.272 
904 

FORD   CITY   4    S 

EVAP. 
WIND 

.24C 
27 

.200 
32 

.144 
21 

.213 
13 

.188 
98 

.162 
47 

.133 
26 

.164 
21 

.182 
29 

.201 
36 

.162 
7 

15 

24 

.147 

27 

.168 
32 

.170 
21 

.164 
7 

.168 
14 

.070 
17 

.092 
8 

.120 
25 

,139 
2 

.134 
3 

.156 
9 

.146 
9 

.163 
14 

.174 
4 

.178 
11 

.210 
17 

.200 
24 

.183 
32 

4.771 
672 

HAWLEY    1    S    WALLEN   DAM 

EVAP. 
BIND 

.247 
46 

.159 
83 

.20( 
44 

.113 
9 

14 

44 

.139 
92 

.165 
48 

.185 
50 

.102 
15 

.200 
18 

.214 
75 

.066 
64 

.219 
63 

.262 
59 

.195 
29 

.065 
11 

.149 
18 

.131 
42 

.209 
9 

8 

13 

.084 
16 

.147 
13 

.173 
48 

.221 
53 

.232 
22 

.262 
13 

.077 
43 

.263 
70 

.171 
41 

4.650 
1173 

JAMESTOWN    2    m 

EVAP. 
KIND 

.222 
22 

.223 
36 

.199 

15 

.213 
36 

.138 
19 

.110 
74 

.166 
23 

.188 
23 

.093 
18 

.238 
29 

.182 
2S 

.034 
22 

23 

.279 
■  21 

.200 
29 

.218 
11 

.153 
18 

.115 
28 

.082 
20 

.168 
19 

.154 
31 

.154 
15 

.143 

5 

.187 
19 

17 

.232 
25 

.130 
9 

.113 
24 

.164 
16 

.224 
11 

.134 
34 

4.856 
717 

NEFFS    MILLS    4    NE 

EVAP 
WIND 

.244 
26 

.194 
9 

.146 
4 

.096 
6 

.196 
25 

.024 
49 

.152 
23 

.128 
26 

.128 
5 

.192 
8 

.162 
2 

.022 
2 

.160 
2 

.186 
34 

.135 
13 

.150 
4 

.128 
2 

.156 
8 

.171 

1 

.130 
3 

.156 
2 

.092 
3 

.108 
2 

.092 
3 

.124 
4 

.142 

.168 

.166 

1 

.114 

.216 
8 

.210 
25 

4.489 
300 

TABLE    7 
DAILY    RIVER    STAGES    (FEET) 


RIVER   AND   STATION 

3<5 
3i 

DAY    OF    IVIONTH 

I  o 

5 

* 

t 

s 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

ig 

LEHIGH 

LEHIGHTON 

9 

3.0 

2.9 

2.8 

3.2 

3.9 

4.4 

3.8 

3.6 

3.2 

3.0 

2.9 

3.0 

3.0 

2.9 

2.8 

2.7 

2.7 

2.6 

2.8 

2.8 

2.9 

3.0 

3.4 

3.2 

3.0 

3.0 

2.8 

2,8 

2.S 

2.S 

2.S 

4.4 

6 

2.618< 

SCHUYLKILL 
READING 

13 

3.7 

3.6 

3.5 

4.4 

3.9 

6.5 

4.8 

4.5 

4.3 

4.0 

3.9 

4.3 

4.6 

4.1 

3.9 

3.9 

3.7 

3.7 

4.5 

4.3 

5.8 

5.2 

5.9 

5.2 

4,8 

4,5 

4.3 

4.1 

4.0 

3.9 

3,8 

6.5 

6 

3,5   3 

PHILADELPHIA 

6.0 

6.1 

6.0 

6.9 

6.3 

6.6 

6.6 

6.3 

6.2 

6.1 

6.1 

6.0 

6.4 

6.2 

6.1 

6.0 

6.0 

6.0 

6.0 

6.1 

6,4 

6.4 

6,7 

6.4 

6.4 

6.2 

6.1 

6.1 

6.0 

6.0 

6.0 

6.9 

4 

6.0 

H 

DELAWARE 
EASTON 

22 

1.5 

.8 

.8 

1.4 

1.4 

3.0 

3.0 

2.4 

2.3 

1.5 

1.7 

1.6 

2.4 

2.1 

1.8 

1.4 

1.2 

1.4 

1.5 

1.5 

2.4 

2.1 

2.0 

2.0 

1,8 

1.8 

1.6 

1.4 

1.2 

1.0 

•1 

3.0 

6-1 

,6 

3 

WEST   BRANCH 

RE NOVO 

16 

1.1 

.9 

.8 

.7 

.6 

1.5 

2.2 

1.8 

1.3 

1.1 

.9 

.9 

1.3 

1.3 

1.1 

1.1 

.9 

.7 

.7 

1.0 

1.2 

1.0 

.8 

.8 

.7 

.6 

.5 

.4 

,3 

.3 

.2 

2.2 

7 

.^a 

WILLIAMSPORT 

20 

1.4 

1.2 

1.0 

.9 

.8 

1.2 

2.2 

2.4 

1.9 

1.5 

1.2 

1.1 

1.0 

1.5 

1.3 

1.4 

1.2 

.9 

1.0 

.9 

.9 

1.2 

1.0 

1.0 

.9 

.8 

.7 

.6 

,5 

.4 

.4 

2.4 

8 

.4  30^ 

PINE    CREEK 
CEDAR    RUN 

12 

1.9 

1.9 

1.9 

1.9 

1.9 

3.0 

2.3 

2.2 

2.1 

2,1 

2.0 

2.0 

2.3 

2.2 

2.1 

2.1 

2.0 

2.0 

2.0 

2.1 

2.1 

2.0 

2.0 

2.0 

1.9 

1.9 

1.9 

1,8 

1.8 

1.8 

3.6 

6 

1,E29'I 

JUNIATA 

NEWPORT 

22 

3.4 

3.4 

3.3 

3.3 

3.4 

3.7 

3.6 

3.7 

3.6 

3.5 

3.5 

3.5 

3.5 

3.6 

3.5 

3.5 

3.5 

3,4 

3.4 

3.4 

3.4 

3.4 

3.4 

3.7 

3.6 

3.5 

3.4 

3.5 

3,4 

3.3 

3.2 

3.7 

6  + 

3,231 

SUSQUEHANNA 
TOWANDA 

16 

1.2 

1.1 

1.0 

.9 

.8 

1.1 

2.9 

2.7 

2.7 

2.2 

1.8 

1.4 

1.7 

3.2 

2.8 

2.6 

2.1 

1.8 

1.7 

1.5 

1.4 

1.4 

l.S 

1.5 

1.4 

1.3 

1.3 

1.1 

1.0 

.9 

.8 

3,214 

,a 

5' 

SUNBURY 

16 

1.5 

1.4 

1.4 

1.3 

1.2 

1.3 

1.4 

1.7 

1.9 

1.9 

1.8 

1.5 

1.5 

1.4 

1.5 

1.9 

1.8 

1.7 

1.6 

1.5 

1.4 

1.4 

1.4 

1.3 

1.3 

1.3 

1.2 

1.1 

1,1 

1.0 

1.0 

l.S 

9+ 

1,0 

30< 

WILKES-BARRE 

22 

2.5 

2.4 

2.3 

2.1 

2.0 

2.3 

2.3 

3.8 

4.0 

3.9 

3.3 

3.0 

2.6 

2.6 

4.3 

4.0 

3.8 

3.3 

3.0 

2.8 

2.7 

2.S 

2.5 

2.6 

2.S 

2.5 

2.4 

2.3 

2.1 

2.0 

1.9 

4.315 

1,9 

31 

HARRISBURG 

17 

3.6 

3.5 

3.4 

3.4 

3.4 

3.4 

3.4 

3.4 

3.6 

3.7 

3.7 

3.6 

3.5 

3.5 

3.4 

3.4 

3.6 

3.S 

3.6 

3.5 

3.5 

3.4 

3,5 

3.5 

3.4 

3,4 

3.3 

3.3 

3.2 

3,2 

3.2 

3.710+ 

3,2 

29< 

CONEMAUGH 
SEWARD 

18 

2.9 

2.8 

2.8 

8.8 

2.8 

3.3 

3.0 

2.9 

2.9 

2.9 

2.8 

2.9 

2.9 

2.9 

2.9 

2.8 

2.8 

2.8 

2.8 

2.8 

3.2 

3.4 

3.1 

2.8 

2.8 

2.7 

2.7 

2.7 

2.6 

2.7 

2.7 

S.f 

4 

2.6 

29 

ALLEGHENY 
WARREN 

14 

3.1 

2.9 

2.7 

2.6 

2.4 

2.7 

3.7 

3.5 

3.0 

2.8 

2.4 

2.6 

2.5 

2.5 

2.1 

2.1 

2.1 

2.1 

2.4 

2.7 

2.7 

2.4 

2.2 

2.1 

2.0 

1.9 

1.9 

1.9 

1.9 

1.8 

1.8 

3.7 

7 

i.a 

30' 

FRANKLIN 

17 

3.3 

3.4 

3.3 

3.0 

3.0 

3.0 

3.9 

3.9 

3.7 

3.2 

3.0 

3.2 

3.2 

3.1 

3.1 

3.0 

3.0 

2.9 

2.9 

3.0 

3.3 

3.1 

2.9 

2.8 

2.6 

2.6 

2.5 

2,4 

2.4 

2.3 

2.3 

3.S 

7+ 

2.3 

30 

PARKERS    LANDING 

20 

2.4 

2.2 

2.4 

2.2 

2.2 

2.5 

2.2 

1.9 

3.0 

2.6 

2.2 

3.1 

3.0 

2.9 

2.3 

2.1 

2.1 

2.1 

2.1 

2.0 

2.6 

2,2 

2.0 

1.9 

1.8 

1.7 

1.7 

1,4 

1.4 

1.3 

1.4 

3.1 

12 

1.3 

30 

SCHENLEY   LOCK   5    L 

24 

12.6 

12.4 

12.4 

12.3 

12.4 

12.9 

13.0 

13.0 

12.8 

12.8 

12.4 

13.6 

14.0 

13.4 

12.9 

12.5 

12.4 

12.3 

12.3 

12.3 

12.5 

12.4 

12.3 

12.2 

12.2 

12.0 

12,0 

12.0 

11.8 

11.8 

11.7 

14.1 

12 

11.7 

31 

SCHENLEY    LOCK    5    U 

11.9 

11.8 

11.3 

11.8 

11.8 

12.3 

12.2 

12.4 

12.3 

12.2 

11.9 

12.8 

13.3 

12.8 

12.3 

12.0 

11.8 

11.? 

11.8 

11.8 

11.8 

11.8 

11.7 

11.6 

11.6 

11.5 

11.4 

11,6 

11.4 

11.4 

11.3 

13.4 

12 

11,3 

31 

MOSGROVE    LOCK   8    L 

24 

11.9 

11.7 

12.0 

11.8 

11.7 

12.4 

12.1 

12.4 

12.2 

12.0 

11.8 

13.2 

13.0 

12.7 

12.3 

11.8 

11.7 

11.7 

11.7 

11.7 

11.8 

11.7 

11.5 

11.5 

11,6 

11.4 

11.5 

11.2 

11,1 

11.1 

11.0 

13, S 

12 

11.0 

31 

UOSGROVE    LOCK    8    U 

15.1 

14.9 

15.2 

15.0 

15.0 

15.5 

15.2 

15.4 

15.3 

15.3 

15.1 

15.9 

15.8 

15.6 

15.4 

15.1 

15.0 

15.0 

15.0 

15.0 

15.1 

15.0 

14.9 

14.9 

14.9 

14.8 

14,9 

14.6 

14.5 

14.5 

14,4 

16.2 

12 

14.4 

31 

NATRONA    LOCK   4    L 

24 

11.4 

11.2 

11.0 

11.0 

11.2 

11.5 

11.7 

11.6 

11.7 

11.5 

11.3 

12.2 

12.5 

12.1 

11.6 

11.2 

11.0 

11.0 

11.0 

11.0 

11.3 

11.2 

11.1 

11.0 

10.9 

10.9 

10.8 

10.8 

10.7 

10.6 

10,5 

13,0 

12 

10.5 

31 

NATRONA    LOCK   4    U 

10.3 

10.1 

9.9 

10.0 

10.0 

10.5 

10.6 

10.5 

10.5 

10.5 

10.2 

11.1 

11.4 

11.0 

10.5 

10.2 

10.0 

10.0 

9.9 

10.0 

10.2 

10.1 

10.0 

9.9 

9.8 

9.7 

9.6 

9.6 

9.5 

9.4 

9.4 

11,6 

12 

9.4 

30-t 

ACMETONIA    LOCK    3    L 

25 

13.5 

13.4 

13.4 

13.4 

13.6 

13.8 

14.0 

13.8 

13.9 

13.8 

13.5 

14.3 

15.0 

14.3 

13.8 

13.6 

13.5 

13.4 

13.4 

13.4 

13.5 

13.5 

13.4 

13.2 

13.2 

13,2 

13.1 

13.1 

13.0 

12.9 

12.9 

15.0 

12 

12.9 

30-f 

ACMETONIA    LOCK   3    U 

13.1 

13.0 

12.9 

12.9 

13.1 

13.4 

13.4 

13.3 

13.5 

13.3 

13.0 

13.8 

14.2 

13.7 

13.3 

13.1 

13.0 

12.9 

12.9 

12.9 

13.0 

13.0 

13.0 

12.8 

12.8 

12.8 

12.7 

12.7 

12.5 

12.5 

12.5 

14.2 

13 

12.5 

29 

KISKIMINETAS 

SALTSBURG 

16 

1.5 

1.4 

1.4 

1.3 

1.5 

2.2 

2.1 

1.7 

1.5 

1.4 

1.4 

1.5 

2.0 

1.4 

1.4 

1.3 

1.2 

1.2 

1.4 

1.5 

1.6 

1.9 

1.5 

1.4 

1.3 

1.2 

1.2 

1.2 

1.2 

1.1 

1.1 

2.2 

6 

1.1 

30H 

VANDERGRIFT 

4.3 

4.2 

4.1 

4.0 

4.2 

5.1 

5.5 

4.7 

4.4 

4.2 

4.1 

4.4 

3.7 

4.3 

4.1 

4.0 

3.9 

3.9 

4.0 

4.3 

4.8 

4.4 

4.4 

4.1 

4.0 

3.8 

3.7 

3.7 

3.7 

3.6 

3.6 

5.7 

13 

3.6 

30< 

YOUGHIOGHENY 
CONFLUENCE 

12 

2.7 

2.7 

2.7 

2.7 

2.9 

3.1 

2.9 

2.8 

2.7 

2.7 

2.7 

3.0 

2.6 

2.7 

2.6 

2.6 

2.6 

2.6 

2.6 

2.7 

2.8 

2.7 

2.6 

2.6 

2.6 
3,7 

2.6 

2.6 

2.5 

2.5 

2.5 

2.5 

3.1 

6 

2.5 

28< 

SUTERSVILLE 

20 

4.0 

3.8 

3.8 

3.8 

4.7 

4.8 

4.4 

4.3 

4.0 

4.0 

3.8 

4.4 

4.1 

3.8 

3.9 

3.8 

3.8 

4.2 

4.0 

3.9 

3.8 

3,8 

3.8 

3.8 

3.7 

3,6 

3.6 

3.6 

3.6 

3.6 

5.( 

6 

3.6 

27' 
25< 

CONNELLSVILLE 

16 

2.6 

2.6 

2.5 

2.5 

2.9 

3.0 

2.8 

2.7 

2.6 

2.6 

2.5 

2.8 

2.5 

2.6 

2.5 

2.5 

2.5 

2.6 

2.6 

2.5 

2.5 

2.6 

2.5 

2.5 

2.4 

2.4 

2.4 

2.4 

2.4 

2.4 

2.4 

3.0 

6 

2.4 

MONONGAHELA 

CHARLEROl    LOCK   4    L 

30 

12.4 

12.7 

13.5 

13.2 

14.1 

17.1 

15.5 

14.2 

14,0 

14.1 

13.8 

12.8 

12.6 

12.6 

12.1 

11.5 

12.0 

12.0 

12.0 

12.1 

11.8 

11.4 

11.5 

11.7 

11.6 

11,5 

11.6 

11,3 

10.8 

10.8 

11.1 

18.  S 
19.7 

6 

10.8 

29-1 
30 
291 
26 
31 

CHARLEROI    LOCK   4    U 

15.6 

16.2 

16.6 

16.3 

17.4 

18.6 

17.8 

17.0 

16.9 

16.8 

16.7 

16.0 

15.9 

15.0 

15.4 

15.1 

15.4 

15,5 

15.5 

15.6 

15.3 

15.2 

15.3 

15.3 

15.3 

15.1 

15.1 

14.8 

14.6 

14.5 

14.9 

6 

14.5 

GREENSBORO   LOCK    7    L 

30 

11.4 

11.8 

11.7 

12.1 

17.9 

14.2 

13.8 

13.9 

13.7 

13.4 

12.9 

11.9 

11.7 

11.5 

11.1 

11.0 

11.1 

11.1 

11.1 

11.1 

11.1 

11.1 

11.1 

11.0 

10.9 

10.7 

10.7 

10.5 

10.3 

10.3 

10.6 

17.9 

5 

10.: 

GREENSBORO   LOCK    7    U 

11.7 

11.8 

11.9 

12.3 

15.2 

13.0 

13.2 

13.4 

13.4 

13.2 

12.7 

12.2 

11.9 

11.6 

11.4 

11.6 

11.6 

11.5 

11.5 

11.6 

11.6 

11,6 

11.6 

11.5 

11.4 

11,2 

11.2 

11,0 

11.1 

11,1 

11.2 

15.2 

5 

11. ( 

MC    KEESPORT 

20 

2.9 

2.5 

2.9 

2.9 

3.6 

5.0 

4.3 

3.6 

3.3 

3,3 

3.0 

2.9 

2.5 

2.5 

2.3 

1.6 

2.0 

2.0 

2.0 

2.0 

2.0 

1.9 

2.0 

2.0 

2.0 

2.0 

2.0 

2.0 

2.0 

2.0 

1.3 

5.0 

6 

1.3 

OHIO 

CORAOPOLIS 

26 

10.6 

10.5 

10.6 

10.7 

11.4 

12.4 

11.7 

11.3 

11.2 

11.2 

11.0 

11.3 

11.4 

11.0 

10.4 

10.2 

10.5 

10.3 

10.4 

10.3 

10.4 

10.2 

10.2 

10.2 

10.2 

10,1 

10.1 

10.0 

9,8 

9.7 

116  !i 

12.4 

6 

9,7 

301 
15 
30- 

5 

PITTSBURGH 

25 

til6.6 

til6.6 

bl6.8 

liL6.5 

U16.7 

116.8 

H16.6 

a6.5 

U16.7 

146.7 

116.5 

1116.7 

iil6.5 

146.6 

146.4 

146.6 

146.7 

146.6 

146.6 

146.6 

146.6 

116. 5 

116.6 

116.6 

116.6 

116.6 

116.7 

116.6 

116.6 

116.6 

16.6 

3+ 

16.' 

MIDLAND   DAM    NO   7    L 

30 

9.8 

10.0 

10.5 

10.0 

11.4 

13.3 

11.3 

10.6 

10.7 

11.0 

10.4 

12.6 

12.0 

11.3 

10.3 

10.0 

9.8 

10.1 

10.0 

10.0 

9.8 

10.1 

10.2 

9.7 

9.7 

9.6 

9.5 

9,7 

9.6 

9.4 

9.4 

13.3 

6 

9,4 
14.8 

MIDLAND   DAM   NO   7    U 

1-5.5 

15.6 

15.5 

15.6 

14.8 

15.3 

15.0 

15.1 

15.3 

15.5 

15.6 

14.9 

14.9 

15.3 

15.4 

15.5 

15.6 

15.5 

15.7 

15.4 

15.4 

15.5 

15.7 

15.6 

15.5 

15.7 

15.5 

15,6 

15.7 

15.6 

15.6 

15.7 

19-* 

The  following  reference 


apply  only  to  Table  7  -  Daily  River  Stages: 


Readings  are  made  at  approximately  7 
Principal  Rivers  of  the  United  States 


n.  (local  time).   They  are  provisional  and  subject  to  correctio 


al  and  corrected  stages  will  be  published  in  the  annual  publication  "Daily  River  Stages  ■ 


Obstructed  by  rough  ice. 
Frozen  but  open  at  gage. 
Upper  surface  of  smooth  ice. 
Ice  gorge  ibove  gage . 
Ice  gorge  below  gage. 


f  Shore  ice. 

g  Floating  ice. 

h  Pool  stage, 

i  Dry  at  gage. 

j  Interpolated. 


STATION     INDEX 


STATION 


X 

LU 
Q 


ACMETONIA  LOCK  3  LOWER 
ACHETONIA  LOCK  3  UPPER 
ALBION 

ALLENS  MILLS 
ALLENTOWN  WB  AIRPORT 

ALLENTOWN  GAS  CO 

ALTOONA  HORSESHOE  CURVE 

ARENDTSVILLE 

AUSTINBURG  2  MI  W 

AVOCA  WILKES-BARRE  SCRAOTON  AI 


BAKERSTOWN  4  MI  WNW 

BARNES 

BEAR  GAP 

BEAVER  FALLS 
BEAVERTOWN 

BELLEFONTE  ROCKVIEW  FARM 

BERWICK 

BETHLEHEM  RIVER  STATION 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAIRSVILLE  6  MI  ENE 
BLAKESLEE  CORNERS 
BLOSERVILLE  1  MI  N 
BOSWELL 
BRADDOCK  LOCK  2 

BRADFORD  CITY  HALL 
BRADFORD  4  MI  W  RESERVOIR  1 
BRADFORD  5  S 
BREEZEWOOD 
BROOKVILLE  AIRPORT 

BRUCETON 
BUCKSTOWN 
BUFFALO  MILLS 
BURGETTSTOWN  3  MI  W 
BURNT  CABINS  2  MI  NE 

BUTLER 

BUTLER  SUBSTATION 

CAMP  HILL 

CANTON  1  MI  NW 

CARLISLE 

CARROLLTOWN 
CAR7i,R  CAMP 

cedar  run 
chadds  ford 
chambersburg 

charleroi 

charleroi  lock  4  lower 

iharleroi  lock  4  upper 

clarion  3  mi  sw 

claussville 

:laysville 
clearfield 

COALDALE  GREENWOOD  RESERVOIR 
COALPORT 

coatesville  1  mi  sw 

coatesville 

cogan  station  2  mi  n 

columbia 

confluence  1  mi  sw 

confluence  1  mi  nw 

:onnellsville 
;onnellsville  4  mi  n 
;0nshoh0cken 
;oraopolis  dam  2 

;ORRY 
:0UDER3P0RT 

;oudersport  8  mi  e 

;ovington 

;reekside 

;resson  1  mi  e  summit 

;urwensville  6  mi  nw  airport 
;uster  city  2  mi  w  songbird 

JANVILLE 
)AUPHIN  3  MI  N 
)ERRY 

JINGMANS  FERRY 

JONEGAL 

lONORA 

IOYLESTOWN 

>RIFTW00D 

lU  BOIS  7  MI  E 

lUNLO 

lUSHORE 

;agles  mere 
;aston 


0022 
0023 
0062 
0099 
0106 

0111 
0134 
0229 
0313 
0319 

0355 
0409 
0457 
0475 
0482 

0530 
0611 
0629 
0634 
0725 

0736 
0743 
0763 
0820 
0861 

0867 
0868 
0869 
0905 
1002 

1033 
1073 
1087 
1105 
1115 

1130 
1135 
1198 
1215 
1234 

1255 
1262 
1301 
1342 
1354 

1372 
1377 
1378 
1485 
1505 

1512 
1519 
1572 
1581 
1589 

1594 
1631 
1675 
1705 
1710 

1723 
1728 
1737 
1773 
1790 

1804 
1809 
1832 
1881 
1894 

1966 
1978 
2013 
2029 
2108 

2160 
2183 
2190 
2221 
2245 

2265 
2298 
2323 
2343 
2423 


COUNTY 


DRAINAGE 


ALLEGHENY 

ALLEGHENY 

ERIE 

JEFFERSON 

LEHIGH 

LEHIGH 

BLAIR 

ADAMS 

TIOGA 

LUZERNE 

ALLEGHENY 

TARREN 

NORTHUMBERLAND 

BEAVER 

SNYDER 

CENTER 

COLUMBIA 

NORTHAMPTON 

NORTHAMPTON 

PERRY 

INDIANA 

MONROE 

CUMBERLAND 

SOMERSET 

ALLEGHENY 

MC  KEAN 
MC  KEAN 
MC  KEAN 
BEDFORD 
JEFFERSON 

ALLEGHENY 

SOMERSET 

BEDFORD 

WASHINGTON 

HUNTINGDON 

BUTLER 

BUTLER 

CUMBERLAND 

BRADFORD 

CARLISLE 

CAMBRIA 

POTTER 

LYCOMING 

DELAWARE 

FRANKLIN 

WASHINGTON 

WASHINGTON 

WASHINGTON 

CLARION 

LEHIGH 

WASHINGTON 
CLEARFIELD 
SCHUYLKILL 
CLEARFIELD 
CHESTER 

CHESTER 

LYCOMING 

LANCASTER 

SOMERSET 

SOMERSET 

FAYETTE 

FAYETTE 

MONTGOMERY 

ALLEGHENY 

ERIE 

POTTER 

POTTER 

TIOGA 

INDIANA 

CAMBRIA 

CLEARFIELD 
MC  KEAN 
MONTOUR 
DAUPHIN 
WESTMORELAND 

PIKE 

WESTMORELAND 

WASHINGTON 

BUCKS 

CAMERON 

CLEARFIELD 

CAMBRIA 

SULLIVAN 

SULLIVAN 

NORTHAMPTON 


ALLEGHENY 
ALLEGHENY 
LAKE  ERIE 
ALLEGHENY 
LEHIGH 

LEHIGH 

JUNIATA 

SUSQUEHANNA 

CHEMUi?G 

SUSQUEHANNA 

ALLEGHENY 
ALLEGHENY 
SUSQUEHANNA 
BEAVER 


WEST  BRANCH 

SUSQUEHANNA 

LEHIGH 

LEHIGH 

SUSQUEHANNA 

ALLEGHENY 

LEHIGH 

SUSQUEHANNA 

ALLEGHENY 

MONONGAHELA 

ALLEGHENY 
ALLEGHENY 

JUNIATA 
ALLEGHENY 

OHIO 

CONEMAUGH 

JUNIATA 

OHIO 

JUNIATA 

BEAVER 

BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

WEST  BRANCH 
WEST  BRANCH 
WEST  BRANCH 
DELAWARE 
POTOMAC 

MONONGAHELA 

MONONGAHELA 

MONONGAHELA 

ALLEGHENY 

LEHIGH 

OHIO 

WEST  BRANCH 

SCHUYLKILL 

WEST  BRANCH 

DELAWARE 

DELAWARE 

SUSQUEHANNA 

YOUGHIOGHENY 

YOUGHIOGHENY 

MONONGAHELA 

MONONGAHELA 

DELAWARE 

OHIO 

ALLEGHENY 

ALLEGHENY 
ALLEGHENY 
SUSQUEHANNA 
ALLEGHENY 
WEST  BRANCH 

WEST  BRANCH 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

CONEMAUGH 

DELAWARE 
CONEMAUGH 
MONONGAHELA 
DELAWARE 
WEST  BRANCH 

WEST  BRANCH 
CONEMAUGH 
WEST  BRANCH 
SUSQUEHANNA 
DELAWARE 


40  32 

40  32 

41  53 

41  12 
40  39 

40  36 

40  30 

39  55 

42  00 

41  21 

40  40 

41  40 
40  50 
40  46 
40  45 

40  52 

41  03 
40  37 
40  36 
40  20 

40  27 

41  06 
40  16 
40  11 

40  24 

41  58 
41  57 

40  00 

41  09 

40  19 
40  04 

39  58 

40  23 
40  05 

40  52 
40  51 

40  15 

41  40 
40  12 

40  36 

41  38 
41  31 
39  52 

39  56 

40  08 
40  09 

40  09 

41  12 
40  37 

40  07 

41  01 
40  50 

40  45 
39  58 

39  59 

41  21 

40  02 
39  48 

39  50 

40  01 
40  04 
40  04 

40  31 

41  55 

41  46 

41  46 

41  45 

40  41 

40  28 

41  03 
41  55 
40  58 
40  25 

40  20 

41  13 
40  06 
40  11 

40  18 

41  20 

41  06 

40  17 

41  32 
41  24 
40  42 


CD 

o 


79  49 

79  49 

80  22 
78  54 
75  26 

75  28 

78  29 
77  18 
77  32 

75  43 

80  00 

79  01 

76  30 

80  19 

77  10 

77  47 

76  14 
75  22 
75  23 

77  31 

79  09 

75  36 

77  22 
79  08 
79  52 

78  39 
78  44 

78  14 

79  06 

79  59 
78  51 

78  39 

80  26 
77  52 

79  54 
79  53 

76  56 

76  52 

77  11 

78  42 
77  45 
77  28 
75  35 

77  39 

79  55 
79  54 
79  54 

79  26 
75  39 

80  25 

78  27 
75  56 

78  32 
75  50 

75  48 
77  05 

76  30 

79  22 
79  22 

79  36 
79  34 


75 
80 

19 
10 

79 

38 

78 

01 

77 

53 

77 

05 

79 

12 

78 

34 

78 

35 

78 

41 

76 

37 

76 

56 

79 

18 

74 

52 

79 

23 

79 

51 

75 

08 

78 

08 

78 

38 

78 

44 

76 

24 

76 

35 

75 

12 

> 

LlI 


UJ 


748 
748 
900 
1590 
381 

254 
1500 

710 
1590 

950 

1200 

1310 

843 

760 

640 

1060 
570 
390 
450 
720 

2048 
1670 

650 
2684 

725 

1500 
1680 

1352 
1407 

1000 

2480 

1318 

980 

990 

1100 
1140 

461 
1450 

473 


PENNSYLVANIA 
AUGUST  1948 


TIME  OF 
OBSERVATION 


EST 

EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 

EST 
EST 
EST 
ESI 
ESI 


2165J  ESI 
ESI 
8O0|  ESI 


18C 
640 

1040 
740 
740 

1114 
670 

1170 
1140 
1026 
148C 
342 

431 

650 

300 

1490 

1331 


ESI 
ESI 

ESI 
ESI 
ESI 
ESI 
ESI 

ESI 
ESI 
ESI 
ESI 
EST 

ESI 
ESI 
ESI 
ESI 
ESI 


MID 
MID 


7A 
MID 


8A 


990   EST 

1145   ESI 

70   ESI 


1653  ESI 
2425  ESI 
1193  ESI 
1035    ESI 


23O0 

2215 
2120 
46C 
1300 
115C 

360 
1746 
761 
370 
820 

1670 
2440 


ESI 

ESI 
ESI 
ESI 
ESI 
ESI 

ESI 
ESI 
ESI 
ESI 
ESI 

ESI 
ESI 
ESI 
ESI 


Mil 
MID 


7A 
MID 
MID 

7A 

6P 

8A 

MID 

MID 

7A 
7A 
MID 
7A 
5P 

8A 

6P 

7A 

MID 

MID 

MID 
MID 

5P 
MID 

7A 

8A 

4P 

llA 

MID 

MID 

7A 

MID 

7A 

7A 

MID 

4P 
MID 
8A 
8A 
6P 

7A 

MID 

7A 

8A 

lOP 

MID 


7A 
9A 

7P 
7A 
7A 
7A 
8A 

7A 
lOA 
ss 
8A 
7A 

7A 
MID 
8A 
7A 
6P 

5P 
8A 
7A 
7A 

MID 

MID 
8A 
7A 
7A 
61 

7A 
Mil 
MID 

5P 
MID 

7A 
MID 
MID 

7A 


YEARS  OF 
RECORD 


27  37 
53  64 
26 
12 

1 

1 

8 

3 

40 


6J 


18|     23 
2 


OBSERVER 


REFER 

TO 
TABLES 


2  3    7 

7 

2  3   4    5 

2  3   4 

2  3   4   5 

2  3   5 

2  3    5 

2  3   5 

2  3   4 

2  3    5 

2  3 

2  3 

2  3 

2  3   7 

2  3   5 

2  3    5 

2  3    5 

2  3 

2  3   4    5 

2  3   4 

2  3   4    5 

2  3   4 

2  3 

2  3   4 

2  3 

2  3 

2  3   5 

2  3 

2  3 

2  3   4    5 

2  3 

2  3   4 

2  3 

2  3 

2  3    5 

2  3    5 

2  3   4 

2  3 

2  3   4    5 

2  3    5 


U  S  E  P  B  G 
U  S  E  P  B  G 
ALBION  HIGH  SCHOOL 
CHARLES  H  ALLEN 
U  S  WEATHER  BUREAU 

ALLENTOWN- BETH  GAS  CO 
ALTOONA  WATER  BUREAU 
PA  STATE  COLL  EXP  STA 
USE  BALTO  MD 
CIVIL  AERO  ADM 

A  H  BURKE 
U  S  E  P  B  G 
ROARING  CREEK  WTR  CO 
HOWARD  J  KEMP 
JAMES  F  KEEN 

WESTERN  STATE  PEN 'TRY 
AMER  CAR  &  FOUNDRY  CO 
BETHLEHEM  STEEL  CORP 
LEHIGH  UNIVERSITY 
PENNA  DEPT  F  81  W 

U  S  WEATHER  BUREAU 
HAROLD  WILDRICK 
MRS  B  M  WILLDERS 
FRANK  J  HOUPT 
U  S  E  P  B  G 

BRADFORD  DIS  FLD  COM 
BRADFORD  WATER  DEPT 
GEORGE  STRAND 
PA  TURNPIKE  COMM 
CIVIL  AERO  ADM 

RAY  WILSON 
RUSSELL  L  LAMBERT 
NELLIE  R  BROWN 
LANGLOTH  WATER  CO 
PA  TURNPIKE  COMM 

BUTLER  EAGLE 
WEST  PENN  POWER  CO 
JOSEPH  N  HOBART 
MILDRED  L  SPENCER 
PROF  CHAS  E  MILLER 

NED  R  WESTRICK 
IRVING  E  GRESSEL 
CHARLES  R  NIVISON 
HERBERT  W  GUEST 
CHARLES  A  BENDER 

WEST  PENN  POWER  CO 
U  S  E  P  B  G 
U  S  E  P  B  G 
PA  ELECTRIC  CO 
VERNA  A  DOTTERER 

WALTER.  B  PAGET 
WILLIAM  H  WITHEROW 
PANTHER  VALLEY  WTR  CO 
ADAM  I  NEFF 
PHILA  ELECTRIC  CO 

EDWARD  0  BEIDEMAN 
WILLIAM  R  WOLFE 
JAMES  H  RUST 
U  S  E  P  B  G 
JOHN  L  REID 

EMERY  C  STEWART 
GEORGE  BAER 
PHILA  ELECTRIC  CO 
U  S  E  P  B  G 
GEORGE  P  MULDERICK 

POTTER  ENTERPRISE 
ROBERT  B  KEITH 
GROVER  D  CLEVELAND 
U  S  E  P  B  G 
PENNA  EDISON  CO 

U  S  WEATHER  BUREAU 
BRADFORD  DIS  FLD  COM 
JAMES  A  BRYAN 
JOHN  HEPFORD 
MRS  N  D  WINEMAN 

A  JORGENSON 
PENNA  TURNPIKE  COMM 
DONORA  ZINC  WORKS 
GEORGE  HART 
SIDNEY  KENNEDY 

CITY  OF  DU  BOIS         2  3  4 
MRS  D  L  WHITE  2  3  4 

KENNETH  MOSIER         2  3  4 
CARL  E  BIGGER  2  3  4  5 

7 


2  3  5 

2  3 

2  3 

2  3  4  5 

2  3  4  5 

2  3 

2  3 

2  3  5 

2  3  4  6 

2  3  7 

2  3  7 

2  3  4 

2  3 

2  3  7 

2  3  5 

2  3  5 

2  3 

2  3 

2  3 

2  3 


PENNSYLVANIA 
AUGUST  1948 
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STATION 


X 

LU 
Q 


EAST  WATERFORD  3  MI  E 

EBENSBURG 
ELIZABETHTOWN 
EMPORIUM 
ENGLISH  CENTER 

EPHRATA 
EQUINUNK 
ERIE  WB  CITY 
ERIE  AIRPORT 
EVERETT 

FARRELL  SHARON 
FORD  CITY  4  MI  S 
FRANKLIN 

FREDERICKSVILLE  1  MI  SE 
FREELAND 

GALETON 
GEIGERTOWN 
GEORGE  SCHOOL 
GETTYSBURG 
GETTYSBURG  1  MI  S 

GIFFORD 

GLENCOE 

GLEN  ROCK 

GLEN  WILLARD  DASHIELDS  DAM 

GOOD  SPRINGS  1  MI  ff 

GORDON 

GOULDSBORO 

GRANTVILLE  2  MI  SW 

GRATERFORD 

GREENSBORO  LOCK  NO  7  LOWER 

GREENSBORO  LOCK  NO  7  UPPER 
GREENSBURG  2  MI  S  FILTER  STA 
GREENSBURG  2  MI  E  HWY  SHED 
GREENSBURG  3  MI  SE  UNITY  RES 
GREENVILLE 

HANOVER 

HARRISBURG  3  MI  S  WS  AIRPORT 

HARRISBURG  NORTH 

HAWLEY 

HAWLEY  1  MI  S  WALLEN  DAM 

HEWITT  2  MI  S 

HOLLIDAYSBURG 

HOLLISTERVILLE 

HOLTWOOD 

HOME 

HONESDALE  4  MI  NW 

HONESDALE  6  MI  N  TANNERS  FLS 

HOOVERS V I LLE 

HOP  BOTTOM  2  MI  S 

HUNTINGDON 

HUNTSDALE 

HYNDMAN 

INDIANA  2  MI  SE 

INDIANA 

IRWIN 

JACKSON  SUMMIT 
JAMESTOWN  2  MI  NW 
JOHNSTOWN  1 
JOHNSTOWN  2 
JUNIATA  HOUSE 

KANE  1  MI  NW 
KANE  5  MI  SE 
KARTHAUS 

KIRKWOOD  1  MI  SW 
KREGAR  4  MI  SE 

KRESGEVILLE  3  MI  W 

LAFAYETTE  MC  KEAN  PARK 

LAKEVILLE  1  MI  N 

LAMPETER  SCS  lA 

LANCASTER  2  NE  PUMP  STATION 

LANCASTER  2  NE  FILTER  PLANT 

LANCASTER  3  MI  NE  EXP  FARM 

LANSFORD 

LANSFORD  FOREMANS  SHOP 

LATROBE 

LAURELTON  STATE  VILLAGE 

LAWRENCEVILLE 

LEBANON 

LEBANON  3  MI  SW 

LECONTES  MILLS  5  NW 

LEHIGHTON 

LE  ROY 

LEWIS  RUN  3  MI  S 

LEWISTOWN 

LINESVILLE  6  MI  NW  PENN  LINE 


2459 
2466 
2560 
2633 
2644 

2662 
2669 
2677 
2682 
2721 

2814 
2942 
3028 
3047 
3056 

3130 
3189 
3200 
3218 
3223 

3237 
3298 
3330 
3343 
3372 

3379 
3394 
3422 
3435 
3503 

3504 

3510 
3515 
3516 
3526 

3662 
3699 
3704 
3758 
3859 

3897 
4001 
4008 
4019 
4027 

4043 
4044 
4058 
4066 
4159 

4166 
4190 
4214 
4219 
4276 

4304 
4325 
4385 
4390 
4425 

4432 
4437 
4450 
4597 
4667 

4672 
4706 
4733 
4750 
4758 

4763 
4768 
4804 
4809 
4832 

4853 
4873 
4891 
4896 
4904 

4934 
4972 
4984 
4992 
5050 


COUNTY 


PERRY 

CAMBRIA 

LANCASTER 

CAMERON 

LYCOMING 

LANCASTER 

WAYNE 

ERIE 

ERIE 

BEDFORD 

MERCER 

ARMSTRONG 

VENANGO 

BERKS 

LUZERNE 

POTTER 

BERKS 

BUCKS 

ADAMS 

ADAMS 

MC  KEAN 

SOMERSET 

YORK 

ALLEGHENY 

SCHUYLKILL 

SCHUYLKILL 

WAYNE 

DAUPHIN 

MONTGOMERY 

GREENE 

GREENE 

WESTMORELAND 

WESTMORELAND 

WESTMORELAND 

MERCER 

YORK 
YORK 

DAUPHIN 

WAYNE 

WAYNE 

BEDFORD 

BLAIR 

WAYNE 

LANCASTER 

INDIANA 

WAYNE 

WAYNE 

SOMERSET 

SUSQUEHANNA 

HUNTINGDON 

CUMBERLAND 

BEDFORD 

INDIANA 

INDIANA 

WESTMORELAND 

TIOGA 

MERCER 

CAMBRIA 

CAMBRIA 

HUNTINGDON 

MC  KEAN 

ELK 

CLEARFIELD 

LANCASTER 

WESTMORELAND 

CARBON 
MC  KEAN 
WAYNE 
LANCASTER 
LANCASTER 

LANCASTER 

LANCASTER 

CARBON 

CARBON 

WESTMORELAND 

UNION 

TIOGA 

LEBANON 

LEBANON 

CLEARFIELD 

CARBON 
BRADFORD 
MC  KEAN 
MIFFLIN 
CRAWFORD 


DRAINAGE 


JUNIATA 
CONEMAUGH 
SUSQUEHANNA 
WEST  BRANCH 
WEST  BRANCH 

SUSQUEHANNA 
DELAWARE 
LAKE  ERIE 
LAKE  ERIE 
JUNIATA 

BEAVER 
ALLEGHENY 
ALLEGHENY 
SCHUYLKILL 

SUSQUEHANNA 

WEST  BRANCH 

SCHUYLKILL 

DELAWARE 

POTOMAC 

POTOMAC 

ALLEGHENY 

POTOMAC 

SUSQUEHANNA 

OHIO 

SUSQUEHANNA 

SUSQUEHANNA 

LEHIGH 

SUSQUEHANNA 

SCHUYLKILL 

MONONGAHELA 

MONONGAHELA 
MONONGAHELA 
MONONGAHELA 
MONONGAHELA 
BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

DELAWARE 

DELAWARE 

POTOMAC 

JUNIATA 
DELAWARE 
SUSQUEHANNA 
ALLEGHENY 

DELAWARE 

DELAWARE 

CONEMAUGH 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

POTOMAC 

CONEMAUGH 

CONEMAUGH 

MONONGAHELA 

SUSQUEHANNA 

BEAVER 

CONEMAUGH 

CONEMAUGH 

JUNIATA 

ALLEGHENY 
ALLEGHENY 
WEST  BRANCH 
SUSQUEHANNA 
YOUGHIOGHENY 

LEHIGH 

ALLEGHENY 

DELAWARE 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

SCHUYLKILL 

SCHUYLKILL 

CONEMAUGH 

SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
WEST  BRANCH 

LEHIGH 

SUSQUEHANNA 

ALLEGHENY 

JUNIATA 

BEAVER 


O 
o      t 


40  21 
40  29 

40  08 

41  30 
41  26 

40  10 

41  51 

42  07 
42  05 

40  00 

41  14 

40  43 

41  23 

40  27 

41  01 

41  44 
40  12 

40  13 
39  50 
39  48 

41  51 
39  49 

39  48 

40  33 
40  38 

40  45 

41  15 
40  22 
40  14 
39  47 

39  47 

40  16 
40  18 

40  17 

41  25 

39  48 

40  13 

40  16 

41  29 
41  28 

39  44 

40  26 

41  23 

39  50 

40  45 

41  37 
41  39 

40  10 

41  43 
40  29 

40  06 

39  49 

40  36 
40  37 

40  20 

41  57 
41  30 
40  20 
40  19 

40  22 

41  41 
41  36 
41  07 

39  51 

40  06 

40  54 

41  48 

41  27 

39  59 

40  03 

40  03 
40  04 
40  50 
40  50 
40  19 

40  54 

42  00 
40  20 

40  19 

41  09 

40  50 

41  40 
41  50 

40  35 

41  42 


> 

LiJ 


77  33 

78  44 

76  37 

78  13 

77  17 

76  10 
75  13 
80  05 
80  12 

78  23 

80  30 

79  30 

79  49 
75  41 
75  54 

77  39 

75  50 

74  56 
77  14 

77  14 

78  36 

78  51 

76  44 

80  14 
76  30 

76  20 

75  27 

76  41 

75  27 

79  55 

79  55 

79  33 

79  30 

79  30 

80  23 

76  59 
76  51 
76  53 
75  10 
75  11 

78  32 

78  24 

75  26 

76  20 

79  06 

75  19 

75  17 

78  53 

75  43 

78  01 

77  19 

78  43 

79  07 

79  10 

79  42 

77  01 

80  28 

78  55 
78  55 

77  49 

78  48 
78  46 

78  07 

76  05 

79  14 

75  34 

78  40 

75  16 

76  14 
76  17 

76  17 

76  17 
75  53 

75  53 

79  23 

77  13 

77  08 

76  26 
76  28 

78  20 

75  43 

76  43 
78  39 

77  35 

80  31 


2125 
2170 

460 
1100 

881 

470 
920 
655 
732 
1020 

855 
950 
987 
800 
1970 

1330 
380 
160 
500 
570 

2220 
1620 
620 
1025 
1500 

900 
1850 
520 
160 
808 

808 

977 

1225 

1245 

930 

600 
335 
350 
980 
1180 

840 
1000 
1360 

20C 
126C 

1445 
llOO 
1660 


TIME  OF 
OBSERVATION 


EST 

EST 
EST 
EST 
EST 


62C 

62C 

900 

1102 

1300 

1090 

1700 
1050 
1214 
1130 
560 

1750 

2010 

860 

43C 

247C 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
ESI 
EST 
EST 

ESI 
EST 
ESI 
ESI 
ESI 

ESI 
ESI 
ESI 
ESI 
ESI 


MID 
MID 
MID 

5P 
8A 
7A 


8A 
MID 


ESI 
EST 
EST 
EST 
EST 

EST 
ESI 
ESI 
EST 
ESI 

ESI 
ESI 
ESI 
ESI 
ESI 


82£  ESI 

213C  ESI 

1480  ESI 

405  ESI 


27C 

360 

103C 

104C 

103C 

880 
996 
469 
490 
2320 

580 

170C 
48C 


ESI 
ESI 
ESI 
ESI 
ESI 

EST 
EST 
ESI 
EST 
ESI 

EST 
ESI 
ESI 
ESI 


7A 
8A 
8A 
8A 
UID 

6P 

7A 

MID 

HID 

7A 

8A 
8A 
7A 
8A 
8A 

6P 
8A 
7P 
8A 

MID 

8A 
8A 

MID 
7A 

MID 

5P 

7A 
ss 
7A 
7A 


YEARS  OF 
RECORD 


MID 
9A 
8A   30 


ss 


MID 

8A 

8A 

MID 

9A 

Mil 
7A 
7A 
8A 

7A 
7A 
6P 
5P 
5P 

MID 

8A 

9A 

MID 

8P 

MIC 

MIE 

7A 


MID 
5P 

MID 
8A 
8A 
7A 
7A 

HID 
6P 

8A 

MID 

7A 

7A 
6F 
7A 
7A 


51 


41 
10 
40 
50 

45 
60 
31 
39 
17  13 


OBSERVER 


8 

51 

60(  65 

11 


REFER 

TO 
TABLES 


U  S  WEATHEK  BUREAU  2  3  5 

JOHN  L  MC  GOUGH  2  3  5 

MASONIC  HOME  2  3 

RUSSEL  E  PALHETEER  2  3  4  5 

WILLIAU  SUDERS  2  3  4 

WM  W  HALLIGAN  2  3  5 

ROSE  H  NEILSON  2  3 

U  S  WEATHER  BUREAU  2  3  4  5 

CIVIL  AERO  ADM  2  3  4 

PENNA  TURNPIKE  COHH  2  3  4  5 

CARNEGIE  ILL  STL  CORP  2  3  5 

USEPBG  23456 

WM  K  FULLER  2  3  4  5  7 

HENRY  H  ROHRBACK  2  3  5 

ANDREW  B  EVANSHA  2  3  5 

GALE  LUSH 
WALTER  C  WOLF 
GEO  H  HART 
HUGH  C  MC  ILHENNY 
NATL  MILITARY  PARK 

BRADFORD  DIS  FLD  COM 

C  E  SANDERS 

MRS  E  C  MC  WILLIAMS 

WM  a  MC  CONNELL 

PA  POWER  &  LIGHT  CO 

MRS  S  M  JOHNSON 
L  H  ELLENBERGER 
EDW  N  RHOADS 
CLAUDE  K  KULP 
USEPBG 

HARRY  MAPLE 
WESTMORELAND  WATER  CO 
PENNA  DEPT  HIGHWAYS 
WESTMORELAND  WATER  CO 
C  EARL  MILLER 

HANOVER  EVENING  SUN 

U  S  WEATHER  BUREAU 

GEO  S  BEAL 

tIRS    D    M   PENNELL 

PA  POWER  &  LIGHT  CO 

MISS  H  E  ROLAND 
JOHN  M  RINGLER 
PA  POWER  &  LIGHT  CO 
PA  WATER  &  POWER  CO 
H  J  HC  ELHOES 

GEO  C  WILLIAMS 
LESLIE  E  WALTER 
PENNA  ELECTRIC  CO 
JOSEPH  J  SANAUSKAS 
HUNTINGDON  BROADTOP  Rt( 

T  J  DINGLE 
W  J  EMERICK 
CLYMER  WATER  CO 
STATE  TEACHERS  COLL 
WESTMORELAND  WATER  CO 

ARCHIE  LAIN 
PA  DEPT  FRST  &  WTRS 
JOHNSTOWN  TRIBUNE 
CITY  OF  JOHNSTOWN 
J  EARL  MC  VEY 

SPRING  WATER  CO 
U  S  FOREST  SERVICE 
MRS  E  M  SHULTZ 
SOIL  CONSERV  SERVICE 
PENNA  TURNPIKE  COMM 

CITY  OF  BETHLEHEM 
BRADFORD  DIS  FLD  COUJ 
MRS  REVEL  JENKINS 
SOIL  CONSERV  SERVICE 
LANCASTER  WATER  BUR 

LANCASTER  WATER  BUR 
DR  ORUAN  E  STREET 
LEHIGH  NAVIG  COAL  CO 
PANTHER  VALLEY  WTR  CC 
WEST  PENN  POWER  CO 

PENNA  DEPT  OF  WELFARE 
CARLOS  P  DARLING 
LEBANON  VALLEY  GAS  CO 
LEBANON  COUNTRY  CLUB 
PA  DEPT  FRST  &  WTRS 

GOODWIN  DE  FREHN 
DIMMIS  M  BAILEY 
BRADFORD  DIS  FLD  COMll 
AMERICAN  VISCOSE  CO 
MRS  R  H  CRUMB 
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STATION 


^OCK   HAITEN    1 
JXK  HAVEN    2 
^NG   POND 
^TCIPPUS    1    MI    E 
lAPLE   GLEN 

lAPLETON   DEPOT 

lARCUS   HOOK 

lARlENVILLE 

lAKION   CENTER   2    UI    SE 

URSHBURG 

lARTINSBURG 

lARTINSBUBG  BLAIR   CO  AIRPORT 

lATAMORAS 

lAUCH   CHUNK   1    HI    SW 

lATBURG 

C  CONNELLSBURG 

K  CONNKLLSTOWN  4  III  NW 

K  KEESPORT 

tEADOW   RUN   PONDS 

EADVILLE    1    m    S 

(EDIX   RUN 

KRCER    5   MI    NB  WB   AIRPORT 

lERCER   HIGHWAY   SHED 

DERCERSBURG 

[ERWINSBURG 

[EYERSDALE 

IIDDLETOWN   OLMSTED   FIELD 

IIDLAND   DAM   NO   7    LOWER 

IIDLAND   DAM   NO   7   UPPER 

ULAN 

IILANVILLE 

IILLERSBURG  2  MI  E 

IILLVILLE 

IILROY 

lONROE  FURNACE 

lONROETON  2  MI  S 

lONTROSE  3  MI  E  HIGHWAY  SHED 

lONTROSE 

lOSGROVE  LOCK  8  LOWER 

lOSGROVE  LOCK  8  UPPER 

lOUNT  POCONO  2  MI  N  WB  AP 

lOUNT  UNION  1  MI  NW 

[DRRYSVILLE 

[YERSTOWN 

ATRONA  LOCK  NO  4  LOWER 

ATRONA  LOCK  NO  4  UPPER 

EPFS  MILLS  4  MI  NE 

ESHAMINY  FALLS 

EWBURG  3  MI  W 

EW  CASTLE  1  MI  N  PUMP  STA 

SWELL 

EW  PARK 

EWPORT 

EW  TRIPOLI 

ORRISTOWN 

iRWELL  3  HI  N 

ALM 

ALMERTON 

ARKERS  LANDING 

AEKERS  LANDING  1  MI  E 

ARK  PLACE  1  NW  WB  AIRPORT 

AUPACK 

ECKS  POND 

HIL4DELPHIA  DREXEL  INST  TECI 

HILADELPHIA  FRANKLIN  INST 

HILADELPHIA  WB  AIRPORT 
HILADELPHIA  POINT  BREEZE 
HILADELPHIA  SHAWMONT 
HILADELPHIA  WB  CITY 
BILLIPSBURG  7  MI  E  AIRPORT 

HOENIXVILLE  1  MI  E  PUMP  STA 

IKES  CREEK 

INE  GROVE  1  MI  NE 

INE  GROVE  HILLS  1  MI  S 

ITTSBURGH  7  MI  SE  WB  AP 

ITTSBURGH  WB  CITY 
LEASANT  MOUNT  1  HI  W 
ORT  ALLEGANY 
ORT  ALLEGANY  3  HI  SW 
ORT  CLINTON 

3RTLAND 

DTTSTOWN 

3TTSVILLE 

MTSVILLE  PALO  ALTO  BRIDGE 

ntSSTJTAWNEY  1 


o 

z 

X 

LU 
Q 


5104 
5109 
5160 
5259 
5368 

5381 
5390 
5400 
5408 
5435 


7127 
7149 
7156 
7161 
7217 


COUNTY 


CLINTON 

CLINTON 

MONROE 

WESTMORELAND 

MONTGOMERY 

HUNTINGDON 
DELAWARE 
FOREST 
INDIANA 
HC  KEAN 


5453 

BLAIR 

5454 

BjbAIR 

5470 

PIKE 

5479 

CARBON- 

5490 

FOREST 

5526 

FULTON 

5534 

HUNTINGDON 

5573 

ALLEGHENY 

5601 

LUZERNE 

5606 

CRAWFORD 

5627 

ELK 

5649 

MERCER 

5654 

MERCER 

5662 

FRANKLIN 

5676 

NORTHAMPTON 

5684 

SOMERSET 

5703 

DAUPHIN 

5710 

BEAVER 

5711 

BEAVER 

5731 

BRADFORD 

5738 

WAYNE 

5775 

DAUPHIN 

5816 

COLUMBIA 

5825 

MIFFLIN 

5884 

HUNTINGDON 

5889 

BRADFORD 

5915 

SUSQUEHANNA 

5920 

SUSQUEHANNA 

5987 

ARMSTRONG 

5988 

ARMSTRONG 

6055 

MONROE 

6067 

MIFFLIN 

6111 

WESTMORELAND 

6126 

LEBANON 

6151 

ALLEGHENY 

6152 

ALLEGHENY 

6174 

HUNTINGDON 

6194 

BUCKS 

6225 

FRANKLIN 

6233 

LAWRENCE 

6246 

FAYETTE 

6289 

YORK 

6297 

PERRY 

6326 

LEHIGH 

6370 

MONTGOMERY 

6621 

BRADFORD 

6681 

MONTGOMERY 

6689 

CARBON 

6719 

ARMSTRONG 

6724 

CLARION 

6734 

SCHUYLKILL 

6762 

PIKE 

6786 

PIKE 

6879 

PHILADELPHIA 

6884 

PHILADELPHIA 

6889 

PHILADELPHIA 

6899 

PHILADELPHIA 

6904 

PHILADELPHIA 

6909 

PHILADELPHIA 

6916 

CENTRE 

6927 

CHESTER 

6939 

LUZERNE 

6954 

SCHUYLKILL 

6962 

HUNTINGDON 

6992 

ALLEGHENY 

6997 

ALLEGHENY 

7029 

WAYNE 

7103 

MC  KEAN 

7108 

MC  KEAN 

7116 

SCHUYLKILL 

NORTHAMPTON 

MONTGOMERY 

SCHUYLKILL 

SCHUYLKILL 

JEFFERSON 


DRAINAGE 


WEST  BRANCH 
WEST  BRANCH 
LEHIGH 

YOUGHIOGHENY 
DELAWARE 

JUNIATA 

DELAWARE 

ALLEGHENY 

CONEMAUGH 

ALLEGHENY 

JUNIATA 

JUNIATA 

DELAWARE 

LEHIGH 

ALLEGHENY 

POTOMAC 
JUNIATA 
ALLEGHENY 

ALLEGHENY 

WEST  BRANCH 
BEAVER 
BEAVER 
POTOMAC 


YOUGHIOGHENY 

SUSQUEHANNA 

OHIO 

OHIO 

SUSQUEHANNA 

DELAWARE 

SUSQUEHANNA 

SUSQUEHANNA 

JUNIATA 

JUNIATA 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

ALLEGHENY 

ALLEGHENY 

DELAWARE 

JUNIATA 

MONONGAHELA 

SCHUYLKILL 

ALLEGHENY 

ALLEGHENY 

JUNIATA 

DELAWARE 

SUSQUEHANNA 

BEAVER 

MONONGAHELA 

SUSQUEHANNA 

JUNIATA 

LEHIGH 

SCHUYLKILL 

SUSQUEHANNA 

SCHUYLKILL 

LEHIGH 

ALLEGHENY 

ALLEGHENY 

SCHUYLKILL 

DELAWARE 

DELAWARE 

DELAWARE 

DELAWARE 
DELAWARE 
DELAWARE 
DELAWARE 
JUNIATA 

SCHUYLKILL 

SUSQUEHANNA 

SUSQUEHANNA 

JUNIATA 

MONONGAHELA 

OHIO 

DELAWARE 

ALLEGHENY 

ALLEGHENY 

SCHUYLKILL 

DELAWARE 

SCHUYLKILL 

SCHUYLKILL 

SCHUYLKILL 

ALLEGHENY 


41  08 

41  08 

41  03 

40  14 

40  11 

40  24 

39  48 

41  28 

40  45 

41  51 

40  18 

40  19 

41  22 

40  51 

41  36 

39  56 

40  30 

40  21 

41  13 
41  37 

41  17 
41  17 
41  14 

39  50 

40  57 

39  49 

40  11 
40  38 

40  38 

41  55 

41  40 

40  32 

41  08 
40  43 

40  42 

41  42 
41  50 
41  50 
40  52 

40  52 

41  08 
40  24 
40  26 
40  23 
40  37 

40.  37 
40  40 
40  09 

40  09 

41  01 

40  05 

39  44 

40  29 
40  42 

40  07 

41  55 
40  26 

40  48 

41  06 
41  06 

40  51 

41  24 
41  17 
39  57 
39  58 

39  53 

39  55 

40  02 

39  57 

40  54 

40  07 

41  18 
40  34 
40  43 
40  21 

40  26 

41  44 
41  48 
41  47 
40  35 

40  55 
40  15 
40  41 
40  41 
40  57 


O 

2 
O 

_l 

o     r 


77  28 

77  27 

75  30 

79  24 

75  11 

77  56 
75  25 
79  07 
79  02 

78  46 

78  20 

78  19 

74  42 

75  46 

79  13 

78  00 

78  08 

79  52 
75  40 

80  10 

78  23 
80  12 
80  15 
77  54 

75  27 

79  02 

76  46 

80  28 
80  28 
76  32 

75  04 

76  56 

76  32 

77  35 
77  54 

76  28 
75  49 
75  52 
79  29 
79  29 

75  22 

77  53 
79  42 

76  18 
79  43 

79  43 

77  55 

74  57 
77  37 

80  22 

79  53 

76  31 

77  08 

75  46 

75  20 

76  16 
75  32 

75  37 
79  40 
79  41 

76  06 
75  12 
75  05 
75  11 
75  10 

75  14 

75  12 

75  15 

75  09 

78  05 

75  30 

76  06 

76  22 

77  54 

79  56 

80  00 

75  27 

78  17 
78  19 

76  02 

75  06 

75  39 

76  12 
76  11 
78  59 


> 

UJ 


680 

620 

1860 

1380 

370 

580 

12 

1780 

1610 

2120 

1360 
1460 

455 

800 

1150 

910 
2340 

800 
2000 
1065 

1125 

1296 

1240 

605 

840 
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TIME  OF 
OBSERVATION 


EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 

EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


HID 
4P 


1980  EST 

303  EST 

780  EST 

780  EST 

820  EST 

750  EST 

545  EST 


820 

770 

1200 

2200 
1175 

808 
808 

1914 
800 
903 
520 
800 

800 
960 
40 
745 
900 


780 

400 

580 

48 

1620 
380 
435 

1100 
870 

1952 

1523 

1380 

3C 

IOC 


20 

85 

70 

174 

1914 

105 
1250 

515 
2O60 
1273 

914 
181C 
15O0 
158C 

43C 


EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 


EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

Esd 

EST 
ESI 

ESI 


MID 
IIP 


ESI 
EST 
EST 
EST 
ESI 

ESI 
ESI 
ESI 
EST 
ESI 

ESI 

ESI 
ESI 
ESI 
ESI 


297  ESI 
180  EST 
820  EST 
640  ESI 


7A 
MID 
8A 
5P 
8A 

7A 
8A 
MID 
7A 
8A 

MID 

HID 

8A 

4P 

7A 

7A 
7A 
7A 
HID 
8A 

HID 
MID 
MID 
8A 
MID 

8A 
MID 

7A 

MID 

8A 
MID 
MID 

8A 
MID 

7A 

8A 

MID 

7A 


MID 
MID 
MID 


8A 

5P 

MID 

IIP 

NOON 
6P 
7A 
6P 
8A 

6P 
8A 

MID 
7A 

MID 

MIE 

8A 

8A 

MIE 

lOA 


MID 

MID 

7P 

MIDI   MID 
HIE(  MID 


MID 
IIP 


MID 

MID 

7P 


ss 


8A 
MIE 

8A 
MID 


YEARS  OF 
RECORD 


Mir 

Min   18 

18 

Mir 

MIE 

78 

7£ 

7A 

27 

7A 

t 

7A 

t 

8A 

8A 

1( 

1( 

8A 

5 

8A 

57 

8A 

66 

7/ 

£ 

7A 

2£ 

OBSERVER 


REFER 

TO 
TABLES 


SAMUEL  C  DICKEY  JR 
HUGH  F  PARKER 
THOMAS  MECKES 
WESTMORELAND  WATER  CO 
L  F  SCHEIBNER  JR 

MRS  I  S  BUCHANAN 

SUN  OIL  CO 

U  S  FOREST  SERVICE 

U  S  E  P  B  G 

BRADFORD  DIS  FLD  COMM 

BLUE  MT  CANNERIES 
CIVIL  AERO  ADM 
HARRY  BISLAND 
HENRY  S  HAAK 
OPAL  LITTLEFIELD 

RUTH  L  ROETTGER 
PA  DEPT  FRST  &  WTRS 
NATL  TUBE  CO 
JOSEPH  L  HART 
CITY  OF  MEADVILLE 

MRS  E  M  SNYDER 
U  S  WEATHER  BUREAU 
PENNA  DEPT  HIGHWAYS 
ROLLIN  P  GILBERT 
ROBERT  G  GOULD 

LOUIS  M  WELD 
U  S  AIR  FORCE 
PERRY  P  CAMPBELL 
PERRY  P  CAMPBELL 
W  S  ROBERTS 

CHAS  W  DAVIS 
WM  H  NOVINGER 
RUSSELL  SHEPLEY 
DAVID  S  NACE 
PENNA  STATE  COLLEGE 

PA  DEPT  FRST  &  WATERS 
HARRY  S  FANCHER 
CONSUMERS  WATER  CO 
U  S  E  P  B  G 
U  S  E  P  B  G 

U  S  WEATHER  BUREAU 
MT  UNION  WATER  WORKS 
WM  MC  WILLIAMS 
JOHN  W  WANDELL 
U  S  E  P  B  G 

U  S  E  P  B  G 
PENNA  STATE  COLLEGE 
PHILA  SUB  WATER  CO 
PENNA  TURNPIKE  COMM 
NEW  CASTLE  WATER  CO 

GENERA',  CHEMICAL  CO 
CLINTON  J  ALLEN 
MRS  FRANCES  FRY 
FRED  C  OSWALD 
GEORGE  H  BOONE 

WM  I  BROWN 
FRED  C  ESCHBACK 
NEW  JERSEY  ZINC  CO 
JANNETTE  E  SCHULTZ 
PAUL  M  NEELY 

U  S  WEATHER  BUREAU 
MISS  L  VETTERLINE 
CARRIE  NESS 
FRANCIS  K  DAVIS  JR 
FRANKLIN  INSTITUTE 

U  S  WEATHER  BUREAU 
ATLANTIC  REFINING 
SCHUYLKILL  NAVIG  CO 
U  S  WEATHER  BUREAU 
U  S  WEATHER  BUREAU 

PHILA  SUB  WATER  CO 
ANDREW  STELTZ 
PA  POWER  &  LIGHT  CO 
PENNA  STATE  COLLEGE 
U  S  WEATHER  BUREAU 

U  S  WEATHER  BUREAU  2 

PENNA  GAME  COMM  2 

RALPH  MC  CONNELL  2 

CRYSTAL  SPG  TROUT  HC\  2 

EARL  E  RARICK  2 

JOINT  BRIDGE  COMM  2 

MILES  E  SMITH  2 

POTTSVILLE  WATER  CO  2 

JOHN  M  SMITH  2 

JOHN  VOLANSKY  2 


2  3  3 

2  3  4 

2  3 

2  3 

2  3 

2  3 

2  3  5 

2  3  4 

2  3 

2  3 

2  3  4 

2  3  4  5 

2  3 

2  3  5 

2  3 


2  3 

2  3 

2  3  7 

2  3  4 

2  3  4  5 

2  3  4 

2  3  4  5 

2  3  4 

2  3 

2  3  4 

2  3 

2  3  5 

2  3  5  7 

7 

2  3  4 

2  3 

2  3  4 

2  3  4 

2  3 

2  3  4 

2  3 

2  3  5 

2  3  4 

2  3  7 

7 

2  3  4  5 

2  3  4 

2  3  4 

2  3 

2  3  7 

7 

2  3  4  5 

2  3 

2  3  5 

2  3  4  5 

2  3  5 

2  3 

2  3  7 

2  3 

2  3 

2  3 

2  3 

2  3  4  5 

2  3  7 

2  3  4 

2  3  4  5 

2  3 

2  3 

2  3  5 

7 

2  3  4  5 

2  3  4  5 

2  3  5 

2  3  4  5 

2  3  4 

2  3  4  5 

2  3  4 

2  3 

2  3 

2  3  4  5 

/ 
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STATION    INDEX -Continued 


™)t 


STATION 


PUNXSUTAWNEY  2 

PUTNEYVILLE  2  SE  DAM 

QUAKERTOWN 

RAYMOND 

READING  WB  CITY 

RENOVO 

RENOVO  6  MI  S  STATE  CAMP 

RETREAT  FARMS 

REW 

RICES  LANDING  LOCK  NO  6 

RIDGWAY 

RINGTOWN  1  MI  SW 
ROCHESTER  1  MI  N 
RUSH  6  MI  S 
SAFE  HARBOR  DAM 

SAGAMORE  1  MI  SE 

SALTSBURG 

SAXTON 

SCANDIA 

SCHENLEY  LOCK  5  LOWER 

SCHENLEY  LOCK  5  UPPER 
SCRANTON  WB  CITY 
SELINSGROVE  AIRPORT 
SELLERSVILLE  2  MI  NW 
SEWARD 


SHADE  GAP 
SHAMOKIN 
SHARPSVILLE 
SHEFFIELD  6  MI 
SHIPPENSBURG 


X 

UJ 
Q 


W  CHERRY  GROVE 


SMETHPORT  HIGHWAY  SHED 
SOMERSET  WATER  WORKS 
SOMERSET  2  MI  E  SUBSTATION 
SOUTH  CANAAN  1  MI  E 
SOUTH  MOUNTAIN 

SPRING  GROVE 
SPRINGS  1  MI  SW 
SPRUCE  CREEK 
STATE  COLLEGE 
STRAUSSTOWN 


STRONGSTOWN 
STROUDSBURG  2 
STROUDSBURG 
STUMP  CREEK 
SUNBURY 


MI  E  SUBSTATIO> 


SUNBURY  AIRPORT  2  MI  N 

SUSQUEHANNA 

SUTERSVILLE 

TAMAQUA 

TAMAQUA  4  MI  N  STILL  CRK  DAM 

TAMARACK  2  MI  S  FIRE  TOWER 
TIONESTA  2  MI  SE  DAM 
TITUSVILLE  2  MI  S 
TITUSVILLE 
TOWANDA 

TOWER  CITY  5  SW 

TUNKHANNOCK  1  MI  S  AIRPORT 

TUNNELTON 

TYRONE  4  MI  NE  BALD  EAGLE 

UNION  CITY  1  MI  W 

UNIONTOWN 
VANDERGRIFT 
VANDERGRIFT  2  MI  W 
VIRGINVILLE 
WARREN 

WASHINGTON 

WATROUS  9  MI  S  LEE  FIRE  TOWEi 

WATSONTOWN 

WAYNESBURG  2  MI  W 

WAYNESBURG  1  HI  E 

WEBSTER  MILLS  3  MI  SW 

WELLSBORO 

WELLSBORO  2  MI  E 

WELLSVILLE 

WERNERSVILLE 

WEST  CHESTER 

WEST  GROVE  1  MI  SE 

WHITESBURG 

WILKES-BARRE 

WILLIAMSPORT  4  SE 

WILLIAMSPORT  4  E  WB  AIRPORT 

WILLIAMSPORT 

WILLIAMSTOWN 

WIND  GAP  3  MI  SW 

YORK  3  MI  SW  PUMP  STATION 


7222 
7229 
7239 
7310 
73  18 

7409 
7410 
7417 
7425 
7443 

7477 
7497 
7540 
7694 
7732 

7739 
7796 
7846 
7855 
7863 

7864 
7902 
7931 
7938 
7956 

7965 
7978 
8000 
8026 
8073 

8190 
8249 
8254 
8275 
8308 

8379 
8395 
8405 
8449 
8570 

8589 
8596 
8601 
8610 
8668 

8673 
8692 
8699 
8758 
8763 

8770 
8873 
8880 
8885 
8905 

8910 
8982 
8989 
9024 
9041 

9050 
9128 
9133 
9196 
9298 

9312 
9340 
9345 
9362 
9367 

9380. 
9407 
9412 
9420 
9430 

9464 
9503 
9655 
9702 
9723 

9728 
9733 
9741 
9781 
9933 


COUNTY 


JEFFERSON 

ARMSTRONG 

BUCKS 

POTTER 

BERKS 

CLINTON 
CLINTON 
LUZERNE 
MC  KEAH 
GREENE 

ELK 

SCHUYLKILL 

BEAVER 

SUSQUEHANNA 
LANCASTER 

INDIANA 

INDIANA 

BEDFORD 

WARREN 

ARMSTRONG 

ARMSTRONG 

LACKAWANNA 

SNYDER 

BUCKS 

?fESTMORELAND 

HUNTINGDON 

NORTHUMBERLAND 

MERCER 

WARREN 

CUMBERLAND 

MC  KEAN 

SOMERSET 

SOMERSET 

WAYNE 

FRANKLIN 

YORK 

SOMERSET 

HUNTINGDON 

CENTRE 

BERKS 

INDIANA 

MONROE 

MONROE 

JEFFERSON 

NORTHUMBERLAND 

NORTHUMBERLAND 

SUSQUEHANNA 

WESTMORELAND 

SCHUYLKILL 

SCHUYLKILL 

CLINTON 

FOREST 

VENANGO 

CRAWFORD 

BRADFORD 

DAUPHIN 

WYOMING 

INDIANA 

BLAIR 

ERIE 

FAYETTE 

WESTMORELAND 

WESTMORELAND 

BERKS 

WARREN 

WASHINGTON 

TIOGA 

NORTHUMBERLAND 

GREENE 

GREENE 

FULTON 

TIOGA 

TIOGA 

YORK 

BERKS 

CHESTER 

CHESTER 

ARMSTRONG 

LUZERNE 

LYCOMING 

LYCOMING 

LYCOMING 

DAUPHIN 

NORTHUMBERLAND 

YORK 


DRAINAGE 


ALLEGHENY 
ALLEGHENY 
DELAWARE 
ST  LAWRENCE 
SCHUYLKILL 

WEST  BRANCH 
WEST  BRANCH 
SUSQUEHANNA 
ALLEGHENY 
MONONGAHELA 

ALLEGHENY 

SUSQUEHANNA 

BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 

ALLEGHENY 
KISKIMINETAS 
WEST  BRANCH 
ALLEGHENY 
ALLEGHENY 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

SCHUYLKILL 

CONEMAUGH 

JUNIATA 

SUSQUEHANNA 

BEAVER 

ALLEGHENY 

SUSQUEHANNA 

ALLEGHENY 

YOUGHIOGHENY 

YOUGHIOGHENY 

POTOMAC 

SUSQUEHANNA 
YOUGHIOGHENY 
JUNIATA 
WEST  BRANCH 
SCHUYLKILL 

CONEMAUGH 

DELAWARE 

DELAWARE 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

YOUGHIOGHENY 

SCHUYLKILL 

SCHUYLKILL 

WEST  BRANCH 

ALLEGHENY 

ALLEGHENY 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

CONEMAUGH 

JUNIATA 

ALLEGHENY 

MONONGAHELA 

KISKIMINETAS 

KISKIMINETAS 

SCHUYLKILL 

ALLEGHENY 

OHIO 

WEST  BRANCH 

MONONGAHELA 
MONONGAHELA 

POTOMAC 
WEST  BRANCH 
WEST  BRANCH 
SUSQUEHANNA 
SCHUYLKILL 

DELAWARE 
DELAWARE 
ALLEGHENY 
SUSQUEHANNA 
WEST  BRANCH 

WEST  BRANCH 
WEST  BRANCH 
SUSQUEHANNA 
DELAWARE 
SUSQUEHANNA 


< 

_l 

O  I 


o 

z 
o 


40  56 
40  55 

40  26 

41  52 

40  20 

41  19 
41  14 
41  11 
41  54 

39  57 

41  26 

40  51 

40  43 

41  42 

39  56 

40  46 
40  29 

40  13 

41  55 
40  41 

40  41 

41  25 
40  49 
40  23 
40  25 

40  11 

40  47 

41  16 
41  42 

40  03 

41  48 
40  01 

40  01 

41  31 
39  51 

39  52 

39  44 

40  36 
40  48 
40  30 

40  33 

41  00 

40  59 

41  01 
40  51 

40  54 

41  57 
40  14 
40  48 

40  51 

41  24 
41  29 
41  36 
41  38 
41  46 

40  32 

41  32 
40  27 

40  43 

41  54 

39  54 

40  36 
40  36 

40  31 

41  50 

40  11 

41  37 
41  05 
39  54 
39  54 

39  50 
41  45 
41  45 

40  03 
40  20 

39  57 

39  48 

40  45 

41  15 
41  13 

41  14 
41  15 
40  35 
40  49 
39  55 


> 

UJ 


UJ 


78  58 

79  17 
75  20 
77  52 

75  56 

77  46 

77  46 

76  06 

78  32 

80  00 

78  44 
76  15 
80  18 
76  03 
76  23 

79  14 
79  27 

78  15 

79  02 
79  40 

79  40 

75  40 

76  52 

75  20 

79  01 

77  52 

76  34 

80  29 
79  09 

77  32 

78  27 

79  05 
79  03 

75  24 

77  30 

76  52 
79  10 

78  08 

77  52 
76  11 

78  55 
75  09 

75  11 

78  50 

76  48 

76  47 
75  36 

79  48 

75  58 

76  00 

77  51 
79  26 
79  40 
79  40 
76  26 

76  37 
75  57 
79  23 

78  11 

79  52 

79  44 

79  33 

79  36 

75  52 

79  09 

80  14 

77  33 

76  52 
80  13 
80  10 

78  05 

77  17 
77  15 
76  57 
76  05 

75  36 
75  49 

79  24 

75  52 

76  57 

76  56 

77  01 

76  38 

75  20 

76  45 


TIME  OF 
OBSERVATION 


1360 
1270 

480 
2220 

266 

645 
2035 

560 
2250 

775 

1385 

1080 

935 

180 

1320 
849 
800 

2040 
783 

783 
805 
460 
530 
1122 

940 
750 
951 
1940 
709 

1510 
2100 
2280 
1380 
1600 

470 
2500 

760 
1175 

600 

1880 
327 
390 

1320 
440 

454 

1000 

770 

800 

1120 

2200 
1200 
155C 
120C 
75£ 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


EST 
EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
ESI 
ESI 

ESI 
ESI 
ESI 
ESI 
ESI 

EST 
EST 


MID 
5P 


725 

639 

900  EST 

1080  EST 


1040  EST 
800  EST 
99S  ESI 
230  EST 


1200 

2425 

490 

980 

940 

920 

1319 

1610 

500 

400 

400 
452 

1530 
700 

199C 

580 
540 
775 


EST 
EST 
ESI 
ESI 
EST 

ESI 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 


730  EST 
39C  EST 


MID 
5P 


YEARS  OF 
RECORD 


MID 

8A 

5P 

UID 

MID 

7A 
MID 
6P 
8A 
7A 

7A 

ss 

MID 

8A 

NOON 

7A 
8A 
7A 
MID 
7A 


MID 

5P 
MID 

7A 

MID 

8A 

7A 

MID 

4P 

MID 
6P 
7A 

MID 
7A 

4P 
8P 

7A 

MID 

8A 

MID 
9A 

MID 
7A 
7A 

MID 

7A 
7A 
7A 
7A 

7A 
8A 
5F 
Mil 
7F 

ss 

9A 

MID 

MID 

MID 

6P 

7A 

MID 

8A 

7A 

MID 
7A 
6P 
7A 

MID 

MID 
7A 

MID 
5P 
7P 

7P 
8A 
7A 
7A 
7A 

MID 
7A 
7A 

MID 
5F 


5C   61 


OBSERVER 


PENNA  ELEC  CO  2  3 

US  EPBG  2345 

JOHN  E  BENNER  2  3  5 

ARTHUR  LENGAN  2  3  4 

U  S  WEATHER  BUREAU  2  3  4  5  7 

MRS  C  W  BAIRD  2  3  7 

PA  DEPT  FHST  &  WATERS  2  3  4 

THEO  J  SAMPSON  2  3  5 

BRADFORD  DIS  FLD  COMM  2  3 
U  S  E  P  B  G 

WEST  PENN  POWER  CO 
BORO  SHENANDOAH 
DUQUESNE  LIGHT  CO 
M  MAUDE  MC  CAIN 
PA  WATER  &  POWER  CO 

U  S  E  P  B  G 
WALTER  B  SULLIVAN 
HUNTINGDON  BHOADTOP  RI 
U  S  E  P  B  G 
U  S  E  P  B  0 

U  S  E  P  B  G 

U  S  WEATHER  BUREAU 
EUGENE  H  STEESE  MGR 
SELLERSVILLE  WATER  CO 
EDW  L  STUTZMAN 

MRS  HELEN  L  PYLE 

ROARING  CREEK  WTR  CO 

MRS  M  J  KELLEY 

L  N  HANSON 

STATE  TEACHERS  COLL 

PENNA  DEPT  OF  HWYS 

D  L  GROVE 

PENNA  ELECTRIC  CO 

EUGENE  H  COOK 

PENNA  DEPT  OF  HEALTH 

P  H  GLATFELTER  CO 
ALLEN  E  YODER 
MRS  C  E  SEIBER 
PENNA  STATE  COLLEGE 
ROBT  B  HIESTER 

HARRY  F  BENNETT 
METROPOLTN  EDISON  CO 
SEWAGE  TREATMENT  WKS 
U  S  E  P  B  G 
CHAS  W  BAYLER 

CIVIL  AERO  ADM 
LAURA  BENSON 
J  H  CRUMRINE 
MARY  L  ROBERTS 
PANTHER  VALLEY  WTR  CC 

JAMES  E  SCHWARTZ 
U  S  E  P  B  G 
U  S  WEATHER  BUREAU 
PENNA  ELECTRIC  CO 
MRS  M  0  PARKS 

HARRISBURG  WATER  DEPT 
J  D  CHAMBERS  MGR 
W  D  WEIMER 
FRED  L  FRIDAY 
PENNA  ELECTRIC  CO 

WU  W  MARSTELLAR 
UNITED  ENG  &  FNDRY  CO 
EUGENE  R  YOUNG 
IRENE  M  WERLEY 
MERRELL  L  JORDAN 

PENNA  DEPT  OF  HWYS 
PA  DEPT  FRST  &  WTRS 
WILLIAM  H  BIRD 
MFRS  LIGHT  &  HEAT  CO 
RALPH  M  AMOS 

WM  D  COVER 
M  S  BLISS 
IDA  S  MAYNARD 
D  D  HOOVER 
J  H  THOMPSON 

CLYDE  T  SAYLOR 

CONRAD-PYLE  CO 

U  S  E  P  B  G 

MRS  MARY  G  MIRMAK 

PA  DEPT  FRST  &  WATERS 

U  S  WEATHER  BUREAU 
SAMUEL  W  PURSELL 
GORDON  E  LOWER 
GEO  R  HARTZ 
CLAYTON  L  BOTT 


!  m. 


STATION 


YORK  2  m  S  FILTER  PL;\NT 
YORK  HAVEN 
TOUNGSVILLE 
ZIONSVILLE  1  UI  SW 
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PENNSYLVANIA 
AUGUST  1948 


X 

LU 
Q 


COUNTY 


9938 
9950 
9966 
9994 


YORK 
YORK 
WARREN 
LEHIGH 


DRAINAGE 


SUSQUEHANNA 
SUSQUEHANNA 
ALLEGHENY 
SCHUYLKILL 


z 
o 

_J 

O  f 


39  56 

40  06 

41  51 
40  28 


76  44 
76  43 
79  19 
75  31 


U. 


> 

UJ 


TIME  OF 
OBSERVATION 


640 

300 

1205 

820 


EST 
EST 
EST 
EST 


YEARS  OF 
RECORD 


MID 
8A 

HID 
6P 


OBSERVER 


YORK  WATER  CO 
METROPOLTN  EDISON  CO 
HIRAM  C  LYONS 
HORACE  MILLER 


REFER 

TO 
TABLES 


2  3  4 

2  3 

2  3  4 

2  3 


REFERENCE  NOTES 

The  four  digit  identification  numbers  in  the  index  number  column  of  the  Station  Index  are  assigned  on  a  state  basis.   There  will  be  no  duplication  of  numbers 
within  a  state. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  for  inclusion  in  this  issue, 

Del 'fed  data  and  corrections  will  be  carried  only  in  the  June  and  December  issues  of  this  bulletin. 

Data  in  Tables  3,  5  and  6  are  for  the  24-hours  ending  at  time  of  observation.   See  the  Station  Index  for  observation  time. 

No  record. 

+  And  also  on  later  dates.  ^ 

*  Amount  Included  in  following  measurement,  time  distribution  unknown. 

//  Gage  is  equipped  with  windshield. 

6  No  recording  gage,  precipitation  is  measured  at  6-hourly  intervals. 

a,  b,  c,  through  1   Niunber  of  days  missing.   a  indicates  one  day  missing,  b  indicates  two  days  missing,  etc. 

ss  This  entry  in  time  of  observation  column  in  Station  Index  means  sunset, 

r  Station  equipped  with  recording  gage  only.   All  amounts  in  Table  3  are  from  the  non-recording  gages,  except  for  stations  with  this  reference, 

X  Daily  precipitation  totals  in  Table  3  are  for  the  24-hours  ending  at  1:30  A.M.,  E.S.T. ,  of  the  following  day. 

z  Hourly  amounts  from  recording  gage  at  the  same  site  may  bo  found  in  Table  4. 

T  Trace,  an  amount  too  small  to  measure. 


Data  in  Table  4  were  formerly  published  in  the  Hydrologic  Bulletins  for  North  Atlantic  District  and  Ohio  River  District. 
recording  gages.   Traces  are  not  shown. 

Subscription  Price:  \bi   per  copy;  $1.50  a  year.   (Yearly  subscription  includes 
Annual  Summary.   Correspondence  regarding  subscriptions  should  be  addressed  to 
the  Weather  Records  Processing  Center,  Federal  Building,  Albany  1,  N.Y.) 
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In  addition  to  the  climatological  data  from  some  6,000  Weather  Bureau 
and  cooperative  weather  stations,  this  bulletin  series  contains  records 
from  Hydroclimatic  Network  Stations  which  were  formerly  reproduced 
in  the  Hydrologic  Bulletin  Series.  The  Hydroclimatic  Network  is  a  nation- 
wide net  of  rain  gages --  mostly  of  the  recording  type  which  produce  con- 
tinuous records  of  precipitation.  It  was  established  in  1939  at  the  request 
of  the  Corps  of  Engineers,  Department  of  the  Army,  to  supplement  exist- 
ing precipitation  stations  in  order  to  provide  records  of  rainfall  intensity 
which  were  essential  to  the  planning  of  flood  control  and  related  works  by 
the  Corps  of  Engineers.  This  Network,  now  numbering  about  2,000  re- 
cording, and  1,000  non- recording  rain  gages,  has  been  maintained  by 
the  Weather  Bureau  through  working  funds  transferred  annually  to  the 
Weather  Bureau  by  the  Corps  of  Engineers.  These  transfers  averaged 
about  $250,000  per  year  between  1940  and  1944,  and  nearly  $375,000 
since  that  date.  For  the  years  1940-42,  the  Department  of  Agriculture 
transferred  about  $100,000  per  year  to  provide  data  required  in  its  work, 
and  since  1947  the  Bureau  of  Reclamation  has  transferred  about  $25,000 
per  year  to  meet  the  increasing  needs  of  their  program  in  the  Western 
States. 

Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydro- 
climatic Network  stations  were  presented  in  bulletins  (Hydrologic  Bulle- 
tins) which  were  Issued  monthly  for  each  of  8  drainage  areas  embracing 
the  entire  United  States,  but  since  the  Network  was  established  to  meet 
the  internal  requirements  of  the  Federal  agencies  referred  to  above, 
no  provision  was  made  for  public  dissemination  of  the  data,  distribution 
being  limited  to  cooperating  agencies  and  to  certain  public  repositories. 
A  list  of  locations  where  reference  copies  of  the  Hydrologic  Bulletin 
Series  are  available  for  inspection  may  be  obtained  upon  application  to 
Chief,  U.S.  Weather  Bureau,  Washington  25,  D.C 

Many  other  records  published  In  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
individuals  as  listed  in  the  Station  Index. 


PENNSYLVANIA  -  SEPTEMBER  1948 
L.  F.  Conover,  Section  Director  -  Harrisburg 

GENERAL  SUMMARY 

rhis  first  month  of  meteorological  autumn  is  characteristically  dry,  seemingly 
jalmy  and  sunny  with  a  few  hot  days  in  the  first  week  and  some  frosty  days  in 
the  latter  half  of  the  month;  thunderstorms  are  normally  recorded  at  a  large 
lumber  of  stations  and  the  "equinoctial"  rains  are  a  more  or  less  regular  occur- 
-ence  about  the  first  day  of  Fall.  However,  this  general  description  did  not 
:it  the  weather  for  September,  1948  as  it  was  mild,  unusually  dry  and  there  was 
I  little  less  sunshine  than  normal. 

'he  first  day  of  the  month  was  cool  with  scattered  light  frost  in  western 
:ounties,  but  the  weather  moderated  thereafter  through  the  second  decade,  with  a 
small  portion  of  the  stations  reporting  90°  maxima  on  the  13th  or  14th.   A  large 
ligh  pressure  system  moving  out  of  Canada  on  the  21st,  terminated  the  warm 
weather.   Frosty  mornings  were  prevalent  in  the  central  areas  beginning  on  the 
!2nd.   The  month's  low  of  25°  at  Philipsburg  was  8°  warmer  than  the  all-time 
leptember  minimum  recorded  there  a  year  previously. 

Inly  six  other  Septembers  have  had  less  precipitation  recorded.   The  greatest 
leficiencies,  3.00  inches  or  more,  were  in  Wayne,  Pike,  Monroe,  Luzerne, 
lullivan  and  Columbia  Counties,  and  locally  in  Bradford  County.   Only  in  portions 
f  Chester,  Crawford  and  Washington  Counties  did  a  few  stations  report  excesses 
f  precipitation.   Water  supply  became  low  in  central  counties  and  in  the 
ortheastern  dairy  area  some  hauling  of  water  was  necessary  during  the  first 
hree  weeks  of  September.   Some  wells  went  dry  in  central  localities  the  third 
nd  fourth  weeks  of  the  month.   Thunderstorms  in  the  vicinity  of  Bloomsburg, 
a.  caused  $20,000  damage  when  lightning  destroyed  10  farm  animals  and  a  barn, 
nd  winds  uprooted  50-foot  high  trees  that  were  over  1  foot  in  diameter. 

xtended  dry  weather  limited  size  of  grapes  and  winter  apples  and  slowed  up  the 
owing  of  wheat  and  rye;  corn,  potatoes  and  oats,  either  were  benefited  or  held 
heir  own  because  of  the  dry  weather  during  the  month.   Buckwheat,  late  cabbage 
nd  soybean  yields  were  disappointing.   Tobacco  generally  weathered  unseason- 
ble  dry  spell . 

TEMPERATURE 

^®  cQ^oo^®  temperature  for  the  State  as  deduced  from  the  reports  of  112  stations 
as  63.8  ,  which  is  0.4°  below  the  61-year  normal  for  September.   The  highest 
onthly  mean  was  70.9°  at  Marcus  Hook  and  the  lowest  was  56.8°  at  Hawley  (Wallen- 
aupack  Dam).   Extremes  ranged  from  a  maximum  of  95°  at  Phoenixville  on  the  13th 
nd  Lewistown  on  the  14th,  to  a  minimum  of  25°  at  Philipsburg  on  the  22nd. 

PRECIPITATION 

hie  average  precipitation  for  the  State,  computed  from  the  observations  of  114 
tations  was  1.62",  which  is  1.81"  below  the  61-year  normal  for  September.  The 
reatest  monthly  amount  was  4.95"  at  West  Chester,  while  the  least  was  0.17"  at 
ingmans  Ferry.   The  greatest  24-hour  precipitation  was  3.02"  at  Jamestown  on 
tie  20th. 
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ALLENTOWN  WB  AIRPORT 

30.52 

17 

29.73 

20 

86 

88 

48 

71 

86 

ERIE  WB 

30.50 

26 

29.78 

9 

6.8 

22 

SE 

29 

80 

83 

62 

78 

37 

67 

HARRISBURG  WB  AIRPORT 

30.50 

17 

29.71 

20 

5.4 

23 

NW 

9 

82 

85 

50 

66 

53 

71 

PHILADELPHIA  WB 

30.52 

17 

29.71 

20 

6.3 

24 

NW 

18 

85 

84 

51 

71 

65 

21 

PITTSBURGH   TTB  AIRPORT 

30.45 

26 

29,80 

23 

8.7 

22 

NW 

9 

75 

82 

48 

58 

50 

75 

READING  WB  CITY 

30.52 

17 

29.72 

20 

7.6 

40 

N 

9 

81 

61 

50 

SCRANTON  WB  CITY 

30.50 

26 

29.70 

20 

5.2 

28 

NW 

18 

79 

53 

69 

99 

TABLE    1 
COMPARATIVE    DATA 


m 


YEAR 


1888 
1889 
1890 
1891 
1892 

1893 
1894 
1895 
1896 
1897 

1898 
1899 
1900 
1901 
1902 

1903 
1904 
1905 
1906 
1907 

1908 
1909 
1910 
1911 
1912 

1913 
1914 
1915 
1916 
1917 

1918 
1919 


TEMPERATURE 


< 

UJ 

2 


59.6 
61.9 
62.2 
66.6 
62.4 

61.2 
66.6 
67.8 
63.6 
63.8 

66.0 
61.8 
68.4 
63.6 
62.7 

63.2 
63.7 
64.0 
67.0 
64.8 

65.6 
62.8 
65.5 
64.9 
65.5 

62.4 
61.5 
66.5 
62.5 
59.0 

58.7 
64.4 


UJ 

X 

o 


84 
92 
91 
94 
90 

90 
95 

100 
98 

100 

100 
93 

100 
95 
99 

94 
95 
95 
99 
95 

99 
96 
95 
92 
95 

97 
98 
96 
98 
91 

88 
96 


<n 

Hi 

o 


29 
30 
25 
32 
29 

26 
24 
24 
26 
24 

25 
23 
27 
29 
28 

27 
21 
27 
30 
29 

26 
26 
32 
26 
25 

24 
21 
25 
23 
25 

28 
28 


PRECIPITATION 


UJ 

< 

UJ 

> 
< 


4.84 
5.05 
4.57 
2.39 
2.81 

2.67 
6.30 
1.71 
4.82 
2.18 

1.70 
4.70 
1.77 
3.39 
4.66 

2.09 
3.37 
3.41 
2.46 
6.37 

1.60 
2.27 
4.49 
5.29 
5.57 

3.28 
0.99 
2.56 
3.77 
2.31 

3.97 
2.07 


UJ  -1 

O  < 

UJ  o 

>  2 

<  (/) 


0.0 
0.0 

T 
0.0 
0.0 

0.0 
0.0 

T 
0.0 
0.0 

0.0 

T 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 


X 
»-  UJ 

*  o 

^% 

a  o 


10 
13 

11 

7 
7 

8 
10 

6 
10 

5 

6 

10 

6 

9 

11 

6 
9 

7 

7 

14 

,3 
6 
10 
10 
12 

8 
5 
8 
8 
6 

10 
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TEMPERATURE 

PRECIPITATION 

q 

YEAR 

z 
< 

UJ 

s 

cn 

UJ 

X 

o 

X 

(0 
UJ 

3 

UJ 
(9 

< 
(E 

UJ 

> 
< 

-J 

O  < 

<  * 
UJ  O 

>  z 

<  w 

f  UJ 
Q  O 

1920 

64.5 

91 

24 

3.99 

0.0 

9 

1921 

68.9 

98 

31 

4.68 

0.0 

11 

1922 

66.3 

100 

22 

1,48 

0,0 

4 

1923 

64.8 

92 

22 

3,55 

0.0 

10 

1924 

59.8 

99 

26 

6,44 

T 

11 

1925 

67.5 

99 

24 

2,80 

T 

8 

1926 

64.2 

99 

26 

5.81 

0.0 

12 

1927 

64.9 

97 

27 

2.08 

0.0 

6 

1928 

60.4 

94 

25 

2.33 

T 

9 

1929 

65.7 

101 

24 

3.71 

0.0 

9 

1930 

67.8 

101 

27 

2.45 

0.0 

9 

1931 

69.1 

104 

29 

3.15 

0.0 

9 

1932 

65.2 

105 

23 

1.45 

0.0 

6 

1933 

66.3 

98 

32 

4.66 

0.0 

12 

1934 

66.4 

94 

31 

6.58 

0.0 

12 

1935 

62.2 

95 

24 

3.51 

0.0 

8 

1936 

66.5 

96 

28 

2.17 

T 

8 

1937 

61.5 

97 

25 

1.90 

0.0 

7 

1938 

62.0 

95 

26 

4.74 

0.0 

12 

1939 

65,9 

101 

27 

2.95 

0.0 

9 

1940 

61,4 

95 

21 

3.41 

T 

7 

1941 

66.0 

98 

24 

1.33 

0.0 

5 

1942 

63,7 

96 

19 

4.38 

T 

10 

1943 

61,4 

102 

18 

0.72 

T 

5 

1944 

63.4 

100 

23 

3.85 

0.0 

12 

1945 

65,9 

96 

29 

6.42 

0,0 

14 

1946 

64.3 

96 

26 

3.30 

T 

7 

1947 

64.2 

95 

17 

2.35 

T 

8 

1948 

63,8 

95 

25 

1.62 

0.0 

6 

PERIOD 

64.2 

105 

17 

3.40 

T 

9 
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CLIMATOLOGICAL  DATA 


SUtioa 


T«mp«r<itun 


ATLANTIC  DRAINAGE 

LENTOWN  WB  AIRPORT 

;,ENTOWN  GAS  CO 

roONA    HORSESHOE   CURVE 

ENDSTVILLE 

IVKRTOWN 

XEFONTE   ROCETIEW   FARM 

tlICK 

rilL£HEH  LEHIGH  UNIT 

an   CABINS   2   NE 

rroN  1  Nw 

ILISLE 
lMBERSBURG 
lLPORT 

lTESVILLE  1  sw 
.UMBIA 

tWENSVILLE  6  KW 

;les  here 

IT  WATERFORD  3  E 

ORIUH 

[RATA 

[RETT 

DERICKSVILLE  1  S 

ELAND 

RCE  SCHOOL 

TTSBOHG 

DON 

OTER 

RISBUSG  3  S  WB  AIRPORT 

LEY 

LET  1   S  WALLEN  DAM 

ITT   2   S 

TWOOD 

TINGDON 

CASTER   2   NE  PUMP  STATION 

CASTER  3    NE  EXP  STATION 

RENCEVILLE 
ANON 
IS TOWN 
E  HAVEN   1 
CUS  HOOK 

riNSBDRG  BLAIR  CO 
:h  CHUNK   1   SW 
BLETOWN  OLMSTED 
PROSE  3   E  HGWy  SHED 
ITT  POCONO  2  N  WB 

FS  HILLS   4  NE 

JURG  3   W 

PORT 

lERTON 

i  PLACE   1   NW  WB 

;ADELPHIA  WB  AIRPORT 
LABELPHIA  POINT  BREEZE 
JDELPHIA   SHAWMONT 
JU3ELPHIA  WB   CITY 
^IPSBDRG  7  E  AIRPORT 

SNIXVILLE   1   E  PUMP    STA 

r  CLINTON 

CERTOWN 

)ING  WB  CITY 

lEAT  FARMS 

UrrON  HB  CITY 

[NSGROVE  AIRPORT 

'PENSBURG 

^   COLLEGE 

)m)SBDRG   SUBSTATION 

lURY  2  N  AIRPORT 
LRACK   2   S  FIRE  TOWER 
iNDA 

BANNOCK   1    S 
■SBORO 

iSVILLE 

'  CHESTER 

.lAMSPORT  4   E  WB 

.lAMSTOWN 

:  3   sw  PUMP  STATION 

DIVISION 

OHIO  DRAINAGE 

;RST0WN  4  WKW 
RfiVILLK  6  ENE 
iFORD  4  W  RES  NO  1 
iKVILLE  AIRPORT 
ION  3  SW 


65.4 
65. 6 
63.0 
65.1 
65.2 

62.6 
66.6 
66.8 
63.2 
65.3 

65.0 
65.4 
60.6 
64.3 
67.3 

60.2 
59.3 
63.4 
62.6 
66.9 

62.4 
64.4 
64.4 
65.6 
66.3 

62.7 
66.6 
66.4 
61.4 
56.8 

65.4  I 
69.0 
63.6 
63.5 
64.7 

62. 5 
65.6 
65.6 
65.0 
70.9 

63.3 
61.0  n 
66.1 
60.4 
59.8 

62.0 
57.8 
63.7 
64.0 
61.5 

67.7 
70.0 
68.5  ■ 
69.4 
57.4 


62.2 
67.4 
64.1 

64.6 
64.4 
67.3 
64.0 


65.2 
59.5 
63.6 
63.1 
60.0 

64.4 
66.5 
64.0 
64.2 
67.0 

64.2 


61.1 
63.2 
58.2 
60.8 
61.6 


0.6 

0.4 

-0.1 

-0.8 


-0.5 
-0.9 


1.1 
0.5 


4.2 

-0.9 

0.2 

0.3 

-1.1 

0.6 

0.3 


-0.1 
-1.0 
-2.2 


0.9 
-0.2 


-3.0 

-0.1 

-0.1 

1.4 


0.4 
1.4 


-1.7 
0.8 


1.7 
-0.4 
-1.2 

1.2 


1.2 
0.1 


-0.8 
0.5 


-2.1 
0.4 


90 
90 
88 
91 
92 

88 
92 
92 
91 
89 

92 
90 
88 
89 
93 

82 
81 
85 
94 
92 

88 
86 
83 
90 
91 

89 
93 
90 
90 
85 

90 
90 
92 
87 
90 

94 
91 
95 
93 
90 


91 
88 
83 

88 
85 
94 
88 
84 

90 
90 
90 
89 
85 

95 
89 
87 
91 
89 

89 
91 
92 
87 


92 
94 
88 

89 
90 
91 
89 
93 


88 
83 
-84 
86 
88 


13 
14 
13 
14 
13 

14 
13 
13 
13 

13+ 

13 
9+ 
5+ 

14 

13 

13 

14 

13 

5 

13 

13 
13 

9+ 
13 
14 

13 
13 

9+ 
13 
13 

13 
9+ 
5+ 
9+ 

14+ 

13 
13 
14 
14 
10+ 

13 

13 

14 
13 

13 
13 
14 
13 
9+ 

13 
13 
13 

9+ 
13 

13 
14 
13 
13 
13 

13 

13 

9 

13 


13 
14 

5+ 

13 
13 
13 
13 
9 


18 
4+ 
6+ 
4 
4+ 


30 

39 
35 
40 
34 

33 
37 
42 
30 
34 

35 
37 
30 
38 
39 

38 
37 
40 
34 
40 

36 
35 
36 
40 
40 

32 
38 
41 
33 
27 

34 
46 
32 
34 
39 

36 
40 
38 
38 
49 

37 

39 
34 
33 

29 
30 
32 
37 
38 

46 
48 
44 
50 
25 


33 
44 
36 

38 
33 
38 
37 
37 


35 
34 
33 

34 
43 
38 
35 
35 


33 
38 
29 
32 
33 


22+ 

22+ 

23 

25 

22+ 

23 

22+ 

22+ 

26 

22+ 

27 

23+ 

27+ 

27 

22+ 

22+ 

22 

23 

23 

22 

26+ 

22 

22 

22+ 

25+ 

22+ 

25 

22 

22+ 

22+ 

23+ 

25 

26+ 

25 

25 

26+ 
22+ 
23+ 
22+ 
22 

23+ 

22+ 

22 

22 

26 
26 
23 
23 
23 

25+ 
22+ 
22+ 
22+ 
22 


26+ 

27 

23 

22 

22+ 

23+ 

23 

22 

23 

23 

22+ 

23+ 

25 

22+ 

23 

22+ 
25 


26 
23 
26 
26 
23 


No.  oi  D*ya 


9  5 


PUHBTLVAJIIA 
8EPTIMUB  1948 


Pradpltetlon 


1.32 
1.38 
1.82 
1.29 
1.63 

1.46 
1.17 
1.22 
1.28 
.88 

.86 
1.55 
1.20 
3.66 
1.10 

1.43 
.87 

1.35 
.92 

2.27 

2.81 
2.09 

.74 
1.72 

.89 

.99 
.99 
.77 
.38 
.29 


1.56 
.63 

1.42 
.93 

1.22 
1.70 
2.50 
.73 
1.92 

1.35 
2.02 
1.11 
.89 
1.27 

.88 
.99 
.90 
2.31 
.96 

2.09 
1.37 
2.54 
1.24 
.87 

4.93 
3.29 
1.89 
3.02 
.54 

.90 
1.37 

.98 
1.26 

.28 

1.12 
.64 
1.28 
1.65 
1.31 

1.26 
4.95 
1.23 
2.06 
1.31 

1.47 


1.57 

.89 

1.10 

2.00 

.94 


See  reference  notes  (oUovring  Station  Index. 
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-2.08 
-2.05 
-1.25 
-2.45 


-1.38 
-2.15 


-2.60 
-1.54 


-4.12 
-1.61 
-2.64 
-1.30 

-  .24 

-3.07 
-1.85 
-2.63 

-2.92 
-2.23 
-2.28 
-3.23 


-1.09 
-2.73 
-1.96 


-1.86 
-1.77 


-2.04 
-2.33 
-2.97 
-3.65 


-2.46 
-1.41 


-  .79 
-1,90 


1.55 

-  .76 
-1.76 

-  .19 


-2.27 
-2.06 
-2.38 
-1.76 
-3.34 


-1.98 
-1.77 


-1.65 
-2.03 


-2.36 
-3.09 
-1.16 
-2.82 


.80 
.55 
1.10 
.34 
.70 

.42 
.35 
.86 
.46 
.41 

.45 
.52 
.50 
1.30 
.52 

1.03 
.38 
.47 
.38 
.96 

.70 
1.05 

.28 
1.29 

.25 

.35 
.30 
.28 
.18 
.10 

1.08 

1.02 

.15 

.64 

.29 

.62 
.91 
.92 
.38 
.64 


.51 
.32 
.49 

.26 
.40 
.28 
1.41 
.25 

.73 
.69 
1.70 
.71 
.41 

2.32 
1.31 
1.16 
1.09 
25 


.64 
.66 
.34 
.14 

.74 
.22 
.36 
.41 
.68 

.45 
1.94 
.52 
.72 
.85 


.70 
.41 
.46 
1.33 
.32 


Snow,  SlMt,  Hall 


30 
10 

7 

30 

9 

4 

9 

30 

10 

10 

10 
10 

a 

9 
30 

7 
10 
30 

10 

4 

8 
10 
10+ 
10 
30 

9 
11 
10 
19 
11 

21 

11 

10+ 

10 

11 

4 

5 
10 
10 
10 


10 

19 

8 

10+ 
10 
10 
9 
10 

10 
10 
10 
10 
7 

9 
10 
30 

8 
30 


30 

10 

4 

11 

30 

8+ 
20 
30 
21 

10 

30 

4 

10 
10 


19 
21 
20 
7 
19 


t 


No.  M  Dayi 


7 
6 

7 
9 

6 
6 
6 
6 
6 

6 
4 
5 
4 

7 

5 
8 
4 
7 
4 

9 

6 
4 
8 
5 

6 
6 

7 
7 
5 

6 

7 
6 
6 
6 


k 


/ 


CLIMATOLOGICAL  DATA 


Table  2-Continued 


PENXSTLVAMIA 
SEPTEMBER  1948 


Temperatuio 

Precipitation 

No.  of  Days 

•a 

Snow,  Sleet,  Hail 

No.  of  Days 

"3 

-» 

g 

g 

o 

o 

1 

IZ 

Station 

s 

0 

1 

1 

>> 

§ 

9 

■H 

s 

0 

& 

t 

s 

o 

I 

O 

a 

8 

« 

1 

a 

1 

X 

1 

1 

<3 

1 

1 

1 

1 

1 

1 

ll 

1 

B 
S 
q 

a 
s 

CLAYSVILLE 

64.2 

-1.4 

88 

13 

33 

26 

3.60 

.36 

2.08 

19 

5 

"S 

1 

CONFLDENCE  1  SW 

62.7 

86 

4 

36 

26 

2.86 

1.83 

22 

10 

2 

1 

CORRY 

61.7 

0.6 

84 

4+ 

32 

22+ 

4 

1.61 

-2.37 

.68 

19 

9 

2 

CODDERSPORT 

60.2 

0.1 

88 

13 

31 

23+ 

3 

1.16 

-2.11 

.66 

8 

4 

2 

DKRRT 

65.2 

-0.3 

83 

12+ 

34 

26 

2.17 

-  .99 

1.03 

21 

7 

2 

1 

DONEGAL 

60.4 

84 

4 

29 

26 

2 

1.62 

.71 

21 

10 

1 

DONORA 

68.6 

0.5 

90 

13+ 

40 

26 

3 

1.96 

-  .86 

.71 

21 

8 

3 

EBENSBURG 

62.6 

1.4 

83 

14 

35 

22+ 

1.60 

-1.82 

.73 

8 

5 

2 

FARRELL  SHARON 

82 

4+ 

1.96 

-  .88 

1.00 

19 

7 

1 

FORD  CITY  4  S 

62.5 

90 

14 

35 

23 

1 

.92 

.36 

22 

9 

1 

FRANKLIN 

62.6 

-0.1 

87 

5+ 

37 

23 

1.61 

-1.91 

•f2 

30 

7 

3 

GREENSBURG  2  S  FILTER  PLANT 

63.2 

-2.2 

86 

13+ 

32 

26 

1 

1.72 

-1.52 

.52 

21 

6 

3 

GREENVILLE 

63.5 

0.4 

89 

12 

32 

25 

1 

2.93 

-  .52 

7 

INDIANA  2  SE 

62.4 

88 

13 

33 

23+ 

.92 

.35 

8 

6 

1 

INDIANA 

65.9 

1.5 

87 

13 

38 

23 

1.21 

-2.51 

.73 

8 

6 

1 

IRWIN 

65.5 

0.1 

89 

17 

34 

26 

1.31 

-1.61 

.44 

19 

8 

2 

JAMESTOWN  2  NW 

62.2 

88 

12+ 

32 

25 

1 

4.54 

1.19 

3.02 

20 

6 

3 

1 

JOHNSTOWN  1 

65.5 

0.1 

90 

4+ 

38 

26 

4 

1.62 

-1.86 

.62 

8 

8 

3 

KANE  1  NW 

57.0 

83 

4+ 

29 

22+ 

6 

1.08 

-2.69 

.65 

7 

5 

1 

MEADVILLE  1  S 

61.6 

-0.5 

88 

13+ 

34 

23+ 

1.27 

-2.33 

.60 

30 

6 

2 

MIDLAND  DAM  NO  7  LOCK 

65.8 

0.8 

87 

13+ 

40 

26 

2.28 

-  .29 

.64 

19 

8 

4 

NEW  CASTLE  1  N  PUMP  STATION 

63.7 

-0.7 

89 

12+ 

34 

26 

2.03 

-1.05 

1.13 

19 

7 

2 

1_» 

NEWELL 

68.3 

1.6 

91 

14+ 

41 

26 

2 

2.33 

-  .63 

.82 

19 

10 

4 

J 

PITTSBURGH  7  SE  WB 

66.0 

87 

13+ 

43 

23+ 

1.27 

.50 

19 

5 

3 

m 

PITTSBURGH  WB  CITY 

68.1 

1.7 

90 

13 

44 

26 

1 

1.65 

-  .93 

.63 

19 

8 

2 

1 

PUTNKYVILLE  2  SE 

59.6 

90 

13 

27 

23 

1 

4 

.85 

.33 

8 

" 

6 

2 

1 

RIDGWAY 

61.2 

1.2 

90 

5 

33 

22+ 

1 

1.34 

-1.95 

.95 

8 

5 

1 

M 

SOMERSET  WATER  WORKS 

60.7 

85 

3+ 

28 

26 

3 

3.06 

-  .42 

.78 

7 

10 

3 

M 

SPRINGS  1  SW 

59.0 

-0.9 

83 

4 

30 

26 

2 

3.22 

-  .20 

1.76 

21 

10 

3 

^ 

TIONESTA  2  SE  DAM 

61.6  m 

86 

5 

36 

24+ 

1.41 

-1.93 

.79 

19 

6 

1 

TITUSVILLE  2  S 

60.9 

88 

12 

30 

23 

3 

2.44 

1.24 

19 

7 

2 

1 

UNIONTOWN 

66.4 

-0.1 

87 

13+ 

37 

26 

2.30 

-  .92 

1.25 

21 

6 

3 

1 

WARREN 

64.0 

1.8 

91 

14 

36 

22 

1 

.89 

-2.87 

.43 

8 

5 

1 

WAYNESBURC  1  E 

63.4 

89 

4 

32 

26+ 

2 

3.83 

1.52 

20 

9 

3 

2 

DIVISION 

62.9 

-0.7 

1.90 

-1.49 

LAKE  DRAINAGE 

ERIE  WB  CITY 

66.4 

2.8 

86 

5 

45 

25 

1.01 

-2.38 

.32 

9 

7 

2 

DIVISION 

66.4 

2.8 

1.01 

-2.38 

STATE 

63.8 

-0.4 

1.62 

-1.81 

m 


See  reference  notes  following  Station  Index 
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DAILY  PRECIPITATION 


pimrLYiiiiA 


kkU3 

Biprmi 

w  JM» 

D>7a<Maoili 

•a 

SteUoa 

M 

fi 

1 

2 

3 

4 

8 

6 

7 

8 

9 

10 

n 

12 

13 

U 

18 

16 

17 

18 

19 

20 

21 

22 

23 

24 

28 

28 

27 

28 

29 

30 

31 

fi 

.04 

.04 

.15 

so 

.21 

.24 

.30 

.10 

.12 

1.60 

LBIOR                                           ■ 

- 

- 

- 

- 

- 

- 

- 

.05 

.58 

.26 

IXns   MILLS                             r 

.53 

.05 

.34 

.08 

.19 

1.09 

LLMTOn  IB  AIIPOKT          1 

.03 

T 

.10 

It 

.20 

T 

T 

.80 

1.33 

LLUTTOfl  GAS  CO 

T 

.05 

.30 

.30 

.55 

.22 

.01 

.05 

1.38 

LTOOU  HORSUHOX  aiRTI 

1.10 

.11 

.04 

.07 

.OS 

.03 

.18 

.08 

.18 

1.83 

■UDTSTILLI 

.09 

.32 

.31 

.23 

.34 

1.39 

gsTiiBUKi  at                 r 

.21 

.01 

.04 

.36 

.15 

.35 

.02 

1.14 

ULdtSTOm   4  WXI 

.20 

.03 

.02 

.70 

.05 

.40 

.07 

.10 

1.97 

iin.1 

.07 

1.37 

.07 

.08 

.04 

.12 

1.79 

UM  GAP 

.28 

.32 

.21 

.23 

.16 

.30 

1.90 

unii  rAixa 

.03 

.06 

T 

.46 

.12 

T 

.32 

• 

.54 

1.53 

UTIITOfH 

.06 

.16 

T 

.70 

.13 

.05 

.07 

T 

.46 

1.63 

(LLirom!   ROCITIIt  TkOl 

.42 

.12 

.14 

.11 

.17 

.34 

.02 

.06 

T 

.08 

1.46 

uaici 

.30 

.03 

.35 

.18 

.06 

.29 

1.17 

ITULKHM    BIYSS   STATIOH 

T 

.04 

T 

.01 

.13 

.16 

T 

.02 

.36 

miLKHEI  JLXBIOH  iniT        I 

.05 

T 

.01 

.13 

.15 

.01 

T 

T 

.01 

.86 

1.22 

LAIH                                              r 

.OS 

.OS 

.02 

.47 

.27 

.05 

.07 

.25 

1.23 

LAIKSVILLI  6   ISI 

T 

.13 

.01 

.07 

.03 

T 

.12 

.06 

.41 

T 

T 

.05 

.02 

.89 

jmsLKx  coimiis            r 

.08 

.09 

.13 

.45 

.12 

.10 

.93 

LOaXlTILLX   1   * 

.18 

.12 

.35 

T 

.08 

T 

T 

.32 

1.05 

JSIXLL                                         z 

.79 

.12 

.54 

.56 

.04 

.06 

2.11 

UDUOCI  LOCK  R 

T 

.02 

T 

.34 

.25 

.18 

.40 

.09 

.10 

1.38 

lAHrOIU)  CITT   BAIJ. 

.02 

.30 

.05 

.22 

.22 

.22 

1.03 

UDrORD  4  t   KKSEBTOia 

.07 

.27 

.02 

T 

.08 

.46 

T 

T 

* 

.20 

1.10 

UDrOKD  S  8 

_ 

. 

. 

.90 

. 

inznoQD 

.64 

.70 

.20 

• 

.52 

.53 

.12 

.58 

3.29 

tOOniLLE  AiaPOKT 

T 

1.33 

.13 

.24 

T 

.18 

.02 

.08 

.02 

2.00 

tOCXTOIl 

T 

.01 

• 

.52 

.18 

.48 

.26 

.12 

1.57 

ICK8T0W1V                                    r 

.03 

.10 

.40 

.12 

.07 

.05 

.62 

.60 

.32 

.01 

2.32 

irrALO  BILLS 

.04 

1.15 

.17 

.40 

.12 

.34 

.19 

.13 

.70 

.34 

3.58 

rairr  cabirs  2  ke 

T 

.25 

.46 

.27 

.05 

.25 

1.28 

JTLM  SOBSTATIOR                 r 

.18 

.02 

.18 

.66 

.20 

UIF  HILL 

T 

T 

.t)5 

.38 

T 

T 

.13 

T 

.24 

.80 

urrOR  1  R«                        z 

.07 

.41 

.05 

.26 

.09 

.88 

UlLISLX 

.03 

.04 

T 

.45 

T 

.12 

T 

.22 

.86 

IRRCULTOWR 

.08 

.47 

.05 

.04 

.20 

.18 

.22 

1.22 

UTIB  CAMP                               z 

.01 

.09 

.05 

.46 

T 

.10 

.24 

.13 

1.08 

ESAH   Rim 

.01 

.01 

.13 

.17 

.03 

.33 

.37 

1.04 

JAMS  rOHD 

.33 

.33 

2.10 

1.08 

.07 

.25 

4.16 

UHBSRSBURG                               z 

.15 

.03 

.28 

.52 

T 

T 

.29 

.04 

.24 

1.55 

URL£IOI                                        r 

.12 

.01 

.92 

.69 

.26 

.13 

2.13 

URLEROI   LOCI  4  LOIXB 

.01 

.03 

.01 

.25 

.63 

.04 

.76 

T 

.21 

.12 

2.06 

LARION   3   SI                             z 

.05 

.15 

.22 

.32 

.04 

.02 

.14 

.94 

LAOSSTILLI 

.20 

.07 

.97 

.17 

.12 

1.53 

LAT8TILLK 

.17 

2.08 

.90 

.43 

.02 

3.60 

oKARJIKLD 

.07 

.52 

T 

.03 

.02 

.01 

.04 

.69 

3ALI1ALS   2   RY 

.18 

.05 

.03 

.22 

.24 

.05 

.05 

.82 

lALPORT                                          z 

.50 

.08 

.17 

.35 

.10 

1.20 

)AT«STILLK    1    SI                     z 

.42 

.76 

1.30 

.90 

T 

.05 

.23 

3.66 

JATKSTILLK 

.38 

T 

.56 

1.39 

.90 

.11 

.23 

3.57 

XAS  STATIOR  2  ■ 

.19 

_ 

W.nBBIA 

T 

.48 

.10 

T 

.52 

1. 10 

JRrLIUBCK  1   SI                      z 

.01 

.17 

.02 

.43 

.04 

.10 

.09 

T 

1.83 

.05 

.12 

2.86 

aPLvracx  1  Ri 

.04 

.33 

.07 

.33 

.01 

.17 

.10 

1    55 

.03 

.12 

2.75 

.06 

.31 

.07 

.14 

.20 

.17 

.92 

.06 

.03 

1.96 

MRLLSTILLB  4  B                 r 

.04 

.25 

.05 

.30 

.16 

.93 

.08 

1.81 

WBHOHOCKEB 

.93 

.44 

.11 

1.48 

nUQPOLIS  DAM  a 

.29 

.08 

.07 

.45 

.28 

.42 

.34 

.15 

.40 

2.49 

)BHT 

.02 

.15 

.06 

.02 

.21 

.68 

.01 

.04 

.42 

1.61 

XIDEISPOKT 

.05 

.66 

.42 

.03 

T 

1.16 

JTIRCTOR 

.04 

.08 

.11 

.38 

.10 

.71 

.12 

.33 

.12 

.06 

.10 

.37 

1.00 

IKSSOR   1   B  StnOlIT               r 

.49 

.02 

.06 

.06 

.14 

.05 

.08 

.90 

mraiSTILLB  6  BI  AIBFOKT 

.02 

.06 

1.03 

t 

.05 

.08 

.04 

.01 

.07 

T 

T 

.02 

.05 

1.43 

I8TZB  CITT  2  I  SORGBISI) 

.04 

.33 

.20 

T 

.13 

T 

.70 

.14 

1.54 

LITILLE 

.05 

.25 

.07 

.09 

.80 

1.26 

LDPHII  3   R 

T 

T 

.25 

.01 

T 

.25 

.25 

.24 

* 

• 

.13 

.23 

1.36 

IRBT 

.10 

.57 

.04 

T 

.22 

.19 

1.03 

.02 

T 

2.17 

BGRAXS  riKRT                        z 

.08 

.05 

.04 

.17 

JREGAL 

.10 

.05 

.03 

.06 

.16 

.21 

.19 

.71 

.09 

.02 

1.62 

3R0RA 

.03 

.11 

T 

.21 

.39 

.10 

.71 

T 

.35 

.06 

1.96 

JTLKSTOIR 

.13 

.17 

1.75 

1.05 

.18 

T 

.49 

3.77 

UFTIOOD                                       r 

.26 

.86 

.03 

.16 

.05 

1.36 

)  B0I8  7   E                               z 

.28 

.37 

.08 

T 

.14 

.04 

.91 

niiO                                             r 

.24 

.03 

.79 

.04 

.06 

.07 

• 

• 

• 

.90 

.06 

.10 

.07 

2.36 

JBEORE                                            r 

« 

• 

* 

.89 

.05 

.02 

.47 

1.43 

LGLES    MKBK                                  z 

T 

.38 

.04 

.10 

.03 

.15 

.17 

.87 

1ST   WATEHFOHD   3   £ 

.01 

.03 

.07 

.01 

.06 

.39 

.14 

T 

.15 

.02 

.47 

1.35 

URSBDRG 

.73 

.09 

.39 

.19 

.20 

1.60 

^17.ABKTHT0ni 

.08 

.38 

.12 

.18 

.76 

IPORinB                                          z 

T 

.02 

.25 

.10 

.3.8 

.17 

T 

.92 

■GLISH  CERTER                        r 

.12 

.18 

.07 

.30 

.10 

1       .77 

•HBATA 

.96 

.04 

.36 

.04 

.05 

' 

.82 

2.27 

JDIICRI 

.35 

.10 

.36 

.03 

.13 

.24 

.06 

.16 

1.43 

UI   WB   CITT                               z 

.01 

T 

T 

.32 

T 

.18 

.28 

.01 

.01 

.20 

T 

1.01 

HE  WB  AIRPORT 

.01 

.03 

.23 

.03 

.04 

.89 

.01 

.01 

.17 

.02 

1.44 

rSBETT                                            z 

.01 

.02 

.24 

.70 

.53 

.15 

.04 

.38 

.54 

.20 

2.81 

LIBELL  SHAROR 

.40 

.04 

1.00 

.04 

.14 

• 

.34 

1.96 

»D  CITT  4   8                           z 

.03 

.14 

.03 

.15 

.06 

.05 

.36 

.04 

.06 

.92 

lABILiR                                      z 

.09 

.30 

.17 

.32 

.11 

.02 

T 

.60 

1.61 

UDIRICKSVILLE   1   8E 

T 

.53 

.12 

T 

1.05 

.28 

.01 

T 

.10 

2.09 

.04 

.03 

.28 

T 

.28 

.05 

.06 

.74 

XETOR 

T 

T 

.36 

.01 

.08 

.50 

T 

T 

.03 

.98 

UOEHTGIR 

.18 

.25 

1.10 

.26 

.11 

T 

.12 

2.02 

BOBGE  SCHOOL 

T 

.04 

1.29 

.08 

.31 

1.72 

TTTBBDBG 

T 

.05 

.04 

.12 

.23 

.30 

.25 

.89 

TTTSBUHG   18                        r 

.08 

.06 

.44 

.25 

.03 

.17 

1.03 

VFORD 

.04 

.05 

.60 

.10 

.30 

.06 

.24 

1.39 

iXBCOE                                         r 

.30 

.42 

.30 

.06 

1.02 

.25 

.05 

2.40 

iu  mm                        r 

.07 

• 

1.20 

.07 

.33 

1.67 

uEniLLARB  DASH  DAB 

T 

.17 

.24 

.03 

.35 

.36 

.35 

,36 

.45 

.41 

2.72 

MD  SPRIRGS   1   RI                 r 

.27 

.07 

.47 

.37 

.33 

.19 

.02 

.04 

.25 

2.01 

tRDOR 

.21 

T 

.05 

.35 

.12 

.04 

.22 

.99 

3DLD8BORO 

.02 

.41 

.05 

.12 

.09 

.27 

.96 

lABTTILLE  2   81 

T 

.08 

.25 

.38 

.02 

.04 

.43 

1.20 

UTEBPORS 

.31 

.11 

1.02 

.36 

.18 

.16 

.31 

2.45 

KXBSBORO  LOCK  7 

.08 

.27 

.12 

.12 

.38 

T 

2.14 

.03 

.12 

3.26 

JEKRSBORO   2  S  PILTEB  STA 

.06 

.42 

T 

T 

.11 

.41 

T 

.52 

T 

.28 

T 

1.72 

tXERSBDSG   2   E  BGBT  SEXDr 

.26 

.05 

.29 

.17 

.41 

.26 

1.44 

lEBRSBORG   3    SE    DIIT 

.39 

.30 

.40 

IXEBTILLE 
UIOTIH 

.10 

.04 

• 

2.08 

!02 

T 

.59 

.10 

2.93 

.09 

T 

.01 

.17 

.30 

.18 

.24 

.99 

UaiSBDBG  3   8  IB  AP          z 

.12 

T 

.03 

T 

.28 

T 

.05 

.08 

T 

( 

t 

.01 

.20 

.77 

USISBDBG  ROBTB 

.01 

T 

.48 

.15 

.02 

.17 

.29 

1.12 
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DATTY  PRECIPITATION 

PXN1I8TLTAJIU 

Table  3-Contiiiuecl 

SEPTEMBU  1*41 

Station 

Day  of  Month 

I 

1 

2 

3 

4 

5 

6 

7 

e 

9 

10 

u 

12 

13 

14 

15 

16 

17 

le 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

HAWLBT 

.01 

T 

.11 

.18 

.01 

.06 

.01 

.31 

HAWLEY   1    S   WALLEN   DAM         z 

• 

.02 

.01 

.10 

.06 

* 

.10 

.3* 

HEWITT   2   S                                  z 

.52 

.80 

.23 

.93 

T 

1.08 

_ 

_ 

HOLLIDATSBUKG                             r 

.02 

1.33 

.03 

.10 

.22 

.06 

.03 

.13 

.11 

2.03 

nOLLISTERVILLE 

.39 

T 

.01 

T 

.15 

.21 

.01 

.15 

.01 

.93 

HOLTWOOD                                       z 

.12 

.20 

.01 

1.02 

T 

.03 

.18 

l.M 

HOKE                                                r 

.15 

.14 

.29 

.20 

. 

BOMESDALE   4   m 

.07 

T 

.16 

.07 

.05 

.51 

.15 

1.01 

HOKESDALE  6   M  TAD  FLS  //r 

.15 

.07 

.05 

.37 

.64 

HOOVERSVILLE 

1.05 

.48 

.03 

.21 

.05 

.04 

.46 

.50 

.06 

.05 

2.93 

BOP  BOTTOM  2   S 

.37 

.04 

.28 

.02 

.36 

.10 

1.17 

HUllTIHCa>OII 

.09 

.11 

.15 

.05 

.08 

.15 

.63 

buxtsdale                          z 

T 

.07 

.21 

.23 

709 

.09 

.14 

.83 

HYNDMAN 

T 

.37 

.25 

.26 

.38 

T 

T 

T 

.86 

T 

.34 

2.46 

IHDIAMA   2   SE                             z 

.15 

.35 

.10 

.10 

.16 

.06 

.93 

imilANA 

T 

.03 

.73 

.08 

T 

.21 

.14 

.03 

1.31 

IRWIH 

.06 

.05 

.04 

.44 

.31 

.20 

• 

.21 

1.31 

JACKSON  SUMMIT                        r 

.06 

.44 

.04 

.28 

.19 

1.01 

JAMESTOWN  2   NW                         z 

T 

.45 

.03 

.79 

3.02 

.01 

.24 

4.54 

.JOBSSTOtN   1 

.03 

.62 

.06 

.09 

.29 

.44 

.03 

.07 

1.63 

JOHNSTOWN   2                                r 

.67 

.10 

.07 

.04 

.30 

.43 

.05 

.08 

1.74 

KANE   1   NV 

T 

T 

.65 

.19 

T 

.03 

T 

T 

.18 

.03 

l.Ot 

CANE   5   SE                                    z 

.66 

.01 

.19 

.06 

.16 

.03 

1.10 

KARTHADS 

T 

.73 

.81 

.15 

.18 

1.8T 

EBEGAR  4   SE 

T 

.06 

1.42 

.02 

.01 

.11 

.15 

.30 

.24 

.73 

.23 

3.2T 

KRESGKVILLE   3   W 

T 

.24 

.53 

T 

T 

.77 

LA  FAYETTE  MC  EEAN  PARK 

.01 

.03 

.62 

T 

.02 

.01 

.33 

.10 

1.13 

LAKEVILLE   1   N 

.05 

T 

T 

T 

.17 

1 

.22 

.09 

T 

.53 

LANCASTER  2   NE  PUMP  STA 

.20 

.64 

T 

.03 

T 

.55 

1.43 

LANCASTER  2  NE  FILT  PLT  r 

.12 

.57 

.51 

1.30 

LANCASTER  3   NE  EXP  FARM 

.12 

.22 

.20 

.02 

T 

.38 

.*» 

LANSFORD 

.02 

.10 

.08 

.13 

.42 

.20 

.05 

.10 

lit 

LANSFORD  FOREMANS   SHOP 

T 

.07 

.12 

.11 

.41 

.21 

.02 

.04 

.9* 

LATROBE 

.03 

.08 

.12 

.11 

.13 

.71 

.40 

T 

T 

1.61 

LAUBELTON  STATE  VILLAGE  r 

.13 

.07 

.50 

.70 

LAWRENCEVILLE 

.62 

T 

T 

■*» 

.30 

1.33 

LEBANON 

T 

.91 

T 

.11 

.30 

T 

.12 

.07 

.19 

1.7» 

LEBANON  3   SW                             r 

.65 

.02 

.38 

.16 

.01 

.32 

1.44 

LECONTES  MILLS   S   NW 

_ 

_ 

T 

.04 

.03 

. 

LEHIGHTON                                    z 

T 

.54 

.12 

1.06 

.09 

T 

.12 

1.93 

LE   ROY 

.49 

.09 

.10 

.07 

.T« 

LEWIS   Rim  3   S 

T 

T 

T 

T 

.30 

.06 

T 

.20 

.03 

.03 

1.12 

T 

T 

T 

.04 

1.7T 

LEWISTOWN                                    z 

.05 

.03 

.22 

.92 

.02 

.69 

.12 

.45 

2.8* 

LIHESriLLE   6   NW  PENN  LINE 

.03 

.04 

.05 

.53 

.15 

T 

.44 

1.34 

LOCK  HATKN   1 

.05 

.30 

.12 

.18 

.73 

LOCK  HAVEN  2                             r 

.10 

.43 

.12 

.17 

.83 

LONG  PONS 

T 

.09 

.20 

.03 

.02 

.12 

.45 

.02 

.11 

1.04 

LYCIPPUS   1   E 

.05 

.03 

.06 

.04 

.18 

.27 

T 

.75 

.05 

.05 

1.41 

MAPLE  GLEN 

.04 

.06 

T 

.14 

1.40 

.29 

.12 

.43 

2.47 

MAPLETON  DEPOT 

.04 

.03 

T 

.16 

.03 

T 

.03 

.08 

.33 

.70 

HARCCS  BOOK 

.09 

.02 

.64 

.58 

.31 

T 

T 

.3» 

1.93 

MARIENTILLE 

1.30 

.30 

.30 

.08 

.03 

3.01 

MARION  CENTER  2   SE 

.50 

.02 

.10 

.41 

.06 

l.Ot 

MABSHBURC 

T 

.05 

.38 

.13 

.09 

I 

I 

.40 

.35 

1.37 

MARTINSBURG                                r 

1.08 

.17 

.10 

.17 

.06 

.35 

1.93 

MARTINSBURG  BLAIR  CO  AP 

T 

.66 

T 

.05 

T 

.10 

.23 

.10 

.31 

1.35 

MATAMORAS 

.45 

.14 

.57 

.14 

1.30 

MADCH  CHUNK  1   SW 

.04 

.55 

« 

.99 

.02 

.07 

.35 

2.03 

MAYBURG 

.05 

.75 

.06 

.01 

.45 

.05 

.33 

1.5* 

MC  CONNELLSBURC 

T 

.20 

.80 

.20 

.20 

.42 

.40 

3.33 

MC  CONNELLSTOWN   4   N* 

.21 

.27 

.11 

T 

T 

.10 

.10 

.33 

1.03 

MC  CEESPORT 

T 

T 

,*o 

.18 

.32 

.41 

.14 

.12 

1.57 

MEADOW   RUN  PONDS                    r 

.03 

.12 

.16 

^.&i 

.28 

.10 

.05 

.78 

.02 

.07 

.02 

.41 

.15 

T 

.60 

1.37 

MEDIK  RUN                                    r 

1.01 

.06 

.10 

.01 

.04 

1.33 

MERCER   5  NE  WB  AIRPORT 

.01 

.07 

.01 

.07 

_ 

_ 

_ 

_ 

. 

_ 

. 

. 

. 

_ 

- 

. 

- 

- 

- 

MERCER  HGWY  SHED                    r 

.23 

.77 

.11 

.61 

1.73 

HERCERSBURG 

.02 

T 

.03 

.11 

T 

T 

.11 

.07 

.54 

.39 

1.3T 

MERWINSBURG                                r 

.07 

.14 

.17 

.30 

.56 

1.34 

MEYERSDALB 

.01 

.65 

.08 

.17 

.47 

.06 

.04 

.05 

1.27 

.10 

.08 

3.91 

MIDDLETOWN  OLMSTED  FLD 

.15 

.05 

T 

.51 

T 

T 

.06 

T 

.03 

.31 

l.ll 

MIDLAND  DAM  NO  7  LOWER 

.02 

T 

.05 

T 

.64 

.54 

.16 

.31 

.13 

.44 

2.3( 

MILAN                                              r 

.10 

.40 

.14 

.06 

.70 

MILANVILLE 

T 

.12 

.04 

.05 

.10 

T 

.37 

.25 

.37 

1.30 

MILLERSBUHG  2   E                      r 

.10 

• 

1.03 

.02 

.43 

1.58 

MILLVILLE                                    r 

1.04 

.60 

.20 

• 

.60 

3.44 

MONROE   FURNACE                           r 

.04 

.20 

.09 

.54 

.04 

.20 

.06 

.03 

.06 

1.3* 

MONROETON  2   S 

.36 

.15 

.11 

.37 

.  .21 

.42 

.09 

1.71 

MONTROSE   3  E  EGWY  SHED 

.05 

.01 

.09 

.32 

.14 

.19 

.09 

.8* 

MONTROSE                                       r 

.07 

.18 

.12 

.28 

. 

- 

- 

- 

MOSGROVE   LOCK  8 

T 

.47 

.02 

.16 

.05 

.14 

.12 

T 

.04 

l.M 

MOUNT  POCONO  2  N  WB  AP     z 

.02 

.04 

.49 

.01 

.11 

.15 

.01 

.31 

.13 

1.37 

MOUNT   UNION      1    NW   //           r 

.10 

.3* 

.4* 

MORRYSVILLE                               r 

.05 

.37 

.49 

.31 

.11 

1.33 

MYERSTOWN 

.52 

1.55 

.40 

.13 

.31 

2.*1 

NATRONA  LOCK  4 

T 

.08 

.02 

.24 

.20 

.10 

.27 

.01 

.04 

.*• 

NEFFS  MILLS   4  NE                    z 

.07 

.20 

.26 

.26 

-01 

.08 

.*( 

NESHAMINT  FALLS 

.01 

.31 

1.22 

.25 

.21 

2.00 

NEWBURG  3   W 

.15 

.40 

T 

.06 

.12 

.02 

.24 

.*• 

NEW   CASTLE   1   N  PUMP  STA  z 

T 

.10 

T 

T 

T 

T 

I 

1.13 

.01 

.19 

.02 

T 

.53 

.05 

2.03 

NEWELL 

.Of 

.1! 

.03 

.83 

.06 

.35 

.41 

.04 

.25 

.17 
.43 

2.33 
1.14 

NEW   PARE 

.4! 

.15 

.9t 

.17 

.22 

.66 

.90 

NEWPORT 

.01 

T 

.28 

.18 

.18 

.03 

2.10 

NEW   TRIPOLI 

.24 

.16 

.17 

.17 

.63 

T 

.07 

.03 

2.12 

NORRISTOWN 

T 

T 

.02 

.94 

1.08 

.05 

ORWELL  3   N 

.04 

.09 

.36 

.04 

.32 

.27 

I.IJ 
2.06 

PALM 

.55 

.04 

.95 

.30 

.12 

.10 

57 

3.31 

PALMERTON                                  z 

PARKERS    LANDING 

PARKERS   LANDING   IE          r 

.05 

.09 
.02 

T 

1.41 
.24 

.15 
.40 

T 
.07 

T 

.78 

.45 

.04 
.09 

.15 
.04 

.07 

.03 
.18 

:l6 

.05 

1.6* 
1.14 

PARK   PLACE   I   NW  WB  AP 

.13 

.05 

.11 

.25 

T 

.20 
.05 

T 

.22 

.96 
.41 

PAUPACK 

.20 

.11 

.05 

01 

.42 

PECKS   POND 

T 

.09 

T 

.09 

.21 
.23 

.02 

:ii 

1.40 

PHILA  FRANKLIN   INST 

.03 

.02 

.05 

.22 

.70 

T 

T 

.34 

2.01 

PBILA    WB   AIRPORT                   z 

T 

.12 

T 

T 

.55 

.73 

.31 

.04 

.18 

.38 

1.37 

PHILA   POINT  BREEZE             z 

T 

.22 

.69 

.42 

.37 

2.54 

PBILA    SBAWMONT 

.03 

T 

.02 

1.70 

.15 

T 

T 

.30 

1.34 

PHILA    WB   CITY                           z 
PBILIPSBURG    7    E   AP              r 

■ 

.11 

.01 

T 
.41 

T 
.02 

.18 
T 

.71 
.02 

T 

.01 

T 

.29 
1.50 

.87 
4.«3 

PHOENIXVILLE   1   E  PUMPST   z 

T 

T 

.28 

2.32 

.79 

.04 

PIKES  CREEK                             ^ 

_ 

_ 

_ 

_ 

_ 

. 

. 

-    . 

.07 

.78 

.09 
.13 
.12 
.50 

.08 

.03 
.02 

.44 
.42 

1.93 

PINE  GROVE   1   NE 

.38 

.05 

.01 

.69 

.23 

.20 

.01 

.09 

I.IJ 

PINE  GROVE  HILLS   IS        r 
PITTSBURGH   7    SE   WB   AP      z 

-i 

.    T 

T 

« 
T 

* 
T 

* 
T 

.70 

.04 

.46 
.42 

T 

T 

.26 

,23 

.01 
.06 

1.37 

i.«: 

PITTSBURGH  WB  CITY             z 

r 

.03 

.11 

.03 

T 

.63 

.14 

PLEASANT  MOUNT   1   W             z 

.10 

.10 

.31 

.18 

.M 
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■bU  3-CootlnuKl 


DAILY  PRECIPITATION 


Stetloa 


IIT   ALLICAKT 

urr  ALLXGAmr  3  si 
irr  curroK 

MnXAKD 

nrrsTowK 
rrrsyiLLK 

nTSVILL£   BRIDGX 
miSOTAWKKT    1 
nUSUTAWNET    2 
rTKKTVILLE   2   SE 

IHERTOIK 

.THOKD 

ADING    WB   CITT 

JIOVO 

MOVO  6   S   STATK  CAMP 

TR£AT   FA RMS 

» 

CIS   umSIIIG   LOCI  6 

DCtAY 

HCTOWlt    1    SW 

CHISTIR   1    N 
SI  6   S 
CAMORE   1   8E 
LTSSDRC 

iron 

HXNLET  LOCK   S 
RAirroil  WB  CITY 
UNSGROTE   AIRPORT 
LLERSVILLE    2   SW 
lAKJ) 

ASE   GAP 

AMOIIK 

ARPSTILLE 

EFriEJJ)  6   W  C  GROTK        i 

IPPENSBORG 

ETHPORT   HGWT   SBKD  : 

MERSk'T   lATBR   WORKS 
MERStT   2   E    SUBSTATIOM 
DTH  CAIUUll   1   E  : 

VTB  MOCNTAIH 

RING    GROVE  : 

RINGS    1    SW 

RDCE  CRESX 

ATE   COLLEGE  : 

RADSSTOWN 

tOHOSTOWN  1 

FtOUPSBCRG   SOBSTATIOX 
ROUDSBDIIC  1 

UMP    CREEK 
IIBimY  ! 

■BUSY  2  If  AIRPORT 

SQOEHAXNA 

riRSVILLE 

tAQUA 

»AQOA   4  N  STL  CR  DAM     : 

<ARaCK   2    8   FIRE   TOIES 

3X£STA    2    SE   DAM 

rnSVILLE    2    S  ] 

rOSYlLLE 

lAXIlA  3 

lER  CITT   5   SW 

•KHAKWOCK   1   S  s 

IHIJ,T01I   //  I 

SONE   4  ME  BALD  EAGLE  l 

ion  CITT  1   W  I 

[QMTOWM 

niERGRIFT 

TOEKCRIFT  2  W  i 

UIMVILLE 

tXEK 

lEIllGTOJI  1 

rROUS   9  S  LEB  FIRE  TWB 

rsOXTOWM 

rHESBORG   2  W  I 

nCESBDRG  1   E 

MTER  MILLS  3   81  i 

IX8B0R0 

JLSBOBO  2  £  I 

IXSTILLE 

SIERSVILLE 

iX  CHESTER 
JT  GROVE   1   SE 
[TESBURC 
:XES   BARRE 
IXIAMSPORT  4  SE 

J-LAMSPORT  4  E  WB  AP 

XIAMSPORT  2 

XIAMSTOWN 

ID  GAP  3   SW  I 

U  3   SW  PDXPIMS   STA 

IX  2   8  FILTER  PLAIT        i 
IE  HAVEK 

mcsviLLE  I 

>1IBVILLE   1   SW 


PUraiTLTAMIA 
lt4( 


Day  oi  Month 


.30 
.03 
.33 

.07 
.06 
1.09 
.16 
.80 

T 
.44 

.22 
.95 


1.00 
.69 


10 


1.57 
.12 


.03 
.11 

1.31 
.02 

1.27 

.60 
.41 
.10 
.09 
.07 

.44 

.01 
.28 

T 


.62 
.32 

.45 

.33 

1.16 
.27 
T 

.02 
.13 

.03 
.06 
.72 
.10 
.85 


12 


1.04 
.03 


13 


14 


IS 


16 


17 


18 


19 


ao 


T 

.79 
1.24 
1.42 

.19 


1.75 
48 


.09 

T 

.15 

1.11 

.50 


.09 
.04 

.05 

.37 

1.52 
.06 
.67 

I 


21 


22 


.07 
1.76 
.13 
T 


1.20 
.10 


23 


24     28     26     27     28     29     30 


.02 

1.18 
.04 
.63 
.26 
.14 

.25 
.12 

.13 


.05 
.23 
.43 
.12 
.08 

.05 
.14 
.26 
.31 
.81 

1.94 
.25 
T 

.04 
,23 

.15 
.18 
.22 
.88 
.23 

.25 
.21 
.02 
.85 


31 


.90 

.98 
3.29 

.19 
2.23 

1.07 
.61 
.73 
.97 
.85 

1.89 
1.93 
3.02 
.59 
1.18 

.54 

1.75 
2.33 
1.34 
1.20 

2.22 
1.32 
1.38 
1.38 
1.33 

1.07 
.90 
1.37 
1.53 
1.42 

1.01 
1.38 
1.68 
1.22 
.98 

1.54 
3.06 
3.28 

1.44 

1.2S 
3.22 
2.24 
1.26 
1.87 

1.45 
.28 
.85 
.44 

1.34 

1.12 

1.58 

1.71 

.87 

.93 

.84 

1.41 
2.44 

2.61 
1.28 

2.06 
1.661 
1.1» 
1.58 
1.90 

2.30 
.71 
.81 

1.33 
.89 

1.B4 
1.45 
1.67 
3.46 
3.83 

1.94 
1.31 
1.24 
1.26 
2.67 

4.95 

2.43 

1.23 

.32 


1.23 
1.00 
2.06 
1.15 
1.31 

1.05 

.76 

1.64 

1.82 


See  reference  notes  fo;.loeiiie  Station  Index 
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TABLE    4 
HOURLY    PRECIPITATION 


PEMHSTLVANI/ 
SEPTEMBER  1941 


STATION 


ALBION 

EIREWOOD  1  SW 
LAHPETER  SCS  1 
PIKES  CREEK 


ERIE  WB  CITY 

ERIE  AIRPORT  6 

HEADVILL.E 

SHEFFIELD  6  W  CHERRY  GROVE 

imiON   CITY    1    W 


AUSTINBURG  2  W 
BLAIN 

CARTER  CAMP 
JACKSON  SUMMIT 
MEADOW  RUN  PONDS 
STRONGSTOWN 
WELLSBORO  2  E 


ALLEHTOWN  WB  AIRPORT 

AUSTINBURG  2  W 

BETHLEHEM  LEHIGB  UN IV 

BLAIN 

BLAKESLEE  CORNERS 

BUCKSTOWN 

CANTON  1  NW 

COATESVILLE  1  SW 

CURWENSVILLE  6  NW  AIRPORT  6 

DUNLO 

EYE RETT 

GOOD  SPRINGS  1  NW 

HAWLEY  1  S  WALLEN  DAM 

JACKSON  SUMMIT 

LEBANON  3  SW 

LEWISTOWN 

MILLERSBURG  2  E 

MILLVILLE 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

PALMERTON 

PARK  PLACE  1 

PHILLIPSBURG 

PORT  CLINTON 

READING  WB  CITY 

SCRANTON  WB  CITY 

SOUTH  CANAAN  1  E 

STATE  COLLEGE 

SUNBURY 

SUNBURY  AIRPORT  2  N  6 

TAMA QUA  4  N  STILL  CREEK  DAM 

TOWAHDA 

WILLIAMSPORT 


NW  WB  AIRPORT  6 
7  E  AIRPORT 


A.   M.    HOUR   ENDING 


DDNLO 

HARRISBURG  3  S  WB  AIRPORT 
PHILADELPHIA  WB  AIRPORT 
SHEFFIELD  6  W  CHERRY  GROVE 


BUCKSTOWN 

CLARION  3  SW 

CO ALPORT 

CONNELLSVILLE  4  N 

CXmWENSVILLE  6  NW  AIRPORT  6 

EVERETT 

FRANKLIN 

GLENCOE 

BOLLIDAYSBURG 

MONROE  FURNACE 

NEFFS  MILLS  4  NE 

PHILLIPSBURG  7  E  AIRPORT 

PINE  GROVE  MILLS  1  S 

PITTSBURGH  WB  CITY 

PUNXSUTAWNEY  2 

ROCHESTER  1  N 

SAXTON 

SHEFFIELD  6  W  CHERRY  GROVE 

STATE  COLLEGE 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

VANDERGRIFT  2  W 

WASHINGTON 

YOUHGSVILLE 


ALLENS  MILLS 

AUSTINBURG  2  W 

BLAIRSVILLE  6  ENE  6 

BLAKESLEE  CORNERS 

BOSWELL 

BROOKVILLE  AIRPORT  6 

BUCKSTOWN 

BUTLER  SUBSTATIOX 

CARTER   CAMP 


«  * 


.02 
.40      .64 


«  * 

.04 


.34 

.17 

*  * 


.30 

•oi 


.03 

.04      .01 

.01       .01 


.23 
.02 


.01 
.03 


.10 

.02 

* 

.03 

.01 


.01 
.02 
.12      • 


.03 
.03 


10       II       12       I 


P.  M.    HOUR    ENDING 


-Ist- 


-2d- 

.01 


•       * 

.02 
.03 
.01 


-3d- 


-4th- 


•     *     * 


.01      * 
.07 


.01 
.03 


-5th- 


-6th- 

.02 


.01 

-7th- 


.01       .01 
.32 


•  .02      » 

.03 
.01       .20      .10 

« 
.08 
.01       .07       .01 


.06 


.02    .10 

.11       .01 


.01 

.01       .01 

*  « 


.01       .02 
.05      .05 


10 


II       12 


.03       .03 


.02 


10 

.01 

.02 

01 

.01 

* 

• 

.06 
.09 

« 

• 

* 

.02 

.11 

.15 

.01 

.01 
.04 
.02 
.03 

» 

• 

• 

.01 
.02 

.01 
.08      • 


I    •        1.20      ♦ 


.05 


.22 
.01 


.02 
.01 


See  reference  notes  following  Station   Index 
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TABLE    4  — Continued 
HOURLY    PRECIPITATION 


railRSYXVAJlIA 
BKPTEMBIta  1948 


r^*T*A  ^*i/\iki 

A.    M. 

HOUR   ENDING 

P.  M. 

HOUR    ENDING 

-1 
< 
1- 

o 

1- 

STATION 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

CBAVBERSBDRG 
CHARLBROI 
CLARION   3    SW 
COALPORT 

.06 
.01 

.04 
.01 

.01 

.02 

.01 

.02 

.04 

.25 

.01 
.21 

.07       .01 
.06       .02 
.04 

.13 
.12 
.08 
.32 
.05 

CONKLUENCK    1    SW 
CONffKlXSVILLE   4    N 

.01 

.01 
.02 

.01                  .01 

.01 

.01 
.38 

* 

.29 

.09 

.04 

• 

.30 

.17       .01 

.11 

»           .98      • 

.06      .15      .02 

.01 

.10       .05       .01 
•            .02      • 
.25 

!2S 
.49 

CRKSSON    1    E   SUMMIT 

CURWENSVILLE   6    NW   AIRPORT   6 

DRIFTWOOD 

DU  BOIS    7    E 

DUNLO 

EHPORIUM 

ERIE    AIRPORT   6 

EVERETT 

.01 
.02 

.03 
.03 

.09 

• 
.01 

*          « 

• 

•            .04 

.01      .02 

.01 

* 
.01 

« 

*  • 

.19 
.61 

*  « 
.10 

* 

.01 

• 

• 
.01 

* 

.01 
.05 

* 

.26 
.57 
.79 
.20 

.76 
.16 
.24 
.08 
.42 
.07 
.07 
.26 
.03 
1.02 
1.33 
.11 
.15 
.48 
.39 
.67 
.66 
.12 
.59 
.03 
1.30 
1.08 

FORD   CITT   4    S   // 

.01 

.15 

FRAHKLIN 

* 

• 

« 

*           * 

* 

*           *           * 

*          » 

« 

* 

.09 

.03 

.01 

.01                  .10 

GETTYSBURG   1    S 

* 

* 

*           • 

* 

*           *           * 

*           * 

* 

* 

* 

* 

♦           • 

• 

•           .08 

GLENCOE 

.05 

.05 

.02 

.10 

.10      .03 

.05 

.02 

GLEN   ROCK 

.01 

.01       .03 

.02 

GOOD   SPRINGS    1    NW 

.01 

.01 

.03       .01      .01 

.26 

GREENSBURG    2    E   HGWT   SHED 

KARRISBURG    3    S   WB   AIRPORT 
HEWITT    2    S 
HOLLIDAYSBURG 

.02 
.05 

.11 
.05 

.16 
.05 

.01 
.02      .01 
.03       .01 

.02 
.01 

.03 

.03 
.62 

.20      .39      .05 
.45      .08 

HOLTWOOD 
HOME 

INDIANA    2    SE 
JAMESTOWN    2    NW 
JOHNSTOWN   2 
KANE    5   SE 

.01       .04 

.04 

.06       .01 

.08 

.03 

.02 

.03 

.52 
.02      .19 

.09 
.09 

.11 
.01      .16 

.01 

.04 
.12 

.12 

.08 
.30 

.18 

.10 

LANCASTER   2    NE   FILTER  PLANT 

.09 

.01 

.02 

LEHIGHTON 

.03 

.44 

.02 

.01 

.09 

J.EWISTOWN 

MARIENVILLE 

MARTINSBURG 

.20 

.14 

.02 
.06 

.06 

.03 

.58 

.25      .44 
.42      .15      .02 

.01 
.03 

* 
.02 

.07 
.03 

MAKTINSBURG   BLAIR  CO  AIRPORT   6 

• 

.21 

* 

*          * 

• 

*           .10 

« 

♦          ♦ 

« 

•           .28      * 

' 

.05 

MEADVILLE    1    S 
MED IX   RUN 
MERCER   HGWY   SHED 

.04 

.01 

.01      .01 

.02 

.83 

.10      .01 
.21 

1.01 
.23- 
.07 
.20 
.04 
.21 
.06 
.09 
.02 
.48 

MERWINSBURG 
MONROE   FURNACE 

.05 

.01 

.02 

.03 

.01 

.01 

.04       .03 

.07 

MOUNT   POCONO   2   N   AIRPORT   // 
NEFFS   MILLS    4    NE 

.07 

.01 

.01 

• 

.02 

.04       .04 

.06 

NEW    CASTLE    1    N 

.06 

PALMERTON 

.09 

PARKERS    LANDING    1    E 

.02 

PHILLIPSBURG    7   E   AIRPORT 

.01      .01 

.02 

.01 

.01 

.07 

.25      .10 

.01 

PINE  GROire   MILLS    1    S 

« 

* 

* 

•          • 

* 

*           *          ♦ 

•           * 

» 

* 

« 

« 

«          » 

* 

«           *           * 

t 

* 

.11 
.15 
.32 
.28 
.03 
.01 
.08 
.88 
.21 
.45 
.01 
.02 
.72 
.18 
.06 
.29 
.69 

PITTSBURGH   WB   CITY 

.10 

PORT   CLINTON 
PUNXSUTAWNEY   2 

.13       .02 

.07       .12 

.05 

.08 

PUTXEYVILLE    2    SE 
RAYMOND 

.26 

.02 

.03 

READING   WB   CITY 
RENOVO  6    S    STATE   CAMP 

.02 

.01 

.02 

.03 

.01 

RIDGWAY 
ROCHESTER    1    N 

.01 

.01 

.01 

.01 

.01 

.07 

.37 

.01       .01 

.10 

.13 
.09 

.08 

.18 

SAXTON 

.01 

.06 

.04 

.01                  .01 

.05 

.06      .19      .02 

SCRANTON   WB   CITY 

.01 

.02 
.01      .08 
.02 

SHADE   GAP 

SHEFFIELD   6   W   CHERRY  GROVE 

SMETHPORT   HGWY    SHBD 

.62 

.08 

.07 

.01 
.01 

SPRING  GROVE 
STATE   COLLEGE 

.08 

.05 

.01 

.09      .09 

.03 

STRONGSTOWN 

.05 

.16 

.13 

.10       .14 

.02 

.01 

.08 

TIONESTA    2    SE   DAM   // 
TITUSVILLE 

• 

.02 

.01       .02 
.05 

.01       .02 

.01 
.01 

.02 
.01 

.01 

.09 
.10 
.50 
.84 
.28 
.03 
.03 
.04 
.59 

TUNNELTON   // 

.03 

.07       .01 

.01 

.38 

TYRONE   4    NE   BALD   EAGLE 

.01 

.04 

.04      .02 

.01 

.01 

.30 

.33       .07      .01 

UNION   CITY    IW 

.03       .01 

.24 

WASHINGTON 

.01 

.02 

WAYNESBURG   2   W 

.03 

YOEK   2    S   FILTER  PLANT 

.01 

.01 

.02 

YOUNGSVILLE 

.01 

th- 

.13 

.39 

.06 

-8 

- 

ALLENS   MILLS 

.01 

.01 

.01 

.01 

.01 

.05 
.10 
.36 
.01 
.02 

ALLENTOWN  WB   AIRPORT 

.09 

.01 

.14 

.16 

AUSTINBURG   2    W 

.04 

.02 

BETHLEHEM    LEHIGH   UNIV 

.01 

SLAIN 

.02 

BLAIRSVILLE   6    ENE   6 

* 

.01 

BROOKVILLE   AIRPORT   6 

* 

•           * 

« 

*           .13 

.02 
.04 
.04 
.06 
.70 
.11 
.02 
.86 
.03 
.04 

BUTLER   SUBSTATION 

.01 

.01 

CARTER   CAMP 

.01       .01 

.02 

CHAMBERSBURG 

.02 

.02 

CLARION   3    SW 

.06 

COATESVILLE    1    SW 

.22 

.01 

.47 

CONFLUENCE    1    SW 

.09      .01 

.01 

CRESSON    1    E    SUMMIT 

.01       .01 

DRIFTWOOD 

.01       .77 

.04 

.01 

.01 

.01 

.01 

DU   BOIS    7    E 

.01 

.01 

.01 

DUWLO 

.02      .01 

.01 

EMPORIUM 

.01 

.01 

.01 

.02 

.02 

.07 
.12 

ENGLISH   CENTER 

.12 

ERIE   AIRPORT   6 

* 

.01 

.15 

FRANKLIN 

.02 

.12 

.01 

GOOD   SPRINGS    1    NW 

.46 

.01 

.47 

HOLTWOOD 

.02 

.14 

.16 
.15 

HONESDALE   6   N  TANNERS    FALLS   // 

.13 

•      .02 

JACKSON   SUMMIT 

.01 

.03 

.04 

KANE    5   SE 

.01 

.01 
.13 
.07 

LAURELTON   STATE   VILLAGE 

.06 

.04 

.03 

LEHIGHTON 

.07 

See  reference   notes  following  Station   Index 
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TABLE    4 —  Continued 
HOURLY    PRECIPITATION 


PEHirSTLVANIA 
SEPTEHBER  1948 


A.  M.    HOUR   ENDING 

P.   M.    HOUR    ENDING 

_l 
< 

STATION 

h- 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

O 

1- 

LEWISTOWN 

.05 

.10 

.01 

.01 

.03 

.20 

LOCK  HAVEN  2 

.07 

.03 

.10 

MED IX  RUN 

.01 

.01   .01 

.01 

.01 

.01 

.08 

MILAN 

.10 

.10 

MONROE  FimNACE 

.01 

.08 

.09 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

.18   .31 

.49 

MURRTSVILLE 

.05 

.05 

PARK  PLACE  1  NW  ira  AIRPORT  6 

* 

*    •    * 

•     .05 

PHILLIPSBURG  7  E  AIRPORT 

.01   .01 

.01  .      .01 

.01   .03 

.09 

.06 

.23 

PEOENIXVILLE  1  E  PUMP  STATION 

.30 

.05 

.01 

.36 

PIEES  CREEK 

_    _    _ 

_    _    _ 

-    _    _ 

_ 

_ 

- 

. 

_ 

_ 

-    -    - 

... 

_   -   - 

- 

PINE  GROVE  MILLS  1  S 

*    *    • 

*    *    * 

*    «    * 

* 

* 

• 

« 

« 

* 

•    *    * 

•    *    * 

•   *   • 

« 

PITTSBURGH  »B  CITT 

.01   .02 

.03 

PLEASANT  MOUNT  1  W 

.04 

.04 

.08 

PORT  CLINTON 

.10   .30 

.40 

.80 

PUNXSUTAWNEY  2 

.03 

.03 

RATMOND 

.01   .02 

.02 

.01 

.06 

READING  WB  CITT 

.01 

.06 

.01 

.02   .94   .05 

1.09 

RENOVO  6  S  STATE  CAMP 

.03   .02 

.40 

.33 

.01 

.01 

.80 

RIDGWAY 

.01 

.06   .07 

.14 

SCRANTON  re  CITY 

.01 

.01 

.02 

SHEFFIELD  6  W  CHERRY  GROVE 

.02        .01 

.01 

.01 

.05 

SHETHPORT  HGVY  SHED 

.01   .01 

.02 

STATE  COLLEGE 

.05 

.12 

.07 

.02 

26 

SOMBURY  AIRPORT  2S   6 

* 

• 

* 

« 

* 

.04 

TAMAQDA  4  N  STILL  CREEK  DAM 

.02 

.03 

.01   .01 

.07 

TIONESTA  2  BE  DAM  // 

.01 

.01 

TOWANDA 

.02 

.02 

TUNKHANNOCK  1  S 

.12 

.03 

15 

UNION  CITY  1  W 

.02   .01   .07 

.10 

WASHINGTON 

.01 

.01 

.02 

WAYNESBUHG  2  W 

.10   .01 

.01 

.02 

.02 

.16 

WEBSTER  MILLS  3  SW 

.02   .Of 

.08   .27" 

.06 

.48 

WILLIAMSPORT 

.16 

.16 

YOUNGSVILLE 

.01   .01 

.01 

.01 

.04 

-9th- 

ALLEHS  MILLS 

.01 

.01        .01 

.19 

.01 

.01 

.24 

ALLENTOWN  WB  AIRPORT 

.08   .01 

.02   .05 

.03 

.19 

BETHLEHEM  LEHIGH  DNIV 

.04   .06 

.02 

.01 

.13 

BLAIN 

.01 

.01 

.01 

.28 

.01   .15 

.47 

BLAIRSVILLE  6  ENE  6 

» 

4 

* 

* 

* 

.07 

BROOKVILLE  AIRPORT  6 

« 

* 

* 

* 

« 

.24 

BUCKSTOWN 

.12 

.12 

BUTLER  SUBSTATION 

.02 

.16 

.18 

CANTON  1  NW 

.24 

.01 

.15 

.40 

CARTER  CAIDP 

.15 

.33 

.01 

.49 

CHAUBERSBDRG 

.05 

.22 

.27 

CLARION  3  SW 

.19 

.04 

.23 

COALPORT 

.04 

.01 

.05 

COATESVILLE  1  SW 

.01   .01   .01 

1.23 

.01 

.03 

1.30 

CRESSON  1  E  SUMMIT 

.06 

.06 

CURWENSVILLE  6  NW  AIRPORT  6 

« 

* 

* 

* 

* 

.05 

DINGMANS  FERRY 

.01 

.01 

.02 

DRIFTWOOD 

.03 

.03 

DU  BOIS  7  E 

.07 

.07 

DUN^LO 

.08 

.06 

DUSHORE 

« 

* 

•    •    • 

*    •    * 

»    «    • 

« 

EAGLES  HERE 

* 

* 

*    *    * 

*     .38 

.38 

EMPORIUM 

.02 

.21 

.04 

.10 

.37 

ENGLISH  CENTER 

.18 

.18 

ERIE  WB  CITY 

.31 

.01 

.32 

ERIE  AIRPORT  6 

* 

*    «    • 

•     .21   « 

* 

• 

* 

• 

.02 

EVERETT 

.24 

.02 

.26 

FORD  CITY  4  S  // 

.03 

.03 

FRANKLIN 

.18 

.16 

GETTYSBURG  1  S 

.05   .01 

.06 

GLEN  ROCK 

* 

• 

•    •    « 

*    *    * 

»    •    • 

» 

GOOD  SPRINGS  1  NW 

.15 

.20   .02 

.37 

HEWITT  2  S 

.19 

.01 

.20 

HOLLIDAYSBURG 

.03 

.03 

HOLTWOOD 

.01 

.01 

HUNTSDALE 

« 

* 

•    *    • 

»    •    » 

•    *    • 

« 

KANE  5  SE 

.05 

.14 

.19 

LEBANON  3  SW 

.02 

.02 

LEHIGHTON 

.83   .01 

.01 

.85 

LEWISTOWN 

.75 

.01   .01 

.77 

LOCK  HAVEN  2 

.40 

.03 

.43 

MARIENVILLE 

.30 

.30 

MEADVILLE  1  S 

.01   .01 

.02 

MEDIX  RUN 

.10 

.10 

MERWINSBURG 

.14 

.14 

HILLERSBURG  2  E 

.73        .03 

.01 

* 

* 

*    *    * 

*    »    * 

•    •    * 

« 

MILLVILLE 

.80 

.60 

MONROE  FURNACE 

.01 

.52 

.01 

.54 

liONTROSE 

.05   .02 

.07 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

.01 

.01 

IJOUNT  UNION  1  NW  // 

.08   .01 

.01 

.10 

KEFFS  MILLS  4  NE 

.30 

.05 

.35 

PALMERTON 

1.32   .09 

1.41 

PARKERS  LANDING  1  E 

.03 

.21 

.24 

PARK  PLACE  1  NW  re  AIRPORT  6 

* 

*           *           * 

*    .11 

PHILADELPHIA  TO  AIRPORT 

.45   .10 

.55 

PHILADELPHIA  POINT  BREEZE 

.12 

.10 

.22 

PHILADELPHIA  re  CITY 

.08   .10 

.18 

PHOENIXVILLE  1  E  PUMP  STATION 

.57 

.20   .10   .90 

1.14   .01 

2.93 

PINE  GROVE  MILLS  1  S 

*    *    * 

*    *    * 

*    *    * 

« 

* 

* 

* 

• 

* 

*    «    * 

*    *    • 

*     *     • 

• 

PORT  CLINTON 

.60   .02 

.23   .27   .01 

1.13 

PUNXSDTAWNEY  2 

.21 

.21 

PUTNEYVILLE  2  SE 

.05 

.05 

RAYMOND 

.01   .01   .05 

.01   .01 

.72 

.17 

.01 

.01 

1.00 

READING  re  CITY 

.62   .02 

.01 

.65 

RIDGWAY 

.02   .01 

.01 

.21 

.01 

.01 

.27 

SAXTOH 

*    * 

* 

* 

* 

* 

* 

* 

•    •    * 

»     •     •   1  «     «     * 

• 

\ 


See  reference  notes  follovlng  Station  Index 
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TABLE    4  — Continued 
HOURLY    PRECIPITATION 


PEmSTLTAMIA 
BEPTUmU  1948 


A. 

M. 

HOUR   ENDING 

P.  M.    HOUR    ENDING 

-1 
< 

STATION 

—— 

1 

2 

3 

4 

S 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

O 

ICRAKTON   WB  CITT 

.01 

.01 

IKI.I.RRSVIULE   2   NW 

.2q     .13 

.01 

.34 

IHASE  GAP 

.05 

.10      .07 

.01 

.23 

UfETHPORT   HCrt    SHED 

.10 

.01 

.ov 

.01 

.01 

.14 

SPRING    GROVE 

.04      .30 

.34 

STATE   COLLEGE 

.10 

.01 

.11 

ITROUDSBURG 

.01 

.01 

.08       .02 

.12 

lUNBURT 

.06 

.04 

.10 

imiBURT  AIRPORT   2   H   6 

« 

»          *           » 

•           .03 

rAMAQDA   4   N   STILL   CREEK  DAU 

.10 

.01 

.11 

riONESTA    2    SE   DAM   // 

.07 

.02 

.09 

riTUSVILLE 

.08 

.08 

rOWANDA 

.08 

.08 

IWimELTOK   // 

.05 

.05 

rTROME   4    NE   BALD   EAGLE 

.08 

.08 

WlOtl   CITT    1    W 

.03 

.03 

.06 

riLLSBORO   2   E 

.12 

.01 

.01 

.08 

.22 

riiro  GAP   3    SW 

.12      .03 

.01      .01 

.17 

rORK   2   S   FILTER  PLAJJT 

.23 

.23 

rOUUGSVILLE 

.27 

.01 

.01 

.01 

.30 

-10th- 

LLBION 

_          _          _ 

_ 

_ 

_ 

_ 

- 

_ 

_ 

_ 

- 

_ 

_ 

_ 

_          _          _ 

_          _          _ 

_           _           - 

_ 

ILLKNTOtN  WB   AIRPORT 

.07 

.01 

.06 

.02 

.03 

.01 

.20 

tETHLEHEH   LEHIGB   ONIV 

.01 

.05 

.02 

.01 

.01 

.05 

.15 

ILAIN 

.02 

.08 

.04 

.06 

.03 

.03 

.01 

.27 

SLAIRSTILLE   6   EKE   6 

« 

* 

• 

* 

* 

.03 

tLAKESLEE   CORNERS 

.03 

.02 

.04 

.01 

.01 

.02 

.13 

K)SWELL 

.05 

.05 

.10 

JDCKSTOWN 

.04      .01      .01 

.01 

.07 

3UUCBERSBDRG 

.01 

.04 

.05 

.13 

.09 

.07 

.05 

.02 

.04 

.01 

.51 

aARLEROI 

.01 

.01 

X)ALPORT 

.01 

.01 

.01 

.03 

XATESVILLE    1    SW 

.10 

.01 

.03 

.26 

.20 

.06 

.11 

.06 

.02 

.85 

:OlfFLUBNCE    1    SW 

.05 

.10 

.07 

.03 

* 

• 

.08 

.33 

:0((jrKLLSVILLE   4   H 

.03 

.01 

.01 

.05 

nmWENSVILLK  6  HW  AIRPORT  6 

. 

•           .07      * 

»          •           .01 

)D  80IS  7  E 

.03 

.03 

)raLO 

.04 

.01 

.02 

.07 

)0SHORE 

«          tt           * 

* 

« 

* 

* 

4 

* 

SAGLES   MERE 

*           « 

« 

* 

* 

« 

.04 

.04 

5RI£   AIRPORT   6 

* 

* 

* 

« 

* 

.03 

5VKRETT 

.01       .02 

.07 

.10 

.OS 

.02 

.01 

.28 

,ETrTSBURG   1    S 

.01 

.01 

.01 

.06 

.10 

.05 

.05 

.05 

.05 

.05 

.44 

ILEXCOE 

.07      .06 

.07 

.07 

.02 

.01 

.30 

5LEN    ROCK 

*           *           * 

* 

* 

* 

* 

« 

« 

* 

* 

* 

* 

« 

» 

•          •           • 

»        1.20 

1.20 

MOD   SPRINGS    1    NW 

.04 

.10 

.07 

.05 

.02 

.02 

.03 

.33 

lARRISBURG   3    S  WB  AIRPORT 

.02 

.10 

.07 

.04 

.01 

.03 

.01 

.28 

lAWLiY   1    S   WALLEN  DAU 

.02 

.05 

.02 

.09 

lEWITT   2    S 

.13 

.29 

.12 

.12 

.05 

.05 

.05 

.04 

.04 

.02 

.91 

30LL1DATSBURG 

.02 

.08 

.10 

JOLTWOOD 

.01 

.15 

.03 

.27 

.23 

.04 

.07 

.06 

.05 

.91 

nWTSDALE 

*          «           « 

* 

• 

» 

• 

* 

* 

m 

* 

* 

* 

.43 

.43 

JOKNSTOWN    2 

.09 

.01 

.10 

..AJfCASTER   2   NE   FILTER  PLANT 

.IC 

.05 

.05 

.10 

.03 

.04 

.03 

.10 

.03 

.04 

.57 

.-ADRELTON   STATE   VILLAGE 

.04 

.02 

.01 

.07 

JBANON   3    SW 

.01 

.07 

.10 

.10 

.03 

.01 

.03 

.03 

.38 

LEHIGHTON 

.06 

.05 

.03 

.01 

.15 

LEWISTOWN 

.05 

.07 

.01 

.13 

lAHTINSBTOG 

.01 

.04 

.10 

.02 

.17 

tARTINSBURG   BLAIR  CO  AIRPORT  6 

• 

* 

* 

» 

* 

.04 

* 

* 

* 

« 

* 

.01 

lEADOW   RUN   PONDS 

.02 

.05 

.01 

.02 

.02 

.12 

(ERWINSBURG 

.01 

.01 

.08 

.02 

.05 

.17 

KILLERSBURG    2   E 

•          *           * 

* 

* 

» 

* 

* 

* 

» 

« 

* 

* 

.26 

1.03 

KONROE   FURNACE 

.03 

.01 

.04 

lOUNT   POCONO   2    N   WB   AIRPORT  // 

.03 

.02 

.02 

.02 

.02 

.11 

(EFFS    MILLS    4   ME 

.02 

.03 

.03 

.02 

.10 

PALMEHTON 

.04 

.03 

.03 

.02 

.04 

.16 

PARK  PLACE    1    NW  WB  AIRPORT   6 

« 

* 

* 

» 

* 

.12 

* 

« 

* 

* 

* 

.13 

PHILADELPHIA   WB   AIRPORT 

.IC 

.01 

.04 

.06 

.39 

.04 

.04       .03       .01 

.01 

.73 

PHILADELPHIA   POINT   BREEZE 

.11 

.01 

.03 

.03 

.35 

.11 

.03       .02 

.69 

PHILADELPHIA   WB   CITY 

.11 

.02 

.02 

.08 

.36 

.08 

.04       .02 

.71 

PHOENIXVILLE    1   E  PUMP   STATION 

.07 

.05 

.20 

.25 

.15 

.10 

.16 

.05 

1.03 

PIKES   CREEK 

.02 

.05 

.07 

PIHE   GROVE   MILLS    1    S 

*          *          * 

♦ 

« 

* 

» 

« 

♦ 

* 

• 

« 

.70 

.70 

PORT   CLINTON 

.01 

.01 

.10 

.01 

.09 

.06 

.03 

.31 

PONXSUTAWNEY   2 

.01 

.01 

.01 

.01 

.01 

.01 

.01       .01 

.01 

.09 

BATMOND 

.01 

.01 

READING  WB   CITY 

.08 

.05 

.07 

.01 

.01 

.04 

.01 

.01 

.28 

SAXTON 

*           *           * 

« 

« 

» 

* 

* 

* 

« 

• 

« 

* 

.23 

.23 

SCKANTON   WB   CITY 

.07 

.02 

.01 

.10 

SELLERSVILLE    2   NW 

.01 

.01 

.01 

.01 

.07 

..05 

.04 

.06 

.07 

.07 

.40 

SHADE   GAP 

.01       .01       .05 

.05 

.05 

.0£ 

.05 

.01 

.01 

.01 

.30 

SHEFFIELD   6    W   CHERRY  GROVE 

.06 

.06 

SMETBPORT  HGWY   SHED 

.11 

.11 

SOUTH   CANAAN   1    E 

.03 

-.04 

.01 

.08 

SPRING   GROVE 

.01 

.01 

.08 

.03 

.05 

.02 

.05 

.05 

.05 

.02 

.01 

.38 

STATE   COLLEGE 

.03 

.03 

.06 

SUNBDRY 

.06 

.06 

.02 

.14 

SDNBDRY   AIRPORT   2   N   6 

* 

« 

* 

* 

« 

.10 

« 

* 

* 

♦ 

* 

.03 

TAMAQDA   4   N   STILL   CREEK  DAM 

.01 

.07 

.06 

.06 

.03 

.01 

.01 

.25 

rraONE   4   ME   BALD  EAGLE 

.02 

.01 

.03 

WEBSTER  MILLS  3   SW 

.02 

.04 

.14 

.20 

.06 

.09 

.01 

.04 

.02 

.62 

WIND  GAP  3    SW 

.04 

.02 

.01 

.03 

.10 

YORK   2    S   FILTER   PLANT 

.01 

.07 

.03 

.05 

.05 

.06 

.06 

.05 

.02 

.01 

.41 

-11th- 

BETHLEHEM  LEHIGH  UNIT 

.01 

.01 

k 


See  reference  notes  following  Station  Index 
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TABLE    4  — Continued 
HOURLY    PRECIPITATION 


PEinrSTLVAMIA 
SEPTEMBER   1948 


A.  M.  HOUR  ENDING 

P.  M. 

HOUR  ENDING 

-J 
< 
1- 
O 

STATtON 



— 

— 

1 

' 

■^ 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II    12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II   12 

-12th- 

.02 

.03 

.05 

BLAIN 

-13th- 

ROCHESTER  1  N 

.02 

.02 

-16th- 

_ 

.10 

.10 

DINGKANS  FERRT 

-16 

th- 

.10   .03 

.13 

ALBION 

.20 

.22 

.01   .02 

.45 

BLAEESLEE  CORNERS 

.04 
.03 

.04 

BOS»SLL 

.01 

.01 

.05 

BDCKSTOWH 

.05 

.05 

CANTON  1  NW 

.01 

.01 

CLARION  3  SW 

.10 

.05 

.15 

COALPORT 

.04 

.01 

.05 

COATESVILLE  1  SW 

.01   .03 

.04 

CONFLDKNCE  1  SW 

« 

«    « 

* 

*     .04 

CURHENS7ILLE  6  HW  AIRPORT  6 

.05 

.05 

DINGKANS  FERRT 

«    • 

*    * 

• 

*    *    « 

*    *    * 

• 

DDNLO 

.18 

.18 

ERIE  WB  CITY 

.18   .01 

.19 

GOOD  SPRINGS  1  NW 

.04 

.01 

.05 

GREENSBURG  2  E  HGWY  SHED 

• 

!os 

.02 

.01 

.08 

HAWLEY  1  S  WALLEN  DAM 

.08 

.08 

JAMESTOWN  2  NW 

.03 

.01 

.03 

.07 

JOHNSTOWN  2 

.62 

.05 

.67 

LEWISTOWN 

.14 

.02 

.16 

MEADOW  RUN  PONDS 

.04 

.04 

MEADVILLE  1  S 

.20 

.10 

.30 

MEWWINSBURG 

.14 

.05 

.01 

.20 

MONROE  FURNACE 

.15 

.02   .01 

.18 

MONTROSE 

.08 

.04 

.03 

.15 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

.22 

.05 

.27 

NEFFS  MILLS  4  NE 

« 

« 

NEW  CASTLE  1  N 

.02 

.01 

.01 

.01   .01 

.01 

.07 

PARKERS  LANDING  1  E 

.02 

.29 

.31 

PHILADELPHIA  WD  AIRPORT 

.05   .13 

.18 

PHILADELPHIA  POINT  BREEZE 

.15 

.15 

PHILADELPHIA  WB  CITY 

_  ■  - 

PHOENIXVILLE  1  E  PUMP  STATION 

- 

- 

- 

- 

- 

~ 

~ 

~    ~ 

" 

.50   .23 

.05 

.78 

PIKES  CREEK 

.02   .17 

.01 

.20 

PINE  GROVE  MILLS  1  S 

.10 

.10 

PLEASANT  MOUNT  1  W 

.10   .02 

.13 

PORT  CLINTON 

.04 

.08   .04 

.04 

PUNXSUTAWNEY  2 

.12 

PUTNETVILLE  2  SE 

.01 

.01 

.02 

RAYMOND 

.10 

.10 

READING  WB  CITY 

.01   .01 

.02 

ROCHESTER  1  N 

.07   .0] 

.08 

SCRANTON  WB  CITY 

.02 

.02 

SELLERS7ILLE  2  NW 

.01 

.01 

SHADE  GAP 

_    -    - 

_    -.    - 

SOUTH  CANAAN  1  E 

- 

- 

- 

- 

- 

~ 

" 

~    ~ 

" 

" 

.13 

.02 

.13 

STRONGSTOWN 

.02 

.01 

.01 

.06 

STROUDSBURG 

.04 

.04 

TITUSVIUJE 

.20 

.20 

TUNKHANNOCK  1  S 

.06   .11 

.17 

TYRONE  4  NE  BALD  EAGLE 

.14 

.14 

UNION  CITY  1  W 

.06 

.06 

WASHINGTON 

-IS 

th- 

- 

.42 

ALBION 

.02 

.40 

.08 

ALT.ENS  MILLS 

.03 

.01 

.01 

.01 

.01   .ui 

.15 

AUSTINBURG  2  W 

.05 

.09 

.01 

.05 

BLAIRSVILLE  6  ENE  6 

* 

» 

* 

* 

.07   * 

* 

♦     * 

♦ 

.17 

BOSWELL 

.01 

.04 

.01 

.08   .03 

BROOKVIU^E  AIRPORT  6 

• 

* 

* 

* 

.18 

.66 

BUTLER  SUBSTATION 

.01 

.03 

.16 

.02 

.01 

.06 

.08 

.19   .06 

,0j   .ui 

.09 

.11 

CARTER  CAMP 

.02 

.92 

CHARLEROI 

.03 

.08 

.10 

.10 

.02 

.04   .08 

.39   .oe   .uz 

.36 

CLARION  3  SW 

.13 

.02 

.05 

.08 

.04 

.03   .01 

.Ot 

CONFLUENCE  1  SW 

.03 

.02 

.01   .oa 

.30 

CONNELLSVILLE  4  N 

.06 

.06 

.04 

.03   .01 

.04   .04   .02 

« 

•     •     .01 

CUEWENSVILLE  6  NW  AIRPORT  6 

DUHLO 

DUSHORE 

* 

* 

* 
* 

* 
* 

* 
« 

«    * 

•    * 

* 
* 

»    • 
*    * 

« 
• 

*  « 

*  * 

*    t 

»    • 

* 
* 

»    •    • 
*    *    * 

*    •    * 

«    •    * 

• 
* 
.08 

EAGLES  HERE 

.08 

.01 

^ 

.01 

.01   .01   .01 

.01   .01 

.01 

ENGLISH  CENTER 

.28 

ERIE  WB  CITY 

.01 

.01 

.20 

.06 

ERIE  AIRPORT  6 

* 

.04 

* 

* 

« 

« 

.89 

.2C 

FORD  CITY  4  S  // 
FRANKLIN 

« 

* 

.05 

« 

.04 

* 

.01 

* 

.05 

* 

.04   .01 

*    « 

* 

•    « 

* 

*    * 

*    •    * 

.01   .02 

*    •    • 
.02   .01 

»   •   • 

• 
.06 

GLENCOE 

.02 

.03 

GOOD  SPRINGS  1  NW 

.2S 

GREENSBURG  2  E  HGWY  SHED 

.09 

.06 

.02 

.01 

.02 

.05   .04 

OJ 

HARRISBURG  3  S  WB  AIRPORT 

.05 

o: 

HAWLEY  1  S  WALLEN  DAM 
HOME 

.01 

.01 

.01 
.05 

.02 

.01 

.01   .02   .01 

.01 

.02        .01 

.04 

.14 
.07 

HONESDALE  6  N  TANNERS  FALLS  // 

.02   .03 

.06 

INDIANA  2  SE 

.01 

.2C  9  •in 

.25 

3.6! 

JAMESTOWN  2  NW 

.14 

.06 

.12 

.22 

.10 

.01 

.03 

.04 

JOHNSTOWN  2 

.03   .03 

.06 

KANE  S  SE 

.01 

.01 

.02 

.02 

.3C 

MARIENVILLE 

.19 

.01 

.04 

.02 

.04 

.04 

MEADOW  RUN  PONDS 

.01 

.0] 

.01 

.01 

•    * 

*        * 

m           * 

* 

*     •     .40 

.St 

MEADVILLE  1  S 

.10 

* 

♦ 

» 

* 

* 

« 

*    • 

• 

.06   .03 

.T 

HEBCER  HGWY  SHED 

.04 

.23 

.10 

.02 

.06 

.IC 

.02 

.06 

See 

reft 

rence 

notes  fol 

lowing  Station 

Index 

TABLE    4  — Continued 
HOURLY    PRECIPITATION 


PUHBTLTAaiA 
BSPTtMBat   1M8 


STATION 

A. 

M. 

HOUR   ENDING 

P.   M.    HOUR    ENDING 

-J 
< 

3 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

le 

1 

z 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

■  ILAM 

.14 

.25 

.01 

.40 

■ONROE   FURJIACE 

.04       .02 

.06 

MOKTROSE 

.04 

.02      .06 

.12 

MOUNT   POCONO   2    H   WB  AIRPORT   // 

.01 

.01 

■URRYSVILLE 

,05 

.15 

.02 

.04       .03 

.04 

.01 

.02 

.01 

.37 

MEI   CASTLE    1    N 

•           .64 

.06 

.02 

.03 

.10 

.18      .01 

.01 

1.05 

PARKRS    LANDING    1    E 

.09 

.06 

.03 

.03 

.06 

.12      .02 

.03 

.01 

.45 

PIEES    CREEK 

.01 

.01 

.02 

.03 

.01 

.01 

.00 

PINK    GROVE    HILLS    1    S 

.02 

.10 

.12 

PITTSBURGH    7    SE   WB    AIRPORT   // 

.03 

.17 

.05 

.06 

.01       .02 

.06 

.08 

.02 

.50 

PITTSBURGH   WB   CITY 

.09 

.12 

.04 

.06 

.06 

.10 

.15 

.01 

.63 

PLKASAKT   MOTOT    1   W 

.02 

.01 

.05      .02 

.10 

PUNXSUTAWNET    2 

.04 

.01 

.13 

.05      .01 

.02 

.26 

PUTNEYTILLE    2    SE 

.02 

.03 

.02 

.02 

.01       .02 

.02 

.14 

RAYMOND 

.06 

.02 

.08 

RIDGWAY 

.03       .01 

.01 

.01 

.06 

ROCHESTER    1    N 

.12 

.24 

.04 

.04 

.02 

.11       .02 

.01 

.01 

.61 

scR-orroN  WB  city 

.01 

.01 

SHEFFIELD   6   W   CHERRY  GROVE 

.02 

.01 

.01 

.02       .01 

.07 

SMETHPORT   HGWY   SHED 

.07 

.20 

.01 

.01 

.01                  .01 

.31 

SOUTH   CANAAJJ    1    E 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

-          - 

-          -          - 

-          -          - 

_       -       - 

" 

TIOKESTA   2    SE   DAM  // 

.06      .11 

.22 

.21 

.15 

.02 

.03 

.80 

TITUSVILLK 

.13      .01 

.04 

.34 

.45 

.41 

.01 

.01 

.01 

.01 

1.42 

TOWAMDA 

.17 

.01 

.01 

.13 

.32 

TUHNELTOK   // 

.04 

.03 

.03 

.02       .07 

.01 

.02 

.01 

.23 

UKION   CITY    1    W 

.16       .01 

.31 

.30 

.01       .01 

.80 

VAKDERGRIFT    2   W 

.16 

.01 

.04 

.01 

.04       .06 

.02 

.01 

.35 

WASHINGTON 

.02 

.04 

.12 

.09 

.07'    .41 

.05 

.01 

.81 

WAYNESBURG   2   W 

.01 

.06 

.18 

.15      .82 

.40 

.02 

.09 

.01 

.01 

1.75 

WELLSBORO   2   E 

.01 

.02 

.03 

YOUNGSVILLE 

.02      .02 

.01 

.01 

.01 

.01 

^ 

-2C 

th- 

. 

.08 

ALLENS   MILLS 

.18      .01 

.19 

ADSTINBUKG    2W 

.07      .27 

.01 

.35 

BETHLEHEM   LEHIGH   UNIV 

.01 

.01 

BLAIN 

.05      .02 

.07 

BLAIRSVILLE   6   ENE   6 

« 

*          •          * 

»           .06 

BLAKESLEB   CORNERS 

.12 

.12 

BOSWELL 

.16      .01 

.02      .28      .03 

.01       .02      .01 

.54 

BROOKYILLE   AIRPORT   6 

* 

♦           ♦           * 

•           .02 

BOCKSTOWK 

.57      .03      .01 

.01 

.62 

CANTOS   1    HW 

« 

*           *          • 

*          «          * 

* 

CARTER   CAMP 

.15 

.07 

.22 

a.ARION   3    SW 

.01 

.01 

.02 

COALPORT 

.31 

.31 

CONKELLSVILLE    4    N 

.10 

.06 

.16 

CHESSON    1    E   SUMMIT 

.06 

.06 

CDRWENSVILLE   6    NW   AIRPORT   6 

* 

•           *           * 

*           .07 

DINGMAHS   FERRY 

.02 

.02 

DRIFTWOOD 

.13 

.03 

.16 

DU   BOIS    7    E 

.10 

.01      .03 

•14 

DUNLO 

*           ♦ 

* 

« 

* 

* 

*           « 

* 

« 

« 

* 

* 

«           • 

•          •          ♦ 

*          *           • 

*          *          * 

* 

DUSHORE 

♦           » 

* 

* 

* 

* 

«          • 

« 

« 

♦ 

.80 

.07      .02 

.89 

EAGLES    MERE 

.01 

* 

• 

* 

* 

* 

.15 

.16 

EMPORIUM 

.10 

.01 

.01 

.12 

ENGLISH  CENTER 

.25 

.05 

.30 

EVERETT 

*           * 

*          «           » 

♦          •          « 

•          •          ♦ 

• 

FORD   CITY   4   5// 

.01 

.01 

FRANKLIN 

*           * 

* 

* 

« 

* 

»          • 

* 

* 

♦ 

• 

* 

«          * 

•          *           * 

♦           *           « 

*.         *          * 

* 

GOOD   SPRINGS    1    HW 

.01 

.01 

.01 

.01 

.04 

GREEKSBURG    2    E   HGWY   SHED 

.04       .02 

.05      .06 

.17 

HARRISBURG   3    S   WB  AIRPORT 

.06      .02 

.08 

HAWLEY    1    S   WALLEN   OAH 

.08 

.03 

.11 

HEWITT   2    S 

.02 

.03 

.05 

EOLLIDAYSBCRG 

.19 

.01 

.01                  .01 

.22 

HOME 

.01 

.22      .06 

.29 

HONESDALE   6   H   TAKHERS   FALLS   // 

.04 

.01 

.05 

HUHTSDALE 

.05 

.05 

INDIANA    Z   SE 

.09      .01 

.10 

JACKSON   SUMMIT 

.04 

.19 

.05 

.28 

JOHNSTOWN    2 

.04       .02      .24 

.30 

LEBANON   3    SW 

.16 

.16 

LEHIGHTON 

.05 

.03 

.08 

LEWISTOWN 

.01 

.01 

.06      .02 

.01                  .01 

.01 

.13 

LOCK   HAVEN   2 

.07 

.05 

.12 

MARTINSBURG 

.02 

.08 

.10 

MARTINSBURG  BLAIR  CO  AIRPORT   6 

* 

«          •          * 

«           .10 

MILLERSBURG   2   E 

.01 

.01 

.02 

MILLVILLE 

.18 

.02 

.20 

MONTROSE 

.28 

.28 

MOUNT   POCONO   2   N   WB  AIRPORT  // 

.02 

.02 

.20 

.07 

.31 

MUHRYSVILLE 

.09      .40 

.49 

PALME RTON 

.04 

.04 

PARKERS   LANDING    1    E 

.08      .01 

.09 

PARK   PLACE    1    NW   WB  AIRPORT   6 

* 

• 

* 

* 

« 

.20 

PHILADELPHIA   WB   AIRPORT 

.04 

.04 

PIKES   CREEK 

.03 

.01 

.01      .03 

.08 

PITTSBURGH    7    SE    WB   AIRPORT    // 

.02      .02 

.04 

PITTSBURGH  WB   CITY 

.02 

.12 

.14 

PLEASANT   MOUNT   1    W 

4 

« 

* 

* 

* 

• 

.31 

.31 

RAYMOND 

.36      .16 

.08 

.01 

.61 

RENOVO  6    S    STATE   CAMP 

.06 

.10 

.16 

ROCHESTER   1    N 

.10 

• 

.10 

SCRANTON  WB   CITY 

.16 

.09 

.01 

.26 

SMETHPORT   HGWY   SHED 

.01 

.01 

.01 

.66 

.02 

.05 

.76 

SOUTH   CANAAN    1    E 

.05 

.01 

.06 

STRONGSTOWN 

.43 

.43 

SUNBURY 

.02 

.04 

.06 

SUNBURY  AIRPORT   2    N   6 

* 

* 

* 

* 

* 

.15 

TAMAQUA   4    N   STILL   CREEK  DAM 

.05 

.05 

TITUSVILLE 

.01 

.02 

.01 

.04 

TOWANDA 

.01       .01 

.01 

.12 

.03 

.18 

TDNKHANNOCK   1    S 

.35 

.10 

.03 

.01 

.01      .20 

.70 

See  reference  notes  follovlng  Station  Index 
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TABLE    4  — Continued 
HOURLY    PRECIPITATION 


PENKSTLTAHIA 
SEPTEllBER  1948 


A.  M.    HOUR   ENDING 

P. 

M.  HOUR  ENDING 

_l 
< 

STATION 

H 
O 

1- 

- 

1 

2 

3 

4   5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

TYROME  4  SE  BALD  EAGLE 

.10 

.06 

.16 

VAilDEBGRIFT  2  W 

.05 

.02   .01 

.01 

.09 

WEBSTER  MILLS  3  S* 

.06 

.06 

WELLSBORO  2  E 

.49 

.13 

.05 

.67 

WILLIAMSPORT 

.14 

.05 

.01 

.02 

.22 

YORK  2  S  FILTER  PLANT 

-2] 

St- 

.07 

.01 

.08 

BLAIRSVILLE  6  ENE  6 

* 

* 

* 

.11 

* 

* 

*    * 

•     .30 

BOSWELL 

.01 

.03 

.01 

.04 

.03 

.08 

.12 

.05   .15 

.02 

.54 

BUCKS TOWS 

.05 

.10 

.01 

.04 

.08 

.07 

.06 

.09 

.10 

.60 

BUTLER  SUBSTATION 

.09 

.01 

.06 

.04 

.20 

CAMTON  1  NW 

♦       «       * 

•    «    * 

♦    «    * 

* 

« 

.26 

.26 

CBAMBERSBURG 

.04 

.01 

.01 

.01 

.07 

.08 

.02 

.24 

CHARLEROI 

.11 

.02 

.03 

.13 

.03 

.12 

.06 

.04 

.10   .05 

.69 

CLARION  3  S* 

.01 

.01 

COALPOHT 

.03 

.01 

.01 

.02 

.07 

CONFLUENCE  1  SN 

.20 

.15 

.11 

.18 

.35 

.26 

.19 

.01 

.06 

.01 

1.52 

CONNET.T.RVILLE  4  N 

.10 

.16 

.02 

.01 

.14 

.12 

.18 

.02 

.02   .08 

.08 

.93 

CRESSON  1  E  SUMUIT 

.01 

.01 

.01 

.01 

.06 

.04 

.14 

DUNLO 

*       •       * 

»    «    » 

*    •    * 

« 

* 

« 

* 

* 

♦    • 

.90 

.90 

DUSHORE 

.01 

.03   .01 

.05 

EVERETT 

*       «       * 

*    «    • 

*    •    • 

• 

• 

♦ 

« 

* 

*    * 

•     .96 

.96 

FORD  CITT  4  S  // 

.02 

.03 

.04 

.11 

.07 

.05 

.01 

.33 

FRANKLIN 

«       *       * 

»    •    • 

*    *    * 

• 

« 

« 

* 

* 

*    • 

»     .45 

.45 

GETTYSBURG  1  S 

*    • 

* 

« 

• 

« 

* 

•    • 

•     .25 

.25 

GLENCOE 

.02   .20 

.02 

.13 

.20 

.18 

.17 

.05   .05 

1  .02 

GLEN  ROCK 

.01 

.02 

.03   .01 

.07 

GREENSBURG  2  E  HGWY  SHED 

.07 

.02 

.01 

.01 

.04 

.05 

.04 

.16 

.01 

.41 

HEIITT  2  S 

.07 

.15 

.06 

.11 

.18 

.18 

.16 

.03   .03 

.07   .01 

1.05 

BOLL IDA YSBURG 

.01 

.01 

.01 

.03 

.06 

HOLTWOOD 

.01 

.01 

.06 

.08 

HOKE 

*    * 

* 

* 

♦ 

* 

* 

«    * 

»     .20 

.20 

HUKTSDALE 

.02 

.02 

.01 

.03 

.01 

.01 

.10 

INDIANA  2  SE 

.01 

.02 

.01 

.02 

.04 

.01 

.03 

.04 

.18 

JOHNSTOWN  2 

.02 

.04 

.02 

.01 

.04 

.11 

.04 

.14   .01 

.43 

KARTINSBURG 

.03 

.04 

.06 

.04 

.17 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

* 

* 

* 

* 

.06 

* 

* 

•    * 

.17 

MEADOW  RUN  PONDS 

.18 

.01 

.02 

.05 

.26 

MERCER  HGWY  SHED 

.02 

.03 

.05 

.01 

.11 

MURRYSVILLE 

.01 

.03 

.02 

.07 

.03 

.07 

.08 

.31 

HEW  CASTLE  1  N 

.01 

.01 

.01 

.04 

.05 

.03 

.03 

.01 

.19 

PARKERS  LANDING  1  E 

.02   .01 

.01 

.04 

PIKES  CREEK 

.01 

.02 

.03 

PITTSBURGH  7  SE  WB  AIRPORT  // 

.04 

.06 

.01 

.04 

.06 

.01 

.14 

.08   .01 

.01 

.46 

PirrSBURGU  WB  CITY 

.02 

.02 

.01 

.07 

.07 

.13 

.08   .01 

.01 

.42 

PUTNETVILLE  2  SE 

.05 

.03 

.01 

.09 

ROCHESTER  1  N 

.01 

.10 

.03 

.10 

.06 

.30 

SAXTON 

.05 

.01 

.04 

.04 

.06 

.02   .02 

.01   .01 

.26 

SHADE  GAP 

.01 

• 

• 

.07 

.01 

.09 

SPRING  GROVE 

.01 

.01 

.03 

.05 

.02 

.12 

STRONGSTOWN 

.01 

.01 

.03 

.01 

.05 

.11 

TUNNELTON  // 

.03 

.03 

.01 

.08 

.03 

.07 

.05 

.30 

VANDERGIRFT  2  W 

.01 

.01 

.01 

.01 

.03 

.08 

.07 

.01 

.01 

.01 

.25 

WASHINGTON 

.10   .04 

.01 

.02 

.05 

.06 

.14 

.05 

.07 

.04   .01 

.01 

.60 

WAYNESBURG  2  W 

.06   .07   .19 

.02 

.24 

.28 

.14 

.10 

.01 

.01 

.07   .01 

1.20 

WEBSTER  HILLS  3  SW 

.03 

.05 

.04 

.05 

.11 

.10 

.05   .12 

.08 

.63 

YORK  2  S  FILTER  PLANT 

.01 

.03 

.04 

-22d- 

- 

DUNLO 

.01   .01   .01 

.01 

.01 

.01 

.06 

HOLLIDA  YSBURG 

.01 

.02 

.03 

STRONGSTOWN 

.01 

.01 

.02 

-23d- 

- 

ERIE  WB  CITY 

.01 

.01 

ERIE  AIRPORT  6 

« 

• 

*    * 

•     .01 

RAYMOND 

.01   .02 

.01 

-24 

th- 

_ 

.04 

ERIE  WB  CITY 

.01 

.01 

ERIE  AIRPORT  6 

* 

* 

* 

* 

* 

.01 

RAYMOND 

.01 

.01 

-26 

;th- 

.02 

BOSWELL 

.01 

.01   .02 

1 

.04 

-2c 

)th- 

- 

ALBION 

.02 

.10 

.03 

.04   .01 

.20 

BLAIRSVILLE  6  ENE  6 

* 

« 

* 

♦ 

« 

.03 

• 

• 

*    « 

,»     .01   » 

•     •     .01 

BOSWELL 

.01   .02   .01 

.03   .01   .01 

.01 

.01 

.11 

BROOKVILLE  AIRPORT  6 

• 

* 

*    * 

•     .08 

BUCKSTOWN 

.01 

.01   .02   .02 

.02   .01   .01 

.01 

.01 

.01 

.02 

.01   .16 

.32 

BUTLER  SUBSTATION 

_    _    - 

_    _    _ 

_     _     _ 

- 

- 

- 

- 

- 

- 

- 

- 

-    -    - 

-    -    - 

.02 

CBAMBERSBURG 

.01   .01 

CHARLEROI 

.05   .03   .04 

.01   .01 

.01 

.06 

.04 

.01 

.26 

CLARION  3  SW 

.01 

.06   .11 

.18 

CONFLUENCE  1  SW 

.03 

.07 

.01 

.11 
.08 
.05 

CONNELLSVILLE  4  H 

.06 

.01 

.01 

CRESSON  1  E  SUMMIT 

.02   .01 

.01 

.01 

CURWENSVILLE  6  NW  AIHPORT  6 

* 

♦ 

*    • 

*     .02 

.10 
.02 

DUNLO 

.01 

.02   .03   .01 

.01 

.01 

.01 

DUSHORE 

.01 

.01 

ERIE  WB  CITY 

.02 

.08 

.02 

.07 

.01 

.20 

ERIE  AIRPORT  6 

* 

* 

♦ 

* 

« 

.03 

• 

•    *    • 

EVERETT 

.01 

.01 

.01 

.02 

.02 

.02   .01 

.10 

.06 

FORD  CITY  4  S  // 

.03   .01 

.02 

FRANKLIN 

.04 

.01 

.01 

.14   .35 

.04 

.59 

GETTYSBURG  1  S 

.01   .01 

.01 

.03 

reference  notes  following  Station  Index 
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TABLE    4  ^Continued 
HOURLY    PRECIPITATION 


PENNSYLVANIA 
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A. 

M. 

HOUR   ENDING 

P. 

M. 

HOUR    ENDING 

-1 
< 

STATION 

~" 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

II 

12 

O 

LENCOE 

.02 

.02 

.02 

.03 

.01 

.05 

.03 

.01 

.06 

.25 

REENSBOBG   2    E   HCWY   SHED 

.01 

.05 

.02 

.12 

.01 

.05 

.26 

ARRISBURG   3    S   HB   AIRPORT 

.01 

.01 

EflTT    2   S 

.03 

.02 

.08 

.01 

.04 

.18 

OLLIDATSBURG 

.01 

.10 

.01 

.01 

.13 

ONE 

. 

. 

. 

. 

. 

. 

- 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

. 

« 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

AMESTOWN   2    NW 

.11 

.09 

.01 

.01 

.22 

OHNSTOWll    2 

.01 

.02 

.02 

.05 

ANE    5    SE 

.15 

.01 

.16 

EBANON    3    SW 

.01 

.01 

ARIENVILLE 

.02 

.01 

.01 

.04 

.08 

ARTINSBURG 

.01 

.04 

.01 

.06 

ARTINSBimC   BLAIR   CO  AIRPORT   6 

* 

* 

• 

« 

* 

.08 

* 

• 

* 

• 

« 

.02 

BADOW   RUN   PONDS 

.02 

.03 

.01 

.02 

.01 

.01 

.10 

EADVILLE    IS 

.01 

.07 

.12 

.17 

.15 

.03 

.01 

.01 

,57 

EOIX   RUN 

.01 

.01 

ERCER  HGrr   SHED 

.01 

.05 

.02 

.08 

.14 

.01 

.16 

.12 

.02 

.61 

ILAN 

.05 

.04       .04 

.01 

.14 

ILLVILLE 

* 

* 

* 

« 

* 

* 

*           * 

* 

* 

« 

* 

0  NT  ROSE 

- 

- 

_ 

_ 

_ 

_ 

- 

- 

- 

_ 

- 

- 

- 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

- 

_ 

_ 

URRVSVILLE 

.01 

.01 

.07 

.01 

.01 

.11 

EW   CASTLE    1    N 

.02 

.05 

.06 

.03 

.01 

.32 

.01 

.50 

ARKERS    LANDING    1   E 

.02 

.06 

.05 

.05 

.18 

INI   GROVE   MILLS    1    S 

.01 

.01 

ITTSBURGH    7    SE   WB   AIRPORT  // 

.09 

.06 

.01 

.04 

.03 

.03 

.26 

ITTSBURGH    WB   CITY 

.07 

.09 

.02 

.01 

.01 

.01 

.02 

.23 

LEASANT    MOUNT    1    W 

.01 

.01 

.01 

.03 

UTNEYVILLE    2    SE 

.02 

.02 

ATNONT) 

.01 

.01 

.02 

OCHESTER   1    N 

.05 

.04 

.07 

.03 

.01 

.01 

.01 

.46 

.03 

.01 

.01 

.06       .01 

.80 

AXTON 

.03 

.01 

.01 

.01 

.01 

.01 

.01      .01 

.10 

HEI FIELD   6   W   CHERRY  GROVE 

.17      .04 

.21 

NETHPORT   HGWY   SHED 

.01 

.01 

.02 

TATE    COLLEGE 

.01 

.01 

TRONGSTOWN 

.04 

.02 

.06 

lONKSTA   2    SE   DAM  // 

.09 

.01 

.02 

.02 

.05 

.19 

ITUSVILLE 

.03 

.01 

.01 

.01 

.01 

.02 

.21 

.50 

.03 

.83 

UNNELTON   // 

.05 

.05 

.01 

.11 

NION   CITY   1    W 

.01 

.01 

.04 

.04 

.01 

.04 

.16 

.05       .04 

.01 

.05 

.02 

.48 

ANDERGRIFT   2   W 

.04 

.04 

.01 

.09 

ASHINGTON 

.01 

.02 

.06 

.03 

.01 

.03 

.04 

.03 

.08 

.02 

.02 

.35 

AYNESBURG    2    W 

.01 

.01 

.01 

.01 

.01 

.01 

.06 

.07 

.01 

.20 

EBSTEH   MILLS    3    SW 

.01 

.04 

.02 

.03 

.10 

OUNGSVIU,E 

.01 

.25 

.23      .06 

.01 

.01 

.57 

-30th- 

- 

LLENTOWN   WB   AIRPORT 

.05 

.05 

.05 

.06 

.02 

.01 

.11 

.18 

.21 

.06 

.80 

DSTINBURG    2   W 

.02 

.02 

ETHLEHEH   LEHIGH   UNIT 

.01 

.01 

.01 

.08 

.05 

.02 

.02 

.02 

.07 

.08 

.26 

.13 

.76 

LAIN 

.01 

.04 

.08 

.06 

.02 

.02 

.01 

.01 

.25 

LAIRSVILLE   6   ENE   6 

* 

* 

» 

.02 

LAKESLEE   CORNERS 

.05 

.01 

.03 

.01 

.10 

OSWELL 

.01 

.01 

ROOSVILLE   AIRPORT   6 

♦ 

* 

« 

.02 

nCKSTOWN 

.01 

.01 

OTLER   SUBSTATION 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

- 

_ 

_ 

- 

ANTON    1    NW 

.05 

.05 

ARTER   CAMP 

.10 

.03 

.13 

HAMBERSBURG 

* 

* 

.20 

.01 

.01 

.01 

.23 

HARLEROI 

.01 

.01 

.01 

.01 

.01 

.08 

.13 

LARION   3    SW 

.01 

.06 

.01 

.08 

OALPOlft' 

.03 

.01 

.01 

.01 

.01 

.07 

QATESVILLE    1    SW 

.05 

.06 

.09 

.03 

.02 

.06 

.07 

.07 

.03 

.08 

.25 

.07 

.88 

RESSON    1    E    SUMMIT 

.03 

.01 

.01 

.02 

.01 

.08 

URWENSVILLE   6    NW  AIRPORT   6 

♦ 

* 

* 

« 

* 

.04 

* 

• 

• 

.01 

INGliANS   FERRY 

.01 

.01 

.01 

.01 

.01 

.01 

.08 

.15 

.05 

.03 

.37 

RIFTWOOD 

.05 

.05 

UNLO 

.03 

.01 

.01 

.01 

.01 

.07 

nSHORE 

.01 

.01 

13 

.32 

.47 

AGLES   MERE 

.02 

.24 

.03 

.29 

NGLISH   CENTER 

.05 

.05 

.10 

RIE   AIRPORT   6 

* 

.14 

* 

* 

* 

* 

* 

.02 

TERETT 

.10 

.10 

ORD   CITY    4    S   // 

.01 

.01 

.01 

.03 

RANKLIN 

.01 

.01 

ETTYSBURG   1    S 

.01 

* 

.06 

.05 

.02 

.03 

.17 

LENCOE 

.04 

.01 

.05 

LEN   ROCK 

.02 

.01 

.05 

.10 

.05 

.03 

.02 

.02 

.03 

.33 

OOD   SPRINGS    1    NW 

.03 

.05 

.10 

.05 

.01 

.01 

.25 

ARRISBURG   3    S   WB  AIRPORT 

.01 

.08 

.07 

.02 

.02 

.20 

AWLEY    1    S   WALLEN   DAM 

.04 

.06 

.03 

.01 

.01 

.01 

.16 

KWITT    2    S 

.01 

.17 

.18 

CLLIDAYSBURG 

.02 

.07 

.02 

.11 

OLTWOOD 

.06 

.01 

.04 

.04 

.01 

.17 

.05 

.03 

.05 

.04 

.01 

.51 

OME 

- 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

. 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

. 

« 

. 

_ 

_ 

- 

ONESDALE   6   N  TANKERS   FALLS 

.04 

.11 

10 

.06 

.01 

.04 

.01 

.37 

TOTSDALE 

.08 

.02 

.10 

ACKSON   SUMMIT 

.02 

.16 

.01 

.19 

AMESTOWN    2    NW 

.01 

.01 

.01 

.03 

OHNSTOWN   2 

.04 

.01 

.01 

.01 

.01 

.08 

ANE    5    SE 

.01 

.01 

.02 

AMPETER   SCS    1    A 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

« 

_ 

_           _ 

_ 

_ 

_ 

- 

ANCASTER   2   KE   FILTER   PLANT 

.03 

.06      .08 

.20 

.09 

.01 

.04 

.51 

ADRELTON   STATE   VILLAGE 

.33 

.16       .01 

.50 

EBANON   3    SW 

.01 

.01 

.10 

.08 

.02 

.22 

EBIGHTON 

.09 

.03 

.08 

.11 

.02 

.01 

.01 

.02 

.37 

EWISTOWN 

* 

.39 

.03 

.01 

.02 

.45 

OCK   HAVEN    2 

.02 

.04 

.10 

.01 

.17 

ARIENVILLE 

.03 

.03 

ARTINSBURG 

.15 

.10 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.01       .01 

.01 

.35 

ARTINSBURG   BLAIR   CO  AIRPORT   6 

♦ 

* 

* 

« 

.20 

* 

* 

* 

* 

* 

.01 

EADOW    RUN   PONDS 

.05 

.05 

DEADVILLE    1    S 

.01 

.01 

.02 

KDIX   RUN 

.01 

.02 

.01 

.04 

I 
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TABLE    4  —  Continued 
HOURLY    PRECIPITATION 


PEmSTLVAIlIA 
SEPTEMBER   1948 


STATION 


HERWINSBURG 

UILAN 

UILLERSBIIRG  2  E 

MILLVILLE 

MONROE  FURNACE 

MONTROSE 

MOUNT  POCONO  2  N  WB  AIRPORT  // 

MOUNT  UNION  1  NW  // 

HEFFS  MILLS  4  NE 

PALME RTON 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NT»  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHILLIPSBURG  7  E  AIRPORT 

PHOENIXVILLE  1  E  PUMP  STATION 

PIKES  CREEK 

PINE  GROVE  HILLS  1  S 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PLEASANT  MOUNT  IW 

PORT  CLINTON 

RAYMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

ROCHESTER  1  N 

SAXTON 

SCRANTON  WB  CITY 

SELLERSVILLE  2  NW 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SOUTH  CANAAN  1  E 

SPRING  GROVE 

STATE  COLLEGE 

STROUDSBURG 

SUNBURY 

SUNBURY  AIRPORT  2N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TOWANDA 

TUNKHANNOCK  1  S 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

WASHINGTON 

WATNESBURG  2  W 

WEBSTER  MILLS  3  SW 

WELLSBORO  2  E 

WILLIAMS PORT 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 

YOUNGSVILLE 


A.   M.    HOUR    ENDING 


♦       * 

.01 


.28 
.01 


.07 
.01 


.05       .01 

*  * 


.01 
.01 


.06 
.05 


.05       .03 


.01 
.02 


5  6 


.03      .23 
.01 


.01 
.07 


.05 
.03 


.01 
.01 
.13 


.08 
.09 


.08      .01 
.01 


.01 
.04 


.03 

.04      .01 

.39      .18 


.01 
.17 
.30 


.08 

.18 

.09 

.02 

.01 

.03 

.03 

.07 

.01 

.01 

.01 

.03 

•  .01  • 

.06      .04  .05 

.06  .08 

.04       .01  .05 

.02  .14 
.30      .07 


.15      .10       .12 
.07      .20      .05 


.01       .03       .03 
.01       .01       .01 


.06  .02  .02 

»  .73  • 

.06"  .09  .05 

.04  .15  .02 

.18  .05 


.02 

.01       .01       .01 


10         II         12 


.05      .11  .02 

.01      .01  .01 

«       .  •  » 
.01 


.02      .01       .03 


.01 

.07      .16      .01 


.02  .02  .09 

.06  .04  .02 

.03  .04 

.01  .18  .47 


.04 
.05 


.02 

.02       .01 


.02 

.01       .01       .10 


.01       .03      .01 
.01  .01 


P.   M.    HOUR    ENDING 


.02       .01 
.01 


.02       .01 

.03 

•  .21 

.02 

.02 

.02  .01 

.10 


.02 

.05      .03       .02 


.05      .05      .10 
.01 


4        5        6 


.09      .11 

.02      .02 


7        8 


.01      .01      .01 
.13       .13 


*  *  • 


.10      .20      .22 
.01 


.02 

*  * 


.03 


10 


12 


.15      .30 
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lUdaS 


DAILY  TEMPERATURES 


PUOIBTLTAaiA 
BDTIHBn  1*48 


Station 

Day  oi  moBtb 

} 

1 

1 

1 

3 

3 

4 

5 

6 

7 

8 

9 

10 

11 

la 

13 

14 

IS 

16 

17 

18 

19 

20 

21 

22 

23 

24 

29 

28 

27 

28 

29 

30 

31 

i 

UBIOH 

MAX 
BIN 

85 

82 

72 

76 

86 

72 

77 

77 

73 

85 

90 

81 

78 

72 

68 

67 

63 

68 

72 

76 

78 

68 

73 

75. B 

tl.MNTOWII  IB  AIRPORT 

lUZ 
BIN 

77 
49 

77 
46 

81 
54 

80 
58 

85 
59 

84 
60 

81 
66 

82 

65 

89 
64 

67 
58 

78 

55 

84 

52 

90 
60 

81 
63 

74 
45 

73 
52 

76 
47 

88 

62 

85 

65 

82 
66 

69 
48 

70 
39 

67 
39 

62 
51 

69 
42 

76 
39 

ao 

40 

79 
45 

84 
46 

6B 
SB 

77.8 
5S.1 

tUxUTOWR  GAS  CO 

MAX 
BIN 

82 
52 

76 
47 

78 
49 

82 

57 

80 
62 

86 
59 

83 
63 

83 
66 

82 

66 

88 
64 

66 
55 

77 
52 

84 
53 

90 
64 

78 
48 

74 
49 

72 
49 

72 

51 

88 
63 

86 
68 

82 
60 

69 
39 

69 
39 

69 
40 

62 
42 

71 
40 

76 
41 

80 
44 

80 
47 

84 
M 

7s.a 
sa.a 

ALTOCKA  HORSESHOE  CURVE 

MAX 
BIB 

75 
40 

79 
44 

83 
51 

83 
57 

82 
57 

75 
61 

78 
63 

82 
63 

83 
61 

69 
57 

74 
51 

86 
52 

88 

62 

77 
58 

72 
42 

73 
45 

83 
51 

79 
62 

79 
63 

80 
65 

68 
54 

63 
37 

62 

35 

57 
46 

60 
4S 

70 
39 

74 
40 

72 
43 

71 

43 

65 
55 

74.7 
51.4 

ARXMDTSVILLE 

MAX 

BIB 

70 
49 

78 
46 

77 
51 

82 
56 

83 
60 

86 
61 

84 

63 

78 
63 

81 
61 

89 
61 

67 
51 

80 
56 

86 
50 

91 
61 

80 
48 

76 
50 

71 
50 

80 
56 

82 

61 

82 
60 

85 
S9 

64 
45 

67 
42 

67 
46 

63 
40 

65 
44 

73 
43 

77 
46 

77 
49 

77 

51 

77.6 
52.6 

BACSRSTOWll  4  Win 

MAX 

MIR 

75 
56 

73 
52 

73 
51 

78 
51 

75 
51 

77 
50 

81 
55 

73 
56 

78 
58 

70 
51 

78 
44 

77 
44 

79 
^1 

82 
48 

78 
48 

76 
SO 

81 
51 

88 

51 

86 
52 

80 
52 

59 
38 

58 
37 

59 
39 

60 
40 

64 
39 

61 
33 

71 
52 

77 
51 

78 
48 

71 
49 

73. B 
48.3 

BKAVERTOO 

MAX 
MIR 

79 
43 

81 

41 

84 
51 

63 
61 

85 
51 

86 
63 

80 
66 

80 
68 

89 

61 

79 
59 

77 
51 

88 
48 

92 
56 

90 
57 

80 
42 

76 
41 

84 

56 

86 
62 

82 
61 

82 
63 

77 
53 

67 
34 

66 
34 

63 
49 

71 

75 
35 

79 
34 

77 
37 

75 
46 

71 
B7 

7t.5 
61 .0 

BELLETOMTE  ROCEVIEW  FARM 

MAX 
MIR 

72 

52 

77 
43 

79 

50 

83 
54 

83 
58 

82 
50 

83 
60 

77 
54 

81 

82 
59 

69 

85 
57 

72 
47 

88 
57 

79 

71 
47 

76 
52 

83 

56 

84 
65 

80 
64 

76 
52 

62 
35 

65 
33 

64 
41 

60 
45 

64 
34 

72 

35 

76 
38 

78 
42 

73 
48 

75.9 
4S.3 

BERWICK 

MAX 
BIN 

78 
45 

81 
45 

85 
58 

84 
60 

87 
59 

85 
63 

82 

64 

85 
66 

87 
64 

74 
58 

76 
53 

87 

51 

92 

91 
59 

75 
43 

76 
52 

80 
49 

88 
61 

86 
64 

82 
64 

81 
55 

70 
37 

68 
38 

65 
52 

70 
47 

76 
39 

80 
37 

82 
41 

86 
46 

74 

58 

80.4 
52.7 

BETHI.EH£li  LEHIGH  OXIT 

MAX 

BIN 

76 
49 

77 
48 

80 
65 

79 
58 

86 
60 

83 
61 

83 
66 

86 
66 

88 
67 

68 
60 

79 
54 

84 

54 

92 
64 

80 
57 

74 
48 

74 
54 

75 
48 

87 
62 

89 
68 

80 
69 

69 
52 

70 
42 

68 
42 

60 
50 

70 
45 

74 
42 

80 
44 

80 
49 

84 
50 

75 
69 

78.3 
55. 4 

BLAIRSTILLE  6  Em; 

BAX 

BIN 

70 
44 

76 
48 

82 
54 

83 
62 

82 
61 

76 
62 

80 
62 

79 
64 

76 
56 

67 
55 

70 
50 

80 

61 

83 
64 

73 
54 

70 
48 

75 
54 

82 
56 

77 
64 

74 
58 

74 
60 

61 
47 

61 
41 

61 
38 

54 
45 

60 
42 

69 
43 

74 
48 

74 
52 

75 
54 

72 

56 

73.0 
53.4 

BRADFORD  4  W  RESERVOIR 

BAX 
BIN 

70 
34 

78 
42 

80 
46 

83 
46 

81 
50 

84 
55 

79 
62 

80 
52 

79 
58 

78 
52 

69 
38 

82 
45 

84 
50 

82 
45 

69 
36 

73 
45 

80 
47 

78 
57 

76 
55 

73 
61 

71 

45 

60 
30 

59 
31 

51 
46 

63 
33 

69 
29 

73 
30 

75 
32 

72 
36 

71 
53 

70.8 
45.7 

BROOEVILLE  AIRPORT 

BAX 

BIN 

72 
38 

80 
44 

83 
48 

86 
51 

83 
55 

76 
60 

80 
65 

82 
63 

76 
56 

74 
52 

72 
46 

82 
50 

85 
52 

73 
46 

69 
41 

74 
45 

83 
48 

79 
£9 

75 
59 

75 
57 

61 
40 

64 
35 

60 
33 

53 
46 

62 
39 

73 
32 

74 
35 

77 
36 

69 
40 

71 
55 

74.1 
47.5 

BDWrr  CABINS  2  NK 

BAX 

BIN 

76 
36 

79 
38 

82 
49 

85 
58 

86 
56 

82 
64 

76 
62 

87 
62 

90 

57 

76 
52 

78 
45 

86 
48 

91 
53 

80 
45 

78 
37 

77 
42 

80 
50 

87 
57 

86 
59 

84 
60 

66 
48 

67 
38 

65 
31 

66 
34 

73 
30 

78 
31 

79 
34 

80 
39 

74 

55 

79.1 
47.2 

CAjrroH  1  mr 

MAX 

BIN 

71 
47 

75 
46 

76 
59 

80 
60 

81 
59 

83 
64 

79 
67 

75 
69 

80 
63 

80 
59 

80 
52 

80 
52 

89 

55 

88 

89 
41 

88 
42 

86 
40 

88 

41 

87 
50 

88 
60 

88 
46 

88 
34 

86 
34 

86 
37 

66 
43 

65 
40 

71 

41 

75 
43 

78 
48 

80 
SO 

80.9 
49.7 

CARLISLE 

MAX 
BIN 

78 
44 

80 
41 

84 
50 

84 

57 

87 
60 

82 
60 

83 

65 

83 

65 

91 
60 

83 
60 

79 
53 

87 
48 

92 

58 

84 
60 

76 
42 

74 
47 

82 
49 

90 
56 

84 
61 

86 
61 

80 
55 

68 
40 

68 
38 

63 
50 

68 
38 

75 
36 

77 
35 

76 
41 

77 
43 

70 

55 

79.0 
SO. 9 

CHAIIBEHSBURG 

BAX 

BIN 

78 
44 

79 
44 

81 
53 

84 
58 

86 
60 

81 
61 

80 
66 

85 
65 

90 

61 

68 
60 

77 
52 

86 
52 

90 
58 

83 
62 

77 
44 

77 
48 

80 
52 

87 

61 

84 
62 

84 
60 

74 
54 

67 
42 

69 
37 

65 
51 

65 
37 

76 
37 

80 
38 

77 
42 

77 

46 

72 

56 

78.6 
52.1 

CLARION  3  SW 

MAX 
MIN 

76 
37 

81 
44 

84 
47 

88 
51 

84 
52 

75 
57 

83 
61 

84 
63 

77 
60 

75 
50 

75 
43 

86 
48 

87 
53 

75 
46 

72 
40 

79 

44 

88 

48 

81 

46 

79 

56 

78 
58 

68 
49 

64 
34 

62 
33 

56 
46 

64 
42 

75 
34 

78 
36 

78 
38 

68 
38 

73 

54 

76.4 
46.9 

CLATSTILLE 

MAX 
MIN 

76 
39 

82 
42 

86 
51 

85 

56 

80 
60 

78 
60 

79 
66 

84 

65 

81 
63 

76 
57 

76 
47 

85 
60 

88 

57 

77 
53 

77 
43 

79 
49 

87 
50 

82 
60 

78 

61 

80 
65 

72 
52 

64 
45 

57 
37 

59 
49 

61 
46 

72 
33 

77 
37 

72 
40 

72 
52 

73 
58 

76.5 
51.8 

OOALPORT 

MAX 
MIN 

76 
36 

76 
35 

83 

40 

84 
44 

88 
53 

85 

55 

76 
65 

82 
63 

82 
58 

82 
55 

71 

44 

75 
43 

85 
53 

88 
49 

78 
38 

73 
38 

79 
42 

88 
47 

84 
55 

78 
60 

88 
53 

60 
36 

65 
32 

56 
36 

58 
43 

65 
32 

75 
30 

78 
30 

76 
32 

73 
36 

76.9 
44.4 

COATESVILLE  1  SW 

MAX 

MIN 

80 
47 

75 
43 

78 
48 

80 
51 

75 
58 

86 
58 

83 

61 

84 
66 

88 
65 

66 
52 

78 
52 

84 

55 

84 
55 

89 
60 

81 
47 

74 
47 

73 
45 

74 
50 

87 
59 

84 
60 

83 
60 

68 

70 
41 

68 
44 

64 
40 

70 
40 

3^ 

77 
44 

77 
45 

78 
54 

77.7 
50.9 

COLDMBIA 

MAX 

MIN 

81 
49 

83 
47 

83 
52 

82 
59 

88 
61 

84 
62 

82 
67 

87 
65 

92 
65 

73 
63 

81 
52 

88 
54 

93 
60 

84 
65 

78 
47 

76 
50 

80 
52 

92 
52 

89 
65 

88 
64 

72 
60 

72 
39 

71 
43 

64 

55 

70 
39 

76 
40 

81 
41 

80 

45 

77 
48 

71 
59 

80.6 
54.0 

COHFLOEKCE  1  SW 

MAX 
MIR 

74 
43 

72 
43 

81 
46 

86 
52 

85 
57 

81 
58 

78 
61 

82 
62 

82 
61 

82 
58 

69 
48 

74 
46 

84 
51 

85 

55 

78 
45 

77 
47 

80 
49 

85 

54 

80 
56 

79 
58 

77 
60 

62 

51 

65 
39 

65 
39 

56 
46 

58 
36 

70 
37 

75 
40 

73 
43 

70 
55 

75.5 
49.9 

COHHT 

MAX 

MIN 

72 
36 

78 
48 

82 
48 

84 
49 

84 
49 

80 
63 

81 
64 

81 
65 

76 
63 

70 
50 

73 

44 

84 
56 

84 
60 

75 
47 

70 
42 

76 
49 

84 
52 

78 
62 

78 
60 

76 
64 

69 
47 

62 
32 

57 
36 

55 
47 

66 
32 

73 
32 

76 
32 

78 
35 

68 
42 

73 

56 

74.8 
48.7 

CODDERSPORT 

MAX 
MIR 

73 
38 

75 
42 

82 

45 

81 
51 

85 
55 

80 

52 

79 
61 

78 
63 

76 
56 

72 
53 

71 
41 

84 
43 

88 
46 

81 

44 

69 
35 

71 
42 

82 
48 

80 

55 

76 
53 

74 
62 

73 
44 

62 
32 

61 
31 

53 
44 

70 
31 

72 
34 

76 
36 

78 
33 

72 
37 

73 
54 

74.9 
45.4 

ClJRWE]tSVII,I.K  6  MW  AIRPORT 

MAX 

MIR 

69 
43 

74 
46 

80 
51 

80 

57 

78 
59 

72 
61 

74 
62 

78 

61 

73 
53 

64 
50 

67 
45 

78 
53 

82 
57 

70 
50 

66 
44 

70 
48 

80 
52 

79 
60 

73 
59 

70 
54 

58 
42 

58 
38 

58 
38 

55 
42 

57 
41 

68 
43 

71 
46 

72 
50 

66 
49 

70 
53 

70.3 
50.2 

DERRT 

MAX 

MIN 

75 
40 

84 
41 

87 
50 

87 
60 

86 
57 

85 
68 

85 
61 

82 
61 

80 
67 

78 
62 

76 
51 

88 
62 

88 
59 

81 
57 

74 
46 

70 
53 

88 
54 

82 
66 

78 
62 

74 
62 

72 
52 

64 
42 

63 
37 

58 
48 

64 
46 

73 
34 

78 
37 

75 
40 

75 
48 

75 
61 

77.5 
52.8 

DONEGAL 

MAX 

MIN 

72 
35 

80 
37 

82 
43 

84 
56 

80 
52 

76 
62 

81 
61 

81 
60 

82 
58 

66 
50 

71 
43 

82 
52 

83 
55 

74 
48 

76 
40 

77 
43 

83 
50 

77 
57 

74 
58 

72 
58 

61 
49 

60 
38 

62 
34 

52 
45 

56 
34 

70 
29 

73 
32 

70 
39 

72 

51 

73 
51 

73.4 
47.3 

DOHORA 

MAX 

MIR 

77 
48 

77 
48 

84 

56 

89 

64 

87 
63 

86 
69 

80 
69 

85 
68 

88 
70 

84 

51 

73 
55 

79 
62 

90 
63 

90 
63 

88 

55 

89 
52 

80 
59 

90 
66 

85 
64 

81 
65 

82 
60 

60 
49 

65 
44 

66 
53 

61 
50 

70 
40 

76 

41 

79 
45 

77 
56 

77 
61 

79.8 
57. 3 

RAGLES  MERE 

MAX 
MIR 

63 
42 

67 
42 

72 
52 

73 
56 

73 
58 

77 
61 

75 
63 

73 
64 

73 
63 

76 
54 

60 
48 

66 
48 

75 
55 

81 
55 

66 
46 

64 
45 

65 
45 

71 
52 

79 
50 

72 
60 

71 
47 

56 
37 

57 
39 

57 
41 

SO 
42 

59 
42 

65 
45 

69 
49 

72 

S3 

75 
51 

68.4 
50.2 

BAST  WATERFORD  3  E 

BAX 
MIN 

70 
46 

75 
56 

78 
57 

76 
59 

79 

61 

72 
62 

68 
61 

72 
63 

82 
65 

65 
56 

71 
53 

81 
58 

85 
67 

74 
58 

70 
49 

72 
51 

76 
54 

80 
64 

76 
63 

76 
64 

65 
49 

58 

41 

60 
40 

55 
46 

57 
43 

68 
48 

74 
53 

75 
54 

71 
58 

70 
54 

71.7 
55.1 

EBENSBURG 

MAX 
MIR 

82 
57 

79 
55 

80 
52 

82 
57 

82 
58 

82 
60 

74 
62 

80 
62 

79 
60 

77 
54 

66 
47 

71 
52 

81 
58 

83 
53 

75 
42 

71 
46 

75 
51 

82 
63 

77 
58 

68 
61 

75 
53 

56 
35 

62 
35 

63 
36 

61 
41 

68 
37 

72 

41 

76 
45 

74 
47 

70 
55 

74.1 
51.1 

EKPORIDH 

MAX 

MIN 

76 
38 

75 
41 

77 
51 

86 
52 

94 
56 

84 

57 

85 
58 

82 
64 

83 
63 

79 
56 

74 
48 

74 
46 

85 

51 

89 

47 

75 
40 

77 
42 

77 
47 

86 
52 

82 
58 

82 
62 

76 
47 

75 
37 

65 
34 

62 
36 

58 
43 

68 
35 

76 
37 

80 
37 

81 
42 

74 
46 

77.9 
47.4 

EPHRATA 

MAX 
MIR 

78 
49 

77 
47 

83 
47 

77 
58 

85 
61 

83 
61 

81 
67 

84 
66 

89 
66 

80 
63 

78 
52 

87 

54 

92 
61 

84 
64 

77 
48 

76 
SO 

75 
51 

90 
61 

87 
61 

83 

64 

80 
58 

73 
40 

70 
41 

65 
51 

71 

41 

77 

46 

81 
42 

79 
47 

77 
49 

68 
60 

79.6 
54. 2 

EBIB  WB  CITY 

MAX 

MIR 

71 
53 

77 
59 

81 
63 

81 
63 

86 
66 

82 
68 

83 
70 

79 
69 

73 
65 

71 
60 

73 
58 

81 

67 

78 
65 

72 
57 

72 
55 

73 
58 

82 
63 

77 
69 

78 
66 

74 
62 

62 
52 

61 
49 

62 
51 

57 
48 

65 
45 

69 
50 

71 
51 

73 
53 

70 
57 

73 
63 

73.6 
59.2 

EVERETT 

MAX 

MIR 

75 
42 

83 
40 

85 
40 

86 
57 

83 
59 

79 
59 

82 
65 

80 
62 

87 

57 

68 
54 

75 
49 

85 
48 

88 
53 

78 
51 

74 
42 

76 
46 

80 
46 

84 

57 

80 
60 

81 
61 

65 
51 

64 
41 

64 
37 

60 
37 

61 
40 

70 
36 

73 
36 

73 
38 

73 
42 

71 

56 

76.1 
48.7 

FARRELL  SHAROH 

MAX 

BIN 

81 

81 

82 

81 

75 

77 

80 

78 

74 

73 

82 

81 

74 

71 

73 

80 

78 

77 

76 

63 

62 

60 

57 

63 

68 

70 

70 

67 

69 

73.3 

FORD  CITT  4  S 

MAX 

MIN 

79 

41 

74 
42 

81 
45 

86 
48 

87 
55 

79 
57 

77 
63 

85 
65 

85 
64 

81 
54 

71 
47 

75 
47 

87 
53 

90 
52 

77 
43 

74 

45 

80 
44 

86 

51 

85 
62 

80 

62 

81 
56 

59 
36 

63 
35 

65 
37 

59 
41 

63 
36 

74 
37 

77 
38 

75 
38 

74 

46 

77.0 
48.0 

FRANKLIN 

MAX 
MIN 

74 
42 

75 
42 

81 
49 

84 
52 

87 
56 

84 

56 

75 
65 

81 
65 

84 

66 

75 
53 

75 
47 

74 
47 

86 
55 

87 
51 

76 
45 

73 
47 

78 
51 

87 

52 

82 

61 

79 
63 

78 
52 

62 
40 

64 
37 

61 
38 

55 
40 

66 
38 

74 
38 

76 
41 

77 
42 

66 
45 

75.9 
49.2 

FREDERICKSVILLE  1  SE 

MAX 
MIR 

75 
54 

75 
54 

79 
50 

78 
57 

83 
63 

80 
59 

79 
62 

79 
62 

84 
63 

71 
61 

75 
49 

82 
50 

86 
59 

78 
60 

71 
50 

71 
50 

72 
53 

80 
62 

82 

61 

80 
60 

75 
55 

67 
35 

65 
42 

60 
48 

68 
41 

72 
42 

75 
39 

75 
47 

80 

46 

70 

65 

75.6 
53.3 
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DAILY  TEMPERATURES 


Table  5-Continued 


PEHKSTLTAMIA 
SEPTEXBEH  1948 


Station 


FRSELAHD 

GEOBGE  SCHOOL 

GETTT8BDBG 

GORDOX 

GB£BISBUBG  2  S  FILTER  STA 

GREEHTIIXE 

HANOTES 

HAKBISBDBG  3  S  WB  AIRPORT 

HAWLST 

EAWLET  1  S  WALLEH  DAM 

HEWITT  2  S 

HOLTWOOD 

HUITTIKGOOH 

IHOIAKA  2  S£ 

IKDLAKA 

IRWIK 

JAMESTOmi  2  HIT 

JOHXSTOWX  1 

EAIE  1  HW 

LAHCASTER  2  ME  POKP  STA 

LAKCASTER  3  HE  EXP  FARM 

LAWREXCEVILLE 

LZBAXOR 

LEVISTOWH 

LOCK  HATEH  1 

MARCUS  HOOK 

MARTIHSBURG  BLAIR  CO  AP 

MADCH  CHUHK  1  SW 

MEASTILLE  1  S 

MERCER  5  HE  WB  AIRPORT 

HIDDLETOWN  OLMSTED  FIELD 

MIDLAMD  DAM  HO  7  LOWER 

MONTROSE  3  E  BGWT  SHED 

MOOm  POCONO  2  II  WB  AP 

HEFFS  MILLS  4  HE 

HEWBORG  3  W 

MEW  CASTLE  1  M  PUMP  STA 

MEWXLL 


MAX 
MIM 


MAX 
MIM 


MAX 

MIM 


MAX 
MIM 


MAX 
MIM 


MAX 
MIM 


MAX 
MIM 


MAX 
MIM 


MAX 
MIX 


MAX 
MIM 


MAX 
MIM 


MAX 

MIM 


MAX 
MIM 


MAX 

MIM 


MAX 
MIM 


MAX 
MIM 


Day  of  month 


MAX 
MIM 


MAX 

MIM 


MAX 
MIM 


MAX 
MIM 


MAX 
MIM 


MAX 
MIM 


MAX 
MIM 


MAX 
MIN 


MAX 
MIM 


MAX 
MIM 


MAX 
MIN 


MAX 
MIM 


MAX 
MIM 


MAX 

MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 

MIN 


MAX 
MIN 


MAX 
MIN 


MAX   70 
MIM  37 


71 


74   80   76 
50   56   57 


81   85 
45   50 


81   75 
52   50 


81   92   90   86 
48   59   61   65 


61   62 


75   79 
50   55 


85   82 
53   59 


84   90 
68   70 


10 


89   70 
63   60 


12 


13 


76   75 
57   52 


79   75 
60   56 


77   85 
51   59 


70   78 
40   44 


14 


85   87 
55   59 


IS   16 


17 


68   70 
55   49 


81   87 
56   39 


88   77 
51   50 


72 


39  J4 


95   81 
57   45 


91   80 
62   59 


75   78 
40   46 


75   78 
48   52 


18 


82   89 
48   53 


68   68 
43   43 


19 


77   86 
57   66 


20 


21 


88   83 
69   64 


87   81 
48   52 


82   76 
55   56 


78   81 
63   64 


83   65 
64   65 


22  23  24 


79   68 
59   53 


68   67 
38   34 


85   63 
59   41 


72   62 
50   37 


25 


26 


70   74 
42   46 


63   69 
50   44 


62   66 
37   40 


27 


28 


72   76 
29   29 


29 


80   80   68 
52   54   56 


30 


77   77   75  68 
50   55   55  63 


75   79 
36   37 


31 


79   76 
41   49 


76 
48 

70 
59 

70 
50 

72 
58 

78 
48 

79 
52 

78 
47 

60 
46 

78 
36 

77 
53 

70 
40 

66 
48 

71 
41 

75 
57 

78 
54 

75 

57 
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pumarLTAaiA 

aKPTKMBI*    IMS 


SUtlon 

DayoimoBlh 

1 

1 

a 

3 

4 

S 

6 

7 

8 

9 

10 

U 

12 

13 

14 

IS 

16 

17 

18 

19 

20 

21 

22 

23 

24  29 

26 

27 

28 

29 

30 

31 

1 

RWPOBT 

>AZ 

KIN 

80 
43 

82 
42 

83 
43 

86 
49 

85 
56 

89 

60 

83 
62 

82 
64 

84 
62 

92 
60 

71 
49 

78 
46 

89 
48 

94 
58 

81 
40 

78 

40 

79 
45 

84 
51 

88 

56 

84 

59 

84 

S3 

67 
35 

70 
32 

69 
33 

63 
41 

70 
33 

78 
35 

83 
36 

79 
38 

77 
43 

80.4 
47.0 

PAIJIKRTOII 

HAZ 

MIH 

75 
50 

76 
45 

79 
55 

78 
58 

83 
59 

80 
60 

76 
64 

79 
65 

86 
66 

66 
59 

75 
53 

83 
52 

88 
60 

78 
54 

72 
45 

70 
51 

74 
48 

87 
62 

82 
64 

81 
64 

67 
45 

67 
38 

64 
37 

59 
50 

69 
42 

75 
39 

78 
40 

78 
42 

80 
46 

65 
59 

7B.7 

52.4 

PAU  PLAd  1  RT  IB  AIHPOST 

MAX 
MIN 

70 
44 

71 
51 

74 
55 

73 
57 

77 
60 

74 
62 

72 
62 

76 
63 

84 
59 

62 
55 

71 
50 

80 
55 

84 
64 

71 
47 

66 
45 

68 
47 

70 
47 

82 
59 

79 
61 

76 
S9 

60 
44 

61 
42 

60 
38 

52 
42 

63 
40 

68 
46 

73 

47 

74 
50 

76 
57 

61 
56 

70.9 
52.1 

PBILADELPHIA  WB  AIRPORT 

MAX 
HIM 

76 
52 

78 
52 

82 
55 

78 
60 

86 
64 

84 
62 

84 
67 

86 
66 

89 
68 

71 
61 

79 
58 

86 
62 

90 
66 

81 
58 

74 
54 

72 
55 

76 
50 

86 
64 

84 
67 

83 
67 

74 
55 

69 
46 

69 
46 

63 
53 

67 
46 

74 
46 

78 
47 

79 
49 

82 
52 

73 
60 

78.4 
57.0 

PHILADILPBIA  POIXT  BREE2X 

MAX 

MIN 

76 
56 

79 
59 

83 
62 

78 

74 

86 
67 

85 
66 

84 
69 

86 

70 

89 
69 

72 
62 

79 
62 

84 
63 

90 
68 

84 
65 

75 
60 

74 
60 

77 
59 

84 

66 

87 
68 

83 

69 

76 
59 

69 
48 

68 
48 

63 
55 

68 
50 

74 
SO 

80 
53 

79 
55 

83 
58 

73 
60 

78.9 
61.0 

PHILADELPHIA  SHAWMOMT 

MAX 
MIR 

83 
49 

79 
SO 

82 
54 

82 
58 

85 
61 

86 
60 

87 
67 

84 
65 

89 
66 

88 
60 

80 
60 

85 
58 

90 

89 
67 

82 
50 

74 
52 

77 
48 

87 
60 

85 
65 

84 
64 

83 
62 

70 
44 

72 
45 

67 
52 

72 
44 

74 
64 

78 
45 

79 
49 

80 
50 

75 
58 

80.9 
56.1 

PHILADILPHIA  WB  CITT 

MAX 

MIR 

77 
56 

77 
61 

81 
63 

79 
65 

83 
68 

84 
64 

83 
67 

84 
60 

89 
70 

73 
63 

79 

61 

84 
64 

89 
68 

83 
64 

75 
59 

71 
59 

74 
58 

85 
65 

84 

66 

82 
68 

75 
58 

71 
50 

69 
50 

64 
55 

67 
52 

74 
53 

78 
53 

78 
57 

80 
60 

72 
62 

78.1 
60.6 

PHILLIPSBUBG  7  K  AIRPORT 

MAX 
MIH 

70 
29 

74 
34 

78 
47 

79 
59 

80 
53 

75 
63 

74 
63 

78 
56 

80 
52 

65 
44 

69 
40 

80 
46 

85 
62 

72 
41 

65 
31 

72 
40 

78 
48 

79 
57 

75 
61 

70 
55 

60 
34 

59 
25 

59 
26 

56 
36 

59 
32 

69 
28 

72 
28 

72 
35 

69 
33 

65 
46 

71.3 
43.5 

raOOIXTILLE  1  E  Pimp  STA 

MAX 
MIR 

84 

85 

88 

85 

90 

87 

90 

90 

92 

84 

85 

90 

95 

85 

80 

77 

79 

90 

88 

84 

77 

70 

65 

72 

75 

80 

80 

85 

77 

85 

83.1 

PITTSBUBCH  7  SE  «B  AIRPORT 

MAX 

MIH 

74 
50 

82 
52 

86 
57 

85 
66 

84 
63 

76 
67 

83 
66 

85 
65 

80 
63 

73 
50 

75 
52 

86 
58 

87 
68 

76 
57 

74 
52 

78 
56 

87 
60 

84 
61 

78 
62 

78 
63 

65 
51 

62 
45 

62 
43 

57 
50 

60 
48 

72 
43 

75 
49 

73 
51 

69 
54 

73 
61 

76.0 

se.i 

PITTSBnUGH  WB  CITT 

MAX 

MIH 

76 
51 

82 
53 

87 
60 

88 
66 

85 
65 

78 
69 

83 
68 

88 
68 

80 
64 

76 
62 

77 
57 

88 
63 

90 
68 

79 
61 

76 
54 

81 
57 

89 
61 

84 
70 

79 
64 

81 
67 

68 
S3 

64 
48 

64 
45 

60 
52 

62 
48 

76 
44 

76 
46 

75 
49 

70 
54 

75 
63 

77.9 
58.3 

PORT  CLIBTOH 

MAX 

M» 

76 

76 

77 

79 

77 

83 

80 

78 

82 

86 

164 

76 

83 

89 

72 

74 

71 

73 

86 

83 

81 

65 

67 

67 

60 

69 

75 

78 

77 

82 

76.3 

»lmreT7ILLE  2  SX 

MAX 
MIX 

74 
33 

81 
38 

85 
38 

86 
45 

85 
45 

78 
54 

82 
59 

85 
60 

79 
57 

76 
47 

74 
43 

83 
44 

90 
49 

81 
47 

72 
36 

78 
38 

86 
46 

81 
46 

78 
54 

76 
56 

62 
49 

63 
29 

64 
27 

60 
35 

62 
39 

73 

28 

76 
30 

78 
34 

70 
35 

75 
44 

76.4 
42.8 

IDAXERTOWH 

MAX 
MIH 

73 
43 

75 
41 

80 
49 

77 
50 

83 
53 

82 
55 

82 
61 

83 
61 

85 
62 

79 
59 

76 
46 

80 
47 

87 
54 

81 
61 

72 
40 

69 
45 

73 
41 

78 
50 

84 
57 

79 
59 

77 
54 

66 
36 

67 
36 

62 
49 

67 
34 

73 
33 

76 
33 

78 
37 

81 
40 

70 
54 

76.5 
48.0 

UUDIIIG  WB  CITT 

MAX 

MIH 

77 
53 

78 
51 

81 
56 

78 
61 

85 
61 

82 
62 

83 
70 

81 
69 

88 
67 

71 
60 

77 
55 

86 
57 

91 
66 

82 
60 

75 
51 

73 

55 

75 
51 

88 
64 

85 
69 

83 
68 

70 
54 

71 
45 

68 

45 

64 
52 

70 
47 

75 
46 

79 
44 

77 
49 

80 
52 

67 
60 

78.0 
56.7 

iETREAT  FARltS 

MAX 

MIH 

74 
44 

77 
44 

80 

55 

79 
57 

85 
58 

84 
59 

80 
59 

80 
64 

87 
63 

74 
56 

74 
54 

83 
50 

89 
46 

84 
57 

71 
43 

72 
49 

77 
46 

87 
58 

85 
67 

79 
63 

77 
50 

65 
39 

65 
36 

60 

51 

67 
46 

72 
37 

76 
37 

79 
40 

83 
45 

74 
54 

77.3 
50.9 

UDGWAT 

MAX 

MIH 

75 
38 

77 
38 

83 
47 

86 
49 

90 
52 

87 
54 

78 
64 

83 
64 

85 
58 

77 
52 

75 
43 

74 
44 

85 
47 

89 

44 

75 
40 

71 
43 

79 
47 

86 
49 

83 
54 

79 
59 

75 
45 

68 
33 

66 
33 

60 
34 

54 
42 

65 
35 

75 
35 

78 
36 

80 
38 

72 
41 

77.0 
45.3 

ICRAjrrOll  WB  CITT 

MAX 
MIN 

72 
49 

78 
48 

82 
60 

81 
61 

85 
60 

85 
62 

80 

64 

80 
65 

87 
64 

66 
58 

76 
54 

85 
52 

89 
58 

74 
52 

70 
47 

70 
52 

77 
52 

88 
63 

79 
62 

77 
63 

63 
48 

62 
38 

63 
40 

56 
50 

68 
48 

74 
40 

72 

41 

82 
44 

84 
49 

66 
58 

75.7 
53.4 

lELIHSGROVE  AIRPORT 

MAX 
MIH 

77 
41 

79 
42 

81 
51 

80 
59 

84 
57 

81 
58 

80 
68 

82 
63 

87 
61 

75 
57 

76 
51 

87 
49 

91 
54 

90 
58 

75 
38 

74 
46 

80 
46 

85 
61 

88 
64 

83 
61 

77 
50 

68 
33 

69 
33 

64 
50 

70 
47 

75 
35 

80 
34 

80 
36 

75 
40 

70 
54 

78.8 
49.9 

lEIPPEKSBURG 

MAX 
MIR 

80 
44 

82 
44 

87 
53 

88 
59 

89 
60 

85 
59 

83 
66 

87 
67 

92 
62 

76 
61 

79 
52 

89 
53 

91 
60 

87 
62 

80 
44 

78 
50 

83 
53 

88 
64 

86 
68 

86 
63 

80 
57 

69 

41 

70 
38 

65 
51 

68 
38 

77 
40 

82 
40 

80 
43 

80 
46 

75 
57 

81.4 
53.2 

lOMERSET  WATER  WORKS 

MAX 

MIN 

76 
33 

81 
36 

85 
41 

85 
58 

79 

51 

78 
60 

78 
63 

82 
62 

79 

55 

67 
55 

71 
46 

81 
54 

83 
49 

79 
53 

74 
37 

78 
41 

84 
46 

78 
56 

76 
59 

74 
60 

71 
55 

61 
46 

60 
33 

56 
45 

55 
43 

68 
28 

72 
30 

70 
32 

70 
38 

76 
51 

74.2 
47.2 

IPRIHGS  1  SW 

MAX 
MIR 

72 
36 

78 
39 

81 
44 

83 

56 

77 
53 

73 
59 

75 
62 

77 
59 

79 
53 

62 
49 

69 
45 

78 
49 

80 
50 

74 
51. 

71 
39 

74 
41 

80 
47 

75 
55 

74 
59 

71 
60 

67 
50 

61 
45 

59 
33 

54 
44 

53 
37 

64 
30 

67 
32 

65 
36 

65 
46 

71 
54 

71.0 
47.1 

ITATE  COLLEGE 

MAX 
MIN 

74 
42 

79 
47 

82 
54 

83 
62 

82 
59 

78 
67 

77 
66 

80 
66 

82 
62 

67 
55 

72 
52 

84 
54 

87 

61 

75 
58 

71 
45 

75 
51 

82 
58 

83 
65 

78 
65 

76 
66 

66 
49 

63 
39 

62 
37 

58 
49 

63 
45 

71 
38 

75- 
41 

76 
45 

71 
47 

70 
56 

74.7 
53.4 

ITROUDSBURG  SOBSTATIOH 

MAX 
MIR 

47 

44 

55- 

56 

59 

60 

68 

66 

65 

62 

S3 

S3 

57 

59 

43 

50 

42 

62 

62 

63 

53 

37 

38 

51 

39 

42 

42 

41 

49 

61 

52.6 

nmSBDRT  2  11  AIRPORT 

MAX 
MIH 

77 
44 

80 
47 

81 

55 

81 
62 

85 

61 

81 
64 

80 

66 

82 
65 

86 
64 

68 
55 

75 
54 

87 
53 

91 
60 

78 
53 

74 
45 

76 
51 

79 
50 

85 
61 

85 
64 

80 
64 

65 
49 

69 
39 

67 
38 

63 
51 

69 
46 

74 

41 

79 
40 

78 
42 

74 
46 

69 
60 

77.3 
53.0 

rAMARACi:  2  S  FIRE  TOWER 

MAX 

MIR 

68 
42 

70 
43 

74 
51 

75 
55 

81 
58 

76 
58 

72 
60 

74 
61 

74 
60 

76 
54 

62 
45 

67 
45 

72 
61 

75 
57 

72 
47 

57 
39 

67 
37 

55 
38 

56 
41 

59 
42 

68 
45 

72 

50 

73 
52 

69 
51 

69.3 
49.7 

nORESTA  2  SE  DAM 

MAX 
MIN 

72 
40 

72 
43 

82 
48 

82 
50 

86 
54 

83 

57 

74 
63 

82 
65 

82 
63 

75 
52 

75 
46 

73 
45 

84 
52 

85 
49 

75 
43 

71 
45 

76 
49 

82 
55 

80 

56 

79 
62 

78 
47 

62 
38 

63 
37 

60 
36 

55 
40 

65 
36 

73 
38 

76 
39 

78 
42 

75.2 
47.9 

riTnSVILLE  2  S 

MAX 

MIN 

72 
34 

76 
46 

81 
47 

84 
48 

81 
50 

79 
62 

77 
64 

81 
64 

77 
63 

73 
48 

72 
44 

88 
56 

85 
58 

74 
46 

67 
40 

73 
46 

83 
52 

81 
63 

75 
60 

78 
62 

68 
46 

58 
32 

60 
30 

54 
46 

61 
34 

74 
31 

73 
33 

75 
39 

65 
41 

69 
55 

73.8 
48.0 

raWATOA 

MAX 
MIN 

73 
42 

82 
43 

85 
56 

84 
57 

87 
57 

87 
57 

85 
62 

81 
63 

85 
59 

71 
53 

77 
46 

87 
48 

92 
51 

79 
52 

73 
42 

73 
42 

83 
41 

87 
58 

81 
61 

80 
62 

68 
47 

64 
38 

64 
35 

56 
48 

70 
45 

74 
39 

79 
39 

80 
40 

82 
43 

69 

54 

77.9 
49.3 

rUlEHAHMOCE  1  S 

MAX 

MIN 

77 
42 

74 
41 

81 
52 

84 
56 

84 
57 

88 
56 

87 
57 

80 
64 

85 
61 

90 
54 

69 
48 

77 
46 

88 
53 

94 
56 

75 
40 

72 
44 

73 
40 

82 
57 

90 

58 

81 
61 

79 
50 

63 
34 

62 
34 

65 
44 

56 
43 

70 
34 

68 
35 

79 
36 

84 
41 

84 
52 

78.0 
48.2 

nHOITTOWll 

MAX 
MIH 

76 
45 

81 
47 

86 
52 

85 
64 

86 
62 

80 
69 

83 
67 

86 
68 

84 
65 

69 
58 

76 
53 

86 
63 

87 
60 

80 
60 

77 
51 

80 
50 

87 
54 

83 
66 

78 
62 

78 
67 

69 
55 

63 
49 

66 
43 

58 
51 

62 
45 

75 
37 

77 
39 

74 
45 

74 
57 

76 
61 

77.4 
55.5 

lARREW 

MAX 
MIH 

77 
40 

76 
48 

80 
50 

86 
54 

89 
55 

87 
62 

82 
65 

85 
65 

86 
59 

78 
54 

76 
55 

75 
45 

88 
S3 

91 
48 

77 
42 

71 
50 

79 
50 

89 
52 

84 
55 

83 
62 

79 
44 

65 
36 

61 
43 

68 
40 

65 
38 

75 
42 

76 
38 

79 
39 

82 
41 

74 
55 

78.8 
49.3 

UTKESBURG  1  E 

MAX 
MIH 

77 
40 

82 
40 

87 
45 

89 
55 

85 
54 

81 
55 

82 
58 

84 
64 

82 
58 

74 
57 

76 
44 

86 
50 

87 
49 

82 
53 

79 
40 

80 
44 

-88 

46 

83 
51 

79 
57 

78 
58 

75 
55 

70 
48 

66 
35 

62 
48 

63 
47 

74 
32 

78 
32 

76 
35 

76 
45 

74 
50 

78.5 
48.2 

IXLLSBORO 

MAX 
MIH 

72 
35 

75 
37 

80 
42 

83 
45 

88 

45 

85 
56 

83 
59 

78 
65 

82 
58 

80 

51 

68 
43 

72 
43 

85 
48 

88 
47 

73 
34 

70 
35 

75 
42 

83 
49 

84 
57 

82 
60 

78 
49 

62 

34 

64 
33 

63 
36 

56 
35 

68 
33 

75 
33 

78 
33 

82 

36 

77 
40 

76.3 
43.8 

lELLSTILLE 

MAX 
MIH 

76 
43 

76 
41 

80 
48 

81 
55 

84 
58 

80 
59 

78 
63 

82 
62 

88 
60 

78 
61 

76 
48 

85 
49 

89 
56 

82 
64 

75 
41 

74 
47 

77 
48 

87 
58 

83 
60 

85 
60 

79 

59 

68 
36 

67 
48 

68 
58 

66 
34 

73 
36 

77 
35 

76 
39 

76 
49 

69 
58 

77.8 
51.1 

nST  CHESTER 

MAX 
MIH 

76 
50 

78 
48 

83 
52 

76 
59 

85 
62 

85 
60 

85 
67 

87 

64 

89 
64 

68 
59 

80 
54 

86 
55 

90 
61 

81 
61 

74 
51 

73 
51 

77 
49 

89 
59 

85 
62 

83 
63 

73 
58 

69 
43 

69 
44 

64 
50 

70 
44 

74 
43 

78 
45 

78 
49 

79 
51 

72 
58 

78.5 
54.5 

riLUAMSPORT  4  E  WB  AP 

MAX 

MIH 

77 
46 

79 
44 

81 
52 

82 
60 

85 

61 

83 
64 

79 
67 

79 
66 

79 
60 

70 
52 

76 
51 

88 
49 

91 
56 

77 
47 

72 
42 

75 
48 

82 
49 

85 
58 

82 
61 

80 
63 

72 
45 

67 
40 

64 
38 

58 
48 

69 
45 

75 
39 

81 
39 

81 
40 

76 
44 

67 
54 

77.1 
50.9 

IILLIAMSTOWH 

MAX 

MIR 

77 
45 

79 
41 

81 
50 

7S 
57 

83 
58 

81 
60 

82 
64 

88 
62 

72 
60 

76 
49 

85 
49 

89 
56 

88 
62 

76 
43 

73 
48 

79 
48 

86 
57 

81 
60 

81 
60 

79 
56 

68 
35 

68 
35 

63 
52 

69 
44 

76 
35 

79 
35 

79 
39 

78 
43 

70 
58 

78.1 
50.4 

rORK  3  SW  POlfflMG  STATION 

MAX 

MIR 

81 
43 

80 
44 

84 
51 

84 
57 

89 
60 

87 
60 

82 
66 

87 
65 

93 
62 

85 
63 

79 
51 

87 
53 

92 
58 

91 
61 

85 
43 

77 
49 

80 
52 

89 
61 

87 
64 

88 
62 

85 
57 

70 
40 

71 
37 

67 
50 

70 

35 

77 
37 

81 
37 

83 
40 

78 
41 

71 
60 

82.0 
52.0 

S«*  nAnrnnom  notos 


iollowliig  Station 
225  - 


TABLE   6 
DAILY  EVAPORATION  (INCHES)  AND  WIND  MOVEMENT  (MILES) 


ramsTLVMiM 

SEPTEIffiER   1948 


DAY    OF  MONTH 

OCPAIfT- 

STATION 

TOTAL 

Flrati 
NomuL 

1 

2 

3 

4 

5 

6 

7 

e 

9 

10 

II 

12 

13 

14 

15 

16 

17 

le 

19 

eo 

21 

22 

23 

24 

2S 

26 

27 

26 

29 

30 

31 

COMTLOEliCE   1    SW 

BVAP 

WIND 

.149 
61 

.160 
18 

.123 
24 

.145 
16 

.109 
26 

.175 
46 

.073 
54 

.130 
33 

.105 
29 

.144 
45 

.094 
62 

.116 
15 

.168 
16 

.155 
39 

.218 
39 

.137 
32 

.116 
19 

.128 
12 

.109 
50 

.077 
43 

.050 
46 

.009 
12 

.074 
31 

.111 
45 

.048 
17 

.064 
35 

.106 
21 

.116 
30 

.095 
30 

.047 
34 

3.351 
980 

FOHD  CITy  4   S 

EVAP 
WIND 

.227 
67 

.152 
16 

.144 
S 

.113 
7 

.158 
12 

.180 
21 

.098 
36 

.137 
30 

.115 
22 

.108 
23 

.094 
9 

.114 
33 

.168 
24 

.181 
15 

.214 
52 

.127 
5 

.116 
8 

.237 
14 

.146 
31 

34 

.099 
25 

.028 
25 

.088 
23 

.106 
43 

.098 
63 

.071 
19 

.139 

21 

.130 
13 

.126 
25 

.079 
15 

3.793 
739 

HAILEY    1    S    WALLEN   D/UI 

EVAP 
WIKD 

.223 
98 

.201 
22 

.157 
38 

.166 
33 

.129 
41 

.144 
24 

.161 
33 

.083 
35 

.065 
29 

.152 
55 

.119 
20 

.066 
61 

.173 
70 

.234 
59 

.236 
64 

.171 
44 

.138 
27 

.141 
94 

.167 
142 

.103 
36 

.046 
49 

.127 
63 

.110 
49 

.068 
20 

.096 
43 

.244 
15 

.017 
28 

.118 
17 

.125 
IS 

.113 
23 

4.093 
13S0 

JAMESTOTO    2    KW 

EVAP 
WIND 

.201 
9 

.102 
70 

.OSS 
18 

.088 
15 

.140 
33 

.104 

19 

.116 
59 

.088 
34 

.108 
23 

.087 
21 

.073 
25 

.084 
33 

.150 
15 

.124 
29 

.174 
33 

.072 
17 

.081 
16 

.128 
36 

.148 

31 

28 

.071 
42 

.072 
36 

.074 
51 

.046 
57 

.054 

41 

.086 
40 

.128 
37 

.140 
29 

.086 
24 

.016 
54 

2.926 
975 

HEFTS   MILLS   4   HE 

EVAP 
WIND 

.182 
8 

.140 
11 

.126 
3 

.164 
8 

.126 

4 

.142 
4 

.084 
9 

.074 

14 

.136 

6 

.068 
11 

.090 
3 

.116 

.082 

10 

.188 
21 

.108 
18 

.138 
2 

.208 

5 

.022 
•    6 

.230 
9 

.084 

7 

.126 

20 

2 

15 

.128 
26 

.010 
24 

.168 

4 

.036 
12 

.216 
2 

.084 
9 

.038 

1 

3.314 

281 

TABLE    7 
DAILY    RIVER   STAGES    (FEET) 


RIVER   AND   STATION 


SCHmrLKILL 
READING 
PHILADELPHIA 


WEST  DRANCB 
RENOVO 
WILLIAHSPORT 


susquEHAmiA 

TOWANDA 
SUNBURT 
WILKES-BARRE 
HARRI8BURG 


ALLECHENT 
WARREN 
FRANKLIN 
PARKERS  LANDING 
LOCK  HO  5  SCHENLEY  L 
LOCK  HO  5  SCHENLEY  0 
LOCK  HO  8  UOSCROVE  L 
LOCK  NO  8  UOSCROVE  D 
LOCK  HO  4  NATRONA   L 
LOCK  NO  4  NATROHA   U 
LOCK  NO  3  ACUETONIA  L 
LOCK  NO  3  ACUETONIA  U 

KISKIHINETAS 
SALTSBDRC 
VAHDERORIFT 

YOnGHIOGHEHT 

CONFLUENCE 

SUTERSVILLE 

CONNELLSVILLE 

MONONGAEELA 

LOCK    NO   4    CHARLEROI 
LOCK   HO  4   CHARLEROI 
LOCK  NO  7   GREENSBORO  L. 
LOCK    NO    7    GREENSBORO U 
lie    KEESPORT 


DAY    OF    MONTH 


10.5 

9.4 

25112.9 


OHIO 


C0RA0P0LI3 
PITTSBDRGH 
MIDLAND    DAM    NO   7    L 
MIDLAND  DAM   NO  7   D 


2.2 
1  .2 

11.6 


9.3 
L2.8 
12. 4 


16.8 
9.4 
15.7 


-L 


111. 6 
1.0 
11.0 
14.4 
10.4 
9.3 
L2.8 
12. 4 


10.6 
11.2 
2.6 


9.6 
16.9  |16.8 
9.2 


1.6 
2.2 
1.2 

11  .5 
11. 0 

1.0  111. 
14.4  14. 
10.4 

9.3 
L2.8 
12.4 


9.6 
16.8 

9.4 
15.7 


9.6 
16.8 

9.4 
|15.6 


9.2 
12.8 
12.4 


10.8 
14.5 
10.4 
U.O 
2.6 


14.8 
10.6 


9.6 
16.8 

9.4 
15.7 


10       11       12       13       14       15       16       17       18       19      20     21      22     23     24     25     26     27     28     29     30      31 


11.0 
14.6 
10.6 
11.2 
2.6 


11.0 
14.6 
10.6 


9.8 
16.8 

9.2 
15.6 


ii:6  11.5 

11.0  U.O 
11.0  10.9 
14.4    14.4 


U.O    11.3 
14.6    15.2 
10.6    11 
11.2  pi. 2 
2.6 


9.7 
16.7 

9.6 
1^.6 


10.4 

9.3 

12.8 

.5    12.4 


10.4 
9.2 


2.6 


9.7 
16.7 

9.4 
15.4 


11.3 
15.0 
10.9 
11.3 
2.6 


9.8 
16.8 

9.8 
15.7 


l.l 


1.1 
LI. 4 
U.O 
10  .9 
14.3 
10.3 

9.1 
12.8 
12.4 


10.9 
10.9 


12.7 
12.4 


2.5 
3.6 
2.3      2.3 


11.6 
15.0 
10.6 


11.3 


1.0 
11.4 
10.9 
10.9 
14.3 
10.3    10.3 


12.7    12.7 
12.4    12.4 


10.8   10.9 
11.4    11.4 


9.7 
16.9 

9.3 
15.7 


9.1 


11.2 
15.0 
10.9 


16.8 
9.2 
15.5 


9.1 


U.O 

14.4 


U.O 
14.5 


10.3 

9.3 
12.7    12.7 
.4    L2.4    12.4 


11.1 
14.8 
10.6 
11.4 
2.9 


9.8 
16.8 
9.5 

15.6 


9.6 
16.6 

9.3 
15.4 


12.1 
15.7 
11.9 
12.1 
2.9 


10.0 
16.8 
9.5 
15.6 


10.5 
9.4 
12.8 


9.3 
12.8  112 
12.5    12.4 


8 

16.6 


2.0 
1.1 
11.4  111.4 


11.0 
.9  |l0.9  |l0.9  |10.9 
.3    14 

10.4  |10.3 
9.1 
12.7 
.4  |12.4  12.4 


2.3  2.3 
3.5  3.4 
2.2   2.2 


9.2 


11.7 
12.1 
3.3 


1.0 
11.4 
11.0 


10.3 
9.1 
12.7 
12.4 


10.0 
16.8 
9.5 
15.6 


11.4 
11.0 
10.9 
14.3 
10.3 
9.1 
12.7 
12.4 


The  following  reference  notes  apply  only  to  Table  7  -  Dally  River  Stages: 

Headings  ape  •ade  at  approalaately  7  a.m.  (local  tl«e) .   They  are  provisional  and  subject  to  correctlo 
Principal  Rivers  of  the  United  States". 

a  Obstructed  by  rough  ice. 

b  Frozen  but  open  at  gage, 

c  Upper  surface  of  saootb  ice. 

d  Ice  gorge  above  gage . 

e  Ice  gorge  beloe  gage. 


0.3 

0.6 

1.0 

111   2.9 


2.3 
1.4 

11.7 
11.2 
11.2 
14.6 
10.6 


10.8 
16.9 
10.4 
15.7 


1.4 


2111.3 
10.9 
10.9 
14.3 
10.3 
9.1 
1412  1 
2<12.4 


1.0 


9.6 
6.6 
9.2 
15.4 


Final  and  corrected  stages  will  be  published  in  the  annual  publication  -Daily  River  Stages- 


Shore  ice . 
Floating  ice. 
Pool  stage . 
Dry  at  gage  . 
Interpolated. 
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bJ 

ACJtKTONlA  LOCK  3  LOWER 

0022 

ALLEGHENY 

ALLEGHEIfY 

40  32 

79  49 

748 

EST 

7A 

44 

U  8  E  P  B  G 

3 

7 

ACMETONIA  LOCK  3  UPPER 

0023 

ALLEGHENY 

ALLEGHENY 

40  32 

79  49 

748 

EST 

U  S  B  P  B  G 

7 

ALBION 

0062 

ERIE 

LAKE  ERIE 

41  53 

80  22 

900 

EST 

7A 

7A 

4 

4 

ALBION  HIGH  SCHOOL 

2  3  4 

5 

AI.I.KNS  MILLS 

0099 

JEFFERSON 

ALLEGHENT 

41  12 

78  54 

1590 

EST 

MID 

10 

CHARLES  H  AJJLEN 

3  4 

ALLKNTOITN  WB  AIRPORT 

0106 

LEHIGH 

LEHIGH 

40  39 

75  26 

381 

EST 

HID 

HID 

10 

8 

U  3  WEATHER  BUREAU 

2  3  4 

5 

AM.FNTOWN  GAS  CO 

0111 

LEHIGH 

LEHIGH 

40  36 

75  28 

254 

EST 

7A 

7A 

27 

37 

ALLENTOWN-BETH  GAS  CO 

2  3 

5 

ALTOONA  HORSESHOE  CURVE 

0134 

BLAIR 

JUNIATA 

40  30 

78  29 

1500 

EST 

6P 

6P 

53 

64 

ALTOONA  WATFJt  BUREAU 

2  3 

5 

ARENDTSVILLE 

0229 

ADAHS 

SUSQUEHANNA 

39  55 

77  18 

710 

EST 

8A 

8A 

26 

26 

PA  STATE  COLL  ETP  STA 

2  3 

5 

AUSTINBURC  2  HI  W 

0313 

TIOGA 

CHEMUNG 

42  00 

77  32 

1590 

EST 

MID 

12 

USE  BALTO  HD 

3  4 

AVOCA  WILKSS-BARRE  SCRANTON  AI 

0319 

LUZERNE 

SUSQUEHANNA 

41  21 

75  43 

950 

EST 

MID 

MID 

1 

1 

CIVIL  AERO  ADM 

2  3 

5 

BAKERSTOWN  4  HI  WNTT 

0355 

ALLEGHENY 

ALLEGHENY 

40  40 

80  00 

1200 

EST 

7A 

7A 

1 

1 

A  H  BURKE 

3 

BARNES 

0409 

WARREN 

ALLEGHENY 

41  40 

79  01 

1310 

EST 

7A 

8 

U  S  E  P  B  G 

3 

HEAR  GAP 

0457 

NORTHUMBERLAND 

SUSQUEHANNA 

40  50 

76  30 

843 

EST 

MID 

3 

ROARING  CRKEK  WTB  CO 

3 

BEAVER  FALLS 

0475 

BEAVER 

BEAVER 

40  46 

80  19 

760 

EST 

7A 

40 

HOWARD  J  KEMP 

3 

7 

BEAVEBTOWN 

0482 

SNYDER 

40  45 

77  10 

640 

EST 

5P 

5P 

JAMES  F  KEEN 

2  3 

5 

BELLEFONTE  ROCEVIEW  FAKH 

0530 

CENTER 

WEST  BRANCH 

40  52 

77  47 

1060 

EST 

8A 

8A 

20 

32 

WESTERN  STATE  PEN 'TRY 

2  3 

5 

BERWICK 

0611 

COLUMBIA 

SUSQUEHANNA 

41  03 

76  14 

570 

EST 

6P 

6P 

3 

3 

AMKR  CAR  &  FOUNDRY  CO 

2  3 

5 

BETHLEHEM  RIVER  STATION 

0629 

NORTHAMPTON 

LEHIGH 

40  37 

75  22 

390 

EST 

7A 

3 

8 

HETilLKHEM  STEEL  CORP 

3 

BETHLEHEM  LEHIGH  UNIV 

0634 

NORTHAMPTON 

LEHIGH 

40  36 

75  23 

450 

EST 

MID 

MID 

47 

64 

LEHIGH  UNIVERSITY 

2  3  4 

5 

BLAIN 

0725 

PERRY 

SUSQUKHAMNA 

40  20 

77  31 

720 

EST 

HID 

11 

PENNA  DEPT  F  t  W 

3  4 

BLAIRSVILLE  6  MI  ENE 

073S 

INDIANA 

ALLEGHENY 

40  27 

79  09 

2048 

EST 

MID 

MID 

3 

12 

D  S  WEATHER  BUREAU 

2  3  4 

5 

BLAKESLEE  CORNERS 

0743 

MONROE 

LEHIGH 

41  06 

75  36 

1670 

EST 

BID 

11 

HAROLD  WILDBICE 

3  4 

BLOSERVILLE  1  MI  N 

0763 

CUMBERLAND 

SUSQUEHANNA 

40  16 

77  22 

650 

EST 

5P 

36 

MRS  B  M  WILLDERS 

3 

BOSWELL 

0820 

SOMERSET 

ALLEGHENY 

40  11 

79  08 

2684 

EST 

MID 

11 

FRANK  J  HOUPT 

3  4 

BRADDOCK  LOCK  2 

0861 

ALLEGHENY 

MONONGAHEI,A 

40  24 

79  52 

725 

EST 

7A 

14 

U  S  E  P  B  G 

3 

BRADFORD  CITY  HALL 

0867 

MC  KEAN 

ALLEGHENY 

41  58 

78  39 

1500 

EST 

8A 

22 

1 

RRAnFORD  DIS  FLO  COM 

3 

BRADFORD  4  MI  W  RESERVOIR  1 

0868 

MC  KEAN 

ALLEGHENY 

41  57 

78  44 

1680 

EST 

4P 

4P 

31 

BRADFORD  WATER  DEPT 

2  3 

5 

BRADFORD  5  S 

0869 

MC  KEAN 

ESt 

llA 

GEORGE  STRAND 

3 

BREKZEWOOD 

0905 

BEDFORD 

JUNIATA 

40  00 

78  14 

1352 

EST 

MID 

MID 

7 

7 

PA  TURNPIKE  COMM 

3 

BEOOKVILLE  AIRPORT 

1002 

JEFFERSON 

ALLEGHENY 

41  09 

79  06 

1407 

EST 

MID 

MID 

36 

57 

CIVIL  AKUn  ADH 

2  3  4 

5 

BRDCETON 

1033 

ALLEGHENY 

OHIO 

40  19 

79  59 

1000 

EST 

7A 

13 

RAY  WILSON 

3 

BUCKSTOWN 

1073 

SOMERSET 

CONE.UAUGB 

40  04 

78  51 

2480 

EST 

MID 

11 

RUSSELL  L  LAMBERT 

3  4 

BUFFALO  MILLS 

1087 

BEDFORD 

JUNIATA 

39  58 

78  39 

1318 

EST 

7A 

24 

NELLIE  E  BROWN 

3 

BURGETTSTOWN  3  HI  W 

1105 

WASHINGTON 

OHIO 

40  23 

80  26 

980 

SSI 

7A 

'  7A 

1 

1 

LANGLOTH  WATER  CO 

3 

BURNT  CABINS  2  MI  NE 

1115 

HUNTINGDON 

JUNIATA 

40  05 

77  52 

990 

EST 

MID 

MID 

7 

7 

PA  TURNPIKE  COMM 

2  3 

S 

BUTLER 

1130 

BUTLER 

BEAVER 

40  52 

79  54 

1100 

EST 

4P 

4P 

25 

35 

BUTLER  EAGLE 

2  3 

5 

BUTLER  SUBSTATION 

1135 

BUTLER 

BEAVER 

40  51 

79  53 

1140 

ESI 

MID 

11 

WEST  PEKN  POWER  CO 

3  4 

CAMP  HILL 

1198 

CUMBERLAND 

SUSQUEHANNA 

40  15 

76  56 

461 

ESI 

8A 

3 

JOSEPH  N  HOBAHT 

3 

CANTON  1  MI  NW 

1215 

BRADFORD 

SUSQUEHANNA 

41  40 

76  52 

1450 

ESI 

8A 

8A 

5 

9 

MILDRED  L  SPENCER 

2  3  4 

5 

CARLISLE 

1234 

CARLISLE 

SUSQUEHANNA 

40  12 

77  11 

473 

ESI 

6P 

6P 

80 

60 

PROF  CHAS  E  MII.I.KH 

2  3 

5 

CARROLLTOWN 

1255 

CAMBRIA 

WEST  BRANCH 

40  36 

78  42 

2165 

ESI 

7A 

5 

NED  E  WESTEICK 

3 

CARTER  CAMP 

1262 

POTTER 

VEST  BRANCH 

41  38 

77  45 

ESI 

MID 

10 

IRVING  E  GRESSEL 

3  4 

CEDAB  RUN 

1301 

LYCOMING 

WEST  BHA.NCH 

41  31 

77  28 

80C 

ESI 

7A 

3fl 

CHAELES  B  NIVISON 

3 

7 

CHADDS  FORD 

1342 

DELAWARE 

DELAWARE 

39  52 

75  35 

180 

ESI 

8A 

3 

HKRBKBT  W  GUEST 

3 

CHAMBERSBURG 

1354 

FRANKLIN 

POTOMAC 

39  56 

77  39 

64C 

ESI 

8P 

lOP 

48 

53 

CHARLES  A  BENDER 

2  3  4 

5 

CHARLEROI 

1372 

WASHINGTON 

MONONGAHELA 

40  08 

79  55 

104C 

ESI 

MQ] 

11 

WEST  PENN  POWER  CO 

3  4 

CHAHLEROI  LOCK  4  LOWER 

1377 

WASHINGTON 

UONONGABELA 

40  09 

79  54 

74C 

KSl 

7A 

63 

n  S  E  P  B  G 

3 

7 

CHARLEROI  LOCK  4  UPPER 

1378 

WASHINGTON 

MONONGAHELA 

40  09 

79  54 

740 

ESI 

U  S  E  P  B  G 

7 

CLARION  3  MI  SW 

1485 

CLARION 

ALLEGHENY 

41  12 

79  26 

1114 

KSl 

8J 

7A 

3 

41 

PA  ELECTRIC  CO 

2  3  4 

5 

CLAUSSVILLE 

1505 

LEHIGH 

LEHIGH 

40  37 

75  39 

670 

ESI 

9A 

3 

VERNA  A  DOTTEREH 

3 

CLATSVILLE 

1512 

WASHINGTON 

OHIO 

40  07 

80  25 

1170 

EST 

7P 

7P 

45 

45 

WALTER  B  PAGET 

2  3 

5 

CLEARFIELD 

1519 

CLEARFIELD 

WEST  BRANCH 

41  01 

78  27 

1140 

ESI 

7A 

32 

40 

WILLIAM  H  WITHEROW 

3 

COALDALE  GREENWOOD  RESERVOIR 

1572 

SCHUYLKILL 

SCHUYLKILL 

40  50 

75  56 

1026 

ESI 

7A 

26 

PABTHEE  VALLEY  WTR  CO 

3 

COALPOKT 

1581 

CLEARFIELD 

WEST  BRAMCH 

40  45 

78  32 

1480 

ESI 

7A 

4 

ADAM  I  NEFF 

2  3  4 

5 

COATESVILLE  1  MI  SW 

1589 

CHESTER 

DELAWARE 

39  58 

75  50 

342 

EBl 

8A 

8A 

61 

61 

PHILA  ELECTHIC  CO 

2  3  4 

S 

COATESVILLE 

1594 

CHESTER 

DELAWARE 

39  59 

75  48 

431 

EST 

7A 

2 

EDWARD  0  BEIDEMAK 

3 

COGAN  STATION  2  MI  N 

1631 

LYCOMING 

41  21 

77  05 

65C 

ESI 

lOA 

WILLIAM  B  WOLIE 

3 

COLUMBIA 

1675 

LANCASTER 

SUSQUEHAjniA 

40  02 

76  30 

30C 

ESI 

SE 

SE 

6 

6 

JAMES  E  BUST 

2  3 

S 

CONFLUENCE  1  HI  SW 

1705 

SOMERSET 

YOUGHIOGHEHY 

39  48 

79  22 

149C 

ESI 

8A 

SA 

3 

3 

U  S  E  P  B  6 

3  4 

6 

CONFLUENCE  1  Ml  NW 

1710 

SOMERSET 

YOUCmiOGHENY 

39  50 

79  22 

1331 

ESI 

7A 

74 

JOHN  L  REID 

3 

7 

CONHELLSVILLE 

1723 

FAYETTE 

MONONGAHELA 

40  01 

79  36 

990 

ESI 

7A 

10 

EMERY  C  STEWART 

3 

7 

CONNELLSVILLE  4  MI  N 

1728 

FAYETTE 

MONONGAHELA 

40  04 

79  34 

1145 

ESI 

MID 

11 

GEORGE  BAEB 

3  4 

CONSHOHOCKEN 

1737 

MONTGOMERY 

DELAWARE 

40  04 

75  19 

70 

ESI 

8A 

25 

PHILA  EI.EOTBIC  CO 

3 

CORAOPOLIS  DAM  2 

1773 

ATJ.EGHEinr 

OHIO 

40  31 

80  10 

720 

ESI 

7A 

40 

U  S  £  P  B  G 

3 

7 

CORRT 

1790 

ERIE 

ALLEGHENY 

41  55 

79  38 

1427 

ESI 

6P 

6P 

33 

33 

GEORGE  P  MULDEEIICK 

2  3 

5 

COUDEHSPORT 

1804 

POTTKK 

ALLEGHENY 

41  46 

78  01 

1653 

ESI 

51 

5P 

18 

23 

POTTEB  ENTEBPBISE 

2  3 

5 

COUDERSPORT  8  MI  E 

1809 

POTTER 

ALLEGHENY 

41  46 

77  53 

2425 

ESI 

8A 

2 

HOBEET  B  KEIIX 

3 

COVINGTON 

1832 

TIOGA 

SUSQUEHANNA 

41  45 

77  05 

1193 

ESI 

7A 

10 

GEOVEB  D  CLEVELAND 

3 

CREEESIDE 

1881 

INDIANA 

ALLEGHENY 

40  41 

79  12 

1035 

£S1 

7A 

8 

U  S  E  P  B  G 

3 

CRESSON  1  MI  E  SUMMIT 

1894 

CAMBRIA 

WEST  BRANCH 

40  28 

78  34 

2300 

SSI 

MH 

11 

PENNA  EDISON  CO 

3 

CTOWENSVILLE  6  MI  NW  AIRPORT 

1966 

CLEARFIELD 

WEST  BRANCH 

41  03 

78  35 

2215 

Esa 

MIE 

Mil 

6 

6 

U  S  WEATHJSK  BUREAU 

2  3  4 

5 

CUSTER  CITY  2  MI  W  SONGBIRD 

1978 

MC  KEAN 

ALLEGHENY 

41  55 

78  41 

212C 

SSI 

8A 

1 

BRADFORD  DIS  FLD  COM 

3 

DANVILLE 

2013 

MONTOUR 

SUSQUEHANNA 

40  58 

76  37 

460 

ESI 

7A 

S 

JAMES  A  BRYAN 

3 

DAUPHIN  3  MI  N 

2029 

DAUPHIN 

SUSQUEHANNA 

40  25 

76  56 

130C 

ESI 

7A 

i 

JOHN  HEPFOBD 

3 

DERRT 

2108 

WESTMORELAND 

CONEHAUGH 

40  20 

79  18 

115C 

ESI 

61 

61 

51 

51 

MBS  N  D  WINEMAN 

2  3 

5 

DINGBANS  FERRT 

2160 

PIKE 

DELAWARE 

41  13 

74  52 

360 

ESI 

7A 

11 

A  JORGENSON 

3  4 

DONEGAL 

2183 

WESTMORELAJO) 

CONEMAUGH 

40  06 

79  23 

1746 

ESI 

Mil 

MU 

S 

PEKNA  TURNPIKE  COMM 

2  3 

S 

DONORA 

2190 

WASHINGTON 

MONONGAHELA 

40  11 

79  51 

761 

ESI 

MID 

HID 

22 

22 

DONORA  ZINC  WORKS 

2  3 

5 

DOYLESTOWN 

2221 

BUCKS 

DELAWARE 

40  18 

75  08 

370 

ESI 

5P 

58 

GEORGE  HAHT 

3 

DRIFTWOOD 

2245 

CAMERON 

WEST  BRANCH 

41  20 

78  08 

820 

ESI 

MID 

11 

SIDNEY  KENNEDY 

3  4 

DU  BOIS  7  MI  E 

2265 

CLEARFIEIJ3 

WEST  BRANCH 

41  06 

78  38 

1670 

ESI 

7A 

11 

CITY  OF  DU  BOIS 

3  4 

DUHLO 

2298 

CAMBRIA 

CONEMAUGH 

40  17 

78  44 

2440 

ESI 

MID 

11 

MRS  D  L  WHITE 

3  4 

DUSHORE 

2323 

SULLIVAN 

WEST  BRANCH 

41  32 

76  24 

KSl 

MU 

11 

KENNETH  HOSIER 

3  4 

EAGLES  MERE 

2343 

SULLIVAN 

SUSQUEHANNA 

41  24 

76  35 

2O20 

ESI 

7A 

7A 

6 

12 

CARL  E  BIQGSE 

2  3  4 

5 

KA3T0N 

2423 

NOBTHAMPTON 

DELAWARE 

40  42 

75  12 

7 

-  827  - 
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STATION 


EAST  WATERFOBD  3  MI  B 

EBENSBUBG 

BLIZABErnrOWN 

EHPOBIUM 

ENGLISH  CEMTER 

EPHBATA 
EQOIKUNK 
EEIE  WB  CITY 
EBIE  AIRPORT 
EVERETT 

FARRELL  SHARON 
?OSD  CITT  4  UI  S 
FRANKLIN 

FREDERICKSVILLE  1  MI  SE 
FREELAND 

GALETON 
GEIGERTOWN 
GEORGE  SCHOOL 
GETTYSBURG 
GETTYSBURG  1  MI  S 

GIFFORD 

GLENCOE 

GLEN  ROCK 

CBL,EN  WILLARS  DASHIELDS  DAK 

GOOD  SPRINGS  1  HI  V 

GORDON 

GOULDSBORO 

GBANTVILLE  2  HI  SW 

SIATERFOSD 

GREENSBORO  LOCK  NO  7  LOWER 

GSEENSBOBO  LOCK  NO  7  UPPER 
GBEENSBDRG  2  HI  S  FILTER  STA 
GREENSBURG  2  MI  E  HWY  SHED 
GREENSBUBG  3  UI  SE  DNITT  RES 
GREENTILLE 

HANOVER 

HARBISBURG  3  MI  S  WB  AIRPORT 

HARRISBDRG  NORTH 

HAWLEY 

HAWLEY  1  UI  S  WALLEN  DAM 

HEWITT  2  HI  S 

KOLLIDAYSBUBG 

HOLLISTERVILLE 

HOLTWOOD 

HOHE 

BONSSDALE  4  HI  NW 

HONESDALE  6  UI  N  TANNERS  FLS 

HOOVERS V I LLE 

HOP  BOTTOM  2  MI  S 

HUNTINGDON 

HUNTSDALE 

HYNDUAN 

INDIANA  2  UI  SE 

INDIANA 

IRWIN 

JACKSON  SUMHIT 
JAMESTOWN  2  MI  NW 
JOHNSTOWN  1 
JOHNSTOWN  2 
JUNIATA  HOUSE 

KANE  1  MI  NW 
KANE  5  UI  SE 
KARTBAUS 

KIRKWOOD  1  UI  SW 
KREGAR  4  UI  SE 

KRESGEVILLE  3  MI  W  _ 
LAFAYETTE  MC  KEAN  PARK 
LAKEVILLE  1  HI  N 
LAMPETER  SCS  lA 
LANCASTER  2  NE  PUMP  STATION 

LANCASTER  2  NE  FILTER  PLANT 

LANCASTER  3  HI  NE  EXP  FARU 

LANSFOHD 

LANSFORD  FOREMANS  SHOP 

LATROBE 

LAURELTON  STATE  VILLAGE 
LAWRENCEVILLE 
LEBANON 

LEBANON  3  MI  SW 
LECONTES  HILLS  5  NW 

LEHIGHTON 

LE  ROY 

LEWIS  RUN  3  UI  S 

LEWISTOWN 

LINESVILLE  6  MI  NW  PENS  LINE 


X 

o 


2459 
2466 
2560 
2633 
2644 

2662 
2669 
2677 
26  H2 
2721 

2814 
2942 
3028 
3047 
3056 

3130 
3189 
3200 
3218 
3223 

3237 
3298 
3330 
3343 
3372 

3379 
3394 
3422 
3435 
3503 

3504 
3510 
3515 
3516 
3526 

3662 
3699 
3704 
3758 
3859 

3897 
4001 
4008 
4019 
4027 

4043 
4044 
4058 
4066 
4159 

4166 
4190 
4214 
4219 
4276 

4304 
4325 
4385 
4390 
4425 

4432 
4437 
4450 
4597 
4667 

4672 
4706 
4733 
4750 
4758 

4763 
4768 
4804 
4809 
4832 

4853 
4873 
4891 
4896 
4904 

4934 
4972 
4984 
4992 
5050 


COUNTY 


PERRY 

CAMBRIA 

LANCASTER 

CAMERON 

LYCOUING 

LANCASTER 

WAYNE 

ERIE 

ERIE 

BEDFORD 

UERCER 

ARMSTRONG 

VENANGO 

BERKS 

LUZERNE 

POTTER 

BERKS 

BUCKS 

ADAUS 

ADAHS 

UC  KEAN 

SOUEBSET 

YORK 

ALLEGHENY 

SCHUYLKILL 

SCHUYLKILL 

WAYNE 

DAUPHIN 

MONTGOUEBY 

GREENE 

GREENE 

WESTMORELAND 

WESTMORELAND 

WESTMORELAND 

UERCER 

YORK 

YORK 

DAUPHIN 

WAYNE 

WAYNE 

BEDFORD 

BLAIR 

WAYNE 

LANCASTER 

INDIANA 

WAYNE 

WAYNE 

SOMERSET 

SUSQUEHANNA 

HUNTINGDON 

CUMBERLAND 

BEDFORD 

INDIANA 

INDIANA 

WESTMORELAND 

TIOGA 

HERCEB 

CAMBRIA 

CAMBRIA 

HUNTINGDON 

MC  KEAN 

ELK 

CLEARFIELD 

LANCASTER 

WESTMORELAND 

CARBON 
UC  KEAN 
WAYNE 
LANCASTER 
LANCASTER 

LANCASTER 

LANCASTER 

CARBON 

CARBON 

WESTMORELAND 

UNION 

TIOGA 

LEBANON 

LEBANON 

CLEARFIELD 

CARBON 
BRADFORD 
HC  KEAN 
HIFFLIN 
CRAWFORD 


DRAINAGE 


JUNIATA 
CONEMAUGH 
SUSQUEHANNA 
WEST  BRANCH 
WEST  BRANCH 

SUSQUEHANNA 
DELAWARE 
LAKE  ERIE 
LAKE  ERIE 
JUNIATA 

BEAVEB 

ALLEGHENY 

ALLEGHENY 

SCHUYLKILL 

SUSQUEHANNA 

WEST  BRANCH 

SCHUYLKILL 

DELAWARE 

POTOMAC 

POTOMAC 

ALLEGHENY 

POTOMAC 

SUSQUEHANNA 

OHIO 

SUSQUEHANNA 

SUSQUEHANNA 

LEHIGH 

SUSQUEHANNA 

SCHUYLKILL 

MONONGAHELA 

HONONGAHELA 
HONONGAHELA 
MONONGAHELA 
HONONGAHELA 
BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

DELAWARE 

DELAWARE 

POTOMAC 

JUNIATA 

DELAWARE 

SUSQUEHANNA 

ALLEGHENY 

DELAWARE 

DELAWARE 

CONEMAUGH 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

POTOMAC 

CONEMAUGH 

CONEMAUGH 

HONONGAHELA 

SUSQUEHANNA 

BEAVER 

CONEHAUGB 

CONEMAUGH 

JXnilATA 

ALLEGHENY 
ALLEGHENY 
WEST  BRANCH 
SUSQUEHANNA 
YOUGHIOGHENY 

LEHIGH 

ALLEGHENY 

DELAWARE 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

SCHUYLKILL 

SCHUYLKILL 

CONEMAUGH 

SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
WEST  BRANCH 

LEHIGH 

SUSQUEHANNA 

ALLEGHENY 

JUNIATA 

BEAVEB 


»- 
< 


40  21 
40  29 

40  08 

41  30 
41  26 

40  10 

41  51 

42  07 
42  05 

40  00 

41  14 

40  43 

41  23 

40  27 

41  01 

41  44 

40  12 

40  13 
39  50 
39  48 

41  51 
39  49 

39  48 

40  33 
40  38 

40  45 

41  15 
40  22 
40  14 
39  47 

39  47 

40  16 
40  18 

40  17 

41  25 

39  48 

40  13 

40  16 

41  29 
41  28 

39  44 

40  26 

41  23 

39  50 

40  45 

41  37 
41  39 

40  10 

41  43 
40  29 

40  06 

39  49 

40  36 
40  37 

40  20 

41  57 
41  30 
40  20 
40  19 

40  22 

41  41 
41  36 
41  07 

39  51 

40  06 

40  54 

41  48 

41  27 

39  59 

40  03 

40  03 
40  04 
40  50 
40  50 
40  19 

40  54 

42  00 
40  20 

40  19 

41  09 

40  50 

41  40 
41  50 

40  35 

41  42 


Z 

o 

_l 

o     r 


77  33 

78  44 

76  37 

78  13 

77  17 

76  10 
75  13 
80  05 
80  12 

78  23 

80  30 

79  30 

79  49 
75  41 
75  54 

77  39 

75  50 

74  56 
77  14 

77  14 

78  36 

78  51 

76  44 

80  14 
76  30 

76  20 

75  27 

76  41 

75  27 

79  55 

79  55 

79  33 

79  30 

79  30 

80  23 

76  59 
76  51 
76  53 
75  10 
75  11 

78  32 

78  24 

75  26 

76  20 

79  06 

75  19 
75  17 
78  53 

75  43 

78  01 

77  19 

78  43 

79  07 

79  10 

79  42 

77  01 

80  28 

78  55 
78  55 

77  49 

78  48 
78  46 

78  07 

76  05 

79  14 

75  34 

78  40 

75  16 

76  14 
76  17 

76  17 

76  17 
75  53 

75  53 

79  23 

77  13 

77  08 

76  26 
76  28 

78  20 

75  43 

76  43 
78  39 

77  35 

80  31 


> 

UJ 


LlI 


TIME  OF 
OBSERVATION 


2125 
2170 

460 
1100 

881 

470 
920 
655 
732 
1020 

855 
950 
987 
800 
1970 

1330 
380 
160 
500 
570 

2220 
1620 
620 
1025 
1500 

900 
1850 
520 
160 
808 

808 

977 
1225 
1245 

930 

600 
335 
350 
980 
1180 

840 
lOOC 
136C 

2O0 
126C 

144 

lioq  EST 
166q  ESI 
ESI 
62CI  ESI 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
ESI 

EST 
EST 
EST 
EST 
EST 

EST 

EST 
EST 
ESI 
ESI 

ESI 
EST 
ESI 
ESI 
ESI 

ESI 


62( 

900 

1102 

1300 

1090 

1700 
1050 
1214 
1130 
56C 

1T5C 

201C 

86C 

43C 

247C 

82; 

213( 

1480 

40e 

25E 


ESI 
EST 
ESI 
ESI 
ESI 

ESI 
ESI 
ESI 
EST 
EST 

EST 
EST 
ESI 

ESI 
ES^ 

ESI 
ESI 
EST 
EST 
EST 


27C 

36  C 
1O30 
104( 
103C    ESI 


EST 

EST 
ESI 
ESI 


880  EST 
996  EST 
469  EST 
490  EST 
2320   EST 

58o|  EST 
EST 
170q  EST 
48C    EST 


8A 

KID 
HID 
MID 

5P 
8A 
7A 

88 
6P 


6P 


8A 
HID 


HH 


7A 
8A 
8A 
8A 
MID 

6P 

7A 

HID 

HID 

7A 

8A 
8A 
7A 
SA 
8A 

6P 
8A 
7P 
8A 
MID 

8A 
8A 

HID 
7A 

HID 

5P 
7A 

88 

7A 
7A 


6P 

HID 

6P 

6P 

8A 
HID 
9A 
8A 
8A 


MID 
8A 
8A 

HH 

9» 


It 

8i 

7A 
6P 
5P 
5P 

HID 
8A 
9A 

HID 
81 

HID 

Hn 


8/ 


HII 
51 

HH 

8i 
8i 
7i 
71 

HID 
6F 
8A 

HID 
7A 


YEARS  OF 
RECORD 


45  45 
60|  60 
31 
30|  39 
13)     17   13 

8 

11 

21 

2S|     34 

11 


IC 


PEjaSYLVAMIA 


OBSERVER 


U  S  WEATHER  BUREAU 
JOHN  L  MC  GOUGH 
MASONIC  HOME 
RDSSEL  S  PALMETSKR 
WILLIAM  3UDEBS 

WM  W  HALLIGAN 
ROSE  H  NEILSOR 
U  S  WEATHER  BUREAU 
CIVIL  AERO  ADM 
PENNA  TURNPIKE  CQHH 

CARNEGIE  ILL  STL  CORP 
D  S  E  P  B  G 
WU  K  FULLER 
HENRY  E  ROHRBACE 
ANDREW  B  KYANSHA 

W  GALE  LUSH 
WALTER  C  WOLF 

GEO  H  HART   

HUGE  C  MC  ILHEHNT 
NATL  MILITARY  PARK 

BRADFORD  DIS  FU)  C(  I 

C  E  SANDERS 

MBS  E  C  MC  WILLIAMS 

WH  H  MC  COMNELL 

PA  POWKR  k  LlCar  CO 

KRS  S  M  JOENSON 
L  H  ELLXKBKRCaER 
XDW  N  RBOADS 
CLAUDE  K  KULP 
U  S  E  P  B  O 

HARRY  MAPLE 
WESTHORELAND  WATER  CO 
PENNA  DSPT  HIGHWAYS 
WESTMORELAND  WATER  CO 
C  EARL  MILLER 

HANOVER  EVENING  SUN 
U  S  WEATHER  BUREAU 
GEO  S  BEAL 
MRS  D  U  PKNNELL 

PA  POWER  k  Licsrr  CO 

HISS  H  E  ROLAND 
JOHN  M  RINGLER 
PA  POWER  k   LIGHT  CO 
PA  WATER  k   POWER  CO 
B  J  MC  ELHOES 

GEO  C  WILLIAMS 
LESLIE  E  WALTEB 
PENNA  ELECTRIC  CO 
JOSEPH  J  SANAUSKAS 
HUNTINGDON  BROADTOPffl 

T  J  JINGLE 
W  J  EMERICK 
CLYMER  WATER  CO 
STATE  TEACHERS  COLL 
WESTMORELAND  WATER  CO 

ARCHIE  LAIN 
PA  DBPT  FRST  k   WTR8 
JOHNSTOWN  TRIBUNE 
CITY  OF  JOHNSTOWN 
J  EARL  MC  VEY 

SPRING  WATER  CO 
U  S  FOREST  SERVICX 
MRS  £  M  SHTTLTZ 
SOIL  CONSKRV  SERVICX 
PENNA  TURNPIKE  CCHIH 

CITY  OF  BETHLEHEM 
BRADFORD  DIS  FLD  CCMI 
MBS  REVEL  JENKINS 
SOIL  CONSKRV  SERVICE 
LANCASTER  WATER  BUR 

LANCASTER  WATER  BUR 
DR  CmMAN  E  STREET 
LEHIGH  NAVIG  COAL  CO 
PANTHER  VALLEY  WTB  CC 
WEST  PBNN  POWER  CO 

PENNA  DEPT  OF  WELFARE 
CARLOS  P  DARLING 
LEBANON  VALLEY  GAS  CO 
LEBANON  COUNTRY  CLUB 
PA  DEPT  FRST  k   WTRS 

GOODWIN  DE  FREEN 
DIMHIS  M  BAILEY 
BRADFORD  DIS  FLD  COHl 
AMERICAN  VISCOSE  CO 
MRS  R  M  CRUMB 


REFER 

TO 
TABLES 


2  3  5 

2  3  5 

3 

2  3  4  B 

3  4 

2  3  S 
3 

2  3  4  5 
3  4 

3  3  4  5 

2  3  5 

2  3  4  5  6 

2  3  4  5   7 

2  3  5 

2  3  5 


3 

3 
2  3 
2  3 

3  4 

3 

3  4 
3  4 
3 
3  4 

2  3 
3 

3 
3 
3 


2  3    5 

3  4 

3 
2  3    5 

2  3    5 

2  3  4  5 

3 
2  3    5 

2  3  4  5  6 

2  3  4  5 

3  4 

3 

2  3  4  5 

3  4 

3 

3  4 
3 
3 
2  3    5 

3  4 

3 
2  3  4  5 
2  3    5 
2  3    5 


3  4 
2  3  4 
2  3 

3  4 

3 

2  3 
3  4 
3 
3  4 

3 

3 
3 
3 
3  4 

2  3 

3 
3 
3 
3 
3 

3  4 

2  3 
2  3 

3  4 

3 

3  4 
3 
3 

3  4 
3 


5  6 
5 
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^^ 

TIME 

OF 

YEARS  OF 

d 

Z 
X 

COUNTY 

DRAINAGE 

1- 

O 

t-' 

OBSERVATION 

RECORD 

OBSERVER 

REFER 
TO 

STATION 

a: 

oJ 

LU 
Q 

< 

_1 

o 

_l 

> 

UJ 

UJ 

2 

a: 

o 

UJ 

o 

UJ 

Q. 

< 

TABLES 

Z 

o     r 

o     r 

UJ 

O 

UJ 

1- 

cr 
a. 

UJ 

t- 

a. 

> 

UJ 

LOCK  HATCH  1 

5104 

CLINTON 

WEST  BRANCH 

41  08 

77  28 

680 

EST 

7A 

7A 

57 

57 

SAMUEL  C  DICKEY  JB 

2  3    5 

LOCK  HATKH  3 

SlOB 

CLINTON 

WEST  BRANCH 

41  08 

77  27 

620 

EST 

HID 

11 

HUGH  F  PARKEB 

3  4 

LOiro  POND 

5160 

HONROE 

LEHIGH 

41  03 

75  30 

1860 

EST 

8A 

2 

THOMAS  MECKES 

3 

LTCIPPUS  1  MI  B 

5259 

WESTMORELAND 

YOUGHIOGHKNY 

40  14 

79  24 

1380 

EST 

5P 

53 

57 

WESTMORELAND  WATER  CO 

3 

■APLB  m.KN 

5368 

HONTGOHERY 

DELAWARE 

40  11 

75  11 

370 

EST 

8A 

3 

L  F  SCHEIBNER  JR 

3 

MAPLBTOH  DEPO" 

5381 

HUNTINGDON 

JUNIATA 

40  24 

77  56 

580 

EST 

7A 

10 

MRS  I  S  BUCHANAN 

3 

■ARTDS  HOOK 

5390 

DELAWARE 

DELAWARE 

39  48 

75  25 

12 

EST 

8A 

8A 

22 

22 

SUN  OIL  CO 

2  3    5 

UHIKNTILLS 

5400 

FOREST 

ALLEGHENY 

41  28 

79  07 

1780 

EST 

HID 

9 

U  S  FOREST  SERVICE 

3  4 

■ABION  CKMTKB  2  K  SB 

5408 

INDIANA 

CONEMAUGH 

40  45 

79  02 

1610 

EST 

7A 

6 

U  S  E  P  B  G 

3 

MABSBBUBG 

5435 

HC  KEAN 

AI.T.Rr.HRNY 

4i  51 

78  46 

2120 

EST 

8A 

1 

BRADFORD  DIS  FU)  COHH 

3 

KARTINSBDBG 

5453 

BLAIR 

JUNIATA 

40  18 

78  20 

1360 

EST 

HID 

11 

BLUE  UT  CANNERIES 

3  4 

IUIITIITSB0BG  BLAIB  CO  AIRPORT 

5454 

BLAIR 

JUNIATA 

40  19 

78  19 

1460 

EST 

HID 

MID 

6 

6 

CIVIL  AERO  ADM 

2  3  4  5 

■ATAMORAS 

5470 

PIKE 

DELAWARE 

41  22 

74  42 

455 

EST 

8A 

44 

HARRY  B ISLAND 

3 

MAUCH  CHTOK  1  III  SW 

5479 

CARBON 

LEHIGH 

40  51 

75  46 

800 

EST 

4P 

4P 

56 

56 

HENRY  S  HAAK 

2  3    5 

KATBURG 

5490 

FOREST 

ALLEGHENY 

41  36 

79  13 

1150 

EST 

7A 

3 

OPAL  LITTLEFIKLD 

3 

K  CONKBLLSBURG 

5526 

FULTON 

POTOMAC 

39  56 

78  00 

910 

EST 

7A 

16 

RUTH  L  ROETTGEH 

3 

■C  C05KBLLST0WS  4  HI  NW 

5534 

HUNTINCTON 

JUNIATA 

40  30 

78  08 

2340 

EST 

7A 

8 

PA  DFJ>T  FHST  &  WTHS 

3 

■C  KKKRPOHT 

5573 

AT.I.EGHKNY 

ALLEGHENY 

40  21 

79  52 

800 

EST 

7A 

20 

NATL  TUBE  CO 

3 

7 

■KADOW  HUH  PORDS 

5601 

LU7.ERNE 

41  13 

75  40 

2000 

EST 

MID 

JOSEPH  L  HART 

3  4 

■EADYILLE  1  HI  S 

5606 

CRAWFOBD 

ALLEGHENY 

41  37 

80  10 

1065 

EST 

8A 

8A 

54 

55 

CITY  OF  MEADVILLE 

2  3  4  5 

KEDIZ  BUTt 

5627 

ELK 

WEST  BRANCH 

41  17 

78  23 

1125 

EST 

MID 

7 

HRS  E  U  SNYDER 

3  4 

HERCZB  5  HI  NB  WB  AIRPORT 

5649 

HERCER 

BEAVKK 

41  17 

80  12 

1296 

EST 

MID 

MID 

9 

9 

U  S  WEATHER  BUREAU 

2  3  4  5 

HKRTER  HICanAT  SEED 

5654 

HKRCER 

BEAVER 

41  14 

80  15 

1240 

EST 

MID 

9 

PENNA  DEPT  HIGHWAYS 

3  4 

KKHCERSBURG 

5662 

FBANKLIN 

POTOMAC 

39  50 

77  54 

605 

EST 

SA 

EOLLIN  P  GILBERT 

3 

MKRWIKSBDBO 

5676 

NOBTEAMPTON 

40  57 

75  27 

840 

EST 

MID 

ROBERT  G  GOULD 

3  4 

HKYERSDAIJ! 

5684 

S0HEB3ET 

YOUGHIOGHENY 

39  49 

79  02 

1980 

EST 

8A 

10 

LOUIS  M  WELD 

3 

HLDDLETOITN  OLHSTED  FIELD 

5703 

DAUPHIN 

SUSQUnUANNA 

40  11 

76  46 

303 

EST 

HID 

MID 

18 

18 

U  S  AIR  FORCE 

2  3   5 

HIOLAJ«D  DAM  KO  7  LOWER 

5710 

BEAVER 

OHIO 

40  38 

80  28 

780 

EST 

IIP 

7A 

11 

12 

PERRY  P  CAMPBELL 

2  3   5 

7 

MIDLASD  DAM  NO  7  UPPra 

5711 

HEAVER 

OHIO 

40  38. 

80  28 

780 

EST 

PERRY  P  CAMPBELL 

7 

MILAN 

5731 

BRADFORD 

SUSQUKHAigjA 

41  55 

76  32 

820 

EST 

HID 

11 

W  S  HOBEBTS 

3  4 

HILANVILLE 

5738 

WAYNB 

DELAWARE 

41  40 

75  04 

750 

EST 

8A 

3 

CHAS  W  DAVIS 

3 

HILLEBSBDUG  2  HI  E 

5775 

DAUPHIN 

SUSQUEHANNA 

40  32 

76  56 

545 

EST 

MID 

11 

WH  n  NOVINGER 

3  4 

HILLTILLE 

5816 

COLUMBIA 

SUSQUEHANNA 

41  08 

76  32 

820 

EST 

UID 

11 

RUSSELL  SHEPLEY 

3  4 

HILBOY 

5825 

MIFFLIN 

JUNIATA 

40  43 

77  35 

770 

EST 

8A 

6 

DAVID  S  NACE 

3 

MONROE  PUBHACE 

5884 

HUNTINGDON 

JUNIATA 

40  42 

77  54 

1200 

EST 

MID 

7 

PENNA  STATE  COLLEGE 

3  4 

KOiraOETON  2  HI  S 

5889 

BRADFORD 

SUSQUEHANNA 

41  42 

76  28 

2200 

EST 

7A 

8 

PA  DEPT  FHST  &  WATERS 

3 

MONTROSE  3  MI  E  HIGHWAY  SHED 

5915 

SUSQUEHANNA 

SUSQUEHANNA 

41  50 

75  49 

1175 

EST 

8A 

8A 

43 

43 

HARRY  S  FANCHER 

2  3   5 

MOJrrBOSK 

5920 

SUSQUEHANNA 

SUSQUEHANNA 

41  50 

75  52 

EST 

UID 

11 

CONSUMERS  WATER  CO 

3  4 

HOSGROTE  LOCK  8  LOWEB 

5987 

ARMSTRONG 

ALLEGHENY 

40  52 

79  29 

808 

EST 

7A 

24 

U  S  E  P  B  G 

3 

7 

HOSGROTE  LOCK  8  UPPER 

5988 

ARMSTRONG 

ALLEGHENY 

40  52 

79  29 

308 

EST 

U  S  E  P  B  G 

7 

MOUNT  POCOKO  2  HI  N  WB  AP 

6055 

MONROE 

DELAWARE 

41  08 

75  22 

1914 

EST 

MID 

UID 

41 

43 

U  S  WEATHER  BUREAU 

2  3  4  5 

H0D5T  UNION  1  Ml  NW 

6067 

MIFFLIN 

JUNIATA 

40  24 

77  53 

800 

EST 

MID 

11 

Ml'  UNION  WATER  WORKS 

3  4 

HURHYSVILLE 

6111 

WESTMORELAND 

UONONGAHELA 

40  26 

79  42 

903 

EST 

HID 

8 

WM  UC  WILLIAMS 

3  4 

MYERSTOWN 

6126 

LEBANON 

SCHUYLKILL 

40  23 

76  18 

520 

EST 

8A 

8 

JOHN  W  WANDELL 

3 

NATRONA  LOCK  NO  4  LOWER 

6151 

ALLEGHENY 

ALLEGHENY 

40  37 

79  43 

800 

EST 

7A 

21 

U  S  E  P  B  G 

3 

7 

NATRONA  LOCK  NO  4  UPPER 

6152 

AT.I.KGHENY 

ALLEGHFJJY 

40  37 

79  43 

800 

EST 

U  S  E  P  B  G 

7 

HEFFS  MILLS  4  MI  NE 

6174 

HUNTINGDON 

JUNIATA 

40  40 

77  55 

960 

ESI 

8A 

8A 

8 

8 

8 

PENNA  STATE  COLLEGE 

2  3  4  5 

KESHAHINT  FALLS 

6194 

BUCKS 

DELAWARE 

40  09 

74  57 

40 

EST 

5P 

27 

33 

PHI LA  SUB  WATER  CO 

3 

NEWBURG  3  HI  W 

6225 

FRANKLIN 

SUSQUEHANNA 

40  09 

77  37 

745 

EST 

HID 

UID 

7 

7 

PENNA  TURNPIKE  COMU 

2  3    5 

SEW  CASTLE  1  MI  N  PUUP  STA 

6233 

LAWRENCE 

BEAVER 

41  01 

80  22 

900 

EST 

IIP 

IIP 

65 

62 

NEW  CASTLE  WATER  CO 

2  3  4  5 

NEWELL 

6246 

FAYETTE 

HONONGASELA 

40  05 

79  53 

800 

EST 

MID 

NOON 

35 

27 

GENERAL  CHEMICAL  CO 

2  3    5 

NEW  PARE 

6289 

YORK 

SUSQL-EHANNA 

39  44 

76  31 

780 

ESI 

6P 

24 

CLINTON  J  ALLEN 

3 

NEWPORT 

6297 

PERKY 

JUNIATA 

40  29 

77  08 

400 

ESI 

7A 

7A 

1 

18 

MRS  FRANCES  FRY 

3 

7 

NEW  TRIPOLI 

6326 

LEHIGH 

LEHIGH 

40  42 

75  46 

580 

ESI 

6P 

10 

FRED  C  OSWALD 

3 

NORHISTOWN 

6370 

MONTGOMERY 

SCHUYLKILL 

40  07 

75  20 

48 

ESI 

8A 

GEORGE  E  BOONE 

3 

ORWELL  3  HI  N 

6621 

BRADFORD 

SUSQUEHANNA 

41  55 

76  16 

1620 

ESI 

6P 

5 

WH  I  BROWN 

3 

PALH 

6681 

MONTGOMERY 

SCHUYLKILL 

40  26 

75  32 

380 

ESI 

8A 

7 

FRED  C  ESCHBACK 

3 

PA7,HERT0N 

6689 

CARBON 

LEHIC3B 

40  48 

75  37 

435 

ESI 

um 

MID 

n 

32 

NEW  JERSEY  ZINC  CO 

2  3  4  5 

PABKERS  LANDING 

6719 

ARMSTRONG 

ALLEGHENY 

41  06 

79  40 

llOO 

ESI 

7A 

64 

JANNETTE  E  SCHDLTZ 

3 

7 

PABKERS  LANDING  1  HI  E 

6724 

CLAHION 

AI.I.RraTRWY 

41  06 

79  41 

870 

ESI 

UID 

10 

PAUL  U  NKELY 

3  4 

PARK  PLACE  1  NW  WB  AIBPOBT 

6734 

SCHViLKIhL 

SCHUYLKILL 

40  51 

76  06 

195J 

ESI 

Mil 

HID 

5 

c 

U  S  WEATHER  BUREAU 

2  3  4  5 

PAUPACK 

6762 

PIKE 

DELAWARE 

41  24 

75  12 

1523 

EST 

8A 

32 

MISS  L  VETTERLINE 

3 

PECKS  POND 

6786 

PIKE 

DELAWARE 

41  17 

75  05 

1380 

ESI 

8A 

3 

CABRIE  NESS 

3 

PHILADELPHIA  DREZEL  INST  TEC1 

6879 

PHILADELPHIA 

39  57 

75  11 

3( 

ESI 

Mil 

Mil 

FRANCIS  K  DAVIS  JR 

2  3   5 

PHILADELPHIA  FBANKLIN  INST 

6884 

PHILADELPHIA 

DELAWARE 

39  58 

75  10 

lOO 

ESl 

lOA 

lOA 

7 

7 

FRANKLIN  INSTITUTE 

7 

PHILADELPHIA  WB  AIRPORT 

6889 

PHILADELPHIA 

DELAWARE 

39  53 

75  14 

20 

EST* 

UID 

UID 

7 

7 

U  S  WEAl-HEE  BUREAU 

2  3  4  5 

PHILADELPHIA  POINT  BREEZE 

6899 

PHILADELPHIA 

DELAWARE 

38  55 

75  12 

85 

EST 

HID 

MID 

24 

24 

ATLANTIC  REFINING 

2  3  4  5 

PHILADELPHIA  SHAWMONT 

6904 

PHILADELPHIA 

DELAWARE 

40  02 

75  15 

70 

EST 

7P 

7P 

32 

53 

SCHUYLKILL  NAVIG  CO 

2  3   5 

PHILADELPHIA  WB  CITY 

6909 

PHILADELPHIA 

DELAWARE 

39  57 

75  09 

174 

EST 

MID 

MID 

77 

77 

U  S  WEATUJiH  BUREAU 

2  3  4  5 

PHILLIPSBURG  7  MI  E  AIRPORT 

6916 

CENTRE 

JUNIATA 

40  54 

78  05 

1914 

EST 

MID 

MID 

6 

6 

CIVIL  AERO  ADM 

3  4 

PEOENIKTILLE  1  MI  E  PUMP  STA 

6927 

CHESTER 

SCHUYLKILL 

40  07 

75  30 

105 

EST 

ss 

8A 

37 

39 

PHILA  SUB  WATER  CO 

2  3  4  5 

PIKES  CREEK 

6939 

LUTaRRNB 

SUSQUEHANNA 

41  18 

76  06 

125C 

EST 

UID 

11 

ANDREW  STELTZ 

3  4 

PINE  GROVE  1  MI  NB 

6954 

SCHUYLKILL 

SUSQUEHANNA 

40  34 

76  22 

51£ 

ESl 

8A 

24 

PA  POWER  &  LIGHT  CO 

3 

PINE  GROVE  HILLS  1  HI  S 

6962 

HDNTINCaDON 

JUNIATA 

40  43 

77  54 

2060 

ESl 

UID 

6 

PENNA  STATE  COLLEGE 

3 

PITTSBUEOH  7  HI  SE  WB  AP 

6992 

ALLEGHENY 

MONONGAHELA 

40  21 

79  56 

127; 

EST 

Mil 

MID 
MID 

18 

18[ 

U  S  WEATHER  BUREAU 

2  3  4  5 

PITTSBUEGH  WB  CITY 

6997 

ALLE(HENY 

OHIO 

40  26 

80  00 

914 

EST 

HU 

78 

78 

U  S  WEATHER  BUREAU 

2  3  4  5 

7 

PLEASANT  MOUNT  1  Ml  W 

7029 

WAYNE 

DELAWARE  - 

41  44 

75  27 

181Q 

ESI 

7A 

27 

PENNA  GAME  COUM 

3  4 

POBT  ALLEGANY 

7103 

HC  KEAN 

ALLEGHENY 

41  48 

78  17 

150fl 

ESl 

7A 

6 

RALPH  MC  CORNELL 

3 

PORT  ALLEGANY  3  HI  SW 

7108 

HC  KEAN 

ALLEGHENY 

41  47 

78  19 

1580 

EST 

7A 

6 

CRYSTAL  SPG  TROUT  HCY 

3 

POBT  CLINTON 

7116 

SCHUYLKILL 

SCHUYLKILL 

40  35 

76  02 

430 

ESl 

8A 

8A 

10 

1( 

EARL  E  RARICK 

2  3  4  5 

PORTLAND 

7127 

NORTHAMPTON 

DELAWARE 

40  55 

75  06 

297 

EST 

8A 

c 

JOINT  BRIDGE  COHH 

3 

POTTSTOWN 

7149 

MONTGOHEHY 

SCHUYLKILL 

40  15 

75  39 

180 

EST 

6A 

57 

MILES  E  SMITH 

3 

POTTSVILLE 

7156 

SCHUYLKILL 

SCHUYLKILL 

40  41 

76  12 

820 

EST 

8A 

66 

POTTSVILLE  WAT'ER  CO 

3 

POTTSVILLE  PALO  ALTO  BBIDOE 

7161 

SCHUYLKILL 

SCHUYLKILL 

40  41 

76  11 

640 

EST 

7A 

£ 

JOHN  M  SHITH 

3 

PUNiSUTAWNEY  1 

7217 

JBFFE4S0N 

ALLKRHElfr 

40  57 

78  59 

1220 

EST 

7A 

28 

JOHN  VOLANSKY 

3 

229 
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PUNXSUTAWNET  2 

7222 

JETFEKSON 

nMtOfmrr 

40  56 

78  58 

1360 

EST 

MID 

8 

PENNA  KLBC  CO 

3 

PUTNEyVILLE  2  SE  DAM 

7229 

ARMSTRONG 

AT.t.Rr.HUNY 

40  55 

.79  17 

1270 

EST 

8A 

8A 

5 

5 

U  S  E  P  B  G 

2  3  4  5 

QCAKERTOWN 
RAYMOND 

7239 

BUCKS 

DELAWARE 

40  26 

75  20 

480 

EST 

5P 

5P 

62 

64 

JOHN  E  BENNKB 

2  3    S 

7310 

POTTER 

ST  LAWRENCE 

41  52 

77  52 

2220 

EST 

MID 

10 

ARTHUR  LENGAN 

3  4 

HEADING  ira  CITY 

73  18 

BERKS 

SCHUYLKILL 

40  20 

75  56 

266 

EST 

MID 

MID 

51 

79 

0  S  WKATHKK  BUREAU 

2  3  4  5 

7 

REN070 

7409 

CLINTON 

WEST  BRANCH 

41  19 

77  46 

645 

EST 

7A 

51 

MRS  C  W  BAIED 

3 

7 

RENOVO  6  MI  S  STATE  CAHP 

7410 

CLINTON 

WEST  BRANCH 

41  14 

77  46 

2035 

EST 

MID 

11 

PA  DEPT  FRST  fc  WATERS 

3  4 

RETREAT  FARMS 

7417 

LUZERNE 

SUSQUEHANNA 

41  11 

76  06 

560 

EST 

6P 

6P 

16 

16 

THEO  J  SAMPSON 

2  3    5 

REW 

7425 

MC  KEAN 

ALLEGHENY 

41  54 

78  32 

2250 

EST 

8A 

1 

BRADFORD  DIS  FLD  COMM 

3 

RICKS  LANDING  LOCK  NO  6 

7443 

GREENE 

MONONGAHELA 

39  57 

80  00 

775 

EST 

7A 

14 

U  S  E  P  B  G 

3 

RIDGWAY 

7477 

ELK 

ALLEGHENY 

41  26 

78  44 

1385 

EST 

7A 

7A 

33 

42 

WEST  PENS  POWER  CO 

2  3  4  5 

RINGTOWN  1  MI  SW 

7497 

SCHUYLKILL 

SUSQUEHANNA 

40  51 

76  15 

1080 

EST 

88 

58 

BOBO  SHENANDOAH 

2  3    5 

ROCHESTER  1  MI  N 

7540 

BEAVER 

BEAVER 

40  43 

80  18 

935 

EST 

MID 

DUQUESNE  LI(ST  CO 

3  4 

RDSH  6  MI  S 

7694 

SUSQUEHANNA 

SUSQUEHANNA 

41  42 

76  03 

EST 

8A 

4 

H  HAUDE  MC  CAIN 

3 

SAFE  HARBOR  DAM 

7732 

LANCASTER 

SUSQUEHANNA 

39  56 

76  23 

180 

EST 

N0(» 

10 

PA  WATER  b  POWER  CO 

3 

SAGAMORE  1  MI  SE 

7739 

INDIANA 

ALLEGHENY 

40  46 

79  14 

1320 

EST 

7A 

8 

U  S  E  P  B  G 

3 

SALTSBURG 

7796 

INDIANA 

KISKIMINETAS 

40  29 

79  27 

849 

EST 

8A 

54 

WALTER  B  SULLIVAN 

3 

7 

SAXTON 

7846 

BEDFORD 

WEST  BRANCH 

40  13 

78  15 

800 

EST 

7A 

8 

HUNTINGDON  BBGADTOP  RI 

3  4 

SCANDIA 

7855 

WABREN 

ALLEGHENY 

41  55 

79  02 

2040 

EST 

MID 

8 

U  S  E  P  B  G 

3  4 

7 

SCHENLEY  LOCK  5  LOTCH 

7863 

ARMSTRONG 

ALLEGHENY 

40  41 

79  40 

783 

EST 

7A 

70 

U  S  E  P  B  G 

3 

SCHENLEY  LOCK  5  DPPER 

7864 

ARMSTRONG 

*T.T.Er,m?iJT 

40  41 

79  40 

783 

EST 

U  S  S  P  B  G 

7 

SCHANTON  TO  CITY 

7902 

LACKAWANNA 

SUSQUEHANNA 

41  25 

75  40 

805 

EST 

MID 

MID 

48 

48 

0  3  WEATHER  BUREAU 

3  4 

SKLINSGROTE  AIRPORT 

7931 

SNYDER 

SUSQUEHANNA 

40  49 

76  52 

460 

EST 

5P 

5P 

58 

58 

EUGENE  H  STEESE  HGB 

2  3    5 

SELLEBSVILLE  2  MI  KW 

7938 

BUCKS 

SCHUYLKILL 

40  23 

75  20 

530 

EST 

HID 

11 

SELLEBSVILLE  WATER  CO 

3  4 

7 

SE»AHD 

7956 

WESTMORFT.AND 

CONEMAUGH 

40  25 

79  01 

1122 

EST 

7A 

10 

KDW  L  STUTZMAN 

3 

SHADE  GAP 

7965 

HUNTINGDON 

JUNIATA 

40  11 

77  52 

940 

EST 

MID 

10 

MRS  HEI.KN  L  PYLK 

3  4 

SHAMOKIN 

7978 

NORTHUMBERLAND 

SUSQUEHANNA 

40  47 

76  34 

750 

EST 

8A 

44 

ROARING  CRKKK  WTR  CO 

3 

SHAEPSTIUiE 

8000 

MERCER 

BEAVER 

41  16 

80  29 

951 

EST 

7A 

10 

HRS  M  J  KELLEY 

3 

SHEFFIELD  6  HI  W  CHERRY  GROVI 

8026 

WARREN 

ALLEGHENY 

41  42 

79  09 

1940 

EST 

HID 

11 

L  N  HANSON 

3  4 
2  3    5 

SHIPPENSBURG 

8073 

CUMBERLAND 

SUSQUEHANNA 

40  03 

77  32 

709 

EST 

4P 

4P 

16 

20 

STATE  TEACHERS  COLL 

SKETBPORT  HIGHWAY  SHED 

8190 

MC  KEAN 

ALLEGHENY 

41  48 

78  27 

1510 

EST 

MID 

11 

PENNA  DEPT  OF  HWTS 

3  4 
2  3    5 

SOMERSET  WATER  WOHKS 

8249 

SOMERSET 

YOOGHIOGHEKY 

40  01 

79  05 

2100 

EST 

6P 

6P 

79 

65 

D  L  GROVE 

SOMERSET  2  MI  E  SUBSTATION 
SOUTH  CANAAN  1  MI  E 

8254 
8275 

SOMERSET 
WAYNE 

YODGHIOGHKNY 

40  01 

41  31 

79  03 
75  24 

2280 
1380 

EST 
EST 

7A 
MID 

13 

PENNA  ELECTRIC  CO 
EUGENE  M  COOK 

3 
3  4 

SOOTH  MOUNTAIN 

8308 

FRANKLIN 

POTOMAC 

39  51 

77  30 

1600 

F^ 

7A 

9 

PENNA  DEPT  OF  HEALTH 

3 

SPRING  GROVE 

8379 

YORK 

SUSQUEHANNA 

39  52 

76  52 

470 

EST 

4P 

8 

P  H  GLATFELTEB  CO 

3  4 

SPRINGS  1  MI  SW 

8395 

SOMERSET 

YOUGHIOGHKNY 

39  44 

79  10 

2500 

EST 

8P 

8P 

29 

29 

ALLEy  E  YODER 

2  3    5 

SPRUCE  CREEK 
STATE  COLLEGE 
STRAUSSTOWN 

8405 
8449 
8570 

HUNTINGDON 

CENTRE 

BERKS 

JUNIATA 
WEST  BRANCH 
SCHUYLKILL 

40  36 
40  48 
40  30 

78  08 
77  52 
76  11 

760 

1175 

600 

EST 
ESI 
ESI 

MID 

7A 

MID 

8A 

61 

2 

64 

3 

HRS  C  E  SEIBBR 
PENNA  STATE  COLLEGE 
ROBT  B  HIESTEB 

3 
2  3  4  5 
3 

STRONGSTOWH 

STHOUDSBURG  2  MI  B  SDBSTATIOl 

STROUDSBDRG 

8589 
8596 
8601 

INDIANA 

MONROE 

MONROE 

CONEMAUGH 

DELAWARE 

DELAWARE 

40  33 

41  00 
40  59 

78  55 
75  09 
75  11 

1880 
327 
390 

ESI 
ESI 
ESI 

9A 

MID 

9A 

MID 

31 

8 
31 
10 

HARRY  r   BEHNETT 
METROPOLTH  EDISON  CO 
SEWAGE  TRKATMXNT  WKS 

3  4 
3 

3  4 
3 
3  4 

STUMP  CREEK 

8610 

JEFFERSON 

ALLEGHENY 

41  01 

78  50 

1320 

ESI 

7A 

8 

U  S  E  P  B  0 

SUNBURY 

8668 

NORTHUMBERLAND 

SUSQUEHANNA 

40  51 

76  48 

440 

ESI 

7A 

26 

CHAS  W  BAYLEB 

SUNBUBY  AIRPORT  2  MI  N 

8673 

NORTHUMBERLAND 

SUSQUEHANNA 

40  54 

76  47 

454 

ESI 

MH 

MID 

3 

3 

CIVIL  AERO  ADM 

2  3    5 
3 
3 
3 
3  4 

SUSQUEHANNA 

8692 

SUSQUEHANNA 

SUSQUEHANNA 

41  57 

75  36 

lOOO 

ESI 

7A 

14 

LAURA  BENSON 

SUTERSVILLE 

8699 

WESTMORELAND 

YOUGHIOGHENY 

40  14 

79  48 

770 

ESI 

7A 

8 

J  H  CRUMRINE 

TAMAQUA 

TAMAQUA  4  HI  N  STILL  CRK  DAM 

8758 
8763 

SCHUYLKILL 
SCHUYLKILL 

SCHUYLKILL 
SCHUKLKILL 

40  48 
40  51 

75  58 

76  00 

80C 
1120 

ESI 
ESI 

7A 
7A 

7 
16 

MARY  L  ROBERTS 
PANTHER  VALLEY  WTR  CO 

TAMARACK  2  MI  S  FIRE  TOWER 

8770 

CLINTON 

WEST  BRANCH 

41  24 

77  51 

220( 

ESI 

7A 

6 

6 

JAMES  E  SCHWARTZ 

2  3    5 
2  3    5 
2  3    5 

3  4 
2  3  4  5 

TIONESTA  2  MI  SE  DAM 
TITUSVILLE  2  MI  S 
TITUSVILLE 

8873 
8880 
8885 

FOREST 

VENANGO 

CRAWFORD 

ALLEGHENY 
ALLEGHENY 
ALLEGHENY 

41  29 
41  36 
41  38 

79  26 
79  40 
79  40 

1200 
1550 
1200 

ESI 
ESI 
ESI 

8A 
51 

8A 

5J 

Mir 

5 
5 

12 

S 

IC 

U  S  £  P  B  G 

U  S  WEATHER  BUREAU 

PENNA  KLKCTHIC  CO 

TOWANDA 

8905 

BRADFORD 

SUSQUKKANNA 

41  46 

76  26 

75S 

ESI 

71 

7P 

54 

54 

HRS  H  0  PARKS 

TOWER  CITY  5  SW 

8910 

DAUPHIN 

SUSQUEHANNA 

40  32 

76  37 

725 

EST 

BS 

3 

HARBISBUBG  WATER  DEPT 

3 
2  3  4  5 
3  4 
3  4 
3  4 

TUNKHANNOCK  1  MI  S  AIRPORT 

8982 

WYOMING 

SUSQUEHANNA 

41  32 

75  57 

639 

EST 

9A 

9A 

3 

7 

J  D  CHAMBERS  WBSi 

TUNNELTON 

8989 

INDIANA 

CONEMAUGH 

40  27 

79  23 

900 

ESI 

MID 

8 

W  D  WEIMEB 

TYRONE  4  MI  NE  BALD  EAGLE 
UNION  CITY  1  MI  * 

9024 
9041 

BLAIR 
ERIE 

JUNIATA 
ALLEGHENY 

40  43 

41  54 

78  11 

79  52 

1080 
1280 

ESI 
ESI 

HID 
HID 

11 
11 

FRED  L  FRIDAT 
PENNA  EI.ECTRIC  CO 

DNIONTOWN 

9050 

FAYETTE 

MONONGAHELA 

39  54 

79  44 

1040 

ESI 

6P 

6P 

59 

60 

2  3    5 

VANDERGBIFT 

9128 

WESTMORELAND 

KISKIMINETAS 

40  36 

79  33 

800 

ESI 

7A 

9 

UNITED  ENG  k   FHDBY  CO 
KUGrai  R  YUUNU 

3 

3  4 
3 
2  3   5 

TANDEHGRIFT  2  MI  W 

9133 

WESTMORELAND 

KISKIMINETAS 

40  36 

79  36 

995 

Mm 

IC 

TI1«3IRTILLK 
WARREN 

9196 
9298 

BERKS 
WARREN 

SCHUYLKILL 
ALLEGUKNY 

40  31 

41  50 

75  52 
79  09 

230 
1190 

ESI 

EST 

7P 

8A 
7A 

52 

3 

60 

MEBRELL  L  JORDAN 

1 

WASHINGTON 

9312 

WASHINGTON 

OHIO 

40  11 

80  14 

1200 

EST 

HIE 

10 

PKHSA  DEPT  OF  HWTS 

3  4 
3 
3 
3  4 

2  3   5 

WATBODS  9  MI  S  LEE  FIRE  TOWKI 

9340 

TIOGA 

WEST  BBANCH 

41  37 

77  33 

2425 

EST 

7A 

S 

PA  DEPT  FRST  fc  WTRS 

WATSONTOWN 
WATNESBUKG  2  MI  W 

9345 
9362 

NORTHUMBERLAND 
GREENE 

MONONGAHELA 

41  05 
39  54 

76  52 
80  13 

490 
98C 

EST 
EST 

6P 

6F 
7A 

19 

21 

WILLIAM  H  BIRD 

HFBS  LIGHT  b  HEAT  CO 

WAYNESBURG  1  HI  E 

9367 

GREENE 

MONONGAHELA 

39  54 

80  10 

940 

EST 

HII 

10 

RALPH  M  AMOS 

WEBSTER  HILLS  3  MI  SW 

9380 

FULTON 

POTOMAC 

39  50 

78  05 

920 

EST 

MU 

7 

WH  D  COVER 

3  4 

2  3    5 

3  4 
2  3    5 

3 

WELLSBORO 

9407 

TIOGA 

WEST  BRANCH 

41  45 

77  17 

1319 

EST 

7A 

7A 

69 

78 

M  S  BLISS 

WELLSBORO  2  MI  E 

9412 

TIOGA 

WEST  BRANCH 

41  45 

77  15 

1610 

EST 

MID 

12 

IDA  S  MATNABD 

WELLSVILLE 

9420 

YORK 

SUSQUEHANNA 

40  03 

76  57 

500 

EST 

5P 

5P 

2 

2 

D  D  HOOVER 

WEBNERSVILLE 

9430 

BERKS 

SCHUYLKILL 

40  20 

76  05 

4  CO 

EST 

7P 

11 

J  H  THOMPSON 

WEST  CHESTER 

9464 

CHESTER 

DELAWARE 

39  57 

75  36 

4O0 

EST 

7P 

7P 

93 

98 

CLYDE  T  SAYLOR 

2  3    5 
3 
3 
3 
3 

WEST  GROVE  1  MI  SE 

9503 

CHESTER 

DELAWARE 

39  48 

75  49 

452 

EST 

8A 

19 

CONRAD-PYLE  CO 
U  S  E  P  B  G 

WHITESBURG 

9655 

ARMSTRONG 

AT.T.V^HENY 

40  45 

79  24 
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REFERENCE  NOTES 

he  four  digit  Identiflcmtlon  nuBbers  in  the  index  mnOier  coluan  of  the  Station  Index  are  assigned  on  a  state  basis.   There  will  be  no  duplication  of  nuHbera 

Ithin  a  state. 

tatlons  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  alssing  or  received  too  late  for  inclusion  in  this  issue. 

elayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  Issues  of  this  bulletin. 

Bta  in  Tables  3,  5  and  6  are  for  the  24-hours  ending  at  tl»e  of  oi».«»-F»ti<m. 

-  No  record. 

-4-  Mma»   aiKO  on  later  dates. 

*  AaouBt  included  In  following  seasureaent,  tl«e  distribution  unknown. 

//  Gage  is  e<]uipped  with  windshield. 

6  Ho  recording  gage,  precipitation  is  measured  at  6-hourly  intervals. 

a,  b,  c,  through  i  Number  of  days  missing,   a  indicates  one  day  missing,  b  indicates  two  days  missing,  etc. 

ss  This  entry  in  time  of  observation  column  in  Station  Index  means  sunset.  ^  ^i      „  ^tt.  *^.^=   ...f. ...>..... 

r  Station  equipped  with  recording  gage  only.   All  amounts  in  Table  3  are  from  the  non-recording  gages,  except  for  stations  with  this  reference. 

X  Daily  precipitation  totals  in  Table  3  are  for  the  24-hours  ending  at  1:30  A.H. ,  E.3.T. ,  of  the  following  day. 

z  Hourly  amounts  from  recording  gage  at  the  same  site  may  be  found  in  Table  4. 

T  Trace,  an  amount  too  small  to  measure. 

teta  in  Table  4  were  formerly  published  in  the  Hydrologic  Bulletins  for  North  Atlantic  District  and  Ohio  Biver  District.   Amounts  in  this  table  are  from 
recording  gages.   Traces  are  not  shown. 

Subscription  Price:   15^  per  copy;  $1.50  a  year.   (Yearly  subscription  includes 
Annual  Summary.   Correspondence  regarding  subscriptions  should  be  addressed  to 
the  Weather  Records  Processing  Center,  Federal  Building,  Albany  1,  N.Y.) 
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PENNSYLVANIA  -  OCTOBER  1948 
L.  F.  Conover,  Section  Director  -  Harrisburg 

GENERAL  SnHMARY 

The  pleasant  harvest  month  was  more  cloudy  and  cooler  than  usual.  The  sharp  contrast  between  the  customary  October  ant 
that  just  closed,  was  emphasized  by  the  rainy  period  that  lasted  through  the  first  three  weeks.  Total  sunshine  for  tl 
month  at  Pittsburgh  was  only  18%  of  possible  compared  to  the  normal  of  55%.  The  third  decade  had  typical  Indian  Sujuu 
weather  that  enabled  farmers  to  complete  many  Fall  chores. 

Although  the  precipitation  average  was  just  under  normal,  the  frequent  and  ample  amounts  received  before  the  20th  re- 
lieved the  growing,  critical  need  for  rainfall.  The  heaviest  precipitation  occurred  on  th  17th  as  a  storm  developed  ( 
a  cold  front  ushering  in  a  strong  and  cold  high  pressure  system.  Twenty-four  hour  precipitation  amounts  were  under 
2.00  inches  but  Sunday  travelers  in  the  North-Central  Counties  were  caught  in  a  sudden  snowstorm.  Traces  of  snow  wer( 
reported  over  the  mountains  as  far  south  as  Adams  County.  Only  in  Tioga  and  Bradford  Counties,  did  amounts  reach  4  to 
inches  in  depth.   Earlier  snow  storms  have  been  reported  but  this  occurrence  was  unusual. 

The  growing  season  ended  with  killing  frost  in  many  northern  and  mountain  areas  at  various  dates  prior  to  the  19th,  bi 
on  that  aate  the  freezing  temperature  following  the  snowstorm,  ended  vegetal  growth  generally  over  the  State.  The  coi 
harvest  was  excellent  this  year  and  the  potato  yield  was  of  record  proportions. 

A  subsiding  (settling)  layer  of  air  existed  over  western  Pennsylvania  and  West  Virginia  on  the  26th,  at  about  3000  fe« 
elevation.  This  layer  subsequently  dropped  very  close  to  the  ground,  creating  a  gray,  oppressive  fog  blanket  that  ac 
cumulated  Industrial  gases  and  smoke,  requiring  illumination  inside  and  out  at  midday.  Twenty  aged  Inhabitants  of  thi 
Industrial  town  of  Donora  died  of  respiratory  or  cardiac  diseases  and  some  400  others  were  stricken  during  the  period 
of  the  26th  to  31st.  These  were  attributed  to  the  toxic  action  of  the  captive  fumes.  Official  conclusions  as  to  the 
actual  cause  of  the  deaths  and  sickness  have  not  been  reached.  A  similar  Instance  of  this  nature  was  reported  for 
Belgium,  when  on  December  5,  1930,  60  persons  died  in  the  Ueuse  River  valley  near  Liege. 

TEMPERATURE 

The  average  temperature  for  the  State  as  deduced  from  the  reports  of  115  stations  was  50.2°,  which  is  2.4°  below  the 
61-year  normal  for  October.   The  highest  monthly  mean  was  58.4°  at  Marcus  Hook  and  the  lowest  was  44.1°  at  Kane.   Ex- 
tremes ranged  from  a  maximum  of  85°  at  Phoenixville  on  the  1st  to  a  minimum  of  14°  at  Burnt  Cabins  on  the  3rd  and 
Hawley,  1  S  Wallenpaupack  Dam  on  the  22nd. 

PRECIPITATION 

The  average  precipitation  for  the  State,  as  deduced  from  the  observations  at  117  stations,  was  3.08  Inches,  which  is 
0.15  inch  below  the  61-year  normal  for  October.   The  greatest  monthly  amount  was  5.99  Inches  at  South  Mountain,  while 
the  least  was  0.96  inch  at  Allentown-Easton  Airport.   The  greatest  amount  recorded  in  any  24  consecutive  hours  was  2.' 
inches  at  South  Mountain  on  the  6th. 

The  average  snowfall  for  the  State  was  0.2  inch,  which  Is  also  the  61-year  normal.  The  greatest  monthly  snowfall  was 
5.0  inches  at  Monroeton.   The  greatest  fall  for  any  observational  day  was  5.0  Inches  at  Monroeton  on  the  17th  and  18t: 


ACKNOWLEDGMENTS 

In  addition  to  the  climatologlcal  data  from  some  6,000  Weather  Bureau  and  cooperative  weather  stations,  this  bulletin 
series  contains  records  from  the  Hydrocllmatlc  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologlc 

Bulletin  Series.   The  Hydrocllmatlc  Network  is  a  nationwide  net  of  rain  gages mostly  of  the  recording  type  which  pn 

duce  continuous  records  of  precipitation.   It  was  established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Depar 
ment  of  the  Army,  to  supplement  existing  precipitation  stations  in  order  to  provide  records  of  rainfall  intensity 
which  were  essential-  to  the  planning  of  flood  control  and  related  works  by  the  Corps  of  Engineers.   This  Network,  now 
numbering  about  2,000  recording,  and  1,000  non-recording  gages,  has  been  maintained  by  the  Weather  Bureau  through  worl 
ing  funds  transferred  annually  to  the  Weather  Bureau  by  the  Corps  of  Engineers.   These  transfers  averaged  about 
$250,000  per  year  between  1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42,  the  Department  i 
Agriculture  transferred  about  $100,000  per  year  to  provide  data  required  in  its  work,  and  since  1947  the  Bureau  of 
Reclamation  has  transferred  about  $25,000  per  year  to  meet  the  increasing  needs  of  their  program  in  the  Western  Statei 

Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydrocllmatlc  Network  stations  were  presented  In 
bulletins  (Hydrologlc  Bulletins)  which  were  Issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  United 
States,  but  since  the  Network  was  established  to  meet  the  Internal  requirements  of  the  Federal  agencies  referred  to 
above,  no  provision  was  made  for  public  dissemination  of  the  data,  distribution  being  limited  to  cooperating  agencies 
and  to  certain  public  repositories.   A  list  of  locations  where  reference  copies  of  the  Hydrologlc  Bulletin  Series  are 
available  for  inspection  may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington  25,  D.  C. 

Many  other  records  published  in  this  bulletin  have  been  made  available  through  the  cooperation  of  various  public  offi< 
private  agencies,  and  individuals  as  listed  in  the  Station  Index. 
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The  August    Issue   of  the   Cli.atologl.al  D«ta    BulletlTm^,,,,!, 
Section,    has   not   yet  been   printed   under  the   ne.-  record-.rocessins 
orogran  at  Albany,    H.    v.      j,    j,   ,.,^^^,^.^  .^^  ^^    .^^^^^    .^  ^^^^^  ^^^° 

near   future.      The   No.enber  and   subsequent    Issues   .ill  be   forthcoming 

in  a    regular  manner. 
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PENNSYLVANIA  -  OCTOBER  1948 
L.  F.  Conover,  Section  Director  -  Harrisburg 

GENERAL  SUlOiARY 

The  pleasant  harvest  month  was  more  cloudy  and  cooler  than  usual.  The  sharp  contrast  between  the  customary  October  am 
that  just  closed,  was  emphasized  by  the  rainy  period  that  lasted  through  the  first  three  weeks.  Total  sunshine  for  tl 
month  at  Pittsburgh  was  only  18%  of  possible  compared  to  the  normal  of  55%.  The  third  decade  had  typical  Indian  Sujuu 
weather  that  enabled  farmers  to  complete  many  Fall  chores. 

Although  the  precipitation  average  was  just  under  normal,  the  frequent  and  ample  amounts  received  before  the  20th  re- 
lieved the  growing,  critical  need  for  rainfall.  The  heaviest  precipitation  occurred  on  th  17th  as  a  storm  developed  i 
a  cold  front  ushering  in  a  strong  and  cold  high  pressure  system.  Twenty-four  hour  precipitation  amounts  were  under 
2.00  inches  but  Sunday  travelers  in  the  North-Central  Counties  were  caught  in  a  sudden  snowstorm.  Traces  of  snow  wen 
reported  over  the  mountains  as  far  south  as  Adams  County.  Only  in  Tioga  and  Bradford  Counties,  did  amounts  reach  4  to 
inches  in  depth.   Earlier  snow  storms  have  been  reported  but  this  occurrence  was  unusual. 


„     _, ^^„^  ,^^^    ^^^    j-^a.^     kv.  i^ivy»x\ic  u<i.t.a  icHuxicu  iu  ita  worn,  ana  since  i-ntt    xne  Bureau  01 

Reclamation  has  transferred  about  $25,000  per  year  to  meet  the  increasing  needs  of  their  program  in  the  Western  State: 

Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydroclimatic  Network  stations  were  presented  in 
bulletins  (Hydrologic  Bulletins)  which  were  issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  United 
States,  but  since  the  Network  was  established  to  meet  the  internal  requirements  of  the  Federal  agencies  referred  to 
above,  no  provision  was  made  for  public  dissemination  of  the  data,  distribution  being  limited  to  cooperating  agencies 
and  to  certain  public  repositories.   A  list  of  locations  where  reference  copies  of  the  Hydrologic  Bulletin  Series  are 
available  for  inspection  may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington  25,  D.  C. 

Many  other  records  published  in  this  bulletin  have  been  made  available  through  the  cooperation  of  various  public  offii 
private  agencies,  and  individuals  as  listed  in  the  Station  Index. 
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50.8 

83 

16 

0.72 

T 

6 

1924 

52.9 

87 

14 

0  .28 

0.0 

1893 

53  .0 

91 

17 

3.26 

T 

8 

1925 

46.1 

83 

9 

4.83 

3.8 

15 

14 

9 

8 

9 

1894 

53.6 

88 

24 

4.26 

T 

9 

1926 

51.9 

90 

16 

4.51 

0.2 

1895 

47.3 

76 

17 

1.99 

0.3 

5 

1927 

55.6 

99 

21 

6.40 

0  .1 

1896 

48.9 

86 

18 

3.19 

T 

9 

1928 

55.1 

91 

15 

1 .78 

0.1 

1897 

54.2 

95 

16 

1.32 

T 

5 

1929 

50.6 

85 

14 

5.59 

T 

1898 

53.8 

92 

20 

5.20 

T 

12 

1930 

50.8 

93 

9 

0.99 

0.2 

6 
9 

1899 

54.6 

94 

15 

1.55 

0.0 

6 

1931 

55.7 

93 

20 

1.83 

T 

1900 

58.6 

95 

19 

2.74 

0.0 

8 

1932 

53.8 

86 

20 

5.31 

T 

11 
8 

6 

1901 

52.2 

83 

20 

1.23 

T 

5 

1933 

51.6 

90 

11 

1.91 

T 

1902 

53.1 

89 

19 

4.64 

0.1 

9 

1934 

51.8 

84 

11 

1.46 

0  .6 

1903 

53.4 

91 

20 

4.64 

0.1 

9 

1935 

53.0 

89 

16 

2.77 

T 

9 
11 

14 
6 

1904 

50  .6 

91 

12 

2.87 

T 

7 

1936 

54.0 

87 

11 

3.69 

T 

1905 

53.2 

90 

16 

4.23 

T 

9 

1937 

50.6 

89 

12 

5.84 

0  .1 

1906 

52.0 

87 

14 

4.46 

1.1 

14 

1938 

54.5 

91 

16 

1 .81 

T 

1907 

48.2 

87 

13 

3.16 

T 

7 

1939 

53.6 

92 

15 

3.88 

T 

11 

1908 

54.6 

93 

19 

1.95 

T 

6 

1940 

50.0 

85 

10 

2.03 

1.1 

8 
13 
12 
13 
10 

1909 

48.4 

87 

15 

2.27 

T 

7 

1941 

57.0 

100 

19 

2.77 

T 

1910 

55.6 

91 

14 

1.91 

0.5 

7 

1942 

53.9 

88 

15 

4.51 

0.1 

1911 

52.3 

83 

18 

4.83 

T 

11 

1943 

50.1 

89 

17 

5.63 

0  .3 

1912 

54.2 

90 

23 

2.74 

T 

7 

1944 

50.8 

90 

12 

3.14 

T 

1913 

54.9 

88 

16 

5.44 

0.2 

13 

1945 

51.0 

85 

20 

2.75 

T 

12 

10 

5 

10 

1914 

56.4 

91 

11 

2.35 

T 

9 

1946 

56.0 

92 

24 

3.50 

T 

1915 

54.2 

85 

17 

2.65 

T 

8 

1947 

58.6 

93 

17 

1.34 

0.0 

1916 

52.1 

92 

16 

2.25 

T 

6 

1948 

50.2 

85 

14 

3.08 

0.2 

1917 

47.2 

84 

12 

6.38 

1.7 

13 

1918 

55.5 

85 

19 

3.17 

0.0 

10 

PERIOD 

52.6 

100 

9 

3.23 

0.2 

9 

1919 

57.5 

92 

21 

4.77 

0.0 

17 
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Table  2 


CLIMATOLOGICAL  DATA 


Temperatuie 

Precipitation 

No.  of  Days 

■g 

Snow,  Sleet,  Hail 

No.  of  Day« 

"3 

g 

g 

0 

Z 

? 

1 

1 

Station 

i 

0 

o 

J3 

S 

0 

tK 

§ 

• 

43 

0 

o 

J3 

e 

t 

s 

0 

• 

0 

% 

a 

i 

<D 

s 

1 

1 
1 

« 

§ 

e2 

a 

s 

1 

i 

ll 

1 

a 
s 
s 

a 

0 

ATLANTIC  DRAINAGE 

ALLENTOWN-BETHLEHEM-EASTON 

51.9 

-1.1 

74 

1+ 

25 

19+ 

7 

.96 

-2.34 

.29 

5 

7 

2 

ALLENTOWN  GAS  CO 

52.6 

-0.5 

76 

2 

26 

22 

4 

1.82 

-1.44 

.65 

1 

8 

3 

ALTOONA  HORSESBOE  CURVE 

49.3 

-2.8 

76 

2 

24 

19 

2 

3.94 

1.05 

1.59 

8 

13 

6 

ARENDTSVILLE 

52.1 

-2.0 

79 

3 

27 

19 

3 

3.63 

.02 

1.47 

6 

6 

4 

2 

AVOCA  WILKES-BARRE  SCRANTON  AI 

50.7 

71 

1+ 

26 

19 

4 

2.26 

.79 

17 

T 

12 

3 

BEAVEHTOWN 

50.6 

77 

2 

26 

19+ 

8 

4.91 

0.5 

10 

BELLEFONTE  ROCKVIEW  FARM 

48.9 

76 

3 

23 

21 

13 

2.98 

-  .21 

1.15 

18 

10 

3 

1 

BERWICK 

52.2 

77 

2 

27 

19 

7 

3.25 

1.43 

18 

12 

3 

1 

BETHLEHEM  LEHIGH  UNIV 

52.8 

-2.9 

76 

2 

28 

19 

4 

.76 

-2.44 

7 

BURNT  CABINS  2  NE 

48.3 

78 

2 

19 

19+ 

14 

3.99 

.95 

5 

10 

^ 

CANTON  1  NW 

47.2 

73 

3 

23 

22 

9 

3.40 

1.67 

18 

10 

2 

1 

CARLISLE 

51.4 

-1.7 

80 

1 

25 

19+ 

8 

4.30 

1.46 

18 

T 

9 

5 

1 

CHAMBERSBURG 

51.6 

-1.8 

81 

2 

25 

19 

2 

3.99 

1.07 

17 

9 

6 

1 

COATESVILLE  1  SW 

51.8 

-2.4 

77 

2 

24 

19 

6 

2.05 

.72 

6 

8 

3 

COLUMBIA 

53.8 

81 

2 

29 

19 

3 

3.31 

.89 

5 

10 

5 

CURWENSVILLE  6  NW  AP 

46.4 

70 

2 

22 

18+ 

6 

3.17 

1.64 

8 

T 

T 

18 

12 

4 

1 

EAGLES  HERE 

46.6 

68 

3 

25 

19+ 

8 

4.88 

-  .52 

1.69 

18 

2.5 

2.0 

18 

10 

5 

2 

EAST  WATERFORD  3  E 

49.0 

72 

2 

28 

19 

3 

3.69 

.12 

1.40 

6 

0.5 

T 

18 

10 

3 

2 

EMPORIUM 

49.5 

-0.6 

76 

1 

21 

22 

15 

2.79 

-  .42 

.92 

9 

10 

5 

EPHRATA 

54.0 

-0.5 

79 

2 

27 

19 

2 

2.33 

.93 

5 

11 

3 

EVERETT 

48.8 

-3.0 

74 

17 

22 

19 

11 

4.07 

1.32 

1.75 

6 

T 

12 

4 

2 

FREDERICKSVILLE  1  S 

53.1 

79 

2 

24 

19 

3 

2.22 

.64 

1 

10 

3 

FREELANU 

49.3 

1.5 

77 

1 

25 

22 

8 

3.04 

-1.01 

1.24 

18 

4.8 

5.0 

18 

10 

3 

GEORGE  SCHOOL 

52.8 

-2.5 

78 

2 

23 

19 

5 

1.65 

.49 

24 

9 

3 

GETTJSBURG 

53.6 

80 

3 

29 

19 

2 

3.15 

1.54 

6 

8 

3 

GORDON 

48.8 

-2.0 

72 

1+ 

21 

19 

12 

3.73 

10 

HANOVER 

52.5 

-3.6 

79 

1 

27 

19 

2 

3.40 

1.41 

6 

9 

3 

HARRISBURG  3  S  WB  AIRPORT 

52.8 

-2.0 

79 

2 

30 

19 

1 

3.45 

.52 

1.59 

5 

9 

4 

HAWLEY 

48.4 

-1.1 

71 

1+ 

18 

22 

9 

1.81 

-1.59 

.90 

18 

1.5 

1.0 

18 

10 

1 

HAWLEY  1  S  WALLEN  DAM 

44.4 

70 

2 

14 

22 

18 

1.59 

.74 

18 

11 

1 

HEWITT  2  S 

51.6  B 

7 

2.93 

1.03 

6 

8 

1 

HOLTWOOD 

54.3 

-2.3 

75 

2 

34 

19 

2.44 

.95 

6 

7 

3 

HUNTINGDON 

50.7 

-2.0 

79 

3 

24 

19+ 

13 

2.81 

-  .11 

1.19 

6 

10 

2 

LANCASTER  2  NE  PDMP  STATION 

51.6 

-2.0 

75 

2 

25 

19 

8 

3.04 

.91 

5 

11 

5 

LANCASTER  3  NE  EXP  STATION 

50.6 

76 

2 

27 

19 

3 

2.89 

1.12 

6 

10 

4 

LAWRENCEVILLE 

49.4 

-1.2 

78 

1 

21 

22 

9 

2.53 

-  .31 

.85 

17 

6 

3 

LEBANON 

52.2 

-1.5 

77 

2 

28 

19 

2 

3.59 

1.36 

6 

10 

4 

LEWISTOWN 

51.6 

81 

3 

27 

19+ 

4 

3.82 

1.29 

18 

8 

4 

LOCK  HAVEN  1 

50.6 

78 

2+ 

26 

21 

11 

3.70 

1.17 

18 

8 

* 

MARCUS  HOOK 

58.4 

-1.3 

84 

2+ 

35 

19 

1.69 

-  .85 

.59 

6 

11 

2 

MARTINSBURG  BLAIR  CO  AIRPORT 

49.2 

74 

2 

25 

19 

4 

3.79 

1.21 

5 

T 

13 

5 

MADCH  CHUNK  1  SW 

49.0  ■ 

-3.2 

69 

1+ 

21 

22 

9 

2.04 

-1.83 

.85 

18 

T 

9 

3 

BIDDLETOWN  OLMSTED  FIELD 

52.6 

-1.9 

76 

1+ 

30 

19 

4 

3.70 

.30 

1.45 

5 

10 

4 

MONTROSE  3  E  HGWY  SHED 

46.5 

-2.5 

72 

2 

25 

19+ 

10 

3.82 

.15 

1.84 

18 

3.5 

4.0 

18 

13 

5 

NEWBURG  3  W 

44.3 

72 

2 

18 

19 

12 

3.95 

.98 

8 

8 

5 

NEWPORT 

49.4 

80 

3 

21 

21 

11 

2.43 

-1.16 

1.45 

6 

7 

2 

1 

PAI.MERTON 

51.3 

-1.1 

73 

1+ 

26 

19 

6 

1.10 

-2.27 

.31 

18 

6 

2 

PARK  PLACE  1  NW  WB  AIRPORT 

47.8 

70 

2 

24 

19 

6 

2.95 

.77 

17 

1.8 

T 

18 

13 

4 

PHILADELPHIA  FRANKLIN  INST 

57.4  m 

78 

1+ 

1.69 

13 

PHILADELPHIA  WB  AIRPORT 

55.3 

78 

1 

31 

19 

1 

1.53 

-1.28 

.52 

5 

8 

2 

PHILADELPHIA  POINT  BREEZE 

56.7 

78 

1+ 

36 

19 

1.23 

.42 

5 

7 

2 

PHILADELPHIA  SHAWMONT 

55.3 

-0.6 

77 

1 

32 

22 

1 

1.64 

-1.54 

.47 

5 

12 

2 

PHILADELPHIA  WB  CITY 

56.9 

-0.9 

78 

1+ 

37 

19 

1.39 

-1.42 

.46 

5 

9 

2 

PHILLIPSBURG  7  E  AIRPORT 

45.2 

72 

2 

14 

21 

13 

3.28 

1.29 

8 

13 

4 

1 

PHOENIXVILLE  1  E  PUMP  STATION 

54.6  M 

-0.7 

85 

1 

24 

19 

9 

.97 

-2.31 

.53 

5 

5 

2 

PORT  CLINTON 

49.4 

-3.9 

74 

2 

24 

19+ 

9 

2.56 

-1.41 

.76 

18 

9 

4 

QUAKE RTOWN 

50.6 

-1.6 

73 

2 

21 

19 

10 

1.45 

-1.97 

.38 

18 

11 

3 

READING  WB  CITY 

54.4 

-1.0 

77 

2 

31 

19 

2 

1.49 

-1.63 

.51 

5 

10 

2 

RETREAT  FARMS 

49.9 

73 

2 

24 

22 

6 

2.77 

1.32 

18 

10 

4 

1 

SCRANTON  WB  CITY 

51.2 

-0.7 

71 

1+ 

28 

19 

3 

1.92 

-1.11 

.74 

17 

12 

2 

SELINSGROVE  AIRPORT 

50.5 

-2.4 

79 

2 

24 

19+ 

9 

3.98 

.41 

1.27 

18 

12 

5 

1 

SHIPPENSBURG 

53.3 

-1.7 

82 

2 

28 

19+ 

2 

4.50 

1.06 

1.64 

6 

7 

4 

2 

STATE  COLLEGE 

49.9 

-1.4 

74 

2 

26 

21 

5 

2.62 

-  .30 

1.00 

17 

14 

4 
3 
5 

1 

STROUDSBUHG  STATION 

52.3 

0.3 

77 

3 

27 

19+ 

6 

1.86 

-1.85 

.69 

1 

9 

2 

SUNBURY  2  N  AIRPORT 

51.1 

77 

2 

28 

19+ 

4 

3.90 

1.05 

5+ 

11 

TAMARACK  2  S  FIRE  TOWER 

47.0 

70 

2+ 

24 

19 

9 

2.86 

.83 

18 

T 

9 

5 

TOWANDA 

49.7 

-1.2 

76 

1 

20 

22 

8 

2.97 

-  .05 

.81 

17 

1.5 

T 

18 

13 

3 

1 
1 

1 

TUNKHANNOCK  1  S 

49.4  m 

74 

2+ 

19 

22 

6 

2.93 

1.47 

18 

7 

4 
3 

WELLSBORO 

47.1 

-1.7 

73 

2+ 

18 

22+ 

17 

2.97 

-  .01 

1.41 

18 

8 

WELLSVILLE 

51.4 

77 

2 

23 

19 

9 

3.95 

1.43 

18 

7 

4 

WEST  CHESTER 

53.6 

-1.0 

77 

1 

28 

19 

1 

1.31 

-2.31 

.67 

5 

8 

2 
6 

1 
2 
1 

WILLIAMSPORT  4  E  WB  AIRPORT 

49.8 

77 

2 

25 

19+ 

9 

4.40 

1.12 

17 

12 

WILLIAHSTOWN 

51.5 

-2.0 

78 

2 

22 

19 

8 

4.91 

1.06 

1.60 

18 

7 

5 
5 

YORK  3  SW  PUMPING  STATION 

53.7 

-0.6 

82 

2 

26 

19 

8 

4.15 

.93 

1.25 

5 

9 

DIVISION 

51.0 

-2.2 

2.89 

-  .35 

OHIO  DRAINAGE 

BAKERSTQWN  4  WNW 

23 

19 

3.06 

.70 

9+ 

9 

4 
5 
5 
2 
3 

a 

BLAIRSVILLE  6  ENE 

48.3 

72 

16 

28 

19 

5 

4.66 

1.12 

1.16 

17 

1.5 

14 
12 
12 

BRADFORD  4  W  RESERVOIR  NO  1 

46.7 

-3.1 

69 

1+ 

18 

22 

14 

3.51 

-  .07 

.99 

8 

0.5 

1 
1 

BROOKVILLE  AIRPORT 

47.6 

-1.6 

73 

2+ 

24 

19 

11 

2.76 

-  .26 

1.00 

17 

T 

BURGETTSTOWN  3  W 

47.7 

77 

3+ 

21 

19+ 

14 

2.85 

1.32 

18 

10 

BUTLER 

51.0 

-1.8 

76 

31 

25 

19 

8 

3.22 

.92 

17 

T 

16 

3 
2 

4 

1 

CLARION  3  SW 

48.2 

76 

16 

24 

19 

13 

2.19 

-1.37 

1.03 

18 

12 
13 

CLAYSVILLE 

49.1 

-4.7 

75 

2+ 

23 

19 

10 

3.43 

.36 

.99 

17 

See  reference  notea  following  Station  Index. 
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tbl*  2-Continu«d 


CLIMATOLOGICAL  DATA 


PEmSTLVANIA 
OCTOBKR    leiH 


Temparatur* 

PradpltaUon 

dl 

No,  oi  Daj 

No.  oi  Day* 

1   ■ 

Snow,  SiMt.  Ht 

I 

1 

S 

* 

» 

i 

Station 

I 

J 

^ 

1 

8 

O 

1 

0 

1 

1 

§ 

i 

1 

t 

a 

o 

1 

a 

tji 

s 

1 

1 

1 

1 

1 

1 

1 

1 

1 

9 

o 

s 

0 

§ 

OKFLDENCE  1  SW 

49.7 

77 

1 

24 



19 

9 

2.48 

.61 

8 

T 

T 

18 

10 

5 

ORRY 

47.8 

-1.5 

70 

29+ 

24 

21 

11 

5.14 

1.36 

2.00 

17 

0.5 

12 

4 

2 

CODERS PORT 

46.9 

-2.2 

71 

29+ 

19 

22 

12 

2.87 

-  .46 

8 

ERRT 

50.3 

-3.8 

75 

16 

25 

21 

6 

4.15 

.94 

1.04 

8 

T 

11 

5 

1 

ONEGAL 

45.4 

72 

16+ 

17 

21 

17 

3.81 

1.10 

17 

1.0 

1.0 

18 

15 

4 

1 

ONORA 

53.8 

-2.4 

79 

3 

29 

19 

2 

3.00 

.09 

1.32 

17 

12 

3 

1 

BENSBURG 

48.0 

-1.8 

72 

1+ 

23 

19 

7 

3.95 

.77 

.80 

6 

T 

12 

6 

ARRELL  SHARON 

66 

1+ 

10 

2.32 

-  .37 

.93 

18 

8 

3 

CRD  CITY  4  S 

48.3 

77 

17 

23 

19 

14 

2.89 

1.03 

18 

13 

4 

1 

RANKLIN 

49.4 

-1.7 

75 

17 

28 

19+ 

11 

3.08 

-  .06 

1.11 

18 

T 

12 

4 

1 

REENSBDRG  2  S  FILTER  PLANT 

49.4  ■ 

-4.7 

77 

16 

10 

3.19 

.13 

.76 

17 

11 

5 

REENVILLE 

48.5 

-2.7 

76 

16 

25 

19+ 

11 

4.46 

1.12 

1.59 

17 

13 

4 

2 

NDIANA  2  SE 

49.1 

75 

2+ 

23 

19 

10 

3.97 

1.01 

8 

T 

12 

61 

1 

NDIANA 

51.1 

-1.4 

73 

2+ 

26 

19 

4 

3.38 

-  .01 

.99 

8 

T 

12 

6 

RWIN 

49.3 

-4.6 

74 

16 

25 

21 

7 

3.35 

.51 

.70 

17 

T 

12 

5 

AMESTOWN  2  NW 

47.7 

76 

1+ 

26 

19 

13 

4.14 

1.35 

1.17 

18 

13 

5 

1 

OHNSTOWN  1 

51.9 

-1.7 

78 

1 

28 

19 

4 

4.13 

1.12 

.78 

18 

T 

T 

18 

11 

7 

ANE  1  NW 

44.1 

70 

16 

18 

21 

19 

3.04 

-  .68 

1.13 

8 

T 

15 

3 

2 

EADVIIXE  1  S 

48.6 

-2.1 

75 

1 

26 

19 

11 

5.55 

2.14 

1.46 

18 

3.1 

3.0 

18 

13 

5 

3 

ERCER  HGWY  SHED 

49.4  m 

75 

16 

26 

19 

10 

IDLAND  DAy  NO  7  LOWER 

50.5 

-4.0 

75 

16 

30 

19 

3 

2.67 

-  .48 

1.17 

18 

T 

13 

3 

1 

EW  CASTLE  1    N  PUMP  STATION 

49.0 

-3.5 

76 

16 

27 

21 

10 

2.99 

.26 

1.16 

17 

16 

3 

1 

EWELL 

50.9 

-4.4 

78 

3 

27 

19 

7 

3.18 

.51 

1.14 

18 

13 

2 

1 

ITTSBURGH  7  SE  WB  AIRPORT 

50.7 

76 

2+ 

30 

19 

2 

3.14 

1.15 

17 

T 

14 

4 

1 

ITTSBURGH  WB  CITY 

52.0 

-3.7 

76 

2 

33 

21 

3.60 

1.08 

1.21 

17 

14 

5 

1 

DTNEYVILLE  2  SE 

45.9 

78 

2 

18 

19 

14 

2.69 

1.00 

18 

11 

5 

1 

IDGWAY 

47.0 

-1.6 

75 

1+ 

20 

22 

16 

2.90 

-  .18 

.85 

9 

T 

12 

3 

OMERSET  WATER  WORKS 

47.3 

-2.0 

74 

16 

19 

19 

13 

3.02 

-  .06 

.91 

8 

0.5 

14 

3 

PRINGS  1  SW 

46.0 

-3.4 

72 

16 

17 

19 

10 

2.94 

-  .58 

1.09 

8 

1.5 

1.0 

18 

11 

4 

1 

lONKSTA  2  SE  DAM 

48.1 

75 

17 

25 

19+ 

13 

3.20 

-  .36 

1.05 

18 

T 

T 

18 

11 

4 

1 

ITUSVILLE  2  S 

47.3 

75 

16 

22 

21 

12 

4.01 

1.12 

17 

0.5 

11 

6 

2 

NIONTOWN 

50.9 

-4.0 

76 

16 

28 

19 

4 

3.32 

.04 

1.38 

17 

13 

4 

1 

ARREN 

49.7 

-.1.2 

75 

16 

25 

22 

7 

2.73 

-  .79 

.89 

18 

T 

T 

20 

11 

5 

AYHESBURG  1  E 

49.1 

77 

2 

20 

19+ 

15 

2.18 

1.23 

18 

12 

1 

1 

DIVISION 

48.8 

-3.5 

3.35 

.09 

LAKE  DRAINAGE 

LBION 

5.11 

1.11 

18 

13 

6 

1 

RIE  WB  CITY 

51.4 

-2.0 

74 

16 

36 

18+ 

5.01 

1.32 

1.68 

17 

T 

15 

5 

1 

DIVISION 

51.4 

-2.0 

5.06 

1.32 

STATE 

50.2 

-2.4 

3.08 

-  .15 

See  reference  notes  following  Station  Index. 
-    237    - 


DAILY  PRECIPITATION 


/ 


Table  3 

OCTOBER  194 

Day  oi  Month 

1 

Station 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

2S 

26 

27 

28 

29 

30 

31 

ACMETONIA  LOCK  3  LOWEB 

.07 

.59 

.11 

.30 

.14 

.61 

.04 

.09 

.02 

1.04 

.08 

3.0 

ALBION                 z 

.05 

.02 

.02 

.95 

.70 

.03 

.20 

.75 

.70 

1.11 

.15 

.41 

.02 

5.1 

ALLENS  UILLS             r 

.08 

.09 

.98 

.22 

.38 

.01 

.14 

.24 

.98 

.02 

.22 

3.3 

ALLENTOWN  BETH  EAST  AP  z 

.29 

T 

.01 

.24 

T 

T 

.05 

T 

.04 

.28 

T 

T 

.05 

T 

.9 

ALLENTOWN  GAS  CO 

.65 

T 

T 

.35 

.06 

.12 

T 

.08 

T 

.45 

.01 

.10 

T 

1.8 

ALTOONA  HORSESHOE  CTIKVE 

.03 

.04 

.45 

.29 

1.59 

.28 

.29 

.10 

.13 

.29 

.23 

.11 

.11 

3.9 

ARENDSTVILLE 

1.47 

.20 

.37 

T 

.36 

1.15 

.08 

3.6 

AUSTINBURO  2  K           r 

.04 

.06 

.02 

1.21 

.03 

.17 

.13 

.02 

1.00 

.02 

.03 

2.7 

AVOCA  WILKES  BARRE  AP 

.01 

.14 

.01 

.28 

.14 

.12 

.01 

.02 

T 

.79 

.62 

T 

T 

.01 

T 

.11 

2  2 

BAKERSTOWN  4  WNW 

.16 

.60 

.70 

.10 

.20 

.10 

.40 

.70 

.10 

3.0 

BARNES 

.23 

.03 

.23 

.63 

.17 

.06 

.30 

.23 

.94 

2.8 

BEAR  GAP 

.05 

.95 

.05 

.90 

.05 

.10 

1.27 

.54 

.38 

4.2 

BEAVER  FALLS 

.07 

.31 

.02 

.60 

.08 

.23 

.01 

.03 

.02 

.14 

1.12 

.10 

.03 

T 

T 

2.7 

BEAVERTOWN 

.04 

* 

1.95 

.96 

.06 

.20 

* 

1.50 

•' 

.20 

4.9 

BELLEFONTE  ROCKVIEW  FARM 

.03 

.79 

T 

.08 

.48 

T 

.14 

.13 

T 

.03 

T 

1.15 

T 

T 

T 

T 

.08 

.07 

2.9 

BERWICK 

.09 

.06 

.71 

.35 

.18 

.11 

.08 

.01 

.02 

T 

1.43 

.04 

.17 

3.2 

BETHLEHEM  RIVER  STATION 

.02 

T 

.31 

.12 

.09 

.03 

.01 

.45 

T 

T 

.08 

1.1 

BETHLEHEM  LEHIGH  UNIV    z 

.14 

.02 

.14 

• 

.40 

.01 

.05 

.7 

BLAIN                    r 

1.22 

.24 

.66 

.02 

.02 

.74 

.52 

.01 

.03 

.05 

.03 

3.5 

BLAIRSVILLE  6  ENE 

.18 

T 

T 

.65 

.02 

.02 

1.12 

.03 

.61 

.13 

T 

.10 

.02 

T 

1.16 

.22 

.04 

T 

.36 

4.6 

BLAKESLEE  CORNERS        r 

.01 

.34 

.60 

.03 

.05 

.01 

.50 

.36 

.06 

1.9 

BLOSERVILLE  1  N 

.33 

1.38 

.98 

.08 

.02 

* 

1.62 

.06 

.12 

.06 

4.S 

BOSWELL                  z 

.19 

.04 

.63 

.01 

.56 

.89 

.13 

.10 

.18 

.01 

.08 

.99 

.21 

.05 

4.0 

BRADDOCK  LOCK  NO  2 

.03 

.63 

.01 

.07 

.25 

.20 

.42 

.03 

.11 

.02 

1.16 

.06 

2.9 

BRADFORD  CITY  BALL 

.02 

.02 

.01 

.20 

.76 

.01 

.05 

.12 

.08 

.54 

.27 

.01 

.90 

.13 

3.1 

BRADFORD  4  W  RES  NO  1 

.03 

.02 

.03 

T 

.99 

.06 

.02 

.20 

T 

.50 

.23 

.90 

.28 

.25 

T 

3.5 

BRADFORD  5  S 

* 

* 

* 

• 

.90 

- 

- 

- 

- 

• 

.86 

- 

- 

- 

- 

BREEZEWOOD 

.60 

.90 

.65 

.02 

.70 

.02 

.06 

.46 

.33 

.03 

T 

.07  3.1 

BROOKVILLE  AIRPORT 

.02 

.10 

.01 

.10 

.79 

.21 

.06 

.14 

1.00 

.07 

T 

.02 

T 

T 

.24   2.7 

BRUCETON 

.05 

T 

.47 

.04 

.07 

* 

• 

.92 

.06 

.05 

* 

1.22 

.07 

2.8 

BUCKSTOWN                r 

.05 

.02 

1.04 

.06 

.21 

1.15 

.12 

.10 

• 

* 

.61 

.20 

.06 

.06 

.05 

.17   3.S 

BUFFALO  MILLS 

.16 

.14 

1.95 

.68 

.65 

.18 

.38 

.09 

4.2 

BURNT  CABINS  2  NE 

.95 

.65 

.84 

.08 

.12 

.77 

.45 

.04 

.07 

.02   3.9 

BURGETTSTOWN  3  W 

.06 

.19 

T 

.03 

.64 

.34 

.09 

.05 

.12 

1.32 

.01 

T 

2.8 

BUTLER 

.09 

.01 

.23 

.19 

.03 

.62 

.12 

• 

.24 

.03 

.08 

.92 

.44 

.15 

.02 

.05 

3.2 

BUTLER  SUBSTATION        r 

_ 

_ 

.08 

.57 

.20 

.03 

.24 

.92 

.04 

.08 

.05 

- 

CAMP  HILL 

1.55 

.58 

.22 

.38 

T 

1.02 

.24 

3.9 

CANTON  1  NW              z 

T 

.15 

.03 

.63 

.21 

.20 

.23 

.03 

1.67 

.07 

.18 

3.4 

CARLISLE 

T 

.50 

.96 

.72 

T 

.03 

.34 

T 

1.46 

.05 

.08 

.16 

4.3 

CARROLLTOWN 

.13 

.03 

.70 

.03 

.49 

.70 

.16 

.37 

.24 

.16 

.57 

T 

.08 

3.6 

CARTER  CAMP              2 

.08 

.26 

.98 

.17 

.22 

.25 

.85 

T 

2.0 

CEDAR  RUN 

.04 

.11 

.02 

.15 

.86 

.31 

.22 

.14 

1.32 

.21 

3.3 

CHADDS  FORD 

.50 

.73 

.13 

.09 

.26 

.08 

.06 

1.0 

CHAMBERSBURG             z 

T 

.48 

.84 

.66 

.30 

.03 

1.07 

.55 

.05 

.01 

T 

3.0 

CHARLEROI                r 

.07 

.30 

.04 

.12 

.30 

.17 

.04 

.13 

1.34 

.01 

.09 

.23 

2.0 

CHARLEROI  LOCK  4  LOWER 

.14 

.41 

.02 

.11 

.32 

.12 

.12 

.04 

.10 

.04 

1.40 

.07 

.01 

2.0 

CLARION  3  SW             z 

.10 

.03 

.22 

.41 

.15 

f.06 

.07 

.06 

1.03 

.02 

.03 

.01 

2.1 

CLAUSSVILLE 

.44 

.45 

* 

.21 

.07 

.02 

.46 

.03 

1.0 

CLAYSVILLE 

.07 

.16 

.98 

.06 

.27 

.06 

.09 

.05 

.99 

.52 

.02 

.05 

.11 

3.4 

CLEARFIELD 

.05 

.14 

T 

.25 

.85 

T 

.48 

.19 

.08 

.35 

T 

2.3 

COALDALE  2  NK 

.04 

.67 

.02 

.60 

.02 

.04 

.99 

.■01 

.04 

.02 

.11 

.01 

2.S 

COATESVILLE  1  SW         z 

.68 

T 

.72 

.04 

.12 

T 

.06 

.40 

.01 

T 

.02 

2.0 

COATESVILLE 

.73 

.74 

.04 

.12 

.07 

.02 

.37 

.01 

T 

.02 

T 

2.1 

COGAN  STATION  2  N 

1.01 

.35 

.70 

.34 

.54 

.23 

3.1 

COLUMBIA 

.89 

.48 

.35 

.17 

T 

.12 

.07 

.80 

T 

.33 

.03 

.07 

3.3 

CONFLUENCE  1  SW          z 

.04 

.04 

.33 

.61 

.41 

.06 

.01 

.36 

.55 

.07 

T 

2.4 

CONFLUENCE  1  NW 

.04 

T 

.06 

.40 

T 

.58 

.63 

.10 

.05 

.60 

.76 

T 

.08 

T 

3.3 

CONNELLSVILLE 

.11 

.18 

.58 

.30 

.35 

.09 

.14 

.13 

.12 

1.35 

.09 

3.4 

CONNELLSVILLE  4  N        r 

.13 

.18 

.72 

.02 

.57 

.02 

.04 

\ 

.06 

.10 

1.23 

.07 

.04 

.36 

3.0 

CONSHOHOCKEN 

.38 

.59 

.01 

.11 

.37 

.03 

.05 

.17 

1.1 

CORRY 

.03 

T 

1.20 

.12 

.54 

.62 

.04 

.04 

2.00 

.21 

.01 

.18 

.15 

5. J 

CORAOI*OLIS  DAM  2 

.08 

.29 

.43 

.33 

.37 

.22 

.07 

.07 

.22 

.98 

.08 

3.1 

COUDERSPORT 

.31 

.06 

.95 

.04 

.39 

.16 

* 

.96 

2.0 

COUDERSPORT  8  E 

- 

• 

.47 

* 

♦ 

.51 

- 

- 

- 

COVINGTON 

.05 

T 

.22 

.06 

.38 

.12 

.08 

.14 

1.46 

2.S 

CREEKS IDE 

.56 

.31 

.64 

.05 

.45 

.10 

• 

.09 

.90 

.07 

t  3.1 

CRESSON  1  E  SUMMIT       r 

.02 

.02 

1.10 

.10 

1.20 

.38 

.20 

.08 

.05 

.43 

.07 

.02 

.08 

.10!  3.( 

CURWENSVILLE  6  NW  AP 

.01 

T 

.11 

.01 

T 

1.64 

T 

.42 

.27 

T 

.08 

.02 

T 

.48 

.03 

.01 

T 

T 

T 

.09   3.1 

CUSTER  CITY  2  W  SONGBIRD 

.04 

.01 

T 

T 

.20 

.82 

.05 

.13 

.11 

.42 

.47 

.89 

.17 

<    3.! 

DANVILLE 

.05 

.04 

1.12 

.02 

.72 

.06 

.30 

1.50 

.30 

4.1 

DAUPHIN  3  N 

.01 

T 

T 

T 

1.77 

.19 

.83 

T 

.39 

.04 

1.70 

.04 

.17 

S.l 

DERRY 

.14 

.66 

.09 

1.04 

.20 

.39 

.15 

.10 

.05 

.75 

T 

.58 

4.] 

DINGMANS  FERRY          2 

.45 

T 

.15 

.32 

T 

.62 

T 

1 

.06 

l.( 

DONEGAL 

.13 

T 

.37 

.05 

.09 

.77 

.03 

.22 

.08 

.12 

.11 

T 

1.10 

.23 

.14 

.04 

.33 

3.1 

DONORA 

.06 

.46 

.03 

.11 

.39 

.23 

.04 

.06 

.02 

1.32 

.08 

T 

T 

T 

T 

.201  -i.V 

DOYLESTOWN 

.20 

, 

.32 

• 

.31 

T 

.03 

.28 

.06 

.07 

.15 

.14 

1.0 

DRIFTWOOD                r 

1.00 

.22 

.30 

.10 

.54 

.03 

.02 

.01 

.11 

2,: 

DU  BOIS  7  E              z 

.04 

.04 

.05 

1.12 

.02 

.16 

.38 

T 

.10 

.06 

.40 

.22 

T 

T 

2.S 

DUNLO                    r 

.04 

1.00 

.06 

.10 

1.19 

.10 

.20 

.20 

.03 

.12 

.52 

.18 

.07 

.05 

- 

- 

~ 

" 

DUSHORE                  r 

.11 

.05 

.58 

.56 

.17 

.05 

.02 

1.23 

• 

* 

• 

.52 

3.' 

EAGLES  MERE              z 

.16 

.02 

.21 

T 

1.12 

.78 

.42 

.11 

.03 

1.69 

T 

T 

.34 

4.0 

EAST  WATERFORD  3  E 

T 

.02 

1.40 

T 

.15 

.62 

T 

.01 

.19 

.02 

T 

1.10 

.06 

T 

.12 

J.ti 

3.S 

3.S 

!  2-' 

EBENSBURG 

.15 

.10 

.80 

.73 

.54 

.45 

.03 

.26 

.17 

.05 

.62 

.05 

ELIZABETHTOWN 

.04 

1.44 

.05 

.60 

.10 

.03 

.90 

.06 

.30 

EMPORIUM                 2 

.03 

.07 

T 

.32 

.92 

.11 

.44 

.26 

.08 

.52 

T 

.04 

ENGLISH  CENTER           r 

.02 

.13 

.24 

.76 

.30 

.20 

.04 

1.28 

.12 

• 

.32 

1  3.4 
2.3 

EPHRATA 

.93 

.11 

.33 

.06 

.09 

.03 

.58 

.05 

.06 

.05 

.04 

EQUINUNK 

.40 

.05 

T 

.10 

.03 

.31 

.47 

.08 

.04 

T 

1.48 

.17 

T 

.04 

3.1 

T    5.0 
.01   4.S 

ERIE  WB  CITY             2 

.03 

.05 

T 

.01 

.71 

.73 

.05 

.24 

.63 

.42 

.08 

1.68 

.03 

.24 

.08 

T 

.03 

ERIE  AIRPORT             r 

.01 

.10 

T 

T 

.02 

.87 

.50 

.06 

.22 

.53 

.33 

.09 

1.67 

.06 

.09 

T 

.03 

EVERETT                z 

.02 

.03 

1.75 

.05 

.28 

.57 

T 

.03 

.05 

1.16 

.03 

.05 

.05 

4.0 
1  2.3 
2.1 
3.0 
2.1 

.FARRELL  SHARON 

.03 

.43 

.04 

.04 

.20 

.17 

.48 

.93 

FORD  CITY  4  S           z 

.05 

T 

.54 

.04 

.18 

.40 

.31 

.09 

.03 

.05 

.04 

1.03 

.09 

.04 

FRANKLIN                 z 

.02 

.02 

T 

.72 

.27 

.04 

.13 

T 

.24 

.31 

1.11 

.08 

.13 

.01 

FREDERICKSVILLE  1  SE 

.64 

.01 

.60 

.03 

.15 

.08 

.01 

.62 

.06 

.02 

FREELAND 

.08 

.77 

.01 

.62 

.15 

.05 

.04 

T 

1.24 

.03 

T 

.05 

i  3.0 
2.0 
1.1 

CALETON 

.03 

.30 

.85 

.33 

.01 

i.OO 

.10 

.01 

GEIGERTOWN 

.45 

.68 

.10 

.05 

.57 

.04 

GEORGE  SCHOOL 

.34 

.08 

.12 

.03 

.06 

.28 

.10 

.49 

.15 

3!] 

GETTYSBURG 

.03 

1.54 

.22 

.30 

T 

.17 

.01 

.87 

T 

.01 

GETTYSBURG  IS          r 

1.20 

.38 

* 

. 

. 

* 

.71 

• 

.90 

.01 

3.1 

2.0 

CIFFORD 

.02 

T 

T 

.15 

.84 

.02 

.03 

.08 

.05 

.35 

.18 

.96 

.08 

.06 

GLENCOE                r 

1.22 

.10 

.10 

1.00 

.04 

.10 

.32 

.20 

.12 

.02 

2.0 
3.3 

GLEN  HAZEL 

.06 

.01 

.27 

.89 

.25 

T 

.36 

.01 

.96 

.03 

GLEN  ROCK              r 

1.64 

.03 

.44 

.01 

.01 

.05 

.10 

.69 

.35 

.05 

GLENWILLARD  DASH  DAM 

.08 

.29 

T 

.35 

.32 

.15 

.37 

.03 

.07 

T 

.15 

1.02 

.09 

.02 

2.( 

2. J 
4.1 

GOOD  SPRINGS  I  NW        r 

.01 

1.30 

.03 

.88 

.29 

1.05 

.47 

.39 

GORDON 

.09 

.30 

.58 

.78 

T 

.21 

.01 

* 

1.52 

.02 

.22 

GOULDSBORO 

.28 

.03 

.19 

.05 

.35 

.12 

.03 

T 

.99 

.03 

.02 

.10 

.03 

GRANTVILLE  2  SW 

.03 

.63 

.80 

.84 

T 

T 

.23 

.01 

1.33 

.02 

.19 

.10 

GRATE RFORD 

.98 

.52 

.04 

.11 

.14 

T 

.04 

.43 

.09 

2.9 

2.4 

T    3.1 

GREENSBORO  LOCK  7 

.15 

.01 

.29 

.26 

.12 

.07 

.04 

T 

.10 

1.41 

.04 

GREENSBURG  2  S  FILT  STA 

.18 

.44 

.04 

.74 

T 

.47 

.12 

.01 

.02 

.76 

.35 

.06 

T 

GREENSBURG  2  E  HGWY  SHEDr 

.10 

.42 

.11 

.65 

.03 

.53 

.91 

.03 

T 

3 

GREENSBURG  3  SE  UNITY  RES 

.40 

.03 

.58 

.48 

.15 

T 

T 

.06 

1.03 

.23 

.20 
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U*3-Conbnu«l 

Stetton 

Day  of  Month 

i 

1 

2 

3 

4 

8 

6 

7 

8 

9 

10 

11 

12 

13 

14 

IS 

16 

17 

18 

19 

20 

21 

22 

2;i 

.'•1 

' 

26 

27 

28 

30 

31 

XKviLLi: 

.03 

.03 

1.06 

.IB 

.44 

T 

.15 

.19 

.03 

1.S9 

.30 

.23 

.05 

\ 

.39 

4.4« 

POVCR 

.01 

T 

1.41 

.20 

.59 

T 

.16 

.06 

.84 

.01 

.12 

3.40 

IRISBURC    3    S   WB   AP           1 

T 

.03 

1.59 

.03 

.54 

T 

.16 

t 

T 

T 

.06 

.33 

.01 

.12 

T 

3.45 

IHISBURG    NORTH 

T 

.01 

1.68 

« 

.33 

.01 

.43 

.02 

1.51 

.07 

.15 

4.11 

rUETf 

.16 

.01 

.16 

.03 

.31 

.17 

.03 

.03 

T 

.90 

T 

T 

.11 

T 

l.Sl 

LET    1    S   WAIXEN   DAM        I 

.18 

.11 

« 

.31 

.14 

.04 

.02 

.74 

.08 

.05 

.02 

1.5B 

ITT    2    S                                     m 

.16 

1.03 

.65 

.08 

• 

.16 

• 

.85 

2. 93 

ilDAYSBURO                             r 

.53 

.13 

.10 

1.35 

.15 

.06 

.03 

.02 

.50 

.08 

.10 

3.02 

J.ISTKIIVILLE 

.09 

.06 

.03 

.03 

.45 

.15 

'  .05 

.02 

.94 

.03 

.05 

.02 

.03 

.05 

1.99 

TWOOD                                          S 

.32 

.95 

.05 

.22 

.10 

T 

.56 

T 

.24 

T 

2.44 

II                                                    «■ 

. 

_ 

_ 

. 

. 

_ 

.05 

1.02 

.05 

.07 

.02 

.21 

- 

lESlULE   i   n 

.18 

.10 

.12 

.40 

.50 

.07 

.07 

1.10 

.10 

2.64 

IKSDALE   6   N  TNHS  FLS//r 

.08 

.30 

.52 

.47 

.51 

.06 

1.94 

VKRSVllXE 

.04 

.02 

.03 

.07 

.87 

.01 

.61 

.33 

.07 

.01 

.12 

.03 

.68 

.03 

.09 

.02 

.01 

3.04 

BOTTOM   2    S 

.75 

.07 

.10 

.46 

.70 

.11 

.11 

1.31 

.15 

.05 

3.81 

mXGSOII 

.04 

1.19 

.05 

.15 

.16 

T 

T 

.22 

.02 

.83 

.09 

.06 

2.81 

rrsDALK                         » 

T 

1.71 

.IS 

.67 

T 

.38 

.04 

1.82 

.06 

.12 

4.98 

IDMAN 

T 

T 

.08 

1.46 

T 

.48 

.73 

T 

T 

.06 

.20 

.30 

T 

3.31 

lANA    2    SE                                z 

.09 

.02 

.63 

.17 

1.01 

.40 

.36 

.09 

.03 

.43 

.69 

.05 

3.97 

lAKA 

.11 

.32 

.15 

.99 

.02 

.32 

.30 

.05 

.06 

.58 

.42 

.06 

3.38 

IN 

.08 

.01 

.01 

.47 

.11 

.55 

.57 

.16 

T 

.01 

.70 

.60 

.08 

T 

3.35 

KSON    SUMMIT                          r 

.03 

.04 

.72 

.01 

.06 

.13 

« 

* 

« 

1.30 

.04 

.14 

.01 

2.48 

[ESTOWN    2    NH                          I 

.03 

.01 

T 

.85 

.22 

.07 

.45 

.03 

.34 

1.17 

.85 

.10 

.01 

T 

.01 

T 

4.14 

mSTOWN    1 

T 

.10 

T 

.04 

.60 

.72 

.34 

.43 

T 

.31 

T 

.11 

.62 

.78 

T 

.08 

T 

T 

4.13 

mSTOWN    2                                  r 

.09 

.63 

.02 

.08 

.92 

.03 

.41 

.20 

.10 

.46 

.33 

.08 

.02 

.17 

3.54 

IE    1    K» 

.06 

.02 

.05 

.02 

1.13 

.01 

.11 

T 

.30 

.07 

.04 

1.08 

.01 

.06 

.01 

T 

T 

.07 

3.04 

IE    5    SE                                       z 

.07 

.03 

.03 

.04 

1.11 

.01 

.07 

.31 

.03 

.03 

1.05 

.05 

.02 

2.85 

ITHAUS 

.02 

.14 

.41 

.65 

.50 

.18 

.09 

.50 

T 

2.49 

■CAR   4    SE 

.15 

.03 

.05 

1.25 

.16 

.12 

1.25 

.05 

.22 

.15 

.09 

.10 

.05 

1.05 

.18 

.14 

.16 

T 

T 

.32 

5.52 

SGEVIIiE   3   W 

.57 

T 

.40 

.09 

.42 

.08 

.65 

T 

2.21 

ATETTE   MC  CEAN  PARK 

.04 

.05 

.03 

.30 

.93 

.03 

.03 

.08 

.07 

.36 

.20 

.92 

.07 

3.11 

[EVILLE    1    N 

.13 

.04 

.17 

.08 

.19 

.14 

.06 

.04 

.94 

.03 

T 

.09 

T 

1.91 

CASTER    2    NE   PUMP   STA 

.91 

.35 

.35 

.30 

.09 

.05 

.73 

.03 

.15 

.07 

.01 

3.04 

(CASTER    2    NE   FILT    PLT   r 

1.07 

.62 

.03 

.05 

.12 

.51 

.02 

.03 

.19 

2.64 

CASTER   3    NE   EXP   FARM 

.25 

T 

1.12 

.06 

.43 

.10 

.06 

.68 

.02 

.15 

.02 

T 

2.89 

SFORD 

.17 

T 

.80 

.03 

.50 

.03 

.05 

T 

.93 

* 

.12 

T 

2.63 

SFORD   FOREMANS    SHOP 

.37 

.01 

.74 

.03 

.50 

.03 

.05 

T 

T 

.97 

.01 

.01 

.08 

2.80 

rROBE 

.13 

T 

.44 

.28 

.54 

.24 

.33 

.08 

T 

.05 

1.10 

.01 

.10 

T 

3.30 

IRELTON   STATE   VILLAGE   r 

.04 

1.00 

.35 

.89 

.02 

.03 

.02 

.87 

.36 

.21 

3.79 

RENCEVILLE 

T 

.82 

.20 

.12 

.85 

.42 

T 

.12 

2.53 

lANON 

.03 

T 

1.36 

.03 

.66 

T 

T 

.10 

.02 

.92 

.05 

.32 

.10 

T 

3.59 

lANON    3    SW                                r 

1.31 

.01 

.64 

.07 

.03 

.43 

.37 

.02 

.33 

.06 

3.27 

■ONTES    MILLS    5   Nil 

.03 

.07 

T 

.34 

1.12 

.35 

.25 

.17 

T 

.65 

T 

.06 

3.04 

IGHTON                                       z 

.28 

T 

.40 

.03 

.30 

T 

T 

.07 

.50 

T 

T 

1.58 

ROT 

T 

.90 

" 

.26 

.18 

.65 

.08 

T 

.02 

2.09 

IS    RUN   3    S 

.03 

T 

T 

.01 

T 

.25 

.90 

.01 

.02 

.09 

.04 

.35 

T 

.17 

1.00 

T 

.19 

T 

T 

T 

T 

T 

T 

3.06 

I STOWN                                       z 

.01 

1.26 

.15 

.53 

.14 

.04 

1.29 

.40 

3.82 

(ESVILLE    6   NW    PENS   LINK 

.04 

T 

.66 

.15 

.08 

.18 

.36 

.97 

.98 

.16 

T 

T 

3.58 

K   EAVES    1 

.68 

.15 

.76 

.58 

.10 

.06 

1.17 

.20 

3.70 

K   HAVEN   2                                r 

.35 

.28 

.89 

.54 

.10 

.06 

1.05 

.10 

.17 

.03 

3.57 

IC   POND 

.15 

.10 

.35 

.12 

.55 

.03 

.05 

.50 

T 

.20 

.02 

.02 

.04 

.02 

2.15 

■IPPUS    1    E 

.67 

T 

.88 

.50 

T 

.07 

T 

T 

.88 

.55 

3. 55 

>LE   GLEN 

.17 

.41 

.16 

.02 

.29 

.03 

.03 

.22 

T 

1.33 

"LETON   DEPOT 

1.58 

.14 

.15 

.39 

T 

.17 

.03 

.91 

.08 

.05 

3.50 

ICUS    HOOK 

.33 

.59 

T 

T 

.10 

.02 

.11 

.20 

.01 

.20 

.02 

.09 

.02 

1.69 

IIEKVILLE                                  r 

.05 

.07 

.75 

.11 

.32 

.08 

1.02 

.06 

.04 

.17 

2.67 

HON    CENTER    2   SE 

T 

.60 

.03 

.36 

.89 

.48 

.13 

.02 

.08 

T 

.96 

T 

.10 

3.65 

tSHBunc 

.05 

T 

T 

T 

.35 

.75 

.07 

.11 

.06 

.49 

.26 

1.00 

.22 

.02 

3.38 

ITINSBUBG                                  r 

1.17 

.28 

.03 

1.05 

.13 

.51 

.09 

.02 

.08 

.06 

3.42 

JTINSBURG   BLAIR   CO  AP 

.01 

T 

T 

1.21 

.30 

T 

1.11 

.02 

.04 

.36 

.01 

T 

.53 

.06 

.03 

T 

T 

.08 

.03 

3.79 

rAMORAS 

.43 

.07 

.14 

.21 

.07 

.71 

.17 

.07 

1.87 

JCB   CBUire    1    SW 

.02 

.02 

.58 

.28 

.13 

.01 

.06 

.85 

T 

T 

T 

T 

.09 

2.04 

reuRG 

.25 

.05 

.30 

.65 

.05 

.20 

.55 

.50 

.75 

.15 

3.45 

CONKELLSBURG 

T 

1.54 

T 

.27 

.47 

T 

T 

1.12 

T 

.19 

3.59 

CONNELLSTOWH   4    SH 

.07 

.88 

.21 

.23 

.84 

.03 

.06 

.06 

T 

.74 

.06 

.10 

3.28 

KEESPOHT 

.08 

.08 

.41 

.06 

.26 

.42 

.16 

.08 

.08 

.11 

1.10 

.09 

2.93 

IDO*    RUN   PONDS                     r 

.26 

.05 

.01 

.44 

.02 

.16 

.05 

.05 

.51 

.07 

.16 

1.78 

IDVILLE    IS                             z 

T 

.06 

.03 

1.03 

.12 

.06 

.52 

.14 

.60 

1.20 

1.46 

.07 

.24 

.02 

5.55 

)IX   RBK                                       r 

.05 

1.00 

.22 

.23 

.07 

.44 

.01 

.14 

2.16 

ICKRSBURG 

1.95 

.59 

.39 

.05 

1.26 

.03 

4.27 

IWINSBURG                                  r 

.24 

.51 

.03 

.30 

.31 

1.39 

rERSDALE 

.01 

.02 

1.01 

.04 

1.10 

.32 

.06 

.18 

.30 

.35 

.04 

3.43 

3DLET0WN   OLMSTED   FIELD 

.02 

T 

1.45 

.04 

.66 

.24 

T 

.03 

T 

.74 

.38 

.02 

.12 

T 

3.70 

3LAND   DAM   NO   7   LOWER 

.04 

.18 

.49 

.07 

.08 

.12 

.01 

.02 

.09 

.01 

.32 

1.17 

.07 

2.67 

LAN                                          r 

.21 

- 

.08 

.12 

- 

- 

.02 

.19 

~ 

LAKVILLE 

.07 

.02 

.26 

.49 

.04 

.02 

.78 

.04 

.10 

.04 

1.86 

LLERSBURG    2   E                        '' 

1.26 

.01 

• 

.71 

.05 

« 

.08 

1.23 

.42 

« 

.28 

4.04 

LLVILLE                                       r 

.04 

.83 

.07 

.68 

.03 

.50 

.03 

1.30 

.30 

.14 

3.92 

LROY 

.06 

1.33 

.80 

T 

.03 

.55 

.04 

1.25 

.30 

4.36 

IIROE   FURNACE                          r 

.05 

.36 

.13 

.68 

.03 

.31 

.92 

.21 

.10 

.01 

.01 

.17 

.01 

2.99 

IROETON    2    S 

.07 

.02 

.21 

.81 

.17 

.11 

.14 

.05 

1.99 

T 

.01 

.18 

3.76 

UTROSE    3    E    HGWT    SHED 

.31 

.27 

.09 

.50 

.28 

.04 

T 

.18 

.02 

1.84 

.01 

.17 

.03 

.08 

3.82 

IITROSE                                          r 

_ 

_ 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

~ 

SGROVE   LOCK   8 

.09 

T 

.07 

.30 

.03 

.18 

.26 

T 

.30 

.08 

.02 

.05 

.10 

.87 

T 

.05 

.01 

2.41 

nrr  union  i  nw  //          r 

• 

« 

2.20 

.07 

- 

- 

.01 

.19 

~ 

~ 

" 

BRTSVILLE                               r 

.04 

.63 

.04 

.06 

.45 

.03 

.65 

.09 

.05 

1.14 

.02 

.05 

.45 

3.70 

brstown 

1.07 

.11 

.62 

.12 

.82 

.03 

.40 

T 

3.17 

rRONA   LOCK   4 

.08 

.59 

.05 

.28 

.12 

.34 

.06 

T 

.05 

T 

1.04 

.05 

.03 

2.69 

PFS   MILLS    4    NE                     z 

.08 

.42 

.18 

.08 

.02 

.03 

.35 

T 

1.08 

.08 

.13 

2.45 

SHAM  I  NT   FALLS 

• 

.32 

.26 

.02 

T 

.04 

.22 

* 

.55 

1-.41 

HBORC    3    W 

.87 

.45 

.98 

.05 

T 

.86 

.68 

.02 

.04 

T 

3.95 

»   CASTLE    1    N   PUMP    STA    z 

.13 

.15 

.15 

.38 

.06 

.16 

.02 

.02 

.17 

.02 

.18 

1.16 

.02 

.08 

.02 

.27 

2.99 
3.18 
3.03 

WELL 

.19 

.22 

.21 

.07 

.30 

.23 

.16 

.08 

.21 

.08 

.14 

1.14 

.15 

»   PARK 

1.04 

.45 

.47 

.18 

.11 

.43 

.35 

WPORT 

T 

T 

1.45 

.10 

.62 

.02 

.04 

T 

.18 

T 

.02 

2.43 

W  TRIPOLI 

.03 

.56 

.06 

.19 

.09 

.08 

T 

.66 

T 

.05 

.05 

1.77 

RRISTOWN 

.68 

.59 

T 

.14 

T 

.01 

.28 

T 

T 

.09 

.10 

T 

1.89 

WELL    3    N 

.03 

.23 

.29 

.22 

.27 

1.46 

.06 

.13 

2.69 

LM 

.89 

.38 

_ 

.45 

.12 

~ 

LMERTON                                       z 

T 

T 

.23 

T 

.26 

T 

.03 

.03 

.24 

.31 

T 

1 .10 

RXERS   LANDING 

.13 

.08 

.30 

.30 

.17 

.13 

.29 

.93 

.08 

2.41 
2.51 

RKERS   LANDING    IE              r 

.05 

.07 

.01 

.10 

.49 

.16 

.11 

.04 

.10 

.10 

.95 

.03 

.10 

.20 

RK   PLACE    1    NW   WB   AP 

.08 

.61 

.01 

.01 

.66 

.02 

.07 

T 

.01 

T 

.77 

.54 

T 

.08 

.04 

.05 

2.95 

UPACE 

.25 

.51 

.15 

.07 

.25 

.07 

.92 

.05 

.22 

2.49 

CKS    POND 

.15 

.01 

.14 

.01 

.24 

.04 

.02 

.91 

T 

T 

T 

.08 

1.60 

ILADELPHIA   FRANK    INST 

.27 

.36 

.03 

.11 

.03 

.15 

. 

.22 

.03 

.05 

.02 

• 

.42 

1.69 
1.53 

ILADELPHIA   WB   AIRPORT   z 

T 

T 

.52 

T 

T 

.12 

T 

.09 

.01 

T 

.17 

.13 

.38 

.11 

ILADELPBIA   PT   BREEZE      z 

.42 

T 

.13 

T 

.07 

.17 

T 

.05 

.34 

.05 

1.23 

ILADELPHIA    SHAWMONT 

.47 

.12 

.08 

.13 

.03 

T 

.07 

.28 

.03 

.07 

.07 

.14 

.15 

1.64 

ILADELPHIA    WB   CITT           z 

.46 

T 

.02 

.12 

T 

.07 

T 

T 

.20 

.02 

.07 

.38 

.05 

1.39 

ILLIPSBURG   7  E  AP            r 

.05 

T 

.18 

.04 

T 

1.29 

.26 

.27 

.07 

.06 

.85 

.07 

.02 

.02 

T 

.10 

3.28 

OENIXVILLE   1   E  POMP  STz 

.53 

.08 

.01 

.29 

.06 

.97 

KES    CREEK                                  r 

.04 

.42 

.05 

.57 

.25 

« 

♦ 

.13 

.94 

.37 

.10 

.02 

.08 

2.97 

NE   GROVE    1    NE 

.11 

T 

1.01 

.02 

.81 

.02 

.12 

T 

1.28 

T 

.45 

.03 

3.85 

NE   GROVE    MILLS    IS           r 

.02 

.41 

.12 

.64 

.06 

.26 

.88 

.05 

.04 

.01 

.05 

.21 

.02 

2.77 
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Table  3-Coiitinued 

OCTOBER  1948 

Day  of  Month 

1 

Station 

1 

2 

3 

4 

s 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

PITTSBURGH  7  SE  WB  AP 

z 

.02 

T 

.53 

.03 

.06 

.22 

.02 

.68 

.02 

T 

.03 

.02 

T 

1.15 

T 

.06 

.01 

T 

.29 

3.14 

PITTSBTOGH  WB  CITY 

z 

.02 

T 

.54 

.03 

.07 

.34 

.85 

.06 

T 

.06 

.04 

T 

1.21 

.01 

.06 

.01 

T 

.30 

3.60 

PLEASAOT  MOUMT  1  W 

z 

.25 

.06 

.08 

.50 

.79 

.12 

.06 

1.24 

.05 

.18 

.03 

3.36 

PORT  ALLEGANY 

.05 

.02 

.08 

.11 

.60 

.01 

.03 

.16 

.03 

.31 

.09 

.87 

.02 

.05 

.08 

2,51 

PORT  ALLEGANY  3  SW 

.08 

T 

.24 

.61 

.04 

.29 

.05 

.33 

.94 

.09 

.08 

2.75 

PORT  CLINTON 

z 

.16 

.66 

.53 

.03 

.11 

.03 

.76 

.02 

.26 

2.56 

PORTLAND 

1.01 

.30 

.04 

.11 

.02 

.03 

.47 

.04 

.02 

2.04 

POTTSTOITN 

.02 

.43 

.27 

T 

.04 

.16 

.46 

.06 

T 

1  .44 

POTTSVILLE 

T 

.71 

.03 

.62 

T 

1.15 

.25 

.10 

2,86 

PUNXSUTAWNEY  1 

.04 

.15 

.32 

.87 

.38 

.09 

.05 

.06 

.05 

.83 

.04 

.07 

2,95 

PUNXSUTAWNEY  2 

r 

.10 

.08 

1.07 

.32 

.13 

.05 

.03 

.04 

.72 

.01 

.03 

.18 

2,76 

PUTNEYVILLE  2  SE 

z 

.07 

.27 

.02 

.32 

.43 

.25 

.11 

.10 

.10 

1.00 

.02 

2,69 

QUAKERTOWN 

.25 

.29 

.15 

.20 

.01 

T 

.02 

.38 

.04 

.05 

.04 

.02 

1,45 

RAYUOND 

r 

.18 

.07 

.04 

.03 

1.02 

.01 

.02 

.40 

.21 

.20 

.02 

.77 

.03 

.05 

3.05 

READING  WB  CITY 

z 

.07 

T 

.51 

T 

.15 

T 

.04 

.04 

.03 

T 

.14 

.45 

T 

.04 

.02 

T 

1.49 

RENOVO 

.16 

.09 

.08 

.76 

.34 

.32 

.07 

.99 

T 

.12 

2,93 

RENOVO  6  S  STATE  CAMP 

r 

.12 

1.17 

.01 

.32 

.14 

.99 

.17 

.10 

.01 

3,03 

RETREAT  FARMS 

.03 

.01 

.53 

.29 

.30 

.07 

.08 

.12 

T 

T 

T 

1.32 

.02 

T 

2,77 

REW 

.02 

.01 

.03 

.16 

.78 

.01 

.03 

.09 

.04 

.52 

.16 

.94 

.08 

.10 

2,97 

RICES  LANDING  LOCK  6 

.17 

T 

.30 

.10 

.22 

.06 

.10 

.08 

.12 

1.39 

.04 

2,58 

RIDCWAY 

z 

.21 

.02 

.05 

.02 

.18 

.85 

.03 

.23 

.35 

.11 

.83 

T 

.02 

2,90 

ROCHESTER  1  N 

r 

.31 

.10 

.54 

.03 

.16 

.05 

.05 

.06 

.24 

1.05 

.01 

.06 

.01 

2,67 

RUSH  6  S 

.02 

.37 

.52 

.27 

.15 

.17 

1.45 

.10 

.12 

3,17 

SAGAMORE  1  SE 

.05 

.43 

.02 

.35 

.55 

T 

.37 

.08 

.05 

T 

.98 

T 

.07 

2,95 

SALTSBURG 

.08 

T 

.03 

T 

.07 

.67 

T 

.39 

.31 

.42 

.29 

.14 

T 

.15 

T 

1.24 

T 

.06 

.03 

3,88 

SAXTON 

z 

1.25 

.08 

.19 

.59 

.08 

.05 

.04 

.96 

.05 

.04 

3,33 

SCANDIA 

r 

.03 

1.01 

.01 

.21 

.67 

.11 

.15 

.91 

.05 

.11 

.04 

3,30 

SCHENLEY  LOCK  5 

.14 

.61 

.01 

.09 

.29 

.03 

.30 

.11 

T 

.04 

.05 

.97 

.06 

.04 

2,74 

SCRANTON  WB  CITY 

z 

.03 

.07 

T 

.23 

.20 

.09 

.03 

.02 

T 

.74 

.39 

T 

.01 

.01 

.10 

1,92 

SELINSGROVE  AIRPORT 

.02 

.30 

.95 

T 

.65 

.02 

.04 

.03 

.19 

T 

T 

.32 

1.27 

T 

.06 

.13 

3,98 

SELLERSVILLE  2  NW 

r 

_ 

.04 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

SEWARD 

.20 

.11 

.95 

.65 

.12 

T 

.08 

.03 

.02 

.03 

.03 

.84 

.05 

.28 

3,39 

SHADE  GAP 

r 

.75 

.37 

.67 

.18 

.65 

.29 

.05 

2,96 

SHAMOKIN 

.06 

1.32 

.02 

.67 

.03 

.11 

T 

1.95 

.30 

4,46 

SHARPSVILLE 

.10 

T 

.58 

.15 

.02 

.02 

.28 

.65 

.62 

.03 

2,45 

SHEFFIELD  6  W  C  GROVE 

r 

.08 

.10 

.79 

.28 

.32 

.10 

.15 

1.15 

.05 

.09 

.05 

.06 

3,22 

SHIPPENSBUHG 

.34 

1.64 

.67 

.02 

.23 

T 

T 

1.55 

T 

T 

.05 

4.50 

SMETHPORT  HGWY  SHED 

r 

.04 

.01 

.07 

.84 

.05 

.21 

.01 

.28 

.08 

.02 

.90 

.01 

.08 

2,60 

SOMERSET  WATER  WORKS 

.20 

.06 

.60 

.16 

.01 

.91 

.02 

.03 

.11 

.12 

.06 

.35 

.22 

.17 

3,02 

SOMERSET  2  E  SUBSTATION 

.10 

.77 

.67 

.25 

.55 

2,34 

SOUTH  CANAAN  1  E 

r 

.05 

.34 

.25 

.10 

.33 

.45 

.09 

1,61 

SOUTH  MOUNTAIN 

T 

.01 

2.78 

.03 

.23 

.48 

T 

.62 

.06 

1.72 

.06 

5,99 

SPRING  GROVE 

z 

T 

.85 

1.07 

.49 

.16 

.15 

.12 

.82 

.18 

3,84 

SPRINGS  1  SW 

.68 

.06 

T 

1.09 

T 

.08 

.02 

.30 

T 

.02 

.30 

.15 

.14 

T 

.10 

2,94 

SPRUCE  CREEK 

.04 

.64 

T 

.36 

.71 

.03 

.05 

.17 

.07 

.73 

.09 

.16 

3,05 

STATE  COLLEGE 

z 

.02 

.25 

.27 

T 

.56 

T 

.08 

.10 

.02 

.01 

1.00 

.09 

.02 

T 

.16 

.02 

.02 

2,62 

STRAUSSTOWN 

.09 

.02 

.01 

.95 

.03 

.59 

.07 

.02 

.77 

.01 

.28 

.26 

.04 

3,14 

STRONGSTOWN 

r 

.11 

.71 

1.54 

.52 

.10 

.07 

.03 

.62 

.10 

.05 

.23 

4,08 

STHOUDSBURG  SUBSTATION 

.69 

.35 

.06 

.17 

.03 

.52 

.02 

.01 

.01 

1,86 

STROUDSBUBC 

r 

.33 

.03 

.12 

• 

.50 

- 

- 

- 

- 

STiniP  CREEK 

.12 

.23 

.81 

.38 

.13 

.12 

.77 

.04 

2,60 

SUNBURY 

z 

T 

.08 

1.23 

.08 

.55 

.03 

.21 

.01 

1.50 

.21 

3.90 

SUNBURY  2  N  AIRPORT 

.08 

1.05 

.07 

T 

.66 

.03 

.31 

.01 

T 

1.05 

.43 

T 

.20 

.01 

3,90 

SUSQUEHANNA 

.36 

T 

T 

.09 

.08 

.30 

.21 

.07 

.01 

.08 

T 

1.21 

.03 

.03 

.03 

2,50 

SUTERSVILLE 

.09 

T 

.38 

T 

.12 

.32 

.09 

.30 

.07 

T 

1.16 

.07 

2,60 

TAMAQUA 

.68 

T 

.51 

.08 

1.04 

.11 

2,42 

TAMAQUA  4  N  STL  CR  DAM 

z 

.17 

.07 

.68 

.01 

,55 

.01 

.05 

T 

1.13 

T 

.05 

.07 

T 

2,79 

TAMARACK  2  S  FIRE  TOWER 

.03 

T 

T 

.08 

T 

.33 

.78 

.31 

.28 

.15 

T 

.83 

T 

T 

.07 

2,86 

TIONESTA  2  SE  DAM 

z 

.22 

.01 

T 

.26 

.38 

.02 

.24 

.01 

.56 

.23 

1.05 

T 

.22 

3,20 

TITU8TILLK  2  S 

.01 

T 

.06 

1.11 

.14 

.23 

.39 

.30 

1.12 

.30 

.27 

.08 

4  ,01 

TITUSVILLE 

r 

.04 

.11 

1.06 

.25 

.65 

.11 

1.12 

.08 

.14 

.10 

.16 

3,82 

TOWANDA 

z 

.06 

.15 

.61 

.02 

.07 

.15 

T 

.14 

.02 

.81 

.77 

.03 

T 

.13 

.01 

2,97 

TOWER  CITY  5  SW 

.65 

.98 

1.04 

.34 

.05 

1.82 

.08 

.16 

.19 

5.31 

TUNKHANNOCK  1  S 

z 

.27 

.47 

.54 

.07 

T 

1.47 

.06 

.05 

2.93 

TUNHELTON  // 

r 

.10 

.62 

.10 

.61 

.02 

- 

.08 

1.05 

.09 

.04 

.06 

.30 

- 

TYRONE  4  NE  BALD  EAGLE 

r 

.03 

.32 

.05 

1.40 

.10 

.24 

.06 

.78 

.03 

.15 

3.16 

UNION  CITY  1  W 

r 

.02 

.20 

1.05 

.02 

.36 

.02 

.59 

.01 

.17 

1.74 

.10 

.10 

.03 

.17 

4,58 

UNIONTOWN 

.14 

.34 

.03 

.07 

.41 

.06 

.11 

.08 

.42 

1.38 

.08 

.05 

T 

.15 

3,32 

VANDERGRIFT 

.06 

.68 

.17 

.15 

.30 

.30 

.18 

.10 

.60 

.45 

.10 

.08 

T 

3,17 

VANDERGRIFT  2  W 

■■ 

.37 

.08 

.44 

.54 

.03 

.09 

1.03 

.02 

.05 

.05 

.40 

3,10 

VIRGINVILLE 

.56 

.05 

.38 

.29 

T 

.11 

T 

.55 

.04 

.09 

.06 

2,13 

WARREN 

T 

.04 

.02 

.19 

.62 

.01 

.24 

.10 

.26 

.26 

.89 

.10 

T 

2.73 

WASHINGTON 

r 

.01 

.26 

.03 

.18 

.49 

.30 

.05 

.03 

.06 

.01 

1.33 

.04 

.22 

3.01 

WATROUS  9  S  LEE  FIRE  TWR 

.01 

T 

.09 

T 

.07 

1.11 

.04 

.19 

.28 

.23 

.01 

1.02 

T 

.32 

3,37 

WATSONTOWH 

.05 

.29 

1.27 

.61 

.25 

.05 

.16 

.03 

.03 

.77 

.92 

T 

.12 

.07 

4,62 

WAYNESBURG  2  W 

r 

.06 

.25 

.02 

_ 

_ 

_ 

.05 

.07 

.05 

* 

1.32 

.03 

.21 

- 

WAYKESBUBG  1  E 

.20 

.03 

.24 

.10 

.18 

T 

.01 

.07 

.03 

.03 

.02 

1.23 

.04 

2,18 

WEBSTER  HILLS  3  SW 

r 

1.20 

.38 

.68 

.30 

.75 

.26 

.06 

.04 

.02 

3,69 

WELLSBORO 

.19 

.04 

.64 

T 

.10 

.26 

.10 

T 

1.41 

T 

.23 

2,97 

WELLSBORO  2  E 

r 

.07 

.09 

.61 

.06 

.24 

.05 

.03 

1.26 

.08 

.19 

2.68 

WELLSVILLE 

T 

.70 

.85 

.75 

.02 

T 

.14 

T 

1.43 

.06 

T 

3,95 

WERNERSVILLE 

.17 

T 

.81 

.02 

.32 

.01 

.10 

.05 

.61 

T 

.05 

.21 

.02 

.08 

2,45 

WEST  CHESTER 

.67 

T 

.10 

T 

.09 

.31 

.02 

.05 

.04 

.03 

1,31 

WEST  GROVE  1  SE 

1.73 

.66 

.03 

.10 

T 

.10 

.35 

T 

.03 

3,00 

WHITESBURC 

T 

T 

.10 

.40 

.35 

.40 

T 

.40 

.20 

T 

.05 

T 

1.50 

T 

.12 

T 

3,52 

WILKES  BARRE 

.18 

T 

.45 

.35 

.12 

.12 

.02 

T 

1.27 

T 

.05 

.04 

T 

2,60 

WILLIAMSPORT  4  SE 

T 

1.30 

.01 

.92 

.58 

.02 

.05 

1.49 

.25 

.02 

4,64 

WILLIAM3P0RT  4  E  WB  AP 

.02 

.56 

.56 

T 

.88 

.61 

.13 

.09 

.01 

1.12 

.12 

T 

.28 

.02 

T 

4,40 

WILLIAMSPORT 

z 

.04 

1.40 

.02 

1.01 

.60 

.20 

.17 

1.18 

.39 

5,01 

WILLIAMSTOWN 

.10 

1.49 

T 

.90 

T 

.32 

.08 

1.60 

.42 

4.91 

WIND  GAP  3  SW 

, 

.30 

.13 

* 

.55 

,98 

YORK  3  SW  PUMP  STATION 

1.25 

.99 

.47 

.16 

.15 

.12 

.73 

.26 

.02 

4,15 

YORK  2  S  FILTER  PLANT 

r 

1.78 

.07 

.48 

.14 

.04 

.02 

.25 

.40 

.19 

.02 

III 

YORK  HAVEN 

.02 

1.58 

.08 

.72 

.08 

.91 

T 

.25 

T 

3,64 

YOUNGSVILLE 

r 

.04 

.13 

.72 

.29 

.03 

.46 

.02 

.04 

.16 

1.14 

.06 

.02 

.10 

3  ,21 

ZIONSVILLE  1  SW 

.10 

.40 

.30 

.60 

.05 

.05 

1  50 

V 
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Station 

A.  M.  Hour  •ading 

P.  M.  H 

i 

I 

a 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

B 

6 

7 

8 

9 

10 

U 

12 

-h 

5t- 

BION 

.04 

.01 

.09 

L£NS    HILLS 

.08 

.08 

STINBURG    2    W 

.04 

.04 

OCA    WILEES-BARRE    SCRANTON  AP   6 

* 

• 

* 

• 

* 

.01 

AIRSVILLE    6    ENK   6 

* 

♦ 

* 

* 

* 

.18 

AKESLKE   CORNERS 

.01 

.01 

SWELL 

« 

* 

.12 

.05 

.03 

.20 

OOKVILLE   AIRPORT   6 

* 

.02 

CKSTOWN 

« 

« 

.04 

.01 

.05 

TLER    SUBSTATION 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

_ 

- 

_ 

_ 

_ 

- 

- 

ARLEROI 

* 

« 

• 

.06 

.01 

.07 

ARION   3    SW 

.01 

.02 

.03 

ALPORT 

.03 

.01 

.01 

.03 

.01 

.09 

NTLUENCE    1    SW 

.01 

.01 

.02 

.04 

NNELLSVILLE    4    N 

* 

* 

• 

.13 

.13 

ESSON    1    E    SUMMIT 

.01 

.01 

.02 

RWENSVILLE    6    NW   AIRPORT   6 

• 

* 

* 

* 

* 

.01 

BOIS    7    E 

.01 

.01 

.01 

.01 

.04 

NLO 

.01 

.01 

.01 

.01 

.04 

PORIUM 

.01 

.01 

GLISH   CENTER 

.01 

.01 

.02 

IE   WB   CITY 

.01 

.02 

.03 

IE    AIRPORT    6 

» 

* 

* 

* 

* 

.01 

OD    SPRINGS    1    NW 

.01 

.01 

EENSBURG    2    E   HGWT   SHED 

ME 

DIANA    2    SE 

.07 

* 

.03 

.10 

.03 

.03 

MESTOWN   2    NW 

.01 

.01 

.02 

HNSTOWN   2 

* 

* 

.04 

.03 

.02 

.09 

ME    5    SE 

.04 

.02 

.01 

.07 

URELTON    STATE   VILLAGE 

.03 

.01 

.04 

RTINSBURG   BLAIR  CO  AIRPORT   6 

« 

* 

* 

♦ 

* 

.01 

LLVILLE 

.03 

.01 

.04 

NROE    FURNACE 

.01 

.02 

.01 

.01 

.05 

RRYSVILLE 

.01 

.01 

.01 

.01 

.04 

FFS    MILLS    4   NE 

.03 

.02 

.05 

RKERS    LANDING    1    E 

* 

* 

.05 

.05 

RK   PLACE    1    NW   WB   AIRPORT   6 

* 

* 

* 

* 

* 

.08 

KES   CREEK 

.04 

.04 

NE    GROVE    MILLS    1    S 

.01 

.01 

.02 

rrSBURGH    7    SE   WB   AIRPORT   // 

.01 

.01 

.02 

TTSBURGH   WB   CITY 

.01 

.01 

.02 

YMOND 

.01 

.02 

.02 

.05 

.07 

.01 

.18 

ADING   WB  CITY 

.07 

.07 

DGWAY 

» 

* 

.17 

.17 

RANTON   WB   CITY 

.01 

.02 

.03 

EFFIELD   6   W   CHERRY  GROVE 

.07 

.01 

.08 

ETHPORT   HGWY   SHED 

.01 

.03 

.04 

ATE    COLLEGE 

.01 

.01 

.02 

RONGSTOWN 

.01 

.05 

.02 

.02 

.01 

.11 

NBURY 

.05 

.02 

.01 

.08 

NBURY   AIRPORT   2    N   6 

* 

* 

* 

* 

* 

.08 

BAQUA    4   N    STILL   CREEK   DAM 

.06 

.06 

ONESTA    2    SE   DAM  // 

.01 

.02 

.03 

WANDA 

.02 

.01 

.03 

NNELTON   // 

.05 

.02 

.01 

.02 

.10 

RONE    4    NE    BALD   EAGLE 

.02 

.01 

.03 

SHINGTON 

* 

.01 

.01 

YNESBURG   2   W 

.04 

.02 

.06 

-2d- 

CKSTOWN 

.02 

.02 

NNELLSVILLE    4    N 

.06 

.12 

.18 

IE   WB   CITY 

.01 

.01 

.02 

.01 

.05 

IE    AIRPORT   6 

* 

* 

* 

* 

* 

.09 

4 

* 

* 

* 

XRETT 

.03 

.03 

ADVILLE    1    S 

.01 

-3 

d- 

.01 

ilSSON    1   E    SUMMIT 

.02 

.02 

IE   AIRPORT    6 

* 

.01 

RRXSBURG   3    S   WB   AIRPORT 

.02 

-4 

■h- 

.02 

LENTOWN   BETHLKHEM-EASTON   WB   AP 

.01 

.07 

.01 

.03 

.07 

.02 

.02 

.04 

.01 

.01 

.29 

STINBURG   2   W 

.02 

.04 

.06 

OCA   WILKES-BARRE    SCRANTON   AP   6 

* 

* 

* 

* 

* 

.04 

* 

* 

* 

.10 

THLEHEM   LEHIGH    UNIV 

.01 

.02 

* 

* 

« 

* 

* 

.10 

.01 

.14 

AIN 

.03 

.07 

.02 

.03 

.03 

.02 

.25 

.25 

.23 

.29 

1.22 

AIRSVILLE    6   ENE    6 

* 

* 

* 

* 

♦ 

.02 

* 

* 

* 

« 

* 

.37 

* 

* 

* 

« 

* 

.18 

« 

* 

* 

.08 

AKESLEE   CORNERS 

.02 

.05 

.03 

.06 

.10 

.04 

.02 

.02 

.34 

SWELL 

.09 

.01 

.01 

.08 

.01 

.10 

.10 

.09 

.01 

.05 

.02 

.01 

.01 

.01 

.01 

.01 

.03 

.65 

OOKVILLE   6   ENE   6 

♦ 

* 

* 

« 

* 

.08 

* 

» 

« 

.02 

CKSTOWN 

.05 

.06 

.09 

.02 

.11 

.06 

.10 

.04 

.07 

.02 

.08 

.10 

.09 

.03 

.10 

.01 

.01 

1.04 

ITLER   SUBSTATION 

_ 

_ 

.06 

.03 

.08 

.01 

.01 

- 

RTER  CAMP 

.01 

.01 

.01 

.01 

.01 

.05 

LAMBERSBURG 

.05 

.05 

.07 

.10 

.03 

.05 

.03 

.07 

.17 

.11 

.07 

.80 

lARLEROI 

.06 

.07 

.05 

.01 

.05 

.04 

.01 

.01 

.30 

ARION    3    SW 

.01 

.01 

.02 

ALPORT 

.02 

.01 

.02 

.08 

.05 

.05 

.03 

.04 

.03 

.33 

ATESVILLE   1   SW 

.01 

.01 

.01 

.16 

.12 

.05 

.10 

.15 

.05 

.02 

.68 

NFLUENCE    1    SW 

.01 

.02 

.03 

.05 

.03 

.03 

:03 

.03 

.02 

.01 

.03 

.02 

.31 

NNELLSVILLE   4    N 

.09 

.04 

.07 

.11 

.10 

.09 

.09 

.02 

.06 

.03 

.02 

.72 

LESSON    1   E   SUMMIT 

.02 

.04 

.12 

.06 

.06 

.04 

.06 

.30 

.30 

.04 

.06 

1.10 

RWENSVILLE    6    NW   AIRPORT   6 

* 

« 

* 

« 

* 

.11 

NGMANS   FERRY 

.01 

.01 

.03 

.01 

.01 

.03 

.02 

.03 

.15 

BOIS    7   E 

.01 

.01 

.02 

.03 

.01 

.01 

.01 

.10 

rNLO 

.04 

.01 

.03 

.13 

.06 

.08 

.05 

.06 

.04 

.    .05 

.05 

.15 

.09 

.11 

.04 

.01 

1.00 

SHORE 

.04 

.04 

.02 

.01 

.11 

GLES    MERE 

.01 

.02 

.01 

.01 

.03 

.08 

IPORIUM 

.03 

.03 

GLISH   CENTER 

.02 

.03 

.02 

.01 

.02 

.01 

.02 

.13 

ERETT 

.02 

.06 

.01 

.04 

.07 

.06 

.04 

.11 

.04 

.11 

.14 

.18 

.13 

.12 

.06 

.09 

.20 

.09 

.01 

1.58 

RD   CITY   4    S   // 

.05 

.08 

.06 

.04 

.01 

.05 

.03 

.08 

.01 

.01 

.02 

.01 

.45 

TTYSBURG    1    S 

.03 

.04 

.03 

.10 

.10 

.10 

.02 

.01 

.07 

.07 

.17 

.21 

.05 

.02 

.08 

.05 

.05 

1.20 

^NCOE 

.02 

.07 

.04 

.09 

.10 

.17 

.07 

.14 

.10 

.02 

.10 

.05 

.10 

.08 

.05 

.02 

1.22 

-EN    ROCK 

.03 

.01 

.07 

.08 

.16 

.33 

.30 

.15 

.15 

.15 

.02 

.03 

.07 

.08 

.01 

1.64 

)0D   SPRINGS    1    NW 

.15 

.15 

.05 

.07 

.24 

.19 

.15 

.20 

.07 

.03 

1.30 

lEENSBURG   2    E   HGWY   SHED 

.03 

.03 

.02 

.08 

.02 

.03 

.04 

.05 

.03 

.03 

.02 

.01 

.01 

.02 

.42 

RRISBURG    3    S   WB   AIRPORT 

.01 

.02 

.13 

.16 

.22 

.07 

.23 

.13 

.12 

.26 

.19 

.04 

.01 

1.59 

LWLEY   1    S   WALLEN  DAM 

.01 

.02 

.01 

.01 

.02 

.07 

iWITT   2   S 

.07 

.04 

.04 

.10 

.11 

.14 

.05 

.15 

.10 

.14 

.06 

.07 

.13 

.23 

.20 

.12 

.06 

.04 

■  .05 

1.90 
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m 


™i 


I 


A.  M.  Hour  ending 

P.  M.  Houi  ending 

1 

C*kM.«_ 

Sanom 

1 

2 

3 

4 

S 

6 

7 

8 

9 

10 

U 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

U 

12 

H 

HOLLIDATSBURG 

.05 

.02 

.03 

.03 

.05 

.06 

.10 

.06 

.04 

.06 

.02 

.52 

HOLTWOQD  ■ 

.01 

.01 

.05 

.08 

.15 

.24 

.25 

.12 

.14 

.03 

.02 

.01 

1.11 

HOHESDALE  6  K  TANKERS  FALLS  // 

.03 

.02 

.03 

.08 

HnHTS])At£ 

.02 

.04 

.15 

.12 

.03 

.04 

.06 

.06 

.07 

.27 

.23 

.25 

.07 

.09 

1.50 

INDIANA  2  S£ 

.07 

.09 

.09 

.10 

.04 

.04 

.04 

.02 

.07 

.06 

.03 

.02 

.07 

.01 

.01 

.01 

.77 

JACKSON  SUMMIT 

.03 

.03 

JOHNSTOWN  2 

.02 

.02 

.01 

.02 

.06 

.08 

.02 

.10 

.01 

.01 

.02 

.02 

.02 

.05 

.07 

.06 

.04 

.63 

KANE  5  SE 

.02 

.01 

.03 

LANCASTER  2  NE  FILTER  PLANT 

.01 

.02 

.18 

.20 

.20 

.17 

.03 

.14 

.06 

.03 

.01 

.01 

.01 

1.07 

LAURELTON  STATE  VILLAGE 

.07 

.08 

.07 

.04 

.09 

.10 

.17 

.28 

.10 

1.00 

LEBANON  3  SH 

.04 

.26 

.20 

.12 

.10 

.17 

.13 

.10 

.07 

.03 

.02 

.07 

1.31 

LEBIGHTON 

.02 

.06 

.02 

.12 

.08 

.05 

.05 

.01 

.02 

.43 

LEWISTON 

.01 

.01 

.09 

.06 

.09 

.02 

.02 

.02 

.10 

.10 

.30 

.16 

.98 

LOCK  HAVEN  2 

.08 

.11 

.05 

.03 

.05 

.03 

.35 

MARTINSBURG 

.01 

.01 

.01 

.02 

.05 

.10 

.06 

.04 

.02 

.04 

.04 

.12 

.08 

.10 

.15 

.10 

.05 

.08 

.09 

1.17 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

* 

* 

m 

* 

« 

.26 

* 

» 

* 

* 

« 

.52 

* 

* 

« 

.43 

KEADOW  RUN  PONDS 

.01 

.01 

.05 

.04 

.01 

.07 

.02 

.03 

.02 

.26 

MEADVILLE  1  S 

.01 

.01 

.02 

KEDIX  RUN 

.03 

.02 

.05 

MERCER  HGWT  SHED 

.01 

.01 

.01 

.03 

MERWINSBURG 

' 

.01 

.04 

.02 

.05 

.09 

.01 

.02 

.24 

MILAN 

.02 

.03 

.01 

.01 

.02 

.03 

.02 

.04 

.03 

.21 

MILLERSBURG  2  E 

.10 

.12 

.08 

.07 

.16 

.22 

.20 

.15 

.14 

.02 

1.26 

MILLVILLE 

.05 

.08 

.10 

.03 

.05 

.12 

.20 

.20 

.83 

MONROE  FURNACE 

.03 

.05 

.07 

.03 

.06 

.03 

.01 

.08 

.36 

MONTROSE 

- 

- 

- 

-        -        . 

_ 

_ 

_ 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

MOUNT  UNION  1  NW  // 

.01 

.02 

.07 

.10 

.20 

.24 

» 

♦ 

* 

MURRTSVILLE 

.02 

.06 

.03 

.09 

.08 

.08 

.06 

.07 

.03 

.04 

.02 

.02 

.01 

.02 

.63 

M£i''FS  MILLS  4  NE 

.04 

.05 

.05 

.05 

.04 

.03 

.01 

.01 

.04 

.32 

NEW  CASTLE  1  N 

.03 

.02 

.01 

.04 

.02 

.02 

.01 

.01 

.16 

PALMERTON 

.03 

.03 

,02 

.06 

.04 

.18 

PARKERS  UVNDING  1  E 

.04 

.01 

.01 

.01 

.07 

PARK  PLACE  1  NW  WB  AIRPORT  6 

* 

♦ 

♦ 

* 

* 

.33 

• 

* 

• 

.28 

PHILADELPHIA  WB  AIRPORT 

.01 

.03 

.12 

.11 

.07 

.08 

.08 

.01 

.01 

.52 

PHILADELPHIA  POINT  BREEZE 

.01 

.05 

.08 

.13 

.04 

.07 

.03 

.01 

.42 

PHILADELPHIA  WB  CITT 

.06 

.11 

.16 

.05 

.04 

.01 

.01 

.01 

.01 

.46 

PHILLIPSBDRG  7  E  AIRPORT 

.02 

.03 

.07 

.03 

.01 

.01 

.01 

.18 

PHOENIXVILLE  1  E  PUMP  STATION 

.02 

.20 

.03 

.12 

.13 

.02 

.04 

.06 

.62 

PIKES  CREEK 

.10 

.14 

.13 

.04 

.01   .42 

PINE  GROVE  MILLS  1  S 

' 

.03 

.04 

.09 

.03 

.04 

.05 

.02 

.01 

.01 

.01 

.08   .41 

PITTSBURGH  7  SE  WB  AIRPORT 

.04 

.04 

.05 

.11 

.07 

.04 

.06 

.03 

.01 

.02 

.01 

.01 

.01 

.03   .53 

PITTSBURGH  WB  CITT 

.06 

.04 

.04 

.07 

.06 

.06 

.07 

.03 

.02 

.03 

.02 

.01 

.03   .54 

PLEASANT  MOUNT  1  W 

.05 

.01 

.01 

.01   .08 

PORT  CLINTON 

.10 

.03 

.10 

.07 

.14 

.13 

.03 

.60 

PUNXSUTAWNEY  2 

.02 

.03 

.02 

.01 

.02 

.10 

PUTNETVILLE  2  SE 

.01 

.01 

.01 

.02 

.01 

.04 

.05 

.03 

.03 

.01 

.01 

.23 

RAYMOND 

.03 

.01 

.02 

.01 

.07 

READING  WB  CITY 

.12 

.07 

.05 

.06 

.02 

.11 

.01 

.01 

.05 

.01 

.51 

RENOVO  6  S  STATE  CAlff 

.02 

.05 

.03 

.02 

.12 

ROCHESTER  1  N 

.05 

.06 

.09 

.02 

.04 

.03 

.02 

.31 

SAXTON 

.02 

.05 

.03 

.06 

.02 

.04 

.08 

.06 

* 

* 

* 

* 

« 

* 

• 

« 

* 

SCRANTON  WB  CITY 

.02 

.02 

.01 

.02 

.07 

SELLERSVILLE  2  NW 

_ 

- 

- 

_        —        . 

- 

— 

— 

— 

— 

— 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

— 

- 

SHADE  GAP 

.08 

.08 

.09 

.02 

.02 

.01 

.02 

.03 

.03 

.12 

.05 

.11 

.09 

.75 

SOUTH  CANAAN  1  E 

.03 

.02 

.05 

SPRING  GROVE 

.02 

.08 

.10 

.24 

.14 

.10 

.07 

.25 

.23 

.07 

.09 

.15 

.08 

.04 

.01 

1.67 

STATE  COLLEGE 

.02 

.05 

.03 

.05 

.02 

.01 

.07 

.25 

STRONGSTOWN 

.02 

.05 

.10 

.07 

.08 

.05 

.08 

.07 

.03 

.02 

.04 

.01 

.07 

.02 

.71 

STROUDSBURG 

.03 

.02 

.08 

.08 

.10 

.02 

.33 

SUNBURY 

.04 

.10 

.10 

.06 

.05 

.15 

.17 

.20 

.18 

.06 

1.11 

SDNBURY  AIRPORT  2  N  6 

* 

* 

• 

• 

* 

.38 

* 

* 

* 

.67 

TAMAIQUA  4  N  STILL  CREEK  DAM 

.03 

.14 

.08 

.22 

.11 

.02 

.02 

.02 

.01 

.65 

TOWANDA 

.02 

.04 

.03 

.09 

TUNKHANNOCK  1  S 

.06 

.04 

.04 

.01 

.15 

TUNNELTON  // 

.06 

.09 

.01 

.08 

.08 

.04 

.04 

.04 

.04 

.03 

.05 

.01 

.03 

.01 

.01 

.62 

TYRONE  4  NE  BALD  EAGLE 

.02 

.08 

.06 

.04 

.07 

.03 

.01 

.01 

.32 

VANDERGRIFT  2  W 

.03 

.02 

.10 

.08 

.02 

.01 

.04 

.05 

.01 

.01 

.37 

WASHINGTON 

.02 

.08 

.01 

.07 

.02 

.01 

.04 

.01 

.26 

WAYNESBURC  2  W 

.05 

.01 

.04 

.05 

.05 

.02 

.02 

.01 

.25 

WEBSTER  HILLS  3  SW 

.03 

.04 

.06 

.05 

.09 

.08 

.10 

.04 

.05 

.04 

.03 

.04 

.04 

.04 

.15 

.10 

.10 

.12 

1.20 

WELLSBORO  2  E 

.01 

.02 

.02 

.02 

.07 

WILLIAMS PORT 

.01 

.04 

.08 

.05 

.04 

.04 

.05 

.27 

.34 

.92 

WIND  GAP  3  SW 

.04 

.03 

.01 

.06 

.06 

.05 

.04 

.01 

.30 

YORK  2  S  FILTER  PLANT 

.04 

.06 

-6 

.12 
th- 

.30 

.40 

.10 

.15 

.21 

.09 

.05 

.12 

.08 

.05 

.01 

1.78 

AUSTINBURG  2  W 

.01 

.01 

.02 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

* 

.01 

BLAIN 

.13 

.05 

.05 

.01 

.24 

BLAIR8VILLE  6  ENE  6 

* 

•    *    * 

* 

.01 

• 

« 

* 

« 

* 

.01 

BOSWELL 

.01 

.01 

.01        .01 

.01 

.05 

BROOKVILLE  AIRPORT  6 

* 

*    *    * 

* 

.01 

.06 

BUCKSTOWN 

.03 

.02 

.01 

CANTON  1  NW 

.02 

.02 

.04 
.03 
.50 

CARTER  CAMP 

.01 

.01 

.01 

CEAMBERSBDRG 

.10 

.05 

.08 

.10   .07   .08 

.02 

CHARLEROI 

.01 

.01 

.01 

.01 

.04 
.02 
.10 

CLARION  3  SW 

.01 

.01 

CRESSON  1  E  SUMMIT 

.02   .01 

.05 

.02 

CUHWENSVILLE  6  NW  AIRPORT  6 

* 

* 

» 

« 

« 

.01 

.05 
.06 
.05 
.10 
.24 
.01 

DINGMANS  FERRY 

.01 

.01 

.01 

.02 

DDNLO 

.02 

.02 

.01 

.01 

DUSHORE 

.01 

.03 

.01 

EAGLES  MERE 

.02 

.06 

.02 

ENGLISH  CENTER 

.06 

.04 

.04 

.02   .03   .01 

.01 

.01 

.02 

ERIE  WB  CITY 

.01 

ERIE  AIRPORT  6 

* 

« 

* 

* 

« 

.02 

.20 
.05 
.38 

EVERETT 

.05 

.01 

.01 

.01   *     * 

.04 

.04 

.01 

.01 

.01 

.01 

FORD  CITT  4  8// 

.01 

.01 

.01 

.02 

GETTYSBURG  1  S 

.03 

.15 

.12 

.06   .02 

GLENCOE 

.05 

.04 

.01 

.10 
.03 
.03 
.02 
.04 
.13 
.13 
.19 
.04 
.02 
.03 
.35 
.01 
.01 
.25 

GLEN  ROCK 

.01 

.01 

.01 

GOOD  SPRINGS  1  NW 

.03 

KARRI SBURG  3  B  WB  AIRPORT 

.01 

.01 

HAWLEY  1  S  WALLEN  DAM 

.03 

.01 

HEWITT  2  S 

.04 

.01 

.05   .03 

HOLLIDAYSBURG 

.03   .03   .02 

.04 

.01 

HUNTSDALE 

.16 

.03 

JACKSON  SUMMIT 

.02 

.02 

JOHNSTOWN  2 

.01 

.01 

KANE  5  SE 

.01 

.01 

.01 

LAURELTON  STATE  VILLAGE 

.30 

.01 

.04 

LEBANON  3  SW 

.01 

LEBIGHTON 

.01 

LEWISTON 

.09 

.10 

.05 

.01 
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A.  M.  Hovu  aading 

P.M.  Hour  aDHn,  j 

i 

Station 

1 

a 

3 

4 

S 

« 

7 

8 

9 

10 

11 

12 

1 

3 

3 

4 

5 

6 

7 

8 

Q 

CK  HAVKM   2 

.12 

.08 

.02 

.01 

.02 

.01       .01 

.01 

.28 

RIKKVILLK 

.03 

.02 

•  OS 

RTINSBURG 

.03 

* 

* 

* 

.20 

.01 

.01 

.01 

.01 

.01 

.2a 

RTINSBURG   BLAIR  CO  AIRPORT   6 

* 

.03 

* 

• 

* 

• 

•           .22 

• 

* 

• 

• 

•           .05 

ADOW    Rim    POMDS 

.04 

.91 

.05 

ADVILLK    1    S 

.01 

.01 

.01       .01 

.01 

.05 

LLERSBURG    2   E 

.01 

.01 

LLVILLK 

.02 

.04 

.01 

.07 

MROE    FURNACE 

.06 

.01 

.04 

.01 

.01 

.13 

NTROSE 

- 

- 

- 

- 

- 

- 

- 

_ 

_ 

- 

- 

-          _          - 

_          -          _ 

- 

- 

- 

- 

- 

UNT  UNION  1  mr  // 

* 

• 

• 

* 

« 

* 

•           • 

• 

RRYSVILLK 

.01 

.01 

.01 

.01 

.04 

FFS   MILLS    4    NE 

.04 

.02 

.01 

.01 

.08 

LMERTON 

.02 

.02 

.01 

.05 

RKERS    LANDING    1    E 

.01 

' 

.01 

RK   PLACE    1    N»   WB   AIRPORT   6 

• 

.01 

ILLIPSBURG    7   E   AIRPORT 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

^ 

.07 

EES   CREEK 

.03 

.02 

.05 

NE   GROVE   MILLS    1    S 

.06 

.01 

.04 

.01 

.12 

TTSBURGH   7    SE   WB   AIRPORT   // 

.01 

.01 

.01 

.03 

TTSBURGH   WB   CITY 

.01 

.01 

.01 

.03 

TMOND 

.01 

.01 

.01 

.01 

.04 

jrroN 

* 

• 

* 

• 

* 

* 

«           * 

* 

« 

* 

* 

*           .88 

1.24 

ADE   GAP 

.15 

.03 

.02 

.05 

.03 

.03 

.03      .01 

.02 

.37 

ETHPORT   HGWY   SHED 

.01 

.01 

ATE  COLLEGE 

.08 

.07 

.09 

.03 

.27 

NBORY 

.02 

.01 

.01 

.04 

NBURY  AIRPORT   2   N   6 

* 

.04 

* 

* 

* 

• 

*           .03 

ONESTA    2    SE   DAM   // 

.01 

.02 

.03 

TUSVILLE 

.02 

.01 

.01 

.04 

WANDA 

.01 

.01 

NKHANNOCK   1    S 

.04 

.05 

.09 

RONE   4   NE  BALD  EAGLE 

.01 

.03 

.01 

.05 

ION   CITY    1    W 

.01 

.01 

.02 

SHINGTON 

.01 

.01 

.01 

.03 

TNESBURG  2  W 

.01 

.01 

.02 

BSTER   MILLS   3    SW 

.08 

.07 

.04 

.05 

.03 

.04 

.02 

.05 

.38 

LLSBORO   2   E 

.05 

.03 

.01 

.09 

LLIAMSPORT 

.13 

.16 

.07 

.05 

.01      .01 

.02 

.45 

RE   2    S   FILTER  PLANT 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.07 

DKGSVILLE 

.01 

.01 

.01 

-7 

■h- 

.01 

.04 

BION 

.16 

.22 

.25 

.63 

LENS  HILLS 

.09 

.09 

LENTOWN  WB  AIRPORT 

.01 

.01 

THLEHEM   LEHIGH   UNIV 

.02 

.04      .02 

.01 

.01 

.10 

AIRSVILLE   6   ENE    6 

* 

* 

« 

.02 

SWELL 

.07 

.07 

OOKVILLE   AIRPORT   6 

* 

* 

* 

.10 

CKSTOWN 

.21 

.21 

TLER   SUBSTATION 

.06 

.02 

.08 

ARLEROI 

.01 

.01 

.01       .01 

.08 

.12 

ARION   3    SW 

.09 

.02 

.02 

.13 

NFLUENCE   DAli 

.01 

.02 

.01 

.08 

.12 

NNELLSVILLE   4   H 

.02 

.02 

BOIS    7    E 

* 

« 

NLO 

.10 

.10 

POHIUM 

.01 

.01 

IE   WB   CITY 

.24 

.29 

.18 

.71 

RD   CITY   4    S   // 

.03 

.06 

.01 

.10 

ENCOE 

.10 

.10 

EENSBURG   2   E   HGWY   SHED 

.02 

.09 

.11 

LLIDAYSBURG 

.10 

.10 

DIANA    2    SE 

.02 

.02 

HESTOWN   2   NW 

.13 

.35 

.03 

.51 

HNSTOWN   2 

.08 

.08 

NE    5    SE 

.04 

.04 

RIENYILLE 

.05 

.02 

.07 

RTINSBORG 

.01 

.01 

.01 

.03 

ADOW    RUN   PONDS 

.01 

.01 

ADVILLE    1    S 

.12 

.06 

.10 

.34 

.62 

RCER   HGWY   SHED 

.08 

.08 

.08 

.24 

LLERSBURG   2E 

* 

* 

* 

* 

* 

* 

RRYSVILLE 

.04 

.02 

.06 

W   CASTLE    1    N 

.03 

.07 

.03 

.13 

RKERS   LANDING    1    E 

.01 

.06 

.02 

.01 

.10 

RK   PLACE    1    NW   WB  AIRPORT   6 

* 

* 

« 

.01 

ILADELPHIA   WB  CITY 

.01 

.01 

.02 

TTSBURGH    7    SE   WB  AIRPORT  // 

.04 

.01 

.01 

.06 

TTSBURGH   WB   CITY 

.05 

.02 

.07 

NXSUTAWNEY   2 

.06 

.01 

.01 

.08 

TNEYVILLE   2    SE 

.14 

.14 

YMOND 

.01 

.01 

.01 

.03 

DGWAY 

.07 

.07 

CHESTER    1    N 

.01 

.01 

.01 

.03 

.02 

.01 

.01 

.10 

ANDIA 

.03 

.03 

EFFIELD   6   W   CHERRY  GROVE 

.10 

.10 

KTHPORT   HWGY    SHED 

.01 

.01 

.01 

.01 

.03 

.07 

RING    GROVE 

.01 

.01 

.01 

.03 

ROUDSBURG 

.02 

.01 

.03 

ONESTA    2    SE   DAM  // 

.05 

.08 

.02 

.15 

TUSVILLE 

.02 

.09 

.11 

NNELTON   // 

.09 

.01 

.10 

ION    CITY    1    W 

.06 

.14 

.20 

NDERGRIFT   2   W 

.08 

.08 

SHINGTON 

.05 

.13 

.18 

YNESBURG    2   W 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_          _          _ 

_         _         _ 

_ 

_ 

- 

- 

- 

- 

DNGSVILLE 

.01 

-8 

th- 

.12 

.13 

SION 

.05 

.03 

.OS 

.03 

.05 

.01 

.45 

.07 

.03 

.01 

.01 

.83 

LENS    MILLS 

.01 

.07      .13 

.11 

.01 

.07 

.09 

.32      .09 

.06 

.01 

.01 

.98 

LENTOWN   WB  AIRPORT 

.03 

.04 

.01 

.01 

.02      .01 

.03      .03       .02 

.03 

.01 

.24 

STINBURG   2   W 

.02 

.08 

.07 

.04      .05 

.15 

.13 

.08 

.15 

.08      .34      .02 

1.21 

OCA   WILKES-BARRE    SCRANTON   AP   6 

« 

* 

* 

* 

»           .01 

* 

* 

* 

* 

♦           .08      • 

*          •          • 

»           .18 

« 

* 

* 

.01 

THLEHEM   LEHIGH   UNIV 

.01 

.01      .01 

.02 

.01 

.06 

AIN 

.06 

.02      .08 

.03 

.07 

.03 

.07 

.10      .10 

.10 

.66 

AIRSVILLE    6   KNE    6 

* 

.01 

* 

« 

* 

* 

*           .36 

* 

»" 

* 

* 

*           .45      * 

*         *         * 

»           .30 

AKESLEE   CORNERS 

.02 

.01 

* 

* 

.03 

.01 

.01 

.02 

.08      .02      .05 

.01       .04      .15 

.11       .02 

.01 

.01 

.60 

SWELL 

.01 

« 

* 

.11 

.14 

.10 

.03      .08 

.10 

.06 

.32 

.02 

.21      .04 

.05 

1.27 

OOKVILLE   AIRPORT   6 

* 

.02 

* 

« 

* 

* 

* 

.28 

* 

* 

* 

* 

* 

.48 

* 

* 

* 

* 

* 

.01 
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A.  M.  Houi  endjing 

P.  M.  Hour  ending 

Station 

1 

3 

1 

2 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1 

BUCKSTOWN 

.06 

.09 

.15 

.04 

.01 

.10 

•  .23 

.20 

.09 

.02 

.06 

.07 

.01 

.01 

.01 

1.15 

BUTLEB  SUBSTATION 

.07 

.08 

.01 

.01 

.02 

.26 

.02 

.06 

.03 

.01 

.57 

CANTON  1  NW 

.01 

.04 

.11 

.07 

.03 

.01 

.06 

.10 

.04 

.04 

.51 

CARTER  CAMP 

* 

* 

.18 

.05 

.02 

.08 

.15 

.17 

.08 

.10 

.05 

.27 

.03 

1.18 

CHAHBERSBURG 

.06 

.02 

.10 

.05 

.10 

.13 

.02 

.14 

.01 

.63 

CHARLEROI 

.02 

.01 

.06 

.01 

.01 

.13 

.05 

.01 

.30 

CLARION  3  SW 

.04 

.02 

.01 

.01 

.01 

.01 

.07 

.22 

.01 

.04 

.01 

.45 

COALPORT 

.03 

.07 

.06 

.04 

.03 

.21 

.26 

.08 

.04 

.05 

.13 

.28 

.02 

.13 

1.43 

COATESVILLE  1  SW 

.01 

.01 

.01 

.03 

.02 

.01 

.01 

.02   .01 

.13 

CONFLUENCE  1  SW 

.02 

.06 

.01 

.03 

.08 

.11 

.06 

.10 

.02 

.10 

.18 

.02 

.01 

.80 

CONKELLSVILLE  4  N 

.01 

.08 

.05 

.13 

.01 

.15 

.01 

.08 

.01 

.01 

.02 

.01 

.57 

CRESSON  1  E  SDJOIIT 

.10 

.05 

.10 

.10 

♦ 

* 

.15 

.10 

.20 

.10 

.04 

.16 

.10 

1.20 

CUP.WENSVILLE  6  NW  AIRPORT  6 

* 

.05 

« 

* 

* 

« 

» 

.31 

* 

* 

* 

* 

* 

1.12 

* 

* 

M 

* 

* 

.12   • 

»     •     .04 

DINGMAire  FERRY 

.02 

.05 

.03 

.02 

.08 

.01 

.04 

.01 

.26 

DRIFTWOOD 

.02 

.08 

.05 

.07 

.06 

.06 

.02 

.22 

.32 

.08 

.02 

1.00 

DU  BOIS  7  E 

* 

.02 

.01 

.03 

.05 

.11 

.09 

.09 

.09 

.02 

.30 

.07 

.10 

.05 

1.03 

DUNLO 

.08 

.07 

.13 

.02 

.02 

.08 

.18 

.28 

.09 

.02 

.01 

.13 

.03 

.02 

.01 

.01 

.01 

1.19 

DUSHORE 

.01 

.14 

.06 

.05 

.02 

.16 

.10 

.04 

.58 

EAGLES  HERE 

.02 

.08 

.03 

.19 

.10 

.09 

.01 

.29 

.15 

.14 

.02 

.01 

1.13 

EMPORIUM 

.01 

.01 

.03 

.04 

.05 

• 

* 

* 

* 

* 

* 

* 

* 

« 

* 

« 

* 

* 

.95 

1.09 

ENGLISH  CENTER 

.02 

.08 

.03 

.11 

.10 

.04 

.08 

.10 

.16 

.04 

.76 

ERIE  WB  CITY 

.16 

.02 

.06 

.02 

.06 

.02 

.01 

.15 

.08 

.01 

.07 

.04   .01   .02 

.73 

ERIE  AIRPORT  6 

* 

.87 

* 

* 

* 

» 

* 

.22 

* 

4 

* 

* 

« 

.11 

EVERETT 

.07 

.10 

.02 

.01 

.07 

.13 

.20 

.10 

.13 

.83 

FORD  CITY  4  S  // 

.01 

.04 

.01 

.04 

.10 

.04 

.01 

.12 

.03 

.40 

FRANKLIN 

* 

* 

.39 

.04 

.02 

.09 

.01 

.07 

.08 

.03 

.03 

.76 

GETTYSBURG  1  S 

.01 

.01 

01 

.01 

.01 

.03 

.06 

.07 

.06 

.12 

.01 

.01 

* 

» 

« 

♦ 

* 

• 

GLENCOE 

.10 

.10 

.20 

.02 

.03 

.05 

.10 

.15 

.17 

.02 

.03 

.03 

1.00 

GLEN  ROCK 

.04 

.01 

.04 

.05 

.08 

.07 

.01 

.13 

.01 

.44 

GOOD  SPRINGS  1  KW 

.02 

.03 

.13 

.12 

.08 

.05 

.10 

.35 

.88 

GREENSBURG  2  E  BGWY  SHED 

* 

* 

.22 

.08 

.02 

.10 

.21 

.01 

.01 

.65 

HARRISBURG  3  SE  WB  AIRPORT 

.01 

.03 

.04 

.03 

.05 

.06 

.13 

.03 

.13 

.03 

.54 

HAWLEY  1  S  WALLEN  DAM 

.02 

.01 

.01 

.01 

.03 

.01 

.01 

.03 

.01 

.01   .01 

.16 

HEWITT  2  S 

.03 

.12 

.03 

.03 

.11 

.13 

.15 

.05 

.15 

.80 

HOLLIDAYSEURG 

.07 

.13 

.20 

.02 

.01 

.02 

.10 

.20 

.20 

.10 

.06 

;i9 

.05 

1.35 

HOLTWOOD 

.01 

.02 

.03 

.04 

.03 

.11 

.01 

.25 

HONESDALE  6  N  TANNERS  FALLS  // 

.04 

.01 

.01 

.01 

.10 

.10 

.03 

.30 

HUNTSDALE 

.04 

.03 

.08 

.04 

.08 

.08 

.01 

.01 

.38 

.05 

.80 

IMDIAliA  2  SE 

.01 

* 

* 

* 

.31 

.06 

.02 

.29 

.08 

.01 

.01 

.15 

.04 

.01 

.99 

JACKSON  SUMMIT 

.06 

.08 

.06 

.08 

.05 

.04 

.21 

.06 

.08 

.72 

JAMESTOWN  2  NW 

.03 

.09 

« 

* 

.16 

.01 

.02 

.02 

.03 

.02 

.03 

.02   .05      !  .48 

JOHNSTOWN  2 

.04 

.06 

.04 

.03 

.05 

.15 

.08 

.08 

.09 

.01 

.16 

.01 

.08 

.01 

.01 

.01 

.01 

.92 

KANE  5  SE 

.05 

.10 

.04 

.05 

.08 

.04 

.10 

.18 

.32 

.12 

.01 

.02 

1.11 

LANCASTER  2  NE  FILTER  PLANT 

.02 

.04 

.06 

.07 

.11 

.02 

.30 

.62 

LAURELTON  STATE  VILLAGE 

.02 

.01 

.02 

.03 

.07 

.13 

.10 

.08 

.02 

.04 

.06 

.11 

.14 

.05 

.01 

.89 

LEBANON  3  SW 

.01 

.05 

.07 

.16 

.06 

.01 

.01 

.01 

.16 

.10 

.64 

LEHIGHTON 

.06 

.08 

.03 

.02 

.01 

.06   .01 

.27 

LEWISTON 

.02 

.08 

.02 

.08 

.08 

.02 

.03 

.02 

.17 

.03 

.05 

.03 

.63 

LOCK  HAVEN  2 

.10 

.05 

.07 

.11 

.07 

.06 

.01 

.01 

.27 

.10 

.02 

.01 

.01 

.89 

MARIENTILLE 

.01 

.03 

.05 

.04 

.01 

.08 

.02 

.15 

.05 

.20 

.02 

.09 

.75 

MARTINSBURG 

.06 

.08 

.10 

.10 

.02 

.05 

.13 

.24 

.14 

.01 

.08 

.04 

1.05 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

* 

.08 

* 

« 

* 

• 

* 

.31 

* 

* 

* 

* 

• 

.72 

MEADOW  RUN  PONDS 

.02 

.03 

.02 

.01 

.01 

.01 

.09 

.01 

.01 

.01 

.10 

.08 

.04 

.44 

UtEAnVILLE  1  S 

.04 

.14 

.05 

.03 

.01 

.07 

.03 

.01 

.01 

.02 

.01   .01   .02 

.45 

MEDIX  RUN 

.01 

.03 

.01 

.01 

.02 

.02 

1.10 

.07 

.08 

.02 

.03 

.40 

.08 

.02 

.09 

.01 

1.00 

MERCER  HGWT  SHED 

.05 

.10 

.06 

.02 

.05 

.01 

.01 

.02 

.01 

.06 

.39 

MERWINSBURG 

.05 

.04 

.01 

.02 

.02 

.02 

.01 

.10 

.09 

.03 

.05 

.02 

.05 

.51 

MILAN 

. 

- 

- 

- 

_ 

_ 

.. 

. 

. 

. 

_ 

_ 

- 

- 

- 

- 

- 

- 

- 

_ 

_     _     - 

- 

MILLERSBURG  2  E 

* 

* 

* 

* 

* 

* 

* 

• 

« 

« 

* 

* 

• 

« 

* 

* 

« 

* 

• 

.71 

1   -71 

BILLVILLE 

.02 

.04 

.07 

.10 

.05 

.02 

.01 

.07 

.20 

.08 

.02 

.68 

MONROE  FURNACE 

.01 

.01 

.04 

.02 

.01 

.09 

.11 

.07 

.03 

.04 

.11 

.03 

.01 

.01 

.09 

.68 

HONTBOSE 

- 

_ 

- 

- 

- 

- 

_ 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

-    -    - 

- 

MOnilT  UNION  1  NW 

* 

* 

* 

« 

* 

* 

* 

* 

» 

• 

* 

« 

* 

« 

* 

• 

* 

« 

1.56 

2.20 

MURRYSVILLE 

.02 

.01 

.05 

.12 

.01 

.02 

.04 

.01 

.12 

.01 

.01   .01   .02 

.45 

NEFFS  MILLS  4  NE 

.01 

.01 

.03 

.02 

.02 

.05 

.07 

.11 

.07 

.01 

.01 

.16 

.02 

.59 

NEW  CASTLE  1  K 

.06 

.08 

.04 

.01 

.01 

.04 

.01 

.02 

.02 

.09 

.38 

PALMERTON 

* 

» 

» 

* 

.26 

.26 

PARKERS  LANDING  1  E 

» 

« 

.09 

.01 

.08 

.11 

.20 

.49 

PARK  PLACE  1  NW  WB  AIRPORT  6 

* 

* 

* 

* 

« 

.02 

* 

* 

* 

* 

• 

.24 

• 

« 

* 

• 

» 

.40 

PHILADELPHIA  WB  AIRPORT 

.03 

.08 

.01 

.12 

PHILADELPHIA  POINT  BREEZE 

.02 

.10 

.01 

.13 

PHILADELPHIA  WB  CITY 

.03 

.09 

.12 

PHILLIPSBURG  7  E  AIRPORT 

.01 

.12 

• 

♦ 

.20 

.04 

.06 

.10 

.15 

.07 

.10 

.21 

.05 

.10 

1.21 

PHOENIXVILLE  1  E  PUMP  STATION 

.06 

.04 

.10 

PIKES  CREEK 

.02 

.15 

.08 

.07 

.13 

.10 

.02 

.57 

PINE  GROVE  MILLS  1  S 

.01 

.03 

.02 

.02 

.08 

.08 

.11 

.04 

.02 

.03 

.15 

.05 

.64 

PITTSBURGH  7  SE  WB  AIRPORT  // 

.01 

.01 

.15 

.03 

.01 

.01 

.22 

PITTSBURGH  WB  CITY 

.10 

.02 

.07 

.11 

.01 

.01   .01   .01 

.34 

PLEASANT  MOUNT  1  W 

.03 

.05 

.01 

.03 

.01 

.02 

.10 

.08 

.02 

.02 

.11 

.10 

.02 

.60 

PORT  CLINTM! 

.02 

.05 

.05 

.14 

.01 

.01 

.02 

.15 

.03 

.48 

PUNXSUTAWNEY  2 

.01 

.01 

.08 

.14 

.06 

.02 

.04 

.26 

.32 

.06 

.02 

.03 

.01 

.01 

1.07 

PUTNEYVILLE  2  SE 

.03 

.09 

.03 

.04 

.01 

.20 

.05 

.01 

.04 

.01 

.04 

.55 

RAYMOND 

♦ 

« 

.02 

.08 

.01 

.01 

.08 

.04 

.08 

.13 

.47 

.08 

.01 

.01 

1.02 

READING  WB  CITY 

.01 

.04 

.07 

.01' 

.02 

.15 

REHOVO  6  S  STATE  CAMP 

.10 

.02 

.03 

.05 

.13 

.10 

.17 

.10 

.06 

.24 

.10 

.03 

.04 

1.17 

RIDCWAY 

* 

* 

.13 

.10 

.01 

.05 

.24 

.23 

.15 

.01 

.01 

.93 

ROCHESTER  1  N 

* 

• 

.34 

.02 

.01 

.02 

.07 

.01 

.05 

.02 

.07 

.54 

SAXTON 

.04 

.05 

.03 

.02 

.08 

.09 

.23 

.10 

.02 

.71 

SCANDIA 

.03 

.01 

.02 

.07 

.04 

.06 

.01 

.08 

.07 

.07 

.15 

.19 

.20 

1.01 

SCRANTON  WB  CITY 

.01 

.02 

.02 

.01 

.02 

.03 

.02 

.03 

.05 

.02 

.23 

SELLERSVILLE  2  NW 

.02 

.02 

.04 

SHADE  GAP 

.10 

.12 

.08 

.08 

.02 

.10 

.07   .07 

.03 

.67 

SHEFFIELD  6  W  CHERRY  GROVE 

.11 

.02 

.02 

.05 

.OS 

.09 

.11 

.19 

.11 

.79 

SMETHPORT  HGWY  SHED 

.02 

.02 

.01 

.01 

.10 

.06 

.04 

.01 

.09 

.28 

.19   .01 

.84 

gOUTH  CANAAN  1  E 

.01 

.01 

.06 

.01 

.01 

.03 

.01 

.01 

.01 

.05 

.05 

.02   .OS 

.01 

.34 

SPRING  GROVE 

.02 

.06 

.01 

.08 

.07 

.18 

.02 

.01 

.14 

.59 

STATE  COLLEGE 

.o; 

.01 

.01 

.01 

.02 

.06 

.07 

.13 

.04 

.03 

.14 

.02 

.01 

.56 

STRONG STOWN 

.01 

.07 

.03 

.04 

.06 

.18 

.07 

.14 

.14 

.06 

.26 

.20 

.09   .19 

1.54 

STROUDSBURG 

.02 

.05 

* 

.OS 

.12 

SUHBURY 

.02 

.01 

.04 

.04 

.03 

.07 

.08 

.12   .11 

.01 

.01 

.54 

SUNBURY  AIRPORT  2  N  6 

* 

* 

* 

* 

* 

.04 

* 

• 

* 

* 

* 

.21   » 

* 

* 

* 

* 

.41 

TAMAQUA  4  H  STILL  CREEK  DAM 

.01 

.02 

.02 

.08 

.03   .01 

.05 

.o: 

.22 

.06 

.53 

TIONESTA  2  SE  DAM 

.01 

.0£ 

.01 

.03 

.02 

.09 

.20 

.01 

.01 

.03 

.01 

.03 

.50 
1.06 

TITUSVILLE 

.08 

.05 

.09 

.15 

.09 

.06 

.11 

.06 

.OS 

.08 

.04 

.10 

.10 

TOWANDA 

.05 

.03 

.12 

.07 

.03 

.10 

.10 

.03 

.01 

.01 

.55 

TUNKHANNOCK  1  £ 

.01 

.09 

.06 

.04 

.18 

.02 

.03 

.43 

.61 

TUNNELTON  // 

.10 

.06 

.10 

.01 

.12 

.02 

.03 

.14 

.03 

TYRONE  4  NE  BALD  EAGLE 

.07 

.10 

.10 

.20 

.02 

.06 

.10 

.17 

.07 

.08 

.20 

.02 

.01 

.01 

.04 

.02 

.01 

.12 

1 .40 

1.05 

.44 

.49 

UNION  CITY  1  W 

.21 

.08 

* 

* 

* 

.26 

.04 

.10 

.08 

.02 

.13 

,07 

VANDERGRIFT  2  W 

.01 

.02 

.14 

.07 

« 

* 

.20 

WASHINGTON 

.01 

.o; 

.07 

.11 

.01 

.15 

.OS 

.02 

WAYNESBURG  2  W 

_ 

_ 

_ 

_ 

_ 

_ 

. 

. 

_ 

_ 

- 

- 

- 

- 

- 

- 

- 

- 

- 

-    - 

_    _    - 

.68 
.61 
.92 
.13 

WEBSTER  MILLS  3  SW 

.01 

.01 

.01 

.10 

.03 

.02 

.IS 

.08 

.04 

.05 

.07 

.i; 

, 

WELLSBORO  2  E 

.01 

.OS 

.03 

.12 

.12 

.02 

.02 

.10 

.Of 

.04   .02 

WILLIAMSPORT 

.07 

.11 

.08 

.OS 

.02 

.01 

.02   .40 

.11   .04 

WIKD  GAP  3  SW 

.02 

.0£ 

.o; 

.02 

.01 
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Tabla  4-Coattnu«l 


HOURLY  PRECIPITATION 


PKKNSYI.VAIIIA 
OCTOBER    1>48 


A.  M.  Houi  •nding 

P.  M.  Houi  MuUag 

1 

StaUoo 

1 

a 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

1 

a 

3 

4 

9 

s 

7    1 

8 

9 

10 

11 

12 

rORK   2    S   FILTER   PLANT 

.01 

.07 

.05 

.20 

.03 

.01 

.11 

.48 

rODNGSVILLE 

.03       .01      » 

• 

.16 

.03 

.04 

.05 

.10 

.10 

.20 

-9 

:h- 

.72 

ALBION 

.02                  .03 

.02 

.07 

lUSTINBURG    2   W 

.03 

.03 

ILAIRSVILLE    6    ENE   6 

•           .01      ♦ 

♦ 

* 

• 

* 

.02 

30SWELL 

.01       .04 

.OS 

::anton  i  im 

.01 

.01 

:0ALPORT 

.01 

.01 

:ONHELLSVILLE    4    N 

.01 

.01 

.02 

aUNLO 

.02       .01      .01 

.01 

.01 

.01 

.01 

.01 

.01 

.10 

EAGLES    HERE 

.01 

.02 

.03 

BRIE    WB   CITY 

.01                  .02 

.02 

.05 

SRIE    AIRPORT   6 

•           .17      • 

• 

♦ 

* 

* 

.06 

JREENSBURG   2    E   HCWY   SHED 

.02                  .01 

.03 

lACKSON    SUIUIT 

.01 

.01 

JAMESTOWN    2   NW 

.01 

.01 

.01 

.03 

JOHNSTOWN    2 

.02       .01 

.03 

SANE    5    BE 

.01 

.01 

iARTINSBURG   BLAIR   CO  AIRPORT   6 

* 

* 

* 

* 

* 

.02 

«EADOW    RUN   PONDS 

.01 

.01 

.02 

lEADVILLE    1    S 

.01 

.01 

lURRYSVILLE 

.01 

.01 

.01 

.03 

PITTSBURGH   7    SE   WB   AIRPORT   // 

.02 

.02 

9EN0V0   6    S    STATE   CAMP 

.01 

.01 

RIDGWAY 

.01 

.01 

ROCHESTER    1    N 

.01 

.01 

.01 

.03 

riONESTA    2    SE   DAM 

.01 

.01 

rUNNELTON   // 

.01      .01 

.02 

UNION   CITY    1    W 

.02 

.02 

ULLIAMSPORT 

.01 

.01 

.03 

.01 

.01 

.07 

-10th- 

- 

ILLENS   MILLS 

.01 

.01 

.01 

.01 

.01 

.05 

.08 

.02 

.01 

.01 

.22 

tVOCA   WILKES-BARRE   SCRANTON   AP   6 

* 

« 

* 

* 

* 

.08 

* 

* 

♦ 

.06 

3LAIRSVILLE    6    ENE    6 

* 

* 

* 

« 

* 

.20 

* 

* 

* 

* 

* 

.30 

* 

» 

* 

* 

.04 

♦ 

« 

* 

.07 

JLAKESLEE   CORNERS 

.01 

.01 

.01 

.03 

30SWELL 

.05 

.05 

.03 

.02 

.01 

.02 

.06 

.01 

.25 

3R00KVILLE   AIRPORT   6 

* 

* 

« 

* 

♦ 

.08 

* 

« 

* 

.13 

BUTLER    SUBSTATION 

.01 

.01 

.01 

.02 

.04 

.02 

.03 

.06 

.20 

:anton  1  Nw 

.01 

.01 

.03 

.02 

.03 

.04 

.01 

.15 

:arter  camp 

.03 

.01 

.01 

.01 

.03 

.04 

.02 

.01 

.16 

:harleroi 

.08 

.01 

.02 

.05 

.01 

.17 

:larion  3  sw 

.01 

.02 

.04 

.02 

.09 

:oalport 

.02 

.01 

.01 

.01 

.01 

.03 

.03 

.04 

.04 

.01 

.21 

:0NyLUENCE  1  sw 

.09 

.01 

.10 

:0NNELLSVIU.E    4    N 

.04 

.04 

:RESS0N    1   E    SUMMIT 

.01 

.07 

.03 

.07 

.10 

.06 

.02 

.01 

.01 

.38 

:URWENSVILLE    6    NW   AIRPORT   6 

♦ 

* 

♦ 

* 

* 

.01 

* 

* 

* 

♦ 

« 

.23 

* 

» 

* 

.18 

JINGMANS   FERRY 

.01 

.01 

.01 

.03 

»RIFTW0OD 

.01 

.02 

.01 

.02 

.09 

.05 

.01 

.01 

.22 

9U    BOIS    7    E 

.03 

.02 

.05 

.10 

.08 

.01 

.01 

.30 

DUNLO 

* 

« 

* 

.01 

.01 

.08 

.01 

.01 

.01 

.01 

.01 

.04 

.01 

.20 

DUSflORE 

.01 

.04 

.11 

.14 

.08 

.12 

.03 

.03 

.56 

BAGLES    HERE 

.05 

.20 

.07 

.06 

.24 

.07 

.03 

.72 

EMPORIUM 

.03 

.03 

.01 

.01 

.02 

.02 

.02 

.14 

ENGLISH    CENTER 

.02 

.04 

.04 

.03 

.05 

.    .05 

.05 

.02 

.30 

FORD   CITY   4    S   // 

.03 

.01 

.01 

.03 

.01 

.03 

.10 

.05 

.27 

ILENCOE 

.02 

.02 

.04 

3REENSBURG   2    E   HGWY   SHED 

.02 

.09 

.06 

.06 

.10 

.08 

.02 

.07 

.01 

.01 

.01 

.53 

iAWLEY    1    S   WALLEN   DAM 

.03 

.04 

.03 

.01 

.01 

.12 

JOLLIDAYSBURG 

.03 

.03 

.02 

.02 

.02 

.01 

.01 

.01 

.15 

SOME 

_           _           _ 

_ 

. 

_ 

_ 

_ 

_ 

_ 

.02 

.03 

.04 

- 

aONESDALE   6   N   TANNERS    FALLS   // 

.01 

.04 

.15 

.12 

.15 

.04 

.01 

.52 

INDIANA    2    SE 

.02 

.09 

.15 

.06 

.01 

.01 

.01 

.01 

.01 

.02 

.01 

.10 

.01 

.51 

JACKSON    SUMMIT 

.05 

.01 

.06 

JOHNSTOWN    2 

.02 

.14 

.04 

.08 

.05 

.03 

.03 

.02 

.41 

LAURELTON    STATE    VILLAGE 

.01 

.01 

.02 

LOCK   HAVEN    2 

.04 

.11 

.11 

.15 

.12 

.01 

.54 

HARTINSBURG  BLAIR  CO  AIRPORT   6 

* 

* 

* 

* 

♦ 

.02 

* 

* 

* 

* 

* 

.02 

KADOW    RUM   PONDS 

.01 

.02 

.03 

.07 

.03 

.16 

HEDIX   RUN 

.02 

.02 

.02 

.01 

.05 

.05 

.01 

.02 

.02 

.22 

III  LAN 

_           _           _ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

WLLERSBURG   2   E 

.02 

.02. 

.01 

.05 

KILLVILLE 

.01 

.02 

.03 

IIONROE   FURNACE 

.01 

.01 

.01 

.03 

IIURRYSVILLE 

.01 

.04 

.06 

.09 

.10 

.11 

.09 

.04 

.01 

.01 

.06 

.02 

.01 

.65 

PARKERS   LANDING    1    E 

.01 

.02 

.07 

.06 

.16 

PARK   PLACE    1    NW   WB   AIRPORT   6 

* 

* 

♦ 

* 

* 

.02 

PHILLIPSBDRG   7   E   AIRPORT 

.01 

.02 

.03 

.02 

.03 

.06 

.03 

.06 

.01 

.27 

PIKES   CREEK 

.01 

.05 

.06 

.06 

.05 

.01 

.01 

.25 

PINE   GROVE    MILLS    1    S 

.01 

.01 

.01 

.01 

.02 

.06 

PITTSBURGH    7    SE    WB   AIRPORT   // 

.03 

.06 

.OS 

.07 

.11 

.10 

.07 

.02 

.01 

.01 

.02 

.07 

.02 

.01 

.68 

PITTSBURGH   WB   CITY 

.03 

.09 

.10 

.12 

.14 

.09 

.02 

.01 

.10 

.06 

.08 

.01 

.85 

PLEASANT   MOUNT    1    W 

.05 

.03 

.14 

.10 

.33 

.13 

.01 

.79 

PUNXSUTAWNEY   2 

.03 

.02 

.02 

.08 

.06 

.07 

.02 

.01 

.01 

.32 

PUTKEYVILLE    2    SE 

.02 

.03 

.01 

.07 

.05 

.02 

.02 

.02 

.01 

.25 

RAYMOND 

.01 

.01 

.02 

RENOVO   6    S    STATE   CAMP 

.05 

.02 

.06 

.09 

.08 

.02 

.32 

ROCHESTER    1    N 

.01 

.02 

.08 

.04 

.01 

.16 

SCANDIA 

.01 

.01 

SCRANTON   WB   CITY 

.06 

.06 

.03 

.0£ 

.20 

SMETHPORT   HGWY   SHED 

.01 

.01 

.01 

.01 

.01 

.05 

SOUTH   CANAAN    1    E 

.01 

.01 

.09 

.04 

.OJ 

.02 

.25 

STATE    COLLEGE 

.02 

.01 

.    .01 

.02 

.02 

.08 

STRONGSTOWN 

.01 

.07 

.09 

.08 

.09 

.09 

.01 

.01 

.05 

.02 

.52 

SUNBURY 

.02 

.02 

SUNBURY  AIRPORT    2   N   6 

* 

* 

* 

* 

* 

.03 

rOWANDA 

.01 

.01 

.02 

.o; 

.01 

.02 

.10 

rUNKHANNOCK    1    S 

.o; 

.03 

.07 

.1£ 

.20 

.48 

rUNNELTON    // 

_           _           _ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

TYRONE    4    NE    BALD   EAGLE 

.04 

.OS 

.01 

.02 

.01 

.10 

MNDERGRIFT    2   W 

.06 

.09 

.06 

.03 

.03 

.02 

.01 

.01 

.09 

.10 

.04 

.54 

lASHINGTON 

.09 

.01 

.02 

.04 

.04 

.02 

.01 

.06 

.01 

.30 

lAYNESBURG    2   W 

-           -           - 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

»ELLSBORO    2   E 

.02 

.02 

.01 

.01 

.06 

ULLIAMSPORT 

.07 

.10 

.05 

.15 

.18 

.02 

.57 

Se«  raiarano*  notoa  ioUowing  Station  Indax. 
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Table  4-Contmued 


HOURLY  PRECIPITATION 


PENNSYLVANIA 
OCTOBER  1948 


Station 


A.  M.  Houi  ending 


ALBION 

ALLENS  MILLS 

AUSTINBURG  2  W 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

SLAIN 

BLAIRSVILLE  6  ENE  6 

BLAKESLEE  CORNERS 

BOSWELL 

BROOKVILLE  AIRPORT  6 

BUCKSTOWN 

CANTON  1  NW 

CARTER  CAMP 

CHAMBERSBURG 

CHARLEROI 

CLARION  3  SW 

COALPORT 

CONFLUENCE  1  SW 

CRESSON  1  E  SUMMIT 

CURWENSVILLE  6  NW  AIRPORT  6 

DRIFTWOOD 

DD  BOIS  7  E 

DUNLO 

DUSHORE 

EAGLES  MERE 

EMPORIUM 

ENGLISH  CENTER 

ERIE  WB  CITY 

ERIE  AIRPORT  6 

EVERETT 

FORD  CITY  4  S  // 

FRANKLIN 

GETTYSBURG  1  S 

GLEN  ROCK 

GOOD  SPRINGS  1  NW 

HARRISBURG  3  S  WB  AIRPORT 

HAWLEY  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLLIDAYSBURG 

HUNTSDALE 

INDIANA  2  SE 

JACKSON  SUMMIT 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

KANE  5  SE 

LANCASTER  2  NE  FILTER  PLANT 

LAURELTON  STATE  VILLAGE 

LEBANON  3  SW 

LEHIGHTON 

LEWISTOWN 

LOCK  HAVEN  2 

MARIENVILLE 

MARTINSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MEADOW  RUN  PONDS 

MEADVILLE  1  S 

MEDIX  RUN 

MERCER  HGWY  SHED 

HERWINSBURG 

MILAN 

MILLERSBURG  2  E 

MILLVILLE 

MONROE  FURNACE 

MONTROSE 

MOUNT  UNION  1  NW  // 

MURRYSVILLE 

NEFFS  MILLS  4  NE 

NEW  CASTLE  1  N 

PALMERTON 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILLIPSBURG  7  E  AIRPORT 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUMXSUTAWNEY  2 

PUTNEYVILLE  2  SE 

RAYMOND 

READING  WB  CITY 

RIDGWAY 

ROCHESTER  1  N 

SAXTON 

SCANDIA 

SCRANTON  WB  CITY 

SELLERSVILLE  2  NW 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HGWY  SHED 

SPRING  GROVE 

STATE  COLLEGE 

STRONGSTOWN 

SUNBURY 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TITOS VI LLE 

TOWAKDA 

TONKHANNOCK  1  S 

TimNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VANBERGRIFT  2  W 

WASHINGTON 

WAYNESBURG  2  W 

WELLSBORO  2  E 

WILLIAMSPORT 

YORK  2  S  FILTER  PLANT 

YOUNGSVILLE 


.02 
.01 


.01      * 
.02       .06 


.03 


.03 


.01 

.01 
.01      .02      .01 


.01 


.02      * 


.01      .04 
*  .01 


.01      .01 
.01      .01      .02 


10 


12 


P.  M.  Hour  ending 


nth- 


.03      .05      .02 


.01 
.01       .01 


.05      * 
.01 


.03 


.01 


.32      .03 
.03 


»  .01      * 

.15      .05 
*  .02 

.12 

.02      .01 
.01      .01       .02 

.03 
.02      .01      .01 
.04 


.01 
.01 


.01      .01 
.02  .01 

.08      .02 


.03       .08 
.01      .16 


.17 

.06 


.01 
.14 


.16      .02 


.10 
.01 
.20 

*  « 

.03      .17 
.01 
.02 


10 


12 


.05 


.06      .01 


.14 

.13 

.34 

.04 

.01 

.01 

.09 

.01 

.23 
.01 


.02 
.13 


.08 


.03 


.08 


.02 
.03 


.03 
.02 


.04 
.02 


.01 
.02 

.01 


.01      .02      .02 


.01      .01 

.04      .01      .29 
.02 
.01 

.01       .06      .03 


.02      .06  .07 


.01       .16 
.02 


. 17      .03 


.01 


.01 


.01      .02 


.01 
.10 


.06 
.13 


.01       .01 


.17 
.11 
.01 


.06 


.01 
.01 


.11 
.04 


.05 
.01 


.13 

* 
.01 

.15 


.36 


»  * 

.01 


*       »       *     I  *       *       *     ;  * 

!  .02 


.02 

* 

.27 


.01 
.03 


.02 


*  *  • 

.30      .10 


.01      .01 


.03 


.02 


.01 


.01      .01 
.01      .01      .01 


.02      .02 
.02      .07 


.30      .01 


.02 

.01 


.07      .02 


.06 


.06 


.02 
.01 


.05      .01      .05 

.02      .08      .01      .13 

.01  .01 


.08 
.10 


.01      .13 

.01       .08 


.03 
.01 
.01 

.14 
.01 


.09 
.06 


.01 

.27 

* 

.05 

.01 
.37 

.06 


.05 
.01 


.02 
.20 


.03      .03 


.06 


.03      .10 


.03 

•       I    * 


01      .01 


.02      .02 


.10 
.06 


.03 
.01       .03       .03 


.01       .03 


.09 


.14 
.38 
.17 

.02 

.05 
.20 

.12 
.20 
.22 
.26 
.04 
.12 
.20 
.01 
.20 

.30 
.15 
.20 
.17 
.40 
.44 
.20 
.24 

.03 

.06 

.20 

« 

.01 

.29 

.16 

.01 

.05 

.06 

.24 

.17 

.13 

.44 

.20 

.07 

.03 

.03 

.07 

.07 

.10 

.10 

.11 

.13 

.05 

.46 

.23 

.20 

.03 

.08 

• 

.50 

.31 


01 

08      .02      .02 
.01 


.13      .05 


.15 
.03 
.05 


.16 


•  .24 

.02      .01 


.06  I 


.19 
.01 


.05 
.17 


.06      .04      .02      .02 


See  reference  Qotea  following  Station  Index. 
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.07 
.09 
.31 
.13 
.06 
.11 


.26 
.02 
.06 
.03 
.07 
.13 
.09 
.40 
.04 
.19 
.05 
.06 
.21 
.09 

.18 
.28 
.21 
.12 
.10 
.10 
.17 

.03 
.25 
.25 
.08 
.06 


.24 
.36 
.03 
.05 
.05 
.24 
.20 
.14 
.29 


r«bla  4-Ccialinu«d 


HOURLY  PRECIPITATION 


PEiniinrLVAJiiA 

OCTOBKR    lB4a 


SUUo 


A.  M.  Hour  andlng 


8        6 


10        11        12 


P.  M.  Houi  •Ddlng 


10 


-12th- 


LBION 

LLENS   HILLS 

LLENT0W1«-BETHLEH£M-EASTON    AIRPORT 

VOCA   WILKES-BARRE    SCRANTON   AP   6 

LAKESLEE   CORHERS 

UCKSTOWN 

HARLEROI 

ONIIELLSVILLE    4    N 

U  BOIS  7  E 

DMLO 

RIE  WB  CITY 

RIE  AIRPORT  6 

ETTYSBURG  1  S 

LENCOB 

LEN  ROCK 

dlTLEY    1    S   WALLKN   DAM 

OME 

ANCASTER  2  NE  FILTER  PLAUT 

EHIGHTON 

EADOW    RUN   PONDS 

ILLERSBURG    2   E 

IKES    CREEK 

LEASANT   MOUNT    1    W 

EADING  WB   CITY 

(UCTON 

CRANTON   WB   CITY 

HETHPORT   HGWY   SHED 

DUTH    CANAAN    1    E 

ONNELTON    // 

KION    CITY    1    W 

»SHINGTON 

HYNESBURG    2   W 

ORK   2    S   FILTER  PLANT 

DUNGSVILLE 


LBION 

LLENS    MILLS 

USTINBURG    2   W 

SroCA   WILKES-BARRE   SCRANTON   AP   6 

LAIN 

LAIRSVILLE    6   ENE    6 

DSWELL 

ROOKVILLE  AIRPORT  6 

UCKSTOWN 

DTLER  SUBSTATION 

INTON  1  NW 

SRTER  CAMP 

lAHBERSBURG 

LARION  3  SW 

DALPORT 

DATESVILLE  1  SW 

iNTLUENCE  1  SW 

DNNELLSVILLE  4  N 

RESSON  1  E  SUMMIT 

URWENSVILLE  6  NW  AIRPORT  6 

RIFTWOOD 

U  BOIS  7  E 

UNLO 

USHORE 

AGLES  MERE 

UPORIUM 

KCLISH  CENTER 

RIE  WB  CITY 

RIE  AIRPORT  6 

TERETT 

ORD  CITY  4  S  // 

RAN  KLIN 

ETTYSBURG  1  S 

LENCOE 

LEN  ROCK 

IWLEY  1  S  WALLEM  DAM 

EWITT  2  S 

OLLIDAYSBURG 

OLTWOOD 

KDIANA  2  SE 

ACKSON  SUMMIT 

4HEST0WN  2  NW 

OHNSTOWN  2 

ANE  5  SE 

AURELTON  STATE  VILLAGE 

EBANON  3  SW 

EWISTOWN 

OCK  HAVEN  2 

ARIENVILLE 

4RTINSBURG  BLAIR  CO  AIRPORT  6 

EADVILLE  1  S 

EDIX  RUN 

ERCER  HGWY  SEED 

I  LAN 

ILLVILLE 

ONTROSE 

DRRYSVILLE 

EFFS  MILLS  4  NE 

EW  CASTLE  1  N 

*RKERS  LANDING  1  E 

ARK  PLACE  1  NW  WB  AIRPORT  6 

BILADELPHIA  WB  AIRPORT  . 

aiLADELPHIA  POINT  BREEZE 

aiLADELPHIA  WB  CITY 

HILLIPSBURG  7  E  AIRPORT 

HOENIXVILLE  1  E  PUMP  STATION 

IKES  CREEK 

ITTSBURGH  7  SE  WB  AIRPORT  // 

ITTSBURGH  WB  CITY 

LEASANT  MOUNT  1  W 

DNXSUTAWNEY  2 

UTNEYVILLE  2  SE 

AYMOND 

EADING   WB    CITY 

ENOVO    6    S    STATE    CAMP 

IDGWAY 


.01 

« 

.01 


.02      .02 
.01 


.01 

.01 

.01 

.03 

.01 

.01 

.03 

.03 

* 
« 

.02 
.08 

* 

.05 

.03 

.02 

.01 

.01 

.06 


.01       .08 

.07 

.01       .04 


.06 
.01 


.12       .14      .06 

*  *  • 

.02  .01 


.01      .01      .03 


.02 


.02 
.03 


-13th- 


.03  .04 
.01 
.02 


.01       .01 
.48      « 


.01       .04 
.04 


.09 
.01      .05      .02 


.08      .13      .01 

.04 

.01       .04      .04 


.02      .03      .05 
.02 


.08 
.06 
.01 


.11 
.05 


.01 

* 
.01 


.09 
.10 


.05 
.03      .09      .01 


.01 
.03       .09      .01 


.04 
.06 


.01 
.07 


.01 
.05 


.04 
.04 


.01 
.02 


.03 
.05 


.01 
.02 


.05 

.02 

* 

.06 

.02 

.03 

.03 

.03 

* 

.02 

.03 


.01 

.02 
.02 
.01 

.03       .05 

.01       .01 

.02 


.08  .24 
.03  .02 
.02 

.01 


.22 
.04 
.03 


.02 
.01 
.01 


.05 
.02 


.01 

.01 

* 

.06 

.01 
.02 


.01 
.03 


.01 
.01 


.03 

.01 


.01 
.04 
.01 
.01 

.07 
.02 


.03 
.04 


.01 

« 

.01 


.02 
.10 
.11 


.03 

.02 


.01 
.01 


.04 
.08 
.03 


.02 
.01 


.09 
.01 


.02 
.06 
.03 

.02 
.03 


.01 
.01 


.01 

♦ 
.02 

.01 
.05 


.05 
.05 


.05 
.01 
.02 

.03 
.02 


•  .12 

.02       .01 
.04 


.01 
.01 


*  •  • 

.01 

.01       .03 

*  *  * 
.03 


.01 


.01 

*  *  .01 

.01  .06  .01 

.04  .03 

.04  .03  • 

.01 


.01 
.01      .02 


.16 
.01 
.09 

.01 
.10 
.13 
.06 
.02 
.03 
.63 


.10 

.01 

.02 

.05 

.05 

.03 

.05 

.08 

• 

.08 

.04 

.02 

.03 

.01 

.10 


.02 
.03 
.07 
.04 
.03 


.44 

.14 
.13 

.02 


.03 
.17 
.15 
.01 
.06 
.05 
.06 
.35 
.10 
.08 

.10 
.09 
.12 
.05 
.07 
.25 
.04 
.42 

.05 

.03 

.17 

* 

.32 

.05 

.02 

.13 

.03 

.08 

.09 

* 

.26 

.10 

.31 

.02 

.03 

.04 

.06 

.32 

.71 
.07 
.15 
.12 
.03 


.05 
.02 
.01 
.04 

.09 
.07 
.07 
.05 
.01 
.13 
.03 
.06 
.07 
.05 
.05 
.21 
.03 
.14 
.23 
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Tabl*  4-Contii>uad 


HOURLY  PRECIPITATION 


PEKMSTLTAKIA 
OCTOBEB  1948 


Station 


ROCHESTER  1  N 

SCAMDIA 

SCRAJfTON  WB  CITY 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HGWY  SHED 

SPRING  GROVE 

STATE  COLLEGE 

STRONGSTOWB 

SBMBURY  AIRPORT  2  N  6 

TIOHESTA  2  SE  DAM  // 

TITDSVILLE 

TOWANDA 

TDMNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VANDERGRIFT  2  W 

WASHINGTON 

WAYWESBURC  2  If 

WEBSTER  MILLS  3  SW 

WELLSBORO  2  E 

WILLIAMS PORT 

YORK  2  S  FILTER  PLANT 

YODNGSVILLE 


ALLENS  MILLS 

AUSTINBURG  2  W 

BLAIRSVILLE  6  EKE  6 

BOSWELL 

BUCKS TOWN 

CANTON  1  NW 

CARTER  CAMP 

CRESSON  1  E  SUMMIT 

CURWENSVILLE  6  NW  AIRPORT  6 

DU  BOIS  7  E 

DHSHORE 

ERIE  AIRPORT  6 

FORD  CITY  4  S  // 

FRANKLIN 

GETTYSBURG    1    S 

HOLLIDAYSBURG 

JACKSON  SUMMIT 

JAMESTOWN  2  NW 

KANE  5  SE 

MEADVILLE  1  S 

MERCER  HGWY  SHED 

MILAN 

MONTROSE 

NEW  CASTLE  1  N 

PARKERS  LANDING  1  E 

PHILADELPHIA  WB  AIRPORT 

PHILLIPSBURG  7  E  AIRPORT 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PUNXSUTAWNEY  2 

RAYMOND 

RIDGWAY 

ROCHESTER  1  N 

SCANDIA 

SELLERS V I LLE  2  NW 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HGWY  SHED 

STATE  COLLEGE 

STRONGSTOWN 

UNION  CITY  1  W 

WASHINGTON 

WELLSBORO  2  E 

WILLIAMSPORT 

YOUNGSVILLE 


A.  M.  Horn  ending 


.03       .02      .04 
.OE 


.01 
.01 


.03 
.01 


.07 
.01 


JAMESTOWN    2   NW 
MERCER   HGWY   SHED 
YOUNGSVILLE 


ALBION 

BUTLER  SUBSTATION 

CLARION  3  SW 

ERIE  WB  CITY 

ERIE  AIRPORT  6 

FRANKLIN 

JAMESTOWN  2  NW 

KANE  5  SE 

MARIENVILLE 

MEADVILLE  1  S 

MERCER  HGWY  SHED 

NEW  CASTLE  1  N 

PARKERS  LANDING  1  E 

PUNXSUTAWNEY  2 

RAYMOND 

RIDGWAY 

ROCHESTER  1  N 

SCANDIA 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HGWY  SHED 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

UNION  CITY  1  W 

YOUNGSVILLE 


ALBION 

ALLENS  MILLS  , 

ALLENTOWH-BETHLEHEM-EASTOH  AIRPORT 

AUSTINBURG  2  W 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAIRSVILLE  6  ENE  6 

BLAKESLEE  CORNERS 

BOSWELL 


.02 

.01       .03 


.01      .06 

.IS 

.03 


.01 
.01 


.01       .01 


01      .01      .01       .01 


10         U         12 


P.  M.  Houi  ending 


.01 
.01 


.01 
.01 


.01 
.01 


.01       .01      .24 
.02      .02      .14 


.02 
.08 


.01 
.07 


.02 
.01 


.08 
.04 


.05 
.01 


.03 
.01 


.01 
.01 

*  * 


.01       .02 

*  * 


.01 
.01 

.01       .01 

*  • 

.01       .01 


.07 
.01 


.08 


.01 
.03 


.01 

•  .02 

•  •  * 


.01 

•  .02 


.06 

-Mth- 


.04 
.05 


.04 
.03 
.02 


.10 
.01 


.03 
.03 


»  • 

Oil      .03       .01 


.01       .02 

.04      * 
.01 

.01       .02 

.01 

.01 

.05 
.01 


.01 
.01 
.02 

.01 
.01 
.01 
.02 


.01 
.01 


.01 
.01 

.01 

.01      .03 

.01      .01 
.03      .03 

.02 

.01      .01 


.02 

.01       .01 


.01 
.01 


.01 
.01      .01 


.01       .01 


.02       .0:1 
.07      .10 


.02 
.04 


.05 
.01 


.05 
.02 


.01 
.02 


.01 
.05 
.01 


.01 
.01 


.02 
.04 
.03 
.01 
.05 

.01 

.01 
.07 


.02 
.12 
.01 
.01 

.02 

.01 

.06 

« 

.01 

.11 

.02 
.03 
.17 


.25 
.01 
.06 


8  9         10         U        12 


.01 
.01 
.03 


.02 
.09 


.01 
.01 
.01 


.03 
.04 


.01 
.02 
.02 


.04 
.01 
.04 


.01 
.01 


.07 
.02 


.01 
.01 


.01 
.06 


.01 
.02 


.01 
.04 


.04 
.07 


.01 
.01 


.01 
.01 


.01 


.01      .01 


.01 
.01 


-15th- 
-16th- 


.10   .34 
.01 


.10 
.01 


.01   .01 


.01   .011 
.01  .01 


.04 

.01 

.01        02       .01 


.02 
.03 


.05 
.67 
.02 
.32 
.28 
.10 
.02 
.07 

.55 
.65 
.09 
.08 
.06 
.59 
.09 
.06 
.05 
.30 
.05 
.10 
.02 
.46 


.24 
.02 


.05 
.03 
.05 

.03 
.02 

.04 

.05 

.71 

.02 

* 

.04 

.03 

.02 

.05 


.05      .05 


.03 


.01 
.09 
.05 
10     .13 


-17th- 


.13 
.01 


.08 
.09 


.OS 
.03 


.12      .08      .11 


.07      .02      .01       .03 


.05 
.07 


.07 
.09 


.27 
.07 


.09 
.10 


08 
.11 


.11 
.09 


.09       .05 


.05      .08 


.03 
.01 


.01 
.02 

.10 
.02 

.02 

* 

.01 

* 

.07 


.03 
.02 


.03 
.01 


.02 
.02 

.li 
.02 

.02 

* 

.18 

* 

.16 


.11 
.05 


.02 
.06 


.03 
.04 
.02 


.01 
.05 

.02 

.11 

• 

.11 

.70 

.10 

.05 


.01      .06 


.03 
.01 


.01 
.01 


.02 
.02 
.031 


.02 


.05 
.01 


.02 
.01 
.01 


.07 
.05 


.04 
.04 


.06 
.20 
.18 


.05 

.03 

.01 
.01 
.08 
.01 


.05 
.01 
.02 


.09 
.05 


.03 

.01 
.08 

.0^ 

M 

.08> 


.16 
.09 

:] 

.03 


.07 


.02 

.68 

• 

.14 

.19 

.06 


.11 
.10 
.01 
.06 
.02 
.04 
.03 
.20 
.08 
.06 
.11 

.10 
.08 
.01 
.03 
.01 
.01 
.03 
.05 
.02 


.01 
.02 
.04 


.11 
.24 
.01 
.08 

.12 
.61 
.03 
.08 
.34 
.32 
.19 
.10 
.04 
.02 
.02 
.24 
.15 
.15 
.02 
.03 
.11 
.17 
.16 


.98 

.04 

1.00 


.50 
.90 
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TabU 'i-CoBUniMd 


HOURLY  PRECIPITATION 


PCMNHYI.VANIA 
OCTOBKH    1M8 


A.  M.  Houi  aiuling 


2         3 


8         9        10        U        12 


P.  M.  Houi  andliig 




.  10 

.61 

.92 

1.03 

.01 

.78 

.IS 

1.18 

.02 

1.34 

1.09 

.43 

.01 

.02 

.01 

.43 

.01 

1.23 

.01 

.43 

.10 

.02 

.12 

.03 

.54 

* 

* 

.52 

1.23 

« 

♦ 

.01 

.50 

.01 

1.28 

1.68 

.12 

.78 

.02 

.91 

1.15 

* 

* 

.20 

.05 

.10 

.08 

1.05 

.91 

.06 

.66 

.04 

.36 

.05 

.25 

.50 

.02 

.03 

1.02 

.10 

.47 

.13 

.95 

.99 

♦ 

* 

1.25 

.01 

.46 

.03 

1.05 

.08 

.12 

.03 

.87 

.03 

.43 

.05 

.30 

.08 

1.05 

.02 

1.05 

.01 

1.02 

.51 

.26 

.07 

.51 

1.14 

.02 

.44 

1.18 

nOOKVILLB  AIRPORT  6 

BUCKS TOWN 

BUTLER   SUBSTATION 

CANTON    1    N» 

CARTER    CAMP 

CHAMBERSBURG 

CHARLEROI 

IXARION    3    SW 

XALPOm 

:X)ATESVILLK    1    SW 

aONTLUKKCK    1    SW 

connellsvilue  4n 
cresson  1  e  sumhit 
:drwensvilx£  6  nw  airport  6 

aiNGHANS    FERRT 

DRIFTWOOD 

OU    BOIS    7   E 

DONLO 

3DSH0RJB 

UGLES    HERE 

UPORIUII 

SNGLISH   CENTER 

ERIE    WB   CITY 

SRIE   AIRPORT   6 

SVERETT 

ford  city  4  s  // 
franklin 
3etttsburg  1  s 
:lencoe 

5LEN    ROCK 

3O0D    SPRINGS    1    N 

3REENSB0RG    2   E   HGWT   SHED 

JARRISBORG    3    S   WB   AIRPORT 

SAWLKY    1    S   WALLEN  DAM 

lEWITT    2    S 

aOLLIDAYSBURG 

aOLTWOOD 

aOME 

aONESDALE   TANNERS    FALLS    // 

aCNTSDALE 

INDIANA    2    SE 

JACKSON    SUMMIT 

JAMESTOWN   2    NW 

JOHNSTOWN    2 

KANE    5    SE 

LANCASTER   2    NE   FILTER   PLANT 

LADSELTON   STATE   VILLAGE 

LEBANON    3    SW 

LEHIGHTON 

LEWISTOWN 

LOCK  HAVEN    2 

lARIENVILLE 

HARTINSBHRG 

KAP.TINSBDRG  BLAIR   CO  AIRPORT   6 

HEA-OOW    RUN   PONDS 

HZADTILLE    1    S 

KEDIX   RUN 

HERCER   HGWY   SHED 

MERf  INSBURG 

MILAN 

MILLERSBURG   2   E 

MILLVILLE 

MONROE   FURNACE 

MONTROSE 

MOUNT   UNION   1   NW   // 

MiaRYSVILLE 

NEFFS    MILLS   4   NE 

NEW   CASTLE    1    N 

PALMKRTON 

PARKERS   LANDING   1    E 

PARK   PLACE    1    NW   WB  AIRPORT   6 

PHILLIPSBDRG    7   E   AIRPORT 

raOEKIXTILLE    1    E   PUMP   STATION 

PIKES    CREEK 

PINE  GROVE  HILLS  1  S 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUNXSUTAWNEY  2 

PUTNEYVILLE  2  SE 

RAYMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

RIDGWAY 

ROCHESTER  1  N 

SAZTON 

SCANDIA 

SCRABTON  WB  CITY 

SELLERSVILLE  2  NW 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SHETHPOBT  HGWY  SHED 

SOUTH  CANAAN  1  E 

SPRING  GROVE 

STATE  COLLEGE 

STRONGSTOWN 

8TR0UDSBURG 

SONBURY 

SUNBURY  AIRPORT   2   N   6 

TAMAQUA   4    N   STILL  CREEK  DAM 

TIONESTA   2    SE   DAM   // 

TITUSVILLE 

TOWANDA 

TDNKHANNOCK   1    S 

TtniNELTON   // 

TYRONE    4    NE   BALD   EAGLE 

UNION   CITY    1   W 

VANDERGRIFT  2  W 

WASHINGTON 

WAYNESBDRC  2  W 

WEBSTER  MILLS  3  SW 

WELLSBORO  2  E 

WILLIAMSPORT 

WIND  GAP  3  SW 


.02   • 


.03 


.14   • 

•     • 
.02   .08 


.02 
.01   .03   .09 


.03 
.02 


.05 
.08 


.03 
.07 


.03 
.06 


.03   .02   .02 


.01   .26   .23 

*     *     * 


.01 


.14   .03   .09 
*     .64   * 


.02 
.08   .11   .13 


.01 
.08 


.02 
.10 


.01 
.01 


.04 
.10 


.03 
.10 


.01 
.01 
.01 

.02 
.02 
.03 
.07 


.09 
.01 
.06 

.10 
.26 


.03 
.08 
.01 

.04 
.05 
.03 
.05 


.10 
.06 


.34 
.13 
.10 
.10 
.07 


.01 
.16 
.03 
.05 

.05 
.08 
.06 
.05 
.04 
.03 
.20 
.01 
.44 

.10 
.09 


.16 
.10 
.17 
.10 

.17 
.07 
.07 

.07 
.16 
.05 


.07 
.07 
.07 
.16 
.17 
.04 
.17 
.08 


12 
.06 


.03 
.03 
.18 
.07 
.06 
.10 
.06 
.05 


.11 
.04 
.12 
.07 
.25 
.18 
.05 
.05 


.07  .06 
.13  .14 
.09   .05 


.09 
.05 
.10 
.12 
.12 
.09 
.09 
.16 


.08 
.07 


.03   .05   .04 


.02 


.01 
.03 


.01   .10   .09 
.01   .01   .01 


.06 
.05   .01   .0 


.10   .05   .13 
.02   .11   .10 


.02   .03 
.02   .11   .14 


.06   .05   .05 
.10   .10   .10 


.07 
.01 
.10 


.07 
.11 


.09 

* 

.10 

.09 


.02 
.10 


.03 
.10 


.09 
.10 
.01 


.04 
.01 
.09 


.01 
.01 


.01 
.04 


.01 
.01 


.01 

.01   .01 


.01 
.01 


.01 
.01 


.04 
.01 


.03   .15   .30 


.13  .13 
.10  .10 
.06 


.01 
.02 


.01 

.03   .01 
.01 


.04   .01 
.06 
.10   .11   .08 

.10   .10   .05 

.03 


.02 
.01 


.01 
.08 


.10   .06   .07 


.15 

.02 


.04 
.08 


.17 
.02 


.13   .19 
.11   .08 


.05 
.12 


.04 
.05 


.01 
.01 
.10 

.02 
.05 


.01 
.01 
.03 


.03 
.04 
.04 


.04 
.04 


.01 
.03   .06   .03 
.09   .09   .11 


.07 
.10 


.10 


.08 
.08 


.01 
.04 
.05 


.10 
.11 


.10 
.14 


.04 
.02 


.13   .10 
.11   .11 


.11 
.01 
.03 
.08 


.06 
.01 
.08 
.02 
.03 


.01 
.07 


.05 
.06 


.08 
.04 
.08 


.09 
.03 


.08 

* 
.06 

.10 


.01 
.07 


.03 
.01 
.05 


.09 
.01 
.10 


.17 
.10 

.01 

.04 
.05 


.02 
.16 


.05 
.10 
.08 


.01 
.12 
.09 


.04 
.07 
.08 


.03 
.07 
.01 


.10   .12   .16 

.06 

.06   .04   .10 


.10 
.04 


.08 
.07  .10 
.10   .12 


.10  .10 
.09  .08 
.01   .09 


.01 
.08 
.13 


.09 
.07 
.07 


.10 
.05 


.05   .09 


.10 
.04 


.11 

.06 


.07 
.03 


.09 
.09 
.10 
.12 


.10 
.12 
.10 

.10 
.01 
.05 
.07 
.12 
.15 

.07 
.05 


.02 
.05 
.13 


.10 
.08 


.08 
.06 
.08 
.04 
.13 
.10 
.02 
.16 
.19 
.17 

.14 
.03 


.04 
.08 


.04 
.12 
.01 


.11 
,18 
.07 
.10 


.04 
.08 
.02 


.03 
.07 
.06 


.26 
.13 
.04 
.03 


.04 
.10 
.05 


.04 

.08 

.04 

.26 

.18 

.08 

.08 

.12 

♦ 

.18 

.09 

.03 


.03 
.09 
.04 


.20 

.10 

* 

.10 

.02 

.04 

.15 
.02 

.13 
.05 


.03 
.05 
.05 


.01  .10 
.03  .20  .20 
.10   .09   .18 


.10 
.11 
.07 


.11 
.08 
.03 


.15 
.09 
.05 


.07   .01   .01 


.03   .12 


.11 
.08 
.  10 
.07 

.11 
.11 
.10 

.09 
.08 
.09 


.07 
.15 
.13 
.12 
.06 

.05 
.10 
.05 

.05 
.04 
.02 


.13 
.07 
.17 
.15 
.09 

.06 
.07 
.04 

.08 
.07 
.02 


.03 
.07 
.06 


.14 
.06 


.07 
.02 
.12 
.01 
.10 
.08 
.04 
.12 
.10 
.18 

.17 
.12 


.02 
.05 
.08 


.14 
.07 


03. 
.02 
.12 
.14 
.13 
.05 
.04 
.08 
.16 
.10 

.13 
.15 


.03 
.03 
.01 


.18 
.06 


.04 

.02 

.06 

.18 

.10 

.11 

.20 

.09 

.10 

.13 

# 

.15 

.11 

.10 


.04 
.05 
.10 
.04 
.35 
.11 


.02 
.09 
.08 


.04 

.20 

.10 

.04 

.10 

.11 

* 

.05 

.08 

.03 


.40 

.02 
.01 
.10 
.04 
.14 
.06 
.0* 
.11 

.01 
.08 
.02 
.33 


.05 
.14 
.09 
.03 
.18 
.04 
.55 
.09 
.02 
.06 


.02 
.02 
.12 
.02 
.08 
04 
.02 
.01 

.06 

.10 

.01 

* 

.02 

.03 

« 

.02 

.16 

.11 

.01 

.10 


.10 
.03 
.04 


.01   .02   .07 


.17 
.05 
.08 
.01 

.08 

.10 

.08 

.18 

.09 

* 

.03 

.02 

.01 

.08 
.04 

.11 
.12 
.01 
.07 


.03 
.03 
.04 


.25 
.04 
.18 
.07 
.06 
.07 

.03 
.09 

.15 

.01 

* 

.08 

.07 

.01 

.05 
.19 
.03 
.13 
.07 
.02 
.07 
.26 
.10 
.05 
.02 
.11 
.03 


.25 
.02 
.16 
.16 
.04 
.01 

.03 
.10 
.07 
.05 
* 

.01 
.01 
.04 

.06 

.03 

.16 

.10 

.05 

.03 

.11 

* 

.14 

.46 

.03 

.05 

.19 


.39 
.20 
.10 


.27  .12 
.20  .12 
.11   .06 


.14 
.10 
.03 


.12 
.08 
.13 
.12 
.11 
.08 
.04 
.05 
.01 

.15 

.01 

.06 

* 

.02 

.06 


.06 
.08 
.03 

.06 
.14 
.13 

.20 
.06 
.05 
.05 
.03 
.18 

.03 

.01 

.15 

.01 

.06 

* 

.03 

.09 


.02 
.08 
.09 


.12 

.04 

.03 

.05 

* 

.10 

.01 

.03 

.01 

.03 

.10 


.03 

.16 


.06 
.06 

06 
.10 
.04 
.04 
.01 

.04 

.07 

.02 

« 

.08 

.02 

* 

.02 

.02 

« 

.02 

.05 


.11 

.03. 

.03 


.09 
.04 
.05 
.01 

.02 
05 
.14 
.03 


.01 
.03 
.01 
.09 
.07 
.04 
.10 
.04 
.04 
.02 


.01 
.01 


.05 
.04 
.02 
.01 
.01 
.02 
.03 
.01 


.01 
.01 


.01 
.02 


.13 
.02 
.01 


.05 
.07 

.05 
.03 
.05 
.01 
.01 
.02 
.05 
.08 
.01 


.01 
.03 
.03 
.09 
.05 
.02 
.02 
.02 
.01 
.01 


.09 
.16 
.11 


.13 
.02 
.04 


.07 

.06 

* 

.10 

* 

.16 

.03 

.02 

.10 

.14 

.12 

.10 

.09 

.10 

.12 

* 

.16 

.11 

.10 


.10 
.01 
.01 
.03 

.10 

.05 

* 

.19 

.51 

.20 

.02 

.08 

.10 

.09 

.05 

.10 

.04 

.05 

.08 

* 

.01 

.09 

.10 


.09 

.06 

.01 

.11 

.03 

.08 

.02 

* 

.15 

* 

.10 

.05 

.04 

.15 

.11 

.02 

.01 

.05 

.05 

.03 

* 

.14 

.07 

.20 


.05 
.07 
.01 


.15 

.03 

.04 

.04 

* 

.02 

.01 

.02 

.01 

.03 

.05 

.06 

.02 

• 

.05 

.16 


.03 
.10 


.05 

* 

.11 

.03 

.03 

.04 

* 

.06 

.02 

.04 

.03 

.03 

.05 

.02 

.01 


.08 
.03 
.02 
.09 
.03 
.04 


.10 

.02 

.04 

.08 

.07 

.04 

.01 

.01 

.04 

.07 

* 

.10 

.06 

.12 


.01 
.05 
.06 
.08 


.04 

.01 

.02 

.04 

.15 

.01 

.05 

.01 

.02 

.03 

« 

.08 

.03 

.05 


.07  .15 
.07  .05 
.04   .07 


.05 

.03 

.02 

.01 

.63 

.01 

« 

.04 

.03 

.03 

.01 

* 

.04 

.01 
.03 
.05 
.06 
.01 
.01 


1.23 

1.30 

.92 


1.14 
.86 

1.12 
.02 
.95 

.92 
« 

.94 
.88 

1.15 

1.21 
« 

.48 
.72 

1.00 
.77 
.14 
.99 
.89 

1.05 
* 

.91 
.74 


.01 

.05 

.08 

.03 

.02 

* 

.08 

.54 

.03 

.01 
.02 
.10 
.05 


.65 

1.15 

.90 

.33 

.20 

1.00 

.62 

• 

1.08 

.67 
1.15 
1.12 
1.09 

.95 
1.05 

.78 
1.74 
1.03 
1.33 


.75 
1.26 
1.06 


Sm»  rsfermca  nota*  iollowlna  Station  Indmx. 
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Table  4-Contijiued 


HOURLY  PRECIPITATION 


PEimSTLTAKIA 
OCTOBEB   1948 


Station 


YORK  2  S  FILTER  PLA«T 
YOUUGSVILLE 


ALBION 

ALLENS  HILLS 

ALLENTOWN-BETHLKHEM-EASTON  AIRPORT 

AUSTINBURG  2  W 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

BETHLEHEM  LEHIGH  UHIV 

BLAIK 

BLAIRSVILLE  6  ENE  6 

BLAKESLEE  CORNERS 

BOSWELL 

BROOKVILLE   AIRPORT   6 

BtlCKSTOWN 

CANTON  1  N¥ 

CARTER  CAMP 

CHAMBERSBURG 

CHARLEROI 

CLARION  3  SW 

COATESVILLE  1  SH 

CONFLUENCE  1  SW 

CONNELLSVILLE  4  N 

CRESSON  1  E  SUMMIT 

CURWENSVILLE  6  NW  AIRPORT  6 

DINGMANS  FERRY 

DRIFTWOOD 

DU  BOIS  7  E 

DUHLO 

DUSHORE 

EAGLES  HERE 

ENGLISH  CENTER 

ERIE  WB  CITY 

ERIE  AIRPORT  6 

EVERETT 

FORD  CITY  4  S  // 

FRANKLIN 

GETTYSBURG  1  S 

GLENCOE 

GLEN  ROCK 

GOOD  SPRINGS  1 

HARRISBDRG  3  S 

HAWLEY  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLTWOOD 

HOME 

HONESDALE  6  N  TAlfNERS  FALLS  // 

HUNTSDALE 

INDIANA  2  SE 

JACKSON  SUIOIIT 

JOHNSTOWN  2 

LANCASTER  2  NE  FILTER  PLANT 

LAURELTON  STATE  VILLAGE 

LEBANON  3  SW 

LEHIGHTON 

LEWISTOWN 

LOCK  HAVEN  2 

MARTINSBURG 

HARTINSBURG  BLAIR  CO  AIRPORT  6 

MEADOW  RUN  PONDS 


NW 

WB  AIRPORT 


HEABVILLE  1  S 

MED IX  RUN 

HERWINSBURG 

HILAN 

MILLERSBURG  2  E 

MILLVILLE 

MONROE  FURNACE 

MOUNT  UNION  1  NW  // 

HURRYSVILLE 

HEFFS  HILLS  4  NE 

PALME RTON 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHILLIPSBURG  7  E  AIRPORT 

PHOENIXVILLE  1  E  POMP  STATION 

PIKES  CREEK 

PINE  GROVE  HILLS  1  S 

PITTSBURGH  WB  CITY 

PLEASAMT  MOUNT  1  W 

PORT  CLINTON 

PUNXSUTAWNEY  2 

PUTMEYVILLE  2  SE 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

ROCHESTER  1  N 

SAXTON 

SCANDIA 

SCRANTON  WB  CITY 

SELLERSVILLE  2  NW 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HGWY  SHED 

SOUTH  CANAAN  1  E 

SPRING  GROVE 

STATE  COLLEGE 

STRONGSTOWN 

STROUDSBURG 

SUNBURY 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIOHESTA  2  SE  DAM  // 

TITUSVILLE 

TOWANDA 

TUNKHANNOCK  1  S 

TtlNNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VANDERGRIFT   2   W 

WAYNESBURG   2  W 

WEBSTER  HILLS   3    SW 


A.  M.  Horn  ending 


.08 


.02 

.01 

.05 

.06 

.05 

.04 

.01 

.01 

* 

.19 

* 

* 

* 

* 

♦ 

* 

« 

* 

.16 

.10 

.05 

.05 

.10 

* 

.04 

♦ 

♦ 

« 

.02 

.04 

* 

.03 

* 

* 

* 

.01 

.01 

.03 

.04 

.02 

.03 

.01 

.01 

.15 

.06 

.04 

.03 

.02 

.01 

.01 

.01 

.02 

.08 

.06 

.04 

.02 

.02 

.01 

.01 

.01 

.01 

.02 

.01 
.01 

.01 

.01 

* 

* 

* 

.04 

.04 

.05 

.06 

.09 

.01 

.02 

.07 
.01 


.05 
.07 
.04 
.02 
.08 
.04 

.10 
.22 


.03 

.05 

.10 

.04 

.01 

.10 

.05 

.01 

* 

.04 

.01 
.03 

.10 
.12 
.03 


.01 
.09 
.13 


.03 
.01 
.01 


.04 
.03 
.01 


.10 
.01 


.07      .10      .10 


.02       .01 
*  .43 


*  .02      • 

.01      .03      .10 


.03 


.01 
.01 


.02 

.02 

.05 

.07 

.13 

.15 

.04 

.01 

.01 

.11 

.07 

.03 

.06 

.06 

.06 

.10 

.03 

.04 

.07 

.10 

.11 

.01 

.04 

.04 

.01 

.17 

.06 

.10 

.01 

.01 

.05 
.05 
.09 
.11 
.04 
.05 
.02 
.01 
.01 


.10 
.08 
.06 


.03 
.07 
.02 
.12 
.09 
.01 
.03 
.02 


.091 

:o4! 

.02 


.03      .01 


.01 
* 

.01 
.12 
.02 
.05 
.05 
.10 
.13 


.07 

.01 

* 

.01 

.09 

.04 

.03 

.05 

.01 


.01 
.01 


.03 

.06      .01 


10         11         12 


.08      .08      .04 


-18th- 


.01       .02       .01 
*  •  » 

.01      .10      .19 


P.  M.  Hour  ending 


.10      .07       .03 


.40 
.08 


•  .02 

.06       .09 


.05 


.09 
.05 
.02 
.lOi 
.04 
.10 

.01 
.03 


.01 
.02 
.01 


.08 
.05 
.01 
.04 


.09 


.01      .01 


.01       .01 
.90 


01       .05 
.01       .01 
.01       .09      .12 


.06 
.10 
.09 
.06 
.09 
03 

.05 


.02 
.09 
.02 
.01 
.05 
.01 


.04 
.03 


.04      .06      .07       .08      .10 
.01 

.01  .01 

1.30 
.06       .03 
.01  .01       .01 


.06       .03       .05 


.06 
.03 
.05 


.10 
.03 
.03 


.02 
.02 
.01 


.01 
.02 
.03 


.10 
.01 


.03 
.02 


.01 
.01 


.04 
.01 


.03 
.04 


.02 
.03 

.02 


.02 
.01 


.01 

.01 

.01 

* 

.02 

.01 


.01 

.05 

.01 

* 

.05 

.04 

.06 


.02 
.01 


.04 


.01 
.09 


.04 

.01 
.04 


.03      .03       .01 


.02 

.02 

.06 

.06 

.10 

.02 

.01 

.02      .08      .07 


.04 
.06 


.05 

.10 

.01 

.05 

.11 

.03 

.02 

* 

.11 

* 

.04 

.01 
.01 
.10 
.05 

.01 
.02 


.10 
.06 


.03 

.14 

.02 

.01 

« 

.09 

.15 

.02. 

.01 
.04 
.08 
.02 
.03 


.041 
.02! 


.04 
.02 
.02 


.15      .06      .02       .01 


.03       .03 


.01 
.07 
.01 


.04 
.01 

.07 

.03 

« 

.06 
* 
.05 


.04 
.05 


.041 
i 

.oe! 


.05 


.04 
.01 


.09 

.01 

.02 

« 

.03 

.03 


.02 
.06 


.04 

* 
.05 


.02 
.04 


.74 
.01 
.01 

.04 
.01 


.08 
.01 
.31 
.03 

.05 
.07 

.29 
.01 


.02 
.01 


.02 
.01 


.60 
.01 


.03       .02       .03 


.01 

.06 


.01       .02       .04 


.07      .02      .01 


.03 


.01       .01       .01       .02       .01 
.01 


11         12 


.08 
.01 


.04 
.01 


.04 
.02 


.02 


.05 
.01 


.28 

.08       .04 

.01       .01 

.07 
.03 


.42 


.04 

.02      .05      .06 
.02 


.02 

.02 

.01      .01 


.05      .06      .06 


.03 
.04 


01      .01)      .01      .01 


See  reference  notes  ioUowing  Station  Index. 
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TabU  4-Continuad 


HOURLY  PRECIPITATION 


PeKNBYLVANIA 
OCTODKR  1948 


A.  M.  Hoiu  •oding 

P.  M.  Hour  •odisa 

J 

St^Uoa 

1 

2 

3 

* 

S 

6 

7 

8 

9 

10 

u 

12 

1 

2 

3 

4 

8 

6 

7 

8 

9 

10 

u 

12 

ELLSBORO   2   I 

.01 

.03 

.02 

.01 

.01 

.08 

ILLIAMSPORT 

.02 

.01 

.01 

.01 

.02 

.07 

IMD   GAP   3    SI 

• 

* 

* 

• 

♦           * 

•             .55 

.S9 

-ORK   2    S   FILTER   PLAIIT 

.10 

.10 

.08 

.08 

.04 

-19 

th- 

.40 

1.BI0N 

.05 

.01 

.09 

.02 

.01 

.18 

1ETHI.EHE1I   LEBIGB   DNIV 

.01 

.01 

ILAIN 

.01 

.01 

ILAIRSVILLE   6    ENS   6 

* 

* 

• 

.04 

lOSWKLL 

.02      .03 

.09 

.09      .06 

.06 

.01 

.04 

.05 

.45 

nCKSTOWK 

.02 

.04 

.06 

UTLER   SUBSTATION 

.04 

.04 

JIRTER   CA10> 

.01 

.01 

HARLEROI 

.07 

.02 

.09 

LARION   3    SW 

.01 

.01 

.02 

■OALPORT 

.07 

.07 

OATKSVILLE    1    SW 

.02 

.02 

OKrLUEMCE    1    SW 

.05 

.01 

.06 

■OinniI.l,.SVILLE    4    M 

.04 

.04 

URWENSVILLE   6    NW  AIRPORT    6 

* 

* 

* 

.01 

OWLO 

.03 

.03 

.01 

.07 

RIE   WB   CITY 

.11 

.06       .07 

.24 

RIE    AIRPORT    6 

* 

*          »           » 

*            .09 

VERETT 

.01 

.01 

CRD   CITY    4    S   // 

.05 

.02 

.07 

LENCOE 

.01 

.01 

.02 

REENSBDRG   2   E   BGWT   SHED 

.03 

.03 

[AILEY    1    S   WAIXEX   DAM 

.01 

.01 

.02 

0M£ 

.01 

.06 

.07 

AHESTOWW    2    MW 

.01 

.01 

DHNSTOWK   2 

.05 

.03 

.08 

^KE    5    SE 

.03      .02 

.05 

AKCASTER   2    HE   FILTER   PLAMT 

.01    .01 

.02 

.EWISTOWN 

.01     i>l 

.01 

.03 

lARIENTILLE 

.06 

.06 

tARTINSBURG 

.02 

.02 

lARTIKSBURG  BLAIR   CO  AIRPORT   6 

* 

* 

* 

.03 

tKADVILLE    1    S 

.02 

.01 

.02 

.13 

.04 

.22 

ONROE    FURNACE 

.10 

.10 

CUNT   UNION    1    NW   // 

.01 

.01 

UKRYSVILLE 

.05 

.05 

rEFFS   MILLS    4    NE 

.06 

.06 

[EW    CASTLE    1    N 

.08 

.08 

ARKERS    LANDING    1    E 

.05      .03 

.02 

.10 

'HILLIPSBURG    7    E   AIRPORT 

.01 

.01 

.02 

INE    GROVE    MILLS    1    S 

.03 

.01 

.04 

•ITTSBORGH   7    SE   WB   AIRPORT  // 

.05 

.01 

.06 

'ITTSBURGH  WB  CITY 

.01       .05 

.06 

>CDXSUTAWNEY    2 

.03 

.03 

>UTNEYVILLE    2   SK 

.09 

.09 

lAYMOND 

.03 

.03 

lOCHESTER    1    N 

.06 

.06 

CANDIA 

.05 

.03 

.02 

.01 

.11 

HADE   GAP 

.02      .01 

.02 

.05 

EEFFIELD   6  W  CHERHT  GROVE 

.03      .02 

.01 

.03 

.09 

TATE    COLLEGE 

.02 

.02 

TSONGSTOWN 

.05 

.05 

iTROUDSBURG 

_ 

_ 

_ 

_ 

- 

_          ^          _ 

- 

- 

-                 _                 _ 

_          _          _ 

- 

- 

- 

- 

- 

- 

nONESTA    2    SE  DAM  // 

.04 

.01 

.03 

.08 

riTUSVILLE 

.03 

.01 

.04 

.06 

.14 

PUNNELTON   // 

.04 

.04 

JNION   CITY   1   W 

.03      .03 

.01 

.01 

.01 

.01 

.10 

rANDERGRIFT   2   W 

.04       .01 

.05 

rASHINGTON 

.04 

.04 

tAYNESBURG    2   W 

.03 

.03 

rOUNGSVILLE 

-2C 

^- 

.03 

.03 

.06 

LLBION 

.01 

.04 

.02 

.01 

.02       .03 

.03 

.16 

LUSTINBURG    2   W 

.01      .02 

.03 

ILAIN 

.02 

.01 

.03 

(OStTELL 

.01 

.01 

.01 

.01 

.01 

.02 

.01      .01 

.09 

iROOKVILLE   AIRPORT   6 

* 

.02 

iUCKSTOWN 

.04 

.02 

.06 

JUTLER   SUBSTATION 

.05 

.02      .01 

.08 

;AirroN  i  nw 

.02 

.02 

;larion  3  SW 

.01 

.01 

:OALPORT 

.03 

.03 

;RESS0N    1    E   SUMMIT 

.02 

.02 

JUNLO 

,01      .04 

.05 

SRIE   WB   CITY 

.07 

.01 

.08 

URRISBURG   3    S    WB   AIRPORT 

.01 

.01 

lAWLEY    1    S   WALLEN  DAM 

.01 

.01 

rACKSON    SUMMIT 

.01 

.01 

.01 

.01 

.04 

lAMESTOWN    2    NW 

.01 

.03 

.01 

.05 

lOHNSTOWN    2 

.02 

,02 

JiNCASTER  2  HE  FILTER  PUUTT 

.01 

.01 

.01 

.03 

^BANON    3    SW 

.01 

.01 

.02 

uEWISTOWN 

.01 

.01 

.02 

lARIENVILLE 

.01      .02 

.01 

.04 

lEADVILLE    1    S 

.01 

.01 

.02 

lERCER   HGWY   SHED 

.01 

.01 

.01 

.05      .01 

.01                  .01 

.11 

(ILAN 

.01                  .01 

.02 

iONROE   FURNACE 

.01 

.01 

lONTROSE 

_ 

_ 

_ 

_ 

_ 

_          _          _ 

_ 

_ 

_          _          _ 

_          _          _ 

- 

- 

- 

- 

- 

- 

lOUNT   UNION    1    NW   // 

.07 

.07 

.05 

.19 

PHILADELPHIA   WB   CITY 

.02 

.02 

PINE   GROVE   MILLS    1    S 

.01 

.01 

PITTSBURGH    7    SE  WB  AIRPORT  // 

.01 

.01 

PITTSBURGH   WB   CITY 

.01 

.01 

PLEASANT   MOUNT    1   W 

.01      .01 

.01 

.01 

.04 

lAYMOND 

.01 

.01 

.02       .01 

.05 

READING   WB   CITY 

.01 

.01      .02 

.04 

3CAKDIA 

.01 

.03 

.04 

SCRANTON   WB   CITY 

.01 

.01 

3ELLERSVILLE    2    NW 

_ 

_ 

_ 

_ 

_ 

_           _          - 

_ 

_ 

_           _          • 

_         _         _ 

- 

- 

- 

- 

- 

- 

SHEFFIELD   6   W   CHERRY  GROVE 

.01 

.01 

.01      .01 

.01 

.05 

STROUDSBURG 

_ 

_ 

_ 

_ 

_           _           _ 

_         _         _ 

- 

- 

- 

- 

- 

- 

nONESTA    2    SE   DAM  // 

;o2 

.01 

.02 

.05 

riTUSVILLE 

.02 

.04 

.04 

.10 

rUHHELTON   // 

.01 

.03 

.02 

.06 

OHIOH   CITY   1    W 

.01 

.02 

.03 

fAHHERGRIFT   2   W 

.05 

.05 

See  reference  notes  following  Station  Index. 
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PElfHSTLVAHIA 


/ 


\ 


HOURLY  PRECIPITATION 

OCTOBER 

1948 

Table  4-Continuecl 

A.  M.  Hoar  ending 

P.  M.  Houi  ending 

1 

Station 



(2 

1 

2 

3 

4 

5 

6 

7    8 

9 

10 

11 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

YOHWGSVILLE 

.01   .01 

-21 

St- 

.02 

HOME 

.01   .01 

.02 

-23d- 

ALLENTOWM-BETHLENEll-EASTON  AIRPORT 

* 

« 

4> 

.02 

* 

.03 

* 

.01 

.05 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

.01 

.02 

.02 

.05 

BETHLEHEH  LEHIGH  UNIV 

.01 

.01 

.01   .01 

.01 

.05 

SLAIN 

.01 

.06 

.03 

.01 

.11 

CANTON  1  NW 

.01 

CLARION  3  SS 

.01 

.02 

.02 

DRIFTWOOD 

_ 

_ 

_ 

_    _ 

DDNLO 

- 

- 

" 

~ 

~        ~ 

_    _    _ 

*    * 

• 

. 

* 

« 

* 

* 

•    • 

♦ 

• 

DUSHORE 

.03 

.07   .05 

« 

« 

• 

* 

.20 

.37 

EAGLES  HERE 

•    • 

* 

* 

* 

* 

* 

» 

*    * 

* 

* 

ENGLISH  CENTER 

.03 

ERIE  WB  CITY 

.01   .01 

.01 

*     .03 

ERIE  AIRPORT  6 

« 

* 

*    * 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

EVERETT 

- 

- 

- 

- 

~ 

_    -    - 

.01 

.08   .01 

.01 

GETTYSBURG  1  S 

.10   .04   .01 

.01 

.04 

.06 

.35 

GLEN  ROCK 

.01 

.01 

.02   .04 

.02 

.09 

.09 

.05 

.04 

.02 

.39 

GOOD  SPRINGS  1  N* 

.02   .04 

.04 

.01 

.01 

.12 

HARRISBURG  3  S  WB  AIRPORT 

.01 

.01 

.02 

HAWLEY  1  S  WALLEN  DAM 

.03 

.01 

.02 

.04 

.01 

.01 

.06 

.03 

.01 

.22 

HOLTWOOD 

.01   .04 

.01 

.02 

.01 

.01 

.01 

.11 

HUNTSDALE 

.02 

.02 

.06 

.02 

01 

.01 

.14 

JACKSON  SUMMIT 

.01 

.01 

.08 

.04 

.04 

.01 

.19 

LANCASTER  2  NE  FILTER  PLANT 

.01 
.04   .02 

.02 

.01   .05 

.0' 

.0] 

.06 

.01 

.03 

.21 

LAURELTON  STATE  VILLAGE 

.01   .01 

.01 

!04 

.07 

.04 

.02 

.01 

.33 

LEBANON  3  SW 

.01 

.01 

.07 

.12 

.03   .01 

.04 

.29 

LEWISTOWN 

.01 

.05 

.01   .02 

.04 

.04 

.17 

LOCK  HAVEN  2 

.01 

i 

.01 

MEADVILLE  1  S 

.01 

.04 

.05 

.03 

.03 

.03 

.19 

MILAN 

4i      * 

*    •    * 

* 

*    • 

* 

* 

* 

• 

* 

* 

*    • 

* 

» 

MILLERSBURG  2  E 

.01   .01 

.01   .01 

.01 

.03 

.05 

.01 

.14 

MILLVILLE 

.01 

.01 

MONROE  FURNACE 

_ 

_ 

_ 

_ 

_ 

_ 

- 

MONTROSE 

- 

- 

- 

- 

~    ~ 

_      _      - 

_ 

_ 

_ 

_ 

_ 

. 

_ 

MOUNT  UNION  1  NW  // 

- 

- 

- 

- 

-    ~ 

_      -      — 

_    _    - 

« 

* 

• 

• 

* 

.04 

* 

•    • 

.04 

PARK  PLACE  1  NW  WB  AIRPORT  6 

.06   .07 
.02   .03 
.05   .02 

.13 

PHILADELPHIA  WB  AIRPORT 

.05 

PHILADELPHIA  POINT  BREEZE 

.07 

PHILADELPHIA  WB  CITY 

* 

* 

•    • 

.02 

.02 

PHILLIPSBURG  7  E  AIRPORT 

.03 

PHOENIXVILLE  1  E  PUMP  STATION 

.02   .01 

.01 

.01 

.01 

.02   .02 

.01 

.01 

.01 

.10 

PIKES  CREEK 

.01 

.01 

.03 

.05 

PINE  GROVE  MILLS  1  S 

.02 

.01 

.07   .03 

.13 

PORT  CLINTON 

.01 

.01 

.02 

READING  WB  CITY 

.01 

.08 

.01 

.10 

RENOVO  6  S  STATE  CAMP 

.01 

.01 

SCRANTON  WB  CITY 

_ 

_ 

_ 

_ 

_ 

- 

SELLERSVILLE  2  NW 
SPRING  GROVE 

~ 

■ 

" 

.01 

.02   .04 

.01 

.02 

.05 

.07   .08   .01 

.15 
.16 

STATE  COLLEGE 

.08 

.02   .02 

.01   .02 

.02 

.02 

.01 

.20 

SUNBURY 

*    *    * 

• 

.07   * 

* 

• 

* 

• 

.09 

* 

*    * 

.04 

SUNBURY  AIRPORT  2  N  6 

.01 

.01 

.01 

.03 

TAMAQUA  4  N  STILL  CREEK  DAM 

.03   .03 

.01   .01 

.01 

.09 

TOWANDA 

.01   .01 

.03 

.05 

TmiKHANNOCK  1  S 

.03   .03 

.06 

WEBSTER  MILLS  3  SW 

.04   .05   .03 

.01   .01 

.04   .01 

.19 

WELLSBORO  2  E 

.05 

.08   .05   .02 

.04 

.01   .02 

.27 

WILLIAMSPORT 

.01 

.01   .04   .02 

.01   .04 

.05   .01 

.19 

TORK  2  S  FILTER  PLANT 

J 

-2^ 

tth- 

- 

4 

.OS' 

BLAIN 

.01   .01 

.01 

.05 

BUCKS TOWN 

.03 

.02 

.01   .01 

.08 

CRESSON  1  E  SUMMIT 

.02 

.02 

.01 

.01 

.01 

DRIFTWOOD 

.01 

_ 

_ 

_ 

_ 

_ 

. 

- 

- 

DUNLO 
DUSHORE 

* 

* 

* 

* 

*     * 

•    *    * 

»    »    • 

. 

«     ♦ 

* 

* 

* 

• 

* 

* 

*    * 

* 

.32 

ENGLISH  CENTER 

• 

« 

• 

* 

♦     • 

•     .32 

~     ~     ~ 

_ 

_ 

_ 

_ 

- 

_ 

- 

- 

EVERETT 

- 

- 

— 

— 

-     ~ 

_    -    - 

.05 

GLEN  ROCK 

.01 

.01   .01 

.01       .01 

.06 

HOLLIDAYSBURG 

.01 

.01 

.03   .01 

.01 

HITNTSDALE 

.01 

.01 

JACKSON  SUMMIT 

.01 

.06 

LEWISTOWN 

.03 

.01 

.01 

.01 

.03 

LOCK  HAVEN  2 

.01 

.01 

.01 

.08 

MARTINSBURG 

.04 

.01 

.02   .01 

*     .08 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

* 

« 

•    ♦ 

.28 

MILLERSBURG  2  E 

« 

.28 

.17 

MONROE  FURNACE 

.04 

.11 

.02 

_ 

_ 

_ 

_ 

_ 

- 

- 

- 

- 

- 

MONTROSE 

- 

- 

- 

- 

- 

-    -    - 

_ 

_ 

_ 

_ 

. 

- 

- 

- 

MOUNT  UNION  1  NW  // 

- 

- 

- 

- 

- 

_    _    - 

_    -    - 

.12 

NEFFS  MILLS  4  NE 

.07 

.04 

.01 

PARK  PLACE  1  NW  WB  AIRPORT  6 

« 

* 

*    * 

*     .04 

.01 

.02 

.04   .03 

.02   .06   .09 

.08   .02 

.01 

.38 

PHILADELPHIA  WB  AIRPORT 

.01 

.04   .03 

.06   .07   .06 

.05   .01 

.01 

.34 

PHILADELPHIA  POINT  BREEZE 

.02 

.04   .04 

.06   .05   .09 

.06   .01 

.01 

.38 

PHILADELPHIA  WB  CITY 

*     * 

« 

• 

* 

• 

* 

• 

»    • 

.06 

.  .06 

PHOENIXVILLE  1  E  PUMP  STATION 

.01 

.02 

PIKES  CREEK 

.01 

.01 

.21 

PINE  GROVE  MILLS  1  S 

.12 

.07 

.01 

.01 

RENOVO  6  S  STATE  CAMP 

.01 

.04 

SAXTON 

* 

* 

* 

« 

*    * 

•     .04 

.02 

STATE  COLLEGE 
SUNBURY 

.02 

.01 

.02   .02 

.OS 

SUNBURY  AIRPORT  2  N  6 

* 

.01 

.04 

WEBSTER  MILLS  3  SW 

.01 

.01 

.01   .01 

.03 

WILLIAMSPORT 

.03 

-25th- 

— 

AVOCA  WILKES-BARHE  SCRANTON  AP  6 
BLAKESLEE  CORNERS 

* 

« 

*    « 

.02 

«     .06  * 
.02   .01   .01 

»     »     * 

* 

.05 

.06 
.52 

DUSHORE 

* 

« 

* 

* 

•    • 

*     .52 

.05 

HAWLEY  1  S  WALLEN  DAM 

.02 

.o: 

1 

.02 

1  o? 

HONESDALE  6  N  TANNERS  FALLS  // 

.03  .01 

I  .06 

LEBANON  3  SW 

.o: 

t   .02 

.0] 

.03 

LEHIGHTON 
MEADOW  RUN  PONDS 

.01 

.0] 

.0' 

L   .01 
1   .01 

.0] 
.01 

.02   .05   .0] 

.01 

.16 

See  refezeace  notes  ioUowing  Station  Index. 
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TabU  4-CoDtinu*d 


HOURLY  PRECIPITATION 


OCTOBER    1948 


Station 


>ARK   PLACE    1    NW   WB  AIRPORT  6 

•HILADELPHIA   WB   AIRPORT 

•HII.ADK1.PH1A    POINT    BREEZE 

•HILADKLPHIA    WB   CITY 

>IKES    CREEK 

'LEASANT  MOUNT  1  W 

"CRT  CLINTON 

ICRANTON    WB   CITY 

lELLERSVILLE    2    NW 

lOUTH    CANAAN    1    E 

ITROUDSBURG 

•AMAQUA   4    N   STILL   CREEK  DAM 

'UNKHANNOCK   1    S 


LBION 

LLENS   MILLS 

LAIRSVILLE    6   ENE   6 

OSWELL 

ROOKVILLE  AIRPORT  6 

UCKSTOWN 

UTLER    SUBSTATION 

HAMBERSBURG 

HARLEROI 

LARION    3    SW 

0 ALPORT 

ONFLUENCE    1    SW 

ONNELLSVILLE    4    N 

RESSON   1    E   SUMMIT 

URWKNSVILLE   6   NW   AIRPORT  6 

RIFTWOOD 

U   BOIS    7    E 

UULO 

MPORIUM 

RIE    AIRPORT    6 

VERETT 

ORD   CITY   4    S    // 

RANKLIN 

LENCOE 

EWITT    2    S 

OLLIDAYSBURG 

OHE 

UNTSDALE 

NDIANA   2   SE 

AMESTOWN   2   NW 

OHNSTOWN   2 

ANE    5    SE 

ARIENVILLE 

ARTINSBURG 

ARTINSBUHG  BLAIR  CO  AIRPORT  6 

EADVILLE    1    S 

EDIX    RUN 

ERCER   HGWY  SHED 

ONROE   FURNACE 

URRYSVILLE 

EFFS   MILLS   4   NE 

EW  CASTLE    1   N 

kRKERS    LANDING   1   E 

aiLLIPSBURG   7   E   AIRPORT 

INE  GROVE   MILLS    1    S 

ITTSBURGH   7   SE   WB  AIRPORT  // 

ITTSBURGH   WB    CITY 

BNXSUTAWNEY   2 

JTNEYVILLE    2    SE 

IDGWAY 

CHESTER    1    N 

JEFF  I  ELD   6   W   CHERRY  GROVE 

tETHPORT  HGWY  SHED 

lATE   COLLEGE 

fRONGSTOWN 

lONESTA    2   SE   DAM  // 

[TUSVILLE 

UNNELTON  // 

niONE   4    NE   BALD  EAGLE 

HON   CITY  1   W 

INDERGRIFT   2   W 

ISHINGTON 

lYNESBURG   2   W 

SBSTER  MILLS   3   SW 

3RK   2    S   FILTER  PLANT 

3UNGSVILLE 


A.  M.  Hour  •nding 


1         2 


5         6 


.01  .01 
.08  .05 
.04      .03 


8         9 


.01 

.04 

.05 

.01 

.03 

.01 

.02 

.02 

.01 

.01 

.02 

.02 

.01 

10        U        12 


01  .01 


P.  M.  Houi  •odlcq 


12         3 


10        U 


-27th 

.01 

-28th- 
-31st- 


.01       .02 
.06 


.01       .04 
•  .10 

.01       .05 


.08       .01 
.05       .08 


.03       .02 
.01       .08 


.09i     .09 

*  [     t 
.10       .02 

*  1     * 
.021     .06 
.02 

.01 
.02|  .04 
.02       .01 

.02 
.02 

.01 

.02 


.04 


.01       .01       .05 


.07       .06 
.01 


.01       .01.     .06 

*  * 

.01 


.07 
.01 
.01 
.01 


.02 

.02 

.02 

.08 
.07 
.01 
.01 
.08 


.01 
.01 


.06 
.02 


.07 

.01 


.01 

.01 

.02 

.02 
,04 

.13 

.01 

,13 

.06 

* 

.02 

.01 


.02 
.02 
.01 


.01 
.02 


.01.     .10       .101  .04 

.02       .06       .021  .01 

!  -01 

.01       .01       .17  .03 

.05       .02  .07 


.05 
.03 


.01 
.01 


.05 
.01 


.01 
.07 


.02 
.02 


.05 
.04 


.02 
.02 


.08 
.01 


.02 
.03 


.01       .04       .01 


.01 

.01 

.01 

.01 

.04 
.01 

.02 

.04 

.01 
.04 


.05 
.03 


.01 
.01 


.02 
.02 
.01 


.01 
.03 


.01 
.01 


.04 

.08'     .04 


.16 
.04 


.01 
.01 


.07 
.05 


.18 
.02 


.01 
.01 


.071      .03 
.031     .01 


.171      . 18 
.02 


.05 
.05 
.01 
.06 
.07 


.03 

.04 


.02 

.01 


.08 
.07 
.05 
.02 
.01 


.01 
.05 


.04 
.09 


.03 
.01 


.05 
.06 
.07 
.02 


.11 
.05 


.01 
.02 
.01 


12 


.36 
.08 
.14 
.01 
.01 
.01 
.01 

.02 

.09 
.02 
.09 
.01 


.02 
.03 
.01 
.01 
.03 


.03 
.03 


.10 
.02 
.01  i 
.06  i 
.05 
.01 

.01 


.02 
.08 


.05 
.10 
.01 
.40 

.01 
.01 
.01 


.05 
.05 
.08 
.16 
.16 
.10 


.05 
.02 


.02 
.22 

.26 

.17 
.05 
.04 
.23 
.22 
.17 
.09 
.36 
.10 

.11 
.10 


.05 
.15 
.20 


.09 

.10 
.21 
.01 
.51 
.23 
.17 
.02 
.17 
.06 

.38 
..14 
.18 
.01 
.45 
.01 
.25 
.20 
.10 
.02 
.29 
.30 
.18 
.11 
.14 
.01 
.06 
.08 
.02 
.23 
.15 
.16 
.30 
.15 
.17 
.40 
.22 
.21 
.02 
.02 
.10 


See  reference  notes  following  Station  Index. 
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DAILY  TEMPERATURES 


Table  5 


PENNSYLVANIA 
OCTOBER   1948 


Station 


ALLENTOWN  BETH  EAST  AP 

ALLENTOWN  GAS  CO 

ALTOONA  HORSESHOE  CURVE 

ARENDTSVILLE 

AVOCA  WILKES  BARRE  AP 

BAKERSTOWN  4  WNW 

BEAVERTOWN 

BELLEFONTE  ROCKVIEW  FARM 

BERWICK 

BETHLEHEM  LEHIGH  UNIV 

BLAIRSVILLE  6  ENE 

BRADFORD  4  W  RES  NO  1 

BROOKVILLE  AIRPORT 

BURNT  CABINS  2  NE 

BURGETTSTOWN  3  W 

BUTLER 

CANTON  1  NW 

CARLISLE 

CHAHBERSBURG 

CLARION  3  SW 

CLAYSVILLE 

COATESVILLE  1  SW 

COLUMBIA 

CONFLUENCE  1  SW 

CORRY 

COUDERSPORT 

CURWENSVILLE  6  NW  AIRPORT 

DERRY 

DONEGAL 

DONORA 

EAGLES  MERE 

EAST  WATERFORD  3  E 

EBENSBURG 

EMPORIUM 

EPHRATA 

ERIE  WB  CITY 

EVERETT 

FARRELL  SHARON 

FORD  CITY  4  S 


Day  of  month 


MAX 

MIN 


MAX 

MIN 


MAX 

MIN 


MAX 
MIN 


MAX 
MIN 


MAX 

MIN 


MAX 

HIN 


MAX 
MIN 


MAX 
MIN 


MAX 

HIN 


MAX 
HIN 


MAX 

MIN 


MAX 

HIN 


UAX 
HIN 


UAX 
HIN 


HAX 

MIN 


UAX 
HIN 


UAX 

MIN 


UAX 
UIN 


UAX 
HIN 


UAX 
UIN 


UAX 
UIN 


HAX 

MIN 


UAX 
HIN 


UAX 

UIN 


UAX 
UIN 


UAX 
UIN 


UAX 
UIN 


HAX 
UIN 


HAX 

UIN 


UAX 
UIN 


HAX 

MIN 


HAX 

HIN 


HAX 
UIN 


HAX 

UIN 


UAX 
UIN 


UAX 

UIN 


UAX 
UIN 


UAX 
HIN 


63 


10 


64 
42' 


74   701  76   63   60 

55 1  53 1  52 1  32 1  42 1 


46 
40l 


12 


59  I 

45! 


65  1 
46  ' 


55 
41 


13 


14 


52 
40 


15 


16 


52  I  54 
35  i  41 


55'  60 
41   34 


17 


18 


19 


66   73   -_ 

42   37  I  27 


51 


67,  43 
52   30 


67   65 
36   32 


72 
45  1 


66  I 
35 


20  21 


69   44 
40   31 


59   59 
37   35 


65  I  72 
29   41 


65   60 
46   39 


56 


66 
39 


64 
40 


58 
39 


57 
45 


59 
39 


63 
36 


62 
41 


59   62 
31   31 


58 
38 


59 
37  ' 


66   68 
39   28 


64  66 
36   33 


63 
42 


60  I 
32 


60 
34 


68 
34 


22 


23 


24 


49 

26 


53  I 
31 


25 


26 


50  I  51   57 
29  !  37   36 


53   52 
25   35 


74   50 
45   35 


55   64 
3d  35 


76   60 
32   42 


57   59   68 
39   42   34 


65 
52 


66   64 
39   42 


62   61 
45   43 


57 
45 


49 
44 


59 
43 


75 
37 


69 
34 


54   63 
38   31 


62, 

381 


62 
37 


75 
34 


72 
36 


67 
39 


53 
25 


53 
24 


54 
23 


55 
29 


48 
27 


50 
25  ; 


50 
26 


55  ,  54 
18   34 


54 
34 

53 
25 

55 
37 

55 
26 

48 
31 

52 
26 

SO 
30 

54 
24 

53 
27 

55 
30 

57 
40 

57 
33 

53 
26 

45 
28 

49  i 
28 


56 
39 


37 


27 


70 
41 


28  29 


30 


31 


72 
36 

68 
30 

64 
37 

72 
34 

67 
40 

64 
36 

65 
42 

71 
38 

65 
36 

65 
36 

32 

33 

66 
34 

63 
30 

69   70 
45   47 


68   65 
31   34 


62   66 
35   36 


65   73 
39   39 


49 
32 


61   66  ] 
32   29 


62   61 
34  1  32 


65  I 

27 


59   63   60 
35  35  I  32 


54 
41 


59 
39 


53 
32 


65   63  I 
40   42  ; 


54   56  , 
27  I  29 


68 
46 

66 
48 

68 
31 

68 
29 

68 
27 

70 
30 

69 
25 

72 
32 

66 
27 

67 
27 

69  i  62 
28  30 


63.4 
40.4 


63.6 
41.6 


59.3 
39.3 


62.9 
41.2 


59.5 
41.9 


61.8 
3S.4 


60.5 
37.3 


63.5 
40  .8 


62.8 
42.9 


56.9 
39.6 


58.9 
34.4 


58.6 
36.5 


70, 

26  I 


68 
28 


53 
39 


64   64 


59 
45 


57 
41 


52 
33 


63 
49 


68 
41 


34 

29 

32 

28 

31 

60 
37 

65 
36 

66 
38 

62 
31 

63 
32 

70 
37 

64 
31 

67 
35 

70 
30 

62 
29 

69 
33 

66 
33 

70 
39 

66 
35 

65 
34 

67 
32 

69 
28 

72 
28 

73 
26 

61 
27 

66 
29 


71 
30 


72  !  64 

46  ,   36 


63   72 
36   36 


70   67  i 
39   35 


61.7 
34.9 


61.0 

34.3 


62. { 
39.1 


57.; 
36.; 


64  .( 
38.! 


63. < 

40.; 


60. i 
35. ( 


61  .( 
37.: 


54   50 
29  30 


47 
38 

53 
38 

50 
40 

58 
40 

50 
38 

55 
37 

51 
40 

58 
36 

58 
42 

69 
41 

56 
49 

59 
47 

56 
45 

61 
32 

56 

59 

58 
40 

57 
381 

60 1  41   50 
41 1  32]  30; 


77 


49 
25 


47 
22 


55 
32 

50 
29 

52 
31 

38 
25 

43 
32 

48 
28 

57 
31 

39 
23 

63 
32 

60 
24 

61 
38 

56 
27 

42 
36 

52 
36 

46 
25 

51 
22 

47 

58 
31 

61 

45 

48 
32! 


54' 


51   56 
24   26 


58  I 
33 


51 
22 


55]  55   59 
19;  38   39 


3ll  32I  231  31 


53  i 
25 


48  1 
29! 


50   51  i 
30  I  39  i 


57 
38  { 


56 
34  1 


57' 
37 


50 
28 


64 
30 


60 
30; 


57 
37 


70 
33 


71, 
32 


62   66 
32   29 


70   70 
28   30 


68   71 
29   26 


65   67 
39!  42 


71   67 
25   29 


63. 
40. 


65. 
42. 


61. 
38. 


57. 
37. 


59. 

34. 


64   64 

39   39 


64 1  67 
29!  30 


70   70 1  67 
35   31 1  35 


50   57 

35!  35 


55 

54 

42 

41 

52 

58 

41 

37 

57 

63 

41 

44 

66 
43 


59   62 
39   37 


68 
26  I 


64, 
40 


68 
32! 


73 
38 


62 
42 


70 
29 


63! 
39! 


65 
28 


64;  65 
47   48 


55. 
36. 


60. 
39. 


63. 
44. 


55. 
38. 


56. 
41. 


69 
39 


61 1 
30 


67   57, 
41   38. 


63   68   40 
29!  30<  29' 


70 
32 


65. 
42. 


57, 
44. 


59 
37. 


59 
36 
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T*bl*  5-Contiou«d 

OCTOBER  194B 

Station 

Day  oi  month                                                     ^ 

1 

2 

3 

* 

5 

6 

7 

8 

9 

10 

11 

12 

13   14 

IS 

16 

17 

18 

19 

20 

21 

22 

23 

24 

23 

26  27 

28  29 

30 

31 

1 

rR*Nn.IN 

MAX 
MIM 

74 
51 

67 
57 

71 
51 

61 
32 

6e 

32 

5] 
4] 

5' 

4: 

r   69   55   62   54 
>   48   43   42   43 

58 
42 

59   51 
42   43 

57   62 
40   34 

7S 
3S 

55   44 
33   28 

53 
31 

4S 
30 

54 
28 

56 
31 

58 
39 

61 
40 

SB  63 
33   34 

67   69 

32   32 

72 
31 

73 
31 

60.6 
38.1 

KKDERICKSVILLK  1  SB 

MAX 

HIN 

72 
54 

7S 

53 

61 
52 

58 
47 

53 
40 

66 
44 

66 
5C 

6] 
S! 

61   67 
>   41   46 

6! 
51 

65 
45 

55   54 
42   40 

62 
41 

66 
44 

72 
50 

65 
36 

57 
24 

53 
38 

52 
31 

53 
31 

55 
41 

5S 
45 

59   66 
48|  44 

67 
48 

65   70 
42   SO 

67 
46 

65   62.3 
43   43.9 

PRE  ELAND 

MAX 
MIM 

77 
55 

74 
53 

61 
44 

65 
32 

51 
31 

69 
39 

67 

4S 

5£ 

50 

56   56 
40   47 

57 
47 

59 
40 

51 
40 

51 
39 

60 
40 

60 
38 

63 
46 

55 
30 

49 
27 

50 
34 

50 
27 

50 
25 

51 
37 

S3 
30 

5! 
40 

60 
37 

62 
40 

6G 
41 

65 

43 

67 
30 

65 
46 

59.3 
39.3 

GEORGE  SCHOOL 

MAX 
MIN 

77 
59 

78 
56 

67 
52 

62 
36 

52 
42 

65 

45 

70 
50 

64 
55 

59 
41 

70 
47 

64 

53 

68 
52 

65 
42 

60 
41 

65 

40 

68 
30 

74 
45 

60 
34 

53 
23 

55 
38 

55 
30 

5S 
27 

56 
42 

54 
44 

58 
44 

6S 
42 

71 
39 

63 
36 

73 

35 

69 
40 

65 
31 

64.0 
41.6 

GETTTSBURG 

MAX 
MIN 

73 
60 

78 
58 

80 

55 

61 
38 

58 
4S 

52 
43 

60 
49 

66 
55 

61 

46 

65 
50 

73 
53 

65 
45 

64 
47 

61 
44 

60 
42 

65 
33 

67 
48 

73 
37 

51 
29 

54 
35 

53 
31 

54 
34 

52 
40 

54 
46 

63 
50 

63 
41 

67 
43 

71 
36 

68 
42 

73 
37 

67 
35 

63.6 
43.5 

GORDON 

MAX 
MIN 

72 
58 

72 
48 

65 
SO 

55 
30 

52 
40 

66 
40 

67 
45 

60 
50 

55 
38 

58 
40 

63 
46 

61 
38 

59 
32 

55 
40 

60 
40 

64 
27 

67 
43 

65 
32 

52 
21 

50 
36 

49 
24 

50 
24 

53 
40 

59 
40 

57 
46 

63 
35 

63 
32 

65 
30 

66 
31 

66 
28 

65 
27 

60.5 
37.1 

GREENSBURG  2  S  FILTER  STA 

MAX 
MIN 

70 
59 

75 
49 

65 
53 

60 
33 

49 
42 

54 
40 

61 
38 

61 
47 

64 
40 

59 
43 

64 
44 

67 
36 

58 
44 

56 
40 

61 
33 

77 
30 

66 
44 

45 
35 

54 
23 

57 
33 

60 
36 

60 
31 

56 
32 

51 
28 

64 
30 

66 
28 

70 
30 

70 
27 

64 
28 

61.6 
37.1 

GREENVILLE 

MAX 
MIN 

68 
55 

64 
50 

61 
38 

62 
28 

53 
37 

58 
43 

68 
43 

64 

45 

64 
39 

61 
38 

56 
42 

58 
38 

52 
44 

58 
42 

63 
33 

76 
35 

63 
42 

45 
32 

53 
25 

46 
32 

54 
25 

59 
27 

56 
41 

60 
35 

57 
44 

62 
30 

65 
33 

67 
29 

70 
29 

71 
27 

58 
32 

60.4 
36.5 

BANOVER 

MAX 
MIN 

79 
57 

77 
56 

63 
52 

58 
36 

48 
45 

61 
43 

66 
47 

61 
54 

67 
42 

72 

46 

67 
55 

64 
45 

63 
42 

60 
40 

64 
38 

66 
37 

75 
47 

50 
37 

55 
27 

54 
33 

54 
29 

51 
35 

52 
38 

62 
44 

63 
45 

66 
38 

71 
38 

66 
35 

72 
39 

67 
35 

65 
40 

63.2 
41.8 

BARRISBDSG  3  S  WB  AIRPORT 

MAX 
HIN 

77 
58 

79 
58 

63 
47 

58 
37 

52 
44 

65 
45 

66 
52 

61 
48 

63 
45 

71 
49 

67 
53 

64 
44 

60 
45 

59 
46 

63 
41 

67 
36 

74 

46 

50 
36 

53 
30 

52 
39 

53 
33 

50 
33 

52 

44 

62 
48 

60 
48 

64 
44 

68 
44 

62 
38 

68 
40 

66 
40 

61 
35 

62.3 
43.4 

SAWLET 

MAX 
MIN 

71 
57 

70 
48 

63 
38 

61 
26 

51 
34 

69 

41 

71 
41 

59 
47 

60 
42 

60 
42 

61 
48 

65 
43 

57 
39 

57 
36 

63 
36 

64 
25 

68 
43 

47 
27 

51 
22 

49 
33 

52 
24 

55 
18 

57 
34 

56 
37 

58 
43 

66 
37 

61 
30 

66 
33 

69 
33 

68 
28 

70 
26 

61.1 
35.8 

UITLET  1  S  WALLEN  DAM 

MAX 
MIN 

62 
53 

70 
46 

67 
43 

58 
21 

60 
23 

50 
30 

68 
35 

69 
35 

59 
38 

58 
40 

59 
43 

61 
39 

59 
39 

55 
36 

54 
37 

59 
20 

62 
20 

66 
28 

41 
17 

49 
20 

47 
19 

49 
14 

59 
16 

55 
28 

54 
32 

56 
35 

62 
29 

57 
27 

62 
26 

66 
22 

67 
22 

58.7 
30.1 

lEWITT  2  S 

MAX 
MIN 

77 
54 

79 
48 

66 
49 

56 
40 

54 
41 

51 
46 

63 
44 

63 
45 

71 
39 

69 
49 

63 
34 

57 
40 

70 
48 

74 
50 

60 
29 

62 
40 

76 
26 

56 
46 

53 
41 

50 
32 

65 
28 

71 
21 

66 
26 

72 
27 

62 
35 

64.2 
39.1 

iOLTWOOD 

MAX 
MIN 

73 
61 

75 
59 

63 
48 

60 
43 

52 
48 

66 
50 

64 
55 

63 
52 

66 
45 

72 
46 

66 
57 

64 
54 

61 
49 

57 
46 

63 

44 

64 
41 

72 
50 

50 
38 

54 
34 

52 
42 

52 
38 

54 
38 

54 
48 

59 
48 

61 
50 

64 
46 

66 
46 

60 
45 

66 
46 

64 
43 

59 
41 

61.8 
46.8 

lUMTINGDON 

MAX 
MIN 

69 
54 

75 
56 

79 

54 

64 
28 

61 
29 

50 
42 

63 

45 

72 
46 

72 

46 

63 

45 

62 
46 

70 
40 

62 
40 

58 
47 

62 
31 

67 
31 

72 
32 

63 
39 

49 
24 

55 
26 

51 
24 

55 
26 

52 
32 

56 
46 

64 
45 

63 
35 

65 
33 

71 
30 

65 
32 

72 
32 

69 
34 

63.6 
37.7 

[RDIANA  2  SE 

MAX 
MIN 

69 
54 

75 
52 

65 
52 

60 
31 

49 
40 

57 
40 

68 

43 

61 
46 

61 
41 

58 
42 

63 

45 

56 
38 

55 
39 

56 
41 

62 
32 

75 
36 

66 
48 

50 
34 

52 
23 

47 
34 

54 
25 

S3 
36 

58 
42 

61 
41 

58 
33 

52 
28 

63 
28 

68 
28 

71 
32 

70 
29 

67 
32 

60.6 
37.6 

MDIANA 

MAX 
MIN 

70 
57 

73 
55 

70 

52 

64 
46 

55 
42 

56 
41 

69 
48 

64 
46 

61 
42 

60 

41 

63 
46 

56 
41 

55 
42 

56 
42 

61 
36 

73 
43 

68 
43 

44 
33 

51 
26 

48 
34 

53 
30 

52 
41 

57 
44 

60 
43 

58 
41 

58 
30 

62 
30 

68 
38 

69 
39 

70 
42 

66 
43 

61.0 
41.2 

[KVIN 

MAX 
HIN 

69 
47 

70 
52 

65 
52 

61 
38 

57 
43 

57 
40 

66 
39 

66 
47 

64 
42 

64 
42 

59 
47 

59 
39 

54 
43 

54 
40 

65 
36 

74 
37 

65 
42 

44 
33 

52 
26 

50 
34 

52 
.25 

55 
38 

60 

41 

58 
35 

58 
39 

54 
29 

56 
30 

62 
30 

70 
32 

68 
30 

62 
35 

60.3 
38.2 

fAJIBSTOWN  2  NW 

MAX 
HIN 

76 
53 

63 
49 

59 
47 

62 
29 

52 
34 

54 
42 

67 
44 

60 
45 

65 
39 

56 
40 

56 
40 

59 
37 

50 
38 

58 
42 

61 
30 

76 
32 

52 
42 

45 
32 

53 
26 

48 
33 

52 
27 

58 
27 

55 
37 

58 
35 

55 
38 

62 
29 

67 
32 

66 
29 

68 
28 

70 
28 

57 
32 

59.4 
36.0 

tOHNSTOWN  1 

MAX 
HIN 

78 
59 

70 
60 

77 
54 

63 
36 

61 
45 

48 
42 

57 
43 

70 
52 

64 
46 

63 
45 

61 

48 

67 
44 

59 
47 

56 
45 

57 
40 

64 
32 

77 
44 

66 
35 

46 
28 

56 
37 

47 
30 

55 
35 

51 
41 

58 
47 

62 
45 

58 
32 

57 
33 

66 
33 

70 
35 

73 
34 

75 
35 

62.3 

41.4 

[ANE  1  NV 

HAX 
MIN 

67 
53 

67 
49 

56 
21 

59 
20 

50 
33 

53 
43 

66 
44 

54 
41 

54 
40 

53 
30 

57 
41 

53 
36 

46 
38 

53 
34 

58 
29 

70 
28 

58 
34 

41 
22 

48 
22 

43 
28 

48 
18 

54 
20 

55 
31 

58 
32 

54 
29 

60 
30 

65 
29 

67 
24 

57 
26 

67 
24 

65 
26 

56.6 
31.5 

ANCASTER  2  HE  PDHP  STA 

MAX 
HIN 

73 
55 

75 
51 

68 
49 

58 
31 

57 
40 

66 
42 

65 

47 

63 
54 

64 
40 

69 

44 

66 
53 

64 
47 

64 
42 

60 
40 

61 
39 

65 
30 

71 

41 

67 
37 

53 
25 

56 
37 

53 
28 

54 
29 

56 
42 

61 
43 

63 
47 

66 
38 

70 
34 

61 
32 

69 
36 

65 
31 

64 
30 

63. S 
39.8 

JUtCASTER  3  NE  EXP  FARM 

HAX 
HIN 

70 
56 

76 
56 

67 
54 

57 
35 

58 
44 

52 

44 

56 
50 

64 
55 

57 
41 

64 
47 

70 
49 

59 
42 

53 
42 

61 
42 

52 
41 

52 
33 

65 
45 

72 
38 

51 
27 

53 
33 

44 
29 

44 
30 

46 
39 

55 
45 

59 
48 

63 
39 

61 
40 

70 
35 

62 
36 

70 
35 

67 
33 

59.7 
41.4 

AWRENCEVILLE 

MAX 

MIN 

78 
54 

72 
52 

60 
42 

63 
27 

52 
33 

68 
43 

72 
40 

64 
42 

62 
42 

62 
34 

66 
47 

64 
32 

54 
37 

56 
41 

63 
39 

68 
26 

61 
42 

45 
33 

54 
30 

48 
28 

53 
25 

58 
21 

60 
40 

60 

41 

54 
44 

64 
37 

66 
41 

71 
32 

65 
33 

71 
35 

67 
29 

62.0 
36.8 

lEBANON 

HAX 
HIN 

76 
55 

77 
53 

64 
55 

60 
35 

54 
45 

66 
43 

66 
50 

60 
54 

64 
41 

70 
44 

67 
47 

65 
44 

61 
40 

58 
42 

64 
42 

66 
34 

71 
44 

52 
36 

54 
28 

54 
33 

55 
29 

52 
33 

52 
36 

62 
43 

61 
48 

65 
42 

70 
42 

63 
36 

71 
36 

69 
36 

65 
34 

63.0 
41.3 

■EWISTON 

HAX 
HIN 

73 
58 

78 
56 

81 
56 

65 
33 

61 
36 

50 
43 

64 
45 

70 
54 

60 
45 

62 
46 

60 
48 

67 
40 

62 
39 

63 
46 

62 
43 

68 
34 

70 
35 

60 
37 

52 
27 

56 
28 

53 
27 

55 
27 

50 
34 

56 
46 

63 
46 

63 
36 

68 
34 

71 
34 

63 
34 

68 
34 

68 
35 

63.3 
39.9 

«X  HAVEN  1 

HAX 
HIN 

75 
57 

78 
55 

78 
52 

64 
30 

64 
30 

50 
40 

60 
45 

72 

48 

58 
45 

67 
44 

63 
46 

68 
40 

64 
41 

55 
43 

58 
40 

67 
32 

71 
32 

57 
38 

53 
28 

54 
28 

52 
26 

55 
27 

55 
28 

57 
44 

62 
45 

66 
32 

60 
34 

69 
33 

65 
34 

70 
34 

66 
29 

63.0 
38.1 

[ARCnS  HOOK 

MAX 
HIN 

74 
59 

84 
62 

84 
58 

68 
44 

62 
52 

59 
50 

68 
56 

69 
58 

65 
50 

70 
54 

77 

57 

65 
60 

64 
49 

68 
46 

66 
48 

69 
43 

69 
52 

75 
41 

59, 
35/ 

55 

44 

62 
39 

59 

41 

58 
45 

62 
48 

60 
52 

66 
49 

74 
50 

75 
45 

64 
47 

74 
49 

67 
42 

67.5 
49.2 

lARTINSanRG  BLAIR  CO  AP 

MAX 

HIN 

72 
56 

74 

57 

60 
40 

55 
33 

47 
39 

54 
40 

64 
42 

60 
46 

60 
45 

60 
45 

66 
45 

58 
40 

53 
43 

56 
43 

61 
39 

66 
39 

68 
40 

44 
28 

51 
25 

48 
32 

50 
26 

48 
38 

53 
40 

59 
44 

60 
41 

57 
33 

66 
35 

63 
34 

68 
39 

65 
35 

63 
35 

59.0 
39.3 

AnCH  CHUNK  1  SW 

MAX 
HIN 

69 

57 

69 
52 

66 
51 

58 
31 

58 
38 

65 
42 

66 
45 

66 
52 

52 
38 

58 
38 

58 
47 

61 
42 

62 
35 

58 
39 

58 
43 

65 
27 

55 
35 

47 
27 

50 
34 

48 
29 

51 
21 

54 
38 

55 
44 

57 
45 

60 
42 

62 
40 

63 
32 

65 
32 

65 
30 

63 
27 

59.5 
38.4 

KADVILLE  1  S 

HAX 
HIN 

75 
55 

65 
55 

63 
47 

59 
29 

64 
36 

52 
42 

57 
45 

68 

47 

59 
41 

64 
32 

55 
39 

56 
41 

59 
44 

47 
43 

58 
35 

63 
33 

74 
46 

50 
32 

44 
26 

53 
33 

49 
27 

53 
28 

58 
35 

59 
34 

58 
41 

54 
30 

63 
33 

66 
32 

69 
30 

71 
32 

71 
32 

59.9 
37.3 

ERCER  HGWT  SHED 

HAX 
HIN 

72 

60 

67 
50 

65 
49 

58 
33 

56 
42 

55 
42 

67 
46 

64 
48 

63 
39 

61 
39 

57 
44 

58 
38 

56 
41 

60 
32 

75 
39 

69 
43 

45 
32 

50 
26 

45 
33 

51 
27 

56 
36 

56 
42 

59 
40 

59 
43 

60 
28 

65 
31 

65 
32 

69 
32 

70 
32 

59 
32 

60.4 
38.4 

IDDLETOITN  OLKSTED  FIELD 

MAX 
HIN 

76 
59 

76 
56 

64 
43 

59 
36 

52 
45 

67 
46 

67 
52 

61 
50 

64 
46 

70 
50 

67 
53 

64 
43 

61 
46 

60 
47 

63 
38 

66 
35 

72 
43 

49 
31 

52 
30 

53 
37 

54 
32 

52 
33 

51 
44 

64 
50 

61 
47 

66 
43 

69 
40 

61 
38 

69 
38 

66 
37 

62 
32 

62.5 
42.6 

IDLAND  DAJ«  NO  7  LOWER 

HAX 
MIN 

68 
56 

72 

53 

61 
58 

61 
42 

51 
45 

55 
43 

69 
48 

57 
48 

65 
44 

54 
44 

62 
48 

58 
44 

58 
46 

58 
42 

60 
40 

75 
40 

63 
40 

43 
32 

53 
30 

50 
37 

54 
33 

58 
40 

60 
44 

61 
42 

56 
40 

58 
33 

58 
36 

62 
32 

64 
35 

65 
35 

55 
37 

59.5 
41.5 

ONTROSE  3  E  HGWY  SHED 

HAX 
MIN 

62 
49 

72 

54 

67 
40 

53 
27 

60 
28 

49 
39 

71 
43 

69 

46 

56 
40 

57 
41 

61 
43 

59 
39 

60 
39 

50 
36 

52 
38 

58 
36 

62 
37 

55 
30 

39 
25 

48 
27 

46 
25 

48 
27 

53 
30 

51 
35 

57 
38 

53 
37 

57 
37 

54 
33 

63 
35 

61 
31 

64 
31 

57.0 
36.0 

EWBURG  3  W 

MAX 
HIN 

68 
48 

72 
50 

56 
36 

52 
33 

43 
36 

59 
38 

64 
40 

54 
41 

56 
38 

65 
39 

56 
40 

54 
30 

48 
30 

52 
37 

58 
28 

58 
26 

64 
32 

42 
22 

42 
18 

42 
22 

46 
20 

42 
24 

40 
34 

54 
38 

58 
42 

59 
37 

64 
36 

52 
32 

65 
34 

58 
33 

59 
32 

54.9 
33.7 

KW  CASTLE  1  N  PUMP  STA 

HAX 
HIN 

66 
56 

69 
50 

61 
41 

61 
31 

50 
42 

58 
43 

70 
41 

58 
46 

66 
41 

50 
43 

60 
43 

61 
39 

61 
43 

58 
40 

63 
35 

76 
33 

63 

39 

45 
29 

53 
28 

49 
30 

54 
27 

60 
31 

60 
45 

63 
38 

58 
33 

62 
32 

62 
34 

69 
30 

71 
33 

70 
28 

56 
32 

60.7 
37.3 

KWELL 

HAX 
HIN 

76 

51 

74 
55 

78 
56 

65 
45 

64 
47 

54 
46 

55 
44 

74 
50 

59 
44 

65 
44 

65 
47 

54 
43 

58 
44 

60 
40 

58 
35 

72 
35 

75 
52 

50 
34 

43 
27 

55 
34 

56 
29 

55 
41 

57 
33 

59 
37 

59 
40 

56 
34 

51 
32 

62 
45 

64 
37 

52 
34 

60 
33 

60,8 
40.9 

S*«  reference  note*  following  StaOoo  Index. 
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DAILY  TEMPERATURES 


Table  S-Continued 


PENKSYLVANIA 
OCTOBER  1948 


/ 


Station 


NEWPORT 

PALMERTON 

PARK  PLACE  1  NW  WB  AP 

PHILADELPHIA  FRANKL  INST 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  PT  BREEZE 

PHILADELPHIA  SHAWHONT 

PHILADELPHIA  WB  CITY 

PHILLIPSBURG  7  E  AP 

PHOENIXVILLE  1  E  PUMP  STA 

PITTSBURGH  7  SE  WB  AIRPORT 

PITTSBURGH  WB  CITY 

PORT  CLINTON 

PUTNEYVILLE  2  SE 

QUAKERTOWN 

READING  WB  CITY 

RETREAT  FARMS 

RIDCWAY 

SCRANTON  WB  CITY 

SELINSGROVE  AIRPORT 

SHIPPENSBURG 

SOMERSET  WATER  WORKS 

SPRINGS  1  SW 

STATE  COLLEGE 

STROUDSBDRG  SUBSTATION 

SUNBURY  2  N  AIRPORT 

TAMARACK   2  S  FIRE  TOWER 

TIONESTA  2  SE  DAM 

TITUSVILLK  2  S 

TOWANDA 

TUNKHANNOCK  1  S 

UNIONTOWN 

WARREN 

WAYNESBURG  1  E 

WELLSBORO 

WELLSVILLE 

WEST  CHESTER 

WILLIAMSPOHT  4  E  WB  AP 
WILLIAMSTOWN 

YORK  3  SW  PUMPING  STATION 


Day  of  month 


MAX 

HIN 

MAX 
UIN 

MAX 

MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
MIN 

MAX 
HIN 

MAX 
HIN 

MAX 

MIN 

MAX 
MIN 

MAX 
HIN 

MAX 
MIN 

MAX 
MIN 

MAX 
UIN 

MAX 

HIN 

HAX 
HIN 

MAX 
HIN 

HAX 

UIN 

HAX 
HIN 

HAX 

HIN 

MAX 

HIN 

HAX 

HIN 

HAX 

UIN 

MAX 
MIN 

MAX 
UIN 

MAX 
HIN 

HAX 
HIN 

HAX 
HIN 

HAX 
HIN 

HAX 
HIN 

UAX 
HIN 

^X 
HIN 

UAX 
UIN 

UAX 
UIN 

UAX 
HIN 

UAX 
HIN 

HAX 
UIN 

UAX 

HIN 

UAX 
HIN 


75   78 
49   47 


70   74 
49   49 


73   62 
53   31 


65   60 
41   32 


59   46 
38   35 


71   66 
48   41 


52   57 
37   44 


54   72 
42   51 


69   61 
46   47 


10   n   12   13  14   15   16   17   18  19  20  21  22  23  24  25  26  27  28  29  30  31 


69   55 
42   38 


60   61 
37   38 


62   60 
46   50 


67   74 
40   47 


60   50 
37   36 


65   62 
43   35 


58   58 


55   60 
43   43 


67   68   71   50 
26   29   29   23 


55   55 
35  30 


54   60 
39 


76 
49 

78 
52 

75 

58 

75 
51 

65 
38 

76 
31 

65 
36 

65 
39 

61 
33 

75 
38 

72 

44 

72 
46 

66 
47 

59 
30 

69 
36 

64 
50 

73 
47 

64 
42 

64 
34 

65 
42 

67 
35 

63 
42 

64 
39 

75 
38 

67 
41 

62 
43 

65 
50 

67 
37 

63 
40 

68 

41 

68 
28 

73 
41 

75 
46 

58 
39 

69 
48 

76 
50 


60   44 
28   18 


36   50 
27   17 


50   51 
24   28 


53   52 
29   24 


51   49 
24   22 


49   54 
26  ;  24 


52   48 
26   24 


51   57 
31   33 


55   57   61 
32   45   46 


56   61 
41   39 


59   58 
22   34 


57   59 

44  1  43 


55   58 
33   36 


61   65 
39   43 


63   62 
31   27 


63 
49 


62   68 
26   29 


31   33 


67   70 
36   40 


61   61 
29   22 


66   63 
43   30 


65   70   69   59.4 
25   24   25   32.4 


68   64   64   62.3 
32   30   28   38.8 


64   72   66 
39  39   40 


63   58   59  ;  63   63 

34   32   35  1  47   36 


63   57   67   68   71   75 
38   30   31   30   29   29 


65   68   72 
43   38  )  37 


57  ,  60 
29   38 


55 
43 

51 
29 

56 
30 

58 
41 

56 
40 

57 
35 

60  I 
42  I 

62 
40 

60  I 
30 

55 
18 

51 
42 

60 
44 

54 
44 

50 

43 

53 
41 


62   69   64   65   63.0 
38   32   36  I  29  38. C 


68 

73 

67 

36 

40 

37 

72 

71 

70 

24 

30 

26 

71 

68 

69 

30 

33 

32 

38  36   38 


64  i   61 
37  i  37 


71  1  70   65  1  71   69 

36   37   35  I  35  32 


64   62   68   69   62   67   64 
43   42  {  37   36   38   39   36 


53 
30 


55   61 
33   37 


58   61 
46   48 


60 
34 


64   68   65   56 .( 
45   41   42   37.; 


73  1  71 
29  1  28 


65  62 
32  I  35 


67   66  1  57  58.: 

28   27   30  36.4 

65   63  I  61  61. S 

35  ;  38  I  28  37.4 

58   65   65  61 .( 

35   36   26  37.' 


73   73 
35   29 


72   75 
32   26 


70 
27 

69 
36 

70 
41 

70 

37 

70 
33 


67 
27 

65 
31 

68 
42 

65 
35 

69 
30 


63 
28 

72 
26 

64 
30 

65 
40 

57 
30 

66 
30 


73  I  70  i  69   66.^ 
38   32   33   40.! 


S««  raianno*  notM  foUowlntr  Station  Indax. 
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TABLE    7 


DAILY    RIVER    STAGES    (FEET) 


RIVER   AND   STATION 


BinXKIU. 

READING 

PHILADELPHIA 


ST  BRANCH 

RENOVO 

•  ILLIAKSPORT 


SqUEHANNA 
TOWANDA 
SUNBURY 
WILKES  BARRE 
BARRISBURC 


LEGHENY 

RARREN 
FRANKLIN 
PARKERS    LANDING 
SCHENLET   LOCK    5   LOWER 
SCHENLET    LOCK   5   UPPER 
aOSGROVE    LOCK    8    LOWER 
lOSGROVE    LOCK   8    UPPER 
NATRONA    LOCK   4    LOWER 
NATRONA    LOCK   4    UPPER 
SCKETONIA    LOCK   3    LOWER 
«C1IET0NIA    LOCK   3    UPPER 

SKIUINETAS 

SALTSBURG 
MNDERGRIFT 

3GHI0GHENY 
:0NFLUENCE 
iUTERSVILLE 
:0NNELLSVILLE 

(ONGAHELA 

:HARLER0I  LOCK  4  LOWER 
mARLEROI  LOCK  4  UPPER 
IREENSBORO  LOCK  7  LOWER 
JREENSBORO  LOCK  7  UPPER 
IC  KEESPORT 

[0 

rORAOPOLIS 

>ITTSBURGH 

IIDLAND   DAH   NO   7    LOWER 

ilDLAND   DAM   NO    7    UPPER 


DAY    OF   MONTH 


1.7 
3.3 


11.8 
15.2 
10.9 


116.8  116.6(116.6 

9.6 
15.6 


9.2 
12.7 
12.4 


15.0 
10.9 
11.3 


0.2 
0.6 
1.0 
3.0 


1.2 
2.0 
1.0 
11.4 
11.0 
10.8 
14.3 
10.4 


0.2 
0.5 
0.9 
2.9 


0.2 
0.6 
0.9 
3.0 


0.2 
0.7 
0.9 
3.0 


1.7 
3.4 


16. 7  116. 7  lis.  6  116. 6  116. 7  116. 7 


11.0 
14.4 
10.6 
9.5 
12.9 
12.6 


0.3 
0.6 
l.I 
3.2 


2.6 
3  8 
2.5 


2.4      2.4      2.4 


10. 0   10.1 

.6^16.6116.1 

9.6      9.1 

15.7   15.1 


2.4 

3.0 

5.8 

0.6 
0.3 


0.5|     0.8 

2.3       2.2 
3.3|     3.5 


9.4 
13.0 
12.6 


11.7 
11.2 
11.2 
14.6 
10.6 
9.4 
13.0 
12.6 


0.4 


0.3 


0.4 


0.5 
0.9  1.2 
1.5|  1.8 
3.3 


3.2 


9.8 
13.2 
12.7 


3.7 


20 


0.8 


0.5      0.4 


3.6 


5.5 
4.7 
13.4 
13.1 
13.3 
16.1 
12.4 
U.l 
14.5 


1.3 


1.3 

0.3 
l.Ol     O.el     0.7 

2.o|      1.9      1 

3.7 


23 


24 


25 


2.4       2.4       2.1 


3.!      3.:       3.:       3 


3.4 


15.6 
11.8 
10.6 


1.0 
1.0 
2.1 
3.3 


0.7       0.4       0.4 


O.S 

1.0 
2.0 
3.3 


2.5 
12.4 
12.0 
12.0 
15.2 
11.2 
10.2 
13.6 


5.S       5.i       5.i       5.1       5  i       5,f 


11.9 
11.8 
15.0 


0.?       O.i       0.«       0 


28 


29 


30 


2.1      2.:      2. 


9.8      9.8      9. 


1.2      1.2      1.2 
3.f      3.7      3.7 


11.9    11.7 
14. 8i   15.6    15 
10.8    11. 21   11.0 
11.*   11.5    11 

3.C 


10.1    10 
.8^16.  7^16. 6^16. 6^16.  6lhl6. 7  hl6  .7hl6  .7]hl6  .6|hl6  .€jhl6  .  J 
9.3 
15.4    15. 7|  15. S  15. e(  15.6 


Ptl<KSn.VANIA 
OCTOBtll    194a 


3.3      3.;        3 


1.7 

3.0 

0.^  0.^  1.420^  0.2 
19tj  0.5 
2Zt  0.9 
20      2.9 


O.i       0.:       1 


14. f 
10. i 

11.: 


16.7 

9.1 

15.7 


13. 
13. 
13.; 


11.0 
10.9 
10.8 


The  following  reference  notes  apply  only  to  Table  7 

Readings  are  made  at  approximately  7  a.m.  (local  time) 
Stages  -  Principal  Rivers  of  the  United  States". 


Daily  River  Stages; 
They  are  provisio 


al  and  subject  to  correction.   Final  and  corrected  stages  will  be  published  in  the 


al  publication  "Daily  Riv 


Obstructed  by  rough  ice. 
Frozen  but  open  at  gage. 
Upper  surface  of  smooth  ice. 
Ice  gorge  above  gage. 
Ice  gorge  below  gage. 


f  Shore  ice . 

g  Floating  ice. 

h  Pool  stage, 

i  Dry  at  gage, 

j  Interpolated. 


STATION     INDEX 


PEKKSYLVAlilA 
OCTOBER  1948 


STATION 


o 
■z 

X 

UJ 
Q 


ACMETONIA  LOCK  3  LOWER 
ACMETONIA  LOCK  3  UPPER 
ALBION 
ALLENS  MILLS 
ALLENTOWN-EAST-BETH  WB  AP 

ALLEKTOWN  GAS  CO 

ALTOONA  HORSESHOE  CURVE 

ARENDTSVILLE 

AUSTINBURG  2  MI  W 

AVOCA  W ILKES-BARHE  SCRAKTON  AI 

BAEERSTOWN  4  MI  WNW 

BARNES 

BEAR  GAP 

BEAVER  FALLS 

BEAVERTOWN 

BELLEFONTE  ROCKVIEW  FARM 

BERWICK 

BETHLEHEM  RIVER  STATION 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAIRSVILLE  6  MI  ENE 
BLAKESLEE  CORNERS 
BLOSERVILLE  1  MI  N 
B03WELL 
BRADDOCK  LOCK  2 

BRADFORD  CITY  HALL 
BRADFORD  4  MI  W  RESERVOIR  1 
BRADFORD  5  S 
BREEZEWOOD 
BROOKVILLE  AIRPORT 

BRUCETON 
BUCKSTOWN 
BUFFALO  MILLS 
BURGETTSTOWN  3  MI  W 
BURNT  CABINS  2  MI  NE 

BUTLER 

BUTLER  SUBSTATION 

CAMP  HILL 

CANTON  1  MI  NW 

CARLISLE 

CARROLLTOWN 
CARTER  CAMP 
CEDAR  RUN 
CHADDS  FORD 
CHAMBERSBURG 

CHARLEROI 

CHARLEROI  LOCK  4  LOWER 

CHARLEROI  LOCK  4  UPPER 

CLARION  3  MI  SW 

CLAUSSVILLE 

CLAYSVILLE 

CLEARFIELD 

COALDALE  GREENWOOD  RESERVOIR 

COALPORT 

COATESVILLE  1  MI  SW 

COATESVILLE 

COGAN  STATION  2  MI  N 

COLUMBIA 

CONFLUENCE  1  MI  SW 

CONFLUENCE  1  MI  NW 

CONNELLSVILLE 
CONNELLSVILLE  4  MI  N 
CONSHOHOCKEN 
CORAOPOLIS  DAM  2 
CORRY 

COUDERSPORT 

COUDERSPORT  8  MI  E 

COVINGTON 

CREEKS  IDE 

CRESSON  1  MI  E  SUMMIT 

CURWENSVILLE  6  MI  NW  AIRPORT 

CUSTER  CITY  2  MI  W  SONGBIRD 

DANVILLE 

DAUPHIN  3  MI  N 

DERRY 

DINGUANS  FERRY 

DONEGAL 

DONORA 

DOYLESTOWN 

DRIFTWOOD 

DU  BOIS  7  MI  E 
DUNLO 
DUSHORE 
EAGLES  MERE 
EASTON 


COUNTY 


0022 
0023 
0062 
0099 
0106 

0111 
0134 
0229 
0313 
0319 

0355 
0409 
0457 
0475 
0482 

0530 
0611 
0629 
0634 
0725 

0736 
0743 
0763 
0820 
0861 

0867 
0868 
0869 
0905 
1002 

1033 
1073 
1087 
1105 
1115 

1130 
1135 
1198 
1215 
1234 

1255 
1262 
1301 
1342 
1354 

1372 
1377 
1378 
1485 
1505 

1512 
1519 
1572 
1581 
1589 

1594 
1631 
1675 
1705 
1710 

1723 
1728 
1737 
1773 
1790 

1804 
1809 
1832 
1881 
1894 

1966 
1978 
2013 
2029 
2108 

2160 
2183 
2190 
2221 
2245 

2265 
2298 
2323 
2343 
2423 


ALLEGHENY 

ALLEGHENY 

ERIE 

JEFFERSON 

LEHIGH 

LEHIGH 

BLAIR 

ADAMS 

TIOGA 

LUZERNE 

ALLEGHENY 

WARREN 

NORTHUMBERLAND 

BEAVER 

SNYDER 

CENTER 

COLUMBIA 

NORTHAMPTON 

NORTHAMPTON 

PERRY 

INDIANA 

MONROE 

CUMBERLAND 

SOMERSET 

ALLEGHENY 

MC  KEAN 
MC  KEAN 
MC  KEAN 
BEDFORD 
JEFFERSON 

ALLEGHENY 

SOMERSET 

BEDFORD 

WASHINGTON 

HUNTINGDON 

BUTLER 

BUTLER 

CUMBERLAND 

BRADFORD 

CUMBERLAND 

CAMBRIA 

POTTER 

LYCOMING 

DELAWARE 

FRANKLIN 

WASHINGTON 

WASHINGTON 

WASHINGTON 

CLARION 

LEHIGH 

WASHINGTON 
CLEARFIELD 
SCHUYLKILL 
CLEARFIELD 
CHESTER 

CHESTER 

LYCOMING 

LANCASTER 

SOMERSET 

SOMERSET 

FAYETTE 

FAYETTE 

MONTGOMERY 

ALLEGHENY 

ERIE 

POTTER 

POTTER 

TIOGA 

INDIANA 

CAMBRIA 

CLEARFIELD 
MC  KEAN 
MONTOUR 
DAUPHIN 
WESTMORELAND 

PIKE 

WESTMORELAND 

WASHINGTON 

BUCKS 

CAMERON 

CLEARFIELD 

CAMBRIA 

SULLIVAN 

SULLIVAN 

NORTHAMPTON 


DRAINAGE 


ALLEGHENY 
ALLEGHENY 
LAKE  ERIE 
ALLEGHENY 
LEHIGH 

LEHIGH 

JUNIATA 

SUSQUEHANNA 

CHEMUNG 

SUSQUEHANNA 

ALLEGHENY 
ALLEGHENY 
SUSQUEHANNA 
BEAVER 


WEST  BRANCH 

SUSQUEHANNA 

LEHIGH 

LEHIGH 

SUSQUEHANNA 

ALLEGHENY 

LEHIGH 

SUSQUEHANNA 

ALLEGHENY 

MONONGAHELA 

ALLEGHENY 
ALLEGHENY 

JUNIATA 
ALLEGHENY 

OHIO 

CONEMAUGH 

JUNIATA 

OHIO 

JUNIATA 

BEAVER 

BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

WEST   BRANCH 
TOST  BRANCH 
WEST  BRANCH 
DELAWARE 
POTOMAC 

MONONGAHELA 

MONONGAHELA 

MONONGAHELA 

ALLEGHENY 

LEHIGH 

OHIO 

WEST  BRANCH 

SCHUYLKILL 

WEST  BRANCH 

DELAWARE 

DELAWARE 
WEST  BRANCH 
SUSQUEHANNA 
YOUGHIOGHENY 
YOUGHIOGHENY 

MONONGAHELA 

MONONGAHELA 

DELAWARE 

OHIO 

ALLEGHENY 

ALLEGHENY 
ALLEGHENY 
SUSQUEHANNA 
ALLEGHENY 
WEST  BRANCH 

WEST  BRANCH 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

CONEMAUGH 

DELAWARE 
CONEMAUGH 
MONONGAHELA 
DELAWARE 
WEST  BRANCH 

WEST  BRANCH 
CONEMAUGH 
WEST  BRANCH 
SUSQUEHANNA 
DELAWARE 


< 

O   f 


o 

z 
o 

_l 

O  f 


40  32 

40  32 

41  53 

41  12 
40  39 

40  36 

40  30 

39  55 

42  00 

41  21 

40  40 

41  40 
40  50 
40  46 
40  45 

40  52 

41  03 
40  37 
40  36 
40  20 

40  27 

41  06 
40  16 
40  11 

40  24 

41  58 
41  57 

40  00 

41  09 

40  19 
40  04 

39  58 

40  23 
40  05 

40  52 
40  51 

40  15 

41  40 
40  12 

40  36 

41  38 
41  31 
39  52 

39  56 

40  08 
40  09 

40  09 

41  12 
40  37 

40  07 

41  01 
40  50 

40  45 
39  58 

39  59 

41  21 

40  02 
39  48 

39  50 

40  01 
40  04 
40  04 

40  31 

41  55 

41  46 
41  46 
41  45 
40  41 

40  28 

41  03 
41  55 
40  58 
40  25 

40  20 

41  13 
40  06 
40  11 

40  18 

41  20 

41  06 

40  17 

41  32 
41  24 
40  42 


> 

UJ 


79  49 

79  49 

80  22 
78  54 
75  26 

75  28 

78  29 
77  18 
77  32 

75  43 

80  00 

79  01 

76  30 

80  19 

77  10 

77  47 

76  14 
75  22 
75  23 

77  31 

79  09 

75  36 

77  22 
79  08 
79  52 

78  39 
78  44 

78  14 

79  06 

79  59 
78  51 

78  39 

80  26 
77  52 

79  54 
79  53 
76  56 

76  52 

77  11 

78  42 
77  45 
77  28 
75  35 

77  39 

79  55 
79  54 
79  54 

79  26 
75  39 

80  25 

78  27 
75  56 

78  32 
75  50 

75  48 

77  05 

76  30 

79  22 
79  22 

79  36 

79  34 

75  19 

80  10 
79  38 

78  01 

77  53 

77  05 

79  12 

78  34 

78  35 

78  41 

76  37 
76  56 

79  18 

74  52 
79  23 
79  51 

75  08 
78  08 

78  38 
78  44 

76  24 
76  35 
75  12 


748 
748 
900 
1590 
381 

254 
1500 

710 
1590 

950 


TIME  OF 
OBSERVATION 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


1310 
843 
760 
640 

1060 
570 
390 
450 
720 

2048 
1670 

650 
2684 

725 

1500 
1680 

1352 
1407 

1000 

2480 

1318 

980 

990 

1100 
1140 

461 
1450 

473 

2165 

800 
180 


7A 

MID 

7A 
6P 
8A 


EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
ESI 
EST 

ESI 
ESI 
ESI 
ESI 


YEARS  OF 
RECORD 


MID 
MID 


7A 
MID 
MID 

7A 

6P 

8A 

MID 

MID 

7A 
7A 
MID 
7A 
5P 

8A 

6P 

7A 

MID 

MID 

MID 
MID 

5P 
MID 

7A 

8A 

4P 

llA 

HID 

MID 


7A 
UID 
7A 
7A|   7A 
MID   MID 


104C  ESI 
74C  ESI 
740  EST 

1114  EST 


670 

1170 
1140 
1026 
1480 
342 

431 

65C 

3O0 

1490 

1331 

990 
1145 


ESI 

EST 
ESI 
ESI 
ESI 
ESI 

ESI 
EST 
ESI 
ESI 
EST 

EST 
EST 


4P 


70   EST 
720   EST 


1653   EST 
2425   EST 


1193 
1035 
2300 

2215 
2120 
460 
13O0 
1150 

36  C 
174C 
761 
370 
820 


1670 
2440 


EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


EST 
EST 
EST 
20201  EST 


HII 

MID 


4P 
MID 
8A 
8A 
6F 

7A 

HIE 

7A 

8A 

lOP 

UID 
7A 

7A 
9A 

7P 
7A 
7A 
7A 


7A 
lOA 
ss 
8A 
7A 

7A 
MID 
8A 
7A 
6P 

5P 
8A 


UID 

MID 
8A 
7A 
7A 
6P 

7A 
Mil 
UID 

5P 
UID 


32 

3 

8 

64 

11 

12 
11 
36 
11 
14 

1 
31 

7 
57 

13 
11 
24 

1 
7 

35 

11 

3 

9 

80|  60 

5 
10 
30 

3 
48|   53 

11 
63 


7A   6 


OBSERVER 


REFER 

TO 
TABLES 


U  S  E  P  B  G 
U  S  E  P  B  G 
ALBION  HIGH  SCHOOL 
CHARLES  H  ALLEN 
U  S  tfEATHER  BUREAU 

ALLENTOWN-BETH  GAS  CO 
ALTOONA  WATER  BUREAU 
PA  STATE  COLL  EXP  STA 
USE  BALTO  MD 
CIVIL  AERO  ADM 

A  H  BURKE 
U  S  E  P  B  G 
ROARING  CREEK  WTR  CO 
HOWARD  J  KEUP 
JAMES  F  KEEN 

WESTERN  STATE  PEN 'TRY 
AMER  CAR  &  FOUNDRY  CO 
BETHLEHEM  STEEL  CORP 
LEHIGH  UNIVERSITY 
PENNA  DEPT  F  St  W 

U  S  WEATHER  BUREAU 
HAROLD  WILDRICK 
URS  B  U  WILLDERS 
FRANK  J  HOUPT 
U  S  E  P  B  G 

BRADFORD  DIS  FIJ)  COU 
BRADFORD  WATER  DEPT 
GEORGE  STRAND 
PA  TURNPIKE  COMM 
CIVIL  AERO  ADU 

RAY  WILSON 
RUSSELL  L  LAUBERT 
NELLIE  R  BROWN 
LANGLOTH  WATER  CO 
PA  TURNPIKE  COUM 

BUTLER  EAGLE 
WEST  PENN  POWER  CO 
JOSEPH  N  HOBART 
MILDRED  L  SPENCER 
PROF  CHAS  E  MILLER 

NED  R  WESTRICK 
IRVING  E  GRESSEL 
CHARLES  R  NIVISON 
HERBERT  W  GUEST 
CHARLES  A  BENDER 

WEST  PENN  POWER  CO 
U  S  E  P  B  G 
U  S  E  P  B  G 
PA  ELECTRIC  CO 
VERNA  A  DOTTERER 

WALTER  B  PAGET 
WILLIAM  H  WITHEROW 
PANTHER  VALLEY  WTR  CO 
ADAM  I  NEFF 
PHILA  ELECTRIC  CO 

EDWARD  O  BEIDEUAN 
WILLIAU  R  WOLFE 
JAKES  H  RUST 
U  S  E  P  B  G 
JOHN  L  REID 

EUERY  C  STEWART 
GEORGE  BAER 
PHILA  ELECTRIC  CO 
U  S  E  P  B  G 
GEORGE  P  MULDERICK 

POTTER  ENTERPRISE 
ROBERT  B  KEITH 
GROVER  D  CLEVELAND 
U  S  E  P  B  G 
PENNA  EDISON  CO 

U  S  WEATHER  BUREAU 
BRADFORD  DIS  FLD  COM 
JAMES  A  BRYAN 
JOHN  HEPFORD 
MRS  N  D  WINEUAN 

A  JORGENSON 
PENNA  TURNPIKE  COUU 
DONORA  ZINC  WORKS 
GEORGE  HART 
SIDNEY  KENNEDY 

CITY  OF  DU  BOIS 
MRS  D  L  WHITE 
KENNETH  HOSIER 
CARL  E  BIGGER 


2  3  4  5 

3  4 
2  3  4  5 

2  3  5 

2  3  5 

2  3  5 

3  4 

2  3  5 

3 
3 
3 
3 
2  3   5 


2  3   5 
2  3   5 

3 
2  3  4  5 

3  4 


2  3  4  5 
3  4 
3 

3  4 
3 

3 
2  3   5 

3 

3 
2  3  4  5 

3 

3  4 
3 
3 
2  3   5 

2  3   5 

3  4 

3 
2  3  4  5 
2  3   5 

3 

3  4 
3 
3 
2  3  4  5 

3  4 
3 

2  3  4  5 
3 

2  3   5 

3 

3 
2  3  4  5 
2  3  4  5 

3 
3 
2  3   5 
3  4   6 
3 

3 

3  4 
3 
3 
2  3   5 

2  3   5 
3 
3 
3 
3 

2  3  4  5 

3 

3 

3 
2  3   5 
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STATION    INDEX -Continued 


PEHHSlfLVAWIA 
OCTOBKR  1B48 


STATION 


EAST  WATERFORD  3  Ml  E 

EBENSDl'RG 

KLIZABETUTOWN 

EHPORIUM 

ENGLISH  CENTER 

EPHRATA 
EQUINIINK 
ERIE    re  CITY 
ERIE    AIRPORT 
EVERETT 

FARRELL   SHARON 
FORD   CITY   4    MI    S 
FRANKLIN 

FREDERICKSVILLE    1    MI    SE 
FREELAND 

GALETON 
GEIGERTOWN 
GEORGE    SCHOOL 
GETTYSBURG 
GETTYSBURG   1    MI    S 

GIFFORD 

GLENCOE 

GLEN   ROCK 

GLEN  WILLARD  DASHIELDS  DAM 

GOOD  SPRINGS  1  MI  W 

GORDON 

GOULDSBORO 

GRANTVILLE   2    MI    Sff 

GRATERFORD 

GREENSBORO   LOCK   NO   7   LOWER 

GREENSBORO    LOCK   NO    7    UPPER 
5REENSBURG   2    MI    S    FILTER    STA 
5REENSBURG    2    MI    E    HWY    SHED 
5REENSBURG   3    MI    SE   UNITY   RES 
GREENVILLE 

lANOVER 

BARRISBURG   3    MI    S   WB  AIRPORT 

HARRISBURG   NORTH 

lAWLEY 

SAWLEY  1  MI  S  WALLEN  DAM 

HEWITT  2  MI  S 

aOLLIDAYSBURG 

aOLLISTERVILLE 

aOLTWOOD 

BOME 

aONESDALE  4  MI  NW 

BONESDALE  6  MI  N  TANNERS  FLS 

aOOVERSVILLE 

aOP  BOTTOM  2  MI  S 

BUNTINGDON 

aUNTSDALE 

lYMDMAN 

[NDIANA    2    MI    SE 

[NDIANA 

[RWIN 

lACKSON    SUMMIT 
FAMESTOWN    2    MI    NW 
rOHNSTOWN    1 
rOHNSTOWN    2 
JUNIATA    HOUSE 

CANE  1  MI  NW 
EANE  5  MI  SE 
CARTHAUS 

5IRKW00D    1    MI    SW 
CREGAR   4    MI    SE 

CRESGEVILLE    3    MI    W 

JVFAYETTE    MC    KEAN   PARK 

JIKEVILLE    1    MI    N 

JIMPETER    SCS    lA 

lANCASTER   2    n:E   PUMP    STATION 

JINCASTER    2    NE    FILTER   PLANT 

-ANCASTER    3    MI    NE    EXP    FARM 

JINSFORD 

JINSFORD   FOREMANS    SHOP 

iATROBE 

AURELTON  STATE  VILLAGE 

AWRENCEVILLE 

£BANON 

JEBANON   3    MI    SW 

.ECONTES    MILLS    5    NW 

BRIGHTON 

£   ROY 

ilWIS   RUN   3    MI    S 

lEWISTOWN 

.INESVILLE    6    MI    NW   PENN    LINE 


X 

UJ 
Q 


2459 
2466 
2560 
2633 
2644 

2662 
2669 
2677 
2682 
2721 

2814 
2942 
3028 
3047 
3056 

3130 
3189 
3200 
3218 
3223 

3237 
3298 
3330 
3343 
3372 

3379 
3394 
3422 
3435 
3503 


COUNTY 


4432 
4437 
4450 
4597 
4667 

4672 
4706 
4733 
4750 
4758 

4763 
4768 
4804 
4809 
4832 

4853 
4873 
4891 
4896 
4904 

4934 
4972 
4984 
4992 
5050 


PERRY 

CAMBRIA 

LANCASTER 

CAMERON 

LYCOMING 

LANCASTER 

WAYNE 

ERIE 

ERIE 

BEDFORD 

MERCER 

ARMSTRONG 

VENANGO 

BERKS 

LUZERNE 

POTTER 

BERKS 

BUCKS 

ADAMS 

ADAMS 

MC  KEAN 

SOMERSET 

YORK 

ALLEGHENY 

SCHUYLKILL 

SCHUYLKILL 
WAYNE 
DAUPHIN 
MONTGOMERY 

GREENE 


3504 

GREENE 

3510 

WESTMORELAND 

3515 

WESTMORELAND 

3516 

WESTMORELAND 

3526 

MERCER 

3662 

YORK 

3699 

YORK 

3704 

DAUPHIN 

375S 

WAYNE 

3859 

WAYNE 

3897 

BEDFORD 

4001 

BLAIR 

4008 

WAYNE 

4019 

LANCASTER 

4027 

INDIANA 

4043 

WAYNE 

4044 

WAYNE 

4058 

SOMERSET 

4066 

SUSQUEHANNA 

4159 

HUNTINGDON 

4166 

CUMBERLAND 

4190 

BEDFORD 

4214 

INDIANA 

4219 

INDIANA 

4276 

WESTMORELAND 

4304 

TIOGA 

4325 

MERCER 

4385 

CAMBRIA 

4390 

CAMBRIA 

4425 

HUNTINGDON 

MC  KEAN 

ELK 

CLEARFIELD 

LANCASTER 

WESTMORELAND 

CARBON 
MC  KEAN 
WAYNE 
LANCASTER 
LANCASTER 

LANCASTER 

LANCASTER 

CARBON 

CARBON 

WESTMORELAND 

UNION 

TIOGA 

LEBANON 

LEBANON 

CLEARFIELD 

CARBON 
BRADFORD 
MC  KEAN 
MIFFLIN 
CRAWFORD 


DRAINAGE 


JUNIATA 
CONEMAUGH 
SUSQUEHANNA 
WEST  BRANCH 
WEST  BRANCH 

SUSQUEHANNA 
DELAWARE 
LAKE  ERIE 
LAKE  ERIE 
JUNIATA 

BEAVER 
ALLEGHENY 
ALLEGHENY 
SCHUYLKILL 

SUSQUEHANNA 

WEST  BRANCH 

SCHUYLKILL 

DELAWARE 

POTOMAC 

POTOMAC 

ALLEGHENY 

POTOMAC 

SUSQUEHANNA 

OHIO 

SUSQUEHANNA 

SUSQUEHANNA 

LEHIGH 

SUSQUEHANNA 

SCHUYLKILL 

MONONGAHELA 

MONONGAHELA 
MONONGAHELA 
MONONGAHELA 
MONONGAHELA 
BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

DELAWARE 

DELAWARE 

POTOMAC 

JUNIATA 

DELAWARE 

SUSQUEHANNA 

ALLEGHENY 

DELAWARE 

DELAWARE 

CONEMAUGH 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

POTOMAC 

CONEMAUGH 

CONEMAUGH 

MONONGAHELA 

SUSQUEHANNA 

BEAVER 

CONEMAUGH 

CONEMAUGH 

JUNIATA 

ALLEGHENY 
ALLEGHENY 
WEST  BRANCH 
SUSQUEHANNA 
YOUGHIOGHENY 

LEHIGH 

ALLEGHENY 

DELAWARE 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

SCHUYLKILL 

SCHUYLKILL 

CONEMAUGH 

SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
WEST  BRANCH 

LEHIGH 

SUSQUEHANNA 

ALLEGHENY 

JUNIATA 

BEAVER 


40  21 

40  29 

40  08 

41  30 
41  26 

40  10 

41  51 

42  07 
42  05 

40  00 

41  14 

40  43 

41  23 

40  27 

41  01 

41  44 
40  12 

40  13 
39  50 
39  48 

41  51 
39  49 

39  48 

40  33 
40  38 

40  45 

41  15 
40  22 
40  14 
39  47 

39  47 

40  16 
40  18 

40  17 

41  25 

39  48 

40  13 

40  16 

41  29 
41  28 

39  44 

40  26 

41  23 

39  50 

40  45 

41  37 
41  39 

40  10 

41  43 
40  29 

40  06 

39  49 

40  36 
40  37 

40  20 

41  57 
41  30 
40  20 
40  19 

40  22 

41  41 
41  36 
41  07 

39  51 

40  06 

40  54 

41  48 

41  27 

39  59 

40  03 

40  03 
40  04 
40  50 
40  50 
40  19 

40  54 

42  00 
40  20 

40  19 

41  09 

40  50 

41  40 
41  50 

40  35 

41  42 


O 

z 
o 

_l 

o      / 


77  33 

78  44 

76  37 

78  13 

77  17 

76  10 
75  13 
80  05 
80  12 

78  23 

80  30 

79  30 

79  49 
75  41 
75  54 

77  39 

75  50 

74  56 
77  14 

77  14 

78  36 

78  51 

76  44 

80  14 
76  30 

76  20 

75  27 

76  41 

75  27 

79  55 

79  55 
79  33 
79  30 

79  30 

80  23 

76  59 
76  51 
76  53 
75  10 
75  11 

78  32 

78  24 

75  26 

76  20 

79  06 

75  19 
75  17 
78  53 

75  43 

78  01 

77  19 

78  43 

79  07 

79  10 

79  42 

77  01 

80  28 

78  55 
78  55 

77  49 

78  48 
78  46 

78  07 

76  05 

79  14 

75  34 

78  40 

75  16 

76  14 
76  17 

76  17 

76  17 
75  53 

75  53 

79  23 

77  13 

77  08 

76  26 
76  28 

78  20 

75  43 

76  43 
78  39 

77  35 

80  31 


> 

LlI 

_l 
UJ 


2125 
2170 

460 
1100 

881 

470 
920 
655 
732 
1020 

855 
950 
987 
800 
1970 

1330 
380 
160 
500 
570 

2220 
1620 
620 
1025 
1500 

900 
1850 
520 
160 
808 

808 

977 

1225 

1245 

930 

600 
335 
350 
980 
1180 


TIME  OF 
OBSERVATION 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 

EST 
EST 
EST 

EST 
EST 
EST 
EST 
ESI 


MID 
MID 
MID 

5P 
8A 
7A 


6P 


840  EST 
1000  ESI 


136  C 

20C 

1260 

1445 
HOC 
166C 

62C 

62C 

900 

1102 

1300 

1090 

1700 
1050 
1214 
1130 
560 


EST  8A 
EST  MID 
ESTJ 

8P 
8A 


EST 
EST 


ESI 
ESI 
ESI 

ESI 
ESI 
ESI 
EST 
ESI 

ESI 
EST 
EST 
EST 
EST 

ESI 
EST 
EST 
EST 
EST 


175C    EST 

2010    EST 

86C    EST 

43C    EST 

247C    EST 


213C    EST 
1480    EST 


405 
255 

27C 

36C 

103C 

104C 

103C 

880 
996 
469 
490 
2320 

580 

170C 

48C 

lOlJ 


EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


7A 
8A 
8A 
8A 
HID 

6P 

7A 

UID 

UID 

7A 

8A 
8A 
7A 
8A 
8A 

6P 
8A 
7P 
8A 
UID 

8A 
8A 

MID 
7A 

MID 

5P 
7A 
ss 
7A 
7A 


6P 

MID 

6P 

6P 

8A 
MID 
9A 
8A 
SA 


MID 
8A 
8A 

MID 

9A 
MIE 

7A 
7A 
8A 

7A 
7A 
6P 
5P 
5P 

MID 
8A 
9A 

MID 
8P 


YEARS  OF 
RECORD 


Miq      MID 
MIE 


Mir 


8A 

8A 

8A 

Mil 

5F 

MIC 
8A 

8A 
7A 
7A 

MID 
6P 
8A 

MID 

7A 

7A 
6P 
7A 
7A 
8A 


41 
10 
40 
50 

45 
60 
31 
39 
17 

8 
11 
21 
34 
11 

3 
7 

IC 
4 

61 

8 
36 
49 
10 
52 

12 

9 

67 

10 

3 

33 
7 
S 
G 

7 


OBSERVER 


U  S  WEATHER  BUREAU 
JOHN  L  UC  GOUGU 
MASONIC  HOME 
RUSSEL  E  PALMETEER 
WILLIAM  SUDERS 

WM  W  HALLIGAN 
ROSE  H  NEILSON 
U  S  WEATHER  BUREAU 
CIVIL  AERO  ADM 
PENNA  TURNPIKE  COMM 

CARNEGIE  ILL  STL  CORP 
U  S  E  P  B  0 
WM  K  FULLER 
HENRY  H  ROHRBACK 
ANDREW  B  EVANSHA 

W  GALE  LUSH 
WALTER  C  WOLF 
GEO  M  HART 
HUGH  C  MC  ILHENNY 
NATL  MILITARY  PARK 

BRADFORD  DIS  FLD  COM 

C  E  SANDERS 

MRS  E  C  MC  WILLIAMS 

WM  H  MC  CONNELL 

PA  POWER  &  LIGHT  CO 

MRS  S  M  JOHNSON 
L  H  ELLENBERGER 
EDW  N  RHOADS 
CLAUDE  K  KULP 
U  S  E  P  B  G 

HARRY  MAPLE 
WESTMORELAND  WATER  CO 
PENNA  DEPT  HIGHWAYS 
WESTMORELAND  WATER  CO 
C  EARL  MILLER 

HANOVER  EVENING  SUN 

U  S  WEATHER  BUREAU 

GEO  S  BEAL 

MRS  D  M  PENNELL 

PA  POWER  &  LIGHT  CO 

MISS  M  E  ROLAND 
JOHN  M  RINGLER 
PA  POWER  &  LIGHT  CO 
PA  WATER  &  POWER  CO 
H  J  MC  ELHOES 

GEO  C  WILLIAMS 
LESLIE  E  WALTER 
PENNA  ELECTRIC  CO 
JOSEPH  J  SANAUSKAS 
HUNTINGDON  BROADTOPRf? 

T  J  DINGLE 
W  J  EMERICK 
CLYMER  WATER  CO 
STATE  TEACHERS  COLL 
WESTMORELAND  WATER  CO 

ARCHIE  LAIN 
PA  DEPT  FRST  &  WTRS 
JOHNSTOWN  TRIBUNE 
CITY  OF  JOHNSTOWN 
J  EARL  MC  VEY 

SPRING  WATER  CO 
U  S  FOREST  SERVICE 
MRS  E  M  SHULTZ 
SOIL  CONSERV  SERVICE 
PENNA  TURNPIKE  COMM 

CITY  OF  BETHLEHEM 
BRADFORD  DIS  FLD  COMl 
MRS  REVEL  JENKINS 
SOIL  CONSERV  SERVICE 
LANCASTER  WATER  BUR 

LANCASTER  WATER  BUR 
DR  ORMAN  E  STREET 
LEHIGH  NAVIG  COAL  CO 
PANTHER  VALLEY  WTR  CC 
TOST  PENN  POWER  CO 

PENNA  DEPT  OF  WELFARE 
CARLOS  P  DARLING 
LEBANON  VALLEY  GAS  CC 
LEBANON  COUNTRY  CLUB 
PA  DEPT  FRST  &.   WTRS 

GOODWIN  DE  FREHN 
DIMMIS  M  BAILEY 
BRADFORD  DIS  FLD  COMk 
AMERICAN  VISCOSE  CO 
MRS  R  M  CRUMB 


REFER 

TO 
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STATION 


LOCK  HAVEN  1 
LOCK  HAVEN  2 
LONG  POND 
LYCIPPUS  1  MI  E 
MAPLE  GLEN 

MAPLETON  DEPOT 

MARCUS  HOOK 

MARIENVILLE 

MARION  CENTER  2  MI  SE 

MARSHBURG 

MARTINSBURG 

HARTINSBURG  BLAIR  CO  AIRPORT 

MATAMORAS 

MAUCH  CHUNK  1  MI  SW 

MAYBURG 

MC  CONNELLSBURG 

MC  CONNELLSTOWN  4  MI  NW 

MC  KEESPORT 

MEADOW  RUN  PONDS 

MEADVILLE  1  MI  S 

MED IX  RUN 

MERCER  5  MI  NE  WB  AIRPORT 

MERCER  HIGHWAY  SHED 

HERCERSBURG 

MERWINSBURG 

MEYERSDALE 

MIDDLETOWN  OLMSTED  FIELD 

MIDLAND  DAM  NO  7  LOWER 

MIDLAND  DAM  NO  7  UPPER 

MILAN 

MILANVILLE 

MILLERSBURG  2  MI  E 

MILLVILLE 

MILROY 

MONROE  FURNACE 

MONBOETON  2  MI  S 

MONTROSE  3  MI  E  HIGHWAY  SHED 

MONTROSE 

MOSGROVE  LOCK  8  LOWER 

MOSGROVE  LOCK  8  UPPER 

MOUNT  POCONO  2  MI  N  WB  AP 

MOUNT  UNION  1  MI  NW 

MURRYSVILLE 

UYERSTOWN 

NATRONA  LOCK   NO  4   LOWER 

NATRONA   LOCK  NO  4   UPPER 

NEFFS   MILLS   4   MI    NE 

NESHAMINY  FALLS 

NEVraURG   3   MI    W 

NEW  CASTLE  1  MI  N  PUMP  STA 

NEWELL 
NEW  PARK 
NEWPORT 
NEW  TRIPOLI 
NORRISTOWN 

ORWELL  3  MI  N 

PALM 

PALHERTON 

PARKERS  LANDING 

PARKERS  LANDING  1  MI  E 


X 

UJ 
Q 


COUNTY 


PARK  PLACE  1  NW  WB  AIRPORT 

PAUPACK 

PECKS  POND 

PHILADELPHIA  DREXEL  INST  TECI 

PHILADELPHIA  FRANKLIN  INST 

PHILADELPHIA  WB  AIRPORT 
PHILADELPHIA  POINT  BREEZE 
PHILADELPHIA  SHAWMONT 
PHILADELPHIA  WB  CITY 
PHILLIPSBURG  7  MI  E  AIRPORT 

PHOENIXVILLE  1  MI  E  PUMP  STA 

PIKES  CREEK 

PINE  GROVE  1  MI  NE 

PINE  GROVE  MILLS  1  MI  S 

PITTSBURGH  7  MI  SE  WB  AP 

PITTSBURGH  WB  CITY 
PLEASANT  MOUNT  1  MI  W 
PORT  ALLEGANY 
PORT  ALLEGANY  3  MI  SW 
PORT  CLINTON 

PORTLAND 

POTTSTOWN 

POTTSVILLE 

POTTSVILLE  PALO  ALTO  BRIDGE 

PUNXSUTAWNEY  1 


5104 
5109 
5160 
5259 
5368 

5381 
5390 
5400 
5408 
5435 

5453 
5454 
5470 
5479 
5490 

5526 
5534 
5573 
5601 
5606 

5627 
5649 
5654 
5662 
5676 

5684 
5703 
5710 
5711 
5731 

5738 
5775 
5816 
5825 
5884 

5889 
5915 
5920 
5987 
5988 

6055 
6067 
6111 
6126 
6151 

6152 
6174 
6194 
6225 
6233 

6246 
6289 
6297 
6326 
6370 

6621 
6681 
6689 
6719 
6724 

6734 
6762 
6786 
6879 
6884 

6889 
6899 
6904 
6909 
6916 

6927 
6939 
6954 
6962 
6992 

6997 
7029 
7103 
7108 
7116 

7127 
7149 
7156 
7161 
7217 


CLINTON 

CLINTON 

MONROE 

WESTMORELAND 

MONTGOMERY 

HUNTINGDON 
DELAWARE 
FOREST 
INDIANA 
MC  KEAN 

BLAIR 

BLAIR 

PIKI 

CARBON 

FOREST 

FULTON 

HUNTINGDON 

ALLEGHENY 

LUZERNE 

CRAWFORD 

ELK 

MERCER 

MERCER 

FRANKLIN 

NORTHAMPTON 

SOMERSET 

DAUPHIN 

BEAVER 

BEAVER 

BRADFORD 

WAYNE 

DAUPHIN 

COLUMBIA 

MIFFLIN 

HUNTINGDON 

BRADFORD 

SUSQUEHANNA 

SUSQUEHANNA 

ARMSTRONG 

ARMSTRONG 

MONROE 

MIFFLIN 

WESTMORELAND 

LEBANON 

ALLEGHENY 

ALLEGHENY 

HUNTINGDON 

BUCKS 

FRANKLIN 

LAWRENCE 

FAYETTE 

YORK 

PERRY 

LEHIGH 

MONTGOMERY 

BRADFORD 

MONTGOMERY 

CARBON 

ARMSTRONG 

CLARION 

SCHUYLKILL 

PIKE 

PIKE 

PHILADELPHIA 

PHILADELPHIA 

PHILADELPHIA 
PHILADELPHIA 
PHILADELPHIA 
PHILADELPHIA 
CENTRE 

CHESTER 

LUZERNE 

SCHUYLKILL 

HUNTINGDON 

ALLEGHENY 

ALLEGHENY 
WAYNE 
MC  KEAN 
MC  KEAN 
SCHUYLKILL 

NORTHAMPTON 

MONTGOMERY 

SCHUYLKILL 

SCHUYLKILL 

JEFFERSON 


DRAINAGE 


WEST  BRANCH 
WEST  BRANCH 
LEHIGH 
YOUGHIOGHENY 
DELAWARE 

JUNIATA 

DELAWARE 

ALLEGHENY 

CONEMAUGH 

ALLEGHENY 

JUNIATA 

JUNIATA 

DELAWARE 

LEHIGH 

ALLEGHENY 

POTOMAC 
JUNIATA 
ALLEGHENY 

ALLEGHENY 

WEST  BRANCH 
BEAVER 
BEAVER 
POTOMAC 


YOUGHIOGHENY 

SUSQUEHANNA 

OHIO 

OHIO 

SUSQUEHANNA 

DELAWARE 

SUSQUEHANNA 

SUSQUEHANNA 

JUNIATA 

JUNIATA 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

ALLEGHENY 

ALLEGHENY 

DELAWARE 

JUNIATA 

MONONGAHELA 

SCHUYLKILL 

ALLEGHENY 

ALLEGHENY 

JUNIATA 

DELAWARE 

SUSQUEHANNA 

BEAVER 

MONONGAHELA 

SUSQUEHANNA 

JUNIATA 

LEHIGH 

SCHUYLKILL 

SUSQUEHANNA 

SCHUYLKILL 

LEHIGH 

ALLEGHENY 

ALLEGHENY 

SCHUYLKILL 

DELAWARE 

DELAWARE 

DELAWARE 

DELAWARE 
DELAWARE 
DELAWARE 
DELAWARE 
JUNIATA 

SCHUYLKILL 

SUSQUEHANNA 

SUSQUEHANNA 

JUNIATA 

MONONGAHELA 

OHIO 

DELAWARE 

ALLEGHENY 

ALLEGHENY 

SCHUYLKILL 

DELAWARE 

SCHUYLKILL 

SCHUYLKILL 

SCHUYLKILL 

ALLEGHENY 


< 

_l 

O  1 


z 
o 

_I 

O   f 


41  08 
41  08 
41  03 
40  14 
40  11 

40  24 

39  48 

41  28 

40  45 

41  51 

40  18 

40  19 

41  22 

40  51 

41  36 

39  56 

40  30 

40  21 

41  13 
41  37 

41  17 
41  17 
41  14 

39  50 

40  57 

39  49 

40  11 
40  38 

40  38 

41  55 

41  40 

40  32 

41  08 
40  43 

40  42 

41  42 
41  50 
41  50 
40  52 

40  52 

41  08 
40  24 
40  26 
40  23 
40  37 

40  37 
40  40 
40  09 

40  09 

41  01 

40  05 

39  44 

40  29 
40  42 

40  07 

41  55 
40  26 

40  48 

41  06 
41  06 

40  51 

41  24 
41  17 
39  57 
39  58 

39  53 

39  55 

40  02 

39  57 

40  54 

40  07 

41  18 
40  34 
40  43 
40  21 

40  26 

41  44 
41  48 
41  47 
40  35 

40  55 
40  15 
40  41 
40  41 
40  57 


> 

UJ 

_J 
LU 


77  28 
77  27 
75  30 
79  24 
75  11 

77  56 
75  25 
79  07 
79  02 

78  46 

78  20 

78  19 

74  42 

75  46 

79  13 

78  00 

78  08 

79  52 
75  40 

80  10 

78  23 
80  12 
80  15 
77  54 

75  27 

79  02 

76  46 

80  28 
80  28 
76  32 

75  04 

76  56 

76  32 

77  35 
77  54 

76  28 
75  49 
75  52 
79  29 
79  29 

75  22 

77  53 
79  42 

76  18 
79  43 

79  43 

77  55 

74  57 
77  37 

80  22 

79  53 

76  31 

77  08 

75  46 

75  20 

76  16 
75  32 

75  37 
79  40 
79  41 

76  06 
75  12 
75  05 
75  11 
75  10 

75  14 
75  12 
75  15 
75  09 

78  05 

75  30 

76  06 

76  22 

77  54 

79  56 

80  00 

75  27 

78  17 
78  19 

76  02 

75  06 

75  39 

76  12 
76  11 
78  59 


TIME  OF 
OBSERVATION 


680 

620 

1860 

1380 

370 

580 

12 

1780 

1610 

2120 

1360 

1460 

455 

800 

1150 

910 
2340 

800 
2000 
1065 

1125 

1296 

1240 

605 

840 

1980 
303 
780 
780 
820 

750 
545 
820 
770 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 

EST 
EST 
EST 

EST 
EST 
EST 
EST 


MID 
4P 


YEARS  OF 
RECORD 


1200  EST 


2200 
1175 

808 
808 

1914 
800 
903 
520 
800 

800 
960 
40 
745 
900 

800 
780 
400 
580 
48 

1620 
380 
435 

1100 
870 

1952 
1523 
138C 


MID 
IIP 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
ESI 
EST 
EST 
ESI 

ESI 
ESI 
EST 
ESI 
ESI 


MID 
IIP 


EST]      MI 

EST 

ESI 


sq  ESI 

ESI 


IOC 

20 

85 

70 

174 

1914 

105 
1250 

515 
206  0 
1273 

914 
181C 
150C 
158C 

43C 


ESI 
ESI 
EST 
EST 
ESI 

EST 
ESI 
EST 
ESI 
ESI 

ESI 
ESI 
ESI 
ESI 
ESI 


297  ESI 

180  EST 

820  ESI 

640  EST 

1220  ESI 


MIC 

lOA 

MIE 
MID 
7P 
MID 
MIE 

ss 


7A 
MID 
8A 
5P 
8A 

7A 
8A 
MID 
7A 
8A 

MID 

MID 

8A 

4P 

7A 

7A 

7A 

7A 

MID 

8A 

MID 
MID 
MID 
8A 
MID 

8A 

MID 

7A 

MID 

8A 
MID 
MID 

8A 
HID 

7A 

8A 

MID 

7A 


MID 

MID 

MID 

8A 

7A 


8A 

5P 

MID 

IIP 

NOON 
6P 
7A 
6P 
8A 

6P 
8A 

MID 
7A 

MID 

MID 

8A 

8A 

MIE 

lOA 

MID 
MID 
7P 
MID 
MID 

8A 
MID 

8A 
MIE 
MIE 

MID 

7A 
7A 
7A 
8A 

8A 
8A 
8A 
7A 
7A 


IC 


7 
24 
53 
77 

6 

39 
11 
24 
6 
IS 

78 

27 

e 

6 
IC 

5 
57 
66 

5 
2£ 


OBSERVER 


3  4 
2  3  4  5 
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2  3    5 
3 

3 
3 
3 

3  4 
2  3  4  5 

3  4 
CLOSED 
3  4 
3 
3  4 


SAMUEL  C  DICKEY  JR  2  3 

HUGH  F  PARKER  3  4 

THOMAS  MECKES  3 

WESTMORELAND  WATER  CO  3 

L  F  SCHEIBNER  JR  3 

MRS  I  S  BUCHANAN  3 

SUN  OIL  CO  2  3 

U  S  FOREST  SERVICE  3 

U  S  E  P  B  G  3 

BRADFORD  DIS  FLD  COMM  3 

BLUE  MT  CANNERIES 
CIVIL  AERO  ADM 
HARRY  B ISLAND 
HENRY  S  HAAK 
OPAL  LITTLEFIELD 

RUTH  L  ROETTGER 
PA  DEPT  FRST  &  WTRS 
NATL  TUBE  CO 
JOSEPH  L  HART 
CITY  OF  MEADVILLE 

MRS  E  M  SNYDER 
U  S  WEATHER  BUREAU 
PENNA  DEPT  HIGHWAYS 
ROLLIN  P  GILBERT 
ROBERT  G  GOULD 

LOUIS  M  WELD 
U  S  AIR  FORCE 
PERRY  P  CAMPBELL 
PERRY  P  CAMPBELL 
W  S  ROBERTS 

CHAS  W  DAVIS 
WM  H  NOVINGER 
RUSSELL  SHEPLEY 
DAVID  S  NACE 
PENNA  STATE  COLLEGE 

PA  DEPT  FRST  &  WATERS 
HARRY  S  FANCHER 
CONSUMERS  WATER  CO 
U  S  E  P  B  G 
U  S  E  P  B  G 

U  S  WEATHER  BUREAU 
MT  UNION  WATER  WORKS 
WM  MC  WILLIAMS 
JOHN  W  WANDELL 
U  S  E  P  B  G 

U  S  E  P  B  G 
PENNA  STATE  COLLEGE 
PHILA  SUB  WATER  CO 
PENNA  TURNPIKE  COMM 
NEW  CASTLE  WATER  CO 

GENERAL  CHEMICAL  CO 
CLINTON  J  ALLEN 
MRS  FRANCES  FRY 
FRED  C  OSWALD 
GEORGE  H  BOONE 

WM  I  BROWN 
FRED  C  ESCHBACK 
NEW  JERSEY  ZINC  CO 
JANNETTE  E  SCHULTZ 
PAUL  M  NEELV 

U  S  WEATHER  BUREAU 
MISS  L  VETTERLINE 
CARRIE  NESS 
FRANCIS  K  DAVIS  JR 
FRANKLIN  INSTITUTE 

U  S  TCATHER  BUREAU 
ATLANTIC  REFINING 
SCHUYLKILL  NAVIG  CO 
U  S  WEATHER  BUREAU 
CIVIL  AERO  ADM 

PHILA  SUB  WATER  CO 
ANDREW  STELTZ 
PA  POWER  &  LIGHT  CO 
PENNA  STATE  COLLEGE 
U  S  WEATHER  BUREAU 

U  S  WEATHER  BUREAU 
PENNA  GAME  COMM 
RALPH  MC  CONNELL 
CRYSTAL  SPG  TROUT  HCY 
EARL  E  RARICK 

JOINT  BRIDGE  COMM 
MILES  E  SMITH 
POTTSVILLE  WATER  CO 
JOHN  M  SMITH 
JOHN  VOLANSKY 


3 
2  3    5 
2  3    5 

3  4 

3 

3  4 
3  4 
3 
3  4 

3 
2  3   5 
3  4 
3 

2  3  4  5 
3  4 
3  4 
3 
3 

2  3  4  5 

3 

2  3  5 

2  3  4  5 

2  3    5 
3 
3 
3 
3 

3 
3 
2  3  4  5 
3 
3  4 


2  3  4  5 

3 

3 
2  3    5 


2  3  4  5 

2  3  4  5 

2  3  5 

2  3  4  5 

3  4 

2  3  4  5 

3  4 

3 

3 
2  3  4  5 

2  3  4  5 

3  4 

3 

3 
2  3  4  5 

3 

3    \ 

3     ■ 

3 


STATION    INDEX -Continued 


PENRSTLVANIA 
OCTOBER  1948 


STATION 


PUNXSl'TAimET   2 

PUTVETVILLK   2   SE   DAM 

3DAKERT0WN 

tATMOND 

IKADING  WB  CITY 

iSHOVO 

IKNOVO  6   III   S  STATE  CAMP 

tETREAT   FARMS 

UCES   LANDING  LOCK   NO  6 

UDGWAT 

UNGTOWN   1    MI    SW 
lOCmSTER   1   Ml   N 
lUSH  6    MI    S 
SAFE   HARBOR  DAM 

SAGAMORE    1   HI    SE 

5ALTSBURG 

iAXTON 

iCAHDIA 

5CHENLEY   LOCK  5   LOWER 

iCHENLEY  LOCK  5   UPPER 
5CRANT0N   WB  CITY 
iELINSGROVE  AIRPORT 
iELliERSyiLLE   2   MI   NW 
SEWARD 

mADE    GAP 

iHAMOKIN 

iHARPSVILLE 

SHEFFIELD  6    MI   W  CHERRY  GROVI 

iHIPPENSBURG 

iMETHPORT  HIGHWAY  SHED 
lOUEKSET   WATER   WORKS 
!OMERSET  2   MI    E   SUBSTATION 
!OUTH  CANAAN   1    MI    E 
SOUTH   MOUNTAIN 

IPRING  GROVE 
IPRINGS    1    MI    SW 
SPRUCE  CREEK 
iTATE   COLLEGE 
STRAUSSTOWN 


X 

LiJ 
Q 


MI   E   SUBSTATIOJ 


itrongstown 
;troudsburg  2 

iTROUDSBURG 

:tump  creek 

lUNBURY 


rUNBURY  AIRPORT   2   MI   N 

SUSQUEHANNA 

BUTERSVILLE 

•AMAQCA 

'AMAQUA  4  MI  N  STILL  CRK  DAM 

•AMARACK  2  MI  S  FIRE  TOWER 
'lONESTA  2  MI  SE  DAM 
'ITUSVILLE  2  MI  S 
'ITUSVILLE 
•OWANDA 

OWER  CITY  5   SW 

TOKHANNOCK   1   MI    S   AIRPORT 

UNNELTON 

TRONE  4  MI  NE  BALD  EAGLE 

HI  ON  CITY  1  MI  W 

NIONTOWN 
ANDERGRIFT 
ANDERGRIFT  2  MI  W 
IRGINVILLE 
ARREN 

ASHINGTON 

ATROUS  9  MI  S  LEE  FIRE  TOWEI 

ATSONTOWN 

AYNESBURG  2  MI  W 

AYNESBURG  1  MI  E 

EBSTER  MILLS  3  MI  SW 

ELLSBORO 

ELLSBORO  2  MI  E 

ELLSVILLE 

ERNERSVILLE 

EST  CHESTER 

EST  GROVE  1  MI  SE 

HITESBURG 

ILKES-BARRE 

ILLIAMSPORT  4  SE 

ILLIAMSPORT  4  E  WB  AIRPORT 

ILLIAMSPORT 

ILLIAMSTOWN 

IND  GAP  3  MI  SW 

ORK  3  MI  SW  PUMP  STATION 


7222 
7229 
7239 
7310 
73  18 

7409 
7410 
7417 
7425 
7443 

7477 
7497 
7540 
7694 
7732 

7739 
7796 
7846 
7855 
7863 

7864 
7902 
7931 
7938 
7956 

7965 
7978 
8000 
8026 
8073 

8190 
8249 
8254 
8275 
8308 

8379 
8395 
8405 
8449 
8570 

8589 
8596 
8601 
8610 
8668 

8673 
8692 
8699 
8758 
8763 

8770 
8873 
8880 
8885 
8905 

8910 
8982 
8989 
9024 
9041 

9050 
9128 
9133 
9196 
9298 

9312 
9340 
9345 
9362 
9367 

9380 
9407 
9412 
9420 
9430 

9464 
9503 
9655 
9702 
9723 

9728 
9733 
9741 
9781 
9933 


COUNTY 


JEFFERSON 

ARMSTRONG 

BUCKS 

POTTER 

BERKS 

CLINTON 
CLINTON 
LUZERNE 
MC  KEAN 
GREENE 

ELK 

SCHUYLKILL 

BEAVER 

SUSQUEHANNA 

LANCASTER 

INDIANA 

INDIANA 

BEDFORD 

WARREN 

ARMSTRONG 

ARMSTRONG 

LACKAWANNA 

SNYDER 

BUCKS 

WESTMORELAND 


DRAINAGE 


ALLEGHENY 
ALLEGHENY 
DELAWARE 
ST  LAWRENCE 
SCHUYLKILL 

WEST  BRANCH 
ITEST  BRANCH 
SUSQUEHANNA 
ALLEGHENY 
MONONGAHELA 

ALLEGHENY 

SUSQUEHANNA 

BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 

ALLEGHENY 
KISKIMINETAS 
WEST  BRANCH 
ALLEGHENY 
ALLEGHENY 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

SCHUYLKILL 

CONEMAUGH 


HUNTINGDON 

JUNIATA 

NORTHUMBERLAND 

SUSQUEHANNA 

MERCER 

BEAVER 

WARREN 

ALLEGHENY 

CUMBERLAND 

SUSQUEHANNA 

MC  KEAN 

ALLEGHENY 

SOMERSET 

YOUGHIOGHENY 

SOMERSET 

YOUGHIOGHENT 

WAYNE 

FRANKLIN 

POTOMAC 

YORK 

SUSQUEHAOTJA 

SOMERSET 

YOUGHIOGHENY 

HUNTINGDON 

JUNIATA 

CENTRE 

WEST  BRANCH 

BERKS 

SCHUYLKILL 

INDIANA 

CONEMAUGH 

MONROE 

DELAWARE 

MONROE 

DELAWARE 

JEFFERSON 

ALLEGHENY 

NORTHUMBERLAND 

SUSQUEHANNA 

NORTHUMBERLAND 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

WESTMORELAND 

YOUGHIOGHENY 

SCHUYLKILL 

SCHUYLKILL 

SCHUYLKILL 

SCHUYLKILL 

CLINTON 

WEST  BRANCH 

FOREST 

AIJ.EGHENY 

VENANGO 

ALLEGHENY 

CRAWFORD 

ALLEGHENY 

BRADFORD 

SUSQUEHANNA 

DAUPHIN 

SUSQUEHANNA 

WYOMING 

SUSQUEHANNA 

INDIANA 

CONEMAUGH 

BLAIR 

JUNIATA 

ERIE 

ALLEGHENY 

FAYETTE 

MONONGAHELA 

WESTMORELAND 

KISKIMINETAS 

WESTMORELAND 

KISKIMINETAS 

BERKS 

SCHUYLKILL 

WARREN 

ALLEGHENY 

WASHINGTON 

OHIO 

TIOGA 

WEST  BRANCH 

NORTHUMBERLAND 

GREENE 

MONONGAHELA 

GREENE 

MONONGAHELA 

FULTON 

POTOMAC 

TIOGA 

WEST  BRANCH 

TIOGA 

WEST  BRANCH 

YORK 

SUSQUEHANNA 

BERKS 

SCHUYLKILL 

CHESTER 

DELAWARE 

CHESTER 

DELAWARE 

ARMSTRONG 

ALLEGHENY 

LUZERNE 

SUSQUEHANNA 

LYCOMING 

WEST  BRANCH 

LYCOMING 

WEST  BRANCH 

LYCOMING 

WEST  BRANCH 

DAUPHIN 

SUSQUEHANNA 

NORTHUMBERLAND 

DELAWARE 

YORK 

SUSQUEHANNA 

40  56 
40  55 

40  26 

41  52 

40  20 

41  19 
41  14 
41  11 
41  54 

39  57 

41  26 

40  51 

40  43 

41  42 

39  56 

40  46 
40  29 

40  13 

41  55 
40  41 

40  41 

41  25 
40  49 
40  23 
40  25 

40  11 

40  47 

41  16 
41  42 
40  03 


41  32 
40  27 

40  43 

41  54 

39  54 

40  36 
40  36 

40  31 

41  50 

40  11 

41  37 
41  05 
39  54 
39  54 

39  50 
41  45 
41  45 

40  03 
40  20 

39  57 

39  48 

40  45 

41  15 
41  13 

41  14 
41  15 
40  35 
40  49 
39  55 


41 

48 

40 

01 

40 

01 

41 

31 

39 

51 

39 

52 

39 

44 

40 

36 

40 

48 

40 

30 

40 

33 

41 

00 

40 

59 

41 

01 

40 

51 

40 

54 

41 

57 

40 

14 

40 

48 

40 

51 

41 

24 

41 

29 

41 

36 

41 

38 

41 

46 

40 

32 

o 

z 
o 

_l 

o  r 


78  58 

79  17 
75  20 
77  52 

75  56 

77  46 

77  46 

76  06 

78  32 

80  00 

78  44 
76  15 
80  18 
76  03 
76  23 

79  14 
79  27 

78  15 

79  02 
79  40 

79  40 

75  40 

76  52 

75  20 

79  01 

77  52 

76  34 

80  29 
79  09 

77  32 

78  27 

79  05 
79  03 
75  24 
77  30 


79  33 

79  36 

75  52 

79  09 

80  14 

77  33 

76  52 
80  13 
80  10 

78  05 

77  17 
77  15 
76  57 
76  05 

75  36 
75  49 

79  24 

75  52 

76  57 

76  56 

77  01 
76  38 

75  20 

76  45 


76 

52 

79 

10 

78 

08 

77 

52 

76 

11 

78 

55 

75 

09 

75 

11 

78 

50 

76 

48 

76 

47 

75 

36 

79 

48 

75 

58 

76 

00 

77 

51 

79 

26 

79 

40 

79 

40 

76 

26 

76 

37 

75 

57 

79 

23 

78 

11 

79 

7P 

52 

> 

UJ 


1360 
1270 

480 
2220 

266 

645 
2035 

560 
2250 

775 

1385 

1115 

935 

180 

1320 
849 
800 

2040 


783 
805 
460 
530 
1122 

940 
750 
951 
1940 
709 

1510 
2100 
2280 
1380 
1600 

470 

2500 

760 

1175 
600 


TIME  OF 
OBSERVATION 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
ESI 
EST 


YEARS  OF 
RECORD 


MID 
5P 


1880  EST 
327  EST 
390  EST 

1320  ESI 


440 

454 

1000 

770 

800 

112C 

2200 
12O0 
1550 
120C 
75£ 

725 

639 

900 

1080 

1280 

1040 
800 
995 
230 

1190 


EST 

ESI 
ESI 
ESI 
ESI 
ESI 

EST 
ESI 
ESI 
ESI 
ESI 

EST 
EST 
EST 
EST 
ESI 

EST 
EST 
EST 
EST 

ESI 


1200  ESI 

2425  EST 

490  EST 

980  EST 

940  EST 


920 

1319 

1610 

500 

400 

400 
452 

1530 
700 

1990 

580 


73C 
39C 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


Mir 


EST 
EST 
EST 
EST^ 
EST^    51 


5P 


MID 

8A 

5P 

MID 

MID 

7A 
MID 
6P 
SA 
7A 

7A 

ss 

MID 

8A 

NOOH 

7A 
8A 
7A 
MID 
7A 


MID 
5P 

MID 
7A 

HID 
8A 

7A 

HID 

4P 

MID 

6P 

7A 

HID 

7A 

4P 
8P 

7A 

MID 

8A 

MID 
9A 

MID 
7A 
7A 

MID 
7A 
7A 
7A 
7A 


7A 
8A 
5F 
MID 
71   54 


9A 
MID 
MID 
MID 

6P 
7A 
MID 
8A 
7A 

MID 
7A 
6P 
7A 

MID 

MID 
7A 

HID 
5P 
7P 

7P 
8A 
7A 
7A 
7A 


MID  8 

7A  55 

7A  33 

MI£ 

5P  50 


48  48 
58  58 
11 
10 


8 
29 

2 
64 

3 

8 
31 
10 

8 
26 

3 

14 

8 

7 

16 

8 
12 

5 
10 
54 

3 

7 

8 

11 

11 


OBSERVER 


PENNA  ELEC  CO 

U  S  E  P  B  G 

JOHN  E  BENNER 

ARTHUR  LENGAN 

U  S  WEATHER  BUREAU 

MRS  C  W  BAIRD 
PA  DEPT  FRST  b  WATERS 
THEO  J  SAMPSON 
BRADFORD  DIS  FLD  COMH 
U  S  E  P  B  G 

WEST  PENN  POWER  CO 
BORO  SHENANDOAH 
DUQUESNB  LIGHT  CO 
U  MAUDE  MC  CAIN 
PA  WATER  &  POWER  CO 

U  S  E  P  B  G 
WALTER  B  SULLIVAN 
HUNTINGDON  BROADTOP  R 
U  S  E  P  B  G 
n  S  E  P  B  G 

U  S  E  P  B  G 
U  S  WEATHER  BUREAU 
EUGENE  H  STEESE  UGH 
SELLERSVILLE  WATER  CO 
KDW  L  STUTZMAN 

HRS  HELEN  L  PYLE 

ROARING  CREEK  WTB  CO 

HES  M  J  EOELLEY 

L  N  HANSON 

STATE  TEACHERS  COLL 

PENNA  DEPT  OF  HWYS 

D  L  GROVI; 

PENNA  ELECTRIC  CO 

EUGENE  U  COOK 

PENNA  DEPT  OF  HEALTH 

P  H  GLATFELTER  CO 
ALLEN  E  YODEH 
MRS  C  E  SEIBER 
PENNA  STATE  COLLEGE 
ROBT  B  HIESTER 

HARRY  F  BENNETT 
METROPOLTN  EDISON  CO 
SEWAGE  TREATMENT  ?rKS 
U  S  E  P  B  G 
CHAS  W  BAYLER 

CIVIL  AERO  ADM 
LAURA  BENSON 
J  E  CRUMRINE 
MARY  L  ROBERTS 
PANTHER  VALLEY  WTR  CC 

JAMES  E  SCHWARTZ 
U  S  E  P  B  G 
U  S  WEATHER  BUREAU 
PENNA  ELECTRIC  CO 
HRS  H  0  PARKS 

HARRISBURG  WATER  DEPT 
J  D  CHAMBERS  MGR 
W  D  WEIMEH 
FRED  L  FRIDAY 
PENNA  ELECTRIC  CO 

WH  V  HARSTELLAR 
UNITED  ENG  &  FNDRY  CO 
EUGENE  R  YOUNG 
IRENE  U  WERLEY 
MERRELL  L  JORDAN 

PENNA  DEPT  OF  HWYS 
PA  DEPT  FRST  &  WTRS 
WILLIAM  H  BIRD 
MFRS  LIGHT  &.   HEAT  CO 
RALPH  M  AHOS 

WM  D  COVER 
U  S  BLISS 
IDA  S  MAYNARD 
D  D  HOOVER 
J  H  THOMPSON 

CLYDE  T  SAYLOR 

CONRAD-PYLE  CO 

U  S  E  P  B  G 

MRS  MARY  G  HIRMAE 

PA  DEPT  FRST  &   WATERS 

U  S  WEATHER  BUREAU 
ROBERT  KEYSER 
GORDON  E  LOWER 
GEO  R  HARTZ 
CLAYTON  L  BOTT 


REFER 

TO 
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2  3 

3  4 
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3  4 
2  3 
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3 
3 
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3 
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2  3 


STATION    INDEX -Continued 


/ 


PEKNSYLVANIA 


OCTOBER    1948 


STATION 


TORK  2  MI  S  FILTER  PLANT 
YORK  HAVEN 
TOUNGSVILLE 
ZIONSVILLE  1  MI  SW 


X 

Q 


9938 
9950 
9966 
9994 


COUNTY 


YORK 
YORK 
WARREN 
LEHIGH 


DRAINAGE 


SUSQUEHANNA 
SUSQUEHANNA 
ALLEGHENY 
SCHUYLKILL 


39  56 

40  06 

41  51 
40  28 


o 

z 
o 


76  44 
76  43 
79  19 
75  31 


640 

300 

1205 

820 


TIME  OF 
OBSERVATION 


EST 
EST 
EST 

EST 


MID 
BA 

MID 
6P 


YEARS  OF 
RECORD 


OBSERVER 


YORK  WATER  CO 
METROPOLTN  EDISON  CO 
HIRAM  C  LYONS 
HORACE  MILLER 


REFER 

TO 
TABLES 


3  4 
3 

3  4 
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REFERENCE  NOTES 
T.e  .ou.  ai«lt  l<.e.t..lcat.o.  ....ers  In  t.e  In.e.  .u..er  coI>^  o.  t.e  Station  In.e,  a.e  assl.ne.  on  a  state  .asls.   T.e.e  ,111  .e  no  ..plication  o.  nu..e.s 
:Z:i  Z^r...   m  t.e  ln.e.  .ut  .o.  w.lc.  .ata  are  not  llste.  in  t.e  ta.les.  a.e  elt.e.  -Issln.  o.  receive,  too  late  .or  Inclusion  In  t.ls  Issue. 
Delayed  data  and  corrections  will  be  carried  only  In  the  June  and  December  Issues  of  this  bulletin.   ^    ^^^^^^^_    ^^_ 
Data  in  Tables  3,  5  and  6  are  for  the  24-hours  ending  at  time  of  ob=o,~tiou.  ■>-    --  ■"■——   '-•'—  '"-  oh=»^» 

-   No  reccv»A, 

.   A„j  ciBO  on  later  dates.  ,^^,  w  

»   A»ount  included  In  following  aeasurenent ,  time  distribution  unknown. 
//  Gage  Is  equipped  with  windshield.  ,   ,  *  „„„!= 

I     r  r^rh^iu|h^l^^Nu^b:^^^"d^r.issT:r"\SLra?:riL^ry"l^slng  .   indicates  two  .ays  missing,  etc. 
ss'  Thls'entry  In  time  of  observation  column  in  station  Index  means  sunset.         „on-recordlng  gages,  except  for  stations  with  this  reference. 
I     ra?irpr:S;??:?i:n^toIIir?i°laiir3°"airfof  ihr24!^Lis  JnSi  Vri:30  A.M..  B.S.T..  of  the  following  day. 
I     Hourly  amounts  from  recording  gage  at  the  same  site  may  be  found  in  Table  4. 
T  Trace,  an  amount  too  small  to  measure. 
Data  in  Table  4  were  formerly  published  in  the  Hydrologic  Bulletins  for  North  Atlantic  District  and  Ohio  River  District.   Amounts  in  this  table  are  fro. 
recording  gages.   Traces  are  not  shown. 
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tSlweather  Records  Processing  Center,  Federal  Building,  Albany  1,  N.Y.) 
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PSmrSTLTAHIA  -  KOyKMBKR  1948 
L.  F.  Conover,  Section  Director  -  Harrisburg 

GENERAL  SDIOIABT 

November  proTlded  a  warm  wet  introchiction  to  approaching  winter.   The  month  averaged  nearly  5  degrees  above  normal  and 
tied  with  1896  for  the  fifth  warmest  of  record.   Precipitation  averaged  1.64  inches  above  normal,  making  it  the  tenth 
wettest  of  record.   A  snowstorm  on  the  28th  and  29th  deposited  up  to  9  inches  of  snow  in  the  mountains  and  proved  that 
winter  was  approaching. 

Temperatures  tose  to  the  seventies  on  one  or  more  days  during  the  month,  except  for  a  dozen  or  so  stations  in  the  moun- 
tain sections  of  the  state.   A  heat  wave  on  the  5th  and  6th  sent  temperatures  into  the  mid-eighties  in  the  extreme  south- 
western counties.   The  entire  state  reported  above  normal  temperatures  for  November,  although  Everett  barely  made  it  with 
a  +0  2  departure   Temperatures  averaged  7  degrees  or  more  above  normal  from  Luzerne  to  Susquehanna  Counties  and  near 
Lake*Erie.   Five  stations,  Erie,  Pittsburgh,  Philadelphia,  Marcus  Hook  and  Holtwood  reported  no  temperatures  below  freez- 
ing  This  is  the  first  month  since  April  in  which  temperatures  for  the  state  averaged  above  normal  and  only  the  third 
month  this  year.   Above  normal  temperatures  for  5  consecutive  weeks  are  reflected  in  below  normal  coal  consumption  which 
has  resulted  in  reduced  production  at  some  mines. 

Pittsburgh  recorded  a  new  record  maximum  temperature  for  the  month  when  the  Airport  station  reported  80  degrees  on  the  5th. 
The  maximum  of  77  degrees  at  Harrisburg  on  the  6th  equalled  the  November  record  maximwrn.   Philadelphia  registered  a  new 
record  maximum  of  78  degrees  on  the  6th.   This  was  the  second  warmest  November  of  record  at  Philadelphia,  and  Pittsburgh 
reports  that  it  is  the  warmest  of  record  at  the  Airport  station  there. 

This  is  the  first  month  since  June  which  has  recorded  an  excess  of  precipitation  for  the  state  and  only  the  fourth  so  far 
this  year   Corry  and  Warren  marred  the  record  of  having  every  station  show  above  normal  precipitation  totals.   Nearly 
the  whole  Appalachian  and  Pocono  Mountain  areas  averaged  over  2.00  inches  above  normal,  while  Gordon  and  Gettysburg  report 
ed  excesses  of  3.95  and  4.02  inches  respectively.   Rains  up  to  4  times  normal  during  the  first  week  replenished  ground 
water  supplies  with  some  moderate  rises  shown  on  rivers.   A  touch  of  winter  with  falling  temperatures  and  general  snow  on 
the  night  of  the  28th  left  3  to  9  inches  of  snow  in  central  counties,  and  1  to  6  inches  in  the  northeastern  counties  by 
night  of  the  29th  when  snow  ended.   Very  little  snow  was  recorded  in  the  counties  southeast  of  the  mountains  and  in  the 
western  tier  of  counties.   The  heaviest  snowfall  for  the  month  occurred  in  the  area  from  Juniata  to  Cambria  and  Clearfield 
Counties. 


the 


The  main  features  of  the  weather  maps  during  the  month  were  the  repeated  development  of  high  pressure  off  the  Atlantic 
coast  and  the  fact  that  many  storm  centers  moved  north-northeastward  to  the  west  of  Pennsylvania.  Both  of  thesel situatio 
made  it  very  favorable  for  southerly  winds  to  maintain  warm  temperatures  in  Pennsylvania  and  to  bring  much  moisture  laden 
air  against  the  Appalachians. 
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TEMPERATURE 

The  average  temperature  for  the  State  as  deduced  from  the  reports  of  75  stations  was  46.0,  which  is 
normal  for  November.  The  highest  monthly  mean  was  54.3°  at  Philadelphia  Franklin  Institute  and^the 
Newburg,  3  W.   Extremes  ranged  from  a  maximum  of  85°  at  Dniontown  on  the  5th  to  a  minimum  of  13  at 

PRECIPITATION 


4.6°  above 
lowest  was 
Everett  on 


the  61-year 
38.9°  at 
the  30th. 


The  average  precipitation  for  the  State,  as  deduced  from  the  observations  at  306  stations,  was  4.56  inches,  which  is  1  64 

inches  above  the  61-year  normal  for  November.   The  greatest  monthly  amount  was  7.67  inches  at  Meadow  Run  Ponds,  while  the 

least  was  2.42  inches  at  Beaver  Falls.   The  greatest  amount  recorded  in  any  24  consecutive  hours  was  2.54  inches  at 
Williamsport,  4  SE  on  the  20th. 
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In  addition  to  the  climatologlcal  data  from  some  6,000  Weather  Bureau  and  cooperative  weather  stations,  this  bulletin  serie 
contains  records  from  Hydroclimatic  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologlc  Bulletin  Series.   Tb 
Hydrocllmatlc  Network  is  a  nationwide  net  of  rain  gages— mostly  of  the  recording  type  which  produce  continuous  records  of 
precipitation.   It  was  established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Departiaent  of  the  Army,  to  supplement 
existing  precipitation  stations  in  order  to  provide  records  of  rainfall  intensity  which  were  essential  to  the  planning  of 
flood  control  and  related  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about  2,000  recording,  and  1,000 
non-recording  rain  gages ,  has  been  maintained  by  the  Weather  Bureau  through  working  funds  transferred  annually  to  the 
Weather  Bureau  by  the  Corps  of  Engineers.   These  transfers  averaged  about  $250,000  per  year  between  1940  ^^^1944,  and 
nearly  $375,000  since  that  date.   For  the  years  1940-42,  the  Department  of  Agriculture  transferred  about  $100,000  per  year 
to  provide  data  required  in  its  work,  and  since  1947  the  Bureau  of  Reclamation  has  transferred  about  $25,000  per  year  to 
meet  the  increasing  needs  of  their  program  in  the  Western  States. 

Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydroclimatic  Network  stations  were  presented  in  bulletins 
(Hydrologlc  Bulletins)  which  were  issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  United  States,  but  since 
the  Network  was  established  to  meet  the  Internal  requirements  of  the  Federal  agencies  referred  to  above,  no  provision  was 
made  for  public  dissemination  of  the  data,  distribution  being  limited  to  cooperating  agencies  and  to  certain  public  reposi- 
tories.  A  list  of  locations  where  reference  copies  of  the  Hydrologlc  Bulletin  Series  are  available  for  inspection  may  be 
obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington  25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available  through  the  cooperation  of  various  public  offices, 
private  agencies,  arfd  individuals  as  listed  in  the  Station  Index. 
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PRESSURE,  WIND,  HUMIDITY,  SUNSHINE,  DEGREE  DAYS 


PENNSrLVANIA 
NOVEMBER  1948 
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Table  2 


/ 


Station 


Temperature 


V 


ATLANTIC  DRAINAGE 

ALLENTOWN-BETHLEHEM  EASTON  AP 

ALLENTOWN  GAS  CO 

ALTOONA  HORSESHOE  CURVE 

ARENDTSVILLE 

AVOCA  WILKES-BARRE  SCRANTON  AP 

BEAVERTOWN 

BELLEFONTE  ROCKVIEW  FARM 

BERWICK 

BURNT  CABINS  2  NE 

CANTON  1  NW 

CARLISLE 
CHAMBERSBURG 
COALPORT 
COATESVILLE  1  SW 
COLUMBIA 

CURWENSVILLE  6  NW  AIRPORT 

EAGLES  MERE 

EAST  WATERFORD  3  E 

EMPORIUM 

EPHRATA 

EVERETT 

FREDERICKSVILLE  1  S 
FREELAND 
GEORGE  SCHOOL 
GETTYSBURG 

GORDON 

HANOVER 

HARRISBURG  3  S  WB  AIRPORT 

HAWLEY 

HEWITT  2  S 

HOLTWOOD 

HUNTINGDON 

LANCASTER  2  NE  PUMP  STATION 

LANCASTER  3  NE  EXP  STATION 

LAWRENCEVILLE 

LEBANON 

LEWISTOWN 

LOCK  HAVEN  1 

MARCUS  HOOK 

MARTINSBURG  BLAIR  CO  AIRPORT 

MAUCH  CHUNK  1  SW 
MIDDLETOWN  OLMSTED  FIELD 
MONTROSE  3  E  HIGHWAY  SHED 
NEFFS  MILLS  4  NE 
NE?raURG  3  W 

NEWPORT 

PALMERTON 

PARK  PLACE  1  NW  WB  AIRPORT 

PHILADELPHIA  DREXEL  INST  TECH 

PHILADELPHIA  FRANKLIN  INST 

PHILADELPHIA  WB  AIRPORT 
PHILADELPHIA  POINT  BREEZE 
PHILADELPHIA  SHAWMONT 
PHILADELPHIA  WB  CITY 
PHILLIPSBURG  7  E  AP 

PHOENIXVILLE  1  E  PUMP  STATION 

PORT  CLINTON 

QUAKERTOWN 

READING  WB  CITY 

RETREAT  FARMS 

SCRANTON  WB  CITY 
SELINSGROVE  AIRPORT 
SHIPPENSBURG 
STATE  COLLEGE 
STROUDSBURG  SUBSTATION 

SUNBURY  2  N  AIRPORT 
TAMARACK  2  S  FIRE  TOWER 
TOWANDA 

TUNKHANNOCK  1  S 
WELLSBORO 

WELLSVILLE 

WEST  CHESTER 

WILLIAMSPORT  4  E  WB  AIRPORT 

WILLIAMSTOWN 

YORK  3  SW  PUMPING  STATION 

DIVISION 

OHIO  DRAINAGE 

BAKERSTOWN  4  WNW 
BLAIRSVILLE  6  ENE 
BRADFORD  4  W  RESERVOIR  NO  1 
BROOKVILLE  AIRPORT 
BURGETTSTOWN  3  W 

BUTLER 

CLARION  3  SW 
CLAYSVILLE 
CONFLUENCE  1  SW 


47.3 
48.5 
44.7 
47.0 
46.3 

45.8 
44.9  m 
48.4 
43.0 
43.6 

46.5 
46.1 
42.2 
47.6 
49.1 

40.7 
42.5 
44.2 
43.5 
49.0 

40.9  n 

48.4 

44.7 

48.3 

48.2 

45.2 
49.0 
48.2 
44.0 
44.111 

49.8 
45.3 
48.4 
47.9 
45.8 

47.9 
47.2 
45.4 
53.8 
44.4 

45.2 

47.7 

43.4m 

44.2 

38.9 

44.6 
47.2 
43.7 
52.6 
54. 3n 

50.9 
52.3 
50.2 
52.6 
40.1 

49.7m 

46.4 

48.0 

50.4 

46.0 

47.7 
46.1 
48.0 
45.4 
47.4 

46.4 
41.2 
45.7 
45.4  a 
42.7 

47.1m 

49.7 

45.5m 

46.8m 

49.7 

46.5 


5.3 
5.9 
4.2 
4.2 


4.9 
3.6 


4.2 
5.5 


7.2 
4.3 
5.6 

5.1 
4.0 
5.4 
4.7 


4.5 
3.6 
6.2 

6.6 

5.2 


4.1 
4.3 
7.9 


5.1 
6.9 


5.8 
4.6 
6.6 
6.5 


7.2 
4.3 
4.9 
5.3 
6.3 


78 
78 
67 
78 
74 

69 
72 
77 
70 
68 

78 
76 
70 
78 
76 

65 
65 
65 
71 
77 


46.8 
43.2 
46.4 
44.4 


5. 

8 

5 

1 

6 

4 

4 

6 

6 

3 

4 

5 

3 

9 

5 

6 

5 

.6 

4 

.3 

6 
7 

5+ 

6 

6 

10 
7 
6 
6 
7 

6 
6 
6 
7 
6 

6 
6 
6 
6 
6 


68 

5 

75 

6 

67 

1  + 

79 

6 

76 

7 

72 

7 

78 

6 

77 

6 

75 

6 

75 

6 

74 

6 

73 

7 

76 

6 

72 

7 

71 

6 

77 

10 

76 

7 

75 

7 

79 

7 

68 

6 

70 

6  + 

76 

6 

68 

7 

71 

6  + 

64 

6 

77 

7 

76 

6 

67 

6 

78 

6 

80 

6 

79 

6 

82 

6 

79 

6 

78 

6 

66 

5+ 

74 

7 

77 

6 

77 

6 

76 

6+ 

75 

6 

76 

6 

77 

6 

70 

5+ 

78 

7 

75 

6 

65 

6 

73 

6 

74 

7 

70 

1 

75 

6 

77 

6 

73 

6 

73 

10 

80 

6 

79 

6 

75 

5 

71 

5 

73 

5 

83 

6 

77 

6 

74 

5 

83 

5 

75 

6 

26 
27 
27 
26 
29 

24 
25 
27 
22 
27 

23 
26 
21 
25 
26 

22 
25 
27 
22 
29 

13 
26 
27 
23 
27 

23 
27 
30 
21 
21 

34 
21 
24 
27 
23 

27 
26 
25 
34 
23 


28 
22 
19 
18 

20 
25 
26 
34 
32 

30 
32 
29 
35 
19 

24 
24 
21 
32 
24 

29 
22 
26 
29 
22 

29 
25 
24 
21 
21 

24 
29 
26 
26 
26 


23 
27 
22 
23 
19 

24 
22 
21 
24 


No.  of  days 


26+ 
30 
26 
26 
26  + 

26 
26 
26+ 
16+ 
14  + 

26+ 

26+ 

26 

26 

30 

25 
14+ 
30 
26 
26  + 

30 
26 
30 
30 
26+ 

27 

30 

26+ 

19+ 

17 

26  + 

16 

30 

16 

26 

30 
26  + 
26 
30 
30 


18+ 
30 
26 
26 

26 

26 

14+ 

30 

30 

26 
30 
26 
30 
16 

29 
26 
16 
30 
26  + 

26 

25 

26 

24+ 

30 

26+ 

14+ 

18+ 

19 

26 

26  + 

30 

26 

26+ 

30 


25+ 

25 

26 

18 

25 

16+ 
18+ 
25 
26 


9 

6 

10 

10 

4 

13 
15 
10 
18 
15 


22 

12 

6 

19 
14 

8 
19 

3 

20 
9 
9 

12 
7 

17 

7 

6 

19 

22 


19 

10 

7 

12 

7 
11 
16 


14 
6 
16 
19 
19 

19 
10 
10 


Precipitation 


16 

10 

2 

13 

4 
17 

7 
8 
8 

9 
15 
12 
16 
21 

15 

2 

14 

13 

8 


21 
12 
14 
19 
21 

13 
16 
13 
17 


4.41 
4.75 
4.71 
5.73 
5.33 

5.89 
5.09 
4.43 
5.81 
5.46 

5.92 
4.50 
4.62 
4.41 
4.08 

4.32 
6.36 
5.57 
4.43 
4.72 

4.83 
4.65 
7,09 
4.06 
6.86 

7.35 
4.62 
4.57 
3.81 
4.76 

4.08 
5.82 
4.72 
4.67 
3.76 

4.57 
4.89 
4.69 
4.45 
4.45 

6.26 
6.13 
5.09 
5.70 
4.79 

5.76 
4.26 
5.70 
4.88 
4.38 

4.79 
4.66 
4.31 
4.42 
4.54 


5.87 
3.95 
4.27 
5.44 

4.59 
5.68 
4.68 
5.28 
6.42 

5.55 
4.61 
3.90 
5.06 
4.18 

5.32 
4.58 
6.49 
6.76 
5.31 


5.04 


1.56 
1.84 
2.30 
2.65 


2.82 
1.71 


2.08 
2.25 
1.49 
2.08 

2.72 

3.32 
1.00 
4.02 

3.95 
2.13 
2.31 
0.82 


1.62 
3.36 
2.07 

1.46 

1.62 


2.58 
3.34 
2.32 


2.56 
1,20 


1.25 
1.72 


3.06 
0.70 
1.54 


1.82 
2.84 
1.58 
2.78 
2.68 


1.65 
1.58 


2.90 
2.70 


3.90 

3.69 

0 

66 

4.03 

0 

53 

3.55 

0 

49 

3.22 

3.53 

0 

69 

3.92 

1 

02 

3,37 

0 

89 

3.74 

.70 
1.25 

,93 
1.51 
2.07 


1.70 
2,05 
1,85 
1,80 

0.96 
1,28 
1,00 
1,01 
0,92 

0.91 
2,12 
1,58 
1,07 
1,26 

1,49 
1,10 
2.10 
1,41 
2,03 

2.40 
1.02 
1.10 
1,42 
1.80 

1,23 
1,75 
1,31 
1,12 
1,32 

1,35 
1.44 
1.80 
1.28 
1.06 


1.86 
1.67 
1,65 
1,38 

1,97 
0,90 
1,71 
1,02 


0,92 
0.97 
1.20 
0.83 
1,20 


1,15 
1,01 
0,70 
1,83 

1,81 
1,21 
0.84 
1.83 
2.01 

1.26 
1.26 
1.18 
1.72 
1.63 

1.80 
0.95 
1.89 
1.83 
1.39 


0.60 
0.53 
0.70 
0.65 
0.65 

0.S8 
0.74 
0.52 
0.93 


Snow,  Sleet,  Hail 


6 
7 
6 
20 
6 


7 

7 
19 

7 

7 
19 

7 
29 
29 

19 
20 
20 
20 

7 

7 

7 

7 

29 

7 

7 

29 

6 

7 
6 

7 

7 
7 
7 
6 

7 
20 

7 
29 

6 


6 

7 

7 

19 

20 

19 

7 

7 


7 

7 

29 

29 

6 


7 
7 
6 
7 

6 
7 

29 
6 

20 

6 

7 

20 

7 


19+ 

1 
20 

6 
29 

27 

7 

29 

29 


T 
1,0 
7,5 
1,0 
1,0 

0.3 
4.1 

1,0 
2,6 

■3,0 
1,5 
6.0 


5.3 

3.5 
8,9 


1.4 
6.9 


0,5 


0,3 
2,2 
1,8 


T 
1,5 


3.8 


2.0 
2.5 
3,0 
1,5 


0,3 
3.1 


0.5 
T 


3,5 
4,5 


1.0 
4.2 
0.5 
0.9 
2.5 

1.0 


T 
5.1 
2.5 


1.0 

6.0 

T 


T 
4.0 


1,0 
3,0 


2,0 
1.0 


3.0 
4.0 
7.0 


1.0 
6.0 


T 
1.0 


2.0 


1.0 


2.0 
2.0 


T 
3.0 


3.0 

T 


2.0 
3.0 
1.0 


1.0 
2.0 


5.0 
1.0 
1.0 


T 
2.0 


29 
29 
29 


29 
29 


29 
29 


29 
28 


28+ 

29 

29+ 


29 
29 


28 


28 
29 


No.  of  days 


29 
28 


29+ 
28 


29 
29 


29 
29 


29 
29 
29 


28 
29 


17 
13 
14 
14 
12 

16 
10 
12 
14 
12 

17 
14 
13 
13 
16 

18 
11 
13 

14 
14 

13 
13 
14 
12 
19 

18 
17 
15 
11 
10 

13 
13 
18 
17 
11 

14 
11 
11 
15 
15 

15 
17 
14 
12 
13 

12 
14 
16 
16 

15 

16 
14 
13 
16 
17 


16 
14 
14 
14 

11 
15 
15 
16 
13 

17 
14 
14 


29 
29 
284 


29 
29 


13 

8 

16 

7 

18 

6 

16 

6 

15 

16 

5 

16 

12 

8 

15 

5 

See  reference  notes  foUowing  Station  Index. 
-    268    - 


imm 


r«bU  2-Continu*d 


CLIMATOLOGICAL  DATA 


PENNSYLVANIA 
NOVEMBER  1948 


Tampaiatun 

Piaeipitati 

on 

D.  ol  da) 

1 

No.  of  days 

a 

Snow,  SlMt,  Hall 

N 

fB 

s 

> 

Station 

o 

1 

1 

0 

0 

? 

0 

•tJ 
1 

g 

e 

s 

0 

a 

•>• 

i 

a 

0 

< 

a 

j3 

1 

1 

1 

1 

3 
t2 

1 

s 

1 

1 

1 

0 

3 

0 

§ 

CORRY 

44.7 

6.0 

75 

5 

27 

18 

8 

3.89 

-  0.05 

0.81 

27 

1.0 

15 

6 

COUDKRSPORT 

41.9 

5.1 

70 

1 

21 

18 

17 

1.28 

6 

1.0 

DERRY 

48.1 

5.8 

81 

5 

27 

16+ 

10 

3.88 

1.06 

0.76 

29 

1.5 

T 

29 

13 

8 

DONEGAL 

41.3 

78 

5 

20 

25 

22 

3.61 

0.52 

22 

2.0 

2.0 

29 

16 

8 

DONORA 

51.3 

6.1 

84 

6 

31 

25 

2 

3.08 

0.65 

0.67 

28 

14 

5 

DSNSBURG 

42.7 

4.1 

68 

6 

26 

11  + 

14 

4.65 

1.60 

0.78 

20 

7.4 

7.0 

29 

17 

7 

FARRBLL  SHARON 

45.0 

3.4 

66 

5 

27 

8+ 

8 

3.40 

1.02 

0.77 

27 

11 

6 

FORD  CITY  4  S 

43.3 

78 

6 

22 

16+ 

21 

3.61 

0.73 

29 

1.0 

1.0 

29 

16 

5 

FRANKLIN 

44.9 

5.3 

76 

6 

25 

23 

15 

4.14 

1.03 

0.90 

27 

T 

T 

29 

17 

6 

GREENSBURG  2  S  FILTR  STATION 

45.8 

3.0 

83 

5 

21 

26 

16 

3.32 

0.73 

0.59 

29 

12 

7 

GREENVILLE 

45.7 

5.6 

77 

5 

22 

25 

10 

4.03 

1.06 

0.72 

27 

17 

7 

INDIANA  2  SE 

45.1 

76 

5 

22 

28 

14 

3.86 

0.78 

29 

2.7 

T 

29 

12 

7 

INDIANA 

47.0 

5.7 

74 

5 

27 

25 

7 

4.57 

1.64 

1.04 

29 

2.5 

2.0 

29 

16 

9 

1 

IRIIN 

46.8 

4.6 

77 

5+ 

26 

24 

11 

3.46 

1.00 

0.65 

29 

1.0 

15 

5 

JAMESTOWN  2  NW 

43.8 

77 

6 

23 

25 

15 

3.29 

0.71 

0.68 

27 

16 

5 

JOHNSTOWN  1 

47.0 

5.0 

75 

6 

27 

26 

8 

3.79 

0.82 

0.68 

29 

2.0 

1.0 

29 

15 

6 

KANE  1  NW 

40.8 

70 

5 

21 

18 

20 

4.13 

0.66 

0.94 

19 

2.4 

2.0 

28 

16 

6 

MKADVILLK  1  S 

44.2 

5.2 

76 

6 

23 

25 

14 

3.85 

0.45 

1.03 

20 

0.3 

16 

6 

1 

MERCER  HIGHWAY  SHED 

45.3 

76 

5 

24 

26 

14 

3.46 

0.71 

26 

15 

6 

MIDLAND  DAJI  NO  7  LOWER 

47.0 

4.8 

78 

5 

28 

25 

8 

3.17 

0.68 

0.68 

29 

T 

T 

29 

15 

5 

NEW  CASTLE  1  N  POMP  STATION 

46.2 

5.7 

80 

6 

26 

18+ 

14 

3.15 

0.69 

0.42 

6 

15 

6 

NEWELL 

48.6 

4.8 

84 

6 

26 

25+ 

8 

15 

PITTSBURGH  7  SE  WB  AIRPORT 

48.0 

80 

5 

31 

14  + 

7 

2.60 

0.38 

6 

0.8 

T 

28 

14 

4 

PITTSBURGH  WB  CITY 

49.5 

6.3 

81 

5 

33 

25 

3.43 

1.14 

0.58 

28 

13 

7 

PUTNEYVILLE  2  SE 

41. 2n 

74 

5 

19 

28 

21 

3.51 

0.70 

20 

4.0 

29 

15 

6 

RIDGWAY 

42.4 

4.4 

67 

1  + 

22 

18+ 

20 

3.82 

0.89 

0.83 

20 

2.0 

2.0 

29 

15 

6 

SOMERSET  WATER  WORKS 

43.0 

4.3 

75 

5 

20 

18+ 

15 

4.51 

1.28 

0.54 

29 

3.1 

2.0 

29 

16 

8 

SPRINGS  1  SW 

42.1 

3.6 

71 

5 

24 

18+ 

18 

4.81 

1.76 

0.78 

30 

3.0 

3.0 

29 

20 

7 

TIONESTA  2  SE  DAM 

43.9 

75 

6 

23 

18 

2 

3.58 

0.55 

0.58 

20 

1.5 

1.0 

29 

17 

5 

TITUSVILLE  2  S 

44.0 

75 

5 

24 

8+ 

11 

4.08 

0.88 

27 

1.7 

T 

10+ 

17 

6 

CNIONTOWN 

48.5 

4.6 

85 

5 

28 

25 

9 

4.30 

1.24 

0.79 

10 

T 

15 

8 

»ARREN 

45.3 

6.0 

75 

5 

24 

18+ 

12 

3.19 

-0.28 

0.83 

20 

16 

3 

lATNESBURG  1  E 

45.6 

84 

5 

20 

25+ 

16 

3.05 

0.77 

29 

15 

4 

DIVISION 

45.0 

4.1 

3.70 

0.87 

LAZE  DRAINAGE 

ALBION 

43.6b 

73 

5 

23 

25 

14 

3.62 

1.10 

19 

10 

4 

1 

ERIE  WB  CITY 

48.9 

7.5 

77 

5 

36 

11  + 

3.99 

0.69 

0.66 

10 

16 

7 

DIVISION 

46.2 

7.5 

3.80 

0.69 

STATE 

46.0 

4.6 

4.56 

1.64 

See  reference  notes  following  Station  Index. 
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DAILY  PRECIPITATION 


Table  3 


PEimSTLVAJflA 
MOTEHBER  1948 


/ 


Day  of  month 

1 

Station 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

ACMETOHIA  LOCK  3  LOWER 
ALBION                   z 
ALLENS  MILLS             r 
ALLENTOWN  BETH  EAST  AP   z 

ALLEirroi™  GAS  CO 

.36 
.15 
.09 

.10 

.26 
.06 

.36 

.50 
.54 

T 

.10 
.58 
.67 
.70 

T 

.50 

.03 
.41 

L.25 

.02 

T 

T 

.24 

.28 

.29 

.01 

.15 
.23 

.01 
.21 

.01 

.04 

* 

.23 

.11 

.12 

.16 
.31 

.10 

.12 

.05 

.12 
.05 

.05   .44 

1.10 
.92   .25 
.58   .44 
1.20 

T 

.17 
.37 

.20 
.05 

.02 
.35 

.12 
.01 

.60 
.84 
.28 
.34 
.29 

.12 
.07 

.01 

.60 

.19 
.37 
.56 

.02 

.06 

3.73 
3.62 
3.63 
4.41 
4.75 

ALTOONA  EORSESHOE  CURVE 
'ARENDTSVILLE 
AUSTINBHRG  2  W           r 
AVOCA  WILKES-BARRE  AP 
BAKERSTOira  4  WNH 

.33 
.07 

.07 
.30 

.43 
.05 
.15 
.07 

.19 
.59 

1.10 
.30 

.03 

T 

.93 

.91 

2.07 

.20 

1.42 
.01 
.52 
.30 

.17 

.03 
.10 

.13 
.46 
.37 
T 

• 

.11 

T 
.24 

T 

.12 
.11 

.02 
.05 

T 

.24 
.13 
.02 
.04 

.50   .40 
1.51 
.26   .28 
.40   .41 
.60   .38 

.27 
T 

.21 
.32 

.31 

T 
.60 

.01 
T 

.16 
.11 
.07 
.16 
.54 

• 

.03 

T 

.84 
.76 
.16 
.12 
.39 

4.71 
5.73 
2.51 
5.33 
3.90 

BARNES 

BEAR  GAP 

BEAVER  FALLS 

BEAVERTOWN 

BELLEFONTE  ROCKVIEW  FARM 

.17 
.03 
.05 
.04 

.11 

.23 

1.16 

.24 

• 
T 

.21 
.54 
.12 
.15 
.31 

T 

T 

.11 

2.00 

.16 

.63 

.08 

.14 

1.59 

1.70 

.04 

.59 
.06 

.08 
.02 

* 
.08 

.44 

.26 
.52 
.09 

T 

.19 

.06 
.01 

.25 
.02 
T 

.07 
.01 

.22 
.02 
.26 
.17 

.91 
.02 

• 

.92 

.12 

.36 

1.87 

1.06 

.10 

.51 

• 

.29 

.06 
.51 
.07 

.56 
.17 
.46 
.18 

.17 

.06 
.40 
.39 
.70 
.41 

.04 

4.11 
6.06 
2.42 
5.89 
5.09 

BERWICK 

BETHLEHEM  RTVER  STATION 
BLAIN                     r 
BLAIRSVILLE  6  ENE 
BLAKESLEE  CORNERS        r 

.06 
.53 
.02 

T 
.03 

T 

.42 
.36 
.18 

.67 
.46 
.08 

.49 

.01 
.04 

T 

.76 

.36 

1.56 

2.05 

1.35 

.02 

.04 

.24 

.08 

.04 

.22 
.01 
.22 

.03 
T 

.15 
.41 

.05 
.19 
.03 

T 
.01 

T 

.06 

.05 

.12 

.07 

T 

.12 

.11 
.06 
.16 
.01 
.12 

.29 

1.32 
.39 
.91 

.29 
1.03 
.18 
.21 
.82 

.27 

.42 
.42 
.36 

.06 
.26 

.09 
.08 

.11 
.23 
.13 

.26 

« 

.01 
.24 

.16 

.46 
.54 
.59 
.21 
.42 

.01 
.03 

4.43 
4.21 
5.03 
3.69 
5.49 

BLOSERVILLE  1  N 
BOSWELL                  r 
BBADDOCK  LOCK  NO  2 
BRADFORD  CITT  HALL 
BRADFORD  4  »  RES  NO  1 

.05 
.48 
.39 
.01 
.07 

.05 
.08 
.15 
.05 

T 

.10 
.01 

.03 
.03 

.35 
.74 
.35 
.09 
.09 

.65 

.07 
.27 
.67 

.56 
.38 
.45 
.04 

.04 

.30 
.07 
.03 
.07 
.44 

.12 
.37 
.14 
.35 
.02 

.02 
.01 
.17 
.15 
.42 

.21 
.37 
.30 
.12 

.03 
.11 

.09 
.01 

.13 

.02 
.15 
.11 

1.02 
.03 
.01 

.31 

.61 
.99 
.30 
.99 
.70 

T 

.51 
.02 

.24 

.39 
.11 
.25 
.05 

T 
T 

.18 
.28 
.48 
.32 
.41 

.04 

.84 

1.01 
.17 
.19 

.04 

T 

5.01 
4.33 
4.02 
3.68 
4.03 

BRADFORD  5  S 

BREEZEHOOD 

BROOKVILLE  AIRPOftT 

BRUCETON 

BOCKSTOWN                r 

.05 
.15 
.29 

.11 

T 
.27 

.50 
.16 

.60 

.39 

* 
1.30 
.65 
* 
.71 

.58 

.02 
.35 

.16 
.19 

.20 
.28 

T 
.11 

« 

T 
T 

* 

.08 

.23 

* 

.23 

• 

T 
.36 

« 
T 

• 

.06 

.14 

* 

.09 

.12 

.03 

1.32 
.60 
.08 
.60 

1.80 
.21 
.26 
.23 
.12 

.32 

.25 

.27 

.01 
.06 

T 
.12 

.12 
.31 

* 

.14 
.18 

.50 

.45 

.15 

1.13 

.36 

T 

T 

4.94 
3.55 
3.16 

BUFFALO  MILLS 

BURGETTSTOTO  3  W 

BURNT  CABINS  2  HE 

BUTLER 

BUTLER  SUBSTATION        r 

.08 

* 

.07 

.13 

.07 

.32 

.01 
.29 
.02 
.28 

.83 
.16 
.04 
.24 

.33 

1.29 

.65 

.59 

.85 
.16 

.03 

.20 

.15 
.06 
.10 
.32 
.28 

.25 
.05 

.06 
.05 
.09 
.10 

• 
.12 

T 

.05 

.26 

T 

.13 

.10 

.05 

.15 

1.85 

.15 

.26 

.96 
.45 
.45 
.32 
.12 

.11 

.38 
.03 
.07 

.36 
.05 

.04 
.01 

.02 

.35 

.09 
.45 
.19 
.68 
.29 

.39 
.33 

.84 
.65 
.3* 
.66 
.32 

.18 

T 

4.71 
3.22 
5.81 
3.53 
3.17 

CAMP  HILL 

CANTON  1  NW              z 

CARLISLE 

CARROLLTOWN 

CARTER  CAMP   .           z 

.17 
.29 

T 

.21 
.04 

.16 

.43 

.30 
.48 
.45 
.46 

T 

T 

1.23 

1.80 

.96 

.72 

1.53 

.25 

.38 
.10 
.30 
.24 
.17 

.34 
.23 
.08 
.33 

.13 

.09 
.04 

T 

.08 
.07 

.20 
.17 

.08 
T 

.28 
.15 
.13 

.26 

.88 
.23 

.90 
1.57 
.50 
.83 
.90 

.51 

.43 
.42 
.03 

.41 

T 

.70 
.17 
.17 
.54 
.32 

.08 

.85 
.25 
.94 
.85 
.22 

T 
4)2 

5.41 
5.46 
5.92 
4.49 
4.77 

CEDAR  RUM 

.31 
.33 
.06 

1.61 
.61 

.21 

.27 
.13 

.02 
.12 

T 

.27 
.10 

1.30 
.53 

.42 
.22 

.33 

.18 
.60 

.30 
1.130 

.10 

4.89 
4.37 

CHADDS  FORD 

CHAMBERSBDRG            z 

.13 

.30 

.70 
.31 
.04 

.29 

.11 
.11 
.01 

.10 
.16 
.02 

.05 

.11 
.02 

1.28 
.18 

.04 
.11 

.47 
.15 

T 
* 

.16 

• 

.41 

* 

.34 
1.12 

4.50 
2.82 

CHARLEROI                z 
CHARLEROI  LOCK  4  LOWER 

.20 
.20 

.06 

.41 

.43 

.31 

.10 

.18 

.07 

.01 

.30 

.16 

.37 

.85 

.01 

3.12 

CLARION  3  SW            z 
CLAUSSVILLE 

.20 

.22 

.24 
.63 

.03 

.05 

.74 
1.08 

• 

.04 

.34 

.10 

.30 

.32 
.03 

.20 

.11 

.29 

T 

.02 

.08 
.10 

T 

.11 
.22 

.01 
.29 

.50 

1.18 

.30 

.08 

.23 
.52 

.08 

.57 
.34 
.38 

.39 

.43 

.53 
.52 

.02 

T 

3.92 
4.81 
3.37 

CLAYSVILLE 
CLEARFIELD 
COALDALE  2  NW 

.10 
.14 

.02 

.21 

.49 
.83 

.18 

.39 
.02 
.09 

.69 
1.60 

.22 
.03 

.09 
.02 

.25 
.33 

.95 
1.67 

.41 
.54 

:P 

.47 
.49 

.02 
.05 

4.19 
6.41 

.  COALPORT              '   z 
COATESVILLE  1  SW         z 
COATESVILLE 

.25 

T 
T 

T 
.02 

.42 
.50 
.45 

.03 
.02 

.01 

1.00 
.79 
.77 

T 

• 

.10 
.14 
.13 

* 
T 

* 

.17 

.18 

.36 
T 

. 

.24 
.09 
.10 
.54 

• 

.88 
.76 

.66 

* 

* 
• 

.50 
.35 
.34 

* 

T 
.01 

.09 
.10 

.27 
.42 
.44 

1.03 

T 
.01 

.60 
1.01 
1.13 
1.14 

.05 
.07 

4.62 
4.41 
4.43 

COGAN  STATION  2  N 
COLUMBIA 

.10 

~ 

.18 

.29 

.02 

1.03 
.90 

.03 

.25 

.11 

.48 

.15 

.32 

T 

.02 

.22 

.07 

.92 

.02 

4.08 

CONFLUENCE  1  SW          z 
CONFLUENCE  1  NW 

.16 
.17 

.10 
.06 

T 

.55 
.66 

T 

.39 
.31 

.15 
.11 

.02 
.03 
.18 

.09 

.06 

T 

.07 

.07 

.12 
.15 
.10 

.11 
.09 
.02 

.17 
.12 

T 

.44 
.60 
.20 

.06 
.07 

T 

.25 
.25 
.25 

.20 
.27 
.38 

T 

.93 
.92 
.72 

T 

.04 

.02 

3.74 
3. 91 
2.90 

CONNELLSVILLE 

.35 

.16 

.08 

T 

.44 

.15 

.03 

.18 

.20 

.31 

.34 

.42 

.39 

3.06 

CONNELLSVILLE  4  N        r 
CONSHOBOCKEN 

.25 

.22 
.16 

.50 

.48 

.02 
.70 

.17 

.05 

.11 

.61 

.23 

.60 

1.10 

4.30 

CORAOPOLIS  DAM  2 

CORRY 

COUDEHSPORT 

.20 
.14 

.27 

.10 
.16 

.24 

.25 

.50 

1.28 

.16 
.06 

* 

.05 
.54 
.71 

.24 

.03 
.14 
.18 

.06 
.33 
.29 

.02 

.10 
.09 

T 

.13 

.25 

.10 
.40 
.18 

.31 

.51 

.94 

1  05 

.01 

.01 
.24 

.04 

.06 
.28 

.01 

.45 

.81 

.34 

.71 
.19 
.09 
.08 

T 

3.8t 
4.9! 
3.0: 

COVINGTON 
CREEKS IDE 

.35 

.06 

.09 
.45 

1.25 
.31 

.16 
.07 

.07 

.14 

'.77 

.30 

.39 

.95 

.04 

4. Of 

CRESSON  1  E  SUMMIT       r 
CURWENSVILLE  6  NW  AP 
CUSTER  CITY  2  W  SONGBIRD 

.20 
.03 

T 

T 

.60 
.51 

.04 
.09 

.97 
.01 

T  • 

.56 
.07 

.04 
.61 

.07 

.01 
.02 

.20 
.41 
.01 

.40 

T 

.09 
.14 
.15 

T 
.25 

T 
.02 

.11 
.09 
.08 

.10 
.14 
.11 
.20 
.17 

« 
.91 

* 

.23 
1.07 
1.36 
1.14 

.91 
.34 

.01 
.26 
.46 

.06 
.17 

.16 
.21 
.36 
.17 

* 
.31 

.77 
.19 
.20 
.42 

T 
.05 

4.2! 
4.3: 
3.6( 
5.2< 

DANVILLE 
DAUPHIN  3  N 

.11 

.07 

T 

.48 
.59 

.02 
.02 

.02 

1.45 
1.48 

.41 
.39 

.15 
.15 

T 

.05 

.47 

.18 

.94 

5.7 

DERRY 

DINGMANS  FERRY           z 

DONEGAL 

DONORA 

DOYLESTOWN 

.49 

.20 
.30 

.39 

.27 
.41 
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.03 
.28 

.03 

.31 

1.24 
.29 
.22 

.36 

.02 

.65 

.68 
2.16 
.73 
.03 
.48 

.15 

.13 

T 

.25 

.09 

.03 

.18 
.24 

.20 

.08 

T 

.15 

.57 

.06 

.07 
.02 

.09 

.09 
.17 
.17 
.02 

.17 

T 

.62 

T 

.48 
1.50 
.27 
.19 
.64 

, 

T 
T 

.28 

.17 
.29 
.26 

.32 

.0; 
T 

.30 

.01 
.15 

.59 
.11 
.60 
.2! 

.16 
T 

.89 
.74 
1.28 
.11 
.79 

T 

.12 

.10 

T 

4.40 
5.80 
4.45 
3.75 
3.82 

RSHBURG 

RTINSBCHG 

RTINSBORG   BLAIR   CO  AP 

lAKORAS 

UCB   CH17NE    1    Sf 

.08 
.05 
.10 

.11 
T 

.54 
.41 

.10 

T 

.67 
1.15 

.19 
.03 

* 

.90 
1.06 

.10 

.66 

1.03 
1.25 

.20 
.19 

T 

.08 
.16 
.15 

.14 

.38 

.58 
.03 

.06 

.19 
.11 
.14 
.04 

* 

.21 
1.08 

.OE 
.01 

.15 
.18 
.26 
.05 

1.01 
1.04 

1.03 
.10 
.16 
.92 

1.41 

.03 

.37 
.39 

.15 

.28 

.02 

.4; 
.30 

T 
T 

.0; 

:o7 

.04 

.3; 
.0( 
.0; 
.08 
.12 

* 
.18 

!27 
.OS 
.51 

4.65 
4.45 
4.10 
6.26 

TBURG 

COHNELLSBURG 

COKNELLSTOWN   4    HW 

lEESPORT 
ADOW    RUN   PONDS 

I 

.15 
T 

.15 
.21 

.07 

.2E 

T 
.07 

.40 
.22 
.57 
.30 
1.32 

T 

.40 
T 

1.39 

.15 
1.00 
1.17 

.26 

.15 

.10 
.17 

.43 
.15 
.20 
.53 

.25 
T 

.02 
.08 
.17 

T 

.03 

.17 

.30 

T 

.27 
.08 
.29 

.13 
1.4£ 

.80 
1.7; 
.82 
.24 
.56 

T 

T 
.75 

.25 
.34 
.33 
.13 
.0; 

.01 

.01 

.5C 
.10 
.15 
.4; 
.51 

.10 
.59 
1.19 
.60 
.6! 

.1; 
.04 
.0; 

3.79 
4.38 
5.10 
3.22 
7.67 

ADVILLE    1    S 

DIX   RUN 

RCER  HGWT  SHED 

RCERSBURG 

RWINSBUSG 

I 
z 

.42 
.01 
.05 
.08 

.02 

T 

.17 

.i: 

.14 

.06 

.28 
.71 

.41 
.78 
.51 
.02 
.70 

.02 

.03 
.56 
.47 

.05 

.06 
.42 
.41 
.23 

.33 

.05 
.03 

.01 
.08 

.13 
.13 
.13 
.05 
.07 

.03 
.07 

.02 

T 
.0£ 

.03 
.27 

.09 
.13 

.08 
.50 
.42 

1.10 

1.03 
.20 
.39 

1.39 
.31 

T 

.2; 

.04 
.41 

.08 
.47 

T 

.1: 
.7] 

.8; 
.li 

.24 
.14 
.17 

.31 

.28 

.47 
.0; 
.8f 
.3f 

3.85 
3.55 
3.46 
4.28 
4.70 

TERSDALE 

DDLETOWN   OLMSTED   FLD 

DLAND   DAM   NO   7    LOWER 

LAN 

LANVILLE 

I 

.12 
.06 
.IS 
.10 

.04 
.03 
.23 
.03 

.05 

.4e 

.53 
.OJ 
.31 

• 
.50 

.02 
.18 

i.se 

.2{ 

.70 

T 

.17 
1.46 
1.29 

.43 

.03 

T 

.03 

.34 

.13 

.14 
.18 

.08 

.02 
.05 
.07 

.20 
.03 
.09 

T 

.10 
.22 
.01 

.11 

T 

.02 
.89 
.04 

.69 
.19 
.40 

1.25 

.11 
.57 

1.83 

.21 
.07 
.4] 

T 
T 

.04 

.1( 
.1; 

.50 

.24 

.32 
T 

.8; 

.69 
.68 
.4! 

.2e 

.04 

3.93 
6.13 
3.17 
4.20 
4.50 

LLERSBURG    2   E 

LLVILLE 

LROY 

HROE   FURNACE 

NROETON    2    S 

I 

.02 
.15 

.i: 
.le 

.02 

T 

• 

.27 
T 

.44 

« 
.13 

.3; 

.33 

.0] 

1.3! 

1.74 
.03 

1.93 

.o; 

1.77 
1.41 

.31 
.30 

.16 

.13 
.13 
.27 
.13 

.14 

.03 
.44 

T 

.03 
.10 
.08 

T 

T 

* 
.02 

* 

.12 

.43 

.40 

.OS 

.95 
.8£ 

1.46 
.48 

1.50 
.41 

1.3J 

.03 

.3: 
.2; 

• 

.01 

.4S 

.30 

.07 

.57 

.2e 

.14 
.Oi 

.08 
.3! 

.79 
.IS 

.37 
.48 

.61 
.01 

5.21 
4.63 
5.72 
5.79 
4.68 

NTROSE    3    E    HGWT   SHED 
NTROSE 

UNT   UNION    1    NW// 
IRRYSVILLE 
TRSTOWN 

I 
r 

• 

.10 

.44 

* 

* 

.33 

.34 

.51 

* 

.03 

.04 

.3; 

1.67 
2.4S 
1.73 
.02 
l.OS 

- 

* 

.2£ 

.40 
.14 
.2C 

.14 
.01 

- 

.10 

.03 
.04 

- 

.01 

.o; 
.o; 

.03 
.03 

- 

« 
.21 

.89 

2.22 
.12 
.60 

- 

.IE 

.57 

.01 
.44 

- 

- 

* 
.30 

.2( 

* 

.1: 

.34 

.43 

.28 

.85 
.47 
.82 

T 

.02 
.08 

5.09 

5.53 
2.99 

TRONA   LOCK   4 
JFS  MILLS   4   NE 
SHAM  I  NY  FALLS 
■WBURG   3   W 
W  CASTLE    1    N 

2 

1 

.2< 

.o: 

.24 

.1] 

.04 

.2: 

.4! 
.If 

.38 
.71 
.41 

.oe 

.06 

T 

.63 

.42 

.4{ 

1.6! 

.7! 

.02 

.40 

T 

.23 

.31 

.22 

.3! 

.14 
.14 
.14 

.01 
.08 
.13 

.07 
.It 

.01 

T 

.16 
.38 
.10 
.03 

.01 

.08 
1.38 

.30 

.44 

i.i; 

.2i 

.47 
.33 

.03 

.5: 

.42 
.04 

.1! 
.2i 
.10 

.01 

T 

T 
.38 

.57 
.22 
.0; 
.2] 
.3; 

T 

.47 

.IS 

.6S 
.7( 
1.08 
.02 
.2C 

.04 

3.53 
5.70 
4.14 
4.79 
3.15 

■WELL 
■W  PARK 

nrpoRT 

■W   TRIPOLI 
)HRISTOWN 

.27 
.0< 
.20 

.07 
T 

T 

.10 
.5( 

.27 

.34 

.37 
.6! 
.6! 

T 

.01 

T 

.02 
.04 

l.Ot 
.87 

1.16 
.70 

.o; 

.07 

.IC 

.32 
.01 

.24 
.12 

.22 
T 

.i; 

.0( 

T 

.o; 

« 

.08 

.22 
.2! 
.0< 

.1( 
.44 

.64 

.34 

1.97 

.31 

.4! 

.2; 

.51 

T 

.47 

.08 

.58 
.IJ 
.21 

.05 
.04 

« 

.3; 
.4( 
.H 

1; 

.1; 

.9: 

1.1; 
.72 
.6! 

1.02 

.07 
.07 

4.94 
5.76 
5.13 
3.96 

WELL  3   N 

LM 

LMERTON 

RKERS    LANDING 

JIKERS   LANDING    1    E 

z 
r 

.23 
.03 

.16 

.16 
.29 

.20 
.55 
.53 
.26 

.01 

.80 

« 

.61 

1.30 

.41 

.31 

.06 

.04 
.05 

« 
.21 

.29 
.25 

.20 

.07 

.20 
.04 
.45 
.24 

.05 

.06 

.11 
.22 
.17 
.01 
.09 

.90 

« 
.22 

1.14 

1.20 

.20 

.40 

.19 

.36 
.11 

.55 
.33 

T 

T 
.28 

.08 

.18 
.74 
.31 

.08 

.19 
.45 
.30 
.90 
.53 

.05 

4.12 

4.26 
3.55 
3.17 

XK  PLACE    1    NW   WB   AP 
DPACK 

CKS    POND 

ILADELPHIA   DREXEL    INST 
ILADELPBIA   FRANILIN    INS 

T 

.03 
.14 

.88 
.43 
.65 
.47 
.47 

.01 
.07 
.01 
.02 
.02 

.06 
.04 

.02 
.10 
.01 

1.71 
1.78 
1.35 
1.02 
.84 

.15 
T 

.12 
.13 
.16 
.26 
.06 

.02 

.02 
.07 

.33 

.01 

.02 
.14 
.15 

T 

.03 

.19 
.10 
.07 
.10 
.20 

.65 
.20 

.89 

1.10 

1.71 

.07 

.36 

.39 
.26 

.02 
.22 
.40 

.29 

.01 

.09 
.10 

.20 
.10 
.09 
.56 
.52 

T 
.54 

.37 

.33 
,26 
.90 

* 

T 
1.00 

5.70 
4.34 
4.81 
4.88 
4.38 

ILADELPBIA   WB    AIRPORT 
ILADELPHIA   PT   BREEZE 
ILADELPHIA    SHAWMONT 
ILADELPHIA   WB   CITY 
ILLIPSBURC    7    E   AP 

z 

z 

z 

X 

T 

.02 

.07 

T 
.06 

.02 
.08 
.09 
.10 
.59 

.39 
.45 
.48 
.33 
.02 

.02 

T 

.01 

.25 
.05 
T 

.08 
1.20 

.92 
.97 
.85 
.68 
.01 

T 
.12 

.24 
.30 
.24 
.31 

.45 

T 

T 

.13 
.12 
.10 
.14 
.12 

T 

T 

T 

.12 
.12 
.07 
.12 
.32 

.12 
.11 
.18 
.21 
.66 

.21 
.17 

.14 

.28 

.25 
.23 
.33 
.25 
.21 

.17 

T 

.03 

T 

.01 

.18 
.09 
.05 
.08 

T 
T 
.09 

.63 
.57 
.53 
.59 
.12 

.58 

.56 

T 

.54 

.04 

.70 
.84 
1.20 
.83 
.18 

4.79 
4.66 
4.31 
4.42 
4.54 

OENIXYILLE    1    E   PUMP   STz 
KES   CREEK                                  I 
NE   GROTE    1    NE 
NE   GROVE   MILLS    1    S           I 
TTSBURGB   7   SE   WB  AP        2 

.04 
.33 
.16 

T 
.09 

.2S 

.41 

.35 

.23 
.46 
.8£ 

T 

.08 

.04 

1.98 

.38 

1.05 
1.90 
2.20 

.03 

.02 

.48 

T 

.03 
.36 

.17 

.04 

T 

.08 

.08 
.05 
.18 

.04 

T 

T 

.03 

.24 

T 

.24 
.31 

.01 

T 

.62 

.75 
.20 

.55 

.24 

1.39 

.33 

.15 

.03 

.26 

.21 
.08 

.24 

.59 

.09 
.31 

.44 

.26 
.30 
.11 
.11 

T 

• 
.33 

.30 
.25 
.85 
.15 

.02 
T 

5.24 
6.55 

2.60 
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Table  3— Continued 

Day  of  Month 

1 

Station 

1 

2 

3 

4 

s 

6 

7 

8 

9 

10 

n 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

PITTSBURGH   WB   CITY 
PLEASANT   MOUNT    1    W 
PORT   ALLEGANY 
PORT   CLINTON 
PORTLAND 

z 
z 

.34 
.01 

.04 

.31 

.58 
.09 
.79 
.56 

.60 

.06 
.06 

.46 

.18 
.05 

L.58 

.68 

1.15 

1.23 

.27 
.08 
.01 
.18 

T 

.62 
.05 
.53 

.10 

.12 
.11 
,17 

.25 
.12 
.05 

.02 

.01 
.03 

.06 
.11 
.24 
.16 

.24 

.23      .16 
.86 
.75 

•        1.11 
1.22 

.01 

.07 

T 

.47 
.25 
.59 
.49 

.34 

.11 

.19 
.30 
.31 
.20 

.58 

.45 
.21 
.22 
.81 
.50 

T 
.06 

3.43 

4.63 
3.69 
5.87 

5.17 

POTTSTOWN 
POTTSVILLE 
PUNXSUTAWNEY   1 
PUNXSUTAWNEY   2 
PUTNEYVILLE    2    SE 

r 
z 

T 

.24 
.02 
.16 

.01 
.14 

.31 

.54 
.84 
.29 

.31 

.05 

.02 
.03 
.29 
.53 
.17 

.86 
1.50 
.62 
.04 
.55 

T 

.26 
T 

.21 
.02 

.27 
.25 
.28 

.16 
.02 
.01 
.06 
.07 

.14 

T 

.04 

.06 

.09 

.14 
.24 
.14 
.10 

T 

T 

.82 

.05 

.96 

t.79 

1.02 

.17 

.70 

.24 

.21 
.56 
.28 

.24 

.15 

.54 
.20 
.39 
.18 
.48 

.02 

* 

.87 
.50 
.76 
.71 
.27 

.03 
.03 

.01 

4.76 
6.02 
4.34 
3.63 
3.51 

QUAKERTOWN 

RAYMOND 

READING   WB   CITY 

RENOVO 

RENOVO   6    S    STATE   CAMP 

r 

.03 

.20 
.05 

.05 
.29 
.19 

.51 

.53 

.41 
.46 
.01 

T 

.04 

1.54 

.70 

.02 

1.30 

1.01 

.40 
1.08 

.01 
.03 
.01 

.33 

.16 

.79 

T 

.12 

.31 

.30 

.01 

.20 
.15 
.09 

.13 

.06 

.13 
.17 
.12 
.20 
.36 

.30 
.32 
.69 

.98 

.29 
.29 
.17 
.86 
.17 

.15 
.23 
.26 

.40 

.11 
.02 

.35 

.07 

T 

.12 

.33 
.21 
.20 
.24 
.18 

.08 
.33 

.15 

.64 
.15 
.69 
.35 
.36 

.03 

3.95 
4.34 
4.27 
4.30 
5.36 

RETREAT   FARMS 

RE¥ 

RICES   LANDING   LOCK   6 

RIDGWAY 

RINGTOWN    1    SW 

z 

.32 
.16 

.07 
.02 

.10 

T 

* 

1.16 
.11 
.31 
.19 

1.40 

.02 
.06 
.06 
.02 

1.83 
.65 
.22 
.62 

1.90 

.01 

.04 

* 

.11 

T 
.30 

.06 
.43 
.19 
.43 

.12 
.18 
.03 
.18 

.20 
.14 
.15 

.05 

.08 

T 

.17 
.02 

.15 

.65 
.04 
.70 

.33 
1.05 
.46 
.83 
.60 

.42 
1.50 

.28 
.16 
.29 

.02 

.01 

.32 
.34 
.31 
.42 

.01 

.27 
.15 
.82 
.33 
1.10 

.02 

5.44 

3.82 
3.11 
3.82 
7.50 

ROCHESTER    1    N 
RUSH    6    S 
SAGAMORE    1    SE 
SALTSBURO 
SAXTON 

^ 

.19 

.27 
.36 
.07 

.17 
.03 
.10 

.16 

.29 
.33 
.41 
.38 

.08 

T 

.37 
.03 

.06 

1.38 
.47 
.21 

1.74 

.30 

.09 

T 

T 

.11 

.20 
.21 
.11 
.16 

.09 

.02 
.02 

.02 
.02 

.10 
.13 
.09 
.11 

.31 

T 
.03 

.14 

1.04 

.60 

.43 

1.13 

.52 
.25 
.31 
.43 

• 

.08 

.38 

.32 

.07 

• 

1.10 
.31 
.74 

.83 
.67 

T 
T 

2.66 
4.29 
3.45 
3.30 

SCANDIA 

SCHENLEY   LOCK    5 
SCRANTON   WB   CITY 
SELINSGROVE    AIRPORT 
SELLERSVILLE    2   NW 

T 

r 
r 

.08 
.18 

.16 
.03 

.15 

.04 
.07 
.03 

.38 

1.20 

.35 

.05 

T 

.55 
.03 
1.81 
T 
.30 

.07 
.55 
.21 
1.21 
.30 

.11 
.20 

.58 

T 

T 

.22 

.18 

.15 
.12 

.39 

.02 

T 

.03 

.13 

.14 
.02 

.13 

T 

T 

.03 

.11 
.10 
.03 
.17 
.10 

.66 

T 

.31 

.26 
.43 
.31 
1.01 
.24 

T 

.20 

.22 
.60 
.17 

.15 

T 

.05 

.25 

T 

.35 
.56 
.13 
.15 
.42 

* 
.09 

.15 
.64 
.22 
.58 
.41 

.05 

4.10 
3.42 
4.59 
5.68 
2.80 

SEWARD 

SHADE   GAP 

SHAHOKIN 

SHARPSVILLE 

SHEFFIELD   6   W   CHRY   GRVE 

r 
r 

.54 

.06 
.36 
.10 

.10 
.08 

.14 

.46 
.20 

.19 

.31 
.07 
.75 
.18 

.03 
.12 

1.30 
.02 
.40 
.50 

.52 
.04 
2.12 
.02 
.05 

.10 

.05 
.07 
.38 
.01 
.50 

.34 

.06 
.32 

.06 
.03 

.18 
.47 

.12 
.11 

.01 
.05 

.04 

.14 
.08 
.14 

.06 

.89 
1.48 

.10 
.67 

.44 

.49 

1.14 

.65 

.20 

.29 
.20 

.34 

.03 
.60 
.04 
.02 

.01 

.06 
.19 

* 

.06 

.19 

.75 

.26 

• 
.16 

1.10 
.56 
.52 
.58 
.03 

.02 

5.41 
4.97 
6.12 
3.86 
3.69 

SHIPPENSBURG 

.05 

T 

.10 

.28 

.02 
.70 

.68 

.08 

.25 
.37 

T 

.11 
.31 
.31 
.05 
.04 

.10 

.10 

.11 
.08 

.91 
.80 

.66 

* 

« 

.41 

• 

.02 
.35 

.06 

.16 
.26 

T 
.10 

.84 

.11 

4.68 
3.51 

SMETHPORT   HGWY    SHED 

r 

.17 

.11 
.08 
.02 

.55 

• 

.31 
1.10 

.34 

.12 

.21 

.11 

.64 

4.51 

SOMERSET   WATER   WORKS 
SOMERSET   2   E    SUBSTATION 
SOUTH   CANAAN    1    E 

r 

.50 
.34 

T 

.47 
.10 

.07 
.67 
.61 

.51 
1.07 

.03 

« 

.33 

.12 

.19 

.11 
.74 

.10 

> 

.20 
.29 

.15 
.02 

.20 
.17 

.58 
.16 

- 

4.10 

SOUTH    MOUNTAIN 
SPRING  GROVE 
SPRINGS    1    SW 
SPRUCE   CREEK 
STATE   COLLEGE 

z 
z 

.16 
.08 
.16 
.02 
.32 

.05 
.07 
.05 

.17 
.02 

.06 
.05 
.72 

.41 

.43 

.44 
.01 
.55 

T 

.01 

.57 
1.83 

.85 
.72 
.04 
.12 

T 

.15 
.21 

.11 

.19 

.12 
.10 
.25 
.29 

.15 
.05 
.01 
.24 

.21 

.18 

.03 

.21 

T 

.02 

.01 
.09 

T 

T 

.10 
.06 
.15 
.25 
.20 

.24 

.54 

.69 

1.26 
.33 
.27 
.93 
.44 

.23 
.40 

.17 

.23 

T 

.05 

.32 

.01 

T 

T 

.10 

.06 

.18 
.12 
.21 
.17 
.12 

.06 
.31 

.28 

.95 
1.02 

.78 
1.02 

.31 

.10 
.04 

4.89 
4.08 
4.81 
4.17 
5.28 

STRAUSSTOWN 

.01 

.67 

.09 

.50 
1.53 

1.20 

.16 
.25 
.08 
.37 

.05 

.08 
.13 
.12 
.07 

.02 

.16 

.21 
.05 

.01 

.70 

.88 
.13 

.30 

.57 
.02 

.13 

.29 
.24 

, 

.41 
.45 

.14 

4.79 
3.65 

STRONGSTOWN 
STROUDSBURG   SUBSTATION 
STROUDSBURG 

r 
r 

.15 

• 

.44 
.38 

.65 
.19 

.01 

1.91 
.20 

.11 

.38 
.28 

.08 

.01 

.04 

.13 
.10 
.14 

1.21 

2.01 
.69 
.68 

.32 

.39 
.25 

.02 

.19 
.17 
.35 

.14 

.49 
.29 
.31 

.05 

6.42 
5.91 
2.98 

STUMP  CREEK 

.10 

.14 

.20 

.53 

SUNBURY 

SUNBURY    2    N   AIRPORT 

SUSQUEHANNA 

SUTERSVILLE 

TAMAQUA 

^ 

.04 
.09 

.28 

.03 
.03 

.13 

.29 

.34 

.13 
.27 
.30 
.88 

.02 

T 

.14 

.11 

T 
1.26 
.01 
.08 

1.28 
.05 

1.45 
.14 

1.42 

.39 

.38 

.17 

.18 

I 

.27 

.19 

.06 
.13 

T 

T 
.05 

T 
.06 

.03 

.05 
.06 

.04 

.20 
.16 

.06 
.04 
.21 

1.13 
T 

1.84 
.68 
.60 
.30 

1.58 

.49 
T 

.58 
.01 
.48 
.19 
.57 

.01 

T 

.15 
.10 
.24 
.30 
.14 

.20 

.36 
.32 
.16 
.66 
.41 

.19 

.02 
.02 
.05 

5.63 
5.55 
3.77 
2.63 
5.70 

TAMAQUA    4   N    STL   CR   DAM      z 
TAMARACK   2    S   FIRE   TOWER 
TIONESTA    2    SE   DAM                   T. 
TITUSVILLE    2    S 
TITUSVILLE                                  r 

.02 
.19 
.18 
.01 

.05 
.07 

.18 
.11 

1.28 
.71 
.20 
.02 

.34 
T 
.01 

.05 
.01 
.35 
.51 
.47 

1.78 

1.26 

.15 

.05 

.31 
.14 
.12 
.50 
.42 

.05 
.28 
.29 

.01 

T 

.22 

.36 

.50 

.03 
.06 
.19 
.02 

T 

.08 
.09 
.03 

T 
T 

.05 

.20 

.25 
.06 
.08 
.05 

.03 
.26 
.45 

1.68 
.97 
.58 
.60 
.39 

T 

.06 

.17 
.35 
.15 
.04 

T 
T 

.03 
.60 

.27 
.19 
.56 
.88 
.32 

.08 

.42 
.30 
.33 
.22 
.07 

.06 
.02 

6.95 
4.61 
3.58 
4.08 
3.5: 

TOWANDA 

TOWEH  CITY  5   SW 

TUNKHANNOCK  1   S 

z 

z 

.11 

T 

.03 
.04 

.19 
.77 

.55 

.86 
.73 

.38 
2.13 
1.72 

.01 

T 
.25 

.32 
.16 
.39 
.14 
.15 

.06 
.06 

T 
.08 

.07 
.13 

T 
.01 

.04 

T 
.10 

.05 
.26 
.06 
.01 

T 

.19 
.82 

.29 

1.18 
.60 

1.01 
.18 

.15 
.75 

.27 

.11 
.02 
.17 

.18 

.04 

.04 
.17 

.26 
.35 

.30 
.66 
.31 
.41 

T 
.01 

3.9C 
6.91 
5.08 
3.0- 

TUNNELTON   // 

TYRONE    4    NE    BALD   EAGLE 

r 
r 

.16 
.10 

.17 

.47 
.46 

.26 
.90 

.25 

!oi 

iso 

.56 

.14 

.01 

.26 

.01 

.10 

.10 

.17 

.10 

3.9! 

UNION   CITY    1    W 

UNIONTOWN 

VANDERGRIFT 

r 

.02 
.26 
.32 

.02 
.10 

.05 
.17 

.32 

T 

.39 
.56 
.12 

.40 

T 

.34 
.79 

.14 
.03 

.10 

.01 

• 

.29 
.20 
.08 
.12 
.15 

.01 
T 

.10 

T 

.03 
.12 
.15 

.60 
.17 
T 
.22 

.06 
.35 
T 
.14 

T 

.03 
.34 

.16 

.04 
.02 
.35 

.53 
.05 

.37 

.26 
.40 
.44 
.13 

.12 
.45 

• 

.07 

.49 

1.00 

.67 

2.9: 
4.3( 
3.3 
3.3 

VANDERGRIFT   2   W 
VIRGINVILLE 

r 

.40 

.33 

1.06 

.01 

.50 

1.35 

T 

.06 

T 

!26 

.88 

- 

.36 

.47 

.02 

~ 

WARREN 

.10 

.07 

.12 

.05 

.02 

.11 

.31 

.21 
.22 

T 
.26 

.20 

T 

.03 

.18 

.22 
.8( 

.83 
.20 
.85 
.96 

.23 

.13 

.24 

.45 
.11 

.71 

.15 
.14 

3.1 
2.9 

WASHINGTON                                  r 
WATROUS    9   S    LEE   FIRE   TWR 

T 

.06 

.26 

.44 

.48 

.01 
1.38 

.05 

.22 
.16 

.34 
.18 

.24 

T 

T 

.02 

.25 
.25 

.30 

.30 
.03 

.24 

.10 

.28 
.47 

4.5( 

6.0 

WATSONTOWN 

.01 

.11 

.02 

.51 

T 

.77 

1.11 

.06 

.35 

.2C 

!l8 

.14 

.20 

.14 

.64 

.15 

2.6 

WAYNESBURG    2   W 

r 

.03 

.22 

.30 

.20 

WAYNESBURG    1    E 

.22 

.07 

.22 

.11 

.28 

.04 
.09 
.13 

.16 

.01 

.21 

T 
.0' 

.03 
1.15 

.48 
,26 

.31 

.06 

.37 
.08 

.11 

.77 
.63 

.02 

3.0 
3.8 

WEBSTER   MILLS    3    SW 
WELLSBORO 

r 

.05 

T 

.25 

.24 

.77 

T 

1.63 

.05 

.35 

.02 

T 
.04 

.04 

!la 

.10 
.14 

.7' 

1.12 
.36 

.17 

.20 

T 

.10 
.10 

.01 

.25 

.23 

T 

4.1 
3.9 

WELLSBORO  2  E 
WELLSVILLE 

r 

.04 

.22 
.03 

.52 

T 

1.53 
T 

1.80 

.13 
-.27 

.30 
.09 

.05 

• 

.12 

.64 

.28 

.28 

.IS 

.09 

.77 

5.3 

WERNERSVILLE 

.02 

.06 

.73 

T 

.05 

1.19 

.02 

.01 

.01 

.24 
.OS 
.12 
T 

.15 
.12 

.20 

.22 

.72 
.25 
.15 
.1( 

.22 
.45 

.46 

.23 

.01 
T 

.17 

T 

.27 
.6] 

.05 
.43 

.74 
.75 

4.9 
4.51 

WEST   CHESTER 
WEST   GROVE    1    SE 

T 

T 

.03 

.40 
.50 

.02 

.OJ 

.95 
.95 

T 

.07 

.01 
.11 
.18 
.03 

.03 

T 

T 

.22 

.24 

.40 

T 

.33 
.32 

.02 

.33 

.68 
.48 

1.28 
.90 

.08 

T 

S.O 
3.7 

WBITESBUHG 
WILKES-BARRE 

.25 

.05 

.34 
.44 

.42 

.15 
T 

.38 
1.96 

T 

.oe 

T 

.5! 

T 

.23 

.22 

T 

.2: 

.02 

4.4 

WILLIAMSPORT   4    SE 

.44 

.58 

1.87 

.15 

.28 

.05 

T 

.20 
.28 
.2- 
.3: 
.2C 

T 

1 .41 

2.54 
.8S 

.2' 

.32 

r    T 

.05 

.21 

.1: 

.IC 

.08 
.2< 

' 

6.6 
6.4 

WILLIAMSPORT   4   E   WB   AP 

.09 

.25 

.40 

.0! 

T 

1.8! 

.03 

.04 

.35 

.08 

T 

1 

1 .6! 

.26 

.2: 

.48 

.0: 

7.0 

WILLIAMSPORT 

2 

.88 

.38 

2.30 

.08 

.42 

T 

1.6C 

.48 

.3( 

.48 

)      .28 

6.7 

WILLIAMSTOWN 
WIND   GAP   3    SW 

r 

.IJ 

.o: 

.6C 
.6( 

.12 
.01 

.5t 

1.83 
1      .5J 

.04 

.3' 

.3: 

.13 

.02 

.i: 

l.lt 

!51 

.4! 

» 

* 

« 

* 

.6. 

5.2 

YORK  3   SW  PUMPIHC  pTATIOll 

.03 

.05 

.07 

.53 

.01 

1.3S 

» 

.20 

.o: 

>      .4t 

.62 

« 

.21 
.21 
.1. 
.4 
.21 

L 

.Of 

1 

.31 

.5: 

i      .1: 
I      .0^ 

1 
I 

.21 
.31 

>       .0! 
i 

.0) 

.1( 
.11 

) 

)      .0: 

.1 

5      .0! 
i      .5( 

)   1.2( 
)      .3< 

5.3 
5.3 

YORK  2   S  FILTER  PLANT 

.Ot 

.01 

1      .7] 

.o: 

* 

1.3! 

i 

* 

* 

>      .01 

1     .o: 

ill 

!      .0' 

,1 

; 

.9* 

1 

.33 

.2( 

.8 

.0 

5 

4.8 

YORK   HAVEN 
YDUNGSVILLE 

.o; 
.o< 

.01 

.1' 

.6! 

1 

.4 

.9' 
I      .0 

r 

.3] 
.3 
.2 

L      .0] 

) 

)      .0 

i    .o; 

9 

2 

.6: 

.4( 

)      .1: 
)      .9( 

) 

.0 
.2 

5 

5      .15 

.3 

.2 
.3 

.      .0< 

)      .0 
.7( 

3.0 
4.9 

ZIONSVILLE    1    SW 

.o: 

!      .5 

) 

l.K 

) 

1 

\ 
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HOURLY  PRECIPITATION 


PENHBTLVAJIIA 
NOVUraER   1848 


A.  M.  Hour  •nding 

P.  M.  Hour  aDdrng 

- 

Station 

i 

0 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

I 

2 

3 

4 

5          6 

7          8 

9 

:  1 "  1 

U 

(-• 

-I 

St- 

1.BI0N 

.07 

.02 

.01 

.10 

LLENS   MILLS 

.01 

.01 

.05 

.02 

.09 

ILAIN 

.01 

.01 

.03 

.01 

.06 

ILAIRSVILLE    6    ENK    6 

* 

.19 

* 

• 

* 

* 

* 

.21 

* 

• 

• 

• 

♦ 

.12     • 

*          «          * 

•           .01 

LLAKKSLEE   CORNERS 

.01 

.01 

.02 

OSWELL 

.09 

.03 

.02 

.05 

.02 

.01 

.01 

.01 

.01       .03 

.28 

IHOOKVILLE    AIRPORT   6 

• 

.01 

• 

• 

* 

* 

* 

.02 

« 

* 

* 

• 

» 

.12 

UOKSTOWN 

.07 

.01 

.01 

.01 

.01 

.11 

UTLKR    SUBSTATION 

.01 

.01 

.01 

.02 

.02 

.07 

BAMBERSBURG 

.01 

.02 

.01 

.02 

.01 

.07 

LARION    3    SW 

.22 

.03 

.25 

OALPORT 

.01 

.01 

.01 

.01 

.01 

.05 

OATESVILLE    1    SW 

.01 

.01 

.02 

ONFLUENCE    1    SW 

.02 

.02 

.02      .03 

.01 

.10 

ONNELLSVILLE    4    M 

.02 

.01 

.03 

.14 

.03      .Oil     .01 

.25 

RESSON    1    E    SUHMIT 

.06 

.04 

.05 

.04 

.01 

.20 

URWENSVILLE   6    NW   AIRPORT   6 

* 

* 

* 

* 

« 

.01 

* 

* 

* 

« 

* 

.02 

U   BOIS    7   E 

.01 

.01 

.02 

.03 

.01 

.08 

AGLES    MERE 

.01 

.02 

.01 

.04 

MPORIUM 

.01 

.01 

.01 

.06      .13 

.20 

RIE   WB   CITT 

.01 

.12 

.18 

.02 

.33 

RIE   AIRPORT   6 

* 

* 

* 

* 

* 

.24 

VERETT 

.03 

.02 

.03 

.03 

ORD   CITY   4    S    // 

.01 

.02 

.01 

.01 

, 

.05 

RANKLIN 

.01 

.02 

.09 

.10 

.01 

.23 

ETTYSBORG    1    S 

• 

• 

* 

* 

♦ 

* 

* 

' 

• 

LLH   ROCK 

* 

* 

• 

» 

» 

* 

* 

* 

• 

OOD    SPRINGS    1    NW 

.01 

.06 

.03 

.10 

REENSBURG    2   E   HGWT   SHED 

• 

« 

» 

* 

* 

* 

• 

* 

« 

• 

» 

* 

.36 

.36 

ARRISBURG   3    S   WB   AIRPORT 

.01 

.01 

.02 

EWITT    2    S 

.02 

.01 

.03 

OLLIDAYSBURG 

.02 

.01 

.03 

.06 

OLTWOOD 

.02 

.03 

.01 

.01 

.01 

.01 

.01 

.10 

OME 

.01 

.01 

TJNTSDALE 

.01 

.01 

.02 

.04 

NDIANA    2    SE 

.07 

.01 

.01 

.01 

.01 

.04 

.01 

.16 

ACKSON   SUMMIT 

.16      .06 

.02 

.24 

AMESTOWN    2    NW 

.02 

.04 

.04 

.06 

.12 

.02 

.30 

OHNSTOWN    2 

.05 

.03 

.05 

.01 

.01 

.15 

ANE    5    SE 

.02 

.02 

ANCASTER   2    NE   FILTER   PLANT 

.01 

.04 

.01 

.01 

.01 

.02 

.01 

.11 

ADRELTON   STATE   VILLAGE 

.01 

.01 

.03 

.05 

EWISTOWN 

.02 

.04 

.01 

.07 

OCK  HAVEN   2 

.01       .08 

.09 

ARIENVILLE 

.02 

.01 

.03 

ARTINSBURG 

.03 

.02 

.05 

ARTINSBURG   BLAIR  CO  AIRPORT   6 

* 

.04 

• 

* 

* 

• 

• 

.06 

EADVILLE    1    S 

.04 

.01 

.03 

.01 

.01 

.10 

fDIX   RUN 

.01 

.01 

ERCER   HGWT   SHED 

.01 

.02 

.01 

.01 

.05 

ILAN 

.09 

.01 

.10 

ILLERSBURG   2   E 

.01 

.01 

.02 

ILLVILLE 

.01 

.11 

.12 

ONSOE   FURNACE 

.03 

.08 

.03 

.01 

.01 

.16 

ONTROSE 

»          * 

*          * 

* 

• 

TIRRYSVILLE 

.02 

.01 

.01 

.03 

.02 

.01 

.10 

«FFS   MILLS   4   NE 

.08 

.05 

.03 

.01 

.01 

.01 

.01                  .01 

.01      .01 

.01 

.24 

lEl    CASTLE    1    N 

.02 

.01 

.09 

.10 

.22 

ARKERS    LANDING   1   E 

.01 

.02 

.03 

HILLIPSBUHG   7   E   AIRPORT 

.02 

.01 

.02 

.01 

.01 

.04 

.11 

INE   GROVE    MILLS    1    S 

.08 

.04 

.02 

.01 

.01 

.01 

.03       .09 

.04 

.33 

ITTSBURGH    7    SE   WB  AIRPORT   // 

.03 

.02 

.03 

.01 

.01 

.01 

.16 

ITTSBURGH   WB   CITY 

.06 

.04 

.04 

.02 

.01 

.02 

.02 

.02 

.02 

.04      .03 

.01       .01 

.34 

UNXSUTAWNEY   2 

.01 

.01 

.02 

DTNETVILLE    2   SE 

.04 

.06 

.01 

.11 

IDGWAY 

.02 

.02 

OCHESTER   1   N 

.04 

.01 

.01 

.01 

.01 

.04 

.05 

.02 

.19 

CANDIA 

.01 

.02 

.01 

.02 

.02 

, 

.08 

HEFflELD  6  W  CHERHT  GROVE 

.10 

.10 

PRING   GROVE 

.01 

.05 

.01 

.01 

.08 

TATE   COLLEGE 

.10 

.01 

.01 

.01 

.01 

.03 

.15 

.32 

UNBURY 

.03 

.01 

.01 

.01 

.01 

.01 

.01 

.09 

UNBURY  AIRPORT    2   H   6 

• 

* 

* 

* 

* 

.09 

lONESTA   2    SE   DAM  // 

.01 

.05 

.01 

.07 

ITUSVILLE 

.01 

.01 

UNNELTON   // 

.01 

.11 

.04 

.16 

•YRONE    4   NE   BALD  EAGLE 

.06 

.03 

.01 

.10 

WION   CITY   1    W 

.01 

.01 

.02 

ANBERGRIFT    2   W 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

.40 

.40 

AYKESBURG   2   W 

.03 

.03 

rEBSTER   MILLS   3    SW 

.01 

.01 

.02 

.01 

.05 

ILLIAMSPORT 

.22 

.40 

.62 

ORE   2    S   FILTER  PLANT 

.01 

.01 

.05 

.01 

.08 

OUNGSVILLE 

.01 

.01 

.02 

.04 

-2d- 

LAKESLEE   CORNERS 

.01 

.01 

.01 

.03 

ANTON    1    NW 

.11 

.02 

.05 

.18 

OATESVILLE    1    SW 

.01 

.01 

.01 

.03 

UNLO 

.01 

.01       .01       .01 

.01 

.05 

OLTWOOD 

.01 

.01 

lUNTSDALE 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.08 

.ANCASTER   2   NE   FILTER   PLANT 

.03 

.03 

^URELTON   STATE   VILLAGE 

.18 

.04 

.22 

ULAN 

.01 

.01 

.02 

IILLVILLE 

.02 

.02 

fEFFS   MILLS    4    NE 

.03 

.03 

•HILLIPSBUHG   7    E   AIRPORT 

.07 

.05 

.02 

.14 

'INE   GROVE   MILLS    1    S 

.04 

.03 

.02 

.09 

tENOVO   6    S    STATE   CAMP 

.02 

.02 

.01 

.05 

>HADE    C.«> 

.02 

.04                  .01 

.01 

.08 

>PRING   GROVE 

.07 

.07 

>TATE   COLLEGE 

.02 

.02 

JUNBURY   AIRPORT    2   N   6 

* 

.03 

FYRONE    4    NE    BALD   EAGLE 

.05 

.10 

.02 

.17 

(ASHINGTON 

.01 

.01       .01       .01      .01       .01 

.06 

ULLIAMSPORT 

.20 

.20 

rORK    2    S   FILTER   PLANT 

.02 

.06 

.08 

k 


See  reference  notes  following  Station  Index. 
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Table  4 -Continued 


HOURLY  PRECIPITATION 


PENNSYLVAMIA 
NOVEHBER   1948 


Station 


ALBION 

ALLEKS   HIUiS 

ALLENTOWN-BETHLEHEM-EASTON   WB  AP 

ACSTINBURG   2   W 

AVOCA  WILKES-BARRE  SCRADTON  AP  6 

BLAIN 

BLAIRSVILLE  6  ENE  6 

BLAKESLEE  CORKERS 

BOSWELL 

BROOKVILLE  AIRPOBT  6 

BUCKSTOWN 

BUTLER  SUBSTATION 

CANTON  1  NW 

CARTER  CAMP 

CHAHBERSBURG 

CLARION  3  SW 

COALPORT 

COATESVILLE  1  SW 

CONFLUENCE  1  SW 

CONNELLSVILLE  4  N 

CRESSON  1  E  SUHHIT 

CURWENSVILLE  6  NW  AIRPORT  6 

DINGHANS  FERRT 

DRIFTWOOD 

DU  BOIS  7  E 

DUNLO 

DUSHORE 

EAGLES  HERE 

EHFORIUM 

ENGLISH  CENTER 

ERIE  AIRPORT  6 

EVERETT 

FORD  CITY  4  S  // 

FRANKLIN 

GOOD  SPRINGS  1  NW 

GREENSBURG  2  E  HGWT  SHED 

HARRISBURG  3  S  WB  AIRPORT 

HAWLET  1  S  WALLEM  DAM 

HEWITT  2  S 

EOLLIDATaBURG 

HOLTWOOD 

HOME 

HONESDALE  6  M  TANNERS  FALLS  // 

HUNTSDALE 

INDIANA  2  SE 

JACKSON  SUMMIT 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

KANE  5  SE 

LANCASTER  2  NE  FILTER  PLANT 

LAURELTON  STATE  TILLAGE 

LEBANON  3  SW 

LEHIGHTON 

LEWISTOWN 

LOCK  HATEN  2 

MARIEKTILLE 

MARTINSBUBG 

MARTINSBURG  BLAIR  CO  AIRPOBT  6 

MEADOW  RUN  PONDS 

MEADYILLE  1  S 

MEDIX  RUN 

MERCER  HGWT  SEED 

MERWINSBURG 

MILAN 

millersburg  2  e 

millville 

monroe  furnace 

mount  union  1  nw  // 

mitrrysville 

neffs  mills  4  ne 

new  castle  1  n 

palmerton 

parkers  landing  1  e 

park  place  1  nw  wb  airport  6 

philadelphia  wb  airport 

philadelphia  point  breeze 

philadelphia  wb  city 

phillipsburg  7  e  airport 

phoenixville  1  e  pumping  station 

pikes  creek 

pine  grove  mills  1  s 

pittsburgh  7  se  wb  airport  // 

pittsburgh  wb  city 

pleasant  mount 

port  clinton 

punxsutawkey  2 

•  pctnetville  2  se 

RAYMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

RIDGWAT 

ROCHESTER  1  N 

SAXTON 

SCANDIA 

SCRANTON  WB  CITY 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HGWY  SHED 

SOUTH  CANAAN  1  E 

SPRING  GROVE 

STATE  COLLEGE 

STROUDSBURG 

SUNBDRY 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TOWANDA 

TUNKHANHOCK    1    S 

TUNNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VANDERGRIFT  2  W 

WASHINGTON 


A.  M.  Hour  ending 


.01       .01 


.04 


10        11 


12 


P.  M.  Hour  ending 


-3d- 


.01      .03 


.01      .04 
.01 


.02 


.09 
.03 


.01 
.01       .02 


.01 
.07 


.06 
.03 
.01 


.01 
.14 
.07 
.02 


.01 


*  » 

.01      .02      .01 


.01 


.02 


.07 


.01 
.01 


.01      .01 
.01 


.01 

*  • 


.01 
.01      .07 

.01 

.01      .01 


.01 


.03      .04 


.01 
.06 


.01 

.02- 

.02 

.08 


.03 
.06 


.04 
.02 


.02 
.01 


See  reference  notes  ioUowina  Station  Index. 
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.07 

.02 

.01 

.01 
.03 
.02 
.01 


.01      .05 
.02      .04 


.01 


.06 
.01 


.09 
.01 
.06 
.13 


.03 
.02 
.01 
.08 
.07 
.02 
.04 

.03 
.01 
.03 


.02 
.06 


.01 
.17 

.14 
.04 

.05 

.04 
.04 
.01 
.11 
.03 
.06 


.02      .03 


.01 
.05 
.03 
.01 
.09 


.09 
.05 
.02 
.05 

.03 
.05 

.02 
.06 
.01 


.01 

.01 

.02 
.04 
.02 

.01 

.06 


.02 
.33 
.08 

.07 

.06 

.01 

.01 
.05 


.01 
.14 
.06 


.01 
.03 


.03 
.01 


.03 
.10 


.01 
.10 

.06 
.05 
.01 
.02 


.01 
.01 


.08 
.05 


.02 
.08 
.03 


.02 
.12 

• 

.17 

.06 

.02 
.01 
.08 
.11 


.05 
.06 
.16 

.01 
.01 


.07 
.11 
.01 
.01 


.02 
.15 
.18 


.01 
.16 


.11 
.02 
.01 


.041 
.05 
.02 


.03 
.13 
.08 


.07 
.02 

.05 
.01 
.04 
.12 


.01 

.01      .03 

.01 


.02 
.01  .01 
.02      .06 


.10 
.01 


.03 
.03 


.13 
.09 


.02 
.04 

* 

.03 

.01 

.02 
.06 
.10 
.11 

.01 

.13 


.10 
.05 
.08 


.17 
.01 


.01 
.05 
.15 


.01 
.01 


.10 
.01 


.01 

.02 

.01 

.09 

.13 

* 

.01 

.04 

.03 


.01 

.01 

* 

.10 

« 

.02 

.04 

* 

.04 


.10 
.03 
.01 
.05 


.02      .02 


.05 
.01 


.08 
.07 

.02 
.01 
.08 


.05      .08 


.06 

.01 

.01 

.06 

.13 

« 

.01 

.04 

.01 


.031      .03      .12 


.01 
.09 


.10 
.02 
.01 
.04 
.05 
.01 
.10 
.04 


.03 
.01 


.04 
.01 


.04 
.04 
.03 


.13 
.09 
.05 
.14 


.01 

.04 

.04 
* 

.01 
.01 


.02 
.07 
.09 


.01 

.03 

* 

.02 
.03 


.08      .04 
.07      .13 


.02 


.01 
.01 
.01 
.05 

.01 

.07 


.01 
.01 

.06 

.01 

.01 

.03 

.15 

.04 

.03 

* 

.01 

.04 

.01 


.01 
.16 


.01 
.02 
.01 


.03 
.03 


.01 
.01 


.10 
.01 


.07 
.03 


.02 
.01 


.02 
.02 


.03 
.01 


.13      .02      .01 


.01 

.21      .11 

.01 

.10 
.01 
.03 


.08 
.07 
.05 

.11 
.07 
.01 
.03 
.05 

.01 
.05 
.06 
.02 

.08 
.01 


.01 
.09 


.06 
.12 


.01 
.01 
.07 

.13 
.01 

.01 
.01 

.0* 
.05 
.0? 

;i 


.03 
.01 
.04 
.07 
.28 
.01 
.09 
.15 
.01 

.09 
.02 
.08 


.02 
.42 
.02 


.02 
.01 
.01 
.05 
.10 
.05 
.04 


.01      .01 


.Oli 
.09 


.01 
.01 
.03 
.05 
.01 


.03 
.06 


.01 
.03 


.03 
.05 


.01 
.03 


.01 
.01 
.01 
.05 


10         11         12 


.01       .02      .02 


.11 
.01 
.02 
.05 
.07 


.09      .02 

.08 

.04      .02 


.03  .05 
.01  .10 
.01  .01 
.03 
.01 

.03 
.39 


.05      .01 
.01 


.01  .01 
.02 

.03  * 

.01  .06 


.01 
.01 


.01 

* 

.01 

.01 
.01 

.01 
.01 

.03 
.01 


.01 
.01 

.01 
.01 
.09 


.03 


.01 

.03 

.05 

* 

* 

.03 

.01 

.02 

.01 

* 

* 

.01 

.03 

.06 

.02 
.02 


.02 
.07 


.04 
.06 

.02 
.02 
.01 
.03 
.03 


.06 
.01 
.02 
.02 
.01 

.03 
.01 


.01 
.13 
.06 
.01 
.01 
.02 

.05 


.02 


.01 
.01 


.04 
.01 
.02 
.04 


.01 
.11 
.01 
.03 
.08 


.04 
.08 
.01 

.03 
.10 


.05 
.01 
.05 
.02 


.05 
.13 


.01 
.01 


.01 
.04 
.04 
.06 
.01 
.01 


.07 
.01 
.02 
.01 


.03 
.04 
.06 


.01 
.01 


.02 
.02 

.02 

* 
.03 


.10 
.02 


.01 
.01 
.04 
.09 
.02 


.05 
.04 
.02 


.05      .02 
.01      .02 


.18 
.01 
.01 
.08 

* 
.06 


.02 
.07 


.06       .03      .04 


.16 


.01 


.15 
.03 
.17 
.09 
.01 
.01 


.01      .03 


.03 


.09 
.02 


.02      .03      .02 


.01 
.25 
.15 
.01 


.03      .041 


:SS 


.02i 
.07 
.01 
.27 

.20 
.11 


.01 
.121 


r«bU  4-Contlnuad 


HOURLY  PRECIPITATION 


PENNBrLVANIA 
NOVEMBER  1948 


StahoD 

A.  M.  Houi  •ndlng 

P.  M.  Hotu  •ndlna 

I 

1 

2 

3 

4 

s 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

B 

e 

7 

8 

9 

10 

11 

12 

H 

AYNKSBURG    2    W 

.01 

.01 

.01 

.05 

.02 

.07 

.03 

.01 

.01 

.22 

EBSTER    MILLS    3    SW 

.02 

.01       .13       .02 

.01 

.01       .02'      .01       .01       .01 

.25 

ELLSBORO    2    E 

.09 

.07 

.01                    .01       .02       .02 

.22 

ILLIAHSPORT 

.01 

.13 

.07       .01       .04       .03       .02 

.31 

IND  GAP   3    SW 

.03       .01 

.01                    .01       .01 

.07 

ORE   2    S    FILTER   PLANT 

.02 

.01       .02       .01 

.04       .08 

.02      .42      .0» 

.71 

DUNGS V ILLS 

.01 

.05       .04       .01 

.01 

.01                  .01 

.14 

-4th- 

LLENTOWN-BETHLEHEM-EASTON    WB    AP 

.24 

.04 

.12 

.04 

.03 

.02 

.01 

.50 

VOCA   WILKES-BARRE    SCRANTON    AP   6 

* 

.05 

* 

« 

• 

* 

* 

.58 

♦ 

4 

* 

• 

* 

.42 

* 

*           *           * 

* 

.05 

I,AIN 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.08 

LAKESLEE    CORNERS 

.15 

.06 

.01 

.01 

.02 

.06 

.09 

.02 

.01 

.02 

.04 

.49 

ANTON    1    NW 

.01 

.01 

.01 

.03 

.02 

.08 

HAUBERSBURG 

.01 

.01 

.01 

.01 

.01 

.05 

OATESVILLE    1    SW 

.03 

.05 

.01 

.02 

.11 

RESSON    1    E    SUIMIT 

.01 

.01 

INGMANS   FERRY 

.01 

.03 

.32 

.08 

.12 

.02 

.15 

.01 

.01 

.75 

USHORE 

.07 

.03 

.10 

AGLES    MERE 

.01 

.01 

.01 

.01 

.01 

.02 

.04 

.01 

.04 

.01 

.17 

VERETT 

.01 

.01 

ETTYSBURG    1    S 

« 

* 

* 

* 

« 

* 

* 

.55 

.55 

LEN   ROCK 

* 

* 

* 

* 

* 

« 

* 

.54 

.54 

COD   SPRINGS    1    NW 

.41 

.01 

.01 

.01 

.04 

.01 

.01 

.02 

.01 

.01 

.03 

.04 

.61 

ARRISBURG   3    S    WB   AIRPORT 

.05 

.01 

.05 

.01 

.12 

AWLEY    1    S   WAI.I.EN   DAM 

.13 

.08 

.06 

.01 

.01 

.01 

.06 

.02 

.01 

.01 

.01 

.41 

OLLIDAYSBURG 

.01 

.01 

.01 

.03 

OLTWOOD 

.01 

.15 

.16 

ONESDALE    6   N   TANNERS   FALLS   // 

.03 

.09 

.11 

.17 

.01 

.02 

.02 

.08 

.05 

.04 

.03 

- 

.65 

UNTSDALE 

.02 

.01 

.01 

.01 

.06 

.12 

ACKSON   SUMMIT 

.01 

.01 

ANCASTER   2   NE   FILTER   PLANT 

.21 

.01 

.02 

.07 

.01 

.01 

.33 

AURELTON   STATE   VILLAGE 

.01 

.01 

EBANON    3    SW 

.01 

.01 

.02 

EHIGHTON 

.12 

.29 

.01 

.01 

.01 

.16 

.05 

.07 

.01 

.73 

EWISTOWN 

.01 

.01 

.01 

.01 

.04 

OCK   HAVEN    2 

.01 

.01 

.01 

.01 

.01 

.05 

EADOW   RUN   PONDS 

.08 

.16 

.10 

.03 

.01 

.27 

.27 

.17 

.16 

.02 

.01 

.02 

.02 

1.32 

ERWINSBURG 

.16 

.14 

.06 

.09 

.01 

.18 

.03 

.01 

.01 

.02 

.71 

ILLVILLE 

.11 

.02 

.13 

EFFS    MILLS    4    NE 

.01 

.01 

ALMERTON 

.01 

.02 

.10 

.09 

.11 

.01 

.03 

.01 

.02 

.19 

.07 

.66 

ARK   PLACE    1    NW   WB  AIRPORT   6 

* 

• 

* 

* 

* 

* 

* 

.67 

* 

* 

* 

* 

* 

.20 

* 

*          *           * 

* 

.01 

HILADELPHIA   WB   AIRPORT 

.31 

.01 

.01 

.03 

.03 

.39 

HILADELPHIA    POINT  BREEZE 

.38 

.01 

.04 

.02 

.45 

HILADELPHIA   WB   CITY 

.26 

.01 

.04 

.02 

.33 

HILLIPSBURG   7   E   AIRPORT 

.01 

.01 

.02 

HOENIXVILLE    1    E    PUMPING   STATKW 

.18 

.18 

IKES    CREEK 

.06 

.09 

.10 

.01 

.04 

.03 

.01 

.01 

.09 

.02 

.46 

LEASANT   MOUNT   1    W 

.02 

.10 

.14 

.10 

.01 

.06 

.11 

.13 

.05 

.20 

.03 

.09 

.02 

.03 

.01 

1.10 

EADING   WB   CITY 

.11 

.01 

.16 

.13 

.41 

ENGVO   6    S   STATE   CAMP 

.01 

.01 

AXTON 

.01 

.01 

.02 

CRANTON  WB   CITY 

.01 

.09 

.16 

.01 

.22 

.14 

.23 

.15 

.14 

.04 

.01 

1.20 

ELLERSVILLE    2    NW 

.02 

.03 

.05 

HADE    GAP 

.01 

.01 

.01 

.01 

.02 

.01 

.07 

OUTH   CANAAN    1    E 

.03 

.10 

.08 

.14 

.04 

.07 

.06 

.07 

.01 

.01 

.61 

PRING   GROVE 

.02 

.01 

.01 

.04 

TROUDSBURG 

.05 

.09 

.01 

.01 

.01 

.01 

.01 

.19 

UNBURT 

.02 

.08 

.01 

.11 

DNBUP.Y  AIRPORT   2   N   6 

• 

.02 

* 

* 

* 

* 

* 

.05 

* 

* 

* 

* 

* 

.06 

AMAQUA   4   N   STILL   CREEK  DAM 

.18 

.03 

.01 

.01 

.27 

.48 

.12 

.13 

.07 

.01 

.01 

1.32 

OWANDA 

.06 

.06 

UNKHANNOCK    1    S 

.04 

.17 

.05 

.01 

.02 

.01 

.01 

.01 

.07 

.01 

.01 

- 

.41 

ILLIAMSPORT 

.03 

.03 

IND   GAP   3    SW 

.19 

.16 

.04 

.14 

.02 

.01 

.03 

.03 

.02 

.01 

.01 

.66 

ORK   2    S   FILTER   PLANT 

.01 

.01 

.01 

-5 

th- 

.03 

I.BION 

.02 

.02 

.01 

.05 

ILAEESLEE   CORNERS 

.01 

.01 

.01 

.01 

.04 

ANTON    1    NW 

.01 

.01 

RESSON    1    E    SUMMIT 

.01 

.01 

.01 

.01 

.04 

URWENSVILLE   6    NW   AIRPORT   6 

* 

*           *           .01 

RIE   WB   CITY 

.04 

.04 

RIE   AIRPORT   6 

* 

* 

* 

* 

♦ 

.05 

* 

»         *         • 

ETTYSBURG    1    S 

.01 

.01 

.01 

.02 

.01 

.01 

.07 

OLLIDAYSBURG 

.01 

.01 

.01 

.02 

.05 

[UNTSDALE 

.01 

.01 

.02 

lEADVILLE    1    S 

.01 

.02 

.03 

ARK   PLACE    1    NW   WB   AIRPORT   6 

* 

*         »         » 

* 

.01     * 

*          *           * 

HILADELPHIA  WB   AIRPORT 

.01 

.01 

.02 

HILADLEPHIA   WB   CITY 

.01 

.01 

HILLIPSBURG    7   E   AIRPORT 

.01                  .01 

.02 

HADE   GAP 

.01 

.01 

.01 

.03 

IND   GAP   3    SW 

.01 

-6 

th- 

.01 

lLBION 

.05 

.28 

.05 

.04 

.01 

.01 

.01      .01 

.46 

lLlens  mills 

.08 

.20 

.12 

.11 

.09 

.06 

.01 

.67 

iLLENTOWN-BETHLEHEM-EASTON   WB  AP 

.01 

.05      .031      .02      .37      .22 

.70 

USTINBURG    2   W 

.03 

.19 

.15 

.14 

.13 

.09 

.02 

.11      .03      .02 

.91 

VOCA   WILKES-BARRE    SCRANTON   AP   6 

* 

* 

"   ♦ 

* 

* 

.01 

* 

*          *          * 

* 

.01      *      i      *           *         2.05 
.09       .OS 

LAIN 

.01 

.01 

.01 

.51 

.08 

.76 

LAIRSVILLE    6   ENE    6 

• 

» 

* 

* 

* 

.01 

* 

* 

* 

* 

* 

.25 

* 

* '        *          * 

* 

.10            1 

LAKESLEE   CORNERS 

.02 

.04 

.02 

.02 

.01 

.06       .48      .42       .24       .25 

1.56 

OSWELL 

.01 

.01 

.08 

.03 

.06 

.03 

.09 

.10 

.02 

.05 

.48 

ROOKVILLE   AIRPORT   6 

* 

» 

« 

* 

* 

.04 

* 

* 

» 

* 

* 

.61 

UCKSTOWN 

.09 

.12 

.11 

.03 

.10 

.14 

.11      .01 

.71 

UTLER   SUBSTATION 

.09 

.22 

.08 

.15 

.01 

.02 

.01 

.01 

.59 

ANTON    1    NW 

.01 

.01 

.01 

.01 

.06 

.18 

.24       .32       .38 

.27 

.11       .01       .07       .01 

1.69 

ARTER   CAMP 

.01 

.02 

.28 

.29 

.21 

.18 

.08 

.16 

.10       .02       .05 

.01 

1.41 

HAMBERSBURG 

.21 

.11 

.20      .10 

.62 

LARION    3    SW 

.05 

.22 

.15 

.22 

.03 

.01 

.6*8 

OALPORT 

.02 

.02 

.29 

.28 

.10 

.03 

.19 

.10 

1.03 

■OATESVILLE    1    SW 

.01 

.05       .Oil       .04       .27       .11 

.49 

ONFLUENCE    1    SW 

.06 

.04 

.01 

.03 

.07 

.02 

.03 

.26 

ONNELLSVILLE    4    N 

.03 

.02 

.02 

.06 

.10 

.09 

.04 

.07 

.05 

.48 

RESSON    1    E    SUMMIT 

.01 

.01 

.07 

.16 

.18 

.26 

.01 

.16 

.02       .09 

.97 

'URWENSVILLE    6    NW   AIRPORT 

* 

* 

* 

* 

* 

.50 

* 

*           *           * 

* 

.06 

)INGMANS    FERRY 

.01      .02                  .36      .15 

.54 

JRIFTWOOD 

.03 

.01 

.17 

.11 

.20 

.13 

.11 

.05 

.09 

.01 

.01 

.92 

)U   BOIS    7    E 

.07 

.06 

.23 

.14 

.09 

.01 

.02 

.62 

See  reference  notea  following  Station  Index. 
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Table  4 -Continued 


HOURLY  PRECIPITATION 


PENNSYLVANIA 
NOVEMBER  1948 


A.  M.  Holu  ending 


1  NW 

E  HGWT  SHED 

S  WB  AIRPORT 


DUNLO 

DUSHORE 

EAGLES  MERE 

EHPORIDH 

ENGLISH  CENTER 

ERIE  WB  CITY 

ERIE  AIRPORT  6 

EVERETT 

FORD  CITY  4  S  // 

FRANKLIN 

GETTYSBURG  1  S 

GLEN  ROCK 

GOOD  SPRINGS 

GREENSBURG  2 

HARRISBURG  3 

HAWLEY  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLLIDAYSBURG 

HOLTWOOD 

HOME 

HOHESDALE  6  N  TANNERS  fALLS  // 

HUNTSDALE 

INDIANA  2  SE 

JACKSOK  SUMMIT 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

KANE  S  SE 

LANCASTER  2  NE  FILTER  PLANT 

LAURELTON  STATE  VILLAGE 

LEBANON  3  SW 

LEHIGHTON 

LEWISTOWM 

LOCK  HAYEJI  2 

MARIENVILLE 

MARTINSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MEADOW  RUN  PONDS 

MEADVILLE  1  S 

MEDIX  RUN 

MERCER  HGWY  SHED 

MERWINSBURG 

MILLVILLE 

MONROE  FURNACE 

MOUNT  UNION  1  NW  // 

MURRYSVILLE 

NEFFS  MILLS  4  NE 

NEW  CASTLE  1  N 

PALME RTON 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHILLIPSBURG  7  E  AIRPORT 

PHOENIXVILLE  1  E  PUMPING  STATION 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PLEASANT  MOUNT  1  W 

PUBXSUTAWNEY  2 

PUTNEYVILLE  2  SE 

RAYMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

RIDGWAY 

ROCHESTER  1  N 

SAXTON 

SCANDIA 

SCRANTON  WB  CITY 

SELLERSVILLE  2  NW 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HGWY  SHED 

SOUTH  CANAAN  1  E 

SPRING  GROVE 

STATE  COLLEGE 

STROUDSBURG 

SUNBURY 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TOWANDA 

TUNKHANNOCK    1    S 

TUNNELTON  // 

TYRONE  4  HE  BALD  EAGLE 

UNION  CITY  1  W 

VANDERGRIFT  2  W 

WASHINGTON 

WAYNE  SBURG  2  W 

WEBSTER  MILLS  3  SW 

WELLSBORO  2  E 

WILLIAMSPORT 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 

YOUNGSVILLE 


ALLEHS  MILLS 

ALLENTOWN  BETHLEHEM  EASTON  WB  AP 

AUSTINBURG  2  W 

AVOCA  WILKES  BARRE  SCRANTON  AP  6 

BLAIN 

BLAIRSVILLE  6  ENE  6 

BLAKESLEE  CORNERS 

BOSWELL 

BROOKVILLE  AIRPORT  6 

CANTON  1  NW 

CARTER  CAMP 

CLARION  3  SW 

COATESVILLE  1  SW 

CONFLUENCE  1  SW 

CONNELLSVILLE  4  N 


.05       .32 

•  * 

.12 
.05       .01 


10         11         12 


.03  .01 

.01  .01 

.01  .02 

.01  .17 

.08  .23 

.01  .12 


.01 
.16       .17      .08 


.06      .08      .10 
.02 


.01       .02      .01 

.15      .11       .02 

.02 

.02 


.01 
.02 


.02      .08 
.03 


.12       .01 
*  .48 


.15 
.22       .06 


.02       .08       .02 

.01 
.01       .11       .02 

.03      .03 


.01 
.25      .13      .20 


.18      .18      .19 


.17      .04      .01 
.01  .04 

.12      .05      .01 


.05       .08       .03 
.19      .04      .03 


.12       .20       .10 
t  .03 


.01 

.03 


.03      .11       .14 


.11      .10      .20 
.01       .09 


.10       .06       .08 
.01 


P.  M.  Houi  ending 


.23       .08 


.18 
.35 


.05 
.33 


.05      .03       .05      .04 


.12 
.01       .17      .09 


.09      .05      .07 


.09      .10      .10 
.01 


.06      .10      .06 
.06  .01 


.01       .01 
.25      .24 


.26      .07 
.40      .39 


.01 
.45 


.02 
.18 


.17 
.05 


.02 
.15 


.24      .21       .22 
.03      .20      .18 


.02       .06 


.05 
.25 


.08       .08 


.09      .17      .16 


.01  .01       .07 

*  •  * 

.11  .08 

.10 
.01 
.01 

.16  .02      .01 


.18       .20      .10 


.09 
.08 


.01 
.16 


.06 
.10 

.04 
.11 
.01 


.09 
.02 


.07 
.06 

.08 
■12i 
.08: 

.Oli 
.11 
.07 


.06 
.06 

.09 
.13 
.45 

.16 
.08 
.02 


.04       .28       .12       .05 


.01      .06 
.21 


.01      .19 


.02 


.03 
.01 


.01      .06 


.01       .01 


.01 

.04      .02 


.13 
.07 


.01 
.09 
.17 


.13 
.07 


.22 
.01 


.26 
.03 


.03 
.13 
.06 
.01 


.04 
.17 


.05 
.02 


.01 
.16 
.10 
.04 

.01 


.08 
.11 


.03 
.07 
.06 

.18 
.08 
.26 

.15 
.11 

.14 
.01 


.01 
.14 


.22      .12      .01 


.17 
.01 
.04 


.04       .01 


.05 
.05 


.07 
.15 


Se«  reference  notes  foUowing  Station  Index. 
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.03 
.37 


.18       .06 


.29 
.02 

.06 

.07 
.10 
.26 

.25 
.11 


.17 

* 

.40 


.24, 
.43 


.07 
.01 
.22 

.23 
.06 


.55 

* 

.08 


.04 
.01 


.02      .01      .09 


.02 
.23 


.01  .02  .15 

.05  .04  .03 

.07  .07  .03 

.02  .16  .12 


.18 
.01 


.59 
.01 


.01 
.11 


.03 


.25 


-7th- 


.01 
.01 

.06       .36 
*  * 

.06 

.04       .82 


.49 
.14      .38       .24 

.08       .07       .34 


.13      .23       .29 


.41 
.01 


.43 
.19 


.77 
.16 


.01 
.04 


.11 
.08 


.71 
.01 
.91 

.67 
.02 


.15 
.04 


10 


U        12 


.48 
.03 
.59 

.19 
.25 


.04 
.20 


.30      .01  .06 

.18  .56 

.03  .02 

.26      .03  .07 

.02      .04 


.11       .01 
.21      .30 


.05       .06       .08 

.36       .18       .42 
.01 


.15      .06      .02      .01 


.09 
.12 


.43 


.02 
.13 


.01 
.26 


.02 


.01 
.69 


.02 
.25 


.12      .34      .17 


.09 

.15 


.05      .04 


.43      .15 
.01 


.43      .03      .64 


.03       .40 
.02         11 


.05  .17 
.35  .14 
.40      .58 


.02 
.32 


.21 
.01 


.24 
.03 
.40 


.48 


.16 
.44 


.20 
.22 
.33 

.15 
.13 


.43 
.05 


.02 
.15 


.02 
.13 
.19 

.06 
.24 


.18 

.01 


.03 
.08 


.29 


01 

.03 

.34 

56 

.42 

.10 

.20 

01 

.01 

.01 

.01 
.01 
.12 
.30 


.14 
.02 


.03 


.01      .01 
.02      •  • 


.60 


.03 
.01 


.82 
.07      .09 


.01 
.01 
.06 
.20 
.71 
.15 


.12 
.54 


.01 

.13 


.11 
.03 

.26      .03 
.01 


.15      .25      .47 


.26 
.44 
.01 


.16 
.17 
.01 


.01 
.01 


.07 
.06 


.05 
.16 
.01 


.77 
1.53 
1.46 

.98 
1.50 

.54 


.46 
.41 

2.20 
.57 

2.38 
.32 

1.10 
.85 

1.02 

1.20 
.92 
.35 
.94 
.55 
.45 

1.33 
* 

.48 
.69 
.87 

1.70 

1.22 
.84 

1.31 

1.59 
.65 
.90 


.25      .34      .3211 


.01 
.15 
.03 


.29 
.15 


.22 
.02 


.02      .08 
.36      .35 


.03 
.01 


.01 
.17 
.02 


.25 
.05 
.08 

.49      .23 


.29      .24      .18 


.34 
.20 


.18 
.17 


.42 
.07 


.02 
.15 


.19 
.10 
.01 


.27 
.06 

.24 
.01 
.54 
.16 


.06 


.01 
.26 


T>bl*  4-Coiilinu»d 


HOURLY  PRECIPITATION 


PKNNBYLVAaiA 
NOVEHBER  1948 


A.  M.  Hour  •nding 

P.  M.  Houi  •adUig 

' 

SlatioD 

I 

1 

2 

3 

4 

5 

e   |7 

8 

9 

10 

n 

12 

1 

2 

3 

4 

S 

6 

7 

e    '-. 

^ 

CURWENSVILLE   6    Nl   AIRPORT  6 

* 

« 

• 

* 

•            .04 

_ 

DINGMANS   FERRY 

.24 

.17 

.12 

.05 

.01 

.59 

DU   BOIS    7   K 

.05 

.09 

DUSIIORE 

.02 

.02 

EAGLES   MERE 

.10 

.02 

.03 

.01 

.16 

ERIE   WB   CITY 

.03 

.03 

ERIE    AIRPORT   6 

« 

.06 

* 

• 

« 

♦       '     ♦            .04 

FORD   CITY    4    S    // 

.04 

.04 

FRANKLIN 

.01 

.01 

.01 

.03 

GLEN   ROCK 

.08 

.04 

.02 

sOl 

.15 

GOOD   SPRINGS    1    NW 

.05 

.03 

.08 

HARRJSBURG    3    S   WB  AIRPORT 

.01 

.01 

HAWLEY    1    S    WALLEN   DAM 

.13 

.06 

.08 

.10 

.01 

.02 

.40 

HOLTWOOD 

.23 

.09 

.32 

HOME 

.04 

.01 

.05 

HONESDALE    6    N    TANNERS    FALLS    // 

.17 

.03 

.08 

.07 

.35 

JAMESTOWN   2   NW 

• 

• 

• 

4 

* 

* 

*            .45 

.45 

KANE    5    SE 

.02 

.02 

LANCASTER   2   NE   FILTER  PLANT 

.30 

.03 

.01 

.34 

LEBANON      3    SW 

.01 

.04 

.05 

LEHIGHTON 

.07 

.12 

.09 

.28 

LEWISTOWN 

.01 

.01 

.02 

MARIENVILLE 

.02 

.01 

.03 

MEADOW    RUN    PONDS 

.08 

.05 

.11 

.02 

.26 

MERCER    HGWY    SHED 

.01 

.01 

.02 

MERWINSBURG 

.19 

.16 

.08 

.04 

.47 

MILAN 

* 

* 

* 

* 

« 

*        1.46 

• 

1.46 

MILLERSBURC    2   E 

1.92 

1.92 

MILLVILLE 

.04 

.01 

.05 

MONTROSE 

• 

* 

• 

* 

* 

*        2.45 

2.45 

MOUNT    UNION    1    NW   // 

• 

♦ 

* 

« 

* 

•        1.73 

1.73 

MURRYSVILLE 

.02 

.02 

NEFFS    MILLS    4    NE 

.01                   .01 

.  .01 

.03 

PALMERTON 

.33 

.20 

.21 

.15 

.191      .07       .02- 

1.17 

PARK   PLACE    1    NW    WB   AIRPORT    6 

* 

« 

* 

* 

* 

»        1.71 

PHILADELPHIA   WB   AIRPORT 

.22 

.54 

.08 

.06 

.02 

.92 

PHILADELPHIA   POINT  BREEZE 

.33 

.41 

.13 

.10 

.97 

PHILADELPHIA  WB  CITY 

.12 

.37 

.10 

.09 

.68 

PHOENIXVILLE    1   E   PUMPING   STATION 

.28 

.11 

.09 

.01 

.49 

PIKES   CREEK 

* 

* 

* 

* 

* 

*        1.85 

1.90 

PINE  GROVE   MILLS    1    S 

_ 

_ 

_ 

_ 

- 

_ 

_          _          - 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

• 

PITTSBURGH   7    SE  WB  AIRPORT  // 

.02 

.02 

PLEASANT    MOUNT 

.11 

.02 

.07 

.06 

.26 

PORT  CLINTON 

* 

* 

• 

* 

* 

* 

*        1.90 

1.90 

PUNXSUTAWNEY   2 

.01 

.02 

.01 

.04 

PUTNEYVILLE   2    SE 

.02 

.01 

• 

.03 

RE.U)ING   WB  CITY 

.20 

.17 

.03 

.40 

RIDCWAY 

.02 

.02 

SCANDIA 

.01 

.03 

.03 

.07 

SCR^NTON  WB   CITY 

.08 

.03 

.07 

.03 

.21 

SELlERSVILLE   2   NW 

.15 

.08 

.07 

.30 

SHADE  GAP 

.02      .01 

.01 

.04 

SHEFFIELD   6   W   CHERRY  GROVE 

.04 

.01 

, 

.05 

SOUTH   CANAAN   1   E 

.1^ 

.03 

.07 

.06 

.05 

.33 

SPRING    GROVE 

.01 

.01 

.02 

STROUDSBURG 

.15 

.04 

.01 

.20 

SUNBURY   AIRPORT    2   N    6 

* 

.04 

* 

* 

« 

* 

*           .01 

TAMAQUA   4   N   STILL   CREEK  DAM 

.02 

.10 

.07 

.19 

TIONESTA    2    SE    DAM    // 

.02 

.02 

.04 

TOWANDA 

.01 

.01      .01 

.03 

TUNKHANNOCK    1    S 

.07 

.01 

.05 

.01 

.02 

.16 

WASHINGTON 

.01 

.01 

WIND  GAP    3    SW 

.18 

.21 

.11 

.04 

.01 

.55 

YORK  2   S  FILTER  PLANT 

* 

* 

« 

* 

* 

* 

*         1.39 

1.39 

YOUNGSVILLE 

.03 

.02 

-£ 

th- 

.05 

SLAIN 

.01 

.01 

.02 

.01      .01       .01 

.01 

.08 

MONTROSE 

_ 

_ 

_ 

. 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_          _          _ 

HEFFS   MILLS   4   N 

.01 

.01 

.01 

.01 

.04 

PIKES  CREEK 

-9 

th- 

.01 

.01 

.02 

ALLENS   MILLS 

.01 

.01 

.02 

AHSTINBURG   2   W 

.01                  .02 

.03 

AVOCA  WILKES   BARRE   SCRANTON  AP  6 

*  - 

* 

* 

* 

* 

.09      * 

•          *           .01 

BLAIN 

.01 

.01 

.01 

.02 

.01 

.11 

.05 

.22 

BLAIRSVILLE   6    ENE  6 

« 

♦ 

* 

* 

• 

.01 

BLAKESLEE  CORNERS 

.02 

.01 

.06 

.02 

.06      .03 

.01      .01 

.22 

BOSWELL 

.01 

.05 

.02 

.08 

BUCKSTOWN 

.02 

.01 

.07 

.07 

.01 

.01 

.19 

CANTON   1   NW 

.01 

.01 

.01 

.01       .01 

.05 

CARTER    CAMP 

.01 

.07 

.02 

.04      .05 

.01 

.20 

CHAMBERSBURG 

.07 

.01 

.07 

.08 

.05 

.01 

.29 

COALPOP-T 

.05 

.01 

.01 

.07 

CONFLUENCE    1    SW 

.09 

.09 

.18 

CRESSON   1   E   SUMMIT 

.02 

.02 

.01 

.01 

.01 

.07 

CURWENSVILLE   6   NW  AIRPORT  6 

* 

. 

« 

• 

« 

.02 

DRIFTWOOD 

.01 

.01 

.01 

.02 

.05 

DU  BOIS   7  E 

.01 

.01 

.01 

.02                  .02 

.07 

DUNLO 

_ 

_ 

_ 

_ 

_ 

„ 

—          -          -1 

-           -           - 

_ 

_ 

_ 

_ 

_ 

DUSHORE 

* 

« 

« 

* 

* 

* 

«           * 

... 

* 

EAGLES    HERE 

.09       .10       .01 

.20 

ENGLISH   CENTER 

.02 

.02 

.03 

.01 

.08 

EVERETT 

*          * 

*           *           * 

« 

* 

* 

* 

« 

« 

* 

1.59 

1.59 

FRANKLIN 

.01 

.01 

.01      .01 

.04 

GETTYSBURG   1    S 

.01       .01 

.03 

.05 

.03 

.08 

.07 

.C3 

.03 

.34 

GLEN    ROCK 

.01 

.03 

.01 

.01 

.06 

GOOD    SPRINGS    1    NW 

.02 

.04 

.11 

.03 

.07 

.09 

.02 

.03 

.41 

HARRISBURG   3    S   WB   AIRPORT 

.09 

.08 

.06 

.03 

.04 

.07 

.01 

.38 

HAWLEY   1    S   WALLEN   DAM 

.01 

.02 

.02 

.01 

.02      .01 

.10 

HEWITT    2    S 

.02       .08       .03 

.06 

.03 

.01 

.23 

HOLLIDAYSBURG 

.03 

.10 

.02 

.01 

.16 

HOME 

.01 

.01 

.02 

HONESDALE    6    N    TANNERS    FALLS    // 

.03 

.13 

.09       .03 

.04                   .01 

.33 

HUNTSDALE 

.01      .03 

.01 

.01 

.02 

.01 

.08 

.04 

.01 

.01 

.01 

.24 

INDIANA    2    SE 

.01 

.01 

.02 

JACKSON   SUMMIT 

.02 

.05 

.07 

LAURELTON    STATE    VILLAGE 

.01 

.01 

.01 

.02 

.05 

LEBANON   3    SW 

.01 

.01 

.07 

.04 

.01 

.01 

.15 

LEHIGHTON 

1 

.01 

.01 

.09 

.02 

.01 

.14 

See  reference  notes  following  Station  Index. 
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HOURLY  PRECIPITATION 


PENNSYLVANIA 
NOVEMBER  1948 


Table  4-Coiitinued 


Station 


A.  M.  Hour  ending 


LEWISTOWN 

LOCK   HAVEN    2 

HARTINSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MEADOW  RUN  PONDS 

HERWINSBURG 

MILLERSBURG  2  E 

MILLVILLE 

MONROE  FURNACE 

MOUNT  UNION  1  NW  // 

NETFS  MILLS  4  NE 

PALHERTON 

PARK  PLACE  1  SU  IB  AIRPORT  6 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PIKES  CREEK 

PINE  GROVE  HILLS 

PLEASANT  MOUNT  1  W 

RATMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

SAKTON 

SCRANTON  WB  CITY 

SHADE  GAP 

SOUTH  CANAAN  1  E 

SPRING  GROVE 

STATE  COLLEGE 

STROUDSBURG  . 

SUKBUBY 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TOWAXDA 

TUNKHXNNOCK  1  S 

TYRONE  4  NE  BALD  EAGLE 

WASHINGTON 

WEBSTER  HILLS  3  SW 

WELLSBORO  2  E 

WILLIAMSPORT 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 


ALBION 

ALLENS  MILLS 

ALLENTOWN  BETHLEHEM  EASTON  WB  AP 

AUSTINBURG  2  W 

BLAIN 

BLAIRSVILLE  6  ENE  6 

BOSWELL 

BROOKVILLE  AIRPORT  6 

BUCKSTOWN 

BUTLER  SUBSTATION 

CANTON  1  NW 

CARTER  CAMP 

CHAHBERSBURG 

CLARION  3  SW 

COALPORT 

COATESVILLE  1  SW 

CONFLUENCE  1  SW 

CONNELLSVILLE  4  N 

CRESSON  1  E  SUMHIT 

CURWENSVILLE  6  NW  AIRPORT  6 

DINGMANS  FERRY 

DRIFTWOOD 

DU  BOIS  7  E 

DUNLO 

DUSHORE 

EAGLES  MERE 

EMPORIUM 

ENGLISH  CENTER 

ERIE  WB  CITY 

ERIE  AIRPORT  6 

EVERETT 

FORD  CITY  4  S  // 

FRANKLIN 

GETTYSBURG  1  S 

GLEN  ROCK 

GOOD  SPRINGS  1  NW 

GREENSBURG  2  E  HGWY  SBED 

HAWLEY  1  S  WALLEN  DAM 

HOLLIDAYSBURG 

HOME 

HUNTSDALE 

INDIANA  2  SE 

JACKSON  SUMMIT 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

KANE  5  SE 

LAURELTON  STATE  VILLAGE 

LEWISTOWN 

LOCK  HAVEN  2 

HARIENVILLE 

MARTINSBURG 

HARTINSBURG  BLAIR  CO  AIRPORT  6 

MEADVILLE  1  S 

MEDIX  RUN 

MERCER  HGWY  SHED 

MILAN 

MILLERSBURG  2  E 

MILLVILLE 

MONROE  FURNACE 

MOUNT  UNION  1  NW  // 

MURRYSVILLE 

NEFFS  MILLS  4  NE 

NEW  CASTLE  1  N 

PALHERTON 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 
PHILLIPSBURG  7  E  AIRPORT 
PHOENIXVILLE  1   E  PUMPING  STATION 
PIKES  CREEK 
PINE  GROVE  MILLS 


.01 
.01 

•     •     * 


10    11    12 


P.  M.  Hour  ending 


*    * 
.01   .01 


.02 
.04 


.01 

* 
.01 


.01 

.01 

« 

.01 
.04 
.01 


.01 
.01 
.07 


.01 
.02 
.05 


.04 
.01 


.01 
.01 


.02 
.01 
.15 


.02 

.02 

.03 

.05 

.01 

.01 
.05 

.02 

.02 

.10 

.12 

.01 

.03 

.01 

.10 

.16 

.01 

.04 

.02 

.04 

* 

* 

* 

* 

♦ 

.03 

.05 

.02 

10 


12 


.04 
.01   .02 


.02 


.061 
.01 


.02   .02   .01   .05 
.01   .02   .09   .03 


03 

.05 

.01 

01 

.01 

.04 

01 

.03 

.01 

.01 

.03 
.02 
.01 
.01 


.01 
.02 


.01 
.01 


.05 
.01 


.12 
.01 


.05 
.04 


.07 

* 

.08 


.04 
.01 


.01 
.01 
.16 
.01 


.10 
.02 


.01 

« 

.01 


-10th- 


.07 
.03 


•    *    • 


.03 
.02   • 


.07 
.02 
.20 
.06 


.06   .01   .07 


.05   .01   .03!  .03 
.01 


.05   .06 
.01 


.02 
.01 
•     .03   * 

.01 
.01   .01   .08 


.04 
.02 


.05 
.08 


.03   .17 

•    » 


.03 
.02 


.03   .04   .09 


.06   .02   .03   .06 

•     .19   *     • 


.04 


.03 
.06 


.01 
.03 

.01 
.01 


.06   .04   .02 


.01   .01   .01 
.01   .04 


.01 
.01 

.02 

.07 
.01 
.04   .03 


.03 


.08 

.09 

.02 
.01 

.10 


.01 
.03 


.02 

.01 

.02 
.01 
.08 


.04 
.08 


.04 
.02 

.02 

.01 

* 

.04 

.10 

.03 


.11 
.06 


.01 
.03 


.01 
.07 


.01 
.06 

.03 

.03 
.03 
.11 

.02 

.01 

* 

.06 

.01 

.01 


.03 
.08 


.07 
.01 
.09 
.04 


.05 
.03 
.01 


.03 
.01 

.01 

.31 
.05 
.24 
.02 
.01 
.01 
.01 


.05   .04 


.04 
.01 


.01 
.02 


.05 
.01 


.031 

.10 

* 
.08 

.01 
.01 
.01 

.03 
.01 


.02 
.01 

.01 
.01 
.05 
.01 
.02 
.02 

.01 
.15 


.04 
.01 
.02 

.04 

.01 


.15 
.01 
.22 

.02 


.11 
.03 


.01 
.01 


.02 

* 

.01 


.01 

.13   .04 


.07 
.04 
.34 
.06 
.04 
.15 


.01 
.01 
.03 


.02 
.01 


.01 
.01 


.01 

.01 

* 
.02 

.02 


.01 
.01 


.01 
.01 


.04   .03 


.04 

.01 

* 

.06 

* 

.02 

.02 

.01 


.04 

.02 

* 

.03 

* 

.01 

.01 

.01 

.08 

.01 

.01 


.08   .03 
.04 


.06 
.06 


.01 

.01   .02 

•     .10 


.03   .05 

.02   .02   .02 


.03 

.02 

.01 

.04 

.04 

.02 

.05 

.01 

* 

.29 

» 

* 

* 

.24 

.15 

.04 

.01 

.01 

.02 

.02 

.07 

.09 

.03 

.01 

.01 

.01 

.04 
.01 
.02 


.02 

.07 


.02 
.01 


.01   .02 


.06 

.02  . 

.03  .05 

.02  .07 


.02 

.01   .02 

.02   .06 
.12 

.03 


.04 
.13 
.03 
.04 


.03 

.04 

.01 

.10 
.17 
.15 

.04 


.05 
.10 
.03 
.04 


.02 
.03 
.07 


.02 

.01 

* 

.08 

.01 

.05 


.02 
.05 


.03 
.05 


.04 
.03 
.02 


.02 

.01 

* 

.05 

.02 

.02 


.02 
.04 


.02 
.26 


.03 
.02 


.01 

.01 

.02 
.03 
.01 


.02 
.02 
.01 
.04 
.01 
.01 


.01 
.07 
.01 
.01 


.01 


.01 
.06   .01 
.12   .10   .06 


.09 


*     .40 

.03   .02   .08 


.09 
.10 
.20 

.15 

.05 

.31 

.30 

.16 

• 

.16 

.02 

.15 
.48 

.10 
.03 
.01 
.33 
.16 
.11 
.10 
.19 
.25 
.11 
.11 
.40 

.30 
^07 

.35 
.25 
.05 
.05 
.13 
.03 
.04 


.44 
.28 
.29 
.37 
.15 


.03 
.03 
.04 
.06 
.01 


.03   .06   .05 


.05 
.01 
.03 


.01 
.02 
.05 
.03 


.01 
.01 
.02 


.01 
.07 


.06 
.05 
.04 
.10 


.02 
.01 
.01 

.02 

.02 


.01 
.04 
.01 
.04 


.04 
.02 


.07 
.03 


.02   .01   .01   .01 

.02   .05   .01   .01   .03 

.11   .07   .05   .02 


02  .08 
.02  .02 
.08   .01 


.02   .01   .01 
.01   .02 


.01   .02   .02 


.04   .03 
.01   .01 


.01 
.01 


.01   .01 
.01   .01 


.01   .01 


.05   .06   .01 
•     .40 
.03   .03   .02 


.06   .06   .05 


.02 
.14 


.01   .01 


.11 

.28 

.30 

.31 

.07 

.27 

* 

.13 

.02 

.15 

.20 

.55 
.40 
.25 

.40 
.27 
.50 
.30 
.66 

.06 
.09 
.34 
.07 
.02 
.09 
.12 
.01 
.11 
.23 
.17 
.21 
.37 
.20 
.05 
.40 
.14 
.11 
.14 
.25 
.16 

.40 

.42 

.41 

.34 

• 

.13 

.27 

.40 

.14 

.17 

.32 

.04 

.21 

.24 
.30 
.31 
.50 
.08 
.03 


See  reference  notes  ioUowing  Station  Index. 
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T*bl«  4-Coatlnuwl 


HOURLY  PRECIPITATION 


PEHNSTLVANIA 
NOVEHBER  1948 


A.  M.  Hour  andiiig 

P.  M.  Hoar  andlna 

1 

Station 

1 

a 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10       u 

12 

H 

PITTSBURGH    7    SE   WB    AIRPORT   // 

.01 

.01 

.03 

.01 

.01 

.04 

.03 

.02 

.01 

.17 

PITTSBURGH   WB   CITY 

.01 

.02 

.02 

.03 

.03 

.03 

.07 

.04 

.02 

.27 

PORT   CLINTON 

.02 

.07 

.oe 

PUNXSUTAWNKY    2 

.01 

.01 

.05 

.05 

.01 

.05 

.02 

.01 

.21 

PUTNEYVILLE    2    SE 

.04 

.07 

.01 

.04 

.04 

.01 

.01 

.22 

RAYMOND 

.03 

.05 

.07 

.10 

.06 

.08 

.06 

.12 

.11 

.07 

.02 

.01 

.79 

REMOVO   6    S    STATE    CAMP 

.02 

.01 

.01 

.02 

.02 

.05 

.06 

.07 

.02 

.02 

.01 

.31 

RIDGWAY 

.02 

.15 

.08 

.02 

.01 

.03 

.06 

.02 

.01 

.40 

ROCHESTER    1    N 

.01 

.02 

.01 

.05 

.03 

.01 

.07 

.03 

.02 

.03 

.02 

.30 

SAXTON 

.01 

.01 

.01 

.01 

.01 

.01 

.02 

.07 

.01 

.16 

SCANDIA 

.04 

.11 

.07 

.08 

.04 

.02 

.06 

.08 

.04 

.01 

.01 

.02 

.58 

SELLERSVILLE    2    MW 

.02 

.07 

.01 

.01 

.02 

.02 

.01 

.01 

.01 

.18 

SHADE   GAP 

.01 

.01 

.01 

.01 

.01 

.01       .01 

.07 

SHEFFIELD   6   W   CHERRY  GROVE 

.12 

.07 

.03 

.08 

.01 

.05 

.06 

.08 

.50 

SMETHPORT   BGWY   SHED 

.01 

.06 

.15 

.02 

.01 

.04 

.03 

.03 

.02 

.37 

SPRING    GROVE 

.01       .01 

.01       .01 

.01 

.05 

STATE    COLLEGE 

.04 

.01 

.04 

.05 

.08 

.05 

.02 

.29 

STROUDSBURG 

.02 

.26 

.06 

.03 

.37 

SUNBURY 

.02 

.07 

.01      .01 

.01 

.02 

.14 

SUNBURY   AIRPORT   2    N   6 

* 

« 

* 

» 

* 

.11    • 

»         • 

.06 

TAMAQUA    4    N   STILL   CREEK   DAM 

.01 

.01 

.02 

TIONESTA    2    SE   DAM   // 

.01 

.01 

.05 

.03 

.03 

.03 

.01 

.06 

.08 

.05 

.02 

.01 

.39 

TITUSVILLE 

.03 

.02 

.08 

.05 

.02 

.02 

.03 

.10 

.04 

.03 

.42 

TOWANDA 

.01 

.01 

.03 

.04 

.01 

.04 

.07 

.01 

.22 

TUNKHANNOCK   1    S 

.01      .01 

.01 

.03 

TUNNELTON    // 

.03 

.02 

.02 

.01 

.03 

.02 

.01 

.14 

TYRONE    4    NE   BALD   EAGLE 

.01 

.02 

.04 

.04 

.03 

.01 

.15 

UNION   CITY    1    W 

.01 

.03 

.06 

.04 

.02 

.03 

.03 

.03 

.06 

.02 

.01 

.34 

VANDERGRIFT   2   W 

.01 

.05 

.03 

.01 

.02 

.01 

.01 

.14 

WASHINGTON 

.01 

.01 

.01 

.01 

.01 

.07 

.03 

.06 

.01 

.22 

WAYNESBURG    2   W 

.02 

.01 

.04 

.03 

.05 

.01 

.02 

.01 

.01 

.20 

WEBSTER   MILLS   3    SW 

.02 

.01 

.02 

.03 

.01 

.09 

WELLSBORO    2    E 

.01 

.04 

.02 

.03 

.11 

.06 

.02 

.01 

.30 

WILHAMSPORT 

.01 

.01 

.01 

.01 

.01 

.02 

.03 

.09 

.10 

.09 

_ 

- 

_ 

- 

WIND   GAP   3    SW 

.15 

.12 

.04 

.02 

.33 

YODNGSVILLE 

.05 

.03 

.06 

.01 

.02 

.08 

.05 

.02 

.02 

.01 

.35 

-lith- 

ALLENTOWK   BJiTULEHEM   EASTON  WB   AP 

.01 

.01 

BLAIN 

.01 

.01 

.01 

.03 

CANTON   1    NW 

.01 

.01 

EAGLES   MERE 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

ENGLISH   CENTER 

.01 

.01 

.02 

ERIE   AIRPORT   6 

»           .01 

EVERETT 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

BOLLIDAYSBURG 

.01 

.01 

.02 

HUNTSDALE 

.01 

.01 

JACKSON   SUMMIT 

.01 

.01 

.02 

MERCEH   HGWY   SHED 

.01 

.01 

.01 

.01 

.01 

.05 

MILLERSBURG    2   E 

.14 

.14 

MONROE    FURNACE 

.01 

.01 

.01 

.03 

NEFFS   MILLS    4    NE 

.01 

.01 

PARK   PLACE    1    NW   WB  AIRPORT   6 

*           * 

* 

* 

« 

* 

* 

.02 

PORT   CLINTON 

.01 

.09 

.10 

YORK  2   S   FILTER  PLANT 

*            .62 

.62 

-12th- 

- 

ALLENTOWN   BETHLEHEM   EASTON  WB  AP 

.01 

.01 

BLAKE SLEE   CORNERS 

.01 

.01 

CHAMBERSBURG 

■■, 

.02 

.02 

COATESVILLE    1    SW 

.02 

.01 

.04 

.07 

DINGMANS   FERRY 

.01 

.02 

.03 

GETTYSBURG    1    S 

.01      .10 

.11 

GLEN   ROCK 

.01 

.08 

.09 

HARRISBURG   3    S   WB   AIRPORT 

.03 

.03 

BOLLIDAYSBURG 

.01 

.01 

.01 

.01 

.01 

.05 

HOLTWOOD 

.02 

.02 

LANCASTER   2    NE   FILTER   PLANT 

.01 

.02 

.03 

LEBANON   3    SW 

.01       .03 

.04 

.08 

LEHIGHTON 

.01       .01 

.06 

.08 

MERCER   HGWY   SHED 

.01 

.01 

MERWINSBURG 

.02 

.06 

.08 

READING   WB   CITY 

.01 

.01 

SPRING   GROVE 

.02       .05 

.06 

.13 

STROUDSBURG 

.03 

.05 

.08 

UNION   CITY   1    W 

.01 

.01 

WIND  GAP   3    SW 

.02 

.02 

YORK   2   S   FILTER  PLANT 

^ 

-13 

th- 

•         * 

•           * 
• 

• 

* 

ALBION 

.02 

.05 

.02 

.02 

.01 

.02 

.12 

.01 

.04 

.01 

.32 

ALLENS    MILLS 

.02 

.03 

.03 

.01 

.04 

.05 

.01 

.02 

.02 

.23 

ALLENTOWN  BETHLEHEM   EASTON  WB  AP 

.04 

.02 

.02 

.03 

.11 

AVOCA  WILKES   BARRE   8CRANT0N  AP  6 

•  * 

* 

* 

♦ 

* 

.02 

BLAIN 

.01 

.01 

.03 

.05 

BLAIRSVILLE    6    ENE    6 

* 

» 

* 

♦ 

* 

.01 

* 

* 

* 

* 

« 

.11 

BLAKESLEE    CORNERS 

.01 

• 

.01 

.01 

.01 

.02 

.01 

.07 

BOSWELL 

.02 

.02 

.02 

.01 

.01 

.03 

.05 

.06 

.02 

.24 

BROOKVILLE   AIRPORT   6 

* 

* 

« 

* 

* 

.08 

* 

» 

♦ 

* 

* 

.07 

* 

* 

* 

* 

* 

.08 

BUCKS TOWN 

.01 

.01 

.02 

.02 

.01 

.02 

.02 

.03 

.01 

.04 

.03 

.01 

.23 

BUTLER   SUBSTATION 

*           * 

* 

* 

* 

* 

* 

« 

* 

• 

* 

* 

« 

.10 

.10 

CANTON    1    NW 

.04 

.04 

CARTER   CAMP 

.01 

.01 

.03 

.01 

.03 

.09 

CHAMBERSBURG 

.01 

.01 

.01 

.03 

CLARION   3    SW 

.03 

.02 

.06 

.07 

.03 

.02 

.05 

.03 

.31 

COALPORT 

* 

* 

* 

* 

* 

* 

♦ 

« 

* 

* 

* 

• 

* 

* 

* 

« 

* 

* 

*           • 

»          » 

.17 

.27 

COATESVILLE    1    SW 

.03       .04 

.02 

.02 

.01 

.01 

.13 

CONFLUENCE    1    SW 

.04 

.03 

.06 

.02 

.01 

.01 

.07 

.01 

,02 

.27 

CONNELLSVILLE    4    N 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.07 

CRESSON    1    E    SUMMIT 

.02 

.01 

.01 

.04 

.01 

.09 

CURWENSVILLE   6   NW   AIRPORT   6 

* 

* 

* 

« 

* 

.03 

* 

* 

* 

* 

* 

.04 

* 

* 

* 

* 

* 

.01      * 

*          * 

.06 

DINGMANS   FERRY 

.02 

.02 

DRIFTWOOD 

.01 

.01 

.02 

.06 

.02 

.04      .01 

.17 

DU  BOIS    7   E 

.01 

.01 

.01 

.02 

.02 

.03 

.09 

.01 

.20 

DUNLO 

_           _ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_          __ 

_ 

EMPORIUM 

.02 

.02 

.02 

.02 

.01 

.01       .01 

.11 

ERIE   WB   CITY 

.08 

.09 

.01 

.01 

.04 

.11 

.03 

.02 

.39 

ERIE   AIRPORT   6 

* 

* 

* 

« 

* 

.15 

* 

• 

* 

* 

* 

.18 

• 

* 

* 

* 

* 

.03 

FORD   CITY    4    8// 

.01 

.04 

.05 

FRANKLIN 

.02       .03 

.01 

.03 

.03 

.01 

.01 

.03 

.05 

.01 

.07 

.30 

GETTYSBURG    1    S 

.02 

.04 

.06 

GLEN   ROCK 

.02 

.02 

.02 

.01 

.01 

.08 

See  reference  notes  following  Station  Index, 
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Table  4-Continuecl 


HOURLY  PRECIPITATION 


PENNSYLVANIA 
NOVEMBER    1948 


Station 


GOOD  SPRINGS  1  NW 

GREENSBURG  2  E  HGWY  SHED 

BARRISBURG  3  S  WB  AIRPORT 

HOLLIDATSBUHG 

HOLTWOOD 

HOME 

INDIANA  2  SE 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

KANE  5  SE 

LANCASTER  2  NE  FILTER  PLANT 

LAURELTON  STATE  VILLAGE 

LEBANON  3  SW 

LEHIGHTON 

LEWISTOWN 

LOCK  HAVEN  2 

MARIENTILLE 

MARTINSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MEADOW  RUN  PONDS 

MEADVILLE  1  S 

HEDIX  RUN 

MERCER  HGWY  SHED 

MERWINSBURG 

MILLVILLE 

MONROE  FURNACE 

MURRYSVILLE 

NEFFS  HILLS  4  HE 

NEW  CASTLE  1  H 

PALMERTOH 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHILLIPSBURG  7  E  AIRPORT 

PHOEKIXVILLE  1  E  PUMPING  STATION 

PIKEE  CREEK 

PINE  GROVE  MILLS  1  S 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITT8BDBGH  WB  CITY 

PUNXSDTAWNEY  2 

PUTNEYVILLE  2  SE 

RAYMOND 

BEADING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

RIDGWAY 

ROCHESTER  1  N 

SAXTON 

SCANDIA 

SELLERSVILLE  2  NW 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HGWY  SHED 

SOUTH  CANAAN  1  E 

SPRING  GROVE 

STATE  COLLEGE 

STROUDSBURG 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAK  // 

TITUSVILLE 

TUNKHANNOCK  1  S 

TUNNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VANDERGRIFT  2  W 

WASHINGTON 

WAYNESBURG  2  W 

WILLIAMSPORT 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 

YOUNGSVILLE 


ERIE   AIRPORT   6 

SCANDIA 

UNION  CITY  1  W 

YOUNGSVILLE 


ALBION 

CONNELLSVILLB  4  N 

EMPORIUU 

ERIE  WB  CITY 

ERIE  AIRPORT  6 

JACKSON  SDHMIl 

lUNE  5  SE 

MEADVILLE  1  S 

MILLERSBURG  2  E 

NEFFS  MILLS  4  NE 

PORT  CLINTON 

SCANDIA 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HGWY  SHED 

TITUSVILLE 

UNION  CITY  1  W 

WELLSBORC  2  E 

YOUNGSVILLE 


ALBION 

BLAIRSVILLE  6  ENE  6 

BOSWELL 

BROOKVILLE  AIRPORT  6 

BUCKSTOWN 

BUTLER  SUBSTATION 

CLARION  3  SW 

COATESVILLE    1    SW 

CONFLUENCE    1    SW 

CRESSON    1   E    SUMMIT 

CURWENSVILLE   AIRPORT   6 


A.  M.  Houi  ending 


.01 
.03      .04       .03 

.07 

.01       .03 
.09      .06      .01 

.Oil 
.02 

.02      .03 


.01      .01      .04 
.04      .01 


.01 

.01 
.01      .02 

.01  .02 
.01       .01 

.02  .01 

.07  .08 


.01 
.01 


.01       .03 


.03 
.01 
.01 

.02 
.01 
.01 

.04 


.01      .20      .02 


»  » 


.05       .04       .01 
.05 


.03 
.06 

.01 


.04 
.08 


10 


.01 
.01 
.01 
.03 


.01 
.02 
.01 


.07 


.01  .03  .01 
.01  .01  .01 
.01  .02  .01 
.01 
.01 


.01 
.05 


.03 
.05 


.01      .02 
.02       .04      .01 


.01      .02 


.05      .06      .02 

♦  »  » 

.01      .01 


.03 
.04 


.01 
.01 


.02 
.02 


.01 
.02 


.09 
.02 


.01 


.01 
.02 
.02 


.02 
.03 
.04 


.02 
.03 


.01 
.02 
.03 
.01 
.02 
.01 

.01 

.01 

.05 

.01 

.01 
.01 
.01 


.01 

.01 

.01 

.02 
.03 
.03 
.01 


.02 
.01 


.01 
.01 


.02 


.01 


.01       .07       .02 
.13  .02 


.03       .03      .02| 

.01       .03      .01 


»  *  * 

.01      .10      .01 


.01       .01 

*         *         » 

.01 


.01 
.01 


.01      .01      .01 
.02      .01 


.01      .01 


.02      .04 
.01 

.01      .01 
.01 


.01 
.01 


.01 

.02 
.04 
.05 
.01 

.05 
.02 


.10 
.01 


P.  M.  Houi  ending 


.02 

.01 

* 

.01 

.03 

.02 

.01 


.04 
.01 


.01 
.16 
.01 
.01 
.03 


.02 
.01 


.02 
.01 


.09 
.01 
.01 


.05 

.03 
.01 
.01 
.05 

.02 


.06 
.17 


.01 
.06 


.01 
.04 


.04  .01 

•  .11      » 

.01       .12 


.03 
.01 


.01       .02 


.01      .02 
.09      .01 


.01       .01 
.01      .04 


.01 
.02 


.04 
.01 


.01       .05       .01 


.09 
.01 
.01 
.03 
.01 


.02      .05 


.06 
.01 


.02 
.03 
.03 


.02 
.03 


.01 
.01 


.07      .03 
.01      .04 


.04 
.04 


.02 
.01 


.01 
.02 
.01 


.01 
.01 


.02 
.02 


.05      .01 
.06 


.05 
.01 


.02 
.01 

.05 
.05 
.01 
.10 
.06 
.12 


.01      .01 


.01 

.03 


.02 
.04 


.01 
.01 


.03 
.06 


06      .05      .02      .03 


.01 
.01 


.03 
.04 


.03 
.01 


.01 


.02 
.01 


.02 


.02       .01 


.05 
.03       .01       .01 


.01 


10 


12 


« 

.01 

« 

* 

* 
.01 

« 
.07 

* 

* 
.01 

.07 

.01 

.01 

.01 

.02 
.01 

.01 
.01 

.01 

.08 
.01 

.01 

•  «         »  » 


.01       .04       .02 
.07 


-14th- 


-15th- 


.02       .03       .03 
.01 


.03 

.01       .01  .01 

.01  .04 

.01  .02 


.03       .01 
.01 


.01  .01 

.01 
.01 


-16th- 


.05      .01 

*  .08 

.04      .06 


.01 

.01      .01 


.01 


.02 


.01 


.03 
.13 
.04 
.07 
.14 
.09 
.27 
.22 
.24 
.38 
.24 
.03 
.03 
.02 
.03 
.03 
.57 
.11 

.17 
.14 
.13 
.13 
.07 
.03 
.08 
.10 
.19 
.15 
.11 
.24 


.01 


.01        02 


.06 

.08 

.01 

.03 

.03 

.05 

.01 

.01 

.02 

.08 

.01 

.10 

* 

.09 

See  reference  note*  foUowing  Station  Index. 
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TabU  4-Contlnu«d 


HOURLY  PRECIPITATION 


PKHNBYLVAKIA 
NOVSMBER  1848 


A.  M.  Hoiu  •ndino 

P.  M.  Hour  •nding 

SUUon 

I 

1 

2 

3 

4 

S 

6 

7 

8 

9 

10 

U 

12 

1 

2 

3 

4 

8 

6 

7 

8 

9 

10 

11 

12 

DRirrwooD 

«    « 

«    • 

* 

• 

DU  BOIS  7  K 

.01                   .01 

.11 

.13 

DUNLO 

.02 

.02 

KRIK  WB  CITY 

.01 

.01 

rORD  CITY  4  S  // 

.07 

.03 

.10 

GOOD  SPRINGS  1  NK 

.01 

.01 

.02 

GREENSBURG  2  E  HGWY  SHED 

.02   .05 

.03 

.10 

HEWITT  2  S 

.03 

.03 

B0LLIDAY8BURG 

.01 

.01 

HQUE 

.01 

.11 

.12 

INDIANA  2  SE 

.08 

.10 

.18 

JAMESTOWM  2  NW 

«    * 

•    * 

* 

* 

JOHMSTOWK  2 

.06 

.04 

.10 

KANE  5  SE 

.01   .04 

.05 

.10 

LEBANON  3  SW 

.01 

.01 

.02 

LEHIGHTON 

.01 

.01 

LEWISTOWN 

.01 

.01 

.01 

.03 

LOCK  HAVEN  2 

.01 

.01 

MARIENTIIXE 

.03 

.06 

.09 

MARTINSBURG 

.05 

.05 

MARTINSBURC  BLAIR  CO  AIRPORT  6 

* 

•     « 

.01 

KEDII  RUK 

.05 

.05 

MOUNT  TOIOH  1  NW  // 

*    * 

•     « 

* 

» 

Mt'RRYSVILLE 

.05 

.05 

PARKERS  LANSING  1  E 

.04 

.02 

.06 

PARK  PLACE  1  Nir  WB  AIRPORT 

* 

*     « 

« 

♦ 

PHILLIPSBDBC  7  E  AIRPORT 

.01 

.04 

.05 

PID5S  CBKKK 

.01 

.01 

.01 

.03 

PITTSBDRGH  WB  CITY 

.01 

.01 

PDKISUTAWNEY  2 

.01 

.08 

.09 

PDTHKYYILLE  2  SE 

.04 

.08 

.12 

RIDGWAT 

.04 

.04 

SAITOH 

.08 

.08 

3CAJIDIA 

.03 

.03 

SHETriKLD  6  W  CHERRY  GROVE 

.04 

.04 

SHETHPORT  HGWY  SHED 

.01 

.09 

.10 

STROCDSBL'RG 

.01   .01 

.01 

.01 

.04 

TIONESTA  2  SE  DAM  // 

.01 

.02 

.03 

TITUSVILLE 

.05 

.05 

TUNireLTOR  // 

.03 

.07 

.10 

TTRONE  4  HE  RAI.D  EAGLE 

.01 

.01 

VANDERGRIFT  2  W 

*    • 

*     « 

* 

* 

YOraCSVILLE 

-17 

th- 

,02 

.02 

ALBIOH 

.02 

.01 

.01 

.04 

ALLEHTOWH  BETHLEHEN  EASTOH  WB  AP 

.01 

.04 

.07 

.12 

ADSTINBDRG  2  W 

.01 

.  .01 

.02 

ATOCA  WILKES  BARBE  SCRAHTON  AP  6 

* 

* 

* 

« 

•     .04 

BLAIN 

.04 

.08 

.03 

.01 

.16 

BLAIRS7ILLE  6  EHE  6 

* 

» 

* 

* 

»     .01 

BLAKESLEE  CORHERS 

.01 

.03 

.07 

.01 

.12 

BOSWELL 

.01 

.01 

.01 

.01 

.04 

BROOKVILLE  AIRPORT  6 

* 

.04 

* 

* 

* 

* 

*     .08 

BUCKSTOWN 

.01 

.01 

.01 

.03 

BUTLER  SUBSTATION 

.01 

.01 

.02 

.01 

.05 

CANTON  1  HW 

.01 

.03 

.01 

.03        .01 

.02 

.11 

CARTER  CAMP 

.12 

.07 

.03 

.03 

.03   .01 

.29 

CEAKBERSBUItG 

.02 

.07 

.01 

.10 

CLAfilOH  3  SW 

.04 

.02 

.06 

COALPORT 

.13 

.01 

.01 

.01 

.03 

.01   .01 

.21 

COATESVILLE  1  SW 

.01 

.02 

.03 

.03 

.09 

CRESSON  1  E  sniflnT 

.01 

.01 

.06 

.02 

.10 

CURIEHSVILLE  6  HW  AIRPORT  6 

* 

.11 

* 

* 

* 

* 

*     .03 

DINGMAHS  FERRY 

.01 

.04 

.02 

.01 

.08 

DO  BOIS  7  E 

.06 

.01 

.01 

.01 

.02 

.11 

D0KLO 

.12 

.02 

.01 

.02 

.05 

.01 

.23 

DDSHORE 

* 

* 

» 

* 

* 

*     .12 

.12 

EMPORUM 

.17 

.04 

.02 

.02 

.01 

.03 

.29 

ENGLISH  CEHTEB 

.01 

.10 

.04 

.01 

.01 

.17 

ERIE  WB  CITY 

.01 

.01 

ERIE  AIRPORT  6 

* 

.04 

EVERETT 

_ 

_ 

_ 

_ 

_ 

_    _    _ 

_    _     _ 

_    _    _ 

_ 

FORD  CITY  4  S  // 

.01 

.03 

.01 

.05 

GETIYSBDRG  1  S 

.01 

.04 

.05 

.10 

GLEH  ROCK 

.01 

.02 

.01 

.01 

.05 

GOOD  SPRIHGS   1  HW 

.01 

.03 

.08 

.03 

.02 

.17 

HARRISBURG  3  S  WB  AIRPORT 

.03 

.11 

.03 

.01 

.18 

HAWLEY  1  S  WALLEH  DAM 

.01 

.01 

.01 

.03 

HEWITT  2  S 

.02 

.02 

HOLLIDAYSBDBG 

.11 

.01 

.01 

.01 

.01 

.15 

HOLTWOOD 

.01 

.02 

.01 

.04 

HOME 

.01 

.01 

.03 

.01 

.01 

.07 

HUNTSDALE 

.02 

.08 

.01 

.11 

JACKSON  SUMMIT 

.07 

.01 

.01 

.09 

JAMESTOWN  2  HW 

.03 

.03 

JQHRSTOWN  2 

.03 

.01 

.04 

KANE  5  SE 

.02 

.03 

.01 

.04 

.10 

LANCASTER  2  HE  FILTER  PLANT 

.02 

.03 

.01 

.03 

.03 

.12 

LEBANON  3  SW 

.07 

.04 

.06 

.01 

.18 

LEHIGHTON 

.01 

.06 

.02 

.07 

.03 

.19 

LEWISTOWN 

.11 

.15 

.07 

.K)3 

.01 

.01 

.01   .01   .01 

.01 

.01 

.43 

LOCK  HAVEH  2 

.02 

.07 

.03 

.01 

.01 

.14 

MARIENVILLE 

.01 

.01 

.02 

MARTINSBORG 

.12 

.01 

.01 

.02 

.01 

.01 

.18 

MARTINSBURG  BLAIr  CO  AIRPORT  6 

* 

.20 

* 

* 

* 

* 

•     .06 

MEADOW  RUH  PONDS 

.01 

.01 

.06 

.07 

.10 

.01   .01   .02 

.29 

MEADVILLE  1  S 

.02 

.01 

.03 

KEDIX  RUN 

.12 

.01 

.01 

.01 

.10 

.02 

.27 

MERWINSBURG 

.04 

.04 

.05 

.13 

MILLVILLE 

.06 

.01 

.04 

.01 

.12 

MONROE  FURNACE 

.23 

.06 

.07 

.01 

.01 

.01 

.01 

.40 

MURRTSVILLE 

.01 

.01 

.01 

.03 

NEFFS  MILLS  4  NE 

.05 

.09 

.07 

.01 

.01 

.01 

.24 

PALMERTON 

.02   .05   .05 

.03   .02 

.17 

PARKERS  LANDING  1  E 

.01 

.06 

.02 

.09 

PARK  PLACE  1  HW  WB  AIEPORT  6 

* 

* 

* 

* 

* 

* 

*     .19 

PHILADELPHIA  WB  AIRPORT 

.02 

.04 

.03 

.03 

.12 

PHILADELPHIA  POINT  BREEZE 

.02 

.03 

.02 

.04   .01 

!l2 
.12 
.25 

PHILADELPHIA  WB  CITY 

.02 

.03 

.02 

.04   .01 

PHILUPSBURG  7  E  AIRPORT 

.20 

.01 

.01 

.01 

.01   .01 

PHOENIXVILLE  1  E  PUMPING  STATION 

.08 

.01 

.01 

.01   .01 

.12 

PICES  CREEK 

.02 

.05 

.06 

.05 

.01 

.01 

.01   .01 

.01 

.01 

.24 

PINE  GROVE  MILLS  1  S 

.13 

.05 

.03 

.01 

.02 

• 

.24 

See  reference  notes  following  Station  Index 
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Table  4-Continued 


HOURLY  PRECIPITATION 


PENNSYLVANIA 
NOVEMBER  1948 


\ 


Station 


PITTSBDRGH  WB  CITY 
PLEASANT  MOUNT 
PORT  CLINTON 
PUNXSUTAWNEY  2 
PUTNEYVILLE  2  SE 
RAYMOND 

READING  WB  CITY 
RENOVO  6  S  STATE  CAMP 
RIDGWAY 
SAXTON 
SCANDIA 

SCRANTON  WB  CITY 
SELLERSVILLE  2  NW 
SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 
SMETHPORT  HGWY  SHED 
SOUTH  CANAAN  1  E 
SPRING  GROVE 
STATE  COLLEGE 
STROUDSBURG 
SUNBURY 

SUNBURY  AIRPORT  2  N  6 
TAMAQUA  4  N  STILL  CREEK  DAM 
TIONEETA  2  SE  DAM  // 
TITUSVILLE 
TOWANDA 
.  TUNKHANHOCK  1  S 
TUNNELTON  // 
TYRONE  4  NE  BALD  EAGLE 
VANDERGRIFT  2  W 
WEBSTER  MILLS  3 
TELLSBORO  2  E 
WILLIAM  SPORT 
WIND  GAT'S  SW 
YORK  2  S  FILTER  PLANT 
YOUNGSVILLE 


ALBION 

ALLENS  MILLS 

ALLENTOWN  BETHLEBEM  KASTOU  WB  AP 

AUSTINBURG  2  W 

AVOCA  WILKES  BARRE  SCRANTON  AP  6 

BLAIN 

BLAIRSVILLE  6  ENE  6 

BLAKESLEE  CORNERS 

BOS WELL 

BROOKVILLE   AIRPORT   6 

BUCKSTOWN 

BUTLER  SDBSTATIOK 

CANTON  1  NW 

CARTER  CAMP 

CBAMBERS3URG 

CLARION  3  SW 

COALPORT 

COATESVILLE  1  SW 

CONFLUENCE  1  SW 

CONNELLSVILLE  4  N 

CRESSON  1  E  SUMMIT 

CURWENSVILLE  6  NW  AIRPORT  6 

DINGMANS  FERRY 

DU  BOIS  7  E 

DUNLO 

DUSHORE 

EMPORIUM 

ENGLISH  CENTER 

ERIE  WB  CITY 

ERIE  AIRPORT  6 

EVERETT 

FORD  CITY  4   3// 

FRANKLIN 

S 


A.  M.  Hour  ending 


.01 
.03 


.07 
.07 
.02 
.01 


.08 
.01 
.03 


.08 


.07 

.01 

.01 
.17 
.02 


.10 
.06 


.04 
.06 
.15 

.04 
.01 


.03 

.02 
.10 
.02 
.05 
.01 


.01 
.01 


.04 

* 

.02 


.03 
.02 


.01 
.01 
.04 
.01 
.03 
.07 


GETTYSBURG    1 
GLEN   ROCK 
GOOD  SPRINGS 
GREENSBURG    2 


1  NW 

_  E  HGWY  SHED 

HARRISBURG  3  S  WB  AIRPORT 

HAWLEY  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLLIDAYSBDRG 

HOLTWOCm 

HOME 

HONESDALE  6  N  TANDXBS  FALLS  // 

HUNTSDALE 

INDIANA  2  SE 

JACKSON  SUMMIT 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

KANE  5  SE 

LANCASTER  2  NE  FILTER  PLANT 

LAURELTON  STATE  VILLAGE 

LEBANON  3  SW 

LEHIGHTON 

LEWISTOWN 

LOCK  HAVEN  2 

MARIENVILLE 

MARTI  NSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MEADOW  RUN  PONDS 

MEADVILLE  1  S 

MEDIX  RUN 

MERCER  HGWY  SHED 

MERWINSBURG 

MILAN 

MILLVILLE 

MONROE  FURNACE 

MURRYSVILLE 

NEFFS  MILLS  4  NE 

NEW  CASTLE  1  N 

PALMERTON 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 


.01 
.08 
.03 
.07 
.02 
.03 
.01 
.04 

.08 
.01 
.02 

.02 
.04 

.02 

.04 
.01 


.01 
.01 
.02 
.02 
.02 

.02 
.03 
.01 


.01 
.01 


.03 
.01 


.07 
.02 


.01 
.03 


.01 
.05 


.03 


.08      .09      .01 

.02 
.01 
.06 
.01 
.02 


.01 
.02 


.01 
.01 


10         11         12 


P.  M.  Houi  ending 


.01 
.01 
.02 
.05 
.01 
.01 


.01 
.01 


.05 
.01 


.01 
.03 


.01      .02 


.03 
.03 


.06 
.01 


.02 
.05 


.05 


.10       .04 
.01      .04      .05 


.10 

.01       .01      .11 

.01 

.07 
.03      .02      .02 


.08 
.01       .01      .10 


.09 
.01 
.01 

.10 
.04 
.08 

.01 
.01 


.10 
.06 


.13 

.01 

.01 

.01 

.02 

.02 

.07 

.01 

» 

* 

.09 

.10 

.20 

.02 

.07 

.09 

.02 

.02 

.08 

.10 

.06 

.06 

.03 
.01 

.01       .04 


.07      .03 

.05  .10 
.01 
.08 


.01 
.02 


.04 
.11 


.01 
.09 


.04 
.06 


.01 
.01 


.02 
.02 


.03      .07 
.01       .10 

* 

.02      .06 

.05      .05 

.01 


.02 
.011 

.04 
.10 
.01 


.04 
.01 
.08 

.11 


.06 
.01 
.05 


.03 
.09 


-19th- 


.04      .08       .14      .04      .02 


.02 
.03 

.17 
.18 
.10 

.11 


.11 
.05 


.10 
.14 


.08 
.04 

.13 

* 
.03 

« 
.05 

.01 
.07 
.16 


.03 
.01 


.18 
.09 


.09      .09 


.01 
.06 
.01 
.05 

.06 

.07 
.04 


.06      .05 


.07 
.16 
.05 
.01 
.08 
.09 
.01 

.03 

.11 
.04 
.11 
.19 


.06 
.09 
.03 


.14 
.03 


.02 
.01 


.10 
.01 
.07 
.01 
.03 
.12 
.01 
.17 
.02 

.11 
.IB 
.09 
.10 


.05 
.01 


.02 
.18 


.11 
.04 
.05 

.02 
.01 
.06 
.11 

.01 

.17 

.01 

.01 

.01 

.02 

.02 

.02 

.15 

.03 

.01 

.10 

.11 

.01 

.17 

* 

.02 

.05 
.01 


.13 
.07 


.02 
.07 

.10 

* 

.03 

.01 


.06 
.15 
.14 

.05 
.01 


.03 
.02 


.04 

.11 


.33 
.02 
..07 

.06 
.01 

.08 


.21       .28 
.09 


.02 
.10 
.10 

.02 
.04 
.11 

.04 


.02 


.10 
.11 


8         9         10        11        12 


.01  .02 

.01  .01 

.01  .01 
.02 

.02 

.20  • 

.04  .13 


.25 
.01 

.10 
.03 
.13 

.02 
.18 


.01       .01 

.02 

.17      .07 

.01 


.10 
.01 


.12 
.01 


.45      * 
.01       .06 


.09      .06 
.15      • 


.30 
.23 
.10 
.01 
.26 
.03 

.01 
.03 


.02 
.05 
.12 
.03 
.01 
.14 


.71 
.10 


.11 
.16 

.21 
.03 
.01 

.14 

.02 
.02 


.20 
.04 
.04 
.03 


.07 
.17 
.01 
.01 
.10 
.01 


.06 


.01 
.02 


.03 


.12 
.14 


.25 
.01 


.02      .08      .30 


.15 
.01 


12 

*  • 

• 

01 

.01 

.05 
.07 

03 

.04 

.04 

.05       .05 

.07 

.22      .02 


.16 
.08 


.02 
.01 


.02 
.01 


.04 
.01 


.08 
.02 
.01 


.01 
.04 
.02 

.01 
.03 
.01 
.01 
.10 
.01 
.01 

.03 
.10 

.03 

.01 
.04 
.01 
.01 
.01 
.02 
.17 
.01 

.05 

.02 

* 

.07 

.01 

.01 

.01 

.23 


.03 
.10 


.08 
.01 


.03 
.05 
.02 

.05 
.01 


.01 

.10 

• 

.10 

.05 

.06 
.03 
.03 
.06 

.03 
.03 


.13  .09 
.03  .13 
.03       .04 


.10 

.01 

.03 

* 

.01 

.01 

.07 

.03 

.01 

.01 

.02 

.12 
.03 
.07 

.07 
.07 
.01 
.07 

.03 
.08 
.07 
.01 
.01 

.18 
.02 

.06 

.06 

* 

.36 

.03 

.02 

.02 

.14 

« 

.01 

.01 

.01 

.03 
.03 
.06 


.06 
.09 

.01 
.15 
.35 
.17 

.02 
.22 


.13 

.01 

.06 

• 

.11 

.01 

.04 

.04 

.01 

.03 

.05 

.02 

.02 

.02 

.05 

.08 
.25 
.05 
.03 

.02 

.04 

.10 

.01 

.05 

.03 

.12 

.02 

.02 

.08 

.10 

* 

.10 

.04 

.03 

.17 

.05 


.07 
.03 


.17 

.06 

.01 

.01 

• 

.25 

« 

.04 

.03 

* 

.02 

.02 

.06 


.02 
.28 


09 
12 

.09 
.21 

09 

.02 

02 

.04 

01 

.01 

* 

31 

* 

10 

09 

.01 

09 

.03 

► 

« 

15 

.02 

11 

.22 

04 

.10 

.14 

* 

.07 

.01 

.04 

.02 

.02 

.12 

.01 

.02 

.01 

.03 

.12 

.04 

.02 

.06 

.02      .01 
.16      .01 


.08 
.11 
.14 

.08 
.08 
.04 
.02 

.17 
.01 
.01 
.40 
.10 
.01 
.09 
.19 
.02 
.15 
.11 
.01 
.01 


.02 
.02 
.06 


.05      .08 


.02 

.07 
.02 
.24 

.10 

.02 

.26 

.01 

.4ll 

.04 

.01 

.10 

.23 

.09 

.01 

* 

.01 

.15 

.02 


.15 

.01 

• 

.06 

.01 

.24 

.01 

.02 

.03 
.04 
.01 
.01 


.02 
.01 


.27 
.06 


.OS 


.01 
.08 
.01 
.01 
.01 
.01 
.04 
.02 
.01 
.02 
.04 

.10 
.02 
.02 
.03 
.03 
.22 
.04 
.04 
.10 
.08 
.01 
.06 


.13 
.01 


.11 
.04 
.06 

.01 
.08 


.09 
.02 
.04 
* 

.04 
.10 


.06 
.06 


.02 
.05 


.01 
.09 

.04 
.01 
.01 
.15 

.10 
.01 
.11 
.09 
.10 
.01 
.03 


.03 
.01 


.02      .01 


.10  .09 
.10  .04  .09 
.02  .01 


.08 
.27 


.02 


.01 
.10 
.21 
.10 
.12 
.17 
.12 
.36 
.15 
.02 
.11 
.03 
.10 
.08 
.06 
.08 
.02 
.05 
.20 
.10 
.12 

.20 
.01 
.05 
.03 
.06 
.01 
.30 
.15 
.07 
.10 
.21 
.20 
.10 
.09 


.01  .60 

.06  .92 

.011  .58 

.06  .26 

.25 

.02  1.32 

.02 


.08 


.91 
.69 
.13 

.60 
.26 
.18  .96 
.05  .77 
.01  1.29 
.02  .39 
.52 
.02  .60 
.01  .32 
.01  .18 
« 

.15 
.05 
.01 
.01 


.75 
.68 
.53 


.01  .90 
.01!  1.26 
.02  .44 
« 

.89 
.30 
.45 
.0411.19 
.01  .37 
.14  1.10 
.01  .24 
.02 
.07  .55 
.44 
.88 
.34 
.50 
.74 
1.30 
.43 
.68 
.43 
.60 
.89 
.38 
1.50 
.62 
.90 
1.18 
1.12 
.62 
.01  1.01 
.14 
.20   1.45 


.01 
.10 
.03 


.01 

.03 


.03 
.01 


.07 
.16 


.04      .02 


.04 
.02 
.05 


.01 


.01 

• 

.01 

.01 

.03 


.50 
.42 
1.10 
• 

.99 
.85 
.21 
• 

.30 
.66 
.22 

.12 
.11 
.21 


See  reference  notes  following  Stf.tion  Index. 
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r«bl*  4-Coiitinu*d 


HOURLY  PRECIPITATION 


PEMNBYLVANIA 
NOVEMBKR  1948 


A.  M.  Hour  anding 

P. 

4.  Hour  •ndlng 

Station 

3 

% 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

8 

6 

7 

8 

9 

10 

11 

12         ■- 

HILLIPSBURC   7    E   AIRPORT 

.01 

.08 

.03 

.17 

.03 

.01 

.01 

.03 

.06 

.08 

.01 

.03 

.07 

.01       .63 

HOKNIXVILLK    1    E   PUMPING   STATION 

.02 

.06 

.05 

.16 

.01 

.02 

.01 

.01 

.01 

.02      .37 

IKES    CREEK 

.03 

.02 

.11 

.27 

.08 

.01 

.01 

.01 

.01 

.02 

.05      .62 

INK   GROVE    MILLS 

.01 

.11 

.13 

.07 

.11 

.02 

.02 

.11 

.06 

.01 

.10 

.75 

ITTSBURGH    7    SE    WB   AIRPORT   // 

.04 

.05 

.01 

.02 

.01 

.05 

.02 

.20 

ITTSBURCH   WB   CITY 

.05 

.04 

.01 

.04 

.01 

.05 

.03 

.23 

LEASANT   MOUNT 

.01 

.03 

.07 

.04 

.01 

« 

* 

* 

• 

«           • 

ORT    CLINTON 

.01 

.01 

.01 

.01 

.09 

.29 

.12 

.29 

.01 

.07 

.02 

.04 

.05 

.01    1.03 

UNXSUTAWNEY    2 

.02 

.11 

.10 

.11 

.07 

.02 

.01 

.04 

.07 

.07 

.09 

.01 

.08 

.01 

.01       .82 

utni:yville  2  se 

.02 

.18 

.02 

.03 

.05 

.05 

.03 

.07 

.02 

.01 

.01 

.01      .50 

AYMOND 

.02 

.08 

.09 

.01 

.02 

.02 

.05 

.02 

.01      .32 

FADING    WB   CITY 

.01 

.03 

.02 

.19 

.24 

.08 

.02 

.05 

.03 

.02!     .69 

£NOVO  6   S   STATE   CAMP 

.06 

.22 

.10 

.10 

.10 

.01 

.09 

.12 

.07 

.01 

.08 

.02      .98 

IDGWAY 

.07 

.08 

.02 

.03 

.09 

.07 

.17 

.02 

.04 

.02      .61 

OCBESTER    1    N 

.01 

.09 

.02 

.01 

.01 

.01 

.01 

.04 

.04 

.02 

.01 

.01 

.01 

.01 

.01      .31 

AXTON 

.07 

.18 

.23 

.09 

.09 

.01 

.07 

.09 

.04 

.07 

.03 

.01 

.02   1.00 

CANDIA 

.01 

.01 

.11 

.10 

.03 

.01 

.10 

.08 

.05 

.03 

.07 

.04 

.02 

.66 

CRANTON    WB    CITY 

.01 

.07 

.08 

.03 

.05 

.01 

.04 

.02 

.31 

ELLERSVILLE   2   NW 

.12 

.08 

.13 

.01 

.01 

.01 

.01 

.01 

.38 

HADE   CAP 

.01 

.01 

.06 

.05 

.07 

.11 

.19 

.05 

.01 

.03 

.09 

.47 

.14 

.08 

.06 

.05 

1.48 

HEFFIELD   6   W   CHERRY  GROVE 

.01 

.01 

.02 

.11 

.08 

.01 

.01 

.08 

.08 

.04 

.03 

.05 

.13 

.01'     .67 

METHPORT   HGWY    SHED 

.01 

.10 

.13 

.02 

.06 

.10 

.10 

.10 

.05 

.04 

.09       .80 

ODTH   CANAAN    1    K 

« 

« 

* 

* 

* 

* 

♦ 

* 

* 

* 

*            * 

PRING   GROVE 

.01 

.01 

.01 

.04 

.21 

.02 

.01 

.04 

.01 

.01 

.01 

.01       .39 

TATE   COLLEGE 

.01 

.12 

.13 

.02 

.14 

.02 

.04 

.09 

.05 

.02 

.05 

.6  9 

TROUDSBURG 

.01 

.07 

.11 

.20 

.16 

.23 

.02 

.01 

.17 

.12 

.02 

.09   1.21 

DNBURY 

.02 

.04 

.02 

.01 

.01 

.01 

.02 

.09 

.14 

.32 

.14 

.04 

.01 

.01 

.01 

.11 

.10 

.08;1.18 

DNBURY  AIRPORT   2  N  6 

* 

* 

* 

* 

♦ 

.35 

* 

* 

« 

* 

• 

.53 

• 

* 

* 

.25 

AMAQUA   4   N   STILL  CREEK  0AM 

.05 

.02 

.05 

.03 

.17 

.15 

.12 

.17 

.01 

.01 

.09 

.01 

.34 

.10   1.32 

lONESTA   2    SE  DAM  // 

.01 

.04 

.09 

.04 

.01 

.01 

.03 

.07 

.05 

.03 

.05 

.05 

.01      .49 

ITUSVILLE 

.02 

.04 

.08 

.07 

.01 

.01 

.01 

.03 

.07 

.05 

.04 

.01 

.01       .45 

01  AND  A 

.01 

.02 

.03 

.03 

.07 

.01 

.01 

.27 

.25 

.05      .75 

UNKHAHNOCK   1    S 

.01 

.03 

.04 

.05 

.14 

.18 

.01 

.02 

.01 

.11 

.14 

.05       .79 

UNNELTON  // 

.02 

.04 

.05 

.01 

.01 

.01 

.01 

.01 

.03 

.01 

.07 

.02 

.29 

YRONE   4   N£  BALD  EAGLE 

.04 

.10 

.06 

.07 

.05 

.03 

.02 

.08 

.05 

.02 

.02 

.01 

.01       .56 

NION   CITY   1   W 

.06 

.05 

.10 

.01 

.01 

.03 

.08 

.09 

.05 

.01 

.01 

.10      .60 

ANDERGRIFT   2   W 

.01 

.09 

.02 

.01 

.01 

.01 

.04 

.01 

.01 

.01 

.22 

ASHINGTON 

.01 

.01 

.05 

.05 

.01 

.01 

.01 

.04 

.03 

.22 

AYNESBURC   2   W 

.02 

.04 

.02 

.04 

.02 

.01 

.01 

.01 

.01 

.02 

.20 

EBSTER  MILLS  3    SW 

.03 

.06 

.06 

.15 

.13 

.03 

.01 

.01 

.06 

.07 

.41 

.05 

.03 

.04 

.01 

1.15 

ELLSBORO   2    E 

.04 

.07 

.05 

.10 

.02 

.03 

.11 

.16 

.08 

.08 

.74 

ILLIAMSPORT 

.06 

.11 

.05 

.11 

.07 

.01 

.01 

.03 

.20 

.25 

.10 

.01 

1.01 

IND   GAP    3    SW 

.02 

.26 

.17 

.36 

.06 

.02 

.01 

.01 

.04 

.15  1.10 

ORK   2   S   FILTER  PLANT 

.01 

.01 

.02 

.04 

.17 

.07 

.10 

.01 

.01 

.01 

.01 

.02 

.04      .52 

OUNGSVILLE 

.02 

.02 

.13 

.14 

.m. 

.05 

.09 

.08 

.01 

.03 

.03 

.02      .63 

- 

-2C 

Ith- 

- 

LBION 

.50 

.03 

.53 

LLENS   MILLS 

.01 

.01 

.06 

.10 

.07 

.25 

LLENTOWN   BETHLEHEM  EASTON  WB  AP 

.05 

.05 

.32 

.01 

.01 

.44 

OSTINBDRG   2  W 

.04 

.01 

.23 

.28 

VOCA  WILKES  BARRE   SCRANTON  AP  6 

* 

.10 

* 

* 

* 

* 

* 

.31 

LAIN 

.03 

.03 

.02 

.09 

.01 

.18 

UIRSVILLE   6   ENE   6 

* 

* 

• 

* 

* 

.21 

LAKESLEE   CORNERS 

.07 

.13 

.05 

.35 

.19 

,.01 

.01 

.01 

.82 

OSWELL 

.15 

.08 

.08 

.01 

.32 

ROOKVILLE  AIRPORT   6 

* 

.01 

* 

* 

* 

* 

* 

.17 

* 

* 

« 

* 

* 

.08 

DCKSTOWN 

.12 

.12 

DTLER   SUBSTATION 

.11 

.01 

.12 

ANTON   1   NW 

.02 

.09 

.11 

.19 

.19 

.60 

ARTER    CAMP 

.03 

.17 

.20 

HAMBERSBORG 

.01 

.01 

LARION    3    SW 

.02 

.02 

OALPORT 

.01 

.24 

.02 

.01 

.01 

.29 

OATESVILLE    1    SW 

.08 

.08 

.01 

.01 

.01 

.01 

.20 

ONFLDENCE    1    SW 

.10 

.07 

.03 

.20 

ONNELLSVILLE   4   N 

.08 

.08 

.03 

.01 

,20 

RESSON   1   E   SUMMIT 

* 

* 

* 

* 

* 

* 

* 

* 

UEWENSVILLE   6   NW  AIRPORT   6 

» 

.01 

♦ 

* 

* 

* 

* 

.21 

* 

* 

* 

* 

* 

.01 

INGMANS    FERRY 

.06 

.10 

.20 

.07 

.11 

.12 

.08 

. 

.74 

D  BOIS   7   E 

.01 

.01 

.12 

.03 

.01 

.18 

DNLO 

.01 

.08 

.08 

.01 

.18 

DSHORE 

* 

* 

* 

* 

* 

* 

* 

1.69 

1.69 

BPORIUM 

.01 

.11 

.01 

.01 

.14 

NGLISH   CENTER 

.14 

.18 

.27 

.59 

RIE   WB   CITY 

.44 

.01 

.01 

.46 

RIE   AIRPORT  6 

* 

.69 

* 

« 

♦ 

* 

* 

.08 

* 

* 

* 

* 

* 

.03 

* 

* 

* 

* 

♦ 

.02 

STERETT 

.06 

.03 

.01 

.10 

ORD  CITY  4   S  // 

.01 

.16 

.01 

.18 

RANKLIN 

.26 

.02 

.01 

.01 

.30 

ETTYSBURG   1    S 

.08 

.12 

.20 

LEN   ROCK 

.02 

.02 

.01 

.03 

.01 

.09 

OOD   SPRINGS    1   NW 

.09 

.01 

.03 

.03 

.01 

.01 

.02 

.20 

REENSBURG  2   E   HGWY   SHED 

.10 

.04 

.01 

.15 

^RRISBURG  3    S   WB  AIRPORT 

.02 

.03 

.05 

.10 

*WLEY   1    S  WAT.I.KN  DAM 

.03 

.02 

.04 

.02 

.10 

.12 

.33 

EWITT    2   S 

.01 

.10 

.02 

.03 

.05 

.21 

OLLIDAYSBURG 

.02 

.11 

.01 

' 

.14 

OLTWOOD 

.03 

.01 

.01 

.02 

.07 

OME 

.13 

.06 

.01 

.20 

ONESDALE   6   N  TANNERS   FALLS   // 

.04 

.01 

.03 

.01 

.01 

.05 

.10 

.04 

.29 

UNTSDALE 

.04 

.01 

.01 

.04 

.10 

NDIANA   2   SE 

.15 

.03 

.18 

ACKSON   SUMMIT 

.14 

.18 

.19 

.51 

AMESTOWN   2   NW 

.27 

r 

.27 

OHNSTOWN  2 

.07 

.03 

.10 

ANE    5   SE 

.02 

.05 

.06 

.13 

ANCASTER  2   NE  FILTER  PLANT 

.03 

.06 

.01 

.10 

AURELTON   STATE   VILLAGE 

.01 

.10 

.39 

.13 

.05 

• 

.68 

EBANON  3    SW 

.01 

.03 

.01 

.05 

EHIGHTON 

.01 

.05 

.16 

.03 

.02 

.01 

.28 

EWISTOWN 

.03 

.12 

.05 

.10 

.30 

OCK  HAVEN   2 

.20 

.11 

.05 

.36 

ARIENVILLE 

.17 

.01 

.01 

.19 

ARTINSBURG 

.10 

.10 

ARTINSBURG   BLAIR  CO  AIRPORT   6 

* 

* 

* 

* 

* 

.16 

EADOW   RUN  PONDS 

.04 

.06 

.03 

.08 

.31 

.03 

.01 

.56 

EADVILLE    1    S 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

.34 

.98 

EDIX   RUN 

.01 

.01 

.14 

.02 

.02 

.20 

RECER  HGWY  SHED 

.39 

.39 

ERWINSBURG 

.03 

.08 

.16 

.01 

.03 

.31 

ILLERSBURG    2    E 

* 

* 

* 

* 

* 

* 

* 

1.46 

1.46 

ILLVILLE 

.01 

.01 

.01 

.03 

.30 

.10 

.01 

.01 

.48 

ONROE   FURHACE 

.11 

.15 

.14 

.01 

.41 

See  reference  notes  following  Station  Index. 
-    283    - 


Table  4-Contmued 


HOURLY  PRECIPITATION 


PEMNSYLVAKIA 
NOVEMBER  1948 


\ 


Station 


MOUNT  UNION  1  NW  // 

MURRYSVILLE 

NEFFS  MILLS  4  NE 

NEW  CASTLE  1  N 

PALME ETON 

PARKERS  LANDING  IE 

PARK  PLACE  1  NW  WB  AP  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHILLIPSBURG  7  E  AIRPORT 

PHOENIXVILLE  1  E  PUMPING  STATION 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

PITTSBURGH  7  SE  WB  AP  // 

PITTSBURGH  WB  CITY 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUNXSUTAWNEY  2 

PUTNEYVILLE    2    SE 

RAYMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

RIDGWAY 

ROCHESTER  1  N 

SAXTON 

SCANDIA 

SCRANTON  WB  CITY 

SELLERSVILLE  2  NW 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HIGHWAY  SHED 

SOUTH  CANAAN  1  E 

SPRING  GROVE 

STATE  COLLEGE 

STROUDSBURG 

SUNBURY 

SUNBURY  AP  2  N  6 

TAHAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TOWANDA 

TUNKHANNOCK  IS 

TUNNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VANDERGRIFT  2  W 

WASHINGTON 

WAYNESBURG  2  W 

WEBSTER  MILLS  3  SW 

WELLSBORO  2  E 

WILLIAMSPORT 

WIND  GAP  3  SW 

YORK   2   S   FILTER  PLANT 

YOUNGSVILLE 


COATESVILLE    1    SW 

MARTINSBURG 

MONROE    FURNACE 

PIKES   CREEK 

TYRONE   4   NE   BALD  EAGLE 


ALBION 

ALLENS   HILLS 

ALLENTOWN-BETHLEHEM-EASTON  AP 

AUSTINBURG    2   W 

AVOCA  WILKES-BARRE   SCRANTOJI  AP  6 

BLAIN 

BLAIRSVILLE  6  ENE 

BLAKESLEE  CORNERS 

BOSWELL 

BROOKVILLE  AP  6 

BUCKSTOWN 

BUTLER  SUBSTATION 

CANTON  1  NW 

CARTER  CAMP 

CHAMBERSBURG 

CLARION  3  SW 

COALPORT 

COATESVILLE  1  SW 

CONFLUENCE  1  SW 

CONNELLSVILLE  4  NW  AIRPORT 

CRESSON  1  E  SUMMIT 

CURWENSVILLE  6  NW  AP  6 

DINGHANS  FERRY 

DRIFTWOOD 

DU  BOIS  7  E 

DUNLO 

DUSHORE 

EMPORIUM 

ENGLISH  CENTER 

ERIE  WB  CITY  • 

ERIE  AP  6 

EVERETT 

FORD  CITY  4  S  // 

FRANKLIN 

GETTYSBURG  1  S 

GLEN  ROCK 

GOOD  SPRINGS  I 

GREENSBURG  2  E 

HARRISBURG  3  S 

HAWLEY  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLLIDAYSBURG 

HOLTWOOD 


A.  M.  Hour  ending 


.30 

.02 
.01 


.01 
.04 


.12 

.14 


.07 

.04 

.01 

.02 

.13 

.03 

.03 

.07 

.01 

.12 

.06 

.01 

* 

.02 

.08 
.02 


.04 
.06 


.09 
.15 
.15 
.02 
.01 
.02 
.03 


NW 

HIGHWAY  SHED 

WB  AIRPORT 


HOME 

HONESDALE  6  N  TANNERS  FALLS  // 

HUNTSDALE 

INDIANA  2  SE 

JACKSON  SUMMIT 

JAMESTOWN  2  NW 


.01 

.17 


.05 
.01 
.09 
.01 
.12 
.03 
.02 
.76 
.09 
.15 
.15 
.01 
.06 
.01 
.03 
.01 
.01 
.13 


.01 
.18 
.29 

.04 
.10 
.09 
.38 
.01 
.03 
.14 
.01 
.06 
.04 
.05 
.02 
.22 
.04 
.07 
.02 
.02 
.10 


.10 

.01 

* 

.13 

.09 

.03 

.28 

.20 

.01 

.01 


.01 
.01 
.01 
.01 
.02 
.08 
.06 

.07 

.10 

.01 

.11 

.02 

.13 

.12 

* 

.08 

.17 

.19 


.03 
.03 
.01 

.02 
.03 
.10 


.02 
.16 
.40 
.24 
.01 
.01 


.01 

* 

.11 


.01 
.01 
.01 
.01 


.07 
.03 


.01 

.05 

.18 

.01 

.01 

* 

.02 

.09 

.04 

.02 


.40 
.05 
.01 
.03 


.15 
.16 
.09 
.01 


.01 
.01 


.01 
.03 


.20 
.05 


.16 
.05 


.02 
.18 


.12 
.05 


.01 
.14 


8 


*  2.22 

*  1.18 
.14  .04 

*  .89 


.07 
.28 


.01 
.06 


•  »  » 

*  1.10 


.11 

*  .64 


10        U         12 


P.  M.  Hour  ending 


.08 


-21st-- 


-22d- 

.03       .021      .08 

.02       .06       .03 

.01       .01 


.02 
.06 


.09 
.05 
.09 
.05 
.03 
.03 
.06 


.07 
.05 


.01 

.03 

.07 

02 

.01 

.06 

.03 

* 

* 

« 

01 

.01 

.01 

.04 
.05 

.0' 

.03 

.09 

.02 
.10 

.02 

.03 

02 

.01 

.01 

.03 
.02 

.02 

.05 


.05 
.05 


.04 

.05 

.05 

.04 

.04 

.01 

.01 

.01 

.04 

.01 

.01 

.01 

.05 

.01 

.01 

.06 

.04 

.02 

.02 

.01 

.06 

.04 

.01 

.09 

.03 
.11 

.03 
.11 

.05 

.05 

.06 
.01 

.06 
.02 

.01 

.04 

.01 

.04 

.03 

.02 

.05 

.01 

.05 
.01 

.06 
.01 
.10 

.05 

.04 

.06 
.04 

.04 
.06 

.01 

.06 

.17 

.01 

.01 

.02 
.06 

.02 
.01 
.05 

.02 
.02 
.01 
.08 
.01 
.08 
.02 
.04 
.10 


.02 
.01 
.07 
.04 
.02 
.27 
.01 
.02 
.14 
.01 

.05 
.10 
.03 
.02 
.05 
.02 
.03 
.08 
* 

.24 
.02 
* 

.06 
.02 
.06 


.01 

.OS 

* 

.02 

* 

.02 

* 
.01 

.osj 

.02 
.10 
.02 

.07 

.04 

.04 

.83 

* 

.04 


.03 
.01 
.10 
.03 
.02 
.01 
.01 
.02 


.03 
.01 


U         12 


.01 
.05 
.02 


.01 
.02 


.05      .05 


.06 
.02 

* 
.02 

.02 

.03 
.01 
.01 
.10 
.03 
.01 
.01 
* 
.02 


.06 
.01 


.01 
.01 
.03 
.05 


.03 
.01 

* 
.04 

.01 

.02 


.05 
.04 


.01 
.02 


.06 

* 
.01 


.01 
.01 


.01 

.03 

.03 

• 

.01 
.25 

.01 
.02 

* 

.01 
.02 

* 

* 

.11 

« 

• 

.01 
.01 


2.22 
.12 

1.18 
.31 
.44 
.19 

.21 
.17 
.14 
.31 
.31 
.24 
.33 
.15 
.16 
.92 
.12 
.17 
.16 
.29 
.17 
.17 
.15 
.14 
.11 
.26 
.31 
.24 
.49 
.20 
* 
1.10 
.13 
.44 
.69 
.61 

.40 
.12 
.39 
.57 
.21 
.18 
.14 
.06 
.14 
.20 
.18 
.26 
.36 
.66 
.51 
.04 
.12 


.01 
.01 
.01 
.01 


.01  .01 
•  .06 

.01 

.01 
.08      .07 

.01 


.02      .01 
.01      .01 

*  .08 
.04 

*  1.58 


.01 
.03 


.01 

.02      .02 


.01      .02 
.01      .01 


.08 
.01 


.01 
.01 


.01      .01 
.01      .01 


.03 

.04 
.01 
.02 
.05 


.01 
.01 


.01 
.02 


.05 


.03 
.03 
.03 
.03 
.01 


.04 
.17 
.37 
.21 


.36 
.35 

.27 
.07 
.32 
.42 
.44 
.20 
.26 
.27 
.29 
.31 
.•1 

.29 
1.58 
.24 
.25 
.17 


.04 
.01 

.06 
.03 
.11 
.05 
.03 
.06 

.01 
.07 
.03 
.05 
.05 


.01 
.05 
.07 
.01 
.05 
.03 


.05 
.03 
.06 
.02 


.02 
.01 
.01 


.01 
.02 


.01       .01       .01 


.01 
.01 


.02 
.02 


.04 
.02 


.01 
.02 


.02 
.05 


.35 
.18 
.09 
.32 
.28 
.51 
.35 
.44 
.28 
.20 
.33 
.19 
.28 
.40 
.34 
.29 
.35 


See  reference  notes  followiucT  Station  Index. 
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T«bU  4-Conlinuad 


HOURLY  PRECIPITATION 


PEHNSYLVANIA 
ROVEMBER  1948 


A.  M.  Horn  anding 

P.M.  Hour  .-".(i, 

■1 

r 

3 

Station 

0 

1- 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

8 

6 

7 

8 

9 

10 

11 

12 

JOHNSTOWN    2 

.01 

.01 

.01 

.04 

.09 

.05 

.02 

.01 

.03 

.27 

KANE    5   SE 

.01 

.05 

.12 

.03 

.03 

.01 

.02 

.01 

.28 

LANCASTER    2    NE   FILTER   PLANT 

.01 

.02 

.03 

.01 

.02 

.08 

.06 

.05 

.28 

LAURELTON    STATE   VILLAGE 

.02       .01 

.04 

.03 

.01 

.09 

.05 

.09 

.04 

.01 

.01 

.01 

.41 

LEBANON    3    SW 

.04 

.05 

.04 

.02 

.03 

.02 

.10 

.08 

.02 

.01 

.41 

LEHir.HTON 

.01 

.07 

.04 

.01 

.01 

.07 

.02 

.12 

.06 

.41 

LEWISTOWN 

.02 

.03 

.02 

.07 

.01 

.03 

.03 

.04 

.01 

.26 

LOCK    HAVEN    2 

.04 

.06 

.04 

.02 

.01 

.01 

.01 

.01 

.20 

MARIENVILLE 

.05 

.13 

.01 

.01 

.01 

.01 

.01 

.01 

.04 

.28 

UARTINSBURG 

.01 

.01       .05 

.04 

.02 

.05 

.02 

.05 

.05 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.37 

MARTINSBURG   BLAIR   CO      AIRPORT   6 

* 

* 

« 

« 

* 

.26 

* 

* 

* 

* 

* 

.12 

* 

* 

* 

.01 

MEAPOW    RUN    PONDS 

.01 

.01 

.14 

.02 

.16 

.12 

.10 

.08 

.04 

.02 

.02 

.01 

.02 

.75 

MEADVILLE    1    S 

.03 

.01 

.01 

.05 

MEUIX    RUN 

.02 

.05 

.09 

.01 

.01 

.02 

.01 

.01 

.01 

.02 

.25 

MERCER   HIGHWAY    SHED 

.02 

.01 

.01 

.04 

HERWINSBURG 

.08 

.02 

.02 

.06 

.04 

.05 

.12 

.01 

.01 

.41 

MILAN 

• 

* 

* 

* 

* 

* 

1.48 

.05 

.06 

.01 

.02 

.05 

.16 

1.83 

MILLERSBURG    2   E 

• 

* 

* 

* 

* 

* 

« 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

« 

MILLVILLE 

.01 

.01 

.01 

.02 

.07 

.03 

.09 

.04 

.01 

.04 

.01 

.01 

.35 

MONROE   FURNACE 

.02 

.02 

.01 

.05 

.04 

.05 

.03 

.02 

.01 

.25 

MURRYSVILLE 

.03 

.04 

.04 

.01 

.01 

.01 

.01 

.15 

NEW   CASTLE    1    N 

.03 

.01 

.04 

PALME  RTON 

* 

* 

♦ 

* 

* 

* 

* 

* 

.34 

.01 

.01 

.36 
.11 

PARKERS   LANDING    1    E 

.06 

.05 

PARK   PLACE    1    NW   WB   AIRPORT   6 

* 

* 

* 

« 

* 

.10 

« 

* 

* 

« 

* 

.29 

* 

* 

* 

* 

PHILADELPHIA    WB   AIRPORT 

.01 

.02 

.02 

.02 

.02 

.07 

.08 

.01 

.25 

PHIUDELPHIA   POINT   BREEZE 

.01 

.02 

.01 

.04 

.12 

.03 

.23 

PHILADELPHIA   WB    CITY 

.01 

.03 

.01 

.08 

.10 

.02 

.25 

PHILLIPSBURG   7  E   AIRPORT 

.01 

.04 

.09 

.05 

.01 

.01 

.21 

PHOENIXVILLE    1  T  PUMPING    STATION 

.01 

.01 

.01 

.01 

.13 

.03 

.06 

.01 

.27 

PIKES   CREEK 

.01 

.01 

.01 

.01 

.01 

.14 

.01 

.02 

.02 

.01 

.26 

PINE   GROVE   MILLS    1    S 

.02 

.03 

.02 

.02 

.03 

.03 

.03 

.02 

.01 

.21 

PITTSBURGH   7    SE   WB   AP   // 

.02 

.01 

.03 

.01 

.01 

.08 

PITTSBURGH   WB   CITY 

.01 

.01 

.01 

.02 

.01 

.01 

.07 

PLEASANT   MOUWT   1   W 

.01 

.01 

.03 

.08 

.08 

.01 

.03 

.04 

.02 

.01 

.02 

.05 

.39 

PORT   CLINTON 

, 

.02 

.05 

.08 

.02 

.02 

.07 

.09 

.05 

.15 

.02 

.57 

PUNXSUTAWNEY    2 

.01 

.01 

.09 

.02 

.01 

.02 

.03 

.01 

.02 

.02 

.24 

PUTNEYVILLE    2    SE 

.02 

.02 

.07 

.01 

.01 

.04 

.01 

.01 

.03 

.22 

RAYMOND 

.01 

.01 

.01 

.02 

.10 

.04 

.01 

.01 

.01 

.01 

.23 

READING   WB    CITY 

,03 

.02 

.01 

.01 

.02 

.02 

.09 

.04 

.02 

.26 

RENOVO   6    S   STATE   CAMP 

.02 

.16 

.07 

.05 

.02 

.01 

.01 

.05 

.01 

.40 

RIDCWAY 

.01 

.06 

.09 

.01 

.02 

.01 

.01 

.01 

.01 

.02 

.01 

.03 

.01 

.30 

SAXTON 

.04 

.07 

.04 

.06 

.03 

.06 

.03 

.03 

.05 

.41 

SCANDIA 

.01 

.01 

.06 

.07 

.05 

.20 

SCRANTON  WB   CITY 

.01 

.01 

.03 

.02 

.09 

.02 

.02 

.01 

.01 

.22 

SELLERSVILLE    2    NW 

.03 

.04 

.06 

.02 

.02 

.17 

SHADE   GAP 

.01       .01 

.03 

.05 

.02 

.02 

.01 

.05 

.02 

.05 

.01 

.01 

.29 

SHEFFIELD   6   W   CHERRY  GROVE 

.02 

.07 

.08 

.01 

J)l 

.01 

.20 

SOUTH   CANAAN    1    E 

.01 

.02 

.01 

.04 

.04 

.07 

.01 

.04 

.01 

.01 

.02 

.01 

.29 

SPRING   GROVE 

.01      .03 

.02 

.05 

.01 

.01 

.01 

.02 

.04 

.20 

STATE    COLLEGE 

.01 

.03 

.03 

.07 

.03 

.17 

STROUDSBURG 

.02 

.02 

.01 

.02 

.03 

.02 

.06 

.07 

.01 

.04 

.01 

.01 

.32 

SDNBURY 

.04 

.04 

.04 

.07 

.03 

.10 

.07 

.02 

.07 

.01 

.01 

.01 

.51 

SUNBURY  AP    2    N    6 

* 

* 

• 

* 

* 

.24 

* 

* 

* 

* 

* 

.22 

* 

* 

* 

.03 

TAMAQUA    4    N    STILL   CREEK   DAM 

.05 

.02 

.05 

.04 

.01 

.03 

.10 

.07 

.10 

.01 

.01 

.01 

.50 

TIONESTA    2    SE   DAM  // 

.01 

.07 

.01 

.01 

.03 

.01 

.14 

TOWANDA 

.01 

.03 

.03 

.02 

.02 

.01 

.07 

.01 

.02 

.22 

TUNKHANNOCK    1    S 

.05 

.04 

.03 

.01 

.02 

.01 

.01 

.01 

.18 

TUKNELTON   // 

.11 

.07 

.02 

.01 

.02 

.02 

.01 

.01 

.27 

TYRONE    4    NE   BALD  EAGLE 

.01 

.01 

.01 

.01 

.03 

.05 

.05 

.01 

.01 

.05 

.01 

.01 

.26 

UNION   CITY   1    W 

.02 

.01 

.03 

VANDERGBIFT   2   W 

.07 

.03 

.01 

.01 

.02 

.02 

.16 

WAYNESBURG   2   W 

.02 

.06 

.01 

.01 

.01 

.03 

.14 

WEBSTER   MIIJLS    3    SW 

.01       .01       .01 

.01 

.07 

.03 

.04 

.02 

.02 

.03 

.05 

.01 

.31 

WELLSBORO    2    E 

.03 

.06 

.01 

.01 

.01 

.05 

.17 

WILLIAMSPORT 

.01 

.01 

.01 

.07 

.03 

.04 

.01 

.01 

.01 

.01 

.03 

.24 

WIND   GAP   3    SW 

.08 

.05 

.01 

.05 

.09 

.08 

.04 

.02 

.02 

.01 

.02 

.02 

.49 

YORK   2    S   FILTER   PLANT 

.01       .05 

.03 

.05 

.03 

.01 

.01 

.03 

.08 

.07 

.01 

.38 

YOUNGSVILLE 

.01 

.01 

-23 

.01 
Id- 

.02 

.05 

ALLENTOWN  BETHLEHEM-EASTON   AIRPORT 

.01 

.01 

.02 

BROOKVILLE   AP  6 

* 

* 

* 

♦ 

* 

.01 

BUTLER   SUBSTATION 

.01 

.01 

CARTER  CAMP 

.01 

.01 

CONFLUENCE    1    SW 

.01 

•  01 

CURWENSVILLE   6    NW   AP   6 

* 

* 

* 

* 

* 

.01 

DU   BOIS    7_E 

.02 

.02 

EMPORIUM 

- 

- 

- 

_          _          _ 

-          - 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

~ 

- 

~ 

ENGLISH  CENTER 

* 

.28 

1 

.28 

ERIE   AP   6 

* 

.02 

FORD  CITY   i   S   // 

.01 

.01 

.02 

FRANKLIN 

.01 

.01 

.02 

HAWLEY    1    S   WALLEN   DAM 

.02 

.02 

HEWITT    2    S 

.07 

.02      .02      .02 

.13 

HOLLIDAYSBURG 

.01 

.01 

.01 

.03 

JACKSON    SUMMIT 

.01 

.01 

JAMESTOWN   2   NW 

* 

* 

* 

*           *           * 

*           * 

* 

* 

* 

# 

* 

« 

* 

« 

.02 

.02 

LAURELTON   STATE   VILLAGE 

.01                  .01 

.01 

.01 

.04 

MARTINSBURG 

.02 

.02 

MEADOW    RUN    PONDS 

.04 

.01 

.05 

MEADVILIJ;    1    S 

.01 

.01       .01 

.01 

.04 

MILLVILLE 

.01 

.01 

MURRYSVILLE 

.01 

.01 

PARK   PLACE    1    NW    WB   AIRPORT    6 

* 

* 

*          *          * 

»            .02 

PLEASANT   MOUNT    1    W 

.01 

.01 

.03 

.03 

.08 

RAYMOND 

.01 

.01 

.02 

SHADE   GAP 

.01 

.01       .01 

.03 

SHEFFIELD   6   W   CHERRY  GROVE 

.02 

.02 

SMETHPORT   HIGHWAY   SHED 

* 

* 

*          *          * 

*           * 

* 

.20 

.35 

SOUTH   CANAAN    1    E 

.01 

.01 

.02 

STATE   COLLEGE 

.01 

.01 

SUNBURY   AP    2    N    6 

.01 

TOWANDA 

.01 

.01       .04       .01 

.01 

.08 

TUNKHANHOCK    1    S 

.01 

.01 

TYRONE   4    NE   BALD   EAGLE 

.01 

. 

.01 

UNION   CITY    1    W 

.01      .01 

.01       .01 

.04 

-2A 

:th- 

- 

GLEN   ROCK 

.01      .OS 

.01       .01 

.05 

HOLTWOOD 

.05 

.01 

.03 

LANCASTER   2   NE   FILTER   PLANT 

.01 

.01 

.02 

See  reference  notes  following  Station  Index. 
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Table  4-Cont2ziued 


HOURLY  PRECIPITATION 


PENNSYLVANIA 
NOVEMBER   1948 


Station 


PHILADELPHIA  WB  AIRPORT 
PHILADELPHIA  WB  CITY 
YORK  2  S  FILTER  PLANT 


COATESVILLE  1  SW 

GETTYSBURG  1  S 

GLEN  ROCK 

HOLTHOOD 

LOCK  HAVEN  2 

HARTINSBURG 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

SPRING  GROVE 

YORK  2  S  FILTER  PLANT 


ALBION 
ALLENS  HILLS 
ALLENTOWN  BETHLEHEM  EASTON  AIRPORT 
AUSTINBURG  2  W 
BLAIN 

BLAIRSVILLE  6  NE 
BOSWELL 

BROOKVILLE  AP  6 
BDCKSTOWN 
BUTLER  SUBSTATION 
CANTON  1  NW 
CARTER  CAMP 
CHAMBERSBDRG 
CLARION  3  SW 
COALPORT 
COATESVILLE  I  SW 
CONFLUENCE  1  SW 
CRESSON  1  E  SUMMIT 
CURWENSVILLE  6  NW  AP 
DRIFTWOOD 
DO  BOIS  7  E 
DONLO 
DDSHORE 
EMPORIUM 
ENGLISH  CENTER 
ERIE  WB  CITY 
ERIE  AP  6 
EVERETT 

FORD  CITY  4  S  // 
FRANKLIN 
GLEN  BOCK 

GREENSBURG  2  E  HIGHWAY  SHED 
HEWITT  2  S 
BOLLIDAYSBURG 
"HOME 
INDIANA  2  SE 
JAMESTOWN  2  NW 
JOHNSTOWN  2 
KANE  5  SE 

LAURELTON  STATE  VILLAGE 
LEBANON  3  SW 
LEHK^TON 
LEWISTOWN 
LOCK  HAVEN  2 
MARIENVILLE 
MARTINSBURG 

HARTINSBURG  BLAIR  CO  AP  6 
MEADOW  RUN  PONDS 
MEADTILLE  1  S 
HEDIX  RUN 

MERCER  HIGHWAY  SHED 
MILAN 

MONROE  FURNACE 
MOUNT  UNION  1  NW  // 
HURRYSVILLE 
NEW  CASTLE  1  N 
PARKERS  LANDING  1  E 
PARK  PLACE  1  NW  WB  AP  6 
PHILLIPSBURG  7  E  AIRPORT 
PHOENIXVILLE  1  E  PUMPING  STATION 
PINE  GROVE  HILLS  1  S 
PITTSBURGH  7  SE  WB  AP  // 
PITTSBURGH  WB  CITY 
PLEASANT  MOUNT  1  W 
PORT  CLINTON 
PUNXSUTAWNEY  2 
PUTNEYVILLE  2  SE 
RAYMOND 

RENOVO  6  S  STATE  CAMP 
RIDGWAY 
ROCHESTER  1  N 
SAXTON 
SCANDIA 
SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 
SMETHPORT  HIGHWAY  SHED 
SPRING  GROVE 
STATE  COLLEGE 
STROUDSBURG 
TIONESTA  '2  SE  DAH  // 
TITUSVILLE 
TUNNELTON  // 
TYRONE  4  NE  BALD  EAGLE 
UNION  CITY  1  W 
VANDERGRIFT  2  W 
WASHINGTON 
WAYNESBURG  2  W 
WILLIAMSPORT 
WIND  GAP  3  SW 
YORK  2  S  FILTER  PLANT 
YOUNGSVILLE 


A.  M.  Hour  ending 


.01 
.01 


.02 
.01 


.05 
.02 


.03 
.02 
.02 
.06 
.03 


.04 
.02 


.10 
.06 


.01 


.02   .04  .04 

.01   .01  .02 

.01  .04 
.02 

.04   .01  .01 


.01 
.03 
.01 


10    11    12 


P.  M.  Hour  ending 


-25th- 


-26th- 


.01        .01 


.06   .11 
.03 


.03   .02   .03 


.02   .01   .02 
.02   .01 


.01 


.02 


.07 
.02   .06 


.01 


.04   .01 

.01   .03 


.02 


.01 

.06   .08 


.12 


.01 
.01 


See  reference  notea  following  Station  Index. 
-  286  - 


10    U    12 


.12   .11 
.04   .02 


.01   .14 
.02   * 


.09 

.04   .12   .14 


.10 
.01 
.17   .11 


.03   .04 

.18   .10 

.01   .01   .01 


.03 
.05 


.01 
.01 


.02 

.01 


.01 
.03 


.04   .10 
.01 

.03 

.05   .06 
.01   .03 


.03   .01 
.01 


.03 
.10 


.01 
.05 
.06 
.01 
.02 


.01 
.05 


.03 
.02 


.09 
.04 
.03 


.03 
.03 
.06 


.01 
.03 
.05 


.01 
.01 
.01 


.08 


.07 
.01 


.03  .06  .07 

.10  .10  .12 

.01  .01  .01 

.09  .10  .08 

.05  .04  .07 

.05  .03  .04 

.05  .01  .01 


.01 
.08 


.08 
.04 


.07 
.01 
.11 
.01 
.04 


.01 
.02 
.01 


.10 
.01 
.09 


.08 
.09 
.09 


.01 

.10 

.08 


.01 
.05 
.03 
.01 


.02 
.01 
.01 
.01 

.01 
.01 
.05 
.11 
.04 
.03 
.12 
.12 
.08 
.01 


.06 
.03 
.01 
.01 
.031 
.08 
.09 
.12 


.11 

.10 

.01 

.081 

.03 

.01 

.06 

.04 

.17 

« 

.09| 

.051 


.03 

.10 

• 

.06 

.10 

.10 

.02 

.12 

.02 

.01 

.11 

.04 

.07 

.07 

.07 

.05 

.01 

.01 

.04 

.081 

.091 

.04I 

.04 

.01 

.11 

.09 

.10 


.12j 
.03 
.091 

•  i 
.07! 
«  I 
.07 
.09 
.09 
.01 
.01 
.11 
.10 


.05 
.05 
.07 
.04 
.02 
.05 
.01 
.06 
.12 
.11 
.07 
.12 
.09 
.04 
.10 
.06 


.03 
.01 
.01 


.07 
.10 
.17 
.08 
.04 
.05 
.18 
.09 
.08 
.10 
.10 


.55 
.12 
.01 
.01 
.09 


.35 
.02 
.13 
.01 
.24 
.10 
.01 
.06 
.06 


T«bl«  4-CoiitlnuMl 


HOURLY  PRECIPITATION 


PENNBYLVAItlA 
NOVEMBER   1848 


Station 

A.  M.  Hour  anding  ■ 

p.  M.  Hour  aadlng 

1 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1 

2 

^ 

4 

8 

6 

7 

e 

9 

10 

11 

12 

• 

-27 

th- 

kLBION 

.09 

.08 

.06 

.01 

.24 

tLLFNS    MILLS 

.10 

.08 

.06 

.03 

.01 

.28 

KLLKNTOWN    BETHLKHEB-KASTON   AIRPORT 

.01 

.10 

.04 

.04 

.09      .05 

.01 

.34 

lUSTlNBORG    2   W 

.04 

.02 

.01 

.07 

tVOt'A   WILKES-BARRK    SCRANTON    AP   6 

* 

.06 

• 

* 

*           • 

»           .10 

3LAIN 

.05 

.01 

.01 

.01 

.01       .02       .01 

.01 

.13 

3LAIRSVILLE   6   ENE    & 

* 

.11 

* 

* 

*            • 

»           .13 

* 

•           •            * 

•           .02 

JLAKESLEE   CORNERS 

» 

• 

* 

•           * 

•           • 

■ 

* 

30SWELL 

.03 

.01 

.06 

.04 

.04 

.02 

.01 

.21 

5R00KVILLE    AP   6 

♦ 

.20 

♦ 

* 

•            • 

•            .11 

JUCKSTOWN 

- 

- 

- 

- 

- 

- 

- 

_         _         _ 

_          _          _ 

-  _ 

_         _         _ 

_      _       _ 

- 

SUTLER   SUBSTATION 

.10 

.08 

.05 

.02 

.01 

.01 

.02 

.29 

:anton  1  Nl 

.01 

.01 

.01 

.04 

.02      .01 

.01 

.11 

'ARTER   CAMP 

.10 

.05 

.01 

.02 

.01       .01 

.20 

:hambersburg 

.06 

.03 

.01 

.01 

.11 

:larion  3  sw 

.10 

.11 

.08 

.04 

.02 

.35 

:0ALP0RT 

.05 

.01 

.04 

.01 

.01      .01 

.05 

.18 

;oatesville  i  sw 

'.10 

.06 

.06 

.06 

.11       .04 

.01       .01 

.45 

;0NFLUENCE    1    SW 

.02 

.02 

.01 

.04 

.03 

.12 

;0NNELLSVILLE   4    N 

.15 

.02 

.02 

.07      .03 

.02       .02 

.01 

.34 

:RESS0N    1    E    SUMMIT 

.02 

.01 

.04 

.02 

.01      .01 

.01       .01 

.01 

.01 

.01 

.16 

:URWENSVILLE    6   NW   AP  6 

* 

.10 

* 

« 

#           ♦ 

*            .11 

)INCMANS   FERRY 

.02 

.02 

.02 

.03      .03 

.02       .02 

.16 

)U   BOIS    7    E 

.09 

.02 

.06 

.01 

.01      .01 

.20 

)UNLO 

.04 

.01 

.02 

.03 

.02 

.02 

.02 

.01 

.17 

)USHORE 

« 

« 

* 

* 

*           * 

*           « 

» 

♦  .        •         * 

*          * 

* 

:NGLISH   CENTER 

.02 

.08 

.01 

.11 

SRIE   WB   CITY 

.09 

.08 

.06 

.03 

.26 

!RIE   AP   6 

» 

.45 

♦ 

* 

*           * 

♦            .16 

5VERETT 

.02 

.01 

.01 

.02       .01       .01 

.08 

'ORD   CITY   4    S   // 

.06 

.07 

.02 

.03 

.01       .01 

.20 

'RANKLIN 

.13 

.10 

.07 

.01      .01 

.32 

}ETTYSBURG    1    S 

.06 

.02 

.08 

ILEN    ROCK 

.05 

.04 

.01 

.01 

.09      .04 

.01 

.25 

,0OD    SPRINGS    1    NW 

.05 

.03 

.06 

.01      .01 

.01 

.17 

■REHISBURG    2   E   HIGHWAY   SHED 

.05 

.01 

.06 

.04 

.16 

lARRISBURG    3    S   WB   AIRPORT 

.03 

.04 

.01 

.01       .03 

.01 

.13 

lAWLEY    1    S   WALLEN   DAM 

.01 

.01       .02 

.02 

.06 

lEWITT    2    S 

.03 

.03 

JOLLIDAYSBURG 

.01 

.01 

.03 

.01 

.01 

.07 

iOLTWQOD 

.02 

.03 

.01 

.02       .05 

.13 

JOME 

.08 

.02 

.03 

.07 

.20 

lONESDALE   6   N   TANNERS   FALLS   // 

.01 

.01 

.03 

.05 

.10 

lUNTSDALE 

.01 

.01 

.01 

.01       .03 

.01 

.08 

NDIANA   2    SE 

.10 

.04 

.05 

.05 

.03      .01 

.01 

.29 

JACKSON    SUMMIT 

.06 

.02 

.01 

.01 

.01 

.11 

JAMESTOWN   2    NW 

.06 

.08 

.05 

.19 

JOHNSTOWN   2 

.03 

.01 

.05 

.02 

.02 

.13 

CANE    5    SE 

.10 

.11 

.04 

.01 

.01       .01 

.01       .01 

.30 

.ANCASTER   2    NE   FILTER  PLANT 

.10      .04 

.01      .05      .02 

.01 

• 

.23 

.AURELTON   STATE   VILLAGE 

.03 

.02 

.02 

.03       .01 

.01       .01 

.13 

.EBANON   3    SW 

.04 

.06 

.01 

.01      .06 

.04       .01 

.01 

.24 

jnilGHTON 

.01 

.04 

.02 

.01       .02 

.07      .01 

.01 

■  .19 

JIWISTOWN 

.08 

.01 

.01 

.03 

.03      .01 

.01 

.18 

.OCK   HAVEN   2 

.02 

.02 

.02 

.01 

.01       .01 

.09 

lARIENVILLE 

.09 

.11 

.02 

.03 

.03      .01 

.29 

lARTINSBURG 

.02 

Dl 

.01      .01 

.01       .01 

.01 

.08 

lARTINSBURG   BLAIR   CO  AP   6 

* 

.01 

* 

* 

*           * 

»            .04 

lEADOW    RUN   PONDS 

.06 

.11 

.08 

.01 

.03       .08 

.11       .03 

. 

.51 

0;.U)VILLE    1    S 

.06 

.02 

.08 

(EDIX    RUN 

.09 

.01 

.04 

.01 

.15 

ffiRCER   HIGHWAY   SHED 

.10 

.09 

.02 

.03 

.24 

(ERWINSBURC 

.07 

.02 

.01 

.01      .06 

.17 

ilLLERSBURG   2    E 

* 

* 

* 

* 

*           * 

*           * 

* 

*           *           * 

*           .57 

.57 

lONROE    FURNACE 

.03 

.03 

.02 

.02 

.03 

.01 

.14 

nmRYSVILLE 

.04 

.01 

.05 

.05 

.15 

rePFS   MILLS    4    NE 

* 

* 

* 

* 

*          * 

*            .50 

.50 

<EW   CASTLE    1    N 

.OB 

.10 

.07 

.01 

.01 

.27 

'ALMERTON 

.03 

.02 

.02 

.04 

.07 

.18 

»ARKERS    LANpiNG    1    E 

.09 

.12 

.03 

.05 

.01      .01 

.31 

?ARK   PLACE    1    NW   WB  AP   6 

» 

4 

* 

* 

*           * 

*           .20 

. 

PHILADELPHIA   WB  AIRPORT 

.08 

.08 

.04 

.08      .12 

.18      .03 

.02 

.63 

PHILADELPHIA   POINT   BREEZE 

.06 

.09 

.03 

.05      .08 

.18      .08 

.57 

'HILADELPHIA   WB   CITY 

.07 

.11 

.03 

.04      .08 

.19      .06 

.01 

.59 

'HILLIPSBURG   7   E  AIRPORT 

.06 

.01 

.01 

.02 

.02 

.12 

=IKES    CREEK 

.01 

.05 

.07 

.04      .06 

.01 

.01                  .01 

.26 

PINE   GROVE   MILLS    1    S 

.03 

.02 

.01 

.02 

.01       .02 

.11 

PITTSBURGH   7    SE   WB  AP  // 

.03 

.02 

.02 

.03 

.01 

.11 

PITTSBURGH   WB   CITY 

.05 

.03 

.01 

.01 

.01 

.11 

PLEASANT   MOUNT    1    W 

.02 

.03 

.01 

.01 

.02       .10 

.03       .01 

.01      .01 

.25 

PORT   CLINTON 

.08 

.03 

.02 

* 

*           *    . 

.13       .01 

.27 

PUNXSUTAWNEY   2 

.09 

.04 

.03 

.02 

.18 

PUTNEYVILLE    2    SE 

.08 

.06 

.03 

.03 

.20 

flAYMOND 

.05 

.07 

.02 

.02 

.02 

.01 

.01                  .01 

.21 

HEADING   WB   CITY 

.03 

.06 

.03 

.02 

.02      .03 

.01 

.20 

SENOVO   6    S    STATE   CAMP 

.08 

.01 

.01 

.02 

.01       .02 

.01 

.02 

.18 

3CANDIA 

.09 

.09 

.11 

.06 

.35 

SCRANTON   WB    CITY 

.03 

.05 

.01       .02 

.02 

.13 

SELLERSVILLE    2    NW 

.02 

.10 

.08 

.02 

.05       .05 

.01       .02 

.01 

.01       .03      .01 

.01 

.42 

SHADE   GAP 

.02 

.01 

.01 

.01 

.01 

.06 

SHEFFIELD    6   W   CHERRY  GROVE 

.03 

.10 

.09 

.01 

.01       .02 

.26 

SMETHPORT   HIGHWAY   SHED 

.07 

.09 

.06 

.03 

.01 

.26 

SOUTH   CANAAN    1    E 

.01 

.04 

.01 

.02      .01 

.08 

.17 

SPRING   GROVE 

•  .04 

.03 

.02 

.01       .01 

.01 

.12 

STATE    COLLEGE 

.04 

.02 

.05 

.01 

.12 

STROUDSBURG 

.05 

.01 

.01 

.01      .05 

.03       .01 

.17 

SUNBURY 

.02 

.01 

.03      .06 

.01 

.13 

SUNBURY   AP    2    N    6 

* 

.05 

* 

* 

*          * 

*           .05 

lAMAQUA    4    N    STILL   CREEK  DAM 

.01 

.08 

.02 

.08 

.03 

.01 

.23 

nONESTA    2    SE   DAM  // 

.08 

.10 

.06 

.02 

.01 

.27 

riTUSVILLE 

.12 

.12 

.07 

.01 

.32 

TOWANDA 

.01 

.01 

.02 

.04 

rUNKHANNOCK    1    S 

.01 

.03 

.04 

rUNNELTON    // 

.05 

.02 

.05 

.04 

.01 

.17 

TYRONE   4    NE   BALD   EAGLE 

.03 

.02 

.01 

.02 

.01      .01 

. 

.10 

UNION    CITY    1    W 

.09 

.08 

.03 

.04 

.02 

.26 

VANDERGRIFT    2    W 

.02 

.02 

.08 

.01 

.13 

HASHINGTON 

.01 

.02 

.06 

.01 

.01 

.11 

WAYNESBURG    2    W 

.03 

.01 

.06 

.01 

.01 

.01      .01 

.14 

WEBSTER   MILLS    3    SW 

.06 

.02 

.08 

WELLSBORO    2    E 

.07 

.02 

.01 

.10 

WILLIAMSPORT 

.03 

.04 

.01 

.04 

.01 

.01       .01       .01 

.19 

YORK   2    S   FILTER   PLANT 

.04 

.03 

.02 

.01 

.02       .01 

.01       .01 

.01 

.16 

YOUNGSVILLE 

.06 

.08 

.05 

.01 

.01 

.21 

See  reieience  notes  followmg  Station  Index. 
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Table  4-Continued 


HOURLY  PRECIPITATION 


PENNSYLVANIA 
NOVEHBER  1948 


Station 


A.  M.  Hour  ending 


ALBION 

AIXENS   HILLS 

ALLENTOWN  BETHLEHEM-EASTON  AIRPORT 

AUSTINBURG   2   W 

ULAIN 

BLAIRSVILLE  6  ENE  6 

BOSWELL 

BROOKVILLE  AP  6 

BUCKSTOWN 

BOTLER  SUBSTATION 

CANTON  1  NW 

CARTER  CAMP 

CHAUBERSBURG 

CLARION  3  SW 

COALPORT 

COATESVILLE  1  SW 

CONFLUENCE  1  SW 

CONNELLSVILLE  4  N 

CRESSON  1  E  SUIUIIT 

CXIRWENSVILLE  6  NW  AP  6 

DU  BOTS^  E 

DUNLO 

DUSHORE 

ENGLISH  CENTER 

ERIE  WB  CITY 

ERIE  AP  6 

EVERETT 

FORD  CITY  4  S  // 

FRANSLIN 


GETTYSBURG  1  S 

GLEN  ROCK 

GOOD  SPRINGS  1 

N 

GREENSBURG  2  E 

HIGHWAY  SHED 

HAKBISBURG  3  S 

WB  AIRPORT 

HEWITT  2  S 

HOLLIDAYSBURG 

HOLTWOOD 

HOME 

HDNTSDALE 

INDIANA  2  SE 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

KANE  5  SE 

LANCASTER  2  NE 

FILTER  PLANT 

LAURELTON  STATE  VILLAGE 

LEBANON  3  S» 

LEWISTOWN 

LOCK  HAVEN  2 

MARIENVILLE 

HARTINSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

HEADVILLE  1  S 

HEDIX  RUN 

MERCER  HIGHWAY  SHED 

MILAN 

MILLERSBURG  2  E 

MILLVILLE 

MONROE  FURNACE 

MOUNT  ONION  1  NW  // 

MURRYSVILLE 

NEFFS  MILLS  4  NE 

NEW  CASTLE  1  N 

PALME  RTON 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AP  6 

PHIXJU)ELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHILLIPSBURG  7  E  AIRPORT 

PINE  GROVE  MILLS  1  S 

PITTSBURGH  7  SE  WB  AP  // 

PITTSBURGH  WB  CITY 

PORT  CLINTON 

PUNXSUTAWNEY  2 

PUTNEYVILLE  2  SE 

RAYMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

HIDGWAY 

ROCHESTER  1   N 

SAXTON 

SCANDIA 

SELLERSVILLE  2  NW 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HIGHWAY  SHED 

SPRING  GROVE 

STATE  COLLEGE 

STROUDSBURG 

SUNBURY 

SUNBURY  AP  2  N 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TUNNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VANDERGRIFT  2  W 

WASHINGTON 

WAYNESBURC  2  W 

WEBSTER  MILLS  3  SW 

WELLSBORO  2  E 

WILLIAMSPORT 

WIND  GAP  3  SW 

YORK   2    S   FILTER  PLANT 

YOUNGS V I LLE 


ALBION 

ALLSNS   MILLS 

ALLENTOWN    BETHLEHEM-EASTON    AIRPORT 

AUSTINBURG   2   W 

AVOCA  WILKES-BARRE   SCRANTON  AP  6       | 


.03 

.01 

.08 

.03 

.06 

.04 

.03 

.03 

.02 
.04 
.04 
.01 


8  9         10        11         12 


-28th- 


p.  M.  Hour  ending 


.02 
.01      .03 


.03       .07       .07       .02 


.01 
.02 


.02 
.05 
.01 


.07 
.07 
.09 
.01 


.03 
.03 

.01 

* 

.01 

.05 

.06 

.05 

.05 


.02 

.07 

.06 

.02 

.08 

.06 

* 

.01 

.12 

.03 

.04 

.10 

.08 

.08 

* 

.01 

.01 


10 


12 


.01 

.01 

* 

.01 

.03 

.03 

.05 

.06 

.06 

.07 


.03      .04       .05 


.07 
.04 


.03 
.01      .01      .02      .03 


.03 
.02 
.05 


«  *  * 


.01 

.01 

.04 

.02 

.03 

.01 

*         •         * 


.01 
.05 
.02 


.01 
.05 
.01 


.01  .05 
.01  .01 
.12 


-29th- 


.02 
.04 

.08 

.03 

.02 

* 

.03 

.01 

.04 

.03 

.04 

.02 


.01 

.02      .04 


.08 
.05 

.07 
.04 
.06 
*  ' 
.05i 
.01 
.07 
.07 

.08 

.05 

.021 
.011 
.01 


.07 

.07 

* 

.08 

.07 

.06 

• 

.05 

.03 

.03 

.03 


.06 
.01 
.06 
.05 
.01 


.04 

.02 

.04 

.07 

* 

.04 

.05 

.04 

* 

.08 

.04 

.02 

.07 


.08 
.01 
.04 
.02 
.03 
.02 


.03 
.06 


.10 
.07 

* 

.02 

.02 

.03 

.06 

.12 

.08 

.05 


.04 
.01 
.03 
.01 
.03 


.08 

.07 

* 

.01 

.06 

.03 

.02 

.11 

.02 

.12 


.03 

.02 

.04 

.02 

.02 

.09 

.06 

.16, 

.02j 

.04 

«      1 

.02] 

.01 

.02 

.01 

.061 

.04 

.04 

* 

.30 

.02 


.05 

.02 

.04 

.05 

* 

.07 

.05 

.04 

* 

.02J 

.01 

.06 

.lOi 

.02 

.06 

.01 

.05 

.03 

.05 

.071 

.041 

.04 


.03 


.05 

.05 

.06 

.09 

« 

.03 

.05 

.04 

* 

.07 

.01 

.05 

.02 

.08 

.02 

.04 

.05 

.02 

.03 

.02 

.01 

.01 


.02 
.04 


.05 

.07 

.10 

.09 

* 

.05 

.04 

.01 

* 

.08 

.02 

.07 

.03 

.09 

.02 

.04 

.06 

.06 
.08 
.01 
.01 


.03       ;05      .07 


.01 
.03 


.07 

.07 

.02 

.07 

* 

.04 

.03 

.03 

« 

.07 

.01 

.01 

.01 

.03 

.02 

.06 

.01 

.04 

.01 

.01 

.08 

* 

.10 

.03 


.01 

.01 

.03 

.03 

.01 

.03 

.06 

.06 

.12 

.04 

.06 

.02 

* 

* 

* 

* 

* 

.02 

.13 

.12 

.03 

.03 

.05 

.02 

.02 

.01 

.02 

.05 

.03 

.07 
.03 

.04 
.05 

.19 
.02 
.04 

.03 
.04 

* 

* 

* 

* 

* 

* 

* 

• 

• 

« 

.01 

.02 

.06 

.05 

.05 

.09 

.05 

.06 

.05 

.14 

.04 

.05 

.05 

.10 

.07 

.07 

.05 

.13 

.04 

.05 

.05 

.09 

.07 

.07 

.05 

.12 

• 

* 

* 

« 

* 

* 

* 

• 

* 

* 

« 

* 

* 

* 

.04 

.06 

.12 

.04 

.02 

.03 

.01 

.01 

.04 

.06 

.15 

.10 

.08 

.07 

.03 

.02 

.03 

.01 

.01 

.01 

.07 

.02 

* 

* 

* 

• 

* 

* 

* 

* 

* 

.05 

.08 

.03 

.04 

.02 

.03 
.03 

.04 
.05 

.03 

.09 

.06 

.05 

.06 

.04 

.01 

.02 

.02 

.06 

.02 

.02 

* 

* 

* 

* 

* 

* 

• 

• 

* 

.01 

.01 

.07 

.04 

.04 

.02 

.03 

.07 

.01 

.02 

* 

* 
.01 

* 

.01 

.07 
.03 

.03 

.02 
.05 

• 

.04 

.07 
.02 

.04 

.05 

.04 

.09 

.01 

.02 

.08 

.06 

.06 

.03 

.05 

.04 

.03 

.04 
.01 

.07 
.07 

.05 
.06 

.01 

.07 

.02 

.08 

.02 

• 

* 

* 

» 

• 

.02 

* 

* 
.01 

* 
.07 

.18 
.03 

.01 

.02 

.05 

.04 

.08 

• 

.02 

.03 

.03 

.07 

.07 

.06 

.02 

.03 

.05 

.03 

.02 

.05 

.01 

.04 

.01 

.04 
.02 

.01 
.05 

.01 
.05 

* 

* 

* 

* 

* 

« 

» 

* 

• 

* 

.05 

.10 

.10 

.16 

.10 

.04 

.02 

.05 

.04 

.05 

.07 

.09 

.11 

.09 

.05 

.07 

.05 

.05 

.06 

.01 

.02 

.03 

.03 

.01 

.01 
.01 

.01 

.03 

.04 

.02 

.01 

• 

« 

* 

• 

• 

.01 

.05 

.03 

.03 

.08 

.05 

.05 

.08 
.01 

.04 
.06 

.08 
.02 

.10 
.12 
.07 
.03 
.24 


.50 
.33 


Se«  reference  notes  following  Station  Index. 
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HOURLY  PRECIPITATION 


PENNSYLVANIA 
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A.M 

.  Hour  •cdlng 

P.  M.  Hour  •nding                       ^ 

SUtion 

o 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

S    6 

7 

8    9 

10  1  u   :  12 

I-" 

LAIN 

.02 

.02 

.03 

.04 

.04 

.02 

.02 

.06 

.05 

.05 

.06 

.09 

.08 

1 

.01 

.59 

ILAIRSVILLE  6  ENE  6 

* 

.03 

* 

* 

* 

• 

.15 

• 

• 

* 

♦ 

• 

,.03 

LAKESLKK  CORMERS 

* 

• 

• 

♦ 

• 

• 

* 

.42 

.42 

OSWKLL 

.11 

.07 

.07 

.01 

.01 

.05 

.04 

f 

.36 

ROOKVILLE  AIRPORT  6 

* 

.03 

* 

* 

* 

* 

.12 

UCKSTOWN 

.03 

.06 

.03 

.06 

.02 

.07 

.01 

.02 

.05 

.01 

.36 

UTLER  SUBSTATION 

.02 

.01 

.07 

.01 

.01 

.02 

.07 

.11 

■ 

.32 

ANTON  1  Nl 

* 

* 

• 

* 

♦ 

* 

.15 

.15 

ARTER  CAMP 

.02 

.03 

.od 

.01 

.01 

.01 

.01 

.14 

HAMBERSBURG 

.01 

.02 

.03 

.06 

.02 

.03 

.04 

.01 

.02 

.05 

.05 

.05 

.38 

LAKION  3  SW 

.02 

.03 

.03 

.02 

.02 

.04 

.01 

.02 

.02 

.05 

.07 

.09 

.05 

.01 

.48 

OALPORT 

.07 

.05 

.04 

.02 

.02 

.01 

.06 

.01 

.01 

.01 

.01   .05 

.36 

OATESVILLE  1  SW 

.03 

.02 

.0^ 

.12 

.04 

.07 

.05 

.03 

.01 

.02 

.45 

ONFLUENCE  1  SW 

.09 

.06 

.10 

.04 

.03 

.03 

.06 

.03 

.02 

.02 

.48 

ONNELLSVILLE  4  N 

.04 

.11 

.06 

.07 

.03 

.01 

.02 

.03 

.01 

.01 

'  .39 

RESSON  1  E  SUIOIIT 

« 

* 

* 

* 

• 

• 

* 

• 

* 

* 

* 

* 

* 

.77 

.77 

URWENSVILLE  6  NW  AP  6 

» 

.08 

* 

* 

• 

« 

■.11 

INGMANS  raRRT 

.02 

.04 

.02 

.02 

.07 

.03 

.05 

.03 

■  .04 

.35 

RIFTWOOD 

* 

* 

* 

* 

* 

• 

* 

• 

* 

* 

• 

* 

.70 

.70 

U  BOIS  7  E 

.06 

.02 

.01 

.01 

.01 

* 

* 

« 

* 

* 

* 

.22 

.33 

UNLO 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

_    .    _ 

-    -    . 

_    _    _ 

USHORK 

* 

* 

* 

* 

• 

« 

* 

« 

* 

* 

* 

* 

* 

*          * 

*    *    * 

*    * 

* 

UPORIUM 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

_    _    _ 

- 

- 

NGLISH  CENTER 

.01 

.02 

.06 

.02 

.07 

.03 

.06 

.01 

.01 

.02 

.01 

.01 

.33 

RIE  WB  CITY 

.04 

.01 

.01 

.06 

RIE  AP  6 

* 

.13 

♦ 

* 

• 

* 

* 

.02 

* 

* 

« 

* 

* 

.01 

VERETT 

• 

* 

* 

* 

* 

* 

* 

* 

♦ 

* 

• 

* 

* 

*     * 

*    «    • 

*     .88 

.88 

ORD  CITY  4  8// 

.04 

.04 

.04 

.03 

.03 

.02 

.03 

.03 

.04 

.05 

.35 

RANKLIN 

.04 

.04 

.03 

.01 

.02 

.14 

ETTYSBURG  1  S 

.06 

.04 

.07 

.04 

.06 

.03 

.06 

.01 

.01 

.01 

.01 

.01 

.41 

LEN  ROCK 

.02 

.03 

.05 

.06 

.07 

.04 

.04 

.03 

.01 

.02 

.02 

.01 

.02 

.42 

OOD  SPRINGS  1  NW 

* 

* 

* 

* 

« 

* 

♦ 

* 

* 

♦ 

* 

.43 

.43 

REENSBURG  2  E  HIGHWAY  SHED 

.01 

.02 

.03 

.01 

.01 

* 

* 

« 

• 

* 

* 

* 

.13 

.21 

ARRISBORG  3  S  WB  AIRPORT 

.02 

.03 

.04 

.05 

.05 

.05 

.03 

.03 

.02 

.02 

.01 

.35 

AWLEY  1  S  WALLKN  DAU 

.01 

.03 

.04 

.03 

.03 

.03 

.03 

.02 

.02 

.01 

.25 

EWITT  2  S 

.04 

.03 

.05 

.04 

.02 

.02 

.02 

.22 

OLLIDAYSBTOG 

* 

* 

* 

* 

« 

# 

« 

* 

• 

.96 

.96 

OLTWOOD 

.02 

.05 

.10 

.05 

.03 

.04 

.03 

.03 

.01 

.01 

.37 

OME 

.02 

.01 

.01 

.03 

.08 

.11 

.11 

.10 

.47 

ONESDALE  6  N  TANNERS  FAIXS  // 

.02 

.06 

.04 

.04 

.07   .05 

.01   .01 

.30 

UNTSDALE 

.02 

.07 

.07 

.04 

.02 

-.11 

.02 

.03 

.04 

.05 

.07 

.08 

.04 

.01 

.61 

NEIANA  2  SE 

.10 

.05 

.03 

.04 

.01 

.01 

.01 

.07 

.03 

.39 

ACESON  SUMIIT 

.01 

.04 

.03 

.02 

.01 

.01 

.01 

.02 

.15 

AMESTOWN  2  NW 

.04 

.04 

.02 

.10 

OHNSTOWN  2 

.04 

.08 

.07 

.03 

.02 

.01 

'  .05 

.01 

.01 

.02 

.34 

AITE  5  SE 

.02 

.03 

.01 

.01 

.07 

ANCASTER  2  NE  FILTER  PLANT 

.04 

.02 

.08 

.10 

.04 

.07 

.05 

.04 

.01 

.01 

.01 

.47 

AURELTON  STATE  VILLAGE 

.01 

.01 

.03 

.04 

.03 

.05 

.05 

.07 

.09   .06 

.03 

.47 

EEANON  3  SW 

.02 

.06 

.04 

.06 

.04 

.06 

.05 

.02 

.02 

.02 

.01 

.01 

.41 

EHIGHTON 

.02 

.02 

.07 

.02 

.01   .06 

.03   .07   .03 

.04   .05   .01 

.02 

.45 

EWISTOWN 

.01 

.03 

.04 

.03 

.06 

.04 

.06 

.03 

.01 

.31 

OCK  HAVEN  2 

.07 

.02 

.05 

.05 

.01 

.07 

.27 

ARIENVILLE 

.01 

.01 

.02 

.02 

.02 

.01 

.01 

.01 

Ml 

ARTINSBUHG 

* 

* 

* 

1* 

* 

* 

* 

* 

« 

* 

« 

« 

* 

.63 

.01 

.01 

.73 

ARTINSBURG  BlilR  CO  AP  6 

* 

.03 

* 

* 

* 

* 

.17 

♦ 

* 

* 

* 

* 

.07 

EADOW  RUN  PONDS 

.01 

.02 

.02 

.05 

.10 

.09 

.10 

.06 

.04 

.12 

.08 

.69 

EADVILLE  1  S 

.02 

.02 

.04 

.02 

.01 

.11 

EDIX  RON 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

.47 

.'47 

ERCER  HIGHWAY  SHED 

.03 

.02 

' 

.05 

ERWINSBURG 

.01 

.01 

.01 

.03 

.03 

.05 

.07 

.08 

.07 

.36 

ILAN 

* 

* 

* 

* 

* 

« 

* 

* 

* 

* 

* 

* 

.45 

.45 

ILLERSBURG  2  E 

* 

« 

* 

* 

« 

« 

* 

* 

* 

* 

« 

* 

*    * 

*  .   •    * 

•     .79 

.79 

ILLVILLE 

.01 

.02 

.03 

.04 

.01 

.03 

.03 

.01 

.01 

.19 

ONROE  FURNACE 

.01 

.05 

.02 

.04 

.09 

.04 

.05 

.02 

.02 

.02 

.01 

.37 

OUNT  ONION  1  NW  // 

* 

* 

« 

« 

* 

* 

.85 

.85 

DRRTSVILLE 

.01 

.01 

.01 

.01 

.03 

.03 

.03 

.09 

.10 

.12   .03 

.47 

EFFS  MILLS  4  NE 

.06 

.02 

.01 

.02 

.03 

.03 

.03 

.02 

.07 

.06 

.04 

.01 

.40 

EW  CASTLE  1  N 

.05 

.01 

.01 

.01 

.08 

ALMERTON 

.02 

.02 

.03 

.04 

.05 

.04 

.04 

.04 

.02 

.30 

ARKEHS  LANDING  1  E 

« 

♦ 

♦ 

♦ 

* 

* 

.53 

.53 

ARK  PLACE  1  NW  WB  AP  6 

* 

* 

* 

♦ 

♦ 

* 

.31 

• 

* 

* 

* 

* 

.06 

HILADELPHIA  WB  AIRPORT 

.07 

.03 

.06 

.10 

.11 

.11 

.07 

.05 

.02 

.05 

.03 

.70 

HILABELPHIA  POINT  BREEZE 

.07 

.06 

.08 

.11 

.14 

.10 

.06 

.10 

.03 

.05 

.04 

.84 

HILADELPHIA  WB  CITY 

.07 

.06 

.08 

.12 

.13 

.11 

.06 

.09 

.02 

.04 

.05 

.83 

HILLIPSBURG  7  E  AIRPORT 

* 

* 

* 

* 

« 

* 

* 

* 

« 

* 

* 

* 

.51 

- 

.51 

HOENIXVILLE  1  E 

* 

« 

♦ 

« 

♦ 

* 

1.70 

.01 

.03 

.02 

1.76 

IKES  CREEK 

.01 

.01 

.02 

.05 

.05 

.09   .07 

.30 

INE  GROVE  MILLS 

♦ 

* 

« 

* 

* 

• 

* 

* 

.85 

.85 

ITTSBORCH  7  SE  WB  AP 

.01 

.02 

.01 

.01 

.02 

.02 

.01 

.03 

.01 

.01 

.15 

ITTSBURGH  WB  CITY 

.05 

.02 

.05 

.08 

.06 

.04 

.03 

.05 

.05 

.02 

.45 

ORT  CLINTON 

.06 

.03 

.08 

.11 

.13 

.08 

.10 

.10 

.01 

.02 

.01 

.73 

UNXSOTAWREY  2 

* 

* 

* 

« 

.68 

.01 

.02 

.71 

UTNEYVILLE  2  SE 

.03 

.02 

.01 

.01 

.01 

.06 

.24 

.05 

.02 

.01 

.01 

.47 

AYMOND 

.02 

.04 

.02 

..03 

.01 

.01 

.01 

.01 

.15 

EADING  WB  CITY 

.02 

.07 

.07 

.11 

.06 

.08 

.08 

.12 

.05 

.01 

.01 

.01 

.69 

ENOVO  6  S  STATE  CAMP 

.06 

.04 

.02 

.08 

.08 

.01 

.02 

.04 

.01 

.36 

IDGWAY 

* 

* 

* 

* 

* 

* 

.66 

.66 

OCHESTER  1  N 

* 

« 

* 

♦ 

* 

* 

* 

* 

* 

* 

* 

* 

1.10 

1.10 

AXTON 

-07 

.06 

.04 

.02 

.02 

.04 

.02 

.01 

.01 

.05 

.02 

.01 

.37 

CANDIA 

« 

* 

* 

» 

* 

♦  ' 

.15 

.15 

CRANTON  WB  CITY 

.04 

.05 

.04 

.05 

.03 

.01 

.22 

ELLERSVILLE  2  NW 

.04 

.05 

.04 

.08 

.05 

.05 

.04 

.04 

.01 

.01 

.41 

HADE  GAP 

* 

.56 

.56 

HEFFIELD  6  W  CHERRY  GROVE 

.01 

.01 

.01 

.03 

HETHPORT  HIGHWAY  SHED 

.01 

.03 

.03 

.01 

.02 

.01 

.11 

OUTH  CANAAN  1  E 

.02 

.01   .05 

.04   .03   .01 

.16 

PRING  GROVE 

.09 

.05 

.09 

.34 

.57 

TATE  COLLEGE 

.01 

.04 

.05 

.05 

.04 

.03 

.04 

.03 

.01 

.01 

.31 

TROUDSBURG 

.01 

* 

* 

* 

* 

* 

.25 

.03 

.29 

UNBURY 

.01 

.07 

.02 

.07 

.03 

.07 

.02 

.15 

.01 

.02 

.02 

.49 

UNBURY  AP  2  N  6 

* 

.02 

* 

* 

* 

* 

* 

.25 

« 

♦ 

* 

* 

* 

.05 

AMAQUA  4  N  STILL  CREEK  DAM 

.02 

.06 

.02 

.07 

.03 

.06 

.05 

.07 

.38 

lONESTA  2  SE  DAM  // 

.05 

.02 

.01 

.01 

.01 

.10 

ITUSVILLE 

.02 

.01 

.01 

.01 

.01 

.01 

.07 

OWANDA 

.03 

.10 

.01 

.05 

.02 

.02 

.01 

.24 

UNKHANNOCK  1  S 

.06 

.05 

.06 

.04 

.04 

.05 

.04 

.34 

UNNELTON  // 

.03 

.01 

.01 

.01 

.03 

.03 

.02 

.02 

.03 

.04 

.07 

.09 

.02 

.41 

YRONE  4  NE  BALD  EAGLE 

.02 

.04 

.01 

.01 

.01 

.01 

.10 

NION  CITY  1  W 

.03 

.02 

.01 

.01 

.07 

ANDERGRIFT  2  W 

* 

'* 

* 

* 

* 

* 

♦ 

* 

.67 

.67 

ASHINGTON 

.02 

.01 

.01 

.03 

.02 

.02 

.01 

.01 

.01 

.14 

AYNESBURG  2  W 

.04 

.02 

.02 

.05 

.01 

.01 

.15 

EBSTER  MILLS  3  SW 

.05 

.04 

.02 

.03 

.05 

.01 

.02 

.02 

.01 

.02 

.06 

.06 

.05 

.09   .07 

.03 

.63 

ELLSBORO  2  E 

.01 

.02 

.02 

.02 

.02 

♦ 

* 

* 

.14 

.23 

ILLIAMSPORT 

.03 

.02 

.01 

.01 

.01 

* 

« 

* 

.30 

IND  GAP  3  SW 

* 

♦ 

* 

* 

* 

* 

* 

* 

* 

• 

* 

« 

« 

.65 

.65 

See  reference  notes  following  Station  Index. 
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Table  4-Continued    . 

A.  M.  Hour  ending 

P.  M.  Hour  ending 

1 

Station 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

U 

12 

1 
— 

2 

3 

4 

5         6 

7- 

8 

9 

10 

11 

12 

H 

YORK   2   S   FILTER  PLANT 
YOUNGSVILLE 

.01 
.02 

.07 

.03 

.07 
.02 

.03      .07 

.04       .03 

.02 

.01       .01 

-30th- 

1 

.39 

.04 

BLAIN 

CANTON    1    NW 
COATESVILLE    1    SW 
EAGLES   MERE 
MONTROSE 
MURRYSVILLE 
TUNNELTON  // 

- 

- 

- 

- 

.01      .01 

.01 

.01       .01 

.01 

.01 
.01 
.01 

.01 
.02      .03 

.01       .01 

.01 

.01 

.01 

.01 

.03 

.09 
.06 

.02 
.01 

\ 


See  reference  notes  following  Station  Index. 


Tabus 

DAILY  TEMPERATURES 

PENNSyLVANIA 
HOVEHBER  1948 

Station 

' 

Day  of  montli 

1 

1 

2 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

13 

14 

IS 

16 

17 

18 

19 

20 

|21 

22 

23 

24 

23 

26 

27 

28 

29 

|30 

31 

1 

ALBION 

MAX 

MIN 

62 
46 

64 
.48 

61 
46 

63 
40 

73 
44 

65 
40 

52 
28 

63 
31 

67 
37 

45 
38 

53 
27 

52 
33 

49 
38 

46 
27 

43 
30 

S3 
27 

48 
32 

52 
34 

52 
30 

50 
33 

59 
32 

•48 
33 

49 

31 

48 
23 

52 
33 

43 
31 

49 
31 

42  42 
28  33 

53.3 
33. B 

ALLKNTOWN-BETH-KAST  WB  AP 

MAX 
MIN 

68 
46 

52 
41 

53 
38 

67 
53 

67 
59 

1  78 
50 

61 
42 

61 
34 

65 
40 

66 
45 

55 
35 

55 
32 

55 
42 

50   55 
35   31 

54 
30 

60 
39 

65 
34 

67 
32 

69 

41 

50 
33 

45 

1  34 

SO 
38 

53 
35 

SO 
30 

55 
26 

59 
38 

43 
32 

39|  45 

31 1  26 

57.1 
37.4 

ALLKNTOWN  GAS  CO 

MAX 
MIN 

66 
36 

69 
47 

54 
40 

63 
43 

68 
59 

69 
60 

78 
50 

61 
39 

61 
39 

65 
46 

66 
39 

55 
33 

57 
35 

58 
35 

43 
36 

55 
31 

56 
36 

61 
32 

64 
33 

70 
39 

71 
38 

i  51 
36 

47 

!  39 

50 

:  3' 

S3 
37 

50 
i  28 

54 
29 

60 
35 

48 
33 

40 
27 

58.8 
38.2 

ALTOONA  HORSESHOE  CURVE 

MAX 
MIN 

61 
50 

54 
46 

47 
42 

59 
46 

67 
52 

67 
52 

55 
45 

60 
33 

54 
33 

53 
38 

52 
28 

51 
32 

49 
38 

50 
33 

47 
39 

55 
30 

54 
39 

.59 
30 

51 
42 

60 
45 

54 
33 

42 
33 

46 
34 

43 
29 

47 
29 

54 
27 

52 
43 

43 
29 

39 
31 

43 
30 

52.3 
37.0 

ARENDTSVILLE 

MAX 
MIN 

59 
42 

62 
46 

50 
42 

54 
42 

64 
53 

78 
57 

77 
49 

60 
33 

60 
32 

56 
34 

68 
32 

52 
32 

57 
36 

58 
38 

52 
34 

54 
29 

56 
34 

61 
30 

62 
31 

66 
42 

'  64 
34 

57 
36 

47 
41 

48 
33 

S3 
33 

49 
26 

55 
27 

59 
36 

45 
32 

45 
27 

57.6 
36.4 

AVOCA  WILKES  BARRE  AP 

MAX 
MIN 

69 
47 

'•    55 
43 

55 
38 

64 
53 

67 
58 

74 
49 

57 
41 

57 
35 

64 
40 

71 
40 

SO 
34 

;  52 

!  35 

50 
38 

47 
34 

49 
40 

49 
34 

55 
37 

61 
33 

64 
40 

67 
41 

45 
38 

44 
37 

45 
36 

48 
33 

44 
31 

52 
29 

56 
37 

41 
33 

38 
32 

40 
29 

54.3 
38.2 

BAE6RST0WN  4  WNW 

MAX 

MIN 

58 
46 

60 
49 

62 
SO 

64 

44 

68 
36 

79 
45 

57 
30 

55 
30 

53 
28 

65 
35 

61 
25 

1  49 
25 

52 
30 

52 
28 

46 
28 

47 
26 

59 
27 

53 
27 

64 
31 

63 
31 

47 
27 

S3 
35 

SO 
26 

40 
26 

45 
23 

49 
23 

57 
39 

50 
24 

45 
24 

47 
29 

55.0 
31.6 

BEAVERTOWN 

KAX 

MIN 

57 
46 

57 
49 

52 
40 

61 
49 

65 
55 

65 
59 

60 
51 

61 
32 

55 
36 

69 

45 

52 
30 

52 
28 

53 
41 

49 
32 

49 
38 

54 
27 

56 
42 

59 
27 

55 
30 

68 
46 

52 
35 

44 
33 

45 
38 

49 
29 

49 
28 

54 
24 

54 
42 

49 
29 

40 
31 

42 
26 

54.2 
37.3 

BKM.EFONTE  ROCKVIKW  FARM 

MAX 
MIN 

64 
30 

63 
49 

56 
42 

61 
43 

61 
52 

71 
58 

72 
47 

55 
34 

59 
36 

63 
37 

62 

51 
•  29 

50 
32 

51 
31 

52 
31 

47 

S3 
29 

53 
29 

59 
30 

62 

47 

53 

50 
33 

45 
37 

40 
28 

47 
28 

48 
25 

S3 
26 

52 
31 

41 
31 

37 
30 

54.4 
36.4 

BERWICK 

MAX 
MIN 

70 
43 

62 
48 

59 
40 

63 
52 

68 
57 

77 
65 

73 
46 

67 
32 

60 
39 

75 
51 

52 
32 

55 
30 

55 
44 

SO 
30 

52 
36 

52 
30 

58 
43 

61 
28 

58 
34 

70 
50 

53 
37 

45 
35 

47 
38 

51 
33 

50 
35 

57 
27 

58 
46 

49 
29 

42 
32 

42 
27 

57.7 
39.0 

BLAIRSVILLE  6  EHE 

MAX 
MIN 

54 
50 

51 
41 

51 
42 

67 
48 

75 
48 

68 
46 

50 
40 

62 
38 

63 
42 

60 
30 

48 
28 

52 
38 

48 
30 

47 
28 

42 
35 

61 
35 

50 
39 

62 
38 

59 
46 

60 
38 

49 
32 

45 
39 

42 
29 

41 
28 

46 
27 

62 
36 

46 
30 

38 
29 

35 
30 

41 
32 

52.5 
36.4 

BRADFORD  4  W  RES  NO  1 

MAX 

MIN 

61 
44 

56 
43 

52 

41 

65 
48 

71 

40 

68 
51 

52 
42 

59 
25 

60 
29 

61 
35 

47 
25 

46 
27 

47 
36 

39 
24 

42 
35 

53 
25 

50 
40 

58 
23 

55 
33 

61 
39 

42 
36 

43 
30 

44 
35 

38 
31 

47 
28 

55 
22 

53 
39 

40 
28 

38 
31 

40 
31 

51.4 
33.9 

BROOKVILLE  AIRPORT 

MAX 
MIN 

57 
49 

53 
47 

52 
44 

66 
48 

73 
48 

69 
49 

52 
30 

62 
27 

62 
31 

62 
30 

48 
27 

51 
27 

47 
34 

44 
29 

45 
28 

57 
26 

50 
29 

62 
23 

59 
42 

61 
40 

50 
34 

46 
35 

42 
32 

45 
28 

46 
26 

58 
25 

48 
29 

40 
28 

37 
32 

42 
32 

52.9 
33.6 

BURGETTSTOWN  3  W 

MAX 

MIN 

63 
32 

64 
47 

68 
49 

58 
46 

69 
37 

83 
39 

57 
43 

56 
26 

66 
27 

65 
49 

57 
25 

53 
28 

52 
31 

SO 
28 

50 
31 

48 
22 

60 
27 

55 
23 

67 
26 

67 

45 

47 
29 

55 
32 

51 
28 

42 
24 

45 
19 

51 
20 

56 
30 

52 
26 

41 
31 

42 
33 

56.3 
31.8 

BURNT  CABINS  2  NE 

MAX 
MIN 

60 
40 

52 
42 

48 
40 

62 
48 

67 
42 

70 
SO 

58 
33 

60 
26 

54 
34 

66 
35 

53 
23 

53 
23 

54 
40 

SO 
32 

52 
30 

56 
22 

58 
28 

59 
22 

60 
30 

61 
37 

58 
30 

42 
30 

46 
31 

50 
24 

47 
23 

54 
24 

54 
36 

41 
28 

37 
27 

44 
22 

54.2 
31.7 

BDTLER 

MAX 
MIN 

65 
50 

60 
SO 

61 
48 

69 
49 

70 
40 

77 
55 

62 
40 

60 
28 

64 
33 

65 
37 

45 
30 

52 
29 

51 
43 

49 
30 

49 
32 

58 
24 

60 
44 

58 
24 

67 
46 

63 
45 

50 
32 

55 
34 

50 
34 

45 
32 

58 
32 

58 
25 

59 
41 

47 
25 

40 
27 

45 
35 

57.1 
36.5 

CANTON  1  NW 

KAX 
MIN 

65 
32 

65 

44 

49 
35 

55 
34 

64 
54 

67 
55 

68 
44 

53 
34 

56 
34 

59 
40 

62 
30 

48 
31 

48 
35 

SO 
27 

44 
27 

44 
29 

48 
30 

49 
31 

60 
31 

64 
43 

51 
34 

57 
34 

42 
36 

42 
31 

40 
29 

44 
31 

49 
34 

48 
32 

52 
29 

33 
29 

52.5 
34.6 

CARLISLE 

MAX 

MIN 

63 
45 

60 
44 

52 
38 

61 
44 

65 
47 

78 
59 

71 
45 

61 
30 

55 
32 

68 
45 

55 
28 

57 
26 

56 
40 

52 
34 

55 
32 

55 
27 

61 
40 

60 
26 

55 
30 

68 
43 

58 
31 

50 
35 

50 
30 

52 
29 

52 

31 

56 
23 

62 
42 

52 
31 

47 
28 

40 
23 

57.6 
35.3 

CHAMBERSanRG 

MAX 
MIN 

65 
48 

52 
47 

50 
42 

60 
48 

69 
48 

76 
52 

59 
44 

63 
33 

49 

34 

71 
38 

54 
28 

55 
30 

56 
41 

51 
34 

53 
33 

57 
27 

60 
43 

60 
28 

52 
33 

66 
38 

57 
36 

43 
37 

48 
36 

52 
33 

50 
32 

56 
26 

57 
36 

44 
32 

39 
32 

46 
26 

55.7 
36.5 

CLARION  3  SW 

MAX 
MIN 

57 
46 

56 
46 

52 
43 

67 
44 

J4 
38 

71 

47 

56 
34 

61 
25 

64 
29 

62 
33 

SO 
23 

51 
27 

50 
38 

44 
24 

47 
36 

59 
22 

55 
37 

63 
22 

63 
22 

60 
39 

52 
31 

49 
33 

46 
31 

41 
28 

48 
24 

59 
22 

50 
33 

40 
25 

40 
29 

43 
30 

54.3 
32.0 

CLATSVILLE 

MAX 
MIN 

61 
54 

66 
52 

53 
49 

68 
51 

83 
45 

74 
48 

55 
35 

66 
29 

64 
38 

66 
37 

52 
30 

52 
33 

48 
40 

50 
28 

48 
33 

61 
33 

61 
35 

67 
28 

67 
44 

62 
44 

55 
29 

50 
34 

47 
27 

45 
24 

52 

21 

59 
31 

51 
31 

41 
27 

39 
32 

46 
30 

57.0 
35.7 

COALPORT 

MAX 
MIN 

68 
30 

63 
46 

51 
42 

55 
42 

60 
41 

70 
40 

67 
45 

54 
26 

61 
26 

62 
30 

61 
27 

50 
28 

62 
28 

50 
31 

50 
32 

41 
22 

58 
25 

52 
22 

60 
25 

61 
46 

50 
31 

53 
30 

45 
33 

36 
26 

43 
22 

45 
21 

57 
23 

50 
23 

39 
28 

42 

24 

53.9 
30.5 

COATESVILLE  1  SW 

MAX 
MIN 

65 
33 

62 
49 

56 
40 

61 
45 

72 
59 

69 
60 

78 
49 

61 
29 

64 
29 

63 

44 

65 
34 

54 
28 

59 
34 

62 
35 

51 
29 

55 
29 

57 
31 

63 
30 

64 
29 

70 
38 

70 
33 

56 
33 

51 
39 

50 
34 

54 
35 

50 
25 

57 
26 

60 
32 

43 
34 

40 
26 

59.4 
35.7 

COLUMBIA 

MAX 
MIN 

61 
49 

56 
40 

53 
37 

68 
51 

70 
SO 

76 
64 

65 
51 

65 
34 

59~ 
37 

71 
54 

58 
35 

58 
30 

59 
45 

54 
36 

54 
34 

59 
29 

64 
41 

66 
29 

58 
34 

72 
32 

60 
39 

53 
37 

52 
43 

55 
34 

52 
34 

58 
27 

62 
47 

52 
37 

41 
33 

45 
26 

59.2 
39.0 

CONFLUENCE  1  SW 

MAX 
MIN 

64 
35 

59 
49 

56 
47 

53 
46 

68 
43 

75 
44 

63 
45 

56 
30 

62 
30 

63 
32 

60 
25 

52 
27 

55 
30 

46 
33 

52 
34 

51 
26 

58 
28 

57 
25 

64 
26 

64 
48 

51 
34 

55 
31 

47 
34 

41 
29 

45 
28 

50 
24 

62 
26 

50 
28 

42 
32 

38 
33 

55.3 
33.4 

CORRY 

MAX 
MIN 

60 
47 

56 
46 

54 

44 

67 
50 

75 
47 

68 
52 

54 
40 

60 
28 

62 
40 

57 
34 

48 
30 

48 
34 

48 
35 

48 
28 

44 
38 

53 
28 

53 
40 

62 
27 

60 
43 

60 
39 

45 
35 

47 
34 

45 
34 

38 
35 

46 
29 

52 
34 

48 
38 

39 
32 

37 
32 

41 
34 

52.5 
36.9 

CODDERSPORT 

MAX 

MIN 

70 
34 

55 
41 

49 
39 

66 
48 

69 

49 

68 

50 

SO 
34 

51 
29 

59 

34 

60 
29 

48 
27 

46 
28 

45 
22 

46 
27 

45 
30 

50 
25 

49 
37 

62 
21 

64 
28 

59 
36 

43 
30 

42 
34 

43 
33 

42 
31 

38 
29 

46 
25 

52 
22 

49 
39 

40 
27 

40 
30 

51.5 
32.3 

CURWENSVILLE  6  NW  AIRPORT 

MAX 
MIN 

57 
47 

50 
42 

47 
39 

63 
47 

64 
51 

65 
45 

51 
34 

56 
29 

57 
34 

55 
30 

45 
26 

45 
31 

46 
32 

4.3 
27 

42 
27 

51 
27 

47 
29 

56 
28 

56 
38 

58 
36 

45 
30 

41 
34 

41 
26 

41 
26 

44 
22 

51 
30 

47 
28 

34 
25 

34 
25 

40 
24 

49.1 
32.3 

DERRY 

MAX 
MIN 

58 
53 

61 
46 

55 
47 

"71 
54 

81 

44 

74 
53 

56 
44 

67 
30 

64 
39 

66 
38 

52 
29 

56 
31 

52 
42 

52 
32 

47 
38 

63 
27 

57 
41 

68 
38 

63 
51 

66 
46 

55 
34 

51 
36 

46 
32 

45 
28 

48 
29 

66 
41 

55 
40 

43 
27 

39 
32 

48 
36 

57.5 
38.6 

DONEGAL 

MAX 
MIN 

54 
50 

55 
40 

49 
42 

67 
45 

78 
34 

69 
43 

50 
27 

62 
22 

61 
31 

60 
27 

46 
23 

53 
25 

48 
30 

46 
.27 

44 
27 

59 
23 

50 
27 

64 
23 

64 
41 

61 
33 

56 
30 

44 
30 

40 
26 

40 
21 

43 
20 

'  62 
24 

45 
28 

40 
24 

34 
28 

40 
24 

52.8 
29.8 

DONORA 

MAX 
MIN 

65 
48 

64 
53 

68 
52 

66 
54 

77 

44 

84 
55 

56 
48 

59 
37 

70 
45 

68 
49 

49 
35 

55 
39 

58 
44 

48 
38 

52 
46 

57 
32 

64 
43 

61 
34 

69 
52 

70 
50 

53 
44 

56 

45 

51 
38 

46 
34 

47 
31 

63 
34 

64 
48 

55 
38 

48   46 
38   38 

59.6 
42.9 

EAGLES  MERE 

MAX 

MIN 

58 
46 

63 
44 

51 
36 

56 
39 

57 
54 

65 
54 

62 
45 

52 
35 

52 
36 

58 

41 

63 
28 

45 
28 

45 
33 

46 
25 

43 
25 

44 
28 

44 
30 

48 
32 

55 
34 

62 
42 

55 
34 

40 
34 

42 
34 

40 
31 

40 
29 

42 
30 

48 
32 

58 
29 

37   32 
29   26 

50.1 
34.8 

EAST  WATERFORD  3  E 

MAX 
MIN 

55 
50 

54 
42 

45 
37 

56 
45 

61 
S3 

65 
55 

55 
44 

58 
40 

51 
39 

62 
36 

48 
29 

49 
40 

45 
38 

47 
31 

44 
39 

54 
35 

52 
40 

58 
40 

55 
42 

61 
41 

51 
36 

42 
36 

42 
32 

45 
30 

43 
31 

51 
34 

50 
40 

40 
30 

32 
29 

40 
27 

50.4 
38.0 

EBENSBURG 

MAX 
MIN 

64 

49 

56 
47 

48 
40 

51 
41 

65 
46 

68 
49 

57 
40 

49 
31 

57 
35 

60 
44 

55 
26 

46 
32 

47 
39 

43 
29 

47 
37 

41 
30 

57 
37 

49 
31 

58 
34 

58 
42 

44 
32 

48 
35 

42 
29 

35 
27 

43 
26 

42 
27 

57 
35 

46 
27 

36 
29 

36 
30 

50.2 
35.2 

EMPORIUM 

MAX 
HIN 

61 
38 

63 

45 

53 
43 

57 
45 

69 
49 

71 
58 

62 
45 

55 
25 

61 
28 

65 
32 

58 
27 

50 
25 

48 
28 

49 
25 

46 
33 

45 
29 

54 
30 

50 
23 

62 
26 

65 
45 

49 
38 

45 
32 

44 
34 

45 
31 

40 
27 

49 
22 

56 
31 

51 
28 

41 
32 

38 
32 

53.4 
33.5 

EPHRATA 

MAX 
HIN 

63 
49 

47 
47 

54 
40 

68 
53 

70 
59 

77 
63 

72 
50 

66 
36 

60 
41 

68 
59 

54 
35 

58 
34 

54 
44 

54 
36 

53 
35 

54 
34 

65 
42 

67 
32 

60 
36 

68 
52 

58 
39 

57 
38 

54 
42 

57 
37 

54 
40 

56 
29 

62 
47 

49 
35 

39 
33 

44 
29 

56.4 
41.5 

ERIE  WB  CITY 

MAX 

HIN 

59 
53 

61 
50 

56 
49 

70 
56 

77 
57 

74 
51 

51 
45 

60 
41 

67 
49 

67 
37 

52 
36 

51 
42 

48 
41 

49 
36 

48 
42 

58 
38 

55 
44 

61 
40 

62 
47 

62 
41 

49 
41 

53 
43 

43 
38 

41 
38 

50 
37 

54 
41 

49 
39 

42 
36 

40 
36 

43 
38 

55.1 
42.7 

EVERETT 

MAX 
HIN 

66 
46 

51 
46 

50 
44 

60 
49 

68 
49 

60 
35 

60 
35 

60 
30 

50 
32 

50 
27 

51 
26 

54 
22 

56 
24 

48 
22 

52 
15 

57 
15 

58 

15 

59 
26 

60 
34 

57 
29 

57 
21 

54 
22 

47 
25 

48 
17 

48 
16 

41 
22 

38 
21 

48 
13 

53.9 
27.8 

FARHELL  SHARON 

HAX 
HIN 

53 
49 

56 
52 

55 
48 

61 
SO 

66 
51 

65 
S3 

58 
33 

53 
27 

55 
37 

55 
31 

47 
29 

47 
36 

43 
37 

42 
32 

44 
29 

49 
28 

54 
33 

64 
30 

63 
49 

63 
43 

53 
38 

50 
-11 

49 
37 

41 
35 

49 
27 

49 
38 

49 
37 

41 
36 

40 
36 

46 
38 

52.0 
38.0 

See 

leferc 

ncen 

OtSB  f 

oUovn 

^g  StatioQ  I 
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Table  5-Continued 


PENNSYLVANIA 
NOVEMBER   1948 


Station 


FORD   CITY    4    S 

FRANKLIN 

FREDERICKSVILLE    1    SE 

FREELAND 

GEORGE  SCHOOL 

GETTYSBURG 

GORDON 

GREENSBURG  2  S  FILTER  STA 

GREENVILLE 

HANOVER 

HARRISBDRG  3  S  WB  AIRPORT 

EAWLEY 

HEWITT  2  S 

HOLTWOOD 

HUNTINGDON 

INDIANA  2  SE 

INDIANA 

I  RUIN 

JAUESTOWN  2  NW 

JOHNSTOWN  1 

KAME  1  NW 

LANCASTER  2  NE  PUUP  STA 

LANCASTER  3  NE  EXP  FARM 

LAWRENCEVILLE 

LEBANON 

LEWISTOWN 

LOCK  HAVEN  1 

HARCnS  HOOK 

■ARTINSBURG  BLAIR  CO  AP 

HAUCH  CHUNK  1  SW 

MEADVILLE  1  S 

HERCER  HGW7  SHED 

HIDDLETOWN  OLMSTED  FIELD 

MIDLAND  DAM  NO  7  LOWER 

MONTROSE  3  E  HGWY  SHED 

NEFFS  MILLS  4  NE 

NEWBURG  3  W 

NEW  CASTLE  1  N  PUMP  STA 

NEWELL 


Day  of  month 


MAX 
HIN 


MAX 
MIN 


MAX 

HIN 


MAX 
HIN 


MAX 
HIN 


MAX 

HIN 


MAX 

MIN 


MAX 
HIN 


MAX 
HIN 


MAX 
MIN 


MAX 
HIN 


MAX 
MIN 


MAX 
MIN 


MAX 
HIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 

MIN 


MAX 

MIN 


MAX 
MIN 


MAX 
HIN 


MAX 
MIN 


MAX 

MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
MIN 


MAX 
HIN 


MAX 
HIN 


MAX 
HIN 


MAX 
HIN 


HAX 
MIN 


MAX 
MIN 


HAX 
MIN 


HAX 
HI  J) 


MAX 
HIN 


65   75 
44   63 


54   51 
46   46 


53   69 
46   47 


57   52 
48   46 


59   66 
47   51 


60   57 
47   48 


10 


56   60 
44   27 


68 
50 


12 


61   62 
40   37 


55   64 
38   33 


71   58 
49   27 


57   63 
35   27 


64 


51 
28 

51 
31 

55 
30 

50 
36 

58 
31 

53 

32 

53 
27 

59 
27 

49 
31 

60 
33 

55 
33 

52 
27 

54 
23 

57 
37 

55 
24   26 


13 


60'  52 

42i  32 


58   58 
38   38 


15 


48   49 
29   29 


47 
32 


16   17  I  18 


56   54   57 
28   25   30 


54   54 
41   38 


60   55 
23   29 


58   54 

27   27 


60  1  63 


41 


31 


20  21  22  23 


62 
40   24 


60   68 
35   23 


55   63 
38   25 


63   67 
35   32 


60   60 
39   32 


59  61 
32   26 


64   49 
46   29 


24 


48   491  51 
33   40   32 


63   59 
21   39 


55   54   53   50 
29   36   36   21 


50   54   50   48   47   61 


30 


27   32   29   36   23 


47   46 
31   40 


59 
37 


59 
25 


S5|  66J 


53   47   47   60 
40   32   41   28 


59   48   46   47{ 
36   25   33   27 


38 


60 


24 


64 
33 


60 


55   50   54 
35   34   40 


53)  73 


45   47 
23   27 


60 1  57 
34   29 


68   54 
35   33 


52   48 
30   30 


61   56 
34   32 


70   57 
31   30 


67   56 
31   28 


46   42   42   52 
33   24   24   23 


60   52   55 
43   31   30 


57   64   51 
34   33 


66   61   62 


58   46   56 
38   29 


39  42 

50:  521 

29  33 

65  52 

48  27 

48  51 

27  30 

56  49 

26  34 

54<  56 


55 


53   55 
34   31 


52   51 
36l  30 


51 
28   36 


42   28 


58   53 
30   27 


62   57 
34   30 


47   58 
25   21 


64   62 
37   26 


55   61 
39   29 


58   64| 
40   24; 


61 
29 


46 


58   64 

41   41 


47   55! 
34   28 


61   64| 
35   30 


55j  60 
31   30 


52   56 
30   28 


59   69 
44i  44 


55  60 
37l  32 


37 


42  34   33  45 


65{  64 
38   34 


54   60 


68   49   45 
32<  38  30   30   35 


61  61 


42     60 
26   32 


5l'  53] 
33   3S 


50 


49   51   48 
28   28 


46   43 
29   26 


48   58 
39   28 


53|  58 
36   31 


48 


37   32   32 


48   44J 
30   30 


60 
301 


56   53 
30<  25 


57   63 
39   27 


601  64 
35   28 


56l  60 
34i  3 


48   52 
311  33 


62   64 


28   38   24   24 


44j 
24 


5^  53|   50   5a  5^ 


64|  65J  5Si 

33  3^  29 

69|  66  511 

341  45|  29| 


49  48 

391  32   30 


44   44J 


33   22  27 

4«  52   55 
28| 

50 


40 


25  28  27| 


59 
32) 


57   65 


4T  54   53   61i   581 


43^  28{ 


62 

27] 

62 
43 

66 
33 

66 
46 

58 
32 

61 
2^ 

56 
33 

65 
44 


63  44 

42  34 

72  56 

52  32 

681  65 

43  [  44 

66  54  j 

50  28 

66  54 

46  29; 

60  53 

41  36 

68  59 

47  39 

70  561 

45  371 

68  52 

39  33 

60  61 

26  25 

66  57l 

46  411 

67  57 
39  38 

65  52 

45  29 

64  51 

44  33 

62  51 

44  35 

63  47 
43  35 

62  51 
45*  41 

60  43 

37  31 

69  57 

55  35 

69  69 

46  35 

66  46 

45  39 

66  60 

40  35 

68  60 

46  38 

681  56 

40  37 

69  72 
46  50 

62  43 

42  37 

65 
30 

62  46 
44  37 

60   53 
40   33 


40   42   42 
36 1  34   32 


48   54   55 
33  1  40   35 


59 1  49   49 
39   41   36 


25  26  27  28  29 


45   47 
24  1  22 


48 1  52 
36  I  26 


45  47 
31   32 


45   45   47   46 
30   39   29   32 


51   48 
30   27 


47   43 
35   33 


49   65 
23   21 


61   51 
26   25 


55   50 
28   33 


58!  50 
48   31) 


54]  47 
40   29 


61   45 
43   31 


56   59 1 
32   36 


55   48 
23   31 


42  41 
29   29 


41   40 
30   27 


31 


32   27 


48! 
32 


50   54   51   59 
41   35 >  36   29 


48   54 
40   35 


47   51 
32   31 


38   31 


60 !  48 
32   37 


49   55 
32   30 


47   51 
28   21 


52   52   58 
27   25   30 


42   44 
34   36 


38   42 
32   27 


41   46 
33   30 


37   41 
28   21 


44 
26 


50 
25 


58   47   44 
31   31   31 


55 
34 


50   51 
26   23 


49   46   47   42   62 
31   33   24   23   25 


49   45   45   45  60 
39   33   30   27   35 


59   43 
42   37 


58   55 
25   31 


51   43 
35   22 


55   46 
43   28 


50   47   45   50   55   55 
37   31   26   28  30   44 


53   50   37!  42   50   48   48 
38   25   24   23   24   35   30 


57   47   43   47   50   65   52 
36   35   31;  30   27   30   34 


44   40   39   45   54   46   38 
33   32   29  25   24   34   29 


50   50   52,  52   56   60   51 
34   43   33   371  25  46   31 


55   50   49   51   50 
37   39   34   38   28 


46   47   43   50   55 
34   40   33   31   23 


45   49   54   50   55 
35'  39   35  36,  29 


59   47   47   53   53 

38   40   33   31   26 


49   46   43i  47   52 
34   38   31   30   25 


63   53   57   66   59 

44   45   41.  44   36 


•45  46!  47   45  55 
351  33   28  30   28 


52   4S  47   47   49- 
31   38   31   30  21 


56   59 
32   35 


53 
41 


52   49  38 
36   34   34 


40   49 
23   24 


57, 
38 


471  45J  401  48  52 

401  32|  32  25  24 

46i  48  54i  50i  55| 

39  39  34  31  29 


59  46! 

32  33; 

52  58 

26  33 

54  58 

26  28' 

61  66 

36  42 

51  39 

35  30| 

^2 
28 

50  48 

39  31 

48  41 

25  31 


61  53| 

42  35 

64  60 

39  38 

65|  50 

40  31 

58  54 

33  34 


50!  43 
42   33 


32  28 


59  44 
36  33 

5ol  43I 


41  46 
37  34 

47  41 

32  28 

42  39 
32  33 

40  43 

32  33 

40  47 

33  37 

40  42 

32  34 

42  40 

34  35 

35  41 

31  31 

41  46 

33  24 

43  44 

32  28 

40|  44! 

31  32 

41!  4SJ 

33  27^ 

44  40 
33  26 

42,  40 

32  32| 

45  42 
38  34 

37,  4l| 

28j  23 

42  411 

33  28; 

1 

41  411 

32  35 

40  44 

31  31 

41,  46) 
32|  29 

43I  44I 

35  34! 


42   45  42 
32   31   28 


64   51   43  46   49 
33   28   25  23   19 


40  38   53   42  46 
30   26   34  20   18 


56 
31 


39  33 


42 
30 


50   54 
26  31 


66   51 


49   4^ 


26i 


50 

5^ 

37 

3^ 

31 

28 

2T 

22 

55 

55 

41 

41 

25 

28 

32 

21 

48 

32 

33 

34 

32 

22 

22 

20 

52 

45 

44 

48 

28 

29 

33 

35 

61 

53 

47 

46 
39 

46 

31 

34 

See  reference  notes  JoUowing  Station  Index. 
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DAILY  TEMPERATURES 


PKNNHYI.VANIA 
NOVKKDER  1948 


Station 


10 


11    ;  12      13 


Day 

r  -- 
14  I  IS 


oi  month 

16     17  '  18     19 


20     21  I  22  I  23     24 


2S  I  26  I  27  I  28  I  29  !  30  I  31 


SWPORT 

lALMERTON 

ARK   PLACE    1    NV   WB   AP 

SILADELPHIA  DREXEL  INST 

BIIADELPHIA  FRANKLIN  INST 


MAX 
HIN 


HAX 
HIK 


MAX 

HIN 


HAX 
HIN 


HAX 

HIN 


flILADELPHIA  WB  AIRPORT     HAX 
HIN 


HILADELPHIA  POINT  BREEZE   HAX 

HIN 


HILADELPHIA  iSHAWHONT 

HILADELPHIA  WB  CITY 

BILLIPSBURG  7  E  AIRPORT 

EOEXIXVILLE  1  E  PUHP  STA 

ITTSBURGH  7  SE  WB  AIRPORT 

ITTSBURGH  WB  CITY 

ORT  CLINTON 

DTNBYVILLE    2    SE 

DAEERTOWN 

EADING   WB   CITY 

ETREAT   FARHS 

IDGWAY 

CRANTON  WB  CITY 

ELINSGROTE  AIRPORT 

BIPPENSBURG 

BMERSET  WATER  WORKS 

PRINGS  1  SW 

TATE  COLLEGE 

TROUDSBURG  SUBSTATION 

DHBURY  2  N  AIRPORT 

AMARACK  2  S  FIRE  TOWER 

lONESTA  2  SE  DAH 

ITUSVILLE  2  S 

OWANDA 

DHKHANNOCK  1  S 

HIONTOWS 

ARREH 

AYKESBURG  1  E 

ELLSBORO 

KLLSVILLE 

EST  CHESTER 

ILLIAHSPORT  4  E  WB  AP 

ILLIAHSTOWN 

ORK  3  SW  PUHPING  STATION 


k 


HAX 
HIN 

HAX 

HIN 

HAX 

HIN 

HAX 
HIN 

HAX 
HIN 

HAX 

HIN 

HAX 
HIN 

HAX 
MIN 

HAX 
MIN 

HAX 

HIN 

HAX 
HIN 

HAX 
HIN 

HAX 

HIN 

HAX 
HIN 

MAX 
MIN 

MAX 
HIN 

MAX 
MIN 

MAX 
MIN 

MAX 

MIN 

HAX 

HIK 

HAX 
HIN 

HAX 
HIN 

MAX 
MIN 

HAX 

HIN 

HAX 
MIN 

MAX 
MIN 

MAX 

HIN 

HAX 
HIN 

HAX 

HIN 

MAX 
HIN 

MAX 

HIN 

HAX 
HIN 

HAX 
MIN 

HAX 

HIN 


63   60 
29 1  42 


68   54 

47   42 


S3  I 
42 


64 
48 


66 
52 


65 
50! 


67 
52 


64 
46 


521  65 
381  52 


58 
49 


64 
53 

56 
49 

60 
46 

57 
46 

52 
42 

48 
32 

32 

49 

38 

59 
52 

64 
51 

55 
49 

61 

55 

65 
54 

57 
51 

59 
48 

60 
47 

54 
37 

58 
29 

55 
41 

53 
39 

65 
43 

58 
45 

51 
39 

66 
53 

55 
47 

57 
44 

67 
42 

59 
47 

58 
37 

67 
38 

51 

46 

51 
43 

70 
47 

59 

47 

54 
41 

65 
47 

65 
44 

56 
33 

65 
51 

56 
48 

49 

41 

57 
42 

54 
40 

49 
41 

56 
50 

53 
42 

47 
40 

60 
50 

53 
46 

51 
43 

68 
43 

71 
44 

57 
41 

65 
47 

55 
42 

57 
38 

64 
45 

59 

45 

46 
37 

61 
30 

54 
40 

55 
45 

56 
45 

55 
49 

52 
44 

70 
44 

60 
49 

571 
36 

65 
32 

70 
44 

59 
35 

58 
55 

64 
49 

57 
50 

60 
43 

56 
47 

55 
43 

60 
50 

67 
47 

56 
49 

70 
28 

68 
40 

52 
37 

61 
46 

58 
46 

52 
41 

62 
50 

58 
45 

55 
42 

68 
46 

55 
46 

58 
40 

64 
46 

55 
48 

51 
41 

61 
47 

58 
50 

55 
34 

58   70 
45   50 


64   72 
45   51 


60   73; 
46   60 


68 

54 

68 
57 

60 
45 

67 
40 

68 
50 

69 
57 

60 
50 

58 
43 

65 
54 

63 
49 

60 
47 

67 
43 

63 
42 

60 
51 

58 
42 

63 
52 

50 
37 

53 
46 

68 
48 

68 
48 

60 
43 

72 

51 

70 
51 

70 
45 

56 
41 

63 
50 

I 
70 
55 

65 
54 

65 
48 

68. 

47 


69   80 
60   61 


67 
58 

79 
56 

59 
60 

62 
66 

67 
59 

79 
50 

68 
59 

78 
57 

66 
52 

66 

41 

67 
60 

80 
52 

80 
53 

74 
50 

81 
47 

76 
53 

64 
57 

69 
59 

74 
40 

60 
44 

66 
59 

77 
61 

69 
62 

77 
53 

65 
54 

76 

ei 

58 
43 

67 
54 

70 
58 

75 
50 

65 
53 

76 
60 

69 
51 

77 
64 

75 
35 

67 
49 

71 
35 

66 

46 

70 
57 

70 
52 

66 
58 

68 
61 

70 
56 

75 
53 

63 
50 

65 
53 

67 
43 

75 
52 

75 
50 

67 
50 

71 
47 

73 
57 

70 
53 

85 
43 

73 
50 

75 
46 

74 
48 

84 
34 

76 
50 

67 
50 

69 
56 

67 
54 

75 
65 

65 
59 

77 
63 

69 

57 

73 
50 

65 
55 

72 
65 

74 
56 

80 
67 

63   60 
29   35 


64!  57 
43   36 


67   63 
51   43 


64 
45 

71 
50 

63 
57 

63 
52 

55 
35 

73 
49 

54 
44 

56 
44 

74 
47 

59 
37 

72 

44 

62 
48 

76 
47 

67 
42 

59 
45 

73 
49 

70 
50 

52 
39 

51 
40 

54 
42 

78 
50 

59 
38 

63 
42 

58 

41 

53 
39 

58 
40 

74 
47 


65 


60  71 

38J  30 

60 1  63 

34  26 


57 
35 

69 
47 

70 
46 

68 
45 

58 
35 

69 

49 

72 

47 


54   56 
33   38 


59   67 
36   39, 


69   56 
29   24 


S3   55 
33  i  31 


66 
41 


721  53 
32   32 


65   54 
49   35 


67   61 
40   43 


55   60 
40   37 


54   60 
40  j  41 


64   59 
40   33 


55   58 
41   47 


53   53 
37   34 


54   54 
31   27 


501 
34 


55   48 
27   27 


59 


61! 
491 


58   54 
33   35 


49   54 
35   34 


44   SO 
26   32 


35i  35   32 


65   58 
41   29 


52   58 
25   25 


51   59 
30   34 


51   52 
37   30 


46 
28 

44 
25 

41 
38 

53 
28 

51 
38 

57 
29 

51 
37 

54 
25 

54 
35 

63 
29 

44 
37 

54 
28 

51 
30 

62 
21 

48 
29 

45 
25 

54 
32 

55 
26 

55 
35 

57 
33 

50 
38 

50 
29 

51 
31 

55 
27 

55 
34 

61 
29 

62 
45 


45'  41   47 
2Si  29   29 


53 
39 

56 
36 

54 
37 

60 
36 


61  63 

23  24 

60  67 

29  29 

59  52 

36  35 


68   60 
35   27 


56   46 
29   35 


62   62 
49   29 


62   62 
43   31 


61 
20 

62 
24 

58 
33 

60 
29 

61 
30 

47 
31 

52 
23 

61 
25 

61 
24 

57 
23 

71 
30 


39 

b4 
24 

62 

70 

39 

21 

51 

51 

24 

22 

62 

62 

43 

26 

63 

64 

41 

37 

55 

59 

30 

27 

49 

63 

42 

27 

63 

68 

43 

28 

70 
41 


63   42 
40!  34 


65  i  50 
30  i  33 


56   49   51 
35   38   35 


40   43 
34   33! 


67 
45 


46 
38 


47 
32 


52 
34 

48 
28 

50 
30 

46 
29 

50 
35 

43 
37 

70 
34 

•  52 
35 

49 
36 

44 
36 

48 
33 

40 
33 

47 
36 

51 
35 

46 
35 

46 
38 

46 
41 

45 
33 

69 
39 

51 
32 

52 
37 

46 
36 

51 
29 

42 
32 

48 
36 

49 
39 


521 

441 


51 
44 


50 
43 


49 
36 

51 
40 


45 
36 

44 
35 

44 

46 

33 

40 

49 

501 

37 

40 ' 

53 

46  {  42 


46   48 
39   31 


53  i  47 
30!  27 


50   54 
42   39 


46!  37 
35   30 


44!  45 
39   33 


46 1  49 
35i  33 


48   47 
31   23 


44   41 
35   30 


S3   51  I 
27   20 


49   53 
30   25 


42   48 
31   31 


51   56 
41   38 


51   57 
40   36 


54 
33 

48 
24 

45 
20 

46 
20 

49 
37 

52 
23 

52 
37 

56 
31 

48 
29 

53 
?4 

42 
25 

50 
23 

46 
32 

54 
29 

54 
22 

55 
29 

50 
35 

57 
26 

48 
24 

62 
20 

43 
25 

58 
25 

47 
30 

52 
29 

55 
34 

51 
23 

49 
31 

55 
29 

36 
27 

44 
27 

41 
28 

47 
24 

47 
25 

52 
33 

50 
28 

57 
24 

48 
29 

47 
22 

50 
28 

66 
31 

60 
38 

52 
39 

53 
20 

61 
20 

42 
25 

49 
21 

50 
32 

58 
24 

50 
34 

56 
30 

49 
29 

53 
26 

48 
31 

55 
26 

52 
34 

60 
27 

57 1  58   43 
21   28   28 


59   44   41 
44   31   32 


52   41   36 

40   27   29   26 1 


62 

46  j 


57   61 
39   47 


44 

49 

49 

24 

24 

26 

53 

57 

62 

28 

30 

38 

50 

59 

51 

32 

38 

35 

51 

60 

53 

33 

36 

36 

45   40 
37   34 


47   39 
36   34 


36 
24 


55   42 
28   24 


43! 
33! 


52 
33 


46   42 
36   36 


43, 
2SJ 

56  [ 
26 

46 
32 


42 
29 


4Sl 
26  I 


361 


51   40   48 
38   36   34 


32 


45   40 
33   22 


41   41 
Si   29 


35   33 
28   27 


48   40   38 
30   30!  33 


46   39!  48!  44 
38   29   31!  33 


38   42 
32   28 


47 

34! 


54 

51 

40 

45 

30 

29 

32 

24 

53 

47 

42 

47 

37 

23 

37 

34 

53 

52 

41 

35 

24 

26 

27 

31 

58 

50 

39 

44 

46 

32 

32 

24 

60 

45 

38 

47 

45 

35 

33 

29 

56 

43 

40 

42 

35 

30 

32 

29 

53 

41 

42 

32 

33 

26 

60 

54 

40 

47 

48 

36 

34 

26 

57.7 
31.5 

57.0 
37.4 

so.e 

36.4 

60.4 
44.7 

63.0 
45.5 

59.4 
42.4 

59.8 
44.7 

59.1 
41.2 

58.9 
46.3 

49.1 
31.0 

63.1 
36.3 

56.2 
39.8 

57.3 
41.6 

56.8 
35.9 

54. 3< 
28.1 

58.0 
38.0 

58.7 
42.1 

55.9 
36.1 

53.2 
31.5 

55.6 
39.8 

57.2 
35.0 

57.1 
38.8 

53.5 
32.5 

51.7 
32.4 

53.0 
37.8 

59.0 
35.8 

55.8 
37.0 

49.1 
33.3 

54.0 
33.8 

52.2 
35.8 

55.7 
35.6 

57.3 
33.5 

59.4 
37.5 

55.1 
35.4 

58.7 
32.5 

53.9 
31.4 

57.0 
37.2 

58.4 
40.9 

54.9 
36.0 

55.7 
37.8 

60.2 
39.2 


See  refereace  notes  foUowing  Station  Index. , 


/ 


DAILY  RIVER  STAGES 


Table? 


PEKHSTLVAHIA 
KOTfHBER  1946 


River  and  Station 

1 

Day  of  month 

1 

2 

i 

1 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

LEHIGH 
LEHIGHTON 

SCHUYLKILL 
READING 
PHILADELPHIA 

DELAWARE 
EASTON 

WEST   BRAKCH 
RENOVO 
WILLIAMSPORT 

PINE    CREEK 
CEDAR    RUN 

JUNLATA 
NEWPORT 

SUSQUEHANNA 
TOWANDA 
SUNBURY 
WILKES-BARRE 
HARRISBURC 

CONEMAUGH 
SEWARD 

ALLEGHENY 
WARREN 
FRAMKLIN 
PARKERS    LANDING 
SCHENLEY    LOCK    5    LOWER 
SCHENLEY    LOCK    5    UPPER 
NATRONA    LOCK    4    LOWER 
NATRONA    LOCK    4    UPPER 
ACKETONIA    LOCK  3    LOWER 
ACKETONIA    LOCK    3    UPPER 

KISKIIIINETAS 
SALTSBURC 
VANDERGRIFT 

YOUGHIOCHENY 
CONFLUENCE 
SUTERSVILLE 
CONNELLSVILLE 

UONONCAHELA 
CHARLEROI    LOCK    4    LOWER 
CHARLEHOI    LOCK    4    UPPER 
GREENSBORO    LOCK    7    LOWER 
GREENSBORO    LOCK    7    UPPER 
MC    KEESPORT 

OHIO 
CORAOPOLIS 
PITTSBURGH 
MIDLAND   DAH    7    LOWER 
VIDLAND   DAH    7    UPPER 

9 
13 

22 

16 
20 

12 

22 

16 

16 
22 
17 

18 

14 
17 
20 
24 
24 
24 
24 
25 
25 

16 

12 
20 
16 

30 
30 
30 
30 
12 

26 
25 
30 
30 

2.3 

2.6 
5.8 

0.4 

0.0 
0.2 

1.8 

3.3 

0.4 

0.7 
1.2 
3.1 

2.8 

2.1 
2.8 
1.7 
11.8 
11.4 
10.7 
9.5 
13.1 
12.6 

1.2 
3.7 

2.4 
3.5 
2.3 

11.1 
14.8 
11.0 
11.5 
2.9 

9.9 
a6.7 

9.7 
15.7 

2.2 

3.2 

5.8 

0.4 

p.o 

S.3 

1.8 

3.2 

0.4 
0.7 
1.2 
3.1 

2.9 

2.1 
2.9 
1.7 
11.8 
11.4 
10.7 
9.5 
13.1 
12.6 

1.4 
3.8 

2.4 
3.6 
2.4 

11.4 
15.2 
11.0 
11.3 
2.9 

9.9 

hl6.7 

9.5 

15.5 

2.2 

3.2 
5.8 

0.2 

0.0 
0.4 

1.8 

3.2 

0.4 
0.7 
1.2 
3.1 

2.8 

2.1 
2.8 
2.0 
11.8 
11.3 
10.6 
9.5 
13.1 

ia.6 

1.3 
4.0 

2.4 
3.6 
2.4 

11.3 
14.8 
10.6 
11.2 
2.9 

9.9 
16.8 

9.6 
15.6 

2.4 

3.6 
5.9 

0.4 

0.1 
0.4 

1.8 

3.3 

0.4 
0.8 
1.2 
3.1 

3.0 

2.1 
2.8 
2.0 
12.0 
11.4 
10.8 
9.7 
13.2 
12.7 

1.4 
4.2 

3.0 
3.8 
2.6 

11.4 
15.0 
10.7 
11.2 
2.9 

10.0 

il6.7 

9.8 

15.6 

3.0 

4.2 

5.9 

1.0 

0.2 
0.4 

1.8 

3.5 

0.4 
0.8 
1.5 
3.1 

3.0 

1.0 
2.8 
2.0 
12.1 
11.6 
10.9 
9.8 
13.3 
12.8 

2.0 
4.7 

3.0 
4.6 
3.1 

11.3 
15.0 
10.9 
11.2 
3.0 

10.0 

16.8 

9.6 

15.5 

2.7 

3.8 
6.0 

1.1 

0.3 
0.7 

1.9 

3.4 

0.4 

0.9 
1.6 
3.2 

3.1 

1.0 
2.8 
2.1 
12.1 
11.4 
10.9 
9.8 
13.3 
12.8 

1.8 
5.0 

21.2 
4.1 
2.4 

11.5 
15.2 
11.0 
11.2 
3.0 

10.2 

16.7 

9.8 

15.6 

4.2 

5.1 
6.1 

1.6 

1.2 
3.5 

3.6 

4.2 

1.0 
1.7 
2.6 
3.4 

3.2 

1.0 
3.0 
1.8 
12.2 
11.5 
11.0 
9.9 
13.4 
12.9 

1.8 
4.7 

3.6 
3.8 
3.0 

11.7 
15.5 
11.2 
11.4 
3.1 

10.2 

16.7 

9.8 

15.7 

4.0 

5.7 
6.4 

2.0 

1.7 
3.4 

2.6 

5.4 

3.4 
2.8 
4.0 

4.4 

3.2 

2.3 
3.2 
2.0 
12.4 
11.5 
11.1 
10.0 
13.5 
13.0 

2.4 
5.8 

3.0 
4.7 
3.2 

12.1 
15.8 
11.8 
12.0 
3.5 

10.3 
16.7 
10.0 
15.7 

3.8 

4.9 
6.4 

3.5 

1.5 
2.6 

2.3 

5.0 

3.2 
2.6 
5.0 
4.5 

3.2 

2.5 
3.2 
2.4 
12.4 
11.6 
11.2 
10.1 
13.5 
13.0 

2.0 
5.2 

2.2 
4.2 
2.4 

13.0 
16.2 
11.7 
12.0 
4.0 

10.7 
16.7 
10.4 
15.1 

3.3 

4.6 
6.2 

2.7 

1.2 
2.1 

2.3 

4.8 

2.8 
2.6 
4.8 
4.3 

3.2 

2.7 
3.2 
2.4 
12.4 
11.8 
11.1 
10.0 
13.5 
13.0 

1.8 
4.8 

2.2 
3.6 
2.3 

13.0 
16.2 
11.9 
12.1 
4.0 

10.6 
16.6 
10.0 
15.4 

3.2 

4.5 
6.1 

2.4 

1.1 
2.0 

2.6 

4.5 

2.3 
2.5 
4.4 
4.3 

3.2 

2.6 
3.3 
2.4 
12.4 
11.8 
11.1 
10.0 
13.5 
13.0 

1.8 
4.7 

2.8 
3.6 
2.8 

13.1 
16.3 
11.9 
12.0 
4.0 

10.6 
16.7 
10.2 
15.3 

3.1 

4.3 
6.1 

2.1 

1.3 
2.0 

2.5 

4.5 

2.2 

2.3 
3.8 
4.2 

3.2 

2.8 
3.5 
2.3 
12.4 
11.9 
11.2 
10.1 
13.6 
13.1 

1.9 
4.8 

2.7 
4.1 
2.7 

12.3 
15.7 
11.9 
12.1 
3.6 

10.6 
16.6 
10  J 
15.6 

3.0 

4.2 
6.0 

1.8 

1.1 
1.9 

2.4 

4.1 

2.2 
2.1 
3.6 
4.0 

3.2 

3.1 
3.8 
2.8 
12.4 
11.8 
11.1 
10.1 
13.5 
13.0 

1.8 
4.7 

2.g 
3.9 
2.7 

13.7 
16.7 
12.1 
12.1 
4.3 

10.9 
16.8 
ID. 4 
15.7 

2.8 

4.2 
6.0 

1.7 

1.1 
1.6 

2.3 

4.0 

2.0 
2.0 
3.6 
3.9 

3.1 

3.2 
3.9 
2.8 
12.5 
12.0 
11.2 
10.2 
13.7 
13.2 

1.7 
4.7 

2.9 
4.0 
2.8 

12.5 
15.8 
11.7 
12.1 
4.2 

10.6 
16.6 
10.4 
15.7 

2.8 

4.0 
6.0 

1.4 

1.0 
1.6 

2.3 

3.6 

1.8 
1.9 
3.3 
3.9 

3.0 

3.1 
4.0 
2.8 
12.6 
12.0 
11.3 
10.2 
13.7 
13.2 

1.7 
4.6 

2.9 
4.1 
2.8 

11.9 

15.4 
11.1 
11.6 
3.9 

10.6 
16,6 
10.0 
15.6 

2.8 

3.9 
6.0 

1.4 

0.9 
1.4 

2.2 

3.6 

1.7 
1.8 
3.0 
3.8 

3.0 

3.1 
4.0 
3.0 
12.5 
12.0 
11.4 
10.2 
13.7 
13.2 

1.7 
4.6 

2.8 
4.0 
2.7 

12.1 
15.7 
11.1 
11.5 
3.6 

10.5 
16.7 
10.1 
15.6 

2.8 

4.0 
6.0 

1.2 

0.8 
1.4 

2.2 

3.6 

1.6 
1.7 
2.9 
3.8 

3.1 

3.1 
4.0 
3.0 
12.6 
12.2 
11.4 
10.3 
13.7 
13.2 

1.6 
4.5 

2.7 
3.9 
2.7 

12.0 
15.5 
11.0 
11.4 
3.0 

10.5 
16.6 
10.2 
X5.5 

2.8 

4.0 
6.0 

1.2 

0.8 
1.3 

2.2 

3.6 

1.5 
1.6 
2.8 
3.7 

3.0 

3.0 
4.1 
3.0 
12.6 
12.1 
11.4 
10.3 
13.7 
13.2 

1.6 
4.4 

2.7 
3.9 
2  .6 

11.8 
15.4 
11.0 
11.4 
3.0 

10.3 
16.6 
10.1 
15.6 

2.8 

3.8 
6.0 

1.2 

0.9 
1.3 

2.2 

3.7 

1.5 
1.6 
2.7 
3.6 

3.0 

2.9 
3.9 
3.0 
12.6 
12.2 
11.4 
10.3 
13.7 
13.2 

1.6 
4.4 

2.6 
3.8 
2.6 

12.1 
15.8 
11.8 
12.0 
3.3 

10.4 
16.6 
10.4 
15.7 

3.8 

5.0 
6.1 

1.6 

1.3 
3.7 

3.5 

5.2 

1.7 
2.2 
2.9 
3.8 

3.5 

3.8 
4.1 
3.1 
12.7 
l!.3 
11.6 
10.4 
13.8 
13.3 

1.7 
4.4 

3.4 
3.9 
2.9 

12.7 
16.1 
11.8 
12.0 
3.9 

10.7 
16.7 
10.1 
15.3 

4.4      4.0 

6.3  5.6 

6.4  6.4 

3.1      4.0 

3.1  3.1 
5.8      5.1 

3.5  3.2 
7.4      5.9 

4.8  4.1 

4.2  4.2 

5.9  7.0 

5.1      5.2 

3.8  3.2 

5.3  5.2 

5.9  6.4 

4.3  5.6 
13.3    14.6 

12.7  14.0 
12.2    13.6 

10.8  12.0 

14.1  15.2 

13.6  14.5 

2.9      2.6 

6.4  6.2 

3.8  2.7 
5.3      4.6 
4.0      2.9 

13.2  13   0 
16.5    16.4 
12.1   12.2 

12.3  12.3 

3.9  4.0 

11.1    11.6 
16.8  16.7 

10.7  11.4 
15.7   15.3 

4.2       4.0 

6.2  5.8 

6.3  6.4 

3.8      3.3 

2.7  2.6 

4.8  4.4 

3.3  3.1 

5.9  5.5 

3.9      4.3 

4.0  3.6 

6.1  6.3 

5.4  5.2 

3.6      3.5 

4.1  4.0 
5.6      5.0 
4.9      4.6 

14.4    13.9 
13.8    13.2 
13.6    12.9 
11.8    11.4 

15.4  14.9 

14.5  14.2 

2.4      2.5 
5.6      5.9 

3.4      3.2 

4.2  4.8 

3.3  3.4 

13.6  13.3 
16.5   16.4 
12.0    12.2 
12.3   12.4 

4.3      4.3 

11.8   11.5 

16.7  16.7 
12.0    11.3 
14.7   14.9 

3.8  3.6 

5.6  5.3 
6.4      6.3 

3.4  3.0 

2.5  2.2 

3.9  3.6 

2.9      2.8 

5.2  5.0 

3.8      3.4 

3.5  3.3 

6.3  5.7 
5.0      4.8 

3.4  3.4 

3.8  3.5 

4.7  4.4 

3.9  3.6 
13.7    13.3 
13.0    12.6 

12.6  12.2 

11.2  10.9 

14.7  14.4 
14.0   13.7 

2.3      2.2 

5.6  5.4 

3.2      3.0 
4.6      4.4 
3.2      3.1 

13.9   12.5 
16.9    16.1 

12.3  12.3 

12.4  12.2 
4.6      3.9 

11.4    11.0 
16.6  16.5 

11.6  10.4 

15.7  15.6 

3.7      3.5 

5.1      5.2 
6.3      6.3 

2.6  2.6 

2.1  2.1 

3.2  3.1 

2.7  2.7 
4.9      4.7 

3.1  2.9 
3.0      2.8 

5.2  4.7 

4.7  4.5 

3.5  3.3 

3.8  3.8 
4.7      5.9 

3.6  4.8 
13.2   13.7 
12.6    13.2 
12.0    12.5 

10.8  11.2 
14.2    14.5 

13.6  13.9 

2.0  2.2 

5.1  5.4 

2.9  3.0 

4.3  4.6 
3.0      3.1 

13.0    13.5 
16.2    16.5 

11.9  12.0 
12.0    12.4 

4.0      4.3 

11.2    11.3 

16.7  16.6 
11.0    11.4 
15.5   15.3 

3.6      3.6 

5.1      5.8 

6.4  6.7 

2.5  2.8 

2.1       2.2 

3.0  3.0 

2.6  2.6 

4.7  4.8 

3.1  3.0 
2.6      2.7 
4.5      4.8 

4.4  4.4 

3.5  3.4 

4.0      3.8 
5.9      5.6 

5.3  4.9 
14.1    14.5 
13.6    13.8 
13.1    13.6 

11.6  11.9 

15.0  15.4 

14.3  14.5 

2.4  2.7 

5.6  5.6 

3.4      3.3 

5.2  5.9 

3.8  3.9 

13.1  18.5 

16.4  19.6 
13.8   18.4 
13.8   15.7 

4.3  7.3 

11.7  13.4 
16.6   16.6 
12.0 
14.6   15.2 

4.4 

7.0 
6.8 

4.0 

3.1 
5.8 

3.6 

7.4 

4.8 
4.2 
7.0 
5.4 

3.6 

5.3 
6.6 
5.6 
14.7 
14.1 
13.8 
12.0 
15.4 
14.5 

2.9 
6.4 

3.8 
6.0 
4.0 

18.5 
19.6 
18.9 
16.0 
7.S 

13.4 
16.8 
12.0 
15.7 

21  2.2 

7       2.6 
29      5.8 

22  0.2 

2»    0.0 
21      0.2 

7       1.8 

21       3.2 

21      0.4 
2H    0.7 
21      1.2 

23  3.1 

2»     2.8 

21  1.0 

22  2.8 
22      1.7 

21  11.8 

22  11.3 

22  10.6 
7      9.5 

23-  13  . 1 
23(12.6 

21       1.2 
21      3.7 

21       2.2 
30      3.5 
20      2.3 

30    11.1 
30    14.8 
30    10.6 

29  11.2 

30  2.9 

30      9.9 
3(16.5 

23  9.5 
1.  14.6 

24 

1 
1« 

3 

14 

1 

14 
1 
U 

u 

U 

u 
u 

54 

1 

If 
1 
3 
3 
I 
1 
1 

1 
1 

6 
1 
1 

i 
1 

3 
3 
1 

1 
26 

2 
29 

The  following  reference  notes  apply  only  to  Table  7  -  Dally  River  Stages: 

Readings  are  made  at  approximately  7  a.m.  (local  time).   They  axe  provlBiooal  and  subject  to  correction.  Final  and  corrected  stages  will  be  published  in  the  annual  publication  "Dally  River  Stages 
Principal  Rivers  of  the  United  States". 


Obstructed  by  rough  ice. 
Frozen  but  open  at  gage. 
Upper  surface  of  smooth  Ice. 
Ice  gorge  above  gage . 
Ice  gorge  below  gage. 


f  Shore  ice . 

g  Floating  ice. 

h  Pool  stage. 

1  Dry  at  gage. 

J  Interpolated. 


\ 
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STATION 


X 

UJ 
Q 


COUNTY 


DRAINAGE 


o 

z 
o 

_i 

o      t 


> 

UJ 


TIME  OF 
OBSERVATION 


YEARS   OF 
RECORD 


OBSERVER 


REFER 

TO 
TABLES 


ACMKTONIA  LOCK  3  LOWER 
ACItKTONIA  LOCK  3  UPPKR 
ALBION 

ALLENS    UIIXS 
UaJENTOPN-EAST-BKTH  WB   AP 

ALLENTOWN   GAS   CO 

ALTOONA   HORSESHOK   CURVE 

ARENDTSVILLE 

AUSTINBURG   2    HI    W 

ATOCA   WILrKS-BARRJS    SCBANTON  AI 

BASKRSTOWN   4    MI     WNTf 

BARNES 

BEAR   GAP 

BEAVER   FALLS 

BKAVKRTOWN 

BELLEFONTE   ROCKVIEW   FARM 

BERWICK 

BETHLEHEM   RIVER   STATION 

BETTU^HEM   LEHIGH    ONIV 

Bl.AIN 

BLAIRSVILLE  6  HI  ENE 
BLAKESLEE  CORKERS 
BLOSERVILLE  1  MI  N 
BOSWELL 
BRADDOCK  LOCK  2 

BRADFORD  CITY  HALL 
BRADFORD  4  MI  W  RESERVOIR  1 
BRADFORD  5  S 
BHEKZBWOOD 
BROOKVILLE  AIRPORT 

BRUCETON 
BUCKSTOWN 
BUFFAI.O  MILLS 
BUHGETTSTOWH  3  MI  W 
BURNT  CABINS  2  MI  NE 

BDTLER 

BimjIB   SUBSTATION 

CAMP  HILL 

CANTON    1    HI    NW 

CARLISLE 

CARROLLTOWN 
CARTER  CAMP 
CEDAR   RUN 
CHADDS   FORD 
CaAMBERSBURG 

CHARLEROI 

CHARLEROI  LOCK  4  LOWER 

CHARLEROI  LOCK  4  UPPER 

CLARION  3  HI  SW 

CLADSSVILLE 

CLATSVILLE 

CLEARFIELD 

COALDALE  GREENWOOD  RESERVOIR 

COALPORT 

COATESVILLE  X    MI  SW 

COATESVILLE 

COGAN  STATION  2  MI  N 

COLUMBIA 

CONFLUENCE  1  MI  SW 
CONFLUENCE  1  MI  NW 

CONNELLSVILLE 
CONNELLSVILLE  4  MI  N 
:0NSHOHOCKEN 
:0RA0POLIS  DAM  2 
CORRY 

CODDERSPORT 

COUDERSPORT  8  MI  E 

COVINGTON 

CREEKS  IDE 

CRESSON  1  MI  E  SUMMIT 

CORWENSYILLE  6  MI  NW  AIRPORT 

CUSTER  CITY  2  MI  W  SONGBIRD 

DANVILLE 

OAUPHIN  3  MI  N 

DERRY 

DINGMANS  FERRY 

DONEGAL 

DONORA 

DOYLE  STOWN 

DRIFTWOOD 

DO  BOIS  7  MI  E 
DUNLO 
DUSHORE 
EAGLES  MERE 
EASTON 


L 


0022 
0023 
0062 
0099 
0106 

0111 
0134 
0229 
0313 
0319 

0355 
0409 
0457 
0475 
0482 

0530 
0611 
0629 
0634 
0725 

0736 
0743 
0763 
0820 
0861 

0867 
0868 
0869 
0905 
1002 

1033 
1073 
1087 
1105 
1115 

1130 
1135 
1198 
1215 
1234 

1255 
1262 
1301 
1342 
1354 

1372 
1377 
1378 
1485 
1505 

1512 
1519 
1572 
1581 
1589 

1594 
1631 
1675 
1705 
1710 

1723 
1728 
1737 
1773 
1790 

1804 
1809 
1832 
1881 
1894 

1966 
1978 
2013 
2029 
2108 

2160 
2183 
2190 
2221 
2245 

2265 
2298 
2323 
2343 
2423 


ALLEGHENY 

ALLEGHENY 

ERIE 

JEFFERSON 

LEIMGH 

LEHIGH 

BLAIR 

ADAMS 

TIOGA 

LUZERNE 

ALLEGHENY 

WARREN 

NORTHUMBERLAND 

BEAVER 

SNYBER 

CENTER 

COLUMBIA 

NORTHAMPTON 

NORTHAMPTON 

PERRY 

INDIANA 

MONROE 

CUMBERLAND 

SOMERSET 

ALLEGHENY 

MC  KEAN 
MC  KEAN 
MC  KEAN 
BEDFORD 
JEFFERSON 

ALLEGHENY 

SOMERSET 

BEDFORD 

WASHINGTON 

HUNTINCJDON 

BUTLER 

BUTLER 

CUMBERLAND 

BRADFORD 

CUMBERLAND 

CAMBRIA 

POTTER 

LYCOMING 

DELAWARE 

FRANKLIN 

WASHINGTON 

WASHINGTON 

WASHINGTON 

CLARION 

LEHIGH 

WASHINGTON 
CLEARFIELD 
SCHUYLKILL 
CLEARFIELD 
CHESTER 

CHESTER 

LYCOMING 

LANCASTER 

SOMERSET 

SOMERSET 

FAYETTE 

FAYETTE 

MONTGOMERY 

ALLEGHENY 

ERIE 

POTTER 

POTTER 

TIOGA 

INDIANA 

CAMBRIA 

CLEARFIELD 
MC  KEAN 
MONTOUR 
DAUPHIN 
WESTMORELAND 

PIKE 

WESTMORELAND 

WASHINGTON 

BUCKS 

CAMERON 

CLEARFIELD 

CAMBRIA 

SULLIVAN 

SULLIVAN 

NORTHAMPTON 


ALLEGHENY 
ALLEGHENY 
LAKE  ERIE 
ALLEGHENY 
LEHIGH 

LEHIGH 

JUNIATA 
SUSQUEHANNA 
CHEMUNG 
SUSQUEHANNA 

ALLEGHENY 
ALLEGHENY 
SUSQUEHANNA 
BRAVER 


WEST  BRANCH 

SUSQUEHANNA 

LEHIGH 

LEHIGH 

SUSQUEHANNA 

ALLEGHENY 

LEHIGH 

SUSQUEHANNA 

ALLEGHENY 

MONONGAHELA 

ALLEGHENY 
ALLEGHENY 

JUNIATA 
ALLEGHENY 

OHIO 

CONEMAUGH 
JUNIATA 
OHIO 

JUNIATA 

BEAVER 

BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

WEST  BRANCH 
WEST  BRANCH 
WEST  BRANCH 
DELAWARE 
POTOMAC 

MONONGAHELA 

MONONGAHELA 

MONONGAHELA 

ALLEGHENY 

LEHIGH 

OHIO 

WEST  BRANCH 

SCHUYLKILL 

WEST  BRANCH' 

DELAWARE 

DELAWARE 
WEST  BRANCH 
SUSQUEHANNA 
YOUGHIOGHENY 
YOUGHIOGHENY 

MONONGAHELA 

MONONGAHELA 

DELAWARE 

OHIO 

ALLEGHENY 

ALLEGHENY 
ALLEGHENY 
SUSQUEHANNA 
ALLEGHENY 
WEST  BRANCH 

TCST  BRANCH 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

CONEMAUGH 

DELAWARE 
CONEMAUGH 
MONONGAHELA 
DELAWARE 
WEST  BRANCH 

WEST  BRANCH 
CONEMAUGH 
WEST  BRANCH 
SUSQUEHANNA 
DELAWARE 


40  32 

40  32 

41  53 

41  12 
40  39 

40  36 

40  30 

39  55 

42  00 

41  21 

40  40 

41  40 
40  50 
40  46 
40  45 

40  52 

41  03 
40  37 
40  36 
40  20 

40  27 

41  06 
40  16 
40  11 

40  24 

41  58 
41  57 

40  00 

41  09 

40  19 

40  04 

39  58 

40  23 
40  05 

40  52 

40  51 

40  15 

41  40 
40  12 

40  36 

41  38 
41  31 
39  52 

39  56 

40  08 
40  09 

40  09 

41  12 
40  37 

40  07 

41  01 
40  50 

40  45 
39  58 

39  59 

41  21 

40  02 
39  48 

39  50 

40  01 
40  04 
40  04 

40  31 

41  55 

41  46 
41  46 
41  45 
40  41 

40  28 

41  03 
41  55 
40  58 
40  25 

40  20 

41  13 
40  06 
40  11 

40  18 

41  20 

41  06 

40  17 

41  32 
41  24 
40  42 


79  49 

79  49 

80  22 
78  54 
75  26 

75  28 

78  29 
77  18 
77  32 

75  43 

80  00 

79  01 

76  30 

80  19 

77  10 

77  47 

76  14 
75  22 
75  23 

77  31 

79  09 

75  36 

77  22 
79  08 
79  52 

78  39 
78  44 

78  14 

79  06 

79  59 
78  51 

78  39 

80  26 
77  52 

79  54 
79  53 

76  56 

76  52 

77  11 

78  42 
77  45 
77  28 
75  35 

77  39 

79  55 
79  54 
79  54 

79  26 
75  39 

80  25 

78  27 
75  56 

78  32 
75  50 

75  48 

77  05 

76  30 

79  22 
79  22 

79  36 

79  34 

75  19 

80  10 
79  38 

78  01 

77  53 

77  05 

79  12 

78  34 

78  35 

78  41 

76  37 
76  56 

79  18 

74  52 
79  23 
79  51 

75  08 
78  08 

78  38 
78  44 

76  24 
76  35 
75  12 


748 
748 
900 
1590 
381 

254 
1500 

710 
1590 

950 

1200 

1310 

843 

760 

640 

1060 
570 
390 
450 
720 

2048 
1670 

650 
2684 

725 

1500 
1680 

1352 
1407 

1000 

2480 

1318 

980 

990 

1100 

1140 

461 

1450 


21651  ESI 
ESI 


18C 
640 

1O40 
74C 
740 

1114 
670 

1170 
1140 
1026 
1480 
342 

431 

650 

3O0 

149C 

1331 

990 

1145 

70 

720 
1427 

1653 
2425 
1193 
1035 
2300 

2215 
2120 
460 
1300 
1150 

360 
1746 
761 
370 
820 

1670 
2440 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 

EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 

EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
ESI 


ESI 
ESI 

ESI 
ESI 
EST 
ESI 
EST 

ESI 
ESI 
ESI 
ESI 
ESI 

ESI 
ESI 
ESI 
ESI 
ESI 

ESI 
ESI 
ESI 
ESI 
EST 

ESI 
ESI 
ESI 
ESI 
ESI 

ESI 

ESI 
ESI 
ESI 
ESI 

ESI 
ESI 

ESI 
ESI 
ESI 

ESI 
EST 
ESI 
ESI 


MID 
MID 


7A 
MID 


Mil 
MID 


7A 
MID 
HID 

7A 

6P 

8A 

MID 

MID 

7A 
7A 
MID 
7A 
5P 

8A 

6P 

7A 

MID 

MID 

MID 
MID 

5P 
MID 

7A 

8A 

4P 

llA 

MID 

MID 

7A 

MID 

7A 

TA 

MID 

4P 
HID 

8A 
8A 
6P 


7A 

MID 

7A 

8A 

8I1   lOP 

MID 
7A 

7A 
9A 

7P 
7A 
7A 
7A 
8A 

7A 
lOA 

ss 
8A 
7A 


MID 

MID 

8A 
7A 
7A 
6P 

7A 
Mil 
MID 

5P 
HID 

7A 
MID 
MID 

7A 


32 

3 

8 

64 

11 

12 
11 
36 
11 
14 

1 
31 

7 
57 

13 

11 

24 

1 

7 

35 

11 

3 

9 

60 

5 
10 
30 

3 
53 

11 
63 

41 
3 

45 
40 


10 
11 
25 
40 
33 

23 
2 

10 
8 

11 

6 
1 

8 


U  S  E  P  B  G 
U  S  E  P  B  G 
ALBION  HIGH  SCHOOL 
CHARLES  H  ALLEN 
U  S  WEATHER  BUREAU 

ALLENTOWN-BETH  GAS  CO 
ALTOONA  WATER  BUREAU 
PA  STATE  COLL  EXP  STA 
USE  BALTO  MD 
CIVIL  AERO  ADM 

A  H  BURKE 
U  S  E  P  B  G 
ROARING  CREEK  WTR  CO 
HOWARD  J  KEMP 
JAMES  F  KEEN 

WESTERN  STATE  PEN 'TRY 
AMER  CAR  &  FOUNDRY  CO 
BETHLEHEM  STEEL  CORP 
LEHIGH  UNIVERSITY 
PENNA  DEPT  F  &  W 

U  S  WEATHER  BUREAU 
HAROLD  WILDRICK 
MRS  B  M  WILLDERS 
FRANK  J  HOUPT 
U  S  E  P  B  G 

BRADFORD  DIS  FLD  COM 
BRADFORD  WATER  DEPT 
GEORGE  STRAND 
PA  TURNPIKE  COMM 
CIVIL  AERO  ADM 

RAY  WILSON 
RUSSELL  L  LAMBERT 
NELLIE  R  BROWN 
LANGLOTH  WATER  CO 
PA  TURNPIKE  COMM 

BUTLER  EAGLE 
WEST  PENN  POWER  CO 
JOSEPH  N  HOBART 
MILDRED  L  SPENCER 
PROF  CHAS  E  MILLER 

NED  R  WESTRICK 
IRVING  E  GRESSEL 
CHARLES  R  NIVISON 
HERBERT  W  GUEST 
CHARLES  A  BENDER 

WEST  PENN  POWER  CO 
U  S  E  P  B  G 
U  S  E  P  B  G 
PA  ELECTRIC  CO 
VERNA  A  DOTTERER 

WALTER  B  PAGET 
WILLIAM  H  WITHEROW 
PANTHER  VALLEY  WTR  CO 
ADAH  I  NEFF 
PHILA  EJj;CTRIC  CO 

EDWARD  0  BEIDEMAN 
WILLIAM  R  WOLFE 
JAMES  H  RUST 
U  S  E  P  B  G 
JOHN  L  REID 

EMERY  C  STEWART 
GEORGE  BAER 
PHILA  ELECTRIC  CO 
U  S  E  P  B  G 
GEORGE  P  MULDERICK 

POTTER  ENTERPRISE 
ROBERT  B  KEITH 
GROVER  D  CLEVELAND 
0  S  E  P  B  G 
PENNA  EDISON  CO 

U  S  WEATHER  BUREAU 

BRADFORD  DIS  FLD  COM 

JAMES  A  BRYAN 

JOHN  HEPFORD 

MISS  N.  D.  WINEHAN 

A  JORGENSON 
PENNA  TURNPIKE  COMM 
DONORA  ZINC  WORKS 
GEORGE  HART 
SIDNEY  KENNEDY 

CITY  OF  DU  BOIS 
MRS  D  L  WHITE 
KENNETH  HOSIER 
CARL  E  BIGGER 


2  3  4  5 

3  4 
2  3  4  5 


2  3 
2  3 
2  3 

3  4 
2  3 

3 
3 

3 

3 

2  3 


2  3   5 
2  3   5 

3 
2  3  4  5 

3  4 


2  3  4 
3  4 
3 

3  4 
3 

3 
2  3 

3 

3 
2  3  4 

3 

3  4 
3 
3 
2  3 


2  3    5 

3  4 

3 
2  3  4  5 
2  3   5 

3 

3  4 
3 
3 
2  3  4  5 

3  4 
3 

2  3  4  5 
3 

2  3   5 

3 

3 
2  3  4  5 
2  3  4  5 

3 
3 
2  3   5 
3  4 
3 

3 

3  4 
3 
3 
2  3   5 

2  3    5 
3 
3 
3 
3 

2  3  4  5 

3 

3 

3 
2  3   5 

3  4 
2  3    5 
2  3    5 

3 

3  4 

3  4 

3  4 

3  4 

2  3  4  5 
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STATION 


EAST  WATERFORD  3  MI  E 

EBENSBURG 

ELIZABETHTOWN 

EMPORIUM 

ENGLISH  CENTER 

EPHRATA 
EQUINUNK 
ERIE  WB  CITY 
ERIE  AIRPORT 
EVERETT 

FARRELL  SHARON 
FORD  CITY  4  MI  S 
FRANKLIN 

FRKDERICKSVILLE  1  MI  SE 
FREELAND 

GALETON 
GEIGERTOWN 
GEORGE  SCHOOL 
GETTYSBDRG 
GETTYSBURG  1  MI  S 

GIFFORD 

GLENCOE 

GLEN  ROCK 

GLEN  WILLARD  DASHIELDS  DAM 

GOOD  SPRINGS  1  MI  W 

GORDON 

GOULDSBORO 

GRANTVILLE  2  UI  SW 

GRATERFORD 

GREENSBORO  LOCK  NO  7  LOWER 

GREENSBORO  LOCK  NO  7  UPPER 
GREENSBURG  2  MI  S  FILTER  STA 
GREENSBURG  2  MI  E  HWY  SHED 
GREENSBURG  3  MI  SE  UNITY  RES 
GREENVILLE 

HANOVER 

HARRISBURG  3  MI  S  WB  AIRPORT 

HARRISBURG  NORTH 

HAWLEY 

HAWLEY  1  MI  S  WALLEN  DAM 

HEWITT  2  MI  S 

HOLLIDAYSBCRG 

HOLLISTERVILLE 

HOLTWOOD 

HOME 

HONESDALE  4  MI  NW 

HONESDALE  6  MI  N  TANNERS  FLS 

HOOVERSVILLE 

HOP  BOTTOM  2  MI  S 

HUNTINGDON 

HUNTSDALE 

HYNDMAN 

INDIANA  2  MI  SE 

INDIANA 

IRWIN 

JACKSON  SUMMIT 
JAMESTOWN  2  MI  NW 
JOHNSTOWN  1 
JOHNSTOWN  2 
JUNIATA  HOUSE 

KANE  1  HI  NW 
KANE  5  MI  SE 
KARTHAUS 

KIRKWOOD  1  MI  SW 
KREGAR  4  MI  SE 

KRESGEVILLE  3  MI  W 

LAFAYETTE  MC  KEAN  PARK 

LAKEVILLE  1  MI  N 

LAMPETER  SCS  lA 

LANCASTER  2  NE  PUMP  STATION 

LANCASTER  2  NE  FILTER  PLANT 

LANCASTER  3  MI  NE  EXP  FARM 

LANSFORD 

LANSFORD  FOREMANS  SHOP 

LATROBE 

LAURELTON  STATE  VILLAGE 

LAWRENCEVILLE 

LEBANON 

LEBANON  3  MI  SW 

LECONTES  MILLS  5  NW 

LEHIGHTON 

LE  ROY 

LEWIS  RUN  3  MI  S 

LEWISTOWN 

LINESVILLE  6  MI  NW  PENN  LINE 


X 

LU 
Q 


2459 
2466 
2560 
2633 
2644 

2662 
2669 
2677 
2682 
2721 

2814 
2942 
3028 
3047 
3056 

3130 
3189 
3200 
3218 
3223 

3237 
3298 
3330 
3343 
3372 

3379 
3394 
3422 
3435 
3503 

3504 
3510 
3515 
3516 
3526 

3662 
3699 
3704 
3758 
3859 

3897 
4001 
4008 
4019 
4027 

4043 
4044 
4058 
4066 
4159 

4166 
4190 
4214 
4219 
4276 

4304 
4325 
4385 
4390 
4425 

4432 
4437 
4450 
4597 
4667 

4672 
4706 
4733 
4750 
4758 

4763 
4768 
4804 
4809 
4832 

4853 
4873 
4891 
4896 
4904 

4934 
4972 
4984 
4992 
5050 


COUNTY 


PERRY 

CAMBRIA 

LANCASTER 

CAMERON 

LYCOMING 

LANCASTER 

WAYNE 

ERIE 

ERIE 

BEDFORD 

MERCER 

ARMSTRONG 

VENANGO 

BERKS 

LUZERNE 

POTTER 

BERKS 

BUCKS 

ADAMS 

ADAMS 

MC  KEAN 

SOMERSET 

YORK 

ALLEGHENY 

SCHUYLKILL 

SCHUYLKILL 

WAYNE 

DAUPHIN 

MONTGOMERY 

GREENE 

GREENE 

WESTMORELAND 

WESTMORELAND 

WESTMORELAND 

MERCER 

YORK 

YORK 

DAUPHIN 

WAYNE 

WAYNE 

BEDFORD 

BLAIR 

WAYNE 

LANCASTER 

INDIANA 

WAYNE 

WAYNE 

SOMERSET 

SUSQUEHANNA 

HUNTINGDON 

CUMBERLAND 

BEDFORD 

INDIANA 

INDIANA 

WESTMORELAND 

TIOGA 

MERCER 

CAMBRIA 

CAMBRIA 

HUNTINGDON 

MC  KEAN 

ELK 

CLEARFIELD 

LANCASTER 

WESTMORELAND 

CARBON 
MC  KEAN 
WAYNE 
LANCASTER 
LANCASTER 

LANCASTER 
LANCASTER 
CARBON   ■ 
CARBON 
WESTMORELAND 

UNION 

TIOGA 

LEBANON 

LEBANON 

CLEARFIELD 

CARBON 
BRADFORD 
MC  KEAN 
MIFFLIN 
CRAWFORD 


DRAINAGE 


JUNIATA 
CONEMAUGH 
SUSQUEHANNA 
WEST  BRANCH 
WEST  BRANCH 

SUSQUEHANNA 
DELAWARE 
LAKE  ERIE 
LAKE  ERIE 
JUNIATA 

BEAVER 

ALLEGHENY 

ALLEGHENY 

SCHUYLKILL 

SUSQUEHANNA 

WEST  BRANCH 

SCHUYLKILL 

DELAWARE 

POTOMAC 

POTOMAC 

ALLEGHENY 

POTOMAC 

SUSQUEHANNA 

OHIO 

SUSQUEHANNA 

SUSQUEHANNA 

LEHIGH 

SUSQUEHANNA 

SCHUYLKILL 

MONONCAHELA 

MONONGAHELA 
MONONGAHELA 
MONONGAHELA 
MONONGAHELA 
BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

DELAWARE 

DELAWARE 

POTOMAC 

JUNIATA 

DELAWARE 

SUSQUEHANNA 

ALLEGHENY 

DELAWARE 

DELAWARE 

CONEMAUGH 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

POTOMAC 

CONEMAUGH 

CONEMAUGH 

MONONGAHELA 

SUSQUEHANNA 

BEAVER 

CONEMAUGH 

CONEMAUGH 

JUNIATA 

ALLEGHENY 
ALLEGHENY 
WEST  BRANCH 
SUSQUEHANNA 
YOUGHIOGHENY 

LEHIGH 

ALLEGHENY 

DELAWARE 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

SCHUYLKILL 

SCHUYLKILL 

CONEMAUGH 

SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
WEST  BRANCH 

LEHIGH 

SUSQUEHANNA 

ALLEGHENY 

JUNIATA 

BEAVER 


40  21 
40  29 

40  08 

41  30 
41  26 

40  10 

41  51 

42  07 
42  05 

40  00 

41  14 

40  43 

41  23 

40  27 

41  01 

41  44 

40  12 

40  13 
39  50 
39  48 

41  51 
39  49 

39  48 

40  33 
40  38 

40  45 

41  15 
40  22 
40  14 
39  47 

39  47 

40  16 
40  18 

40  17 

41  25 

39  48 

40  13 

40  16 

41  29 
41  28 

39  44 

40  26 

41  23 

39  50 

40  45 

41  37 
41  39 

40  10 

41  43 
40  29 

40  06 

39  49 

40  36 
40  37 

40  20 

41  57 
41  30 
40  20 
40  19 

40  22 

41  41 
41  36 
41  07 

39  51 

40  06 

40  54 

41  48 

41  27 

39  59 

40  03 

40  03 
40  04 
40  50 
40  50 
40  19 

40  54 

42  00 
40  20 

40  19 

41  09 

40  50 

41  40 
41  50 

40  35 

41  42 


O 

z 
o 

_l 

o     r 


> 

LjJ 


LlI 


77  33 

78  44 

76  37 

78  13 

77  17 

76  10 
75  13 
80  05 
80  12 

78  23 

80  30 

79  30 

79  49 
75  41 
75  54 

77  39 

75  50 

74  56 
77  14 

77  14 

78  36 

78  51 

76  44 

80  14 
76  30 

76  20 

75  27 

76  41 

75  27 

79  55 

79  55 

79  33 

79  30 

79  30 

80  23 

76  59 
76  51 
76  53 
75  10 
75  11 

78  32 

78  24 

75  26 

76  20 

79  06 

75  19 
75  17 
78  53 

75  43 

78  01 

77  19 

78  43 

79  07 

79  10 

79  42 

77  01 

80  28 

78  55 
78  55 

77  49 

78  48 
78  46 

78  07 

76  05 

79  14 

75  34 

78  40 

75  16 

76  14 
76  17 

76  17 

76  17 
75  53 

75  53 

79  23 

77  13 

77  08 

76  26 
76  28 

78  20 

75  43 

76  43 
78  39 

77  35 

80  31 


2125 
2170 

460 
1100 

881 

470 
920 
655 
732 
1020 

855 
950 
987 
800 
1970 

1330 
380 
160 
500 
570 

2220 
1620 
620 
1025 
1500 

900 
1850 
520 
160 
808 


TIME  OF 
OBSERVATION 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


977 
1225 
1245 

930 

600 
335 
317 
980 
1180 

840 
1000 
1360 

200 
1260 

1445 
HOC 
1660 

62( 

62( 

900 

1102 

1300 

1090 

170C 
105C 
1214 
1130 
560 

175C 

2O10 

860 

43( 

247C 

82£ 

213( 

1480 

405 

25J 

270 

36C 

103( 

104C 

103C 

880 


HID 
HID 
MID 

5P 
8A 
7A 


EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
ESI 

ESI 
ESI 
EST 
ESI 
EST 

ESI 
ESI 
ESI 
ESI 
ESI 

ESI 
ESI 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
ESI 

EST 
ESI 
EST 
ESI 

ESI 

ESI 
ESI 
ESI 
EST 
EST 

ESI 
EST 
ESI 
ESI 
ESI 

EST 


7A 
8A 
8A 
8A 
HID 

6P 

7A 

MID 

MID 

7A 

8A 
8A 
7A 
8A 
8A 

6P 
8A 
7P 
8A 
HID 

8A 
8A 

HID 
7A 

HID 

5P 
7A 

88 

7A 
7A 


6P 

HID 

6P 

6P 


8A 
MID 


996  EST 

469  EST 

490  EST 

2320  ESI 

S8o|  ESI 
ESI 
17001  ESI 

48C  ESI 
1015  ESI 


YEARS  OF 
RECORD 


OBSERVER 


8A  45 

HID  60  60 

9A  31 

8A  30  39 

8A  13|  17 

ss 
HIE 

8A 

8A 
HIE 

9A 
HIE 
7A 
7A 
8A 

7A 
7A 
6P 
5P 
5P 

MID 

8A 

9A 
HIE 

8P 

HID 
HIE 
7A 
HIE 
Mil 

8A 
8A 
8A 
HIE 
5P 

MIE 
8A 
8A 
7A 
7A 

MID 

6P 

8A 
HIE 

7A 

7A 
6P 
7A 
7A 


U  S  WEATHER  BUREAU  2  3 

JOHN  L  MC  GOUGH  2  3 
MASONIC  HOME  3 

RUSSEL  E  PALUETEER  2  3  4  5 
WILLIAM  SUDERS  3  4 

WM  W  HALLIGAN  2  3 

ROSE  H  NEILSON  3 

U  S  WEATHER  BUREAU  2  3  4  5 

CIVIL  AERO  ADH  3  4 

PENNA  TURNPIKE  COMH  2  3  4  5 

CARNEGIE  ILL  STL  CORP 
U  S  E  P  B  G 
WM  K  FULLER 
HENRY  H  ROHRBACK 
ANDREW  B  EVANSHA 

W  GALE  LUSH 
WALTER  C  WOLF 
GEO  H  HART 
HUGH  e  HC  ILHENKY 
NATL  HILITAHY  PARK 

BRADFORD  DIS  FLD  COH 

C  E  SANDERS 

HRS  E  C  HC  WILLIAMS 

WH  H  HC  CONNELL 

PA  POWER  fc  LIGBT  CO 

HRS  S  H  JOHNSON 
L  H  ELLENBERGER 
EDW  N  RHOADS 
CLAUDE  K  EULP 
D  S  E  P  B  G 

HARRY  UAPLE 
WESTMORELAND  WATER  CO 
PENNA  DEPT  HIGHWAYS 
WESTMORELAND  WATER  CO 
C  EARL  HILLER 

HANOVER  EVENING  SUN 

U  S  WEATHER  BUREAU 

GEO  S  BEAL 

HBS  D  H  PENNELL 

PA  POWER  ti  LIGHT  CO 

HISS  H  E  ROLAND 
JOHN  H  RINGLER 
PA  POWER  fc  LIGHT  CO 
PA  WATER  fa  POWER  CO 
H  J  HC  ELHOES 

GEO  C  WILLIAMS 
LESLIE  E  WALTER 
PENNA  ELECTRIC  CO 
JOSEPH  J  SANAUSKAS 
HUNTINGDON  BROADTOPM 

T  J  DINGLE 
W  J  EMERICK 
CLYMER  WATER  CO 
STATE  TEACHERS  COLL 
WESTHORELAND  WATER  CO 

ARCHIE  LAIN 
PA  DEPT  FRST  k   WTRS 
JOHNSTOWN  TRIBUNE 
CITY  OF  JOHNSTOWN 
J  EARL  HC  VEY 

SPRING  WATER  CO 
U  S  FOREST  SERVICE 
MRS  E  H  SHULTZ 
SOIL  CONSERV  SERVICE 
PENNA  TURNPIKE  COHM 

CITY  OF  BETHLEHEM 
BRADFORD  DIS  FLD  COHI 
MRS  REVEL  JENKINS 
SOIL  CONSERV  SERVICE 
LANCASTER  WATER  BUR 

LANCASTER  WATER  BUR 
DR  ORMAN  E  STREET 
LEHIGH  NAVIG  COAL  CO 
PANTHER  VALLEY  WTR  CC 
WEST  PENN  POWER  CO 

PENNA  DEPT  OF"  WELFARE 
CARLOS  P  DARLING 
LEBANON  VALLEY  GAS  CO 
LEBANON  COUNTRY  CLUB 
PA  DEPT  FRST  &  WTRS 

GOODWIN  DE  FREHN 
DIMMIS  M  BAILEY 
BRADFORD  DIS  FLD  COM* 
AMERICAN  VISCOSE  CO 
HRS  R  M  CRUMB 


\ 
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TIME 

OF 

YEARS  OF 

d 

z 

X 

COUNTY 

DRAINAGE 

1- 

z 

OBSERVATION 

RECORD 

OBSERVER 

REFER 
TO 

STATION 

a: 

0.' 

LU 
Q 

< 

o 

_l 

> 

z 

2 

o 

UJ 

O 
UJ 

Q. 

< 

TABLES 

Z 

_I 

o 

UJ 

CE 

UJ 

CC 

> 

o     r 

O  f 

UJ 

N 

1- 

Q. 

t- 

Q. 

UJ 

OCK  HAVEN  1 

5104 

CLINTON 

WEST  BRANCH 

41  08 

77  28 

680 

EST 

7A 

7A 

57 

57 

SAMUEL  C  DICKEY  JR 

2  3 

5 

XXTK  HAVEN  2 

5109 

CLINTON 

WEST  BRANCH 

41  08 

77  27 

620 

EST 

HID 

11 

HUGH  F  PARKER 

3 

« 

,ONG  POND 

5160 

MONROE 

LEHIGH 

41  03 

75  30 

1860 

EST 

8A 

2 

THOMAS  MECKES 

3 

TCIPPDS  1  MI  K 

5259 

WESTMORELAND 

YOUGHIOGHENY 

40  14 

79  24 

1380 

EST 

5P 

53 

57 

WESTMORELAND  WATER  CO 

3 

lAPLE  GLEN 

5368 

MONTGOMERY 

DELAWARE 

40  11 

75  11 

370 

EST 

8A 

3 

L  F  SCHEIBNER  JR 

3 

lAPLETON  DEPOT 

5381 

HUNTINGDON 

JUNIATA 

40  24 

77  56 

580 

EST 

7A 

10 

MRS  I  S  BUCHANAN 

3 

lARCUS  HOOK 

5390 

DELAWARE 

DELAWARE 

39  48 

75  25 

12 

EST 

8A 

8A 

22 

22 

SUN  OIL  CO 

2  3 

5 

lARIENVILLE 

5400 

FOREST 

ALLEGHENY 

41  28 

79  07 

1780 

EST 

MID 

9 

U  S  FOREST  SERVICE 

3 

4 

lABION  CENTER  2  MI  SE 

5408 

INDIANA 

CONEMAUGH 

40  45 

79  02 

1610 

EST 

7A 

6 

U  S  E  P  B  G 

3 

lARSHBUKG 

5435 

HC  KEAN 

ALLEGHENY 

4i  51 

78  46 

2120 

EST 

8A 

1 

BRADFORD  DIS  FLD  COUM 

3 

lARTINSBURG 

5453 

BLAIR 

JUNIATA 

40  18 

78  20 

1360 

EST 

HID 

11 

BLUE  MT  CANNERIES 

3 

4 

lARTINSBURG  BLAIR  CO  AIRPORT 

5454 

BLAIR 

JUNIATA 

40  19 

78  19 

1460 

EST 

MID 

MID 

6 

6 

CIVIL  AERO  ADM 

2  3 

4  5 

lATAUORAS 

5470 

PIKE 

DELAWARE 

41  22 

74  42 

455 

EST 

8A 

44 

HARRY  BISLAND 

3 

lAUCH  CHUNK  1  III  SW 

5479 

CARBON 

LEHIGH 

40  51 

75  46 

800 

EST 

4P 

4P 

56 

56 

HENRY  S  HAAK 

2  3 

5 

lATBnRG 

5490 

FOREST 

ALLEGHENY 

41  36 

79  13 

1150 

EST 

7A 

3 

OPAL  LITTLEFIELD 

3 

C  COtmELLSBTJRG 

5526 

FULTON 

POTOMAC 

39  56 

78  00 

910 

EST 

7A 

16 

RUTH  L  ROETTGER 

3 

K   CONNELLSTOWN  4  III  NW 

5534 

HUNTINGDON 

JUNIATA 

40  30 

78  08 

2340 

EST 

7A 

8 

PA  DEPT  FRST  &  WTRS 

3 

C  KEESPORT 

5573 

ALLEGHENY 

ALLEGHENY 

40  21 

79  52 

800 

EST 

7A 

20 

NATL  TUBE  CO 

3 

7 

lEADO*  RUN  PONDS 

5601 

LUZERNE 

41  13 

75  40 

2000 

EST 

HID 

JOSEPH  L  HART 

3 

4 

lEADVILLE  1  III  S 

5606 

CRAWFORD 

ALLEGHENY 

41  37 

80  10 

1065 

EST 

8A 

8A 

54 

55 

CITY  OF  MEADVILLE 

2  3 

4  5 

DEDIX  RUN 

5627 

ELK 

WEST  BRANCH 

41  17 

78  23 

1125 

EST 

MID 

7 

MRS  E  M  SNYDER 

3 

4 

BBCES  5  HI  NE  WB  AIRPORT 

5649 

MERCER 

BEAVER 

41  17 

80  12 

1296 

EST 

MID 

MID 

9 

9 

U  S  WEATHER  BUREAU 

CLOSED 

EBCER  HIGHWAT  SHED 

5654 

MERCER 

BEAVER 

41  14 

80  15 

1240 

EST 

MID 

9 

PENNA  DEPT  HIGHWAYS 

3 

4 

KRCERSBURG 

5662 

FRANKLIN 

POTOMAC 

39  50 

77  54 

605 

EST 

8A 

ROLLIN  P  GILBERT 

3 

DSRWINSBURG 

5676 

NORTHAMPTON 

40  57 

75  27 

840 

EST 

MID 

ROBERT  G  GOULD 

3 

4 

KTERSDALE 

5684 

SOMERSET 

YOUGHIOGHENY 

39  49 

79  02 

1980 

EST 

8A 

10 

LOUIS  M  WELD 

3 

IIDDLETOWN  OLMSTED  FIELD 

5703 

DAUPHIN 

SUSQUEHANNA 

40  11 

76  46 

303 

EST 

MID 

HID 

18 

18 

U  S  AIR  FORCE 

2  3 

5 

IIDLAND  DAM  NO  7  LOWER 

5710 

BEAVER 

OHIO 

40  38 

80  28 

780 

EST 

IIP 

7A 

11 

12 

PERRY  P  CAMPBELL 

2  3 

5 

7 

IIDLAND  DAM  NO  7  UPPER 

5711 

BEAVER 

OHIO 

40  38 

80  28 

780 

EST 

PERRY  P  CAMPBELL 

7 

ULAN 

5731 

BRADFORD 

SUSQUEHANNA 

41  55 

76  32 

820 

EST 

MID 

11 

W  S  ROBERTS 

3 

4 

IILANVILLE 

5738 

WAYNE 

DELAWARE 

41  40 

75  04 

750 

EST 

8A 

3 

CHAS  W  DAVIS 

3 

(ILLERSBUHG  2  HI  E 

5775 

DAUPHIN 

SUSQUEHANNA 

40  32 

76  56 

545 

EST 

MID 

11 

WM  H  NOVINGER 

3 

4 

IILLVILLE 

5816 

COLUMBIA 

SUSQUEHANNA 

41  08 

76  32 

820 

EST 

MID 

11 

RUSSELL  SHEPLEY 

3 

4 

IILROY 

5825 

MIFFLIN 

JUNIATA 

40  43 

77  35 

770 

EST 

8A 

6 

DAVID  S  NACE 

3 

WNROE  FURNACE 

5884 

HUNTINGDON 

JUNIATA 

40  42 

77  54 

1200 

EST 

MID 

7 

PENNA  STATE  COLLEGE 

3 

4 

lONBOETOS  2  HI  S 

5889 

BRADFORD 

SUSQUEHANNA 

41  42 

76  28 

2120 

EST 

7A 

8 

PA  DEPT  FRST  &  WATERS 

3 

(ONTROSE  3  MI  E  HIGHWAY  SHED 

5915 

SUSQUEHANNA 

SUSQUEHANNA 

41  50 

75  49 

1175 

EST 

8A 

8A 

43 

43 

HARRY  S  FANCHER 

2  3 

5 

lONTROSE 

5920 

SUSQUEHANNA 

SUSQUEHANNA 

41  50 

75  52 

EST 

MID 

11 

CONSUMERS  WATER  CO 

3 

4 

lOSGROVE  LOCK  8  LOWER 

5987 

ARMSTRONG 

AIJ.KGHENY 

40  52 

79  29 

808 

EST 

7A 

24 

U  S  E  P  B  G 

3 

7 

lOSGROVE  LOCK  8  UPPER 

5988 

ARMSTRONG 

ALLEGHENY 

40  52 

79  29 

808 

EST 

U  S  E  P  B  G 

7 

lOUNT  POCONO  2  MI  N  WB  AP 

6055 

MONROE 

DELAWARE 

41  08 

75  22 

1914 

EST 

MID 

MID 

41 

43 

U  S  WEATHER  BUREAU 

2  3 

4  5 

lOtTNT  UNION  1  HI  NW 

6067 

MIFFLIN 

JUNIATA 

40  24 

77  53 

800 

EST 

HID 

11 

MT  UNION  WATER  WORKS 

3 

4 

lURBTSVILLE 

6111 

WESTMORELAND 

MONONGAHELA 

40  26 

79  42 

903 

EST 

HID 

8 

WM  MC  WILLIAMS 

3 

4 

lYERSTOWN 

6126 

LEBANON 

SCHUYLKILL 

40  23 

76  18 

520 

EST 

8A 

8 

JOHN  W  WANDELL 

3 

«THONA  LOCK  NO  4  LOWER 

6151 

ALLEGHENY 

ALLEGHENY 

40  37 

79  43 

800 

EST 

7A 

21 

U  S  E  P  B  G 

3 

7 

UTBONA  LOCK  NO  4  UPPER 

6152 

ALLEGHENY 

ATJ.EGHENY 

40  37 

79  43 

800 

ESI 

U  S  E  P  B  G 

7 

ffilTS  MILLS  4  MI  NE 

6174 

HUNTINGDON 

JUNIATA 

40  40 

77  55 

960 

EST 

8A 

8A 

8 

8 

8 

PENNA  STATE  COLLEGE 

2  3 

4  5 

tESHAMINY  FALLS 

6194 

BUCKS 

DELAWARE 

40  09 

74  57 

40 

EST 

5P 

27 

33 

PHILA  SUB  WATER  CO 

3 

<EWBURG  3  MI  W 

6225 

FRANKLIN 

SUSQUEHANNA 

40  09 

77  37 

745 

EST 

MID 

MID 

7 

7 

PENNA  TURNPIKE  COMM 

2  3 

5 

■ffiW  CASTLE  1  MI  N  PUMP  STA 

6233 

LAWRENCE 

BEAVER 

41  01 

80  22  ' 

900 

EST 

IIP 

IIP 

65 

62 

NEW  CASTLE  WATER  CO 

2  3 

4  5 

1EWELL 

6246 

FAYETTE 

MONONGAHELA 

40  05 

79  53 

800 

EST 

HID 

NOON 

35 

27 

GENERAL  CHEMICAL  CO 

2  3 

5 

NEW  PARK 

6289 

YORK 

SUSQUEHANNA 

39  44 

76  31 

780 

ESI 

6P 

24 

CLINTON  J  ALLEN 

3 

NEWPORT 

6297 

PERRY 

JUNIATA 

40  29 

77  08 

400 

ESI 

7A 

7A 

1 

18 

MRS  FRANCES  FRY 

3 

7 

KEW  TRIPOLI 

6326 

LEHIGH 

LEHIGH 

40  42 

75  46 

580 

ESI 

6P 

10 

FRED  C  OSWALD 

3 

UORRISTOWN 

6370 

MONTGOMERY 

SCHUYLKILL 

40  07 

75  20 

48 

ESI 

8A 

GEORGE  H  BOONE 

3 

ORWELL  3  MI  N 

6621 

BRADFORD 

SUSQUEHANNA 

41  55 

76  16 

1620 

ESI 

6P 

5 

WM  I  BROWN 

3 

PALM 

6681 

MONTGOMERY 

SCHUYLKILL 

40  26 

75  32 

380 

ESI 

8A 

7 

FRED  C  ESCHBACK 

3 

PALHEHTON 

6689 

CARBON 

LEHIGH 

40  48 

75  37 

435 

ESI 

MID 

MID 

31 

32 

NEW  JERSEY  ZINC  CO 

2  3 

4  5 

PAHKEHS  LANDING 

6719 

ARMSTRONG 

ALLEGHENY 

41  06 

79  40 

1100 

ESI 

7A 

64 

JANNETTE  E  SCHULTZ 

3 

7 

PARKERS  IJINDING  1  MI  E 

6724 

CLABION 

ALLEGHENY 

41  06 

79  41 

870 

ESI 

MID 

10 

PAUL  H  NEELY 

3 

4 

PARK  PLACE  1  NW  WB  AIRPORT 

6734 

SCHUYLKILL 

SCHUYLKILL 

40  51 

76  06 

1952 

ESI 

7P 

7P 

2 

5 

U  S  WEATHER  BUREAU 

2  3 

4  5 

PAUPACK 

6762 

PIKE 

DELAWARE 

41  24 

75  12 

1523 

EST 

8A 

32 

MISS  L  VE'lTERLINE 

3 

PECKS  POND 

6786 

PIKE 

DELAWARE 

41  17 

75  05 

138C 

ESI 

8A 

3 

CARRIE  NESS 

3 

PHILADELPHIA  DREXEL  INST  TECI 

6879 

PHILADELPHIA 

39  57 

75  11 

3( 

ESI 

Mil 

MID 

FRANCIS  K  DAVIS  JR 

2  3 

5 

PHILADELPHIA  FRANKLIN  INST 

6884 

PHILADELPHIA 

DELAWARE 

39  58 

75  10 

IOC 

ESI 

lOA 

lOA 

7 

7 

FRANKLIN  INSTITUTE 

7 

PHILADELPHIA  WB  AIRPORT 

6889 

PHILADELPHIA 

DELAWARE 

39  53 

75  14 

20 

ESI 

MIC 

MID 

7 

7 

U  S  WEATHER  BUREAU 

2  3 

4  5 

PHILADELPHIA  POINT  BREEZE 

6899 

PHILADEM>HIA 

DELAWARE 

39  55 

75  12 

85 

ESI 

MID 

MID 

24 

24 

ATLANTIC  REFINING 

2  3 

4  5 

PHILADELPHIA  SHAWMONT 

6904 

PHILADELPHIA 

DELAWARE 

40  02 

75  15 

70 

ESI 

7P 

7P 

32 

53 

SCHUYLKILL  NAVIG  CO 

2  3 

5 

PHILADELPHIA  WB  CITY 

6909 

PHILADELPHIA 

DELAWARE 

39  57 

75  09 

174 

ESI 

HID 

HID 

77 

77 

U  S  WEATHER  BUREAU 

2  3 

4  5 

PHILLIPSBURG  7  HI  E  AIRPORT 

6916 

CENTRE 

JUNIATA 

40  54 

78  05 

1914 

ESI 

MID 

MID 

6 

6 

CIVIL  AERO  ADM 

2  3 

4  5 

PHOENIXVILLE  1  MI  E  PUMP  STA 

6927 

CHESTER 

SCHUYLKILL 

40  07 

75  30 

105 

ESI 

ss 

8A 

37 

39 

PHILA  SUB  WATER  CO 

2  3 

4  5 

PIKES  CREEK 

6939 

LUZERNE 

SUSQUEHANNA 

41  18 

76  06 

1250 

ESI 

HIE 

11 

ANDREW  STELTZ 

3 

4 

PINE  GROVE  1  MI  NE 

6954 

SCHUYLKILL 

SUSQUEHANNA 

40  34 

76  22 

515 

ESI 

8A 

24 

PA  POWER  &  LIGHT  CO 

3 

PINE  GROVE  MILLS  1  MI  S 

6962 

HUNTINGDON 

JUNIATA 

40  43 

77  54 

2O60 

EST 

HIE 

6 

PENNA  STATE  COLLEGE 

3 

PITTSBURGH  7  MI  SE  WB  AP 

6992 

ALLEGHENY 

MONONGAHELA 

40  21 

79  56 

1273 

ESI 

UII 

MIE 

18 

18 

U  S  WEAI'HER  BUREAU 

2  3 

4  5 

PITTSBURGH  WB  CITY 

6997 

ALLEGHENY 

OHIO 

40  26 

80  00 

914 

ESI 

Mil 

Mir 

78 

78 

U  S  WEATHER  BUREAU 

2  3 

4  5 

7 

PLEASANT  MOUNT  1  MI  W 

7029 

WAYNE 

DELAWARE 

41  44 

75  27 

181C 

ESI 

7A 

27 

PENNA  GAME  COMM 

3 

4 

PORT  A  I, I, KG  ANY 

7103 

MC  KEAN 

ALLEGHENY 

41  48 

78  17 

150C 

ESI 

7A 

6 

RALPH  MC  CONNELL 

3 

PORT  ALLEGANY  3  MI  SW 

7108 

MC  KEAN 

ALLEGHENY 

41  47 

78  19 

158C 

ESI 

7A 

e 

CRYSTAL  SPG  TROUT  HCY 

3 

PORT  CLINTON 

7116 

SCHUYLKILL 

SCHUYLKILL 

40  35 

76  02 

43( 

ESI 

8A 

8A 

IC 

ic 

EARL  E  RARICK 

2  3 

4  5 

PORTLAND 

7127 

NORTHAMPTON 

DELAWARE 

40  55 

75  06 

297 

ESI 

8A 

5 

JOINT  BRIDGE  COMM 

3 

POTTSTOWN 

7149 

MONTGOMERY 

SCHUYLKILL 

40  15 

75  39 

180 

ESI 

8A 

57 

MILES  E  SMITH 

3 

POTTSVILLE 

7156 

SCHUYLKILL 

SCHUYLKILL 

40  41 

76  12 

820 

ESI 

8A 

66 

POTTSVILLE  WATER  CO 

3 

POTTSVILLE  PALO  ALTO  BRIDGE 

7161 

SCHUYLKILL 

SCHUYLKILL 

40  41 

76  11 

640 

ESI 

7A 

£ 

JOHN  M  SMITH 

3 

PUNXSUTAWNEY  1 

7217 

JEFFERSON 

ALLEGHENY 

40  57 

78  59 

122C 

ESI 

7A 

28 

JOHN  VOLANSKY 

3 

I 


t 
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PENNSYLVANI/ 
NOVEMBER  1941 


STATION 


PUNXSUTATNEY  2 

PUTNEYVILLE  2  SE  DAM 

QUAKERTOWN 

RAYMOND 

READING  WB  CITY 

REJfOVO 

RENOVO  6  MI  S  STATE  CAMP 

RETREAT  FARMS 

REW 

RICES  LANDING  LOCK  NO  6 

RIDGWAY 

RINGTOWN  1  MI  SW 
ROCHESTER  1  MI  N 
RUSH  6  MI  S 
SAFE  HARBOR  DAM 

SAGAMORE  1  MI  SE 

SALTSBUHG 

SAXTON 

SCANDIA 

SCHENLEY  LOCK  5  LOWER 

SCHENLEY  LOCK  5  UPPER 
SCRANTON  WB  CITY 
SELINSGROVE  AIRPORT 
SELLERSVILLE  2  MI  NW 
SEWARD 

SHADE  GAP 

SHAUOKIN 

SHARPSVILLE 

SHEFFIELD  6  MI  W  CHERRY  GROVH 

SHIPPENSBURG 

SUETHPORT  HIGHWAY  SHED 
SOMERSET  WATER  WORKS 
SOMERSET  2  MI  E  SUBSTATION 
SOUTH  CANAAN  1  HI  E 
SOUTH  MOUNTAIN 

SPRING  GROVE 
SPRINGS  1  MI  SW 
SPRUCE  CREEK 
STATE  COLLEGE 
STRAUSSTOWN 


HI  E  SUBSTATIOI 


STRONGSTOWN 
STROUDSBURG  2 
STROUDSBURG 
STUMP  CREEK 
SUNBURY 


SUNBUHY  AIRPORT  2  UI  N 

SUSQUEHANNA 

SUTERSVILLE 

TAMAQUA 

TAMAQUA  4  MI  N  STILL  CRK  DAM 

TAMARACK  2  MI  S  FIRE  TOWEB 
TIONESTA  2  MI  SE  DAM 
TITUSVILLE  2  MI  S 
TITUSVILLE 
TOWANDA 

TOWER  CITY  5  SW 

TUNKHANNOCK  1  HI  S  AIRPORT 

TtTNNELTON 

TYRONE  4  MI  NE  BALD  EAGLE 

UNION  CITY  1  HI  W 

UNIONTOWN 
VANDERGRIFT 
VANDERGRIFT  2  MI  W 
VIRGINVILLE 
WARREN 

WASHINGTON 

WATROUS  9  MI  S  LEE  FIRE  TOWEI 

WATSONTOWN 

WAYNE SBURG  2  HI  W 

BOROUGH  OF  WAYNESBURG 

WEBSTER  MILLS  3  MI  SW 

WELLSBORO 

WELLSBORO  2  MI  E 

WELLSVILLE 

WERNERSVILLE 

WEST  CHESTER 

WEST  GROVE  1  MI  SE 

WHITESBURG 

WILKES-BARRE 

WILLIAMSPORT  4  SE 

WILLIAMSPORT  4  E  WB  AIRPORT 

WILLIAMSPORT 

WILLIAMSTOWN 

WIND  GAP  3  MI  SW 

YORK  3  MI  SW  PUMP  STATION 


X 

Q 


7222 
7229 
7239 
7310 
73  18 

7409 
7410 
7417 
7425 
7443 

7477 
7497 
7540 
7694 
7732 

7739 
7796 
7846 
7855 
7863 

7864 
7902 
7931 
7938 
7956 

7965 
7978 
8000 
8026 
8073 

8190 
8249 
8254 
8275 
8308 

8379 
8395 
8405 
8449 
8570 

8589 
8596 
8601 
8610 
8668 

8673 
8692 
8699 
8758 
8763 

8770 
8873 
8880 
8885 
8905 

8910 
8982 
8989 
9024 
9041 

9050 
9128 
9133 
9196 
9298 

9312 
9340 
9345 
9362 
9367 

9380 
9407 
9412 
9420 
9430 

9464 
9503 
9655 
9702 
9723 

9728 
9733 
9741 
9781 
9933 


COUNTY 


JEFFERSON 

ARMSTRONG 

BUCKS 

POTTER 

BERKS 

CLINTON 
CLINTON 

LUZERNE 
MC  KEAN 
GREENE 

ELK 

SCHUYLKILL 

BEAVER 

SUSQUEHANNA 

LANCASTER 

INDIANA 

INDIANA 

BEDFORD 

WARREN 

ARMSTRONG 

ARMSTRONG 

LACKAWANNA 

SNYDER 

BUCKS 

WESTMORELAND 

HUNTINGDON 

NORTHUMBERLAND 

MERCER 

WARREN 

CUMBERLAND 

MC  KEAN 

SOMERSET 

SOMERSET 

WAYNE 

FRANKLIN 

YORK 

SOMERSET 

HUNTINGDON 

CENTRE 

BERKS 


CHESTER 

CHESTER 

ARMSTRONG 

LUZERNE 

LYCOMING 

LYCOMING 

LYCOMING 

DAUPHIN 

NORTHAMPTON 

YORK 


DRAINAGE 


ALLEGHENY 
ALLEGHENY 
DELAWARE 
ST  LAWRENCE 
SCHUYLKILL 

WEST  BRANCH 
WEST  BRANCH 
SUSQUEHANNA 
ALLEGHENY 
MONONGAHELA 

ALLEGHENY 

SUSQUEHANNA 

BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 

ALLEGHENY 
KISKIHINETAS 
WEST  BRANCH 
ALLEGHENY 
ALLEGHENY 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

SCHUYLKILL 

CONEHAUGH 

JUNIATA 

SUSQUEHANNA 

BEAVER 

ALLEGHENY 

SUSQUEHANNA 

ALLEGHENY 

YOUGHIOGHENY 

YOUGHIOGHENY 

POTOMAC 

SUSQUEHANNA 
YOUGHIOGHENY 
JUNIATA 
WEST  BRANCH 
SCHUYLKILL 


INDIANA 

CONEMAUGH 

MONROE 

DELAWARE 

MONROE 

DELAWARE 

JEFFERSON 

ALLEGHENY 

NORTHUMBERLAND 

SUSQUEHANNA 

NORTHUMBERLAND 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

WESTMORELAND 

YOUGHIOGHENY 

SCHUYLKILL 

SCHUYLKILL 

SCHUYLKILL 

SCHUTLKILL 

CLINTON 

WEST  BRANCH 

FOREST 

ALLEGHENY 

VENANGO 

ALLEGHENY 

CRAWFORD 

ALLEGHENY 

BRADFORD 

SUSQUEHANNA 

DAUPHIN 

SUSQUEHANNA 

WYOMING 

SUSQUEHANNA 

INDIANA 

CONEMAUGH 

BLAIR 

JUNIATA 

ERIE 

ALLEGHENY 

FAYETTE 

MONONGAHELA 

WESTMORELAND 

KISKIHINETAS 

WESTMORELAND 

KISKIHINETAS 

BERKS 

SCHUYLKILL 

WARREN 

ALLEGHENY 

WASHINGTON 

OHIO 

TIOGA 

WEST  BRANCH 

NORTHUMBERLAND 

GREENE 

MONONGAHELA 

GREENE 

MONONGAHELA 

FULTON 

POTOMAC 

TIOGA 

WEST  BRANCH 

TIOGA 

WEST  BRANCH 

YORK 

SUSQUEHANNA 

BERKS 

SCHUYLKILL 

DELAWARE 
DELAWARE 
ALLEGHENY 
SUSQUEHANNA 
WEST  BRANCH 

WEST  BRANCH 
WEST  BRANCH 
SUSQUEHANNA 
DELAWARE 
SUSQUEHANNA 


< 

o  t 


40  56 
40  55 

40  26 

41  52 

40  20 

41  19 
41  14 
41  11 
41  54 

39  57 

41  26 

40  51 
;o  43 

41  42 

39  56 

40  46 
40  29 

40  13 

41  55 
40  41 

40  41 

41  25 
40  49 
40  23 
40  25 

40  11 

40  47 

41  16 
41  42 

40  03 

41  48 
40  01 

40  01 

41  31 
39  51 

39  52 

39  44 

40  36 
40  48 
40  30 


O 

Z 

o 

_J 

o  r 


78  58 

79  17 
75  20 
77  52 

75  56 

77  46  ■ 

77  46 

76  06 

78  32 

80  00 

78  44 
76  15 
80  18 
76  03 
76  23 

79  14 
79  27 

78  15 

79  02 
79  40 

79  40 

75  40 

76  52 

75  20 

79  01 

77  52 

76  34 

80  29 
79  09 

77  32 

78  27 

79  05 
79  03 

75  24 

77  30 

76  52 
79  10 

78  08 

77  52 
76  11 


40 

33 

78 

55 

41 

00 

75 

09 

40 

59 

75 

11 

41 

01 

78 

50 

40 

51 

76 

48 

40 

54 

76 

47 

41 

57 

75 

36 

40 

14 

79 

48 

40 

48 

75 

58 

40 

51 

76 

00 

41 

24 

77 

51 

41 

29 

79 

26 

41 

36 

79 

40 

41 

38 

79 

40 

41 

46 

76 

26 

40 

32 

76 

37 

41 

32 

75 

57 

40 

27 

79 

23 

40 

43 

78 

11 

41 

54 

79 

52 

39 

54 

79 

44 

40 

36 

79 

33 

40 

36 

79 

36 

40 

31 

75 

52 

41 

50 

79 

09 

40 

11 

80 

14 

41 

37 

77 

33 

41 

05 

76 

52 

39 

54 

80 

13 

39 

54 

80 

10 

39 

50 

78 

05 

41 

45 

77 

17 

41 

45 

77 

15 

40 

03 

76 

57 

40 

20 

76 

05 

39 

57 

75 

36 

39 

48 

75 

49 

40 

45 

79 

24 

41 

15 

75 

52 

41 

13 

76 

57 

41 

14 

76 

56 

41 

15 

77 

01 

40 

35 

76 

38 

40 

49 

75 

20 

39 

55 

76 

45 

> 

UJ 


1360 
1270 

480 
2220 

266 

645 
2035 

560 
2250 

775 

1385 

1115 

935 

180 

1320 
849 
800 

2040 
783 

783 
805 
460 
530 
1122 

940 
750 
951 
1940 
709 

1510 
2100 
2280 
1380 
1600 


TIME  OF 
OBSERVATION 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


MID 
5P 


470  EST 
2500  EST 


760 

1175 

600 

1880 
327 
390 

1320 
44C 

454 

1000 

770 

8O0 

1120 

22O0 
12O0 
155C 
120C 
75J 

725 

639 

900 

1080 

1280 

1040 
800 
995 
230 

1190 

1200 


EST 
EST 
EST 

EST 
EST 
ESI 
EST 
ESI 

EST 
ESI 
ESI 
ESI 
ESI 

EST 
ESI 
ESI 
EST 

ESI 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 


2425  EST 
490  EST 
980  EST 
94C  EST 

920    EST 

1319   EST 

1610   EST 

500   EST 

400   EST 

400  EST 
452   EST 

1530  EST 
700   EST 

1990   EST 

580  EST 

54C  EST 

775  EST 

730  EST 

390  EST 


MID 

8A 

5P 

MID 

MID 

7A 
MID 
6P 
8A 
7A 

7A 

ss 

MID 

8A 

NOON 

7A 
8A 
7A 
MID 
7A 


MID 
5P 

HID 
7A 

HID 
8A 
7A 

MID 
4P 

MID 
6P 
7A 

HID 
7A 

4P 
8P 
7A 
HID 
8A 

MID 

9A 

HID 

7A 
7A 


YEARS  OF 
RECORD 


MIDI     MID 
7A 


7A 

7A 
8A 
5P 
HIE 
7P 


9A 
HID 
HID 
HID 

6P 
7A 
HID 
8A 
7A 

HID 
7A 
6P 
7A 

MID 

HIE 
7A 

MI 
5P 
7P 

7P 
8A 


MID 
7A 


8 

55  62 

7A|      33  14 

ID  3 

5F      50  61 


93|     98 
19 


OBSERVER 


REFER 

TO 
TABLES 


PENNA    ELEC   CO 

U    S    E    P    B   G 

JOHN   E   BENNER 

ARTHUR  LENGAN 

U  S  WEATHER  BUREAU 

MRS  C  W  BAIRD 
PA  DEPT  FRST  8i  WATERS 
THEO  J  SAMPSON 
BRADFORD  DIS  FLD  COMM 
U  S  E  P  B  G 

WEST  PENN  POWER  CO 
BORO  SHENANDOAH 
DUQUESNE  LIGHT  CO 
M  MAUDE  MC  CAIN 
PA  WATER  &  POWER  CO 

U  S  E  P  B  G 
WALTER  B  SULLIVAN 
HUNTINGDON  BROADTOP  R: 
U  S  E  P  B  G 
U  S  E  P  B  G 

U  S  E  P  B  G 
U  S  WEATHER  BUREAU 
EUGENE  H  STEESE  MGR 
SELLERSVILLE  WATER  CO 
EDW  L  STUTZHAN 

HRS  HELEN  L  PYLE 

ROARING  CREEK  WTR  CO 

MRS  M  J  KELLEY 

L  N  HANSON 

STATE  TEACHERS  COLL 

PENNA  DEPT  OF  HWYS 

D  L  GROVE 

PENNA  ELECTRIC  CO 

EUGENE  H  COOK 

PENNA  DEPT  OF  HEALTH 

P  H  GLATFELTER  CO 
ALLEN  E  YODER 
HRS  C  E  SEIBER 
PENNA  STATE  COLLEGE 
ROBT  B  H TESTER 

HARRY  F  BENNETT 
METROPOLTN  EDISON  CO 
SEWAGE  TREATMENT  WKS 
U  S  E  P  B  G 
CHAS  W  BAYLER 

CIVIL  AERO  ADM 
LAURA  BENSON 
J  H  CRUMRINE 
MARY  L  ROBERTS 
PANTHER  VALLEY  WTR  CC 

JAMES  E  SWARTZ 
U  S  E  P  B  G 
U  S  WEATHER  BUREAU 
PENNA  ELECTRIC  CO 
HRS  H  0  PARKS 

HARHI  SBURG  WATER  DEPT 
J  D  CHAMBERS  MGR 
W  D  WEIMER 
FRED  L  FRIDAY 
PENNA  ELECTRIC  CO 

WM  W  MARSTELLAR 
UNITED  ENG  Ic  FNDRY  CC 
EUGENE  R  YOUNG 
IRENE  M  WERLEY 
MERRELL  L  JORDAN 

PENNA  DEPT  OF  HWYS 
PA  DEPT  FRST  &  WTRS 
WILLIAM  H  BIRD 
MFRS  LIGHT  &  HEAT  CO 
RALPH  U  AMOS 

WM  D  COVER 
M  S  BLISS 
IDA  S  MAYNARD 
D  D  HOOVER 
J  H  THOMPSON 

CLYDE  T  SAYLOR 

CONRAD-PYLE  CO 

U   S   E   P  B   G 

MRS  MARY  G  MIRMAK 

PA  DEPT  FRST  fc  WATERS 

U  S  ?fEATHER  BUREAU 
ROBERT  KEYSER 
GORDON  E  LOWER 
GEO  R  HARTZ 
CLAYTON  L  BOTT 


3 
2  3  4  5 
2  3    5 

3  4 
2  3  4  5 

3 

3  4 
2  3    5 
3 
3 


2  3  4  5 
3    5 
3  4 
3 
3 

3 
3 

3  4 
3  4 
3 


3  4 
2  3    5 
3  4 
3 

3  4 
3 
3 

3  4 
2  3    5 

3  4 
2  3    5 
3 

3  4 
3 

3  4 
2  3   5 

3 
2  3  4  5 

3 


3  4 
3 

3  4 
3 
3  4 

2  3    5 
3 
3 
3 
3  4 

2  3  5 
2  3  5 
2  3    5 

3  4 

2  3  4  5 

3 

2  3  4  5 

3  4 

3  4 

3  4 

2  3    5 

3 

3  4 

3 
2  3   5 

3  4 
3 

3 

3  4 
2  3   5 

3  4 
2  3    5 

3  4 
2  3    5 

3 

2  3    5 
3 
3 
3 
3 

2  3  4  5 

3  4 

2  3  5  5 

3  4 
2  3    5 
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6 

z 

X 

LjJ 
Q 

Z 

COUNTY 

DRAINAGE 

1- 
< 

_J 

o     r 

O 

H 
O 

_l 

o      t 

> 

UJ 

_l 
UJ 

TIME  OF 
OBSERVATION 

YEARS  OF 
RECORD 

OBSERVER 

REFER 

TO 
TABLES 

STATION 

UJ 

z 
o 

Q.' 

LlI 

o: 
o 

UJ 

q: 
a. 

a. 

UJ 

1- 

CL 

O 
UJ 

tr 

Q.' 
< 

> 
UJ 

YORK    2    MI    S    FILTER    PLANT 
YORK   HAVEN 
YOINGSVILLE 
ZIONSVILLE    1    UI    SW 

9938 
9950 
9966 
9994 

YORK 
YORK 
WARREN 
LEHIGH 

SUSQUEHANNA 
SUSQUEHANNA 
ALLEGHENY 
SCHUYLKILL 

39  56 

40  06 

41  51 
40   28 

76    44 
76    43 
79    19 
75   31 

640 

300 

1205 

820 

EST 
EST 
EST 
EST 

MID 
8A 

HID 
6P 

11 

28 

8 

17 

YORK    WATER   CO 
METROPOLTN   EDISON   CO 
HIRAM  C    LYONS 
HORACE   MILIJIH 

3    4 

3 

3    4 
3 

REFERENCE  NOTES 

e  four  digit  identification  numbers  in  the  index  nujnber  coliinn  of  the  Station  Index  are  assigned  on  a  state  basis.   There  will  be  no  duplication  of  numbers 
thin  a  state. 

ations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  for  inclusion  in  this  issue. 

layed  data  and  corrections  will  be  carried  only  in  the  June  and  December  issues  of  this  bulletin. 

ta  in  Tables  3,  5  and  6  are  for  the  24-hours  ending  at  tine  of  observation.   See  the  Station  Index  for  observation  time. 

No  record . 

+  And  also  on  later  dates. 

•  Amount  included  in  following  measurement,  time  distribution  unknown. 

//  Gage  is  equipped  with  windshield. 

6  No  recording  gage,  precipitation  is  measured  at  6-hourly  intervals. 

*  a,  b,  c,  through  i   Number  of  days  Missing,   a  indicates  one  day  missing,  b  indicates  two  days  missing,  etc. 

m  One  or  more  days  of  record  missing;  see  Table  5  for  detailed  daily  record, 

ss  This  entry  in  time  of  observation  column  in  Station  Index  means  sunset . 

r  Station  equipped  with  recording  gage  only.   All  amounts  in  Table  3  are  from  the  non-recording  gages,  except  for  stations  with  this  reference. 

X  Daily  precipitation  totals  in  Table  3  are  for  the  24-hours  ending  at  1:30  A.M.,  E.S.T.,  of  the  following  day. 

z  Hourly  amounts  from  recording  gage  at  the  same  site  nay  be  found  in  Table  4. 

T  Trace,  an  amount  too  small  to  measure. 

ta  in  Table  4  were  formerly  published  in  the  Hydrologic  Bulletins  for  the  North  Atlantic  District  and  Ohio  River  District.   Amounts  in  this  table  are  from 
'Cording  gages ,   Traces  are  not  shown . 

Subscription  Price:   15^  per  copy;  $1.50  a  year.   (Yearly  subscription  includes 
Annual  Summary.   Correspondence  regarding  subscriptions  should  be  addressed  to 
the  Weather  Records  Processing  Center,  Federal  Building,  Albany  1,  N.Y.) 
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PENNSYLVANIA  -  DECEMBER  1948 
L.  J.  Conover,  Section  Director  -  Harrisburg 

GENERAL  SUMMARY 

The  first  month  of  winter  started  off  on  a  mild  and  wet  basis.   All  reporting  stations  showed  a 
fairly  even  distribution  of  above  normal  temperatures,  most  of  which  were  from  one  to  three  degrees 
above  normal.   It  was  the  ninth  wettest  December  of  record  and  the  wettest  since  1942.   It  was  the 
fifth  month  this  year  with  above  normal  precipitation.   In  the  extreme  northwestern  counties  of 
Venango,  Warren,  Crawford  and  Erie,  precipitation  was  0.50  to  1.80  inches  below  normal  although 
nearly  all  the  areas  ranged  above  normal.   Indiana  County  showed  individuality  in  its  precipitation 
with  the  reporting  station  at  Indiana  showing  an  excess  of  nearly  one  inch  while  Blairsville  re- 
ported a  deficiency  of  a  half  inch.   Precipitation  over  the  eastern  portion  of  the  State  averaged 
1.75  inches  above  normal  compared  to  the  western  portion's  0.55  inch  average  above  normal. 

The  first  and  second  decades  were  mild  and  recorded  the  highest  temperatures  of  the  month.   The  nor- 
thern counties  recorded  mild  temperatures  in  the  fifties  during  the  first  week  and  the  southern 
counties  recorded  temperatures  in  the  middle  and  upper  sixties  in  the  second  week  of  the  month.   By 
the  end  of  the  third  week,  the  spell  of  above  normal  temperatures  had  run  the  total  to  eight  consecu- 
tive weeks.   The  fourth  week  was  well  below  normal  and  due  to  the  sudden  change,  seemed  even  more 
severe.   With  few  exceptions,  the  lowest  temperatures  for  the  month  were  recorded  on  the  26th  and 
27th  when  temperatures  below  zero  were  recorded  over  nearly  two- thirds  of  the  State. 

While  snowfall  was  not  exceptionally  heavy,  most  areas  received  at  least  one  good  snow  during  the 
month.   The  snowstorm  of  the  19th  produced  depths  of  one  to  three  inches  over  the  extreme  northwest 
portion  and  six  to  ten  inches  in  the  mountains  and  the  eastern  portion  of  tbe  State.   The  areas  of 
total  monthly  snowfall  of  ten  or  more  inches  for  the  month  were  from  Perry  to  Bucks  Counties  and 
northward  to  Montrose  and  Wayne  Counties ,  then  along  the  northern  border  of  the  State  and  locally  on 
the  extreme  western  and  eastern  ridges  of  the  Appalachians.   Least  snowfall  occurred  from  Jefferson 
to  Mercer  and  Beaver  Counties. 

The  week  ending  the  20th  saw  precipitation  amounts  over  the  State  averaged  more  than  twice  normal. 
Confluence,  Pa.  reported  over  four  inches.   As  a  result  there  was  brief  flooding  on  the  Monongahela 
on  the  16th.   As  a  portent  of  winter  weather  to  come,  the  glaze  storm  on  the  15th  and  16th  over  the 
central  and  east  portions  of  the  State  seriously  hampered  traffic  and  caused  wire  trouble.   The 
general  pattern  of  weather  movement  the  first  half  of  December  was  from  southwest  to  northeast.   The 
third  week  in  the  month  saw  a  change  to  from  west  to  east,  thus  permitting  cold  air  to  approach 
Pennsylvania  on  a  much  more  direct  route  from  central  and  western  Canada. 

The  snowstorm  of  the  19th  ushered  in  the  cold  weather  for  the  days  before  Christmas.   This  was  inten- 
sified by  a  fresh  outbreak  of  cold  air  on  the  25th  and  26th  which  brought  below  zero  temperatures  to 
many  sections  of  the  State.   Many  portions  of  the  State  had  some  snow  cover  still  remaining  on  the 
ground  at  Christmas  from  the  storm  of  the  19th.   The  Holiday  week  brought  a  return  to  rather  high 
minimum  temperatures,  two  to  three  inches  of  rain  over  the  east  portion  of  the  State  and  three  to 
eight  inches  of  snow  over  the  mountains.   Rises  in  rivers  during  this  week  cleared  out  most  of  the 
ice.   Flooding  up  to  one  to  three  feet  above  flood  stage  occurred  in  the  Delaware  Basin  during  the 
last  days  of  the  month,  some  minor  flooding  occurred  on  a  few  tributaries  of  the  Susquehanna,  but 
there  was  no  flooding  this  time  in  the  Allegheny  or  Monongahela  basins. 

TEMPERATURE 

The  average  temperature  for  the  State  as  deduced  from  the  reports  of  118  stations  was  32.6°,  which 
is  1.4°  above  the  61-year  normal  for  December.   The  highest  monthly  mean  was  40.9°  at  Philadelphia 
Franklin  Institute  and  the  lowest  was  27.3°  at  Eagles  Mere.   Extremes  ranged  from  a  maximum  of  69  at 
Huntingdon  on  the  14th  to  a  minimum  of  -16°  at  Kane  on  the  26th. 

PRECIPITATION 

The  average  precipitation  for  the  State,  as  deduced  from  the  observations  at  112  stations,  was  4.25 
inches,  which  is  1.18  inches  above  the  61-year  normal  for  December.   The  greatest  monthly  amount  was 
7.17  inches  at  George  School,  while  the  least  was  1.79  inches  at  Warren.   The  greatest  amount 
recorded  in  any  24  consecutive  hours  was  2.52  inches  at  Eagles  Mere  and  George  School  on  the  30th. 
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In  addition  to  thie  climatologlcal  data  from  some  6,000  Weather  Bureau  and  coope- 
rative weather  stations,  this  bulletin  series  contains  records  from  Hydroclima- 
tlc  Network  Stations  which  were  formerly  reproduced  in  the  Hydrologic  Bulletin 
Series.   The  Hydrocllmatic  Network  is  a  nationwide  net  of  rain  gages — mostly  of 
the  recording  type  which  produce  continuous  records  of  precipitation.   It  was 
established  in  1939  at  the  request  of  the  Corps  of  Engineers,  Department  of  the 
Army,  to  supplement  existing  precipitation  stations  in  order  to  provide  records 
of  rainfall  intensity  which  were  essential  to  the  planning  of  flood  control  and 
related  works  by  the  Corps  of  Engineers.   This  Network,  now  numbering  about 
2,000  recording,  and  1,000  non-recording  rain  gages,  has  been  maintained  by  the 
Weather  Bureau  through  working  funds  transferred  annually  to  the  Weather  Bureau 
by  the  Corps  of  Engineers.   These  transfers  averaged  about  $250,000  per  year  be- 
tween 1940  and  1944,  and  nearly  $375,000  since  that  date.   For  the  years  1940-42, 
the  Department  of  Agriculture  transferred  about  $100,000  per  year  to  provide 
data  required  In  its  work,  and  since  1947  the  Bureau  of  Reclamation  has  trans- 
ferred about  $25,000  per  year  to  meet  the  increasing  needs  of  their  program  in 
the  Western  States, 


Previous  to  the  introduction  of  this  bulletin  series,  data  from  Hydroclinatlc 
Network  stations  were  presented  In  bulletins  (Hydrologic  Bulletins)  which 
were  issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  United 
States,  but  since  the  Network  was  established  to  meet  the  internal  require- 
ments of  the  Federal  agencies  referred  to  above,  no  provision  was  made  for 
public  dissemination  of  the  data,  distribution  being  limited  to  cooperating 
agencies  and  to  certain  public  repositories.   A  list  of  locations  where  ref- 
erence copies  of  the  Hydrologic  Bulletin  Series  are  available  for  inspection 
may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington 
25,  D.C. 

Many  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  and 
Individuals  as  listed  in  the  Station  Index. 
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Total  snowfall  for  the  State 
should  be  1.6  instead  of  2.5. 
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Station 
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ATLANTIC  DRAINAGE 

ALLENTOWN-BETHLEHEM  EASTON  AP 

ALLENTOWN  GAS  CO 

ALTOONA  HORSESHOE  CURVE 

ARENDTSVILLE 

AVOCA   WILKES-BARRE    SCRANTON   AP 

BEAVERTOWN 

BELLEFONTE  ROCKVIEW  FARM 

BERWICK 

BETHLEHEM  LEHIGH  UNIVERSITY 

BURNT  CABINS  2  NE 

CANTON  1  NW 
CARLISLE 
CHAMBERSBUHG 
COALPORT 
COATESVILLE  1  SW 

COLUMBIA 

CURWENSVILLE  6  NW  AIRPORT 

EAGLES  MERE 

EAST  WATERFORD  3  E 

EMPORIUM 

EPHRATA 

EVERETT 

FREDERICKSVILLE  1  S 

FREELAND 

GEORGE  SCHOOL 

GETTYSBURG 

GORDON 

HANOVER 

HARRISBURG  3  S  WB  AIRPORT 

HAWLEY 

HEWITT  2  S 

HOLTWOOD 

HUNTINGDON 

LANCASTER  2  NE  PUMP  STATION 

LANCASTER  3  NE  EXP  STATION 

LAWRENCEVILLE 
LEBANON 
LEWISTOWN 
LOCK  HAVEN  1 
MARCUS  HOOK 

MARTINSBURG  BLAIR  CO  AIRPORT 
HAUCH' CHUNK  1  SW 
UIDDLETOWN  OLMSTED  FIELD 
MONTROSE  3  E  HIGHWAY  SHED 
NEFFS  MILLS  4  NE 

NEWBURG  3  W 

NEWPORT 

PALMERTON 

PARK  PLACE  1  NW  WB  AIRPORT 

PHILADELPHIA  DREXEL  INST  TECH 

PHILADELPHIA  FRANKLIN  INST 
PHILADELPHIA  WB  AIRPORT 
PHILADELPHIA  POINT  BREEZE 
PHILADELPHIA  SHAWMONT 
PHILADELPHIA  WB  CITY 

PHILLIPSBURG  7  E  AIRPORT 
PHOENIXVILLE  1  E  PUMP  STATION 
PORT  CLINTON 
QUAKERTOWN 
READING  WB  CITY 

RETREAT  FARMS 
SCRANTON  WB  CITY 
SHIPPENSBURG 
STATE  COLLEGE 
STROUDSBURG  SUBSTATION 

SUNBURY  2  N  AIRPORT 
TAMARACK  2  S  FIRE  TOWER 
TOWANDA 

TUNKHANNOCK  1  S 
WELLSBORO 

WELLSVILLE 

WEST  CHESTER 

WILLIAMSPORT  4  E  WB  AIRPORT 

WILLIAMSTOWN 

YORK  3  SW  PUMPING  STATION 

DIVISION 

OHIO  DRAINAGE 

BAKERSTOWN  4  WNW 
BLAIRSVILLE  6  ENE 
BRADFORD  4  W  RESERVOIR  NO  I 
BROOKVILLE  AIRPORT 
BURGETTSTOWN  3  W 

BUTLER 

CLARION  3  SW 
CLAYSVILLE 
■  CONFLUENCE  I  SW 


Temperature 


30.9 
33.5 
31.7 
33.5 
31.1 

32.3 

31.3 

32.7 

34.3m 

31.0111 

29.1 

33.2 

33.4 

28.5m 

34.0 

35.8 
27.7 
27.3 
31.0 
30.1 

36.3 
31.7 
32.9 
30.3 
34.0 

35.2 
30.1 
35.7 
34.3 
28.7 

37.6m 

36.5 

32.9 

33.8 

33.9 

30.0 
32.8 
33.3 
31.9 
40.4 

31.5 

29.1m 

34.3 

27.5 

30.3 

28.6 
30.7 
31.5 
29.5 
38.9 

40. 9m 

37.2 

39.1 

36.9 

39.3 

27.6 

35.7m 

30.7 

32.8 

36.1 

32.0 
32.3 
34.7 
32.4 
31.8 

32.0 
27.4 
31.1 
29.9 
29.2 

33.1 
36.0 
31.0 
32.8 
35.9 

32.6 


31.3 
31.2 
28.9 
30.6 
31.5 

34.0 
30.2 
34.7 
32.1 


1.8 
1.7 
2.0 
0.7 


1.0 


1.5 
0.3 


3.6 
2.1 

3.1 
0.6 

2.5 
0.7 
1.2 
1.6 
0.5 


2.0 
1.4 
0.8 


1.9 
0.8 


2.0 


1.4 
1.3 
1.3 


2.9 
3.0 


2.0 
1.1 
1.6 
1.9 


1.6 
1.9 
2.5 
1.6 


2.2 

1.5 


1.6 
2.6 


1.3 
2.7 


2.8 
2.3 


61 
62 
60 
63 
57 

58 
57 
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61 
61 

52 
62 
63 


62 
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58 
56 

66 
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60 

65 
55 
64 
63 
59 


63 
69 
61 


56 
60 
64 
57 
67 


61 
53 
60 

54 
62 
61 
51 
61 


61 
64 
61 
61 

53 
64 
59 
59 
64 

54 
56 
63 
58 
63 

58 
54 
58 
58 
55 

61 
61 
57 
59 
64 


56 
55 
54 
53 
61 

58 
56 
62 
60 
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5 
13 
14 

5 

4 
14 

4 

4 
13 

6+ 
13 
13 

5+ 

4 

7 

5 

13 

5+ 

4 
13 

4 
29 

4 

14 

4 
13 
13 
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13 
14 

4 

8 

7 

4+ 
14 

5+ 
14 

13 

13 

6 

14 

13 

14 
4 

4+ 
4+ 


4+ 
13 
4 
4+ 

13 
4 
5 
4 
4 

5+ 
4+ 

13 

13 
5 

4 

5 

13 

6 

14 

13 

4+ 

4 
13 
13 


5+ 
13 

4 

4+ 
17 

5 

4 

16 

14 


5 

-  2 

-  1 
1 

-  5 

4 

-  3 

-  2 
2 

-  7 

3 

-  9 
8 
5 

-12 


10 
2 
0 
2 

-  4 
1 
5 
3 

15 

4 

-11 

5 

-  2 

-  7 

4 

-  3 

-  5 
1 

13 


12 

13 

5 

13 

-  3 

-  1 
3 


10 

0 

-15 

0 

-  3 

2 

-  3 

-  1 

-  2 


27 

27 

26+ 

27 

26+ 

27 
27 
27 
27 
27 

26 
27 
27 


27 
26 
26 
26 
27 

27 
27 
27 
25 
27 

27 
27 
26 
27 
27 


26  + 
27 
27 
27 

27 
27 

27+ 

27 

26 

26 
27 
27 
27 
27 

25+ 

27 

27 

26 

25+ 


27 

25+ 

27 

25+ 

26 
27 
28 
27 
27 

27 
27 
27 
26 
27 

27 

26+ 

27 

27 

27 

27 
27 
27 
27 
27 


27+ 

26 

26 

26 

26+ 

26 
26 
26 
27 


No.  of  days 


27 
26 
27 
27 
25 

29 
29 
28 
21 


29 
26 
27 


23 
28 
29 
25 
30 

22 
28 
26 
26 
25 

24 
28 
25 
24 
29 


19 
29 
27 
26 

30 
27 

30 
30 
18 

27 
25 
26 
30 
30 

30 
31 
27 
27 
13 


17 
16 
22 
14 

29 
25 
30 
25 
18 

28 
23 
24 
26 
29 

29 
29 
30 
30 
30 

27 
22 
28 
27 
23 


29 
21 
30 
28 
30 

24 
30 
23 
24 


Precipitation 


5.05 
4.97 
5.05 
4.14 
4.96 

5.16 
3.70 
4.92 
5.61 


3.47 
4.27 
4.69 

4.89 

4.22 
5.49 
6.35 
4.56 
4.39 

4.92 
4.41 
5.23 
5.33 
7.17 


4.77 
5.42 
4.97 
3.53 
4.89 


3.91 
4.93 
4.35 
4.13 

2.21 

4.61 
4.12 
4.51 
5.15 

3.95 

5.28 
3.90 


3.20 
4.35 
4.13 
5.10 
5.47 

5.12 
5.26 
4.48 
5.70 
5.63 

3.35 
4.98 
5.52 
5.69 
5.90 

2.39 
4.72 
4.56 
5.07 
6.28 

5.27 
4.22 
2.85 
3.34 
3.04 

3.99 
5.51 
5.08 
3.90 
5.04 

4.67 


3.81 
2.60 
3.11 
4.08 


3.46 
3.57 
3.53 
6.30 


1.75 
1.78 
2.27 
1.01 


1.08 
2.36 


1.35 
1.97 


2.74 
1.87 
1.17 

1.83 
1.54 

1.84 
3.94 

1.62 
1.67 
1.95 
0.51 
2.01 


1.42 
2.04 
1.24 


0.28 
1.28 


2.28 


2.88 
1.33 


1.56 
1.48 


1.83 


2.30 
2.20 


1.81 
1.91 
2.32 
2.34 


1.70 
1.56 
2.42 
2.97 


0.64 
0.65 


1.05 
2.16 


-0.51 
0.10 
0.99 


0.74 
0.19 
0.63 


1.59 
1.79 
0.98 
1.54 
1.53 


1.82 
1.44 

1.05 

1.15 
1.38 
1.12 

1.48 

1.28 
1.04 
2.52 
1.58 
0.95 

1.45 
1.04 
1.94 
2.12 
2.52 

1.66 
1.82 
1.61 
1.23 
1.35 


0.99 
1.42 
1.33 
1.16 

0.77 
1.52 
1.44 
1.65 
1.28 

0.88 
2.20 
1.88 
1.13 


Snow,  Sleet,  Hail 


1.25 
2.30 
2.07 
1.58 
2.10 

0.99 
1.59 
2.20 
2.27 
1.67 

0.77 
1.17 
1.39 
1.45 
2.06 

1.29 
1.17 
1.16 
1.43 
0.81 

1.49 
2.15 
1.09 
1.64 
1.70 


0.76 
0.72 
0.66 
0.82 


1.40 
1.16 
1.54 
2.14 


30 
30 

15 
30 
30 


30 
30 


30 
29 
15 


30 
29 
30 
30 
16 

30 
16 
30 
30 
30 

30 
30 
30 
30 
31 


30 
30 
30 
30 

30 
30 
30 
30 
30 

15 
30 
30 
30 


15 
30 
29 
30 
30 

30 
30 
30 
30 
30 

15 
30 
30 
30 
30 

6 
30 
30 
29 
30 

30 
30 
30 
30 
30 

30 
30 
30 
30 
30 


16 
12 
12 
29 


16 
16 
15 
16 


10.9 

10.1 

8.5 

7.5 

10.8 

6.0 

9.8 

3.5 

10.0 

10.0 

7.6 

8.0 

17.2 

5.0 

9.0 
14.3 
14.0 
10.5 


7.5 
6.5 

10.5 
8.5 

13.3 

7.5 

10.5 

8.0 

9.9 

14.3 


10.5 
6.0 
9.0 
6.5 

12.0 

10.0 

5.7 

7.0 

5.0 

9.1 

9.5 
14.8 


6.5 
14.3 
11.7 
11.4 

7.1 


7.2 


8.2 
7.5 


10.5 

11.6 

9.6 

6.2 

11.9 

9.0 

6.0 

13.5 

12.4 
8.0 
9.2 

10.5 
7.8 

8.0 
8.2 
8.7 


17.9 

14.1 

3.2 


2.8 

3.0 

6.0 

10.6 


9 
9 
6 
6 
5 

6 
4 
8 
8 
10 

6 
8 
9 


7 

7 

10 

7 


6 

9 

7 

12 


8 

9 

10 


7 

10 

9 

7 


10 
10 

7 


10 

10 

9 

6 
6 
7 
4 
10 

5 
4 
4 
5 
5 


No.  of  days 


19 

20 

19+ 

20 

19 

19 
29 
19 
20 
19 

20+ 

19 

19 

20+ 

19 
31 
20 
20+ 


20 
20+ 
19+ 
19 

20 

20 
19 
20 


20 
20 
19 
20 


20 


19 
20+ 
19 
20+ 


20 

19+ 

20 


19 

19+ 


20 
19 
19 

19+ 

19+ 

19 

20+ 

20 

18 

20+ 

19+ 

20+ 

20+ 

19 
19 
20+ 


20+ 
25+ 
20 


20+ 
21 
19+ 
20 


10 
11 
13 
12 
10 

10 
12 
11 
10 


11 

11 

9 


11 
16 
10 
13 
12 

11 
13 
11 
11 
13 

12 
10 
13 
10 
11 

9 
11 
10 
13 
13 

10 
12 
13 
9 
12 


10 
12 


8 
11 

8 
13 

11 

12 
11 
11 
12 
13 

10 
10 
11 
14 
12 

10 
9 
8 

11 
9 

10 
12 
10 
9 
12 

10 
12 
10 
10 
12 


See  reference  notea  following  Station  Index. 
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CLIMATOLOGICAL  DATA 


PENNHTLVANIA 
DECEMBER  1948 


'abl»  2-Conhauad 

T«mp«ratui« 

^ 

PraclpiUHoa 

).  o(  day 

1 

No.  ol  days 

Snow,  SImI,  Ha 

11 

Nc 

■ 

s 

« 

1 

i 

0 
CO 

1 

a 

Stabon 

< 

a 

1 

1 

1 

1 

2 

1 

s 

3 

a 

o 

■a 

1 

1 

I 

a 

0 

t 
■^  1 

1 

S 
g 

8 
3 

S 

8 

f 

8 

8 

;ORRY 

31.4 

3.0 

55 

4 

-    2 

26 

25 

2.98 

-0.50 

0.86 

29 

19.3 

7 

25 

18 

4 

;0UDKRSPORT 

29.8 

3.5 

52 

7  + 

-  6 

26 

31 

3.47 

O.Bl 

0.61 

6+ 

15.0 

6 

25+ 

13 

5 

JERRY 

34.4 

2.2 

60 

13 

6 

26 

21 

3.62 

0.40 

0.66 

15 

9.0 

4 

20+ 

11 

6 

X)NEGAL 

29.2 

56 

13 

-  3 

26 

25 

4.50 

1.32 

15 

15.5 

8 

19 

12 

6 

1 

XMIORA 

39.3 

3.6 

66 

14 

11 

26 

16 

3.31 

0.79 

1.62 

15 

4.1 

3 

19 

10 

3 

1 

SBENSBURG 

29.7 

1.3 

54 

8  + 

-  1 

26 

28 

4.95 

1.93 

0.96 

30 

9.4 

7 

19+ 

14 

9 

PARRELL  SHARON 

33.7 

2.7 

54 

3+ 

1 

26 

23 

2.44 

0.05 

1.20 

16 

2.0 

2 

19+ 

6 

3 

1 

TORT  CITY  4  S 

31.3 

57 

14 

2 

26+ 

29 

3.32 

0.84 

16 

7.0 

4 

20 

11 

6 

FRANKLIN 

32.2 

2.8 

57 

5+ 

4 

26+ 

26 

2.43 

-0.76 

0.89 

16 

3.0 

2 

21 

10 

4 

3RSENSBUBG  2  S  FILTR  STATION 

33.9 

1.1 

62 

16 

2 

26 

26 

4.37 

1.21 

1.28 

15 

7.1 

4 

19+ 

12 

6 

1 

liRJSENVILLE 

32.7 

1.9 

55 

4 

-  2 

26 

26 

2.91 

0.16 

0.79 

29 

5.7 

2 

19+ 

13 

4 

INDIANA  2  BE 

32.2 

59 

7 

-  2 

26 

27 

3.63 

0.93 

29 

4.8 

4 

19 

11 

6 

INDIANA 

33.9 

3.1 

56 

13 

2 

26 

21 

4.28 

0.98 

0.87 

29 

5.6 

4 

20 

12 

6 

JAMESTOWN  2  NW 

31.1 

57 

5 

1 

26 

29 

2.58 

0.35 

0.69 

16 

2.5 

2 

20 

16 

4 

JOHNSTOWN  1 

34.5 

2.2 

64 

14 

4 

27 

24 

4.87 

1.27 

1.12 

16 

8.5 

7 

20 

15 

8 

1 

UNE  1  NW 

27.5 

53 

4 

-16 

26 

31 

3.67 

0.33 

1.07 

29 

16.0 

6 

25 

16 

4 

1 

(EADVILLE  1  S 

31.2 

2.2 

58 

5 

0 

26 

27 

2.42 

-0.64 

0.63 

13 

4.5 

2 

20+ 

15 

4 

IKRCER  HIGHWAY  SHED 

32.3 

56 

3+ 

4 

26 

24 

2.79 

1.11 

16 

3.0 

2 

19+ 

12 

4 

1 

mDLAND  DAM  NO  7  LOWER 

34.8 

1.8 

56 

13 

11 

26 

21 

2.96 

0.63 

0.84 

16 

1.7 

2 

19 

11 

5 

trew  CASTLE  1  N  PUMP  STATION 

32.7 

1.8 

56 

3  + 

-  2 

26 

27 

3.19 

0.58 

1.25 

16 

1.4 

1 

25+ 

10 

4 

1 

NEWELL 

36.4 

1.1 

57 

6  + 

6 

26 

21 

3.51 

1.10 

1.05 

15 

7.0 

6 

19 

11 

5 

1 

PITTSBURGH  7  SE  WB  AIRPORT 

35.2 

62 

13 

8 

26 

20 

3.25 

1.09 

15 

6.5 

3 

19+ 

12 

4 

1 

PITTSBURGH  WB  CITY 

37.2 

3.0 

62 

13 

12 

26 

19 

3.35 

0.49 

1.48 

15 

11 

4 

1 

"PTNEYVILLE  2  SE 

27.9 

54 

14 

-  6 

26 

31 

4.11 

3 

19 

10 

aiDGWAY 

30.0 

2.3 

59 

5 

-10 

27 

29 

3.54 

0.81 

0.83 

13 

5.0 

2 

20+ 

13 

4 

SOMERSET  WATER  WORKS 

30.8 

1.9 

60 

13 

-  3 

27 

28 

4.31 

0.60 

1.46 

15 

9.8 

8 

19 

13 

6 

1 

SPRINGS  1  SW 

30.1 

0.9 

59 

13 

-  2 

27 

26 

5.54 

2.30 

2.06 

15 

15.1 

10 

19+ 

13 

8 

1 

riONESTA  2  SE  DAM 

29.9 

58 

5 

-  1 

26+ 

31 

3.5 

3 

21 

11 

3 

TITUSVILLE  2  S 

31.0 

55 

4 

-  3 

26 

30 

2.80 

0.84 

29 

6.8 

3 

20 

14 

3 

imiCNTOWN 

37.7 

2.8 

65 

5 

8 

26 

21 

3.58 

0.27 

1.25 

15 

3.8 

2 

19+ 

12 

5 

1 

WARREN 

31.4 

2.9 

58 

5 

-  2 

26 

28 

1.79 

-1.36 

0.50 

13 

5.0 

2 

21+ 

15 

1 

WAYBESBURG  1  E 

34.8 

64 

16 

2 

26 

26 

3.22 

1.13 

16 

3.6 

2 

19+ 

13 

3 

1 

DIVISION 

32.3 

1.7 

3.54 

0.55 

LAKE  DRAINAGE 

U3I0N 

32.7 

60 

4 

6 

26 

26 

2.04 

0.54 

16 

14 

ERIE  WB  CITY 

35.2 

3.3 

57 

5 

14 

25+ 

20 

2.13 

-0.70 

0.55 

29 

7.4 

3 

20 

15 

3 

DIVISION 

34.0 

3.3 

2.08 

-0.70 

STATE 

32.6 

1.4 

4.25 

1.18 

ERRATA 


Annual  Climatological  Data,  1946:   Clearfield,  Pa. 
April,  1946  -  Precipitation  departure 
shown  as  -2.11  should  be 
-3.11. 

June,  1946  -  Precipitation  departure 
shown  as  4.50  should  be 
5.50. 

May,  1948  -  Total  precipitation  for  Towanda  should 
be  5.78;  departure,  2.30. 

August,  1948  -  Mean  temperature  for  Pittsburgh  7  SE 
WB  Airport  should  be  71.8;  lowest 
temperature,  52  on  the  6+. 

September,  1948  -  Mean  temperature  for  Pittsburgh 
7  SE  WB  Airport  should  be  66.2. 

November,  1948  -  Lowest  temperature  for  Pittsburgh 

7  SE  WB  Airport  should  be  30  on  the 
11th. 

November,  1948  -  Total  snowfall  for  Burgettstown  3  W 
■should  be  deleted. 


See  reference  notes  following  Station  Index. 
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DAILY  PRECIPITATION 


/ 
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Table  3 


PENMSTLVAiru 
DECEHBER  1»4« 


Station 


Day  oi  Month 


ACMETONIA  LOCK  3 
ALBION 
ALLENS  MILLS 
ALLENTOWN-BETH  EAST  AP 
ALLENTOWN  GAS  CO 

ALTOONA  HORSESHOE  CURVE 

ARENDTSVILLE 

AUSTINBURG  2  W 

AVOCA  WILKES-BARRE  AP 

BAKERSTOWN  4  WNW 

BARNES 

BEAR  GAP 

BEAVER  FALLS 

BEAVERTOWN 

BELLEFONTE  ROCKVIEW  FARIJ 

BERWICK 

BETHLEHEM  RIVER  STATION 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAIRSVILLE  6  ENE 

BLAKESLEE  CORNERS 

BLOSERVILLE  1  N 

BOSWELL 

BRADDOCK  LOCK  NO  2 

BRADFORD  CITY  HALL 

BRADFORD  4  W  RES  NO  1 
BRADFFORD  5  S 
BREEZEWOOD 
BROOKVILLE  AIRPORT 
BRUCETON 

BUCKSTOWN 
BUFFALO  MILLS 
BURGETTSTOWN  3  W 
BURNT  CABINS  2  HE 
BUTLER 

BUTLER  SUBSTATION 
CAMP  HILL 
CANTON  1  NW 
CARLISLE 
CARROLLTOWN 

CARTER  CAMP 
CEDAR  RUN 
CHADDS  FORD 
CBAMBERSBURG 
CHARLEROI 

CHARLEROI  LOCK  4 
CLARION  3  SW 
CLAUSSVILLE 
CLAYSVILLE 
CLEARFIELD 

COALDALE  2  NW 
COALPORT 
COATESVILLE  1  SW 
COATESVILLE 
COGAN  STATION  2  N 

COLUMBIA 
CONFLUENCE  1  SW 
CONFLUENCE  1  NW 
CONNELLSVILLE 
CONNELLSVILLE  4  N 

CONSHOHOCKEN 
CORAOPOLIS  DAM  2 
CORRY 

COUDEPSPORT 
COVINGTON 

CREEKSIDE 

CBESSON  1  E  SUMMIT      r 

CURWENSVILLE  6  NW  APT 

CUSTER  CITY  2  W  SONGBIRD 

DANVILLE 

DAUPHIN  3  N 

DERRY 

DINGMANS  FERRY  z 

DONEGAL 

DONORA 

DOYLESTOWN 

DRIFTWOOD  r 

DU  BOIS  7  E  z 

DUNLO  r 

DUSHORE  r 

EAGLES  MERE  z 

EAST  WATERFORD  3  E 

EBENSBURC 

ELIZABETHTOWN 

EMPORIUM  z 

ENGLISH  CENTER  r 

EPHRATA 

EQUINUNK 

ERIE  WB  CITY  z 

ERIE  AIRPORT 

EVERETT  z 

FARRELL  SHARON 
FORD  CITY  4  S  z 

FRANKLIN  z 

FREDERICKSVILLE  1  SE 

FREELAND 
GALETON 
GEIGERTOWN 
GEORGE  SCHOOL 
GETTYSBURG 

GETTYSBURG  IS  r 

GIFFORD 

GLENCOE  r 

GLEN  HAZEL 

GLEN  ROCK  r 

GLENWILLARD  DASH  DAM 

GOOD  SPRINGS  1  NW        r 

GORDON 

GOULDSBOHO 

GRANTVILLE    2    SW 

GRATERFORD 
GREENSBORO  LOCK   7 
GREENSBUHG    2    S   FILT   STA 
GREENSBURG   2    E   HGWY    SHEDr 
GREENSBURG  3   SE   UNITY  RES 


.09 
.08 


.06 
.07 
.06 


.05 
.08 


.03 
.03 


.03 
.03 


.01 
T 


.30 
.06 
.03 
.02 


.01 

.0 

.0 

T 


.01 
.12 


.30 
.49 


.02 
.17 
.02 


.37 
.90 


.09 
.71 
.20 

.39 

.48 

* 

.16 

.17 

.18 
* 

.29 
.36 


.06 
.36 
.08 


.30 
.41 
.40 

.34 
.32 

.45 
.15 


.05 
.05 


.01 
.04 


.05 
.11 


.11 
.02 
.59 


.19 
.25 


.09 
.09 
.61 
.25 


.30 
.52 
.17 
.62 


.40 
.41 


.79 
.66 
.38 
.22 
.63 


.19 
.12 


10 


.02 
.15 


.03 

T 


.12 
.25 
.07 


.08 
.27 


.30 
.30 


.33 
.50 


.28 
.20 


12 


13 


1.33 
.20 
.58 


1.54 
.06 


T 

T 

.03 

T 

T 

.01 

.06 

.26 

.02 

.61 

.61 

.02 

.02 

.48 

.78 

T 

• 

.08 

.93 

.21 

.05 

.85 

.93 

.77 

• 

T 

T 

T 

.02 

* 

.44 

.03 

T 

T 

.40 

.38 

.03 

T 

• 

.07 

T 

T 

.21 

.46 

.05 

.09 

T 

T 

.55 

T 

T 

.18 

.12 

.09 

T 

T 

T 

.10 

* 

.25 

14 


.39 
.85 
.13 
.37 
.66 

.09 

.09 
.08 
.32 

.07 
.57 
.80 
.24 

.01 

.08 

T 

.08 


15 


1.00 
.81 


16 


1.03 
.26 


1.32 
.21 


1.03 
.80 


17 


18 


1.02 
.13 


.02 

.95 

.02 

.98 

.46 

• 

.79 

.39 

.71 

2.14 

.03 

2.12 

.36 

.59 

1.28 

.88 

.95 

.45 

.69 

.28 

.25 

.13 

.07 

T 

.27 

.34 

1. 10 

.35 

.42 

.92 

.80 

.04 

.46 

.16 

.88 

.10 

.81 

.66 

.46 

.85 

1.32 

.36 

1.62 

.22 

.60 

.32 

.74 

.43 

.75 

l.ll 

• 

* 

• 

1.54 

T 

.77 

.21 

.51 

.33 

.93 

.18 

.71 

.29 

.95 

.76 

.39 

.70 

.28 

.56 

.36 

.08 

.41 

.11 

.15 

1.04 

.0-, 

1.20 

.3S 

.84 

.07 

.89 

T 

.05 

.60 

.37 

.54 

.20 

.44 

.52 

.97 

.30 

.84 

1.10 

.40 

.02 

.58 

1.4C 

.62 

.02 

• 

.80 

.50 

.44 

.69 

* 

.40 

.3C 

.55 

1.11 

.84 

.30 

.04 

.81 

.5( 

1.07 

1.2( 

.63 

i.n 

.32 

1.50 

• 

.14 
1.26 


19     20 


.55 
.09 


.06 
.78 
.35 


.16 
.25 

.27 
.19 
.15 
.06 
.85 

.60 
.26 

1.19 
.31 

.61 
.15 
.72 


21 


.16 
.08 
.58 
.02 
.15 


22     23     24     25     26     27 


T 
.06 


.15 

.07 

.24 

.04 

.08 

.12 

.07 

.40 

T 

.54 

T 

.08 

.70 

.01 

T 

.02 

T 

.08 

.11 

.02 

.05 

1.92 

.34 

.10 

.39 

T 

.05 

.10 

.64 

.26 

.12 

.08 

.49 

.01 

.03 

T 

.05 

.22 

.04 

.03 

.02 

.03 

.02 

T 

.02 

.08 

.65 

.02 

.30 

T 

.08 

.02 

T 

.23 

.08 

.03 

.01 

T 

.60 

T 

.84 

T 

.33 

T 

.03 

T 

.35 

.05 

T 

.03       .20 
T  .02 


28     29     30     31 


1.08 

1.19 

.05 


.20 

1.35 

.15 


T 
.06 


.02 
.07 


T 
.02 


.26 
1.59 
1.79 


.79 
1.54 

.65 
1.53 


.78 
L.32 


80 
1.00   1.28 


2.70 
1.33 


1.05 
.82 


.17 
1.04 


.42 
.82 
.05 
1.05 
.10 

.09 
1.38 


.12 


1.21 

.46 

1.69 

.78 

.98 

T 

.08 

.10 

.56 

.11 

.60 

.0] 

2.13 

.6A 

.16 

.01 

1.19 

.37 

2.22 

.75 

.42 

.6e 

1.48 

.75 

1.51 

.74 

.09 


.12 


.12   1.20J  5.4: 

.31)      .01,  2.41 

.02       .10  2.91 

.181  3.4 


1.12 
.59 


2.05 
.19 
.12 


.061 
.24! 


.76 
.22 

2.17 


.511 
.01^ 
.11; 


2.52 

1.58 

.96 

.33 

.891 


.22 


1.75 
.90|l.45l     .401 
.03    1.52   1.81 
T 
.01 


.461 
.05 
.33, 
.401 


55 
49 

.16 
.14 

04 

1.00 

41 

35 

.54 

27 

.43 

03 

1.94 

23 
46 

2.12 
.60 

1.85, 
.39  2.52 
.21   1.66 

1.39 

.35 
.94 

.94 


01 

1.35 

.32 
96! 1.10 
05 


2.40 


1.17 
.04 
.16 
.02 
.35 
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DAILY  PRECIPITATION 


T«bl«  a-Conllnuad 


PKRNnYI.VAiriA 
DKCKMMIiR    It** 


Staboa 


Day  ci  Mon& 


>tU'RG    3    S   WB   AP  m 

KAKiasUURC    NORTH 
■AtLlY 

niirr  2  s  z 

■OLLIDATSBURC  r 

■OtLlSTERVIU.E 

■OLTIOOO  > 

raiK  r 

■ONESDALE    4    m 

■ONESDALE  6   N  TNRS  FLS//r 

■OOVERSVILLE 

■OP   BOTTOM    2    S 

BUNTING  DOM 

lUNTSDAIJS  s 

ITNDIUN 

INDIAMA    2    SE  * 

IISIANA 

JACKSON  SUIOIIT  r 

JAMESTOtN   2    N*  z 

JOHNSTOWN    1 

JOHNSTOWN   2  r 

lANE    1    NW 

KANE   S   SE  z 

URTHADS 
DIECAR   4    SE 
DtESCEVIIXE  3   W 
LATAYETTE  MC  EEAN  PARK 
LAEFVILLE    1    N 

LANCASTER    2    NE    PUMP   STA 

LANCASTER   2    NE   FILT   PLT   r 

UNCJISTER   3    NE    EXP   FARM 

LANSFORD 

UNSFORD   FOREMANS   SHOP 

LATROBE 

UURELTON    STATE   VILLAGE   r 

LAWRENCEVILLE 

LEBANON 

LEBANON   3    SW 

LECONTES    MILLS    5   NW 

LEBIGHTON 

LE   ROY 

LEWIS    RUN   3    S 

LEWISTOWN 


6    NW   PENN   LINE 


LINESVILLE 
LOCK   HAVEN 
LOCK   aAVEN 
LONG    POND 
LYCIPPUS    1    E 

IIAPLE   GLEN 

HAPLETON   DEPOT 

MARCUS   HOOK 

MARIENVILLE  r 

MARION   CENTER    2    SE 

MARSHBDRG 

MARTINSBURG  r 

MAPTINSBCRG  BLAIR  CO  AP 

MATAMORAS 

MAUCH  CHUNK  1    SW 

MAYBURO 

MC   CONNELLSBURG 

MC   CONNELLSTOWN    4    NW 

MC   KEESPORT 

MEADOW    RUN   PONDS  r 

MEADVILLE    IS  2 

MEDIX    RUN  I 

MERCER   HGWY   SHED  I 

MERCERSBURG 

MERWINSBURC  I 

MEYERSDALE 

MIDDLETOWN  OLMSTED  FLD 

MIDLAND   DAM   NO   7 

MILAN  I 

MILANVILLE 

MILLERSBURG  2  E  I 

MILLVILLE  I 

MILROY 

MONROE  FURNACE  I 

MONROETON  2  S 

MONTROSE  3  E  HGWY  SHED 
MONTROSE  I 

MOSGROVE  LOCK  8 
MOUNT  UNION  1  NW  //      I 
MCRRYSVILLE  i 

MYERSTOWN 

NATRONA  LOCK  4 

NEWBUBG  3  W 

NEW   CASTLE    1    N    PUMP    STA   a 

NEWELL 

NEW   PARK 
NEWPORT 
NEW    TRIPOLI 
NORRISTOWN 
ORWELL    3    N 

PALM 

PALMERTON  : 

PARKERS   LANDING 

PARKERS   LANDING    1    E  i 

PARK   PLACE    1    NW   WB   AP 

PADPACK 
PECKS    POND 

PHILADELPHIA  DREXEL  INST 
PHILADELPHIA  FRANKL  INST 
PHILADELPHIA   WB   AIRPORT   : 

PHILADELPHIA   PT   BREEZE 
PHILADELPHIA   SHAWMONT 
PHILADELPHIA   WB   CITY 
PHILLIPSBURG  7E  AIRPORT  i 
PHOENIXVILLE    1    E    PUMP    STz) 

PIKES    CREEK 
PINE   GROVE    1    NE 
PINE   GROVE   MILLS    1    S 
PITTSBURGH    7    SE   WB   AP 
PITTSBURGH   WB   CITY 


T 
.05 


.39 
.21 

T 
T 
.26 

.18 
.29 
.40 
.10 
.52 

.28 
.27 
.27 
.33 


.41 
.08 
.46 
.35 

.38 
.34 
.07 
.35 


.50 
.48 
.68 
.57 
.30 

.18 
.78 
.41 
.56 
.12 


.03 
.01 
.05 
.03 

1.00 
.35 
.62 
.10 
.03 


.01 
.13 

.08 


.18 
.16 


10      11 


.06 
.02 


12     19     14      IS     16     17      18 


.10 

.05 

T 

T 

.55 

.04 
.97 
.08 

.22 

.02 
.25 
T 
.18 


.14 

.94 
.12 


.20 
.49 
.30 


.39 
.12 
.34 

.10 
.33 
.18 
.04 


.18 
.04 
.64 

.55 


.15 
.24 

.01 


.23 
.02 
.05 
.02 


.04 
1.10 


1.05 
.57 
.51 

.10 
2.34 
T 
.10 


.04 
1.30 

.20 
.12 
.03 


.86 
.88 


.30 
.34 
.39 

.55 


.34 
.91 
.13 
.61 
.78 

1.30 
.60 
.94 
.78 
.39 


1.05 

.68 
1.21 
.47 
.51 
.24 


.48 
.48 
.85 
.69 
.80 


1.52 

.45 


1. 00 
.90 
L.08 

.44 
.65 


.47 
.52 


1.25 
.19 


1.13 

.02 
.35 

1.22 
.71 

1.05 

.47 


.05 
.96 


1.09 
1.48 


.39 
1.00 


.72 
.45 
.37 

1.02 
.21 
.26 
.16 


.67 
.28 


.71 

.14 

1.25 

.75 

1.01 
.91 
.40 
.96 
.26 

1.10 
.3 


.321      .01      T 

.40 
.21 
.50 
.25 


.03 
.01 


19 


.06 
.87 


.65 

.53 

.06 

• 

.08 

.78 

.20 
.08 
.40 


.30 
.62 
.09 
.29 


1.26 
.16 


.15 
1.99 


T 
.12 


.83 
.04 
.03 


.90 
1.10 


20 


T 

.33 

.39 


.27 
.18 
.66 
.03 
.06 


.01 
.07 


21 


.30 
.43 


.02 
.77 
.16 


.62 
.45 


.01 
.10 


.02 
.07 
.04 


.02 

* 
.03 


.09 
.04 


22 


.10 

T 

.10 


23 


24 


2S 


.03 

T 


.01 

T 


27 


T 
* 
T 
1.00 


T 
.04 

T 


.02 
T 


28     29     30     31 


.51 

.36 

.96 

1.07 

1.05 

.02 


.20 

T 


.07 

1.42 

.05 


.05 

.20 

L.16 


1.40 
.02 


.16 
.50 
.42 
.39 


.03 
1  .61 
1.23 
1.96 
1.29 


.03 
.40 
.02 
.41 
1.39 


1.64 
.99 
.09 

1.50 
1.40 
.75 
1.S9 
1.42 

1.19 
.73 
.50 
.55 
.78 

.26 
.88 
.32 
.10 


.84 
1.40 

1.33 
1.03 
1.16 
2.17 
2.25 

1.05 

.93 

.77 
1.52 
1.16 

1.24 
2.16 
1.16 
.88 
1.44 

.36 
1.65 
1. 
2.001  : 

.13 

1.71 
1.35 
1.28 
.02 
1.20 

.35 
.59 
.57 

1.54 


1.07 


1.03 
.33 
.16 


.33 
.12 
.05 
.14 
.29 


.19 
.13 
.43 
.83 
.95 


2.91 
4.97 
3.53 
4.74 
4.89 


4.23 
5.37 
3.91 
3.93 

5.06 

4.24 
4.88 
4.93 

3.73 
4.29 
3.63 
4.28 
2.63 

2.58 
4.87 
4.70 
3.67 
3.54 

5.02 
6.54 
5.85 
3.19 
5.22 

4.35 
4.19 
4.13 
5.66 
5.81 

3.86 


.22 
.60 
.02 

.40 

.76 

1.11 


1.03 
.01 
.03 

2.47 
.33 


.61 
.68 

5.09 
5.24 
2.99 
2.81 
4.12 

2.31 
4.51 
5.10 
5.39 


4.99 
3.97 
5.15 
3.43 
3.84 

3.41 
4.06 
3.95 
5.66 


.36 
.60 


1.39 
2.01 


1.04 
1.39 


.22 
1.66 

2.13 
2.60 
2.35 


1.05 
1. 

1.13 

.53 

.03 

1.66 
.76 


.01 
.06 


4.39 
3.69 


2.42 
4.52 
2.79 
4.65 
4.61 

5.00 
5.28 
2.96 
2.86 
5.15 

4.07 
4.37 
4.32 
4.82 
3.78 

3.90 
3.73 
4.08 
6.15 
3.69 

4.40 
2.94 
3.20 
3.19 
3.51 


4. 35 
6.01 
5.47 
2.99 


2.44 
1.17 


1  .37 
2.00 


.03 
.11 


1.45      5.04 
1.22      5.17 


1.25 
2.30 


1.58|  1.00]  5.70 
5.63 
3.35 
4.98 


1.79    1.12|      .19 

.13 
1.10 


5.39 
5.05 


3.25 
3.35 
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Table  3— Continued 


DAILY  PRECIPITATION 


PEKKSYLVANIA 
DECEVBER    1946 


/ 


Station 

Day  of  month 

3 

1 

[ 

0 

1 

2 

3 

4   5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30   31 

e2 

PLEASANT  MOUNT  1  W 

z 

.13 

.61 

.38 

.50 

.30 

.48 

.08 

T 

.21 

1.45 

1.00 

5.14 

PORT  ALLEGANY 

T 

.49 

.02 

.60 

.09 

.56 

.03 

.13 

.09 

.05 

.02 

.01 

.01 

.01 

.01 

.86 

.20 

3.18 

PORT  ALLEGANY  3  SW 

.48 

* 

.72 

.03 

• 

* 

.82 

• 

.18 

.04 

* 

.13 

.02 

.03 

.02 

* 

.95 

.10 

3.52 

PORT  CLINTON 

z 

.18 

.29 

.12 

.05 

.69 

.30 

.06 

.53 

T 

.23 

2.20 

.87 

5.52 

PORTLAND 

.21 

.16 

.63 

.39 

.03 

.73 

.09 

2.39 

1.37 

6  00 

POTTSTOWN 

.15 

T 

.14 

.64 

.42 

.08 

.70 

T 

.18 

1.88 

.76 

4.95 

POTTSVILLE 

.36 

.29 

.14 

T 

.98 

.13 

T 

.68 

T 

T 

1.95 

.60 

5.13 

POTTSVILLE  BRIDGE 

.35 

.25 

.17 

.07 

.68 

.19 

.10 

.55 

T 

T 

.15 

2.08 

.56 

5.15 

PUNXSUTAWNEY  1 

.32 

T 

T 

.78 

.21 

1.25 

.26 

.08 

.06 

.07 

.14 

1.29 

.05 

4.51 

PUNXSUTAWNEY  2 

r 

.35 

.72 

.89 

.78 

.03 

.19 

.05 

.08 

1.25 

.12 

.09 

4.55 

PUTNEYVILLE  2  SE 

J. 

T 

.50 

.83 

.22 

» 

1.38 

.10 

.08 

.25 

.70 

.05 

4.11 

QUAKERTOWN 

.01 

.19 

.06 

.08 

.08 

.76 

.44 

.08 

.73 

.05 

.02 

.64 

2.27 

.28 

5.69 

RAYMOND 

r 

.31 

.01 

.13 

.58 

.05 

.42 

.43 

.18 

.05 

.06 

.01 

.64 

.76 

.01 

3.64 

READING  KB  CITY 

z 

T 

.03 

.17 

.14 

.01 

1.26 

.48 

.02 

.66 

T 

.01 

1.40 

1.67 

.05 

5.90 

HENOVO 

.39 

.03 

.66 

.23 

.88 

.37 

.04 

.18 

T 

.04 

T 

.01 

.05 

1.25 

.43 

4.56 

RENOVO  6  S  STATE  CAMP 

r 

.51 

.64 

.03 

.89 

.50 

.02 

.34 

.02 

.13 

1.16 

.72 

.10 

5.06 

RETREAT  FARMS 

.77 

T 

.22 

.07 

.47 

.04 

.22 

.02 

T 

.16 

.40 

.02 

2.39 

REW 

.33 

T 

* 

.63 

* 

.55 

.12 

* 

• 

♦ 

♦ 

♦ 

« 

♦ 

.42 

.28 

.70 

.10 

3.13 

RICES  LANDING  LOCK  6 

.02 

.02 

.16 

T 

.22 

.72 

.82 

.25 

.18 

T 

.05 

.57 

.05 

3.06 

RIDGWAY 

z 

.43 

T 

.83 

.22 

.80 

.01 

T 

.10 

.12 

.06 

.02 

.01 

T 

.16 

.65 

.13 

3.54 

RINGTOWN  1  SW 

.50 

_ 

- 

_ 

.70 

1.6C 

1.70 

T 

. 

ROCHESTER  1  N 

r 

.04 

.01 

.45 

.05 

.84 

.60 

.11 

.05 

.03 

.63 

.04 

.OJ 

2.90 

RUSH 

.42 

.21 

.15 

T 

.48 

.72 

.30 

.03 

1.10 

.67 

4.08 

SAGAMORE  1  SE 

.21 

T 

.02 

.43 

.25 

.69 

.11 

1.15 

.05 

.10 

T 

T 

T 

.32 

.91 

.08 

4.32 

SALTSBURG 

T 

.07 

.27 

T 

T 

.01 

.63 

.34 

.80 

.04 

.33 

.10 

.04 

T 

.16 

1.12 

.09 

4.00 

SAXTON 

z 

.47 

.10 

.01 

.77 

.18 

• 

.55 

.06 

1.20 

.06 

3.40 

SCANDIA 

r 

.08 

.15 

.05 

.08 

.68 

.05 

* 

.60 

.18 

.05 

- 

.06 

.79 

.10 

2.87 

SCHENLEY  LOCK  5 

.02 

.37 

T 

T 

.01 

.39 

.36 

1.02 

.50 

.1: 

.14 

.02 

T 

T 

.20 

.72 

.07 

3.94 

SCRANTON  WB  CITY 

r 

.65 

T 

.28 

.44 

.31 

T 

.39 

T 

.01 

T 

T 

T 

T 

1.14 

1.17 

.33 

4.72 

SELLERSVILLE  2  NIT 

r 

.U 

.13 

.03 

.01 

.68 

.41 

.35 

.i\   2.3E 

.09 

5.03 

SEWARD 

.02 

.08 

.12 

.74 

1.13 

.69 

.28 

.16 

.02 

.12 

1.12 

.06 

4.54 

SHADE  CAP 

r 

.43 

.04 

* 

.90 

.45 

.74 

1.01 

3.57 

SHAMOKIN 

.42 

.15 

T 

.18 

.90 

.08 

• 

.55 

.12 

1 .9C 

.6: 

5.01 

SHARPSVILLE 

.05 

T 

.02 

.05 

.50 

.OJ 

1.10 

.20 

.01 

.05 

.02 

.46 

.32 

.01 

2.84 

SHEFFIELD  6  W  C  GROVE 

I 

.01 

.17 

.69 

.27 

.32 

.02 

.31 

.01 

.09 

1.00 

.06 

.12 

3.07 

SHIPPENSBUHG 

.01 

.53 

.02 

1.02 

.37 

T 

.7: 

T 

T 

T 

.47 

1.39 

T 

4.56 

SMETHPOHT  HGWY  SHED 

f 

.37 

.65 

.32 

.31 

.20 

.09 

.03 

.87 

.39 

.08 

3.31 

SOMERSET  WATER  WORKS 

.02 

.2; 

.0: 

T 

.17 

.21 

1.46 

.56 

.5^ 

.01 

.03 

.56 

.39 

.05 
2.30 

4.31 

SOUTH  CANAAN  1  E 

r 

.37 

.29 

.SE 

.4] 

.55 

• 

.06 

• 

• 

4.56 

SOUTH  MOUNTAIN 

.Of 

.10 

.32 

.03 

.19 

.21 

.9« 

.18 

.2: 

.50 

.id 

1.60 

.53 

5.09 

SPRING  GROVE 

2 

.08 

.27 

.13 

.04 

.07 

.70 

.54 

.02 

.7; 

T 

.32 

1.74 

T 

4.65 

SPRINGS  1  SW 

.2; 

T 

.52 

.03 

T 

.10 

.2? 

2.0« 

.75 

T 

.75 

.01 

T 

T 

.05 

T 

.30 

.34 

.11 

5.54 

SPRUCE  CREEK 

.5; 

.01 

.20 

.0: 

1.07 

.3! 

.4! 

.17 

.OS 

.64 

1.04 

.41 

4.97 

STATE  COLLEGE 

2 

.oe 

.6S 

T 

T 

T 

.26 

.8( 

.46 

T 

* 

.34 

.02 

T 

T 

T 

1.45 

.89 

.04 

5.07 

STRAUSSTOWN 

.0: 

.41 

.10 

.0( 

.8S 

.21 

.li 

.71 

.02 

T 

.24 

2.07 

.59 

5.44 

STRONGSTOWN 

J 

.02 

.01 

.46 

.02 

.61 

.71 

.5« 

.19 

1.39 

.15 

.04 

4  19 

STROUDSBURG  SUBSTATION 

.14 

.21 

T 

.9S 

.43 

.11 

.72 

T 

.12 

2.06 

l.SC 

6.26 

STROUDSBURG 

r 

.o; 

.U 

.2C 

.6i 

.67 

.74 

1.20 

1.84 

.41 

5.93 

STUMP  CREEK 

.54 

.87 

.33 

1.03 

.39 

.08 

.09 

.05 

.09 

1.32 

.03 

4.82 

SUNBUHY 

z 

T 

.56 

.26 

T 

.17 

.13 

1.04 

.14 

.14 

.32 

T 

T 

T 

T 

.12 

1.75 

1  .04 

5.67 

SUNBURY  2  N  AIRPORT 

SUSQUEHANNA 

SUTERSVILLE 

TAMAQUA 

TAMAQUA  4  N  STL  CR  DAM 

z 

.01 
T 

.05 

.72 
.05 
.13 
.34 
.09 

.45 

.44 
.51 

T 

T 
T 

T 
T 

T 

.16 

.18 
.22 
.IE 
.47 

.09 

.92 

.71 
T 
.04 

.30 
.56 
.80 
1.02 
.81 

T 

.17 

.09 

.49 

.20 

T 
T 

.43 

.01 
.33 
T 
.11 

T 
.44 

.73 
.59 

.03 

T 

T 

.08 
.04 

T 

T 
T 

T 
.02 

T 

1.11 
.01 
.05 
.29 
.14 

1.29 
1.36 
.80 
2.20 
2.47 

.30 
1.04 
.03 
.76 
.65 

5.27 
4.46 
3.21 
6.45 
6.12 

TAMARACK  2  S  FIRE  TOWEE 

T 

T 

.43 

T 

T 

.7; 

.26 

.80 

.17 

.08 

.22 

.03 

.02 

T 

T 

.04 

T 

T 

.26 

.84 

1.17 

.27 

4.22 

TIONESTA  2  SE  DAM 
TITUSVILLE  2  S 

z 

T 

.10 
.12 

T 

T 

T 
.05 

T 
T 

T 
.6Z 

.57 
.02 

.09 
.46 

.78 
.16 

.01 
T 

T 

.13 
.19 

.03 
.08 

.08 
.14 

T 

.03 

.03 

T 
T 

T 

.03 

.03 

2.80 

TITUSVILLE 
TOWANDA 

r 
z 

T 

.08 

.09 

.02 
.20 

T 

T 

.65 
.13 

.03 

T 

.32 
.32 

.27 
.32 

T 

T 

.13 
.23 

.07 
.03 

.12 
T 

T 

T 

T 

T 

.13 

1.16 

.30 

2.85 

TOWER  CITY  5  SW 
TUNKHANNOCK  1  S 

2 

.5< 

.03 

.06 
.13 

.64 
.  .0: 

.52 

.16 

.79 
.08 

.28 

.66 
.04 

2.05 
1.43 

.20 
.65 

3.34 

TUNNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

r 
r 
t 

.05 

.01 

.oe 

.25 
.49 
.01 

.57 
.36 
.55 

.8« 
.83 
.27 

.42 
.8! 
.23 

.39 
.25 
.13 

.08 

.09 

.02 

.01 

1.54 
.70 

.44 

.10 

.08 
.21 

4.96 
2.40 

UNIONTOWN 
VANDERGRIFT 
VANDERGRIFT  2  W 
VIRGINVILLE 
WARREN 

r 

.o: 

T 

* 

.2; 
.25 
.25 
.02 
.11 

.29 

T 
.02 

.02 
T 

T 

.05 

.04 
.23 

.21 
.27 

.50 

.02 

1.2! 
.30 
.84 

T 
T 

.27 
.83 
.41 
.84 
.22 

.22 
.04 

T 

.51 

.18 
• 

.08 
.20 

.01 
.22 

• 

.39 

T 

.21 
.58 

.08 

T 

T 

.11 

T 
.04 

T 
.02 

T 

T 

.58 
.17 
1.00 
.06 
.13 

.23 
.92 
.01 
1.97 
.23 

.13 
.09 
.11 
.75 
.02 

3  58 
3.44 
3.43 
4.76 
1.79 

WASHINGTON               r 
WATROUS  9  S  LEE  FIRE  TWR 
WATSONTOWN 

.04 

.01 
.49 
.69 

.03 

T 

T 

.28 
.06 

.65 
.13 

T 

1.68 
.10 
.83 

.28 

1.11 
.68 

.17 
T 

T 

.19 
.05 
.45 

.25 
.03 

T 
.04 

.12 

T 

T 

T 

.88 

T 

.95 

.66 

.03 

l.ll 
1.22 

.33 
.37 
.04 
.07 

3.36 
4.41 
5.45 

3  36 

WAYNESBURG  2  W 
WAYNESBURG  1  E 

2 

.02 

.02 

.13 

.11 
.12 

T 

T 

.20 

.19 

1.81 
.66 

.10 
1.13 

.04 

.31 
.20 

.12 

.02 

T 

.60 

3.22 

WEBSTER  MILLS  3  SW 
WELLSBORO 
WELLSBORO  2  E 
WELLSVILLE 
WERNERSVILLE 

r 
r 

" 

.25 

.04 
.01 

.11 

T 

.30 
.30 
.34 
.32 
.29 

.03 

T 

.09 

.37 
.04 
.07 

.01 

.40 

.03 
.04 

T 

1.10 
.04 
.50 
.64 
.82 

.68 
.54 
.33 
.31 
.41 

.19 
.03 

.19 
.02 
.15 
.48 
.75 

.21 

T 
T 

.02 
.02 

.06 

T 

T 

.60 
.03 
.37 
.53 
.95 

isS   .45 

.71   .15 
1.49   T 
1.72   .07 

4.12 
3.04 
3.07 
3.99 

5.16 

WEST  CHESTER 
WEST  GROVE  1  SE 
WHITESBURG 
WILKES  BARRE 
WILLIAMSPORT  4  E  WB  AP 

.51 
.12 

T 

.19 
.53 

T 

.04 

T 

.45 

.09 

.71 

.04 

.52 

T 

T 
T 

T 

.01 

T 
.41 

.06 
.07 
.32 
.83 

1.01 
.04 
.42 
T 
.83 

.27 
.98 
l.XO 
.43 
.49 

.01 
.57 
.08 
.26 
T 

T 

.60 

.48 
.03 
.24 

T 

.56 

T 

.35 

.01 

T 
.02 

T 

T 

T 

T 
T 

T 
T 

.57 
.29 

.0^ 
1.07 

2.15 

.80 

.65 

1.76 

1.09 

.09 

1.40 
.10 
.78 
.21 

5.51 
5.40 

5.08 

WIHIAMSPORT  4  SE 

.52 

.09 

.40 

.05 

•?? 

.47 

1  ''' 

.15 
.35 
.50 

T 

T 
T 

.09 

It 

1  n> 

.17  1.01   .11 
.12  1.68   .67 

3.96 
5.38 

WILLIAMSPORT 

r 

.46 

.17 

.38        .16   .97 

.40 

.02 

06  1.64   .36 

3.90 

WILLIAMSTOWN 

.28 

.15 

.23;       T     .46 

.20 

* 

! 

•     •   3.50 

WIND  CAP  3  SW 

r 

.16 

- 

1  "    ~ 

1 

j    1 

.31  1.70 

5.04 

YORK  2  SW  PUMPING  STA 

.10 

.33 

.25 

.03 

.15 

1.04   .45 

.02 1       ^4 

.  .02 

YORK  2  S  FILTER  PLANT 

r 

.42 

.09 

.03 

.26 

.06 

.71   .49 

1  .03   .62 

1.06        .13 

.16 

1  .57 
1  .05 

- 

.78  1.09 
07  1  36    56 

4.58 
5.21 

YORK  HAVEN 
YOUNGSVILLE 

r 

.01 

.08 

.12 

.29 
.06 

.14 

.61 

.07         .08   .78 
]  .30   .19 

.10 

.05'  .05   .04 

' 

!80        .20 
80  2  00   .10 

2.68 
4.96 

ZIONVILLE  1  SW 

.03 

.15 

.08 

J 

.10 

.50   .55 

.05        .55 

, • . . 

DELAYED  DATA 


\ 


JULY  1948 
MEADOW  RUN  PONDS       r 
MERCER  HIGHWAY  SHED    r 

AUGUST  1948 
COUDERSPOHT 
KRESGEVILLE  3  W 
MILROV 

SEPTEMBER  1948 
AVOCA  WILKES-BARRE  AF 
BURGETTSTOWN  3  W 
BUTLER 

PHILADELPHIA  DREXEL  INST 
SCANDIA 

OCTOBER  1948 
PHILADELPHIA  DREXEL  INST 

NOVEMBER  1948 
BETHLEHEM  1£HIGH  UNIV 
MOSGROVE  LOCK  8  LOWER 


• 

.50 
.32 

1.21 

.08 
3  06 

.16 

• 

.93 

T 

.37 

T 

.01 

.50 

.17 
T 

.52 

T 

.09 

T 

.54 

.29 

.18 

.45 

2.09 
1.43 

.02 

.03 

.08 

T 

.50 

T 

.08 

.10 
.06 

.01 

.13      - 

.53 
.53 


See  reference  DOtes  following  Station  Index. 
See   page   326   for   Errata. 
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.34 


.62      .02 
.3o!l.25 


.39 

.37 


.051 

.11 


.02 
.35 


.16 

35 

.34: 

07 

.12 

.34 

28 

.02 

49 
70 

T 

T«bl«4 


HOURLY  PRECIPITATION 


PENHSYLVANIA 
DKIMDEB  1048 


A.  M.  Houi  ■nding 

P.  M.  Hour  •ndlna 

Station 

1 

1 

3 

3 

4 

5 

6 

7 

a 

9 

10 

11 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

-1st- 

ALLENS  HILLS 

.01 

.01 

.02 

CANTON  1  NW 

.01 

.01 

.02 

DDKLO 

.01 

.01 

.02 

JAMESTOWN  2  NW 

.03 

.03 

SCANDIA 

.01 

.02 

.01 

.04 

.08 

-2d- 

GLEN  ROCK 

.01 

.01 

HEWITT  2  S 

.04 

.04 

WEBSTER  MILLS  3  SW 

-3 

d- 

* 

* 

* 

• 

« 

* 

BETHLEHEM  LEHIGH  UNIVERSITY 

*    * 

« 

* 

♦ 

* 

* 

* 

. 

* 

BLAIN 

.01 

.01 

.01 

.01   .01 

.01 

.01   .01   .01 

.09 

BUCKSTOWN 

.01 

.01 

.01 

.02   .01 

.06 

CHAMBKRSBURG 

.01 

.01 

.01 

.02 

.01 

.01 

.01 

.03 

.11 

COATESVILLE  1  SW 

.01 

.02 

.08 

.10 

.01 

.01 

.09 

.12 

.44 

CONFLUENCE  1  SW 

.01 

.05 

.03 

.01 

.01   .02 

.01 

.14 

CDKWENSVILLE  6  NW  AIRPORT  6 

* 

*    «    * 

•     .03 

EVERETT 

• 

* 

« 

* 

* 

* 

»     .05 

* 

*    « 

* 

* 

* 

* 

* 

* 

* 

• 

GETTYSBURG  1  S 

.05 

.04 

.01 

.02 

.08 

.08 

.12 

.40 

GLENCOE 

.07 

.05 

.05 

.03 

.01 

.01   .04 

.02 

.02 

.30 

GLEN  ROCK 

.02 

.09 

.04 

.01 

.01 

.01 

.01 

.01 

.12 

.04 

.10 

.01 

.01 

.01 

.49 

HARRISBURG  3  S  WB  AIRPORT 

.01 

.01 

.01 

.03 

HEWITT  2  S 

.01 

.04 

.03 

.02 

.02 

.03 

.04   .05 

.24 

HOLTWOOD 

.01 

.04 

.02 

.01 

.08 

.01 

.04 

.03 

.02 

.26 

HUNTSDALE 

.02 

.01 

.03 

LANCASTER  2  NE  FILTER  PLANT 

.01   .03 

.01 

.04 

.02 

.11 

MEADOW  RUN  PONDS 

.01 

.01 

.02 

MURRYSVILLE 

.04 

.02 

.06 

PHILADELPHIA  WB  AIRPORT 

.01 

.04 

.01   .04 

.01 

.01   .01 

.02 

.02 

.03 

.03 

.02 

.01 

.26 

PHILADELPHIA  POINT  BREEZE 

.01 

.03 

.03 

.02 

.04 

.03 

.01 

.02 

.04 

.02 

.25 

PHILADELPHIA  WB  CITY 

.01 

.03 

.05 

.04 

.04 

.02 

.06 

.07 

.02 

.34 

PHOENICTILLE  1  E  PUMPING  STATION 

* 

* 

♦ 

* 

* 

*    * 

« 

*     *     * 

»     ♦     * 

*    * 

* 

♦ 

* 

« 

* 

* 

* 

* 

PIKES  CREEK 

*    • 

* 

*     »     * 

*     *     * 

♦    * 

* 

* 

* 

* 

« 

* 

* 

• 

PITTSBURGH  7  SE  WB  AIRPORT 

.05 

.08 

.13 

PITTSBURGH  WB  CITY 

.04 

.02 

.06 

STATE  COLLEGE 

.04 

.01 

.01 

.06 

STRONGSTOWN 

.01 

.01 

.02 

SUNBURY  AIRPORT  2  N  6 

* 

* 

« 

.01 

TUNNELTON  // 

.01 

.01 

.02 

WEBSTER  MILLS  3  SW 

* 

* 

* 

* 

* 

* 

*    * 

« 

♦     *     « 

*     *     * 

♦    * 

* 

* 

.25 

.25 

YORK  2  S  FILTER  PLANT 

.03 

.03 

.01 

.01 

-4 

th- 

.16 

.06 

.01 

.10 

.01 

.42 

ALLENTOWN-BETHLEHEM  EASTON  AP 

.01 

.02 

.01 

.01 

.05 

BETHLEHEM  LEHIGH  UNIVERSITY 

* 

* 

* 

* 

* 

.03 

.03 

COATESVILLE  1  SW 

.07 

.02 

.05 

.02 

.16 

GLEN  ROCK 

.02 

.15 

.15 

.08 

.02 

.01 

.01 

.01 

.45 

HOLTWOOD 

.09 

.11 

.12 

.02 

.01 

.35 

LANCASTER  2  NE  FILTER  PLANT 

.07 

.16 

.08 

.01 

.32 

PHILADELPHIA  WB  AIRPORT 

.01 

.01 

.03 

.01   .02 

.08 

PHILADELPHIA  POINT  BREEZE 

.01 

.01 

.02 

.01 

.01   .03 

.01 

.10 

PHILADELPHIA  WB  CITY 

.01 

.02 

.03 

.01 

.01   .03 

.01 

.12 

PHOENIXVILLE  1  E  PUMP  STATION 

* 

* 

* 

* 

* 

* 

*    * 

« 

READING  WB  CITY 

.02 

.01 

.03 

SELLESSVILLE  2  NW 

.09 

.01 

.01 

.01 

.02 

.14 

SPRING  GROVE 

.05 

.01 

.01 

.01 

.01 

.01   .01 

.10 

.01 

.07 

.06 

.01 

.36 

STROUDSBUBG 

.01   .01 

.02 

.01 

.05 

TITUSVILLE 

.07 

.01 

.08 

YORK  2  S  FILTER  PLANT 

.01 

.05 

-5 

th- 

.01 

.01 

.01 

.09 

ALBION 

.03 

.01 

.04 

BOSWELL 

.01 

.01 

BUCKSTOWN 

:o2 

.02 

BUTLER  SUBSTATION 

.02 

.02 

CHARLEROI 

.02 

.02 

CLARION  3  SW 

.03 

.03 

.06 

DU  BOIS  7  E 

.01 

.01 

ERIE  WB  CITY 

.01 

.02 

.01 

.04 

ERIE  AIRPORT  6 

* 

* 

* 

* 

FORD  CITY  4  S  // 

.01 

.02 

.03 

FRANKLIN 

* 

* 

* 

* 

* 

* 

GREENSBURG  HIGHWAY  SHED 

* 

* 

* 

* 

* 

* 

HOLLIDAYSBURG 

.01 

.01 

.02 

HOME 

.01 

.01 

INDIANA  2  SE 

.03 

.03 

JAMESTOWN  2  NW 

.03 

.01 

.04 

JOHNSTOWN  2 

.02 

.02 

KANE  5  SE 

.08 

.08 

MARIENVILLE 

.01 

.01 

MARTINSBURG 

.01 

.01 

.02 

MEADVILLE  1  S 

.07 

.05 

.12 

MERCER  HIGHWAY  SHED 

.06 

.04 

.01 

.11 

MOUNT  UNION  1  NW  // 

* 

« 

* 

* 

* 

* 

« 

MURRYSVILLE 

.02 

.03 

.05 

NEW  CASTLE  1  N 

.05 

.02 

.07 

PARKERS  LANDING  1  E 

* 

* 

« 

* 

* 

* 

PITTSBURGH  7  SE  WB  AIRPORT 

.03 

.03 

PITTSBURGH  WB  CITY 

.07 

.03 

.10 

PUTNEYVILLE  2  SE 

.02 

.03 

.05 

ROCHESTER  1  N 

.01 

.02 

.01 

.04 

SHEFFIELD  6  W  CHERRY  GROVE 

.01 

.01 

STRONGSTOWN 

.01 

.01 

TIONESTA  2  SE  DAM  // 

.03 

.02 

.05 

TITUSVILLE 

.07 

.02 

.09 

TUNKHANNOCK  1  S 

.04 

.04 

TUNNELTON  // 

.01 

.01 

UNION  CITY  1  W 

.01 

.07 

.08 

VANDERGRIFT  2  W 

• 

* 

* 

* 

* 

* 

WASHINGTON 

.04 

.04 

WAYNE SBURG  2  W 

.01 

.01 

.01 

.10 

.13 

YOUNGSVILLE 

-6 

th- 

.09 

.03 

.12 

ALLENS  MILLS 

.02 

.13 

.14 

.03 

.02 

.13 

.04 

.51 

ALLENTOWN-BETHLEHEM  EASTON  AP 

.01 

.02   .02   .03 

.08 

AUSTINBURG  2  W 

.03 

.06 

.03 

.01 

.01 

.01 

.15 

See  leference  notes  following  Station  Index. 
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Table  4-Continued 


Station 


A.  M.  Houi  ending 


AVOCA  WILKES-BARRE  SCRANTON  AP  6 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAIRSVILLE  6  ENE  6 

BLAKESLEE  CORNERS 

BOSWELL 

BROOKVILLE  AIRPORT  6 

BUCKSTOWN 

BUTLER  SUBSTATION 

CANTON  1  NW 

CARTER  CAMP 

CHAMBERSBURG 

CHARLEROI 

CLARION  3  SW 

COALPORT 

CONFLUENCE  1  SW 

CONNELLSVILLE  4  N 

CRESSON  1  E  SUMMIT 

CURWENSVILLE  6  NW  AIRPORT  6 

DINGMANS  FERRY 

DRIFTWOOD 

DU  BOIS  7  E 

DUNLO 

DUSHORE 

EAGLES  MERE 

EMPORIUM 

ENGLISH  CENTER 

ERIE  AIRPORT  6 

EVERETT 

FORD  CITY  4  S  // 

FRANKLIN 

GETTYSBURG  1  S 

GLENCOE 

GLEN  ROCK 

GOOD  SPRINGS  1  NW 

GREENSBURG  2  E  HIGHWAY  SHED 

HARRISBURG  3  S  WB  AIRPORT 

HAWLEY  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLLIDAYSBURG 

HOME 

HONESDALE  6  N  TANNERS  FALLS  // 

HUNTSDALE 

INDIANA  2  SE 

JACKSON  SUMMIT 

JAMESTOWN    2    NW 

JOHNSTOWN  2 

KANE  5  SE 

LANCASTER  2  NE  FILTER  PLANT 

LAURELTON  STATE  VILLAGE 

LEBANON  3  SW 

LEHIGHTON 

LEWISTOWN 

LOCK  HAVEN  2 

MARIENVILLE 

BARTINSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MEADOW  RUN  PONDS 

MEADVILLE  1  S 

MEDIX  RUN 

MERCER  HIGHWAY  SHED 

MERWINSBURG 

MILAN 

MILLERSBURG  2  E 

MILLVILLE 

MONROE  FURNACE 

MONTROSE 

MOUNT  UNION  1  NW  // 

MURRYSVILLE 

NEFFS  MILLS  4  NE 

PALMERTON 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHILLIPSBURG  7  E  AIRPORT 

PHOENIXVILLE  1  E  PUMPING  STATION 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

PITTSBURGH  7  SE  AIRPORT  // 

PITTSBURGH  WB  CITY 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUNXSUTAWNEY  2 

PUTNEYVILLE  2  SE 

RAYMOND 

READING  ?rB  CITY 

RENOVO  6  S  STATE  CAMP 

RIDGWAY 

ROCHESTER  1  N 

SAXTON 

SCANDIA 

SCRANTON  WB  CITY 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HIGHWAY  SHED 

SOUTH  CANAAN  1  E 

SPRING  GROVE 

STATE  COLLEGE 

STRONGSTOWN 

STROUD SBURG 

SUNBURY 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TOWANDA 

TUNKHANNOCK  1  S 

TUNNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VANDERGRIFT  2  W 

WASHINGTON 

WAYNESBURG  2  W 


.04 
.02 


.10 
.06 


.04 
.03 


.08 
.01 


.01 
.01 

.06 
.19 
.06 
.02 

.01 

.01 
.08 
.07 
.11 

.08 
.08 

* 

.03 
.07 
.16 


.17 
.04 


.19 


.01 
.06 


.15 
.07 


.05 
.09 
.05 


.07 

* 
.11 

.01 
.03 
.01 
.01 
.03 
.08 
.06 
.05 
.05 


.09 
.08 
.11 


.20 


.02 


.02 

* 

.06 

.01 

.09 

.03 

.05 

.02 

.10 
.03 
.04 
.02 


.10 
.06 
.03 


.08 
.03 


.01 
.10 


.09 

.08 

.03 
.07 
.11 
.01 

.05 
.09 
.01 

.11 


.08 
.05 
.05 

.18 
.04 
.15 


.08 

♦ 

.01 

.01 

.09 

.02 

.11 


.05 
.08 
.02 
.01 


.02 

.04 

.11 

* 

.22 

.04 

.09 


.02 

.01 

.08 
.08 
.07 

.09 
.02 


.07 

.02 

* 

.18 

.06 

.08 


.14 
.19 
.02 

.17 
.01 

.10 
.05 
.02 


.06 
.08 
.44 
.01 
.01 

* 

.20 
.01 
.10 


.02 
.16 


.03 
.01 
.06 


10         U         12 


P.  M.  Houi  ending 


.01 
.02 


.08      .03 


.03 
.04 
.01 


.08 
.01 


.04 

.11 


.04 

.08  1 
.04  1 

.01  I 
.04 


.08 
.09 


.07 
.03 
.05 

.05 
.06 

.02 
.02 
.01 


.01 
.01 

.05 

* 
.02 

.07 

.03 

.08 
.02 
.03 

.07 
.01 


.07 
.08 

.04 

* 
.05 

.04 

.03 

I 
.11 
.05  1 
.08 

.05 

.01  I 


.09 
.05 
.01 
.10 

* 
.09 

.06 


.01 
.01 
.04 


.05 
.02 
.10 
.12 
.28 
.06 
.02 
.05 


.14 
.06 


.04 
.11 

.04 
.06 
.03 


.01 

* 

.03 

.01 

.02 

.01 
.14 

.01 
.08 


.01       .01 


10 


12 


1.10 


.11       .12       .10] 


.17 
.05 


.06 

.24 

.07 

.13 

.08 

,04 

.06 

.01 

.06 

.11 

.11 

.06 

.02 
.02 
.10 
.01 


.03 
.01 
.10 


.01 
.09 
.01 


.09|     .19 


.06 

« 
.01 

* 

.14 


.08 
.03 


.01 

.14 


.01 
.01 


.01 


.08 
.16 
.10 


.09 
.03 


.06 
.13 


.12 

* 
.12 


.lOi 

.04 
.20' 

.Olj 
.151 
.01{ 
.151 
.051 


.02 
.05 


.09       .04 


.18 


.02 
.01 
.01 

.14 
.01 

.04 
.02 

.01 
.03 
.06 


.20 
.08 


.07 
.01 


.05 


.03 
.01 


.09 

*      ; 

I 

.12 


.03' 

* 

.io| 


.13 
.11 


.06 

* 
.02 


.04 
.01 


.15 
.19 


.19 

* 

.08 


.02 
.06 
.13 

.10 


.05 
.48 
.07 


.02 

.07 

.09; 

.11 

.07 


.02] 

* 
.25 


.07 
.09 
.01 


.02 
.16 


.01 
.01 


.08 
.11 
.57 
.12 
.56 

.08 

.07 
.15 


.10      .05 


.08 
.  12i 


.40       .17 


.02 
.06 


.13       .01 


.01 


.03 


.01 
.35 


.07 


.03 


.11       .08       .01 


.01 
.01 
.01 


.03 
.09 


.10 
.03 


.08 
.03 


.07 
.01 


.08       .05 


.03 
.01 


.03 
.01 


.06       .07 


.01! 

.03 
.11 


.01 
.25 


.01 
.01 


.01       .03 


.04 
.10 


.01 
.02 

.14 
.04 

.06 

* 

.01 

.06 

.10 


.02 

.02 
.05 
.151 
.08 

.19' 

.oe! 


.02 
.06 

.04| 
.051 


.10 
.03 


.10 
.06 

.01 
.08 
.05 
.10 
.07 
.01 
.21 
* 

.04 


.09 
.11 
.01 
.10 


.13 
.09 
.03 


.02 
.06 
.01 


.10 
.06 
.02 
.02 
.15 
.05 
.07 

.03 
.07 
.50 
.17 


.02 
.28 


.03 


.25 
.19 


.16 
.05 


.10 
.02 
.01 

.08 
.12 


.06 
.04 


.20 
.12 


.07 
.01 
.03 


.15 
.10 


.01 


.02 
.01 


.12 
.01 


.02 
.02 


.08 
.01 


.02 


.47 


1.00 


.01 
.01 
.02 


.23       .04 


.01 
.05 


.02       .02       .02 


Sea  reference  notes  following  Station  Index. 
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.01       .04 


.22 


hbU  4-ConUnuad 


HOURLY  PRECIPITATION 


StAtion 


W£IKSTER   MILLS   3    S« 

VEl.l.SBORO   2   E 

f ILl lAHSPORT 

WIND   GAP    3    SW 

YORK   2    S   FILTER   PLANT 

YOl'NGSVILLE 


CURWENSVILLE  6   NW  AIRPORT   6 

BtlE  HB  CITY 

MTMOND 


RAVMOND 
8CANDIA 


&LBION 

BLAIRSVILLE  6   ENE  6 

BOS WELL 

CLARION   3    SW 

CURWENSVILLE   6    NW   AIRPORT  6 

DUNLO 

ERIE   WB  CITY 

ERIE   AIRPORT  6 

JAMESTOWN    2    NW 

MEADVILLE    1    S 

MERCER   HIGHWAY   SHED 

Ml'RRYSVILLE 

PARK   PLACE    1    NW   WB   AIRPORT   6 

PHILLIPSBURG    7    E    AIRPORT 

SCANDIA 

STRONGSTOWN 


BOSWELL 

CONNELLSVILLE    4    N 
CRESSON   1    E   SUMMIT 


ALBION 

ALLENS    MILLS 

ALLENTON-fiETHLEHEM   EASTON  WB  AP 

AUSTINBURG   2   W 

AVOCA    WILKES-BARRE    SCRANTON    AP   6 

BETHLEHEM   LEHIGH    UNIV 

BLAIN 

BLAIRSVILLE    6    ENE    6 

BLAKESLEE  CORNERS 

BOSWELL 

BROOKVILLE   AIRPORT   6 

BUCKSTOWN 

BUTLER   SUBSTATION 

CANTON    1    NW 

CARTER   CAMP 

CHAMBER SBURG 

CHARLEROI 

CLARION    3    SW 

COALPORT 

COATESVILLE    1    SW 

CONFLUENCE   1    SW 

CONNELLSVILLE    4    N 

CRESSON   1    E   SUMMIT 

CURWENSVILLE   6    NW   AIRPORT   6 

DINGMANS    FERRY 

DRIFTWOOD 

DU  BOIS   7   E 

DUNLO 

DUSHORE 

EAGLES    MERE 

EMPORIUM 

ENGLISH  CENTER 

ERIE   WB  CITY 

ERIE   AIRPORT  6 

EVERETT 

FORD   CITY    4    S    // 

FRANKLIN 

GETTYSBURG    1    S 

GLENCOE 

GOOD    SPRINGS    1 

GREENSBURG    2    E 

HARRISBURG   3    S 

HAWLEY    1    S    WALLEN   DAM 

HEWITT    2    S 

BOLLIDAYSBURG 

HOLTWOOD 

HOME 

BONESDALE  6  N  TANNERS  FALLS  // 

HUNTSDALE 

INDIANA  2  SE 

JACKSON  SUMMIT 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

KANE  5  SE 

LANCASTER  2  NE  FILTER  PLANT 

LAURELTON  STATE  VILLAGE 

LEBANON  3  SW 

LEHIGHTON 

LEWISTOWN 

LOCK  HAVEN  2 

MARIENVILLE 

MARTINSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MEADOW  RUN  PONDS 

MEADVILLE  1  S 

MED IX  RUN 

MERCER  HIGHWAY  SHED 

MERWINSBURG 

MILAN 

MILLERSBURG    2    E 


A.  M.  Horn  anding 


.04 


.05      .10      .06 

.05      .07      .05 

.14      .17 


.02 


.01      .01 


.04 

.09      .05       .01 

.10      .09       .01 

.02 

.11       .08       .01 


.01       .01 


NW 

HIGHWAY  SHED 

WB   AIRPORT 


.01 

.01       .02 


.01 


.01       .01 


.01      .01 


.01      .03 


10        11         12 


.01       .01 
.02       .09 


.02 


P.  M.  Hour  andlng 


.01 


-8th- 

.01      .01 

-9th- 
-10th- 


.01 


*        .01    •     ;  • 

.01       .01       .oil     .03 


.01 
.01 


.01 
.01 

.02 


.01 

.01 

.01       .01 


.01 
.01 


.05 
.01 


.01 
.02 


.02 
.01 


.01 
.03 


.01 

.01 

-11th- 

.01 
.03 
.01 

-12th- 


.01 
.01 
.01 


.10 
.08 


.02 
.02 


.01 
.02      .10 


.06 
.05 


.02 


.02       .02       .05|     .04      .03 
*  .  02      *  ♦  * 


.02 
.02      .01       .02       .05       .05 


.01       .01 


.09 
.02 
.08 


.01 
.09 


.02 
.01 


.01       .01       .04 


.01 

.02      .01       .02 


.08 
.03 


.01 

.07 
.14 


.01 
.03 
.09 


.06      .13 


.06       .07 

.04 

.10       .10 


.12 
.12 


.04 
.22 


.08 
.11 


.01 
.05 


.07 
.14 


.12 
.02 
.19 

.01 
.30 


.01 
.16 

.13 
.11 
.02 


.02 
.26 
.01 
.01 


.04 
.13 
.13 
.16 

.03 
.18 
.03 
.01 


.01 
.13 
.28 
.05 


S        6 


.01 


.01  .01 


.01 


.01      .01 


.01      .01      .01 


.11 

.02 
.11 


.04 
.10 


.01 
.05 
.11 


.08 
.10 
.10 


.18 
.04 
.02 
.30 

.03 
.10 
.01 


.01 
.07 


.01 
.06 


.05 
.05 
.23 

.11 
.01 


.02 
.14 

.02 
.04 
.10 
.15 
.10 


.19 
.13 


.04 
.07 
.01 


.05 
.07 
.01 
.08 
.08 


.23 
.18 
.20 
.07 
.07 


.01 
.16 
.06 
.01 


.08 

.05 

* 

.01 

.24 

.05 

.05 

.01 

.14 

.05 

.04 

.01 

.02 

.04 

* 

.05 

.28 

.15 

.05 


.07 
.01 


.03 
.05 
* 

.05 
-.11 
.02 
.07 


.04 
.12 

.02 

.03 

.02 

* 

.02 

.12 

.07 

.03 


.02 
.01 


.01 

* 

.03 


.01 

.10 

.02 

.09 

.02 

.01 

* 

.04 

.05 


.12 
.14 
.01 


.01 
.03 
.01 


.09 
.01 

.10 
.06 
.05 
.02 
.06 
.02 
.07 

.02 
.01 
.19 
.04 
.06 

.01 
.05 
.29 
.01 
.05 


.02 
.06 
.01 


.15 
.01 


.02 

.02 

.20 
.11 

.02 
.01 

.07 
.05 

.03 

.01 

.08 
.01 
.03 

.13 
.03 
.11 


.01 
.06 


.01 
.04 


.01 

.07 
.02 

.01 
.01 

.05 

* 
.06 

.03 

.02 

* 
.01 


.01 


.01 


.03 
.03 


.01 
.01 


.03 

« 
.01 


.01 

.01 

.02 

.17 

* 

.01 


.43 


.57 
.01 
.01 
.60 


.03 
.01 


.12 
.62 
.01 


.01 


.05 
.18 


.01 
.02 


.01 


.23 
.06 


.02 
.01 


.01 


PENNSYLVANIA 
DECEMBER  1948 


.09 
.21 


.03 
.01 


.27 
.08 


.01 
.32 


.01 
.06 


.08 

.01 

.07 

* 

.04 


.05 
.11 


.01 
.01 


.01 
.16 


.01 
.18 
.01 


.01 


.01 


.01   .01   .01 


.03 
.15 
.01 


.05 
.01 


.07 
.09 


.13 
.01 


.04 
.08 


.08 

.01 

.17 
.01 

.01   .02   .03 


.05   .02 

.03  .07 

.02   .01  .03 

*     •  .17 


.30 
.34 
.51 
.16 
.26 
.06 


.03 
.01 


.13 
.05 


.06 
.02 

.03 
.11 

.06 
.03 
.07 
.03 

.01 
.08 
.02 


.04 
.06 
.02 


.59 

1.06 

.15 

.25 

.13 
.15 

.19 
.58 

.45 
.78 
.25 
.70 
.08 
.32 
.85 
.37 
.10 
.49 
.26 
.48 

.14 
.85 
.93 

.77 


.73 
.44 
.40 

.17 

.33 

.56 

.09 

.55 

.18 

* 

.06 

.22 

.17 

.41 

.02 

.45 

.27 

.06 

.44 

.23 

.72 

.63 

.63 

.03 

.22 

.14 

.12 

.20 

.38 

.71 

.25 

.55 
.67 
.97 
.67 
.22 
.18 
.18 


See  reference  notes  following  Station  Index 
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/ 


V 


Table  4-Continued 


HOURLY  PRECIPITATION 


PENNSYLVANIA 
DECEHBER  1948 


MILLVILLE 

MONROE  FURNACE 

MONTROSE 

MOUNT  UNION  1  NW  // 

MURRYSVILLE 

NEFFS  MILLS  4  NE 

NEW  CASTLE  1  N 

PALMERTON 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILLIPSBURG  7  E  AIRPORT 

PHOENIXVILLE  1  E  PUMPING  STATION 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUNXSUTAWNEY  2 

PUTNEYVILLE  2  SE 

RAYMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

RIDGWAY 

ROCHESTER  1  N 

SAXTON 

SCANDIA 

SCRANTON  WB  CITY 

SELLERS V I LLE  2  NW 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HIGHWAY  SHED 

SOUTH  CANAAN  1  E 

SPRING  GROVE 

STATE  COLLEGE 

STRONGSTOWN 

STROUDSBURG 

SUNBURY 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TOWANDA 

TUNKHANNOCK  1  S 

TUNNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VANDERGRIFT  2  W 

WASHINGTON 

WAYNESBURG  2  W 

WEBSTER  MILLS  3  SW 

WELLSBORO  2  E 

WILLIAMSPORT 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 

YOUNGSVILLE 


BLAIN 

CANTON  1  NW 

CHAMBERSBURG 

COATESVILLE  1  SW 

CONFLUENCE  1  SW 

CONNELLSVILLE  4  N 

EMPORIUM 

ERIE  WB  CITY 

EVERETT 

FORD  CITY  4  S  // 

GETTYSBURG  1  S 

GLEN  ROCK 

GREENSBURG  2  E 

HARRISBURG  3  S 

HEWITT  2  S 

HOLTWOOD 

HUNTSDALE 

JOHNSTOWN  2 

MARTINSBURG 

MONTROSE 

MOUNT  UNION  1  NW  // 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHOENIXVILLE  1  E  PUMPING  STATION 

PLEASANT  MOUNT  1  W 

RAyMO^rD 

READING  WB  CITY 
RENOVO  6  S  STATE  CAMP 
ROCHESTER  1  N 
SCANDIA 

SELLERSVILLE  2  NW 
SPRING  GROVE 
WEBSTER  MILLS  3  SW 
WIND  GAP  3  SW 


A.  M.  Hour  ending 


9  10         U         12 


.01      .02 


.03 
.03 


.05 
.05 


.01 
.03 


.08 
.03 


.06 
.06 


.01 


.01 
.03 
.09 
.02 
.01 
.10 
.05 


P.  M.  Hour  ending 


.02      .09      .09 


.03 


.12 

.06 


.08 
.18 


.01      .01 


HIGHWAY  SHED 
WB  AIRPORT 


.02 
.01 
.03 
.01 


.01 

.01 

.10 

.02 

♦ 

.02 

.01 

.02 

.01 

.01 

.01 


.02 
.01 


.01 


.01 
.55 


.03 


.01   .01 


.01 


.17 
.31 


.07 
.01 
.01 

• 
.04 

.13 

.24 


.01 

.02 

.01 

* 

.04 

.02 

.13 

.04 

.12 


.02 

.02 
.14 


.03 

.03 
.02 


.07 

.11 
.01 


.02 

.01   .01 

.01 


.01 

.02 

.01 

.21 

.09 

.05 

.05 

.02 

.10 

.01 

.04 

.02 

.04 

.04 

.01 

.01 

.10 

.03 

.07;  .09 


.07   .01 
.01      1 

.02 
.04   .01 


.02   .08   .09 
.08   .09   .10 


.01   .02 
.10   .09   .06 


.05 


.08 
.12 
.09 

.01 
.14 
.05 

.10 


.11 
.07 


.02 
.01 

.11 


.09 
.10 
.01 


.13 
.03 


.04 
.02 


.01 
.11 
.07 
.09 
.02 
.11 
.22 
.04 


.08 
.09 
.13 
.13 
.02 
.11 
.10 
.05 
.06 
.10.  .17 


.05 
.05 
.01 
.01 

.01 
.22 
.32 
.02 


.01 

.15 

* 

.05 

.03 

.02 

.01 


.16 
.06 
.06 


.01 

.08  i 

* 

.16 

.09 

.01 

.01 


.02 
.02  1 

.01 


.01 


.09 
.06 
.01 


.13 
.18 
.02 
.01 
.02 
.01 
.11 
.04 
.05 


.09 


.08 

.14 

.05 

« 

.01 

.04 

.01 

.01 


.09 
.02 
.02 
.01 
.06 
.03 
.01 
.02 
.04 
.01 

.05 


.03 

.01 

.10   .21   .04 

.15   .05   .01 

*     .38 


.01 

.01   .01 


.20 

.12 

.07 

.10 

.12 

.02 

.01 

.01 

.01 

.01 

.02 

.02 

.05 

.01 

.05 

.03 

.09 

.03 

.01 

.01 

.03 
.01 

.01 

.03 

.06 

.02 

* 

.03 

.06 

.03 

.01 


.06 
.05 
.07 
.02 
.05 
.03 
.01 
.02 
.01 
.01 

.09 
.08 


.10 

.04 

.03 

• 

.05 

.04 

.05 

.04 


.01 
.04 
.04 
.11 
.01 
.04 


.01 
.18 


10    11    12 


*    •    * 
.01 


.05   .01 
.01 


.01 
.11 

• 

.15 
.07! 

.03 

« 

.05 

.02 
.02 
.03 
.15: 

.02 

.02 

.01 
.09 


.05  .01 

•  *     « 

.14  .11   .11 

.01 

•  .16 

.03  .05   .01 


.02   .01 

.19   .09   .09 


.05 


.04   .01 
.01       .01 


.01 
.01 


.02 


.101  .06   .01   .01 


.01 
.02 


.01   .02   .01 
.05   .06   .09   .10   .09   .13   .06   .02   .01 


-13th- 


.01 


.01 


ALBION 

ALLENS  MILLS 

ALLENTOWN -BETHLEHEM  EASTON  WB  AP 

AUSTINBURG  2  W 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAIRSVILLE  6  ENE  6 

BLAKESLEE  CORNERS 

BOSWELL 

BROOKVILLE  AIRPORT  6 

BUCKSTOWN 

BUTLER  SUBSTATION 

CARTER  CAMP 

CHAMBERSBURG 

CHARLEROI 


.03 


.02 
.01        .01 


.01 
.11 


.01   .01   .03 


.03 
.02 
.04 


.02 
.02 
.01 


.01 


.02 
.031 


.02 
.06 


.01 
.14 


.03 

.05 
.06 
.01 
.01 
.20 


.01   .02 


. 02   .  08 


.01 
.05 
.04 
.04 
.18 


.05 
.02 
.06 
.13 
.15 


.02 
.01 


.06 
.12 
.02 
.07 
.26 
.04 

.03 
.09 
.05 


-15th- 


.10 


.03 


.03 
.05 
.03 


.07 
.02 


.02 
.01 


.04 
.07 
.02 


.01 
.01 
.05 
.01 


.08 
.02 

* 

.01 

.10 

.02 

.06 

.03 


.04 
.05 


.02 


.01 
.06 


.06 
.04 
.11 
.03 


.03 

.16 

.04 

.10 

.14 

* 

.01 

.13 

.04 

.12 

.10 

.05 

.14 

.08 

.06 

.12 


.01   .02 


.01 


.01   .03 


.03 


.01 


.03 


.02 
.02 


.02 
.16 
.12 
.02 


.04 

* 

.03 

.28 

* 

.08 

.28 

.10 

.11 

.17 


.07 
.03 
.09 
.09 


.01 
.01 
.08 
.02 


.01  .01 
.06  .04 
.Oil  .01 


.05   .02   .06 


.07 

.10 

* 

.17 

.05 

.05 

.06 

.09 


.08 
.08 


.03; 
.03 


.04 

.01 

.03 

.03 

.05 

.09 

.08 

.02 

.02 
.01 


.01 


.02 

.02   .02 


.05   « 


.01   .02 
.43   • 


.01 

.01   .01 


.02   .02 

*  • 
.01 

.01 

*  * 


.03 


.01 


.01 
.02 

.01 
.02 
.01 

.01 

.01 


See  reference  notes  following  Station  Index. 
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T*bl»  4-Continuad 


HOURLY  PRECIPITATION 


PEITHSYLVANIA 
DBCUIBIR   1948 


A.  M.  Hour  aDdlng 

P.  M.  Hour  •ading 

Station 

3 

.0 

I 

2 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10  1 

11 

12 

H 

CLARION  3  SW 

.01 

.04 

.02 

.08 

.02 

.16 

.28 

.08 

.01 

.01 

.71 

COALPORT 

.01 

.09 

.06 

.03 

.02 

.01 

.01 

.02 

.02 

.01 

.02 

* 

• 

• 

* 

.60 

.05 

.03 

.02 

1.00 

COATKSVILLE  1  SW 

*     * 

* 

* 

• 

* 

* 

* 

* 

* 

• 

• 

* 

* 

• 

• 

• 

• 

« 

* 

• 

• 

• 

• 

CONFLUKNCE  1  SW 

.08 

.12 

.10 

.20 

.20 

.09 

.07 

.07 

.07 

.05 

.17 

.22 

.21 

.15 

.17 

.22 

.01 

.05 

.23 

.04 

2.52 

C0NK5LLSVILLE  4  N 

.03 

.13 

.25 

.10 

.10 

.02 

.05 

.03 

.04 

.02 

.02 

.10 

.12 

.07 

.10 

.02 

.01 

.07 

1.28 

CRE.'^SON  1  E  SUMMIT 

.01 

.01 

.02 

.01 

.01 

.02 

.01 

.05 

.02 

.10 

.02 

.01 

.01 

.05 

.35 

CVRWENSVILLE  6  NW  AIRPORT  6 

* 

* 

« 

« 

* 

.22 

* 

* 

• 

• 

« 

.25 

• 

* 

• 

* 

* 

.43 

• 

• 

« 

.02 

DINGMANS  FERRY 

.01 

.03 

.01 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

DRIFTWOOD 

.02 

.03 

.07 

.05 

.02 

.01 

.01 

.04 

.04 

.05 

.13 

.13 

.04 

.02 

.01 

.02 

.01 

.03 

.01 

.74 

DU  BOIS  7  E 

.01 

.02 

.01 

.04 

.02 

.03 

.04 

.05 

.18 

.05 

.04 

.01 

.50 

DUNLO 

.01 

.01 

.01 

.04 

.01 

.01 

.01 

.02 

.07 

.01 

.01 

.01 

* 

• 

DVSHORE 

*     * 

* 

* 

• 

* 

♦ 

* 

* 

• 

• 

* 

* 

« 

• 

* 

« 

« 

« 

* 

• 

« 

« 

* 

EAGLES  HERE 

_     -     _ 

_ 

- 

_ 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

_ 

- 

- 

_ 

- 

EMPORIUM 

.01 

.02 

.03 

.11 

.01 

.01 

.01 

.05 

.04 

.10 

.11 

.09 

.05 

.05 

.69 

ENGLISH  CENTER 

.07 

.05 

.05 

.05 

.03 

.02 

.01 

.05 

.10 

.10 

.09 

.03 

.01 

.09 

.01 

.76 

ERIE  WB  CITY 

.01 

.01 

.01 

.01 

.05 

.10 

.04 

.03 

.06 

.01 

.01 

.01 

.01 

.36 

ERIE  AIRPORT  6 

* 

* 

♦ 

♦ 

* 

.29 

• 

* 

* 

• 

* 

.11 

• 

• 

• 

* 

EVERETT 

.01 

.01 

.04 

.06 

.12 

.08 

.08 

.10 

.07 

.03 

.07 

.22 

.11 

.07 

.01 

.01 

.01 

1.10 

FORD  CITY  4  S  // 

.01   .06 

.07 

.13 

.08 

.04 

.03 

.03 

.05 

.17 

.08 

.09 

.08 

.23 

.02 

.01 

1.18 

FRANKLIN 

.01 

.05 

.02 

.01 

.01 

.01 

.05 

.04 

.28 

.16 

.01 

.01 

.66 

GETTYSBURG  1  S 

.01 

.01 

.01 

.07 

.09 

.11 

.07 

.05 

.05 

.09 

.08 

.09 

.08 

.11 

.09 

.01 

.02 

.02 

.03 

.01 

1.10 

GLENCOE 

.04 

.08 

.10 

.17 

.09 

.04 

.01 

.04 

.03 

.01 

.19 

.10 

.08 

.12 

.18 

.02 

.05 

.04 

.01 

1.40 

GLEN  ROCK 

.03 

.02 

.05 

.05 

.08 

.07 

.02 

.02 

.06 

.05 

.09 

.06 

.05 

.06 

.03 

.01 

.01 

.02 

.01 

.01 

.80 

GOOD  SPRINGS  1  NW 

«    * 

* 

« 

« 

* 

» 

* 

« 

* 

« 

* 

* 

• 

» 

» 

« 

« 

* 

« 

♦ 

* 

* 

« 

GREENSBURG  2  E  HIGHWAY  SHED 

.01   .03 

.06 

.09 

.06 

.20 

.04 

.01 

.02 

.06 

.07 

.04 

.12 

.16 

.09 

.01 

.01 

.09 

1.17 

HARRISBURG  3  S  WB  AIRPORT 

.01 

.01 

.02 

.04 

.05 

.04 

.08 

.07 

.08 

.04 

.05 

.06 

.03 

.02 

.02 

.01 

.01 

.01 

.65 

HAWLEY  1  S  WALLEN  DAM 

«    * 

* 

* 

* 

* 

« 

* 

* 

* 

* 

* 

* 

* 

* 

» 

» 

* 

* 

* 

* 

* 

* 

• 

HEWITT  2  S 

.02 

.05' 

.13 

.09 

.08 

.08 

.03 

.04 

.06 

.05 

.14 

.17 

.08 

.05 

.10 

.07 

1.24 

HOLLIDAYSBURG 

.01   .01 

.02 

.06 

.06 

.06 

.01 

.02 

.02 

.09 

.04 

.17 

.13 

.12 

.09 

.05 

.02 

.02 

.07 

.02 

.01 

1.10 

HOLTWOOD 

.01 

.04 

.05 

.05 

.07 

.08 

.08 

.04 

.06 

.05 

.08 

.04 

.04 

.01 

.03 

.01 

.01 

.75 

HOME 

.01   .03 

.08 

.12 

.06 

.02 

.04 

.01 

.01 

.02 

.14 

.09 

.01 

.14 

.15 

.09 

.01 

.01 

.04 

.02 

1.10 

HONESDALE  6  N  TANNERS  FALLS  // 

.02 

.09 

.02 

.01 

.01 

.01 

.06 

.01 

.01 

.01 

.01 

.26 

HUNTSDALE 

.01 

.02 

.07 

.10 

.01 

.06 

.02 

.02 

.07 

.02 

.05 

.07 

.08 

.04 

.05 

.01 

.01 

.01 

.03 

.01 

.76 

INDIANA  2  SE 

.01   .07 

.03 

.09 

.08 

.02 

.05 

.02 

.03 

.17 

.05 

.06 

.09 

.06 

.06 

.01 

.90 

JACKSON  SUMMIT 

.03 

.01 

.02 

.02 

.03 

.05 

.05 

.03 

.03 

.01 

.28 

JAMESTOWN  2  NW 

.01 

.04 

.04 

.11 

.16 

.02 

.38 

JOHNSTOWN  2 

.01   .02 

.01 

.09 

.02 

.03 

.11 

.05 

.02 

.09 

.05 

.14 

.11 

.10 

.14 

.05 

.01 

1.05 

KANE  5  SE 

.01 

.01 

.01 

.01 

.01 

.01 

.03 

.02 

.07 

.10 

.03 

.03 

.11 

.04 

.01 

.01 

.51 

LANCASTER  2  NE  FILTER  PLANT 

.01 

.02 

.07 

.09 

.07 

.06 

.06 

.02 

.08 

.08 

.07 

.05 

.06 

.04 

.02 

.01 

.01 

.82 

LAURELTON  STATE  VILLAGE 

.02 

.01 

.01 

.02 

.01 

« 

« 

* 

« 

* 

* 

* 

« 

* 

* 

* 

* 

* 

* 

♦ 

« 

* 

LEBANON  3  SW 

.01 

.03 

.10 

.06 

.02 

.03 

.01 

.01 

.03 

.05 

..03 

.03 

.41 

LEHIGHTON 

.01 

.03 

.06 

.07 

.03 

.08 

.03 

.05 

.04 

.08 

.09 

.07 

.06 

.01 

.01 

.01 

.73 

LKWISTOWN 

.01 

.01 

.05 

.01 

.04 

.04 

.01 

.01 

.01 

.14 

.08 

.06 

.09 

.03 

.02 

.01 

.01 

.03 

.01 

.67 

LOCK  HAVEN  2 

.01 

.04 

.03 

.06 

.04 

.07 

.02 

.01 

.01 

.02 

.07 

.01 

.16 

.11 

.04 

.01 

.07 

.78 

MARIENVILLE 

.01 

.02 

.05 

.01 

.01 

.02 

.08 

.13 

.08 

.05 

.02 

.01 

.49 

MARTINSBURG 

*    * 

* 

* 

* 

* 

« 

* 

.21 

.03 

.10 

.01 

.11 

.08 

.15 

.09 

.03 

.01 

.01 

.01 

.02 

.86 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

* 

* 

* 

* 

* 

.20 

* 

* 

* 

* 

* 

.18 

« 

* 

* 

* 

* 

.45 

* 

* 

* 

.05 

MEADOW  RUN  PONDS 

.03 

.11 

.06 

.03 

.04 

.03 

.03 

.02 

.05 

.10 

.15 

.05 

.04 

.03 

.02 

.01 

.01 

.81 

MEADVILLE  1  S 

.01 

.01 

.06 

.15 

.09 

.02 

.05 

.01 

.40 

MEDIX  RUN 

.05 

.03 

.05 

.05 

.02 

.01 

.02 

.02 

.03 

.02 

.19 

.20 

.03 

.02 

.01 

.01 

.01 

.01 

.01 

.79 

MERCER  HIGHWAY  SHED 

.01 

.09 

.01 

.01 

.05 

.05 

.27 

.14 

.01 

.01 

.65 

MERWINSBURG 

.05 

.01 

.12 

.06 

.02 

.03 

.01 

.01 

.01 

.03 

.02 

.01 

.01 

.01 

.01 

.41 

MILAN 

.01   .01 

.02 

.04 

.04 

.01 

.06 

.03 

.04 

.01 

.02 

.01 

.01 

.01 

.02 

.01 

.01 

.01 

.02 

.13 

.03 

.55 

MILLERSBURG  2  E 

*    « 

* 

* 

♦ 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

MILLVILLE 

.01 

.01 

.03 

.02 

.02 

.01 

.01 

.01 

.03 

.03 

.02 

.04 

.06 

.01 

.31 

MONROE  FURNACE 

.01 

.01 

.02 

.08 

.01 

.09 

.03 

.01 

.01 

.04 

.12 

.08 

.02 

.05 

.05 

.01 

.01 

.01 

.01 

.01 

.68 

MONTROSE 

.01 

.02 

.06 

.03 

.07 

.07 

.07 

.07 

.05 

.03 

.01 

.01 

.01 

.51 

MOUNT  UNION  1  NW  // 

»    *    * 

* 

* 

* 

* 

* 

» 

* 

* 

* 

* 

* 

* 

* 

* 

« 

« 

* 

* 

♦ 

* 

* 

* 

MURRYSVILLE 

.01   .03 

.08 

.07 

.13 

.15 

.02 

.01 

.02 

.07 

.09 

.05 

.11 

.13 

.09 

.01 

.06 

1.13 

NEFFS  MILLS  4  NE 

.02 

.01 

.02 

.05 

.06 

.01 

.02 

.13 

.08 

.05 

.05 

.08 

.02 

.01 

.61 

NEW  CASTLE  1  N 

.06 

.08 

.03 

.10 

.07 

.23 

.06 

.03 

.66 

PALMERTON 

.01 

.02 

.02 

.02 

.04 

.05 

.02 

.04 

.02 

.02 

.03 

.03 

.04 

.04 

.02 

.02 

.03 

.01 

.01 

.49 

PARKERS  LANDING  1  E 

.01 

.11 

.09 

.06 

.03 

.09 

.05 

.22 

.24 

.01 

.01 

.92 

PARK  PLACE  1  NW  WB  AIRPORT  6 

* 

* 

* 

* 

* 

.06 

* 

* 

» 

* 

* 

.27 

* 

* 

* 

* 

* 

.34 

« 

* 

* 

* 

PHILADELPHIA  WB  AIRPORT 

.02 

.02 

.04 

.03 

.07 

.09 

.12 

.12 

.10 

.14 

.10 

.04 

.02 

.02 

.01 

.01 

.01 

.96 

PHILADELPHIA  POINT  BREEZE 

.02 

.03 

.03 

.03 

.03 

.02 

.02 

.11 

.13 

.07 

.06 

.05 

.04 

.04 

.03 

.03 

.74 

PHILADELPHIA  WB  CITY 

.02 

.02 

.05 

.06 

.01 

.09 

.10 

.12 

.07 

.05 

.07 

.06 

.05 

.06 

.05 

.88 

PHILLIPSBHRG  7  E  AIRPORT 

_     _     - 

_ 

_ 

. 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

PHOENIXVILLE  1  E  PUMPING  STATION 

.02 

.02 

.08 

.05 

* 

* 

* 

* 

* 

« 

* 

* 

* 

* 

* 

« 

* 

PINE  GROVE  MILLS  1  S 

.02 

.03 

.04 

.03 

.05 

.03 

.01 

.01 

.16 

.02 

.02 

.08 

.50 

PITTSBURGH  7  SE  WB  AIRPORT  // 

.03 

.10 

.06 

.15 

.12 

.02 

.01 

.01 

.04 

.09 

.05 

.11 

.13 

.06 

.02 

.09 

1.09 

PITTSBURGH  WB  CITY 

.13 

.12 

.18 

.14 

.01 

.01 

.01 

.09 

.19 

.03 

.13 

.10 

.07 

.27 

1.48 

PLEASANT  MOUNT  1  W 

.01 

.01 

.07 

.08 

.05 

.05 

.10 

.05 

.01 

.02 

.05 

.02 

.01 

.53 

PORT  CLINTON 

.01 

.03 

.03 

.03 

.06 

.05 

.05 

.01 

.01 

.01 

.08 

.01 

.08 

.03 

.01 

.50 

PUNXSUTAWNEY  2 

.01 

.04 

.03 

.01 

.01 

.09 

.04 

.16 

.24 

.06 

.08 

.02 

.01 

.01 

.06 

.01 

.01 

.89 

PUTNEYVILLE  2  SE 

.05 

.04 

.07 

.04 

.01 

.01 

.02 

.13 

.07 

.11 

.19 

.07 

.03 

.01 

.01 

.86 

RAYMOND 

.02 

.01 

.01 

.01 

.02 

.01 

.05 

.02 

.11 

.05 

.04 

.02 

.02 

.02 

.01 

.42 

READING  WB  CITY 

.01 

.07 

.08 

.09 

.10 

.09 

.10 

.11 

.07 

.09 

.07 

.06 

.07 

.05 

.04 

.05 

.07 

.04 

1.26 

RENOVO  6  S  STATE  CAMP 

.01 

.06 

.05 

.06 

.09 

.05 

.03 

.02 

.02 

.10 

.01 

.18 

.13 

.04 

.01 

.02 

.01 

.89 

RIDGWAY 

.01 

.07 

.03 

.03 

.01 

.01 

.02 

.01 

.02 

.09 

.13 

.17 

.03 

.03 

.01 

.01 

.01 

.69 

ROCHESTER  1  N 

.01   .03 

.09 

.11 

.07 

.01 

.15 

.09 

.14 

.05 

.07 

.01 

.01 

.84 

SAXTON 

.02 

.02 

.06 

.02 

.04 

.04 

.08 

.04 

.08 

.04 

.06 

.12 

.13 

.05 

.01 

.01 

.01 

.01 

.01 

.01 

.86 

SCANDIA 

*    * 

* 

* 

* 

♦ 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

♦ 

* 

* 

* 

* 

* 

* 

* 

SCRANTON  WB  CITY 

.03 

.03 

.03 

.03 

.03 

.03 

.03 

.03 

.04 

.03 

.03 

.03 

.03 

.02 

.02 

.44 

SELLERSVILLE  2  NW 

.02 

.06 

.03 

.08 

.05 

.03 

.12 

.13 

.04 

.02 

.04 

.04 

.01 

.01 

.68 

SHADE  GAP 

»    * 

* 

* 

* 

* 

* 

* 

* 

« 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

♦ 

» 

* 

* 

SHEFFIELD  6  W  CHERRY  GROVE 

.01 

.01 

.04 

.04 

.07 

.01 

.09 

.27 

SMETHPORT  HIGHWAY  SHED 

.01 

.01 

.03 

.07 

.09 

.02 

.03 

.05 

.01 

.32 

SOUTH  CANAAN  1  E 

* 

* 

* 

♦ 

* 

* 

» 

* 

* 

* 

* 

.50 

.01 

.03 

.03 

.01 

.58 

SPRING  GROVE 

.02 

.02 

.02 

.08 

.05 

.04 

.04 

.02 

.02 

.05 

.08 

.10 

.07 

.08 

.05 

.04 

.01 

.02 

.01 

.02 

.01 

.85 

STATE  COLLEGE 

.03 

.03 

.05 

.05 

.03 

.03 

.04 

.09 

.12 

.06 

.13 

.16 

.02 

.01 

.01 

.86 

STRONGSTOWN 

.01   .02 

.03 

.08 

.05 

.01 

.01 

.01 

.05 

.04 

.01 

.05 

.05 

.09 

.02 

.02 

.03 

.04 

.03 

.02 

.04 

.71 

STROUDSBURG 

.03 

.02 

.10 

.08 

.02 

.01 

.04 

.08 

.07 

.09 

.06 

.03 

.02 

.01 

.01 

.01 

.68 

SUNBUHY 

.01 

.06 

.02 

.02 

.08 

.01 

.04 

.02 

.03 

.10 

.02 

.09 

.28 

.02 

.03 

.04 

.02 

.02 

.01 

.04 

.02 

.98 

SUNBURY  AIRPORT  2  N  6 

* 

* 

* 

« 

* 

.16 

* 

* 

* 

* 

* 

.24 

* 

* 

♦ 

* 

* 

.44 

* 

* 

* 

.08 

TAMAQUA  4  N  STILL  CREEK  DAB 

.03 

.03 

.09 

.08 

.06 

.04 

.02 

.03 

.08 

.06 

.11 

.08 

.04 

.01 

.01 

.01 

.01 

.01 

.80 

TIONESTA  2  SE  DAM  // 

.01 

.03 

.02 

.04 

.09 

.19 

.10 

.02 

.01 

.02 

.01 

.54 

TITUSVILLE 

.01 

.01 

.08 

.10 

.01 

.04 

.06 

.01 

.32 

TOWANDA 

.01 

.01 

.01 

.01 

.01 

.03 

.04 

.01 

.01 

.01 

.06 

.01 

.22 

TUNKHANNOCK  1  S 

.05 

.04 

.01 

.01 

.03 

.04 

.10 

.07 

.04 

.01 

.02 

.02 

.01 

.45 

TUNNELTON  // 

.01 

.05 

.09 

.03 

.07 

.10 

.05 

.05 

.09 

.06 

.11 

.09 

.04 

.01 

.01 

.86 

TYRONE  4  NE  BALD  EAGLE 

.01 

.01 

.01 

.05 

.02 

.04 

.07 

.01 

.02 

.17 

.10 

.03 

.14 

.09 

.02 

.01 

.01 

.01 

.01 

.83 

UNION  CITY  1  W 

.03 

.07 

.08 

.03 

.04 

.01 

.01 

.27 

VANDERGRIFT  2  W 

.01 

.04 

.11 

.08 

.02 

.08 

.01 

.10 

.10 

.10 

.05 

.06 

.01 

.01 

.01 

.01 

.01 

.01 

.02 

.84 

WASHINGTON 

.01   .02   .02 

.10 

.12 

.21 

.17 

.02 

.01 

.08 

.11 

.08 

.09 

.42 

.09 

.01 

.12 

1.68 

WAYNESBURG  2  W 

.05   .16 

.19 

.10 

.10 

.03 

.02 

.05 

.06 

.05 

.01 

.20 

.10 

.10 

.10 

.08 

.32 

.09 

1.81 

WEBSTER  MILLS  3  SW 

.07 

.14 

.09 

.08 

.03 

.07 

.04 

.07 

.08 

.15 

.12 

.03 

.03 

.02 

.02 

.01 

.01 

.01 

.03 

1.10 

WELLSBORO  2  E 

.02 

.03 

.04 

.01 

.02 

.01 

.03 

.06 

.07 

.10 

.05 

.04 

.01 

.01 

.50 

WILLIAMSPORT 

.09 

.03 

.08 

.06 

.05 

.08 

.01 

.01 

.08 

.01 

.10 

.21 

.06 

.01 

.01 

.02 

.91 

WIND  GAP  3  SW 

_     _     _ 

_ 

_ 

YORK  2  S  FILTER  PLANT 

.01 

.05 

.04 

.09 

.03 

.09 

.05 

.02 

.01 

.03 

.08 

.09 

.08 

.02 

.01 

.01 

.71 

TOUNGSVILLE 

.03 

.06 

.01 

.09 

.03 

.06 

.01 

.01 

.30 

See  reference  notes  followitig  StAtion  Index. 
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Table  4-Continued 


HOURLY  PRECIPITATION 


PENNSYLVANIA 
DECEMBER    1948 


Station 


A1£I0N 

ALLENS  MILLS 

ALLENTOWN-BETHLEHEM  EASTON  WB  AP 

AUSTINBURG  2  W 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAIRSVILLE  6    ENE   6 

BLAKESLEE   CORNERS 

BOSITELL 

BROOEVILLE  AIRPORT  6 

BUCKSTOWN 

BUTLER  SUBSTATION 

CANTON  1  NW 

CARTER  CAMP 

CHAMBERSBURG 

CHARLEROI 

CLARION  3  SW 

COALPORT 

COATESVILLE  1  SW 

CONFLUENCE  1  SW 

CONNELLSVILLE  4  N 

CRESSON  1  E  SUMMIT 

CURWENSVILLE  6  NW  AIRPORT  6 

DINGHAMS  FERBT 

DRIFTWOOD 

DU  BOIS  7  E 

DUNLO 

DUSHORE 

EAGLES  MERE 

EMPORIUM 

ENGLISH  CENTER 

ERIE  WB  CITY 

ERIE  AIRPORT  6 

EVERETT 

FORD  CITY  4  S  // 

FRANKLIN 

S 


A.  M.  Hour  ending 


1  NW 

E  HIGHWAY  SHED 

S  WB  AIRPORT 


GETTYSBURG  1 

GLENCOE 

GLEN  ROCK 

GOOD  SPRINGS 

GREENSBURG  2 

HARRISBDRG  3 

HAWLEY  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLLIDAYSBURG 

HOLTWOOD 

HOME 

HONESDALE  6  N  TANNERS  FALLS  // 

HUNTSDALE 

INDIANA  2  SE 

JACKSON  SUMMIT 

JAMESTOWN  2  NW 

JOHNSTOWN  2 

KANE  5  SE 

LANCASTER  2  NE  FILTER  PLANT 

LAURELTON  STATE  VILLAGE 

LEBANON  3  SW 

LEHIGHTON 

LEWISTOWN 

LOCK  HAVEN  2 

MARIENVILLE 

MARTINSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MEADOW  BUN  PONDS 

KEADVILLE  1  S 

MED  IX  RUN 

MERCER  HIGHWAY  SHED 

MERWINSBURG 

MILAN 

MILLERSBURG  2  E 

MILLVILLE 

HONHOE  FURNACE 

MONTROSE 

MOUNT  UNION  1  NW  // 

MURRYSYILLE 

NEFFS  MILLS  4  NE 

NEW  CASTLE  1  N 

PALMERTON 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHILLIPSBUHG  7  E  AIRPORT 

PHOENIXVILLE  1  E  PUMPING  STATION 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUNXSDTAWNEY  2 

PUTNEYVILLE  2  SE 

RAYMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

RIDGWAY 

ROCHESTER  1  N 

SAXTON 

SCANDIA 

SCRANTON  WB  CITY 

SELLERSVILLE  2  NW 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HIGHWAY  SHED 

SOUTH  CANAAN  1  E 
SPRING  GROVE 
STATE  COLLEGE 
STRONGSTOWN 
STROUDSBURG 


.01 
.01 


.03 
.01 


.07 
.01 


.03 

.01 

* 
.02 

.02 


.24 
.01 
.02 

.01 

.01 

.02 

.01 


.01 


.09 


.01 
.01 


.16 
.01 
.01 

.01 
.07 
.10 


.03 
.17 
.01 


.04 
.18 
.01 
.01 


.01      .01 


.01      .07 

•  * 

.01 
.02 
.01 
.12 


.01 


.19 
.09 


.01      .04 


.01 

.20 

.09 

* 

.01 

.01 

.07 


.04 
.18 


.15 
.15 


.03 
.01 


.01 

* 
.02 


.03 
.01 


.01 
.01 


.01 
.01 
.11 


.08 
.01 


.04 
.05 

.01 
.01 
.01 
.08 


.09      .01 


.01 
.05 
.01 
.01 


.01 
.03 

.07 

.01 
.04 


.01 
.01 


.02 


.01 


.01 
.16 


.03 
.05 


.01 
.01 


.04 
.14 
.03 


.11 
.01 
.03 


.01 
.01 
* 
.03 

.01 

.04 

« 

.01 
.05 
.04 


.01 
.04 
.03 
.02 


.07 
.02 
.04 

.01 
.08 

.09 
.03 


.02 
.01 


.03 
.14 
.03 

.01 

* 

.04 

.02 

« 

.03 

.02 


.15 
.01 
.13 


.10 

* 

.01 

.09 

.07 

.09 


.16 
.08 


.04 
.01 


.14 
.06 
.01 
.04 


.03 
.05 
.04 
.01 
.70 
.02 
.22 
.10 
.07 
.04 
.01 

.02 
* 

.08 
.01 


.04 

* 

« 

.03 

* 

.03 

.04 

* 

.03 

.08 
.06 
.08 
.03 

.02 

.07 

.01 


10 


12 


P.  M.  Hour  ending 


-16th- 


.02 


.04 


.17 
.09 


.02 
.08 


.08 
.12 


.03 
.05 


.03       .10       .08 


.11 
.47 


.09 
.13 


.03 
.05 


.18 
.12 

.05 

* 

.01 

.02 

.09 

.01 

.01 

.02 

* 

.04 


.03      .03 


.02 


.19 
.03 


.01      .01 


.03 

.16 

.01 


.02 
.01 
.46 


.01 
.04 
.05 


.01 

.02 
.01 
.01 


.01 
.21 
.01 


.02 

.01 

* 

.02 

.04 

.49 


.01 
.01 
.01 
.01 
.10 


.09 
.06 
.11 


.03 
.03 

.09 


.01 
.01 


.01 

.06 

.02 

* 

.02 

.01 

.01 

.11 

.09 

.04 


.03 
.20 
.01 


.28      .27 


.11 
.10 


.03 
.01 
.01 


.01 


.05 
.03 


.03 
.01 


.03 

.12 

.01 

* 

.02 

.01 

.05 

.22 

.01 

.05 


.18 
.01 


.06 
.07 
.01 
.06 


.03 
.03 
.03 


.06 
.05 


.01 
.01 

.02 
.07 
.02 
.01 


.01 
.01 
.17 
.01 
.02 
.07 
.08 

.10 
.01 
.02 


.03 

.02 

.05 

.02 

.01 

.08 

* 

.05 

.18 

.09 


.05 
.04 
.05 
.07 


.24 
.02 

.01 


.03 
.01 
.02 
.01 


.05 
.29 
.06 


.02 
.07 


.01 


.02 
.12 


.01 
.01 
.08 

.01 

.07 

* 

.07 

.01 

.06 


.02  .01 

.01  .04 

.25  * 

*  * 
.02 

.14  * 

.01  .03 

.11  .04 

.06  * 

.03  .Oli 
.04 


.02       .01       .02 
.03      .01      .Oil     .01      .01      .01 


.01 


.01 


.03      .01  .02  .01 

.06      .14  .08  .05  .03 

*  •  *  *  .01 

.02  .051  .03  .04      .05 


10         11 


12 


.01 
.02 
.01 

.01 

* 

.01 


.01 
.01 


.07 

.06 

.01 

♦ 

.03 

.11 

.01 

.09 

.08 

.10 

* 

.05 


.01 
.08 

.05 
.07 
.03 
.01 
.09 
.01 
.02 


.01 
.13 
.01 
.04 

* 
.07 

.05 
.02 
.01 


.02 
.02 


.07 

.02 

.01 

.10 

.10 

.15 

* 

.01 

.01 

* 

.07 

.06 

.10 

.08 

.01 
.10 
.15 

.10 

.02 

.04 

* 

.01 

.10 

.05 

.08 

.05 

.03 

* 

.01 

.02 
.01 


.03  .01 
.01 
.01 

*  * 

.07      .13 


.01 
.03 
.20 
.09 


.01 
.03 
.08 
.03 


.08      .02 


.01 
.02 
.03 


.02 

.02 

.01 

.01 

.01 

.02 

.09 

.05 

.01 

.02 

.01 

.01 
.04 

.11 

♦ 

.01 

* 

.01 


.05 
.04 


.07 
.01 
.01 
.05 


.20] 
.02 


.06 


.03 
.02 


.01 


.04 
.01 


.01 

* 

.09 

.26 

.01 

.05 


.01 


.01 
.06 


.02       .01 
.03      .02 


.01 

* 

.16 

.06 

.01 

.05 

.10 

.01 

.02 

.01 


.11 
.08 


.02 


.02 


.11      .12 

.02      .06 

.01 


.05 
.07 
.01 


.08 
.04 
.01 


.01 
.01 


.01 
.03 


.03 

.11 

.04 
.12 
.13 
.06 
.01 


.01 
.04 
.02 


.03 
.06 
.01 


.04 
.08 
.02 
.01 
.04 

.01 
.01 


.08 
.01 


.06 
.04 

.01 
.14 
.12 
.19 
.02 


.18 

.02 

.021 

*      1 

.03! 

.05 

.03 

.02; 

.01 

* 

.Oil 

.Oli 


.13 

.01 

.09 

* 

.01 

.03 


.07 
.16 
.14 
.01 
.01 
.02 
.01 
.02 

.04 

.02 

.11 

* 

.01 

.10 

.03 

.02 

.02 

.04 

* 

.17 

.02 

.02 

.01 


.05 

.05 

.01 

* 

.02 

.03 


.04 
.02 
.04 
.01 
.01 
.09 

.01 

.05 

.03 

.13 

« 

.02 

.03 

.02 

.01 

.02 

.19 

« 

.05 


.01 
.02 


.03 
.041 
.Oil 


.05 


.04      .11      .03 


.02 
.02 
.01 


.09 
.03 

.03 


.05 
.06 
.06 


.03  .10      .02 

.01      .01  .04      .01 

.  03l  .  08 

.01  .01 


.01 
.01 

.07 
.11 
.10 
.01 


.04      .09 


.09 
.03 
.03 
.13 
.03 
.01 
.01 


.04 
.02 


.07 

.05 

.01 

.03 

.03 

.01 

.05 

• 

.05 

.03 

* 

.01 

.05 

.08 

.09 

.04 

.06 

.13 


.01 
.01 


.08 
.05 

.01 
.03 
.12 
.02 
.08 
.05 
.15 


.14 

.03 
.01 
.01 
.05 

* 

.01 

.03 

• 

.04 

.01 

.10 


.02 
.02 


.02 

.02 

.03 

* 

.02 

.02 

* 

.02 

.03 


.03 
.01 
.03 

.10 

.01 

.03 

* 

.02 

.06 

.01 

.03 

.04 

.06 

* 

.03 


.02 

.03 

.02 

* 

.02 

.02 

.01 


.01 
.05 
.05 


.02 
.02 


.03 


.05 


.01 


.01 


.03 
.10 


.01      .01 
.01      .01 


.01      .01 

*  • 

*  1.32 

.01       .03 
.01      .03 


.02 


.21 
.85 
.40 
.22 

1.32 
.21 

.56 
1.17 

.66 

.84 


.02 


.48 

.35 

.22 

.64 

.70 

* 

.76 

.60 

.42 


.43 
1.33 


.01 
*  * 

.05      .03 
.03      .01 

.01 


.02      .02 
.03      .04 


.03 

.01      .01 

.01      .02 


.01      .04 


.01 


.02      .01      .01 


.01 
.70 


.03      .05]     .02      .04      .Oil     .01 

.02      .04      .04      .01      .021     .02      .02      .011     .01      .01 
.03      .01      .01 


.04  .01  .01  .02 

.02  .Oi;  .02 

.22  *      I  *  *  *  *  .04 

.02  .03'  .01  .01  .01 


.03      .03 


.04  .02  .01  .01 
.02  .011  .01  .01 
.05      .02 


. 03      . 03 

.03      .02      .01 
.26      *      1     * 


.01 


.01 


.01 
.02 


.01 


.04       .04       .06 

.01 
.01 


.01      .02!     .01 

.01 

.01      .01 


.01      .01      .01 


.01 
.01 
.OX 


.01 


.05 

.02      .01 


.02 


.01  .01  .01 

.04      .01      .Olj      .02      .01      .01      .01      .01 
.02      .01      .01      .01      .01      .01      .01 


.55! 
.011 


.05      .02      .02(      .03 


.03      .02      .01 

.01      .01 
.01 

.01  .01 
.10  .02 
.06      .02      .02 


.60 


.03      .09  .01 

.90 


.03      .03      .02 
.01      .01 


.04      .05 


.02      .03      .02      .01 


.50 
.39 
.08 

.37 
.42 

.33 
.40 
.62 
.50 
.40 
.32 
.13 
• 

.59 
.60 
.34 
.39 
.08 
.34 
.42 
.24 
.31 
.72 
.31 
.48 
77 
.27 
.57 
.27 
.80 
.44 
.57 

.60 
.14 

.64 
.67 
.19 


.58 
.42 
.28 
* 

.34 
.49 
1.21 
.31 
.98 

.28 
.38 
.43 

1.37 
.40 

.23 

.26 

.12 

* 

.55 

.78 

.69 

.43 

.48 

.50 

.41 

.60 

.22 

.60 

.31 

.41 

.90 

.32 

.31 

.41 

.34 

.46 

.59 

.67 


See  reference  notes  following  Station  Index. 
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Tabl*  4-CoiitiBU«d 


HOURLY  PRECIPITATION 


PENNSYLVANIA 
DECEMBER  1948 


Station 


A.  M.  Hour  andiog 


1         2 




Sl'NBURY 

SUNBURY  AIRPORT  2  N  6 

TAUAQUA  4    N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TOWANDA 

TUNKHANNOCK    1    S 

TUNNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UmON  CITY  1  W 

VATOKRGRIFT    2    W 

WASBINGTON 

WAYNESBURG  2  W 

VEBSTER  MILLS  3  SW 

WELLSBORO  2  E 

WILHAMSPORT 

WIND  GAP  3  S» 

YORK  2  S  FILTER  PLANT 

YOUNGS V I LLE 


ALLENTOWN-BETHLEHEM  EASTON  TO  AP 

COATESVILLE  1  SW 

HAWLEY  1  S  WALLEN  DAM 

MK.U)OW  RUN  PONDS 

PARK  PLACE  1  NH  WB  AIRPORT  6 

PHILADELPHIA  WB  CITY 

PUNXSUTAWNEY  2 

READING  WB  CITY 


BOSWELL 

BUCKSTOWN 

CONFLUENCE  1  SW 

GLENCOE 

HEWITT  2  S 

MEADOW  RUN  PONDS 

RENOVO  6  S  STATE  CAMP 

SAXTON 

SHEFFIELD  6  W  CHERRY  GROVE 

YORK  2  S  FILTER  PLANT 


ALBION 

ALLENS  MILLS 

ALLENTOWN-BETHLEHEM  EASTON  WB  AP 

AUSTINBURG  2  W 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAIRSVILLE  6  ENE  6 

BLAKESLEE  CORNERS 

BOSWELL 

BROOKVILLE  AIRPORT  6 

BUCKSTOWN 

BUTLER  SUBSTATION 

CANTON  1  N¥ 

CARTER  CAMP 

CHAMBERSBURG 

CHARLEROI 

CLARION  3  SW 

COALPORT 

COATESVILLE  1  SW 

CONFLUENCE  1  SW 

CONNELLSVILLE  4  N 

CRESSON  1  E  SUMMIT 

CURWENSVILLE  6  NW  AIRPORT  6 

DINGMANS  FERRY 

DRIFTWOOD 

DU  BOIS  7  E 

DUNLO 

DUSHORE 

EAGLES  MERE 

EMPORIUM 

ENGLISH  CENTER 

ERIE  WB  CITY 

ERIE  AIRPORT  6 

EVERETT 

FORD  CITY  4  S  // 

FRANKLIN 

GETTYSBURG  1  S 

GLENCOE 

GLEN  ROCK 

GOOD  SPRINGS  1 

GREENSBURG  2  E 

HARRISBURG  3  S 

HAWLEY  1  S  WALLEN  DAM 

HEWITT  2  S 

HOLLIDAYSBURG 

HOLTWOOD 

HOME 

HONESDALE  6  N  TANNERS  FALLS  // 

HUNTSDALE 

INDIANA   2    SE 

JACKSON  SUMMIT 

JAMESTOWN  2  N¥ 

JOHNSTOWN  2 

KANE  5  SE 

LANCASTER  2  NE  FILTER  PLANT 

LAURELTON  STATE  VILLAGE 

LEBANON   3    SW 

LEHIGHTON 

LEWISTOWN 

LOCK  HAVEN   2 

MARIENVILLE 

MARTINSBURG 

MARTINSBURG   BLAIR   CO   AIRPORT   6 

MEADOW    RUN    PONDS 

MEADVILLE    1    S 

MED  IX    RUN 
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P.  M.  Hour  •ndlng 
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NW 
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WB   AIRPORT 
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.01 


.03 
.10 


.08 
.08 


.02 
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See  reference  notee  foUowing  Station  Index. 
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Table  4 -Continued 


HOURLY  PRECIPITATION 


PEKNSTLVANIA 
DECEUBER    1948 


Static 


A.  M.  Hour  ending 


MERCER  HIGHWAY  SHED 

MERWINSBURG 

MILAN 

MILLERSBURG  2  E 

MILLVILLE 

MONROE  FURNACE 

MONTROSE 

MOUNT  UNION  1  NW  // 

MURRYSVILLE 

NEFFS  MILLS  4  NE 

NEW  CASTLE  1  N 

PALMERTON 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHILLIPSBURG  7  E  AIRPORT 

PHOENIXVILLE  1  E  PUMPING  STATION 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUNXSUTAWNEY  2 

PUTNEYVILLE  2  SE 

RAYMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

RIDGWAY 

ROCHESTER  1  N 

SAXTON 

SCANDIA 

SCRANTON  WB  CITY 

SELLERSVILLE  2  NW 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HIGHWAY  SHED 

SOUTH  CANAAN  1  E 

SPRING  GROVE 

STATE  COLLEGE 

STRONGSTOWN 

STROUDSBURG 

3UNBURY 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TOW AND A 

TUNKHANUOCK  1  S 

TUNNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VANDERGRIFT  2  W 

WASHINGTON 

WAYNESBURG  2  W 

WEBSTER  MILLS  3  SW 

WELLSBORO  2  E 

WILLIAMSPORT 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 

YOUNGSVILLE 


ALLENS  MILLS 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

BLAIN 

BLAIRSVILLE  6  ENE  6 

BROOKVILLE  AIRPORT  6 

CARTER  CAKP 

CLARION  3  SW 

CONFLUENCE  1  SW 

CRESSON  1  E  SUMMIT 

CURWENSVILLE  6  NW  AIRPORT  6 

DUNLO 

EAGLES  MERE 

EMPORIUM 

ERIE  WB  CITY 

ERIE  AIRPORT  6 

FORD  CITY  4  S  // 

FRANKLIN 

GETTYSBURG  1  S 

GREENSBURG  2  E  HIGHWAY  SHED 

JACKSON  SUMMIT 

KANE  5  SE 

LANCASTER  2  NE  FILTER  PLANT 

LAURELTON  STATE  VILLAGE 

HARIENVILLE 

MEADOW  RUN  PONDS 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  POINT  BREEZE 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PLEASANT  MOUNT  1  W 

PUNXSUTAWNEY  2 

RENOVO  6  S  STATE  CAMP 

RIDGWAY 

SUNBURY 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TOWANDA 

TYRONE  4  NE  BALD  EAGLE 

VANDERGRIFT  2  W 


ALBION 

ALLENS  MILLS 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

BLAIRSVILLE  6  ENE  6 

BLAKESLEE  CORNERS 
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P.  M.  Houi  ending 
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.02 
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.01 
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* 
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.01 

.01 
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.06 

.02 

.01 

.02 


.01 
.02 


.05i     .03       .05 


.02      .09 
.04       .01 


.10 
.01 


.01 
.01 
.06 
.03 

* 

.10 

.01 

.01 
.04 
.02 
.01 
.01 


.01 
.04 


.01 
.10 


.06 
.01 


.03 
.05 
.01 


.04 
.05 
.04 


.05 
.08 


.04 
.01 


.13 
.01 

.01 
.04 
.01 
.02 

.01 
.01 
.04 
.03 
.01 
.31 
.20 


.01 
.01 
.11 
.02 
.26 


.07 
.01 


.01 
.04 
.02 


.02 
.02 
.01 


.04 
.01 

.01 
.05 
.02 


.01       .01 


.02 
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.05 
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.01 
.08 


.03 
.02 
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.01 


.10      .04      .04      .02 
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.03 
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.09 
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.01 


.01 
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.02 


.03 
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.03 
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.04 
.01 


.03 
.01 


.01 
.01 
.02 
.01 


.01 


.01 
.04 
.01 


.03 
.01 


.01 
.01 
.07 


.02 
.01 


.01      .01 


.01      .01      .01 


.01 
.01 


.01      .02 


.55 


.02 
.01 


.01 
.01 


.01 


.02 


.01 


.01      .01      .01 


.01 
.10 


.01      .01 
.01      .01 


.03 


-20th- 


.02 


.01  .01 

.01 
.04 


»  .02      * 

.01  .01 


.01 


*  .01 

.01 


*  « 

.01 


*  * 
.01 

*  .87 


01      .01      .03      .01 


.01 

»  *  * 


.01 
.03 

.02 


.01 
.01 


.01       .01;      .01 

.02       .06 

*  *      I     ♦  * 


♦  ♦      I      *  » 
.01       .05:      .03 

*  *      1      *  .07 


.01 


.01 

.02       .05       .01 

*  ♦  * 

.01 

.01      .01 

*  *         • 

.01 

.01       .01       .01 
.01 
.01 

»         »         • 


-2 


.35 
.01 


*  «  » 


.01 


*  *         * 


*  *         * 

*  »         * 
.01       .01       .01 


St- 

.05 


.02 


.02       .01 
.01 


.01       .01       .01 


.01       .01       .01 


.01 
.01      * 


.03 


.01 
.02 


.01 


.02 


.01 


.20 
.03 


.01 


*  * 


.01 
.01 


.01 

.01 


.01 
.01 


.02 
.01 


.02 


See  reference  notes  following  Station  Index. 
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Tabt*  4-Coiitiiiu«d 


HOURLY  PRECIPITATION 


PENNSYLVANIA 
OECEHBKR  1648 


Station 


A.  M.  Houi  •nding 


10        11 


12 


P.  M.  Hour  ending 


10 


BOSVELL 

BROOCVILLK  AIRPORT  6 

Bl'TliR  SUBSTATION 

CANTON  1  NW 

CARTER  CAMP 

CLARION  3  SW 

COALPORT 

Cl'RiniNSVILUS  6  NW  AIRPORT  6 

DR 1 FTWOOD 

DU  BOIS  7  E 

EMPORIUM 

ENGLISH  CENTER 

ERIE  WB  CITY 

ERIK  AIRPORT  6 

FORD  CITY  4  S  // 

FRANKLIN 

GETTYSBURG  1  S 

GLEN  ROCK 

HAWLEY  1  S  WALLEN  DAU 

HEWITT  2  S 

HOLLIDATSBURG 

BOHE 

HONESDALE  6  N  TANNERS  FALLS  // 

INDIANA  2  SE 

JACKSON  SUMMIT 

JOHNSTOWN  2 

KANE  5  SE 

LAURELTON  STATE  VILLAGE 

LEHIGHTON 

LOCK  HAVEN  2 

HARIENTILLE 

KARTINSBUHG  BLAIR  CO  AIRPORT  6 

MEADVILLE  1  S 

MEDIX  RUN 

UERf  INSBUHG 

NILLVILLE 

MONROE  FURNACE 

MONTROSE 

MOUNT  UMION  1  NW  // 

MURRYSVILLE 

NEFFS  MILLS  4  NB 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUNXSUTAWNEY  2 

PUTNEYVILLE  2  SE 

RAYMOND 

RENOVO  6  S  STATE  CAMP 

RIDGWAY 

SCANDIA 

SCRANTON  WB  CITY 

SMETHPORT  HIGHWAY  SHED 

SOUTH  CANAAN  1  E 

STATE  COLLEGE 

SUNBURY 

SUNBURY  AIRPORT  2  N  6 

TAKAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

UNION  CITY  1  W 

YANDERGRIFT  2  W 

WILLIAMSPORT 

WIND  GAP  3  SW 

YOUNGSVILLE 


ALLENS  MILLS 

BUTLER  SUBSTATION 

ERIE  WB  CITY 

ERIE  AIRPORT  6 

PINE  GROVE  MILLS  1  S 

RAYMOND 

SMETHPORT  HIGHWAY  SHED 

SOUTH  CANAAN  1  E 

UNION  CITY  1  W 

WELLSBORO  2  E 


CURWENSYILLE  6  NW  AIRPORT  6 

EMPORIUM 

RAYMOND 

SHEFFIELD  8  W  CHERRY  GROVE 

UNION  CITY  1  W 

WELLSBORO  2  E 

YOUNGSVILLE 


ALBION 

CANTON  1  NW 

CURWENSVILLE  6  NW  AIRPORT  6 

ERIE  WB  CITY 

SHEFFIELD  6  W  CHERRY  GROVE 

YOUNGSVILLE 


BLAIRSVILLE  6  ENE  6 

BROOKVILLE  AIRPORT  6 

CEARLEROI 

CURWENSVILLE  6  NW  AIRPORT  6 

DUNLO 

JACKSON  SUMMIT 

KANE  5  SE 

MARIENVILLE 

MEADVILLE  1  S 

MONTROSE 


.01 
.04 
.02 


.04 


.02   .01 
.01 


.01 

.oe 


.02 

.03   .03   .01 
.01   .01   .02 


.01 


.01 
.01 


.01 
.01 


.01 
.01 


.01 
.08 
.01 
.01 
.05 


.03 
.01 


.01 
.01 

.Oil 
.Oli 
.011 
.02 


.01 
.01 


.03 
.01 


.02   .04 

*     « 
.01 


.03   .01 
.02   .02   .01 


.02 
.01 
.01 
.01 
.03 


.03 


.01 
.01 


.01   .01 


.01   .02 

.01   .01 

.01 


.01 


.01 
.01 


.01 


.01 


.02 
.01 


.03 
.01 


.01 

* 

.01 


.01 
.01 
.58 


.01 
.03 

.01 

.02 


.01 


.01 
.01 


.01 


.01 
.03 


.05 
.01 


.08 

.01 
.02 
.01 


.01 
.01 
.01 


.02   .03 


.01 
.01 
.01 


.01  .01 
.01  .01 
.02 

.01   .01 

.03 

.01 


.02 

.01  .01 
.02  .03 
.01 


.01   .01 


.01   .01 
»     .05 


.01 
.02 


.03   .02 


.01 
.01 


.01   .07 


.02 
.01 
.01 

.01 
.01 
.01 
.04 

.01 


.01 


.02 
.03 


.01 
.02 


.04 
.01 
.01 

.01 
.01 


.01 


.04 
.01 


.01 
.01 


.01 
.01 

.01 

♦ 

.01 

* 

.01 

.01 


*     .01 

.01 

.03   .02 


.02 

.01   .03   .02 
.01 


.03 


.04   .01 

-22d- 

.01   .01 


.01 

*    * 
.01 


.01 


.01   .01 


.01 

.01   .01 


.01   .01   .02 


.01 


.01 


.01 


*    * 
.01 


.01 


.02 

.01   .03   .01 


.06 
.01 


-23d- 


*     * 

.01 


.01 

-24th- 


.01 


.01 


*    * 
.04   .02 


.03   .04   .02 
.01        .01 


»     •     * 


.02   .02   .01 

-25th- 


.01   .01  .03 

.03  .02 
.01 

•  * 


♦  *     * 

*  •     » 
.01   .01 

.01   .01 
.01   .01 


*    *    * 


*  .01 

*  .02 


*     .02 


.01 

*     *     * 


*     *     * 


.01   .01 


.12 


.01 


.01 


.01 


*    *    * 


.05 
.07 


.17 
.03 

.08 

.11 
.08 
.13 
.08 
.03 

.04 
.04 
.02 
.03 
.02 
.07 
.08 
.07 
.03 
.08 
.04 
.02 
.IX 
.37 
.01 
.04 
.08 

.07 
.07 
.05 
.02 
.03 


.04 
.04 
.08 

.10 

.10 

.01 

.10 

.02 

.08 

.05 

.05 

.13 

.06 

.05 

.01 

.09 

* 

.02 

.05 

.10 
.06 
.12 
.09 
.58 
.06 


.10 


.02 
.02 
.02 

.06 
.06 
.03 
.06 
.02 
.02 


.03 
.01 
.01 
.01 
.06 
.05 


.12 
.06 

.11 
.09 
.05 


.03 

.02 
.02 
.07 
.05 
.02 


See  lefereQce  DoteB  following  Station  Index 
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Table  4-Continued 


HOURLY  PRECIPITATION 


PENNSYLVANIA 
DECEMBER  1948 


\ 


A.  M.  Hour  ending 

P.  M.  Hour  ending 

•a 

Station 

1 

2 

1    2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

1 

5 

6 

7 

8 

9 

10 

11 

12 

H 

MOUNT  UNION  1  NW  // 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

1.00 

1.00 

PHILADELPHIA  WB  CITY 

.01 

.01 

PHILLIPSBURG  7  E  AIRPORT 

.02 

.02 

READING  TO  CITY 

.01 

.01 

ROCHESTER  1  N 

.02 

.02 

.01 

.05 

SCANDIA 

.01 

.01 

.01 

.01 

.01 

.01 

.06 

YOUNGS V I LLE 

.01 

.01 

.01 

.01 

.04 

-28th- 

ALBION 

.02 

.02 

.02 

.06 

ERIE  WB  CITY 

.02 

.04 

.06 

ERIE  AIRPORT  6 

* 

* 

• 

* 

LEBANON  3  SW 

.02 

.02 

MEADVILLE  1  S 

.01 

.di 

.01 

MERCER  HIGHWAY  SHED 

.01 

ROCHESTER  1  N 

-29 

th- 

.03 

.03 

ALBION 

.04   .07 

.04 

.08 

.06 

.04 

.02 

.05 

.06 

.06 

.02 

.04 

.04 

.01 

.01 

.01 

.65 

ALLENS  MILLS 

.02 

.02 

.02 

.07 

.03 

.09 

.13 

.08 

.07 

.10 

.05 

.04 

.03 

,02 

.08 

.02 

.03 

.04 

.04 

.05 

.01 

.04 

1.08 

ALLENTOWN-BETHLEHEM  EASTON  WB  AP 

.03 

.02 

.09 

.04 

.03 

.08 

.20 

.11 

.11 

.08 

.05 

.081 

.04 

.03 

.03 

.03 

.09 

.05 

1.19 

AUSTINBURG  2  W 

.01 

.01 

.02 

.03 

.01 

.01 

.01 

.01 

.01 

.02 

.03 

.17 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

* 

* 

* 

* 

* 

.03 

* 

« 

* 

* 

.04 

* 

* 

* 

* 

* 

.51 

* 

* 

* 

.22 

BETHLEHEM  LEHIGH  UN IV 

* 

* 

* 

« 

* 

* 

« 

* 

* 

* 

* 

* 

* 

» 

* 

* 

* 

* 

* 

BLAIN 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

BLAIRSVILLE  6  ENE  6 

* 

* 

* 

* 

* 

.20 

« 

* 

* 

* 

.05 

m 

* 

* 

* 

* 

.04 

• 

* 

« 

.05 

BLAKESLEE  CORNERS 

* 

* 

♦ 

* 

* 

* 

« 

* 

« 

* 

* 

* 

♦ 

* 

* 

* 

* 

* 

• 

« 

♦ 

♦ 

* 

BOSWELL 

.01 

.02 

.02 

.08 

.07 

.06 

.05 

.09 

.06 

.04 

.04 

.01 

.01 

.01 

.01 

.04 

.01 

.05 

.08 

.04 

.07 

.87 

BROOKVILLE  AIRPORT  6 

* 

* 

♦ 

* 

* 

.23 

* 

« 

* 

♦ 

* 

.43 

« 

* 

* 

• 

* 

.10 

« 

* 

* 

.06 

BUCKSTOWN 

.01 

.01 

.05 

.03 

.06 

.02 

.04 

.05 

.03 

.05 

.05 

.02 

.01 

.04 

.03 

.50 

BUTLER  SUBSTATION 

.03   .02 

.01 

.03 

.02 

.07 

.10 

.10 

.06 

.11 

.10 

.02 

.03 

.04 

.01 

.01 

.01 

.03 

.03 

.02 

.02 

.01 

.88 

CANTON  1  NW 

.02 

.05 

.04 

.05 

.04 

.10 

.01 

.06 

.01 

.02 

.01 

.09 

.50 

CARTER  CAMP 

.04 

.11 

.06 

.12 

.07 

.04 

.04 

.05 

.08 

.02 

.02 

.02 

.02 

.04 

.07 

.05 

.06 

.91 

CHAHBERSBURG 

.02 

.01 

.05 

.03 

.07 

.01 

.03 

.07 

.07 

.02 

.01 

.01 

.06 

.01 

.07 

.13 

.67 

CHARLEROI 

.01 

.01 

.02 

.05 

.11 

.12 

.10 

.02 

.05 

.01 

.01 

.01 

.01 

.01 

.54 

CLARION  3  SW 

.03 

.02 

.03 

.07 

.05 

.09 

.08 

.05 

.07 

.09 

.05 

.04 

.01 

.01 

.01 

.01 

.11 

.04 

.02 

.01 

.89 

COALPORT 

.01 

.01 

.01 

.03 

.11 

.19 

.14 

.13 

.10 

.07 

.03 

.02 

.01 

.05 

.01 

.01 

.01 

.11 

.05 

1.10 

COATESVILLE  1  SW 

.01 

.01 

.04 

.02 

.13 

.05 

.10 

.08 

.07 

.02 

.01 

.04 

.02 

.01 

.01 

.01 

.01 

.07 

.01 

.01 

.73 

CONFLUENCE  1  SW 

.03 

.02 

.01 

.04 

.06 

.02 

.04 

.04 

.04 

.03 

.08 

.02 

.03 

.03 

.05 

.54 

CONNELLSVILLE  4  N 

.01 

.01 

.07 

.04 

.04 

.10 

.11 

.06 

.02 

.01 

.01 

.01 

.02 

.01 

.07 

.08 

.04 

.08 

.79 

CRESSON  1  E  SUMMIT 

.01 

.01 

.04 

.13 

.12 

.15 

.03 

.10 

.07 

.05 

.02 

.05 

.02 

.01 

.03 

.01 

.12 

.10 

.02 

1.09 

CDRWENSVILLE  6  NW  AIRPORT  6 

* 

* 

* 

* 

* 

.11 

* 

* 

* 

* 

* 

.51 

« 

• 

* 

* 

« 

.18 

* 

* 

« 

.24 

DINGMAXS  FERRY 

_    _ 

_ 

. 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

~ 

~ 

~ 

~ 

DRIFTWOOD 

.02 

.08 

.15 

.03 

.08 

.08 

.03 

.03 

.08 

.01 

.03 

.05 

.01 

.08 

.76 

DU  BOIS  7  E 

.01 

.03 

.05 

.16 

.09 

.09 

.08 

.07 

.03 

.03 

.01 

.05 

.03 

.05 

.03 

.07 

.03 

.01 

.09 

.05 

1.06 

DUNLO 

*    ♦ 

* 

* 

* 

* 

* 

« 

• 

* 

* 

* 

• 

♦ 

♦ 

* 

« 

* 

* 

* 

« 

* 

• 

« 

* 

DUSHORE 

»    * 

* 

* 

* 

* 

« 

* 

* 

* 

* 

* 

* 

* 

« 

* 

« 

♦ 

* 

* 

* 

« 

. 

* 

• 

EAGLES  MERE 

.01 

.01 

.05 

.03 

.10 

.07 

.03 

.10 

.20 

.13 

.27 

.17 

.16 

.13 

.08 

.04 

.14 

.08 

.10 

.02 

.08 

.10 

2.10 

EMPORIUM 

.01 

.01 

.02 

.07 

.09 

.06 

.08 

.03 

.03 

.02 

.02 

.02 

.03 

.02 

.01 

.02 

.06 

.02 

.04 

.07 

.73 

ENGLISH  CENTER 

* 

* 

* 

« 

* 

* 

* 

* 

« 

* 

* 

* 

* 

♦ 

* 

« 

* 

* 

« 

* 

* 

* 

* 

« 

ERIE  WB  CITY 

.01   .02 

.03 

.03 

.02 

.02 

.02 

.04 

.06 

.05 

.05 

.03 

.04 

.02 

.01 

.01 

.02 

.01 

.02 

.03 

.01 

.55 

ERIE  AIRPORT  6 

«     .07 

* 

* 

* 

* 

* 

.24 

* 

* 

« 

* 

* 

.23 

* 

. 

* 

* 

* 

.02 

EVERETT 

.01 

.02 

.01 

.02 

.04 

.06 

.04 

.08 

.04 

.05 

.03 

.01 

.01 

.03 

.03 

.06 

.06 

.60 

FORD  CITY  4  S  // 

.01 

.01 

.02 

.04 

.04 

.09 

.20 

.11 

.11 

.13 

.02 

.01 

.02 

.01 

.05 

.02 

.01 

.02 

.92 

FRANKLIN 

.02   .03 

.02 

.02 

.07 

.05 

.06 

.02 

.02 

.07 

.06 

.03 

.03 

.02 

.04 

.02 

.03 

.07 

.01 

.69 

GETTYSBURG  1  S 

.02 

.07 

.09 

.02 

.03 

.04 

.02 

.08 

.03 

.05 

.01 

.02 

.01 

.01 

.02 

.02 

.05 

.06 

.05 

.70 

GLENCOE 

.05 

.02 

.01 

.02 

.02 

.04 

.02 

.02 

.03 

.02 

.01 

.01 

.01 

.02 

.03 

.04 

.37 

GLEN  ROCK 

.01 

.02 

.03 

.07 

.05 

.07 

.01 

.02 

.03 

.02 

.01 

.04 

.05 

.05 

.03 

.01 

.03 

.15 

.16 

.05 

.02 

.93 

GOOD  SPRINGS  1  NW 

.01 

.01 

.01 

.01 

.07 

.04 

.04 

.04 

.02 

.14 

.12 

.06 

.08 

.08 

.04 

.02 

.04 

.18 

.11 

.11 

.09 

1.32 

GREENSBURG  2  E  HIGHWAY  SUED 

.02 

.01 

.01 

.01 

.03 

.02 

.10 

.30 

.12 

.13 

.01 

.02 

.01 

.01 

.02 

.02 

.02 

.02 

.05 

.05 

.07   .03 

.03 

1.11 

HARRISBURG  3  S  WB  AIRPORT 

.01 

.01 

.02 

.02 

.01 

.04 

.03 

.04 

.08 

.05 

.04 

.02 

.03 

.09 

.06 

.07 

.04 

,66 

HAWLEY  1  S  WALLEN  DAM 

.02 

- 

- 

- 

- 

- 

- 

~ 

~ 

~ 

~ 

~ 

" 

HEWITT  2  S 
HOLLIDAYSBURG 

- 

- 

.01 

.02 

.02 

.03 

.10   .08 

.12 

.10 

.05 

.07 

.08 

.02 

.01 

.02 

.04 

.02 

.02   .01 

.09 

.91 

HOLTWOOD 

.03 

.03 

.07 

.07 

.03 

.01 

.01 

.07   .02   .12 

.46 

HOME 

.01 

.03 

.01 

.06 

.13 

.18 

.15 

.17 

.07 

.02 

.05 

.0] 

.01 

.05 

.04 

.02 

.o: 

.05 

.08 

.08   .08   .04 

1.31 

HONESDALE  6  N  TANNERS  FALLS  // 

.01 

.01 

.01 

.06 

.03 

.02 

.11 

.06 

.05 

.04 

.10 

.OS 

.05 

.02   .03 

.05 

.04   .03   .06 

.80 

HUWrSDALE 

.01 

.01 

.06 

.02 

.01 

.04 

.10 

.05 

.0] 

.01 

.03 

.01 

.03   .02   .04 

.05   .07   .05 

.62 

INDIANA  2  SE 

.03 

.05 

.07 

.15   .18 

.17   .10   .06 

.05   .05 

.01 

.01 

.08 

.0] 

.0] 

.10 

.05   .09   .06 

1.30 

JACKSON  SUMMIT 

.01 

.01 

.01 

.01 

.02   .01 

.02 

.02 

.01 

.01 

.01 

.01   .01   .09 

.25 

JAMESTOWN  2  NW 

.07 

.04 

.10 

.OS 

.02 

.08   .04 

.07 

.09   .01 

.02 

.01   .02   .05 

.  71 

JOHNSTOWN  2 

.03 

.04 

.04   .12   .14 

.11   .05   .07 

.06   .02   .01 

.02   .05 

.02 

.01 

.07   .03   .07 

.96 

KANE  5  SE 

.01 

.06 

.02 

.05 

.05   .03   .07 

.10   .10   .03 

.07   .03   .05 

.02 

.09   .11 

.11   .01 

.03 

1.05 

LANCASTER  2  NE  FILTER  PLANT 

.01 

.03 

.02 

.03   .05   .02 

.04   .0] 

.03 

.04   .01   .01 

.0] 

.02 

.01   .01 

.03   .12   .09 

.51 

LAURELTON  STATE  VILLAGE 

.01 

.03 

.01   .03   .01 

.13   .20   .14 

.04   .08   .10 

.07 

.01 

.01   .01   .02 

.04   .07   .07 

l.Ot 

LEBANON  3  SW 

.03   .02 

.02 

.02   .03   .04 

.02 

.02   .03   .04 

.08   .06   .09 

.07 

.08   .03 

.01   .01   .04 

.02   .12   .07 

.95 

LEHIGHTON 

.01 

.01 

.05   .03   .02 

.  .08   .01 

.18 

.03   .01   .01 

.08 

.02   .04 

.02   .02   .01 

.01 

.Ob 

1.44 

LEWISTOWN 

.02 

.03   .01   .08 

.06   .13   .14 

.06   .10   .09 

.08 

.01 

.06   .10   .03 

1.  00 

LOCK  HAVEN  2 

* 

* 

• 

* 

* 

* 

.32   .07 

.18   .10   .08 

.08   .13   .09 

.02 

.02 

.05   .02   .01 

.08   .02   .15 

1.42 

MARIENVILLE 

.01   .01 

.03   .03   .05 

.05   .05   .05 

.03   .15   .10 

.05   .06   .01 

.02 

.05   .05 

.11   .20 

.01   .01   .03 

1.16 

MARTINSBURG 

.09   .04 

.06   .11   .09 

.04   .07   .06 

.01 

.01   .01   .01 

.01   .01   .08 

t   -^^ 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

♦ 

* 

* 

* 

* 

.04   » 

* 

* 

* 

* 

.44   • 

* 

* 

« 

* 

.14   • 

* 

* 

.14 

MEADOW  RUN  PONDS 

„     _ 

_ 

_ 

-. 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

~ 

~ 

~ 

~ 

"* 

. 

MEADVILLE  1  S 

.01   .03   .04 

.08   .07   .06 

.04   .06   .04 

.09   .04   .03 

.06 

.01 

.03 

.01   .01 

.02   .01 

.01 

'   .75 

MED  IX  RUN 

.01   .01 

.02   .04   .19 

.08   .07   .08 

.02   .03   .01 

.04   .04 

.01   .02   .03 

.04   .02   . U3 

.82 

MERCER  HIGHWAY  SHED 
MERWINSBURG 

.05   .01   .07 

.07   .07   .06 

.02   .04   .06 

.07   .03   .02 

.02   .01   .03 

.05 

.07 

.05   .03   .04 

.07   .OS   .09 

.75 
.37 

MILAN 

.02 

.01   .04   .02 

.03   .01   .02 

.03 

.01 

.01 

. 01   . 02 

.2« 

MILLERSBURG  2  E 

* 

* 

* 

* 

* 

« 

* 

« 

* 

* 

* 

* 

* 

* 

* 

* 

* 

♦ 

* 

* 

♦ 

* 

• 

* 

MILLVILLE 
MONROE  FURNACE 

*    * 
.01 

*    *    • 
.01   .01   .02 

*    *    * 
.04   .10   .12 

*     *     * 
.36   .08   .10 

»    •    * 
.16   .07   .02 

* 

«     * 
.01   .02 

*     «     • 
.01   .06   .05 

... 
.07   .03   .05 

1.40 

MONTROSE 

* 

* 

* 

* 

« 

* 

* 

* 

« 

* 

* 

♦ 

• 

* 

*, 

* 

* 

* 

* 

* 

* 

¥ 

. 

* 

MOUNT  UNION  1  NW  // 

« 

* 

* 

« 

« 

* 

* 

* 

* 

* 

* 

* 

♦ 

* 

* 

* 

* 

• 

« 

• 

. 

* 

• 

1 

MURRYSVILLE 

.01   .02   .05 

.03   .14   .16 

.18   .16   .04 

.01 

.01 

.03 

.01   .03   .01 

.04    . Ol    .02 

i   ;^ 

NEPFS  MILLS  4  NE 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

» 

* 

» 

* 

* 

« 

* 

* 

* 

* 

* 

. 

NEW  CASTLE  1  N 

.01   .01   .01 

.08   .01   .05 

.-03   .01   .03 

.08   .03   .01 

.02   .01 

.01 

.01 

.4] 

PALMERTON 

.02 

.03   .03   .04 

.06   .08   .11 

.16   .09   .10 

.06 

.04   .06 

.05   .06   .04 

.04   .07   .IB 

1.34 

PARKERS  LANDING  1  E 

.01   .01 

.03   .04   .06 

.05   .06   .04 

.05   .14   .06 

.04   .04 

.01 

.01 

.05 

.01 

.02   .01 

.74 

PARK  PLACE  1  NW  WB  AIRPORT  6 

* 

« 

* 

* 

* 

.07   * 

« 

* 

* 

* 

.50  * 

* 

« 

* 

* 

.43   • 

. 

. 

' 

PHILADELPHIA  WB  AIRPORT 

.05 

.04   .03   .03 

.01   .01   .01 

.01 

.05   .01 

.01 

.05   .Ol 

.  32 

PHILADELPHIA  POINT  BREEZE 

.02 

.05   .10   .04 

.01 

.01   .01   .01 

.02   .03 

.04 

.3^ 

PHILADELPHIA  WB  CITY 

.01 

.02   .01   .01 

.01 

.02 

.04   .05   .04 

.02 

.06   .07 

.05 

.01    . lO   .V£ 

.  5/ 

PHILLIPSBURG  7  E  AIRPORT 

.01 

.03   .12   .25 

.21   .14   .09 

.10   .07   .03 

.02 

.01   .04 

.03   .03 

.02   .14   .04 

'  1.3* 

PHOENIXVILLE  1  E  PUMPING  STATION 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

« 

• 

♦ 

w 

* 

* 

I  1.7S 

PIKES  CREEK 

.02   .08   .06 

.09   .13   .20 

.11   .11   .12 

.18 

.12   .10 

.05  .ue  .lu 

.14    .Ut>    .UO 

PINE  GROVE  MILLS  1  S 

.04 

.14   .27   .11 

.09   .11   .11 

.03 

.03   .01   .04 

.03   .06   .03 

I  i.io 

7*7 

PITTSBURGH  7  SE  WB  AIRPORT  // 

.02   .01   .05 

.01   .23   .14 

.13   .06 

1  .02 

.01 

1   .01   .03 

j                     w,^ 

.04 

.Ul 

'   '75 

PITTSBURGH  WB  CITY 

.01 

.01 

.06   .01   .05 

.06   .22   .09 

.14   .04   .01 

.01 

.01 

\ 

.UJ 

1 

PLEASANT  MOUNT  1  W 

.03   .03   .06 

.04   .02   .11 

.11 

.07   .03 

.01   .06   .07 

.16   .02   . Ol 
.03   .20   .10 

i   .  8^ 

PORT  CLINTON 

.04   .07 

.09   .08   .07 

.15   .10   .28 

.12   .14   .13 

.10 

.07   .04 

.09   .03   .07 

1  2. 0( 

PUNXSUTAWNEY  2 

.01   .03   .05 

.12   .20   .11 

.10   .10   .02 

.05   .01   .01 

.09 

.02 

.04   .06   .03 

.06   .02   .02 

1.15 

See  reference  notes  following  Station  Index. 
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Tabu  4-Coatinuwi 


HOURLY  PRECIPITATION 


PENNSYLVANIA 
DBCIHBin  1B48 


A.  M.  Houi  •nding 

P.  M.  Hour  aading 

Station 

3 

I 

a 

3 

4 

S 

6 

7 

8 

9 

10 

11 

12 

1 

2 

3 

4 

B 

6 

7 

8 

9 

10 

11 

12 

B 
H 

- VT-'VTILLE  2  SE 

.01 

.01 

.02 

.05 

.03 

.07 

.20 

.07 

.08 

.12 

.04 

.03 

.01 

.02 

.07 

.01 

.04 

.01 

.01 

.01 

.02 

.93 

>NB 

.01 

.06 

.04 

.08 

.07 

.05 

.03 

.04 

.02 

.05 

.03 

.02 

.02 

.08 

.04 

.64 

NG  WB  CITY 

.01 

.03 

.05 

.04 

.04 

.05 

.05 

.09 

.07 

.13 

.06 

.11 

.05 

.06 

.07 

.04 

.04 

.06 

.07 

.17 

.11 

1.40 

i  I  >.  \0  ti  S  STATE  CAMP 

.01 

.02 

.02 

.01 

.12 

.10 

.10 

.12 

.08 

.10 

.10 

.02 

.08 

.03 

.04 

.03 

.05 

.03 

.04 

.06 

1.16 

RI1X-.»AY 

.01 

.04 

.04 

.03 

.08 

.03 

.06 

.05 

.08 

.06 

.01 

.01 

.01 

.02 

.07 

.01 

.06 

.02 

.01 

.02 

.03 

.73 

ROCHESTER  1  N 

.05 

.01 

.01 

.03 

.07 

.11 

.07 

.02 

.09 

.01 

.04 

.05 

.01 

.03 

.02 

.01 

.63 

SAXTON 

- 

- 

- 

- 

- 

- 

- 

- 

_ 

- 

- 

- 

_ 

_ 

_ 

- 

. 

_ 

_ 

_ 

_ 

_ 

SCANDIA 

.01 

.02 

.01 

.01 

.02 

.06 

.02 

.04 

.02 

.09 

.10 

.04 

.08 

.02 

.04 

.02 

.14 

.02 

.03 

.79 

SCRANTON  WB  CITY 

• 

.01 

.01 

.02 

.04 

.05 

.08 

.16 

.08 

.11 

.08 

.12 

.10 

.06 

.03 

.02 

.03 

.04 

.05 

.05 

1.14 

--'  '  FRSVU.LE  2  N¥ 

.01 

.06 

.09 

.04 

.03 

.10 

.06 

.11 

.03 

.05 

.02 

.02 

.07 

.01 

.02 

.05 

.02 

.02 

.81 

:  GAP 

.02 

.01 

.06 

.09 

.02 

.10 

.07 

.03 

.02 

.07 

.01 

.01 

.20 

.03 

.74 

I  ELD  6  W  CHERRY  GROVE 

.01 

.02 

.04 

.03 

.03 

.07 

.08 

.02 

.12 

.15 

.03 

.09 

.01 

.08 

.02 

.08 

.10 

.02 

1.00 

ojir  irtPORT  HIGHItAY  SHED 

.04 

.03 

.06 

.03 

.04 

.05 

.11 

.08 

.05 

.05 

.02 

.03 

.05 

.08 

.06 

.08 

.01 

.87 

SOUTH  CANAAN  1  E 

* 

* 

* 

« 

« 

* 

* 

* 

* 

* 

* 

* 

* 

* 

♦ 

♦ 

* 

* 

* 

« 

* 

* 

* 

• 

SPRING  GROVE 

.01 

.02 

.04 

.05 

.05 

.01 

.02 

.06 

.02 

.01 

.03 

.03 

.02 

.02 

.01 

.01 

.06 

.22 

.07 

.76 

STATE  COLLEGE 

.01 

.02 

.02 

.01 

.03 

.13 

.26 

.25 

.11 

.10 

.11 

.08 

.05 

.02 

.09 

.01 

.03 

.02 

.05 

.05 

1.45 

STRONGSTOWN 

.01 

.02 

.01 

.01 

.04 

.04 

.06 

.30 

.22 

.13 

.10 

.04 

.01 

.02 

.01 

.06 

.02 

.03 

.02 

.04 

.10 

.05 

.05 

1.39 

STROUDSBURG 

.01 

.04 

.02 

.08 

.09 

.02 

.10 

.18 

.06 

.15 

.05 

.03 

.03 

.04 

.05 

.04 

.06 

.15 

1.20 

SUNBURY 

.01 

.01 

.01 

.02 

.05 

.02 

.03 

.08 

.17 

.13 

.06 

.04 

.02 

.08 

.01 

.09 

.02 

.18 

.08 

1.11 

SUNBURY  AIRPORT  2  N  6 

* 

* 

* 

* 

* 

.09 

• 

* 

* 

* 

* 

.47 

* 

* 

* 

• 

* 

.22 

* 

* 

* 

.33 

TAHAQUA  4  N  STILL  CREEK  DAM 

.03 

.07 

.06 

.02 

.08 

.07 

.17 

.18 

.12 

.15 

.13 

.08 

.04 

.01 

.05 

.14 

.25 

.22 

.13 

2.00 

TIONESTA  2  SE  DAB  // 

.01 

.03 

.02 

.03 

.06 

.03 

.04 

.05 

.04 

.07 

.12 

.06 

.04 

.05 

.03 

.02 

.02 

.07 

.08 

.03 

.01 

.01 

.92 

TITUSVILLE 

_ 

- 

_ 

- 

- 

- 

_ 

- 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

- 

_ 

_ 

_ 

_ 

TOW AND A 

.01 

.01 

.08 

.01 

.03 

.04 

.01 

.02 

.04 

.25 

.01 

.01 

.03 

.01 

.01 

.03 

.12 

.03 

.02 

.08 

.08 

.04 

.09 

.04 

.04 

.06 

.05 

.08 

.83 

TUNNELTON  // 

- 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

- 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

. 

_ 

_ 

_ 

TYKONE  4  NE  BALD  EAGLE 

.01 

.01 

.02 

.02 

.10 

.15 

.26 

.22 

.15 

.07 

.06 

.09 

.01 

.06 

.02 

.01 

.15 

.13 

1.54 

UNION  CITY  1  W 

.04 

.05 

.02 

.08 

.05 

.05 

.02 

.07 

.09 

.07 

.05 

.05 

.02 

.01 

.02 

.01 

.70 

VANTIERGRIFT  2  W 

.01 

.07 

.01 

.05 

.15 

.20 

.11 

.19 

.03 

.01 

.05' 

.01 

.01 

.01 

.01 

.01 

.04 

.02 

.01 

1.00 

WASHINGTON 

.01 

.05 

.03 

.11 

.20 

.20 

.10 

.01 

.07 

.01 

.03 

.05 

.01 

.88 

WAYN'ESBURG  2  W 

.01 

.03 

.03 

.01 

.03 

.17 

.10 

.01 

.02 

.05 

.02 

.01 

.01 

.02 

.03 

.04 

.01 

.02 

.04 

.66 

WEBSTER  MILLS  3  SW 

.02 

.05 

.03 

.03 

.01 

.01 

.01 

.01 

.02 

.01 

.01 

.03 

.01 

.01 

.01 

.14 

.13 

.06 

.60 

WELLSBORO  2  E 

.01 

.02 

.05 

.04 

.02 

.05 

.01 

.04 

.02 

.01 

.01 

.02 

.02 

.01 

.04 

.37 

WILLIAMSPORT 

.02 

.04 

.01 

.04 

.04 

.03 

.10 

.17 

.04 

.10 

.09 

.11 

.09 

.03 

.07 

.18 

.01 

.01 

.07 

.03 

1.28 

WIND  GAP  3  SW 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

» 

» 

* 

* 

* 

» 

* 

* 

* 

• 

* 

* 

* 

YORK  2  S  FILTER  PLANT 

.01 

.01 

.04 

.01 

.02 

.01 

.07 

.01 

.06 

.02 

.02 

.02 

.05 

.02 

.02 

.06 

.01 

.09 

.13 

.09 

.01 

.78 

YOUNGSVILLE 

.02 

.01 

.05 

.02 

.02 

.06 

.02 

.01 

.09 

.11 

-3C 

.08 
)th- 

.09 

.03 

.02 

.06 

.10 

.01 

.80 

ALBION 

.02 

.03 

.01 

.01 

.07 

ALLENS  MILLS 

.06 

.03 

.01 

.02 

.04 

.02 

.01 

.03 

.01 

.02 

.01 

.26 

ALLENTOWN- BETHLEHEM  EASTON  WB  AP 

.05 

.11 

.02 

.03 

.18 

.20 

.20 

.08 

.10 

.09 

.11 

.05 

.06 

.08 

.01 

.02 

.05 

.02 

.01 

.02 

.07 

.02 

.01 

1.59 

AUSTINBTOG  2  W 

.04 

.02 

.05 

.03 

.03 

.04 

.06 

.12 

.04 

.04 

.03 

.05 

.04 

.05 

.01 

.65 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

* 

.14 

* 

« 

* 

* 

♦ 

.61 

* 

* 

* 

* 

* 

.53 

* 

♦ 

* 

* 

* 

.16 

* 

♦ 

« 

.09 

BETHLEHEM  LEHIGH  UNIV 

* 

* 

* 

♦ 

* 

» 

* 

• 

* 

« 

* 

« 

* 

* 

» 

» 

» 

* 

« 

« 

* 

* 

• 

* 

BLAIN 

- 

- 

- 

_ 

- 

_ 

- 

_ 

- 

.03 

.06 

.01 

.02 

.02 

.03 

.01 

.01 

.01 

_ 

BLAIRSVILLE  6  ENE  6 

* 

.02 

♦ 

* 

* 

* 

* 

.09 

* 

* 

* 

* 

* 

.02 

* 

* 

* 

.04 

BLAKESLEiS  CORNERS 

* 

* 

* 

* 

* 

* 

« 

2.04 

.25 

.05 

.08 

.04 

.04 

.01 

.01 

.01 

.03 

.04 

.01 

.01 

.08 

2.70 

BOSWELL 

.12 

.06 

.02 

.01 

.01 

.01 

.01 

.01 

.03 

.02 

.01 

.31 

BROOKVILLE  AIRPORT  6 

* 

.05 

* 

* 

* 

* 

* 

.03 

* 

* 

* 

* 

* 

.11 

* 

♦ 

* 

* 

* 

.02 

BUCKSTOWN 

.02 

.08 

.03 

.05 

.02 

.02 

.01 

.02 

.02 

.03 

.01 

.01 

.05 

.01 

.01 

.01 

.01 

.01 

.42 

HITLER  SUBSTATION 

.01 

.01 

.01 

.01 

.02 

.01 

.01 

.01 

.09 

CANTON  1  NW 

.11 

.04 

.05 

.05 

.12 

.05 

.10 

.13 

.07 

.07 

.05 

.06 

.04 

.07 

.01 

.01 

1.03 

CARTER  CAMP 

.07 

.05 

.02 

.04 

.06 

.06 

.05 

.04 

.03 

.05 

.03 

.01 

.02 

.01 

.02 

.01 

.57 

CHAMBERSBURG 

.11 

.03 

.11 

.14 

.12 

.10 

.08 

.06 

.07 

.07 

.03 

.03 

.06 

.01 

1.02 

CHARLEROI 

.01 

.01 

.01 

.01 

.01 

.02 

.01 

.08 

CLARION  3  SW 

.01 

.01 

COALPORT 

.03 

.10 

.02 

.04 

.04 

.03 

.05 

.02 

.08 

.04 

.03 

.03 

.01 

.01 

.02 

.03 

.02 

.01 

.01 

.01 

.63 

COATESVILLE  1  SW 

.02 

.08 

.18 

.30 

.20 

.12 

.14 

.14 

.12 

.08 

.04 

.06 

.02 

.03 

.04 

.03 

.03 

.04 

.01 

.01 

.01 

.02 

1.72 

CONJLUENCE  1  SW 

.07 

.05 

.03 

.01 

.01 

.17 

CONNELLSVILLE  4  N 

.03 

.01 

.01 

.02 

.03 

.01 

.01 

.12 

CRESSON  1  E  SUMMIT 

.04 

.06 

.07 

.03 

.04 

.04 

.04 

.06 

.03 

.01 

.04 

.01 

.02 

.01 

.04 

.01 

.01 

.01 

.01 

.01 

.59 

CURWEHSVILLE  6  NW  AIRPORT  6 

* 

.06 

* 

* 

* 

* 

* 

.27 

* 

* 

* 

♦ 

* 

.23 

* 

* 

* 

* 

♦ 

.12 

« 

* 

* 

.03 

DRIFTWOOD 

.03 

.04 

.07 

.05 

.05 

.07 

.03 

.03 

.04 

.03 

.05 

.04 

.03 

.01 

.02 

.03 

.01 

.63 

DU  BOIS  7  E 

.04 

.01 

.01 

.03 

.06 

.07 

.02 

.01 

.01 

.02 

.05 

.05 

.01 

.04 

.01 

.01 

.01 

.46 

DUNLO 

* 

* 

* 

* 

# 

* 

* 

» 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

« 

» 

* 

* 

* 

* 

* 

DUSHORE 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

EAGLES  HERE 

.15 

.08 

.11 

.06 

.10 

.14 

.08 

.08 

.04 

.06 

.10 

.01 

.07 

.02 

.04 

.01 

.03 

1.18 

EMPORIUM 

.03 

.06 

.02 

.02 

.03 

.03 

.05 

.05 

.02 

.05 

.05 

.04 

.03 

.01 

.49 

ENGLISH  CENTER 

* 

* 

* 

* 

• 

* 

* 

* 

* 

* 

* 

* 

* 

« 

* 

* 

*  . 

* 

* 

* 

* 

* 

* 

« 

* 

ERIE  WB  CITY 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.03 

.02 

.02 

.01 

.16 

ERIE  AIRPORT  6 

♦ 

* 

* 

* 

* 

.09 

* 

* 

* 

* 

« 

.01 

* 

« 

* 

« 

* 

.01 

* 

« 

« 

* 

EVERETT 

.06 

.04 

.08 

.10 

.12 

.06 

.05 

.08 

.02 

.05 

.01 

.02 

.01 

.70 

FORD  CITY  4  S  // 

.02 

.01 

.01 

.04 

GETTYSBURG  1  S 

.08 

.05 

.14 

.14 

.18 

.18 

.20 

.11 

.08 

.08 

.05 

.01 

.04 

.03 

.02 

1.39 

GLENCOE 

.03 

.10 

.05 

.05 

.02 

.01 

.02 

.03 

.01 

.01 

.01 

.01 

.35 

GLEN  ROCK 

.05 

.03 

.09 

.06 

.09 

.13 

.03 

.10 

.14 

.10 

.03 

.02 

.01 

.01 

.04 

.01 

.94 

GOOD  SPRINGS  1  NW 

.03 

.08 

.04] 

.08 

.11 

.19 

.08 

.11 

.09 

.10 

.10 

.07 

.03 

.06 

.10 

.05 

.01 

.01 

.01 

1.35 

GREENSBURG  2  E  HIGHWAY  SHED 

.05 

.01 

.01 

.01 

.01 

.01 

.02 

.03 

.01 

.16 

HARRISBURG  3  S  WB  AIRPORT 

.07 

.06 

.09 

.10 

.16 

.15 

.12 

.13 

.04 

.09 

.08 

.05 

.04 

.01 

.04 

1.23 

HOLLIDAYSBURG 

.03 

.02 

.05 

.09 

.08 

.03 

.07 

.02 

.01 

.01 

.03 

.01 

.45 

HOLTWOOD 

.14 

.08 

.05 

.08 

.06 

.06 

.10 

.07 

.07 

.07 

.08 

.02 

.03 

.01 

.04 

.03 

.01 

.01 

1.01 

HOME 

.04 

.05 

.09 

HONESDALE  6  N  TANTJERS  FALLS  // 

.03 

.07 

.03 

.04 

.04 

.12 

.14 

.15 

.13 

.17 

.11 

.08 

.06 

.04 

.01 

.03 

.02 

.02 

.02 

.01 

.01 

.04 

.01 

.02 

1.40 

HUNTSDALE 

.08 

.11 

.14 

.15 

.05 

.07 

.08 

.08 

.08 

.04 

.01 

.04 

.03 

.02 

.98 

INDIANA  2  SE 

.05 

.05 

.02 

.01 

.02 

.02 

.01 

.01 

.01 

.20 

JACKSON  SUMMIT 

.02 

.08 

.07 

.05 

.06 

.08 

.03 

.05 

.06 

.06 

.04 

.04 

.04 

.05 

.02 

.01 

.01 

.01 

.78 

JOHNSTOWN  2 

.06 

.07 

.04 

.04 

.01 

.03 

.01 

.01 

.01 

.01 

.01 

.01 

.01 

.32 

KANE  5  SE 

.03 

.01 

:?i 

.02 

.01 

.01 

.01 

.10 

LANCASTER  2  NE  FILTER  PLANT 

.04 

.02 

.07 

.07 

.10 

.06 

.12 

.11 

.08 

.06 

.07 

.03 

.05 

.01 

.03 

.05 

.04 

.01 

1.03 

LAURELTON  STATE  VILIAGE 

.10 

.07 

.09 

.07 

.06 

.05 

.05 

.07 

.05 

.06 

.03 

.05 

.01 

.02 

.01 

.02 

.01 

.93 

LEBANON  3  SW 

.03 

.04 

.06 

.10 

.10 

.12 

.08 

.17 

.10 

.08 

.07 

.06 

.02 

.02 

.05 

.01 

.02 

.01 

.02 

1.16 

LEHIGHTON 

.08 

.05 

.03 

.07 

.13 

.10 

.10 

.20 

.10 

.10 

.10 

.07 

.03 

.01 

.01 

.08 

.02 

.04 

.02 

.02 

.01 

.01 

.06 

1.44 

LEWISTOWN 

.10 

.10 

.08 

.06 

.07 

.06 

.03 

.10 

.08 

.03 

.02 

.05 

.01 

.01 

.01 

.81 

LOCK  HAVEN  2 

.05 

.07 

.05 

.08 

.07 

.08 

.05 

.07 

.08 

.05 

.07 

.03 

.07 

.01 

.02 

.02 

.03 

.05 

.02 

.04 

1.01 

BARIENTILLE 

.01 

.01 

.06 

.02 

MARTINSBURG 

.03 

.06 

.13 

.04 

.07 

.02 

.08 

.01 

.03 

.01 

.01 

.01 

.01 

.01 

.01 

.59 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

* 

.07 

* 

* 

* 

* 

* 

.42 

* 

* 

* 

* 

.05 

* 

* 

* 

* 

* 

.03 

MEADVILLE  1  S 

.01 

.01 

MEDIX  RUN 

.04 

.02 

.03 

.01 

.08 

.05 

.05 

.07 

.04 

.02 

.04 

.04 

.02 

.01 

.0^ 

.01 

.01 

.01 

.03 

.01 

.60 

MERWINSBURG 

.11 

.17 

.07" 

.15 

.09 

.03 

.09 

.04 

.08 

.07 

.01 

.10 

.18 

.12 

.05 

.01 

.04 

.02 

.09 

.10 

:S3 

.08 

.09 

.10 

2.01 

MILAN 

.06 

.14 

.09 

.03 

.07 

.li 

.09 

.08 

.08 

.07 

.06 

.02 

.05 

.02 

.01 

.01 

.02 

.01 

.01 

1.04 

MILI.ERSBURG  2  E 

* 

* 

* 

* 

# 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

« 

♦ 

* 

* 

* 

« 

* 

MILLVILLE 

♦ 

* 

* 

* 

* 

* 

* 

* 

* 

« 

4> 

* 

* 

* 

* 

* 

* 

* 

* 

« 

♦ 

* 

* 

* 

* 

MONROE  FURNACE 

.05 

.07 

.08 

.10 

.05 

.05 

.10 

.25 

.05 

.05 

.04 

.01 

.01 

.0] 

.06 

.02 

.01 

.01 

.02 

;°^ 

1.05 

MONTROSE 

* 

* 

* 

* 

* 

* 

* 

^ 

* 

♦ 

« 

* 

* 

« 

* 

* 

* 

* 

* 

* 

* 

* 

* 

MOUNT  UNION  1  NW  // 

* 

* 

* 

* 

* 

* 

* 

* 

* 

« 

* 

* 

* 

« 

* 

i 

* 

* 

* 

* 

. 

« 

t 

* 

* 

MURRYSVILLE 

.02 

.01 

.03 

NEFFS  MILLS  4  NE 

* 

* 

* 

* 

* 

* 

* 

* 

* 

* 

« 

* 

* 

♦ 

* 

« 

* 

* 

* 

* 

« 

* 

* 

2.00 

2^00 

PALMERTON 

.13 

.05 

.03 

.09 

.id 

.10 

.11 

.10 

.07 

.07 

.08 

.02 

.04 

.01 

.04 

.03 

.01 

.03 

.01 

.02 

.03 

1.17 

PARK  PLACE  1  NW  WB  AIRPORT  6 

* 

* 

* 

* 

* 

* 

♦ 

1.02 

« 

* 

* 

* 

* 

.40 

^ 

* 

* 

* 

* 

.14 

« 

* 

* 

« 

PHILADELPHIA  WB  AIRPORT 

.05 

.05 

.03 

.06 

.06 

.06 

.22 

.48 

.16 

.20 

.16 

.07 

.13 

.05 

.10 

.05 

.05 

.08 

.04 

.02 

.10 

.01 

.02 

.05 

2.30 

See  leference  notes  following  Station  Index. 
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Table  4-Contiiiued 


HOURLY  PRECIPITATION 


PENMSYLVANIA 
DECEHBER    1948 


Station 


PHILADELPHIA  POINT  BREEZE 

PHILADELPHIA  WB  CITY 

PHILLIPSBURG  7  E  AIRPORT 

PHOENIXVILLE  1  E  PUMPING  STATION 

PIKES  CREEK 

PINE  GROVE  MILLS  1  S 

PITTSBURGH  7  SE  WB  AIRPORT  // 

PITTSBURGH  WB  CITY 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUNXSUTAWNEY  2 

PUTNEYVILLE  2  SE 

RAYMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

RIDGWAY 

ROCHESTER  1  N 

SCRANTON  WB  CITY 

SELLERSVILLE  2  NW 

SHADE  GAP 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETKPORT  HIGHWAY  SHED 

SOUTH  CANAAN  1  E 

SPRING  GROVE 

STATE  COLLEGE 

STRONGSTOWN 

STROUDSBURG 

SUNBURY 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TOWANDA 

TUNKHANNOCK  1  S 

TYRONE  4  NE  BALD  EAGLE 

VANDERGRIFT  2  W 

WEBSTER  MILLS  3  SW 

WELLSBORO  2  E 

WILLI AMSPORT 

WIND  GAP  3  SW 

YORK  2  S  FILTER  PLANT 


ALBION 

ALLENS  MILLS 

ALLENTOWN-BETHLEHEM  EASTON  WB  AP 

AUSTINBURG  2  W 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAIRSVILLE  6  ENE  6 

BLAKESLEE  CORNERS 

BOSWELL 

BROOKVILLE  AIRPORT  6 

BUCKSTOWN 

BUTLER  SUBSTATION 

CANTON  1  NW 

CHARLEROI 

CLARION  3  SW 

COALPORT 

COATESVILLE  1  SW 

CONFLUENCE  1  SW 

CONNELLSVILLE  4  N 

CRESSON  1  E  SUMMIT 

CURWENSVILLE  6  NW  AIRPORT  6 

DINGMANS  FERRY 

DRIFTWOOD 

DU  BOIS  7  E 

DUNLO 

DUSHORE 

EAGLES  MERE 

ENGLISH  CENTER 

ERIE  AIRPORT  6 

FORD  CITY  4  S  // 

FRANKLIN 

GOOD  SPRINGS  1  NW 

GREENSBURG  2  E  HIGHWAY  SHED 

3  S  WB  AIRPORT 

WALLEN  DAM 


A.  M.  Hour  ending 


2  NE  FILTER  PLANT 
SW 


HARRISBURG 

HAWLEY  1  S 

HEWITT  2  S 

HOLTWOOD 

HOME 

HONESDALE  6  N  TANNERS  FALLS  // 

INDIANA  2  SE 

JACKSON  SUMMIT 

JAMESTOWN    2    NW 

JOHNSTOWN  2 

KANE  5  SE 

LANCASTER 

LEBANON  3 

LEHIGHTON 

LEWISTOWN 

LOCK  HAVEN  2 

MARIENVILLE 

MARTINSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT  6 

MEADOW  RUN  PONDS 

MEADVILLE  1  S 

MEDIX  RUN 

MERWINSBURG 

MILAN 

MILLERSBURG  2  E 

MILLVILLE 

MONROE  FURNACE 

MONTROSE 

MOUNT  UNION  1  NW  // 

MURRYSVILLE 

NEW  CASTLE  1  N 

PALMERTON 

PARKERS  LANDING  1  E 

PARK  PLACE  1  NW  WB  AIRPORT  6 

PHILADELPHIA  WB  AIRPORT 

PHILADELPHIA  POINT  BREEZE 


.06 
.05 
.01 

♦ 

.11 

.06 


.06 
.10 
.03 
.01 
.06 
.19 
.02 
.02 

.05 
.03 
.16 


.01 

.06 

.05 

.05 

.04 

* 

.07 

.01 

.14 

.09 

.02 

.08 
.01 
.10 


.02 
.03 
.07 

* 

.08 

.04 


.06 
.15 
.07 

* 

.02 
.06 


.03 
.04 
.06 

* 

.08 

.09 


.04 

.05 

.03 

.03 

.07 

.08 

.05 

.01 

.01 

.05 

.04 

.01 

.03 

.05 

.09 

.08 

.02 

.09 

.02 

.01 

.01 

.02 

.01 

.05 

.03 

.04 

.08 

.26 

.31 

.11 

.16 

.07 

.04 

.01 

.01 

* 

» 

* 

.05 

.05 

.10 

.04 

.06 

.10 

.05 

.03 

.02 

.09 

.06 

.05 

.10 

.13 

.12 

.14 

* 

« 

.05 

.08 

.07 

.10 
.06 


.20 
.07 
.05 


.02 
.03 
.09 

.17 
.06 
.04 


.02   .06   .04 

.02 

.05   .05   .03 
*     .05   • 


*     .01   * 
.06   .06   .07 
.02   .01 


.09 
.08 
.02 

.10 
.07 
.02 


.08 
.06 
.07 

* 

.12 

.10 


.07 
.10 


.08 
.12 
.04 


.07 
.30 
.16 


.13 

.10 

.05 
.11 
« 
.13 

.09 
.08 
.09 

.07 
.06 
.14 


8    9 


.04 
.06 
.03 

* 
.17 

.05 


.09 

.11' 
.07 


.13 
.08 


.06 
.04 


.09 
.091 
.03 

.04 
.06 
.05 


.11 
.06 
.07 

* 

.10 

.04 


.12 
.10 


.08 
.10 
.07 
.02 

.15 
.25 
.03 


.26 
.10 


.04 
.09 
.07 

.09 
.03 
.09 


.33 
.21 

.04 

.04 
.05 


.11 
.07 


.06 
.11 
.05 
.02 

.12 
.14 
.09 


10 


12 


.30 
.17 

.06; 

.10 
.03 


.13 
.20 

.02 
.08 

.11 
.04 
.Oil 

.14 
.12 
.07 


.16 

.14 

.02 

* 

.02 

.01 


.11 
.10 

.01 
.02 
.16 
.05 
.03 

.10 
.18 
.04 


.14 
.12 


.08 
.02 


.05 
.06 

.01 
.06 
.09 
.03 


.14 
.07 
.07 

.06 
.01 


.07 
.07 
.01 

.03 
.11 
.04 
.01 


P.  M.  Hour  ending 


.09 

.06 

.01 

* 

.03 

.02 


.05 
.07 


.01 
.04 
.02 


.07   .06   .04 

.04   .15   .05 

.03   .02 


.03   .04   .05   .01   .03 


.23 
.07 

.13 
.10 
.57 
.14 

.11 
.02 


.08 
.05 
.02 


.10 
.05 


.10 
.08 


.08 
.10 
.01 

.02 
.06 
.09 


.10 
.04 


.13 
.06 


.10 
.04 


.09 
.04 


.05 
.04 


.07 
.06 


.05   .09   .05 


.10 
.04 
.04 

.02 
.10 
.10 


.08 
.10 
.03 


.09 
.08 


.01 
.10 
.01 

.01 
.09 

.oi! 

•    i 

.02 


.04 
.01 


.09 
.04 


.03 
.08 
.01 

.01 
.05 
.04 


.06 
.10 
.02 

.01 
.01 


.03 
.01 


.04 
.05 
.01 


.03 

.06 

.01 

.02 

.01 

* 

.02 

.01 

.02 
.02 
.42 
.01 

.07 
.02 


.01 
.04 
.04 


.01 
.01 


.01 
.02 


.03 

.02 
.03 


.01 
.01 


.08 
01 


.01 


.01 
.01 


.06 
.10 
.01 

.01 
.01 


.04^ 
.03 
.01 

.01 
.07 
.04 
.01 

.01 
.09 
.02 
.01 


.05 
.03 


.01 
.04 


.01 

* 
.05 


.02 
.01 


.05 
.11 


.03 
.02 


.07 


.06 
.02 


10    11 


.03 
.07 
.01 

* 

.02 
.01  ' 


.01 
.01 


.01 
.02  I 


.04   .03 


.01 
.01 


.19 

.03 
.01 


.09 

.02! 

* 

.04 

.01 

.02 

.02 


.08 
.09 


.02 
.01 


.01 
.04 


.04 
.02 


.01 
.01 


.02 
.01 


.04   .03 
.12   .03 


.01   .02 
.01 


.01   .01 


.01 

.01 

.01 

.03  .01 

.02  .01 
.01 
.01 

*  * 

.01  .01 

.06  .09 

.12  * 

.01 

.01  .01 


.01   .06   .02   .01 


.03   .01 


.03   .03   .04 
.02 


-31st- 


.01 


.01   .04 


.01   .01 
.01   .01   .Oil  .02   .01   .01 


•     .01   *    •    •    • 
.01   .02 

.01   .01   .02   .01   * 


.01   .02 

.01   .01 

.01 

.02   * 


.01   .Oil 

.04   .02 

.01   .02   .01 


.01 

.05   .01   .01 

.05 

.02 

.01        .01 

.02   .02 

»     .08   » 


.01   .Oil 


.01 
.02   .01 


.01 


.01   .01   .01   .02 


.05 

* 

.08 

* 
.01 

.01 


.01 
.02 


.01   .01 


.03 
.05 


.02 

.01 

* 

.01 

.01 

.01 


.03 
.03 


.01 
.02 


.02 
.04 


.02 
.01 


.03   .01 


2.07 

2.10 

.62 

* 

1.12 

.65 

.08 

.06 

• 

1.38 

.12 

.08 

.76 

1.67 

.72 

.20 

.04 

1.17 

2.38 

1.01 

.06 

.39 


.01 
.01 


.01 


.04 
.031 

.01; 
.02  1 
.01 
.01 


.01   .02 
.01 


»    •     .07   • 
.01   .01   .03   .01 


.02   .03   .02   .01   .02   .01 


.01 
.01   .01 


.01 
.03 


.01 


.01!  .01 
.01   .04   .05 


.01 

.01   .01 


.01 


.01 

*    « 

.01   .03 


.03 


.01 
.031 
3.24 
.01 
.01 

.08' 

.02 

.01 

.01 
.03 


.01 
.01 


.01 


•     .03  » 
.01   .02 


.06   .01   .01   .02 


.04   .03   .02   .01   .04   .01 
.02   .02   .01   .01   .04 


.06       . 02   . 01 

»    >    * 
»     .01 


01 

.02 

.03 

.02 

.02 

01 

.01 

01 

.01 

.01 

.06 

.01 

.01 

.01 

.02 

.01 


.02 
.01 


.01 
.01   .01 


.03 
.02 


.01 


.08   .02   .04!   .01   .04   .01 
.03        .Oil   .01   .03   .04 


.01   .01 
.04   .03   .02 


.05       .02 
.02   .01   .02 


.03   .02   .01 

.01 

.06   .03 


.01 


.01 
.01 


.01 
.01 


.02 
.02 


.01 


.01 
.02 
.04 
.01 
.01 


.01 
.01 


.02 
.03 
.04 
.01 
.01 


.01 


.01 
.02 


.04 
.03 


.01 
.03   .01 


1.75 


.01 

.01 

.01   .01 

.01 

.01 

.02 
.01   .01 


01   .03 
.02 


.01   .01 


.01   .01 


.01 
.01 


.01 

.05   .02   .01 

*    2.13 

»    *    " 

.01 


.01 
.01       .01 


.01 


1.30 
3.47! 


.03   .01   .02   .03   .05   .05   .05   .09 


.02   .02   .01   .01 
.01   .01   .01 
.01 


.01 
.01 
.02 


.01 
.01 


.01 
.01 


.01 

01 

.03 

.02 

.01 

.01 

03 

.03 

.03 

.01        .oil  .01   .01   .02   .01 

*     »     »     »     .02 


.01   .01 
.01 


.01   .01   .01 
.01   .01 


.01        .01   .01   .01   .01 
.01   .01  .01 


•    2.60 


.01   .03 


.01 

•    1.75 

»    2.05 


See  reference  notes  following  Station  Index. 
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TabI*  4-CoDtlnu«<l 


HOURLY  PRECIPITATION 


PEWfSYI.VANIA 
OECEHBKR    1048 


A.  M.  Houi  •nding 


Station 


7         8 


9        10       11        12 


P.  M.  Houi  •ndlnq 


2         3 


4         S        6         7        8        9 


10        U        12 


PRIUVDELPHIA   WB   CITY 

PHOENIXVILLE    1    E  PUMPING   STATION 

PIKES  CREEK 

PITTSBURGH  7  SE  TO  AIRPORT  // 

PITTSBURGH  WB  CITY 

PLEASANT  MOUNT  1  W 

PORT  CLINTON 

PUNXSUTAWNEY  2 

PUTNEYVILLE  2  SE 

RAYMOND 

READING  WB  CITY 

RENOVO  6  S  STATE  CAMP 

ROCHESTER  1  N 

SAXTON 

SCANDIA 

SCRANTON  WB  CITY 

SELLERSVILLE  2  NW 

SHEFFIELD  6  W  CHERRY  GROVE 

SMETHPORT  HIGHWAY  SHED 

SOUTH  CANAAN  1  E 

STATE  COLLEGE 

STRONGSTOWN 

STROUDSBURG 

SUNBURY 

SUNBURY  AIRPORT  2  N  6 

TAMAQUA  4  N  STILL  CREEK  DAM 

TIONESTA  2  SE  DAM  // 

TITUSVILLE 

TOWANDA 

TUNKHANNOCK  1  S 

TUNNELTON  // 

TYRONE  4  NE  BALD  EAGLE 

UNION  CITY  1  W 

VAKDERGRIFT  2  W 

WAYNESBURG  2  W 

WELLSBORO  2  E 

WILLIAMSPORT 

WIND  GAP  3  SW 

YOUNGSVILLE 


.02 

.05 

.01 

* 

.01 

.01 

.01 


.01 

« 

.01 

.01 

« 

.01 
.01 


.01   .01 
•     * 
.01   .01 
.01 
.02   .01 


.01 
.01} 

I  .03 
.01 

.01   .01 


.02 
.04 


.06 
.02 


.02 
.05 


.03 
.01 


.02   .02 

.02 


.06!  .05 
. 01 ;  .04 


.01 

.01 

* 
.01 


.02 
.02 


•    3.35 

.01   .01 


.01 
.02 


.01   .04 
.01 


.01 

.01   .01 

.01   .01 


.01 
.01 


.01 

.01   .01 


.04   .04   .03   .03 


.01 
.03 


.01   .02   .01 


.03 

♦ 
.01 


.01 
.02 


.08   .01 
.05   .09 


.01 
.01 


.01   .04 
. 03  I  .02 


.01        .01        .02 
.01   .02   .04   .02   .02   .01 


.02 


.04 
.01 


.01 
.02 


.01 
.01 


.01;  .01 
.02 


.05 
.02 


.01 
.03' 


.01   .04 
.01   .02 


.03 
.01 


.011  .02 
.01 
.01 
.02 


.01 
.01 
.03 


■  Oil 

.02: 

.02 


.02 


.03   .01 
.08   .01 


.01 


.01 
.01 
.01 

.03 


.05 
3.35 
.19 
.03 
.12 
1.93 
.07 
.09 
.17 
.01 
.05 
.10 
.05 


.01   .01 


.02:  .01   .01        .02   .01 


.02,  .01 
.Oil  .03 


.03   .02   .01   .02   .02 

.01   .02  .02 

.01   .01   .02   .01   .03 

.01  .01 
•  •  2.30 
.01 


.01 


.01   .01   .02   .01 


.01 


.01 

.02   .02 


.04   .01 1  .01 

*     *   i  *    3.50 

.01 


.10 
.33 
.09 
.12 
.08 
2.30 
.04 
.04 
.41 
.37 

.11 

.05 


.01       .01 


.21 
.20 


.01) 
.02   .01   .02 


.01   .01   .04 


.01   .02 
.02   .01   .041  .04   .01   .01 


.08 
.10 

.11 
.04 
.15 
.28 
3.50 
.20 


DELAYED  DATA 


EAGLES  HERE 


EAGLES  HERE 


EAGLES  MERE 


EAGLES  HERE 


EAGLES  MERE 


PALMERTON 


DU  BOIS  7  E 
RAYMOND 


DU  BOIS  7  E 
MEADOW  RUN  PONDS 
MERCER  HIGHWAY  SHED 


MERCER  HIGHWAY  SHED 


DU  BOIS  7  E 

PALMERTON 

RAYMOND 


DU  BOIS  7  E 
MEADOW  RUN  PONDS 
MERCER  HIGHWAY  SHED 
PALMERTON 


DU  BOIS  7  E 

MERCER  HIGHWAY  SHED 

RAYMOND 


DU  BOIS  7  E 
MEADOW  RUN  PONDS 
MERCER  HIGHWAY  SHED 
PALMERTON 
RAYMOND 


MEADOW  RUN  PONDS 

RAYMOND 

MERCER  HIGHWAY  SHED 

MEADOW  RUN  PONDS 


DU  BOIS  7  E 

MERCER  HIGHWAY  SHED 


*     * 


.02   .04 


.01        .01 

.11   .60 

1.03 

.01 

.05   .01 


.02   .06 
.02   .07 


.01 


\ 

-5th- 
-7tli- 

.01  .oi!  .01  .01 

-8th 


-11th- 


-28th- 


-1st- 
-2d- 

! 

-3d- 


-4th- 
-5th- 

-6th- 


.01  .10 
.35 


.03   .03 


-12th- 


.03   .01 


.10 
.03 


-13th- 


.15 

.02   .23   .35 

.06        .01 


.01   .02   .01 
.44   .08   .01 


.01   .01   .Oil 

-14th- 
-15th- 

-16th- 
-18th- 

-20th- 


.01 

.03 


.02 

.04 


.01 
.92 


*     * 

.06 
.03 


.02 
.16 


.05  .77 
.01 

.35  .05 

.06  .03 


.03 

.12   .63 


.10 
.03 


*    *    » 


«    *    * 
.01 


*     * 

.01 


.01   .04 
.07   .02   .04 


.02 

.01   .02 


.23   .02 

.06   .04 

.22 


.10 
.71 
.47 


.14 

* 
.05 

.12 
.07 

.42 


.24 
.10 


.92 
.50 
.32 
.11 


.43 
.26 

.22]   .44 


1.10 
.08|  2.09 

1.43 
.31 
.21 


.03 
1.05 


.50 
.09 


See  reference  notes  foUowing  Station  Index. 
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Table  4-Contiiiued 


HOURLY  PRECIPITATION 


PEHHSTLTAKIA 
DECEMBER   1948 


Station 


DU  BOIS  7  E 
UEADOW  RUN  PONDS 
MERCER  HIGHWAY  SHED 
PALMERTON 


DD  BOIS  7  E 
MEADOW  RUN  PONDS 
MERCER  HIGHWAT  SHED 
PALMERTON 


DU  BOIS  7  E 
MEADOW  RUN  PONDS 
MERCER  HIGHWAY  SHED 
PALMERTON 


MEADOW  RUN  PONDS 
MERCER  HIGHWAY  SHED 


DU  BOIS  7  E 
MEADOW  RUN  PONDS 
MERCER  HIGHWAY  SHED 
RAYMOND 


DU  BOIS  7  E 

MERCER  HIGHWAY  SHED 

RAYMOND 


DD  BOIS  7  E 

MERCER  HIGHWAY  SHED 

RAYMOND 


PALMERTON 
RAYMOND 


SEPTEMBER  1948 
SCANDIA 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 

AVOCA  WILKES-BARRE  SCRANTON  AP  6 
SCANDIA 


AVOCA  WILKES-BARRE  SCRANTON  AP  6 
SCANDIA 


AVOCA  WILKES-BARRE  SCRANTON  AP  6 
AVOCA  WILKES-BARRE  SCRANTON  AP  6 


AVOCA  WILKES-BARRE  SCRANTON  AP  6 
SCANDIA 


AVOCA  WILKES-BARRE  SCRANTON  AP  6 
SCANDIA 


NOVEMBER  1948 
BETHLEHEM  LEHIGH  OTIV 

BETHLEHEM  LEHIGH  UNIV 

BETHLEHEM  LEHIGH  UNIV 

BETHLEHEM  LEHIGH  UNIV 

BETHLEHEM  LEHIGH  UNIV 

BETHLEHEM  LEHIGH  UNIV 

BETHLEHEM  LEHIGH  UNIV 

BETHLEHEM  LEHIGH  UXIV 

BETHLEHEM  LEHIGH  UNIV 
BETHLEHEM  LEHIGH  UNIV 
BETHLEHEM  LEHIGH  UNIV 
BETHLEHEM  LEHIGH  UNIV 
BETHLEHEM  LEHIGH  UNIV 


A.  M.  Hour  ending 


1  2  3 


.07      .01 


.08  .01 

.01  .15 

*  *  .10 

.13      .28 


.05 
.48 


.07      .03 


.13      .09 


.01      .01      .01 


.17      .05      .08 


.10      .13      .06 


.04      .01      .01 
.01 


.07       .06       .26 


.03 


*  *  * 


.01      .01 


10 


12 


P.  M.  Houi  ending 


-21st- 


.02      .20 


10         11 


12 


-22d- 


-23d- 


.01 
.01      .01      .01 
.01      .09 


.40 


.11 
.01 


.02 


.02      .08 


*  .05      » 


-25th- 
-26th- 

-27th- 


-28th- 

.02 

-30th- 
-31st- 


-7th- 

-8th- 

*     •     *    1  '      ■^'^ 

-9th- 

.03 

-10th- 

»  »  •       1    •  ■09 

-18th- 
-19th- 
-20th- 

*  *  *  •  .08 

-29th- 
-30th- 


.06 
.01      .01 
.35      .01 


.01 


.14       .10       .32 
.06       .01       .12 


1.30 


.81 


.02 


.03 


.05 


.20      .02 


.01 
.03      .01      .02 


.03      .01      .01 
.01      .18 


.43 
■  39 


»  »  • 


.02  .01 


*  *  * 


.02       .02       .01 


.05  .04 


»  •  ♦ 


*  »  • 


*  *  * 


•  .11 

.01      .01 


-3d- 

-4th-        .„, 
-6th- 
-7th- 
-10th- 

.Oej     .12      .02      .02 

-13th- 

.04 

-17th- 
-19th- 

-20th- 
-2id- 

.02      .021  .01 

-2^d- 

-26th- 

»     «     *   I  *     *     * 

-29th- 

«  •  *       I     •  .74 


.05 


•  •  • 


.01      .04       01 


.28 


.02      .01 

.10  .02 


.01 

.02      .01 


.01 


.73 
.62 
.30 
.86 


1.36 
.02 

1.25 
.10 


.50 
.39 
.37 
.41 


.09 
.22 


.04  .04 
.01 
.83 

.01         .12 


.05 
.02 
.53 


.OS 
.03 
.19 


.10 
.02 


.08 


.04      .04 


.17       .08       .12 


.03       .01       .06 


•  *  * 


•  *  * 


.10 

.28 

.02 

.05 
.47 


.10 


.01      • 


.28 

.54 

.29 

.22 

.10 

.08 

.51 

.54 

• 

• 

.29 

• 

• 

.74 

See  reference  notes  following  Statioa  Index. 

See  page  326  for  Errata. 
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DAILY  TEMPERATURES 


PKNNHYI.VANIA 
DKCEMBKn    1S48 


r*bl«5 

1 

8 

Day  of  mo 

nth 
17 

..' 

1 

f 

StaUon 

2 

3 

4 

S 

6 

7 

9 

10   11  {  12 

13 

"  T 
14 

15 

16 

18 

19 

20  i 

21  1 

23  1  24  1  25  1  26  1  27  28  '  29 

24 

3(> 
18 

1 

ALBION 

MAX 
MIN 

37 
30 

33 
21 

53 
24 

60   51 
21   35 

47 
34 

50 
32 

48 
33 

47 
29 

36   34   41 
21 {  18   23 

52 
28 

38   43   45 
28   33   33 

42 
28 

34 
24 

32 
20 

37 
18 

42   38 
25   31 

38   36 ;  33   28 
20   24   24    6 

24   35   45 
12   20   31 

40.6 
24.8 

AI.I.KNTOWM-BKTH  EAST  WB  AP 

MAX 
MIN 

49 

37 

44 

21 

46 
29 

61   57 
35   26 

56 
36 

56 
30 

49 
32 

39   30 1  40 

25   24   21 

47 
29 

56 
34 

48   32   34 
31   26   28 

37 
31 

33 
24 

28   32 
21 1  13 

32   40 
11   10 

35   29   27   21 
23   10    8    2 

27 

-  1 

38   47 
8   23 

45 
33 

34 
26 

40.3 
22.5 

ALLENTOWN  GAS  CO 

MAX 
HIN 

45 
28 

50 
24 

44 

26 

47   62 
35   28 

59 
29 

58 
32 

51 
34 

51 
29 

40 
28 

41 

24 

39 
23 

46 
35 

53 
37 

49 
28 

32 

27 

35   40 
31   26 

35 
23 

30 
22 

33   35 
15   14 

43   36   31,  29   23 |  29 
23   21   13|  11    8   10 

43 
IS 

51 
37 

47] 
27 

42.2 
24.7 

ALTOOMA  HORSESHOE  CURVE 

MAX 
MIN 

44 

27 

36 
16 

38 
29 

52   46 
35   29 

50 
41 

54 
29 

41 
31 

38 

20 

29 
19 

31   52 
13   27 

60 
42 

56 
38 

38 
28 

34 
31 

33 
28 

30 
19 

261  30 
20   20 

46   40 
24   30 

32 
24 

29 

17 

25   24 
11    5 

34   41 
5   23 

40 
31 

43 
32 

32 
20 

38.8 
24.6 

AKENDTSVILLE 

MAX 

MIN 

45 
25 

50 
23 

40 
24 

50   59 
36   32 

54 
35 

56 
29 

56 
31 

48 
25 

38 
26 

36 
19 

36 
19 

44 
32 

63 
36 

55 
29 

33 
29 

37 
30 

40 
26 

33 
25 

29 
24 

35   43 
21   26 

45 
24 

36 
23 

32 

14 

31 
8 

25 
-  2 

37 
3 

46 
19 

47 
33 

43 
28 

42.6 
24.3 

ATOCA  WILKES-BARRE  AP 

MAX 

MIN 

44 

29 

42 
23 

47 
34 

54   57 

34   28 

51 
37 

54 
35 

44 
29 

36 
23 

34 
24 

35 
21 

45 
32 

49 
37 

46 
26 

29 
24 

37 
28 

37 
30 

30 
22 

25 
20 

28 
18 

39   40 
18   29 

31 
23 

23 
13 

23 

7 

14 

2 

25 
2 

35 

49 
33 

50 
28 

28 
21 

38.1 
24.0 

BAKSRSTOWN  4  WNW 

MAX 
MIN 

46 
26 

44 

20 

42 
19 

51   56 
29   26 

56 
23 

45 
26 

51 
23 

45 
13 

35 
20 

36 
22 

48 
29 

50 
18 

55 
27 

45 
33 

42 
38 

47 
25 

39 
17 

32 
18 

30 
16 

38  46 
191  23 

39 
20 

32 

17 

28 

14 

29 
18 

30 
10 

32 
13 

43 
15 

49 

11 

42 
10 

42.0 
20.6 

BEAVERTOWN 

MAX 
■IN 

46 
25 

48 
18 

49 
28 

58   51 
31   25 

53 
44 

55 
29 

50 
28 

39 
20 

35 
22 

35 
21 

42 
31 

57 
29 

57 
25 

45 
27 

34 
31 

35 
27 

34 
23 

31 
22 

32 
20 

40  i  40 
20  j  13 

37 
28 

31 
20 

28 
8 

25 
6 

32 
-  2 

44 

16 

42 
23 

42 

34 

37 
26 

41.4 
23.2 

BELLKKONTE  ROCKVIEW  FARM 

MAX 
MIN 

43 
29 

44 

18 

37 
19 

39'  40 

31   32 

55 
25 

53 
33 

54 
31 

40 
22 

39 
22 

33 
18 

34 
20 

43 
18 

57 
37 

48 
28 

34 
28 

36 
29 

35 
29 

35 
20 

25 
20 

32 
23 

43 

26 

39 
28 

31 
20 

r. 

29 
13 

27 

3 

34 

15 

41 
26 

45 
29 

37 
18 

39.1 
23.4 

BERWICK 

MAX 
MIN 

49 
29 

41 
20 

46 
28 

59 
32 

56 
26 

55 
44 

57 
28 

53 
29 

39 

22 

38 
25 

38 
22 

48 
31 

52 
32 

49 
37 

41 
26 

38 
30 

37 
28 

35 
24 

30 
21 

32 
22 

38 
13 

40 
13 

37 
28 

30 
14 

27 
12 

24 
9 

29 
-  1 

38 
11 

45 
25 

48 
38 

39 
23 

41.5 
23.9 

BETHLEHEH  LEHIGH  UNIT 

MAX 
MIN 

47 
31 

43 
25 

44 
32 

61 
44 

58 
31 

56 
42 

56 
40 

48 
40 

50 

53 
41 

50 
32 

32 

26 

34 
26 

38 
32 

34 
26 

27 
21 

33 
20 

36 
23 

42 
19 

35 
27 

29 

18 

28 
10 

22 
8 

29 

4 

45 
18 

49 
34 

51 
32 

32 

27 

41.5 
27.0 

BLAIRSTILLE  6  ENE 

MAX 
HIN 

40 
25 

43 

24 

47 
40 

49 
36 

51 
34 

47 
34 

53 
34 

42 
21 

33 
19 

24 

17 

37 
15 

54 
34 

55 
38 

45 
35 

41 
30 

44 
34 

35 
23 

28 
19 

26 
22 

30 
18 

42 
30 

36 
25 

26 
18 

24 
17 

21 
5 

16 

30 
9 

42 
24 

48 
35 

45 
22 

23 
19 

38.0 
24.4 

BRADFORD  4  W  RES  NO  1 

MAX 
MIN 

39 
28 

42 
14 

49 
27 

54 
20 

50 
23 

49 
32 

51 
26 

47 
26 

32 
24 

30 
24 

33 
18 

44 
20 

51 
28 

50 
27 

35 
25 

35 
31 

36 
26 

29 
17 

27 
18 

26 
18 

37 
16 

37 
26 

30 
20 

25 
15 

23 
8 

19 
-15 

26 
-  5 

42 
9 

47 
33 

45 
26 

28 
19 

37.7 
20.1 

BROOKVILLE  AIRPORT 

MAX 
MIN 

38 
21 

42 
17 

50 
29 

53 
25 

51 
25 

48 
35 

52 
29 

35 
20 

34 
12 

30 
16 

35 
13 

49 
29 

53 
34 

50 
32 

34 

31 

38 
32 

34 
28 

29 
16 

26 
23 

30 
19 

46 
30 

36 
30 

30 
23 

27 
18 

21 
8 

20 
0 

30 
8 

41 
26 

50 
35 

44 

24 

28 
22 

38.2 
22.9 

BURGETTSTOWN  3  W 

MAX 
MIN 

43 
23 

44 
17 

48 
18 

49 
27 

55 
26 

54 
31 

46 
26 

54 
26 

38 
9 

37 
9 

30 
9 

50 
10 

54 
29 

59 
29 

46 
30 

60 
39 

61 
26 

40 
23 

31 
23 

32 
21 

40 
25 

49 
21 

33 
22 

32 
18 

30 
18 

23 
-  3 

25 
-  3 

35 
10 

45 
11 

52 
32 

35 
23 

42.9 
20.1 

BURNT  CABINS  2  KE 

MAX 
HIN 

47 
19 

38 
15 

42 
30 

53 
26 

50 
22 

54 
36 

53 
24 

44 
25 

39 
14 

34 
15 

61 
40 

56 
32 

36 
28 

32 
31 

38 
24 

30 
22 

27 
22 

37 
20 

42 
23 

37 
25 

32 
22 

29 
12 

29 
8 

29 
0 

36 

-  4 

46 
13 

45 
31 

39 
29 

30 
24 

40.2 
21.7 

BUTLER 

MAX 
MIN 

46 
32 

42 
17 

49 
32 

53 
23 

58 
27 

57 
38 

52 
26 

54 
29 

38 
14 

38 
20 

30 
13 

50 
29 

50 
36 

55 
35 

46 
35 

44 
35 

45 
30 

31 
19 

31 
25 

31 
26 

43 
30 

46 
29 

34 
25 

30 
23 

30 

15 

20 
2 

29 
18 

40 
25 

50 
36 

51 
33 

35 
24 

42.2 
25.8 

CANTON  1  NW 

MAX 
HIN 

39 

29 

42 
19 

37 
19 

47 
32 

50 
34 

52 
37 

48 
32 

48 
31 

42 
18 

37 
19 

31 
19 

47 
21 

41 
31 

52 
30 

39 
21 

33 
22 

32 
26 

34 
17 

34 
17 

.  24 
17 

29 
16 

39 
24 

38 
25 

28 
8 

18 
2 

20 
0 

17 
2 

29 
7 

40 
25 

44 
32 

42 
19 

37.2 
21.0 

CARLISLE 

MAX 
MIN 

48 
21 

45 
18 

48 
27 

61 

55 
24 

58 
40 

55 
25 

50 
30 

43 
23 

38 
23 

39 
18 

45 
28 

62 
34 

60 
34 

46 
26 

34 
27 

40 
27 

35 
22 

32 
20 

34 
21 

38 
25 

44 
13 

40 
21 

40 
20 

32 
13 

20 

7 

33 
-  3 

42 

7 

41 
22 

45 
34 

38 
25 

43.3 
23.0 

CHAMBER  SBURG 

MAX 
MIH 

50 
24 

40 
22 

43 
30 

59 
35 

52 
28 

56 
32 

57 
30 

47 
31 

39 
25 

37 
24 

36 
17 

42 
30 

63 
35 

59 
39 

41 
30 

35 
25 

41 
27 

35 
27 

30 
24 

34 
21 

44 
23 

44 
27 

34 
22 

33 

18 

30 
13 

25 
9 

33 
0 

45 
16 

38 

24 

43 

34 

35 
27 

41.9 
24.8 

CLARION  3  SW 

MAX 

MIN 

41 
23 

43 
14 

43 
30 

56 
23 

53 
23 

51 
33 

54 
23 

47 
31 

38 
11 

30 

15 

36 
11 

48 
22 

48 
28 

54 
26 

38 
29 

40 
31 

39 
26 

31 
13 

29 

21 

31 
12 

44 
25 

36 
24 

32 
21 

29 

12 

23 
9 

23 
-  3 

31 
2 

42 
23 

49 
31 

48 
26 

30 
20 

39.9 
20.5 

CLAYSVILLE 

MAX 
MIN 

45 
25 

50 
23 

50 
41 

56 
29 

56 
31 

60 
39 

52 
26 

39 
29 

38 
13 

34 
18 

40 
12 

55 
39 

61 
41 

56 
40 

54 
40 

62 
41 

42 
28 

31 
21 

30 
27 

32 
27 

49 
31 

37 
23 

32 
23 

27 
19 

23 
15 

24 
-  1 

35 

4 

47 

14 

52 
33 

49 
26 

30 
22 

43.5 
25.8 

COALPOBT 

MAX 

MIN 

43 
29 

39 
12 

42 
12 

44 
31 

40 
24 

48 
25 

47 
27 

56 
25 

38 
13 

37 
12 

31 
13 

51 
16 

28 
25 

38 
22 

43 
26 

39 
25 

26 
15 

30 
16 

22 
-  2 

22 
0 

32 
6 

44 
23 

45 
25 

42 
20 

38.6 
18.3 

COATESTILLE  1  SW 

MAX 

HIN 

47 
23 

51 
19 

45 
20 

50 
37 

60 
29 

59 
30 

58 
25 

60 
26 

50 
26 

40 
25 

40 
22 

41 
24 

51 
34 

60 
35 

52 
30 

34 
29 

38 
33 

44 
28 

35 
25 

28 
24 

33 

14 

42 
22 

45 
22 

37 
22 

32 
13 

30 
11 

23 
2 

35 
7 

47 
16 

52 
36 

50 
26 

44.2 
23.7 

COLUMBIA 

MAX 
MIN 

51 
28 

45 
22 

45 
34 

62 
33 

56 
30 

57 
46 

58 
28 

51 
35 

46 
26 

40 
26 

40 
24 

50 
30 

60 
36 

35 
39 

45 
30 

35 
32 

44 
35 

41 
27 

30 
25 

39 
23 

47 
25 

47 
22 

40 
29 

35 
23 

33 
17 

24 
11 

35 

5 

45 
13 

42 
26 

52 
39 

39 

27 

44.2 
27.3 

CONFLUENCE  1  SW 

MAX 
HIN 

45 
25 

47 
21 

41 
22 

40 
36 

53 
30 

49 
31 

47 
25 

55 
26 

37 
17 

38 
18 

28 
11 

45 
12 

55 
34 

60 
44 

51 
36 

38 
36 

43 
33 

41 
25 

35 
26 

32 
25 

37 
25 

47 
32 

38 
23 

30 
20 

27 
18 

22 
8 

22 
-  2 

34 
0 

45 

14 

45 
33 

34 
24 

40.7 
23.5 

CORRT 

MAX 

HIN 

40 
30 

44 
20 

52 
32 

55 
24 

52 
28 

50 
34 

49 
33 

43 
26 

32 
26 

30 
26 

33 
20 

46 
33 

49 
34 

51 
30 

35 
28 

41 
34 

36 
27 

28 
21 

28 
23 

31 
21 

38 
28 

36 
30 

32 
22 

27 
19 

19 
9 

18 
-  2 

28 
10 

39 

21 

47 
34 

46 
24 

26 
20 

38.1 
24.7 

COUDERSPOBT 

MAX 
HIN 

39 
28 

39 
13 

48 
27 

38 
29 

49 
21 

42 
32 

52 
28 

49 
25 

36 
29 

30 
19 

34 
20 

40 
27 

52 
25 

51 
27 

41 
24 

36 
31 

36 
27 

33 
22 

29 
16 

32 
19 

39 
24 

38 
30 

36 
21 

28 
16 

26 
12 

22 
-  6 

27 
-  2 

41 
13 

45 
28 

45 

25 

29 
18 

38.1 
21.5 

CURWENS7ILLE  6  NW  AIRPORT 

MAX 

MIN 

39 
20 

34 
19 

44 
34 

51 
34 

45 
30 

44 
31 

52 
27 

35 
15 

34 
12 

27 
17 

29 
11 

45 
24 

50 
35 

49 
28 

31 
24 

33 
28 

32 
22 

28 
13 

21 
19 

28 
17 

37 
25 

34 
25 

25 
18 

27 
13 

17 

-  1 

18 
-  2 

26 
4 

38 
23 

43 
29 

42 
19 

23 

18 

34.9 
20.4 

DESBT 

MAX 
MIN 

44 
30 

50 
20 

49 
36 

50 
39 

56 
27 

53 
39 

54 
29 

43 
33 

36 
17 

32 
22 

40 

15 

57 
37 

60 
38 

55 
39 

47 
36 

55 
43 

44 
31 

32 
25 

32  31 
27   24 

40 
29 

40 
23 

32 
20 

30 

21 

27 

13 

21 
6 

35 
11 

50 
21 

55 
40 

53 
32 

32 
23 

43.1 
27.2 

DONEGAL 

MAX 

HIN 

41 
22 

45 
14 

45 
35 

48 
22 

53 
21 

47 
33 

53 
24 

36 
18 

33 
10 

23 
10 

36 

5 

52 
30 

56 
36 

50 
34 

42 
30 

50 
33 

37 
23 

28 
21 

28 
22 

29 
18 

42 
25 

36 
23 

26 
16 

24 
11 

19 
6 

18 
-  3 

29 

0 

42 
13 

49 
36 

40 
20 

24 
18 

38.1 
20.2 

DONORA 

MAX 
MIN 

49 

37 

48 
29 

53 
45 

53 
38 

57 
35 

59 
41 

49 
33 

56 
36 

40 
26 

36 
24 

34 
22 

58 
34 

59 
42 

66 
44 

50 

41 

65 
52 

65 
32 

43 
30 

35 
32 

35 
33 

46 
32 

51 
28 

37 
27 

35 
24 

32 

23 

27 
11 

28 
18 

40 
26 

51 
36 

54 
34 

37 
25 

46.7 
31.9 

EAGLES  HERE 

HAX 

MIN 

34 
28 

38 
22 

39 

25 

42 
36 

50 
33 

49 
32 

45 
28 

41 
31 

40 
17 

33 
18 

31 
17 

28 
19 

38 
28 

46 
30 

38 
20 

32 
22 

35 
29 

31 
16 

27 
17 

22 
16 

26 
16 

31 
22 

34 
23 

28 

7 

21 
7 

20 

-  1 

15 

1 

25 
5 

35 
23 

43 
32 

41 

17 

34.1 
20.5 

EAST  WATERFORD  3  E 

HAX 
HIN 

42 
31 

34 

25 

46 
32 

50 
39 

48 
38 

49 
37 

50 
35 

43 
31 

31 
21 

28 
23 

32 
17 

45 
26 

58 
37 

51 
38 

38 
24 

32 
28 

32 
26 

26 
18 

22 
18 

27 
18 

39 
21 

38 
29 

29 
22 

25 
17 

21 

8 

18 

1 

31 
11 

42 
25 

41 
28 

45 
30 

30 
20 

36.9 
25.0 

EBENSBURG 

HAX 

MIN 

40 
28 

38 
19 

40 
28 

43 
31 

46 
31 

46 
41 

44 
28 

54 
29 

34 

15 

34 

19 

26 
13 

46 
25 

49 
38 

54 
35 

46 
28 

32 
29 

36 
27 

30 
17 

27 
17 

25 
17 

36 
22 

41 
25 

32 
20 

25 
14 

23 
13 

18 
-  1 

22 

2 

33 
20 

43 
31 

44 
29 

30 
18 

36.7 
22.8 

EHPORIUH 

MAX 
MIN 

44 
28 

32 
15 

40 
16 

45 
29 

56 
28 

51 
30 

40 
28 

56 
26 

38   38 
15   14 

34 
20 

38 
27 

42 
29 

56 
28 

43 
28 

35 
28 

37 
31 

32 
20 

31   25 
23'  20 

,32 
21 

41 
32 

37 
25 

31 
20 

2€ 
13 

19 
-  2 

23 
-  5 

47 
-  2 

45 
31 

41 
34 

35 
22 

38.5 
21.7 

EPHRATA 

MAX 
MIN 

52 
27 

44 

24 

46 
34 

66 
42 

60 
36 

59 
45 

58 
32 

50 
39 

42   41 
28   26 

38 
22 

47 
30 

60 
38 

55 
40 

45 
30 

35 
31 

38 
29 

38 
25 

30 
25 

39 
22 

42 
19 

44 
24 

39 
28 

36 
23 

32 

13 

28 
9 

32 

4 

45 
15 

45 
34 

57 
44 

45 
25 

44.8 
27.8 

ERIE  WB  CITY 

HAX 
MIN 

40 
33 

48 
28 

54 
41 

56   57 
37I  42 

52 
36 

48 
38 

41 
29 

34 

30 

34 
27 

40 
26 

48 
40 

50 
38 

42 
31 

39 
31 

48 
36 

37 
26 

32 
27 

31 
27 

35 
28 

42 
34 

40 
32 

32 
25 

29 
24 

27 

14 

23 
14 

33 
18 

42 
30 

51 
38 

38 
24 

33 
24 

40.5 
29.9 

EVERETT 

HAX 
MIN 

48 
11 

50 
17 

42 
22 

55 
19 

50 
24 

54 
34 

56 
24 

44 
26 

36 
8 

35 
22 

34 
15 

55 
30 

64 
40 

60 
36 

42 
31 

36 
22 

1 

44 
29 

33 

25 

30 
25 

33 
23 

48 
23 

43 
29 

32 
14 

30 
17 

21 

23 

1 

3S 

-  3 

46 
21 

41 
26 

42 
17 

32 
20 

42.1 
21.2 

See  reterence  notes  following  S-ation  Index. 
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DAILY  TEMPERATURES 


ill 


Table  5-Continued 


PEinSTLTAaU 
DECEXBEB  1948 


Station 


FARRELL  SHAKON 

FORD  CITT  4  S 

FRANBXIN 

FREDERICKSVILLE  1  SE 

FREELAND 

GEORGE  SCHOOL 

GETTYSBDRG 

GORDON 

GREENSBURG  2  S  FILTER  STA 

GREENVILLE 

HANOVER 

HARRISBCRG  3  S  «B  AIRPORT 

HAWLKY 

HEWITT  2  S 


MAX 
HIN 


MAX 
UIN 


MAX 
UIN 


MAX 

UIN 


UAX 
HIN 


HAX 
IfIN 


HAX 
UIN 


HAX 
UIN 


UAX 

UIN 


HAX 
UIN 


HAX 
HIN 


HAX 

HIN 


HAX 

UIN 


HAX 
HIN 


HOLTWOOD 

HUNTINGDON 

INDIANA  2  SE 

INDIANA 

JAUESTOWN  2  NV 

JOHNSTOWN  1 

KANE  1  NW 

LANCASTER  2  NE  PUUP  STA 

LANCASTER  3  NE  EXP  FARU 

LAWRENCEVILLE 

LEBANON 

LEWISTOWN 

LOCK  HAVEN  1 

UARCCS  HOOK 

UARTINSBURG  BLAIR  CO  AP 
HAUCH  CHUNK  1  SW 
HEADVILLE  1  S 
KERCER  BIGHWAT  SHED 
HIDDLETOWN  OLMSTED  FIELD 
HIDLAND  PAU  NO  7  LOWER 
HONTROSE  3  E  HIGHWAY  SHEB 
NEFFS  MILLS  4  NE 
NEWBURG  3  W 

NEW  CASTLE  1  N  PUMP  STA 
NEWELL 


HAX 

HIN 


Day  of  month 


HAX 

UIN 


UAX 
HIN 


HAX 

UIN 


HAX 
HIN 


HAX 
MIN 


HAX 
UIN 


HAX 
UIN 


HAX 
UIN 


HAX 
HIN 


HAX 
HIN 


HAX 
HIN 


HAX 
HIN 


HAX 
MIN 


UAX 
MIN 


UAX 
HIN 


HAX 
HIN 


UAX 
HIN 


HAX 
UIN 


HAX 

HIN 


UAX 

UIN 


UAX 
UIN 


UAX 

UIN 


UAX 
UIN 


UAX 
UIN 


18 


38 


46i  48 
29   25i 


40   44 
27   26 


39   41 
2S   20 


48   47 


60 
36 


54 


43   57 

21i  26 


56 
23 

59 
37 

49 
32 

46 
30 

4l! 
28j 

4 


56   59 
31   26 


48   50 
41   34 


55   57 
30   46 


54   5S 


27   35   32   22 


38 
27 


10 


11   12 


14   15 


34   47   52   50   39 
18   34   33   34   38 


31   50   54   57  45 
11   11   28   28   33 


31   41 
18   19 


38   46 
20 1  28 


48   50 
35'  28 


40   50   59 
21   29   40 


37   36 
21   26 


35   45   54 
17   29   31 


40   56 

6   30 


33   47 
14   31 


40  49 
21   22 


54   42 
37   26 


40  35 
31  <  25 


61   55 
35   34 


51   53 
33   31 


64   56 
33   39 


16 


17  '  18 


41   30 
30   23 


44  I  34 
30   17 


43   32 
30   18 


34  1  28 
23   21 


34   32 
27   17 


44 
29 


38 ;  42   35 
31   28 1  25 


19 


35 1  32 
281  23 


20  21 


30  37 
24   27 


22 


48 
27 


23 


24 


45   36   29 
32   25   19 


28   36   40   34 
20   11   10   24 


28   36   32   24   20 
16   27   21   12   6 


32   39   44;  38   30 
21    8   13 1  24   18 


31   29 
20   20 


47   62  46   32 
35  44   31   25 


37;  45   40)  31 

33   36   27   17 


47   37  41   35 
31   31   29   27 


45  44 
29   26 


39   37   28 
111  25   15 


32   48   42   33 
25   30   22   26 


32,  45   39   32 
24   30   30   24 


36   47   45   37 
23   23   29   25 


37  47  63 
24   33   33 


36   48   52 
19   28   29 


45   45 
20   25 


59   36   36 
36'  30  32 


50   28 
26   22 


65 
35 


50 


40   43 


38   37   50  63 
31   28   34   37 


41   35   35   45 
17   11   16   29 


30   40   55   SS 
15   8   32   31 


39   54 
15   33 


31   43 
15   19 


30  42 
18   20 


56 
38 


51   38   37 
38   33   35 


69   51   38 
35   31   31 


54   43  44 
35   32   38 


54   43   43 
38   33   37 


54   40   41 
30   31   33 


53   38 
34   34 


33   45   51 
15'  231  27 


38   50i  60 
20l  26   31 


38   38   37 
27   23   25 


331  35   42   55 
22   18  30,  25 


50 
32 


45   33   34 
26   27   27 


53   41   38 
34   29   31 


60   52   42 
33   31   29 


39 
32 


37 
29 1 


45 
30 


43 
34 


40 
30 


33 
22 


41 
29 


37 
31 


46   30   39 
28   23   28 


34 
28 


46 
27 


33 
19 


31 
19 


40 
25 


33 
20 


30   33 
23   25 


24   29 
10   9 


44   42 
25   35 


32   33 
28   26 


25  26 


27 


22   29 
101-2 


28 


24   35 
2   3 


23   31 
■  2   8 


23   36 
8   10 


33   30 
25   25 


32   32 
25   16 


32   30 
24   19 


31   30 
19   23 


32   31 
25   25 


31   29 
19   16 


32   34 
24   20 


34   25 
24   22 


27  34 
19   15 


3( 


48   S'^ 
2S   32 


37  41  34  31 
22  19  28  21 

35  40  35  25 

3  11  24  3 

53  50  39  42 

20  29  28 

45  43  36  32 

28  28  30  23 

35  49  42  34 

25  27  30  22 

45  35  32  28 

28  26  25  15 

44  42  32  28] 

28  28  24  19 

38  44  36  28 

24  30,  22  18| 

40  so'  35  31 

25  32  27  23; 

29  34  28  26 

22  27  19  6 

43  44  39  32 

17  15  26  21 

33  42  42  36 

17  18  25  22 

39  41  35  26 
10  21  23  13 

40  44  36  32, 
19  13  14  22 

35  45  43  36 

25  23  32  26 

35  41  42  37 

23  ISj  30  20 

35  46{  51  42 

26  32{  33  27 


291  22   32 

14    8|   S 


29 


30 


31 


45  35 
26   15 


46   44 

36   29 


51   51 
15   22 


44   45 

15   28 


23   18   301  20   48  48 
-2-4  -12    1   12   34 


41   50 


17'  10   10 


24   20  33 

I2I  -  2|  -  1 


51   44 

26   22 


49   48 
21   27 


19'  32 

2!   8 


44 

21 


52'  48 
31i  32 


52   49 

37  32 


28   24   24   33   43   49   35  40.0 
17    ll   5   13   22   28   2a{  22-2 


40.6 
26,8 


41.2 
21.4 


40.2 
24.1 


42.2 
23.5 


37.5 
23.0 


43.8 
24.1 


43.3 
27.0 


38.9 
21.3 


43.7 
24.1 


23i  24.7 


45  44.9 
29  26.5 


41.7 
26.8 


39.2 
18.1 


35  47.9 
27  27.3 


35  43.3 
28  29. « 


44  42.7 
28  23.0 


35  41.4 
26  23.0 


33j  41.4 
22  26.4 


30!  241 
21    8 


18!  19 

-  4  -16 


32   24 
12    8 


31   30 
12    8 


20  26 
5   3 


4J 


4S  4U  30   26 

25  291  22   le 


34  38{  251 

10  10  isl 

3d  42  33   27 

26  31  23   20 


45|  3d  31  281 

23  27  22  18 

42  42  35  3 

2]J  la  28  1 

48{  3^  3G  3q 

3e\  3q  30  23 

26!  3S  37  30 

14|  20  23        9 

34  42I  4d  33J 

2^  2S  28  20 

38  48  38  36 

22|  28|  22  18 

47)  3d  3l|  29 

3^  28l  23  21 

44  47  34  Sli 

30  2 


33i  31i 

20  8| 

34  27i 

14  6 

39  33 

22  15 

22  21 

T  4 

27I  18 

71  8 

30  18 

18  Of 

23i  21 

12  4 

30  23 

'^  '"] 

26J  24| 


46 
10! 


32 
6l 

4^ 


48     45 
25     35 


3T  42.3 
25I  26.7 

29  36. S 
20i  18.5 

40|  43. S 
2St  24.0 

52I  43.5 
2^  24.3 

291  39.1 
22  20.8 


50     46i     32I  42.4 
12     37     25  23.2 


42 
19 


411 
91 


27|     39     47     44 
5     22i     34 


25     3&     46      38 

3       61     28     34 


38 
20 


1 
2 

3^ 
11! 


Ill 

20 
<1 


1     l^ 

28|      24! 
21) 


7|      24      2i     211        a 


33 
8 

44 

23 

28 

.1^ 

23 

1 

33 

4 

31 

141 

31 

S 

39 
22 

33 

5 

45 
9 

35 
13 

20 

12 
-   2 

29 
2 

25 
-  7 

37 
-  i 

34 

4 

38 
6 

3; 

42 
23 

37 
17 

24 

44 

25 

45 

32 

36 
14 

*<^ 
29 

48 

34 


s? 


42.2 
24.4 


38  40.6 
24  23.2 


55  54  48.6 

39  31  32.2 

4ll  28  38.6 

25  22  24.3 


42  37.8 
25  20.3 


34  39.0 
231  23.4 


30  40.5 
20  24.1 


42     44     34  42.2 
26     35     28  26.4 


40 


ivi 


4Sl 
18 

40 
20 

,  IS 

hi 


id 

35 
25 


34  41.6 
2a  28.0 


35. 4 
19.6 


37  40.4 
25  20.2 


25  37.1 
18  20.0 


42     33  41.3 
25l     23  24.0 


3S  44.0 
2S   28.7 


See  reference  notes  following  Station  Index. 
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•bU  5-Continu«d 


DAILY  TEMPERATURES 


PKHNSTLVAIIIA 
OECEMBU    1048 


StatiOD 


10 


11   I  12  I  13 


Day  of  month 

I 


14      15      16      17      18     19  ,  20  i  21  I  22  I  23  ;  24  I  23  ,  26     27  I  28  I  29     30    31 


Tsc 


BWPORT 

■ALMERTON 


■AX 
HIN 


MAX 
lUIN 

'ARK  PLACE  1  NW  WB  AIRPORtMAX 
UIN 

•HILADELPBIA  DREZEL  INST   HAX 
MIN 

•hiladelpbia  franelin  insljuax 
Ihin 

VILADELPHIA  WB  AIRPORT       IllAX 

HIN 

'HILADELPBIA  POINT  BREEZE  MAX 
UIN 

'HILADELPBIA  SHAWMONT     {MAX 
;MIN 

'HILADELPBIA  WB  CITY      ^UAX 
IN 


■BILLIPSBIIKG   7   E  AIRPORT 

'BOENIXVILLE  1  E  PUMP  STA 

'ITTSBURGH  7  SE  WB  AP 

'ITTSBDBGH  WB  CITY 

ORT  CLINTON 

'DTNEYVILLE  2  SE 

inAEBRTOWH 

£ADING  WB  CITY 

BTREAT  FARMS 

:IDGWAY 

CRAjrrON  WB  CITY 

HIPPENSBURG 

OMEKSET  WATER  WORKS 

IPRINGS    1    SW 

TATE  COLLEGE 

TRODDSBDRG  SUBSTATION 

lUNBURY   2   N  AIRPORT 

'AMARACK   2   S  FIRE  TOWER 

'lONESTA   2    SE  DAM 

'ITUSVILLE  2   S 

'OWANDA 

■UNKHANNOCK   1    S 

INIONTOWN 

rARREN 

fAYTTESBURG   1   E 

rELLSBOHO 

FELLSVILLE 

rEST  CHESTER 

riLLIAMSPORT  4  E  WB  AP 

riLLIAMSTOWN 

rORK  3  SW  PUMPING  STA 


MAX 

HIN 

MAX 
MIN 

MAX 

UIN 

MAX 
MIN 

MAX 

HIN 

MAX 
HIN 

HAX 
HIN 

MAX 

HIN 

HAX 
UIN 

MAX 
UIN 

HAX 

UIN 

MAX 

HIN 

MAX 

UIN 

HAX 
HIN 

MAX 

UIN 

MAX 
HIN 

MAX 
MIN 

HAX 

UIN 

MAX 
UIN 

HAX 

HIN 

MAX 
UIN 

HAX 
HIN 

HAX 
HIN 

HAX 
MIN 

MAX 
HIN 

MAX 
HIN 

MAX 
UIN 

HAX 
MIN 

MAX 
UIN 

UAX 
HIN 

UAX 
UIN 


46 
22 

49 
27 

43 
28 

53 
34 

53 
36 

52 
32 

52 
30 

52 
30 

52 
36 

38 

19  ( 

53  I 
24 

44 

30 

46 
32 

42! 
27 

43 
28 

49 
27 

51 
28 

49 
29 

45 
33 


50 
17 

42 

21 

35 
22 

46 
33 

47 
32 

47 
29 


44 

19 

45 
29 

46 
30 

48 
42 

52 
36 

50 
37 


47   50 
33   41 


45   46 
25   33 


46   49 
34   42 


46 
19 


48 
24 


51  j 
27! 


45 
20 


42 

29 

45 
29 

49  I 
43 

51  i 

43  1 

42! 

22 

42 
21 

43  j 

28 


45   50 
27  I  35 


42 
20 


33 

25 

50 
24 

40 
22 

43 
20 

43 

14 

42 
24 

40 
18 

43 
28 

37 
22 

45 
31 

51 
20 

47! 
27 1 

38  j 
28! 

44 
31 

38 
29 

46 
31 

41 
31 

51 
31 

41 
29 

44 
21 

41 
22 

50 
25 

51 
27 

46 
27 


42 
30 

42 
32 

47! 
33 

39 
32 

45 
20 

t         I 

39!  42 
22 j  29 j 

40J  33 
20   20 


39 
15 

42 
17 

44 
18 

46 

15 

53 
22! 

46 

18 

50 
15 

46 
14 

41 
18 

46 
27 


43 
16 

54 
31 

48 
32 

44 
22 

51 
43 

52 
30 

51 
31 

41 
14 

46! 
301 

47I 
36 


44 

29 

61 
34 

51 
38 

61 
45 

63 

46   40 

61   58 
44  I  38 


59 
22 

56 
27 

50 
36 

58 
40 


63! 
49  1 

61 
31 

61  i 
48 

48 
27 

64 
43 

54 
37 

49 
35 

53 
33 

50 
23 

59 
42 

64 
43 

45 
32 

50 
25 

56 
37 

60 
38 

52 
31 

50 
30 

54  i 
33  I 

45 
34 

58 
32 

44 
31 

50 
26 

55 
23 

56 
30 

47 
29 

56 
35 

55 
25 

56 
28 

50 
27 

58 
43 

61 
45 

57! 
291 


57!  55 
41 1  26 


46 
35 


56 
25 


54 
28 


40! 
17 


50   50 
37   32 


60  60 
46!  41 


62 
41 


60  60 
47   44 


60   60 
40   24 


53 
35 

55 
40 

55 
26 

45 

21 

55 
28 

59 
38 

54 
28 

48 
27 

55 
35 

57 
30 

54 
22 

50 
24 

53 
35 

55 
31 

55 
30 

43 
29 

45 
27 

51 
29 

57 
31 

55 
25 

57 
31 

54 
30 

53 
23 

50 
31 

58 
25 

58 1 
33| 

52} 
29' 

55' 
26 

61 
28 


49 
33 

39 
24 

38 

27 

36 
22 

44 
32 

37 
20 

30 
20 

31 

17 

S3 
41 

42 
33 

41 
31 

42 
30 

53 
47 

49 
32 

41 
30 

49 
28 

59 
33 

42 
32 

30 
36 

41 
26 

52 
40 

41 
34 

41 
30 

41 
26 

52 
45 

45 
27 

50 
37 

49 
24 

53 
39 

42 

34 

41 
32 

40 
30 

39 
21 

34 
12 

27 
13 

30 
11 

53 
32 

47 
22 

42 
24 

42 
19 

42 
27 

34 
25 

28 
22 

39 
19 

41 
30 

38 
25 

31 
25 

44 
23 

50 
29 

51 
24 

39 

22 

37 
21 

52 
22 

36 
9 

35 
8 

30 
8 

50 
31 

43 
25 

39 
26 

38 
20 

50 
35 

40 
31 

40 
29 

39 
26 

46 
28 

39 
20 

39 
24 

36 
19 

55 
25 

38 
17 

39 

16 

33 
18 

45 
32 

37 
26 

35 
28 

36 
25 

47 
34 

42 
25 

35 
26 

36 
20 

38 
24 

38 

12 

28 
16 

37 
5 

40 
27 

34 
16 

24 
16 

38 

5 

41 
28 

38 
23 

32 
22 

33 
20 

56 

31 

51 
21 

41 
21 

40 
23 

45 
31 

39 
22 

36 
24 

35 
23 

50 
30 

37 
16 

34 
14 

28 

17 

52 
27 

45 
23 

36 
17 

32 
15 

44 
26 

37 
22 

28 
20 

32 
16 

47 
25 

42 
22 

35 
24 

37 
18 

57 

24 

48 
15 

39 
21 

35 
17 

43 
29 

38 
20 

30 
24 

47 
19 

37 
26 

40 
24 

33 
16 

35 
20 

43 

25 

39 
13 

30 
18 

44 
10 

55 
24 

43 
20 

39 
18 

33 
21 

48 
30 

42 
28 

36 
22 

36 
18 

50 
36 

39 
29 

40 
29 

39 
24 

44 
28 

39 
23 

35 
26 

35 
25 

49 
28 

40 
24 

35 
20 

36 
19 

53 
33 

44 
26 

38 
22 

40 
20 

37 

16 

42 
25 

62 
26 

53 
27 

.  34 

26 

1  35 
23 

45 
31 

56 
36 

48 
32 

32 

27 

33 
28 

38 
30 

42 
24 

51 
36 

51 
30 

32 
21 

33 
22 

34 
26 

53 
35 

61 
48 

53 
38 

38 
31 

39 
34 

46 

35  1 

32 

62 

51 
45 

48 
31 

44 
30 

47 
37 

54 
33 

61 
40 

52 
36 

36 
31 

41 
35 

47 
33 

55 
34 

64 
44 

53 
37 

39 
30 

40 
30 

46 
34 

53 
47 

60 
36 

52 
38 

42 
30 

42 
30 

45 

35 

53 
36 

61 
48 

53 
38 

38 
31 

41 
35 

46 
36 

46 
26 

53 
36 

52 
28 

30 
25 

34 
29 

38 
21 

53 
26 

62 
32 

S3 
34 

46 
30 

35 
31 

44 
33 

55 
39 

62 
41 

54 
39 

52 
37 

60 
37 

38 
27! 

58 
44 

62 
41 

56 
42 

45 
39 

51 
41 

41 1 
30 

35 
22 

47 
30 

54 
32 

47 
28 

34 
28 

36 
31 

48 
8 

48 
25 

54 
28 

43 
26 

38 
25 

40 
24 

48 
29 

55 
34 

50 
34 

40 
27 

36 
29 

41 ! 
33 

50 
35 

59 
38 

51 
36 

35 
30 

37 
33 

39 

34 

47 
31 

50 
34 

47 
31 

35 
25 

35 
24 

371 
27 

44 
17 

46 
30 

54 
27 

45 
26 

35 
30 

36 
30 

47 
33 

51 
35 

48 
28 

30 
26 

38 
30 

39 
29 

41 
29 

63 
39 

60 
45 

45 
31 

33 
30 

41 
31 

52 
27 

60 
41 

55 
38 

40 
31 

40 
32 

40 
29 

52 
25 

59 
44 

52 
34 

40 
30 

47 
33 

39 
25 

49 
32 

58 
41 

56 

31 

32 
28 

34 
31 

35 
29 

39 
24 

44 
32 

57 
32 

49 
27 

32 
28 

35 
28 

45 
33 

57 
31 

48 
32 

32 
28 

34 
32 

36 
29 

31 
16 

42 
28 

52 
30 

41 
21 

30 
21 

32 
26 

35 
18 

48 
32 

55 
28 

45 
29 

37 
30 

41 
27 

46 
29 

49 
32 

50 
30 

36 
29 

40 
32 

38 
27 

45 
31 

58 
26 

52 
29 

30 
23 

37 
28 

38 
27 

39 
22 

48 

26 

57 
29 

42 
21 

34 
23 

39 
27 

57 
46 

62 
47 

55 
42 

60 
40 

62 
43 

43 
29 

44 
30 

55 
29 

53 

28 

36 
29 

39 
34 

39 
27 

58 
28 

63 
40 

57 
41 

62 
37 

64 
44 

47 
29 

35 
23 

40 
27 

55 
29 

42 
22 

35 
23 

36 
25 

46 
28 

61 
30 

53 

34 

43 
30 

35 
31 

38 
27 

51 
29 

61 
42 

51 
35 

35 
29 

37 
32 

44 
30 

41 
37 

49 
34 

46 
30 

32 
26 

36 
31 

36 
29 

45 
30 

59 
31 

51 
37 

42 
27 

34 
30 

36 
30 

51 
31 

64 
34 

56 
39 

44 
31 

36 
33 

40 
28 

40   35 
22   21 


33 
23 

27 
17 

36 
30 

44 
30 

37, 
30  j 

36 
30 

37 
26 

37 
31 

25 
16 

38 
27 

30 
23 

32 
26 

37 
25 

31 
11 

34 
25 

35 
28 

39 
28 

32 
15 

29 
22 

37 
26 

32 
23 

30 
20 

30 
22 

39 
26 

34 
24 

26 
15 

31 
15 

27 
14 

33 
22 

39 
19 

35 
26 

30 
19 

37 
24 

35 

20 


35 
27 

33 
23 

34 
24 

40 
27 


27 
21 

23 
16  j 

30 
25 


28 
20 

33 
13 

25 
17 

32 
27 


34   291  36 
24   24   22 


26   33 

22   18 


29! 
21 


35!  38 

25i  21 


39   40   43 
23   10   18 


34   42   36 
13   13   26 


37  I  35 
22  I   9 


32   37 
17   24 


44   46 
37   34 


38 
30 


43  47   41 1 

25  32  .  32 

45!  ^5   37 

19  25   30 


46   47 
24   35 


42   42 
15   23 


38 
30 


47'  38 
37   30 


35   28 
27   19 


45 
29 


38 
28 


41  j 

31 


30 
25 


431  36 

19  28 

401  38 

18'  27 


36 
24 

34 
26 

38 

27 

29 
21 

28 
20 


35 
26 

35 
20 

35 
22 

36 
21 

36 
26 

42 
26 

35 
25 

32 
21 

34 
24 

39 
25 

35 
21 

37 
28 

33; 
25! 

37i 
291 

42I 
25 


28  j 
9 

24  1 

7| 

29 
13 

32  j 

30 
13 

30 
13 

30 
14 

30 
13! 

19 

1 

31 
13 

24 

11 

25 
13 

29 

7 

29 
13 

26 
5 

29 
12 

ae 

13 

28 
11 

25 
8 

30 
16 

20 
9 

19 

7 

24 
8 

32 

12 

28 
12 

23 
10 

39 
15 

28 
8 

24 
6 

27 
6 

26 
13 

21 

7 

26 
15 

29 
12 

30 
12 

29 
13 

23 
10 

27 
8 

32 
17 


30  I  26 
5-3 

21  '  29 

0-5 

13   24 

1  '   5 

23   36 
13   15 


24   36 
13   12 


22  !  37 
13   13 


25   34 

13    SJ 


24   35 
13   17 


46   42  , 
6   31 


30 

4 


33 
7 

36 
-  1 

23 
8 

33 

11 

25 
12 

36 

15 

22 
10 

20 
5 

22 
6 

21 
0 

22 

25 

-  9 

-10 

16 

27 

7 

3 

26 

35 

9 

4 

21 

32 

1 

-  3 

18 

29 

1 

-  2 

21 

33 

5 

10 

28 

24 

9 

2 

22 

28 

7 

5 

20 

16 

-  4 

-  4 

21 

23 

-  1 

-  1 

23 

28 

-  3 

6 

21 

33 

6 

-  3 

23 

17 

4 

-  6 

24 

36 

8 

13 

26 

29 

-  2 

4 

25 

36 

2 

3 

21 

23 

2 

0 

22 

33 

7 

-  3 

23 

37 

10 

8 

22 

25 

4 

0 

21 

32 

8 

-  3 

25 

36 

10 

Q 

35   49 
9   23 


46  55 

27  36 

37  47 

34  32 

40  55 

19  31 

51  58 

26  38 


49   50 
91  18 


43   51 
24   39 


45 
28 

53 
42 

28 
3 

41 
12 

31 
7 

41 
17 

40 
6 

45 
18 

45 
18 

55 
33 

38   42 
24   28 


41   44 
27   34 


39 ,  42   47 
16   25   32 


50   53 
26   27 


47   56   56 
29   33   39 


38   37   43 
25   30   21 


54 
46 

42 
25 

43 
26 

42 
28 

50 
27 

52 
40 

54 
36 

48 
35 

49 
33 

47 
29 

42 

34 

45 
30 

43 
24 

42 
29 

49 
33 

40 
29 

42 
30 

35 
22 

45 
25 

46 
28 

50 
38 

49 
28 


49!  41 

33!  23 

53  52 

26  28j 

44  42 

26  34 


50  43 
i4   24 


41  42.4 
23  18.9 


32  40.3 
27  22.7 


36.  S 
22.5 


38  44.9 
29  32.8 

55  48.6 
29  33.2 

40  44.8 

29  29.6 

43  46.1 

30  32.1 

33  44.9 
30  28.9 

39  45.2 
30  33.3 

25  35.3 
18  19.8 

47  46.5 
28  24.9 

30  42.0 
23  28.3 

33  43.5 

26  30.8 


40.1 
21.3 


35  39.0 
16  16.7 


46  41.9 
27  23.6 


43.5 
28.7 

40.1 
23.8 

39.5 
20.4 

39.2 
25.3 

42.3 
27.0 

39.5 
22.0 

38.4 
21.7 

38.7 
26.1 

42.0 
21.5 

39.3 
24.7 

'34.8 
20.0 

39.3 
20.5 


26  38.7 
20  23.2 


40.5 
21.7 

40.7 
19.0 


30  45.9 
24  29.5 

27  39.8 
21  22.9 

31!  45.5 
22I  24.0 


38.7 
19.7 


38  43.8 
26  28.2 

28  38.4 
23  23.5 

38  41.6 
23  24.0 


45.4 
26.3 


See  reference  notea  foUowiii?  Station  Index. 
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DAILY  TEMPERATURES 

DECEMBER 

1948 

Table  5-Continued 

Day  oi  mouth 

« 

Station 

1 

2 

3 

4 

5 

6 

7 

8 

9   10 

11  i  12  '  13  '  14   15   16 

17 

18   19   20  '  21   22 

23   24 

25  26  27  28 

29  I  30  31 

1 

DELAYED  DATA 

MAY  1948 

i 

SCRANTON  WB  CITY 

MAX 
HIN 

61 
40 

71 
35 

59 
46 

69 
40 

56 
48 

71 
42 

53 
46 

48 
41 

74 
40 

80 
59 

91  i  79 
59   61 

61 
51 

53 
47 

64 
48 

57 
52 

71 
53 

57 
49 

57 
43 

61   75 
43   45 

i 

57 
43 

74   71   72   76   79   79 
44   54   54   48   51   65 

1 

71   74 
65  60 

74 
54 

68.2 
49.2 

JULY  1948 

1 

1 

!    ;     :    t 

SCRANTON  WB  CITY 

MAX 

MIN 

78 
61 

76 
58 

76 
61 

85 
59 

90 
62 

80 
62 

72 
55 

80 
52 

84 
54 

85 
60 

88   91   80 
60   66  1  69 

80 
66 

83 
60 

82 
59 

76 
65 

1 

83 
65 

83 
61 

86 
59 

86 
66 

86 
69 

77 
65 

78   78   79   86   84 
60   55   58   72   68 

85   90   84 
61   61   71 

82.3 
61.9 

AUGUST  1948 

', 

COUDERSPORT 

MAX 
HIN 

80 
51 

80 
56 

81 
46 

79 
50 

74 
50 

72 
46 

76 
39 

76 
41 

77 
44 

75 
42 

75   81   78 
44   51   56 

75 
51 

80 
45 

80 
48 

81 
49 

78 
49 

78 
55 

78   83 
51   54 

80 
56 

86 
52 

88 
53 

93  95  96  94 
56   58   57   59 

86   80   78 
59   51   51 

81.1 
50.6 

SEPTEMBER  1948 

1 

'    1 

AVOCA  WILKES-BARRE  AP 

MAX 

MIN 

72 
47 

77 
48 

81 
61 

81 
61 

86 
61 

83 
63 

78 

65 

79 

65 

86 
64 

64 
57 

74 
53 

84 
54 

90 
61 

74 
53 

70 
.45 

70 
51 

77 
50 

87 
62 

79  1  76  1  63 
64   63   47 

60 
37 

61 
39 

55 
49 

68  74  78  81 
46   41   42   45 

81  1  65 
48   57 

75.1 
53.3 

BURGETTSTOWN  3  W 

MAX 
HIN 

76 
36 

75 
39 

82 
43 

86 
50 

87 
55 

86 
55 

78 
59 

80 
60 

86 
62 

79 
54 

76 
42 

76  1  87 
42   51 

88 
47 

76 
42 

76   79 
48  ;  46 

88   86   80   79 
50   62   62   59 

62 
43 

63 
36 

65   58   63 
40   43   32 

72   75 
33   36 

74   71 
42   55 

77.0 
147.5 

BUTLER 

MAX 
HIN 

77 
38 

79 
41 

85 
49 

87 
54 

90 
60 

86 
62 

79 
60 

80 
58 

86 
66 

79 

54 

78. 
45 

80   88 
55   57 

90 
53 

79 
43 

79   82 
46  ;  49 

90   85   83   80 
59   64   64   56 

58 
38 

65 
35 

66   58   73 
50   46   34 

74   77 
38   37 

80   72 
40   58 

78.8 
50.3 

PHILADELPHIA  DREXEL  INST 

MAX 

MIN 

77 
56 

78 
60 

82 
63 

80 
64 

83 
68 

85 
64 

83 
66 

85 
68 

88 
72 

75 
62 

81 
59 

85   90 
62   67 

83 
71 

76 
57 

72 
58 

78 
55 

88 
63 

84   83   72   70 
67   67   61   48 

69 
48 

63   67   74 
51   49   48 

78   80   83  1  71 
50   55  1  58  1  64 

1    i 

78.8 
60. U 

OCTOBER  1948 

PHILADELPHIA  DREXEL  INST 

MAX 
HIN 

77 
61 

78 
62 

68 
57 

60 
43 

55 
51 

64 
49 

68 
54 

65 
56 

65 
49 

73 
52 

66  !  69 
60   56 

65 
49 

57 
47 

64 
48 

66 
46 

76 
S3 

51 
38 

53   55   53   55 
34   42   36   37 

59 
46 

54   60   70 
48   50   46 

70   65 
49   45 

72   68 

48  1  45 

61  63.9 
44  48.4 

NOVEUBER  1948 

' 

BETHLEHEM  LEHIGH  UN IV 

UAX 
HIN 

70 
51 

54 
43 

54 
38 

68 
54 

65 
54 

78 
48 

58 
45 

62 
38 

64 
42 

64 
1  44 

53   56   54   49 
37   36   43   35 

52   56 
35   36 

60 
42 

66   66   70   48   45 
42   34   41   37   38 

49   56   49   54 
40   37   34   30 

58   41 
41   32 

38   44      56.7 
3-Z      30      39.6 

July,  1948  -  MinimUH  on  11th  for  Pittsburgh  7  SE  WB  Airport  should  be  66; 
minimum  on  12th  should  be  69. 

August,  1948  -  Hinlmum  on  9th  for  Pittsburgh  7  SE  ITB  Airport  should  be  58; 
maximum  on  15th,  78;  minimum  on  15th,  58;  maximum  on  17th, 
74;  minimum  on  17th,  62;  mean  maximum,  81.9. 


September,  1948 


Hinimum  on  lOtb  for  Pittsburgh  7  SE  WB  Airport  should  be 
60;  minimum  on  13th,  63;  mean  minimum,  56.3. 


ERRATA  FOR  TABLE  3 


May,  1948  -  Monthly  total  for  Jamestown  2  NW  Dam  should  be  3.59. 

Hay,  1948  -  Delete  .10  on  Hay  1  for  Towanda.   Honthly  total  should 
be  5.78. 

October,  1948  -  Amount  on  October  17  for  Horgantown  Lock  10  should 
be  .01;  monthly  total,  2.32. 


ERRATA  FOR  T.4BLE  4 


November  1948  -  Data  on  17th  for  Jackson  Summit  should  be  shown  in  the  A.H.  columns. 

November  1948  -  Data  on  27th  for  Lancaster  2  NE  Filter  Plant  should  be  shown  in  the 
A.M.  columns. 

November  1948  -  Data  for  Meadville  for  the  23rd  should  be  as  follows: 

6  A.M.,  .01;  7  A.H. ,  .01;  8  A.M.,  .01;  10  A.M. ,  .01;  Total,  .04. 


\ 
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DAILY  RIVER  STAGES 


ible? 


PEnSTI.VAIItA 
DECtimn    IS48 


Rival  and  Station 


Day  of  month 


10     11 


12     13     14     15     16     17 


18 


19    20     21    22    23    24    25    26    27    28    29    30    31 


BVYLKILL 

ElOING 

EILADKLPBIA 


ST    BIUXCH 

MOVO 

ILLIAISPORT 


SQOEEANKA 
UNmrRY 
ILKES-BARRE 
ARRISBURG 


LEGHENT 

ARREN 

HANKLIN 

areers  landing 
chenley  lock  5  lower 
:hkklky  locs  5  upper 

QSGROrE  LOCK  8  LOIER 
!>SGBOVE  LOCI  8  UPPER 
STRONA  LOCK  4  LOWER 
»THO»A  LOCK  4  UPPER 
^KETONIA  LOCK  3  LOWER 
CMETONIA  LOCK  3  UPPER 

5EIIIINETAS 

U.TSBURG 

JNDERGRIFT 

[IGHIOCHENT 
SNFLUENCE 
UTSRSTILLK 
JNKELLSVILLE 

lONGAHELA 

iARLEROI  LOCK  4  LOWER 
URLEROI  LOCK  4  UPPER 
lEENSBORO  LOCK  7  LOWER 
lEENSBORO  LOCK  7  UPPER 
;    KEESPORT 

ro 

JRAOPOLIS  DAM  2 

[TTSBURGH 

[DLAND   DAM    7    LOWER 

[DLAND   DAM    7    UPPER 


3.6       2.<       2.4 


hl6 
14.: 


14.: 

13. < 
13.! 


13.; 

16.1 
12. i 


15. ( 
17. f 

14.: 

13.7 
5.f 


13.; 

12. « 
12. ( 
15. f 
12. 
10. < 


2.d 


hl6 
12.; 

15.:   15 


3.4|      3.3f      3.;       3.4 

4.4 
6.1 

2.1 


3.q     3.a|     3.4      3.4 

5.4 

6.3 

2.4 


3.4      3.0      3.0      3.2      3.2 


2.( 
3.( 
3.1 

13.4 
12. f 
12. ( 
15. e 


12. S 
12. 

12. at 

15. <f 
11.6 
10.4 
14.  ( 
13.  < 


12.; 
12.! 
15.! 


6.1 
5.S 
16. f 
15.1 
15. f 
17.4 
16.  ( 
13.; 


12. S 
9.7 


7.« 
12.! 
8.; 


14.; 
17.: 

12.7 
12.7 

5.; 


12. £ 
12.1: 
4.! 


11.! 
16.6 
12.1 


11. S     11.1 
hl6.ghl6 

10.! 


19.6 
19.9 
19. C 
15. E 
7.£ 


18.9 
15.9 
6.S 


10. E    11 
16.ehl6.7 


13. « 


18.9 
19.6 
17.1 
14.! 
7.C 


13.7 
16.: 
13.; 

11. e 

14. i 

14.; 


1.0      1.0      4.7 


2.7b  2.;g  2.:b;  i. 

3.Sg    3. eg    3.4g    2.:a    2. 
4.3 


:e    2.6g    5.4gl6.4 


3.e     3. 

3,C       3. 

2.(  2. 
12.;  12. 
II.!  11. 
Il.fcl2. 
15.^cl5.ecl5. 


11.; 


5.6s   5.3g   5.0s  4.9g  4 


6.: 

6.7 
5.0 
14.6 
13.2 
C(cl3,9 
16.4 
13.4 
11. ( 
13. f 
14.; 


5.7 
7.0 
5.9 


8.4 
IJ.l 
16.1 
18. 
18. f 
16.! 
14. ( 
17. < 
16.] 


10.:3I 
16.431 
9.(31 


8.431 
19.! 
17.1 
19.7 


19.: 


18.4 
19. f 
19.417 
17.(17 


8.716 
13.316 
9.716 


17.7 
19. C 
15.! 
14.3 
5.9 


14.9 
13.9 
5.C 


13.6 

13.; 

5.1 


13.4 
16.4 
12. e 
12. « 
3.! 


17.: 

18.1 


9hl6.6hl6.Shl6 


11. ( 

hl6. 

10.; 

15. f 


10. E  11. £ 
Hl6.7(hl6. 
10.4  11. 
15.6  15. C 


17. (  31.217 


11.(29 
11.929 
3.:  29 


following  reference  notes  apply 


dlngB  are  made  at  approximately  7 
ncipal  Rivers  of  the  United  States 


ily  to  Table  7  -  Dally  River  Stages: 

i.m.  (local  time).   They  are  provisional  and  subject  to  correction.   Final  and  corr 


cted  stages  will  be  published  in  the  annual  publication  "Daily  River  Stages 


a  Obstructed  by  rough  ice. 

b  Frozen  but  open  at  gage, 

c  Upper  surface  of  smooth  ice. 

d  Ice  gorge  above  gage, 

e  Ice  gorge  below  gage. 

ly  River  Stages  will  not  be  published  in  Climatological  Data  In  the  future.   They  will  be  published 


f  Shore  ice. 

g  Floating  ice. 

h  Pool  stage. 

1  Dry  at  gage, 

j  Interpolated. 

ally  in  the  publication  "Dally  River  Stages  -  Principal  Rivers  of  the  United  States". 


STATION     INDEX 


PENNSYLVANIA 
DECEMBER    1948 


STATION 


ACMETONIA  LOCK  3  LOWER 
ACMETONIA  LOCK  3  UPPER 
ALBION 
ALLENS  MILLS 
ALLENTOWN-EAST-BETH  WB  AP 

ALLENTOWN  GAS  CO 

ALTOONA  HORSESHOE  CURVE 

ARENDTSVILLE 

AUSTINBURG  2  MI  W 

AVOCA  WILKES-BARRE  SCRANTON  AI 

BAKERSTOWN  4  MI  WNW 

BARNES 

BEAR  GAP 

BEAVER  FALLS 

BEAVERTOWN 

BELLEFONTE  ROCKVIEW  FARM 

BERWICK 

BETHLEHEM  RIVER  STATION 

BETHLEHEM  LEHIGH  UNIV 

BLAIN 

BLAIRSVILLE  6  MI  ENE 
BLAKESLEE  CORNERS 
BLOSERVILLE  1  MI  N 
BOSWELL 
BRADDOCK  LOCK  2 

BRADFORD  CENTRAL  FIRE  STA 
BRADFORD  4  MI  W  RESERVOIR  1 
BRADFORD  5  S 
BREEZEWOOD 
BROOKVILLE  AIRPORT 

BRUCETON 
BUCKSTOWN 
BUFFALO  MILLS 
BURGETTSTOWN  3  MI  W 
BURNT  CABINS  2  MI  NE 

BUTLER 

BUTLER  SUBSTATION 

CAMP  HILL 

CANTON  1  MI  NW 

CARLISLE 

CARROLLTOWN 
CARTER  CAMP 
CEDAR  RUN 
CHADDS  FORD 
CHAMBERSBURG 

CHARLEROI 

CHARLEROI  LOCK  4  LOWER 

CHARLEROI  LOCK  4  UPPER 

CLARION  3  MI  SW 

CLAUSSVILLE 

CLAYSVILLE 

CLEARFIELD 

COALDALE  GREENWOOD  RESERVOIR 

COALPORT 

COATESVILLE  1  MI  SW 

COATESVILLE 

COGAN  STATION  2  MI  N 

COLUMBIA 

CONFLUENCE  1  MI  SW 

CONFLUENCE  1  MI  NW 

CONNELLSVILLE 
CONNELLSVILLE  4  MI  N 
CONSHOHOCKEN 
CORAOPOLIS  DAM  2 
CORRY 

COUDERSPORT 

COUDERSPORT  8  MI  E 

COVINGTON 

CREEKSIDE 

CRESSON  1  MI  E  SUMMIT 

CURWENSVILLE  6  MI  NW  AIRPORT 

CUSTER  CITY  2  MI  W  SONGBIRD 

DANVILLE 

DAUPHIN  3  MI  N 

DERRY 

DINGMANS  FERRY 

DONEGAL 

DONORA 

DOYLESTOWN 

DRIFTWOOD 

DU   BOIS    7   MI    E 
liUNLO 
DU CHORE 
EAGLES   MERE 
EASTON 


O 

Z 

X 

LU 
Q 


0022 
0023 
0062 
0099 
0106 

0111 
0134 
0229 
0313 
0319 

0355 
0409 
0457 
0475 
0482 

0530 
0611 
0629 
0634 
0725 

0736 
0743 
0763 
0820 
0861 

0867 
0868 
0869 
0905 
1002 

1033 
1073 
1087 
1105 
1115 

1130 
1135 
1198 
1215 
1234 

1255 
1262 
1301 
1342 
1354 

1372 
1377 
1378 
1485 
1505 

1512 
1519 
1572 
1581 
1589 

1594 
1631 
1675 
1705 
1710 

1723 
1728 
1737 
1773 
1790 

1804 
1809 
1832 
1881 
1894 

1966 
1978 
2013 
2029 
2108 

2160 
2183 
2190 
2221 
2245 

2265 
2298 
2323 
2343 
2423 


COUNTY 


ALLEGHENY 

ALLEGHENY 

ERIE 

JEFFERSON 

LEHIGH 

LEHIGH 

BLAIR 

ADAMS 

TIOGA 

LUZERNE 

ALLEGHENY 

WARREN 

NORTHUMBERLAND 

BEAVER 

SNYDER 

CENTER 

COLUMBIA 

NORTHAMPTON 

NORTHAMPTON 

PERRY 

INDIANA 

MONROE 

CUMBERLAND 

SOMERSET 

ALLEGHENY 

MC  KEAN 
MC  KEAN 
MC  KEAN 
BEDFORD 
JEFFERSON 

ALLEGHENY 

SOMERSET 

BEDFORD 

WASHINGTON 

HUNTINGDON 

BUTLER 

BUTLER 

CUMBERLAND 

BRADFORD 

CUMBERLAND 

CAMBRIA 

POTTER 

LYCOMING 

DELAWARE 

FRANKLIN 

WASHINGTON 

WASHINGTON 

WASHINGTON 

CLARION 

LEHIGH 

WASHINGTON 
CLEARFIELD 
SCHUYLKILL 
CLEARFIELD 
CHESTER 

CHESTER 

LYCOMING 

LANCASTER 

SOMERSET 

SOMERSET 

FAYETTE 

FAYETTE 

MONTGOMERY 

ALLEGHENY 

ERIE 

POTTER 

POTTER 

TIOGA 

INDIANA 

CAMBRIA 

CLEARFIELD 
MC  KEAN 
MONTOUR 
DAUPHIN 
WESTMORELAND 

PIKE 

WESTMORELAND 

WASHINGTON 

BUCKS 

CAMERON 

CLEARFIELD 

CAMBRIA 

SULLIVAN 

SULLIVAN 

NORTHAMPTON 


DRAINAGE 


ALLEGHENY 
ALLEGHENY 
LAKE  ERIE 
ALLEGHENY 
LEHIGH 

LEHIGH 

JUNIATA 

SUSQUEHANNA 

CitEMUNG 

SUSQUEHANNA 

ALLEGHENY 

ALLEGHENY 
SUSQUEHANNA 
BEAVER 
SUSQUEHANNA 

WEST  BRANCH 

SUSQUEHANNA 

LEHIGH 

LEHIGH 

SUSQUEHANNA 

ALLEGHENY 

LEHIGH 

SUSQUEHANNA 

ALLEGHENY 

MONONGAHELA 

ALLEGHENY 

ALLEGHENY 

ALLEGHENY 

JUNIATA 

ALLEGHENY 

OHIO 

CONEMAUGH 

JUNIATA 

OHIO 

JUNIATA 

BEAVER 

BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

WEST   BRANCH 
TOST   BRANCH 
WEST  BRANCH 
DELAWARE 
POTOMAC 

MONONGAHELA 

MONONGAHELA 

MONONGAHELA 

ALLEGHENY 

LEHIGH 

OHIO 

WEST  BRANCH 

SCHUYLKILL 

WEST  BRANCH 

DELAWARE 

DELAWARE 
WEST  BRANCH 
SUSQUEHANNA 
YOUGHIOGHENY 
YOUGHIOGHENY 

MONONGAHELA 

MONONGAHELA 

DELAWARE 

OHIO 

ALLEGHENY 

ALLEGHENY 
ALLEGHENY 
SUSQUEHANNA 
ALLEGHENY 
WEST  BRANCH 

TOST   BRANCH 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

CONEMAUGH 

DELAWARE 
CONEMAUGH 
MONONGAHELA 
DELAWARE 
TOST  BRANCH 

TOST  BRANCH 
CONEMAUGH 
TOST  BRANCH 
SUSQUEHANNA 
DELAWARE 


h- 
< 

_J 


40  32 

40  32 

41  53 

41  12 
40  39 

40  36 

40  30 

39  55 

42  00 

41  21 

40  40 

41  40 
40  50 
40  46 
40  45 

40  52 

41  03 
40  37 
40  36 
40  20 

40  27 

41  06 
40  16 
40  11 

40  24 

41  58 
41  57 
41  53 

40  00 

41  09 

40  19 
40  04 

39  58 

40  23 
40  05 

40  52 
40  51 

40  15 

41  40 
40  12 

40  36 

41  38 
41  31 
39  52 

39  56 

40  08 
40  09 

40  09 

41  12 
40  37 

40  07 

41  01 
40  50 

40  45 
39  58 

39  59 

41  21 

40  02 
39  48 

39  50 

40  01 
40  04 
40  04 

40  31 

41  55 

41  46 
41  46 
41  45 
40  41 

40  28 

41  03 
41  55 
40  58 
40  25 

40  20 

41  13 
40  06 
40  11 

40  18 

41  20 

41  06 

40  17 

41  32 
41  24 
40  42 


z 
o 


79  49 

79  49 

80  22 
78  54 
75  26 

75  28 

78  29 
77  18 
77  32 

75  43 

80  00 

79  01 

76  30 

80  19 

77  10 

77  47 

76  14 
75  22 
75  23 

77  31 

79  09 

75  36 

77  22 
79  08 
79  52 

78  39 
78  44 
78  39 

78  14 

79  06 

79  59 
78  51 

78  39 

80  26 
77  52 

79  54 
79  53 

76  56 

76  52 

77  11 

78  42 
77  45 
77  28 
75  35 

77  39 

79  55 
79  54 
79  54 

79  26 
75  39 

80  25 

78  27 
75  56 

78  32 
75  50 

75  48 

77  05 

76  30 

79  22 
79  22 

79  36 

79  34 

75  19 

80  10 
79  38 

78  01 

77  53 

77  05 

79  12 

78  34 

78  35 

78  41 

76  37 
76  56 

79  18 

74  52 
79  23 
79  51 

75  08 
78  08 

78  38 
78  44 

76  24 
76  35 
75  12 


> 

UJ 


748 
748 
900 
1590 
381 

254 
1500 

710 
1590 

950 

1200 

1310 

843 

760 

640 

1060 
570 
390 
450 
720 

2048 
1670 

650 
2528 

725 


TIME  OF 
OBSERVATION 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 

EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


1500  EST 
1680  EST 
1515!  EST 
1352  EST 
1407  EST 


1000 

2480 

1318 

980 

990 

1100 
1140 

461 
1450 

473 

2165 

2100 

800 

180 

64C 

1O40 
74C 
740 

1114 
670 

1170 
1140 
1026 
1480 
342 

431 

650 

3O0 

149C 

1331 

990 

1145 

70 

720 
1427 

1653 
2425 
1193 
1035 
2300 

2215 
212C 
460 
13O0 
1150 

360 
1746 
761 
370 
820 


2440 

150C 

202C 

15 


EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
ESI 
ESI 

EST 
EST 
ESI 
EST 
ESI 

EST 
ESI 
ESI 
EST 
ESI 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 


EST 
EST 


7A 

MID 

7A 
6P 
8A 


MID 
MID 


7A 
HID 


6P 


7A 
MID 
MID 

7A 

6P 

8A 

MID 

MID 

7A 
7A 
MID 
7A 
5P 

8A 

6P 

7A 

MID 

HID 

MID 

MID 

5P 

7A 

7A 

8A 

4P 

llA 

HID 

MID 

7A 

MID 

7A 

7A 

HID 

4P 
HID 
8A 
8A 
6P 

7A 
7A 
7A 
8A 
lOP 

HIE 
7A 

7A 
9A 

7P 
7A 
7A 
7A 
8A 

7A 
lOA 

ss 
8A 
7A 

7A 


YEARS  OF 
RECORD 


MIDJ  HID 
8A 
7A 
7A 
61 


7A 

Mid   HIE 
UId|  HID 
5P 
MID 


MID 
7A 


13 

11 

24 

1 

7 

35 

11 

3 

9 

80|  60 


10 
11 
25 
40 
33 

18|  23 
2 

10 
8 

11 

6 
1 
8 
8 
51|  51 

11 

£ 

22|   22 

58 

11 

11 

11 
11 

12 


OBSERVER 


U  S  E  P  B  G 
U  S  E  P  B  G 
ALBION  HIGH  SCHOOL 
CHARLES  H  ALLEN 
V    S  WEATHER  BUREAU 

ALLENTOWN-BETH  GAS  CO 
ALTOONA  WATER  BUREAU 
PA  STATE  COLL  EXP  STA 
USE  BALTO  HD 
CIVIL  AERO  ADH 

A  H  BURKE 
U  S  E  P  B  G 
ROARING  CREEK  WTR  CO 
HOWARD  J  KEMP 
JAMES  F  KERN 

WESTERN  STATE  PEN 'TRY 
AMER  CAR  &  FOUNDRY  CO 
BETHLEHEM  STEEL  CORP 
LEHIGH  UNIVERSITY 
PENNA  DFJ>T  F  t  W 

U  S  WEATHER  BUREAU 
HAROLD  WILDRICK 
MRS  B  H  WILLDERS 
JOHN  S  YOST 
U  S  E  P  B  G 

BRADFORD  DIS  FLD  COM 
BRADFORD  WATER  DEPT 
GEORGE  STRAND 
PA  TURNPIKE  COHM 
CIVIL  AERO  ADM 

RAY  WILSON 
RUSSELL  L  LAMBERT 
NELLIE  R  BROWN 
LANGLOTH  WATER  CO 
PA  TURNPIKE  COMM 

BUTLER  EAGLE 
WEST  PENN  POTOR  CO 
JOSEPH  N  HOBART 
MILDRED  L  SPENCER 
PROF  CHAS  E  MILLER 

NED  R  TOSTRICK 
IRVING  E  GRESSEL 
CHARLES  R  NIVISON 
HERBERT  W  GUEST 
CHARLES  A  BENDER 

WEST  PENN  POWER  CO 
D  S  E  P  B  G 
U  S  E  P  B  G 
PA  ELECTRIC  CO 
VERNA  A  DOTTERER 

WALTER  B  PAGET 
WILLIAM  H  WITHEROW 
PANTHER  VALLEY  WTR  CO 
ADAM  I  NEFF 
PHILA  ELECTRIC  CO 

EDWARD  O  BEIDEMAN 
WILLIAM  R  WOLFE 
JAMES  H  RUST 
U  S  E  P  B  G 
JOHN  L  REID 

EMERY  C  STEWART 
GEORGE  BAER 
PHILA  ELECTRIC  CO 
U  S  E  P  B  G 
GEORGE  P  MULDER ICK 

POTTER  ENTERPRISE 
ROBERT  B  KEITH 
GROVER  D  CLEVELAND 
U  S  E  P  B  G 
PENNA  EDISON  CO 

U  S  WEATHER  BUREAU 

BRADFORD  DIS  FLD  COM 

JAMES  A  BRYAN 

JOHN  HEPFORD 

MISS  N.  D.  WINEMAN 

A  JORGENSON 
PENNA  TURNPIKE  COMM 
DONORA  ZINC  WORKS 
GEORGE  HART 
SIDNEY  KENNEDY 

CITY  OF  DU  BOIS 
MRS  D  L  WHITE 
KENNETH  HOSIER 
CARL  E  BIGGER 
JOINT  BREEYE  COBB 


V 
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STATION 


X 

Q 


COUNTY 


DRAINAGE 


o 

z 
o 

_l 

O       I 


> 

LiJ 

_J 
UJ 


TIME  OF 
OBSERVATION 


YEARS  OF 
RECORD 


OBSERVER 


REFER 

TO 
TABLES 


1ST  WATERTORD   3    MI    E 

JENSBITIG 

.IZABETHTOWN 

IPORIUU 

lOLISR  CENTER 

>H11ATA 

JUINUNK 

HE   WB  CITY 

HE    AIRPORT 

nERETT 

LRRELL    SHARON 

3BD  CITT   4    HI    S 

lANKLIN 

lEDERICKSVILLE    1    HI    SE 

(EEIAND 

ULETON 
SIGERTOWN 
50BGE    SCHOOL 
5TTYSBURG 

rmrsBDRG  i  mi  s 

[FFORD 

:,ENCOE 

:^N   ROCK 

I^N   WILLARD   DASBIEUDS   DAH 

X>D    SPRINGS   1    HI    W 

DRDON 

DULDSBORO 

lANTVILLE   2    HI    SH 

lATERFORD 

iEENSBORO  LOCK  NO  7  LOWER 

lEENSBORO  LOCK  NO  7  UPPER 

JEENSBURG  2  HI  S  FILTER  STA 

iEENSBUBG  2  HI  E  HIT?  SHED 

lEENSBDRG  3  HI  SE  UNITY  RES 
lEEJfTILLE 

UfOVER 

IRRISBUSG   3    HI    S   »B   AIRPORT 

UtRISBURG   NORTH 

IWLET 

IITLET   1    HI    S   WALLEN  DAM 

BWITT  2  MI  S 

DLLIDATSBURG 

3LLISTEBVILLE 

3LTW00D 

3HE 

3NESDALE  4  HI  NW 

DNESDALE  6  HI  N  TANNERS  FLS 

XIVERSVILLE 

DP   BOTTOH   2    MI    S 

LINTINGDON 

LTNTSDALE 

rNDMAN 

raiANA    2   HI    SE 

Oil  ANA 

JWIN 

ICKSON   SUHMIT 
VMESTOWN   2   HI    NW 
3HNST0WN    1 
3HNST0WN   2 
JNIATA  HOUSE 

INE  1  HI  NW 
VNE  5  HI  SE 
IRTHAUS 

IRKWOOD    1    HI    SW 
[lEGAR   4   HI    SE 

iESGEVILLE    3    MI    W 

(VFATETTE   MC    KEAN   PARK 

UETILLE    1    MI    N 

IMPETER  SCS  lA 

INCASTER  2  NE  PUMP  STATION 

INCASTER  2  NE  FILTER  PLANT 

UJCASTER  3  MI  NE  EXP  FARM 

VNSFORD 

4NSF0RD   FOREMANS    SHOP 

ITROBE 

lURELTON  STATE  VILLAGE 

IWRENCEVILLE 

ilBANON 

SBANON  3  HI  SW 

SCONTES  MILLS  5  NW 

5HIGHT0N 

E  ROY 

BWIS  RUN  3  MI  S 

eWISTOWN 

[NESVILLE  6  Ml 


NW  PENN  LINE 


2459 
2466 
2560 
2633 
2644 

2662 
2669 
2677 
2682 
2721 

2814 
2942 
3028 
3047 
3056 

3130 
3189 
3200 
3218 
3223 

3237 
3298 
3330 
3343 
3372 

3379 
3394 
3422 
3435 
3503 

3504 
3510 
3515 
3516 
3526 

3662 
3699 
3704 
3758 
3859 

3897 
4001 
4008 
4019 
4027 

4043 
4044 
4058 
4066 
4159 

4166 
4190 
4214 
4219 
4276 

4304 
4325 
4385 
4390 
4425 

4432 
4437 
4450 
4597 
4667 

4672 
4706 
4733 
4750 
4758 

4763 
4768 
4804 
4809 
4832 

4853 
4873 
4891 
4896 
4904 

4934 
4972 
4984 
4992 
5050 


PERRY 

CAHBRIA 

LANCASTER 

CAMERON 

LYCOHING 

LANCASTER 

WAYNE 

ERIE 

ERIE 

BEDFORD 

UERCER 

ARMSTRONG 

VENANGO 

BERKS 

LUZERNE 

POTTER 

BERKS 

BUCKS 

ADAMS 

ADAUS 

MC  KEAN 

SOMERSET 

YORK 

ALLEGHENY 

SCHUYLKILL 

SCHUYLKILL 

WAYNE 

DAUPHIN 

MONTGOMERY 

GREENE 

GREENE 

WESTMORELAND 

WESTMORELAND 

WESTMORELAND 

MERCER 

YORK 

YORK 

DAUPHIN 

WAYNE 

WAYNE 

BEDFORD 

BLAIR 

WAYNE 

LANCASTER 

INDIANA 

WAYNE 

WAYNE 

SOMERSET 

SUSQUEHANNA 

HUNTINGDON 

CUMBERLAND 

BEDFORD 

INDIANA 

INDIANA 

WESTMORELAND 

TIOGA 

UERCER 

CAMBRIA 

CAMBRIA 

HUNTINGDON 

HC  KEAN 

ELK 

CLEARFIELD 

LANCASTER 

WESTMORELAND 

CARBON 
MC  KEAN 
WAYNE 
LANCASTER 
LANCASTER 

LANCASTER 

LANCASTER 

CARBON 

CARBON 

WESTMORELAND 

UNION 

TIOGA 

LEBANON 

LEBANON 

CLEARFIELD 

CARBON 
BRADFORD 
MC  KEAN 
MIFFLIN 
CRAWFORD 


JUNIATA 
CONEMAUGH 
SUSQUEHANNA 
WEST  BRANCH 
WEST  BRANCH 

SUSQUEHANNA 
DELAWARE 
LAKE  ERIE 
LAKE  ERIE 
JUNIATA 

BEAVER 

ALLEGHENY 

ALLEGHENY 

SCHUYLKILL 

SUSQUEHANNA 

WEST  BRANCH 

SCHUYLKILL 

DELAWARE 

POTOMAC 

POTOMAC 

ALLEGHENY 
POTOMAC 

SUSQUEHANNA 

OHIO 

SUSQUEHANNA 

SUSQUEHANNA 

LEHIGH 

SUSQUEHANNA 

SCHUYLKILL 

MONONGAHELA 

MONONGAHELA 
MONONGAHELA 
MONONGAHELA 
MONONGAHELA 
BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

DELAWARE 

DELAWARE 

POTOMAC 

JUNIATA 
DELAWARE 
SUSQUEHANNA 
ALLEGHENY 

DELAWARE 

DELAWARE 

CONEMAUGH 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

POTOMAC 

CONEMAUGH 

CONEMAUGH 

MONONGAHELA 

SUSQUEHANNA 

BEAVER 

CONEMAUGH 

CONEMAUGH 

JUNIATA 

ALLEGHENY 
ALLEGHENY 
WEST  BRANCH 
SUSQUEHANNA 
YOUGHIOGHENY 

LEHIGH 

ALLEGHENY 
DELAWARE 
SUSQUEHANNA 
SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

SCHUYLKILL 

SCHUYLKILL 

CONEMAUGH 

SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEEANNA 
WEST  BRANCH 

LEHIGH 

SUSQUEHANNA 
ALLEGHENY 
JUNIATA 
BEAVER 


40  21 
40  29 

40  08 

41  30 
41  26 

40  10 

41  51 

42  07 
42  05 

40  00 

41  14 

40  43 

41  23 

40  27 

41  01 

41  44 

40  12 

40  13 
39  50 
39  48 

41  51 
39  49 

39  48 

40  33 
40  38 

40  45 

41  15 
40  22 
40  14 
39  47 

39  47 

40  16 
40  18 

40  17 

41  25 

39  48 

40  13 

40  16 

41  29 
41  28 

39  44 

40  26 

41  23 

39  50 

40  45 

41  37 
41  39 

40  10 

41  43 
40  29 

40  06 

39  49 

40  36 
40  37 

40  20 

41  57 
41  30 
40  20 
40  19 

40  22 

41  41 
41  36 
41  07 

39  51 

40  06 

40  54 

41  48 

41  27 

39  59 

40  03 

40  03 

40  04 
40  50 
40  50 
40  19 

40  54 

42  00 
40  20 

40  19 

41  09 

40  50 

41  40 
41  50 

40  35 

41  42 


77  33 

78  44 

76  37 

78  13 

77  17 

76  10 
75  13 
80  05 
80  12 

78  23 

80  30 

79  30 

79  49 
75  41 
75  54 

77  39 

75  50 

74  56 
77  14 

77  14 

78  36 

78  51 

76  44 

80  14 
76  30 

76  21 

75  27 

76  41 

75  27 

79  55 

79  55 
79  33 
79  30 

79  30 

80  23 

76  59 
76  51 
76  53 
75  10 
75  11 

78  32 

78  24 

75  26 

76  20 

79  06 

75  19 

75  17 

78  53 

75  43 

78  01 

77  19 

78  43 

79  07 

79  10 

79  42 

77  01 

80  28 

78  55 
78  55 

77  49 

78  48 
78  46 

78  07 

76  05 

79  14 

75  34 

78  40 

75  16 

76  14 
76  17 

76  17 

76  17 
75  53 

75  53 

79  23 

77  13 

77  08 

76  26 
76  28 

78  20 

75  43 

76  43 
78  39 

77  35 

80  31 


2125 
2170 

460 
1100 

881 

470 
920 
655 
732 
1020 


EST 

EST 
EST 
EST 
EST 

EST 
EST 
EST 

EST 
EST 


855  EST 
950  EST 


987 

800 

1970 

1330 
380 
160 
500 
570 

2220 
1620 
620 
1025 
1500 

900 
1850 
520 
160 
808 

808 

977 

1225 

1245 

930 

600 
335 
317 
980 
1180 

840 
1000 
1360 

200 
1260 

1445 
HOC 
166C 
140C 
62C 

62C 

900 

1102 

1300 

1090 

1700 
1050 
1214 
1130 
560 

1750 

2010 

86  C 

43C 

247C 

82£ 
213C 
1480 

405 

255 

270 

36C 

103C 

104C 

103C 

880 
996 
469 
490 
2320 

580 

170C 

48C 

lOlE 


EST 
EST 
EST 

EST 

EST 
EST 
EST 
EST 

EST 
EST 
F.ST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
EST 
EST 

EST 
EST 
EST 
ESI 
ESI 

EST 
ESI 
ESI 
ESI 
ESI 

ESI 
ESI 
ESI 
ESI 
ESI 

ESI 
EST 
ESI 
ESI 
EST 

ESI 
EST 
ESI 
ESI 
ESI 

ESI 
ESI 
EST 
ESI 
ESI 

ESI 
ESI 
ESI 
ESI 
ESI 

EST 
ESI 
ESI 
ESI 
ESI 

EST 
ESI 

ESI 
ESI 
ESI 

ESI 
ESI 
ESI 
ESI 
EST 


MID 
MID 
MID 

5P 
8A 
7A 


8A 
MID 


7A 
8A 
8A 
8A 
HID 

6P 

7A 

MID 

MID 

7A 

8A 
8A 
7A 
8A 
8A 

6P 
8A 
7P 
8A 
MID 

8A 
8A 

MID 
7A 

MID 

5P 

7A 
ss 
7A 
7A 


6P 

MID 

6P 

6P 

8A 
HID 
9A 
8A 
8A 


8A 

8A 

UIE 

9A 
MID 
7A 
7A 
8A 

7A 
7A 
6P 
5P 

5P 

MID 

8A 

9A 

MID 

8P 

MID 

Mir 

7A 

MIE 

Mil 

8A 
8A 
8A 
MIE 
5P 

MID 
8A 
8A 
7A 
7A 

MID 

6P 

8A 

MID 

7A 

7A 
6P 
7A 
7A 
8A 


12  US    WEATHER   BUREAU 

31  JOHN   h   UC   GOUGII 

3  MASONIC  HOME 

60  RUSSEL  E  PALMETEER 

9  WILLIAM  SUDERS 

55  WM  W  EALLIGAN 

3  ROSE  H  NEILSON 

74  US  WEATHER  BUREAU 

4  CIVIL  AERO  ADM 
28  PENNA  TURNPIKE  COMM 

37  CARNEGIE  ILL  STL  CORP 

5  3USEPBG 

75  WM  K  FULLER 
11  KENRY  H  ROHRBACK 
34  ANDREW  B  EVANSHA 

18  W  GALE  LUSH 

3  WALTER  C  WOLF 
42  GEO  M  HART 

74  HUGH  C  MC  ILHENNY 

11  NATL  MILITARY  PARK 

1  BRADFORD  DIS  FLD  COM 

11  C  E  SANDERS 

7  MRS  E  C  MC  WILLIAMS 

4  WM  H  MC  CONNELL 

11  PA  POWER  &  LIGHT  CO 

45  MRS  S  M  JOHNSON 

33  L  H  ELLENBERGER 

11  EDW  N  RHOADS 

33  CLAUDE  K  KULP 
67  U  S  E  P  B  G 

HARRY  MAPLE 

41  WESTMORELAND  WATER  CO 

10  PENNA  DEPT  HIGHWAYS 
40  WESTMORELAND  WATER  CO 

50  C  EARL  MILLER 

45  HANOVER  EVENING  SUN 

60  US  WEATHER  BUREAU 
31  GEO  S  BEAL 

39  MRS  D  M  PENNELL 

17  13   PA  POWER  &  LIGHT  CO 

8  MISS  M  E  ROLAND 

11  JOHN  M  RINGLER 

21  PA  POWER  &  LIGHT  CO 

34  PA  WATER  &  POWER  CO 

11  H  J  UC  ELHOES 

3  GEO  C  WILLIAMS 

7  LESLIE  E  WALTER 
10  PENNA  ELECTRIC  CO 

4  JOSEPH  J  SANAUSKAS 

61  HUNTINGDON  BROADTOP  RR 

8  T  J  DINGLE 
36  W  J  EMERICK 

49  CLYUER  WATER  CO 

10  STATE  TEACHERS  COLL 

52  WESTMORELAND  WATER  CO 

12  ARCHIE  LAIN 

9  7  PA  DEPT  FRST  &  WTRS 
67  JOHNSTOWN  TRIBUNE 

10  CITY  OF  JOHNSTOWN 
3  J  EARL  MC  VEY 

33  SPRING  WATER  CO 

7  US  FOREST  SERVICE 

8  MRS  E  M  SHULTZ 

£  SOIL  CONSERV  SERVICE 

7  PENNA  TURNPIKE  COMM 

C  CITY  OF  BETHLEHEM 

1  BRADFORD  DIS  FLD  COUS 

21  MRS  REVEL  JENKINS 

5  SOIL  CONSERV  SERVICE 
61  LANCASTER  WATER  BUR 

11  LANCASTER  WATER  BUR 
3  DR  ORMAN  E  STREET 

4;  LEHIGH  NAVIG  COAL  CO 

IE  PANTHER  VALLEY  WTR  CC 

e  WEST  PENN  POTOR  CO 

8  PENNA  DEPT  OF  WELFARE 

51  CARLOS  P  DARLING 
65  LEBANON  VALLEY  GAS  CO 

11  LEBANON  COUNTRY  CLUB 

6  PA  DEPT  FRST  fe  WTRS 

14  GOODWIN  DE  FREHN 

12  DIUMIS  M  BAILEY 

1  BRADFORD  DIS  FLD  COMM 

IC  AMERICAN  VISCOSE  CO 

31  MRS  R  M  CRUMB 


2  3    5 

3 
2  3  4  5 

3  4 
2  3  4  5 


5 

5  6 
5 
5 
5 


2  3 

2  3  4 

2  3  4 

2  3 

2  3 

3 

3 
2  3 
2  3 

3  4 

3 

3  4 
3  4 
3 
3  4 

2  3 
3 
3 
3 
3 


2  3    5 

3  4 

3 
2  3    5 

2  3    5 

2  3  4  5 

3 
2  3    5 

2  3  4  5  6 

2  3  4  5 

3  4 

3 

2  3  4  5 

3  4 

3 

3  4 
3 
3 
2  3    5 

3  4 

3 
2  3  4  5 
2  3    5 
2  3    5 

3  4 
2  3  4  5  6 
2  3    5 

3  4 

3 

2  3    5 
3  4 
3 

3  4 
3 

3 
3 
3 

3  4 
2  3    5 

3 
3 
3 
3 
3 

3  4 
2  3    5 
2  3    5 

3  4 

3 

3  4 
3 
3 

3  4 
3 
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^~. 

TIME 

OF 

YEARS  OF 

STATION 

d 

z 

X 

COUNTY 

DRAINAGE 

1- 

z 

OBSERVATION 

RECORD 

OBSERVER 

REFER 
TO 

a: 

ai 

Q 

< 

-I 

o 

> 

lU 

UJ 

a" 

2 

o 

UJ 

a.' 

2 

o 

UJ 

a.° 
< 

TABLES 

z 

_l 

o 

tiJ 

q: 

UJ 

(T 

> 

o  r 

o  r 

UJ 

N 

1- 

a. 

1- 

a 

UJ 

LOCK  HA7EN  1 

5104 

CLINTON 

WEST  BRANCH 

41  08 

77  28 

680 

EST 

7A 

7A 

57 

57 

SAMUEL  C  DICKEY  JR 

2  3    5 

LOCK  HAVEN  2 

5109 

CLINTON 

WEST  BRANCH 

41  08 

77  27 

620 

EST 

HID 

11 

HUGH  F  PARKER 

3  4 

LONG  POND 

5160 

MONROE 

LEHIGH 

41  03 

75  30 

1860 

EST 

8A 

2 

THOMAS  MECKES 

3 

LTCIPPDS  1  HI  E 

5259 

WESTMORELAND 

YOUGHIOGHENY 

40  14 

79  24 

1380 

EST 

5P 

53 

57 

WESTMORELAND  WATER  CO 

3 

MAPLE  GLEN 

5368 

MONTGOMERY 

DELAWARE 

40  11 

75  11 

370 

EST 

8A 

3 

L  F  SCHEIBNER  JR 

3 

MAPLETON  DEPOT 

5381 

HUNTINGDON 

JUNIATA 

40  24 

77  56 

580 

EST 

7A 

10 

MBS  I  S  BUCHANAN 

3 

HABCTJS  BOOK 

5390 

DELAWARE 

DELAWARE 

39  48 

75  25 

12 

EST 

8A 

8A 

22 

22 

SUN  OIL  CO 

2  3    5 

HAHIENVILLE 

5400 

FOREST 

ALLEGHENY 

41  28 

79  07 

1780 

EST 

MID 

9 

U  S  FOREST  SERVICE 

3  4 

MAHION  CENTER  2  MI  SE 

5408 

INDIANA 

CONEMAUGH 

40  45 

79  02 

1610 

EST 

7A 

6 

U  S  E  P  B  G 

3 

MARSHBUBG 

5435 

MC  KEAN 

ALLEGHENY 

41  51 

78  46 

2120 

EST 

8A 

1 

BRADFORD  DIS  FLD  COHM 

3 

MARTINSBUBG 

5453 

BLAIR 

JUNIATA 

40  18 

78  20 

1360 

EST 

MID 

11 

BLUE  MT  CANNERIES 

3  4 

MARTINSBUBG  BLAIR  CO  AIRPORT 

5454 

BLAIR 

JUNIATA 

40  19 

78  19 

1460 

EST 

MID 

HID 

6 

6 

CIVIL  AERO  ADH 

2  3  4  5 

MATAMORAS 

5470 

PIKE 

DELAWARE 

41  22 

74  42 

455 

EST 

8A 

44 

HARRY  BISLAND 

3 

MAUCH  CHUNK  1  MI  SW 

5479 

CARBON 

LEHIGH 

40  51 

75  46 

800 

EST 

4P 

4P 

56 

56 

HENRY  S  HAAK 

2  3    5 

MAYBDBG 

5490 

FOREST 

ALLEGHENY 

41  36 

79  13 

1150 

EST 

7A 

3 

OPAL  LITTLEFIELD 

3 

MC  CONNELLSBCBG 

5526 

FULTON 

POTOMAC 

39  56 

78  00 

910 

EST 

7A 

16 

RUTH  L  ROETTGER 

3 

MC  CONNELLSTOWN  4  MI  NW 

5534 

HUNTINOOK 

JUNIATA 

40  30 

78  08 

2340 

EST 

7A 

8 

PA  DEPT  FRST  &  WTRS 

3 

MC  KEESPORT 

5573 

ALLEGHENY 

ALLEGHENY 

40  21 

79  52 

800 

EST 

7A 

20 

NATL  TUBE  CO 

3 

7 

MEADOW  RUN  PONDS 

5601 

LUZERNE 

LEHIGH 

41  13 

75  40 

2000 

EST 

MID 

1 

JOSEPH  L  HART 

3  4 

MEADVILLE  1  MI  S 

5606 

CRAWFORD 

ALLEGHENY 

41  37 

80  10 

1065 

EST 

8A 

8A 

54 

55 

CITY  OF  HEADVILLE 

2  3  4  5 

MEDIX  BUN 

5627 

ELK 

WEST  BRANCH 

41  17 

78  23 

1125 

EST 

MID 

7 

MRS  E  U  SNYDER 

3  4 

MERCEB  5  HI  NE  WB  AIRPORT 

5649 

MERCER 

BEAVER 

41  17 

80  12 

1296 

EST 

MID 

MID 

9 

9 

U  S  WEATHER  BUREAU 

CLOSED 

HKRCER  HIGHWAY  SHED 

5654 

MERCER 

BEAVER 

41  14 

80  15 

1240 

EST 

MID 

9 

PENNA  DEPT  HIGHWAYS 

4 

KERCERSBURG 

5662 

FRANKLIN 

POTOMAC 

39  50 

77  54 

605 

EST 

8A 

6 

ROLL IN  P  GILBERT 

3 

MERWINSBUBG 

5676 

NORTHAMPTON 

LEHIGH 

40  57 

75  27 

840 

EST 

MID 

1 

ROBERT  G  GOULD 

3  4 

METERSDALE 

5684 

SOMERSET 

YOUGHIOGHENY 

39  49 

79  02 

1980 

EST 

8A 

10 

LOUIS  H  WELD 

3 

MIDDLETOWN  OLMSTED  FIELD 

5703 

DAUPHIN 

SUSQUEHANNA 

40  11 

76  46 

303 

EST 

MID 

MID 

18 

18 

U  S  AIR  FORCE 

2  3    5 

MIDLAND  DAM  NO  7  LOifER 

5710 

BEAVER 

OHIO 

40  38 

80  28 

780 

EST 

IIP 

7A 

11 

12 

PERRY  P  CAHPBELL 

2  3   5 

7 

MIDLAND  DAM  NO  7  UPPER 

5711 

BEAVER 

OHIO 

40  38 

80  28 

780 

EST 

PERRY  P  CAHPBELL 

7 

MILAN 

5731 

BRADFORD 

SUSQUEHANNA 

41  55 

76  32 

820 

EST 

HID 

11 

W  S  ROBERTS 

3  4 

MILANVILLE 

5738 

WAYNE 

DELAWARE 

41  40 

75  04 

750 

EST 

8A 

3 

CHAS  W  DAVIS 

3 

MILLEBSBUSG  2  MI  E 

5775 

DAUPHIN 

SUSQUEHANNA 

40  32 

76  56 

545 

EST 

MID 

11 

WH  H  NOVINGER 

3  4 

MILLVILLE 

5816 

COLUMBIA 

SUSQUEHANNA 

41  08 

76  32 

820 

EST 

MID 

11 

RUSSELL  SHEPLEY 

3  4 

MILR07 

5825 

MIFFLIN 

JUNIATA 

40  43 

77  35 

770 

EST 

8A 

6 

DAVID  S  NACE 

3 

MONROE  PUKNACE 

5884 

HUNTINGDON 

JUNIATA 

40  42 

77  54 

1200 

EST 

HID 

7 

PENNA  STATE  COLLEGE 

3  4 

MONBOETON  2  MI  S 

5889 

BRADFORD 

SUSQUEHANNA 

41  42 

76  28 

2120 

EST 

7A 

8 

PA  DEPT  FRST  fc  WATERS 

3 

MONTBOSE  3  MI  E  HIGHWAT  SHED 

5915 

SUSQUEHANNA 

SUSQUEHANNA 

41  50 

75  49 

1175 

EST 

8A 

8A 

43 

43 

HARRY  S  FANCHER 

2  3   5 

MONTROSE 

5920 

SUSQUEHANNA 

SUSQUEHANNA 

41  50 

75  52 

EST 

HID 

11 

CONSUMERS  WATER  CO 

3  4 

7 
7 

MOSGROVE  LOCK  8  LOWER 

5987 

ARMSTRONG 

ALLEGHENY 

40  52 

79  29 

808 

EST 

7A 

24 

U  S  E  P  B  G 

3 

MOSGROVE  LOCK  8  UPPER 

5988 

ARMSTRONG 

ALLEGHENY 

40  52 

79  29 

808 

EST 

U  S  E  P  B  G 

MOUNT  POCONO  2  MI  N  WB  AP 

6055 

MONROE 

DELAWARE 

41  08 

75  22 

1914 

EST 

MID 

MID 

41 

43 

U  S  WEATHER  BUREAU 

2  3  4  5 

MOUNT  UNION  1  MI  NW 

6067 

MIFFLIN 

JUNIATA 

40  24 

77  53 

800 

EST 

HID 

11 

MT  UNION  WATER  WORKS 

3  4 

MURRTSVILLE 

6111 

WESTMORELAND 

MONONGAHELA 

40  26 

79  42 

903 

EST 

HID 

8 

WM  MC  WILLIAMS 

3  4 

MTEBSTOWN 

6126 

LEBANON 

SCHUYLKILL 

40  23 

76  18 

520 

EST 

8A 

8 

JOHN  W  WANDELL 

3 

NATRONA  LOCK  NO  4  LOWEB 

6151 

ALLEGHENY 

At.I.Er,HFNT 

40  37 

79  43 

800 

EST 

7A 

21 

U  S  E  P  B  G 

3 

7 

NATRONA  LOCK  NO  4  UPPER 

6152 

ALLEGHENY 

ALLEGHENY 

40  37 

79  43 

800 

EST 

U  S  E  P  B  G 

7 

HEFFS  MILLS  4  MI  N£ 

6174 

HUNTINGDON 

JUNIATA 

40  40 

77  55 

960 

EST 

8A 

8A 

8 

8 

8 

PENNA  STATE  COLLEGE 

2  3  4  5 

NESHAHINT  FALLS 

6194 

BUCKS 

DELAWARE 

40  09 

74  57 

40 

EST 

5P 

27 

33 

PHI LA  SUB  WATER  CO 

3 

NEWBUHG  3  MI  W 

6225 

FRANKLIN 

SUSQUEHANNA 

40  09 

77  37 

745 

EST 

MID 

MID 

7 

7 

PENNA  TURNPIKE  COMM 

2  3    5 

NEW  CASTLE  1  MI  N  PUMP  STA 

6233 

LAWRENCE 

BEAVER 

41  01 

80  22 

900 

EST 

IIP 

IIP 

65 

62 

NEW  CASTLE  WATER  CO 

2  3  4  5 

NEWELL 

6246 

FAYETTE 

MONONGAHEU 

40  05 

79  53 

800 

EST 

HID 

NOON 

35 

27 

GENERAL  CHEMICAL  CO 

2  3    5 

HEW  PARK 

6289 

YORK 

SUSQUEHANNA 

39  44 

76  31 

780 

ESI 

6P 

24 

CLINTON  J  ALLEN 

3 

NEWPORT 

6297 

PERRY 

JUNIATA 

40  29 

77  08 

400 

ESI 

7A 

7A 

1 

18 

MRS  FRANCES  FRY 

3 

7 

NEW  TRIPOLI 

6326 

LEHIGH 

LEHIGH 

40  42 

75  46 

580 

ESI 

6P 

10 

FRED  C  OSWALD 

3 

NORHISTOWN 

6370 

MONTGOMERY 

SCHUYLKILL 

40  07 

75  20 

48 

ESI 

8A 

1 

GEORGE  H  BOONE 

3 

OBWBLL  3  MI  N 

6621 

BRADFORD 

SUSQUEHANNA 

41  55 

76  16 

1620 

ESI 

6P 

5 

WM  I  BROWN 

3 

PALM 

6681 

MONTGOMERY 

SCHUYLKILL 

40  26 

75  32 

380 

EST 

8A 

7 

FRED  C  ESCHBACK 

3 

PAUJEBTON 

6689 

CARBON 

LEHIGH 

40  48 

75  37 

435 

ESI 

HID 

HID 

31 

32 

NEW  JERSEY  ZINC  CO 

2  3  4  5 

PAHKEKS  LANDING 

6719 

ARMSTRONG 

ALLEGHENY 

41  06 

79  40 

1100 

ESI 

7A 

64 

JANNETTE  E  SCHULTZ 

3 

7 

PASSERS  LANDING  1  MI  E 

6724 

CLARION 

ALLEGHENY 

41  06 

79  41 

870 

ESI 

HID 

10 

PAUL  M  NEELY 

3  4 

PARK  PLACE  1  NW  WB  AIRPOBT 

6734 

SCHUYLKILL 

SCHUYLKILL 

40  51 

76  06 

1952 

ESI 

7P 

7P 

S 

S 

U  S  WEATHER  BUREAU 

2  3  4  5 

PAUPACE 

6762 

PIKE 

DELAWARE 

41  24 

75  12 

1523 

EST 

8A 

32 

MISS  L  VETTERLINE 

3 

PECKS  POND 

6786 

PIKE 

DELAWARE 

41  17 

75  05 

1380 

ESI 

8A 

3 

CARRIE  NESS 

3 

PHILADELPHIA  DBEXEL  INST  TECI 

6878 

PHILADELPHIA 

SCHUYLKILL 

39  57 

75  11 

30 

ESI 

HIE 

HIE 

FRANCIS  K  DAVIS  JR 

2  3    5 

7 

PHILADELPHIA  FRANKLIN  INST 

6884 

PHILADELPHIA 

DELAWARE 

39  58 

75  10 

IOC 

ESl 

lOA 

lOA 

7 

7 

FRANKLIN  INSTITUTE 

PHILADELPHIA  WB  AIRPOBT 

6889 

PHILADELPHIA 

DELAWARE 

39  53 

75  14 

20 

EST 

MID 

HID 

7 

7 

U  S  WEATHER  BUREAU 

2  3  4  5 
2  3  4  5 
2  3    5 
2  3  4  5 
2  3  4  5 

PHILADELPHIA  POINT  BREEZE 

6899 

PHILADELPHIA 

DELAWARE 

39  55 

75  12 

85 

EST 

MID 

MID 

24 

24 

ATLANTIC  REFINING 

PHILADELPHIA  SHAWMONT 

6904 

PHILADELPHIA 

DELAWARE 

40  02 

75  15 

70 

ESI 

7P 

7P 

32 

53 

SCHUYLKILL  NAVIG  CO 

PHILADELPHIA  WB  CITY 

6909 

PHILADELPHIA 

DELAWARE 

39  57 

75  09 

174 

ESI 

MID 

MID 

77 

77 

U  S  WEATHER  BUREAU 

PHILLIPSBDBC  7  MI  E  AIRPOBT 

6916 

CENTRE 

JUNIATA 

40  54 

78  05 

1914 

ESI 

MID 

HID 

6 

6 

CIVIL  AERO  ADM 

PHOENISVILLE  1  MI  E  PUMP  STA 

6927 

CHESTER 

SCHUYLKILL 

40  07 

75  30 

105 

ESI 

ss 

HID 

37 

39 

PHILA  SUB  WATER  CO 

2  3  4  5 

PIKES  CREEK 

6939 

LUZERNE 

SUSQUEHANNA 

41  18 

76  06 

1250 

EST 

HID 

11 

ANDREW  STELTZ 

3  4 

PINE  GROVE  1  MI  NE 

6954 

SCHUYLKILL 

SUSQUEHANNA 

40  34 

76  22 

515 

EST 

8A 

24 

PA  POWER  fc  LIGHT  CO 

3 
3 
2  3  4  5 

PINE  GROVE  MILLS  1  MI  S 

6962 

HUNTINGDON 

JUNIATA 

40  43 

77  54 

2060 

ESI 

HIE 

6 

PENNA  STATE  COLLEGE 

PITTSBimGH  7  HI  SE  WB  AP 

6992 

ALLEGHENY 

UONONGAHELA 

40  21 

79  56 

1273 

EST 

MID 

HIE 

18 

18' 

U  S  WEATHER  BUREAU 

PITTSBURGH  WB  CITY 

6997 

ALLEGHENY 

OHIO 

40  26 

80  00 

914 

ESI 

HIE 

HIE 

78 

78 

U  S  WEATHER  BUREAU 

2  3  4  5 

3  4 

3 

3 
2  3  4  5 

7 

PIiKAnANT  MOUNT  1  MI  W 

7029 

WAYNE 

DELAWARE 

41  44 

75  27 

1810 

EST 

7A 

27 

PENNA  GAME  COMM 

PORT  ALLEGANY 

7103 

MC  KEAN 

ALLEGHENY 

41  48 

78  17 

150C 

ESI 

7A 

6 

RALPH  HC  CONNELL 

PORT  AIJ.EGANY  3  HI  SW 

7108 

MC  KEAN 

ATJ.EGHENY 

41  47 

78  19 

15SC 

ESI 

7A 

6 

CRYSTAL  SPG  TROUT  HCY 

PORT  CLINTON 

7116 

SCHUYLKILL 

SCHUYLKILL 

40  35 

76  02 

43C 

ESI 

8A 

8A 

10 

10 

EARL  E  RARICK 

PORTLAND 

7127 

NORTHAMPTON 

DELAWABE 

40  55 

75  06 

297 

EST 

8A 

5 

JOINT  BRIDGE  COHM 

3 
3 

POTTSTOWK 

7149 

MONTGOMERY 

SCHUYLKILL 

40  15 

75  39 

180 

EST 

8A 

57 

MILES  E  SMITH 

POTTSVILLE 

7156 

SCHUYLKILL 

SCHUYLKILL 

40  41 

76  12 

820 

EST 

8A 

66 

POTTSVILLE  WATER  CO 

3 
3 
3 

POTTSVILLE  PALO  ALTO  BRIDGE 

7161 

SCHUYLKILL 

SCHUYLKILL 

40  41 

76  11 

640 

EST 

7A 

5 

JOHN  H  SHITH 

PUNXSUTAWNEY  1 

7217 

JEFFERSON 

ALLEGHENY 

40  57 

78  59 

1220 

ESI 

7A 

28 

JOHN  VOLANSKY 

^B 
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UJ 
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UJ 

asuTAWNKY  •: 

rNEl'VILLE  2  SE  DAM 

IBSRTOWN 

fMOND 

IDING  WB  CITY 

7222 
7229 
7239 
7310 
73  18 

JEFFERSON 

ARMSTRONG 

BUCKS 

POTTER 

BERKS 

ALLEGHENY 
ALLEGHENY 
DELAWARE 
ST  LAWRENCE 
SCHUYLKILL 

40  56 
40  55 

40  26 

41  52 
40  20 

78  58 

79  17 
75  20 
77  52 
75  56 

1360 
1270 

480 
2220 

266 

EST 
EST 
EST 
EST 
EST 

8A 
5P 

MID 

MID 

8A 

5P 

MID 

MID 

5 
62 

51 

8 

5 

64 

10 

79 

PENNA  ELEC  CO 

U  S  E  P  B  G 

JOHN  E  BENNER 

ARTHUR  LENGAN 

U  S  WEATHER  BUREAU 

3 
2  3 
2  3 

3 
2  3 

4 

4 
4 

5 
5 

5    7 

(OVO 

»0V0  6  MI  S  STATE  CAMP 

rREAT  FARWS 

r 

:KS  LANDING  LOCK  NO  6 

7409 
7410 
7417 
7425 
7443 

CLINTON 
CLINTON 
LU7.ERNE 
MC  KEAN 
GREENE 

WEST  BRANCH 
WEST  BRANCH 
SUSQUEHANNA 
ALLEGHENY 
MONONGAHELA 

41  19 
41  14 
41  11 
41  54 
39  57 

77  46 

77  46 
76  06 

78  32 
80  00 

645 
2035 

560 
2250 

775 

EST 
EST 
EST 
EST 
EST 

6P 

7A 

MID 

6P 

8A 
7A 

16 

51 
11 
16 
1 
14 

MRS  C  W  BAIRD 
PA  DEPT  FRST  &  WATERS 
THEO  J  SAMPSON 
BRADFORD  DIS  FLD  COMM 
U  S  E  P  B  G 

3 
3 
2  3 
3 
3 

4 

7 

5 

>GirAY 

^gtown  1  hi  sw 
;hj:ster  1  mi  N 

>H 

-E  H.4RB0R  DAM 

7477 
7497 
7540 
7694 
7732 

ELK 

SCHUYl.KILL 

BEAVER 

SUSQUEHANNA 

LANCASTER 

ALLEGHENY 
SUSQUEHANNA 
BEAVER 
SUSQUEHANNA 

SUSQUEHANNA 

41  26 
40  51 

40  43 

41  47 
39  56 

78  44 
76  15 
80  18 
76  03 
76  23 

1385 
1115 

935 
1000 

180 

EST 
EST 
EST 
EST 
EST 

7A 

7A 

ss 

MID 

8A 

NOON 

33 

42 
58 

4 
10 

WEST  PENN  POWER  CO 
BORO  SHENANDOAH 
bUQUESNE  LIGHT  CO 
M  MAUDE  MC  CAIN 
PA  WATER  &  POWER  CO 

2  3 
3 
3 
3 
3 

4 
4 

5 
5 

SAUORE  1  MI  SE 

.TSBimC 

CTON 

VNDIA 

lENIJEY  LOCK  5  LOWER 

7739 
7796 
7846 
7855 
7863 

INDIANA 

INDIANA 

BEDFORD 

WARREN 

ARMSTRONG 

ALLEGHENY 
KISKIMINETAS 
WEST  BRANCH 
ALLEGHENY 
ALLEGHENY 

40  46 
40  29 

40  13 

41  55 
40  41 

79  14 
79  27 

78  15 

79  02 
79  40 

1320 
849 
800 

2040 
783 

EST 

EST 
EST 
EST 
EST 

7A 
8A 
7A 
MID 
7A 

8 

54 

8 

8 

70 

U  S  E  P  B  G 
WALTER  B  SULLIVAN 
HUNTINGDON  BROADTOP  RI 
U  S  E  P  B  G 
U  S  E  P  B  G 

3 
3 
3 
3 
3 

4 
4 

7 
7 

IENLEY  LOCK  3  UPPER 
lANTON  WB  CITY 
.TNSGROVE  AIRPORT 
AERSVILLE  2  MI  NW 
»ARD 

7864 
7902 
7931 
7938 
7956 

ARMSTRONG 

LICKAWANNA 
SNYDFR 
BOCKS 
WESTMORELAND 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

SCHUYLKILL 

CONEHAUGH 

40  41 

41  25 
40  49 
40  23 
40  25 

79  40 

75  40 

76  52 
75  20 
79  01 

783 
805 
460 
530 
1122 

EST 
EST 
EST 
EST 
EST 

MID 
5P 

MID 
5P 

MID 
7A 

48 
58 

48 
58 
11 
10 

U  S  E  P  B  G 
U  S  WEATHER  BUREAU 
EUGENE  H  STEESE  MGR 
SELLERSVILLE  WATER  CO 
EDW  L  STLTZMAN 

3 

2  3 

3 

3 

4 
4 

7 
5 

7 

IDE  GAP 

UiOKIN 

iRPSVILLE 

SFFIKLD  6  MI  W  CHEERY  GROVI 

[PPENS5URG 

7965 
7978 
8000 
8026 
8073 

HUNTINGDON 

NORTHUMBERLAND 

MERCER 

WARREN 

CUMBERLAND 

JUOTATA 

SUSQUEHANNA 

BEAVER 

ALLEGHENY 

SUSQUFHANWA 

40  11 

40  47 

41  16 
41  42 
40  03 

77  52 

76  34 
80  29 
79  09 

77  32 

940 
750 
951 
1940 
709 

EST 
EST 
EST 
EST 
EST 

4P 

HID 

8A 

7A 

MID 

4P 

16 

10 
44 
10 
11 
20 

MRS  HELEN  L  PYLE 

ROARING  CREEK  WTR  CO 

MRS  M  J  KELLEY 

L  N  HANSON 

STATE  TEACHERS  COLL 

3 
3 
3 
3 
2  3 

4 
4 

5 

iTUPORT  HIGHWAY  SHED 
<CFJ!SET  WATER  WORKS 
iERSET  2  MI  E  SUBSTATION 
JTH  CAN/VAN  1  MI  S 
JTH  MOUNTAIN 

8190 
8249 
8254 
8275 
8308 

MC  KEAN 

SOMERSET 

SOMERSET 

WAYNE 

FRANKLIN 

ALLEGHENY 

YOUGHIOGHENY 

YOUGHIOGHENY 

DELAWARE 

POTOMAC 

41  48 
40  01 

40  01 

41  31 
39  51 

78  27 

79  05 
79  03 
75  24 
77  30 

1510 
2)00 
2280 
1380 
1600 

EST 
EST 
EST 
EST 
EST 

6P 

MID 
6P 
7A 

MID 
7A 

79 

11 
65 
13 

9 

PENNA  DEPT  OF  HWYS 

D  L  GROVE 

PENNA  ELECTRIC  CO 

EUGENE  M  COOK 

PENNA  DEPT  OF  HEALTH 

3 
2  3 
3 
3 
3 

4 

4 

5 

?ING  GROVE 
1INGS  1  MI  SW 
aUCE  CREEK 
4TE  COLLEGE 

HAUSSTOWN 

8379 
8395 
8405 
8449 
8570 

YORK 

SOMERSET 

HUNTINGDON 

CENTRE 

BERKS 

SUSQUEHANNA 
YOUGHIOGHENY 
JUNIATA 
WEST  BRANCH 
SCHUYLKILL 

39  52 

39  44 

40  36 
40  48 
40  30 

76  52 
79  10 
78  08 

77  52 
76  11 

470 
2500 

760 
1175 

600 

ESI 
EST 

EST 
EST 
EST 

8P 
MID 

4P 
8P 
7A 
MID 
8A 

29 
61 

8 
29 

2 
64 

3 

P  H  GLATFELTER  CO 
ALLEN  E  YODER 
MRS  C  E  SEIBER 
PENNA  STATE  COLLEGE 
ROBT  B  HIESTER 

3 
2  3 

3 
2  3 

3 

4 
4 

5 
5 

SONGSTOWN 

ROUDSBURG  2  HI  E  SUBSTATIO^ 

tOirDSBURG 
JMP  CREEK 
UBURT 

8589 
8596 
8601 
8610 
8668 

INDIANA 
MONROE 

MONROE 

JEFFERSON 

NORTHUMBERLAND 

CONEMAUGH 

DELAWARE 
DELAWARE 
ALLEGHENY 
SySOL-EHANNA 

40  33 

41  00 

40  59 

41  01 
40  51 

78  55 
75  09 

75  11 
78  50 

76  48 

1880 
327 
390 

1320 
440 

EST 
EST 
ESI 
ESI 
ESI 

9A 

MID 

9A 

MID 

7A 
7A 

31 

8 
31 
10 

8 

26 

HARRY  F  BENNETT 
METROPOLTN  EDISON  CO 
SEWAGE  TREATMENT  WKS 
U  S  E  P  B  G 
CHAS  W  BAYLER 

3 
3 
3 
3 
3 

4 
4 
4 

7 

NBURY  AIRPORT  2  MI  N 

SqUEHANNA 

FERSVILLE 

KAQUA 

HAQDA  4  MI  N  STILL  CRK  DUJi 

8673 
8692 
8699 
8758 
8763 

NORTHUMBERLAND 

SUSQUEHANNA 
WESTMOREI^JTO 
SCHUYLKILL 
SCHUYLKILL 

SUSQUEHANNA 

SUSQUEHANNA 

YOUGHIOGHENY 

SCHUYLKILL 

SCFUYL.KILL 

40  54 

41  57 
40  14 
40  48 
40  51 

76  47 
75  36 
79  48 

75  58 

76  00 

454 

1000 

770 

80C 

1120 

ESI 
ESI 
ESI 
ESI 
EST 

MID 

MID 

7A 
7A 
7A 
7A 

3 

3 

14 

8 

7 

16 

CIVIL  AERO  ADM 
LAURA  BENSON 
J  H  CRUMHINE 
MARY  L  ROBERTS 
PANTHER  VALLEY  WTR  CO 

2  3 
3 
3 
3 
3 

4 

5 

7 

llARACK  2  HI  S  FIRE  TOWER 
ONESTA  2  MI  SE  DAM 
rUSVILLE  2  MI  S 

rnsviJAE 

BANDA 

8770 
8873 
8880 
8885 
8905 

CLINTON 

FOREST 

VENANGO 

CRAWFORD 

BRADFORD 

WEST  BRANCH 

ALLEGHENY 
ALLEGHENY 
ALLEGBOENY 
SUSQUEHANNA 

41  24 
41  29 
41  36 
41  38 
41  46 

77  51 
79  26 
79  40 
79  40 
76  26 

22O0 
12O0 
155C 
120C 
75E 

EST 

EST 
EST 
ESI 
ESI 

7A 
8A 
5F 

71 

7A 
8A 
5F 

Mir 

71 

6 

5 

54 

8 
12 

IC 
54 

JAMES  E  SWARTZ 
U  S  E  P  B  G 
U  S  WEATHER  BUREAU 
PENNA  ELECTRIC  CO 
MRS  M  0  PARKS 

2  3 
2  3 
2  3 
3 
2  3 

4 
4 

5 
5 
5 

5 

reR  CITY  5  SW 

VKHANNOCK  1  MI  S  AIRPORT 

TNELTON 

lONE  4  MI  NE  BALD  EAGLE 

ION  CITY  1  MI  W 

8910 
8982 
8989 
9024 
9041 

DAUPHIN 
WYOMING 
INDIANA 
BLAIR 

ERIE 

SUSQUEHANNA 

SUSQUEHANNA 

CONEMAUGH 

JUNIATA 

ALLEGHENY 

40  32 

41  32 
40  27 

40  43 

41  54 

76  37 
75  57 
79  23 

78  11 

79  52 

725 

639 

900 

1080 

1280 

EST 
EST 
ESI 
EST 
EST 

9A 

ss 

9A 

MID 

MID 

MID 

3 

3 

7 

8 

11 

11 

HARRISBURG  WATER  DEPT 
J  D  CHAMBERS  MGR 
W  D  WEIMER 
FRED  L  FRIDAY 
PENNA  ELECTRIC  CO 

3 
2  3 
3 
3 
3 

4 
4 
4 

4 

5 

lONTOWN 
TOERGRIFT 
mERGRIFT  2  MI  W 
RGINVILLE 

flREN 

9050 
9128 
9133 
9196 
9298 

FAYETTE 

WESTMORELAND 

WESTMORELAND 

BERKS 

WARREN 

MONONGAHELA 

KISKIMINETAS 

KISKIMIN"ETAS 

SCHUYLKILL 

ALLEGHENY 

39  54 

40  36 
40  36 

40  31 

41  50 

79  44 
79  33 
79  36 
75  52 
79  09 

1040 
800 
995 
230 

1190 

EST 
EST 
ESI 
ESI 
EST 

6P 

7P 

6P 

7A 

MID 

8A 
7A 

59 
52 

60 
9 

10 
3 

60 

WM  W  MARSTELLAR 
UNITED  ENG  &  FNDRY  CO 
EUGENE  R  YOUNG 
IRENE  M  WERLEY 
MERRELL  L  JORDAN 

2  3 
3 
3 
3 

2  3 

4 

5 

7 

5    7 

SHINGTON 

IROUS  9  MI  S  LEE  FIRE  TOWEI 

rSONTOWN 

YNESBURG  2  MI  W 

ROUGH  OF  KAYNESBURG 

9312 
9340 
9345 
9362 
9367 

WASHINGTON 

TIOGA 

NORTHUMBERLAND 

GREENE 

GREENE 

OHIO 

WEST  BRANCH 
WEST  BRANCH 
MONONGAHELA 
MONONGAHEJ,^ 

40  11 

41  37 
41  05 
39  54 
39  54 

80  14 
77  33 
76  52 
80  13 
80  10 

1200 

2425 

490 

980 

940 

EST 

ESI 
ESI 
EST 
ESI 

6P 

MID 
7A 
6P 
7A 

MID 

19 

10 

5 

1 

21 

10 

PENNA  DEPT  OF  HWYS 
PA  DEPT  FRST  fe  WTRS 
WILLIAM  H  BIRD 
MFRS  LIGHT  &  HEAT  CO 
RALPH  M  AMOS 

3 
3 
3 
3 
2  3 

4 
4 

5 

BSTEH  MILLS  3  MI  SW 

t-LSBORO 

[JLSBORO  2  MI  E 

LLSVILLE 

aNERSVILLE 

9380 
9407 
9412 
9420 
9430 

FULTON 

TIOGA 

TIOGA 

YORK 

BERKS 

POTOMAC 
WEST  BRANCH 
WEST  BRANCH 
SUSQUEHANNA 
SCHUYLKILL 

39  50 
41  45 
41  45 

40  03 
40  20 

78  05 
77  17 
77  15 
76  57 
76  05 

92C 

1319 

1610 

500 

400 

ESI 
ESI 
EST 
ESI 
EST 

7A 
5P 

MID 
7A 

MID 
5P 
7P 

69 
2 

7 
78 
12 

2 
11 

WU  D  COVER 
M  S  BLISS 
IDA  S  MAYNARD 
D  D  HOOVER 
J  H  THOMPSON 

3 
2  3 

3 
2  3 

3 

4 
4 

5 
5 

ST  CHESTER 

ST  GROVE  1  MI  SE 

ITESBURG 

LKES-BARRE 

LLIAMSPORT  4  SE 

9464 
9503 
9655 
9702 
9723 

CHESTER 

CHESTER 

ARMSTRONG 

LUZERNE 

LYCOMING 

DEIJIWARE 
DELAWARE 

Al.LEGHENY 
SUSQUEHANNA 
WEST  BRANCH 

39  57 

39  48 

40  45 

41  15 
41  13 

75  36 
75  49 
79  24 

75  52 

76  57 

400 
452 

1530 
700 

1990 

EST 
EST 
EST 
ESI 
EST 

7F 

7P 
8A 
7A 
7A 

7A 

93 

98 

19 

8 

63 

8 

CLYDE  T  SAYLOR 

CONRAD-PYLE  CO 

U  S  E  P  B  G 

MRS  MARY  G  MIRMAK 

PA  DEPT  FRST  &  WATERS 

2  3 
3 
3 
3 
3 

5 

7 

LLIAMSPORT  4  E  WB  AIRPORT 

LLIAMSPORT 

LLIAMSTOWN 

ND  GAP  3  MI  SW 

BK  3  MI  SW  PUMP  STATION 

9728 
9733 
9741 
9781 
9933 

LYCOMING 

LYCOMING 

DAUPHIN 

NORTHAMPTON 

YORK 

TOST  BRANCH 
WEST  BRANCH 
SUSQUEHANNA 
DELAWARE 
SUSQUEHANNA 

41  14 
41  15 
40  35 
40  49 
39  55 

76  55 

77  01 
76  38 

75  20 

76  45 

520 
54  C 
775 
730 
39C 

EST 
ESI 
ESI 
ESI 
ESI 

MID 
5P 

51 

MID 
7A 
7A 

MID 
5F 

8 
55 
33 

5C 

8 
62 
14 

3 
61 

U  S  WEATHER  BUREAU 
ROBERT  KEYSER 
GORDON  E  LOWER 
GEO  R  HARTZ 
CLAYTON  L  BOTT 

2  3 
3 

2  3 
3 

2  3 

4 
4 
5 
4 

5 

7 
5 

5 
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1- 
< 
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O 
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OBSERVER 
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O 
N 

a: 

•s. 

UJ 

1- 

o 

iLl 

s 

UJ 

1- 

a 
o 

UJ 

a. 
a. 

t 

UJ 

YORK   2    MI    S   FILTER   PLANT 
YORK  HAVEN 
YOUNGSVILLE 
ZIONSVILLE    1    MI    SW 

9938 
9950 
9966 
9994 

YORK 
YORK 
WARREN 
LEHIGH 

SUSQUEHANNA 
SUSQUEHANNA 
ALLEGHENY 
SCHUYLKILL 

39  56 

40  06 

41  51 
40    28 

76   44 
76   43 
79   19 
75   31 

640 

300 

1205 

820 

EST 

EST 
EST 
EST 

MID 
8A 

MID 
6P 

11 

28 

8 

17 

YORK   WATER   CO 
METROPOLTN   EDISON  CO 
HIRAM   C   LYONS 
HORACE   MILLER 

3    4 
3 

3    4 
3 

REFERBNCE  NOTES 

The  four  digit  identification  numbers  in  the  index  number  column  of  the  Station  Index  are  assigned  on  a  state  basis.   There  will  be  no  duplication  of  numbers 

within  a  state. 

Stations  appearing  in  the  Index,  but  for  which  data  are  not  listed  in  the  tables,  are  either  missing  or  received  too  late  for  inclusion  in  this  issue. 

Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  issaes  of  this  bulletin. 

Data  in  Tables  3,  5  and  6  are  for  the  24-hours  ending  at  time  of  observation.   See  the  Station  Index  for  observation  time. 

No  record. 

+  And  also  on  later  dates. 

«  Amount  included  in  following  measurement,  time  distribution  unknown. 

//  Gage  is  equipped  with  windshield. 

6  No  recording  gage,  precipitation  is  measured  at  6-hourly  intervals. 

m  One  or  more  days  of  record  missing;  see  Table  5  for  detailed  daily  record, 

ss  This  entry  in  time  of  observation  column  in  Station  Index  means  sunset.  __<■_,„„„„ 

r  Station  equipped  with  recording  gage  only.   All  amounts  in  Table  3  are  from  the  non-recording  gages,  except  for  stations  with  this  reference. 

X  Daily  precipitation  totals  in  Table  3  are  for  the  24-hours  ending  at  1:30  A.M.,  K.S.T.,  of  the  following  day. 

z  Hourly  amounts  from  recording  gage  at  the  same  site  may  be  found  in  Table  4. 

T  Trace,  an  amount  too  small  to  measure. 

Data  in  Table  4  were  formerly  published  in  the  Hydrologic  Bulletins  for  the  North  Atlantic  District  and  Ohio  River  District.   Amounts  in  this  table  are  fro. 
recording  gages.   Traces  are  not  shown. 

Subscription  Price:   ISni  per  copy;  $1.50  a  year.   (Yearly  subscription  includes 
Annual  Summary.   Correspondence  regarding  subscriptions  should  be  addressed  to 
the  Weather  Records  Processing  Center,  Federal  Building,  Albany  1,  N.Y.) 
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ANNUAL  SUMMARY  1948 
Volume  LIII    No.  13 


ALBANY:  1949 


PENNSYLVANIA  -  1948 
L.  F.  Conover,  Section  Director  -  Harrlsburg 


GENERAL  SUIOIART 


JANUARY  -  January  was  the  6th  coldest  and  5th  snowiest  of  record.  It 
was  14°  per  day  colder  than  January  1947.   The  cold  aggravated  a  bad 
fuel  shortage  and  in  many  localities,  the  use  of  gas  for  industrial 
purposes  had  to  be  cut  off.   Fuel  oil  was  also  in  very  short  supply. 
Precipitation  was  very  frequent,  although  slightly  below  normal,  but 
snowfall  was  about  double  the  normal  owing  to  the  cold.   New  Year's 
Day  recorded  rain,  sleet  and  freezing  rain,  causing  slippery  roads 
that  resulted  in  many  traffic  accidents. 

FEBRUARY  -  Normal  temjieratures ,  a  surplus  of  sunshine  and  a  defici- 
ency in  precipitation  were  the  key  notes  of  the  month.   January's 
cold  spell  continued  during  the  first  11  days  of  February  after 
which  rapid  warming  took  place,  thawing  most  of  the  snow  cover  and 
rotting  the  ice  in  the  rivers.   Ice  generally  moved  out  of  the 
rivers  without  untoward  incident  from  about  the  15th  to  the  17th. 

MARCH  -  Temperatures  averaged  well  below  normal  until  about  the  14th 
and  rose  above  normal  the  remainder  of  the  month  which  was  fairly 
mild  for  March.   The  premature  warm  spell  reached  a  climax  on  the 
21st,  Palm  Sunday.   However,  Easter  on  the  28th,  was  marred  by  cold 
blustery  weather  with  light  snow  in  nearly  all  sections.   A  tornado 
struck  Mount  Pleasant  in  Westmoreland  County  about  7:30  P.M.  on  the 
19th.   Three  children  sustained  minor  Injuries  due  mostly  to  flying 
glass.   Many  thousands  of  dollars  of  property  damage  resulted  from 
this  storm.   The  north  branch  of  the  Susquehanna  River  went  out  of 
its  banks  at  Towanda,  Wilkes-Barre ,  and  Danville  on  the  23rd  and 
24th.   High  water  on  the  Delaware  River  on  the  22nd  and  23rd  caused 
very  little  damage  or  inconvenience  to  traffic.   Considerable  dam- 
age resulted  from  flooding  on  the  Upper  Allegheny  River  Basin  from 
the  22nd  to  the  25th. 

APRIL  -  This  month  was  wet  and  warm.   1929  is  the  only  year  of  rec- 
ord that  had  a  greater  average  rainfall.   There  are  only  3  other 
Aprils  of  record  with  less  average  snowfall.   The  heavy  rainfall 
from  the  llth  to  the  15th  caused  rises  in  rivers  throughout  the 
State.   The  crest  at  Pittsburgh  was  nearly  5  feet  above  flood  stage 
but  was  not  high  enough  to  cause  great  damage  or  loss  of  property 
since  in  most  cases  there  had  been  sufficient  warning  to  permit 
protection  of  property.   Crest  stages  on  the  main  stream  of  the 
Susquehanna  did  not  reach  flood.   Slight  flooding  occurred  on  the 
lower  portions  of  the  west  branch  and  some  flooding  occurred  in 
the  headwaters  of  the  Juniata  River. 

MAY  -  The  month  was  cool  and  wet  delaying  agriculture  and  many  out- 
door activities.   Freezing  temperatures  were  reported  periodically 
throughout  the  month  over  the  state;  the  final  cool  spell  on  the 
31st  resulted  in  frost  in  the  Wellsboro  area. 

JUNE  -  This  was  the  second  consecutive  cool  and  wet  month.   After 
the  first  5  days,  there  were  thunderstormB  reported  some  place  in 
Pennsylvania  on  21  of  the  following  25  days.   Hail  stones,  2  inches 
in  diameter,  fell  in  Bloserville  on  the  12th.   Summer  came  abruptly 
by  the  24th,  on  which  date  Philadelphia  Airport  reported  a  velocity 
of  70  miles  per  hour,  with  gusts  to  90  miles  per  hour  during  a 
thunder  squall.   A  tornado  was  reported  to  have  caused  $100,000 
worth  of  damage  in  Hazelton  on  the  27th.   Rainfall  for  the  first  6 
months  is  now  3  inches  in  excess  of  average  and  the  temperature  has 
averaged  1.5°  per  day  below  normal. 

JULY  -  Most  nights  were  comfortably  cool  and  very  few  days  saw  the 
mercury  rising  into  the  90's.   Temperatures  averaged  normal,  while 
precipitation  averaged  slightly  below  normal.   Damage  reports  from 
thunderstorms  were  numerous,  the  outstanding  being  the  Consolidated 
School  Building  near  Wilkes-Barre,  which  was  struck  by  lightning 
and  burned  to  the  ground  at  a  loss  of  a  quarter  million  dollars. 

AUGUST  -  The  first  3  weeks  were  unusually  cool  while  the  last 
decade  of  the  month  was  one  of  the  hottest  in  several  years.  Coun- 
ties in  the  southern  half  of  the  State  experienced  1  to  3  days  with 
the  thermometer  exceeding  100°. 

SEPTEMBER  -  A  mild  and  unusually  dry  month  with  a  little  less  sun- 
shine than  normal.  Frosty  mornings  were  prevalent  in  the  central 
areas  beginning  on  the  22nd.   The  month's  low  of  25°  at  Philipsburg 
was  8°  warmer  than  the  all-time  September-  minimum  recorded  there  a 


year  previously.   Only  6  other  Septembers  have  had  less  precipita- 
tion recorded.   The  greatest  deficiencies,  3.00  inches  or  more, 
were  in  Wayne,  Pike,  Monroe,  Luzerne,  Sullivan  and  Columbia  Coun- 
ties, and  localities  in  Bradford  County.   Water  supply  became  low 
in  central  counties  and  in  the  northeastern  daily  area,  some  haul- 
ing of  water  was  necessary  during  the  first  3  weeks  in  September. 
Some  wells  went  dry  in  central  localities  the  last  half  of  the 
month. 

OCTOBER  -  This  was  more  cloudy  and  cooler  than  usual  with  a  rainy 
period  that  lasted  through  the  first  3  weeks.   The  3rd  decade  had 
typical  summer  weather  that  enabled  farmers  to  complete  many  fall 
chores.   Sunday  travelers  in  the  north-central  counties  were 
caught  in  the  sudden  snow  storm  on  the  17th  when  Tioga  and  Bradford 
Counties  reported  4  to  5  inches  of  snow.   Earlier  snow  storms  have 
been  reported  but  this  occurrence  was  unusual.   Freezing  tempera- 
tures on  the  19th,  following  the  snow  storm,  ended  vegetal  growth 
generally  over  the  State.   Twenty  aged  inhabitants  of  the  indus- 
trial town  of  Donora,  died  of  respiratory  or  cardiac  diseases  and 
some  400  others  were  stricken  during  the  period  of  the  26th  to  the 
31st,  when  an  oppressive  fog  blanket  accumulated  in  that  vicinity. 

NOVEMBER  -  November  was  a  warm,  wet  month  with  temperatures 
averaging  4.6°  above  normal  and  precipitation  1.6  inches  above 
normal.   Temperatures  and  precipitation  averaged  above  normal  at 
all  stations  during  the  month,  except  Corry  and  Warren  where  slight 
deficiencies  were  recorded.   This  is  the  first  month  since  June 
which  has  had  an  excess  of  precipitation. 

DECEMBER  -  This  was  the  second  consecutive  month  of  above  normal 
values  for  the  State  following  4  months  of  below  normal  values.  The 
Monongahela  flooded  briefly  on  the  16th  when  precipitation  for  the 
week  ending  December  20th  averaged  over  twice  noraal  in  that  water- 
shed.  A  glaze  storm  in  the  central  and  eastern  portions  of  the 
State  on  the  15th  and  16th  hampered  traffic  and  caused  some  wire 
trouble.   Christmas  week  marked  the  end  of  8  consecutive  weeks  of 
above  normal  temperatures.   The  snow  storm  on  the  19th  produced 
depths  up  to  10  inches  in  the  mountains  and  eastern  portion  of  the 
State  with  some  snow  continuing  on  the  ground  for  Christmas. 


TEMPERATURE 


Based  on  the  records  from  93  temperature  stations,  the  average 
annual  mean  temperature  for  the  State  was  50.2°,  which  is  the  mean 
for  the  past  61  years.   The  highest  annual  mean  temperature  was 
64.4°  at  Newell;  the  lowest  was  44.0°  at  Kane.   The  highest  tem- 
perature reported  was  106°  at  Marcus  Hook  on  August  27th;  the  lowest 
was  -31°  at  Kane  on  January  31st.   The  annual  range  for  Pennsylvania 
was  137  degrees;  the  greatest  local  annual  range  was  126°+  at 
Lawrenceville;  the  least  local  annual  range  was  94°  at  Erie.  Maxima 
of  100°  were  reported  on  only  5  days,  viz:   June  27th,  August  26th, 
27th,  28th,  29th. 

PRECIPITATION 

Based  on  the  records  from  203  precipitation  stations,  the  average 
annual  precipitation  for  the  State  was  46.31  inches,  which  is  4.25 
inches  above  the  mean  for  the  past  61  years.   The  average  annual 
snowfall  for  the  State  was  46.3  inches  which  is  4.3  inches  above 
the  mean  for  the  past  60  years.   The  greatest  annual  precipitation 
was  67.09  inches  at  Kregar;  the  least  annual  amount  was  36.64  inches 
at  Lawrenceville.   The  greatest  local  monthly  amount  was  10.67  incbe 
at  Pottstown  in  May;  the  least  local  monthly  amount  was  0.17  inches 
at  Dingman's  Ferry  in  September.   The  greatest  amount  in  any  24-hour 
observational  day  was  4.44  inches  at  Claysville  on  Augjust  5th.   The 
average  number  of  days  with  .01  inch  or  more  of  precipitatittn  was 
141  which  is  14  above  the  mean  for  the  past  61  years. 
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The  Department  of  Forests  and  Waters  of  the  Commonwealth  of  iPennsylvania  hi 
made  available  for  inclusion  in  this  bulletin  the  records  from  approxinate] 
90  recording  precipitation  stations. 

Previous  to  the  introduction  of  this  bulletin  series,  data  from  Bydroclimat 
Network  stations  were  presented  in  bulletins  (Bydrologic  Bulletins)  which 
were  Issued  monthly  for  each  of  8  drainage  areas  embracing  the  entire  Unit* 
States,  but  since  the  Network  was  established  to  meet  the  internal  require- 
ments of  the  Federal  agencies  referred  to  above,  no  provision  was  nade  for 
public  dissemination  of  the  data,  distribution  being  limited  to  cooperating 
agencies  and  to  certain  public  repositories.  A  list  of  locations  where  rel 
erence  copies  of  the  Hydrologic  Bulletin  Series  are  available  for  inspectic 
may  be  obtained  upon  application  to  Chief,  U.S.  Weather  Bureau,  Washington 
25,  D.C. 

Hany  other  records  published  in  this  bulletin  have  been  made  available 
through  the  cooperation  of  various  public  offices,  private  agencies,  ar 
individuals  as  listed  in  the  Station  Index. 
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IkLBION 

1 

18.2 

24.4 

34. 6M 

50.7 

53.0 

64. SM 

. 

. 

. 

43. 6M 

. 

32.7 

_ 

_ 

_ 

ALLKNTOni   BETH   EAST   AP 

20.0 

-   9.3 

25.8 

-   4.0 

40.3 

2.6 

49.8 

1.1 

59.6 

-    0.9 

68.3 

-  1.5 

74.5 

0.3 

72.5 

0.4 

85.4 

0.6 

51.9 

-    1  .1 

47.3 

S.3 

31.4 

-  1.3 

92.3 

1.1 

ALLEOTOWN  CAS   CO 

22.0 

-   6.9 

27.5 

-   2.0 

41.0 

2.8 

51.2 

2.4 

60.0 

-   0.8 

68.2 

-  1.6 

74.4 

0.4 

73.2 

1.3 

65.6 

0.4    52. 6M 

-   0.5 

48.5 

s.g 

33.5 

1.7 

51.9 

0.3 

ALTOONA   HORSESHOE  CURVE 

20.6 

-   6.9 

28.9 

1.3 

41.2 

3.8 

51.5 

3.4 

57.9 

-    1.3 

66.8 

0.0 

71.2 

0.3 

68.8 

-   0.3 

63.0 

-   0.1    49.3 

-    2.8 

44.7 

4.2 

31.7 

2.0 

49.7 

0.4 

AHENDTSVILlf 

22.8 

-    7.1 

29.9 

-    1.6 

42.5 

2.6 

51.6 

1.7 

61.0 

-   0.1 

69.8 

-  0.9 

73.8 

-   0.6 

72.4 

-   0.1 

65.  IM 

-   0.8|  52. IM 

-   2  0 

47.0 

4.2 

33.5 

0.7 

51.8 

-  0.3 

AVOCA  WILKES   BARRE   AP 

18.6 

. 

24.5 

_ 

38.0 

_ 

49.1 

_ 

57.9 

. 

67  .OH 

- 

72.2 

- 

70.4 

- 

64.2 

- 

50.7 

- 

46.3 

- 

31.1 

- 

49.2 

- 

BAKERSTOWN  4   WNV 

_ 

_ 

_ 

_ 

_ 

_ 

- 

- 

- 

- 

66.6 

- 

64.8 

- 

61.1 

- 

- 

- 

43.3 

- 

31.3 

- 

- 

- 

BEAVERTOWN 

19. 9M 

_ 

26. 5M 

_ 

_ 

_ 

_ 

- 

_ 

- 

- 

- 

- 

- 

- 

- 

65.2 

- 

50. 6M 

- 

45,8 

- 

32.3 

- 

- 

- 

BELLEEONTE    ROCKVIEW   FM 

19.7 

_ 

28. 8H 

_ 

- 

_ 

51.2 

- 

59.6 

- 

67.6 

- 

72.8 

- 

70.1 

- 

62. 6M 

- 

48.9 

- 

44. 9M 

- 

31.3 

- 

- 

- 

BERWICK 

20.4 

- 

27.0 

41.5 

- 

52.2 

- 

61.4 

- 

60.0 

- 

74.6 

- 

72.6 

- 

66. 6H 

52.2 

- 

48.4 

- 

32.7 

" 

50.8 

" 

BETHLEHEH  LEHIGH  UNIV 

_ 

_ 

30. 8M 

-   0.4 

42.3 

1.9 

50.0 

-    1.3 

60.1 

-   2.4 

69.2 

-   1.5 

74. 8H 

-   0.2 

72.8 

-   0.4 

66. 8M 

-   0.1 

52.8 

-    2.9 

48.2 

3.8 

34.31 

1.0 

- 

- 

BLAIRSVILLE   6   ENE 

17.6 

_ 

29.2 

_ 

40.4 

- 

50.2 

- 

56.6 

- 

66.2 

- 

69. 6H 

- 

68.0 

- 

63.2 

- 

48. 3H 

- 

44.5 

- 

31.2 

- 

48.8 

- 

BRADFORD   4    «   RES    1 

16.2 

-    7.5 

23.5 

-    2.2 

34.8 

-   0.2 

48.3 

3.1 

53.3 

-    2.1 

62.6 

-    2.5 

66.4 

-    1.7 

64.6 

-   2.0 

58.2 

-    2,1 

46.7 

-   3.1 

42.7 

3.9 

28.9 

1,3 

45.5  t-    1.3 

BROOKVILLE  AIRPORT 

17.0 

-    7.6 

25.6 

0.8 

37.4 

3.8 

49.5 

4.6 

55.8 

0.0 

64.6 

0.6 

68.5 

0.4 

66.2 

0.1 

60. 8M 

0.4 

47. 6H 

-    1.6 

43.3 

5.6 

30.6 

2,7 

47.7 

1.3 

BURGKTTSTOWN   3   W 

- 

- 

- 

55.8 

- 

66.2 

- 

70.6 

- 

67.9 

- 

62.3 

- 

47,7 

- 

44.1 

- 

31.5 

- 

" 

" 

BURNT  CABINS   2   HE 

20.6 

. 

28.6 

_ 

40.4 

_ 

50.4 

_ 

58.8 

. 

67. 1« 

. 

71.9 

. 

69.2 

- 

63. 2M 

- 

48.3 

. 

43.0 

- 

31.011 

- 

49.4 

- 

BUTLER 

21.3 

-   7.7 

30.4 

2.0 

42.6 

4.5 

54.6 

6.3 

58.4 

-    1.5 

68.4 

-   0.2 

72.8 

0.4 

70.4 

0.4 

64.6 

0.4 

51.  OH 

-    1.8 

46.8 

5.6 

34.0 

2.8 

51.3 

1.0 

CANTON   1    NW 

15.5 

22.3 

33.2 

_ 

45.2 

_ 

52.7 

63.0 

_ 

68.5 

- 

69.8 

- 

65. 3H 

- 

47.2 

- 

43.6 

- 

29.1 

- 

46.3 

- 

CARLISLE 

23.4 

-    5.2 

29.2 

-    1.2 

43.2 

4.4 

52.5 

1.8 

61.3 

-   0.5 

69.9 

-    1.2 

74.2 

-   0.8J  71.8 

-    1.0 

65.0 

-   0.5 

51.4 

-    1.7 

46.5 

4.9 

33.2 

1.5 

51.8 

0.0 

CHAMBERSBURG 

22.9 

-   6.9 

30.2 

-    1.6 

43.0 

3.0 

51.6 

1.1 

60.8 

-   0.8 

69.8 

-   0.5 

74.2 

-   O.ol  71  .8 

-   0.6 

65.4 

-   0.9 

51.6 

-    1.8 

46.1 

3.6 

33.4 

0.3 

51   8 

-  0.4 

CLARION  3   SW 

17.4 

. 

25.9 

_ 

38.6 

_ 

50.4 

_ 

56.8 

_ 

65.3 

_ 

69.4 

- 

67.3 

. 

61.6 

- 

48. 2H 

- 

43.2 

- 

30.2 

- 

47.9 

- 

CLAYSVILLE 

21.0 

-   9.8 

32.4 

1.1 

43.6 

2.9 

55.0 

4.6 

58.0 

-   2.8 

70.2 

1.0 

72.3 

-   0.6 

69.8 

-    1.5 

64.2 

-   1.4 

49.1 

-4.7 

46.4 

4.3 

34.7 

2.3 

51.2 

-  0.6 

COAL PORT 

17.4 

25.8 

36.8 

_ 

48.1 

_ 

55.1 

_ 

64.0 

- 

68.5 

- 

66.0 

- 

60.6 

- 

- 

- 

42.2 

- 

28.511 

- 

- 

- 

COATKSVILLE    1    SW 

22.8 

-   7.4 

28.2 

-   2.4 

41.0 

1.1 

50.4 

-   0.1 

59.9 

-    1.6 

69.6 

-   0.8 

73.7 

-    1.2 

71.7 

-    1.1 

64.3 

-   2.0 

51.8 

-   2.4 

47.6 

4.6 

34.0 

1.2 

51.2 

-  1.1 

COLUMBIA 

26.0 

31.4 

- 

45.2 

- 

53.6 

- 

62.8 

- 

71.4 

- 

76. 6M 

- 

74.4 

- 

67.3 

- 

53.8 

- 

49.1 

- 

35.8 

~ 

54.0 

~ 

CONFLUENCE    1    SW 

19.4 

. 

29.7 

. 

41.6 

_ 

52.0 

_ 

56.9 

_ 

66.9 

_ 

70.9 

_ 

69.0 

- 

62.7 

- 

49. 7H 

_ 

44.4 

- 

32.1 

- 

49.6 

- 

CORRY 

17.8 

-   6.7 

26.1 

0.9 

36.9 

3.9 

51.5 

6.4 

56.0 

0.8 

65.2 

-   0.2 

75.0 

5.9 

67.2 

0.2 

61.7 

0.6 

47.8 

-   1.5 

44.7 

6.0 

31.4 

3.0 

48.1 

1.3 

COUDERSPORT 

16.6 

-   7.2 

24.1 

-   0.1 

36.4 

2.7 

49.0 

4.6 

53.8 

-   2.4 

63.0 

-   1.2 

67.4 

0.6 

65.9 

-   0.3 

60.2 

0.1 

46.9 

-   2.2 

41.9 

5.1 

29,8 

3,5 

46.3 

0.2 

CURWENSVILLE    6    MW   APT 

15.2 

24.4 

35.8 

_ 

47.0 

_ 

54.2 

_ 

63. 4M 

- 

66. 6H 

- 

65.7 

- 

60.2 

-        46.4 

- 

40.7 

- 

27.7 

- 

45.6 

- 

DERRY 

22.2 

-    8.4 

34.1 

3.9 

45.3 

5.3 

55.6 

6.0 

59.4 

-    1.4 

68.7 

-   0.3 

73.2 

0.5 

70.3 

1.0 

65.2 

-   0.3!  50. 3M 

-   3.8 

48.1 

5,9 

35.2 

2.2 

52.3 

0.9 

DONEGAL 

16.9 

. 

28.3 

. 

38.6 

_ 

49.0 

_ 

54.0 

_ 

"65.2 

_ 

67.4 

_ 

65.2 

- 

60.4 

- 

45. 4M 

- 

41.3 

- 

29.2 

- 

46.6 

- 

DONORA 

25.2 

-    8.4 

36.8 

2.5 

47.0 

4.4 

56.6 

4.7 

62.4 

-  0.7 

72.4 

-   0.4 

75.9 

0.0 

73.7 

0.0 

68. 6U 

0.5 

53. 8M 

-    2.4 

51.3 

6,1 

39.3 

3.6 

55.7 

1.3 

EAGLES    MERE 

14.6 

21.2 

32.8 

_ 

44.0 

_ 

52.9 

_ 

62.2 

- 

67.4 

- 

66.5 

- 

59.3 

- 

46.6 

- 

42.5 

- 

27.3 

- 

45.2 

- 

EAST   WATERFORD   3    E 

19.4 

_ 

27.6 

_ 

39.0 

_ 

48.4 

_ 

56.8 

- 

66.4 

_ 

70.6 

- 

69.2 

- 

63.4 

- 

49.0 

- 

44.2 

- 

31.0 

- 

48.8 

- 

eBensburg 

18.2 

-   7.4 

27.5 

0.3 

38.9 

3.4 

48.8 

3.6 

55.4 

-   1.1 

64.8 

-   0.1 

68.5 

0.2 

66.6 

-   0.1 

62.6 

1.4 

48.  OM 

-   1.8 

42.7 

4,1 

29.7 

1.3 

47.6 

0.3 

EUP0RIL1I 

18.5 

-   7.5 

25.3 

-   0.5 

36.0 

0.7 

49.7 

3.0 

55.8 

-   2.2 

65.9 

-  0.1 

70.  IM 

0.3 

68.8 

1.2 

62.6 

1.1 

49. 5M 

-   0.6 

43.5 

4.2 

30.1 

0.8 

48.0 

0,0 

EPHRATA 

24.6 

-    5.7   31.0 

0.4 

44.3 

4.0 

52.8 

1.6 

61.5 

-   0.4 

70.5 

0.6 

75. 2H 

0.2 

72.9 

0.4 

66.9 

0.5 

54.0 

-   0.5 

49.0 

5.5 

36.3 

3.6 

53.3 

0.9 

ERIE    WB   CITY 

22.2 

-    4.6i  28.3 

1  .4 

37.1 

3.6 

50.3 

5.2 

54.3 

-    2.5 

66.6 

0.4 

73.  OH 

2.0 

71.4 

1.8 

66.4 

2.8 

51.4 

-    2.0 

48.9 

7.5 

35.2 

3.3 

50.5 

1.7 

EVERETT 

21.4 

-   6.7!  29.7 

2.1 

41.0 

1.4 

51.2 

2.3 

59.8 

-   0.1 

67.4 

-   0.1 

71.9 

0.2 

69.0 

-   0.7 

62.4 

-   0.6 

48.8 

-   3.0 

40. 9M 

0.2 

31.7 

2.1 

49.6 

-  0.2 

FARRELL    SHARON 

21.4 

-   6.8 

30.4 

1.9 

42.7 

4.7 

57.2 

8.3 

61.4 

1.4 

72.0 

1.5 

- 

- 

73.8 

2.7 

- 

- 

- 

- 

45.0 

3.4 

33.7 

2.7 

- 

- 

FORD  CITY   4S 

16.8 

_ 

. 

. 

41.4 

_ 

51.4 

_ 

56.6 

_ 

67.7 

_ 

70.4 

_ 

68.1 

- 

62.5 

- 

48. 3M 

- 

43.3 

- 

31.3 

- 

- 

- 

FRANKLIN 

18.4 

-   8.0 

25.0 

-   0.7 

37.2 

1.8 

50.4 

4.3 

55.5 

-   2.5 

65.5 

-  0.8 

70.4 

-  0.3 

68.8 

0.4 

62.6 

-   0.1 

49. 4H 

-    1.7 

44,9 

5.3 

32.2 

2.8 

48.4 

0.1 

FREDERICKSVILLE    1    SE 

20.8 

_ 

27.2 

_ 

39.9 

_ 

49.8 

_ 

60.0 

_ 

66.6 

- 

73.4 

- 

72.7 

- 

64.4 

- 

53.  IM 

- 

48,4 

- 

32.9 

- 

50,8 

- 

FREELAND 

18.2 

-   6.0 

24.8 

0.2 

36.2 

3.2 

47.1 

2.6 

56.4 

-   0.4 

65.0 

-   0.1 

71.2 

2.1 

69.0 

2.2 

64.4 

4.2 

49.3 

1.5 

44.7 

7.2 

30.3 

3.1 

48.1 

1.7 

GEORGE    SCHOOL 

23.2 

-    7.9 

28.8 

-   2.6 

41.6 

1.0 

49.8 

-   0.6 

59.9 

-    1.4 

68.1 

-    1.5 

73.9 

-   0.4 

72.6 

0.4 

65.6 

-  0.9   52.8 

-   2.5 

48,3 

4.3 

34.0 

0.6 

51.6 

-  0,9 

GETTYSBURG 

25.1 

-    5.0 

31.8 

0.3 

45.5 

5.0 

52.8 

1.8 

62.2 

0.3 

71.0 

0.6 

75.4 

0.8 

73.0 

0.6 

66.3 

0.2 

53.6 

0.0 

48,2 

5.6 

35.2 

2.5 

53.3 

1.0 

GORDON 

17.6 

-   9.3 

25.4 

-   1.9 

38.3 

1.5 

48.9 

1.3 

58.9 

0.5 

66.1 

-   0.2 

70.9 

0.3 

68.9 

0.5 

62.7 

0.3 

48.8 

-   2.0 

45.2 

5.1 

30,1 

0.7 

48,5 

-  0.3 

GREENSBURG   2   S  FILT   STA 

21.0 

-   9.9 

31.8 

0.3 

44.0 

4.0 

54.4 

4.1 

63.4 

2.9 

67.0 

-   1.9 

71.3 

-    1.2 

68.5 

-   2.3 

63.2 

-   2.2 

49.4 

-   4.7 

45.8 

3.0 

33,9 

1.1 

51.1 

-  0.6 

GREENVILLE 

18.2 

-   9.2 

26.8 

-   0.3 

38.6 

1.8 

52.2 

5.5 

56.0 

-   2.2 

65.0 

-   2.3 

71.1 

-   0.3 

68.2 

-   0.8 

63.5 

0.4 

48. 5H 

-   2.7 

45.7 

5.6 

32.7- 

1.9 

49,3 

0.2 

HANOVER 

25.0 

-   7.5 

31.4 

-    1.7 

44.0 

2.0 

52.0 

-  0.4 

61.4 

-   2.0 

70.2 

-   1.4 

75.1 

-  0.7 

73.0 

-   0.6 

66.6 

-   1.1 

52.5 

-   3.6 

49.0 

4.0 

35.7 

l.i 

53.4 

-0.6 

HARRISBURG  3   S  WB  AP 

23.6 

-    5.4 

30.1 

-   0.1 

43.0 

4.1 

52.2 

1.3 

61.4 

-   0.4 

70.4 

0.1 

75.3 

0.5 

73.1 

0.5 

66.4 

0.6 

52.8 

-   2.0 

48,2 

5.4 

34.3 

1.6 

52.6 

0.5 

HAWLEY 

17.6 

-   7.4 

23.1 

-   2.5 

36.0 

1.6 

48. 4M 

2.8 

57.1 

-   0.4 

65.2 

-   1.0 

70.7 

0.3 

68.9 

0.9 

61.4 

0.3 

48.4 

-    1.1 

44.0 

4.7 

28.7 

O.S 

47,5 

-  0.1 

HAWLET    1    S    WALLEN   DAM 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

52.2 

_ 

60.4 

- 

66.0 

- 

64.2 

- 

56.8 

- 

44.4 

- 

- 

- 

- 

- 

- 

- 

HEWITT    2    S 

24. 3M 

_ 

31.2 

_ 

44.0 

_ 

52. 6M 

_ 

58.7 

_ 

67. 6M 

- 

71. 4M 

- 

72.9 

- 

65. 4M 

- 

51. 6« 

- 

44.lt 

- 

37.61 

- 

51,8 

- 

HOLTWOOD 

25.0 

-   6.5 

29.8 

-   2.8 

43.0 

1.8 

51.8 

0.3 

61.8 

-    1.5 

71.6 

-   1.2 

77.  OM 

-   0.1 

74.7 

-   0.4 

69.  OM 

-   0.1 

54.3 

-    2.3 

49.8 

4.5 

36.5 

2.0 

53.7 

-  0.5 

HUNTINGDON 

_ 

. 

41. 4M 

2.7 

51.311 

1.9 

58.9 

-   1.6 

68. 2H 

-   0.5 

72.2 

-   0.3 

70.4 

-  0.3 

63.6 

-   1.0 

50,7 

-    2.0 

45.3 

3.6 

32.9 

1.4 

- 

- 

INDIANA    2    SE 

18.8 

-10.3 

29.2 

-  0.4 

42.2 

4.4 

53.0 

3.7 

57.2 

-   2.6 

66.6 

-   1.4 

69.9 

-   1.8 

67.8 

-    2.1 

62.4 

-    2.0 

49,111 

-   3.4 

45.1 

3.8 

32.2 

1.4 

49.5 

-  0.9 

INDIANA 

21.7 

-   7.4 

31.8 

2.2 

43.2 

4.4 

54.6 

5.3 

- 

_ 

69.2 

1.2 

73.0 

1.3 

70.6 

0.7 

65.9 

1.5 

51,  IM 

-    1.4 

47.0 

5.7 

33.9 

3.1 

- 

- 

IRWIN 

22.3 

-   7.8 

32.6 

2.4 

44.7 

4.8 

55.4 

5.9 

59.4 

-    1.0 

69.3 

0.8 

73.5 

1.1 

71.0 

0.2 

65.5 

0.1 

49.311 

-   4.6 

46.8 

4.6 

- 

- 

- 

- 

JAMESTOWN    2    NW 

- 

- 

- 

- 

38.2 

- 

- 

- 

55.0 

- 

65.2 

- 

70.6 

- 

67.9 

- 

62.2 

- 

47. 7M 

- 

43.3 

- 

31.1 

- 

- 

- 

JOHNSTOWN   1 

22.6 

-   7.6 

31.1 

0.8 

43.5 

4.3 

53.6 

3.8 

60.5 

-   0.5 

69.5 

0.1 

78.5 

5.5 

71.2 

0.1 

65.5 

0.1 

51. 9M 

-    1.7 

47.0 

5.0 

34.5 

2.2 

52.1 

0.7 

KANE   1    NW 

12.8 

_ 

21.6 

_ 

33.0 

_ 

45.8 

51.7 

- 

66.0 

- 

65.2 

- 

62.5 

- 

57.0 

- 

44.1 

- 

40.8 

- 

27.5 

- 

44.0 

- 

LANCASTER   2    NE    PUMP   STA 

23.6 

-   6.4 

29.0 

-   2.1 

44.2 

4.3 

52.2 

2.6 

61.2 

-   0.1 

69.2 

-   1.1 

73.4 

-   0.8 

70.6 

-    1.8 

63.5 

-   2.2 

51.6 

-   2.0 

48.4 

6.2 

33.8 

0.8 

51.8 

-  0.2 

LANCASTER   3    NE    EXP   FARM 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

- 

_ 

- 

- 

- 

- 

71.8 

- 

64.7 

- 

50.6 

- 

47.9 

- 

33.9 

- 

- 

- 

LAWRENCEVILLE 

17.9 

-   7.2 

23.6 

-    1.3 

36.7 

2.0 

50.2 

4.2 

56.4 

-    1.2 

66.4 

0.1 

71.0 

0.4 

69.0 

0.6 

62.8 

0.9 

49.4 

-    1,2 

45.8 

6.6 

30.0 

1  .9 

48.7 

0.9 

LEBANON 

21.4 

-   7.7 

28.0 

-   1.6 

41.8 

2.6 

50.8 

0.5 

60.8 

-  0.5 

69.7 

-  0.3 

75.1 

0.9 

73.2 

1.0 

65.6 

-   0.2 

52,2 

-    1,5 

47.9 

3,2 

32.8 

0.8 

51.2 

-  0.5 

LEWISTOWN 

21.1 

28.  OU 

41.5 

52.0 

_ 

_ 

69.4 

_ 

74.0 

_ 

72.5 

- 

65.6 

- 

51,6 

- 

47.2 

- 

33.3 

- 

- 

- 

LOCK  HAVEN   1 

_ 

26.2 

-    2.2 

39.6 

1.1 

51.8 

1.5 

60.8 

-   1.0 

67.6 

-   2.1 

_ 

- 

- 

- 

65.0 

0.1 

50,6 

-    2,6 

45.4 

3,7 

31.9 

1.0 

- 

- 

MARCUS   HOOK 

28.6 

-   6.8 

34.3 

-    1.1 

45.1 

0.2 

54.0 

-   0.7 

63.8 

-   2.3 

73.0 

-   2.3 

79.1 

0.1 

77.9 

1.3 

70.9 

0.0 

58, 4H 

-   1.3 

53.8 

5.7 

40.4 

2.0 

56.7 

-  0.3 

MARTINSBURG    BLAIR   CO  AP 

20.0 

27.9 

40.8 

50.8 

57.4 

- 

66. 8H 

- 

70.6 

- 

68.7 

- 

63.3 

- 

49,2 

- 

44.4 

- 

31.5 

- 

49.3 

~ 

MAUCH   CHUNK   1    SW 

. 

. 

_ 

. 

. 

. 

. 

58.4 

-    1.3 

67.  OM 

-  0.9 

70.011 

2.1 

68.6 

-    1.3 

61.0 

-   3.0 

49,  OH 

-   3.2 

45.21 

4.1 

29.11 

-   1.4 

- 

- 

MEADVILLE    1    S 

17.2 

-    8.1 

25.6 

1.2 

37.7 

2.9 

50.6 

5.0 

54.7 

-   2.3 

65.2 

-  0.7 

70.5 

0.8 

68.0 

0.3 

61.6 

-   0.5 

48. § 

-   2.1 

44.2 

5.5j  31.2 

2.2 

47.9 

0.3 

MERCER   5   NE  WB  AIRPORT 

17.0 

_ 

26.4 

_ 

37.4 

_ 

49.8 

_ 

54.9 

_ 

65.  OH 

_ 

69. 4t 

- 

66.9 

- 

- 

1     - 

- 

- 

- 

- 

- 

- 

- 

MERCER  HGWY   SHED 

_ 

_ 

_ 

_ 

_ 

„ 

_ 

_ 

_ 

_ 

_ 

- 

- 

- 

- 

- 

- 

-      1  49. 4M 

- 

45.1 

- 

32.3 

- 

- 

- 

MIDDLETOWN   OLMSTED  FLD 

23.0 

-   7.2 

29.2 

-   2.0 

42.4 

2.2 

51.8 

1.7 

61.4 

-   0.5 

70.6 

0.1 

75.61 

0.7 

73.1 

0.3 

66.  lU 

-   0.1    52. 6M 

-   1,9 

47.7 

4.3 

34.3 

1,3 

52.4 

0.0 

MIDLAND   DAM   NO  7    LOWER 

22.0 

-   7.9 

31.2 

-   0.2 

42.8 

2.6 

54.6 

3.9 

58.7 

-    2.3 

68.8 

-   1.3 

73.0 

0.2 

70.6 

-   1.6 

65.8 

0.8 

50. 5M 

-   4.0 

47.0 

4.8 

34.8 

1.8 

51.7 

-  0.2 

MONTROSE   3   E  HGWY   SHED 

14.8 

-   8.1 

19.9 

-   2.7 

31.8 

-   0.1 

44.7 

1.0 

52.7 

-   2.5 

64.4 

0.7 

68.6 

0.3 

67.0 

0,2 

60.4 

-   0.1 

46.5 

-   2.5 

43.51 

8.C 

27.51 

1.3 

45.6 

0.1 

MOUNT    POCONO 

15.8 

-    7.3 

22.0 

0.2 

33.6 

1.7 

44.5 

2.1 

53.3 

-   0.8 

66.7 

5.0 

67.21 

1.4 

65.6 

1.6 

59. 8H 

1.4 

~ 

~ 

- 

- 

- 

- 

- 

- 

NEFFS    MILLS    4    NE 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

58.0 

_ 

_ 

- 

70.4 

- 

68.8 

- 

62.0 

- 

- 

- 

44.2 

- 

30.3 

- 

- 

- 

NEWBURG  3   W 

15.8 

- 

23.6 

- 

33.8 

- 

43.3 

- 

52.4 

- 

61.6 

- 

66.0 

- 

64.4 

- 

57.8 

-     j  44. 3M 

- 

38.9 

- 

28.6 

- 

44.2 

~ 

NEW   CASTLE    1    N   PUMP  STA 

19.7 

-   8.4 

28.4 

-   0.4 

40.1 

3.0 

52.7 

4.1 

57.6 

-   2.1 

67.4 

-   1.7 

72.0 

-   0.6 

69.6 

-   0.9 

63.7 

-   0.7   49. OM 

-   3.5 

46.2 

5.7 

32.7 

1.8 

50.0 

-  0.2 

NEWELL 

26.2 

-   6.4 

37.6 

5.3 

48.2 

6.4 

58.9 

8.3 

60.6 

-  0.6 

70.1 

0.7 

75.0 

1.6 

73.4 

1.5 

68.3 

1   6   50.9 

-   4,4 

48.6 

4.8 

36.4 

1.1 

54.5 

1.6 

NEWPORT 

50.6 

60.1 

39.1 

_ 

72.8 

- 

71.0 

_ 

63.7 

-        49,4 

- 

44,6 

- 

30.7 

- 

- 

- 

PALMERTON 

19.8 

-   8.4 

25.8 

-   3.3 

38.8 

0.5 

49.4 

1.1 

58.2 

-    1.7 

66.4 

-   2.4 

72.51 

-   0.8 

71.0 

0.4 

64.  OM 

-  O.li  51.311 

-    1.1 

47.2 

5.5 

31.5 

0.1 

49.7 

-  0.8 

PARK  PLACE   1    NW   WB   AP 

16.8 

23.7 

35.0 

45.6 

59.0 

- 

64.  OM 

- 

69.31 

68.0 

- 

61.5 

-        47.8 

- 

43.7 

-        29.5 

- 

47.0 

~ 

PHILADELPHIA   DREXEL    INS 

. 

. 

. 

_ 

. 

_ 

. 

. 

. 

. 

_ 

_ 

77.41 

_ 

75.7 

_ 

69.4 

- 

56.2 

- 

52.6 

38.9 

- 

- 

- 

/PHILADELPHIA   FRANK    INST 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

- 

- 

- 

76.1 

- 

- 

- 

57.41( 

- 

54.3V 

40.91 

- 

- 

- 

'PHILADELPHIA    WB   AIRPORT 

26.0 

-   5.1 

31.8 

-   0.7 

43.8 

■^   4.7 

52.0 

0.4 

62.0 

-   0.1 

71.1 

0.5 

76.4 

1.1 

74.6 

1.3 

67.7 

1.8 

55.3 

-   0.2 

50.9 

7.0    37,2 

2.6 

54.1 

1.2 

PHILADELPHIA    PT    BREEZE 

27.4 

33.8 

45.5 

53.2 

62.6 

72.0 

_ 

77.21 

75.9 

- 

70.0 

- 

56.711 

- 

52.3 

-        39.1 

- 

55.5 

- 

PHILADELPHIA   SHAWMONT 

26.5 

-   5.3 

32.2 

-   1.0 

44.4 

2,0 

53.0 

0.7 

61.8 

-    1.5 

71.4 

-    1.1 

76.2 

-   0.3 

74.4 

0.1 

68.5 

0.4 

55.3 

-   0.6 

50.2 

5.i   36.9 

2.E 

54.7 

0.5 

PHILADELPHIA   WB   CITY 

27.3 

-    5.3 

33.4 

-   0.5 

44.8 

4.0 

52.4 

0.3 

62.2 

-   0.7 

71.4 

0.0 

76.8 

0.6 

75.9 

1.1 

69.4 

1.4J   56.9 
-    '45.2 

-  0.9 

52.6 

6.S    39.3 

3.C 

55.2 

0.8 

PHILIPSBURG 

15.0 

- 

23.6 

_ 

35.0 

_ 

47.2 

_ 

54.2 

- 

61.6 

_ 

65.3 

- 

63.7 

- 

57.4 

- 

40,1 

27.6 

- 

44.7 

- 

PHOENIXVILLE   1   E   P  STA 

28. 2M 

-   2.8 

32.5 

0.1 

46.6 

5.3 

55.4 

3.5 

63.4 

1.1 

71.4 

-   0.3 

76.0 

0.2 

- 

- 

- 

54.611 

-   0.7 

49.7 

5. J    35.71( 

2.C 

- 

- 

PITTSBURGH   7   SE  WB   AP 

21.7 

32.8 

43.9 

54.7 

59.8 

70.0 

1.4 

73.8 

0.8 

72.2 

0.9 

66.2 

1.5    50.711 
1.7  52.0 

-   3.4   48.0 

6.{    35.2 

3.; 

52.9 

2.9 

PITTSBURGH  WB  CITY 

24.4 

-   6.3 

34.7 

2.4 

45.2 

5.6 

56.0 

4.8 

61.9 

-   0.5 

71.8 

1.1 

75.6 

1.0 

73.3 

0.4 

68.1 

-   3.7 

49.5 

6.3   37.2 

3.C 

54.2 

1.4 

PORT    CLINTON 

19.7 

-   9.1 

26.0 

-   3.4 

38.6 

0.1 

49.0 

-   0.5 

57.9 

-   3.1 

66.2 

-   3.0 

71.8 

-  i.e 

70.3 

-   0.9 

_ 

- 

49.411 

3.9 

46.4 

4.e|   30.711 

-    1.3 

- 

- 

PUTNEYVILLE    2    SE 

19. OM 

24.511 

36.6 

49.6 

54.1 

^ 

59.9 

_ 

68.6 

- 

66.811 

-    1.0 

59.6 

- 

45.911 

- 

41.211 

27.9 

- 

46.2 

- 

QUAKERTOWN 

21.4 

-   6.2 

26.4 

-   2.5 

41.6 

4.1 

49.6 

1.0 

59.2 

-   0.5 

67.0 

-    1.5 

72.2 

-   0.£ 

69.4 

62.2 

-    1,7 

50. 6t 

-    1,6 

48,0 

O.C    32.8 

I.e 

50.1 

-   0.1 

READING    WB   CITY 

24.8 

-   6.3 

31.2 

0.7 

44.0 

3.4 

52.3 

1.5 

62.0 

0.1 

71.0 

0.7 

76. 2J 

l.C 

73.8 

0.9 

67.411 

0,8 

54.411 

-    1,0 

50,4 

6.£    36.1 

1.! 

53.6 

0.8 

RETREAT   FARMS 

19.4 

25.3 

38.0 

- 

- 

- 

58.8 

- 

65.6 

- 

71.1 

- 

70.0 

- 

64.1 

49.9 

- 

46,0 

32.0 

- 

- 

- 

RIDGWAY 

16.2 

-   8.8 

23.1 

-    1.8 

34.8 

1.4 

48.9 

3.7 

54.6 

-    1.3 

64.7 

0.3 

69.8 

l.£ 

67.8 

1.3 

61.2 

1,2 

47.0 

-    1,6 

42.4 

4.<    30.0 

2.: 

46.7 

0.2 

SCRANTON    WB    CITY 

19.9 

-   6.7 

26.4 

-   0.9 

39.0 

3.3 

49.6 

1.5 

58.7 

-   0.7 

66. 7» 

-  1.1 

-  0.3 

72.1 

0.^ 

70.8 

1.0 

64.6 

1.7 

51.2 

-   0.7 

47.7 

7.:    32.3 

i,« 

49.9 

0.5 

SELINSGROVE   AIRPORT 

19.8 

-   8.S 

26.6 

-    2.0 

41.6 

2.9 

52.9 

3.5 

59.5 

-    1.3 

68.8 

73.4 

o.c 

70.8 

-   0.6 

64.4 

-  0.4i   50.. 

-  I.2I   53.311 

-   2.4 

46.1 

4.;     - 

- 

- 

- 

SHIPPENSBURG 

24.2 

-   6.1 

31.0 

0.1 

44.0 

2.9 

53.4 

2.4 

61.8 

-    0.9 

70.5 

-  o.g 

75.4 

0.- 

73.6 

0,5 

67.3 

-    1.7 

48.0 

4.«|   34.7 

l.S 

53.1 

0.4 

SOMERSET   WATER   WORKS 

18.5 

-   8.1 

29.4 

2.4 

41.2 

5.3 

51.4 

5.2 

56.3 

-   0.4 

65.2 

-   0.1 

68.2 

-   0.4 

66.0 

-   0.9 

60.7 

O.C 

47. 3» 

-   2.0 

43,0 

4.3 

30.8 

l.S 

48.2 

0.6 

See  reference  notes  iollowing  Station  Index 
-    335    - 


Table  1— Continued 


AVERAGE  TEMPERATURES   AND    DEPARTURES  FROM  NORMAL 


PENNSYLVANIA 
1948 


/ 


January 

February 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 

Annual 

e 

S 

S 

s 

O 

« 

O 

O 

9 

O 

» 

D 

• 

Station 

J 

3 

1 

3 

1 

fO 

■P 

J 

1 

i 

3 

Q. 

3 

a 

g 

a 

3 

a 

g 

0. 

^ 

0. 

0. 

3 

0. 

3 

a 

« 

a 

3 

a 

"a 

a 

2 

a 

'2 

a 

0* 

a 

Oi 

a 

Cu 

a 

d 

a 

Cu 

a 

0. 

a 

0, 

a 

Cl 

a 

D. 

a 

&■ 

a 

a 

a 

a 

a 

a 

i2 

& 

e2 

<s 

e2 

a 

eS 

Q 

e2 

a 

e2 

a 

e2 

a 

e2 

a 

(2 

a 

(2 

a 

(2 

a 

e2 

a 

e2 

a 

SPRINGS    1    S* 

18.0 

-   8.5 

28.4 

1.1 

39.4 

3.5 

48.9 

3.4 

54.2 

-    1.3 

62.4 

-   1.6 

66.4 

-   1.0 

65.6 

-   0.1 

59.0 

-   0.9 

46.  OH 

-   3.4 

42.1 

3.6 

30.1 

0.9 

47.2 

0.1 

STATE    COLLEGE 

20.5 

-   6.3 

28.5 

1.5 

40.5 

4.2 

51.2 

3.6 

59.1 

0.1 

68. 2M 

1.2 

72. 3« 

1.3 

70.6 

1.7 

64.0 

1.2 

49.9 

-   1.4 

45.4 

5.3 

32.4 

2.5 

50.7 

1.7 

STROUDSBURG   2   E   SUBSTA 

20. 4M 

-   6.6 

26.5 

-    1.1 

_ 

_ 

- 

- 

- 

- 

69.4 

2.0 

75.2 

3.2 

73.9 

3.9 

- 

- 

52.3)1 

0.3 

47.4 

6.3 

31.8 

1.6 

- 

- 

SUNBURY   2   N   AIRPORT 

20.1 

_ 

26.0 

_ 

39.9 

_ 

50.4 

- 

59.4 

- 

68.  OM 

- 

73.5 

- 

71.8 

- 

65.2 

- 

51.1 

- 

46.4 

- 

32.0 

- 

50.4 

- 

TAMARACK    2    S    FIRE    TWR 

15.6 

- 

22.9 

- 

33.8 

- 

45.6 

- 

54.2 

- 

63.6 

- 

67.8 

- 

66.3 

- 

59.  5M 

" 

47.0 

- 

41.2 

- 

27.4 

- 

45.4 

- 

TIONESTA    2    SE    DAM 

15.3 

_ 

22.7 

_ 

36.0 

_ 

49.6 

- 

54.0 

. 

64.3 

- 

70.3 

- 

67.6 

- 

61.6 

48.1 

- 

43.9 

_ 

29.9 

- 

47.4 

- 

TITUSVILLE    2    S 

17.8 

_ 

26.6 

- 

37.4 

_ 

50.9 

- 

53.6 

- 

63.3 

- 

68.1 

- 

65.7 

- 

60.9 

- 

47.3 

- 

44.0 

- 

31.0 

- 

47.2 

- 

TOWANDA 

18.4 

-   7.2 

24.1 

-    1.2 

37.3 

2.1 

50.4 

3.9 

57.0 

-   0.8 

66.0 

0.0 

71.4 

0.8 

69.2 

0.6 

63,6 

1.2 

49.7 

-    1.2 

45.7 

5.8 

31.1 

2.2 

48.7 

0.6 

TUNKHANNOCK    1    S    AIRPORT 

15.4 

22.2 

32.611 

48.3 

_ 

55.8 

_ 

66.  SM 

_ 

65.0 

- 

69.2 

- 

63.1 

- 

49.411 

- 

45. 4M 

- 

29.9 

- 

48.4 

- 

UNIONTOWN 

24.4 

-   8.3 

37.0 

4.2 

47.4 

5.8 

58.4 

7.0 

60.8 

-    1.3 

70.4 

0.1 

73.9 

0.5 

71.9 

0.0 

66.4 

-   0.1 

50.911 

-   4.0 

48.5 

4.6 

37.7 

2.8 

54.0 

1.0 

WARREN 

18.8 

-   6.8 

28.1 

3.1 

37.2 

-    2.7 

51.0 

6.1 

55.2 

-   1.4 

65. 6 

-   0.1 

71.4 

1.6 

69.8 

2.0 

64.0 

1.8 

49.7 

-    1.2 

45.3 

6.0 

31.4 

2.9 

49.0 

1.4 

WAYNESBURC    2    * 

20.8 

-11.4 

32.2 

0.6 

43.8 

2.7 

54.5 

3.6 

58.7 

-   2.3 

67.8 

-    2.3 

72.4 

-   0.7 

70.0 

-    1.8 

63.4 

-    2.3 

49.111 

-    5.7 

45.6 

2.3 

34.8 

0.: 

51.1 

-1.4 

WELLSBORO 

15.0 

-    9.2 

21.0 

-   3.4 

33.4 

1.5 

46.0 

1.5 

53.6 

-   2.9 

63.0 

-    1.6 

67.4 

-    1.4 

67.4 

1.0 

60.0 

0.1 

47.1 

-    1.7 

42.7 

5.1 

29.2 

1.: 

45.5 

-  0.9 

WELLSVILLE 

21.8 

28.6 

_ 

41.811 

„ 

51.6 

_ 

60.8 

_ 

68.6 

_ 

73.2 

- 

70.9 

- 

64.4 

- 

51. 4U 

- 

47.111 

- 

33.1 

- 

51.1 

WEST  CHESTER 

25.2 

-    5.4 

31.6 

0.3 

44.0 

4.7 

51.4 

1.4 

61.1 

0.1 

69.8 

0.1 

74.7 

0.3 

73.7 

1.5 

66.5 

0.8 

53.611 

-    1.0 

49.7 

6.4 

36.0 

2.7 

53.1 

1.0 

WILLIAMSPORT  4   E  WB  AP 

19.2 

-   8.5 

24.6 

-   3.3 

38.3 

0.8 

50.1 

1.2 

58.8 

-    1.7 

67.211 

-    1.8 

72.  m 

-    1.2 

70.6 

-   0.4 

64.0 

-   0.4 

49.8 

-   2.8 

45.5 

4.3 

31.0 

0.1 

49.3 

- 1.1 

WILLIAMSTOWN 

22. 2H 

-   6.3 

29.2 

-   0.8 

42.0 

3.2 

51.6 

1.9 

55.6 

-   4.9 

67.9 

-   0.4 

72.7 

0.1 

71.1 

0.4 

64. 2N 

-   0.8 

51.  5« 

-   2.0 

46. 8H 

-   4.6 

32.8 

1.6 

51.0 

0.1 

YORK  3   SW   PUMP   STATION 

24.6 

-    5.7 

31.1 

-   0.3 

45.6 

4.7 

54.3 

3.2 

63.1 



1.2 

71.8 

1.3 

76.0 

1.3 

73.5 

0.8 

67.0 

0.5 

53.711 

-   0.6 

49.7 

6.3 

35.9 

2.6 

53.9 

1.3 

See  reference  notes  following  Stabon  Indes. 
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January     ,    February         March      |      April 

May 

June 

July       1     August 

September 

October 

November  { 

December 

Annual 

T 

s 

r 

0 

1 

0 

0 

a 

• 

0 

g 

e 

1 

e 

1 

e 

• 

Station 

a 

1        a 

1 

1 

a 

1 

a 

1         a 

1 

0. 

1 

a 

1 

a 

1 

.s- 

1 

a 

1 

a 

1 

a 

1 

a 

1 

Depa 
Preci 

1 

1 

1 

1 

1 

I 

& 

1 

& 

i 

1 

1 

1 

1 

& 

1 

a 

& 

1 

(3 

i 

a 

HETONIA   LOCK   3   LOWER 

2.22 

-1.17I  2.60 

-    .03 

3.08 

-    .53 

6.70 

3.27 

3.46 

-    .31 

6.07 

1.69 

4.79 

.68 

4.96 

1.11 

1.50 

-1.69 

3.09 

.07 

3.73 

1.18 

2.96 

-  .11 

45.16 

4.16 

BION 

2.33 

2.84 

_ 

6.03 

_ 

3.78 

_ 

3.83 

- 

4.75 

- 

- 

- 

- 

- 

- 

- 

5.11 

- 

3.62 

- 

2.04 

- 

- 

- 

LENS   MILLS 

2.69 

1 

_ 

3.43 

_ 

7.24 

_ 

5.39 

- 

6.45 

- 

6.92 

- 

3.67 

- 

1.09 

- 

3.36 

- 

3.63 

- 

- 

- 

- 

- 

LENTOWM-BETH  EAST  AF 

3.39 

-    .11!  1.92 

-1.50 

3.76 

.31 

3.50 

.10 

7.88 

4.38 

4.56 

.56 

2.41 

-2.20 

4.33 

-    .07 

1.32 

-2.08 

0.96 

-2.34 

4.41 

1.56 

5.05 

1.75 

43.49 

.36 

LENTOWN  GAS   CO 

3.95 

.581  2.18 

-    .63 

3.24 

-    .17 

3.88 

.30 

9.09 

5.52 

6.31 

2.41 

3.20 

-1.64 

4.04 

-    .52 

1.38 

-2.05 

1.82 

-1.44 

4.75 

1.84 

4.97 

1.78 

48.81 

5.98 

TOONA   RORSESBOE   CRVE 

2.92 

-    .01    2.06 

-    .29 

4.55 

1.33 

7.11 

3.66 

7.28 

3.20 

7.15 

3.05 

2.30 

-1.64 

4.07 

.63 

1  .82 

-1.25 

3.94 

1.05 

4.71 

2.30 

5.05 

2.27 

52.96 

14.30 

ENDTSVILLE 

3.46 

.51    1.19 

-1.40 

3.79 

.04 

4.30 

.59 

5.04 

.95 

5.37 

1.26 

2.22 

-1.56 

6.16 

2.15 

1.29 

-2.45 

3.63 

.02 

5.73 

2.65 

4.14 

1.01   46.32 

M      - 

3.77 

STINBURG   2   W 

2.55 

.89 

1. 11 

-    .75 

2.67 

.34 

_ 

_ 

_ 

_ 

_ 

3.30 

.19 

2.79 

.18 

1  .14 

-1.82 

2.73 

.41 

2.51 

.64 

2.14 

- 

OCA  WILKES  BARRE  AP 

2.35 

-    .04 

0.93 

-1.65 

3.51 

.60 

5.27 

2.34 

5.30 

2.15 

7.20 

3.22 

8.27 

4.20 

1.55 

-2.23 

1.47 

-2.00 

2.26 

-    .84 

5.33 

3.11 

4.96 

2.23| 

48.40 

11.09 

KERSTOWN    4    WKW 

- 

- 

- 

- 

- 

- 

- 

4.55 

- 

4.72 

- 

1.57 

- 

3.06 

- 

3.90 

" 

3.81 

~ 

~ 

" 

RNES 

2.05 

. 

2.80 

. 

5.69 

_ 

5.44 

_ 

5.10 

_ 

. 

_ 

_ 

- 

3.55 

- 

1.75 

. 

2.82 

- 

4.11 

- 

3   73 

- 

- 

- 

AR  CAP 

2.66 

_ 

1.61 

_ 

4.22 

_ 

4.84 

_ 

_ 

_ 

2.62 

- 

- 

- 

3.61 

- 

1.50 

- 

4.29 

- 

6.06 

- 

5.02 

- 

- 

- 

AVER   FALLS 

2.47 

-    .34 

2.21 

-    .04 

2.05 

-1.00 

5.30 

2.23 

3.00 

.39 

6.32 

2.35 

4.43 

1.09 

5.84 

2.52 

1.53 

-1.48 

2.76 

.15 

2.42 

.08 

2.30 

-    .22 

40.63 

4.95 

AVERTOWN 

- 

_ 

- 

- 

- 

- 

- 

1.63 

- 

4.91 

- 

5.89 

- 

5.16 

- 

- 

- 

LLETONTE   RKVIEW   FARll 

3.09 

.14 

1.96 

-    .62 

- 

- 

7.54 

3.86 

5.97 

2.64 

3.34 

-    .89 

2.93 

-    .93 

4.22 

.69 

1.46 

-1.38 

2.98 

-    .21 

5.09 

2.81 

3.70 

1.08 

- 

- 

RWICK 

2.69 

. 

1.42 

_ 

3.22 

_ 

5.45 

_ 

5.37 

. 

4.73 

_ 

5.15 

- 

1.94 

- 

1.17 

- 

3.25 

- 

4.43 

- 

4.92 

- 

43.74 

- 

THLEHEM   RIVER  STA 

3.49 

_ 

2.07 

_ 

2.65 

_ 

3.36 

_ 

8.87 

- 

7.58 

- 

3.21 

- 

3.56 

- 

0.36 

- 

1.11 

- 

4.21 

- 

5.19 

- 

45.66 

- 

THLEHEM  LEHIGH   UNIV 

_ 

_ 

2.22 

-    .93 

3.06 

-    .40 

_ 

_ 

9.68 

6.16 

7.26 

3.19 

2.98 

-1.68 

3.54 

-    .76 

1.22 

-2.15 

0.76 

-2.44 

3.83 

.65 

5.61 

2.36 

- 

- 

AIN 

_ 

_ 

_ 

_ 

_ 

_ 

4.72 

_ 

2.68 

- 

2.02 

- 

1.23 

- 

3.54 

- 

5.03 

- 

- 

- 

- 

- 

AIRSVILLE   6   ENS 

2.72 

-    .20 

2.16 

-    .34 

3.56 

-    .12 

8.31 

3.87 

5.91 

.72 

7.02 

1.38 

3.41 

-1.45 

3.55 

-    .44 

0.89 

-2.36 

4.66 

1.12 

3.69 

.66 

2.60 

-    .51 

48.48 

2.33 

AKESLEE   CORNERS 

2.44 

. 

1.34 

_ 

3.98 

_ 

4.72 

_ 

8.12 

. 

4.96 

_ 

5.18 

- 

3.29 

- 

0.93 

- 

1.96 

- 

5.49 

- 

5.19 

- 

54.76 

- 

OSERVILLE   1    N 

3.09 

-    .06 

1.53 

-    .80 

3.49 

.17 

5.07 

1.20 

5.82 

1.53 

5.11 

.37 

3.90 

-1.07 

3.03 

-2.25 

1.05 

-2.77 

4.65 

.88 

5.01 

1.96 

4.46 

1.51 

46.21 

0.67 

SWELL  6   WNW 

3.39 

2.53 

4.27 

8.38 

_ 

7.83 

_ 

7.02 

_ 

4.00 

- 

2.55 

- 

2.11 

- 

4.07 

- 

4.33 

- 

5.44 

- 

55.92 

- 

ADDOCK   LOCK  NO  2 

2.39 

_ 

1.98 

_ 

3.05 

_ 

7.30 

_ 

3.84 

_ 

5.28 

_ 

2.39 

- 

3.38 

- 

1.38 

- 

2.99 

- 

4.02 

- 

3.15 

- 

41.15 

- 

ADFORD   CITY  HALL 

- 

- 

- 

- 

3.95 

- 

4.84 

- 

4.08 

- 

3.38 

- 

1.03 

- 

3.12 

- 

3.68 

- 

2.51 

- 

- 

- 

ADFORD   4    W    RES    1 

2.58 

-    .43 

2.45 

-    .14 

7.36 

4.05 

5.81 

2.15 

4.99 

1.19 

5.33 

.67 

3.43 

-    .65 

3.24 

-    .10 

1.10 

-3.09 

3.51 

-    .07 

4.03 

.53 

3.11 

.10 

46.94 

4.21 

EEZEWOOD 

2.53 

0.95 

3.92 

4.04 

_ 

_ 

_ 

4.91 

_ 

1.19 

_ 

4.07 

- 

3.29 

- 

3.84 

- 

4.94 

- 

4.09 

- 

- 

- 

OOKVILLE   AIRPORT 

2.99 

-    .14 

3.09 

.67 

3,92 

.65 

7.70 

4.58 

3.38 

-    .35 

7.24 

3.00 

3.76 

-    .59 

5.89 

2.13 

2.00 

-1.16 

2.76 

-    .26 

3.55 

.49 

4.08 

.99 

50.36 

10.01 

UCETON 

2.01 

-    .69 

1.74 

-    .70 

3.28 

-    .46 

5.96 

2.47 

3.90 

-    .23 

7.25 

2.73 

4.72 

1.04 

3.11 

-    .27 

1.57 

-1.12 

2.95 

-    .02 

3.16 

.59 

3.52 

.87 

43.17 

4.21 

CKSTOWN 

3.16 

2.38 

- 

- 

7.14 

- 

6.12 

- 

3.88 

- 

2.61 

- 

2.32 

- 

3.90 

- 

- 

- 

3.59 

- 

- 

- 

FFALO  MILLS 

3.01 

.48 

1.46 

-    .59 

2.28 

-    .94 

6.44 

2.92 

3.25 

-    .10 

5.16 

1.63 

1.93 

-1.56 

6.60 

3.41 

3.58 

.66 

4.23 

1.35 

4.71 

2.27 

3.67 

1.47 

46.32 

11.00 

RGETTSTOWN  3   W 

- 

_ 

2.08 

- 

5.71 

- 

3.12 

- 

3.46 

- 

1.67 

- 

2.85 

- 

3.22 

- 

- 

- 

- 

- 

RNT   CABINS   2   NE 

2.58 

_ 

1.16 

_ 

1.84 

- 

3.96 

_ 

4.48 

- 

6.59 

- 

2.70 

- 

4.60 

- 

1.28 

- 

3.99 

- 

5.81 

- 

- 

- 

_ 

TLER 

1.67 

-1.10 

2.43 

.08 

1.54 

-2.00 

6.64 

3.21 

3.14 

-    .46 

6.54 

2.11 

2.65 

-1.59 

6.04 

2.19 

1.59 

-1.54 

3.22 

.00 

3.53 

.69 

3.46 

.74 

42.45 

2.33 

TLKR  SUBSTATION 

- 

- 

- 

- 

6.26 

- 

2.69 

- 

6.88 

- 

- 

- 

- 

- 

3.17 

- 

3.88 

- 

- 

- 

IIP  HILL 

2.87 

. 

1.36 

. 

3.03 

. 

_ 

_ 

4.85 

_ 

4.12 

_ 

3.36 

_ 

4.07 

_ 

0.80 

- 

3.99 

- 

5.41 

- 

4.40 

- 

- 

- 

NTON    1   NW 

2.98 

_ 

1.38 

_ 

3.82 

„ 

6.63 

_ 

5.32 

_ 

2.85 

_ 

3   72 

- 

2.65 

- 

0.88 

- 

3.40 

- 

5.46 

- 

3.48 

- 

42.57 

- 

RLISLE 

3.28 

.14 

1.60 

-1.29 

2.44 

-1.08 

4.48 

.94 

4.93 

1.12 

5.32 

1.37 

4.42 

.52 

3.30 

-1.10 

0.86 

-2.60 

4.30 

-    .92 

5.92 

2.82 

4.27 

1.35 

45.12 

3.11 

RROLLTOWN 

2.38 

2.69 

3.93 

10.10 

_ 

3.78 

- 

8.05 

_ 

5.59 

- 

3.81 

_ 

1.22 

- 

3.66 

- 

4.49 

- 

4.76 

- 

54.46 

- 

RTER    CAMP 

3.01 

- 

2.74 

- 

3.68 

- 

7.81 

- 

5.61 

- 

4.48 

- 

3.73 

- 

3.70 

- 

1.08 

- 

2.81 

- 

4.77 

- 

4.02 

- 

47.44 

- 

DAR    RUN 

2.87 

.29 

1.96 

-    .24 

3.73 

.77 

6.41 

3.33 

4.76 

1.18 

2.86 

-    .88 

5.82 

2.25 

3.41 

.35 

1.04 

-1.70 

3.38 

.35 

4.89 

1.92 

3.94 

1.59 

45.07 

9.21 

ADDS   FORD 

5.35 

2.80 

3.71 

_ 

3.84 

„ 

7.74 

_ 

4.42 

_ 

5.14 

- 

7.18 

- 

4.16 

- 

1.85 

- 

4.37 

- 

5.57 

- 

56.13 

- 

AUBERSBURG 

3.27 

.46 

1.66 

-    .98 

3.97 

.71 

3.90 

.69 

3.80 

.11 

5.62 

1.67 

1.85 

-1.91 

5.23 

1.35 

1.55 

-1.54 

3.99 

.70 

4.50 

1.71 

4.69 

1.97 

44.03 

4.94 

ARLEROI 

_ 

_ 

3.79 

_ 

7.03 

_ 

_ 

_ 

3.40 

- 

2.13 

- 

2.84 

- 

2.82 

- 

3.29 

- 

- 

- 

ARLEROI    LOCK  4    LOWER 

3.11 

.08 

2.18 

-    .47 

3.25 

-    .22 

6.89 

3.51 

3.71 

.02 

7.69 

3.79 

4.76 

.80 

3.06 

-    .61 

2.06 

-    .86 

2.90 

.12 

3.12 

.59 

3.40 

.50 

46.13 

7.25 

ARION  3    SW 

2.30 

-1.12 

2.66 

-    .49 

2.79 

-1.03 

7.08 

3.36 

3.16 

-1.00 

5.30 

.69 

5.57 

1.03 

4.43 

.52 

0.94 

-2.82 

2.19 

-1.37 

3.92 

1.02 

3.57 

.19 

43.91 

-   1.02 

AUSSVILLE 

3.80 

3.75 

6.06 

8.12 

_ 

6.95 

_ 

3.56 

_ 

_ 

- 

1.53 

- 

1.68 

- 

4.81 

- 

5.45 

- 

- 

- 

AYSVILLE 

2.16 

-    .96 

1.81 

-    .70 

4.10 

.47 

4.93 

1.42 

3.59 

-    .20 

4.69 

.26 

4.87 

.65 

5.37 

1.49 

3.60 

.36 

3.43 

.36 

3.37 

.89 

3.53 

.63 

45.45 

4.67 

EARFIELD 

2.56 

-    .87 

3.08 

.47 

2.73 

-1.07 

8.71 

4.99 

2.80 

-1.62 

4.30 

-    .22 

3.83 

-    .31 

2.73 

-1.32 

0.69 

-2.75 

2.39 

-    .79 

4.19 

1.05 

5.24 

2.10 

43.25 

-    .34 

ALDALE   2   NW 

3.18 

2.10 

3.69 

5.90 

- 

8.48 

- 

4.32 

- 

3.72 

2.75 

- 

0.82 

- 

2.57 

- 

6.41 

- 

5.87 

- 

49.81 

- 

ALPORT 

2.74 

- 

2.39 

- 

3.63 

- 

6.09 

-     .83 

2.58 
9.14 

- 

5.68 

2.37 

2.51 
4.77 

.11 

4.01 
4.05 

-    .53 

1.20 
3.66 

-    .05 

2.05 

-1.38 

4.62 
4.41 

1.17 

4.89 

1.13 

52.35 

5.51 

ATESVILLE   1    SW 

4.26 

.39 

2  .38 

-1.24 

3  .26 

-    .87 

2  .90 

5  .24 

6  .  58 

ATESVILLE 

4.83 

.96 

3.19 

-    .43 

3.13 

-1.00 

3.18 

-    .55 

9.29 

5.39 

6.21 

2.00 

5.38 

-    .80 

3.78 

-    .80 

3.57 

-    .14 

2.12 

-1.31 

4.43 

1.19 

5.18 

1.42 

54.29 

7.45 

LUMBIA 

3.74 

2.13 

_ 

2.82 

3.86 

_ 

7.00 

_ 

5.48 

_ 

3.49 

_ 

4.38 

- 

1.10 

- 

3.31 

- 

4.08 

- 

4.22 

- 

45.61 

- 

NFLUENCE    1    SW 

3.80 

- 

2.92 

- 

3.92 

- 

6.64 

- 

3.90 

- 

6.11 

- 

6.20 

- 

2.85 

- 

2.86 

- 

2.48 

- 

3.74 

- 

6.30 

- 

51.72 

- 

NFLUENCE    1    NW 

3.61 

-    .24 

2.75 

-    .49 

3.25 

-    .67 

6.43 

2.80 

4.77 

.67 

6.98 

2.35 

6.06 

1.31 

3.55 

-    .63 

2.75 

-    .35 

3.30 

.31 

3.91 

.96 

5.82 

2.41 

53.18 

8.43 

NNELLSVILLE 

2.80 

_ 

1.97 

_ 

2.62 

_ 

6.42 

_ 

5.01 

_ 

6.40 

- 

4.21 

- 

3.41 

- 

1.96 

- 

3.44 

- 

2.90 

- 

3.01 

- 

44.15 

- 

NNELLSVILLE    4    N 

_ 

_ 

_ 

_ 

_ 

_ 

4.93 

_ 

5.56 

_ 

3.65 

_ 

3.85 

- 

1.81 

- 

3.54 

- 

3.06 

- 

3.87 

- 

- 

- 

NSHOHOCKEN 

5.00 

1.61 

2.60 

-    .47 

3.88 

.48 

3.41 

-    .09 

9.09 

5.72 

3.93 

.19 

4.84 

.39 

5.25 

.89 

l.,48 

-2.31 

1.71 

-1.82 

4.30 

1.07 

5.42 

2.61 

50.91 

8.27 

RAOPOLIS    DAM    2 

1.46 

-1.44 

2.04 

-    .38 

2.93 

-    .37 

6.92 

3.74 

2.89 

-    .58 

4.88 

.78 

3.81 

.18 

3.97 

.61 

2.49 

-    .59 

3.14 

.44 

- 

- 

2.48 

-    .22 

- 

- 

RKY 

2.38 

-    .88 

2.82 

-    .17 

6.38 

2.90 

5.39 

1.73 

3.97 

.10 

6.06 

1.27 

5.28 

2.16 

2.07 

-1.41 

1.61 

-2.37 

5.14 

1.36 

3.89 

-    .05 

2.98 

-    .50 

47.97 

4.14 

UDERSPOHT 

3.14 

.35 

3.95 

.58 

5.33 

1.64 

_ 

- 

9.00 

4.42 

4.15 

-    .32 

- 

- 

1.16 

-2.11 

2.87 

-    .46 

4.92 

1.99 

?•" 

.81 

- 

- 

UDERSPORT   8   E 

3.09 

- 

2.24 

_ 

- 

_ 

5.65 

_ 

5.39 

- 

- 

- 

2.79 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

VINGTON 

1.44 

0.62 

_ 

3.46 

- 

5.25 

_ 

3.97 

- 

3.18 

- 

2.54 

- 

3.01 

- 

0.71 

- 

2.51 

- 

3.05 

- 

- 

- 

- 

- 

EEKSIDE 

2.32 

- 

2.67 

- 

2.75 

- 

8.67 

- 

4.03 

- 

- 

- 

- 

- 

3.55 

- 

1.00 

- 

3.17 

- 

4.08 

- 

4.00 

- 

- 

- 

ESSON    1   E   SUMMIT 

. 

. 

_ 

_ 

_ 

. 

_ 

4.75 

_ 

6.06 

_ 

3.62 

_ 

1.98 

_ 

0.90 

- 

3.85 

- 

4.29 

- 

4.08 

- 

- 

-      " 

T«WENSVILLE    6    NW   APT 

2.64 

2.98 

_ 

3.81 

_ 

8.55 

_ 

3.73 

_ 

6.09 

- 

5.65 

_ 

3.40 

- 

1.43 

- 

3.17 

- 

4.32 

- 

5.49 

- 

51.26 

- 

STER  CITY   2   W   SGBRD 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

4.54 

_ 

5.13 

_ 

4.15 

_ 

2.59 

- 

1.54 

- 

3.31 

- 

3.68 

- 

2.89 

- 

- 

- 

JTVILLE 

2.91 

_ 

1.88 

_ 

3.47 

_ 

5.42 

- 

5.23 

_ 

4.47 

- 

5.47 

_ 

2.00 

- 

1.26 

- 

4.11 

- 

5.24 

- 

5.58 

- 

47.04 

- 

UPHIN    3    N 

3.00 

- 

1.55 

- 

2.84 

- 

4.44 

- 

6.89 

- 

4.55 

- 

2.53 

- 

3.69 

- 

1.36 

- 

5.14 

- 

5.71 

- 

4.48 

- 

46.18 

- 

RHY 

2.75 

-    .93 

2.17 

-    .85 

4.05 

-    .06 

7.21 

3.39 

4.79 

.83 

8.28 

3.48 

5.91 

1.32 

2.66 

-1.56 

2.17 

-    .99 

4.15 

.94 

3.88 

1.06 

3.62 

.40 

51.64 

7.03 

NGMANS    FERRY 

2.97 

_ 

1.86 

3.05 

4.74 

_ 

5.83 

„ 

5.15 

_ 

2.63 

- 

4.15 

- 

0.17 

- 

1.60 

- 

5.27 

- 

6.32 

43.74 

- 

NEGAL 

2.98 

_ 

2.18 

3.97 

_ 

7.06 

_ 

5.81 

_ 

6.13 

_ 

7.55 

_ 

1.64 

_ 

1.62 

_ 

3.81 

- 

3.61 

- 

4.50 

50.86 

- 

NORA 

2.04 

-    .35 

1.86 

-    .45 

3.45 

-    .22 

6.49 

2.86 

3.89 

.18 

7.80 

4.02 

5.30 

1.85 

3.91 

.14 

1.96 

-    .86 

3.00 

.09 

3.08 

.65 

3.31 

.79   46.09 

8.70 

YLESTOWN 

4.00 

.59 

2.14 

-1.20 

3.23 

-    .41 

3.04 

-    .72 

8.01 

4.15 

5.63 

1.62 

3.25 

-1.68 

5.76 

.76 

3.77 

.03 

1.56 

-2.00 

4.24 

1.05 

5.26 

1.79 

49.89 

3.98 

IFTWOOD 

2.35 

_ 

1.88 

. 

4.03 

. 

^.60 

. 

4.98 

. 

5.83 

_ 

4.09 

_ 

2.66 

_ 

1.36 

_ 

2.33 

_ 

4.21 

_ 

4.09 

. 

43.41 

- 

BOIS   7   E 

2.05 

-    .70 

2.33 

-    .55 

3.46 

.29 

7.69 

4.30 

4.29 

-    .29 

7.02 

2.58 

6.01 

1.64 

3.20 

-    .16 

0.91 

-2.66 

2.59 

-    .22 

3.85 

.96 

5.11 

2.30 

48.51 

7.49 

KLO 

2.83 

_ 

_ 

_ 

- 

- 

6.45 

- 

- 

_ 

4.73 

- 

_ 

6.71 

- 

- 

- 

- 

- 

2.36 

- 

- 

- 

- 

- 

SHORE 

2.69 

_ 

1.59 

- 

4.52 

- 

5.12 

_ 

2.67 

_ 

4.51 

- 

5.22 

- 

2.63 

- 

1.43 

- 

3.29 

- 

- 

- 

6.24 

- 

- 

- 

GLES   HERE 

3.25 

-    .48 

2.24 

-1.16 

4.64 

-    .04 

7.92 

3.90 

3.54 

-2.60 

3.99 

-    .57 

6.02 

.64 

3.00 

-1.44 

0.87 

-4.12 

4.88 

-    .52 

6.36 

2.08 

6.35 

2.74 

53.06 

-   1.57 

ST  WATERFORD   3   E 

2.76 

.27 

1.53 

-    .42 

2.94 

-    .50 

5.72 

1.84 

9.73 

5.09 

5.09 

1.04 

3.99 

-   0.6 

2.34 

-1.79 

1.35 

-1.61 

3.69 

.12 

5.57 

2.25 

4.56 

1.87 

49.27 

8.10 

ENSBUHG 

3.20 

.01 

2.69 

-    .08 

4.11 

.62 

7.81 

4.31 

4.59 

.20 

9.61 

5.02 

4.08 

-    .04 

2.17 

-1.87 

1.60 

-1.82 

3.95 

.77 

4.65 

1.60 

4.95 

1.93 

53.41 

10.65 

IZABETHTOWN 

3.60 

1.41 

_ 

2.48 

_ 

2.99 

- 

6.70 

_ 

4.80 

_ 

1.93 

_ 

4.36 

- 

0.76 

- 

3.52 

- 

4.73 

- 

2.58 

- 

39.86 

- 

[PORIUM 

2.62 

-    .74 

2.34 

-    .49 

4.05 

.41 

6.55 

3.03 

4.40 

0.5 

4.41 

0.3 

5.00 

.60 

3.67 

-   0.6 

0.92 

-2.64 

2.79 

-    .42 

4.43 

1.49 

4.39 

1.17 

45.57 

2.43 

GLISH  CENTER 

2.50 

- 

1.75 

- 

4.53 

- 

6.15 

- 

3.83 

- 

2.96 

- 

- 

- 

2.89 

- 

0.77 

- 

3.41 

- 

5.33 

- 

4.17 

- 

- 

- 

HRATA 

3.88 

.87 

2.47 

-    .40 

3.01 

-    .45 

3.41 

.01 

6.85 

3.44 

5.57 

1.20 

4.46 

-    .18 

4.77 

.13 

2.27 

-1.30 

2.33 

-    .88 

4.72 

2.08 

4.92 

1.83 

48.66 

6.35 

UINUNK 

4.41 

_ 

2.52 

3.94 

_ 

5.32 

_ 

4.53 

_ 

4.15 

_ 

2.70 

_ 

2.02 

- 

1.43 

- 

3.17 

- 

4.56 

- 

5.89 

- 

44.64 

- 

IE    WB   CITY 

2.07 

-    .70 

2.67 

.09 

4.71 

2.09 

5.19 

2.46 

3.79 

.39 

6.12 

2.78 

4.22 

1.21 

1.71 

-1.56 

1.01 

-2.38 

5.01 

1.32 

3.99 

.69 

2.13 

-    .70 

42.62 

5.69 

IE    AIRPORT 

_ 

_ 

_ 

_ 

_ 

_ 

4.27 

_ 

6.10 

_ 

4.33 

_ 

2.22 

_ 

1.44 

- 

4.59 

- 

3.95 

- 

2.13 

- 

- 

- 

ERETT 

2.81 

-    .09 

1.33 

-    .88 

3.10 

-    .20 

5.72 

2.52 

3.80 

.18 

6.06 

1.39 

1.39 

-2.52 

3.65 

-    .17 

2.81 

-    .24 

4.07 

1.32 

4.83 

2.72 

4.41 

1.54 

43.98 

5.57 

RRELL   SHARON 

1.67 

-    .76 

1.83 

-    .07 

2.58 

-    .23,4.99 

1.93 

3.75 

.42 

5.29 

1.83 

6.78 

3.19 

2.18 

-1.50 

1.96 

-    .88 

2.32 

-    .37 

3.40 

1.02 

2.44 

.05 

39.19 

4.63 

RD   CITY    4    S 

2.05 

_ 

2.63 

_ 

2.99 

_ 

7.80 

_ 

3.67 

- 

5.54 

_ 

5.54 

_ 

4.07 

_ 

0.92 

- 

2.89 

- 

3.61 

- 

3.32 

- 

45.03 

- 

lANKLIN 

2.54 

-    .86 

2.62 

-    .08 

3.29 

-     .14 

5.89 

2.71 

3.42 

-    .22 

6.07 

1.77 

4.28 

-    .15 

3.11 

-    .55 

1.61 

-1.91 

3.08 

-    .06 

4.14 

1.03 

2.43 

-    .76 

42.48 

.78 

lEDERICKSVILLE    1    SE 

4.42 

_ 

2.86 

_ 

3.29 

_ 

4.06 

_ 

9.83 

_ 

4.68 

2.64 

_ 

5.67 

- 

2.09 

- 

2.22 

- 

4.65 

- 

5.23 

- 

51.64 

- 

lEELAND 

|3.45 

.17 

1.54 

-1.44 

3.40 

-    .56 

5.27 

1.23 

6.90 

2.81 

3.70 

-1.15 

7.72 

2.51 

2.14 

-2.01 

0.74 

-3.07 

3.04 

-1.01 

7.09 

3.32 

5.33 

1.84 

50.32 

2.64 

LETON 

3.39 

.95 

2.50 

.59 

4.25 

.80 

5.77 

2.62 

3.39 

-    .94 

4.70 

1.05 

3.26 

-    .57 

3.84 

-    .12 

0.98 

-2.68 

2.63 

-    .40 

3.99 

1.13 

3.11 

.73 

41.81 

3.16 

IGERTOWN           • 

3.86 

_ 

2.15 

2.97 

_ 

3.94 

_ 

9.48 

_ 

7.03 

[     _ 

3.85 

_ 

6.27 

_ 

2.02 

- 

1.89 

- 

4.46 

- 

4.64 

- 

52.56 

- 

ORGE   SCHOOL 

4.86 

1.47 

2.98 

.17 

3.88 

.43 

3.59 

.03 

8.49 

5.02 

5.57 

i     1.80 

4.20 

-    .43 

3.29 

-1.30 

1.72 

-1.85 

1.65 

-1.57 

4.06 

1.00 

7.17 

3.94 

51.46 

8.71 

TTYSBURG 

4.12 

1.03 

1.66 

-1.02 

4.07 

.74 

4.51 

.86 

4.12 

.20 

3.50 

-    .28 

1.61 

-2.21 

4.57 

.56 

0.89 

-2.63 

3.15 

-    .18 

6.86 

4.02 

4.77 

1.62 

43.83 

2.71 

TTYSBURG    1    S 

- 

- 

- 

- 

- 

- 

- 

- 

5.01 

- 

2.62 

- 

2.38 

- 

4.85 

- 

1.03 

- 

3.20 

- 

6.32 

- 

5.14 

- 

- 

- 

FFORD 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

3.90 

_ 

4.83 

_ 

3.75 

2.99 

_ 

1.39 

- 

2.82 

_ 

3.91 

- 

2.86 

- 

- 

- 

,ENCOE 

3.26 

-. 

2.43 

_ 

3.47 

_ 

6.18 

_ 

2.85 

- 

5.85 

_ 

3.18 

_ 

3.39 

- 

2.40 

- 

- 

- 

- 

- 

4.69 

- 

- 

- 

,EN    HAZEL 

- 

- 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

- 

_ 

_ 

- 

_ 

3.42 

- 

- 

- 

2.84 

- 

3.43 

- 

3.62 

- 

- 

- 

,EN    ROCK 

4.54 

- 

1.74 

_ 

4.03 

- 

3.74 

_ 

6.62 

- 

3.84 

_ 

3.90 

- 

3.15 

- 

1.67 

- 

3.37 

- 

4.02 

- 

4.93 

- 

45.55 

- 

.ENWILLARD  DASH  DAM 

1.98 

2.02 

3.28 

6.38 

3.22 

6.39 

5.22 

4.19 

2.72 

2.94 

3.16 

2.49 

43.99 

See  reference  Dotes  following  Station  Index . 
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Table  2 -Continued 


TOTAL  PRECIPITATION  AND  DEPARTURES  FROM  NORMAL 


PENNSYLVANIA 
1948 


January 

Februaiy 

Maich 

April 

May 

June 

July 

August 

September 

October 

November 

December 

Annual 

£ 

o 

s 

s 

, 

s 

» 

» 

(B 

e 

S 

e 

c 

Station 

3 

5 

s 

3 

3 

3 

g 

^ 

^ 

U 

^ 

0. 

1 

0. 

1 

a 

1 

§• 

Q 

1 

a 

1 

a 

.9- 

a 

p. 

1 

a 

a 

r 

1 

a 

a 

0. 

a 

a 

a 

1 

a 

GOOD   SPRINGS   1    NW 

3.86 

2.71 

2.81 

2.01 

4.42 

6.76 

4.35 

GORDON 

3.29 

-    .25 

1.74 

-1.35 

3.94 

-    .01 

5,85 

1,75 

7,43 

3,19 

2.87 

-1.55 

4.96 

.05 

3.56 

-    .84 

0.99 

-2.92 

3.73 

-  .47 

7.35 

3.24 

5.42 

1.67 

51.13 

3.24 

GOULDSBORO 

2.73 

-    .36 

1.73 

-1,15 

4.00 

.62 

5,25 

1,63 

7.04 

2,68 

6.88 

2.13 

4.62 

-    .27 

3.82 

-    .59 

0.96 

-2.75 

2.22 

-1.65 

5.27 

1.67 

6.00 

3.11 

50.52 

5.07 

GRANTVILLE   2   SW 

2.91 

_ 

1.64 

- 

3.25 

- 

6,11 

_ 

7.12 

_ 

4.24 

_ 

4.23 

_ 

4.44 

_ 

1.20 

_ 

4.18 

_ 

5.47 

5.32 

50.11 

GRATERFORD 

5.00 

1.79 

3.73 

1.05 

4.24 

.81 

3.42 

.13 

8.88 

5,20 

6.13 

2.32 

4.70 

-    .39 

4.58 

.42 

2.45 

-    .69 

2.35 

-    .71 

3.96 

.93 

6.39 

3.59 

55.83 

14.45 

GREENSBORO  LOCK   7   LWR 

3.42 

.05 

2.45 

-    .38 

2.80 

-    .87 

6.76 

3.47 

3.38 

-    ,44 

4.98 

.37 

4.16 

-    ,45 

5.24 

1.51 

3.26 

.17 

2.49 

-    .37 

3.22 

.48 

3.92 

.96 

46.08 

4.50 

GREENSBURG  2   S   FILT   ST 

2.92 

-    .47 

2.24 

-    .67 

3.50 

-    .13 

7.45 

3.67 

3.68 

-    ,36 

6.65 

2.25 

6.68 

2,88 

4.22 

.03 

1.72 

-1.52 

3.19 

.13 

3.32 

.73 

4.37 

1.21 

49.94 

7.75 

GREENSBURG   2   E   HY   SHED 

_ 

_ 

- 

- 

- 

- 

- 

- 

3,37 

_ 

8.38 

_ 

5.50 

- 

_ 

_ 

1.44 

- 

_ 

3.01 

_ 

4.12 

_ 

_ 

_ 

GREENSBURG   3   SE   UNITY 

2.70 

_ 

2.51 

- 

2.61 

- 

7.71 

_ 

- 

- 

6.88 

- 

5.25 

_ 

3.30 

_ 

- 

_ 

3.34 

_ 

5.92 

_ 

_ 

. 

GREENVILLE 

1.92 

-1.36 

1.98 

-    ,53 

3.89 

.46 

5.91 

2.53 

3,45 

-     .83  5.56 

1.62 

5.44 

1.39 

3.23 

-    .34 

2.93 

-    .52   4.46 

1.12 

4.03 

1.06 

2.91 

.16 

45.71 

6.42 

HANOVER 

4.33 

1.19 

1.62 

-    ,98 

2.81 

-    ,59 

3.15 

-    .41 

6.15 

2,73 

5.48 

1.53 

3.29 

-1.07 

3.71 

-    .60 

0.99 

-2.23   3.40 

.23 

4.62 

2.13 

4.97 

1.95 

44.52 

3.88 

HARRISBURG   3    S   «B  AP 

2,75 

-    .34 

1.28 

-1,68   3,34  t 

,30 

3,97 

1,28 

5.64 

2.20 

3.26 

-    .33 

2.02 

-1.81 

3.70 

-    .34 

0.77 

-2.28 

3.45 

.52 

4.57 

2.31 

3.53 

.51 

38.28 

.34 

HARRISBURG    NORTH 

3.23 

.26 

1.63 

-    ,92 

3.37 

,03 

5,29 

1,56 

6.28 

2.31 

5.08 

1,09 

4.45 

.42 

3.91 

-    .18 

1.12 

-2.30 

4.11 

.66 

5,22 

2.21 

4.74 

1.79 

48.43 

6.93 

HAWLEY 

3.29 

.56 

l.GO 

-1,02 

3.09 

-    ,10 

4.61 

1,34 

6.82 

3.16 

5.68 

1.78 

2.84 

-1.41 

3.31 

-    .81 

0.38 

-3.23 

1.81 

-1.59 

3.81 

.82 

4.89 

2.01 

42.13 

1.51 

HAWLEY    1    S    WALLEN    DAM 

- 

- 

- 

- 

- 

- 

- 

- 

4.96 

- 

5.01 

- 

2.50 

- 

3.08 

0.29 

- 

1.59 

- 

- 

- 

- 

- 

- 

- 

HEWITT    2    S 

2.79 

_ 

1.73 

_ 

3.53 

_ 

5.23 

_ 

3.73 

_ 

3.59 

_ 

1.93 

_ 

2.44 

_ 

_ 

-        12.93 

_ 

4.76 

_ 

_ 

_ 

_ 

_ 

HOLLIDAYSBUHG 

_ 

_ 

- 

- 

- 

_ 

- 

_ 

4.88 

_ 

4.72 

- 

1.61 

_ 

3.73 

_ 

2.03 

_ 

3.02 

_ 

4.94 

_ 

4.23 

- 

_ 

_ 

HOLLISTERVILLE 

3.38 

.66 

1.72 

-    .94 

4.06 

.51 

5.27 

1,57 

5.58 

1,43 

6,86 

2    54 

5.28 

.02 

3.92 

,20 

0.93 

-2.93 

1.99 

-1.38 

4.21 

1.01 

5.37 

2.67  48.57 

5.36 

HOLTWOOD 

4.06 

1.03 

1.92 

-    .49 

2.66 

-    .43 

3.77 

,75 

7.36 

4.54 

3,89 

.54 

3.12 

-    .81 

4.49 

,27 

1.56 

-1.09 

2.44 

-    .27 

4.08 

1.62 

3.91 

1.42 

43.26 

7.08 

HOME 

- 

- 

2.83 

- 

3.33 

- 

7.69 

" 

- 

5,95 

- 

7.43 

- 

2.92 

- 

- 

- 

- 

- 

3.33 

- 

3.93 

- 

- 

HONESDALE    4    N* 

3.53 

_ 

1.84 

_ 

3.73 

_ 

5.06 

5.78 

_ 

6,24 

_ 

3.04 

_ 

2.79 

_ 

1.01 

_ 

2.64 

_ 

4.61 

_ 

5.06 

_ 

45.33 

_ 

HONESDALE   6    N  TNRS   FLS 

2.93 

-. 

2.13 

_ 

3.90 

- 

4.89 

3.99 

_ 

4,41 

- 

2.97 

- 

2.81 

- 

0.64 

- 

1.94 

- 

4.14 

_ 

_ 

_ 

_ 

- 

IIOOVERSVILLE 

3.07 

- 

1.88 

_ 

3.70 

_ 

6.91 

- 

3.46 

_ 

5,52 

- 

2.66 

2.08 

- 

2.93 

_ 

3.04 

_ 

3.20 

4.24 

- 

42.69 

_ 

HOP  BOTTOM   2   S 

2.14 

- 

1.94 

_ 

3.41 

_ 

5.70 

_ 

3.78 

- 

5,28 

- 

4.64 

- 

2.91 

-           1.17 

- 

3.81 

_ 

4.24 

_ 

4.88 

_ 

43.90 

- 

HUNTINGDON 

2.19 

-    .92 

1.51 

-1.10 

2.82 

-    .73 

6.84 

3,37 

3.59 

.56 

6,56 

2.47 

3.76 

-    .17 

1.80 

-2.07 

0.63 

-2.73 

2.81 

-    ,11 

5.82 

3.36 

4.93 

2.04 

43.26 

2.85 

HUNTSDALE 

2.94 

_ 

1.19 

_ 

2.83 

_ 

4.59 

_ 

4.74 

_ 

4,06 

_ 

4.42 

_ 

3.39 

_ 

0.83 

_ 

4.98 

_ 

4.55 

_ 

3.73 

_ 

42.25 

_ 

HYNDMAN 

2.51 

-    .36 

1.18 

-1.05 

2.82 

-    .46 

5.33 

1.81 

3.02 

-    .13 

3,36 

-    .77 

2.87 

-    .40 

3.77 

.08 

2.46 

-    .40 

3.31 

.25 

3.80 

1.69 

4.29 

1.73 

38.72 

1.99 

INDIANA    2    SE 

2.03 

-1.62 

2.58 

-    .33 

3.51 

-    .41 

7,92 

3.95 

3.71 

-    .48 

8,38 

3.47 

2.99 

-1.61 

3.30 

-    .74 

0.92 

-2.80 

3.97 

-3.58 

3.86 

.93 

3.63 

.33 

46.80 

1.27 

INDIANA 

2.36 

-    .29 

3.16 

.25 

3.41 

-    .51 

8.76 

4.79 

4.26 

,07 

8.17 

3.26 

2.75 

-1.85 

3.22 

-    .82 

1.21 

-2.51 

3.38 

-    .01 

4.57 

1.64 

4.28 

.98 

49.53 

5.00 

IRWIN 

2.99 

.10 

2.39 

-    .06 

3.38 

-    .16 

7.28 

3.97 

4,69 

1,26 

7.39 

2.98 

4.42 

.55 

2.35 

-1.58 

1.31 

-1.61 

3.35 

.51 

3.46 

1.00 

- 

- 

- 

- 

JACKSON   SUMMIT 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

4.12 

_ 

4.10 

_ 

3.23 

_ 

3.76 

_ 

1.01 

_ 

2.48 

. 

4.12 

. 

2.63 

_ 

_ 

_ 

JAMESTOWN    2    NW 

1.36 

-1.19 

2.04 

-    .04 

4.14 

1.30 

5.16 

1.86 

3.59 

-     .41 

5.48 

1.93 

4.06 

.18 

3.81 

.09 

4.54 

1.19 

4.14 

1.35 

3. 29 

.71 

2.58 

.35 

44.19 

7.32 

JOHNSTOWN   1 

3,24 

-    .85 

2.61 

-1.02 

3.74 

-    .48 

7.94 

3.87 

4.64 

.20 

81.4 

3.13 

3.38 

-1.10 

3.05 

-1.34 

1.62 

-1.86 

4.13 

1.12 

3.79 

.82 

4.87 

1.27 

51.15 

3.76 

JOHNSTOWN    2 

- 

- 

- 

- 

- 

- 

- 

- 

4.34 

- 

7.93 

- 

2.81 

- 

1.74 

- 

3.54 

- 

3.36 

- 

4.70 

- 

- 

- 

- 

- 

JUNIATA   HOUSE 

2.31 

- 

1.30 

- 

2.80 

- 

4.59 

- 

5.66 

- 

3.73 

- 

2.63 

- 

2.56 

- 

- 

- 

- 

- 

_ 

- 

- 

- 

- 

- 

KANE    1    NW 

3,22 

-    ,32 

2.54 

-    .41 

6.11 

2.36 

5.55 

1  .67 

5.02 

.52 

5.12 

.38 

5.11 

.94 

4.37 

.76 

1.08 

-2.69 

3.04 

-    .68 

4.13 

.66 

3.67 

.33 

48.96 

3.46 

KANE    5    SE 

_ 

- 

- 

- 

. 

- 

_ 

- 

4,74 

- 

4.87 

4.84 

- 

4.06 

- 

1.10 

- 

2.85 

- 

3.80 

- 

3.54 

- 

- 

- 

KARTHAUS 

3,46 

- 

2.77 

»- 

2.44 

. 

7,57 

- 

4,74 

_ 

4.20 

6.46 

- 

5.17 

- 

1.87 

2.49 

- 

5.54 

- 

5.02 

- 

51.73 

- 

KIRKWOOD   1   SW 

- 

- 

_ 

_ 

. 

- 

_ 

- 

7,97 

- 

3.84 

2.59 

- 

3.90 

- 

- 

- 

- 

- 

- 

- 

- 

KREGAH   4    SE 

5,63 

- 

3.98 

- 

5.37 

- 

8.00 

- 

7.50 

- 

4.92 

~ 

6.77 

- 

3.82 

- 

3.27 

5.52 

- 

5.77 

- 

6.54, 

67.09 

- 

KRESGEVILLE    3    W 

3,01 

_ 

2.38 

_ 

3.78 

_ 

6.28 

_ 

6.79 

4.99 

_ 

2.73 

_ 

5.63 

. 

0.77 

. 

2.21 

- 

5.62 

- 

5.85 

50.04 

- 

LAFAYETTE    MC    KEAN    PK 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

4.64 

6.24 

- 

3.25 

3.95 

- 

1.12 

- 

3.11 

3.95 

- 

3.19 

- 

- 

- 

LAKEVILLE    1    N 

2.62 

-    .03 

1.53 

-1.09 

3.40 

-    .18 

4.54 

.75 

7.06 

a. 87 

7.06 

2.61 

3.12 

-2.09 

3.17 

-1.06 

0.53 

-3.33 

1.91 

-1.62 

4.46 

1.37 

5.22 

2.60 

44.62 

.80 

LANCASTER    2    NE    P   STA 

3.94 

.78 

1.93 

-    .69 

2.91 

-    .58 

3.85 

,34 

9.42 

6.11 

4.43 

.43 

3.22 

-1.19 

5.02 

.67 

1.42 

-1.96 

3.04 

-    .13 

4.72 

2. or  4.35 

1.24 

48.25 

7.09 

LANCASTER    2    NE    FILT   PL 

- 

- 

- 

- 

- 

- 

- 

- 

8.54 

- 

4.05 

- 

2.58 

- 

4.60 

- 

1.20 

- 

2.64 

" 

4.17 

-        |4.19 

- 

- 

- 

LANCASTER  3   NE   EXP  FM 

3.08 

_ 

1.45 

_ 

2.62 

_ 

2.92 

_ 

9.13 

_ 

4.27 

_ 

3.26 

_ 

5.31 

. 

0.93 

2.89 

_ 

4.67 

4.13 

- 

44.66 

- 

LANSFORD 

2.69 

-    .39 

2.52 

-    .09 

3.69 

.34 

5.65 

1.90 

7.57 

3.66 

5.38 

.82 

3.92 

-    .64 

3.87 

-    .87 

1.10 

-2.96   2.63 

-1.24 

6.21 

3.09   5.66 

2.31 

50.89 

5.93 

LANSFORD  FOREMANS   SHOP 

2.56 

_ 

1.78 

_ 

3. 56 

_ 

5.59 

_ 

7.64 

_ 

S,.36 

_ 

3.75 

_ 

4.19 

_ 

0.98 

- 

2.80 

- 

6.08 

5.81 

50.10 

- 

LATROBE 

2.58 

_ 

2.24 

_ 

2.95 

_ 

6.78 

_ 

4.42 

_ 

8.04 

- 

4.50 

_ 

2.78 

- 

1.58 

3.30 

3.02 

3.86 

46.05 

- 

LAURELTON    STATE    VILL 

- 

- 

- 

- 

- 

- 

- 

- 

5.21 

- 

2.35 

-           4.06 

-■ 

2.11 

- 

0.70 

- 

3.79 

- 

6.04 

-           3.90 

- 

LAWRENCEVILLE 

2.85 

1.01 

1.15 

-    .57 

4.53 

2.10 

3.75 

.89 

4.15 

.38 

3.61 

-    .19,3.69 

-    .39 

3.19 

-    .61    1.22 

-1.86 

2.53 

-    .31 

3.76 

1.461  2.21 

.281  36.64 

2.19 

LEBANON 

3.80 

.48 

1.85 

-1.24 

3.64 

.01 

5.54 

2.07 

6.55 

2.71 

3.98 

-    .20 

4.92 

.47 

6.73 

2.39   1.70 

-1.77 

3.59 

.03 

4.57 

1.62i  4.61 

1.28 

51.48 

7.85 

LEBANON   3   SW 

_ 

_ 

_ 

_ 

_ 

_ 

6.08 

_ 

3.23 

_ 

5.21 

_ 

4.22 

1.44 

_ 

3.27 

- 

4.22 

3.68 

- 

_ 

- 

LE  CONTES   MILLS    5  NW 

2.87 

_ 

2.65 

_ 

2.84 

_ 

6.80 

_ 

- 

4.32 

_ 

4.50 

. 

- 

. 

- 

3.04 

" 

4.43 

5.09 

- 

- 

LEHIGHTON 

3.48 

-    .42 

2.31 

-    .19 

3.44 

-    .56 

4.84 

1.50 

6.45 

1.81 

5.70 

.86 

3.66 

-2.45 

4.46 

-    .23 

1.93 

-1.84 

1.58 

-2.24 

4.77 

.90   5.24 

1.81 

47.86 

-   1.05 

LE   ROY 

. 

. 

. 

. 

. 

. 

_ 

_ 

7.49 

_ 

3.47 

_ 

3.62 

_ 

2.92 

. 

0.75 

2.09 

5.12 

-           2.99 

- 

— 

- 

LEWIS   RUN   3    S 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

4.75 

_ 

5.12 

4.11 

_ 

3.01 

- 

1.77 

- 

3.06- 

- 

3.65 

-        ;2.8] 

- 

- 

LEWISTOWN 

2.38 

_ 

1.27 

_ 

2.85 

_ 

6.24 

_ 

4.27 

_ 

3.25 

2.47 

- 

1.53 

!  2.50 

- 

3.82 

4.89 

-        I4.12 

-    .39 

39.59 

- 

LINESVILLE   6   NW 

1.74 

-    .77 

2.42 

.11 

5.82 

2.85 

4.25 

.76 

3.86 

.21 

4.10 

.43   4.32 

.66 

5.45 

1.73 

1.24 

-2.76 

3.58 

.41 

3.62 

.55 

2,31 

42.71 

3.79 

LOCK  HAVEN   1 

- 

1.80 

-    .74 

- 

3.48 

.03 

- 

- 

- 

- 

- 

- 

- 

0.73 

-2.65 

3.70 

.50 

4.69 

-    .21 

4,51 

1.62 

- 

- 

LOCK  HAVEN   2 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

4.55 

.53 

2.99 

-1.12   - 

_ 

2.14 

-1.91 

0.82 

-2.56 

3.57 

.37 

4.69 

2.15 

5.10 

2.46 

- 

- 

LONG  POND 

2.70 

_ 

1.78 

_ 

3.79 

- 

5.93 

_ 

8.02 

- 

5.04 

3.98 

- 

5.28 

- 

1.04 

- 

2.15 

- 

6.01 

~ 

5.39 

- 

51.11 

- 

LYCIPPHS   1   E 

3.92 

.03 

2.70 

-    .47 

3.82 

-    .33 

9.94 

5.98 

5,20 

.94 

4.63 

-    .22   4.53 

-    .19 

2.88 

-1.51 

1.48 

-1.85 

3.55 

.36 

- 

_ 

- 

- 

- 

HAPLE  GLEN 

3.58 

_ 

1.59 

_ 

3.30 

_ 

2.77 

- 

8.42 

5.73 

4.61 

- 

4.41 

- 

2.47 

- 

1.33 

4.40 

- 

4.99 

- 

47.60 

- 

MAPLETON  DEPOT 

1.95 

- 

1.38 

- 

2.55 

- 

5.10 

- 

3.56 

- 

5.20 

-        13.32 

- 

2.76 

- 

0.70 

- 

3.50 

5.80 

1 

- 

3,97 

- 

39.79 

- 

MARCUS    HOOK 

4.52 

1.23 

2.53 

.04 

3.98 

.32 

3.57 

.00 

6.39 

2.80 

4.11 

.33 

2.30 

-1.93i  5.79 

.23   1.92 

-1.14 

1.69 

-    .85  4.45 

1.30 

5.15 

2.28 

46.40 

4.61 

MARIENVILLE 

2.74 

_ 

3.28 

- 

4.76 

_ 

6.27 

_ 

4.17 

- 

6.35 

- 

- 

2.76 

2.01 

- 

2.67 

-           3.75 

- 

3.43 

~ 

- 

- 

MARION   CENTER   2   SE 

2.61 

_ 

2.85 

_ 

2.98 

_ 

8.37 

_ 

5.13 

_ 

- 

- 

- 

2.50 

1.09 

- 

3.65 

3.82 

- 

3.84 

- 

- 

MARSHBURG 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

4.58 

_ 

5.36 

_ 

4.33 

2.74 

1.27 

- 

3.38 

- 

- 

3.41 

- 

- 

- 

MARTINSBURG 

- 

" 

- 

- 

- 

- 

- 

- 

5. 56 

- 

4.89 

- 

1.82 

2.03 

1.93 

" 

3.42 

J4.65 

- 

4.06 

~ 

~ 

■ 

MARTINSBURG  BLAIR  AP 

2.02 

_ 

1.45 

_ 

2.96 

. 

5.90 

_ 

6.42 

_ 

5.51 

_ 

2.12 

2.21 

-        i  1.35 

. 

3.79 

-           4.45 

- 

3.95 

- 

42.13 

- 

MATAMORAS 

2.91 

.08 

1.69 

-1.86 

3.23 

.03 

5.07 

1.62 

6.65 

3.19 

5.41 

1.38 

5.18 

1.31   3.47 

-    .40 

1.30 

-2.26 

1.87 

-1.40)4.10 

1.09 

5.66 

2.71 

46.54 

5.49 

MAUCH   CHUNK   1    SW 

3.82 

.21 

_ 

_ 

5.69 

1.85 

_ 

_ 

5.30 

.88 

4.14 

1.03   6.49 

1.71 

2.02 

-2.04 

2.04 

-1.83 

6.26 

2.58 

- 

- 

- 

- 

MAYBURG 

2.50 

2.36 

_ 

5.18 

_ 

5.78 

_ 

5.04 

_ 

_ 

_ 

_ 

3.03 

- 

1.59 

- 

3.45 

- 

3.79 

_ 

- 

- 

- 

MC  CONNELLSBURG 

2.46 

-    .24 

1.05 

-1.09 

2.56 

-    .93   3.82 

,69 

4.60 

-    .70 

4.82 

.26 

0.93 

-3.07   2.74 

-1.61   2.22 

-    .37 

3.59 

-    .05 

4.38 

1.27 

4.39 

1.64 

37.56 

-  4.20 

MC  CONNELLSTOWN 

2.39 

_ 

1.68 

_ 

3.07 

_ 

6.79 

_ 

5.23 

„ 

6.64 

1 
,1.90 

2.36 

1.02 

- 

3.28 

- 

5.10 

- 

- 

- 

- 

MC  COHMICK 

1.93 

- 

3.02 

- 

3.51 

- 

9.36 

- 

5.62 

- 

- 

- 

- 

,  - 

-           - 

- 

- 

- 

- 

- 

- 

~ 

- 

MC   KEESPORT 

2.77 

.30 

1.82 

-    .36 

5.93 

2.49 

8.03 

5,07 

5.28 

1.84 

6   65 

3.13 

2.85 

-    .67  3.28 

-    .50   1.57 

-1.46 

2.93 

.57 

3.22 

.91 

3.69 

1.28 

48.02 

12.70 

MEADOW  RUN  PONDS 

_ 

'_ 

_ 

_ 

_ 

_ 

_    . 

_ 

_ 

- 

- 

_ 

4.79 

3.47 

0.76 

- 

1.78 

- 

7.67 

- 

- 

- 

- 

- 

MEADVILLE      1    S 

1.95 

-1.18 

2,30 

-    .38 

6.33 

3.13 

4.45 

1.11 

4.07 

.03 

5.11 

1.07 

3.87 

-    .28   2.31 

-1.34   1.27 

-2.33 

5.55 

2.14 

3.85 

.45 

2.42 

-    .64 

43.48 

1.78 

MED  IX   RUN 

2.43 

_ 

2.40 

_ 

4.16 

_ 

6.72 

_ 

8.14 

_ 

5.97 

_ 

5.52 

3.65 

- 

1.22 

_ 

2.16 

- 

3.55 

- 

4.52 

- 

50.44 

- 

MERCER   5   NE  WB  AP 

2.48 

- 

2.51 

- 

4.19 

- 

5.77 

- 

3.96 

- 

6.66 

- 

6.11 

3.79 

- 

- 

- 

- 

1  ~ 

-        1  - 

- 

- 

- 

MERCER   HGWY    SHED 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

3.92 

_ 

5.25 

- 

5.55 

3.45 

_ 

1.72 

- 

- 

-        I3.43 

-           2.79 

- 

- 

- 

MERCERSBURG 

2.30 

_ 

1.15 

_ 

2.93 

_ 

4.40 

_ 

4.43 

_ 

4.87 

_ 

1.65 

2.51 

1.27 

- 

4.27 

-        ;4.28 

4.65 

- 

38.71 

- 

MERWINSBURG 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

2.35 

5.84 

1.24 

- 

1.39 

4.70 

- 

4.61 

- 

- 

~ 

MEYERSDALE 

3.67 

_ 

2.03 

_ 

3.18 

_ 

5.77 

_ 

4.24 

_ 

4.55 

_ 

3.53 

2.72 

-        I2.98 

. 

3.43 

- 

3.93 

- 

3.00 

" 

45.03 

- 

MIDDLETOWN  OLMSTED  FLD 

4.81 

1.87 

1.95 

-    .32 

4.67 

1.10 

4.34 

.93 

5.43 

1.33 

3.57 

-    .59 

1.47 

-2.25  2.78 

-1.561  1.11 

-2.33 

3.70 

.30 

6.13 

3.34 

5.28 

2.88 

45.24 

4.70 

MIDLAND  DAM  NO  7   LOWER 

1.96 

-    .65 

2.03 

-    .17 

2.47 

-1.03 

7.48 

3.61 

3.17 

-1.33 

4.18 

.20 

2.54 

-1.13    5.07 

1.53J  2.28 

-    .29 

2.67 

-    .48 

3.17 

.68 

2.96 

.63 

39.98 

1.57 

MILAN 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

4.69 

_ 

3.43 

- 

I2.66 

10.70 

- 

- 

- 

4.20 

- 

2.86 

- 

- 

- 

MILANVILLE 

2.96 

- 

1.64 

- 

3.35 

- 

4.61 

- 

5.72 

- 

5.78 

2.17 

- 

4.60 

1.30 

- 

1.86 

- 

4.50 

- 

5.15 

~ 

43.64 

~ 

MILLEBSBURG  2   E 

1.98 

_ 

1.01 

_ 

3.27 

_ 

3.89 

_ 

6.11 

_ 

2.21 

3.09 

- 

- 

1.58 

- 

4.04 

- 

■5.21 

- 

4.07 

- 

- 

- 

MILLVILLE 

2.15 

_ 

1.57 

_ 

2.95 

_ 

4.93 

_ 

4.74 

_ 

3.52 

_ 

- 

2.09 

2.44 

- 

3.92 

- 

4.63 

- 

4.37 

- 

- 

- 

MILROY 

2.63 

_ 

1.49 

_ 

3.92 

_ 

6.84 

_ 

4.11 

_ 

4.12 

_ 

2.64 

- 

2.76 

1  ~ 

- 

4.36 

- 

5.72 

- 

4.32 

- 

- 

- 

MONROE  FURNACE 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

4.84 

_ 

4.03 

_ 

3.91 

- 

1.83 

1.26 

- 

2.99 

5.79 

- 

4.82 

- 

- 

- 

MONROETON        2   S 

2.99 

- 

1.51 

- 

3.51 

- 

6.01 

- 

5.73 

- 

4.76 

- 

3.91 

2.99 

11.71 

- 

3.76 

4.68 

- 

3.78 

- 

45.34 

~ 

MONTROSE   3    E  HGWY   SHED 

4.27 

1.70 

3.43 

1.25 

4.36 

1.56 

6.20 

2,84 

4.86 

.96 

4.76 

.78 

4.18 

.13   2.67 

-1.42  0.89 

-2.97 

3.82 

.15 

5.09 

2.32 

3.90 

1.33 

48.43 

8.63 

MOSGROVE   LOCK   7   LOWER 

2.39 

-    .85 

2.86 

.35 

2.74 

-1.00 

7.36 

4,12 

3,49 

-    .65 

4.49 

.22 

2.56 

-1.18 

4.22 

.32    1.00 

-1.75 

2.41 

-1.08 

3.52 

.94 

4.08 

•9« 

1 41.12 

.40 

MOUNT   POCONO 

3.15 

-    .23 

2.04 

-    .89 

4.42 

.56 

4.98 

1,09 

7.39 

3.31 

6.55 

1.39 

3.82 

-1.32 

5.57 

1.06   1.27 

-3.65 

- 

~ 

- 

- 

- 

'     -_ 

- 

MOUNT   UNION   1    NW 

_ 

„ 

_ 

_ 

_ 

4.75 

_ 

5.42 

_ 

2.83 

- 

1.86 

- 

0.48 

- 

- 

5.53 

- 

6.15 

- 

- 

MURRYSVILLE 

2.56 

- 

2.52 

- 

- 

- 

6.35 

- 

3.72 

- 

7.75 

- 

4.08 

- 

3.87 

- 

1.33 

- 

3.70 

- 

2.99 

" 

3.69 

*" 

~ 

" 

MYERSTOWN 

4.27 

_ 

2.35 

_ 

4.12 

. 

5.23 

. 

6.86 

_ 

3.61 

_ 

2.77 

. 

4.63 

- 

2.91 

_ 

3.17 

~ 

- 

- 

4.40 

- 

- 

NATRONA   LOCK  4   LOWER 

2.03 

-    .92 

2.31 

-    .25 

3.32 

-    ,49 

7,23 

3,74 

3.56 

-    .56 

4.28 

-    .30 

5.42 

1.40 

4.52 

.87 

0.96 

-1.81 

2.69" 

!-  .33 

3.53 

.82 

2.94 

.21 

42.79 

.'    Sfi 

NEFFS   MILLS   4   NE 

2.20 

_ 

1.81 

_ 

4.04 

_ 

6,69 

_ 

_ 

_ 

4.06 

- 

3.12 

2.02 

- 

0.88 

- 

2.45 

- 

5.70 

- 

■  - 

- 

- 

NESHAMINY  FALLS 

4.14 

_ 

2.56 

_ 

3.02 

_ 

2,78 

_ 

_ 

_ 

5.44 

- 

4.33 

3.37 

- 

2.00 

- 

1.41 

- 

4.14 

- 

- 

- 

- 

NEWBURG  3   W 

:  2.37 

0.86 

4.23 

4,21 

6.30 

4.96 

■ 

1.12 

3.01 

' 

0.99 

3.95 

4.79 

3.20 

39.99 
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1 

January     1    February 

Much 

April 

May 

June 

July 

August 

September 

October 

November 

December 

Annual 

s 

0 

e 

« 

e 

8 

, 

8 

8 

g 

. 

• 

Station 

9 

3 

9 

3 

3 

3 

3 

3 

3 

3 

3 

3 

3 

a. 

Depart 
Precip 

"§ 

0. 

1 

■5 

a 
g 

■5 

a 

H 

a 

H 

J 

■R 

0, 

■5 

0. 

1 

■5 

0. 

■5 

a 

*€ 

0. 

"5 

■fr 

a 

I 

& 

& 

& 

k 

& 

1 

I 

1 

a 

} 

& 

1 

iS 

1 

& 

i 

a 

E«   CASTLE    1    M   P  STA 

1.80 

-l.ll!  2.14  !  -    .22!  2.91 

-    .18 

4.33 

1.26 

3.39 

-    .08 

5.02 

.82 

3.14 

-1.04 

3.85 

.51 

2.03 

-1.05 

2.99 

.26 

3.15 

.6e 

3.19 

.51 

37.94 

.44 

SWIiU. 

2.4B 

-     .26    1.76 

-    .4712.81 

-     .28 

6.14 

2.94 

3.89 

.58 

7.62 

3.56 

2.79 

-    .71 

3.87 

.35 

2.33 

-    .63 

3.18 

.51 

- 

- 

3.51 

1.10 

- 

- 

S»    PARK 

5.74 

2.54 

1.70 

-    .94{2.1S 

-1.42 

4.62 

.64 

7.73 

4.30 

4.94 

.90 

2.21 

-2.04 

3.96 

-1.09 

2.14 

-1.45 

3.03 

-    .54 

4.94 

1.88 

- 

- 

- 

- 

SWPORT 

2.81 

-    .13 

1.35 

-    .75,3.17 

-    .40 

5.10 

1.67 

7.04 

2.72 

3.31 

-    .46 

3.83 

-    .44 

3.14 

-1.01 

0.90 

-2.46 

2.43 

-1.16 

5.76 

2.56 

4.35 

1.56 

43.19 

1.70 

S»   TRIPOLI 

3.37 

2.12 

3.70 

4.52 

7.30 

- 

3.17 

- 

2.17 

- 

7.04 

2.10 

- 

1.77 

- 

5.13 

- 

6.01 

- 

48.40 

- 

>RRISTOW)l 

. 

. 

. 

_ 

_ 

_ 

. 

_ 

_ 

. 

4. 87 

. 

4.60 

- 

S.IS 

2.12 

. 

1.89 

- 

3.96 

- 

5.47 

- 

- 

- 

IWELL   3   N 

2.23 

_ 

1.05 

_ 

3.60 

_ 

4.84 

_ 

5.56 

. 

4.24 

- 

5.12 

3.73 

- 

1.12 

- 

2.69 

- 

4.12 

- 

2.99 

- 

41.29 

- 

kLM 

3.77 

_ 

2.99 

_ 

4.06 

_ 

4.47 

_ 

10.12 

_ 

5.24 

- 

3.43 

- 

4.03 

- 

2.06 

- 

- 

- 

- 

- 

- 

- 

- 

- 

tUHERTOM 

2.63 

-    .16 

1.68 

-    .56 

3.56 

.47 

3.52 

.40 

4.95 

1.27 

5.31 

.99 

2.27 

-2.39 

7.08 

2.97 

2.31 

-1.41 

1.10 

-2.27 

4.26 

1.20 

4.13 

1.48 

42.80 

1.99 

IRKKRS   LANDING 

- 

- 

- 

- 

- 

- 

- 

3. 56 

-    .30 

6.34 

2.17 

4.69 

.59 

4.58 

.76 

1.69 

-1.60 

2.41 

-    .51 

3.55 

.60 

4.18 

.97 

- 

- 

IRKERS    LAUDING    1    E 

2.35 

-1.08 

2.69 

-    .22 

2.21 

-1.52 

6.49 

3.02 

3.17 

-    .69 

5.80 

1.63 

4.97 

.87 

4.32 

.50 

1.14 

-2.15 

2.51 

-    .41 

3.17 

.22 

3.86 

.65 

42.68 

.82 

IRK  PLACE    1    N»   WB   AP 

2.39 

_ 

1.17 

_ 

3.67 

_ 

5.62 

6.80 

- 

2.69 

- 

4.44 

- 

4.30 

- 

0.96 

- 

2.95 

- 

5.70 

- 

5.10 

- 

45.79 

- 

lUPACK 

3.38 

.63 

1.58 

-1.00 

3.05 

-    .30 

4.48 

.92 

7.25 

3.61 

6.33 

2.25 

4.14 

-    .21 

3.52 

-1.00 

0.41 

-3.40   2.49 

-1.31 

4.34 

1.25 

5.04 

2.15 

46.01 

3.59 

!CKS   POND 

2.88 

_ 

1.75 

_ 

3.67 

_ 

5.49 

_ 

6.79 

- 

6.19 

- 

6.36 

- 

5.30 

- 

0.42 

1.60 

- 

4.81 

- 

5.17 

- 

50.43 

- 

IILADELPUIA  DR£X   INST 

- 

- 

" 

- 

- 

- 

- 

- 

- 

- 

- 

3.90 

" 

6.00 

- 

1.53 

1.51 

- 

4.88 

- 

5.47 

- 

- 

- 

IILADELPHIA    FRANK    INS 

. 

_ 

_ 

. 

_ 

. 

_ 

_ 

. 

_ 

- 

. 

- 

6.15 

- 

1.40 

- 

1.69 

- 

4.38 

- 

5.12 

- 

- 

- 

ULADELPHIA  HB  APT 

4.67 

1.37 

2.84 

-    .59 

3.76 

.37 

3.92 

.87 

7.40 

4.14  4.94 

1.70 

1.90 

-2.25 

5.95 

1.33 

2.09 

-1.05   1.53 

-1.28 

4.79 

2.09 

5.26 

1.83 

49.05 

8.53 

IILADELPUIA   PT   BREEZE 

4.77 

_ 

2.44 

_ 

3.67 

_ 

3.37 

6.60 

- 

4.10 

- 

2.49 

- 

5.22 

- 

1.37 

- 

1.23 

- 

4.66 

- 

4.48 

- 

44.40 

- 

ULADELPHIA   SRAWHONT 

4.91 

1.56 

3.48 

.43 

4.46 

.88 

3.41 

.01 

8.15 

4.78 

3.35 

-    .21 

5.14 

.56 

4.34 

-    .54 

2.54 

-    .79 

1.64 

-1.54 

4.31 

1.25 

5.70 

2.23 

51.43 

8.62 

ULADELPHIA  WB   CITY 

5.42 

2.12 

3.17 

-    .27 

4.14 

.75 

3.54 

.49 

6.88 

3.62 

4.88 

1.64 

3.40 

-    .75 

5.39 

.77 

1.24 

-1.90 

1.39 

-1.42 

4.42 

1.72 

5.63 

2.20 

49.50 

8.97 

IILIPSBDRG 

4.01 

_ 

2.54 

_ 

4.47 

_ 

7.90 

_ 

3.73 

5.41 

_ 

4.26 

- 

2.88 

- 

0.87 

3.28 

- 

4.54 

- 

3,35 

- 

47.24 

- 

lOENIXVILLE    1    E   P   STA 

4.86 

1.20 

2.41 

-    .58 

3.72 

.07 

3.02 

-    .53 

8.02 

4.07 

5.25 

1.36 

6.18 

1.32 

3.88 

-1.02 

4.93 

1.55 

0.97 

-2.31 

- 

- 

4,98 

1.81 

- 

- 

KES   CREEK 

2.94 

_ 

1.85   1     - 

4.01 

- 

5.65 

- 

4.68 

- 

3.65 

- 

3.35 

- 

1.78 

- 

- 

2.97 

- 

5.27 

- 

5.39 

- 

- 

- 

NE  GROVE    I    NE 

2.92 

-    .26 

1.59 

-1.15 

3.06 

-    .61 

5.55 

1.79 

7.23 

3.28 

5.07 

.28 

1.91 

-2.97 

3.52 

-    .60 

1.93 

-1.89 

3.85 

-  -^s 

6.55 

2.95 

5.05 

1.97 

48.23 

2.64 

NE   GROVE   KILLS   1   S 

- 

- 

. 

- 

- 

- 

- 

- 

4.15 

- 

4.34 

- 

3.22 

- 

2.23 

- 

1.12 

2.77 

- 

- 

- 

3.94 

- 

- 

TTSBURGH   7    SE  WB  AP 

2.04 

1.90 

3.69 

6.03 

3.17 

-    .04 

6.05 

2.24 

2.83 

-1.22 

2.90 

-    .33 

1.27 

-1.31 

3.14 

.62    2.60 

.31 

3.25 

.39 

38.87 

2.70 

TTSBURGH   WB  CITY 

2.02 

-1.03   2.10 

-    .52 

3.76 

.73 

6.26 

3.34 

2.82 

-    .39 

5.26 

1.45 

3.49 

-    .56 

3.30 

.07 

1.65 

-    .93 

3.60 

1.08 

3.43 

1.14 

3.35 

.49 

41.04 

4.87 

,EASANT   MOUNT   1   W 

3.00 

-    .75 

1.63 

-1.46   4.02 

-    .08 

5.27 

1.45 

4.44 

.17 

4.80 

.35 

2.09 

-2.91 

1.48 

-2.83 

0.69 

-3.45 

3.36 

-    .78 

4.63 

.73 

5.14 

1,95 

40.55 

-    7.61 

)RT    ALLEGANY 

2.72 

_ 

2.08 

_ 

5.34 

_ 

5.96 

- 

4.21 

_ 

5.98 

_ 

4.20 

- 

2.69 

- 

0.90 

- 

2.51 

- 

3.69 

- 

3.18 

- 

43.46 

- 

)RT   ALLEGANY  3    SW 

- 

- 

2.34 

- 

5.69 

- 

5.82 

- 

4.34 

- 

4.72 

" 

4.25 

- 

2.57 

- 

0.95 

- 

2.75 

- 

,- 

- 

3.52 

- 

- 

- 

)RT   CLINTON 

2.82 

-    .70 

1.74 

-1.58 

3.80 

-    .07 

4.61 

.47 

7.96 

3.82 

4.54 

.08 

3.76 

-1.14 

5.71 

.54 

3.29 

-    .76 

2.56 

-1.41 

5.87 

3.06 

5.52 

1.91 

52.18 

4.22 

JRTLAND 

3.93 

_ 

2.51 

_ 

3.50 

_ 

3.96 

_ 

6.32 

_ 

4.22 

- 

2.17 

- 

5.48 

- 

0.19 

- 

2.04 

- 

5.17 

- 

6.00 

- 

45.49 

- 

yTTSTOWN 

4.88 

1.59 

2.93      -    .25 

4.24 

.63 

3.66 

.40 

10.67 

6.73 

4.86 

1.03 

4.75 

-    .16 

5.16 

1.31 

2   23 

-1.02 

1.44 

-1.62 

4.76 

1.70 

4.95 

1.68 

54.53 

12.02 

)TTSVILLE 

3.16 

-    .55 

2.03   >  -1.32 

3.55 

-    .39 

5.60 

1.97 

6.96 

2.65 

4.31 

.11 

2.76 

-2.25 

3.20 

-1.78 

1.07 

-2.92 

2.86 

-1.15 

6.02 

2.61 

5.13 

1.47 

46.65 

-    1.55 

JTTSVILLE   BRIDGE 

2.97 

- 

1.76 

- 

3.61 

- 

5.26 

- 

6.82 

- 

3.88 

- 

2.75 

- 

3.62 

- 

0.61 

- 

- 

- 

- 

- 

5.15 

- 

- 

- 

fflXSUTAWNEY   1 

1.98 

-1.17 

3.47 

1.13 

3.22 

-    .14 

6.88 

3.52 

3.46 

-    .80 

6.94 

2.68 

3.58 

-    .50 

3.53 

-    .83 

0.73 

-2.26 

2.95 

-    .15 

4.34 
3.63 

1.55 

4.51 

.  1.33 

45.59 

4.36 

JNXSUTAWNEY    2 

- 

_ 

_ 

_ 

_ 

- 

- 

3.21 

_ 

6.62 

- 

3.09 

- 

3.18 

- 

0.97 

- 

2.76 

- 

- 

4.55 

- 

- 

- 

n'NEYTILLE   2   SE 

2.26 

_ 

2.85 

3.39 

_ 

9.84 

_ 

4.03 

- 

5.35 

- 

4.83 

- 

5.22 

- 

0.85 

- 

2.69 

- 

3.51 

- 

4.11 

- 

48.93 

- 

JAKERTOWN 

4.25 

.79 

2.53 

-    .83 

3.55 

-    .10 

3.96 

•  .51 

9.66 

5.83 

6.49 

2.55 

2.71 

-2.23 

3.87 

-    .64 

1.89 

-1.76 

1.45 

-1.97 

3.95 

.70 

5.69 

2.32 

50.00 

5.17 

lYMOND 

2.59 

- 

2.47 

- 

- 

- 

4.89 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1.93 

- 

3.05 

- 

4.34 

- 

3.64 

- 

- 

- 

sADING   WB   CITY 

4.13 

.56 

2.07 

-1.35 

3.94 

.42 

3.56 

.29 

8.50 

4.83 

3.95 

.40 

2.51 

-1.75 

5.15 

.94 

3.02 

-    .19 

1.49 

-1.63 

4.27 

1.54 

5.90 

2.34 

48.49 

6.40 

:novo 

2.87 

.25 

1.88 

-    .42 

2.75 

-    .37 

6.37 

3.07 

4.06 

.23 

4.61 

.47 

6.89 

2.83 

3.24 

-    .28 

0.59 

-2.33 

2.93 

-    .12 

4.30 

1.66 

4.56 

1.99 

45.05 

6.98 

:N0V0  6   S   STATE   CAMP 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

4.11 

_ 

3.63 

- 

_ 

- 

- 

- 

1.18 

- 

3.03 

- 

5.36 

- 

5.06 

- 

- 

- 

:treat  farms 

2.45 

_ 

1.44 

_ 

2.77 

_ 

5.76 

- 

4.49 

_ 

4.08 

_ 

4.84 

- 

2.12 

- 

0.54 

- 

2.77 

- 

5.44 

- 

2.39 

- 

39.09 

- 

m 

- 

- 

- 

- 

-^ 

- 

- 

- 

4.16 

- 

5.81 

- 

3.79 

- 

2.73 

- 

1.75 

- 

2.97 

- 

3.82 

- 

3.13 

- 

- 

- 

CES    LANDING    LOCK   6 

3.16 

_ 

2.08 

_ 

2.87 

_ 

6.26 

_ 

4.96 

_ 

4.50 

4.96 

_ 

3.68 

_ 

2.33 

- 

2.58 

- 

3.11 

- 

3.06 

- 

43.55 

- 

dgway 

2.34 

-    .49 

2.46 

.15 

3.56 

.421  7.22 

4.11 

4.32 

.37 

4.63 

.42 

4.60 

•   .35 

3.16 

-    .04 

1.34 

-1.95 

2.90 

-    .18 

3.82 

.89 

3.54 

.81 

43.89 

4.86 

NGTOWN   1    SW 

_ 

_ 

_ 

_ 

6.40 

_ 

6.90 

_ 

2.20 

3.80 

- 

3.70 

- 

1.20 

- 

- 

- 

7.50 

- 

- 

- 

- 

- 

JCHESTER   1    N 

_ 

_ 

_ 

_ 

- 

_ 

3.10 

_ 

5.16 

4.82 

-  - 

6.00 

- 

2.22 

- 

2.67 

- 

2.66 

2.90 

- 

- 

- 

JSH 

3.11 

- 

1.53 

- 

3.37 

5.17 

- 

4.45 

- 

4.30 

- 

4.25 

- 

2.46 

- 

1.32 

- 

3.17 

- 

4.29 

4.08 

- 

41.50 

- 

IFE   HARBOR 

. 

_ 

. 

. 

_ 

_ 

_ 

_ 

9.11 

_ 

4.09 

_ 

3.26 

. 

4.52 

_ 

_ 

_ 

_ 

- 

- 

- 

- 

— 

- 

(GAUORE   1    SE 

2.40 

_ 

2.75 

_ 

2.90 

_ 

7.64 

_ 

3.47 

- 

_ 

_ 

_ 

- 

3.66 

- 

1.38 

- 

2.95 

- 

3.45 

- 

3.32 

- 

- 

- 

ILTSBURG 

2.73 

-    .73 

2.24 

-    .66 

3.56 

.20 

7.26 

3.86 

4.07 

.35 

7.62 

3.30 

4   81 

.77 

3.75 

-    .31 

1.38 

-2.13 

3.88 

.82 

3.30 

.87 

4.00 

.83 

48.60 

7.17 

LXTON 

3.02 

_ 

1.60 

_ 

2.57 

_ 

5.87 

_ 

5.80 

- 

6.08 

0.88 

- 

4.03 

- 

1.33 

- 

3.33 

- 

- 

- 

3,40 

- 

- 

- 

:andia 

- 

- 

- 

- 

- 

- 

- 

- 

3.67 

- 

6.33 

3.92 

- 

2.67 

- 

1.03 

- 

3.30 

- 

4.10 

- 

2,87 

- 

- 

MENLEY  LOCK  5 

2.18 

-1.44 

2.B8 

-    .45  2.76 

-    .99 

7.87 

4.42 

3.07 

-    .82 

5.17 

.87 

5.75 

1.72 

4.35 

.67 

1.07 

-2.01 

2.74 

-    .14 

3.42 

.53 

3.94 

.67 

44.90 

3,03 

:RANT0N  WB   CITY 

2.57 

-    .46 

1.10 

-1.94 

3.54 

.34 

4.60 

1.83 

4.10 

.83 

7.68 

4.01 

7.07 

3.04 

2.14 

-1.55 

0.90 

-2.27 

1.92 

-1.11 

4.59 

1.82 

4.72 

1.70 

44.93 

6.24 

:linsgrove  airport 

2.77 

-    .24 

1.27 

-1.46 

3.16 

-    .53 

5.58 

2.03 

4.98 

.94 

3.63 

-    .2S 

2.85 

-1.19 

2.24 

-1.70 

1.37 

-2.06 

3.98 

.41 

5.68 

2.84 

- 

- 

- 

- 

:llehsville  2  nw 

- 

_ 

- 

_ 

_ 

_ 

- 

6.33 

- 

3.90 

- 

0.50 

- 

2.29 

- 

1.53 

- 

- 

- 

2.80 

5.03 

- 

- 

- 

iWARD 

3.09 

- 

2.94 

3.55 

- 

7.43 

- 

3.77 

- 

8.05 

- 

6.64 

- 

2.01 

- 

1.42 

- 

3.39 

- 

5.41 

4.54 

- 

52.24 

- 

iADE  GAP 

1.89 

. 

0.82 

_ 

2.94 

_ 

3.78 

_ 

5.74 

5.43 

_ 

0.91 

_ 

3.89 

- 

1.01 

- 

2.96 

. 

4.97 

- 

3.57 

- 

37.91 

- 

lAMOKIN 

2.95 

.10 

1.62 

-1.02 

4.09 

.74 

5.63 

1.85 

7.28 

3.18 

2.32 

-2.20 

_ 

_ 

4.46 

.48 

1.38 

-2.16 

4.46 

.89 

6.12 

3.19 

5.01 

2.10 

- 

- 

iahpsville 

2.09 

_ 

2.02 

_ 

3.36 

_ 

4.30 

_ 

4.18 

_ 

4.61 

- 

6.99 

2.39 

- 

1.68 

- 

2.45 

- 

3.86 

_ 

2.84 

- 

40.77 

- 

3EFFIELD    G    W    C   GROVE 

2.38 

_ 

2.90 

_ 

6.96 

_ 

5.25 

_ 

4.78 

_ 

5.01 

- 

4.24 

2.52 

- 

1.22 

- 

3.22 

- 

3.69 

- 

3.07 

- 

45.24 

- 

ilPPENSBURG 

2.93 

-    .04 

1.50 

-    .70 

3.22 

-    .14 

3.84 

.27 

4.23 

.08 

3.13 

-    .41 

2.49 

-1.24 

2.71 

-1.46 

0.98 

-2.38 

4.50 

i.od 

4.68 

1.58 

4.56 

1.56 

38.82 

-    1.82 

HETHPORT   HGWY    SHED 

3.09 

-           2.45 

. 

_ 

_ 

_ 

_ 

3.75 

_ 

4.73 

_ 

3.58 

2.14 

_ 

1.54 

_ 

2.60 

- 

3.51 

- 

3.31 

- 

- 

- 

DMERSET  WATER  WORKS 

3.29 

-    .95 

2.21 

-1.40 

4.03 

-    .23 

6.36 

1.87 

5.05 

.21 

5.89 

.87 

5.05 

.43 

2.09 

-2.40 

3.06 

-    .42 

3.02 

-    .06 

4.51 

1.28 

4.31 

.60 

48.87 

-       .20 

DHERSET   2   E   SUBSTA 

2.99 

_ 

1.69 

_ 

3.06 

_ 

7.93 

_ 

5.02 

5.74 

-. 

4.15 

1.85 

- 

3.28 

- 

2.34 

- 

- 

- 

- 

- 

- 

- 

3UTB    CANAAN   1   E 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

3.56 

2.85 

- 

- 

- 

1.61 

- 

4.10 

- 

4.56 

- 

- 

- 

3UTH  MOUNTAIN 

3.79 

- 

1.38 

- 

4.24 

- 

5.52 

- 

6.61 

6.56 

- 

2.23 

- 

4.37 

- 

1.44 

- 

5.99 

- 

4.89 

- 

5.09 

- 

52.11 

- 

PRING    GROVE 

4.90 

. 

1.77 

, 

3.40 

_ 

3.53 

. 

7.55 

_ 

5.70 

_ 

3.13 

_ 

3.71 

_ 

1.25 

_ 

3.84 

- 

4.08 

_ 

4.65 

- 

47.51 

- 

'RINGS    1    SW 

3.69 

.03 

3.07 

-    .08 

4.25 

.55 

6,42 

2.42 

5.56 

1.36 

6.52 

1.27 

7.60 

3.16 

4.02 

-    .59 

3.22 

-    .20 

2.94 

-    .58 

4.81 

1.76 

5.54 

2.30 

57.64 

11.40 

PRUCE   CREEK 

2.86 

1.85 

3.08 

7.10 

„ 

4.63 

5.37 

2.49 

_ 

3.17 

_ 

2.24 

_ 

3.05 

- 

4.17 

- 

4,97 

- 

44.98 

- 

FATE   COLLEGE 

2.82 

-    .09 

1.94 

-    .63 

3.81 

.45 

6.59 

3.15 

4.54 

.49 

3.33 

-    .76 

3.03 

-    .82 

3.25 

-    .22 

1.26 

-1.76 

2.62 

-    .30 

5.28 

2.78 

5,07 

2.42 

43.54 

4.71 

IRAUSSTOWN 

3.38 

- 

2.27 

- 

3.56 

- 

4.67 

- 

7.22 

- 

5.14 

- 

2.57 

- 

4.71 

- 

1.87 

- 

3.14 

- 

4.79 

- 

5,44 

- 

48.76 

^ 

IRONGSTOWN 

2.18 

_ 

2.82 

_ 

4.29 

_ 

8.07 

_ 

3.14 

- 

_ 

_ 

4.16 

. 

3.05 

_ 

1.45 

. 

4.08 

- 

3.65 

- 

4.19 

- 

- 

- 

IROUDSBURG   2   E   SUBSTA 

_ 

_ 

2.27 

-    .48 

3.36 

-    .42 

4.81 

1.11 

_ 

4.89 

.12 

1.87 

-3.25 

5.72 

.86 

0.28 

-3.34 

1.86 

-1.85 

6.42 

2.68 

6.28 

2.97 

- 

- 

FROUDSBURG 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

6.07 

_ 

4.68 

- 

2.05 

- 

- 

- 

0.85 

- 

- 

- 

5.91 

- 

5.93 

- 

- 

- 

rUMP   CREEK 

1.88 

_ 

2.75 

_ 

2.74 

- 

5.86 

_ 

2.92 

- 

- 

- 

- 

3.29 

- 

0.44 

- 

2.60 

- 

2.08 

- 

4.82 

- 

- 

- 

JNBURY 

3.58 

.68 

1.47 

-    .90 

3.69 

.43 

5.70 

2.03 

4   93 

.64 

3.39 

-    .53 

3.74 

-    .27 

2.77 

-    .98 

1.34 

-2.04 

3.90 

.46 

5.63 

2,55 

5.67 

2.77 

45.81 

4.84 

UNBURY   2   N  AIRPORT 

2.99 

_ 

1.45 

. 

4.11 

4.73 

. 

5.01 

3.90 

_ 

4.07 

_ 

2.67 

_ 

1.12 

_ 

3.90 

. 

5,55 

~ 

5.27 

- 

44.77 

- 

USQUEHANNA 

2.93 

.79 

2.11 

.04 

4.90 

1.57 

5.50 

2.57 

4.31 

.65 

3.90 

-    .18 

_ 

- 

1.53 

-2.15 

1.58 

-1.53 

2.50 

-    .7; 

3.77 

.57 

4.46 

2.03 

- 

- 

BTERSVILLE 

1.72 

1.54 

_ 

2.09 

_ 

6.78 

_ 

3.42 

_ 

5.05 

_ 

4.62 

_ 

3.06 

1.71 

- 

2.60 

- 

2.63 

- 

3.21 

- 

38.43 

- 

AMAQUA 

3.38 

_ 

2.04 

_ 

3.80 

_ 

5.15 

_ 

7.18 

_ 

3.09 

_ 

3.95 

_ 

3.61 

- 

0.87 

- 

2.42 

- 

5.70 

- 

6.45 

- 

47.64 

- 

(VHAQUA    4   N   ST   CR  DAM 

2.85 

- 

2.03 

- 

3.75 

- 

6.38 

- 

7.29 

- 

3.74 

- 

4.27 

- 

2.84 

- 

0.93 

- 

2.79 

- 

6.95 

- 

6.12 

- 

49.94 

~ 

^MARACK    2    S    FIRE   TWR 

3.23 

_ 

1.82 

_ 

3.83 

_ 

6.13 

_ 

5.00 

_ 

5.44 

_ 

6.46 

_ 

3.00 

_ 

0.64 

_ 

2.86 

- 

4.61 

- 

4.22 

- 

47.24 

- 

lONESTA    2    SE   DAM 

1.99 

-     .441   2.70 

.34 

4.07 

.55 

7.17 

3.35 

4.22 

-    .60 

5.92 

1.81 

5.16 

1.36 

3.28 

.«8 

1.41 

-1.93 

3.20 

-    .36 

3.58 

.55 

2.79 

-    .22 

45.49 

4.69 

ITIISVILLE   2   S 

2.90 

_ 

2.73 

_ 

6.91 

_ 

5.37 

_ 

3.59 

_ 

5.47 

_ 

3.70 

_ 

2.63 

- 

2.44 

- 

4.01 

- 

4.08 

- 

2.80 

- 

46.63 

- 

ITUSVILLE 

_ 

_ 

_ 

_ 

., 

'  _ 

_ 

2.72 

_ 

4.23 

_ 

3.45 

_ 

2.35 

- 

2.61 

- 

3.82 

- 

3.55 

- 

- 

- 

- 

- 

OWANDA 

2.64 

.66 

1.10 

-    .84 

3.21 

.54 

5.18 

2.2^ 

5.88 

2.50 

4.33 

.62 

5.31 

1.60 

2.31 

-1.03 

1.28 

-1.98 

2.97 

-    .05 

3.90 

1.65 

2.85 

.64 

40.96 

6.57 

OWER   CITY    5    SW 

2.99 

_ 

1.71 

_ 

3.96 

_ 

6.31 

_ 

6.53 

_ 

3.91 

_ 

2.76 

_ 

4.31 

_ 

2.06 

- 

5.31 

- 

6.91 

- 

- 

- 

- 

- 

UNKHANNOCK    1    S   APT 

2.47 

- 

- 

_ 

3.21 

_ 

4.60 

_ 

3.45 

- 

5.45 

- 

3.87 

- 

1.65 

- 

1.65 

- 

2.93 

- 

5.06 

- 

3.34 

- 

- 

- 

UNNELTON 

_ 

- 

_ 

_ 

_ 

_ 

_ 

_ 

3.47 

_ 

7.03 

_ 

3.59 

- 

3.63 

- 

1.19 

- 

- 

- 

3.07 

- 

- 

- 

- 

- 

YHONE   4   NE  BLD  EAGLE 

2.50 

_ 

2.32 

_ 

3.72 

_ 

7.36 

_ 

4.30 

- 

4.97 

_ 

4.67 

- 

3.77 

- 

1.58 

- 

3.16 

- 

3.92 

- 

4.96 

- 

47.23 

- 

NION    CITY    1    W 

1.69 

- 

2.40 

- 

6.32 

- 

3.70 

- 

3.95 

- 

4.48 

- 

3.33 

- 

4.52 

- 

1.90 

- 

4.58 

- 

2.92 

- 

2.40 

- 

42.19 

- 

NIONTOWN 

3.88 

.35 

2.38 

-     .54 

3.42 

-    .58 

5.93 

2.17 

4.47 

.36 

6.75 

2.00 

2.79 

-2.02 

4.99 

.47 

2.30 

-    .92 

3.32 

.04 

4.30 

1.24 

3.58 

,27 

48.11 

2.84 

ANDERGRIFT 

2.65 

-    .04 

2.15 

-    .32 

2.91 

-    .32 

7.87 

4.77 

3.52 

-    .06 

5.30 

.83 

5.01 

.92 

3.38 

-    .63 

0.71 

-2.45 

3.17 

.05 

3.35 

.81 

3.44 

.66 

43.46 

4.22 

ANDERGRIFT    2    W 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

3.48 

_ 

5.38 

_ 

4.77 

- 

3.46 

- 

0.81 

- 

3.10 

- 

3,33 

- 

3,43 

- 

- 

- 

IRGINVILLE 

3.89 

3.07 

_ 

3.83 

_ 

3.41 

_ 

9.25 

_ 

4.99 

_ 

2.76 

_ 

6.50 

- 

1.33 

- 

2.13 

- 

- 

- 

4.76 

- 

- 

- 

ARREN 

2.45 

-    .38 

1.09 

-1.49 

4.30 

1.03 

5.82 

2.29 

4.22 

.02 

5.73 

1.29 

4.18 

-    .24 

2.73 

-1.00 

0.89 

-2.87 

2.73 

-    .79 

3.19 

-    .28 

1.79 

-1.36 

39.12 

-   3.78 

ASHINGTON 

2.46 

_ 

2.17 

_ 

4.60 

_ 

4.89 

_ 

4.40 

_ 

5.92 

_ 

2.42 

_ 

3.12 

_ 

1.94 

- 

3.01 

- 

2.92 

- 

3.36 

- 

41.21 

- 

ATROUS    9    S    LEE    F    TWR 

3.04 

_ 

2.53 

_ 

3.95 

_ 

6.95 

_ 

5.03 

_ 

4.28 

_ 

3.17 

- 

4.34 

- 

1.45 

- 

3.37 

- 

4.50 

- 

4.41 

- 

47.02 

- 

ATSONTOWN 

_ 

_ 

_ 

_ 

_ 

-, 

_ 

_ 

5.23 

_ 

2.58 

_ 

6.47 

- 

2.31 

- 

1.67 

- 

4.62 

- 

6.03 

- 

5.45 

- 

- 

- 

AYNESBURG    2    W 

2.68 

-    .46 

2.03 

-    .20 

2.20 

-1.85 

6.18 

2.77 

4.37 

.22 

3.98 

-    .30 

5.14 

.78 

4.40 

.47 

3.83 

.43 

2.18 

-    .55    3.05 

.63 

3.22 

.45 

43.26 

2.39 

AYNESBURG    1    E 

4.53 

3.69 

3.46 

2.66 

3.36 

See  reference  notes  following  Station  Index. 
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Table  2— Continued 


TOTAL  PRECIPITATION  AND  DEPARTURES  FROM  NORMAL 


PENNSYLVAKIA 
1948 


Jam 

lary 

February 

Maj 

rch 

April 

May 

June 

July 

August 

September 

October 

November 

December 

Annual 

H 

O 

s 

O 

e 

o 

O 

ID 

e 

0 

0 

0 

Station 

3 

-0 

fl 

3 

9 

3 

^ 

^ 

b 

H 

b 

a 

0. 

s 

0. 

g. 

s 

0. 

fe 

0. 

■g 

0. 

3 

0, 

"I 

.2- 

a 

.9- 

a 

0. 

■c 

Q. 

•e 

0. 

■E 

a 

■| 

i 

8- 

1 

§• 

« 

0) 

s 

g< 

1 

1 

1 

m 

8 

i 

§ 

§ 

a 

1 

p, 

§ 

g. 

1 

0. 

g 

a 

& 

Q 

i: 

Q 

& 

Q 

«£ 

° 

£ 

£, 

a 

(C 

(C 

<§ 

a 

1 

Q 

(£ 

a 

a 

& 

Q 

WEBSTER  MILLS   3   SW 

5.69 

0.60 

1.66 

1.94 

3.69 

. 

3.82 

4.12 

WELLSBORO 

2.56 

.19 

1.55 

-    .61 

3.13 

.14 

5.29 

2.02 

4.15 

.36 

3.69 

-    .10 

3.52 

-    .12 

3.22 

-    .31 

1.31 

-1.77 

2.97 

-   .01 

4.18 

1.58 

3.04 

.65 

38.61 

2.02 

WELLSBORO   2  E 

- 

- 

- 

- 

- 

- 

- 

- 

3.70 

3.15 

- 

3.01 

_ 

3.27 

_ 

1.24 

2.68 

. 

3.93 

3.07 

: 

WELLSVILLE 

3.18 

- 

1.36 

- 

4.07 

- 

4.48 

- 

5.22 

- 

6.77 

- 

3.30 

- 

3.63 

- 

1.26 

_ 

3.95 

_ 

5.32 

_ 

3.99 

_ 

46.53 

WERNERSVILLE 

3.98 

- 

2.18 

- 

3.80 

- 

4.03 

- 

7.79 

3.66 

- 

1.82 

- 

5.41 

- 

2.67 

- 

2.45 

- 

4.95 

- 

5.16 

- 

47.90 

- 

«EST  CHESTER 

4.09 

.31 

2.41 

-1.27 

3.43 

-    .52 

2.99 

-    .77 

8.91 

4.66 

7.19 

2.94 

3.46 

-1.31 

4.11 

-    .62 

4.95 

1.09 

1.31 

-2.31 

4.58 

1.04 

5.51 

1.72 

52.94 

4.96 

WEST  OROVE   1    SE 

5.25 

1.91 

2.62 

.25 

3.98 

.20 

4.09 

.73 

9.04 

5.14 

4.28 

.20 

2.75 

-2.31 

- 

_ 

2.43 

-    .99 

3.00 

-    .19 

5.07 

1.92 

5.40 

2.46 

WEST   NEWTON 

2.66 

-    .70 

2.31 

-    .47 

3.00 

-    .55 

6.52 

3.30 

5.24 

1.61 

7.37 

3.26 

6.52 

2.54 

_ 

_ 

WHITESBUHG 

2.43 

- 

2.52 

- 

3.32 

- 

7.97 

- 

4.22 

- 

4.18 

_ 

1.23 

_ 

3.52 

_ 

3.75 

4.10 

WILKES   BARRE 

2.86 

.32 

1.43 

-1.24 

3.16 

.06 

5.77 

2.94 

5.60 

2.08 

5.30 

1.24 

4.91 

.53 

2.09 

-1.77 

0.32 

-3.09]  2.60 

-    .54 

4.43 

1.81 

5.12 

2.36 

43.59 

4.70 

WILLIAMSPORT  4    SE 

3.30 

- 

2.18 

~ 

2.86 

_ 

6.11 

. 

4.30 

. 

3.31 

_ 

4.01 

_ 

3.03 

. 

. 

. 

4.64 

6.65 

- 

3.96 

WILLIAMSPORT  4   E   WB   AP 

2.82 

.00 

2.09 

-    .38 

3.24 

-    .10 

5.69 

2.22 

3.91 

.33 

3.52 

-    .19 

4.27 

.52 

2.32 

-1.65 

1.23 

-2.05 

4.40 

1.00 

6.49 

3.74 

5.08 

2.22 

45.06 

5.56 

WILLIAMSPORT 

3.30 

.48 

2.25 

-    .22 

3.13 

-    .21 

7.34 

3.87 

3.88 

.30 

3.47 

-    .24 

4.52 

.77 

2.35 

-1.62 

1.00 

-2.28 

5.01 

1.61 

7.09 

4.34 

5.38 

2.52 

48.72 

9.32 

WILLIAMSTOWN 

3.00 

.30 

1.55 

-    .37 

3.33 

.08 

6.35 

2.79 

6.44 

1.78 

3.52 

-    .95 

2.92 

-2.07 

2.65 

-1.57 

2.06 

-1.65 

4.91 

1.06 

6.76 

2.90 

3.90 

1.05 

47.39 

3.35 

WIND   GAP  3   SW 

- 

" 

2.20 

- 

- 

- 

3.83 

- 

6.66 

- 

3.43 

- 

3.22 

- 

5.78 

1.15 

0.98 

5.26 

YORK   3    SW   PUMP   STA 

4.76 

1.76 

2.24 

-    .48 

3.70 

.40 

4.71 

1.46 

7.66 

4.20 

5.58 

1.83 

2.66 

-1.62 

4.36 

.05 

1.31 

-2.03 

4.15 

.93 

5.31 

2.70 

5.04 

2.16 

51.48 

11.36 

YORK   2    S   FILT  PLANT 

- 

- 

- 

- 

- 

- 

- 

- 

8.06 

_ 

5.24 

- 

2.90 

_ 

4.41 

_ 

1.05 

3.39 

5.35 

- 

4.58 

YORK   INDIAN   ROCK  DAM 

3.80 

- 

1.73 

- 

3.76 

- 

3.96 

- 

- 

- 

_ 

_' 

_ 

_ 

_ 

_ 

_ 

_ 

- 

_ 

YORK  HAVEN 

3.61 

.96 

1.80 

-    .52 

3.71 

.58 

4.27 

.75 

6.84 

3.31 

4.43 

.43 

2.53 

-1.52 

3.93 

-    .08 

0.76 

-2.691  3.64 

.16 

4.83 

2.1a 

5.21 

2.5! 

45.56 

6.15 

YOUNGSVILLE 

2.28 

- 

2.78 

- 

7.49 

- 

4.59 

- 

- 

- 

- 

- 

- 

- 

1.64 

3.21 

3.08 

2.68 

- 

ZIONSVILLE    1    SW 

4.10 

.04 

2.45 

-1.15 

4.01 

-    .50 

4.55 

.70 

L0.33 

6.09 

6.60 

2.05 

3.67 

-1.42 

3.72 

-    .95 

1.82 

-2.13 

1.50 

-1.95 

4.99 

.86 

4.96 

1.58 

52.70 

3.22 

See  reference  notes  following  Station  Index. 
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kU*3 


TEMPERATURE  EXTREMES  AND  FREEZE  DATA 


PZMNBYLVANIA 
1048 


1 

Last  ipriog  mlolmum  of 

Flrat  (all  minimum  oi 

No.  oi  day* 
batwaan  dataa 

Station 

Data 

Lowaat 

Data 

I 

24"  or 

28   oi 

32°  or 

32° 

or 

28°  or 

24°  or 

24°  or 

28' or 

32°  or 

below 

balow 

balow 

balow 

balow 

balow 

balow 

balow 

balow 

^lON 

4-18 

(24°) 

4-22 

(28°) 

5-25 

(30°) 

11-    7    ( 

28°) 

11-   7    ( 

28°) 

11-25    ( 

23°) 

221 

199 

166 

AKNTOWN-BETH    EAST    AP 

99 

8-26 

-   9 

1-31 

3-29 

(22°) 

4-18 

(25°) 

4-18 

(25°) 

10-16    ( 

32°) 

10-10    ( 

25°) 

12-    2 

21°) 

248 

184 

181 

.LENTOWN   GAS   CO 

100 

8-27 

-   2 

1-19+ 

4-29 

(24°) 

4-29 

(24°) 

4-18 

(30°) 

10-19    ( 

28°) 

10-19    ( 

28°) 

12-    2 

24°) 

217 

173 

184 

^TOONA   HORSESHOE   CURVE 

96 

8-28 

-   8 

1-19+ 

4-   4 

(24°) 

4-18 

(27°) 

4-18 

(27°) 

10-19    ( 

24°) 

10-19    ( 

24°) 

10-19 

24°) 

198 

184 

184 

tENDTSVILLE 

100 

8-29 

-   5 

1-28 

4-   4 

(20'') 

4-18 

(26°) 

4-23 

(32°) 

10-16    ( 

32°) 

10-19    ( 

27°) 

12-   2    ( 

23°) 

242 

184 

176 

'OCA    WILKES    BARRE    AP 

98 

8-26 

-13 

1-19+ 

3-29 

(20°) 

4-18 

(27°) 

4-18 

(27°) 

10-18    ( 

30°) 

10-19    ( 

26°) 

12-    2 

23°) 

248 

184 

183 

IKERSTOWN   4    WNH 

98 

8-28 

_ 

_ 

- 

- 

- 

10-15    ( 

32°) 

10-19    ( 

23°) 

10-19    < 

23°) 

- 

- 

- 

SAVERTOWN 

104 

8-27 

- 

- 

- 

- 

- 

10-    4    ( 

30°) 

10-19    ( 

26°) 

11-26    ( 

24°) 

- 

- 

- 

JLLEFONTE   ROCKVIEW   FM 

98 

8-28 

-19 

1-31 

_ 

- 

- 

10-    4    ( 

28°) 

10-  4    ( 

28°) 

12-    2    ( 

18°) 

- 

- 

- 

SRWICK 

99 

8-26+ 

-17 

1-26 

3-29 

(20°) 

4-18 

(27°) 

4-22 

(32°) 

10-    4 

31°) 

10-19    ( 

27°) 

12-    2    ( 

20°) 

248 

184 

165 

;THLEHE1I    LEHIGH   UNIV 

100 

8-26+ 

_ 

_ 

3-29 

(24°) 

3-29 

(24°) 

4-18 

(31°) 

10-18 

32°) 

10-19 

28°) 

12-19    ( 

21°) 

265 

204 

183 

-AIRSVILLE    6    ENE 

94 

8-27 

-   4 

1-15+ 

4-10 

(23°) 

4-17 

(26°) 

5-    8 

(32°) 

10-18 

29°) 

10-19 

28°) 

12-    2 

24°) 

236 

185 

163 

UDFORD   4   W    RES    1 

93 

8-27 

-28 

1-31 

4-18 

(20°) 

5-    9 

(27°) 

6-    6 

(31°) 

9-22 

30°) 

10-    4 

25°) 

10-21 

24°) 

186 

148 

108 

lOOKVILLE   AIRPORT 

95 

8-28 

-20 

1-31  + 

4-10 

(22°) 

4-22 

(28°) 

6-    6 

(32°) 

9-26 

32°) 

10-18    ( 

26°) 

10-19 

24°) 

192 

179 

112 

JRGETTSTOWN    3    W 

- 

- 

- 

- 

- 

- 

- 

9-26    ( 

32°) 

10-19 

21°) 

10-19 

21°) 

- 

- 

- 

!Ri>T  CABINS    2    NE 

101 

8-27 

-12 

1-31 

4-18 

(20°) 

4-23 

(28°) 

6-    6 

(32°) 

9-23 

31°) 

10-    4 

28°) 

10-18 

24°) 

183 

164 

109 

ITLER 

101 

8-27 

-15 

1-19+ 

4-10 

(24°) 

4-18 

(27°) 

4-22 

(29°) 

10-16 

31°) 

10-19 

25°) 

11-16 

24°) 

220 

184 

177 

INTON    1    NH 

97 

8-29 

-12 

1-15 

4-19 

(23°) 

4-19 

(23°) 

5-10 

(31°) 

10-    4 

29°) 

10-19    ( 

26°) 

10-22 

23°) 

186 

183 

147 

IRLISLE 

102 

8-28 

-10 

1-31 

3-29 

(21°) 

4-18 

(25°) 

4-23 

(32°) 

10-    4 

32°) 

10-16 

28°) 

11-26 

23°) 

242 

181 

164 

lAMBERSBURG 

98 

8-26+ 

-   8 

1-26 

3-29 

(19°) 

4-18 

(27°) 

4-23 

(32°) 

10-19 

25°) 

10-19 

25°) 

12-    1 

24°) 

246 

184 

179 

^RION   3    SW 

97 

8-26+ 

-25 

1-31 

4-18 

(24°) 

4-22 

(27°) 

5-26 

(32°) 

10-    4 

27°) 

10-    4 

27°) 

10-19 

24°) 

184 

165 

131 

JYSVILLE 

98 

8-27 

-15 

1-28 

4-10 

(21°) 

4-10 

(21°) 

5-20 

(32°) 

10-15 

31°) 

10-18 

27°) 

10-19 

23°) 

192 

191 

148 

)ALPORT 

- 

- 

_ 

- 

4-18 

(21°) 

4-23 

(28°) 

6-    7 

(30°) 

9-23 

32°) 

11-   8 

26°) 

11-16 

22°) 

212 

199 

108 

lATESVILLE    1    SW 

97 

8-27+ 

-    2 

2-    7 

3-29 

(21°) 

4-23 

(27°) 

5-    9 

(32°) 

10-16 

31°) 

10-19 

24°) 

10-19 

24°) 

204 

179 

160 

>LUMBIA 

102 

8-28 

-   2  ' 

1-29 

3-29 

(21°) 

4-18 

(27°) 

4-18 

(27°) 

10-19 

29°) 

11-26 

27°) 

12-   2 

22°) 

248 

222 

184 

)NFLUENCE    1    SW 

98 

8-28 

-15 

1-19 

_ 

_ 

_ 

10-16 

31°) 

10-19 

24°) 

10-19 

24°) 

_ 

_ 

_ 

)RRY 

96 

8-27 

-24 

1-31 

4-10 

(21°) 

5-20 

(28°) 

5-25 

(32°) 

9-22 

32°) 

10-    4 

28°) 

10-21 

24°) 

194 

133 

120 

)lfDERSPORT 

96 

8-27 

-27 

1-31 

4-18 

(21°) 

4-22 

(25°) 

6-   6 

(30°) 

9-22 

32°) 

10-   4 

23°) 

10-   4 

23°) 

169 

165 

108 

JRWENSVILLE   6   NW   APT 

92 

8-27 

-11 

1-31 

4-10 

(19°) 

4-18 

(25°) 

5-22 

(32°) 

10-18 

22°) 

10-18 

22°) 

10-18 

22°) 

191 

183 

149 

RRY 

97 

8-27+ 

-10 

1-19+ 

4-    4 

(22°) 

4-10 

(26°) 

4-22 

(32°) 

10-19 

27°) 

10-19 

27°) 

12-   2 

20°) 

242 

192 

180 

)NEGAL 

98 

8-27 

-17 

1-19 

4-10 

(18°) 

5-20 

(27°) 

5-20 

(27°) 

9-26 

29°) 

10-18 

21°) 

10-18 

21°) 

191 

151 

129 

)n6ra 

100 

8-27+ 

-    3 

1-28 

3-13 

(16°) 

4-    4 

(28°) 

4-10 

(30°) 

10-18 

32°) 

12-    9 

26°) 

12-10 

24°) 

272 

249 

191 

GLES   HERE 

91 

8-27 

-    1 

1-24+ 

4-11 

(19°) 

4-19 

(27°) 

4-29 

(30°) 

10-    4 

30°) 

10-19 

25°) 

12-   2 

22°) 

235 

183 

158 

ST  WATERFORD   3   E 

95 

8-28 

-   5 

1-31 

4-    4 

(24°) 

4-10 

(26°) 

4-28 

(31°) 

10-18 

32°) 

10-19 

28°) 

12-   9 

21°) 

249 

192 

173 

ENSBURG 

95 

8-26 

-    8 

1-19 

4-10 

(22°) 

4-17 

(26°) 

5-22 

(32°) 

10-    4 

31°) 

10-19 

23°) 

12-   2 

19°) 

236 

185 

135 

[PORIUM 

98 

8-27 

-26 

1-31 

4-18 

(20°) 

5-20 

(27°) 

6-    6 

(32°) 

10-    4 

24°) 

10-    4 

24°) 

10-    4 

24°) 

169 

133 

120 

>HRATA 

100 

8-28 

-   3 

1-31 

3-29 

(22°) 

3-29 

(22°) 

4-18 

(29°) 

10-19 

27°) 

10-19 

27°) 

12-    2 

24°) 

248 

204 

184 

tIE   WB   CITY 

92 

6-23+ 

-    2 

1-31 

3-28 

(23°) 

4-10 

(29°) 

5-    8 

(30°) 

12-    2 

28°) 

12-   2 

28°) 

12-24 

24°) 

271 

236 

208 

fERETT 

98 

8-27+ 

-12 

1-31 

4-18 

(23°) 

4-18 

(23°) 

4-23 

(31°) 

10-15 

32°) 

10-18 

25°) 

10-19 

22°) 

184 

183 

175 

RRELL   SHARON 

93 

6-23+ 

-11 

1-31 

3-28 

(24°) 

4-10 

(27°) 

4-18 

(31°) 

10-19 

31°) 

10-21 

22°) 

10-21 

22°) 

207 

194 

184 

)RD   CITY   4    S 

97 

8-28 

-21 

1-29+ 

4-10 

(24°) 

4-22 

(29°) 

5-20 

(32°) 

10-16 

29°) 

10-19 

23°) 

10-19 

23°) 

192 

180 

149 

UNKLIN 

96 

8-29 

-18 

1-31+ 

4-10 

(24°) 

4-18 

(28°) 

4-22 

(32°) 

10-    4 

32°) 

10-19 

28°) 

12-    2 

18°) 

236 

184 

165 

lEDERICKSVILLE    1    SE 

96 

8-26 

-   9 

1-15 

3-29 

(15°) 

4-18 

(28°) 

4-18 

(28°) 

10-19 

24°) 

10-19 

24°) 

10-19 

24°) 

204 

184 

184 

tEELAND 

94 

8-26+ 

-   f 

1-24 

4-10 

(23°) 

4-18 

(26°) 

4-28 

(31°) 

10-   4 

32°) 

10-19 

27°) 

12-    8 

20°) 

242 

184 

159 

ORGE    SCHOOL 

98 

8-27 

-   7 

12-27 

3-29 

(20°) 

4-10 

(26°) 

5-    9 

(30°) 

10-16 

30°) 

10-19 

23°) 

10-19 

23°) 

204 

192 

160 

TTYSBURG 

100 

8-28 

-   7 

1-26 

3-29 

(24°) 

3-29 

(24°) 

4-18 

(29°) 

10-19 

29°) 

11-26 

27°) 

12-    1 

24°) 

247 

242 

184 

)RDON 

97 

8-26+ 

-17 

1-29+ 

4-18 

(22°) 

4-23 

(28°) 

5-    2 

(30°) 

9-22 

32°) 

10-16 

27°) 

10-19 

21°) 

184 

176 

143 

lEENSBURG   2    S   FILT   STA 

98 

8-26+ 

-22 

1-26+ 

4-10 

(21°) 

4-10 

(21°) 

4-30 

(32°) 

9-26 

32°) 

10-21 

23°) 

10-21 

23°) 

194 

194 

149 

iEENVILLE 

96 

8-26+ 

-21 

1-31 

- 

- 

5-26 

(31°) 

9-25 

32°) 

10-    4 

28°) 

11-25 

[22°) 

- 

- 

122 

NOVER 

99 

8-29 

0 

1-31 

3-29 

(24°) 

3-29 

(24°) 

3-3C 

(32°) 

10-19 

27°) 

10-19 

27°) 

12-    2 

24°) 

248 

204 

203 

RRISBURG   3    S   ra   AP 

100 

8-28 

-    4 

1-29 

3-14 

(23°) 

4-18 

(28°) 

4-18 

(28°) 

10-19 

30°) 

12-    1 

26°) 

12-    2 

[24°) 

263 

227 

184 

WLEY 

100 

8-26 

-24 

2-    1 

4-18 

(20°) 

5-    2 

(28°) 

5-    2 

(28°) 

10-    4 

26°) 

10-   4 

26°) 

10-19 

22°) 

184 

155 

155 

WLEY    1    S   WALLEN  DAM 

94 

8-28 

- 

- 

5-    2 

(24°) 

5-   3 

(26°) 

5-    6 

(32°) 

9-22 

27°) 

9-22 

27°) 

10-   4 

21°) 

155 

142 

139 

WITT   2    S 

99 

8-27+ 

-10 

1-19 

4-18 

(21°) 

4-18 

(21°) 

4-30 

(32°) 

10-16 

29°) 

10-19 

[26°) 

10-27 

21°) 

192 

184 

169 

)LTW0OD 

99 

8-28 

-    2 

2-    9 

3-14 

(23°) 

3-29 

(28°) 

3-29 

(28°) 

12-   1 

31°) 

12-    2 

28°) 

12-24 

23°) 

285 

248 

247 

INTINGDON 

100 

8-27+ 

_ 

_ 

4-    4 

(23°) 

4-  4 

(23°) 

5-10 

(32°) 

9-26 

32°) 

10-    4 

28°) 

10-19 

24°) 

198 

183 

139 

fDIANA    2    SE 

95 

8-26+ 

-22 

1-29 

4-11 

(22°) 

4-22 

(28°) 

5-26 

(32°) 

10-   4 

31°) 

10-19 

23°) 

10-19 

'23°) 

191 

180 

131 

rOIANA 

98 

8-28 

-    7 

2-    9 

5-   6 

(30°) 

10-19 

26°) 

10-19 

26°) 

12-   9 

18°) 

166 

iWIN 

99 

8-27 

-12 

2-    9 

4-    4 

(22°) 

4-18 

(28°) 

4-22 

(32°) 

10-19 

26°) 

10-19 

26°) 

- 

- 

184 

180 

iMESTOWN   2    NW 

95 

8-27+ 

- 

- 

- 

- 

5-24'(32°) 

9-25 

32°) 

10-19 

26°) 

11-24 

24°) 

- 

- 

124 

(HNSTOWN    1 

101 

8-27 

-    8 

1-19 

3-29 

(20°) 

4-    4 

(25°) 

4-18 

(30°) 

10-16 

32°) 

10-19 

28°) 

12-    2 

22°) 

248 

198 

181 

NE    1    NNE 

92 

8-26+ 

-31 

1-31 

4-22 

(23°) 

6-   6 

(28°) 

6-17 

(32°) 

9-    1 

30°) 

10-   3 

21°) 

10-    3 

21°) 

164 

119 

76 

LNCASTER   2    NE   PUMP   STA 

93 

6-29 

-    8 

1-29 

4-18 

(24°) 

4-18 

(24°) 

4-30 

(22°) 

10-    4 

31°) 

10-19 

25°) 

11-30 

24°) 

226 

184 

157 

NCASTER   3    NE   EXP  FARM 

- 

- 

_ 

- 

- 

- 

- 

10-19 

27°) 

10-19 

27°) 

12-    2 

23°) 

- 

_ 

- 

WRENCEVILLE 

100 

8-26 

-26 

1-19 

4-18 

(23°) 

5-    2 

(28°) 

5-20 

(32°) 

10-    4 

27°) 

10-   4 

27°) 

10-22 

[21°) 

187 

155 

137 

BANON 

100 

8-28 

-  6 

1-26+ 

3-29 

(23°) 

3-29 

(23°) 

4-18 

(29°) 

10-19 

28°) 

10-19 

'28°) 

12-    2 

(23°) 

248 

204 

184 

•WISTOWN 

103 

8-27 

-14 

2-   1 

3-30 

(24°) 

4-    4 

(27°) 

4-18 

(29°) 

10-19 

27°) 

10-19 

27°) 

12-    2 

21°) 

248 

198 

184 

)CK    HAVEN    1 

- 

- 

- 

- 

3-29 

(14°) 

3-29 

(14°) 

4-28 

(32°) 

10-   4 

30°) 

10-19 

28°) 

12      2 

20°) 

248 

204 

159 

IRCUS   HOOK 

106 

8-27 

6 

1-31 

3-13 

(22°) 

3-29 

(28°) 

3-29 

(28°) 

12-   2 

32°) 

12-11 

'25°) 

12-25 

'22°) 

287 

257 

248 

LRTINSBURG  BLAIR   CO  AP 

97 

8-28 

-10 

1-31 

4-   4 

i24°) 

4-18 

(28°) 

4-18 

(28°) 

10-18 

28°) 

10-18 

[28°) 

11-30 

[23°) 

240 

183 

183 

lUCH   CHUNK   1    SW 

_ 

_ 

_ 

. 

_ 

_ 

5-   9 

(31°) 

10-    4 

31°) 

10-16 

27°) 

10-22 

'21°) 

_ 

_ 

148 

;adville  1  S 

97 

8-27 

-23. 

1-31 

4-10 

(19°) 

4-22 

(28°) 

5-20 

(29°) 

10-    4 

29°) 

10-19 

26°) 

11-14 

'24°) 

218 

179 

137 

;RCER    5    NE   WB   AIRPORT 

- 

- 

- 

- 

4-10 

(20°) 

4-18 

(27°) 

5-24 

(32°) 

- 

- 

- 

- 

- 

- 

:rcer  hgwy  shed 

- 

- 

_ 

_ 

- 

_ 

_ 

10-15 

32°) 

10-19 

'26°) 

11-26 

[24°) 

DDLETOWN    OLMSTED   FIELD 

100 

8-28 

-   8 

1-26+ 

3-29 

(23°) 

3-29 

(23°) 

4-18 

(29°) 

10-18 

31°) 

11-18 

28°) 

12-   2 

23°) 

248 

234 

183 

DLAND   DAM    NO   7    LOWER 

95 

8-27 

-   6 

2-    9 

3-28 

(24°) 

4-10 

(28°) 

4-18 

(32°) 

10-18 

32°) 

11-25 

'28°) 

12-   9 

19°) 

256 

229 

183 

)NTR0SE   3    E   HGWY   SHED 

95 

8-27 

-15 

1-24 

4-18 

(22°) 

4-18 

(22°) 

5-    2 

(32°) 

10-    4 

27°) 

10-   4 

27°) 

11-30 

22°) 

226 

161 

155 

:FFS   MILLS    4   NE 

- 

- 

_ 

_ 

_ 

- 

5-20 

(31°) 

9-26 

29°) 

11-   8 

27°) 

11-11 

24°) 

_ 

_ 

129 

:WBURG  3    W 

94 

8-26+ 

-14 

1-31 

4-23 

(24°) 

4-29 

(26°) 

5-22 

(32°) 

9-26 

30°) 

10-15 

'28°) 

10-18 

'22°) 

178 

169 

127 

;W   CASTLE    1    N   PUMP    STA 

97 

8-26 

-16 

1-31 

4-10 

(23°) 

4-18 

(27°) 

5-25 

(32°) 

10-    4 

31°) 

10-19 

[28°) 

12-   1 

'22°) 

235 

184 

132 

;WELL 

100 

8-28 

-    5 

1-19+ 

_ 

_ 

10-19 

27°) 

10-19 

'27°) 

12-  2 

24°) 

_ 

- 

_ 

;WPORT 

102 

8-29 

_ 

_ 

_ 

_ 

_ 

9-23 

32°) 

10-16 

26°) 

10-19 

23°) 

- 

_ 

- 

ILMERTON 

98 

8-26 

-10 

1-31 

3-29 

(19°) 

4-18 

(25°) 

5-    9 

(32°) 

10-16 

30°) 

10-19 

26°) 

12-   2 

21°) 

248 

184 

160 

IRK    PLACE    1    NW   WB   AP 

92 

8-27 

-   8 

1-24 

4-10 

(20°) 

4-18 

(26°) 

4-28 

(30°) 

10-    4 

32°) 

10-18 

28°) 

10-19 

24°) 

192 

183 

159 

ilLADELPHIA    FRANKL    INST 

- 

- 

- 

- 

- 

- 

11-30 

32°) 

12-11 

'28°) 

12-26 

[12°) 

- 

- 

- 

IILADELPHIA    WB    AIRPORT 

100 

8-26 

3 

1-31 

3-14 

(24°) 

3-29 

(26°) 

4-10 

(32°) 

10-19 

31°) 

12-11 

[26°) 

12-20 

20°) 

281 

257 

174 

ULADELPHIA    PT   BREEZE 

101 

8-27 

7 

1-31 

- 

_ 

_ 

11-30 

32°) 

12-11 

'26°) 

12-21 

'24°) 

- 

- 

- 

IILADELPHIA    SHAWMONT 

99 

8-28 

2 

1-31 

3-13 

(17°) 

3-29 

(25°) 

4-18 

(30°) 

10-22 

32°) 

12-    2 

25°) 

12-11 

24°) 

273 

248 

187 

IILADELPHIA   WB   CITY 

101 

8-26 

6 

1-31 

3-13 

(22°) 

3-13 

(22°) 

3-29 

(29°) 

12-10 

32°) 

12-19 

27°) 

12-25 

[13°) 

287 

281 

256 

IILIPSBURG   7    E   AIRPORT 

92 

8-26+ 

-27 

1-19 

4-10 

(21°) 

4-22 

(27°) 

4-29 

(32°) 

9-   1 

29°) 

9-22 

25°) 

10-18 

[24°) 

191 

153 

124 

JOENIXVILLE    1    E   P   STA 

100 

8-26+ 

-10 

1-31+ 

4-18 

(24°) 

4-18 

(24°) 

5-    9 

(31°) 

10-   4 

32°) 

10-19 

'24°) 

10-19 

24°) 

184 

184 

148 

TTSBURGH    7    SE   WB   AP 

99 

8-27 

-    2 

1-31 

3-29 

(23°) 

4-    4 

(28°) 

4-17 

(32°) 

10-19 

30°) 

12-    2 

24°) 

12-    2 

24°) 

248 

242 

185 

[TTSBURGH   WB    CITY 

100 

8-27 

0 

1-31 

3-13 

(18°) 

3-29 

(28°) 

4-    4 

(30°) 

12-    1 

32°) 

12-    2 

27°) 

12-11 

[23°) 

272 

248 

241 

)RT   CLINTON 

99 

8-27 

-10 

1-29 

3-29 

(18°) 

4-18 

(25°) 

5-    9 

(30°) 

10-    4 

31°) 

10-19 

24°) 

10-19 

24°) 

204 

184 

148 

JTNEYVILLE    2    SE 

100 

6-27 

-20 

2-    9 

4-22 

(23°) 

4-22 

(23°) 

5-26 

(32°) 

9-22 

[29°) 

9-23 

[27°) 

10-19 

[18°) 

180 

154 

119 

See  reference  notes  following  Station  Index. 
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Table  3  — Continued. 


TEMPERATURE  EXTREMES  AND  FREEZE  DATA 


PENHSYLVANIA 
1948 


Station 

j3 

Date 

Lowest 

Date 

Last  spring  minimum  ot 

First  fall  minimum 

of 

No.  of  days 
between  dates 

tJi 
X 

24°  or 

28°  or 

32°  or 

32°  or 

28°  or 

24°  or 

24°  or 

28°  or 

32°  or 

below 

below 

below 

below 

below 

below 

below 

below 

below 

QUAKERTOWN 

97 

8-27 

-11 

1-31 

3-29    (21°) 

4-23    (28°) 

5-   9    (30°) 

10-   4    (31°) 

10-16    (27°) 

10-19    (21°) 

265 

176 

163 

READING   WB    CITY 

101 

8-27 

2 

1-31 

3-14    (22°) 

3-29    (27°) 

4-18    (32°) 

10-19    (31°) 

12-   1    (28°)- 

12-20    (23°) 

281 

248 

184 

RETREAT    FARMS 

95 

8-26+ 

-16 

1-31 

- 

- 

5-    2    (32°) 

10-   4    (30°) 

10-19    (25°) 

10-22    (24°) 

- 

- 

155 

RIDGWAY 

98 

8-27+ 

-26 

1-31 

4-18    (23°) 

5-    9    (28°) 

5-20    (31°) 

10-   4    (25°) 

10-    4    (25°) 

10-19    (22°) 

184 

148 

133 

SCRANTON   WB   CITY 

98 

8-26 

-    9 

1-19 

3-29    (21°) 

4-18    (28°) 

4-18    (28°) 

10-18    (30°) 

10-13    (28°) 

12-18    (22°) 

264 

184 

183 

SELINSGROVE   AIRPORT 

_ 

_ 

_ 

_ 

3-29    (19°) 

4-18    (25°) 

5-    9    (31°) 

10-    4    (29°) 

10-18    (27°) 

10-19    (24°) 

204 

183 

148 

SHIPPENSBURG 

102 

8-26 

-    5 

1-31 

3-29    (21°) 

4-18    (27°) 

4-18    (27°) 

10-19    (28°) 

11-16    (28°) 

12-    1    (24°) 

247 

212 

184 

SOMERSET  WATER   WORKS 

97 

8-26 

-24 

1-26 

4-18    (24°) 

4    18    (24°) 

6-    6    (32°) 

9-26    (28°) 

9-26    (28°) 

10-19    (19°) 

184 

161 

72 

SPRINGS    1    SW 

92 

8-27 

-15 

1-19 

4-    4    (19°) 

4-18    (25°) 

4-18    (25°) 

9-26    (30°) 

10-18    (27°) 

10-19    (17°) 

198 

183 

184 

STATE    COLLEGE 

98 

8-26 

-    9 

1    31 

3-29    (20°) 

4-18    (28°) 

4-18    (28°) 

10-18    (32°) 

10-19    (27°) 

12-    2    (22°) 

248 

184 

183 

STROUDSBURG    SUBSTATION 

_ 

_ 

_ 

_ 

_ 

_ 

_ 

10-19    (27°) 

10-19    (27°) 

11-19    (24°) 

_ 

_ 

_ 

SUNBURY    2    N    AIRPORT 

98 

8-28 

-12 

1-31 

3-29    (21°) 

4-18    (26°) 

4-18    (26°) 

10-    4    (32°) 

10-19    (28°) 

12-    2    (22°) 

248 

184 

171 

TAMARACK    2    S    FIRE    TOWER 

- 

- 

-10 

1-31 

4-11    (24°) 

4-18    (25°) 

5-    9    (32°) 

10-    4    (30°) 

10-19    (24°) 

10-19    (24°) 

191 

184 

148 

TIONESTA    2    SE   DAM 

94 

8-28+ 

-28 

1-31 

4-10    (20°) 

4-18    (25°) 

5-    9    (32°) 

10-   4    (29°) 

10-19    (25°) 

11-18    (23°) 

222 

184 

148 

TITUSVILLE    2    S 

94 

8-26+ 

-22 

1-31 

4-22    (24°) 

4-22    (24°) 

5-26    (30°) 

9-22    (32°) 

10-    4    (27°) 

10-21    (22°) 

182 

165 

119 

TOWANDA 

99 

8-26 

-23 

2-    1 

4-18    (21°) 

5-    2    (28°) 

5-    2    (28°) 

10-    4    (27°) 

10-19    (25°) 

10-22    (20°) 

187 

170 

155 

TUNKHANNOCK    1    S 

101 

8-27 

-22 

1-19+ 

4-18    (20°) 

5-    2    (28°) 

5-    9    (30°) 

10-   4    (26°) 

10-    4    (26°) 

10-22    (19°) 

187 

155 

148 

UNIONTOWN 

99 

8-27 

-10 

1-19 

4-    4    (24°) 

4-10    (26°) 

4-10    (26°) 

10-18    (31°) 

10-19    (28°) 

12-    2    (22°) 

242 

192 

191 

WARREN 

99 

8-28 

-23 

1-31 

4-10    (19°) 

4-18    (27°) 

5-    9    (30°) 

10-    4    (28°) 

10-    4    (28°) 

11-18    (24°) 

222 

169 

148 

WAYNESBURG    2   W 

100 

8-27 

-24 

1-28 

4-18    (24°) 

4-18    (24°) 

5-20    (31°) 

9-26    (32°) 

10-16    (28°) 

10-19    (20°) 

184 

182 

129 

WELLSBORO 

98 

8-27+ 

-25 

1-31  + 

4-18    (20°) 

5-    9    (27°) 

5-20    (29°) 

10-    4    (21°) 

10-    4    (21°) 

10-   4    (21°) 

169 

148 

137 

WELLSVILLE 

97 

8-26+ 

-17 

1-26 

4-18    (23°) 

4-18    (23°) 

5-   9    (32°) 

10-    4    (31°) 

10-19    (23°) 

10-19    (23°) 

184 

184 

148 

WEST    CHESTER 

99 

8-27+ 

2 

1-31 

3-29    (23°) 

3-29    (23°) 

4-29    (32°) 

10-19    (28°) 

10-19    (28°) 

12-11    (24°) 

257 

204 

173 

WILLIAMSPORT   4    E   WB    AP 

98 

8-26+ 

-14 

1-31 

4-18    (24°) 

4-18    (24°) 

5-    9    (30°) 

10-    4    (28°) 

10-   4    (28°) 

12-    2    (20°) 

228 

169 

148 

WILLIAMSTOWN 

99 

8-26+ 

-12 

1-29 

4-18    (24°) 

4-18    (24°) 

5-   9    (31°) 

10-    4    (32°) 

10-19    (22°) 

10-19    (22°) 

184 

184 

148 

YORK   3    SW   PUMPING    STA 

101 

8-28 

-12 

1-26 

3-29    (20°) 

4-18    (25°) 

4-30    (32°) 

10-    4    (32°) 

10-19    (26°) 

12-    2    (21*) 

248 

184 

157 

TOTAL  EVAPORATION  AND  WIND  MOVEMENT 


Table  4 


Station 

Jan. 

Feb. 

Mar 

Apr. 

May 

June 

July 

Aug. 

Sept 

Oct 

Not. 

Dec. 

Annual 

Departure 
fr  normal 

CONFLUENCE    DAM    1    SW 

EVAP 
WIND 

5.640 
1724 

4.757 
877 

4.936 
1063 

4.272 
904 

3.351 
980 

FORD   CITY   DAM   4    S 

EVAP      . 
WIND 

4.556 
1384 

985 

5.654 
764 

4.771 
672 

3.793 
739 

HAWLEY    1    S    WALLEN    DAM 

EVAP 
WIND 

3.534 
2575 

4.756 
1451 

5.807 
1647 

4.650 
1173 

4.093 
1350 

JAMESTOWN   2    NW   DAM 

EVAP 
WIND 

4.300 
1432 

5.448 
955 

5.815 
844 

4.856 
717 

2.926 
975 

NEFF   MILLS   4    NE 

EVAP 
WIND 

5.068 
376 

5.034 
289 

4.489 
300 

3.314 
281 

See  reference  notes  following  Station  Index 
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STATION  INDEX 


PENNSYLVANIA 
1948 


StAtlOD 


Foimei  stAtion  name 


AIXENTOWN    AIRPORT 


WILKES  BARRE 


ACHETONIA  LOCK  3  LOWER 
ALBION 

ALLENS  MILLS 

ALLENTOWN-BETH  EASTON  WB  AP 
ALLENTOWN  GAS  CO 

ALTOONA  HORSESHOE  CURVE 

ARENDTSVILLE 

AUSTINBURG  2  MI  W 

AVOCA   WILKES-BARRE    SCRA   APT 

BAKERSTOWN  4  MI  WNW 

BARNES 

BEAR  GAP 

BEAVER  FALLS 

BEAVERTOWN 

BELLEFONTE  ROCKVIEW  FARM 

BERWICK 

BETHLEHEM  RIVER  STATION 

BETHLEHEM  LEHIGH  UNIVERSITY 

BLAIN 

BLAIRSVILLE  6  MI  ENE 

BLAKESLEE  CORNERS 
BLOSERVILLE  1  MI  N 
BOSWELL  6  MI  WNW 
BRADDOCK  LOCK  2 
BRADFORD  CITY  HALL 

BRADFORD  4  MI  W  RESERVOIR  1 

BREEZEWOOD 

BROOKVILLE  AIRPORT 

BRUCETON 

BUCKSTOWN 

BUFFALO  HILLS 

BURGETTSTOWN  3  MI  W 

BURNT  CABINS  2  MI  NE 

BUTLER 

BUTLER  SUBSTATION 

CAMP  HILL 
CANTON  1  MI  NW 
CARLISLE 
CARROLLTOWN 
CARTER  CAMP 

CEDAR  RUN 

CHADDS  FORD 

CHAMBERSBURG 

CHARLEROI 

CHARLEROI  LOCK  4  LOWER 


CLARION  3  MI  SW 

CLAUSSVILLE 

CLAYSVILLE 

CLEARFIELD 

COALDALE  2  MI  NW  GREENWOOD  RESGREENWOOD  DAM 


COALPORT 

COATESVILLE  1  MI  SW 
COATESVILLE 
COLUMBIA 
CONFLUENCE  1  MI  SW 

CONFLUENCE  1  MI  NW 
CONNELLSVILLE 
CONNELLSVILLE  4  MI  N 
CONSHOHOCKEN 
CORAOPOLIS  DAM  2 

CORRY 

COUDERSPORT 
COUDERSPORT  8  MI  E 
COVINGTON 
CREEKSIDE 

CRESSON  1  MI  E  SUMMIT 
CURWENSVILLE  6  MI  NW  AIRPORT 
CUSTER  CITY  2  MI  W  SONGBIRD 
DANVILLE 
DAUPHIN  3  MI  N 

DERRY 

DINGMANS  FERRY 
DONEGAL 
DONORA 
DOYLESTOWN 

DRIFTWOOD 

DU  BOIS  7  MI  E 

DUNLO 

DUSHORE 

EAGLES  MERE 

EAST  WATERFORD  3  MI  E 

EBENSBURG 

ELIZABETHTOWN 

EMPORIUM 

ENGLISH  CENTER 

EPHRATA 
EQUINUNK 
ERIE  WB  CITY 
ERIE  AIRPORT 
EVERETT 

FARRELL  SHARON 
FORD  CITY  4  MI  S 
FRANKLIN 


YOUGHIOGHENY  DAM 


COUDERSPORT  7.5  E 


County 


0022 
0062 
0099 
0106 
0111 


ALLEGHENY 

ERIE 

JEFFERSON 

LEHIGH 

LEHIGH 


0134  BLAIR 
0229  ADAMS 
0313  TIOGA 
0319 ILUZERNE 
0355  JALLEGHENY 

0409  JWARREN 

0457 [NORTHUMBERLAND 

0475  BEAVER 

0482  SNYDER 

0530  CENTER 


0611 
0629 
0634 
0725 


COLUMBIA 
NORTHAMPTON 
NORTHAMPTON 
PERRY 


0736  I  INDIANA 

0743 ImONROE 
0763  CUMBERLAND 
0820  I  SOMERSET 
0861  ALLEGHENY 

0867  MC  KEAN 

0868  MC  KEAN 
0905  BEDFORD 
1002  JEFFERSON 


1033 
1073 


ALLEGHENY 
SOMERSET 


1087  BEDFORD 
1105  WASHINGTON 


CROOKED  CREEK  DAM 


1115 
1130 
1135 

1198 
1215 
1234 
1255 
1262 

1301 
1342 
1354 
1372 
1377 

1485 
1505 
1512 
1519 
1572 

1581 
1589 
1594 
1675 
1705 

1710 
1723 
1728 
1737 
1773 

1790 
1804 
1809 
1832 
1881 

1894 
1966 
1978 
2013 
2029 

2108 
2160 
2183 
2190 
2221 

2245 
2265 
2298 
2323 
2343 

2459 
2466 
2560 
2633 
2644 

2662 
2669 
2677 
2682 
2721 

2814 
2942 
3028 


HUNTINGDON 

BUTLER 

BUTLER 

CUMBERLAND 

BRADFORD 

CUMBERLAND 

CAMBRIA 

POTTER 

LYCOMING 

DELAWARE 

FRANKLIN 

WASHINGTON 

WASHINGTON 

CLARION 

LEHIGH 

WASHINGTON 

CLEARFIELD 

SCHUYLKILL 

CLEARFIELD 

CHESTER 

CHESTER 

lancaster 
somerset 

somerset 
fAyette 

FAYETTE 

MONTGOMERY 

ALLEGHENY 

ERIE 

POTTER 

POTTER 

TIOGA 

INDIANA 

CAMBRIA 
CLEARFIELD 
MC  KEAN 
MONTOUR 
DAUPHIN 

WESTMORELAND 

PIKE 

WESTMORELAND 

WASHINGTON 

BUCKS 

CAMERON 

CLEARFIELD 

CAMBRIA 

SULLIVAN 

SULLIVAN 

PERRY 

CAMBRIA 

LANCASTER 

CAMERON 

LYCOMING 

LANCASTER 

WAYNE 

ERIE 

ERIE 

BEDFORD 

MERCER 

ARMSTRONG 

VENANGO 


Draiiug* 


ALLEGHENY 
LAKE  ERIE 
ALLEGHENY 
LEHIGH 
LEHIGH 

JUNIATA 

SUSQUEHANNA 

CHEMUNG 

SUSQUEHANNA 

ALLEGHENY 

ALLEGHENY 
SUSQUEHANNA 
BEAVER 
SUSQUEHANNA 
WEST  BRANCH 

SUSQUEHANNA 

LEHIGH 

LEHIGH 

SUSQUEHANNA 

ALLEGHENY 

LEHIGH 

SUSQltEHANNA 

ALLEGHENY 

MONONGAHELA 

ALLEGHENY 

ALLEGHENY 

JUNIATA 

ALLEGHENY 

OHIO 

CONEMAUGH 

JUNIATA 

OHIO 

JUNIATA 

BEAVER 

BEAVER 

SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
WEST  BRANCH 
WEST  BRANCH 

WEST  BRANCH 

DELAWARE 

POTOMAC 

MONONGAHELA 

MONONGAHELA 

ALLEGHENY 

LEHIGH 

OHIO 

WEST  BRANCH 

SCHUYLKILL 

WEST  BRANCH 

DELAWARE 

DELAWARE 

SUSQEUHANNA 

YOUGHIOGHENY 

YOUGHIOGHENY 

MONONGAHELA 

MONONGAHELA 

DELAWARE 

OHIO 

ALLEGHENY 

ALLEGHENY 

ALLEGHENY 

SUSQUEHANNA 

ALLEGHENY 

WEST  BRANCH 
WEST  BRANCH 
ALLEGHENY 
SUSQUEHANNA 
SUSQUEHANNA 

CONEMAUGH 

DELAWARE 

CONEMAUGH 

MONONGAHELA 

DELAWARE 

WEST  BRANCH 
WEST  BRANCH 
CONEMAUGH 
WEST  BRANCH 
SUSQUEHANNA 

JUNIATA 
CONEMAUGH 
SUSQUEHANNA 
WEST  BRANCH 
WEST  BRANCH 

SUSQUEHANNA 
DELAWARE 
LAKE  ERIE 
LAKE  ERIE 
JUNIATA 

BEAVER 

ALLEGHENY 

ALLEGHENY 


40  32 

41  53 

41  12 
40  39 
40  36 

40  30 

39  55 

42  00 

41  21 

40  40 

41  40 
40  50 
40  46 
40  45 

40  52 

41  03 
40  37 
40  36 
40  20 

40  27 

41  06 
40  16 
40  11 

40  24 

41  58 

41  57 

40  00 

41  09 
40  19 
40  04 

39  57 

40  23 
40  05 
40  52 
40  51 

40  15 

41  40 
40  12 

40  36 

41  38 

41  31 
39  52 

39  56 

40  08 

40  09 

41  12 
40  37 

40  07 

41  01 
40  50 

40  45 
39  58 

39  59 

40  02 
39  48 

39  50 

40  01 
40  01 
40  04 

40  31 

41  55 
41  46 
41  46 
41  45 
40  41 

40  28 

41  03 
41  55 
40  58 
40  25 

40  20 

41  13 
40  06 
40  11 

40  18 

41  20 
41  06 

40  17 

41  32 
41  24 

40  21 

40  29 

40  08 

41  30 
41  26 

40  11 

41  51 

42  07 
42  05 

40  00 

41  14 

40  43 

41  23 


ll 

g  I 

t  i 

a  B 


Y**n  of  raoord 


79  49 

80  22 
78  54 
75  26 
75  28 

78  29 
77  18 
77  32 

75  43 
80  00 

79  01 

76  30 

80  19 

77  10 
77  47 

76  14 
75  22 
75  23 

77  31 
79  09 

75  36 

77  22 
79  08 
79  52 

78  39 

78  44 

78  14 

79  06 

79  59 
78  51 

78  39 

80  26 
77  52 

79  54 
79  53 

76  56 

76  52 

77  11 

78  42 
77  43 

77  28 
75  35 

77  39 

79  55 
79  54 

79  26 

75  39 

80  25 

78  27 
75  56 

78  32 
75  50 

75  48 

76  30 

79  22 

79  22 
79  36 

79  35 

75  19 

80  10 

79  38 

78  01 

77  53 

77  05 

79  12 

78  34 
78  35 

78  41 

76  37 
76  56 

79  18 

74  52 
79  23 

79  51 

75  08 

78  08 
78  38 
78  44 

76  24 

76  35 

77  33 

78  44 

76  36 

78  13 

77  17 

76  10 
75  13 

80  05 
80  12 

78  23 

80  30 

79  30 

79  49 


748 

900 

1590 

381 

254 

1500 

710 
1590 

950 
1200 

1310 

843 

760 

640 
1060 

570 
250 
450 
720 
2048 

1670 

650 
2528 

725 
1500 

1680 
1352 
1407 
1000 
2480 

1318 

980 

990 

1077 

1140 

461 
1450 

473 
2165 
2100 

800 
180 
640 
1040 
740 

1114 

670 

1170 

1140 

1026 

1480 
342 
431 
300 

1490 

1331 
990 

1020 

70 

720 

1427 
1653 
2425 
1193 
1035 

2300 
2215 
2120 
460 
1300 

1150 
360 

1746 
761 
370 

820 
1670 
2440 
1500 
2020 

2125 
2170 

460 
1100 

881 

365 
920 
655 
732 
1020 

855 
950 
987 


53 
26 


22 

7 

36 


33 
18 


5 
31 


74 

4 

28 

36 

5 
54 


Op«a*d 
or  cloAttd 
durtog  yw 


44 
4 

10 
8 

37 

64 

26 

12 

1 

1 

8 
3 

40 
2 

32 


64 
11 
12 

11 
36 
11 
14 

1 

22 
7 
57 
13 
11 

24 

1 

7 
35 
11 

3 

9 
60 

5 
10 

30 
3 
53 
11 
63 

41 
3 
45 
40 
26 

4 
61 
2 
6 
3 

74 
10 
11 
25 
40 

33 
23 

2 
10 

8 

11 
6 
1 
8 
8 

51 
11 
5 
22 
58 

11 
11 
11 
11 
12 

12 
31 

3 
60 

9 

55 
3 

74 
4 

28 

37 

5 
75 


ll 

X   o 


n 


R«l«i 


UblM 


2 
12  3 

2 
12  3 
12  3 

12  3 

12  3 

2 

12  3 

12  3 

2 

2 

2 
12    3 
12    3 


12    3 

2 
12   3 

2 

2 

2 

12    3 

12    3 

12   3 

2 

2 
12  3 
12   3 

2 

2 

2 

2 

12   3 

2 

2 

12    3 

2 
12    3 

2 

2 

12  3 

12  3 

2 

12  3 

12  3 

2 
2 
2 
2 
2 

12  3 
12  3 

2 

2 

2 

2 
12  3 
2 
2 
2 

12  3 

2 
12  3 
12  3 

2 

2 
2 
2 
2 
12  3 

12  3 
12  3 

2 
12  3 

2 

12   3 

2 
12  3 

2 
12  3 

12  3 
12  3 
12  3 


See  reference  notes  following  Station  Index 
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STATION  INDEX 


Continued. 


PENNSYLVANIA 

1948 


Station 


Former  station  name 


County 


Drainage 


•a  i 


w    B  r. 


Yean  of    record 


Opened 

or  closed 

during  year 


it 
II 


\ 


FREDERICKSVILLE  1  MI  SE 

FREELAND 

GALETON 

GEIGERTOWN 

GEORGE  SCHOOL 

GETTYSBURG 

GETTYSBURG  1  MI  S 

GIEFORD 

GLENCOE 

GLEN  HAZEL 

GLEN  ROCK 

GLEN  WILLARD  DASHIELDS  DAM 

GOOD  SPRINGS  1  MI  NW 

GORDON 

GOULDSBORO 

GRANTVILLE  2  MI  SW 

GRATERFORD 

GREENSBORO  LOCK  NO  7  LOWER 

GREENSBURG  2  MI  S  FILTER  STA 

GREENSBURG  2  MI  E  HGWY  SHED 

GREENSBURG  3  MI  SE  UNITY  RES 

GREENVILLE 

HANOVER 

HARRISBURG  3  MI  S  WB  AIRPORT 

HARRISBURG  NORTH 

HAWLEY 

HAWLEY  1  MI  S  WALLEN  DAM 

HEWITT  2  MI  S 

HOLLIDAYSBURG 

HOLLISTERVILLE 

HOLTWOOD 

HOME 

HONESDALE  4  MI  NW 

HONESDALE  6  MI  N  TANNERS  FLS 

HOOVERSVILLE 

HOP  BOTTOM  2  MI  S 

HUNTINGDON 

HUNTSDALE 

HYNDMAN 

INDIANA  2  MI  SE 

INDIANA 

IRWIN 

JACKSON  SUMMIT 

JAMESTOWN  2  MI  NW 

JOHNSTOWN  1 

JOHNSTOWN  2 
JUNIATA  HOUSE 
KANE  1  MI  NNE 
KARTHAUS 
KIRKWOOD  1  MI  SW 

KREGAR  4  MI  SE 
KHESGEVILLE  3  MI  W 
LAFAYETTE  MC  KEAN  PARK 
LAKEVXLLE  1  MI  N 
LANCASTER  2  NE  PUMP  STATION 

LANCASTER  2  NE  FILTER  PLANT 

LANCASTER  3  NE  EXP  FARM 

LANSFORD 

LANSFORD  FOREMANS  SHOP 

LATROBE 

LAURELTON  STATE  VILLAGE 

LAWRENCEVILLE 

LEBANON 

LEBANON  3  MI  SW 

LECONTES  MILLS  5  MI  NW 

LEHIGHTON 

LE  ROY 

LEWIS  RUN  3  MI  S 

LEWISTOWN 

LINESVILLE  6  MI  NW  PENN  LINE 

LOCK  HAVEN  1 
LOCK  HAVEN  2 
LONG  POND 
LYCIPPUS  1  MI  E 
MAPLE  GLEN 

MAPLETON  DEPOT 

MARCUS  HOOK 

MARIENVILLE 

MARION  CENTER  2  MI  SE 

MARSHBURG 

MARTINSBURG 

MARTINSBURG  BLAIR  CO  AIRPORT 

MATAMORAS 

MAUCH  CHUNK  1  MI  SW 

MAYBURG 

MC  CONNELLSBURG 

MC  CONNELLSTOWN  4  MI  NW 

MC  CORMICK 

MC  KEESPORT 

MEADOW  RUN  PONDS 


UNITY  RESERVOIR 


WALLENPAUPACK 


TANNERS  FALLS 


PYMATUNING  DAM 


WILD  CREEK  RESERVOIR 


KNOBS  FIRE  TOWER 


BIG  SHANTY 
PENN  LINE 


CUSTER  CITY 


LOOP  FIRE  TOWER 


3047  BERKS 
3056  LUZERNE 
3130  POTTER 
3189  BERKS 
3200  BUCKS 

3218  ADAMS 
3223  ADAMS 
3237  MC  KEAN 
3298  1  SOMERSET 
3310  ELK 


3330 
3343 
3372 
3379 
3394 


YORK 

ALLEGHENY 
SCHUYLKILL 
SCHUYLKILL 

WAYNE 


3422  I  DAUPHIN 
3435  MONTGOMERY 
3503  i  GREENE 
3510  I  WESTMORELAND 
3515  I  WESTMORELAND 

3516 'WESTMORELAND 
3526 , MERCER 
3662  I  YORK 
3699  YORK 
3704  I  DAUPHIN 

3758  I  WAYNE 
3859  WAYNE 
3897  BEDFORD 


4001 
4008 

4019 
4027 
4043 
4044 
4058 


BLAIR 
WAYNE 

LANCASTER 

INDIANA 

WAYNE 

WAYNE 

SOMERSET 


4066  SUSQUEHANNA 
41591  HUNTINGDON 
41661  CUMBERLAND 
4190 ! BEDFORD 
4214J INDIANA 

4219 j  INDIANA 
4276  I  WESTMORELAND 


4304 
4325 
4385 

4390 
4425 
4432 
4450 
4597 


4667 
4672 
4706 


TIOGA 

CRAWFORD 

CAMBRIA 

CAMBRIA 
HUNTINGDON 
MC  KEAN 
CLEARFI ELD 
LANCASTER 


WESTMORELAND 

CARBON 

MC   KEAN 
4733    WAYNE 
4758   LANCASTER 


4763 
4768 
4804 
4809 
4832 

4853 
4873 
4891 
4896 
4904 


LANCASTER 

LANCASTER 

CARBON 

CARBON 

WESTMORELAND 

UNION 

TIOGA 

LEBANON 

LEBANON 

CLEARFIELD 


4934  CARBON 
4972  BRADFORD 
4984 1  MC  KEAN 
4992  MIFFLIN 
5050  CRAWFORD 


5104 
5109 
5160 
5259 
5368 

5381 
5390 
5400 
5408 
5435 

5453 
5454 
5470 
5479 
5490 

5526 
5534 
5541 
5573 
5601 


CLINTON 

CLINTON 

MONROE 

WESTMORELAND 

MONTGOMERY 

HUNTINGDON 
DELAWARE 
FOREST 
INDIANA 
MC  KEAN 

BLAIR 

BLAIR 

PIKE 

CARBON 

FOREST 

FULTON 

HUNTINGDON 

INDIANA 

ALLEGHENY 

LUZERNE 


SCHUYLKILL 
SUSQUEHANNA 
WEST  BRANCH 
SCHUYLKILL 
DELAWARE 

POTOMAC 

POTOMAC 

ALLEGHENY 

POTOMAC 

ALLEGHENY 

SUSQUEHANNA 

OHIO 

SUSQUEHANNA 

SUSQUEHANNA 

LEHIGH 

SUSQUEHANNA 
SCHUYLKILL 
MONONGAHELA 
MONONGAHELA 
; MONONGAHELA 

MONONGAHELA 

BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

DELAWARE 

DELAWARE 

POTOMAC 

JUNIATA 

DELAWARE 

SUSQUEHANNA 
ALLEGHENY 
DELAWARE 
DELAWARE 
I  CONEMAUGH 

SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

POTOMAC 

CONEMAUGH 

CONEMAUGH 

MONONGAHELA 

SUSQUEHANNA 

BEAVER 

CONEMAUGH 

CONEMAUGH 
JUNIATA 
ALLEGHENY 
WEST   BRANCH 
SUSQUEHANNA 

YOUGHIOGHENY 
LEHIGH 
ALLEGHENY 
; DELAWARE 
SUSQUEHANNA 

SUSQUEHANNA 

SUSQUEHANNA 

SCHUYLKILL 

SCHUYLKILL 

CONEMAUGH 

SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
SUSQUEHANNA 
WEST  BRANCH 

1  LEHIGH 
SUSQUEHANNA 
ALLEGHENY 
JUNIATA 
BEAVER 

WEST  BRANCH 
WEST  BRANCH 
I  LEHIGH 
YOUGHIOGHENY 
DELAWARE 

JUNIATA 

DELAWARE 

ALLEGHENY 

1  CONEMAUGH 

,  ALLEGHENY 

JUNIATA 

JUNIATA 

DELAWARE 

LEHIGH 

ALLEGHENY 

POTOMAC 

JUNIATA 

ALLEGHENY 

ALLEGHENY 

LEHIGH 


40  27 

41  01 
41  44 
40  12 

40  13 

39  50 
39  48 

41  51 
39  49 
41  33 

39  48 

40  33 
40  38 

40  45 

41  15 

40  22 

40  14 

39  47 

40  16 
40  18 

40  17 

41  25 

39  48 

40  13 

40  16 

41  28 
41  28 

39  44 

40  26 

41  23  . 

39  50 

40  45 

41  37 
41  39 

40  09 

41  43 
40  29 
40  06 

39  49 

40  36 

40  37 

40  20 

41  57 
41  30 
40  20 

40  20 

40  21 

41  41 
41  07 

39  51 

40  06 

40  54 

41  48 

41  27 
40  03 

40  03 
40  04 
40  50 
40  50 
40  19 

40  54 

42  00 
40  20 

40  19 

41  09 

40  50 

41  40 
41  50 

40  35 

41  42 

41  08 
41  08 
41  03 
40  14 
40  11 

40  24 

39  48 

41  28 

40  45 

41  51 

40  18 

40  19 

41  22 

40  51 

41  36 

39  56 

40  30 
40  50 

40  21 

41  13 


75  41 
75  54 
77  39 

75  50 

74  56 

77  14 

77  14 

78  36 
78  51 

78  36 

76  44 
80  14 
76  30 
76  20 

75  27 

76  41 

75  27 

79  55 
79  33 
79  30 

79  30 

80  23 

76  59 
76  51 
76  53 

75  10 

75  11 

78  32 

78  24 

75  26 

76  20 

79  06 
75  19 
75  17 
78  55 

75  43 

78  01 

77  19 

78  43 

79  07 

79  10 

79  42 

77  01 

80  28 

78  55 

78  55 

77  49 

78  48  j 

78  07 

76  05 

79  14  I 
75  34 

78  40 

75  17 

76  17 

76  17 

76  17 
75  53 

75  53  i 

79  23 

77  13 
77  08 

76  26 


76 
78 

28  1 
20  i 

75 

43 

76 

43 

78 

39 

77 

35 

80 

31 

77 

26 

77 

27 

75 

30 

79 

24 

75 

11 

77 

56 

75 

25 

79 

07 

79 

02 

78 

46 

78 

20 

78 

19 

74 

42 

75 

46 

79 

13 

78 

00 

78 

08 

79 

07 

79 

52 

75 

40 

800 

1970 

1330 

380 

160 

500 

560 

2220 

1620 

1540 

620 
1025 
1500 

900 
1850 

520 
160 
808 
977 
1225 

1245 
930 
600 
335 
317 

980 
1180 

840 
1000 
1360 

200 
1260 
1445 
1060 
1660 

900 
620 
620 
900 
1102 

1300 
1100 
1700 
1050 
1214 

1275 
560 

1750 
860 
430 

2470 

825 

2130 

1370 

255 

270 

360 

1030 

1040 

1030 

880 
996 
469 
490 
2320 

580 
1400 
1700 

480 
1015 

560 

630 

1860 

1380 

370 

580 

12 

1780 

1610 

2120 

1360 

1460 

455 

800 

1150 

910 
2340 
1180 

800 
2000 


42 
72 


35 
50 
45 
60 


11 
34 
18 
3 
42 

74 

11 

1 

11 


7 

4 
11 
45 
33 

11 
33 
67 
41 
10 

40 
50 
45 
60 
31 

39 
17 
8 
11 
21 

34 

11 

3 

7 
10 

4 
61 

8 
36 
49 

10 
52 
12 
9 
67 

10 
3 

33 
8 
8 

7 

6 

1 

21 

61 

11 

3 

43 

IS 

6 

8 
51 
65 
11 

6 

14 
12 

1 
10 
31 

57 
11 

2 
57 

3 

10 

22 

9 

6 

1 

11 

6 

44 

56 

3 

16 
8 

20 

1 


i 


See  reference  notes  following  Station  Index. 
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Continuad. 


STATION  INDEX 


PENNSYLVANIA 
1948 


Staboa 


Formei  atabon  name 


County 


Drainag* 


ll 

I     ^ 
III 


Yaan  o<    caoord 


OpaiMd 

ot  olo««d 

during  yai 


|1 

Z   o 


n 

X  -3 


KmUi 
to 

tabiM 


MEADVILLE  1  HI  S 

MED IX  RUM 

MERCER  5  UI  NE  WB  AIRPORT 

HERCER  HIGHWAY  SHED 

HERCERSBURG 

HERWINSBURG 

MEYERSDALE 

IIIDDLETOWN   OLMSTED   FIELD 

MIDLAND  DAM  NO  7  LOWER 

MILAN 

MILANVILLE 

MILLERSBURG  2  HI  E 

MILLVILLE 

MILROY 

MONROE    FURNACE 

HONROETON  2  HI  S 
MONTROSE  3  HI  E  HGWY  SHED 
MOSGROVE  LOCK  8  LOWER 
MOUNT  POCONO  2  HI  N  WB  APT 
MOUNT  UNION  1  MI  KW 

MURRYSVILLE 

MYERSTOWN 

SATRONA  LOCK  NO  4  LOWER 

NEFFS  MILLS  4  HI  NE 

NESHAHINY  FALLS 


N  PUHP  STA 


NEWBURG  3  HI  W 
NEW  CASTLE  1  HI 
NEWELL 
NEW  PARK 
NEWPORT 

NEW  TRIPOLI 
■(ORHISTOWN 
3RWELL  3  MI  N 
PALH 
PALHERTON 


PARKERS  LANDING 

PARKERS  LANDING  1  MI  E 

PARK  PLACE  1  HI  NW  WB  AIRPORT 

PAUPACK 

PECKS  POND 

PHILADELPHIA  DREXEL  INST 
PHILADELPHIA  FRANKLIN  INST 
PHILADELPHIA  WB  AIRPORT 
PHILADELPHIA  POINT  BREEZE 
PHILADELPHIA  SHAWHONT 

PHILADELPHIA  WB  CITY 
PHILIPSBURG  7  MI  E  AIRPORT 
PHOENIXVILLE  1  HI  E  PUMP  STA 

PIKES  CREEK 

PINE  GROVE  1  HI  NE 

PINE  GROVE  HILLS  1  HI  S 
PITTSBURGH  7  MI  SE  WB  APT 
PITTSBURGH  WB  CITY 
PLEASANT  MOUNT  1  MI  W 
PORT  ALLEGANY 

PORT  ALLEGANY  3  HI  SW 

PORT  CLINTON 

PORTLAND 

POTTSTOWN 

POTTSVILLE 

POTTSVILLE  BRIDGE 

PUNXSUTAWNEY  1 
PUNXSUTAWNEY  2 
PUTNEYSVILLE  2  MI  SE  DAH 
5UAKERT0WN 

lAYMOND 

READING  WB  CITY 

iENOVO 

lENOVO  6  MI  S  STATE  CAMP 

lETREAT  FARHS 

JEW 

IICES    LANDING   LOCK    NO   6 

mWWAY 

IINGTOWN  1  HI  SW 

JOCHESTER  1  MI  N 

WSH 

5AFE  HARBOR  DAH 

SAGAMORE  1  HI  SE 

3ALTSBURG 

3AXT0N 

5CANDIA 

3CHENLEY  LOCK  5  LOWER 
3CRANT0N  WB  CITY 
3ELINSGR0VE  AIRPORT 
3ELLERSVILLE  2  MI  NW 

3EWARD 
3HADE  GAP 
3HAM0KIN 
3HARPSVILLE 
SHEFFIELD  6 


MI  W  CHERRY  GROVE 


3HIPPENSBURG 

3METHP0RT  HIGHWAY  SHED 

SOMERSET  WATER  WORKS 


SHAVER   CREEK  #    2 


KELLOGG  HOUNTAIN  TOWER 


CHARTER  OAK  SC  *  1 


SHAVER  CREEK  #  4 


MAHONING  DAM 


STATE  CAMP 
RETREAT 


GIRARDVILLE 
RUSH  6  HI  S 


CHERRY  GROVE 


5606 
5627 
5649 
5654 
5662 


CRAWFORD 

ELK 

MERCER 

HERCER 

FRANKLIN 


5676  MONROE 
5684  SOMERSET 


5703 
5710 
5731 

5738 
5775 
5816 
5825 
5884 


DAUPHIN 

BEAVER 

BRADFORD 

WAYNE 

DAUPHIN 

COLUMBIA 

MIFFLIN 

HUNTINGDON 


5889  BRADFORD 
5915  SUSQUEHANNA 
5987  ARMSTRONG 


6055 
6067 

6111 
6126 
6151 
6174 
6194 

6225 
6233 
6246 
6289 
6297 

6326 
6370 
6621 
6681 
6689 


MONROE 
HIFFLIN 

WESTHORELAND 

LEBANON 

ALLEGHENY 

HUNTINGDON 

BUCKS 

FRANKLIN 

LAWRENCE 

FAYETTE 

YORK 

PERRY 

LEHIGH 

MONTGOMERY 

BRADFORD 

MONTGOMERY 

CARBON 


6719  ARMSTRONG 
6724! CLARION 
67341  SCHUYLKILL 
6762  PIKE 
6786  PIKE 

6879  PHILADELPHIA 
6884  PHILADELPHIA 
6889  PHILADELPHIA 


6899 
6904 

6909 
8916 
6927 
6939 
6954 


PHILADELPHIA 
PHILADELPHIA 

PHILADELPHIA 

CENTRE 

CHESTER 

LUZERNE 

SCHUYLKILL 


6962  HUNTINGDON 
6992  ALLEGHENY 
6997: ALLEGHENY 
7029; WAYNE 
7103  I MC  KEAN 

7108  MC  KEAN 


7116 
7127 
7149 
7156 

7161 
7217 
7222 
7229 
7239 

7310 
7318 
7409 
7410 
7417 

7425 
7443 
7477 
7497 
7540 

7694 
7732 
7739 
7796 
7846 

7855 
7863 
7902 
7931 
7938 

7956 
7965 
7978 
8000 
8026 

8073 
8190 
8249 


SCHUYLKILL 
NORTHAMPTON 
MONTGOMERY 
SCHUYLKILL 

SCHUYLKILL 

JEFFERSON 

JEFFERSON 

ARMSTRONG 

BUCKS 

POTTER 
BERKS 
CLINTON 
CLINTON 

LUZERNE 

HC  KEAN 

GREENE 

ELK 

SCHUYLKILL 

BEAVER 

SUSQUKHANNA 

LANCASTER 

INDIANA 

INDIANA 

BEDFORD 

WARREN 

ARHSTRONG 

LACKAWANNA 

SNYDER 

BUCKS 

WESTMORELAND 

HUNTINGDON 

NORTHUMBERLAND 

MERCER 

WARREN 

CUMBERLAND 
MC  KEAN 
SOMERSET 


ALLEGHENY 
WEST  BRANCH 
BEAVER 
BEAVER 
POTOMAC 

LEHIGH 

YOUGHIOGHENY 

SUSQUEHANNA 

OHIO 

SUSQUEHANNA 

SUSQUEHANNA 
SUSQUEHANNA 

JUNIATA 
J'JNIATA 

SUSQUEHANNA 

SUSQUEHANNA 

ALLEGHENY 

DELAWARE 

JUNIATA 

HONONGAHELA 

SCHUYLKILL 

ALLEGHENY 

JUNIATA 

DELAWARE 

SUSQUEHANNA 

BEAVER 

MONONGAHELA 

SUSQUEHANNA 

JUNIATA 

LEHIGH 

SCHUYLKILL 

SUSQUEHANNA 

SCHUYLKILL 

LEHIGH 

ALLEGHENY 
ALLEGHENY 
SCHUYLKILL 
DELAWARE 

DELAWARE 

SCHUYLKILL 
; DELAWARE 
DELAWARE 
DELAWARE 
DELAWARE 

DELAWARE 

JUNIATA 

SCHUYLKILL 

SUSQUEHANHA 

SUSQUEHANNA 

JUNIATA 

MONONGAHELA 

OHIO 

DELAWARE 

ALLEGHENY 

ALLEGHENY 

SCHUYLKILL 

DELAWARE 

SCHUYLKILL 

SCHUYLKILL 

SCHUYLKILL 

ALLEGHENY 

ALLEGHENY 

ALLEGHENY 

DELAWARE 

ST  LAWRENCE 
SCHUYLKILL 
WEST  BRANCH 
WEST  BRANCH 
SUSQUEHANNA 

ALLEGHENY 

MONONGAHELA 

ALLEGHENY 

SUSQUEHANNA 

BEAVER 

SUSQUEHANNA 

SUSQUEHANNA 

ALLEGHENY 

KISKIMINETAS 

JUNIATA 

ALLEGHENY 

ALLEGHENY 

SUSQUEHANNA 

SUSQUEHANNA 

SCHUYLKILL 

CONEMAUGH 

JUNIATA 

SUSQUEHANNA 

BEAVER 

ALLEGHENY 

SUSQUEHANNA 

ALLEGHENY 

YOUGHIOGHENY 


41  37 

41  17 
41  17 
41  14 

39  50 

40  57 

39  49 

40  11 

40  38 

41  55 

41  40 

40  32 

41  08 
40  43 

40  42 

41  42 
41  50 

40  52 

41  08 
40  24 

40  26 
40  23 
40  37 
40  40 
40  09 

40  09 

41  01 
40  05 

39  44 

40  29 

40  41 

40  07 

41  55 
40  26 

40  48 

41  06 
41  06 

40  51 

41  24 
41  17 

39  57 
39  58 
39  53 

39  55 

40  02 

39  57 

40  54 

40  07 

41  18 
40  34 

40  43 
40  21 

40  26 

41  44 
41  48 

41  47 
40  35 
40  55 
40  14 
40  41 

40  41 

40  57 

40  56 

40  55 

40  26 

41  52 

40  20 

41  19 
41  14 
41  11 

41  54 

39  57 
41  26 

40  51 

40  43 

41  47 

39  56 

40  46 
40  29 

40  13 

41  55 

40  41 

41  24 
40  49 
40  23 

40  25 
40  11 

40  47 

41  16 
41  42 

40  04 

41  48 
40  01 


80  10 

78  23 
80  12 
80  15 
77  54 

75  27 

79  02 

76  46 

80  28 
76  32 

75  04 

76  56 

76  32 

77  35 
77  54 

76  28 
75  49 
79  29 

75  22 

77  52 

79  42 

76  18 

79  43 

77  55 

74  57 

77  37 

80  22 
79  53 

76  31 

77  08 

75  46 

75  20 

76  16 
75  32 

75  37 

79  41 
79  40 

76  06 
75  12 
75  05 

75  11 
75  10 
75  14 
75  12 
75  15 


75 

09 

78 

05 

75 

30 

76 

06 

76 

22 

77 

54 

79 

56 

80 

00 

75 

27 

78 

17 

78 

17 

76 

02 

75 

06 

75 

39 

76 

12 

76 

11 

78 

59 

78 

58 

79 

17 

75 

20 

77 

52 

75 

58 

77 

46 

77 

46 

76 

06 

78 

32 

80 

00 

78 

44 

76 

15 

80 

18 

76 

03 

76 

23 

79 

14 

79 

27 

78 

14 

79 

02 

79 

40 

75 

42 

76 

52 

75 

20 

79 

01 

77 

52 

76 

34 

80 

29 

79 

09 

77 

31 

78 

27 

79 

05 

1065' 
1125 
1296 
1240 
605 

840 
1980 
303 
780 
820 

750 
545 
820 
770 
1200 

2120 
1175 

808 
1914 

800 

980 
520 
800 
960 
40 

745 
900 
800 
780 
400 

580 

48 

1620 

380 

435 

870 
1100 
1952 
1523 
1380 

30 
100 
13 
85 
70 


8 
27 

7 
65 
35 


31 


7 

7 

24 

32 


26 

77 

77 

1918 

6 

6 

100 

37 

39 

1250 

11 

515 

24 

2060 

1248 

18 

18 

749 

78 

78 

1810 

27 

1500 

6 

1580 

6 

430 

10 

10 

297 

5 

135 

57 

820 

66 

640 

5 

1220 

28 

1360 

8 

1270 

5 

5 

480 

62 

64 

2220 

10 

266 

51 

79 

645 

51 

2035 

11 

560 

16 

16 

2250 

1 

775 

14 

1371 

33 

42 

1080 

58 

935 

1000 

4 

180 

10 

1320 

8 

849 

54 

800 

8 

2040 

8 

783 

70 

746 

48 

48 

460 

58 

58 

530 

11 

1122 

10 

940 

10 

750 

44 

951 

10 

1940 

11 

680 

16 

20 

1510 

11 

2100 

79 

65 

55 
7 
9 
9 
6 

1 
10 
18 
12 
11 

3 
11 
11 

6 

7 

8 
43 
24 
43 
11 

8 
8 

21 
8 

33 

7 
62 
27 
24 
18 

10 
1 
5 
7 

32 

64 
10 

5 
32 

3 


JUKE 


12  3 

2 
12  3 

2 

2 

2 

2 
12  3 
12  3 

2 

2 
2 
2 
2 
2 

2 
12  3 

2 
12  3 

2 


2 
2 
2 
2 
12    3 

2 
2 
2 
2 
12  3 

2 
2 
12  3 
2 
2 


1   2 

12  3 

12  3 

12  3 

12  3 

12  3 

12  3 

12  3 

2 

2 


2 
12  3 
12  3 

2 

2 

2 
12  3 
2 
2 
2 

2 

2 

2 
12  3 
12   3 

2 
12  3 

2 

2 
12  3 

2 
2 
12  3 
2 
2 


2 
2 
2 

2 

2 
12  3 
12  3 

2 

2 
2 
2 
2 
2 

12  3 

2 
12  3 
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STATION  INDEX 


Coiitinued. 


PENNSYLVANIA 
1948 


• 

Years  oi    record 

Opened 

II 

or  closed 
during  year 

e 

a 

fl 

Refer 

to 
tablet 

Station 

Former  station  name 

i 

County 

Drainage 

e 
•0 

2 

.  3  , 

Longitude 

Elevation . 
mean  aea  1 

(feet) 

1 

1 

Q. 

o 

■g 

a 

11 

II 

SOMERSET  2  MI  E  SUBSTATION 

8254 

SOMERSET 

YOUGHIOGHENY 

40  01 

79  03 

2280 

13 

2 

SOUTH  CANAAN  1  MI  E 

8275 

WAYNE 

DELAWARE 

41  31 

75  24 

1380 

2 

SOUTH  MOUNTAIN 

8308  FRANKLIN 

POTOMAC 

39  51 

77  30 

1600 

9 

2 

SPRING  GROVE 

8379 

YORK 

SUSQUEHANNA 

39  52 

76  52 

470 

8 

2 

SPRINGS  1  MI  SW 

8395 

SOMERSET 

YOUGHIOGHENY 

39  44 

79  10 

2500 

29 

29 

12  3 

SPRUCE  CREEK 

8405 

HUNTINGDON 

JUNIATA 

40  36 

78  08 

760 

2 

2 

STATE  COLLEGE 

8449 

CENTRE 

WEST  BRANCH 

40  48 

77  52 

1175 

61 

64 

12  3 

STRAUSSTOWN 

8570 

BERKS 

SCHUYLKILL 

40  30 

76  11 

600 

3 

2 

STRONGSTOWN 

8589 

INDIANA 

CONEMAUGH 

40  33 

78  55 

1880 

8 

2 

STROUDSBURG  2  MI  E  SUBSTATION 

8596 

MONROE 

DELAWARE 

41  00 

75  09 

327 

31 

31 

12  3 

STROUDSBURG 

8601 

MONROE 

DELAWARE 

40  59 

75  11 

390 

10 

2 

STUMP  CREEK 

8610 

JEFFERSON 

ALLEGHENY 

41  01 

78  50 

1320 

8 

2 

SUNBURY 

8668 

NORTHUMBERLAND 

SUSQUEHANNA 

40  51 

76  48 

440 

26 

2 

SUNBURY  2  MI  N  AIRPORT 

8673 

NORTHUMBERLAND 

SUSQUEHANNA 

40  53 

76  47 

454 

3 

3 

12  3 

SUSQUEHANNA 

8692 

SUSQUEHANNA 

SUSQUEHANNA 

41  57 

75  36 

1000 

14 

2 

SUTERSVILLE 

8699 

WESTMORELAND 

YOUGHIOGHENY 

40  14 

79  48 

770 

8 

2 

TAMAQUA 

8758 

SCHUYLKILL 

SCHUYLKILL 

40  48 

75  58 

800 

7 

2 

TAMAQUA  4  MI  N  STL  CRK  DAM 

STILL  CREEK  DAM 

8763  SCHUYLKILL 

SCHUYLKILL 

40  51 

76  00 

1140 

16 

2 

TAMARACK  2  MI  S  FIRE  TOWER 

8770! CLINTON 

WEST  BRANCH 

41  24 

77  51 

2200 

6 

8 

12  3 

TIONESTA  2  MI  SE  DAM 

8873  FOREST 

ALLEGHENY 

41  29 

79  26 

1200 

5 

12 

12  3 

TITUSVILLE  2  MI  S 

8880 1  CRAWFORD 

ALLEGHENY 

41  36 

79  40 

1550 

5 

5 

12  3 

TJTUSVILLE 

8885 1  CRAWFORD 

ALLEGHENY 

41  38 

79  40 

1200 

10 

2 

TOWANDA 

8905 1  BRADFORD 

SUSQUEHANNA 

41  46 

76  26 

755 

54 

54 

12  3 

TOWER  CITY  5  MI  SW 

CLARKE  VALLEY 

89101  DAUPHIN 

SUSQUEHANNA 

40  32 

76  37 

725 

3 

2 

TUNKHANNOCK  1  MI  S  AIRPORT 

8982 

WYOMING 

SUSQUEHANNA 

41  32 

75  57 

639 

3 

7 

12  3 

TUNNELTON 

8989 

INDIANA 

CONEMAUGH 

40  27 

79  23 

990 

8 

2 

TYRONE  4  MI  NE  BALD  EAGLE 

BALD  EAGLE 

9024 

BLAIR 

JUNIATA 

40  43 

78  11 

1080 

11 

2 

UNION  CITY  1  Ml  W 

9041 

ERIE 

ALLEGHENY 

41  54 

79  52 

1280 

11 

2 

UNIONTOWN 

9050 

FAYETTE 

MONONGAHELA 

39  54 

79  44 

1040 

59 

60 

12  3 

VANDERGRIFT 

9128 

WESTMORELAND 

KISKIMINETAS 

40  36 

79  33 

800 

9 

2 

VANDERGRIFT  2  MI  W 

9133 

WESTMORELAND 

KISKIMINETAS 

40  36 

79  36 

995 

10 

2 

VIRGINVILLE 

9196 

BERKS 

SCHUYLKILL 

40  31 

75  52 

330 

3 

2 

WARREN 

9298 

WARREN 

ALLEGHENY 

41  50 

79  09 

1190 

52 

60 

12  3 

WASHINGTON 

9312 

WASHINGTON 

OHIO 

40  11 

80  14 

1200 

10 

2 

WATROUS  9  MI  S  LEE  FIRE  TWR 

LEE  TOWER 

9340 

TIOGA 

WEST  BRANCH 

41  37 

77  33 

2425 

5 

2 

WATSONTOWN 

9345 

NORTHUMBERLAND 

WEST  BRANCH 

41  05 

76  52 

490 

1 

2 

WAYNESBURG  2  MI  W 

9362 

GREENE 

MONONGAHELA 

39  54 

80  13 

1080 

19 

21 

12  3 

WAYNESBURG  1  MI  E 

9367 

GREENE 

MONONGAHELA 

39  54 

80  10 

940 

10 

2 

WEBSTER  MILLS  3  MI  SW 

9380 

FULTON 

POTOMAC 

39  49 

78  05 

920 

7 

2 

WELLS30R0 

9407 

TIOGA 

WEST  BRANCH 

41  45 

77  17 

1319 

69 

78 

12  3 

WELLSBORO  2  MI  E 

9412 

TIOGA 

WEST  BRANCH 

41  45 

77  15 

1610 

12 

2 

WELLSVILLE 

9420 

YORK 

SUSQUEHANNA 

40  03 

76  57 

500 

2 

2 

12  3 

WERNERS V I LLE 

9430 

BERKS 

SCHUYLKILL 

40  20 

76  05 

400 

11 

2 

WEST  CHESTER 

9464 

CHESTER 

DELAWARE 

39  57 

75  36 

440 

93 

98 

12  3 

WEST  GROVE  1  MI  SE 

9503 

CHESTER 

DELAWARE 

39  48 

75  49 

452 

19 

2 

WEST  NEWTON 

9555 

WESTMORELAND 

MONONGAHELA 

40  13 

79  46 

771 

5 

JULY 

2 

WHITESBURG 

9655 

ARMSTRONG 

ALLEGHENY 

40  45 

79  24 

1530 

8 

2 

WILKES-BARRE 

9702 

LUZERNE 

SUSQUEHANNA 

41  15 

75  52 

700 

63 

2 

WILLIAMSPORT  4  Ml  SE 

9723 

LYCOMING 

WEST  BRANCH 

41  13 

76  57 

1990 

8 

2 

WILLIAMSPORT  4  MI  E  WB  APT 

9728 

LYCOMING 

WEST  BRANCH 

41  15 

76  55 

520 

8 

8 

12  3 

WILLIAMSPORT 

9733 

LYCOMING 

WEST  BRANCH 

41  15 

77  01 

570 

55 

62 

12  3 

WILLIAMSTOWN 

9741 

DAUPHIN 

SUSQUEHANNA 

40  35 

76  38 

775 

33 

14 

12  3 

WIND  GAP  3  MI  SW 

9781 

NORTHAMPTON 

DELAWARE 

40  49 

75  20 

730 

3 

2 

YORK  3  MI  SW  PUMPING  STATION 

YORK 

9933 

YORK 

SUSQUEHANNA 

39  55 

76  45 

390 

50 

61 

12  3 

YORK  2  HI  S  FILTER  PLANT 

9938 

YORK 

SUSQUEHANNA 

39  56 

76  44 

640 

11 

2 

YORK  HAVEN 

9950 

YORK 

SUSQUEHANNA 

40  06 

76  43 

300 

28 

2 

YOUNGSVILLE 

9966 

WARREN 

ALLEGHENY 

41  51 

79  19 

1205 

8 

2 

ZIONSVILLE  1  Ml  SW 

9994 

LEHIGH 

SCHUYLKILL 

40  28 

75  31 

820 

17 

2 

\ 


See  reference  notes  following  Station  Index 
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REFERENCE  NOTES 

Dnlass  otherwise  mJicated.  dimensional  units  used  In  this  bulletin  are:   Temperature  In  °F;  precipitation  and  evaporation  In  Inches,  and  wind  novement  In 
Bll«s.   Evaporation  Is  measured  In  the  standard  Weather  Bureau  type  pan  of  4  foot  diameter  unless  otherwise  shown  by  footnote  followinK  Table  1. 

The  four  digit  Identification  numbers  in  the  Index  are  assigned  on  a  state  basis.   There  will  be  no  duplication  of  numbers  within  a  state. 

Delayed  data  and  corrections  will  be  carried  only  in  the  June  and  December  Issues  of  the  Cllmatologlcnl  Data. 

No  record, 
•f    Also  later  dates  or  months. 
H    1  to  10  days'  record  missing;  see  monthly  CI imatologlcal  Data  for  detailed  dally  record. 

The  subscription  price  for  this  bulletin  is  15  cents  per  copy  or  $1.50  a  year. 
(Yearly  subscription  Includes  annual  summary).   Correspondence  regarding 
subscriptions  should  be  addressed  to  the  Weather  Records  Processing  Center, 
Federal  Building,  Albany  1,  N.Y. 

W.R.P.C.,  Albany,  N  .Y  .—-6-22-49  -  1300 
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